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jj Hen Ave and Helsby Cables, 


* Thomson-Houston Co., 427, 
638 


467, 
Bromley (Kent) Electric Light and 
Power Co., 468 
Brompton and Kensington Electricity 
Supply ‚ 189 
Bukit Rajah Rubber Co. 4,71 
Bullers, Ltd., 947 
Calcutta Electric Supply Corpora- 
tion, 228, 890, 507, 547, 708, 
90*, 1025, 1066 
Tramways Co., 628 
Callender’s Cable and Construction 
O. 
Canada, 906 
Canadian General Electric Co., 497, 


Cape Electric Tramways. 144, 827 
Castner-Kellner Alkali Co., 827, 907 
Central London Railway Co., 188, 266 
Charing Cross, Euston and Hamp- 
stead Railway Co., 297 
264, 310 
e Crose, West ene and City 
Railway Co., 277 
Chatham and District Light Railways 
Co., 146, 226 
Chelsea Electricity Supply Co., 143 
Chile Telephone Co., 655 148 
Chilian Electric id шы iae and Light- 
ing Co., 234, 266 
Chloride Electrical Storage Co., 809 
City and South London Railway Co., 
106, 146, 184 
» of Buenos Ayres Tramways Co. 
PL ia 189, 745 
» of 43, 1 Electric Lighting Co., 


143 
Cleveland and Dam Electric 
Power Co., 667, 746 
Clyde Valley Electrical Power, 706 
Companies struck off the register, 745, 


Consolidated Electrical Co., 965 
Continental Electrica] Enterprise Co., 


227] 
notes, 189, 928, 265 
Cordoba Light, Power and Traction 
4 


Co., 141 
County of London Electric Supply 


„ 184 
Crom ton & Co., 147, 189 
Crossley Bros., 909 
Cuba Submarine Telegraph Co., 628, 
667, 707 


, 
Davis & Timmins, 428 
Delhi Electric Tramways & Lighting 
Go., 68, 106 
Demerara Electrio Co., 507 
Dick, R. & J., Ltd., 747 
» Kerr & Co., 607, 547 
Direct Spanish Telegraph Co., 808 
„ United States Cab'e Co., 105, 
147, 183, 627 
T West India Cable Co., 567, 1066 
Dorman, Long & Co., 867 
Douglas Southern Electric Tramways 
Co., 827, 863 
Doulton & Co., 427 
Drake & Gorham, 627, 706 
Dublin and Lucan Electric Railway 
Co., 107, 228, 849 
„ ° United Tramways Co., 69, 223 
Dumbarton Burgh and County Tram- 
ways Co., 390, 467 
Dundee p Broughty Perry Tramway 
47 


Co., 
Durham Collieries Electric Power Co., 
1067 


East India Tramways Co., 808 ' 
Eastern Extension, Austra'asia and 
China Telegraph Co., 587, 
115, 789, 917 
- Telegraph Co., 27, 547, 747, 


788, 986 
Edison & Swan United Electric Light 
Co., 706. 789 
mv ce rie Electricity Corporation, 
, 144 
Electric and General Investment Co., 


27,1 

» Construction Co., 69, 145 

» Conversion Syndicate, 1066 

T Supply Co. of Victoria, 809 
Electrical Securities, 948, 1066 
Electrolytic Alkali Co., 708, 745 
Elcctromobile Co., 917 
Federated (Selangor) Rubber Co., 23 
Ferranti, 667 
Folkestone Electricity Supply Co., 


507 
France, 69, 147, 787, 826, 867, 918, 1066 
Gandy Belt Manufacturing Co., 390 
General Electric Co., 106, 116 
meram 427, 547, 587, 627, 867, 906, 
Glenboig Union Fire-clay Co., 587 
Globe Telegraph and Trust Co., 27, 
427, 947 
Grassington Electric Supply Co., 548 
Great Northern and City Railway 
Co., 227, 266 
Piccadilly and Bromp- 
ton Railway Co., 227, 
267, 308 
Greenwood & Batley, 27 
Guildford Electricity Supply Co , 265 
Hadfield's Steel Foundry, 227 
Halifax and Bermudas Cable Oo., 507, 
1056 


* CiTY Nores—continued. 


Hamilton, Claud, 849 

“ Harper " Electric Piano Co., 27 

Hastings and District Electric Tram- 
ways, 107 

Henley’ s, W. T., Telegraph Works 
Co., 224 


Hobart Electric Tramway Co., W 

Hornsby, Richard, & Sons, 907 

Houghton-le-Spring and District 
Electric Lighting Co., 1066 

Hove Electric Lighting Co., 507 

Howard & Bullough, 1066 

Hurst, Nelson & Co., 708 

Ibbotson Bros. & Co., 427 

Imperial Tramways Co., 69, 18), 547 

India- Rubber, Gutta- Percha and 
Telegraph Works Co., 947, 986 

Indian Electrio Supply and Traction 


Indo-European Telegraph Co., 627 

Isle of Thanet Electric Tramways 
and Lighting Co., 985, 1026 

Italian Thomson-Houston Co., 107 

Italy, 25, 975 

Johnson- 00 Electric Traction 


Kalgoorlie Electric Power and Light- 
ing Corporation, 547 

Keith, James, & Blackman Co., 467 

Kensington and Knightsbridge Elec- 
tric Lighting Co., 1*9 

Kepitigalla Rubber Estates, 224 

Kuala Lumpur Rubber Co., 826 

Lenarkshire Tramways Co., 265, 909 

Lancashire Power Construction Co., 


Lísbon Electric Tramways, 647, 587 
Liverpool Dae Lighling Co., 180, 


„ Overhead Railway Co., 188, 
267, 808 
London е Wire Co. & Smiths, 


Ра Electrobus Со., 148 

„ United Tramways, 69 
Mackay Companies, 867, 907 
заи весе Bupply Corporation, 
Malacca Rubber Plantations, 1027 
Manx Electric Railway Co., 966, 


1067 
Мыса Wireless Telegraph Co., 96, 


14 
Mather 4 Platt, 143, 867 
Melbourne Eu Supply Co., 986, 


т Tramway and Omnibus 
Co., 189, 587 
Mersey Railway Co., 808, 388 
Metallic Seamless Tube Co., 745 
Metropolitan Amalgamated Railway 
Carriage and Wagon 
Co., 868 
5 District Railway Co., 
265, 309 
5 Electric Supply Co., 223 
На Yay Co., 148, 186, 


Mexican Light and Power Co., 227, 
628, 667 
Mexico Tramways Co., 143, 185, 667 
Midland Railway Carriage and Wagon 
Co., 226 
Monte Video Telephone Co., 667, 707 
Montreal Light, Heat and Power Co., 
148, 668 
- Street Railw ay Co., 867 
Mumbles Railway and Pier Co., 224 
National Boiler and General Insurance 
Co., 224, 265 
е Gas Engine Co., 1€9 
M Telephone Co., 68, 107, 185 
е Telewriter Co., 143 
New General Traction Co., 104 
„ York Edison Co., 947 
Newcastle-upon-Tyne Electiic Supply 
Co., 143 
North Melbourne Electric Tramways 
and Lighting Co., 107 
Metropolitan Electric Power 
Supply Co., 69, 948 
Metropolitan Tramways Co., 


27 


п 


309 
Northampton Electric Light and 
Power Co., 309 


Norwich Electric Tramways Co., 746, 
8B 


7 

Notting Hill Electric Lighting Co., 68 

Official notices ге companies, 667, 787, 
857 

Okonite Co., 107 

Oriental Telephone and Electric Co., 
627, 1028 

Oxford Electric Co., 296 

Para Electric Railways and Lighting 


87 

Paris Compressed Air Co., 705, 867, 1066 
. Metropolitan Railway, 25 

Parsons Marine Steam Turbine Co, 


667, 707 

Pataling Rubber Estates, 143 

Phosphor Bronze Co., 906 

Pirelli & Co., Milan, 587 

Poland, 265 

Poole and District Electric Traction 
Co., 467 

Provincial Tramway Co., 906, 987 

Puebla Tramway, Light and Power 
Co., 587, 826 

Reduction of capital, 217, 667, 868 

Rees Roturbo Development Syndi- 
cate, 189 

Richardsous. Westga th & Co., 826 

Rio de Janeiro Tramway, Light and 
Power Co., 224, 607 

Rosario Electric Co., 627, 745 

Russian electrical companies,70, 987 

8t. James’ and Pall Mall Electric 
Light Co., 147 
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Sao Paulo Tramway, Light and Power 
Co., 97, 186, 427, 587, 948 
Schuekert Gesellschaft, "1065 
Scottish Boiler Insurance and Engine 
Inspection Co., 228 - 
AMA Electric’ Construction Co., 


mern Water and Power Co., 


Biemens & Halske, 1066 
„ Schuckertwerke, 1065 
Sings аро Electric Tramways, 294, 


South American ut and Power 
4 

T Metropolitan Electric Light 

ш Power Co,, 264, 889, 468, 


j Metropolitan Electric ier 
тазе and Lighting Co., 


B.P. Syndicate, 1027 


Bpein, 70 

Btewarts & Lloyds, 890 

Stock Exchange notices, 97, 70, 108, 
148, 181, 324, 265, 909, 989, 428, 507, 
ко, ‚ 145, 787, 826, 906, 948, 1027, 


Btothert & Pitt, 697 
Straits Settlements (Bertram) Rubber 


Btratford-on-Avon Electricity Co., 189, 


Sugden, T., 947 

Sunderland District Electric Tram- 
ways, 1066 

Switserland, 28, 265, 809, 547, 1027 

Telegraph Construction and Main- 
tenance Co., 69, 108, 265 

Telephone Co. of t, 1026 


Transition period in aris, 106 
Turbinia German Parsona Marine, 27 
Turkey, 28 


Tyneside Tramways and Tramroads 
Co., 264 


, 
Unde und Electric Railways Co. 
of on, 838, 506 
United Electric Car Co., 849, 427, 506 
„ Electric Tramways Co. of 


Caracas, 667 
» Electric Tramways of Monte 
Video, 906 
" wo etc Plate er ia Co., 09, 
Venezuela N and Electrical 
Appliances, 746 


Vickers, Sons & Maxim, 189 
Victoria Falls and Transvaal Power 


Co., 69, 187 | 
Vulcan ‘Boller and General Insurance 
Waste Heat and Gas Electrical 


985 
West African Telegraph Co., 745 
» India and Panama Telegraph 
Oo., 747, 825 
Я Kootensy Power and Light Co., 


985 
Western Tele api Co., 707, 746, 788, 
- U Telegraph Co., 627, 


Westminster Electric Supply Cor- 
poration, 219 

White, J. G., & Co., B 

Willans & Robinson 547, 685 

Winnipeg Electrio Railway Co., 468, 


Yorkshire Electric Power Co., 964, 507 


City of London lighting, 81, 102 
Clark and Weston standard cells, by 
H. L. Bronson and A. N. Shaw, 


897 
Claudius Maximus, by “ A. K.," 897 
“С. M. B." patent direct current rotary 
transformer, by J. C. Macfarlane 
and H. Burge, 125 
Coal for what it is yorth, Buying, 482 
» mines, Accidente 18 195 
„ trolley, The E. I, C.,“ 790 
Collection, The, 944 
Oolliery accidents, 306 
а installation in Fifeshire (Loch- 
gelly), Electrical, 389 
„  manegers, The responsibllity 
of, 1041 
Colonial tariffs on electrical goods, 
Foreign and, 89, 80, 119, 160, 199, 


Colonies, Engineer ba re auras in 
the, by E. K. Scott, 525 

Combustion engines, The electric 

i of internal, by J. W, 


Common-sense contracting, 722 
Commutator-pole traction 
Siemens, 48e 
The care of a, 1088 
Comparisons of Continental and British 
methods of operating tramways, 
by A. R. Fearnley, 597 
Competition, American, 778 
s Tue d Henry Saxon Snell, 


Tramway, 213 
Compressors, Reavell, 640 
Mice purchase, London electric 
som ies and, 
Concentfat on, The power of, 244 


cort, 
Conciliation, 1064, 1074 
Condense exhaust steam, Determining 
the amount of injection water 
required to, by A. W. Empson, 


motors, 


Condenser for power work, An improved 
form of, 449 
» telephone receiver, A, 888 
" The Leblanc, 715 
Condensers, Evaporative, 685; by E. K. 
Scott, 619 
Я for leakages, Testing, by 
“ Harbee,” 251 
> Jet, 208 
" Some tests and uses of, by 
W. M. Mordey, 287 
i The manufacture of elec- 
tric, 487 
Condensing and water cooling plant, 
Notes on, 84 
1 water for jet condensers, 


оды a oven, An electrical, 208, 


Conduit construction, Underground, by 
by S. B. Way, 78 

Conference on electrical units p 
standards, 1908, International 

Co-partnery, Capital and labour, 108 

Connantinople telephone concession, 


Consular notes, 14, 52, 170, 254, 296, 875, 
457, 677, 657, 696, 771, 816, 896, 991 
Gens The general, " 168 
Consumption of tramcars, Energy, by 
R. 8. Pilcher, 293 
Continental and British methods of 
реге 5 
mparisons o y 
A. R. Fearnley, 597 
” electrical engineering in- 
dustry, 115, 514, 808 
Contract system of c arging, The, 888 
Contracting, Common-sense, 722 
К Municipal electrical: Рго- 
posed test case, 961 
Contractors, ia duestion for electrical, 


a and the new Home Office 


Contracts (CroskD)— 
Aberdeen, 702 
Adelaide, 99 
Admiralty, 494, » 464, 502, 908, 1023 
Algeria, 
Australia, 99, 141, 464, 868 
Barking, 20 


Bedford, 141, 176 
Belfast, 261, 544 544, 624 
Belgiam, 141, 176, 220, 464, 582, 624, 


Ван йау: 141 
Bexhill, 464, 544 
Birkdale, 424 
Birmingham, 176, 886 
Hisckbori 424, 624 


lackpool, 
Bolton, £88, 582, 868, 908 
Bootle, 662 

Bournemouth, 99 

Bradford, 99, 290, 424, 464, 624 
Brighton, 582 

Bristol, 582, 981 

Bromley, 501 

Brumby and Frodingham, 709 
Burnley. 20, 58, 424, 514, 624, 903 
Burslem, 4€4, 662 

Canada , 20, 220, 961, 502, 702, 742, 903, 


Canterbury, 948 

Cape Colony, 176, 544 
» Town, 64, 1 

Cheltenham, 464 

Chertsey, 981 

Chester, 64 

China, 221, 261 

Clacton-on-Sea, 261 

Cleckheaton, 141, 1060 

Clyde navigation, 261 

Colchester, 821 

Colonial contracts, 822 

Darlington, 58, 261 

Denmark, 261 

Derby, 58, 582 

Devon, 624 


Dudley, 176, 624 
Dundee, 20, 261, 347, 424, 502, 703, 908 
Dunfermline, 261 
East London (South Africa), 903 
Eastbourne, 221, 993 
Eccles, 221, 386 
Edmonton, 464, 1023 
remont, 141 
Electric crane contracts, 742 
Elland, 502 
Epsom, 981 
Falkirk, 903 
Fleet s od, 102 
France, 991, 261 
Fulham, 176, 502, 583 
Germany, 886 
Glasgow, 64, 221, 261, 847, 494, 621, 662, 
108, 821, 943, 1028 
Goverment contracte, 503, 662, 803, 


Gravesend, 305 
Greenock, 176 
Grimsby, 64, 221, 582 
Hackney, 58, 582 
Halifax, 261, 582 
Hammersmith, 99 
Hanley, 221, 645 
Hartlepool, 64 
Haslingden, 702 


Coxrracts CLosEp—continued. 


Hastings, 961 
Hereford, 805 
Hertfordshire, 702 
Heywood, 742, 863 
Hindhead, 1028 
Hounslow, 20 


Ilford, 141, 176, 921 
India, 847, 886, 702 
Islington, 546 
Italy, 1038 

Japan, 221 
Johannesburg, 662 
Keighley, 508 
Kingston-on- Thames, 582, 1060 
La Plata, 702 
Leamington, 64 
Leicester, 508 


` Leyton, 58, 221, 508, 545 


Liverpool, 306, 545 

Liandudno, 176 

London, 20, 68, 99, 141, 178, 221, 261, 
847. 515, 583, 621, 668, 702, 822, 868, 
908, 943, 981, 1023, 1060 


L.C.C., 20, 58 99, 141, 624, 668, 702, 
822, 888, 200, 948, 981, 1028 

Longton, 92 

Lowestoft, 685 1038 

Luton, 588, 981 


Maidenhead, 141, 261 
Maidstone, 221, 261, 1060 
Manchester, 341 
Mansfield, 494, 588 


argate, 20 
Marylebone, 25, 582, 903 
Melbourne, 863° 
Metropolitan Asylums Board, 58 
Middlesbrough, 981 
Middlesex, 20 
Middlewich. 817 


Rand, The 887, EOS 
Randfontein, 663 
Rawtenstall, 508 
Reading, 948 
Rochda e, 64, 425 
Rotherham, 99, 176 
Rugby, 64, 176, '863 
Russia, 948 
8t, Pancras, 221, 688 
Salford, 68, 141, 221, 961, 887, 588, 908 
Shanghai, 961, £63, 908 
Sheerness, 948 
Sheffield, 847, 948 
Shoreditch, 261 
South Africa, 291, 742 

» America, 462 

» Australia, 981 
Bouthampton, 20 
Southend-on-Sea, 1062 
Southport, 176 
Southwark, 141, m 048, 1062 
Stepney, 20, 99. 17 6. 908 
Stockport, 99, 464, 742 
Stoke Newington, 141 
Btretford, 142, 261, 982 
Sunderland, 142 
Swansea, 99, 425, 464, 645, 1060 
Sweden, 
Bwinton and COMI DUTY. 142, 668 
ipse a (N.8. эы ), 908 

aunton, 66 
'Toronto, 908 
Truro, 589 
Tunbridge Wells, 261 
Turkey, 742 
Wakefield, 503 
Wallasey, 261. 305, 863, 903, 1062 
Walsall, 20, 100, 98 
Walthamstow, 702, 903 
Wandsworth, 20, 1023 
War Office, 702 
Warri n, 100, 583 
Watford, 108, "868 
West Bromwich, 291 
Ham, 221, 509, 515 

Wigan, 64, 387 
Winchester, wet 
Wishaw, 64 
Wolverhampton, 100, 261, 583, 982 
Woolwich, 64, 583, 703, 948 
Worcester, 64, 100 
Wordsley, 742 
Worksop, 142, 868 
Worthing, 464, 708 
York, 64, 425, 583 


Contracts (OrEN)— 


Aberaman, 902 

Aberdeen, 902 

Accrington, 775 

Acton, 19, 98 

Alsace, 629, 662 

Altrincham, 57, 628, 662 

Australia, 19, 98, 141, 304, 424, 464, 502, 
662, 862, 902, 942, 1022, 1062 

Austria, 57, 502, 623, 741, 942, "Sh 1062 

Ballinasloe, 175 

Barnstaple, 141 

Battersea, 220, 960 

Belfast, 19, 948, 1022 

Belgium, 19, 57, 98, 220, 260, 347, 424, 
464, 652, 1022 

Birkenhead, 602 

Birmingham, 741, 1062 

Blackburn, 141 

Bolton, 741 

Bradford, 57, 702, 741 

Brazil, 847 


5 OrEN continued. 


Bridgend end, 502 


Brid ington, 943, 1099 

Brighton, 1022 

Bristol, 494 

British Colonies, 57 

Brumby and Frodingham, 644 

Brussels, 99 

Burnley, 801, 424 

Bury, 741 

Canada, 19, 57, 424, 502, 708, 742 

Canterbury (Australia), 948, 1022 

Cape Colony, 862 

„ Town, 623, 882 

Carlisle, 948 

Chatham, 775, 981 

Cleckheaton, 175 

Colchester, 509 

Cologne, 20, 141, 175 

Corea, 464 

Croydon, 58 

Dartford, 544 

Denmark, 57 

Derby, 58 

Doncaster, 742 

Dublin, 99, 886, 742, 776, 1023 

Dudley, 464 

Dundee, 544, 742, 948 

Durban, 582 

Durham, 868 

Eastbourne, 702 

Eccles, 99, 742, 902, 1023 

Edinburgh, 220, 960, 776, 903 

Edmonton, 99, 149 

Emden, 90° 

Epsom, 464, 662 

Erith, 1028 

Farnworth, 776 

France, 20, 88, 99, 141, 644, 693, 981 

Fulham, 4M 

G.P.O., 99 

Germany, 20, 99, 141, 904, 742, 776 

Glasgow, 804, 464, 802, 888, 3 

Gloucester, gal 

Govan, 902° 

Gravesend, 20 

Great and Little Usworth (Co. 
Durham), 424 

Great Western Railway, 683 


, 502 
Handsworth, 804, 582 
Hellingly, 58 
Holland, р 


н 
Hall. 60. 796 


Hungary, 886 
India, 702 
Isle of Thanet, 887 
Italy, 20, 58, 141, 702, 821, 948, 1028 
Keighley, 98, 544 
8, 
Leyton, 99, 220, 980, 304, 582, 662 
Llandudno, 628 . 
Ll pia, 902 
London, 20, 99, 220, 260, 804, 896, 502, 
662, 742, 902, 987, 
L. 0.6, 66, 920, 260, 817, 888, 662, 742, 


Lowestoft, 623 
Luton, 20, 662 
мыш беи 20, 58, 141, 464, 582, 776, 


Melbourne, 19, 98, 804, 502, 701, 821, 
882, 928, 1022 

Mexborough, 742 

Middleton, 868 


: Mountain Ash, 582 


Neath, 818 

New South Wales, 141 
Newcastle, 821 
Norway, 623 
Oldham, 886, 981 
Oulton Broad, 424 
Paris, 99, 141 
Perth, 903 
Plymouth, 960 
Pontypridd, 20, 99 
Poplar, 9:0, 868 
Pretcria, 886 
Prussia, 902 


Rotherham, 20, 502 
Roumania, 903 
Russia, 58, 99, 141, 885, 821, 863 
Saarbruecken, Germany, 20 
St. Pancras, 20 ) 
Salford, 20, 176 
Servia, 847 
Sherburn (Co. Durham), 702 
South Africa, 583, 821 

„ Australia, 1023 
Southwark, 902 
Spain, 20, 68, 176, 317, 682, 821, 863, 

£08, 918, 981, 1028 

Btepney, 908 
Stevenaxe, 90 
Sunderland, 29 
Swansea, 20 
Switzerland, 981 
Sydney (Australia), 943, 1023 
Todmorden, 220 
Toronto, 602, 993 
Transvaal, 424 
Turkey, 176, 886, 582 
Venice, 20 
Wakefield, 776 
Wallasey, 20, 582 
Walthamstow, 464, 544 
Warrington, 847, 886, 662, 742 
West Ham, 141, 800 
Whitehaven, 20 
Winchester, 682 
Winnipeg, 20 
Wishaw, 260, 943 
Worthing, 544 
Yarmouth, 464 
York, 176, 464, 776 
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Contracts for the Navy, Electrical, 466 
Control, Automatic thermo- electric, 504 
Conveniences ia the modern wer 

ке Electric, by W. 8. Burge, 


Convention, The I.M.E.A., 4 
Conversazione, Institution of Electrica] 
Engineers. 79 
7 The Royal Society, 39 
Conv ersaziones, 22 
Co-operation, Franco-German; 1(59 
Copper, 115, 122, 244, 961, 906, 337, 884, 
65, E05, 61?, 665, 705, 781, 842, 
923, 983, 1014 
combination, Electrical flrms 
and the, 1057 


CORBRsPOWBENCE — 

Accuinulators for central stations, by 
Tudor Accumulator a) 1011 

Allocation of они; by C. F. Haswell 
Bayley, 4 

Applications for 
“ Luckless," 650 

Automatic transformer switch, by 
" Engineer," 289; by “Climax,” 
289; by Student,“ 830; by “Iron 
„ 880; by Inquirer,“ 868, 


Auto-transformer design, by A. H. 
Avery, 969; by "The Writer of 
the Review," 1009 

Batteries as load  equalisers, by 
пш Electrical Storage Co., 

British-made magnetos, by J. С. 
Fuller & Bon, ; by the Simms 
Magneto Co., 7:6; by “H. Arma- 
ture,” £08 

me anomalies, Some, by G.,“ 


Cable-fault localisation, by E. 8. 
Heurtley, 1010 

Carhon brushes, by W. B. Rawson, 
454; by S. W. Martyn, 526 

Cheap units, by A. M Taylor, 49 

Chichester electrified, by “Not to? 
cheap," 9; by W. J. U. Sowter, 
45; by R. v. Weare, 166 

Өе кора in, by Desalentada," 
b 


employment, by 


Coeficient of self-induction, by C. F. 
Smith and W. Cramp, 582, 576, 
619, 782; by “Your Reviewer," 
532, з ' 65 

Comparative steam consumption re- 
sults, by K. J. K.,“ 46 

Constantinople telephone concession, 
The, by Herbert Laws Webb, 1063 

Contract demand" system, by W. A. 
Brodie, 934, 970 

Contractor, supply house and manu- 
facturer, “Bupply or Con. 
tract (not both), 687 

Corpuscular theory of fuses, by W. H. 
F. Murdoch, 889 

Correction, A., by J. E, Wakelin and 
Co., 850 


5 
Cost of living abroad, by High 
Tension,” 166 
„ of living in the Federated 

Malay States, by "Precision," 

608, 969; by “One Who Lives 

There Now, " 807 

Costs of electricity and gas, The 
relative, by “A. B. C.,“ 687 

Curious lamp failure, by “N. B., 
411; by H. R. G. F., 454 

Discourtesy to a selected candidate, 
by "C. I. E., 46; by The In- er- 

national Engineering Co., 129 
Domestic electrification, by“ A. B. C.,“ 


Driving of textile factories, Elec- 
trical, by H. Ellis, H. A. Jones, 
R. Pohl, T. Roles, C. W. Salt, 
W. B. Woodhouse, 884, 971; by 
G. Carter, 944 

Earth indicating device, by“ W. H. B.,“ 
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Magnetic properties of iren, The in- 
fluence of silicon on the 
.  electrio and, 262 
‘i storms, 650 
tes'8 of common and silicon 
steel, 880 . 
Magnetism, Terrestrial, 260 
у The marvels of, 139 
Main line traction, The development of 
electrical, 864 
Mains, Overhead, by Wm. Copeland, 152 
Malay rubber, 541 


„ States, Cost of living in the 
Federated, 284 
Man of resource, The, by C. A. Smith, 


B.Sc., 206 
Management of an electrical showroom, 
Bome notes on the, by 
Delta, €94 
" 'The science of plant, 465 
Manchester charge, A, 664 
Б Electrical Exhibition 
balance sheet, 613 
zc i n dis pute settled, 
à engineering exhibition, 904 
Manufacture of electric condensers, 
The, 487 
Manufacturers’ Association (Incorpora- 
ted), National Electrical, 64 
Marconi patents, The, 602 
Marconi's Wireless Telegraph Co., 626 
Marine propulsion by elec:ric motor, by 
H. A. Mavor, 1053 
Market, The quack in the electrical, by 
D, S. Martin, 682 
Marklissa power transmission plant, by 
Dr. A. Gradenwitz, 181 


Mauretania, Electricity and the, 361 

McGill University, Montreal, 626 

Measurement of the insulation resist- 
ance of a live three-wire system, 
The, by Dr. Gisbert Kapp and Dr. 


Dennis Coales, 316; by 8. A 
Russell, 448 
Medical examination of tramway 


employés, The, 559 
Mediterranean push, 102, 806 
Melbourne Electric Supply Co., The 

undertaking of the, by J. H. 

Davies, 59 
Mercurous cs for standard cells, 

C. J. J. Fox, 871 
Mercury ammeter, A new, 505 
s motor and other meters, by 
E. P. Austin, 803 
Metal-filament lamp economies, 65 
» -flament lamp? The enclosed 
arc, or the, by Pam,“ 474 
„ -fllament lamp transformers, by 
L. Crouch, 864, 436 
» -fllament lamps, 1044, 1051 
» -flament lamps, High voltage 
16-c.P , 16, 54 
» -fllament lamps on the e'ectrical 
industry and on street light- 
ing, Theinfluenceof, by E. E. 


ley, б 
Meters approved, 858, 898 
© ercury motor and other, by 
E. P. Austin, 808 
„ On tramway cars, 504 
» Some questions relating to 


electric fittings and, 818 
Mexican hydro-electric plant, Large, 279 
Mexico, Note for shippers to, 458 
г; 1907-8, Trade statistics of, 317 

Mill construction, E.C.C. rolling, 102 
Mine accident inquiry, 102 
Miners and electricity, 545 

„ and electricity, Durham, 441 
io, Electricity and, 561 


$9 
Mines, 5 in, 222, 703, 1004, 
» Electricity in: a new committee 
promised, 387 
5» Electricity in : questions in the 
House, 465 
» Electricity in: The miners’ 


point of view, 984 
» The departmental committee on 
electricity in, 706 
„ Notes on electric practice in, by 
we W. O. Pepper, 591 
Mining apparatus, 532 
» Electrical Engineers, Institu- 
tion of, 1044 
" Electricity and American, 664 
» explosion, 221 
шош = searchlight projectors, Gold, 


Model Engineering exhibition at West- 
minster, 542 

Modern cable systems, by E. M. Hollings- 

worth, 84 
„ electrical machinery: its design, 

cost and efficiency, by L. 
Crouch, 644 

Motor, A new type of cascade induction, 
by M. I. Williams-Ellis, 647 


„ and other meters, Mercury, by 


E. P. Austin, 808 
„ exhibition at Olympia, 619, 786 
» Marine propulsion by, by Н. A. 
Mavor, 1053 : 
» The single-phase, by A. O. 
Buckingham, 44 
Universal domestic, 858 
and their accessories, Features 
of the design and operation of 
ning by W.'Manktelow, 


Motors 


„ Siemens commutator-pole trac. 
tion, 488 
Municipal BEDCIn mene: 721 

" electiical contracting: pro- 
posed test case, 261 

m electricity works in London. 
Repayment of capital, by 
Interested, 207 

h ethics, 2 : 

E traction, 481 

M trading, 402 

а tramway co-operation, Соп. 


pany and, 35 
РА Tramways Association: 
Annual conference, 495, 
557, 535 
5 ee in Germany, 


отат photo-printing system, The, 483, 
4 
Museum, South Kensington, 752 


ANCY, The industrial exhibition 

at, 465 
National Electrical Manufacturers’ 
„ (Incorporated), 


LI 


is Industrial Education 
League, 983 
Natural power, 163 
Naval voltages, 252 
Navigation improvements and hydro- 
electric works, 101 
Navy, Electrical contracts for the, 466 
» Lord Charles Beresford and the 
engineer officers of the, 1042 
"Neutral" of three-wire systems, 
Earthing the, 117 
New association, 786 


New CoxPANIES— 
Acadia Syndicate, 824 
Adnil Electric Co., 66 
Alba Lamp Byndicate, 223 


- 


vit 


New Companies—continued. 
Aluminium Corporation, 1064 
Anglo-German Wireless Syndicate, 


666 
Barbados Electric Supply Corpora- 
tion, 228 
Boudjah Electric Lighting Co., 506 
Bowers & Barr, 426 
Bowram, Robert, & Co., 388 
British Radio-Telegraph and Tele. 
phone Co., 183 
АН Vitrite Works 
patents), 66 
Broughton Machinery Co., 1065 
Brown & Murray, 787 
Bullivant's South Africa Co., 426 
Burford Electric Light and Power 
Co., 824 
Burks, F., & Co., 946 
Carmarthen Electric Supply Co., 666 
Caversham Motor Co., 188 
Charlestown Electric Lightand Power 


Co., 66 
Chippenham Electric Supply Co., 188 
Compagnie Generale Electrique de la 
hampagne, 1064 
Cross & Cross, 824 
Cunningjon & Harris, 506 
De Martis Electric Storage Syndicate, 


pid un Valley Electric Power Co., 


(Swan's 


Dioptric Sign Co., 467 
Dynamic Electrical Co., 307 
E.M.F., 426 
Electric Ordnance Co., 66 

З" Smelting Co., 666 
Electrical Enginecr, 223 

ü Trolley Head Co., 467 

Electricity Generating Co., 825 
Electro-Metallurgical Syndicate, 1061 
Electrolytic Арран Syndicate, 585 
Electroscopes, | 
Electroscrip Sign Co., 1066 
Feld Bros. & Co., 781 
Ferabin Lamp and Electrical Acces- 

^. вогіев, 905 
Fife Tramway, Light and Power Co. 

188 


Filaments, 188 . 

Franco-British Electrical Co., 686 
Gavan Inrig, 108 

Geary, Adams & Co., 307 

General Accessories Co., 307 : 
Halesowen Lighting and Traction 


Hilo Ignition Co., 1065 | 

Howe Electrical Engineering Co., 705 

International Electric Transport and 
Enterprise Co., 426 

» Filaments, 467 

Kinetic Co., 666 

Laing Wharton, 807 

Lascelles, R., & Co , 467 

Lighting, 188 

Luminator Water Co., 1066 

апета Electric Lighting Co. (1909), 


Magneto Co., 705 
Marbro, 787 
Maxwell's (Dundee), 66 
Midland Electric Wire Co., 308 
Mucklow, Samuel, 883 
National Electric Bigns Co., 467 
" Lighting e ld 421 
New Motive Power, 
Peninsula Engineering Co., 946 
Perth Development and Traction Co., 


787 
Plutte, Scheele & Co., 427 
Power Transmission Syndicate, 22 
Premier Electric Institute, 103 
Prestwich & Burt, 426 
Redfern, E. M., 108 
Rupprecht, A. A., & Co., 666 
Scott, Walter, & Co., 103 
Bilicaware, 906 
Silico-Bitumen Co., 787 
Silverlyte (1909), 223 
Smitb, Major & Stevens, 786 
Buter's Patents, 1065 1 _ 
Therol Foreign Patents Syndicate, 585 
Thomas Foreign Patents, 916 
Traction Supplies Co., 223 
Tramways (Conduit) Point Syndicate 
665 


Vactite Wire Co., 787 | | 
Westminster Tool апа Electric Co., 


585 
Wiseman, Alfred, 223 


New ELeoTRICAL Devices, FITTINGS 
AND PLANT— . 
„Ajax ironclad distribution fuse 
boxes, 490 
American ground clamp, An, 333 
Antiforge pen, The, 735 
Arc lainp, Hand regulated, 14 
» lamp winch, A new, 332 
„% Aron maximum demand indicator, 
56 


Auto-transformer switch, 415 
B.T..H. E E meter, type M3, 
32 


motors and generators, type 
DG, 574 

“Bamag” elastic couplings, 253 

Batteries for metallic-tilament lamps 

Low voltage, 692 

t Beacon” flame arc lamp, The, 810 

“ Best“ electric radiators, The, 784 

Brush-holder, New patent, 1016 

C.M.B. patent auto-converter, 76 

Cable suspender, New, 589 

"Cantie " switches, 253 

“Cascade” motors, ''wo-speed, 612 

Chain drives, Large, 560 

Cooking demonstrations, 1^57 

D. & B. new devices, 190 
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New ELECTRICAL DEVICES, FITTINGS AND 
PLant—continued. 
“ DG " continuity clip, 809 
. enclosed arc lamp, 416 
Е 91955 automatic tumbler switch, 
Dioptrio sign, A, 650 
Dugdill's shade fixer, 893 
Dura“ dry cells, 692 
E.A.C ampere-meter, New, 76 
"Eclipse" fittings for metallic-fila- 
ment lighting, 76 
“ Electca” insulated hand-lamp, 214 
Electric cooking by silundum: the 
White City " exhibit, 77 
Elliott maximum power demend in- 
dioator, 18 
Extra- high - tension cable, 982 
„Facile“ multiple switch, 128 
Ferranti high- tension ironclad mining 
switchgear, 691 
Flesher, A new electric, 415 
Flexible cast-iron pole, Patent, 975 
"Fos'er" automatic transformer 
switch, 75. 
Fuse switch, 30-ampere, 25 
Gas-engine economy calculator, 198 
Gauges, New, 619 : 
Grinding mill for samples of fue’, 572 
Guardian pendant lampholder, 118 
H.P. cable-hanger, 809 
Hand-shield wall plug, 612 
Howard.Cousins patent radiator, 785 
Indicator board, A novel, 650 
Igranic pillar-type panels, 893 
Jandus regenerative arc lamp, 538 
Kaleidoscopic sign, A, 48 
Lampholder, Safety pendant, 14 
" suspension clip, 1057 
Lamp lock, A new, 875 
» lock, Electric, 784 
Loewe“ expansion reamer, 8)4 
Lundberg “ intermediate switch, 573 
Maximum. power-demand indicator, 75 
Mercury air pump, A new, 573 
" Metaflect" metallic-filament lamps, 


73 
“ Metfil” metallic-filament lamps, 118 
Mining switch and fuse panels, 119 
m switchboard, 572 
Motor-driven exhaust valves, Large, 


„ -Starting switch for printing 
machines, 168 
N. C. S. limiter,“ 835 : 
Oil-immersed motor-starter, An, 382 


—————— Petrol-electric riveter, 415 


Pitinan hydraulic governor, 74 

" Popular" electrio oven, 75 

Portable electric saws, 811 

Primus“ oil engine, 119 

кча АРА НП switch-fuse, and lamp 
lock, Combined, 874 

чаш ” system of electric heating. 


Reflector sign, New, 650 

Refcigerating plant, A handy, 692 

Reinforcing decayed poles, 1917 

Reyrolle flame proof drum -type 
starters, 214 

Rolling . rod, 673 

Rota sphere, The, 976 

S. M. electromagnetic olutoh, 572 

s a " condenser leakage indicator, 


Silver-lined shades and reflectors, 215 
peters hose: a large consignment, 
1 


Simplex porcelain fuses, 332 
Spiral self-centring chucks, 416 
Strees lighting switshgear, 14 
pening with tungsten lamps, 
214 . 
Suterlite reflectors, 615 
Telephone dr A loud- speaking, 
98 


" recorder, 456 
Tell-tale for collieries, 618 
"'T'herol " electric water heater, 415 
потре electro!ytio watt-hour-meter, 
14 


"a Ton " patent roller bearing, The, 
4 


1 

Torque " banding, The, 893 
Turn down lamps, 456 
Venner patent s‘gn, 135 
Veritys' installation manufactures, 690 
"Vickers" one-look adjustable 

reamer, The, 456 
Wall and lamp plug, Combined, 333 
Weston instraments, New, 74 
* Whipa'l"” electric tire pump, 332 
Wilkinson economic electric stove, 


" thermal column, 650 
Willaus-Victorin PUT pump, 613 
Wimperis accelerometer and gradient 

mcasurer, 893 


New fleld.magnet system, A, by J. W. 
Burleigh, 876 
„ Gutta-Percha Co., 712 
„ telegraphy, The, 42 | 
„ Victorin and Albert Museum, The 
electrical installation at the, 354 
Zealand and British trade, 17 
„ Zealand tariffs, 216 
Newfoundland cable dispute, The, 281, 
304. 563 
Niagara, Breakdown at, 125 
Nickel wire resistance furnaces, by Dr, 
M. LeBlanc, 959 
Nitrates from the air, The manufacture 
of, 505 
Nitrogen, Fixation of, 35, 
iè from the nir, 926 | 
" industry, The Norwegian, 305 
Non-magnetic wire, 786 


OFFICIAL RETURNS— 


Non-reversing rolling mills, The elec. 


trification of steam driven, by 
W. F. Mylan, 158 


Northampton Polytechnic Institute, 983 
Norwegian ironworks, 541 


nitrogen industry, 905 


Notes on trade abroad, 285, 355, 872, 40), 


476, 491, 561, 696, 718, 708, 872, 918, 


Nuisance from a L. C. C. sub-station, 


Alleged, 465 


BITUARY— 


Bid well, Dr. Shelford, 1064 
Blackburn, Hugh, 627 
Bolton, F. 8., 824 
0 J. A., 148 

ottone, R. 8., 888 
Bright, John Brailsford, 143 
Bucbanan, W. I., 744 
Canning, Dame Elizabeth Anne, 627 
Cowell, H. V., 934 
Czolba, Georg, 824 
Frölich, Dr., 183 
Haes, Oswald, 665, 705 
Harrison, Hugh Erat, 307 
Kellog, Milo G., 627 
Kirkcaldie, D., 426 
Livesey, Thomas, 349 
Medhurst, Francis Hastings, 706, 744 
Mond, Dr. Ludwig, 984 
Pitcairn, John E., 745 
Pratt, H. C. A., 606 
Radcliffe, A. H. W., 821 
Rance, John, 546 . 
Reuter, Baron George de, S66 
Robertson, C. J., 585, 627 


Stanley, Wm. Ford. 307 


Tangye, Edward, 984 
Thurston, Howard, 349 
Trenam, Edwin, 6% 
Whitlock, A. A., 1064 
Whitworch, W. H., 1064 
Wilson, John, 819 

з M., Sen., 807 


Observatories, Electric time service in 


Eastern, by R. M. H., 603 


iue Co., The steam turbine of the, 


i 


Amazon Telegraph Co., 1065 

Anglo-Argentine Tramways Co., 188 

Bogota Telephone Co., 188 

Bournemou and Poole Electric 

Supply Co., 67 

Bray, Markham & Reiss, 585 

British Aluminium Co., 108, 261, 467 
is and Colonial Insulating Co., 


67 
Bryant Trading Syndicate, 1065 
Buenos Ayres New Tramways Co., 
825 ; 


Calmont, King & Co., 67 
Capital Traction and Electric Co., 
La, Buenos Ayres, 787 
Уе Tramways Co., La, 787 
Cascade (1906) Power Co., 825 
Charing Cross, West End and City 
Electricity Supply Co., 1065 
Chipperfield Lamp Syndicate, 427 
Church Stretton Electric Supply Co., 
467. 666, 1065 
Cleveland and Durham Ulectrie 
Power, 67, 825 
Coatbridge and Airdrie Electric 
Bupply Co., 67 
Consolidated Electric Works and 
Appliances, 1065 


| Costa Rica Electrio Light and Power 


, 666 

County of London Electric Supply 
Co., 223 

Cowans, 103 . 

Crompton & Co., 67, 506, 666 

Cryselco, 308 

Cunnington & Harris, 787 

Dargue. Griffiths & Co., 666 

Davis Electrical Co., 585 

Delhi Electric Tramways and Light- 
ing Co., 705 

Dick, Kerr & Co., 656 

Direct Spanish Telegraph Co., 67 

Dixon & Corbitt & R. 8. Newall & Co., 
66 


6 
Eastern & South African Co., 67 
^ Extension, Australasia and 
China Telegraph Co., 67 
" Telegraph Co., 67 
Edison & Swan United Electric Light 
Co., 1065 
Edmundson's Electricity Corporation, 
666 


) 
Electric Batteries and Carbons, 103 
„ Landaulet Co., 67 
M supply Co. of Victoria, 585 
a Supply Corporation, 183 
Flectrical Apparatus Co., 825 
Press, 867 


Electrolytic Alkali Co., 868, 467, 666, 
705 


i 

Electro-Mechanical Brake Co., 183, 
666, 935 

Eurepe and Azores Telegraph Co., 
264 

Evershed & Vignoles, 264 

Filaments, 825 

Foots Cray Electricity Supply Co., 825 

Gent & Co., 67 

Goring & Streatley Electric Light and 
Power Co., 666 


OFFICIAL RETURNS—continued. 
Halifax & Bermudas Cable Co., 666 
Hart Accumulator Co., 223 
Hindhead and District Electric Light 
065 


Co., 1 

Hove and Worthing Electric Tram- 
ways Co., 1065 

Hutchins, F., & Co., 67 

Imeson, Finch & Co., 867 

Imperial Lamp Works (Brimsdown), 
949 


Institution of Electrical Engineers, 67 
Jandus Arc Lamp and Electric Co., 


Jobnson & Phillips, 67 

Keith, James, & Blackman Co., 66 
Kent Electric Power Syndicate, 427 
Keswick Electric Light Co., 67 

La Capital (Extensions) Tramways 

Co., 867 

„ Plata Electric Tramways Co., 67 
Lancashire Dynamo and Motor Co., 


Laurence, Scott & Co., 67 

Le Radiant, 506 

Lepel Wireless Syndicate, 467, 787 

Llandudno and Colwyn Bay Electric 
Railway, 427 

Lodge- Muirhead Wireless and 
5 Telegraphing Syndicate, 


4 i 

McKenzie, Holland and Westinghouse 
Power Signal Co., 1088 

Magneto Co., 867 

Manaos Tramways and Light Co., 825 

Mansfield and District Tramways Co., 
1065 

Масин Wireless Telegraph Co., 
1 


Marsh, Son & Co., (7 
Marzi Loud- speaking Telephone Co., 


825 

Mather & Platt, 67 

Metals Corporation, 666 

Metropolitan Amalgamated Railway 
Carriage and Wagon Co., 103 

Monte Video Telephone Co., 985 

Munster Electric Lighting Co., 666 

Nalder Bros. & Thompson, 1065 

New Ignition Syndicate, 67, 264 

Newcastle-on-Tyne Electric Supply 
Co., 264 

Newtons, 506 

North Metropolitan Electrical Power 
Distribution Co., 264 

Northampton Electric Light and 
Power Co., 

Ogmore Valley Electric Light and 
Power Supply Co., 67, 824 

Pacific and European Telegtaph Co., 
985 


Paignton Electric Light and Power 
Co., 1005 

Penrith Electric Supply Co., 585 

Potteries Electrie Traction Co., 261 

Re. worth's Traction Patents, 67 

Regent Electric Co., 467 

Rhondda Tramways Electric Supply 
Co., 835 

Rbymney Valley aud General Electric 
Supply Co., 67 

Robertson Electric Lamps, 264 

Schreiber Electric Battery Co., 867 

Bisson, W., & Co., 985 

Smal! Power Dynamo and Motor Co., 
10 

Solium Electrica! Co., 103 

South London Electric Supply Cor- 
poration, 67 

Воз пега Electric Free Wiring Co., 

7 


Spanish Telephone Co., 808 

Tamplin & Makowski, 825 

Telephone Co. of Egypt, 825 

Typewriting Telegraph Corporation, 
67 


Underground Electric Railways Co. 
of London, 467 

Vaughan & Son, 825 

Veritys, 923 

Walter's Electrical Manufacturing 


Warren, Beattie & Co., 666 

Wells, Rayner & Co., 103 

West Coast of America Telegraph 
Co., 67 

Western Telegraph Co., 67 

White, J. G., & Co., 308 

Windermere and District Electricity 
Supply Co., 67 

Woking Electric Supply Co., 67 

Wolfram (Tungsten) Metal-Filament 
Lamps, 234 

Works Construction Co., 67 

Yale Electric Power Co , 666 

"Z" Electric Lamp Manufacturing 
Co., 427, 467 


Oil engine breakdowns in 1908, Steam, 
gas and, 438 
4 transtormer explosion, 210 
Omnibus, The trolley, 634 
Ordnance Athletic Club, 984 
Organ blowing equipments, Electric, 
533 


X Large electric, 504 
Output of boilers, Increased, 41 
Oven, An electrical conditioning, 203, 
20) 


Overhead lines, Some notes on the 
erection of poles for, by 
“Wigwam,” 551 

2, mans, by William Copeland, 

152 

Overloading. Unfair, 1059 

Over-run air pumps, 757 

Ozone works at St. Petersburg, 503 


ARLIAMENT to consider, New 
electrical proposals for, 927 


PABLIAMENTARY— 
Bills advanced, 222 
Bury & Hey wood Tramways Bill, 12 
Central London Railway, 199 
Electric Lighting Acts (Amendment) 
Bi!l, 100, 123, 183, 196, 847, 
118 
3 lighting orders, 293 
" searchlight carbons, 904 
Fair wages in contracts, 933 
Folkestone, Sandgate & Hythe Tram- 
ways Bill, 100 
Gateshead and District Tramway Bill, 


183 
Holywood Tramway Bill, 190 
London Electric Supply Bill, 847 
ЗК County Council Tramways 
and Improvements Bill, 133 
neret of Great Britain & Ireland, 
8 


National Telephone Co., 504 

Nationality of postmasters, 18 

Oldham Corporation, 199 

Oxford & District Tramways, 100 

Royal Assent, 293, 504, 904 

Scotch Electricity Bills, 13 

Sub-engineers and the Post Office 
service, 18 

Third readings, 18, 64, 100, 194, 425 

Torquay & Paignton Tramways, 100 

Town Planning Bill, 504 

Traffic board, 933 

Tramways confirmatiou orders, 293 

West Kent Electrio Power Co., 199 


Patent cancelled, German, 982 
„ Cases, Some recent, P87 
„ Ів (беге an implied warranty on 
the sale of a, 203 
Patents, Arc lamp, 1024 
15 treaty, American - German, 578 
Peat as fuel, 927 
Peckham patent pendulum geared truck, 
The, 488 
Pence, Saving the, 522 
Pendulum, The Fery electrical, by A. 
Gradenwitz, 958 
Penrith, Electric lighting at, 554 
реши vania electric locomotive, A, 
78 


Phenomenon, A peculiar, 633 

Philosophy. A broader. In reply to 
“А, P. C.,“ 965 

Photo- printing system, The Murray, 
483, 631 


3, 
Physical Society, 195, 796 
T Society's annual exhibition, 
946, 1012, 1077 
Physiological effects of radiation, by 
Dr. С P. Bteiometz, 717 
Pig-iron, Electricity and the produc. 
tion of, 162 
Platinum, 932 
" exp rts from Colombia, 216 
ï Russian, 787 
Pole-testing, by 8. M. Powell, 868 
Poles for overhead lines, Some notes on 
oe erection of, by Wigwam,’ 
55 
» The preservation of wooden, 178, 
4 


Poplar disinfectant piant, The, 546 
Porcelain ware on the Continent, 279 
Possibilities of the electric vehicl», 
e, 641 à 
К of the steam turbine, 917 
Postmaster-General, The tyranny of 
the, 961 
Power characteristics of the tungst n 
HCM by C. P. Steinmetz, 
81 


„ Cheap, 82 
» for pioneers, Suction gas as a, 632 
„ Zas v. steam power for central 
electric generating stations, 
by H. Allen, 764 
„ house, Electric conveniences in 
the modern, by W. S. Burge, 
295 | 
„ in Tasmania, Electric, 904 
„ in the works of Messrs. Arm- 
strong, Whitworth & Co., 
Manchester, 404, 443 
» Natural, 163 
» supply in the Transvaal, 221 
» supply to breweries, by 
“E. P. A., 112 
„ tariffs, Tramway, 401 
„ transmission plant using 50,000 
volts, A Spanish, by A fred 
Gradenwitz. 299 
» work, An improved form of 
condenser for, 449 
Prahran (Vic.) destructor, Asynchron dus 
plant at the, 727 
Preservation of wooden poles, 118, 433 
Press Conference, The Imperial, 683 
Prevention of industrial accidents, 823 
„ of smoke, by Wilfred Yorke 
33 


Private Bill legislation of the Session, 
39 


„ meetings. 136, 216, 297. 335, 376, 
853, 1058 
Problems, Foreign markets and their, 
1003 


A Tramway, 558 


PROCEEDINGS OF BOCIETIES AND INSTI- 
TUTIONS— 
Bristol recording pyrometer, The, by 
P. Longmuir & T. Swinden, 292 
Canada, Hydro-electric power in, by 
C. B. Smith, 454 
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PROCEEDINGS OF SOCIETIES AND INSTI- 
TUTIOXS— continued. . 


Carville power station, 516 

Combustion engines, The electric 
ignition of internal, by John W. 
Warr, 850 

Condensers, Some tenis and uses of, 
by W. M. Mordey, 287 

Consumption of tramcars, Energy, by 
R. 8. Pilcher, 999 

Corrosion of iron, The electrolytic 
shears of the, by W. H. Walker, 


Cullercoats, The  radio-telegraphic 
танов at, by Aage 8. M. Sorensen, 


Determination of the econom x 
reversing rolling mills, by 
Ablett, 571 

Developments in the transmission of 
electrical energy, Recent, by Prof. 
E. W. Marchant & E. A. Watson, 


, 995 
Driving of textile factories, The 
electric, 718 
Economy of reversing rolling mills, 
Determination of the, by C. A. 
Ablett, 571 
Effects of radiation, The physiological), 
by Dr. C. P. Steinmetz, 17 
Electric lighting, The present aspect 
of, by H. W. Handcock 
and A. H. Dykes, 912, 1084 
» railway working. Papers at 
the Institution of Civil 
Engineers, 818 
Electrical operation of textile fac- 
ee by H. W. Wilson, 


oo system of the a C.C. tram- 

в, by J. H. Rider, 757 

Electricity applica to the reduction 

e by A. В, Gridley, 

E!ectrolytic theory of the corrosion 

of iron, by Wm. H. Walker, 291 

Blevators, by A. Vaux, 898 

Energy consumption of tramcars, by 


R. 8. Pilcher, 292 
Experiments on single and stranded 
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AN ENGINEER'S CERTIFICATE. 


THE case of Musgrave & Sons, Ltd., v. The Bradford 
Corporation, of which we published a report in our issue of 
June 25th, affords an example of the difficulties which some- 


times beset the contractor who is bound by the certificate Г 


an engineer. 

The contractor may well feel inclined to rub his eyes on 
perusing a report of this case. It was clear upon the evi- 
dence, and was decided by a judge of the High Court, that 
an engineer had unreasonably withheld his certificate ; 


nevertheless, the contractor was held bound by his refusal ! 
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A glance at the decision on the subject makes it plain that 
this part of the case was decided in accordance with the law, 
It has been clearly held that an action will not lie on a 
building contract for money payable upon an architect's 
certificate without ite production or proof of waiver of pro- 
duction, and such waiver will not easily be inferred. 
Indeed, it may be said that a certificate can only be dispensed 
with by proving frand. As Lord Lindley said in one case: 
“ The certificate, of course, might be impeached for fraud ; 
it might be impeached for collusion ; on the other hand, it 
cannot be impeached for mere negligence, or mere mistake, 
or mere idleness on the part of the architect (see Clemence 
v. Clarke, 1789, 2 H.B.C. 207). 

That, of course, was the case of an architect; but the 
principle underlying it applies with equal force to the case 
of an engineer. His certificate is equally binding—not only 
on the contractor but on the employer also. One example 
of this should suffice. In Dunaberg Railway v. Hopkins 
and Co., 36 L. F. N. S. 738, the defendants contracted with 
the plaintiff, a railway company, to supply rails of a certain 
pattern and sample, to be inspected by the engineer. The 
rails were supplied and found satisfactory by the engineer, 
but after delivery it was discovered that they were defective. 
The employer sued for breach of contract. It was held that 
the company had no right of action, as it was the intention 
of the parties in the construction of the contract to ma'e 
the satisfaction of the engineer final, and to take away апу 
subsequent right of action. 

We have seen that fraud or collusion constitutes a ground 
for setting aside or dispensing with an engineer's certificate. 
It may be said, with some show of reason, that it is difficult 
at any time for the engineer employed by one party toa 
contract to act with propriety as mediator in the contract. 
The question whether or not a certificate is to be granted ia 
really an issue between the contractor and the employer. 
But the contractor knows all about this before he signs the 
contract. As Lord Justice Bowen said in Jackson v. Barry 
Railway Co., 1893, 1 ch. 238 : ** An engineer could not be 
expected, nor was it intended, that he should come with a 
mind free from preconceived opinion. The perfectly 
open judgment, : ће absence of all previously form d 
or pronounced views, which in an ordinary arbitrator 
and to be looked for, neither party 
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proposed to exact from the arbitrator of their choice. They 
knew well that he probably must be committed to a prior 
view, and that he might not be impartial iu the ordinary 
sense. What they relied on was his professional honour, his 
position and his intelligence." 

While the contractor cannot complain abont bias which 
he knows of before signing the contract, it is otherwise if it 
turns out that, unknown to one party, the engineer is biased 
or has formed an opinion. A perfectly even and unbiased 
mind is essential to the validity of every judicial proceeding. 
Therefore, when it turns out that, unknown to one or both of 
the persons who submit to be bound by the decision of 


another, there was some circumstance in the situation of him 


to whom the decision was entrusted which tended to produce a 
bias in his mind, the existence of that circumstance will 
justify the interference of the Court (per Stuart, V. C., in 
Kemp v. Rose, 1858, 1 Gibb 258). What happened 
in that case was that an architect, unknown to the builder 
and previously to a contract being signed, gave an assurance 
to his employer (but declining to bind himself by any 
guarantee) that a building would not exceed a certain 
amount, upon the faith of which the employer embarked in 
the undertaking. It was held, without alleging fraud, 
that the architect’s decision was not binding on 
the builder, if there was the smallest speck or 
circumstance which might unfairly bias his judgment 
.Which was unknown to the builder. 

A fortiori, if an actual fraudulent agreement can be 
proved, a certificate may be set aside, or it may be held not 
to be a condition precedent to the right to sue. 

Fraud is an ugly word ; but, in the absence of fraud, it 
is & well-nigh superhuman task to set aside a certificate. 
These .are precepts which every contractor should bear in 
mind before he consenta to sign any contract which binds 
him, hand and foot, to the employer's engineer. 


Іх giving judgment on the case men- 
tioned above, his Lordship stated, among 
other things, that the engineer did refuse 
the certificate for the purpose of obtaining «n obligation from 
the plaintiffs, to which he was not entitled under the agree- 
ment, but he thought he tried to do so because he was not 
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satisfied with the engine—although he ought-to have been; ~ 


but as the engineer did not act in collasion with the 
Corporation, the action failed on legal grounds, in the 
absence of the engineer's certificate. 

Though the Bradford Corporation obtained a legal victory, 
it must be said that the moral victory rested with the 
engine builders ; owing to the one-sided and unfair clause in 
the contract, it did not make any difference. whether the engine 
was good or bad, or whether the technical contentions of the 
engineer were right or wrong—the Corporation could refuse 
payment as long as the engineer considered himself dissatisfied, 
and refused the certificate. It may be impossible to force 
an engineer to give his certificate, even though it has 
been decided that the engineer is technically in the wrong, 
but there is very little doubt in the mind of any right- 
thinking man as to what, apart from any legal obligations, 
the Corporation ought to do under the circumstances. 

It would be interesting to see what would happen if 
ordinary commercial cohtracte were arranged on the 
manicipal plan. The world's business would in a few weeks 
be reduced to a state of chaos. | 

Speaking generally, and quite apart from the above case, 
the omission of an arbitration or similar clause for the pro- 
tection of a contractor from an agreement is a clear con- 
fession of weakness or technical incompetence on the part of 
the engineer. An engineer worthy of his profession, who 
believes in his own sense of justice and technical ability, 
wil not hesitate to refer his action to an arbitrator or 
independent tribunal, and in the case of an adverse verdict 
will admit that even the greatest man is liable to mistakes, 
and that there are two sides to every question. 

For many generations the Englishman has been noted 
among the nations of the world for his sense of fair play and 
business integrity ; though stress of competition, American 


hustle, and the presence of many not too conscientious 
financiers in our midst have lowered the standard of com- 
mercial morality, the Englishman of to-day has still some- 
thing in this direction to be proud of. *veruigc 

It would be thought at first sight that municipal bodies 
would become models of fair play and straight dealing, in 
their relations with the commercial world, but the repeated 
complainte heard of one-sided contracte and sharp practice 
show that there is a good deal to be desired. It must 
be said that this more frequently arises from excessive official 
zeal, thoughtlessness and desire to appear smart than from 
any deep-seated vice or wish to be unfair. 

A few days ago a very serious criticism of the Budget was 
made by the Lord Chief Justice, on the ground that it intro- 
duced a new principle into English law by denying the right 
of the taxpayer to appeal to an independent body or court of 
law in the case of disagreement over the taxation of land or 
income, any disagreements between the taxpayer and assessors 
being referred to an interested Treasury official, whose decision 
was to be final, contrary to the principle with regurd to civil 
disagreements which has existed in this country almost since 
Saxon times. He probably was not aware that for 
the last 10 years many municipalities have violated this 
national principle in their machinery contracts, refusing the 
right of arbitration, and by means of carefully-worded 
clauses have practically contracted out of the law, and 
arranged £o that in cases of dispute, the borough engineer or 
other official can assume the role of plaintiff or defendant, 
judge, jary, Court of Appeal and House of Lords, all in 
one; in fact, become a sort of technical and legal 
* Pooh-Bah.” 

When a contractor receives a specification for machinery, 
it is very usual to assume that where one-sided clauses 
exist the municipality will have too much self-respect to put 
them into action, except in cases of downright dishonesty on 
the part of the contractor ; but this is evidently a dangerous 
and illasory assumption. It should not be impossible for 
the leading electrical contractors to come to a mutual 
agreement and refuse to sign contracts containing such 
clauses ; largely owing to the concerted action of the 
manufacturers, the terms of contract of the leading 
Continental municipalities are much more equitable with 
regard to payments and conditions than those in this 
country. ‘The Institution of Electrical Engineers has 
drawn up model conditions of contract, but they do no; 
go far enough. 

Public bodies are the servants, not, as many people wish 
them to be, the masters of the public, and while even con- 
tractors are not all saints or all black sheep, it should be in 
the interest of everybody to uphold that standard of com- 
mercial morality for which this country has long been so 
justly famous. 


Охрев Sec. 32 of the Electric Lighting 
(Clauses) Act, 1899, the principle is 
established of а compulsory revision of 
the maximum prices for electrical energy every seven years, 
and Clause 20 of the Electric Lighting Act, 1882, 
provides that in making agreements for a supply of elec- 
tricity, the undertakers under provisional orders shall not 
* show any undue preference to any local authority, company 
or person." These provisions recognise, in the first place, 
that changes in the conditions of supply are to be anticipated 
in the development of electrical undertakings ; and, secondly, 
(from the grandmotherly point of view), the necessity for 
the protection of the consumers. 

The right under the Act to demand an inquiry into a 
revision of prices rests with the local authority (if not them- 
selves the undertakers), or with the suppliers under the 
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- provisional order, so that if individual consumers desired the 


protection of this clause of the Act, they would have to make 
their application through the local authority. 

In some cases provisional orders contain variations in the 
term for revising prices; for example, under an order granted 
in 1900, there is an alteration, in the following words :— 
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* Sec. 32 of the schedule to the Electric Lighting (Olauses) 
Act, 1899, shall, as incorporated with this Order, be read, as 
if, as respects the revision of price authorised by that section, 
two years were substituted for seven years." But the usual 
clause in provisional orders is as followa :—'* The maximum 
prices which may be charged by the undertakers as men- 
tioned in Sec. 32 of the schedule to the Electric Lighting 
(Clauses) Act, 1899, are those stated in the fourth schedule 
to this Order." | | 

The question of undue preference involves similarity in 
the conditions of supply, and this allows for the necessary 
freedom in making contracts for exceptional demands. It is 
absurd to suppose, for instance, that a sausage maker em- 
ploying a small motor for a few hours a week should be able 
to claim a supply of power on the same terms as a chemical 
factory working day and night, and taking hundreds of 
thonsands of units, or that consumers during the peak of 
the load should be charged the same as those only requiring 
a supply during the day-light hours. 

In considering the question of the proper charge for 
energy during a new period of, say, five or seven years, many 
interesting points arise which require the utmost skill of the 
parties concerned to deal with. For example, the actual and 
probable improvements in the cost of the energy have to be 
considered, and in this respect the development of the under- 
takings for supplying electricity in balk over large areas plays 
a very important pari. Instead of generating a comparatively 
smal! amount of electricity in local. works, with dear coal and 
other disadvantages, the power company supplies at a con- 
siderably lower cost, besides saving capital outlay and expenses 
in management. 

This development is seen in the closing down of local 
generating stations established a few years ago and limiting 
them to the distribution of electricity received in balk from 
distant power supply works. 

As an instance of the economy of this “ up-to-date” system, 
we will take the case of a small local company in the 
North of London—which commenced supply about seven 


years ago from a self-contained plant—with steam power, 


but which now takes all its energy in bulk from a power 
station. In the last year of generating locally, the cost per 
unit sold was 3:306 pence, whereas under the arrangement 
for teking all the energy in bulk from the power supply 
company, the cost is reduced to 1:872 pence. 

Cases arising out of the revision of prices clause of the 
Act have not been numerous, but one is now sub judire, to 
which we shall refer when the award of the arbitrator 
appointed by the Board of Trade is made ; meanwhile, the 
evidence in the case has been given, embodying many pointe 
of interest, the price charged being the subject of a sliding 
scale agreement with a special clause for revision of rates 
after a term of years. 


IN the June issue of the American 
The Electrical Record, Dr. Louis Bell em- 
е = phasises some instructive points in an 
Illuminating entertaining manner, regarding the diffi- 
Engineering. culties which the illuminating engineer 
experiences in dealing with those who 

require their lighting improved. 
In America, illuminating engineering is a science in esse, 
whilst here it is still in posse. It is true that there is now 
an Illuminating Engineering Society amongst ue, but to a 


large extent, for the present, we are bound to get our informa- · 


tion from American sources, and it is interesting to note, in 
this connection, that those who have had practical experience 
are not slow to communicate it to the electrical papers. It 
appears, as Dr. Bell picturesquely puts it, that those who 
undertake the science commercially are ** forthwith led by the 
nose up to the strenuous life," or to put it more plainly, 
* ordinary illuminating engineering deals with the application 
of artificial sources of light to practical illumination, while the 
commercial kind has to do with their application to human 
natare.” We all know the man who thinks that he is getting 
moet light when the source of illumination is staring him in the 
face. Try to persuade him that he will get most illumina- 


tion by shading that light or putting it out of the range of 
vision, and he thinks we do not know our business. 
much about illuminating engineering we do know, however, 
and we are able, therefore, fully to appreciate the difficulties 
they are having in America. Again, an architect designs a 
Gothic or Georgian interior, with sombre decorations, and 
only allows for lighting it with the conventional candle 
sconces, quite forgetting that the people of those 
times either could not read or did not trouble to do 
so, whilst nowadays man does as much of his work by 
artificial light as by natural light. Try to get 
the architect to provide for a proper system of 
reflected illumination, and he calls us wanting in the 
artistic sense. Dr. Bell classifies consumers in respect of 
illuminating engineering as follows :—The majority, who 
require their bills reduced ; a large minority who want 
better light at the same, or leas, cost, with a few who want 
better light “ anyhow.” The first class, being generally 
fairly well lighted, no doubt owing to their rooms being 
small, are not difficult to deal with. The second clase, who 
consider reduced bills a secondary matter, are necessarily 
badly lighted, and this is generally owing to some fault of 
the decorator or architect. But both classes, being only 
human, have their own ideas, and the illuminating engineer 
has often to make a compromise in order to satisfy them. 
“We are told, however, that most people seem to “ catch оп” 
to the drift of what the expert is aiming at, although they 
may, and will, alter details to their own disadvantage. This 
is information that we might have been led to expect, but 
it would be as well to be prepared, in this country of con- 
servatism and conventions, for greater opposition than is 
experienced in America. It is of no use to attempt to ram 
new ideas down people's throats (to quote a mixed meta- 

hor), but to proceed carefully, tactfully and without undue 
һал The human factor cannot be neglected, and, no 
doubt, this point of view will present itself to those who are 
about to undertake the uphill work on this side of the 
Atlantic. 


As usual, there is little encouragement 
meted out to electrical or engineering men 
in the list of Birthday Honours—pre- 
sumably it is because they do not take sufficient active in- 
terest in matters political. Everybody. will be ready to 
congratulate Dr. Joseph Larmor, F.R.S., the secretary 
of the Royal Society — whose deep knowledge of mathemat- 
ical and physical science always commands for him an 
attentive and interested audience at the British Association 
gatherings, or wherever else he may occupy the platform— 
upon the knighthood which has been conferred upon him, 
an honour as well merited as any in the list, regarded from 
our point of view. Sir Robert Hunter, the solicitor to the 
Post Office, is made a C.B.: Mr. John Newlands, Officer on 
Special Duty in connection with the reorganisation of the 
Indian Telegraph Department, receives the order of C.I.E., 
as does also Mr. H. A. Kirk of the India Office, Jate Director 
in Chief, Indo-European Telegraph Department. Mr. 
Thomas Briggs, the vice-controller of the London Postal 


The Birthday 
Honours. 


- Office, and Mr. J. K. Logan, superintendent of Electric Lines, 


Post Office and Telegraph Department of the Dominion of 
New Zealand (incidentally it may be mentioned that Mr. Logan 
represents the interests of the I.E.E. in that quarter of the 
globe), are both appointed to be Companions of the Imperial 
Service Order. To all of these we extend our hearty congratu- 
lations. They are good as far as they go, but they do not go far 
enough. Many of our readers will easily call to mind the 
names of men who have rendered sterling service in con- 
nection with the science and practice of electrical and other 
branches of engineering, or who are by virtue of their great 
learning in these departments creditable ornamenta thereto, 
the public recognition of whose claims is overdue. We 
think of men who could carry national honours with appro- 
priate credit and dignity, and who would in these days of 
easily-won political honours, help better to ensure a con- 
tinuance of a high standard among those elected by His 
Majesty’s advisers to carry our national distinctions, 
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THE LM.E.A. CONVENTION. 


Now that the 1909 Convention has become a thing of the 
past, and we have had time to ponder over the doings of the 
week and their more immediate result&, we must confess to à 
feeling that the meetings, at any rate, did not come up to 
the level of former years; this more particularly applies to 
the discussions, which were more remarkable for quantity 
than for quality. | | 

Of course, it must be admitted that the executive are 

likely to be faced with increasing difficulty in obtaining 
suitable papers, as owing to the growth of local engineering 
societies, and more particularly of the provincial centres of 
the I.E.E., where engineering matters are promptly dealt with, 
as well as to the general acceptance of supply methods, as 
dictated by experience, the matters which may be profitably 
discussed are strictly limited. The social side of these 
meetings must, however, remain a very valuable feature. 
. In our last issue we referred to the earlier doings of the 
week ; on Wednesday a special train conveyed the members 
to Liverpool, where, in St. George's Hall, Messrs. Hoadley's 
and Hollingsworth's papers were read and discussed. 

The former paper will be found in this issue; eo far as 
electricity revenue is concerned, the influence of metallic- 
filament lamp was clearly demonstrated, but we were left 
somewhat in doubt as to how far the loss in revenue has 
been compensated for by the good commissions in the case 
of those who are dealers in lamps as well as light. 

Arising out of this it appears that some engineers are 
rather worried over the long and efficient life of the new 
lamp and ite falling price, and it is further interesting to 
note that an attempt has been made to improve its efficiency 
at the expense of burning hours, but without success. 

Mr. Hollingsworth’s paper on cable systems and ite dis- 
cussion were both curtailed owing to lack of time, which was 
a matter for regret. 

There is no orthodox cable system, and, evidently, near 
neighbours are quite opposed as to the most suitable type of 
cable to use for similar work. One matter, however, which 
was mentioned by several speakers, and which will sooner or 
later require the serious attention of the Association, is 
overhead mains. There is a growing disposition in favour 
of these in certain circumstances, and there is no doubt that, 
granted a more consistent and less obstructive policy—in 
fact, a common-sense attitude—on the part of the Board of 
Trade, engineers generally would, by making greater use of 
such systems, open up their areas more rapidly than they can 
under present expensive conditions. : 

The Corporation lancheon at Liverpool took place in the 
Exchange Hotel, where, owing to the large attendance and 
limited accommodation, a division of forces was necessary. 
However, a8 regards our particular group, this arrangement 
proved a very happy one, and we cannot let it pass without 
recording our appreciation of the astute chairmanship of 
Ald. Lloyd, of the Tramways Committce. 

The afternoon was spent mainly in special tramway cars, 
Lister Drive being visited in the first place, and subsequently 
the Cunarder Mauretania. 

The turbine section of the Lister Drive station had been 
thoroughly spring cleaned in expectation of visitors, and 
those who anticipated finding any skeletons were agreeably 
disappointed, as both the Westinghouse and Curtis planta were 
apparently upholding their makers’ reputations. 

As to the visit to the Mauretania, the less said the 
better; those who expected nothing were not disappointed. 
The vessel being under lock and key, and time being strictly 
limited, nothing remained but a walk round the decks, and 
to make our way back to the Central Station en route for 
Manchester. 

At Thureday’s meeting, Mr. Blackman’s turbine and 
Mr. Lunn’s condenser papers were read and jointly dis- 
cussed, and quite appropriately the majority of the members 
visited the Westinghouse Works at Trafford Park in the 
afternoon, where recent examples of such plant were on view. 
The discussion did not produce any noteworthy expression 
of opinion from the users, the latter being apparently very 
well satisfied with their turbine acquisitions. 


. Ald. West (Coventry). 


The visit to Trafford Park was the most important of 
the week, and as the company had made every provision for 
the reception of its guests, the tour round these huge works, 
which deal with every type of prime mover and electrical 
plant. proved of more than ordinary interest. ~: noss 

Of special interest were the new 5,000-kw. Westinghouse- 
Rateau impulse turbines for the L.C.C., in which the 
mechanical features of the blading, and as regards the elec- 
trical end, the sound mechanical conetruction of the stator, 
attracted general attention. A considerable number of single 


and double flow and mixed pressure turbines, Le Blanc jet 


and surface condensers, also gas engines galore, were on view 
in the mechanical section, whilst generators, motors, trans- 
formers and switchgear of every description were also 
shown, including examples of the new radial brush gear 
fitted to direct-current turbo-generators. Later in the 
day, the annual dinner was held at the Midland Hotel, under 
the chairmanship of the President, who was supported by 
the Rev. Bishop Welldon, the Lord Mayor, Sir Thos. 
Shann, and many others well known in municipal and elec- 
trical circles ; speeches and music occupied the later stages 
of the evening, which passed off very successfully. 

Friday, the last day of the Convention, was reserved for 
the annual general meeting, at which the principal business 


7 was the election of Mr. W. W. Lackie as President for the 


coming year, and the decision that Glasgow should be the 
venue of next year’s conference. The new council and ita 
officers are as follows :— 


President, W. W. Lackie (Glasgow). 


Sen. Vice-President, *J. Christie (Brighton). 
Jun. Vice-President, G. Wilkinson ( te). 
Post- Presidents. 
*J. E. Edgcome (Kingston-on-Thames). *H. Talbot (No ham). 
*S. E. Fedden (Sheffield). *8. L. Pearce ( ester). 


Council. 
*Coarles Farness (Blackpool). 
F. M. Long (Norwich). 
6). E. C. Shawfield olver- 
hampton). 
T. P. Wilmshurst (Derby). 
* 4. C. Oramb (Croydon). 


Coun. Howarth (Manchester). 
Coun. Sinclair (Swansea). 
Ald. J. P. Smith (Barrow). 


Ald. Wi'ki son (Luton). 
Baillie Willock (Glasgow). *А, A. Day (Bolton). 
V. A. Н. McCowen (Salford). H. Richardson (Dundee). 


Hon. Solicitor, Ald. G. Pearson (Bristol). 

Hon. Treasurer, J. E. Edgcome (Kingston-on-Thames). 
Hon. Secretary, *H. Faraday Proctor (Bristol). 
Secretary, C. McArthur Butler. 


* Engineers. 


Some discussion took place on the Council's report, 
more particularly in regard to Lord Avebury's amend- 
ment to the original Clause 15 in the Electric Lighting Acte 
(Amendment) Bill, whieh particular clause was intended to 
empower local authorities to provide and hire out 
fittings, &c. 

Eventually the question of dropping Clause 15, unless it 
could be passed in its original form, proposed by Mr. Faraday 
Proctor, or, as a alternative, adopting an amendment by 
Mr. Hoadley, that, if it were not possible to obtain the 
original clause, it should be accepted in its amended form, 
was put to the vote, the resolution being oarried. The 
amendment, however, secured considerable support. 

One cannot pass over the business meeting without re- 
ference to the valuable services rendered by Ald. Pearson, 
the legal “inquire within" of the Association—a sort of 
village pump (as he suggested) because everybody went to 
him 


This year's Convention was attended by very ill-luck in 
the matter of weather, nor can it be said that the choice of 
the large lecture hall in the Municipal School of Technology 
for the meetings was a particularly happy one, owing to the 
extreme difficulty in hearing the average speaker. 

In Mr. S. L. Pearce the Association had an excellent 
president, whose ability and experience in electrical matters 
generally, and in municipal electrical matters in particular, 
are unquestioned ; and we have every reason to believe that 
in selecting Mr. W. W. Lackie as president for the coming 
year, an equally appropriate choice has been made. For the 
rest, the Glasgow authorities may be trusted to make the 
Association as much at home as if they were over the border, 
perhaps a little more &o. 
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The Influence of Metallic-Filament Lamps on the 
Electrical Industry and on Street Lighting. 


By E. E. Hoapray, Chief Electrical Engineer, Maidstone. 
(Abstract.) 


From the point of view of most manufacturers of generating plant, 
the metal p is ae bat a blessing. For the past two or 
three years extension of plant, except in a few favoured localities, 
bas been slow enough, and on top of this comes an invention which 
will certainly keep the peak load in а generating station from 
по at anything like its normal rate for а year or two to come, 
and in many cases will actually reduce it; and it is the peak load 
which determines whether extension plant is wanted or not. Cable 
makers may not be so unfortunate, as with the undoubted lessenin 
of lighting cost to the consumer, people who have hitherto hel 
back on the score of price may become consumers; and to supply 
them, mains will have to be run. 

On $he manufacturing side, the reapers of the harvest brought 
about by metal lamps will be first and foremost the lamp makers 
themselves; next, the accessory makers and wiring contractors 
. should reap a decided benefit. 

We now come to the point of view of the supply station engineer. 
The result of the introduction of the metal lamp varies according 
to whether the station supplies alternating or continuous current, 
whether the output is solely for lighting or is made up of power, 
lighting and traction; and if the supply is practically a lighting 
supply, whether that supply has a large proportion of shop lighting 
or is to a great extent residential. Taking the case of the a.c. 
stations first, these may be roughly divided into two classes— 
those stations in manufacturing districts supplying two or three- 


phase current and having a large proportion of their output used ' 
гро 


wer; then there аге the single-p stations, most of them of 
somewhat ancient date and generally supplying an area in which 
the demand is chiefly for the lighting of residential property. It 
is undoubtedly the latter class that will feel the pinch first and 
will feel it hardest, as practically all the circumstances are 
agsinst them. The property they supply is the better class 
houses, whose owners will face the outlay demanded by a trans- 
former and metal lamps with equanimity. Not having a large 
late-closing shop demand, the raising of the standard of illumina- 
tion will not help them very much, as it is not so much increased 


light for the same amount of money that the consumer will go in 


for, but the same amount of light fors greatly reduced amount of 
money. It is doubtful if new consumers come along fast 
enough to take all the units that existing consumers will save; 
even if they do, it means that the capital charges per unit sold 
will be increased, as although the generating plant will not need 
addition, yet new mains and services must be provided, and in 
the residential towns these are generally an expensive item 
consumer, and with the poor load factor generally prevalent 
capital outlay should be kept as low as possible. 


To stations of this class it must be confessed that the outlook is 


not a particularly rosy one for the next few years, and it can hardly 
be wondered at that several are considering the raising of prices. In 
some special cases this may be the right policy, but the author is of 
opinion that what may be called the domestic uses of electrical 
energy should be pushed as widely and as hard as possible—heating 
and cooking in the better-class houses are not exploited nearly as 
much as they should be. i 

Where an 4.0. station has the benefit of a good shop-lighting load 
and at the same time supplies a fair amount of power, the metal 
lamp should be looked on as a blessing, for the amount of harm 
done to the revenue account now will be amply repaid later on. 

Most engineers of p.c. stations, particularly of those where the 
pressure is 200 volts or over, look with distinct favour on the lamp, 
bat even they must look further than some of them have done up 
to the present. The time must be faced when a lamp of 16 o.P., or 
even less, can be obtained for all pressures commonly in use, and 
at a price which will be but little in advance of the selling price of 
the ordinary carbon-filament lamp. There is plenty of precedent 
for a great lowering of the price, and in spite of what the lamp- 
makers say as to the fine margin of profit at present prices, the 
reduction 1s bound to come. S * 


To get the utmost good from the metal lamps it is practically 


certain that most central stations owned by municipalities must 


bave legal а and privileges which they do not st present 
possess. In the opinion of the author the first and foremost neces- 
sity is that municipal bodies generally should have the power to 
raise money forthe purposes of wiring houses and other premises, 
for letting out cooking and heating apparatus as well as motors on 
bire and hire-purchase. Most municipal bodies would be quite 
satisfied if the powers were granted with the proviso that the 
wiring work should be done by contractors; with regard to cooking 
and heating apparatus, how many contractors could truthfully. say 
that an sppreciable source of income will be taken from them if 
the supply authority is allowed to hire heating-stoves, ovens, and 
things of like nature, it being understood tbat the wiring for these 
is done by a contractor ? In this connection, if it be good law for 
some 44 towns to possess these powers, then how stupid it is for the 
rest to be denied them unless they go to the expense of a special 
Act ; further, if it be fair and just for the gascompanies themselves 
to do all these things, and many others besides, is it more unfair 
to the electrical contractors than to gas fitters that electricity 
ly authorities should equal or similar powera? 
ectrical engineers have too long been content to sell the con- 
sumer electricity, whereas it is light or heat that he buys, and it is 
vital to the interest of the supply authority to see that he is satisfied 
with the amount of heat or light that be gets for the money be 
pays, But how can this be done when the supply authority is 


bound down by silly restrictions? A determined effort should be 
made to get these necessary powers. 

Next to the above comes the necessity for cheaper wiring. The 
author can state from his own experience that the Continental 
system of flexibles on special insulators requires a lot of beating— 
among other places, he has tried it in the damp warm atmosphere 


on the metal lamp as-an ally and not as an enemy; to the above 
advantages should be added the very important fact of a large 
reduction in the selling price of the lamp. From 8d, to 10d. a 
week is about the average revenue obtained from a working man 
for light, and this serves to show how ridiculous it is to ask him to 
buy lamps at 4s. 9d. each, when he can get a gas mantle for 4d. 

That there will be a diminution in revenge from lighting con- 
sumers cannot be denied, as although the standard of lighting 
demanded will undoubtedby be increased, yet it will be in very 
few cases that the standard of illumination will be raised some 
three and half times. 

In the field of public street lighting the importance of the new 
invention cannot be over- ; the author feels sure that 
when engineers and Committees responsible for the lighting of 
streets have fully realised the possibilities of a lamp with an 
efficiency of approximately 1 watt per candle-power, that can be 
obtained in single unite, giving candle-power ranging from 50 to 
1,000, there will be many schemes of street lighting by arc lamps 


and by incandescent gas that will. be altered and modernised. 


. An 60-watt metal lamp without any reflector will, from 
the point of view of the ordinary public, produce the same results 
‘as & good gas mantle in the heyday of ite youth, while with 
reflectors the effect can be considerably increased. The other 
advantages, from an electrical point of view, are that no special 
mains are necessary; with the same fitting, different candle-power 
lampe, graded according to the importance of the streets, can be 
. lamps that fail can be renewed at any time without 
trouble, the candle-power of the lamp does not appreciably 
diminish with sge, and last, but not least, the average life of 
the lamps is a revelation. In the author's own experience, some 
18 months has given an average life of very nearly 1,100 hours, 
individual lamps lasting 6,750, 5,450 and 5,044 hours on a circuit 
at 230 volts where a large and fluctuating power demand does not 
make for a particularly steady volt chart, however admirable may 
be the intentions of the switchboard men. 


The discussion was opened by Mn. В. E. Fappun (Sheffield), who 
remarked on the effect of the new lamps in deferring the necessity 
kor plant extensions, an effect which had not been realised. He 
did not quite know the cost of making these lampe, although he 
had heard 7d. mentioned, which appeared to leave a large 
for profit; the retailers were also obtaining a good commission, and 
‘the only one not making money was the central-station engineer. 
. A8 лоч the effect of the more economical lamps, he mentioned 
that the Sheffield lighting revenue was down £4,000 this year; his 
own de ent had carried out ch pions by 5,000 200-volt, 
` 10,000 100-volt, and some thousands of lower voltage metal-filament 
-lamps, and it was probable that the number of new lamps in use in 
‘Sheffield was quite double this amount. In one Sheffield club the 
lighting bill was 64 per cent. less since the new lamps were intro- 


' duced ; and he considered that three new consumers were required 
to balance one carbon-lamp consumer who changed over. 


The 
' new. lamp had, however, deterred many people from going back to 
gas. He hoped, in one way, that the price would not fall quickly, as 
his Сораг чап sold lamps. Не could поё agree with the author's 
suggestion that most municipal bodies would be satisfied to carry 
out wiring through contractors; in Sheffield, where they had a 
wiring department, they set the standard of work, and it was much 
; higher than formerly. Of his 8,000 orders last year, quite one half 
were little orders carried out mostly at night, a class of work 
which it would not pay.the small contractor to undertake. He 
“cautioned members against buying heating plant to let out on hire, 
on account of the rapidity with which it became obsolete; he con- 
‚ sidered it only, reasonable that his department should have as 
. much control of its affaire as the gas company bad of its business. 
Сосиспгов Dyxzs (Beckenham) said his Council did a large 
:amount of ‘free wiring; about half the consumers were so wired. 
With the carbon lamp the energy consumption averaged 15 units 
. pér lamp per annum, and the nef revenue 6s. 6d., or, including 
wiring charges, &c , 88. pu лер Since changing over to the new 
lamps the illumination been increased 50 per cent., the energy 
| used fell to 9'8 units, the: net revenue to 4s. and the revenue, in- 
cluding wiring charges, to 6s. 4d. per lamp, although the rentals 
. were raised. . He had found that gas consumers in Beckenham were 
paying from 12s.to £1 per burner annum, with gas at 2s. 6d. 
thousand feet; from а comparison based on actual figures 
' obtained, it appeared that electricity was very slightly dearer tban 
gas in the district. Taking into account that they were at present 
supplying consumers at 6s. 4d. per lamp per annum, he thought it 
might be safely assomed that the extra units which might be used 
would still make a fixed lamp charge of 10s. per annum a profitable 
figure, this system being one he advocated for small consumers, as 
it did away with the necessity for meters. In this connection he 
pinned his faith on concentric wiring and & transformer for each 
terrace or block of houses, supplied at, say, 3,000-volt pressure. 
Мв. Baypn HABBISON said that in a contract which he was 
carrying out for converting gas standards to electric lighting, the 
sezvices cost £2 108, per post, while the replacement of the gas by 
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An electrical fitting only cost £1; he found that many authorities 
did not yet appreciate the possibilities of the new lamp for street 
lighting. He favoured а series system, grouping the lamps on, say, 
шоо ав being much оһеарег and more efficient than the present 
system. | . | 

Mn. H. ОСогілнов Bisnor (Newport) said they had to thank the 
metal lamp for the present position of street lighting; he had 
Osram lamps which had lasted 2,800 hours, and found al cir- 
.cuits and high voltage lamps to give the better results. During 
the past year some 400 of their 1,500 consumers had taken up the 
new lamp, new consumers, however, were coming on, and this 
practically kept the revenue stationary. He had sonie 400 to 500 
arc lamps on hire, and found this business very satisfactory. f 

CouxnorLLoB Осогву SruarT (Wimbledon) gave some particulars 
of the Wimbledon street li since the adoption of metallic- 
filament lamps, which showed that many lamps burned i 
for 3,000 hours, and that a 95 per cent. better candle-power was 
now obtained, as compared with the carbon-filament days, and 
this with a decreased energy consumption. — 

Ма. F. Saris did not agree as to the happy position of the 
manufacturer of the new lamps, nor as to the cost suggested by 
Mr. Fedden. He was not sure that the decreased plant requirement 
of central stations was a drawback to the manufacturer, taking into 
account the poor prices offered for plant now: He was credibly 
informed that although the makers tried to shorten the life of 
the new lamp by giving a better efficiency; they could not do it. 

ALDERMAN SurrH (Liverpool) took up the cudgels on behalf of 
the ratepayer, who expects a contribution to the rates; Coun- 
cillor Orowther (Sheffield) replied, advocating better service rather 
than rate aiding, and this side issue having been settled, Mr. 
Hoadley replied briefly to the only controversial point raised, i. c., 
the question of wiring, and submitted that it would not harm the 
supply authority if ithe contractor made the initial wiring instal- 


. | Metallic-Filament Lamps. 

THE contribution by Mr. E. E. Hoadley shows a close and 
reasoned study of a subject which has, perhaps, occupied the 
attention of supply managers more than any other question 
between themselves and their consumers of recent years, 
excepting, perhaps, only the theory of tariffs and charging 
with which it is intimately related; he may also, perhaps, 
be congratulated upon his courage in holding up a deaths- 
head for the edification of any thoughtless feasters, who 
displayed an unseemly desire to forget their troubles in the 
giddy pastime of conventing. К | 

To the manufacturer of heavy plant the new lamp certainly 
brings little at present, and if the cable maker is to reap the 
greateat benefit from new work, he should devote himself to 
the cheapening of cable networks and service connections, 
and so help the engineer with the immediately important pro- 
blem of serving dwellings which may not yield more than 
308. per annum for a 15 to 20 ft. frontage. The maker of 
meters has 80 far perfected and cheapened his productions 
under the stress of competition, that to urge him further were 
almost an insult, but his success in meeting the demand for 
very substantial and reliable instruments for small loads will 
do much for the supply industry at the present juncture, and 
help to save us from contract tariffs and restrictive devices 
with which it would be a pity to encumber the supply of 
electricity to very small consumers, if by any means 
‘avoidable. 

With regard to internal fittings, simple and efficient glass- 
ware is likely to be called for rather than metal work, and it 
behoves British glass makers to give every attention to the 
requirements of the electrical trade in connection with the 
new lamp, or much valuable work may be lost to the enter- 
prising Continental glass makers. 

. The question of the price of lampe raised by the author 

is not likely to pass unanswered by manufacturers ; apart 
from the operation of the natural law, which does not tend 
to let, prices fall whilst lamp works are nnable to cope with 
orders, it must be borne in mind that many of the later 
competitors in this field have by no means fully perfected 
their productions, and are at present booking orders rather 
than securing customers ! 

With the difficulty of the station engineer, set forth with 
so much feeling by the author, one can have nothing but 
sympathy. The a.c. man is being rapidly denuded of his 
revenue, and the D.C. supplier abused, because it is less easy 
to treat him in the same fashion, but the only sound 
course of action appears to be to devote all the available 
energy to getting new business by means of the improved 
lamps, and by freely making known to every. one. the 


advantages of the change ; undoubtedly legitimate though it 
may be to induce'consumersa to use as much light as possible, 
it is neither wise or desirable for a supply manager to dwell 
exclusively upon tbe superior lighting to be obtained by his 
present consumer, whilst putting forward only the greatly 


decreased cost when attempting to convert a user of gas. 


The engineer is looked upon by the bulk of the consumers 


as their adviser, and their confidence is certainly of sufficient 


value to his undertaking to be guarded with care. 

The residential towns which are feeling the reduction in 
output so severely, have certain compensations. Mains 
extensions can frequently be carried out in a more simple 
and inexpensive manner than is possible in large industrial 
centres, and the residents in many cases are in a position to 
listen to the canvasser who suggests ‘that they should spend 
some of their saving on lighting on a supply for heating 
and cooking. | | Е 

Although the prices of warming stoves and utensils for 


.odd cooking operations have fallen greatly during recent 


years, their sale cannot be looked upon as much more than 
a practical lesson in the possibilities of the electric supply ; 
before any considerable and steady heating load is obtain- 
able, it will be necessary for the makers to put forward a 
comprehensive heating and cooking system which will be 
useable by the domestic of unaverage intelligence, and pro- 
vide those supplies of hot water, local warmth and comfort, 
and drying facilities which are now provided by the kitchen 
range as a sort of by-product of the household cooking ; 


given such an appliance, hiring arrangements should offer no 
great difficulty. | m 1 


Cheaper wiring must be close at hand, in view of 
the attention which is being devoted to it, but those who 
hold the most divergent views on this subject appear to be 
seldom able to submit costs of work actually done, and would 
presumably be rather surprised at the comparatively small 
money saving to be effected by some of the newer methods ; 
in any case, the difference seems likely to be but a small 
percentage of the annual bill for current consumed, and an 
almost infinitesimal portion of the cost or value of the 
premises fitted. 2E 

The author's remarks on street lighting can be freely 
endorsed ; at the average ruling prices of gas, electricity con- 
sumed in metal-filaments admittedly provides a cheaper and 
better light, and probably in the future the engineer's 
energies will be more occupied in combating vested interests 
than in trying to prove that he has something better to offer. 
If, however, arc lamps are to be replaced by incandescents, 
it would seem better engineering to distribute them on the 
usual short standards, and obtain that better diffusion which 
has always been the gas engineer’s advantage. e 

In asking for the removal of restrictions and increase of 
powers, the author voices the wish of every supply manager 
who is interested in the future of the industry; a word of 
caution only with regard to how the powers are used. 
The engineer has little to gain by himself becom- 
ing a direct trader with his’ consumers, and may 
easily fall in their estimation from that neutral position 
which allows them to look to him for guidance in their-use 
of the supply, which, however much they appreciate it, they 
seldom have the opportunity or desire to understand. 


European Industries.— Mr. George Westinghouse 
recently returned from Europe after a trip that lasted more 
than three months. Regarding conditions in the electrical and 
engineering trades in Europe, says the Electrical World, N.Y., he 
stated that there had been a notable improvement within 60 days 
in Germany, France, Belgium, Italy, Austria and Great Britain, as 
well as a fair degree of improvement in most of the markets to 
which those countries export electrical engineering products. 
Engineers in charge of very large hydro-electric undertakings and 
the electrification of steam railroads told him that work in progress 
would require more than 125,000,000 lb. of copper witbin a twelve- 
month. One concern in Cologre would work up 15,000 tons of 
American copper this year in ocean cables. Italy and Switzerland 
were doing a great deal of work in hydro-electric power plants for 
industrial purposes and in the electrification of steam railways. A 
dozen nations in Europe that, until lately, were large importers of 
coal, were carrying out hydro-electric plants that would reduce 
their imports of coal for steam power by at least 75 per cent. 


* 
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ECONOMICAL LIGHTING. 
Br W. E. F. MURDOOH, B. 80 


Ix calculating the saving effected by exchanging one type of 

lamp fer another in any building, the nsual process consista 

in making some such calculation as the following :—If n ів 

the number of lamps, each taking w watts and running for a 

hours per annum, at p pence per unit, then the cost of 

energy will be— 

i | n WAV 

2240 x 1,000 | 

And, again, if the lampe cost s shillings each, and have a 

life L, the cost of replacements will be—  . 

MSA 


eee ds. 
20 I Pan у 


The total cost, therefore, is— 
» MAH | NSA 
240,000 20L' ` | | 
Now, if these lamps were replaced by N others, taking w 
watts, having a life I, and costing s shillings each, the saving 
would be given by— | dt 


p= АР ee – (х5 
1,000 V 240 20 


and no gaving would be effected if— 


pounds. 


evi лз) pounds, 


NS пз 
uz SOE 201 x 19000. 
nW—Nw 


Generally, therefore, the saving effected is represented by 
a straight line, or | 
B= pk—k. 


Ik, for instance, 35 50-0. P. ordinary incandescent lamps 


wers replaced by 70 80-0. 2. metallic-filament lamps, one 
find i 


E=1775p—9 m 
as equation for a 1,000-hour year, taking list prices for lamps, 
and assuming the life of carbon lamps 1,000 and other 
800 hours. We see also it would pay to make the exchanges 
until the limiting price per unit of about 4d. was touched. 
From the same equation it is easy to calculate the limiting 
candle-power for such an exchange. The above then is the 
usual method adopted, and one notices that in a large 
building where there аге numbers of different lamps, a 
aimilar equation still holds good, viz. :— 
E = p(k, + k, + &c) — (k + k + &.), 
or E=prk—xk. | | 
Now, we see the limiting value for v, or po, is— 
Po = 2 Е |5 K | 
and we might write— 
7 E = (р — po) Zk. 
In this expression we have the units saved multiplied by, 
the price per unit reduced by the limiting value given above. 
If p, was known this would enable one conveniently to 


calculate the saving without referring to the life and cost of 
the lamps. Noticing that if— С 


E = рУ (1 — рур), 


if an error is made in estimating ро, it only affecta the result 


to the extent 3 рџ(р — po). For instance, if р = 4d. and 
Ро = jd. and we write à p, = 4, making а 50 per cent. 
error in our estimation, the value of (1 — /p) is only 
affected by 14 per cent., and if p was 6d., it would affect 
the result by 9 per cent. Now, by writing the equation, 


say— | 
Е = (р — 1) 2 K. 


we shall probably be correct to within a few per cent., and 
it enables one to rapidly estimate the saving for any build- 
ing in which various numbers of different lamps are 
installed. -Farther, owing to the uncertainty regarding the 
life of lamps and the variation of wattage with time, such a 
method of calcalation is probably as nearly correct as a 
much more laborious method. 


The equations above deal with the usual case where the 
lamp using leas electrical energy costa more than the lamp. 
which it replaces. If there is a saving in the lamp, then 

| E=pBk+ Bk, o6 8 
viz., another straight line. : 

By taking the ratios of these quantities and expanding 
by the Binomial. Theorem it is easy to compare the savings 
effected in different cases. 

. It is interesting to note how dear coal sends up the 
demand for high-economy lamps, and why it is а dead loss 
to use certain types of lamps, even though these were given 
away free of charge. One can also see whether or not it is 
* worth while" to replace lamps burning only for a short 
time, by more economical lamps. MEN 
From the above equations we notice that the saving is 
greater, the greater the difference between n w and Nw. If 
we assume 1 watt per candle to be the limit likely to be 
reached, it is clear that no great saving is made in using 
fewer high candle-power lamps. There is & direct saving in 
replacements, since а higher-candle-power lamp costs 
generally less than. its equivalent in lower candle-power, but 
we see that this can only affect the annual saving slightly. 
In wiring the building also, there is the advantage of fewer 
pointe. It seems, therefore, unlikely that high-candle-power 
incandescent lamps will be largely used for interior illumina- 
tion, so long as the cost of eléctrical energy remains as at 
present. It is interesting, however, to speculate as to what 
would happen if.the price per unit was sufficiently reduced 
to make it worth one’s. while. to use high-candle-power 
incandescents. | = | 

From а consideration of the above expressions, we Bee 
that for some time to come it is unlikely that high-candle- 
power incandescent lamps will be in much demand. 


t 


SOME NOTES ON FRICTION- IN WATER 
PIrE S. | 


— 


Bx FLAMBARD, „„ е fee 


"To those engaged on hydraulic work it is very apparent that 
engineers have different ideas as to the amount of friction 
head due to the flow of water in pipe lines. It is not safeto 
assume that the ‘pipes are clean, new and smooth ; corrosion, 
due to chemical action, most commonly to the combination 
of oxygen with iron, will occur sooner or later, not only 
increasing the frictional coefficient by reason of the resultant 
rougher surface, but also reducing the effective diameter of 
the pipe because of thé nodüles formed internally, thus 
further increasing the friction head. The increment of 
friction loss due to the ronghening of the internal surface 
may be as much as 100 per cent., as will be seen from the 
results of Darcy’s experiments, considered later. Special 
allowances must be made for special cases, as when pumping 
water from Cornish tin mines, containing a high percentage 
of ochre, or unwatering ооа! pite, the water in which is often 
heavily acidulated. In such circumstances, where the 
chemical action is immediate and severe, it is best: when 
figuring the pipe line not merely to allow for rough' pipes, 
but to calculate the friction as for the next smaller internal 
diameter to that actually installed, thus anticipating the 
reduction in bore which will occur in practice. In any case, 
it is wisest to obtain an analysis of the water, во that its 
action upon the pipes may be foretold with the greatest 
accuracy possible. Scrapers have been devised for cleaning 
pipe lines, notably that of Appold, which was actuated by 
the pressure of the water, but they cannot be regarded as 
generally practicable. All iron and steel pipes for water &hould 
be treated with Angus Smith's composition before rusting sets 
in, and at the proper heat, the temperature of the pipe being 
about 310° F. and that of the bath of oil and pitch at least 
210° Е. This is a most excellent preservative, and also 
renders the pipe more smooth, while the process is quite 
cheap, costing about бв. per ton for ordinary sizes, and pays 
for itself owing to the smaller effort necessary to push the 
same quantity of water through the pipe. It is an interest- 
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ing fact that the reinforced concrete pipes now 
uar 


- * 


И | 1 47 p 
A Z. "n T i). co ag? 
where— . 
"^ A = head lost in friction in feet; 
77 d == internal diameter of pipe in feet; 
© v = velocity of the water in feet per sec. ; 
S length of pipe in feet; 
g == acceleration due to gravity, 32:2 ft. per вес. per sec. 


The experimentally determined coefficient 2 


ж: 75:099 for new cast-iron pipes, 
01 for incrusted cast-iron pipes. 


Considering the case of 500 gallons of ordinary water 
flowing per minute in a. 7-i : pipe 100 yards long, with a 
N x 5 ft. per sec., with the above formula :— 
| 5 A! | 0 E. | 


Qmm 4% ft. for a clean pipe, and obviously, 9'2 ft. for 
T a rough one. 


7 Thé best and most "n formula giving accurate 


-all-round resulte is that of Box, wlio makes 


* ELT Е i ue xi G xl 
8 “(Bay ’ 


where 4 = head loet in friction in feet ; 
G zz gallons of water flowing per minute ; 
| = length of pipe in yards; 
d = internal diameter of pipe in inches. 


Working the same example as before, we get— 


À 500? x 100 
р Бе 


(21). 
а good mean value between those already obtained on Гау 8 
authority. Box states that his formula is intended for clean 
cast-iron pipes, but there is no doubt that, save where the 
circumstances are very exceptional, the results obtained from 
it are well on the safe side, and its use can be recommended 
from actual experience. 


= 61 ft., 


— 
CONTRACTORS AND THE NEW HOME 
| OFFICE RULES. 


[COMMUNICATED.] 


Ox July let the use of electricity in factories and werkshopa 
became subject to the Rules and Regulations drawn up by 
His Majesty's Home Office. These must be complied with 
by the electrical contractor, and it is well for him to note 
that compliance can be enforced by Jaw. Hitherto the new 
Rules have not been seriously regarded by the average con- 
tractor. He has, perhaps, glanced through them when seen 
in one or other of the electrical journals, but it is doubtful if, 
offhand, he could mention half-a-dozen of the new con- 
ditions. The makers of electrical machinery and accessories 
have, on their part, been experimenting with and developing 
new types of appliances, in order to meet the new circum- 
stances, bat the contractor has not troubled to make himself 
familiar with the new requirements. ‘There are also certain 
eventualities which have not received due attention—as, for 
instance, the possibility of a factory owner being served with 
an injunction against the use of electricity in any particular 
premises, obtained at the instance of some third party. 

hose engineers who are acquainted with the circum- 
stances which led up to the framing of the Home Office 
Rules, are aware that prior to 1907 the Home Office had 


for the Board of Trade Rules to be withdrawn. 
decided upon, and it was announced that in all instances 


beat considering means whereby accidents caused by elec- 
tricity or by electrically-driven machinery ыу might be pre- 
vented, and eerly in that year they igsued the draft 
Begulations governing the generation, transformation, dis- 
tribution and use of electricity in premises under the 
Factory and Workshops Act. At that time all public 
р шан were gubject to the Rules of the oard 

e, but with the exception of collieries, no privately 
owned plant was governed by any regulations whatever of a 
technical character, except those issued by the Fire Office in 
which the premises were insured. Apart from fire and 
common law risks, the interior arrangements might be carried 


out as the owner or contractor pleased. It was felt that this 


was а state of things which could: no longer be tolerated, 
and that in the interests of all parties concerned, it was 
desirable that a set of regulations should be drawn up, 
which after mature consideration, should become law. 

The form of the draft resolutions was severely criticised, 
and objections were received by the Home Office from some 
200 or more objectors representing a number of important 
firms, and many public bodies. Oonsequently an inquiry 
was held, in which the draft regulations were very consider- 
ably modified. The pointe to which the greatest attention 
was given, were the overlapping in many instances by the 


new Regulations of the older Board of Trade requirements: 


the advisability of providing for arbitration in cases where a 
dispute arose between a Home Office inspector and the. 
occupier or owner of any premises; and the application of 
the Regulations to existing plant. 

The first objection was obviously sound, and in the case 
of premises such as electricity supply stations, it was clear 
that the best course to adopt to secure uniformity тое be 

is was 


Where the two sets of regulations overlapped, the Board of 
Trade Rules would not be enforced. With regard to this 
mise, it is curious to note that although some 15 months 
ve elapsed, and the Home Office Regulations have become 
law, no public notice has as yet been issued by the Board of 
Trade confirming this declaration. 

Ably drawn as the Regulations are, it is not certain from 
а legal point of view that they are so framed as to prevent 
annoyance to the occupiers of premises who may be doing 
their utmost to carry out the requirements, and to make 
their premises as safe as possible from an electrical point of 
view. The occupier may have to deal with a factory 
inspector possessing little or no technical knowledge. Pro- 
vision is made in the new enactments whereby apparatus 
may be exempt from certain of the Rules, provided it has 
been made perfectly safe in some other way. At the same 
time, if the inspector does not agree with the method which 
has been adopted, the occupier may be prosecuted. In such 
an event the case would be heard before a bench of magis- 
trates, who might quite easily, being themselves non- 
technical men, lean towards the views of the inspector, and 
fall back on the fact that a Regulation had apparently 
been broken, and convict on that ground. 

A further disquieting feature of the rules is that 
although an occupier may arrange his electrical plant in & 
manner which, in his opinion, is perfectly safe, and of which 
the inspector may not disapprove, indeed may even approve, 
he may yet be prosecuted by any member of the public what- 
Boever; thus subjecting him to annoyance, with possibly 
vexatious results. In face of this it would appear most 
desirable that some provision should be made for arbitra- 
tion, and Mr. Swinburne, in his report, made a recom- 
mendation to the effect that, before prosecuting under 
certain sections of the Act on the ground of non-compliance 
with the requirements, the Home Office should serve a notice 
and not take any further proceedings until after the lapse of 
80 days, during which time the occupier might make repre- 
вепіайорв to the Home Office describing and defending 
the means he had adopted to ensure safety. This would 
admit of a special inspection of these by the electrical inspector 
of the Home Office, or his representatives, before any further 
action was taken. Mr. Swinburne also recommended that 
“nothing in these Regulations shall render any occupier or 
agents liable for non-compliance unless the Home Office says 
there has been non-compliance.” 

It is regrettable that these recommendations haye not 
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, been adopted by the Home Office. Ав they now stand, апу 
factory occupier is liable to meet with an unreasonable inter- 
pretation of the Home Office Rules by the local inspector ; to 
suffér prosecution at the instance of any person, even a dis- 
charged employé ; and in the event of an accident oocurring, to 
the infliction of severe damages if the letter rather than the spirit 
of the law has not been complied with. And there is no 
doubt that the contractor who was responsible for the carry- 
ing out of the work could be proceeded against in turn by 
the occupier, or would be coupled with him in any action for 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. on TOBSDAY cannot appear until 
« the fe week should forward their communi- 


cations at the earliest possible moment. No letter can be published 
wniless we have the writer's name and address in our possession. · 


Engineer's Department v. Accountant’s Department. 

In reply іо “ Quid Nunc" in yours of June 25th, I am 
afraid we must agree to disagree. I cannot see any necessity 
to make a prior entry at all. If, as I presume, the creditors’ 
ledger and the cash-book are both kept by the accountant, 
there is no need for an entry into the ledger until the account 
is paid, upon which an entry will be made in the Cr. of the 
cash-book, and to the debit of the creditor's account 


in the ordinary way. If the two books are kept by separate 
between them will 


departmente, the misunderstandings 
probably continue until some more up-to-date system is 
adopted. | 


Your correspondent cannot get over his idea that I am 


jealous of the works staff. I have already assured him that 
this is not во, and as I am not a municipal man, his references 
to the Municipal Treasurers and Accountants do not affect 
me in the least. At the same time, I cannot see what my 
aspirations—whatever they may be they are not to become a 
municipal financial officer—have got to do with a dispute as 
to the correct method of book-keeping. 

| i | Accountant. 


Reading your article of June 18th, it occurred to me 
that while I was in Mauritius in 1905-6-7, an English firm 
obtained a contract for machinery, &c., for a power house 
for the supply of Port Louis with electric light. Mauritius 
is plentifully supplied with water : 
rapidly as a cheap-power colony. The demand for electrical 
goods is fairly heavy, and yet there is not, to the best of my 
belief, one English firm with a man on the spot, the whole 
of the supply being in the hands of French and German 
firms. Alternating current, high-tension single and poly- 
phase, is in use, with transformers reducing to mostly 235 volte. 
As the price of coal is from Rs. 35 to Rs. 45 per ton, and 
hydro-electric power is supplied at about 5 cents per unit 
(Rupee 18, 4d., cent = 4i, of Rupee), it will be seen that 
electricity is much the cheaper power. The voltages on the 
transmission lines vary, 20,000, 6,600 and 2,000 being most 
general. I personally inspected the various supply stations, 
and was rather surprised to note the lack of English goods 
in general use. 

| Jas. Richards, 


E.M.F. in a Dead Underground Cable. 


I have read the various letters relating to the above, and, 
from the explanations put forward, I do not think the actual 
condition of affairs has been made Tan clear. As the 
writer of the original article, I beg to 
again stating the principal points of the case. 

. The E. H. T. feeder cables were being laid from the site of 
a sub- station where a supply was not then available. They had 
been laid well over two miles towards the generating station, 
and there was—at the time when the incident referred to 
occurred — about another mile of cables to lay to the station. 

Now the points I wish to emphasise are: that the cable 
had never been made alive, nor was it near a source of 
supply ; and that in this case it was not the conductors of the 


supply system. 


The difficul | 
tinuously indicating instrument on one of our installations 


. way, down goes the supply ! 
putting two dynamos of 250 volte each in tandem on each 
dil engine and being independent - of balancers ? I gather, 


wer, and has developed 


e the liberty of 


gable the shock was received from, but the lead sheathing, 


which, being laid solid, was unintentionally insulated from 
earth. It was, therefore, not a question of surface leakage. 

It should also be noted that the jointer was working on 
the lead of the cable, and thus earthing it through his body 
for.quite 20 minutes before the lightning discharge took 
place, and immediately the discharge occurred he received & 


severe shock off the lead of the cable to earth. 


„Ajax in his letter states that the phenomenon was 
clearly due to a discharge of lightning causing an induced 
static charge in the cable, which was discharged to earth 
when the jointer touched the cable.” AEN 

Might I suggest that the phenomenon was rather that of 
** conduction ”—that is to say, during the period the jointer 
was working on the lead sheathing of the cable it was being 
charged to the same potential as earth, right np to the time 
the discharge occurred. Then, immediately the lightning 
discharge took place, earth assumed normal potential and 
simultaneously the lead sheathing, the discharge between 
the lead and -earth passing through the jointer's body, 
and producing the shock he received. | 

x Enquirer. 


Earth Indicating Device. 7 

I shall be glad to learn through your columns if there ik 
on the market an instrument or device for indicating insu- 
lation defects on private installations fed from a public 
at is wanted is an instrament somewhat 
similar to the centre-zero voltmeter or to the two-lamp indica- 
ting device commonly used on private two-wire installations. 
I have met with is that in putting a con- 


fed from a public supply, if our neighbour gets a fault on 
his installation this fault is indicated on the instrument in 


-our works, because, of course, both are supplied from the 


same feeder. . 
l S W. H. B. 


Chichester Electrified. 

I do not envy the engineer-in-charge of the above scheme.. 
His supply is dependent upon oil engines, one feeder cable and 
one balancer. The poor balancer will be ranning day and 
night, year in and year out, and should it dare to fail in any 
What was the matter with 


however, from the tremendous network system, that there is 


not very much power to be supplied, and I should have 


thought that a simple two-wire system would have been the 


` thing for Chichester, as a good two-wire scheme is far safer 


and better than а three-wire scheme, where there is a grave 
danger of losing the balance and blowing consumers’ lamps 
to atoms. Trusting that Chichester may soon obtain a spare 
balancer and another feeder— | 

| | Not too Cheap. 


Municipal Trading and the Electric Lighting Acts 
(Amendment) Bill. 


I fear that © Borough Electrical Engineer " in his letter 
on the above subject, in your issne of June- 25th, has 
scarcely succeeded in strengthening his position. He refers 
to the. House of Lords’ amendment as “ап attack upon 
municipal trading by which it was hoped to cripple muni- 
cipal electricity schemes," but it would surely hé more cor- 
rectly described as a defence against encroachment by muni- 
cipalities upon the rights of private traders, and one 
moment’s consideration would show that, far from wishing 
to cripple municipal electricity schemes, it is all to the 
advantage of electrical contractors that these ehould prosper, 


. go long as they are confined to their legitimate sphere, 
nanely, the supply of current. 


I must confess that I am- at a loss to understand bis 
application of the term “abusive” to my letter, seeing 
that in it there is not one word of abuse, either direct or 


implied. 


'" He further charges me with being unable to read with 
understanding, and I must admit my inability to differentiate 
between his original statement that the wiring contractors 
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grievance * js, at the outeide, a matter of 4s, 2d. per annum,” 


and mine that *the money value of the damage done to 
the contractor is put by your correspondent at 4s. 2d. each.” 
© Borough Electrical Engineer," however, takes great excep- 


tion to the latter statement, and now tells us that he * did 


not say or think that a contractor's fo“ loss is equal to his 
rate contribution (i. s., the 48. 2d. per annum above referred 
to), so that one is led to the conclusion that the balance of 
the contractor's loss beyond the 48. 2d. is not a grievance. 
Perhaps Borough Electrical Engineer" will tell us what 
itis? — | | 


I am told that my second paragraph is based on several | 


unwarranted assumptions. Looking throngh the same, I 
find that the total number of assumptions is exactly two. 
The first is the likelihood of the loss on a municipal wiring 
department being equal to a penny rate. This is taken from 
his original article, his words being “it cannot very well 
cost more than a 1d. rate," and he feelingly adds if it did, 
the general body of ratepayers would be up in arms.“ He 
now admits the statement to be both unwarranted and 
absurd. The second assumption is that the average loss 
made by & municipal wiring department does not exceed 
10 percent. This he characterises as “equally absurd.” 
Well, I hesitated to put it at a higher figure out of deference 
(I fee] unappreciated) to Borough Electrical Engineer's ” 
feelings, bat I will gladly accept, without question, his own 
estimate of the average percentage of loss made in the case 
of a municipal wiring department costing the ratepayers a 
Id. rate. If he puts it at a lower figure than mine, he 
strengthens my argument, as this would mean a larger 
amount of work taken away from contractors. If, on the 
other hand, he pute it at a higher figure than 10 per cent., 
he will scarcely advance the cause of municipal wiring, at 
any rate so far as the ratepayers are concerned. 

The only point in the original article with which I 


attempted to deal in my letter was the damage done to con- 


tractors by the institution of municipal wiring departments, 
and Borough Electrical Engineer now admits— 

1. That the loss to the contractor is greater than that 
mentioned in his article. 
2. That one of his assumptions is unwarranted and 
abs url. | i 


* 


^8. That his contention was. something quite different 


from that which he stated se clearly and explicitly in his 
article.. That is- practically equivalent to withdrawal, and I 


aim content to во regard it. 


Of the extraordinary attack upon electrical contractors 


generally with which his letter concludes, probably the less 
sald the better. It is quite clear that in the heat of 
argument the writer has let his pen get the better of his 
judgment, and, donbtless, had he seen his letter in cold 
print before the same was published, it would never have 
appeared in its present form. Possibly the best reply is the 
fact that the great London supply companies, although pos- 
sessing full power to carry out wiring, should they so wish, 
have not fonnd it either necessary or desirable to do so. 
Surely no better argument than this can be needed against 
the establishment of municipal wiring departments. 


Contractor. 


* 


Electric Power at Messrs. Cassell & Co.'s Printing 
Г = => Works. | | 

I read -with interest the article on this subject in 
your. issue. of June. 25th, and would like to call your 
attention to fig. 9, showing toggle press in black shop. Е 

In the context this is described aa a self-contained equipment 
of'a toggle press in black shop driven by a spur-geared motor 
mounted on the top of the machine. This toggle press—if it is 
such—-is the most pecaliar thing of its kind I have ever seen, 
and I cannot help thinking that the author has in- 
correctly described this, as it is apparently a hydraulic press 
with its own pump electrically driven. | 

I shall be interested to hear whether Mr. Broadbent 
claims credit for the drive shown in fig. 2, which is a 
Victoria platen, driven by a belted motor with a jockey pulley. 
1 might mention that these machines, with their drives, 
are imported from Germany, exactly as shown in the 
photograph. zr uou el. | v | 
Au «Ti к? Printers? Engineer. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed. to this column should be written on one sida 
of the paper only.] | 


% WzasT.CouwTAY" writes:—" Would you kindly answer me the 
following inquiry viz.:— A private company have been formed 
here for the purpose of generating and selling electricity. The 
same company also take on wiring and sell fittings. If a ocon- 
tractor steps in and carries through the wiring of any premises in 
their district in & satisfactory manner, and conforms to their rules, 
can they refuse to connect him up to their mains? I do not know 
whether a provisional order was got out, and as far as I can under: 
stand there has been no B. of T. inspeotion.“ ANE. 
% The answer to this query depends entirely upon wheth 
there has or has not been a provisional order obtained by tbe com- 
pany. If they bave no provisional order, they are under no 
obligation to supply electricity to anyone. If, on the other band, 
they have a provisional order, each consumer in the district is 


entitled to be supplied on the same terms upon which а supply is 


to any other consumer. “ West Country bad better make 


granted to 
inquiry with this object. 


— .. 
THE BRUSSELS EXHIBITION OF 1910. 


Евом the different communications that have lately reached us, we 
gather that the new Exhibition Branch of the Board of Trade is 
doing its utmost to ensure that British exbibitors shall make a 
display жогу of British manufacturing and industry at the 
Brussels Exhibition of 1910 (May to October). 

Exhibitors are no longer to be dependent on a voluntary com- 
mittee; or left to install their goods as best they can ; or exposed 
to the risk of being obscurely placed; or required to defray the 


cost of a general scheme of decoration ; or engaged in a speculation | 


the cost of which they cannot ascertain beforehand. The new 
Department is acting in personal touch with them, and is taking 
responsibility for these matters. | 
rench and German exhibitors have long been assisted in sys- 
tematic ways. But the new organisation ondertakes to do more 
than is done for the exhibitors of any.other country, and Mr. 
U. F. Wintour, the British Commissioner General, is approaching 
all the staple trades of the country with a view to secure at once 
that arrangements shall be made for an exhibit showing the scope 
and real importance of British manufactures. с 
It is stated that perhaps the most prominent position in all tbe 
Exhibition has been secured for the general section ; visitors must 
pn through the British galleries to reach those of Germany, the 


nited States, Franoe, Italy and other nations. In the Machinery 


Hall the portion allotted to Great Britain occupies the centre; and 
the total space, 203,410 sq. ft., compares favourably with what bas 


been granted by the Belgian Commissioners to our rivals. The 


Royal Commission, which is presided over by the Prince of Wales, 
has its offices in Queen Anne’s Chambers, Westminster. It is con- 
stituted wholly of well-known business men; and the occasion 
being unique, His Royal Highness is giving active help to the 
Commi:sioners, 

A departmental inquiry, concluded two years ago, waa the means 
of opening this fresh chapter in the history of International 
exhibitions, It was presided over by Bir Alfred Bateman. 
Taking the opinion of a large number of important manufacturers, 
the Committee found a strong and growing prejudice against 
exhibitions on the old lines, and came to the conclusion that it 
was largely justified. But, as it would evidently be ruinous for 
Great Britain to abstain alone from a form of advertisement which 


was already well established, they recommended effective means 


П 


of meeting tbe grievances of British exhibitors. 

The Exhibitions Department of the Board of Trade, which has 
been placed under the direction of Mr. Wintour, is the chief out- 
come. Instead of every exhibition being treated as a new problem 
of organisation—a problem more or less hastily and badly solved— 
this Department exists as a permanent machinery for the care of 
British interests in such matters. 

To enumerate the facilities now first offered to exhibitors is to 
realise that a principal aim of the Exhibitions Department has 
been to simplify the business of exhibiting. These facilities are 
such that an exhibitor may know beforehand to a penny what his 
venture will cost him. 

Except in the case of machinery, the only charge made within 
the Exhibition itself is & low one for space; and tenders will be 
obtained frcm Belgian contractors for the installation of machinery. 
This charge for space covers the provision of show-cases, the cost of 
the general decorative scheme, the handling of exhibitors’ goods, 
the publication of & catalogue in French and English, and 80me 
other benefits to be noted presently. “Handling” means that 
officials of the Commission will take delivery of packages at the 
Exbibition entrance; unload and place them on the space allotted ; 
take away, store and return the packing cases; re-load at the close 
of the Exhibition. Further, the Commissioners will provide free 
Of cost, as far as possible, an adequate supply of unskilled labour 
to assist exhibitors with the installation of their goods. 

Machinery will involve, of course, the additional cost of founda 
tions and shafting; that of main switches, safety fuses and meters 
for electricity, stop-valves for steam, and valves and meters 
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water; and that of the power used for driving. Crane power is 
fres of charge. | i | 

Samples of show-cases may be seen at the offices of the Royal 
Commission, 30, Broadway, Westminster, where particulars may 
also be obtained of the tariff of charges for space. : 

For motive power the charges. are low, The Royal Commission 
will.defray half the charges made for it by the Belgian Admini- 
stration, on all machinery driven to illustrate processes of mann- 
facture. Thus exhibitors will pay: — For steam (138 lb. pressure), 
$ centime per kilogramme ; for gas, 1s. 3d. per 1,000 ft. ; electricity 
(8 x 220 volts continuous), 14d. per xw.-hour. Water will ‘be 
* free for pumps ог condensers.. | 8 

Not only will there be orane- power, but the laying of foundations 
by Belgian contractors will be superintended by a competent 
engineer employed by the Royal Commission. It is claimed that, 
with the above particulars, the railway and shipping freighte, and 
the contractors’ tender, an exhibitor of machinery can e his 
calculations with a degree of confidence not hitherto possible. 

Tbe special catalogue for the British section, published in English 
and French, will give free insertions, and a suite of rooms will be 
provided for exhibitors’ agente. , | 

Tbe Belgian State Railways, c g full rates on the outward 
journey, will return exhibits to their termini free of charge. The 
British railway companies will make a reduction of 50 per cent. on 
returned exhibits not sold, and travelling by the same route to the 
station from which they were sent out. Twelve shipping companies 
«have also to this 50 per cent. reduction, Ж 

. The chairman of the Royal Commission. is Lord Lytton, and the 
vice-chairman Sir Swire Smith. The intereste of machinery 
and electricity are represented among the Commiseioners, who 
include :— For machinery: Mr. W. J. Crossley, M.P., chairman of 
Crossley Bros.; Mr. John McLaren (J. and H. McLaren), President 


of the Agricultural Engineers’ Association; Bir: William Mather ; ` 


and Mr. T. Hurry Riches, President of the Institution of Mechanical 


ineers. For electricity: Dr. R. Tetley Glazebrook, F.R.B., 


director of the National Pur sical Laboratory and ex-President of 
the Institution of Electrical Engineers; Mr. Guglielmo Marconi 
(managing director, Marconi International Marine Communication 
Co. 


The Machinery and Electricity Committee has the following 
co-opted members of the Commission:—Mr. E. B. Ellington 


(London Hydraulic Power Oo.), Mr. W. H. Allen (Allen, Sons & Co., 


Bedford), Mr. Mark Robinson, Mr. Н. F. Donaldson (chief su 
tendent Ordnance Factory, Woolwich), Mr. J. Wickstead 
(Joshua Buckton & Sons), Mr. R. H. Fowler (Fowler & Co., Leeds), 
Mr. W. Doddell, F. R. S., Mr. H. J. Brackenbury (Armetrong, 
. Whitworth & Co.), Mr. J. B. Kingebury, Mr. W. H. Patchell, Mr. 
W. M. Mordey, Sir John Gavey, C.B., Col. W. Sbanks, V.D., Mr. 
W. D. Ford-Smith, Mr. Allen Baker, M.P., Mr. Frank E. Musgrave, 
Mr. Arthur Greenwood, Mr. J. G. Barford, Mr. John Fielding, and 
Mr. W. Harrison. | 
We recommend British electrical firms to place themselves in 
communication with the new Department. We have frequently 
d the necessity for Governmental organisation and guidance in 
this matter of foreign exhibitions, and it is the duty of our manu- 
facturers to support the present effort, if only for the purpose of 
testing what meassre of success they can obtain from efficient 
representation at a Continental Exhibition in which they bave thé 
benefit of this Governmental assistance. | 


f 


LEGAL. 


"Erzornic Co.'s Stamp Doms. 


Ow Monday last the case of The Attorney-General v. The Somerset 
and District Electric Power Co. came before Mr. Justice Ridley in 
the King's Bench Division on & motion by the plaintiff for leave to 
issue scire facias against a sharebolder in the defendant company. 

Мв. FmLay, in support of the motion, said that under the old 
Act the Companies! Clauses Act was commonly incorporated by 
railway, gas and light companies. One of the Bections of that 
Act provided that execution might be obtained against a share- 
holder where stamp duties bad been assessed and had not been 
paid by the company. He asked for an order against a gentleman 
wbo was A shareholder and who had been one of the original 
directors of the company. The gentleman in this case assented to 
the order asked for, but as he held an official position he desired 
that his name should not be mentioned. Counsel supported that 
request, and his Lordship assented to it. | 

Leave was accordingly given to issue scire facias without. the 
name of the person against whom it was to be issued being disclosed. 


Burris WESTINGHOUSE ELEOTRIO AND MANUFACTURING Co., 
Ітр., v. BBAULIK. 


(Continued from Vol. 64, page 1037.) 


Mn. Jas. SWwnebunRAE, examined by Мв WALTER, said he had read 
tlie, plaintiffs’ specification, No. 18,786 of 1902. It was important 
in the regulation of electric lamps that the governing of the 
externa} conditions of the aro should be independent of the down- 
ward mechanism. He had tested fig. 1, and found that it 

He thought. there was no difficulty in making a lamp 


from, the description in the plaintiffs’ specification. The invention 
was. obviously useful, and was commercially of great valae. He 
did not find that there was any disconformity between the: pro- 
visional and complete specifications. He had read the lint of 
documents that were set. ont by the defendant alleging that the. 
invention was not novel, but he did not find the invention therein. 
described. He did find, however, the invention which had been 
described of the plaintiffs’ in defendant's. There was nothing to 
mark the distance apart ої the lower carbons until you got them: 
toa certain point, and it then released the downward feed. The: 
есы did nothing but move the lower carbons apart and 
tog er. uL d ` ‘ _ "ur ! . 4 bs cos 

His LonpsHiP: You say there is no essential difference between 
the parte ?—It was essentially the same mechanism, though, of 
course, the details were different. In both cases, the escapement 
was regulated by a shunt. et which only allowed escapement. 
after a certain amount of movement of the carbons had taken place 
horizontally, = = M . | . 

On the resumption of the case, Мв, SwINBURBE was cross- 
examined by Мв. BousrIBLD, to show that the method of regu-. 
lating the arc by solenoid cor. trol in addition to the gravity feed was. 


not new. 


Supposing the aro burnt to a greater length before yon got the 
irreversible feed of the carbon, this. gripping movement allows the 
carbons slowly to approach ?— Yes. | | | 

And also if for any reason it should want to adjust itself, then 
this gives power of adjustment ?— Les. 1 " 

That is precisely. what the patentee has tried to introduce in this 
specification to these indlined carbon lamps ?—No ; because in the 
mechanism you have shown, the; part which is to adjust the 
arc, has practically to work a feed mechanism. According to tha 
patent, the adjustment is done by the movement at right angles to 
the direction of the feed, and it involves, therefore, only moving a 
very small body. : ae ve 

Соонвиг then referred the witness to Graham No. 268,218, but 
the Wiryuss said that the method of attachment was different from 
the plaintiffs’, but was like the defendant's. 3 m 

Were there not scores of lamps in which the governing 
armature of the magnet for the striking gear was in equilibrium 


` 


between the force of the magnet- оі] and the force of the spring ?—. 


869. „ NM EC з 
itness was referred to the ifications of Serrin, Bruah, 
Qrompton, Gramme, Siemens, Joel, Thomeon-Houston, Abdanck, 
Maxim, end Brockie, all before 1882, and he admitted that in all 
of these these was an armature acted on by an electromagnet in 
such a way that the armeture floated and did not strike. tn 

If it did float it would far more satisfactorily fulfil the purposes 
described on page 1 about obviating. the inconvenienoe arising 
from irregularity ?— Yes, it would be a better lamp in every way. 

Referring to Sheridan’s United States patent, the WrrNESS said 
that there the carbons were allowed to feed by means of cord 
through drums. The drums were of different sizes in order to 
compensate for the different rates of feed of the carbons, and there 
wea also an arrangement of series coi) and shunt coil arranged 
differentially, When that was dope the core was necessarily a 
floating core. | 
. The purpose of it was to have this floating in position?—Yes. It 
was not only to arrange the feed, but also to allow a pull back. 

. WirmeSS was then cross-examined in detail as to Crosby, and 
said that long before the date of tbe plaintiffs’ patent, there were 
plenty of arrangements of the Brockie-Pell type, in which the 
зо g i the arc was effected by mechanism which controlled the 

eed. | 

What I want to put to you is whether it required any invention 
to apply that to the known type of lamps with inclined carbons 
and a striking mechanism w operated horizontally on these 
carbons ?—I think it did. | а 

Burely, rat dg told any workman to control the feed mechanism 
by the striking mechanism, which would allow the swing- 
ing before the feed came on, he would have been able to 
do.it?—1f you told the man that he was to make bis 
borisontal movement not only to strike the aro but to regulate 
the arc, keeping the vertical movement for feed only, then you 
would have made Bremer's invention ?— Witness said he oon- 
sidered the plaintiffs invention was having axial feeding of the 
carbons and horizontal striking, plus horizontal adjustment, all 
worked by one electro-magnet or one mechanism. 

All that you find in Graham’s specification, if it be allowed that 
the armature or core of the solenoid is floating ?— That is really 
law. All І сап say as an engineer is if you work the model and it 
floats, it floats. Whether or not yoa find the idea in the specifica- 
tion, Iam not lawyer enough to say. | i 

T suggest to you that, at all events, if the true reading of 
Graham's specification be that the armature or the. core of the 
solenoid does float . . . .?— Then it is an anticipation of the un- 
amended claim. | 

Mna. BwiMBURNE, in re-examination, wag taken by Mr. Walter 
through the various specifications relied upon by the defendant as 
anticipations. He said that there was notbing in the prior speci- 
fications which would have enabled him, as an engineer, to have 
made the plaintiffs invention. The prior specifications differed 
from the plaintiffs' and the defendant's apparatus in that the system 
by which the carbons were fed was independent from the system 
that moved the carbons apart. With regard to the practical utility 
of the lamps relied upon as anticipations, so far as witners knew, 
Done of them bad ever seen daylight. In the defendant's lamp he 
found all the features, that were described in the plaintifis’ speciti- 
cation. b 

Мв. DucanD CLxxx, examined by Mm. War rz, said that he 
had examined the plaintiffs’ specification. The first and main 
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feature was the combination of a striking mechanism with a 
horisontal adjustment, and the relation between the horizontal 
adjustment and the feed. That was, in his opinion, the invention, 
but there were other important features. It was important that 
the eleetrode holders that held the carbon should be firmly 
clipped at the middle, as shown in the first figure of Bremer's 
specification. It would be seen from that that the current entered 
the carbons by means of a metal connection firmly clipped on to 
them. Then it was important with regard to the downward 
feed mechanism that it should be so connected that the two carbons 
fed downwardly simultaneously in separate clutch slides. The 
third point was that the horizontal feed mechanism, as operated on 
by the electromagnet by which the aro was sprung and the resist- 
ance of the arc reduced, should be by some device operating not 
far from the lower ends of the carbons. It was important 
that the feed mechanism should be relieved of every work 
other than that. In the specifications of Brokie-Pell and Serrin the 
mechanism had a ane deal of work to do. Neither would have 
acted the same as plaintiff's arrangement. In witness’s opinion, 
there was room for invention between the la described in 
prior specifications and the plaintiffs arrangement. The 
defendant's lamp had every feature of the plaintiffs’ that he had 
referred to. 

Mn. Justice JovcE: They are the same thing, but different. 
Mn. Warnung: There is a slight difference, but alternative 
methods of sliding feed were known. To witness: 18 the plaintiffs 
mechanism per se new ? 

Wrrnzss: New, but perhaps not new per se. Continuing, he 
said that, in Graham’s specification, you did not find the floating 
adjustment. He saw nothing in the prior specification that would 
suggest the plaintiff's invention. 

mined by Mn. BousrreLp, WriTNESS seid that there 
was nothing omitted from the plaintiffs specification that would 
prevent a competent workman from making the invention. He 
did not think that a man instructed as suggested would find it easy 
to apply the old mechanism to the plaintiff's invention. The prin- 
ciple of having an aro striking device connected with the main feed 
in such a way that the ing device gave a certain amount of 
regulation before the main feed was operated on was old and well 
known before the date of the plaintiffs patent, in vertical operating 
lamps. Carbons with a swinging adjustment so as to strike the arc 
were well known. 

Мв Нвввевт Ермохо MOULD, technical engineer of the Union 
Electric Co., Ltd., who were agents for Korting & Mathiesen, called 
for the plaintiffs, said that of the flame arc lamps made in this 
country nearly all had the plaintiffs’ invention. In the course of 
his business he saw the lamps of other makers, and he should ssy 
that about 11 or 12 out of 16 were constructed on the principle of 
the plaintiff's invention. His firm sold lamps manufactured under 
a licence-from the plaintiffe, and under that licence they had sold 
some 12,000 or 14,000 lamps in this'couptry. They paid a large 
royalty to the Westinghouse Oo. In his opinion the plaintiff's in- 
vention was the commercial solution of the flame-arc ; 

In opening the case for the defence, Mn. Gray said his sub- 
mission was that the points raised on behalf of the plaintiff com- 


pany were destructive of each other. First they alleged that the 


question was one of principle, and then it was said that the real 

e was certain mechanical details which did not appear on 
the specification. His contention was that there was no subject 
matter whatever in the plaintiffs patent. The expressions that 
appeared in the specification must be taken as the real subject matter 
of the patent. Broadly speaking, there were two. ey were 
defined as a horizontal feed and a downward feed. These 
expressions were illusions and had no real meaning as applied to 
the lamps. There was neither a horizontal feed nor a downward 
feed in these lamps. He should call the horizontal feed the 
“adjustment,” and the downward feed merely “the feed." The 
former merely involved the swinging about of the carbon. In 
1882, which was one of the dates more or less in dispute, there 
were а large number of lamps that had an adjustment of feed. 
His witnesses would prove that such lamps were practically 
universal. In the plaintiffs' patent the steps taken were а the same 
order. First, there was an adjustment of the mechanism, and then 
there was the adjustment of the feed. Unless the plaintiffs could 
prove the contrary, he should maintain that that was the invariable 
practice in all arc lamps in 1882. It was a cardinal principle in 
arc lamps of that date to have both the operations. It was quite 
clear that the carbons had to be fed forward to bring the points 
together, as they burned away. All that the plaintiffs’ patentee 
had done, was to apply these well-known principles to inclined 
carbons. The patentee bad taken the principle of the other arc 
lamps, and used it in the same way, and for the same purpose, and 
in his specification did not describe any mechanism which enabled 
it to be done. All the operations were the same. There was 
swinging for the p se of striking the arc, and a feed afterwards. 
There was nothing left after that for the plaintiffs to do. The 
system of adjustment and feed were perfectly well known before 
1882. His witnesses would prove that the real difficulty was not 
adjustment at all, but the feed. There were different methods of 
feed and different results. The method shown by the plaintiffs’ 
specification was absolutely and entirely useless, and the defendant 
was not using it. He submitted that the patent was hopelessly 
bad, not only because of lack of subject matter, but also because of 
want of novelty. 

Pror. 8iLvANUS P. THompson, examined by MR. Gray, said that 
in 1882 there was a great deal of activity on arc lamp questions. 
In 1882 it was perfectly well known tbat you might have the 
mechanism in an arc lamp so that the striking mechanism might be 
brought into action before the feed back applied, or that it might be 
arranged to be fixed without any return om adjustment, and in the 


majority of cases they were so designed that approach of the carbon 
points must occur before the feed back applied. In 1900 y 
all the lamps possessed that feature—that was to say, they had the 
power of return before feed. They were not hard fixed ; floating 
armature was practically the same thing as the power of return. 
As he anderstood it, the device described in Bremer’s specification 
of 1902 was that in arc lamps he was proposing to make there 
would be two movements—a feed movement and a striking 
movement capable of adjustment, and he ially drew 
attention to the requirement that the approach during 
adjustment should occur before feeding 
nothing new in that. The only thing that witness found that was 
new in the specification was in his providing in figs. 2 and 3 a very 
special and unusual form of electro-magnet. Looking at the 
specification he did not obtain any useful information for the 
construction of an arc lamp from those figures. He considered that 
Graham’s American specification practically described what was 
described in Bremer’s specification. | 

Cross-qaxamined by Мв. Warrer: He did not know of a single 
downwardly pointing inclined carbon lamp, before the date of 
Bremer's cation, in commercial use in this country. 

Pror. Joun GzxoncEs ConRMACE, examined by Мв. GBAY, gave 
evidence generally corroborating the evidence of tbe last witness. 


‘He said he found in Graham what was described in Bremer's 


ification. He failed to find any feature or information in 
remer's specification which was new at the date of the specifi- 
cation. . 

Cross-examined by Мв. WALTER: May I take it that until the 
Bremer patent such a lamp had never been made or sold ?—I had 
not seen any. 

Wrrness said that he did not agree with the evidence of 
Mr. Olark. - 

Мв. BoUsrIELD, in summing up the defendant's case, submitted 
that there was & complete anticipation of the alleged invention of 
the plaintiffs in the specifications of Graham and Crosby — Graham's 
was much nearer to the present case, and was the chief thing he 
was going to rely upon. He contended that there was nothing in 
the point put forward by the other side as to making flame-arc ` 
lamps successfully. He contended that all that Bremer had done 
was to apply an old idea to an old form of lamp, and tbat there 
was no subject matter. 

Мв. WALTEB, replying on the whole case, submitted that from 
the evidence it was abundantly clear that until the date of the 
plaintiffs’ patent. in 1902, there was never an effective electric aro 
lamp on tbe market with downwardly inclined carbons, Neither 
Prof. Thompson nor Prof. Cormack had ever seen one. This in- 
vention was undoubtedly one of great commercial importance, and 
he asked his Lordship to hold that the patent was a good one, and 
that the defendants had infringed it. 

At the conclusion of the arguments, his LORDSHIP reserved 
judgment. 


UXBRIDGE AND District ErnxcTBIO SUPPLY CO. 


Мв. Јовтісв NEVILLz, sitting for the disposal of companies winding 
up business, bad before him on Tuesday last a petition by Callen- 
der's Cable and Construction Co., Ltd., for the compulsory winding 
up of the Uxbridge and District Electric Supply Co., Ltd. 

Мв. PzaTERSOX, K.C., in support of the petition, stated that he 


. represented a creditor for £2,210 7s. 3d. due on a dishonoured bill 


of exchange. The company, when called upon to pay, said they 
had no assets with which to meet the debt. The Metropolitan 
Electric Supply Co. were also creditors, and supported the 
petition. 

Мв. SERJEANT said he appeared for creditors for between 
£40,000 ad £50,000, and supported a compulsory winding up. 

His LogpenrP made the usual compulsory order. 


PARLIAMENTARY. 


Bury and Heywood Tramways Bill. 


On Tuesday, June 22nd, MR. W. Сгосан, manager of the Bury Tram- 
ways, continued bis evidence. Replying to Ма. HELME, a member 
of the Committee, witness said that the reason why he thought 
Bury should provide & through service instead of Heywood, who 
already were in possession, was that if Heywood gave the servioe 
it could only be partial. Through running to be successful must be 
continuous. If Bury ran right through, it would provide a more 
convenient and regular service. For an authority in the middle of 
two districts to have through running, in his opinion, would cause 
great inconvenience. Of course it would be better to have only two 
authorities providing & through service. Mr. Clough was in the 
witness box the whole of the day. 

The WITNESS was re-examined on June 23rd by Мв. Raw, K.C., 
for the Bury Corporation. In answer to the CHAIRMAN, MR. CLOUGH 
said that the cost of working in Hey wood was greater than in Bury 
and Rochdale owing to the steeper gradients. Replying to Coun- 
pel, Witness said that in his opinion the through-route fares should be 
less than the aggregate individual short-distance fares. That was 
a universal practice with tramway undertakings. The Rochdale 
and Heywood authorities wanted to keep the same scale of fares 


There was 
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as at present. If, as he had said, they were to charge a lower fare 
for a though journey, it would mean that Bury would have to 
bear the loss. | 

The consideration of the tramway portion of the Bill was ad- 
journed to see whether the parties could come to any mutual 
arrangement. А 

After а week's adjournment to allow of the parties coming to а 
mutual understanding, the Committee of the House of Commons 
(Mr. Nicholson presiding) on Tuesday had before them the pro- 

new clauses of the Bury and Hey wood Corporation Bills. 

в. КЕШНЕ, for the Heywood Corporation, announced that the 
parties had come to an agreement, which would be in force for 
10 years, whereby the Bury and Rochdale Corporations ran a 
through service of tramways between those two cities, running 
across Hey wood, the last-named doing nothing. Each Corporation 
would take the profits in its respective areas. If the agreement 
was terminated by mutual arrangement, then the Heywood 
Corporation alone would have through running powers. The 
Committee allowed the agreement to stand part of the Bill, and 
clauses were adjusted to meet this. | 


Scotch Electricity Bllls.— The Chairman of Committees 


of the House of Lords and the Chairman of Ways and Means of 
the House of Commons have reported that they are of opinion that 
the provisions of Clause 108 of the Colinton Tramways Order, and 
of Clause 10 of the Hamilton Burgh Order are of such a character 
that they ought to be dealt with by Private Bill and not by Pro- 
visional Order under the Private Legislation Procedure (Scotland) 
Act, 1899. Clause 108 of the Colinton Tramways Order provides 
for the company applying for and taking transfers of electric 
lighting orders. The petitioners against the Bill are the Hon. A. R. 
"Douglas Elliott and Lieut.-Colonel Trotter, the North-British 
Railway Co., the Caledonian Railway Co., the trustees of tbe Craig- 
lockhart Estate Co., the County Coüncil of Midlothian and the 
Suburbau District Committee of the Council, Sir A. O. Riddell and 
others, the Lord Provost and Council of the Royal Burgh of Edin- 
bargh, the Water and Sewage Commissioners of Leith, and the 
Edinburgh aud Leith Corporations Gas Commissioners. Clause 10 
of the Hamilton Burgh Bill provided that No company or person 
shall be entitled to supply electrical energy within the burgh 
without the previous consent in writing of the Corporation, and 
such consent may be given upon such terms and conditions as the 
Corporation may prescribe.” The opponents of the Bill are the 
Caledonian Railway Co. 

Nationality of Postmasters.—Sir Wm. Bull asked the Post- 
master-General how many persons other than those of English 
birth now hold positions as postmaster or sub-postmaster ; whether 
in view of the importance of avoiding any possibility of the inter- 
ruption of telegraphic communication, he will terminate such 
appointments as now exist without delay ; whether he can see his 
way to give any assurance that no further appointments of such a 
nature shall be made; whether he is aware that the telegraphic com- 
munications in a small area adjoining a part of the Yorkshire coast are 
now entirely controlled by postmasters and sub-postmasters all of 
German birth; and who is responsible for sanctioning the appoint- 
ments. Mr. Buxton replied that most of the postmasters in Scot- 
land and Ireland are not of English birth, but he was unable to give 
the numbers. He might add that foreigners are not now eligible 
for appointment to any permanent and established position in the 
Post Office, and they would not be selected for any situation for 
which suitable British subjects are ‘available. The honourable 
member will, of course, let him have particulars of the cases to 
which he refers. | . 

Sub-Engineers and the Post Office Service.—Answering 
Mr. Claude Hay in Tuesday's Parlismentary Papers, Mr. Buxton 
states that steps are being taken to promote all the sub-engineers 
with three years' service who passed the recent qualifying examin- 
ation. The unsuccessful candidates will have adequate oppor- 
tunities for study before another examination is held, the date of 
which is not yet arranged. 

Third Readings.—In the House of Commons on June 28th the 
Oxford and District Tramways Bill was read a third time. 


In the House of Commons on June 22nd the Edgware and 


Hampstead Bailway Bill and the Watford and Edgware Railway 
Dill were read a third time. 


Radium.—A remarkable contract has been made between 
the British Metalliferous Mines, Ltd., and Lord Iveagh and Bir 
Ernest Cassel, forthe supply of 71 grammes of radium bromide at 
& cost of £30,000, from the company's mine in Cornwall. The 
radium will be presented to the Radium Institute by the 
purchasers, 


Electric Smelting of Iron Ore.—A report has been 
received from South Africa by the Permanent Exhibition Com- 
mittee for German industry in relation to new endeavours to smelt 
iron ore in the Transvaal. It is stated that the titanic or magnetic 
iron ore in large quantities in the neighbourhood of 
Pretoria is considered cult to reduce, but it is now intended to 
smelt it with the aid of a chemical admixture forming the subject 
of a patent. It is proposed to invite tenders in public competition 
. for the supply of an electric smelting furnace of a capacity of 
6 tons in 24 hours. It the trials with this furnace should also 
yield satisfactory resulte, the inventor states that the Transvaal 
Government will request South African or transmarine capitalists 
to erect a large iron and steel works in the colony. The import 
duties on iron and steel producte would, in this event, not be 
increased, although a bounty per ton of output made by the works 
is held in prospect. 
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NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Elllott Maximum Power Demand Indicator. 


THE demand for electricity for power purposes bas increased 
very rapidly during the past few years, and the question of the 
price to be charged is undoubtedly a most important one. One of 
the fairest methods is that which is based on a fixed charge per 
annum per kilowatt demanded, combined with a flat rate per unit 
registered on the meter. This gives the consumer a benefit from 
long-hour use, and at the same time ensures that the supply coom- 
pany obtains a sufficient return to cover standing charges. 

It is necessary, if this system of charging is to be correctly 
carried out in practice, that an instrument be used which measures 
the maximum number of kilowatts taken] under ordinary circum- 
stances, while taking no account of any momentary excess or short- 
Moreover, it is absolutely essential to use an accurate 


instrument, for an error of & few per cent. on a large power job 
may mean a considerable loss of revenue. 

Hitherto the instruments used for this purpose bave only regis- 
tered the maximum current taken, which, in the case of a.c. 
circuits, gives no indication of the actual power demanded. 
The instrument which Миѕввв. Evtrorr Bros., of the Century 


Works, Lewisham, аге now introducing indicates the maximum 


power in kilowatts, and is accurate at all loads at any power fac:or 
within large variations of pressure and periodicity. 


Fia. 2. 


KLLIOTrr M. P. D. INDICATOR. 


The instrument can be made for single and polyphase, and also 
for D.C. circuits, and it will be seen from the accompanying illustra- 
tion, fig. 2, which is of a single-phag instrument, that it consists of a 
disk rotating between magnets against a spring, the amount of torque 
meas the kilowatts. The spindle with ite disk is fixed on a 
float which moves in a теве! containing oil, which not only provides 
the retarding medium, but aleo reduces friction to a minimum by 
allowing the spindle to be pivoted on a top jewelled bearing. 

The time lag can be varied according to the density of the oil, 
which is supplied by the makers, from one minute to one hour or 
more. The float very nearly fills the containing vessel so that a 
very small quantity of oil is required. 

The registering is effected by a ratchet fixed to the spindle 

bich also serves to carry the soale. A very light pawl 
prevents the ratchet wheel from moving backwards, and at the same 
time allows the scale to revolve to its correct reading. 

The resetting is accomplished without removing the cover or 
seals, by lowering the oil vessel by means of a bottom thumb-screw 
until the pawl is released and just allows the disk to return to 
zero. On further screwing down the oil vessel the latter is sealed 
for transit. f 

The valuable qualities of the instrument will be readily 
appreciated, and the makers claim that its simplicity, accuracy, 
long uniform scale, and direct kilowatt readings, combine to make 
it a thoroughly sound piece of apparatus for the purpose of arriving 
at the price to be charged for power. 


F 
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Street Lighting Switchgear. 


The Neath Rural District Council, on the recommendation 
of its electrical engineer, Mr. G. H. Thomeon, recently installed 
a novel form of switchgear for controlling the electric lights in 
the outlying districts. Previously the lamps were switched on 
and off at sub-stations by hand, and a great saving will now be 
effected in the wages of the men (one in each district) employed 
for this purpose. 

The switches are further found valuable, becaure in the summer 
it was found impossible to rely on men turning out at 2 or 3o'clock 
inthe morning to extinguith the lights, with the result that they 
were often left on circuit for many unnecessary hours. Again, on 
bright mconlight nights artificial lighting is not necessary in rural 
districts, and the lights may now be put out without having to 
depend on reluctant men to leave their pastimes or repose for the 
purpose. 

The new switches were supplied by Мв. A. L. Furngacx, elec- 
trical engineer, 11 and 12, Wind Street, Swansea, who has acquired 
the patent rights from the inventor Mr. Campbell Smart, Swansea, 
and the following description and diagram will show how 
simple is the mechanism, and how very remote isthe probability 
of failure. During six months’ trial not the elightest hitch bas 
occurred. 

The distance switch (see fig. 3) consists of a solenoid a 
having a core ^, which carries in a suitable position a strong pin c 
projecting on either side of it. Below the solenoid a and above 
the pin c are suspended two metal arms or guide pieces d di, at tiv ht 
angles to each otber, and of tuch shape and to pivoted that they 
bang normally with their undersides sloping at a steep avgle to the 
vertical. Below the pin c, and fastened to (but insulated from) the 
core b ів a metal bar c carrying at each end a metal pin f fı, which 
form a bridge piece capable of joining tcgether two mercury cups 
suitably placed and connected into the circuit to be controlled. 

On an extension of the core, below this bridge piece, i8 & second 
pin л capable of rising above, and falling to the bottom of, one or 
other of four slots between four upright pointed teeth g ), &2., (only 
two shown) arranged in a circle round the core. 

. This pin h, together with the slots referred to, acte as a stop to 
prevent the core falling too far, and also as a guide to ensure the 
core rising and falling vertically when the pins f fı of the bridge 
piece are leaving and enteringthe mercury cups. The action of 
the switch isas follows:—Aesuming tbe switch to be in the off 
position, when current is applied to-the solenoid, the core is raised 
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Fic. 3.— REMOTE CONTROL SWITCH Ров STREET LIGHTING. 


through a certain distance, without turning, until the pin c strikes 
the underside of one of the guide pieces d di, causing the core as it 
continues to rise to be turned through a quarter circle. This turn- 
ing movement has carried the bridge piece attacbed to the core into 
a position directly overthe mercury cups, so that, when current is 
cut off from the solenoid, the core falls and the bridge piece entera 
the mercury cups, closing the lighting circuit. To switch“ (ff 
the lights, exactly the same operation is gone througb, and the 
bridge piece takes up a position eut of, and at rigLt angles to, the 
mercury cups, ready for the operation of switching on again. 

To ensure that the switches are not left with their solenoids 
energised (when they would be inoperative) and also to indicate 
whether the street lights are on or off, a special controlling switch, 
having a “time element" and an indicator, is inttalled at the gen- 
erating station, one being cohnected to the pilot circuit of each 
distance switch; tke action of this is as follows :— 

When it is desired to operate a distance switch, the time-element 
switch in tbe generating station is closed by the attendant; this 
energises the solenoid &, ss well ss tbat of the distance switch. 


The core / then rices slowly against the retarcing action of a dasb pot 


m, till a pin n in the core / raises and tilts over a weighted lever v, 
and thus opens the pilot circuit by raising the bridge piece p cut of 
the mercury cups. An indicator, actuated by the lever », shows the 
word “оп’ at a emall window in the cover, because the distance 
switch is now clcsed and the lights are on. Thetame action takes 
place when switching off, only that the indicstor moves to “ off.” 

The supply at Nesth is 220 volts A c. 50 periode, and the largest 
current controlled by any distance switch is 60 amperes, but one 
of them, on tert, dealt perfectly satisfactorily with 90 amperes 440 
volts D.C , the break beiog very long and quick. 


The pilot wires are 007 sq. in. and vary in length from { mile 
to 31 miles’ тпл from the generating station, and on this long line 
three distar ce switches ar: operated simultaneously. 


Hand-Regulated Are Lamp. 

Mrssss. T. FBANCIS & Sons, 41, Hampden Street, Bolton, are 
introduring a simple mechanism for hand-regulated arc lamps. 
The device, as shown in the accompanying sketch (fig. 4), consists 
of two interlocking levers forced spart by a band screw, against 


Fia. 4.—Arc LAMP MECHANISM. 


the pull of a spiral spring. The carbon holders are insulated from 
the levers, and can be adjutted by means of the levers shown while 
the lamp is burning. Racke, worm gear, &c., have been completely 
eliminated, and tbe design is as simple as could be wished. The 


. frame ів made of aluminium. 


Safety Pendant Lampholder. 


The influence of tte new Home Office Regulations is making 
itself felt in various directions—especially in that of avoiding the 
use of an earthing wire. When one considers the inconvenience 
and complication of running an earthing wire to every ceiling-rose 
and wail-socket, of using a tbree-wire flexible, and of adapting the 
roses, sockets and lampholders to receive tbe earth connection, or 
replacing these accessories with special patterns for the purpose, it 
will be seen that the cost of labour and material is likely to mount 
up to a considerable figure. To obviate this at small cost the 
Bnartrisu CENTRAL ELECTRICAL Co., Ltp., of 17, Hatton Garden, 
E.C., who recently introduced a portable hand lamp which does 
not require an earthing wire, have now brought out a pendant 
lampholder on similar lines. The lampholder itself—of tke 
ordinary pattern—is completely enclosed in wood, so that it is 
impossible to touch any part of the metal; the bandle of the 
switch, in the case of a key-tolder, is of insulatirg material, and 
the wood is вокей in melted paraffia to ensure that damp shall 
nct render it conducting. An india-rubber ring is placed round 
the flexible where it enters the thank of tbe wood fitting, to 
prevent fraying of the flexible. The device is not unduly obtrusive 
in appearance. It bas, we understand, received the approval of 
Mr. G. Scott Ram, Electrical Inspector to the Home Office, and 
has been provisionally protected. 


BUSINESS NOTES. 


Consular Notes.—Roumania.—The British Consul at 
Bucharest reports that the following electric tramways are working 
in Roumania: Bucharest, 5 km.; Ja ssy, 20 km.; Galatz, 13:3 km.; 
and Braila, 18 km. New lines of a total length of 40 km. are 
proposed at Bucharest, to be completed in 1916, and the munici- 
pality is endeavouring to find the neccssary capital for their con- 
struction. 

The British Vice-Consul at Galatz reporta that gas and oil engines 
are imported in considerable numbers for use in mills fcr grinding 
maize and for other purposes. At present this demand is suppliea 
by Germany, although British engines are no dearer than the 
German product. German firms, however, have agents at Galatz, 
whereas no British manufacturers of gas or oil engines are repre- 
sented locally. An opening might be found in tte district by 
British firms if they would appoint capable agents. Pumps are 
imported from Germany principally and some from the United 
States; it is said that Lritish pumps are not sold because they are 
dearer than those of foreign manufacture. The question arises as 
to how British exporters should take advantage-of the openings for 
trade if they wish to do so. Foreign firms send commercial travellerr, 
and they appear to produce satisfactory results. British firms do 
not seem to approve of this method, probably because they thirk 
that the orders to be booked are not worth the trouble 
and expense entaikd. If they do not wish to serd 
a commercial traveller frequently, like their foreign rivals, 
they might, at any rate, send their representative once 
to report on the chances of trade, and select a suitable com- 
mission agent to carry on their business. If, however, it is not 
feasible to send a representative even once, firms wishing to find an 
outlet for their gocds should apply to the Commercial l.telligence 
Branch cf the Board of Trade, 73, Basingball Street, E.C., which is 
in a position to supply them with the names of ccmmissicn agents 
and buyers, and also to give them advice. Above all things, it is 
desirable that British firms should not accept, at bszard, the first 
commission agent who may offer his services. In this district 
business can but rarely be donc on a cash basis. Austro-Hungarian 
and German firms give from six to eight months’ credit, but tbey 
generally take good care to inquire into the financial position of 
the customer. The question of credit is closely connected with the 
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rate of interest in the country. The local buyer will not borrow 
mon y at 8 per cent. or more ia order to pay cash for British goods, 
even if they suit him better, if he can obtain more or less similar 
wares from a German or an Austro-Hungarian firm at eight months’ 
credit. The phrase “cash against documents,” which is so often 
tac ultimatum of British exporters, is quoted, helf jokingly, half 
sadly, by importers avd commission agents when one inquires why 
such and such an article, which can be obtained cheaper and better 
in the United Kingdom, is only imported from one of our foreign 
rivals. It is necessary to give credit, but care must be taken to 
watch the market, which depends entirely upon the crops. If 
а good hsrvest 
are in danger of failure, it is well to restrict business. Price lists 
should bein French or German, preferably the latter, prices should 
be in francs and centimes, and weights and measures in kilo- 
grammes and metres. The value of a catalogue in a foreign lan- 
guage was amply demonstrated in Galatz in the course of the past 
year, when several British firms were competing for the same 
order. Oaly one firm had taken the trouble to produce a catalogue 
in a foreign language, and the only offer which was comprehensible 
was tbe only one taken into consideration. At the close of the 
year 1908 the commission agents at Galatz, whose sphere of 
activity extends throughout Moldavia, formed an Association 
koown as the Union des R^presentants de Commerce de Galatz, 
with the object of defending their professional interests and the 
interests of the foreign firms which they represent. According to 
the statutes of the Union, members whose bus'ness methods are 
unfair or dishonest are liable to exclusion. The settlement of dis- 
putes between agents and loval buyers, the defence of the interests 
of the creditors in cases of insolvency, and the exercise of preseure, 
perbaps in the form cf a boycott, on those importers who refuse 
goods on arrival, a well-known cause of complaint, are the principal 
objects of the body. If this union becomes firmly established, and 
if it lives up to its statutes, it should be able to do much to raise 
the reputation of this market, which has too often suffered in the 
past for the faulta of a few. 

Spain.—The German Consul at Madrid reports, that the Union 
Electrica Cartagena has been formed at Madrid with a capital of 
10, (00, COO pesetas to supply electric energy to the mining district 
of Cartagena. 

Turkey.—Applications have been made to the Turkish Minister 
of Public Works for concessions for the construction of electric 
tramways from San Stefano to Makrikein on the Sea of Marmora, 
and from Bostandjik to Anatoli-Hissar on the Bosphorus. 

China.—The British Consul at Antong reports that an electric 
lighting plant has been set up in the Japanese settlement, and 
both the Chinese town and the Japanese settlement share the 
benefit of it. The generators, which were imported from Japan, 
are of British manufacture. | 

Italy.— The British Contul at Naples reports that the work on 
the new smelting works at Bagnoli belonging to the Ilva Co. is 
progressing rapidly, and it is hoped t» commence working about 
the end of 1909, giving employment to 2000 workmen. Large 
works are being erected to collect tbe water from the surrounding 
hills, and it is hoped to obtain the 12,000 cb. metres (2,461,242 
gallons) per day which are required. A large fresh water reservoir 
is being built. For ordinary use there is the Serino water, from 
the same source that supplies Naples. Powerful electric pumps are 
being constructed for the supply of sea water. The Ilva Co. has 
a capital of 20,000,000 lire (£800,000). 


Tungsten Lamp Patenis.— The Zliecírical World, 
N.Y., states that the GENERAL ELECTRIO Co., U.S A., has purchased 
the patent rights to the Just-Hanaman and Kusel tungsten lamps 
for America and certain other countries outside Europe. These 
lamps, which have been imported for some time, will, in future, be 
manufactured by the General Electric Co. 


Electric Light in an ‘Ancient Castle, — With 
reference to the article in our last issue on the electrical installa- 
tion at Lumley Castle, the Earl of Scarborough's seat at Durham, 
we learn that the electric radiators used are of the Electroyl" type 
supplied by Messrs. PURCELL & Noses. These radiators, to the 
tune of £200, were selected after test by the consulting engineers and 
approved by his Lordebip. They are in antique brass finish, with 
temperature-regulating switches. Provision is being made for more 
“ Electroyl" radiators for the cold season that comes when the 
present one is ended. \ 


Bankruptcy Proceedings.— J. G. S. CUNNINGTON and 
Н. P. ALLISON, electrical engineers and contractors, trading as 
Laing, Wharton & Cunnington, at 7, Great Newport Street, St. 
Martin's Lane, W C.— The public examination was held on Wednes- 
day, June 23rd, at the London Bankruptcy Court. The statement of 
affairs was referred to in our last issue. Mr. W. P. Bowyer appeared 
for tte Official Receiver; Mr. Hair for Mr. Alfred Page, the trustee ; 
sod Mr. Harris for the debtor, Cunnington, whose examination was 
first taken. He stated, in reply to Mr. Bowyer, that prior to May, 
1907, he had carried on the business of sn electrical engineer 
for some years in the neighbourhood of St. Martin's 
Lane. In that month he entered into partnership with Mr. 
Allison, and they adopted the style of Laing, Wharton and 
Cunnington. The partnership was constituted for tbe express 
purpose of acquiring the business of the Improved Electrical 
Supplies, Ltd. Witness had the concern offered to him, and as 
he was without sufficient capital to acquire it, he entered into 
par'nership with Mr. Allison, Aeked regarding the alleged over- 
vaination of the business, the debtor said they did not actually 
take stock before purchasing, but walked through the place and 
viewed it in a cursory manner. 

Mr. Bowyer: You do not suggest there was any concealment in 


is assured, all is well, but if the crops 


the matter ?— Witness replied that it was impossible to see that 
£5,000 worth of stock was actually there when simply walking 
through the premises, In the course of the action they entered a 
counterclaim for £3,000 on the ground of misrepresentation, but 
they failed in that, and ultimately judgment was given against 
them both on the claim and counterclaim. About the end of March 
they got out a balance-sheet showing the position of the firm as at 
the end of February, and it then appeared that they had about 
£3,000 surplus in the bnsiness to meet the liability of £4,000 odd 
ia respect of the Improved Electrical Supplies, Ltd. They had 
since incurred fresh liabilities to the amount of about £500, but, 
at the same time, they had reduced the total amount of debts by. 
£1,200. | 

Mr. Bowyer questioned the debtor at some length regarding the 
withdrawal of the firm’s money in April last. Witness said each 
partner was entitled to draw £10 weekly from the business for 
household and personal expenditure. He frankly admitted that 
he paid two cheques for £62 10s. and £146 5s. respectively received 
from customers into bis private banking account because his partner 
refused to sign cheques drawn against the firm for witnese's per- 
sonal needs. The £62.10s. was repaid to the firm's credit by 
witness out of the £146 5s. cheque, and on April 22nd he drew a 
cheque for £95 2s. 2d., which cleared out the firm's bank balance, 
and paid that into his private account. That was done because he 
knew that jacgment in the matter of the Improved Electrical 
Supplies, Ltd., had been given against them, and that, conse- 
quently, the business must come to an end. The money thus with- 
drawn from the firm was used in paying off certain of witness's 
private debts and providing for living expenses. 

Mr. Allison corroborated the evidence of the previous witness so 
far as it related to the partnership affairs, and added that he only 
became aware of his partner’s action relative to the withdrawal 
of the firm's money, when informed of the facts early in May by 
their book-keeper. Witness, on his part, drew out £50 on 
May 8th for his private needs. Mr. Bowyer: Why ?—Because I 
wanted money. You knew that trouble was coming ?—Yes. And 
on that ground you took more than usual?— Yes. Farther 
questioned the debtor said he might have lost a few pounds in 
betting during the last three years, but he was by no means a 
gambler. This was his first failure. Before entering into partner- 
ship with Mr. Cunnington, he was employed in India by an 
important electrical firm. Replying to Mr. Hair, witness said the 
£50 drawn out by him on May 8th was due to him on the 
drawing account. 

The debtor Cunnington was recalled, and, in reply to Mr. Harrie, 
said the balance of the £146 cheque, after repayment of the 
£62 10s., was due to him in respect of salary. This was also his 
firet failure. The examination was concluded. 

J. В. W. MIDDLETON and A. E. E. DANIELS (trading as Middleton 
and Co.), electricians, lla, King Street, Dover, Kent.—The 
adjourned public examination of these debtors was held last 
week at the Guildball, Canterbury, before Mr. Registrar Furley. 
The Official Receiver rtated that the case had been adjourned in 
order that a list of the detts assigned to Mr. Letts might be pro- 
duced, but these he had not yet received. In answer to the Official 
Receiver, the debtor Middleton stated that he had never seen 
Letts, who had advanced the money. The debtors were furtber 
questioned at some length by the Official Receiver, who asked that 
the case be again adjourned in order tbat the ac:ounts might be 
properly prepared, and that the assignment debts might be pro- 
duced. An adjournment was ultimately ordered. | 


The Fair Wages Clause.—In the House of Commons 
on June 28th, Mr. William Thorne asked the Postmaster-General 
what inquiries, if any, bad been made in reference to the various 
complaints tbat had been made against the Western Electric Oo., 
Woolwich, for violating the Fair Wages Clause ; and, when inquiries 
were made, by whom they were made; and why this firm was allowed 
to be the only contractor asked to tender for general work. Mr. 
Buxton, in a written reply, said that he bad arranged to receive a 
deputation from the Scientific Instrument Makers’ and Trade Society 
on the subject. 


Dissolutions and Liquidations.—NortH-WEsTERN 
ELECTRICITY AND PowER Gas Co.—A petition for the winding 
up of this company has been presented by Harper Bros. & Co., 
engineers, and D. Balfour & Son, Newcastle, creditors of the com- 
pany, and it is to be heard in London on July 6th. 

Mountain & Gipson, LTD.—A petition for the winding up of this 
company bas been presented by Cyril Renton Heron, of 143, 
Manchester Road, Bury, and is to be heard at Liverpool on 
Monday, July 5th. On June 21st, Mr. Hugh N. Bowden was 
appointed receiver for the debenture-holders of this company, to 
take possession of the assets on their behalf. 

SANTONI ARC LAMP AND ENGINEERING Co., Ltp.—This company, 
on March 1st, resolved to wind up voluntarily on account of its in- 
ability to meet its liabilities, with Mr. W. McIntosh Whyte, 11, 
Queen Victoria Street, E.C., as liquidator. 

GENEVA Tramways Co. (1906), LTn.—This company is to be 
wound up voluntarily in view of the agreement with the Omnium 
Lyonnais de Chemin de Fer et Tramways as to sale of shares. The 
Hon. A. Brand, of 101, Mount Street, W., and Mr. J. Seear, of 
Finsbury Pavement House, E.O., are liquidators. 

UNITED KINGDOM Tramway, Ілант RAILWAY AND ELECTBICAL 
SYNDICATE, Lrp.—A meeting of creditors is to be held at 28, 
Victoria Street, S.W., on July lst. Mr.G. E. B. Venner, liquidator. 

INTERNATIONAL TELESCRIPTOR ByNDICATE, LTD.—4À meeting is 
to be held at Norfolk House, Norfolk Street, W.C., on July 28th, 
to hear an account of the winding up from the liquidator, Mr. 
В. Н. Hoare. 


— h — — À— óÓ 


16 a THE ELECTRICAL REVIEW. 


[Vol 65. No. 1,649, JULY 2, 1909. 


й 


Bury, RoCHDALE AND OLDHAM TRAMWAYS Co., Ltp.—A meeting 
is to be held at Manchester on July 26th to hear an account of the 
winding up. 

SoHMIDT BTATIONARY ENGINB Oo., LTD —А meeting is to be 
held at 28, Victoria Street, S. W., on July 28th, to bear an account 
of the winding up from the liquidator, Mr. W. T. Norton. 

Воинов AvBES Егествіс Tramways Co. (1901), Lrp., and the 
BUENOS AYRES GBAND NATIONAL AND LA CAPITAL TRAMWAYS JOINT 
CowwrrTEE, LTD.—Meetings of these companies are to be he!d at 
62, London Wall, E.C., on August 5tb, to hear an account of the 
winding up from the liquidators, Messrs. E. A. Lazarus and 
F. Thuraby. 

Ермонрз Bros., electricians, iron and brass founders. &oc. 
Christchurch Road, Boscombe,  Bournemouth.—Messrs. F. T- 
Edmunds and J. C. Edmunds have dissolved partnership. Part of 
the business will be continued separately by each partner. 

Lump ELxCTRIOATI. BrEacHISG Co., Lrp.—This company is 
winding up voluntarily, with Mr. W. B. Winnicott, Prudential 
Buildings, Queen Street, Nottingham, as liquidator. | 

Воввосанѕ ADDING AND REGISTERING MACHINE Co., LTD — 
Creditors must send particulars of their debte, &с„ to Mr. W. Н. 
Langford, 65, High Holborn, W. C., the liquidator, by August 14th. 

VAUGHAN & Соок, Lrp.—Creditors must send particulars of their 
debts, &c., to the liquidator, Mr. L. V. Houseman, 1, Clement's Inn, 
W.C., by July 31st. 


Annual Outings. — On Saturday, June 19th, the 
staff of the Sun ErzorBICAL Co., Lrp., held their tenth annual 
outing. The party went for a trip by Immisch electric launch 
Rosalind from Reading to Maidenhead, calling at Henley -on- 
Thames for lunch and at Marlow for tea. In the course of 
his remarks after lunch, Mr. A. G. Beaver, the manager, 
said that the progress of the firm continued on the upward grade, 
notwithstanding the present general low state of trade. As a matter 
of fact, he anticipated that this year’s turnover would eclipse that of 
all previous years. 

The thirteenth annual outing of the employés of Mxssns. 
GALSWORTHY, LTD., was held at Ramegate on Saturday last. After 
dinner at the Castle Hote), a musical programme followed, during 
which a silver mallet was presented to Mr. F. A. Denning, the 
works manager, by the employ és, as а mark of their esteem. The 
toasts to the continued success of the firm, the visitors, &., fol- 
lowed. The party afterwards went for a brake drive to Minster. 


The electrical staff of the New System PRIVATE TELEPHONE Co., 
Lrp., held their fourth annual onting at Hastings on Saturday, 
26th ult. Dinner was served at the Old Jenny Lind, Mr. R. L. 
Murray, the chief engineer, being in the chair. After the usual 
loyal toasts, the chief engineer, in his speech, gave a brief outline 
of the firm's prog «ss during the last few years, and expressed 
great pleasure at the loyalty of the staff during these days of 
keen competition. 


High-Voltage 16-C.P. Metallic-Filament Lamps.— 
The arrival of the low-candle-power high-voltage metallic-filament 
lamp has been prophesied ever since the new lamps came into prac- 
tical use ; bnt those who were acquainted with the process of manu- 
facture of metallic filaments were well aware of the great difficulties 
in tbe way, and while they were too cautious to reject the ides as 
impossible of achievement, they were disposed to regard it as a 
rather remote possibility. 

Our readers will therefore be interested to learn that we have 
received from the BrEABW ELECTRIC Lamp Co., Lrp., of 47, 
Victoria Street, S.W., a 16-с.р. lamp for 210 volts, made by the 
company at their own works by an improved process which enables 
the exceedingly fine filament to be produced. The lamp is, in 
shape, quite similar to the ordinary carbon-filament lamp, and 
contains nine loops of metallic filament. The consumption of the 
lamp is stated to be 24 watts, or at the rate of 1:5 watts per British 
candle-power. The efficiency is thus slightly lower than is generally 
claimed for metallic-filament lamps, but this is a matter of small 
moment, for the power consumed is still but little more than one- 
third of that required by carbon-filament lamps. Like the other 
metallic-filament lamps made by the Stearn Electric Lamp Co., the 
lamp is named "Leuconium." It is not actually on the market, 
but it is, at any rate, in existence—a specimen is burning in our 
office. The makers are to be congratulated on this very note- 
worthy advance, due, we believe, to Mr. Btearn himself; the new 
lamp will be of the greatest benefit, not only to the users of 
alternating current, but also and particularly to those who use 
direct current at 200 volts and upwards, who have hitherto gained 
little benefit from wire lamps; it will prove a most valuable weapon 
to suppliers in competition with gas lighting. 


Catalogues and Lists.—Mssns. HorLER, LTD., 264, 


Soho Square, W.— Illustrated list showing examples of their oak 
panelling work. 


THe Sanitas ELECTRICAL Co., LTD., 61, New Cavendish Street, 
W.—“ The Book of the Multostat" is the title of a 42-page illus- 
trated catalogue, in which, among other specialities, is described 
the Earth-Free Multostat, which, when connected to the electric 
light mains, generates all tbe various currente used in electro- 
therapeutics, electro-surgical work, massage, &c. The title of the 
apparatus means that it is во constructed as to be quite free from 
any danger of leakage to earth. A number of pages are occupied 
with particulars of accessories and appliances for use in connection 


with the machine. Ооріев of the list will be forwarded on 
application, 


. car lighting, and illustrations of a few types of lamps. 


Mzssns. Тноз. W. Warp, LTD., Albion Works, Sheffield.— 
Catalogue of close upon 400 pages, in which they give particulars 
and prices of & large variety of new and second-hand machinery, 
е сопа ара boilers, tanks, tubing, rails, &c., that they hold in 
stock. 

Messrs. Nursey & Mann, 53, Victoria Street, S.W.—16-page 
booklet (Section D) describing their small petrol]-electric generating 
sets, switchboards and batteries, for private installations. 

Messrs. Кворка & Jacosy, ll, Queen Victoria Street, E.C.— 
16-page illustrated pamphlet, entitled “What Every Woman 
Should Know,” showing the patent Sucleen" vacuum cleaner for 
electrical and hand power which they are placing upon the market. 
Its construction is described, and a view of the interior of the 
machine appeare. Prices are stated. 

Messrs. C, A. VANDERVELL & Co., Warple Way, Acton Vale, 
W.—Well illustrated 16-page publication Electricity versus 
Acetylene and Oil"—containing an account of the “С.А.У,” 
system of electric lighting for motor-cars, motor-boats, &c., by the 
Leitner variable speed dynamos. Full particulars of the different 
parts—dynamo, automatic switch and battery—appear, together 
with line drawings and diagrams of alternative wiring schemes for 
Motor-car 
owners and others interested can obtain a copy of the list by 
applying to the firm. 

Messrs. WILD LESS CHains, LTD., Gartsherrie, Coatbridge.— 
Pamphlet No. 5, giving description and prices of the Universal“ 
patent chain adjuster for shortening, joining or adjusting the 
length of chains and slings. | 

Тнк БВиттвн PRoMETHEUS Co., Їтр.‚ Salop Street Works, 


Highgate, Birminghasm.—16. page catalogue (No. 137) describing 


their new system of electric cooking by incandescent heat. It is 
expected that this system will have an important influence in in- 
creasing the popularity of electric cooking apparatus. A copy of 
the pamphlet should be obtained by all interested in the subject. 
THE Reason MaNvuracrURING Co, LTD, Brighton.— Fourth 
edition of their catalogue of street lighting fittings and accessories. 
It is neatly produced in loose-leaf form, ia an anding file 
binder allowing of the inclusion of additional lists as iesued. A 
number of new designs of fittings are included, and many of the 
original patterns have been modified to suit modern requirements. 
The booklet is divided into sections dealing respectively with 
lanterns, brackets, pendant lanterns, water-tight fittings, and 
switches and accessories, and while electric street lighting with 
metal-filament lamps is receiving such great attention, electricity 
works engineers would find the list, which is fully-illuatrated and 
gives prices, of considerable service to them. A second catalogue 
(40 pages) deals very fully with Clark Fisher potentiometers and 
accessories, describing tho 15-uanit ordinary ahd 35 and 150-unit 
compensating potentiometers, as well as a number of accessories, 
Notes on the method of use, and special points on compensating, 


together with general hints on potentiometry, are followed with a 


list of prices. | 

Mrxssss AmDpEBsON's BRISTOL RUBBER Co., Lrp., St. Mary-le- 
Port Street, Bristol.—Catalogue, with a note of trade discounts, of 
belting hose and other rubber and asbestos goods. 

HART ACCUMULATOR Co., Lro., 35, Marshgate Lane, Stratford, E.— 
Small and neat pocket edition (stiff covers) of their 19C9 cata- 
logue. In the course of its 70 psges it gives lists of places where 
the cells are used, instructions for erecting and working same, 
illustrations with tabulated price and other particulars of “N” 
lighting type cells, special batteries for 25-volt metallic-filament 
lamps, special cells for traction work, central etation cells, ignition 
batteries, portable batteries, sheet separators, and a number of 
sundries. 

BarrisH IxsuLATED AND Herssy CABLES, Lrp. Prescot.— 
Pamphlet No. P97 (16 pages), containing illustrated particulars of 
their Preecot house service boxes (non-disconnecting type) for low- 
tension concentric and triple-concentric mains; No. P101 (six 
peges) gives tabulated and other information regarding Monnot 
copper-clad steel wire for electrical purposes. 

Weston ELECTRICAL INSTRUMENT Co., Atdrey House, Ely 
Place, Holborn, W.C.—Small 32-page pocket-size preliminary list, 
giving particulars, prices and illustrations of some new Weston 
instruments, д.с. and p.c. types, which they are now placing upon 
the market. 

Mxssns. G. m. b. H. CLAssEN & Co., Barbarossastrasse, 16, Berlin, 
W 30.—Price list of Fludor" soldering materials paste, cored 
solder, fluid, &c., and spirit lamp. 


Book Notices. Electrical Practice in Collieries. By 
Daniel Burns. London: С. Griffin & Co., Ltd. Price 7s. 6d. net. 
Third edition.—The call for a third edition of this book, which 
forms one of Messrs. Griffin’s excellent series of “ Scientific Text- 
Books,” shows that there was a demand for a work of this descrip- 
tion. We reviewed the second edition some time ago, and pointed 
out that there was a lack of explanatory matter relating to the 
construction of electrical machinery, and we regret to find that the 
present edition is practically a reprint of the second. Chapter I, 
however, has an addition of a few useful notes on “ earthing,” 
“three-phase cables,” and ''coal-cutter trailing cables.” Chapters 
II, III and IV have not been altered, while Chapter V has a 
deecription of the Nernst lamp added, but we notice the illustration 
is upside down. Chapter VII has also been improved by a 
description of electrical "gathering" and “rack-rail” locomotives 
for underground haulage. Chapter VIII has a description of the 
Sullivan electric coal-cutter added, but we also note that fig. 118 is 
printed upside down; and Chapter IX has been enlarged with a 
few notes on electrical winding. As a text-book for the use of 
mining students studying for the various examinations in mining 
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science, it no doubt serves a useful purpose, and the numerous 


arithmetical examples are very helpful to the student. The volume - 


would be very much improved, even as a text-book, if a little more 
information and explanation were added to the chapters dealing 
with dynamos and motors, much of which is quite out of date, and, 
in fact, before another edition is published, we would recommend 
the entire re-writing of this portion of the work. 


Trade Announcements.—We are asked to state that, 
in view of-the increase of business in their large gas engine depart- 
ment, and of their intention to take up the direct sale of their 
Diesel oil engines in England, the M.A.N. (Maschinenfabrik 
Augsburg-Nürnbsrg A.G.) — in the English gas engine trade 
hitherto known in England as The Nuremberg Co. "—have, 
as a result of a friendly arrangement, terminated their agency 
agreement with Mr. James Halcrow, 18, Coleman Street, London, 
E.C., and have opened an office in London. All communications 
should in future be addressed M.A.N., 219, Caxton House, West- 
minster S.W. Telegraphic address, Klettillo, London." Tele- 
pbone 3775 Victoria.” 

MxzssBs. Jackman & Manonant, electrical engineers, have opened 
new premises at 69, Sandgate Road, Folkestone. 

Мв. H. W. Тевтон, electrical engineer, has removed from 7, 9 
and 11, Albion Street, to 19, Lichfield Street, Hanley, Stade. 

Messes J. E. NEAL & Sons, electricians, 402-4, Evelyn Street, 
Deftford, S. E., announce that they are retiring from business. The 
stock is to be disposed of by auction. 


New Zealand and British Trade.—Press dispatches - 


from Wellington, N.Z, quote Mr. McKensie, Minieter for Agri- 
culture, as follows:—'' We hear a good deal about patriotism, but 
when it is remembered that the money spent on importing goods 
from foreign countries assists those countries to build armaments 
for the destruction of our commerce and the humiliation of our 
flag, we are constrained to advocate a policy on the lines of that 
of Canada, and give a preference to British goods in British 
markets.” 


Brescia Electrical Exhibition.—Those who are 
interested in this international exhibition (August to October next), 
can obtain particulars from the Italian Chamber of Commerce, 4, 
St. Mary Axe, London, E. O. 


LIGHTING and POWER NOTES. 


Baillieborough (Ireland).—The R.D.C. has petitioned 
the L.G.B. to grant it urban powers for the purpose of giving effect 
to the proposed electric lighting scheme for the town. 


Barnstaple.—At the last meeting of the Board of 
Guardians the Visiting Committee recommended that the house, 
hitherto lit by oil lamps, be lighted either with gas or electricity. 
The cost of installing gas would range, according to the tenders 
received, from £63 to £95, and for electricity, from £125 to £162. 
Mr. H. Radford said they had ascertained thecost of lighting Taunton 
and Exeter workhouses by gas and electricity, respectively, and on 
this basis electricity would cost 88. 2d. per lamp, and gas 8s. 54d. 
per lamp per annum. ,He was satisfied that if electricity was 
adopted it would prove cheapest, most convenient and safest. The 
Master said the workhouse cost £23 10s. to light with oillast year. 
Mr. M. Clogg thought tbat gas would be more useful for heating 
and cooking. The Chairman pointed out that the workhouse was 
heated with hot water pipes, and that the cooking was in connection 
with the same installation. If jets were left on by careless persons 
—and they had to remember that some of the inmates in that insti- 
tution were on the border-land "—there would be more danger 
than with electricity. Several members strongly advocated the 
claims of electricity, whilst one or two championed the use of gas. 
It was decided by a large majority to install the electric light, only 
six members voting for gas. 


Bath.—A L. G. B. inquiry was held on June 23rd relative 
to the application of the T.C. for a loan of £11,700 for electric 
light purposes. There was no opposition. The sum is made up as 
follows :— Speut in excess of loans and on work for which a loan has 
not been applied for, £5,199 11s. 8d.; mains extensions and 
services, £6,000; automatic stokers, £500. The inquiry was 
adjourned until July 2nd. 


Canada.—The Minister of Railways and Canals has 
agreed to grant a lease to the Northumberland-Durham Power Co. 
at Port Hope, of the remaining portion of the Healey Falls water 
power controlled by the Federal Government. Development of 
the power will proceed concurrently with the construction of the 
Trent Valley Canal which passes through the company’s, property, 
and will also facilitate the early construction of the Oobourg, 
Port Hope and Havelock Electric Railway. 


Cape Coleny.—UITENHAGE.—On June 4th the Mayor 
laid the foundation stone of the electric power house. The Deputy- 
Mayor explained that the town was to be lighted by 16 arc lamps of 
1,250 с.р. each and 280 lamps of 400.P.each. It is expected that 
the scheme will be sufficiently advanced to light the streets within 
six months. Private lighting wil] follow. | 


Chile.—Ls Sociedad de Alumbrado Electrico, of Punta 
Arenas, has secured a concession to iustall poles and electrical 
mains in the streets of the town in connection with the electric 
lighting undertaking during a period of 20 years. 

Paderborner 


Continental  Notes.—GxnxANY.— Тһе 
Electricitätswerke und Strassenbahn Gesellschaft is the title of a 
new company, which has just been formed at Paderborn, with a 
capital of £60,000, to acquire and extend the electric tramways in 
the town and to establish a central electric lighting station. The 
Rhenische-Westfalische Electricitätswerke Gesellschaft is in- 
terested in the new undertaking. | 


Droylsden.—The local co-operative society has decided 
to light its premises by electricity in place of gas. The parish 
church is aleo to be wired, and several large firms have decided to 
become consumers of electricity. 


Finchley.—The accounts of the electricity undertaking 
for the year ending March 31st last show that on capital account 
there was spent during the 12 months £13,405, as against £12,638 
in the previous year. The maximum load had increased from 509 
to 610 xw., and the amount of ‘electricity generated had increased 
from 897,502 units to 980,000 unite. The amount sold to consumers 
was 580,750 units, as against 485,060 in the preceding year, and for 
public lighting 233,725 units had been sold, as against 244,700 in. 
the previous year. The income from private lighting was £9,433, 
as against £8,000 in 1907-8. The receipts from power had increased 
from £642 to £797, while the amount for public lighting had 
decreased from £1,685 to £1,678. The balance carried to net 
revenue was £6,809, as against £5,550 last year. After payment of 
interest, &c., there was a balance of £86 odd to carry forward, as 
against a deficit of £292 last year. 


Gosport.—The U.D.O. has decided to give the gas com- 
pany 12 months notice to terminate its agreement for street light- 
ing, and then to ask for fresh terms. It was pointed out by 
Mr. Harvey that the cost of gas at 3s. per 1,000 cb. ft. worked out 
at £2 12s. 6d. per lamp per year, which, at their present price, 
left £1 for labour and maintenance. But electric light at 24d. per 
unit would be £3 per lamp; or 12s. 6d. cheaper than gas, It was 
desired to light the Fareham Road with electric light, but nego- 
tiations could not be entered into until the gas company had 
received notice. 


Llanberis.—The Р.О. has asked Mr. Paton, of the 
Electric Power Oo., to submit terms for lighting the parish by 
electricity. 


London.—PopLAB. — Negotiations have taken place 
between the borough electrical engineer and the engineer of the 
Stepney undertaking, for a supply in bulk to Stepney during the 
removal of plant to the new generating station. The contemplated 
demand is for a minimum of 250 kw. running continuously for 
24 hours per day, except for & short interval on Bundays, with 
liberty to raise the demand to 500 kw. The contract is to run from 
July 1st to September 30th, 1909, the price to be 03d. per unit, for 

a' lenergy supplied, untransformed, at the Limehouse sub-station, 
subject to a clause relating to coal strikes. The minimam quantity 
is estimated at 550,000 units. The committee has agreed to the 
foregoing arrangements. | 
MABYLEBONE.—The general manager (Mr. Seabrook) of the elec- 
tricity undertaking has reported to his committee that the sale of 
current for lighting purposes is going to seriously decrease when the 
metallic-filament lamp becomes better known, and from other 
directions the department is likely to experience a decreased 
revenue. Ina year or so there would also be an increased assess- 
ment. His position was that he had two different and equally 
important classes of work to do (1) overhaul of organisation ; (2) 
development of supply. He was anxious, and it was necessary for 
the two to go on simultaneously, but he did not feel it would be 
wise to tackle the two together single-handed, and he asked per- 
mission to engage & gentleman (Mr. H. H. Holmes, sales manager 
at West Ham) of great experience in the direction of development, 
at a salary of £400 a year. Mr. Holmes was aged 32. The com- 
mittee decided in favour of Mr. Holmes being appointed, subject to 
а month's notice on either side. 


Maidstone.—The local gas company has written to the 
Mayor protesting against the proposal of the Corporation to convert 
158 street lamps to electric lighting. 


Morecambe.—The Electric Lighting Committee has 
decided that the engineer shall report on the possible improve- 
ment of the Corporation electrical plant, by substituting either oil 
or gas for steam power. 


Plymouth.—The T.C. has decided to extend the mains 
in order to aupply electricity for lighting and power to the works of 
the new Patent Candle Co., and Messrs, R. & R. Bayly, Sutton Road. 


Radcliffe (Lancs.).— The U. D.C. has received sanction 
to a loan of £4,336 for additional generating plant. 

A supply of energy for power purposes to the new mill of Messrs. 
J. О. Hamer, Ltd., has been offered at 2d. per unit net. 


St. Germans.—4A committee of the Board of Guardians 
recently passed a resolution recommending the acceptance of the 
tender of the West of England Agricultural Co-operative Society 
for installing the electric light in the workhouse. After some 
discussion by the Guardians the matter was deferred. 


Shrewsbury.—The E.L. Committee is urging the 
necessity of developing the electrical undertaking, and that a loan 
of £10,000 should he obtained for this purpose. Among the various 
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items included in the above are mains, £2,700; services, E900; 

meters, £450; mechanical stokers, £900; "boiler, pump, &c., £800 ; 

street lighting, £500; amount overspent on capital account, 
43, 672, &e. . 


Sowhampton.—The bororgh electrical engineer has 
been in communication with the South-Wes'ern Railway Co. as to 
the supply of energy to the D cke, the present supply from the 
company’s own works being icscfficient. "Tbe company's chief 
engineer asked whether the Corporation would be prepa:ed to 
supply the whole of tbe Docks with electricity. The consumption at 
pue is about 1] million units; at the end of the present year it will 

about 1? millions, reaching 2 millions on the completion of the 
new wet dock. The price offered was 1d per unit, which would 
bring ina revenue of between £7,000 and £8,000 per year. The 
borough electrical engineer informed his Committee that the 
present opportunity appeared the last the municipality would ever 
have of supplying that undertaking with electricity. The Com- 
mittee decided to accept the offer of the company for a supply at 
14d. per unit on a consumption of not less than 400,000 and not 
more than 600,000 unite per annum conditionally that the supply 
ів a day load and is partially discontinued during the months of 
December and January. 


Uxbridge.—Dr. Lock, the medical officer to the 
Guardians, has written to the Board, urging it to consider the 
advieability of substituting electricity for gas in those portions of 
the workhouse in which the last-mentioned illuminant is used. 
Dr. Lock says: "From every point of view electric light is 
superior for surgical and medical purposes. It is healthier, 
cleaner, safer and more economical, and perhaps the most 
important point is that by means of wall plugs and band lamps it 
ean instantly be brought to any point in the ward for examination, 
operative and nursing purposes. In every hospital with which I 
am acquainted electric light has been installed and gas superseded. 
The Metropolitan Asylums Board last year, after carefully com- 
paring and considering the two systems, came conclusively to the 
opinion that electric light is healthier, cleaner, safer, more con- 
venient and more economical, and have installed it universally in 
their institutions. Your advising engineer, Mr. Wingfield Bold, is 
very strongly of the same opinion. Your gas bill for the last 12 
months was £161 9s. 8d., more than double the electric light bill, 
which was £77 88., while the number of lights by each system is 
probably nearly the same." In conclusion, the medical officer 
asked that in any case a certain number of electric light sockets be 
put in each ward. . 


Walthamstow.—A recommendation of the electrical 
engineer has been adopted with reference to the lighting of shops 
by means of Osram lamps. Tbe terms are to be as follows:— 
200-c.». lamps at a minimum inclusive price for current and main- 
tenance of £2 10s. per lamp per annum, and 10(-c.P. lamps at 
£1 10s. per lamp per annum, the charges to be based on a consump- 
tion of 150 and 80 units per lamp per annum respectively. 


Whitchurch.—The Llandaff and Dinas Powis R. D.C. 
has applied for a loan of £2,960 for the provision of E.L. plant at 
Whitchurch. | 


Yardley.—A difficulty has arisen over the electric light- 


ing. A few nights ago & special meeting of the District Council 
was held, when the following recommendation from the Tramways 
and Electric Lighting Committee was presented :—" That in view 
of the serious objections to the terms of tbe agreement with the 
City of Birmingham Tramways Co., Ltd., of June 8th, 1908, raised 
by the reports of the Council's electrical engineer (Mr. C. Н. 
Gadsby) and the consequent impossibility of framing a scheme for 
putting into operation the Council's electric lighting orders, based 
on such agreement, which would be at all likely to meet with the 
approval of the B. of T. and L.G B, notice be given to the said 
company terminating the agreement, above referred to." Mr. A. 
Blackham, the chairman of the Council, in moving the adoption of 
the recommendation, pointed out that there appeared to be a good 
deal of misconception as to the position of affairs. It seemed to 
be feared that with tbe carrying out of the recommendation the 
whole of the Council's electric lighting order fell to the ground, 
and the work had to be commenced again. That was not so. 
Of course, the Committee had been compelled during the past few 
months to do all it could to carry out the agreemert, but the 
recommendation now proposed only affected, as they knew, one 
particular part of the electricity supply scheme, that of traction, and 
did not touch the general supply of electricity to the district. 
Speaking for himself and not for the Council, he could not help 
feeling that the threatened annexation of the district was an 
element in the question which they could not exclude, and which 
would have to be very carefully considered if the matter came up 
for consideration. Mr. S. Mason seconded the motion, and Mr. 
Blackham stated that it was’ not advisable for the Council to 
discuss the new schemes prepared at present. The motion was 
carried. 


TRAMWAY and RAILWAY NOTES. 


Chile,—A project Las been submitted to the Chilian 
Government by Don Roberto von Braun to convert the No. 1 
section of the State Railways to electric traction, and a Special 
оаа ha: been appointed to consider and report upon the 

cheme, | 


Continental Notes. — SWITZERLAND. — The Feuille 
Fédérale Suisse publishes particulars of a decree granting to a pre- 
liminary committee, represented by M. Antonio Soldini, of Birsone, 
an 80 years concession for the construction and working of an 
electric tramway from Capolago to Bissone. The line will be 
single track, aud of 1 metre gau те. 

According to the latest returns, the length of elertrical lines, 
which in 1901 was 490 km., amounted to 1,019 km. in 1908, which 
represented about 18 per cent. of the Swiss railway system. The 
total amount of capital invested, so far, in electrical railways and 
tramways, is about 104,000,000 fr. 

Spain.—La Société des Tramways de Madrid is about to com- 


mence the construction of a new line of electric tramway between . 


the Paseo de Recoletos and the Calle de Florida in the Spanish 
capital. 


Dartford.—The U.D.C. on June 24th sealed the assign- 
ment of the lease of the tramways from Messrs. J. G. White & Co., 
Ltd., to Messrs. Balfour, Beatty & Co., Ltd. 


Fife.—Dunfermline T.C. has had a conference with 
representatives and the promoters of the tramway company which 
proposes to run tramways from Kirkcaldy to Inverkeithing by way 
of Burntisland and Aberdour. An agreement had been come to 
with the other local authorities, and the company derired per- 
mission to enter the south side of Dunfermline. Another company, 
which has running powers between Dunfermline and Lochgelly, 
has, however, intimated its intention of constructing a tramway to 
link up Dunfermline with the naval base at Rosyth, and it is 
understood that in the event of ita powers heing put into operation, 
the promoters of the Kirkcaldy to Inverkeithing scheme will not 
proceed with the proposal to enter Dunfermlii» but will link up 
with the other system at Inverkeithing. It is » , d that there is 
every prospect of the line from Inverkeithing to Kirkcaldy beiog 
carried through. This tramway ів to condest with the Corporation 
system at Kirkcaldy, and the entire scheme will provide a direct 
route of tramway all the way from Inverkeithing to Leven, a 
distance of about 16 miles. | 


Halifax.—The D. of T. has refused the application of 
the Corporation for doubling the tramway between Broad Street 
and Woolshops, also for a loon line in Broad Street and a further 
line in George Street. Col. Druitt states tbat he is not convinced 
of the necessity for the new work, which would be undertaken 
against the wishes of the owners of property affected. 


Leeds.—The opening of the last section of the Yeadon 
and Guiseley extension of the Corporation lines was fixed for 
Wednesday last, when the B.of T. inspection would also take 
place. 


London.—The Metropolitan Railway Co. announces that 
from July let, it will ran a number of non-stop trains from etationg 
on the Aylesbury extension to the City without change at Baker 
Street, as beretufore. For this purpose, an additional junction has 
been provided at Baker Street. 


Middlesex.—At the meeting of the County Council on 
June 24th the H'ghways Committee reported that it had been 
agreed to join with London in a Bill for the proposed tramway 
from Cricklewood to Marble Arch. Under this scheme Middlesex 
will construct the tramway (on the overhead trolley system) and 
widen the road from Cricklewood to Netherwood Street at an 
estimated cost of £80,000. The portion of the line from Nether- 
wood Street to Bridge Terrace is to be constructed by the L.C.C. 
at an estimated cost of £70,000. From Bridge Terrrace to Marble 
Arch the tramway is to be on the conduit system, and from Nether- 
wood Street to Bridge Terrace on the dual system of overhead 
trolley and ccnduit. The managing director of the lessee company 
is prepared to recommend his board to take a lease of the Middle- 
Bex portion of the tramway. On the recommendation of the Com- 
mittee the Coun-il passed a resolution approving cf the principle 
of the propcsed scheme, 


U.S.A.— According to the daily Press, some 3,000 street 
car employés of Pittsburg, Allegheny City and district struck work 
on Sunday last, shutting down over 600 miles of tramways, &c. 
When the local steel workers found that they were deprived of 
their usual holiday, an attempt was made to wreck the cara and 
mob the strikers. 

New York —The New York, New Haven and Hartford Railroad 
Co. has decided to electrify its entire line from New York to New 
Haven; the electric one now runs only to Stamford. The com- 
pany iotends also to electrify the Harlem River branch, which runs 
from the Harlem River to New Rochelle. It is proposed that four 
tracks on each of these roads be electrified. It is expected that the 
work will be completed in about 18 months. It was decided at the 
directors’ meeting on June 12th that the electrical extension should 
first be operated for freight, and later for passengers. The work, 
which will cost $20,000,000, will be put up to open competition. 

Cuicaco.—The final report of the Subway Bureau of the City of 
Chicago has been made public. The Electrical World, N.Y , says 
that it contains four sets of plans for subways for street railwavs 
іп the central district, ranging in estimated cost from 106,000,000 
to $112,000,000. Each of the plans is so arranged that it may be 
made to include, besides the subway itself, galleries for public 
utilities. The plan which appears to meet with most favour pro- 
vides for the construction of six through routes; two of these will 
connect the north side and south side, two the north ride and west 
side and the others the south side and west side. This plan also 
contemplates a subway which will run around the heart of the 
oity in close proximity to nearly ell the railroad stations, The 


` 
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plans provide for a seating capacity of about 500,000 passengers ; 
this should provide for the growth of the population of Chicago, 
at the present rate of increase, until the year 1932. Including 
standing room, the system will not reach its ultimate maximum 
capacity until 1950. The plans are not worked out in detail, and 
the proposals are largely tentative in form. 


» 


TELEGRAPH and TELEPHONE NOTES. 


Imperial Press Conference.—On Friday last the 
committee appointed to consider "Cable Rates and Press Inter- 
communication" presented its report to the Conference. The 
committee bad passed resolutidhs to the effect that it was urgently 
necessary that the Governments of the British Empire should take 
steps to increase the means and to reduce the cost of electric 
communication between the different parts of the Empire; that 
steps should be taken to draw the attention of the India and 
Colonial Offices and the Eastern Telegraph Co. to the high charges 
made by tbe Indian authorities on all cable messages to and from 
the United Kingdom placed on the Indian wires, and to the present 
scale between ordinary and Press cable rates, with a view to 
securing immediate relief in both respects; that the attention of the 
Colonial office and the companies be called to the prohibitive rates 
at present obtaining in the West Indies; and that the desirabilitv 
of establishing a chain of wireless telegraph stations between all 
British countries, for the cheapening of electrical intercommunica- 
tions and for the safety of the mercantile marine, be urged upon 
the Governments concerned. 

A further resolution called upon the secretary to inquire whether 
the Pacific Cable Board and the Eastern Telegraph Oo. were pre- 
pared to grant a reduced Press rate. 

The Chairman (the Нор. H. L. W. Lawson) stated that in reply 

to the last proposition the Pacific Cable Board had consented to 
reduce their charges for Press meesages to one-half. The New 
Zealand Government would similarly reduce its terminal charge, 
and probably the Commonwealth Government would do likewise. 
. It was agreed that the standing committee, of which five 
members would form a quorum, shculd continue to act on bebalf 
of the Conference until the next Conference was held, and the 
resolutions were adopted unanimously. 

In the discussion Mr. Moberly Bell pointed out that tbe ccn- 
cession made by the Pacific Cable Board represented a reduction 
of 24d., reducing the Press rate to Australia from 1s. to 94d. a 
word. Mr. T. Temperley said that while the Pacific cable was 
7,800 miles long, and the Atlantic cables only 1,800 to 2,000 milem, 
the Atlantio cable companies received 5d. a word, and the Board 
received only 4d. to Australia and 5d. to New Zealand. 

Mx. P. D. Rots reintroduced his resolution that there should be 
State-owned electric communication between the British I4les and 
Canada, and State contro] of electric communication acrots Canada, 
He pointed out that he did not use the words “ Atlantic cable,” as 
he believed that they were on the eve of great advances in wirelesn 
telegraphy. Mr. Marconi had said that morning that next August 
be hoped to be able to supply a service of 15,000 words at least 
across the Atlantic at half the existing cable rates. 

Mr. Marconi ssid that at present there were difficnities in 
connection with transmission over the landlines of the North 
American continent, but he believed they could be overcome. The 
cost of stations capable of communicating over a distance of 3,000 
miles would be about £50,000 each. In the near future, he 
believed, distances of 6,000 miles or more might be covered. At 
present they could transmit a limited amount of Press messages 
across the Atlantic at 24d. & word ; if the traffic was considerable 
the charge might be reduced to 2d. & word between England and 
Canada. The present speed across the Atlantic, be said, was 25 
words a minute; they boped to donble it by duplexing. 

The question whether the resolution should refer to cables or to 
wireless communication was discussed at scme length. Mr. E. 8, 
Cunningbam remarked that wireless could not yet be regarded as 
practicable, and that the resolution therefore implied either Btate 
competition with private interests (which was practically con- 
fiscation) or purchase of the latter; and Mr. Charles Bright pointed 
out that the speed of cable telegraphy had been estimated at half 
the proper value, while the cost of an Atlantic cable was not one 
million sterling, as bad been stated, but balf a million. Eventually 
the reeolution was adopted. 

Other resolutions recommended the establishment of State- 
owned electric communication between Great Britain and South 
Africa, and that the Governments of Australia and New Zealand 
be asked to co-operate with the Pacific Cable Bc ard in reducing tke 
cost of Press messages. 

Several of the resolutions were brought before the Prime Minieter 
yesterday. Mr. Asquith received the deputation with sympathy, 
and assured the membeis that such inflaence as the Government 
possessed would be used iu the direction of the reduction of rates. 
He pointed out, in fairness to the cable companies, that they had 
provided a world-wide system of enormous value to the Empire, 
and had very substantially reduced their rates in recent years. He 
sgreed that any Imperial line of communication ovght to be self- 
supporting, and that wireless communication could not be ignored, 
but pointed out that Mr. Marconi bad not yet applied for the 
facilities which the Pestmaster-General was bound to give as soon 
as he could show that he could ca:ry on a service across the 
Atlantic with reasonable facility and speed, "Tbe Goverpment 
would be apxicus to keep in tonch witb the standing committee, 
which be regarded an tbe solid and substantial result of their 


deliberations on the acknowledged necessity of cheap and certain 
electric commanication for the Empire. 


Newfoundland.—As the result of a change of Ministry, 
the Government has declined to ratify the agreement with the 
Commercial Cable Co. made last February. The agreement, says 
Reuter, granted the company a special concession equivalent to the 
free landing of a new cable on the colony's shore next month, 
whereas the other companies are obliged to pay 4,000 dollars a year 
cable tax. The Government insists that the Commercial Cable Co. 
shall pay the same tax. 


Portsmouth.—The Corporation Telephone Committee 
bas been asked whether it wil be prepared to combine with its 
own the service of the National Telephone Co. in its area, when 
the latter has to be taken over by the Post Office. The charges which 
the latter proposes to levy are very much higber than the municipal 
rates. The Committee is, however, slightly raising the rates for 
the lower scales. The Corporation’s licence does not run out for 
another 16 years. There was a decrease in ordinary expenditure of 
£117 last year as compared with the previous year, and the income 
was also less by £138. Principal and interest pay ments were also 
heavier, and after all charges were met, including a payment of 
£1,011 to the Post Office as royalty, the sum to be carried forward 
is £140, which is £100 less than in 1907.8. The Committee has 
gone thoroughly into the question of rates, and finds that there has © 
been a loss on the cheapest service. It will retain as at present the 
unlimited service rate at £5 17е. 6d., tbe second connection at £5 58., 
and the service of 1,800 calla for £5, but the service of 1,000 calls, 
which hitherto has been charged £4, is to be »aised to £4 5s ; and 
the £3 15s. toll service plus a halfpenny per call is to be abolished, 
while the £2 10s. service plus а penny рег call is to be raised to 
£3 and a penny per call. The principal rates of the Post Office and 
the Portsmouth and Hull municipal services will therefore compare 
as follows :— 


DENS Portsmouth. 
Calls, P.O. business, Residence. Business and residence. 
1,000 £7 0 0 £5 0 0 £4 5 0 
1,800 £910 0 £6 6 0 £5 0 0 £5 0 0 
(unlimited tariff) 
400 £140 о £6 6 О £5 00 £5 17 6 


(unlimited). 


Post Offiee Agreements.—On Monday, at Dublin, Mr. 
Justice Dodd decided that while telegraph apparatus and workmen 
were carried free of charge by the Great Southern and Western 
Railway of Ireland, under agreement with the P.M.G, the 
covenant did not cover telephone apparstas and employés, and 
therefore the carriage of these would have to be paid for. 


Telegraphic Interruptiots and Repairs :— 


Interrupted. Repaired. 
Jamaica-Colon 6s T .. May 6,1909 June 8, 1909 
Dakar-Conakry А . Мау 18, 1909 
Tangier-Cadiz .. May 19, 1909 
Paramaribo-Ceyenne .. June 8, 1509 June 27, 1909 
Cayenne-Salinas . June 7, 1909 
Rome- Constant: nople June 14,1909 June 16, 1909 


Tripidad.Dem«rarà .. — . ee „. June 19. 1909 


. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Actop.—July 12tb.  Lesd-covered paper-insulated cables 
for the U. D.C. See Official Notices" June 18th. 


Australia. — MELEOURNE.— July 14tb. Ore direct- 
current steam-driven generating set of 1,000, 1,250 or 1,500 Kw., for 
the Council. See Official Notices" May 14th. 

MELBOURNE.— Argust 4th. Overlesd travelling. crane, for the 
Electricity Suy ply Committee. See Official Notices” June 4tb. 

MELBOURNE — August 4tb. Overhead travelling crane for the 
Council. See “Official Notices" June 11th. 

MELBOUBNE.—July 7th. 18 transformers for the City Council. 
See “Offcial Notices" June 18th. 

MELBOURNE —Joly 7th. КО А с. flame arc lamps for the Council. 
See '' Official Notices " June 25tb. | 

MELBOURNE.—July 23rd.  Irsulated copper cables for the 
Council. See Official Notices” to-day. 

Belfast.— Feeder panels for Jighting switchboard in the 


Corporation electricity supply works. See Official Notices” 
June 11th. 


Belgium.—July 10th. The municipal authorities of 
Tongres are inviting tenders for the contract for the extensicn of 
the electric lighting undertaking. 

July 14tb.— Tenders sre being invited until July 14th by the 
Socié é Nationale des Chemins de Fer Vicicavx, of Brustels (14, 
Rue de la Science), for transfo mer rut -*tation plant (continuous to 
alternating current) in connect:cn with the Spa- Verviers electric 
railway, i 


Canada. — WINNIPEG.— Avgust 2nd ard 16th. The city 
of Winnipeg is advertising for tenders fcr tbe bsdraulie and 
electric equipment of the generating etation now under corytruc- 
tion on the Winnipeg River, at Thirty. foot Falle. ‘The initial 
installation will consist of five  dircct;ccrnected. 3000 - K va 
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60-cycle three-phase generating units, and two banks of trane- 
formers, each consisting of three single-phase transformers of 
3,000 Kk. v. A. capacity. All electrical control and other auxiliary 
apparatus, excepting turbine governors, will also be tendered on at 
the present. Tenders for the hydraulic machinery are due on 
August 2nd, and for the electrical equipment on August 16th. The 
distribution of plans and specifications will be made from the 
office of Mesers. Smith, Kerry & Ohace, Winnipeg, Man. The 
contractors at the site of the works heve made good progress, have 
a large plant installed, have unwatered the power house, and will 
shortly begin placing concrete in the dams and walls of 
plant. The execution of the transmission line contract is well under 
way, and shipments of towers, cables and insulators will begin 
during June, July and August, respectively. 


France.—July 21st. The Paris municipal authorities 
are inviting tenders for a 60-н.р. steam engine and а 40-xw. 
continuous-current dynamo at the Paris Municipal School of 
Physics and Industrial Chemistry. 


Germany.— Соговхе. — July 15th. The Städtische 
Maschinenbau-Amt requires tenders for four electrically-driven 


goods lifts for the harbour installations on the left bank of the 


Rhine. Particulars may be obtained at 1s. 6d. per set. 
EmpEn.—July 20th. The Koenigliche Maschinenbau-inspection 
requires two electrically-worked bucket dredges. 
SAABBBUECEEN.— July 19th. The Prussian State Railways 
require & number of cranes and a transporter bridge. 


Gravesend.—July 3rd. Automatic stoker for the Elec- 
tricity Committee. See “ Official Notices" June 11th. . 


Hornsey.—Electric light installation for the North 
Harringay Schools, for the B.C. A reference to this matter appears 
in our Business Notes” June 25th. 


Italy.—VrxicE.—July 10th. The Director General of 
the Arsenal of Marine requires tenders for two lots of electric lamps 
and а ers estimated at £1,032. А deposit of 10 per cent. is 
require 


London.—Sr. PANCRAS.—J uly 10th. Arc lamp carbons 
for the B.C. Bee “ Official Notices” April 30th, 


Luton.—July 19th. 500-Kw. steam-driven generator, and 
condensing plant for the Electricity Department, 
Notices ” to-day. 


Manchester.—July 18th. Special permanent way tram- 
way trackwork for the T.C. (deposit £2 28). J. M. M'Elroy, 
General Manager, 55, Piccadilly, Manchester. 


Pontypridd.— July 12th. Condensing plant, circulating 


pump, air pumps, pipe work, &c., for the U.D.C. electricity 
department. See “ Official Notices” June 25th. 


Rotherham.—July 13th. Meters for the Electricity 
Department. See “ Official Notices” June 18th. 


Salford.—July 12th. Re- -wiring at the Royal Technical 
nodus for the телне Committee. See “ Official Notices" 
to-day. 


Spain.—The municipal authorities of Castellon are at 
present inviting tenders for the concession for the electric lighting 
of the town. 


Stevenage.—The U.D.C. is prepared to receive appli- 
cations from . companies or persons willing to carry ovt its 
provisional order. See '' Official Notices" June 11th. 


Swansea.—. July 7th and 14th. Arc lamps, resistances, 
choking coils, &c.; cables; arc lamp pillars, brackets and gear; 
atc lamp feeder pillars, joint boxes, &c., for the Corporation 
Electricity Department. See '' Official Notices" June 25th. 


Wallasey.—July 12th. Battery, reversible booster and 
switchboard for the U.D.C. Bee“ Official Notices " June 25th. 


Whitehaven.—July 20th. Lighting the Harbour 
Quays for five years, by electricity, gae, or other means, for the 
Harbour Commissioners. See Official Notices June 11th. 


CLOSED. 


Barking.—The Electricity Committee has received the 
following tenders for the supply of a 250-K w. three-phase alternator, 
switchboard and motor:— 


Bec. 1. Sec. 2. Sec.8. 

Brush Electrical Engineering Co... es $a 4351 4112 484 
General Electric Co. .. T ss oe za 360 154 м7 
Crompton & Co. .. .. (accepted for Sec. 1) 840 175 90 
Electric Construction Со. . "- Е" э» 405 116 R3 
Electrical Co. Se E es 395 125 100 
British Thomson- Houston Co. is Em ws 402 143 110 
Viekers, Sons & Maxim, Ltd, s x D 456 109 91 
Bruce Peebles & . .. vs - vx v 450 120 107 
British Westinghouse Co, $5 8 43H 135 118 
Siemens Bros. Dynamo Works, Ltd. (Accepted for 

Secs. 1 and 4) N a is Ps x 536 102 80 
Ferranti, Ltd. .. s M T" Vs -- 109 = 


See Official 


Burnley.— The Education Committee has accepted the 
tender of Messrs. Simpson Bros., of Burnley and Hapton, amount- 
ing to £1,425, for the electrical installation at the new Technical 
School, as per specifications of the borough surveyor and electrical 
engineer. 


Canada.—Oor correspondent writes that the contract in 
the building of the electric line between Cobalt and Haileybur 
was let to the Nova Scotia Construction Co., of Sydney, C „ for 
$125,000, work to commence within a week from the Cobalt ‘end. 
The contract calls for the completion of the grading, ties and rails 
to be laid by September 1st. Final arrangements for power to 
operate cars have not yet been decided upon, but one of the various 
companies constructing plants on the Montreal River will supply it. 


Dundee.—The offer of Messrs. Kelvin & White to supply 
the msin switchboard for the Dundee Technical College, at a coat 
of £300, has been accepted. 


Hounslow.—The D.C. has placed an order with Messrs. 
аа & Wilcox, Ltd., at £310, for а mechanical chain grate 
stoker. 


London.—L.C.C.—The Highways Committee received 
the following tenders for roadwork and platelaying, exclusive of 
rails and special trackwork, in connection with the construction, on 
the underground conduit system, of tramways along the Victoria 
Embankment east of John a Street, Blackfriars Road, and 
Southwark Street :— 


R. C. Brebner & Co. (recom) “ы 0 W. Manders "S .. £18,599 
Dick, Kerr & Co. e ded J. Mowlem & Co. A es 14,101 
А.М. Coles 12 945 


Chief engineer's estimate £11,953 


Messrs. W. T. Henley's Telegraph Works Co. are to receive the 
contract for low-tension cables required in the reconstruction of 
the Cambridge Road tramways, at a reduction of 14 per cent. on 
the реч in their existing cable contract. The total is estimated 
at £2,760. 

Messrs. Hedfield’s Steel Foundry Oo., Ltd., are to supply a 
juin and cross-over in connection with the tramway tracks 
eading into the Greenwich Road permanent way tramways depót, 
at £515. 


STrEPNEY.—The result of the tenders for demand indicators for 
the next two years is as below :— 


Chamberlain & Hookham, Ltd. (not complying with specification) £811 


Enginecring Instruments, I Ltd. . (по sample) 400 
B. I. & Helsby Cables, Ltd. (not complying with 'speciflcation) 405 
Reason Manufacturing Co. .. à ee (recommended) 563 
Electrica] Co. .. .(nosample) 1,669 
General Electric Co. (combined meter and ‘demand ао: 

meter not complying with specification) .. "T .. 2,997 


For time swit hes for a like period the following Ега а :—> 


Reason келшщ id ss x .. £559 

Venner & Co. ET (recommended) 813 
WANDSWORTH.—Àn error crept into our last week's table of the 

tenders for the electric lighting and bell work at Putrey Secondary 

School. The price quoted by Messrs. Tilley Bros. was £723, 

not £523. 


MARYLEBONE.—The B.C. has accepted the tender of Cory & Son, 
Ltd., for the supply of 10,000 tons of coal to the electricity under- 
taking in the New Year, at 16s. 11d. per ton. 


Margate.—The T.C. has accepted the tender of Messrs. 
Stuart & Moore for electrical fire alarm apparatus, at £68. 


Middlesex.—The County Council on June 24th placed 
an order with Mesers. Dick, Kerr & Co., Ltd., for the construction, 
at an estimated cost of £45,500, of the Southbury Road, Enfield, 
tramway (Railway No. 4, Order, 1906). Tbe work is to be done on 
the contract price on which the firm are constructing the Regent's 
Park Road, Ballards Lane, &c., and the Cricklewood Lane tramways. 


Southampton.—The T.C. has accepted the tender of 
Messrs. P. Brotherhood, Ltd., at £60, for an air compressor for the 
tramways department. 

The T.C. has received the following tenders for the supply of 
cable :— 


I. Frankenburg & Sons.—(a) 3,000 yards 1:0 sq. in. single-conductor cable 
(1) lead. covered —, (2) non lead- covered £1,770; (b) 1,500 yards 0*5 вд. in. 


single-conductor cable (3) lend-covered —, (4) поп lend. covered £465. 

W. T. Glover & Co. (accepted for a and b).— (0 (1) £1,528, (2) 21,794; (5) (8) 
4184, (4) £471. 

St. Helens Cable and Rubber Co.—(a) (1) £1,862, (2) £1,817; (b) (3) £503, 


(4) 4477. 
Johnson & Phillips, Ltd.—(a) (1) £1,850, (2) £1,820; (b) (3) £190, (4) £476. 
W. T. Henley's Te'egraph Works Co.— (a) (1) £1,850, (2) £1,825; (b) (3) £493, 


(+) 4477. 

Western Electric Co.—(a) (1) £1,847, (2) £1,828 ; (5) (3) £491, (4) £178. 

British Insulated and Helsby Cables, Ltd.— (а) (1) £1,853, (2) £1,430; (b) (3) 
£492, (41 £140. 

Riemens Bros. & Co.— % (1) £1,873, (D £1,840; (b) (3) £495, (4) £484. 

Callender's Cable and Construction Co.—(a) (1) £1,950, (2) £1,900; (0) (3) 
£510, (4) £530. 

Craigpark Electric Cable Co.—(a) (2) £2,200; (0) (4) £190, 

New Gutta-Percha Co.— (а) (2) 83.180; (b) 4) 4813. 


Walsall.— The T.C. has accepted the tender of Messrs, 
Doulton & Oo., Ltd., for 1,000 yd. of stonework troughing, at 5d. 
per yard. 
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FORTHCOMING EVENTS, 


Junior institution of Eagineors.—Friday, July 2nd. At 7.30 p.m. Visit to the 
engineering workshops and laboratories of the East London College. 


NOTES. 


- 


Electrieity Works Table.—We are informed that the 

voltage given in our table for Eltham (200 v.) under the beading 
“ London— Woolwich, Plumstead and Eltham,” is incorrect; the 

supply voltage there is 220 volts. ; 


The Fight-Hours Act.—July 1st, 1909, is a day 
fraught with grave consequence to the mining industry, and 
indirectly to all the great manufactures of this country. It 
witnesses the coming into force of an Act wich embodies a new 
principle, namely, control by the State of the number of hours 
which a grown man may do in a day. If an eight-hours day ів 
prescribed for the miner, who shall say that it may not, in future 
years, be made unlawful for avy artiean to exceed this time 

imit"? We bave grave mirgivings asto the results of this class of 
legielation, ` Signs are not wonting tbat this very measure is likely 
to strain the relations of miners and employers, and there are certain 
remoter consequences which may be looked for. Let us glance at 
the text of the measure, which is now in force elsewhere than in the 
Counties of Durham and Northumberland. Sec. 1 (1) provides 
that, Subject to the provisions of this Act, a workman shall not be 
below ground in a mine for the purpose of his work and of going to 
and from his work, for more than eight hours during any consecu- 
tive 24 hours. Then follows Sub-sec. (2), which enacts certain 
limitations to the application of the principal section, with the 
result that'it is not intended to enforce a hard-and-fast eight-hours 
day. Sub-seo. (2) provides for overtime to be worked under 


certain circumstances, which are enumerated. It appears to amount 


to this—that the section will not be held to be contravened 
in cases where workmen are kept underground beyond the 
time limit if they are so detained to meet an emergency such 
as accident, danger, apprehended danger, or work requiring 
to be completed before the ordinary work in the mine can be re- 
sumed, which had required more time to complete than was fore- 
seen. Sec. 1 also provides for a “shift” of workmen—that is, a 
body of men whose hours for beginning and terminating work in 
the mine are approximately the same. In tuch а case the legal 
period underground counts from the time the last workman in the 
* shift " leaves the surface up to the time the first workman in the 
“ shift” returns to the surface.  L-ter in the same section (Sub- 
sec. 4) it is provided that the periods of time occupied in lower- 


ing and raising a sbift must have the approval of the Inspectors. 


of the district. By Sec. 1 (7) (a) foremen, examiners, deputies, 
pump minders, onsetters, fanmen or furnacemen are entitled to be 
under ground 9j hours, and apparently these men, or any of them, 
may be employed overtime like the regular miners. Subject to 
what bas been raid, there are but two sections which apply to 
relieve tbe employer from the rigour of this extraordinary etatute. 
Ia the first place, an addition of one hour may be made to the 
working day on 60 days in the year. Again, in time of war, grave 
national peril or industrial distu: bance, the King may, by Order in 
Ар suspend the operation of the Act for such period as he 
thinks fit. 


Eleetrical Football League. — A special general 
meeting is being beld on Wednesday, July 14tb, at 7 p.m., in the 
offices of the St. James's and Pall Mall Electric Supply Co., Ltd. 
Tbe last day for receiving applications from those clubs who intend 
joining, is Monday, July 12th. The hon. sec, Mr. J. W. Fraser, 
39, Wearside Road, Lewisham, B.E., will be pleased to give any 
iaformation required. 


Cricket.—Aberdeen Corporation electricity department 
employ és’ cricket eleven met St. Williams C.C., and defeated them 
by 23 rune. 


Morrison v. British Aluminium Co, Ltd.— In the 
Chancery Divisicn on Tuesday, Mr. Cave, K.O., M.P., applied to 
Mr. Justice Warrington tbat Mr. A. W. Tait, C.A., be appointed 
receiver snd manager of the company on behalf of the debenture 
stcck-bolders. The company, he said, was incorporated in 1894, 


and bad a capital of over a million. Of its debenture stock, 


amounting to a million, 4300,0С0 was reserved to psy off a Loch 
Leven secumity. The plaintiffs were the ¢xecutors of the late Mr. 
Charles Morrison, and held £175,000. A great part of the com- 

any's property was the entire sbare issue of the Loch Leven 

lectric Co. The company bad made large sales of aluminium, 
but the position at the present moment was one of considerable 
jeopardy for the holders of the large issue of stock. The company 
had endorsed bills amounting to £100,000, which were due that 
day, and had also borrowed from bankerr, who were pressing for 
the reduction of the loan. Mr. H. E. Wright, for the company, 
said it did not offer any opposition to the application. The com- 
pany bad been very successful in the past, and it was hoped that 
with farther working capital it would be even more successful in 
the future. The appointment was asked for in order to facilitate 
the reconstruction of the company. His Lordship appointed Mr. 
Tait receiver and manager, the managership not to extend beyond 
October 31%. 


The Electrical Engineers’ London Division (Ter- 
ritorial Force).—A good many members of the Corps were com- 
peting at the Stadium, Shepherd's Bush, in the Territorial Force 
Athletic, Swimming and Cycling Championships, on June 20th, 
and had the satisfaction of getting second in the grand aggregate 
for the £200 Challenge Trophy, just missing being the winners by 
one point, and beating the London Scottish by one point. Nine 
prizes were won by the Corps, ae follows :— 


High Jump Championship.—Sapper C. J. R. Stewart, 3nd Prize. 

Quarter Mile Cycling Championship.—Sapper W. E. Cox, 8rd Prize; Second 
C ral J. Roden, 6th Prize. 

Five-Mile Cyeling Championship.—Sapper W. Е. Cox, 3rd Prize; Sapper 
A. E. Argent, 5th Prize. | 

110 Yards Swimming Championship.—Sapper А. J. Monk, 8rd Prize; Sapper 
A. R. Frazer, 6th Prize. К 

440 Yards Swimming Championship.—Sapper А. J. C. Williams, 8rd Prize. 

120 Yards Hurdle Championship.—Corporal F. G. Engholm, 4th Prize. 


Electric Shock Fatalities.—It is reported that on 


24th ult., while John Smitb, of Armley, was employed by the Leeds 


Forge Co. erecting an electric crane, he accidentally put his arm upon 
a live wire, which immediately ignited his clothing. It was found 
that death had been instantaneous. X 

It is also stated that Samuel Higgs and Daniel Eyre, miners, were 
killed by electric shock on 28th ult. at the Clifton Colliery, Not- 
tingham, where they were working upon an electric coal cutting 
machine. Eyre, the motor driver, discovered that there was some- 
thing wrong with the machine, He pulled the starting lever, but 
immediately fell to the ground lifeless. Higgs, wbo, it is said, 
was not touching the macbine, was next seen to fall backwards. 
His face was badly bruised, but when comrades went to his assis- 
tance, it was found that he was still breathing. Artificial respira- 
tion was tried, but without avail. 


Manchester Engineering Dispute Settled.—According 
to the Financial Times, the wages dispute in the Manchester and 
district engineering trade was amicably settled. on 24th ult. 
Masters' and men's representatives met in conference to consider 
the proposed reduction’ of 1s. per week in time rates and 24 per 
cent. on piece rates. It was ultimately agreed to recommend that 
the present rate of wages should remain undisturbed for a period 
of five years from July, and that any subsequent alteration should 
be subject to two months’ notice. 


Annual Sports.—Portsmouth Corporation Tramways 
Social and Athletic Society held their second annual sports meeting 
on Wednesday last week, when they carried through a long pro- 
gramme of over forty events. Our correspondent says that the 
racing was of a bigh order, and the events were keenly contested. 
The chairman of the Committee was Mr. W. R. Spaven, the 
manager of the tramways; Mr. V. G. Lironi was vice-president, 
and the hon. sports secretary was Mr. P. H. Roscoe. One of the 
most popular events of the afternoon was the tug-of-war between 
police and tramwaymen, in which the first-named proved to be 
uppopular with the public. | 


Appointments Vacant.—Switchboard attendant for 
Btockton-on-Tees electricity works (27s. 6d.); Electrical engineer 
as mapeger of the Pontypool electric light and power station 
(£125); Tramways clerk for Rawtenstall (25в.). See our Official 
Notices” to-day. 

Fair Wages Clauses.—A committee has been appointed 
to advise the Departments of Government with a view to pro- 
moting uniformity of administration and co-operation between 
Departments in dealing with the Fair Wages Ciauses of Govern- 
ment contracts. А 


National Electrical Manufacturers’ Association 
(Inc.).—A committee meeting of this Association will be held at 
the offices, Balfour House, Finsbury Pavement, E.C., on Tuesday, 
July 13th, at 2.30 p.m. 


Tostitution and Lecture Notes.—Tux Iron AND 
STEEL INsTITUTE.— The autumn meeting will be held in London 
from Monday to Thursday, September 27th to October Ist. The 
mornings of Tuesday and Wednesday will be devoted to the read- 
ing and diecussion of papers at the Institution of Civil Engineers, 
Great George Street, Westminster. The afternoons of Tuesday 
and Wednesday will be devoted to visits to works aud to places of 
interest in and around the metropolis. These visits will include 
the Royal Arsenal, Woolwich; the works of Messrs. Siemens Bros., 
Woolwich ; the generating station of the L.0.C. at Greenwich ; the 
works of Messrs. Fraser & Chalmers, Ltd., Erith; the Lambeth 
Potteries of Messrs. Doulton & Co., Ltd., aud the motor-car 
works of Messrs. Napier & Son, Ltd, Acton. A visit will also be 
arranged to the Royal Small Arms Factory at Enfield and to the 
National Physical Laboratory, Teddington. On Thursday after- 
noon the Lord Mayor and the Lady Mayoress will hold a reception 
at the Mansion House. There will also be visits to the Mint, to 
the Halls of several of the City Companies, and to the places of 
interest in the City. On Friday, October 1st, it is hoped to arrange 
an excursion to Portemouth, to visit any men-of-war that may be 
there on that day. 

IrsuruTION OF MINING ELECTRICAL ENGINEERS —At a meet- 
ing on Saturday last, held in Newcastle, it was decided to form a 
local centre ofthe Institution. Mr. H. J. Fisher, Burn House, 
Shiney Row, Fence Houses, Durham, is honorary secretary 
pro tem. 

The formation of a branch їп Scotland is projected, and a meet- 
ing for this purpose will take place on Saturday, July 3rd, at 
7 p.m., at the offices of the Institution of Engineers and Ship- 
builders in Scotland, Elmbank Btreet, Glasgow. 

MiniNd Вторюмтв’ AssOCIATION.— Prof. F. G. Baily recently 
lectured on the dangers to be guarded against when elec- 
tricity was employed in coal mines,and suggested that the men 
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responsible for the safety of mines, both managers and inspectors, 
should have a more exhaustive training in all parts of the know- 
ledge they were supposed to possess, that they should be paid more 
liberally, and that facilities should be afforded for the testing of 
electrical mining plant under realistic conditions. 


Conversaziones.—On Wednesday evening the annual 
Conversazione of the Institution of Electrical Engineers took place 
at the Natural History Museum. We shall refer to it more fully 
next week. On the previous evening the Roval Society of Arts 
Conversazione was beld at the same place, Sir W. H. White receiving 
the guests. 


ү —T— 
OUR PERSONAL COLUMN. 
The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 


also electric tramway and railway officials, to keep readers of 
Егвотвіслг Revisw posted as to their movements, 


Central Station Officials.—Mnr. J. A. Hamp, charge 


electrical engineer at the Metropolitan Railway Co.'s Neasden power 


station, was presented by the staff, on June 23rd, with a cabin 
trunk, as a token of esteem, the occasion being Mr. Hamp's 
departure from Neasden to Brazil, to take up the position of chief 
electrical engineer to the San Paulo Railway Co. 


Tramway Officials.— Mu. H. E. BLAIN, tramways 
mansger of West Ham, was voted an increase in salary of 
£100, to be followed by two subsequent annual increments of £50 
a n the meeting of the West Ham Oouncil held on the 

n 7 


General.—We learn that MR. Hexry W. Вожрех, 
M. Inst. O. E., M. I. E. E., after about 18 years as managing and chief 
engineer of the di Spe and Kensington Electric Supply Co., 
Ltd., is rerigning that office, and is accepting the position of 
consulting engineer to the company—a more or less permanent 
appointment. Eighteen years is a long time to look back over in 
connection with London electricity supply, but it is within our 
recollection that when Mr. Bowden took charge of this undertsking 
the £5 shares were being bought for a very low figure indeed by 
tbose who believed in the future of the company and in 
Mr. Bowden's management thereof: and since then the com- 
pany has made good progress and achieved excellent resulta. 
It will, no doubt, be satisfactory to the shareholders to 
know that Mr. Bowden's intimate knowledge of the company's 
affairs is to be retained under the above arrangement. Mr. Down 
wil take up the management (dating from July Ist), and for а 
time he and Mr. Bowden will act more or less in co-operation. 
Mr. Down will sealously devote himself to winning the 
new consumer by the aid of the metal-filament lamp, and in 
other ways. Our readers are aware that Mr. Bowden is aiso 
actively interested in the South Metropolitan Electric Light and 
Power Oo., Ltd., and in the Woking Electric Supply Co. The South 
Metropolitan Co. has had an uphill fight, and although there may bea 
temporary fall in revenue owing to the on-coming of metal- filament 
lamps, the concern has a good future before it, and: more particularly 
во if it can succeed in tapping the small consumer—a class of resi- 
dent that is very largely in evidence in its area. The company 
has already made au interesting and enterprising beginning in 
this direction by taking a honse in Springbank Road, close to 
Hither Green Railway Station and fitting it up with a model 
installation, wiring and furnishing it suitably for the resident 
paying, say, from £35 to £40 per annum rental. The South 
Metropolitan already claims third position among the London 
companies for low costs, with an output of rather less than 
one-fourth of that of its competitors, and if it can succeed in 
tappirg this large source of revenue it will greatly improve upon 
that position. We are asked to state that all communications 
for Mr. Bowden should be addressed to him at 30, Craven Street, 
Strand, W.C. 

The Worcester City Education Committee has appointed Mn. 
C. E. ABELL as instructor in electric lighting at the Art, Science and 
Technical Schools; and Мв. F. W. Coombes as instructor in electric 
wiring. 

The Watford D.C. has increased the salary of Mr. C. S. 
TAYLOR, mains superintendent, from £95 to £110, rising to a 
maximum of £130 by annual increments of £10; Mm. G. A. 
AYRE, shift engineer, has been placed on the same scale as the 
other two engineers, viz., £90, rising-to £100 by annual increments 
of £5. 

On Saturday last, the 26th ult., a pleasant function took place at 
the Victoria Hotel, Manchester. A meeting was held of the 
district managers of the Edison & Swan United Electric Light 
Co., Ltd., for the purpose of presenting a testimonial to Mn. O. H. 
BisHop, sales manager to the company, who has resigned after 18 
years' service in order to take up other duties. 'The presentation 
took the form of an illuminated address and a service of silver sub- 
scribed for by the whole of the district managers and the heads of 
departments of the Northern works of the company. During the 
same week Mr. Bishop was presented with a gold cigarette case and 
an address by the sales department staff, and with a gold - fitted 
dispatch-case апа a gold-mounted letter-case by the heads of 
devartments at the Ponder's End works. 

It is announced that in view of bis advanced age, Mn. T. E, 
Vickers, C.B., has resigned the chairmanship and managing 
directorship of Vickers, Sons & Maxim, Ltd., after services to the 
company extending over 60 years, Mr. Albert Vickers hag 


been elected chairman of the company, and Lieut. A. Trevor Dawson, 
R.N., has been appointed managing director. 

The Aberdeen staff of the National Telephone Co., Ltd., pre- 
sented Mr. James KERB, electrician, with a timepiece on the 
occasion of his marriage. A pleasant gathering was presided over 
by Mr. T. Mackenzie, contract manager, and the gift was handed 
over by Mr. E. E. Stockens, district manager. | 

Мв. A. HENDERSON was presented with a chronograph 
Btop-watch and chain by the staff of the electrical department of 
Messrs. John Brown & Co., Ltd., Clydebank, on the occasion of hia 
leaving фо take up the post of electri-al engineer to Messrs. Scotts’ 
Shipbuilding and Engineering Co., Ltd., Greenock, Scotland. 

Messrs. KiNCAID, WALLER, MANvILLE & Dawson have removed 
to Bt. Stephen's House, Victoria Embankment, owing to the lease 
of 29, Great George Street, having been acquired by Н.М. Office of 
Works. The firm's telegraphic address and telephone numbers 
remain unaltered. 


NEW COMPANIES REGISTERED. 


Power Transmission Syndicate, Ltd. (103.581) —This com- 
pany was registered on June 18th, with a capital of £40,000 in 39,500 cumulative 
preferred participating ordinary shares of £1 each, and 10,000 deferred shares 
of 1s. each, to adopt an agreement with E. Hess Remanda, and to carry on the 
business of electricians, generators, accumulators, distributors and suppliers of 
electricity, engineers, proprietors of tramways and railways, omnibuses, motor- 
cabs, Cars, carriages, vans and conveyances of all kinds, «c. The subscribers 
(with one share each) are:—H. P. Surtees, 43, Bedford Row, W.C., solicitor: 
A. A. Surtees, 43, Bedford Row, W.C., solicitor; W. Hicks, 5, Oxford Gardens, 
W., solicitor; F. J. Abbott, 233, Clarence Road, Kentish Town, N.W., clerk; 
G. L. Devisse, 17, Pembroke Street, King's Cross, N., clerk; R. B. Phillpotta, 
4, Bishopsgate Btreet Witbin, E.C., solicitor; F. J. White, 481, Lea Bridge 
Road, Leyton, N.E., clerk; Minimum cash subscription 10 per cent. of the 
shares offered to the public. The number of directors is not to be less than 
two or more than ten; the first are W. Scott-Scott and E. Hess Remanda; 
qualification, 100 shares ; remuneration, £50 each per annum (chairman, £100) 
and 1 per cent. each of the net profits remaining after 7 per cent. has been paid 
on the preferred participating sbareg Registered by Surtees, Phillpotts à Co., 
4, Bishopsgate Btreet Within, E.C. 


CITY NOTES. 


South Metropolitan Electric Tramways Co., Ltd. 


THE meeting of the company was held on Monday, at the Federa- 
tion Offices, Kingsway, Mr. O. G. Tegetmeier presiding. The 
CHAIRMAN, in proposing the adoption of the report, said that both 
branches of the company’s businese had been unfavourably affected 
by the trade depression which had existed for some time past. 
With regard to the tramway side of the business, as they were 
aware, the prevailing bsd times bad affected the majority of tram- 
way undertakings. Their line ran principally through the open 
country, and was constructed witha view to the future development 
of the districts. That development bad been retarded by the bad 
times, but it would come sooner or later. The effect of the trade 
depression was very pronounced on the company’s traffic, and that 
had been‘accentuated by their having had a disproportionate number 
of wet week-ends. The result was that the receipts on the 
tramway undertaking showed an increase of only £470 over 
those of the previous year. They had actually carried a 
less number of passengers, but the small increase was 
due to the average distance travelled being longer. They had 
effected practical economies in the working where it had been 
possible. The power and running expenses showed a reduction of 
£1,392, but on the other hand, the cost of repairs and maintenance, 
which necessarily tended to increase rather than decline, had gone 
up by £832. Out of the total amount of £10,017 for power expenses, 
£8,545 was expended for current purchased. As the shareholders 
were aware, they were under an obligation to buy in bulk all their 
current for the working of their trame from the Croydon Corpora- 
tion апа the Beckenham U.D.C., and the price they paid was 2d. 
per unit in the case of the Grst-named and fractionally less to 
Beckenham U.D.C. A saving of many thousands of pounds would 
be effected if they were able to generate their current at their own 
power station. Asto the electricity supply section of the business, 
it was satisfactory to find that they had added 202 new customers, 
representing to their mains an increase of 34 percent. Unfor- 
tunately, that increase of 34 per cent. had only resulted in an 
increase of 9 per cent. in the amount of current sold. The 
explanation was to be found in the adoption of the 
metallic-filament lamp. The lessened individual consumption 
and the large increase in the number of customers con- 
tinued to be a marked feature of the company's operation. 
As an instance, from the March quarter of this year, in spite of an 
increase of 23 per cent. in the number of their private lighting 
consumers, the amount of current sold only increased 2 per cent. 
Turning to the profit and loss account, whilst the balance from the 
working account of the two branches of the business was £1,192 
more than in the previous year, sundry receipts and interest 
together showed a decrease of £1,591, and on the other side of the 
accounts the administration and general expenses had increased 
£1,104. The result was that the net profit for the year amounted 
to £7,777, as compared with £8,477 last year, and with the £470 
brought forward from last year, they had an available balance of 
£8,208. The payment of the dividend on the preference shares for 
the first half-year absorbed 44.004, and the directors recommended 
£3,000 to be placed to depreciation and reserve, thus leaving 4804 
to be carried forward, They regretted not being able to recom- 
mond the payment of в further dividend on the preference sinres, 
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but he was sure the shareholdere would fully agree with the con- 
gervative policy of the board instrengthening the position of the 
company. 

Мв. DEVONSHIBB seconded the motion, and the report was 
adopted. 


J. G. White & Co.. Ltd. 


Говр ARTHUR BUTLER presided at the offices of the company, 
.Oloak Lane, E.C., on Monday over the tenth annual meeting, and 
in moving the adoption of the report (see ELECTRICAL REVIEW, 
June 25th, page 1057), said the generally adverse business con- 


ditions and the very severe competition existing in the construction- 


business had made the company’s work difficult, but the figures in the 
balance-sheet indicated that these difficulties had been satiefactorily 
met, the profits for the year showing an increase over those at 
February 28th, 1928. The directors felt, therefore, that the share- 
holders were to be congratulated upon the results of the year's 
tradiog. Taking up the items in the balance-sbeet, it 
would be seen that the item of cash in hand and 
loans at call against securitics was very large. In fact, 
the cash assets of the company were practically equivalent to the 
whole préference capital. This was well, in so far as it proved that 


the assets were liquid, but unsatisfactory in so far as it indicated a 


reduced turnover. The profit and loss account, however, showed that 
the company's resources and credit were being employed in a 
manner which earned satisfactory returns, though not quite what 
they would do with better general business conditions. The 
actaal cash and call loans of the company were equal to twice the 
whole indebtedness at the date of the  balance-sheet. This 
indebtedness was entirely in connection with ordinary open 
accounts, the company having no moneys borrowed. The. item of 
investments now standing at £109,429 15s. 5d. was considerably 
lower than tne corresponding amount in last year’s balance-sheet, 
certain securities having been disposed of in the meantime. 
He might mention that without exception the - securities 
sold had realised more than the amounts at which they were 
faken in last year’s accounts, thus showing that they had 
been conservatively valued. The directors believed that 
the present valuation of securities was «qually conservative. 
The next item of contract retention and work in progress was 
self-explanatory. All doubtful items had been fully provided for, 
and this amount of £57,767 14s. 8d. was an asset which would be 
collected as the maintenance pericds of their various contracts ran 
out, and as contract work was completed, while at the same time 


corresponding sums were being invested in new construction busi- 


ness. The valuation of plant, material in hand, &c., was nominal, 
having been taken at practically a scrap value basis, and not at its 
value to the company in carrying on its ordinary business. The 
item of goodwill stood at the same figure as last year, but the 
reserve fund of the company, if they considered favourably the 
recommendation made to them that day, would be more than double 
the amount of this item. The debit side of the balance-sheet 
required no comment beyond saying that the item of sundry 
creditors, &c., consisted of ordinary trade accounts in connection 
with the carrying on of the company’s business, and the necessary 
provisions forcontingencies. Regarding the future prospects of the 
company, he mightsay that business now in hand ensured satisfactory. 
profite for the current year, and negotiations were progressing 
la vourably for the securing of a considerable amount of new work. 
After deducting the dividends recommended in the report, amount- 
ing to 8 per cent. on all classes of shares for the year, the company’s 
reserve fund would stand at £100,000, and the profits carried for- 
ward amounted to £15,460, making a total accumulated profit now 
in the business of £115,460. The directors believed that a con- 
servative policy was ia their interests, and that the accumulation 
of substantial reserves greatly added to the value of their 
investments. 

Мв. J. B. WRITE seconded the motion, and the report was 
adopted. : 


Indian Electric Supply and Traction Co., Ltd. 


Мв. Јонн G. B. Stonz presided on Monday over the annual 
meeting of this company, held at Orient House, New Broad 
Btreet, E.C. 

The CHAIBMAN, in moving the adoption of the report (see ELEC- 
TRICAL Review, June 25th, page 1057), expressed the disappoint- 


ment of the board that better :esults had not been achieved. The 


small demand at the commencement of supply was mainly the 
cause. The recent growth of the business as shown by the per- 
centage of increase expressed in number of lamps connected, was 
encouraging enough. A good deal of their trouble might be attri- 
bated to the compulsory laying of mains through certain areas in 
the city. A compulsory area might be a not unreasonable condition 
attacbiog to a right to supply electricity in this country, but events 
bad proved that it was quite unsuitable ina city like Cawnpore. 
The enterprise was started with the idea that the supply of current 
would be readily taken by both Europeans and natives, but the 
resulta so far obtained, showed that the people had been very slow 
to appreciate the advantages of electrical supply, though at last 
they were experiencing a more rapid increase in demand. As its 
advantages for power purposes became better appreciated, they 
might look for a good business being built up among small power- 
users. As regards the larger power- users, they had secured a 
footing in two of the large mills, &nd hoped eventually to obtain 
the supply of a considerable portion of their motive power. It had 
been suggested that they should extend their mains to the Canton- 
ments, where thay might secure a good demand, but the price at 
which the authorities would enter into a contract, did not 
justity the oa expenditure involved, That was to say, while 


they might get a return on the new capital outlay, the existing 
capital would not be benefited. The board had felt that in order 
to deal with questions arising in Cawnpore, the assistance 
on the board of someone thoroughly acquainted with the 
problems of electrical supply, and who at the same time, 
had some personal knowledge of Cawnpore itself would be 
beneficial, and he was glad to say they had been fortunate enough 
to secure Mr. Scott Moncrieff as a director, Mr. Soott Moncrieff 
had gone thcroughly into the position and prospects, and regarded 
the development of the supply side of the business only as a matter 
of time. „Unfortunately it would be necessary to raise further 
money for the purpose of liquidating their debts and for making 
necessary extensions. For this purpose some proposals were being 
drawn up forthe consideration of the creditors, and a definite 
scheme when agreed upon would be submitted to the shareholders. 
The scheme would involve considerable modification of the agree- 
ments with the agents and the secretaries, and the spirit in which 
it had been met was an indication of their desire to sink personal 
considerations and to make the company a success. The consent of 
the contractors would also have to be obtained. No underwriting 
commission was paid on the issue of capital for the company, and 
the interest on the construction debentures bas gone into the 
pockets of the shareholders themselves. With regard to the tram- 
way, on the advice of the local agents, a very low scale of fares 
was adopted, the idea beiog to teach the natives to ride and 
to popularise the service. The result was to encourage traffic, but 
tbe rates were unremunerative. Ia order to deal with this question, 
Mr. Pfeiffer, who was the general manager of the Calcutta Tram- 
ways for some time, was sent out to report on the situation 
generally, bnt more especially on the tramway and the question of 
fares. He strongly advocated raising the fares, and the board adopted 
his suggestion. He would like to emphasise the fact that India 
generally, and the United Provinces particularly, had been passing 
through a period of great strese, and the population had had very 
little money to spend. Tne tremendous drop in the railway earn- 
ings generally afforded ample proof of this. "Things were reported 
to be now improving, and they might hope to benefit considerably 
as the depression passed away. He should add that they had 
received encouragement and assistance from the Local Government 
and the municipal authorities of Cawnpore, who were evidently 
anxious to see,the successful development of electrical enterprise 
in their city. The mail received that moraing give the result of 
the May working, which was a surplus over local costs of 
Re. 2,503/14/3 on the supply side of the undertaking. and a deficit 
of Rs. 827/0/5 on the tramways, which compared with a surplus of 
Rs. 1,160/2/6 on supply and a deficiency of Rs. 1,301/10/11 on the 
tramways in May last year, the combined figures showing a surplus 
this year of Rs. 1,676/13/10, agaiust a deficieacy last year of 
Rs. 141/8/5. They had also received a cable which enabled him 
to bring down some of the figures given in the report toa later 
date. Upto Jane 19th the units delivered to consumers were 
95,925 this year, against 52,701 in 1908. The number of lamps 
connected to the mains on June 19th was 13,700, a further 1,000 
were in course of connection, and preliminary inquiries had been 
received for 3.900 more. 

Мв. W. Н. ORBEETHAM seconded the motion, and the report was 
adopted. | 


Prospectuses. — Tangkah Rubter Estate, Ltd. — This 
company has been offering for subscription an issue of 62,500 6 per 
cent. preferred participating shares 6f £1 each. The estate co: sists 
of about 11,000 acres, situated in Johore, about 80 miles rorth of 
Singapore. 

Jong-Landor Rubber Estates, Ltd.—' This company is offering for 
subscription, the list closing to-day, 55,000 shares of. £1 each. 
The company purchases two estates in the State of Perak, com- 
prising 1,294 acres of rubber lands, of which 1,053 acres are under 
rubber. 


Federated (Selangor) Rubber Co.—The report for 
the year ended March 3lst states that the amount of rubber 
harvested was 59,694 1b., as compared with 23,618 lb. in the previous 
year, and the average gross price realised per lb. was 4s. 8jd., 
against 38. 71d. last year. There were 34,072 trees tapped during 
the year, giving an average of 1? 10 рег tree. The directors recom- 
mend a final dividend of 25 per cent., making 35 per cent. for 
the year, carrying forward £953. | 


Barbados Telephone Co., Ltd.—At the half-yearly 
ordinary general meeting the chairman had only continued pro- 
gress to report. During the current half-year the increase over 
the previous half-year in the supply of telephones was 35. The 
revenue had increased. and the available balance was 31.243, as 
against $3,778 previously. The dividend declared for the balf-year 
was 4 per cent., and $1,170 was paid to the deposit account, which 
practically formed the reserve. There were now 705 telephones in 
use, producing a half-yearly rental of 89 307. Expenditure was 
$4,233 and maintenance cost another $1,136, leaving the surplus 
before stated. 

Switzerland.—La Société de la Fabrique d'Accumu— 
lateurs d’Oerlikon, of Zurich, is declaring a dividend of 20 fr. per 
share for the last financial year. . | 

La Société Electrique Vevey-Montreux, of Territot, is declaring 
a dividend of 8 fr. per share for the last fiaanc‘al year. 

Tarkey.—La Ѕосіс й de Tramways et Eclairage Plec- 
triques de Damas reports a profit of £637 for the last financial 
year. | Е | 
Italy.—La Societa Italiana di Elettricita Edieon, of 
Milan, is increasing {ts capital from £600,000 to £720,000. 
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British Electric Traction Co., Ltd, 


Tue directors have issued their report for the year ended March 
31st, 1909. Ason former occasions, they submit various schedules 
giving particulars of the items appearing in the balance-sheet and 
profit and loss account, and also schedules showing the business 
done and dividends paid by the associated companies. In the last 
annual report reference was made to the formation of the British 
Electrical Federation for the purpose of enabling the associated 
companies to obtain various services on a co-operative basis; and 
a pamphlet setting forth further particulars concerning the com- 
panies included in the Federation, accompanies the present report. 
These various schedules and the particulars mentioned, give to 
the shareholders fall information concerning the company’s posi- 
tion and investments. 
The subscribed share and debenture capital of the company 

remains the same as at March 31st, 1908, viz. :— 

21,383,010 in ordinary shares of £10 each. 

£1,614,370 in 6 per cent. cum. pref. shares of £10 each. 


21.478,658 in 5 per cent. perp. debenture stock. 
£538,936 in 4) per cent. second debenture stock. 


£4,949,969 

The amount standing at the credit of reserve account is £602,420. 
In addition, reserves amounting to £59,162 have been made out of 
profits against loss or depreciation of specific assets. The various 
aseociated companies have created depreciation and reserve funds 
of their own, which amounted at December 31st, 1908 (including 
balauces carried forward), to £1,015,340. The total amount due to 
creditors at March 318t, 1909, was £65,228, and of this £46,623 was 
in respect of debenture interest accrued at March 31st, 1909, which 
has sinoe been paid. Investments and undertakings stand at 
£5,037,095, and consists of shares and debentures in associated 
tramway, eleotrieity supply, manufacturing and other companies, 
consols, and sundry securities and undertakings set out in one of 
the schedules. It is made up as follows:— Е 


Consols ef the par value of £200,000. ышана in the books at . £196,874 
Debentures in various companies of the par value of £486,147. Btand- 

ing in the books at pt - vx s € P КА 454,942 
Shares in various companies of the par value of 24, 428, 508. Standing 

in the books at.. iis vx as . в v Ks . 4,244,212 


£1,895,5277 
141,568 


£5.037,095 

Investments standing in the books at £2,883,086 were revenue- 
earning during the past year, and produced an average return of 
418 percent. Investments standing in the books at £2,012,441 
did not earn any revenue during the year. The amount of 
sundry debtors and debit balances stands at £473,680, and shows a 
reduction on the amount at March 31st, 1908. The expenditure on 
and in connection with the new cffice building which has been 
erected for the British Electrical Federation amounts to £36,188. 
There is a f-rther sum of £3,274 in respect of other buildings and 
land. Expenditure on Acts of Parliament, &c, stands at £19,641, 
and represents expenditure on promotion of Acts of Parliament, 
light railway orders, and other rights and powers, surveys, negotia- 
tions, &c., in connection with various schemes, some of which may 
not be proceeded with. The amount is being written down 
annually by 20 per cent. The item stock stands at £9,876, and 
represents the stock of cars on hire to associated companies, elec- 
trical equipments, paving setts. and general stores. Provision bas 
been made for depreciation. Goodwill stands at £1,000, and is 
the balance of a larger amount, Furniture stands at £4,120. 

The net profit after reserving £12,500 against depreciation of 
undertekings worked by the company, buildings and freehold land, 
stock, doubtful debts und expenditure on undertakirgs not pro- 
сезбей with, is £130,726, to which must be added the sum of 
£35394 browgbt forward, making a total of £166,119. After 
deducting the interest on the 5 per cent. debenture stock and tbe 
41 per cent. debentore stock for the year, amounting to £97,485, 
there remains a balance of £68,635, out of which a dividend bas 
been paid on the preference sbares at the rate of 3 per cent. for tbe 
year, amounting to £48,431, leaving a zet balance of £20,204, 
which the directors propose should be carried forward. The full 
dividend ou the 6 per cent. cumulative preference shares of the 
company hss been paid to March 31st, 1908. 

The directors regret that the dividends and interest received 
from the associated companies during the past year show a diminu- 
tion of £83,332. The decline in profits has been general tbrough- 
out the eountry, and is attributed by many of the companies to 
the severe depression in trade which has prevailed. A few of the 
undertakings in England and those at Bombsy and Auckland, 
however, show increased takings per route-mile, which are sufficient 
to increase the average over the whole of the systems. The tctal 
number of patsengers carried shows a small increase, the route- 
mileage of lines worked having slightly increased during the year, 
but the number of passengers carried per route-mile of line bas 
fallen from 662,726 to 654,770. The effect of this decline in the 
number of passengers per route-mile has been somewhat counter- 
acted by & emall increase in the average fare per pasrenger, which 
was 1 23d., as against 1 21d. for the previous year. It bas been 
po'nted out in previous reporte that the average fare per passenger 
had steadily fallen from 1:38d. in 1901, to 17714. in 1907, in which 
year the directors announced their intention of making every 
effort to improve tbe position by increasing fares, -bortening fare 
stages, and tliminating unremunerative services. They are glad to 
note that their efforts have succeeded in arresting the decline, and 
that the present year's figure shows a small increase. The general 
depression in trade bas been severely felt by the electrical manu- 
facturing companies. (The annual report of the Brush Co. is 
quoted ав evidence.) 


бара! 3 at Barrow, Brighton and Mumbles, less reserve of 


The general charges and expenses of administration again show 


. material reduction, being £16,868, as compared with £24,186, the 


reduction on this occasion being mainly the outcome of the forma- 
tion of the British Electrical Federation. In the last annual 
report it was stated that the directors were giving consideration 
to some of the proposals for electrical enterprise submitted to them 
from countries where tbe conditions for the investment of capital 
are more favourable than in this country, and they are glad to say 
that the prospects of securing such business are encouraging. The 
company has already secured a substantial participation in a 
powerful syndicate, which has been formed in association with 
German and other Continental banks, for the purpose of negotiat- 
ing with the municipality of St. Petersburg for a concession of 
tramways in that city. Other negotiations are pending in regard 
to various enterprises abroad. 

The Poole undertaking in which the company was largely interested, was 
purchased by the Bourneinouth Corporation under an agreement which pro- 
vided that the purchase price should be settled by arbitration, on the basis of 
fair market vaiue asa going concern, and that in addition to such price the 
Corporation should pay certain liabilities of the company. In regaid to the 
latter items litigation arose and, although tbe Court of Appeal bad given a 
unanimous decision in favour of the company, the Corporation appealed to the 
House of Lords. The litigation bas recently been conciuded by the decision of 
the House of Lords in favour of the company on all points, and in the result 
the shareholders of the Poole Co. will have received a return of their capital in 
full, together with a premium. While it is not possible to draw from this a 
general conclusion applicable to the undertakings о! the associated companies, 
the directors consider that this result affords some indication of the value of a 
successful tramway undertaking when sold upon an equitable basis. 

The directors deeply regret the loss by death of their colleague’ 
the Right Hon. H. O. Arnold Forster, MP. The Hon. Arthur 
Stanley, M.P., accepted the invitation of the directors to fill the 
vacancy, but immediately afterwards resigned his seat at the board, 
pending the determination of a business in which he bas con- 
flicting interests. The directors who retire this year are Mr. J. 8. 
Raworth and Mr. P. Debell Tuckett, who, being eligible, offer 
themselves for re-election. 


Birmingham and Midland Tramways, Ltd. 


THE report of the directors for the year ending December 31et, 
1908, states that the total revenue from all sources was £97,004, 
compared with £83,838 for the preceding year. The expenses 
amounted to £45,640 compared with £38,653 for 1907. After pro- 
viding for all expenses chargeable to revenue, including sums pay- 
able to corporations, repairs and maintenance, placing £1,500 to 
renewals account, and adding the £83 brought forward, there 
remained £49,948 from which must be deducted—interest on loans 
£10,429, interest on debenture stock £15,588, dividend for the 
year on 54 per cent. preference shares £11,538, leaving a balance of 
£12,392, which the directors proposed to apply as follows :— 
Placed to debenture redemption fund £3,550, dividend on the pre- 
ferred ordinary shares at the rate of 24 per cent. for the year 
ended December 31st, 1908, £8,750, carrying to next account 
£92. The gross receipts from the tramways amounted to £45,826, 
compared with £44,751 in 1907. The gross receipts from the 
lighting and power departments amounted to £14,961, an increase 
of £6,658. The expenses were £9,223, an increase of £3,972. 
The interest and dividends received frcm investments pro- 
duced £33,551, compared with £26,338 for 1907. The total 
expenditure on capital account during the year on the tramway 
undertaking was £1,054, and on the lighting undertaking £11,002. 
Generating plant, &o. valued at £1,547 was transferred from the 
tramway undertaking to the lighting undertaking, and electrical 
plant, cables, &c., in Oldbury, valued at £7,181, were sold to the 
Shropshire, Worcestershire and Staffordshire Electric Power Co. 

As foreshadowed in the last report, the company acquired a controlling 
interest in the Shropshire Power Co. at the beginning ot last year, and sub- 
scribed for 57,312 shares of £6 each in tbat company. This subecription was 
made to enable the Shropshire Power Co. to comply with the provisions of ite 
Acts of Parliament. The money will be gradualiy required by the Shropshire 
Power Co. to purchase generating stationsand generally to develop its business, 
but pending the pur: hase of properties forming part of the company's electric 
light and power undertaking, the funds not required by the Shropshire Power 
Co. have been deposited at interest with the company. With the consent of 
the debenture trustees, the Smethwick power station bas been withdrawn from 
the specifically mortgaged premises, and 25,152 shares of £5 each of the Sbrop- 
sbire Power Co. have been substituted, and the station will be sold to the power 
company as scon as the necessary legal preliminaries have been arranged. 
In accordance with the trust deed, a sum equal to 1 per cent, on the debenture 
stock issued, together with interest on the stock purchased and cancelled, was 
paid to the trustees in July last, and was applied by them in the purchase and 
cancellation of £4 100 of stock. The total amount of detenture stock now out- 
standing is £311,357. An agreement has been entered into with the Corporation 
of Dudley which provides for the payment of the purchase money by the Cor- 
poration, £10,631, on fixed alternative dates during the present year with interest 
from January let Jast to the date of paymentat the rate of 4% per cent. per 
annum. The terms of the lease have been agrecd, and a Bill in Parliament ia 
being promoted by the Corporation in the present session to empower the Cor- 


poration to grant a lense to the company of the tramways purchased for 
80 years from January 186, 1909. 


The supply of current to power and lighting consumers has 
developed sati-factorily. The comparieon at December 31st, 1908, 
in the equivalent of 8-c P. lamps was as follows :— 


1906. 1907. 1908. 

Lighting * ee ee ee 3,940 8,437 9,821 
Power 5 - T "S 8,956 18,326 75,630 
Tramways (approximate) .. 25,000 25,000 28,333 
37,806 51,763 113,784 


In order to provide for tke increased demand on the power station 
anticipated next winter, it has become necessary to order a 
2,000-K W. turbine set for delivery in the autumn. The supply for 
the consumers in the district of Oldbury is now fold in bulk to the 
Shropshire Co. at the Smethwick boundary, and is distributed by 
that company. The intrcduction and extensive adoption of 
metallic-filament lamps has tempcrarily checked the rapid increase 
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in the supply for lighting, but notwithstanding this, the actual 
increase is about 15 per cent. over tbe previous year. Unforeseen 
delays have occurred in completing the arrangements for the 
transfer to the Shropshire Power Co. of the electric light and 
power supply business of the company in consequence of its having 
been found necessary to apply to the Board of Trade for a new 
provieional order authorising the transfer of the Smethwick 
Electric Lighting Order. A new order will therefore be applied 
for, but cannot be granted until August of next year, before which 
it will not be possible to complete the proposed arrangements. 

The working of the company's undertaking by the Birmingham 
and Midland Tramways Joint Committee continues to show satis- 
factory results, and the arrangements have been further continued. 


The registered offices of the company have been removed to 


Electrical Federation Offices, Kingsway, London, W.C. 

Owing to pressure of other engagements Sir Ernest Spencer 
resigned bis seat on the board of the compapy, and Mr. W. G. 
Bond has been appointed to fill the vacancy. 

. The report contains extracts from the reports of the asscciated 
companies. 


TRAMWAYS, 
Year ended Year ended. 
Dec. 81st, 1907. Dec. 31st, 1908. 

Miles open—Roate pue 1210 12°10 

Single line bey acs Ys E. Ow 5°41 6°41 

Double line ae ai E en ex 6:69 6:69 
Passengers carried .. ы; % . . 10,782,605: 11.008. 285 
Average receipts per passenger vs ы 990. 99d. 
Average expenditure per рер (apart rom 

rent of line, &c.) 65d. *69d. 
Proportion of expenses to receipts. ia ans 65% 69 % 
Carsin stock... De ea 58 58 


Smethwick Power Station.— The following is a statement of elec- 
tricity generated, sold, &c., for 12 monthe EOM December, 
1908 :— 


Units generated 6,202,588 

Quantity sold. —Traction section КИ is .. 1,499,160 
Private consumers TEID meter ee vue va .. 8,602,884 - 
Total sold. А РЕ - sc . . . . 6,095,594 

Used on works 882, 

Total accounted for . 5,477,598 

Not accounted for . 194 

Total maximum supply demanded 2,000 kw. 


The meeting was held on Tuesday last week at the Electrical 
Federation offices, Kingsway, Mr. J. A. Lycett, the managing 
director, presiding, in the absence of the chairman, Mr. C. 8. B. 
Hilton, who is in Canada. 

In proposing the adoption of the above report, the CHAIRMAN 
raid the year had not been one of many changes, and little of 
striking interest had transpired. In the balance-sheet they would 
notice that a further amount of debenture stock had been redeemed 
and cancelled under the trust deed, so that their liabilities were 
steadily diminishing. Under the item of loans against securities, 
there was a large increase, which was accounted for in whole by the 
loan from the Shropshire Power Co. At tbe meeting last year it 
was explained that the directors considered it would be in the 
interests of the company to acquire a controlling interest in the 
Shropsbire Power Co., and they had since bought and paid for 
57,312 shares of £5 «a:h. Owing to delays which, fom varicus 
unavoidable causes, had occurred in the transfer of the Smethwick 
power house to that company, and in other directions, the Shrop- 
shire Co. did not require all its funde, and deposited them with 
their company. Meanwhile, the dividends received balanced the 
intercst paid within a small sum; and as the Shropshire Co. 
gradually increased its business, that loan would be gradually 
reduced. Turning to the other side of the account, the item 
of discount in respect of detenture interest was shown 
separately for the first time in accordance with the provisions of 
the new Act, and there was also an increase under the head cf 
investments, which was accounted for by the investment in the 
Shropshire Power Co. Amongst the investments to which the 
auditors had drawn special attention was that in the Birmingham 
and Midland Motor-Omnibus Co., which caused continued anxiety 
to the directors. The motor-'bus business had been unfortunate 
and did not pay, especially in face of the Corporation’s electric 
tramway system. However, it was considered best to carry on the 
service, particularly where there was no direct tramway competi- 
tion, rather than to dispose of the assets at a disadvantage at the 
prerent time. On the whole, they might take it that the financial 
position of the company was sound and strong. Coming to the 
working accounts, the lighting section showed a very satisfactory 
increase of about £6,600, while the expenses had increased only by 
£4,000, leaving a net increase of £2,600 to transfer to profit 
and loss, а result on which they might fairly congratulate them- 
selves. Inthe traction section the working account showed that 
they had rather more than held their own with an increase of 
£960, but the expenses owing to a fuller service and the increase of 
rates, taxes, &0., had increased by £2,713, the net result being 
that about £400 leas was transferred to profit and loss—not an 
altogether satisfactory result, but one of which during a year of 
unprecedented trade depression they must not complain. Coming 
to profit and loss, while the balance from the working accounts 
showed an increase of £2,300, sundry receipts bad declined by 
£1,780, leaving a net increase on all accounts of about £500. 
Their investments had increased by nearly £7,000, due to the 
dividends received for the first timo from the Shrophire Co. That 
increase would have been in round figures £10,060, the full divi- 
dend on the Shropshire shares, bad it not been for the lower dividends 
received from the 3 тры The Wolverhampton tram- 

ways had only paid palo 1 per ов against 14 per cent. in the previous 
yeare, which represented a ye to ре аса; of about £800, The 


Dudley, Stourbridge and District Electric Traction Co. had only 
paid 4 per cent., as against 5 per cent., representing a loss of about 
£988; the Bonth Staffordshire (Lessee) Co. had paid no dividend 
on the preference shares, whereas last year it paid 3 per cent., which 
represented a loss to them of £1,194. Altogether the total 
shrinkage in their investments represented & sum of £2,982. On 
the other side, rates and taxes had increased by £1,200, and interest 
by £10,429, due to the loan from the Shropshire Co., which appeared 
for the first time. To sum up there was a balance of £23 ‚846 
transferred to the balance sheet, against £27,919 last year, the 
decrease being almost entirely due to the decreased dividends 
received from the subsidiary companies in which they 
had large interests. The directors thie year could only 
recommend a dividend at the rate of 24 per cent. The capital 
account during the past year showed only a moderate increase of 
£1,054 on the tramway side and £11,002 on the lighting. The 
accounts showed that that expenditure had been more than justified, 
and during the current year further development in the lighting 
business would demand further capital expenditure, all of which, it 
was expected, would be revenue-bearing at am early date. The 
Smethwick station sale had not yet been cempleted, for reasons 
stated in the report. Generally, although no great improvement 
could be expected in the near future, the outlook was not withont 
promise of better times. The development on the lighting ride was 
very marked, and promised well, although the difScmlty of main- 
taining prices on which they could live was very great. 

Мв. 8. R. BLUNDSTONE seconded the resolution, and the report 
was ыра 


The Paris Metropolitan Railway. 


THE report of the directors of the Compsgnie du Chemin de Fer 
Métropolitan de Paris refers, as usual, first, to the tunnel and 
other constructional works carried out by the city authorities on 
the three networks during the year 1908; and secondly, to 
tbe works executed by the company, sand comprising per- 
manent way and stations, generating station and sub-stations, dia- 
tribution of power, workshops and operations on the limes already 
in service. After mentioning that the 10 ventilating works, which 
consist of bays in the station upper floors or piers, were carried out 
in the year, it is stated that a mechanical stairway on the Mocquart 
system bad been established at the exchange station of Pére-la- 
Chaise, and a vertical lift is in course of construction at the exchange 
station of the Place de la Republique. The experiments made 
with mechanical ventilating apparatue, notably near the Station des 
Ternes on No. 2 line, had not yielded the resulte which bad been 
expected. On the other hand, the ventilation of the underground 
tunnels by means of baye, which give both light and air, appeared 
to be much more efficacicus, and the company’s efforts were all 
directed to this method. The length of line open to traffic, 
increased frcm £8 miles at the beginning of the year, to 
32 miles on April 21st, when tbe tronk from the Porte de 
Clignancourt to Cbütelet was started, and this mileage remained 
unchanged during the rest of the year. The accounts for the past 
two years include the following items :— 


1908. 1607. 

Share capital EET m £3,C00,0C0 £3,000 OCO 
Bond chpital ..  .. . 1,8£0,000 1,890 000 : 
Total receipts ... ssi 1,626,400 1.387, 200 
Workipg expenses we 6&3,400 598,200 
Municipal sbare in gross receipts 530,700 449 C00 
Net profits А Үр ‘a 357,500 340,000 
Dividend, per cent. is iei 8 7$ 
Number of tickets issued к: .. 229,700,519 194,629,282 


The company’s rolling stock at the end of 1908, comprised 488 
motor-ccaches and 463 trailers, as compared with 365 and 415 
respectively at the close of 1907, and au additional 128 motor- 
coaches and 74 trailers have been ordered and are in course of con- 
st:uction. All grades of employés increased from 8,680 on 
December 31st, 1907, to 4,114 on the eame date in 1908, and the 
System of granting bonuses to the various classes for the good 
management of the railway was maintained and: developed during 
the year. The amount paid in this way was £19,800, or £3,320 in 
excers of that devoted to the same purpose in 1907. In addition 
to this, tre company continued to interest itself in the building of 
workmen's dwellings for its employés, and at the end of 1908 the 
total advances reached £19,200, allowing for the erection of 76 
houses. The money is lent to the staff and workmen, partly at the 
rate of 2] per cent. with repayment to take place in 12 years, and 
partly at 3 per cent. with redemption in 20 years. 

The report proceeds to state that in all probability the year 
1909 will witness the completion of the second network for the 
putting in operation of the metropolitan transversal line from the 
north to the south, which is, perhaps, the most important, and 
certainly the most impatiently awaited of the company’s lines. It 
is hoped to open a portion of the third network in 1910, and the 
whole of it before the end of 1911. The increasing success of the 
work jointly pursued by tbe company and the city of Paris had 
had the double effect of giving rise to local competition, and of 
inciting the public to demand additional lines, which had been 
grouped in a supplementary network. The concession had been 
offered to and accepted by the company, tbe latter agreeing in 
return to grant a free interchange of passengers with the network 
of the Chemin de Fer Electrique Souterrain Nord-Sud. The law 
declaring the supplementary network of public utility had not yet 
been passed, but legislative ratification is hoped for before next 
Maroh. The agreement on the subject of the additional netwesk 
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has concluded the difficulties which would have arisen from the 
granting of the concession to & third party, and at the same time 
it will ensure for the public the advantages of uniformity of the 
system and of the fares. 


The Bombay Electric Supply and Tramways Co., Ltd. 


TRE accounts for the year 1908 record an improvement upon the 
operations of the company for the year 1907. The Bombay Co. is 
one of the snb:idiaries of the British Electric Traction Co., Ltd., 
and, of course, is a member of the British Electrical Federation, 
Ltd., which is also the creation of the B.E.T. 

The profit and loss account exhibits a cre dit balance of £42,474 for 
the year, after capitslising £2,407, being the proportion of debenture 
interest paid on unproductive outlay. With the sum of £2,889 
brought into the account a total of £45,363 is provided, of which 
the preference dividend . paid and accrued accounts for £35,977, 
leaving £9,385 to be carried forward to next account. There is 
thus not anything for the ordinary sharebolders. A glance at the 
balance-sheet, with the terms Dr. and Cr., and the somewhat 
ill-expressed titles of *' Capital Expenditure and other Assets," 
- and Oapital and other Liabilities,” leaves an impression that 
in the first and second items of the former, vis., Cost of 
Tramways in Bombay, &c, and Rights and Concessions,” &c., 
much is desired from the manner in which they are grouped 
-and marshalled. Frcm the present mode of exhibition little is to 
be learned except the large total which the expenditure has 
attained. £702 has been written cff the suspense account, being 
the excess of expenses over receipts in the electricity supply 
department, leaviog as an Asset or Capital expenditure" 
£2,101 odd. As the working account of the electricity supply 
section shows a gross profit of £7,976, there is no justification for 
the retention of the balance of the suspense account in the balance- 
sheet. Of course one knows the usual argument. There is no pro- 
vision for depreciation; nothing has been written off preliminsry 
expenses, which are apparent'y hidden in the recesses of “Rights 
and Concessions," whilst similarly the item of Cost of Underwriting 
and Issuing Capital" has received indifferent attention. 

Presumably the board will be extinguishing the balance of the 
horse tramway expenditure account, which appears at a respectable 
amount, now that electric traction has taken the place of horse 
traction. 

There is but little to note further save that the directors during 
the present year offered £150,000 5 per cent. second mortgage 
debentures to bearers for subscription at 944. There is already 
£600,000 45 per cent. debenture stock, во that the debenture 
ac:ount and the preference shares will require for their service in 
future a yearly sum of £70,500. U 

The B. E. T. have a peculiar affection for the term perpetuity. 
In the debenture prospectus, to which reference has been made, it 
is stated that, subject to the right of the Municipal Commissioner 
of Bombay to determine the concession in the event of the com- 
pany failing to observe certain of the terms thereof, the concersion 
is in perpetuity, eave that the municipality, or in the event of the 
municipality not electing to purchase, the local government, has 
the right to purchase the combined undertaking on the terms 
stated at the end of 42 years, 56 years, or 63 years from August 7th, 
1905, or at the end of any subsequent period of seven years" A 
perpetuity means for ever"—witbout qualification. Surely 
there i8 no perpetuity about the concession. 8 


Marconi's Wireless Telegraph Co., Ltd. 


TBE ordinary general meeting of the above company was held on 
Monday at River Plate House, Finsbury Circus, E. O., under the 
chairmanship of Commendatore G. Marconi. 

The CHAIRMAN, in moviog the adoption of the report (see ELEC- 
TRICAL REVIEW, Jt ne 25th, page 1057), explained that he occupied 
the position owing to the resignation of Bir Charles Euan Smitb, 
the caute of which tt ey all regretted. Since that report was issued 
the position of the company had continued to rspidly improve. 
New important orders for stations and plant bad been received 
from the Portcguese and Greek Governments, and the value of 
orders in hand that day amounted to over £100,000, with every 
prospect of a very substantial increase in the immediate future. 
As stated in the report, the trans-Atlantic station at Clifden had 
been completed, although, unfortunately, owing to the delay of 
certain manufacturers, a delay of nearly віх months ocurred. It 
was, however, a matter of satisfaction to himself to be able to say 
that the plant had in every way come up to bis expectations in 
regard to efficiency. In regard to the corresponding station at 
Glace Bay, Canada, the machinery had already been completed, 
and was now nearly all delivered, and he did not expect that 
more than a month would be required for its eff tient erection. 
The limited service across the Atlantic which had now been estah- 
lished for over 18 months had continued to give satisfaction to its 
principal users, but this service, although exceedingly useful to the 
company, had been very diffi:ult to efliciently maintain whilst 
additions and alterations were being constantly carried out at the 
terminal stations. He bad no doubt that a very great extension of 
the trans-Atlantic service might be anticipated as soon as the com- 
plete duplication of the station in Canada bad taken place, which 
would enable the company to accept from 15,000 to 20,000 words 
per day for transmission across the Atlantic, between the stations 
at Clifden and Glace Bay. The board expected about the end of 
August to be io & position to invite the Post Office to give effect 
to their agreement with the Postmaster-General relative to the 


acceptance and delivery of the company's trans-Atlantic messages 
at Government telegraph offices throughout the United Kingdom. 
The board had had to face and overcome arduous tasks and 
numerous difficulties as a thorough reorganisation of the adminis- 
tration of the company, and of some of the associated companies, 
was not only desirable but imperative. This, in his opinion, bad 
been so far as possible carried out, and although some of the changes 
involved 8 certain expenditure, nevertheless the result had been a 
considerable saving in current expenses. The board was glad to 
state that the fear it had once entertained in regard to the ratifica- 
tion of the Berlin Convention by His Majesty's Government being 
detrimental to the maritime business controlled by the company, had 
80 far not been realised, and a considerable addition bad been made to 
the number of ships carrying the Marconi system. This was an 
eloquent proof tbat even under what certain foreign Governments 
called conditions of open competition, the system controlled by the 
company had proved able to more than hold its own against other 
systems, even although these were powerfully assisted by Govern- 
ments which considered their development a question of national 
and political importance. The assistance rendered by the com- 
pany’s organisation of wireless telegraphy to the ss. Slavonia was 
still fresh in the memories of all. The two assisting ships, the 
Princess Irene of the North German Lloyd, and the Batavia of the 
Hamburg American Line, were among the ships fitted with the 
company's system shortly after the accident which resulted in the 
sinking of the White Star Liner Republic in the North Atlantic on 
January 23rd,on which occasion also the efficiency of wireless 
telegriphy as worked by the company, was во fully and unquestion- 
ably demonstrated. It should be gratifying to the shareho;ders to 
know that wireless telegraphy was beginning to be considered 
every day more and more bv the Press and the general public as 
likely to afford the most efficient and economical method of ratis- 
factory telegrapbic communication between the distant parts of 
the British Empire. Having quoted from an article in 
the Times of June 26th, and referred to the resolutions 
passed by the Imperial Press Conference, the chairman 
said that the stations cn his system erected by the Italian 
Government on the Somaliland Ooast of Africa had now 
been completed and were working satisfactorily. The location of 
tho:e stations being within a few degrees of the Equator was 
evident proof that no serious difficulty existed in regard to the 
efficient working of wireless telegraphy to the tropics. Віасе the 
last meeting arrangements had been made on satisfactory terms 
with the Meteorological Offices in London and Hamburg for the 


supply of weather reporta from vessels crossing the Atlantic. 


Their relations with H.M. Government were now on a most satis- 
factory basis, and the directors expected that every support would be 
given by the Government to the development of the company's 
affairs. Whilst it was an undoubted fact that the complete financial 
success of the company was dependent on the full working of the 
trans-Atlantic stations, yet it was also undoubtedly true that a very 
large measure of success could now be obtained by the execution of 
orders in hand, which were coming in from all parts of the world. 
When it was realised that many foreign countries and Colonial pos- 
sessions were now inclined, for economi»al reasons, to utilise wireless 
telegraphy in place of theordinary wire communication, it was easy to 
understand what an enormous field existed for the manufacturing 
branch of the company. In regard to the balance-sheet, the board 
had every reason to be satisfied with the position of the company, 
and with the smount of work which had been carried out during the 
time under review. The directors, after careful consideration, and 
with the approval of the auditors, agreed that it would be un- 
necessary and inadvisable, if not misleading, to present a profit 
and loss account with the balance-sheet for the period ending 
December 31st, 1908, for the reason stated by the chairman at the 
last annua! general meetirg, namely, that pending the completion 
of the long-distance stations it would be a matter of considerable 
difficulty to prepare a reliable profit and loss account, on which 
point there would be a considerable difference of opinion as to the 
amount to be capitalised. The value of the shares in associated 
companies should enormously appreciate when the high-power 
stations across the Atlantic were in full working order, and it was 
an undoubted fact that thosa shares were amongst the most valu- 
able assets of the company. Since the issue of the report tbree 
influential gentlemen had consented to join the board, viz., Mr. 
Hammersley Heenan (of Messrs. Heenan & Froude, Ltd., engineers, 
Manchester and Worcester); Mr. Frederick Whowell (managing 
director of the Bleachers’ Association, Manchester), and Captain 
Н. R. Sankey, R.E. (late director of Messrs. Willans & Robinson). 
In conclusion, the Chairman expressed his indebtedness to his co- 
directora for their assistance in the work of the company. 

бів CHARLES Evan SMITH, in seconding the motion, said that the 
courage, patience aud consideration which the shareholders had 
shown to the board could not be sufficiently appreciated by them. 
That had enabled the board to meet them from time to time fully 
confident of the strength of the enterprise in which they were 
engaged, and to persevere with the work until it was brought to a 
successful conclusion. The board firmly believed, after all the con- 
sideration that had been shown them by the sbareholders, that the 
company was at last within reach of ita reward. They sincerely 
hoped that was the last time they would meet them without pro- 
mising them a dividend. There were three extremely satisfactory 
features in connection with the company—the first was the constant 
and ceaseless expansion of the business in every quarter of the 
inhabitable globe; the second was the dissipation of the bogey which 
weighed upon them so long as to the serious results to be expected 
at the termination of the Berlin convention, and the third was the 
belief that it would not be long before the Government made it 
imperative and compulsory on all passenger-going ships to install 
wireless telegraphy of one form or another. The answer given in 
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tbe House of Commons to a question put by Mr. Rees as to 
whether His Majesty's Government would not consider this a proper 
time to introduce legislation, was by no means discouraging, and 
i* might be considered, under the circumstances, quite satisfactory. 
Their chairman had made considerable personal sacrifices to tide 
them over the worst part of the period they had gone tbrough, and 
the board were extremely sensible of what he had done for the 
company, and they hoped he would soon meet with the reward to 
which his efforts were richly entitled. | 

Мв. HAMMEBRSLEY НЕЮЕНАН, who had just joined the board, 
remarked that he tbought before long there would' be a great fight 
between the telegraph companies. There were 80 millions of 
capital invested in cable telegraphe, and he felt perfectly certain 
that if they made attempts to run wireless telegrsms over the 
world, the directors and shareholders could not take it lying 
down. One thing the company had to do was to preserve every 
patent and every secret they had got, in order to maintain their 
service. He bad seen the station in Ireland, and he had no hesita- 
tion in saying that a better installation he had never seep. Indepen- 
dent of having the installation up-to-date, and twice as powerful as 
it need be, they had everything in duplicate. He had been assured by 
Mr. Marconi that the station on the other side would be as efficiently 
equipped. As to the cost of the stations, he put them as £50,000 
each, which meant a capital outlay of £100,000 for the two 
stations. The price of an ordinary cable was.£1,000,C00, and there 
was a heavy item every year for wear aud tear. They had, there- 
fore, with the Marconi system, £100,000 against £1,000,000 to pay 
dividends on. Taking an instance of their sending 25 wordsa 
minute at 3d. a word for 360 days of 24 hours in the year, they would 
earn £460,000 each way, making close on a million sterling on a 
£100,000 capital. The profits the shareholders could work out 
for themselves. | 

Мв. F. WBowELL, another new director, remarked that, when the 


station began to receive messages from the other side, there would 


bean enormous fnture for the company. The staticn in Ireland 
was built and fully equipped on the most sound engineering 
principles. 

The resolution was carried unanimously, withouta single comment 
from the shareholders. 


"Harper" Electric Piano Co., Ltd,—In the report 
for the year ended June Ist, it is announced that Mr. C. Martin 
Hesse, a large shareholder, has accepted a seat on the board. The 
total net profit, after writing off bad debts and depreciation on 
fixtures, fittings and lease, and providing for debenture interest, 
amounts to £967, which, with £960 brought forward, makes £1,947. 
Interim dividends paid for the two half-years of 1908 on the pre- 
ference аһагев at the rate of 10 per cent. per annum abtorb £498, 
leaving £1,448. The directors recommend dividends on the pre- 
ference shares for the past balf-year at the rate of 10 per cert. per 
annum, and on the deferred shares at the rate of 5 per cent. per 
annum, leaving £1,149 to carry forward. 


Eleetric and General Investment Co., Ltd.—The 
report (as quoted in the Financier) states that the gross profit on 
transactions of the year was £11,565. After deducting all general 
chayges and the interim dividend already paid on the preference 
shares, and providing for the proportion of the final dividend 
accrued on the preference ehares to May 31st, there remained a 
balance of £4,095. Asa further reserve to meet the depreciation 
in tbe company's investment and loan securities, tbe directors bave 
carried this amount to the contingencies fund, thereby raising the 
smount to the credit thereof to £71,651 as at May 3ist. The 
trustee for the ordinary shares reserve fund proposes to distribute 
the sum of 6d. per share out of the dividends received on tbe trust 
investments. The trustee for the founders’ shares reserve furd pro- 
pores to distribute the sum of £8 per share out of the dividends 
received on the trust investments. 


W. & T. Avery, Ltd.—A final dividend of 73 per cent., 
making 10 per cent. for the year ended March 31st is reccm- 
mended. i 


Apglo-Argentine Tramways Co., Ltd.—The directors 
have declared the following dividends :— 


Interim dividend to June 80th in respect of the profits for the first balf of the 


year 1609, at the rate of Bs. per share on the 6 per cent. cumulative first prefer- 
ence shares, being at the rate of 6 per cent, per annum, less income-tax, pay- 
able on July 1st. ; 1 
Dividend of 5s. per share оп the cumulative tecond preference theres, being 
at the rate cf 10 per cent. per annum, Jers income-taz. payable on July lst. 
Further 20. (d. per share on the cumulative thira preference shares Nos. 
1,080 008 to 1,£50,CC7, being at the rate of 5 per cent. per annum, Jess tax, and 
at the late of 18. 2 62d. per share on the cumulative third preference ehares 
Nos. 1,S€0,(C8 to 1,£10,C67 (being at the rate of b per cent. per annum frem April 
Brd to June z0th), less tax, payable cn July 1st. 


Greenwoed & Batley, Ltd.—The report for the year 
ended March 31st last states that, after providing for interest on 
the debentures and expent es of management and making due pro- 
vision for doubtful debts, the accounts show a profit of £7,643, 
which, with the balance at credit of profit and loss at March 3lef, 
1908, of £5,641, makes £13,094. Tae directors have written off 
£4,000 for depreciation, and they recommend that a dividend for 
the year ended March 31st last be declared at the rate of 7 per 
cent. per annum on the paid-up cumulative preference share 
capital, abtorbing £7,028, and leaving £2,C66 to be carried forward. 
Tue directors Lave also travef- rred £15,0C0 from reserve account 
in reduction of the book value of investments in subsidiary and 
connected companies, 


` the past year showed a prcfit of 241,031 marks. 


Globe Telegraph and Trust Co., Ltd. 


Тнв meeting of this company was held on Thursday of last week 
at Electra House, Finsbury Pavement, the Marquis of Tweeddale 
presiding. 

The ОнАтвмАН, in proposing the adoption of the report, said the 
accounts showed a slight falling off, as compared with the previous 
year, but it should be remembered that those acccunts were excep- 
tionally good, and indeed were the best they had ever presented to 
the shareholders since the inception of the company 36 years ago. 
The receipts for the year, after deducting expenses, amounted to 
£207,347, against £201,295 last year, or a difference of 
£2,948. They had already paid to the ordinary share- 
holders the usual three quarterly dividends and the interim 
dividends at the fixed rate of 6 per cent. on the preference shares. 
Those together had absorbed £131,769, and the directors now re- 
commended the payment of a final dividend on the ordinary shares 
of 5s. 6d. per share net, which, with the previous distributions, 
made a total dividend for the year on tbose shares of 52 per cent., 
as against 52 per cent. last year. That, together with the final 
payment of 3s. per share on the preference shares, absorbed 
£75,479, and left £27,305 to be carried forward to the next account, 
being £100 more than that carried forward this time last year. 
Turning to the accounts, they would observe that their receipts 
from the different companies in which they held investments were, 
with the exception of four, practically the same as last year. The 
exceptions were the Direct United States Cable Co., the Great 
Northern Telegraph Co. the Telegraph Construction and 
Maintenance Co. and the Western Union Telegraph 
Co. Their receipts from the Direct United States Cable 
Co. bad fallen off to the extent of £746, their divi- 
dend being at the rate of 4j per cent. this year, ss 
against 43 per cent. last year. The Great Northern Co., in which 
they had only a small holding, bad yielded them about £50 less, 
their dividend being at the rate of 18 per cent., as against 20 per 
cent. in the previous year. The Telegraph Construction and Main- 
tenance Co. had also reduced its dividend from 17j per cent. to 
15 per cent., which made a difference to them of £1,094. The 
receipts from their shares in the Western Union Co. showed a 
diminution of about £257, their dividend being £2 15s. 10d. per 
cent., as against £3 8в. 10d. per cent. in the previous year. The 


losses which the Western Union had suffered were not only due to 


the general depression in business, but still more to a prolonged 
and costly strike. That strike was now over, and the prospects of 
the company bad undoubtedly improved, and they might expect 
better results from that investment during the current year. 
Having referred to a grant of £250 which the board bad made to the 
widow of tbe late Registrar, who bad been in the service of the 
company for nearly 40 years, the chairman said that by a re- 
arrangement of the staff a reduction had been made in the yearly 
charges. The present value of the investments, he stated in con- 
clusion, showed an increase over the original cost of £230,000. 

Вів JaMES PENDER seconded the motion, and the report was 
adopted. 

Acknowledging a vote of thanks, the Cuainman eaid that no 
doubt proposals would be made in regard to chespening rates, but 
no definite proposition had yet reached the directors. When it did 
he had no doubt it would receive the consideration which was due 
to it, and they might rely upon it that tbe interests, both of the 
shareholders and the public, would be thoroughly well considered. 


Stock Exchange Notices.—The Committee have ordered 
the following securities to be quoted in the Official List :— 
Central Electric Supply Co., Ltd.—Further issue of £63,124 4 per cent, 
guaranteed debenture stock. 
Highlands and Lowlands Para Rubber Co., Ltd.—123,646 shares of £1 each, 
16s. paid, Nos. 1 to 7 and 181,462 to 806,(00; and 182,952 shares of £1 each, fully 
paid, Nos. 8 to 181,461 and 306,001 to 806, 498. 


Bukit Rajah Rubber Co.—For the year ending 
March 3let the net amount at credit of profit and loss account is 
£39 278. A final dividend of 31 per cent. isto be paid on the 
ordinary shares, making 55 per cent. There is to be placed to 
reserve fund £500, to depreciation £5C0, and carried forward 
£1,593. 


~ Vulcan Boiler and General Insurance Co.—The 
directors have declared an interim dividend of 4s. per share. 


Sao Paulo Tramway, Light and Power Co.—The 
warrants in respect of the quarterly dividend of 24 per cent. were 
to be posted on Wednesday. 


Eastern Tel«graph Co., Ltd.— The directors announce 
a dividend at the rate of 34 per cent. per annum, less income-tax, 
on the preference stock for tbe quarter ending 30th ult., and a 
first quarterly interim dividend cf 1] per cent. on the ordinary 
stock, free ct inccme-tax, in respect of profits for the year ending 
December 31st, 1909. 


Turbinia German Parsons’ Marine.—The report for 
General expenses 
amounted to 79,278 marks. A dividend of 10 per cent. is recom- 
mended on the ordinary, and 8 per cent. on the priority shares. 
The total number of ships afloat and under construction fitted with 
turbines of the company’s system at the end of April amounted to 
273, With 34 millions horse-power. Ja conjunctio 1 with the firm 
of Brown, Boveri & Co, the company has acqu.red an interest in a 
large German shipbuilding yard. 
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TRAFFIC RETURNS. 


E Fort- 
Locality. . night 
Aberdeen .. June 23 
1 Ayr ew ee @e ээ 26 
Bath o co |» 9 
Belfast oe ө »9 25 
Birkenhead.. » 27 
Birmingham Corp. » 19 
Blackbu э 28 
Blackpool-Fleetw'd , 26 
Bolton s ee e 27 
Bournemouth e|» 28 
Bradt ee oe »» 12 
Brighton ee oe » 27 
Bristol ET ej» 95 
Brit. Elec. Trac. Co. 
irdrie * 50 18 
Barnsley .. . » 18 
Barrow... ee »" 18 
Cavehill .. | n 108 
Devonport ee n 18 
Gateshead oe FT] 18 
Gravesend | 18 
Greenock. . ee " 18 
Hartlepool ее LIT 18 
Kidderminster .. » 18 
Leamington oe [I] 18 
Merthyr. .. elp 18 
Metropolitan „% 18 
Middleton T 18 
Mid. Joint Com’ tee » 18 
Oldham—Ashton n 18 
Peterborough .. „ 18 
Potteries ee е» [1] E 18 
Rothesay » 18 
Bouthport. . » 18 
B. Metropolitan .. » 18 
Swansea .. л » 18 
Tynemouth "CONTE 
eston-s-Mare ee "n 18 
| Worcester ex 5» 18 
Wrexham » 18 
Yorks. Wool. Dist. n 18 
Miscellaneous .. | , 18 
Burnie ey ge 26 
Burton-on-Trent . „ 27 
Bury ee ee oe 95 27 
+Cardiff .. "NE 
Carlisle m 26 
Chatham and Diet. „ 2 
Cork ee eo . ээ 24 
Croydon. ws ayo 18 
Darlington .. А » 26 
Darwen oe os | 25 
Dover е Е @e LET 19 
Dublin © . » 25 
Dundee is „ 28 
East Ham .. T » 26 
Exeter oe ‚| „ 25 
Glasgow oe 4. 26 
Hastings  .. А „ 24 
Huddersfield К өө 
Hull .. a T » 96 
Ilkeston we | y. B 
Ipswich `.. oo | ›› 26 
Hilmarnock:: „ 19 
Lan'kshire Trm. Co. „ o 
Lanoasbire ишш „ 23 
Leeds б» » 19 
Leicester 4, 26 
Leith ee LÀ ia) 19 
Liverpool . • n 19 
t . C. * oe oe 77 12 
London United .. | „ 26 
Lowestoft .. i » 26 
Manchester.. ee „ 26 
Newcastle .. А „. 26 
Newport . » 19 
Oldbam ee ee [I] 26 
Pontypridd .. sb „ 26 
Portsmouth os vs 
Preston es oo | » 28 
Rotherham .. А » M 
Balford ә e. » 2l 
Sheffield ee oe 11] 27 
Southampton |» 28 
+ Southend-on-Sea es » 23 
South Shields i ee " 26 
Swindon " ee ee 
тейде. Tm eo | » 23 
allasey oo es » 12 
Walthamstow e. | u 28 
Wost Ham ee ee »n 17 
Wolverhampton. , 24 
Baker Bt.-Waterloo | ,, 26 
Cen. London Rly... | „ 26 
Char. +, Bus. Hamp.) ,, 26 
& B. » Rly. n 27 
Du in-Locan Rly. 99 25 
G.N, and City Bly. n 26 
С хы Pry. 4 $n. | „ 26 
lOverb'd Riv. | „ 27 
115 andudno-Col. Bay ,, 18 
Mersey Railway ..| „ 26 
Metro litan Rig. ee 97 27 
Met. trict Rl T 26 
Ано Атеш. ee » 21 
Auckland ‚ 18 
Bombay (B. E. T). ee May 27 
Brisbane. Я May 
Calcutta P June 96 
fCapeElectricT. Ld, is 
§Kalgoorlie, W.A... | May 
Madras we June 15 
Melbourne.. oe oe 
Lisbon oe oe oe 
erth W. A.) os » 95 


gu tor 
ТЕБЯ 
8 4* 
2,840 |— 15 
6:3 — 66 
1,588 — 
7,002 |+ 184 
2,063 — 102 
12,207 —1, 575 
2,189 — 62 
1.823 — 995 
4,628 — 496 
8,061 — 57 
9,784 |— 560 
1,829 |— 97 
10,766 |+ 768 
444 |— 1 
803 |— 83 
488 — 97 
227 |+ 98 
714 |— Саз 
1,915 — 187 
405 — 111 
1,259 |+ 173 
476 |— 88 
191 |— 199 
838 |— 151 
410 |— 60 
19,818 |—1,869 
814 |— 189 
11,107 — 2, 783 
1,150 — 156 
218 |É— 79 
8,330 |— 419 
£05 |+ 127 
634 |— 279 
1,564 |— 543 
1,822 |— 845 
558 |— 126 
888 |— 218 
553 |— 167 
188 |— 47 
1,770 |— 241 
418 |— 46 
9.419 |— 29 
545 — 2 
2,215 |— 878 
4,293 |— 826 
851 — 26 
1,592 | 70 
2.804 — 681 
870 — 9 
501 — 6 
t8) |— 77 
11,273 |— 412 
2,374 |— 67 
2,008 |+ 240 
6M |— 28 
85,875 —1.939 
4,405 |+ 48 
274 |+ 4 
703 |- 12 
292 — 2 
2,613 — 106 
9,614 — 252 
19,685 — 5:8 
4.501 |— 42 
1,202 |-- 148 
21,257 |—1,46! 
74,358 —1,728 
5201 — 2, 118 
352 — 58 
99,018 |—1,548 
9,765 223 
1,280 |— 322 
3,523 |— 634 
775 |+ MI 
1,425 |— 59 
1,189 1+ 24 
8,822 | -2,115 
11,202 |— 178 
2,086 — 28 
989 |+ 101 
1,180 |— 182 
1,698 |+ 124 
2,018 |+ 87 
1,449 — 50 
4,417 |— 685 
6,760 |+ 685 
11,610 |— 8,226 
,900 |+1,210 
6,459 |+ 225 
805 |+ 16 
2,708 |— 274 
11,880 |+ 690 
2,839 — 95 
638 — 228 
8.805 |+ 14 
84,858 |+ 1,827 
91,895 |4- 2,706 
71,018 |-- 7,188 
14,218 |-- 8,180 
4,895 |+ 204 
16,651 |4- 1.003 
6,622 |+ 1,615 
8,745 T 


9,195 1+ 188 
* Compared with the corresponding period of 1908, 


No. | 
ot 
WES., 


1 Includes borse, steam and other receipts, 


Total to date, 
‚4 a 
4,787 — 43 
1,786 |— 124 
17,008 |+ 550 
47,339 |+ 1,469 
18,294 |— 458 
15,405 |+ 254 
14,910 |— 261 
10,711 807 
| — 558 
20,182 286 | 
57,003 |+ 1,858 
5,202 — 87 
8,998 |— 148 
5.154 — 850 
1.815 — 151 
8,898 — 1,725 
28,578 |— 48 
4,617 |— 167 
12,180 |+ 285 
5,140 — 116 
2,249 |— 187 
8,769 |+ 154 
5,91 19 
140,596 | + 12,692 
7,80 |— 446 
132,386 |— 3,725 
13,210 |— 898 
2,577 |— 198 
42,168 |— 1241 
2,655 |4 R2 
6.289 |— 196 
17879 |.— 74 
21,894 |+ 546 
4,171 | + 88 
1,808 |+ 224 
6,157 |— 56 
2,964 |— 90 
91 0:8 |— 495 
4,046 |— 45 
8.866 — #6 
15,205 — 448 
25,100 — 439 
3,92 — 110 
19 118 | + 1,157 
9,907 |— 937 
17,210 + 214 
2,112 |— 160 
8,154 |— 105 
2,304 — 139 
128,541 |+ 895 
6.644 — 276 
12,758 |+ 1,955 
4, + 683 
66,183 |+ 319 
90.813 |+ 162 
1,591 !— 187 
4,841 | + 15 
747 |— 56 
30,379 — 1,856 
31677 i— 1 
18,204 + 2,956 
3,117 |+ 394 
255,312 — 2,949 
376 657 | + 19,392 
144,559 1—18,0 25 
5,107 — 6 
188,991 |— 
50,666 | + 
7,944 — 
95,792 — 1,676 
5,051 — £86 
7.469 — 
54,501 |— 
75,838 |— 
12,617 |— 
5,627 |+ 
6,985 | + 
11,072 | + 
9,826 |+ 
8,651 |+ 
26,593 | + 
9,856 p 
88,060 |+ 7,470 
139,118 |—17,196 
97,240 | + 15,950 
81,815 |+ 1,859 
8,165 | + 
145,115 |+ 9,375 
84,287 |— 2,854 
4,856 |+ 1,640 
49,200 |+ 1,454 
202 718.512 
248,285 | + 28,911 
982,502 |-- 56,595 
83,101 711.794 
68,704 |+ 8,110 
18,621 : 
86,087 |+ 204 
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STOCKS AND SHARES. 


Tuesday Afcernoon. 


Тнв sails of the Stock Exchange ship flap idly, there being barely 
a breath of breeze to stirthem. Only in rubber shares can it be 
said that anything approaching animation obtains. After being 
intensely busy for a few weeks, brokers and jobbers chafe at the 
sudden alteration, and are at some loss to know where to lay the 
blame. Speculation in mining shares has come to well nigh a full 
stop, and the consequent fall in prices led to failures. As for 
investment stocks, prices ought to be good, judging from the con- 
dition of the money market; but, in point of fact, Consols are 
weak, and the general range of better-class stocks — Home Railways 
excepted—are depressed in sympathy. 

Mexico Tramways slumped from 137 to 123}, following upon 
а drop of 8 points in the week before. The 5 рег cent. gold 
bonds lost 14. Mexican Light and Power Common shed no more 
than half a point, but the Preference fell 34, making 6 in the 
fortnight. Rio Trams are fiat at 83, and Sao Paulo fell to 1464 ex 
dividend. 

This further slump in quotations is attributable to financia[ 
difficulties of weak- holders who were forced to realise. With 
nothing cheerful in surrounding markets to make the outlook 
hopeful for the immediate present, prices simply tumbled of their 
own weight, and were at times marked down without stock 
chingiog hands. Whether the time has come for buying Mexican- 
Canadians yet, we are not in the least disposed to prophesy, but it 
is in the nature of Stock Exchange prices to rally after any severe 
and protracted fall. The market in these issues, however, is so 
nervous and timid now that there might be another swoop down 
before recovery set in. 

Home Railway stocks, as we write, are in a condition of exceed- 
ingly subdued hopefulness. The Coal Conference on the Wednesday 
in this week may alter the complexion of affairs for the worse, but 
at the moment anticipation leans to the view that an amicable 
arrangement will be reached, and feara of a strike once more 
averted. Hence prices are fairly firm, and the only section where 
this tendency fails to permeate is the luckless "tube" market. 
Central Londons are distiactly weak, for the Exhibition reason 
recorded here last week. City and South London also receded, and 
Et London fell back t£» 33. Oa the other hand, Metropolitan 
Consolidated has moved up a little, and Districts keep very firm 
at 174, the disreputable weather being humorously bailed as a 
bull-point. The 4 per cent. Debenture stocks of the Underground 
Riilways group are strong in tone, and the higher figure of the 
quotation for Bakerloo Debenture is par. London United Tram- 
ways Preference coatinue flat, and the 6 per cent Income bonds of 
the Underground Electric Railway are a point lower, although the 
Prior Lien bonds have regained their slight decline. 

The ex dividend markings of last account-day included London 

United Trams 4 per cent, Debenture, the price being put down to 
66, British Westinghouse 4 per cent. Debenture, where the 
quo ation was lowered to 40, and Brash Electrical 44 per cent. 
Second Debenture, now standing at 29. Upon all of these the 
interest has been regularly met, so far. 
Telegraph and Telephone issues are, on the whole, inclined to 
dulness. The alterations are small, however, and there is no 
movement of importance to record. Marconi’s regained ү; after 
the meeting of the company. American Telephone and Telegraph 
recovered half the dividend deducted from the price. National 
Telephones are not affected by the failure of a Stock Exchange 
member who used to deal largely in the stocks. 

City of London Ordinary and Preference shares show small rises, 
and Bromptons fell 4; except for these, the English electricity 
supply list is featureless. The only other changes are those pro- 
duced by ex dividend markings. 

. shares show some irregularity. Babcock & Wilcox 
fell z. British Aluminium Ordinary and 6 per cent. Preference 
weakened, while the7 per cent. Preference advanced, only to recede 
again. Electric Construction Preference rose another 2s. 6d., 
bringing the price to 111. Willans & Robinson Preference are yy 
lower. Rubber shares provide the Industrial market with its main 
attraction at the present time. The Vallambrosa Company has 
declared a dividend making 80 per cent. for the year, and the 
continued strength of rubber itself, has led to lively hopes of 
bumper dividends on other companies’ shares. As already 
observed, the rubber share department is one of the strongest in 
the Stock Exchange, and stands out with peculiar cheeriness 
against the background of general drabness colouring most of the 
other marketa, 

British Electric Traction Ordinary and Preference fell after the 
issue of the report, Tramway and Traction shares are quiet, with 
the exception of the issues already mentioned. 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


- TS jasiness done 
Closing Closing | — Rise +! Present 
NAMB, | or Dividends for the last | Quotations Quotations week e or Yield 
Share, four years, June 22nd. | June 29th, se a Fall —|per cent, 


Lu 1308.| — | Ice Lowe. d sd. 


Amason Tel Co.'s shares, Nos. 1 to 25,000 10 Nil | Nil 21— 5 21 — 81 oF oe T Nil, 
Do овара о 1 100 5 % 94 — 96 x x 4 


. до. Debs., Ов. 1 to 1,250 Red. 5 a 5 & 94 — 96 = ee. b 0 
American Telephone & Telegraph, Cap. Stock .. | $100 8 8 8 % | 144 —145 143 —144 xd АА i» e? 511 1 
Do. Collat, Trust, 4% eu 10 аа) $1000 49% 149 4% | 984—100} 984—1004 ні К 4 3 
460 ЖНА ры Таар T T ee | Btock 85 B495 |23 46. 55 — 58 56 — 58 T T 510 1 
| Do. do. ‚ do. .6% Pret, ee өө | Btock 6 6 6 99 —1C0 99 —100 99 519 8 
Do. do. | do. Deferred os  « | Stock 1 1 8 15g — 158 158— 15g 10h 15,4 .. 5 0 
Anglo-Portuguese Tel., 6 % Mort. Deb. Btock Red, | 100 b b 5 % | 1004 —1024 102 —104 А +14 416 2 
Chili Telephone, Nos. 1 to 44, ‚ө P^ ба 5 5 8 — 8ğ o е 415 6 
Commercial Cable, Sting. 600 year 4% Deb. Sk. Red. | Stock 1444 4% 905 — 034 89 — 91 xd | 90 89 4 111 
Cuba Telegraph oe ee .. ee .. .. 10 D б 6 6 96 88 — 8 8 6 15 6 
. h а тас Ora, ee ee ee 10 ү P P 926 ү - [^ Б х= 18 * 4 к : 
Direct Bpanis egraph, . ee . . кы а 
А A 0 % Cum. Pret, T b 5 |10 10 0$ 87— 9 EE ч 88 oe — à 512 8 
Do. do, 44 Debs, ee ee 50 44 1003 —1024 1 —102 аа B 15 4 
Direct United States Cable «| 2 4 tte 12g— 184 125 — 13% 1219 | 122 610 0 
Direct W. Indis Cable, à % Réf. Deb. 1 t0 1,200, R. 100 4 4 101 —105 101 —103 2: 4 8 8 
Eastern Telegraph, Ord. in we „% ‘70е ПОК 7 7 7 132 —185 130 —183 135 131 —2 5 5 8 
Do. Pref. Stock.. ..  ..| 100 83 84 34 854— 87 85 — 87 964 St — i 406 
4 ort. Deb. Stock. Red. | Stock 4 4 4 108 — 105 104 —106 105 104 | +1 815 6 
Eastern Extension, Australasia, and China Tele 10 1 1 71% | 114— 128 112— 12i 124 | 118 618 3 
"PC, TI eb. Book. маана, | 998 4444 44 | 102 —104 102 —104 1084 81611 
К e о. Tel., t. (Mauritius a Vx 
Sub.) 1 to 8,000 | 25 495|(496|4 % pa 102 100 —102 жг T 818 6 
Globe Telegraph and Trust .. .. .. «os 10 54% | 54% | 539% | 102— 11 101— 15124 10; 104 ‘a 5 7 0 
Do. do, on Pret... .. oe 10 6 6 6 do 13 T 1 124 — 15 xd 13 .. Li 4 9 ‚9 
„ Леа Жайнар, о Dope 4 * TEM v 10 20 20 8 % | 27 — 28 27 — 28 27 ne e 6 8 7 
y erm e, BÙ ort. of FRA í as: ; : 
Mm bes eben Por Minin Nes ela mal] e (ux e ae %% mic | mom | 2| 2 a 
0 .. ee ee * ^o — X = . ee 
—— Mackay Com es — TET a чой | IND 2 84 4 4% | 80 — 81 80 — £4 $2 E» 415 8 
Do. о. 4% Cum. Pref, .. "- .. | $100 4 4 4 4% | 74 — 79 74 — 19 ө T 5 5.8 
894,190 | Marconi's Wireless Telegraph .. .. .. .. 1 |N Nil | Nil |, .. 1 j ;m 8 15/9 | 12/9 +4 Nil 
72,680 | Monte Video Telephone Co., Ltd, Ord. xe vá 1 5 6 % | 6 6 — — » $5 6 00 
86,492 . ; do. 0. 5 Pret. ee 1 Б 5 Io 5 5 A oM + ee ee 5 12 11 
2,225,000 | National SEP, Pret. Stock өө өө .. | 100 6 6 9516 6 107 —1 107 —108 108 1 К 510 7 
15,000 | Ро. do. dm Ist. Pref. ..  .. 10 6 6 |6 6 101— 11 lug— 11 Р n 5 9 1 
15,000 DR ^^ do. 6 % Cum. 2nd Pref. .. si 10 6 696516 6 % | 10 — 10 10 — 10} E Y 
250,000 Do, do. 5 96 Non-cum. Вга P., 1 to 250,000 5 5 595165 5 514 — 5 514 — 514 А E 
2,000000 | Do. do. 33 % Deb. Stock Red. Stock | 84% | 84% | 84% | 84 —100 9? — $9 xd 819 2 
1,988,593 Do, do. 4 % Deb. Stock Ней... T 100 |4 49% 14 4 1004 —1024 99 —101 xd 99t 819 8 
179,818 | Oriental Telep. and Elec. 1 to 171,504, к paid ,. 1 1 7 % |8 8%| 1 11 1 5 о 8 
50,000 Do, . do. do, 6 % Cum. Pref... T 1 6 6 % | 6 6% | lg 1; 1%— 1 B.V 2 
99,100 Do, do. do, 4 % Red. Deb. Stock .. | 100 4 4% 4 4 ф — &6 — 88 өө —2 4 10 11 
99,400 | Pacific & European Tel., 4 95 Guar, Debs., 1 to 1,000 10 4 49% |4 4 1004 —1024 1003 —1024 is = 818 1 
145/968. | "Telephone Oo; of Big t, 44% Deb, Rad, ..  .. 100 УА 40 d a 100 27025 987100 T1» 4| 41 
+ ephone 0 gypi, * + «ef ee y gm ar E ee —2 
8,042 | Submarine Cables True. Cert. 6 6% 16 6 % | 128 —181 128 —181 . 54 T 411 7 
120,000 | United River Plate Telephone vé i» 4s b 8 8% |8 EM 6H— Th 613 — 7% 615 5 13 8 
40,000 Do. 5% Cum. Pret., Nos. 1 to 40,000 5 |6 ЖАГ 5% — 15 14 — bixd буз 418 0 
80,008 | W, Coast of America, 1 to 80,000 & 58,001 to 53,008 94 | Nil | 24% 2) » be 1 l&— 14 4 10 11 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel, 100 4 1914 4 % | 1004 —1024 1004 —102 818 1 
207, Western „к n Ltd., Nos. 1 to 207,980.. * 10 1 7157 7 „% 134 — 14 13g — 134ха 1 500 
800,000 Do. do. 49% Deb. Stock Red, ..| 100 4% 4% 4% | 4 % | 102 —104 101 —102 1034 | 100 — i 818 5 
West India and Panama Telegraph ..  ..  .. 10 N N Nil | Nil "ES | 4— HH 13/14 "Nil 
. do, 6% Cum. lst Pref. T өө 10 5 8 % 6 96 | 6 96 Bi— 8 1— Ri 617 2 
4,669 Do. do. 6 Cum. and Pref, ee ee 10 Nil N £2 6 15 8 = 8 c 9 ee 
80,0001 Do, do, 6% Debs, Nos. 1 to 1,800 100 |6 % | 6% 5 % | 5 1024 1043 | 1024—1054 | | s 15 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, 


тетш уын 5. . чөй MW 
| B. ee = x 4 
4 Btock ; ee . ee ee ee ee bcr 91 — 92 xd | Nu 91i 4 6 6 
E. Trams, 6 % 1st Mort. Deb. Stock .. | 100 5 6 6 5 96 00 —102 xd| 102 Р 418 0 
Babcock & Wilcox, i to 680,000... . | 1 |9 & % 4 |20 % |20 % 4A— 4 86-1 .. | —Ala« ON 
do. Cum. Pret., 1 to 100,000 ee 1 6 6 6 6% 16— 1 „+ . 4 0 0 
British Aluminium, „ 1 to 40,000 ee ee oe б 1 1 1 7 = 25/- EM 93 5 0 
s Ж " % Cum. Pret N се 4 H H H Н -- r^ 515 кы * 1 10 
do. 4 ee ee 6 4 4 4 4 15/- . m 4 8 11 
do. Loch Leven Debs, ee 100 ee 53 95 —100 .. ee 5 10 0 
British Columbia E. Det. Ord. Btock .. .. | 100 6 6 8 8 143 —147 1453 144} 5 810 
. Pref. Ord. ee ee ee we 100 6 b 5 6 191 —124 123 129 —1 4 16 9 
Do, 5 % Cum. Perp. Pret. ..| 100 |5 b 5 5 110 —118 1104 +1 486 
ро, 1st Mort. Debs., І to 6,950 .. ie 40 102 —104 T: И 461 
Do. Vancouver Power Debs., 1 to 9,900 | 100 i 102 —105 T 4 5 9 
British Electric io ee А - 10 8 И. 1 18/9 16/3 — Nil 
/ Do. do. d Pref, ee se 10 6 6 B a "n n 8 57/6 — 10 0 0 
Do. do. b qoe een Stock | б b b 47 92 — 95 921 6 5 8 
Do. do. 96 Deb. Stock Red. | 100 4h 4 4% 44 — 12 ee 6 5 0 
British Insulated and заи "e ee 5 8 10 10 10 71— 7 78 = 6 ? 0 
. do. Pref. ee ee 5 6 6 6 6 6 ee ee 4 8 
a амар Westingho eben 1309,00 end, | 100 — Е ee i ы 
"T, ouse " n : 
А 400,000 $75,001 to 416,000 К. Nil ү » s a ie : 6/ Nil І 
. — г 7n - 9 10 
Е 1 il ee : ee ee Nil 
680,000 1 мі |. Моц |: 4 i Nil 
| — . 2 Nil| Nil 0 — os 2% 90 Nil 
9: 3 9 Nil Nil 0 — ee ee ee Nii 
125, 0001 ex d 4% а -— > oi T is 125 E 
ae tock xa x .. ee 1 
Шо : HN Efa? 9 
f — x а: R : 5 0 
860,000 100 dà ma 974 —1004 xd s 2-3 
25,000 5 15 s -1 104 » 741 
480, 000 6 5 ái * m zi © 415 : 
800,000 Stock — x s% 4 5 
691,229 1 to 1 K a a 9 Nil 
..— $50,000 Kellner Alkali, to 450, ee ee ee 1 12 ee 1 5 2 40/- 38/9 ee 6 0 0 
' 910,168 do. 44 96 1st Mort. Deb. Stock | 100 44 M 102 —106 T 4 411 
. 1,890,690 London Railway, Btock Btock 8 % | 8} 68 — 65 64 ER om 500 
. 554,655 Btock * 4 B4 — 86 Ил —1 413 0 
554, 658 Do, Stock 2 2 47 — 49 З + —2 5 2 0 
1. co eo Stock 4% 1 81 — 82 31 81 —4 | 418 9 
85,000 тутчу Ву "^. et B 5 5 1 — lj МА vs e 9 7 Ü 
н 900 ot 4100, aii D01 ю 11/000 of 360 Re. e %|5%|5% 9 — 9 B 4 
— = —- * Unless otherwise stated, all shares are fully paid t A period of nine months, 1 From Manchester Bhare List 
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BRAKE LIST OF ELECTRICAL COMPANIES. A а 
FACTURING AND INDUSTRIAL COMPANIES.—(Continusd) 
ELECTRICAL RAILWAY, ` MANU «= 2n a — 
Dividends for the Quotations Quotations | week ended K Yield 
Present НАМЕ, ог last four years, June 22nd, June 29th. June 29th, 1909. — | per cent, 
Issue, Share, Mn Un——— Mn n en ey 26. d. 
| "t o% поч 10 9 по $ len 1 | а — Vei» 
' 260.000 LI * | 1 — 1 1 y— : "T — 
271,00 Ро. dc; 44 % Deb. Stock 6 8 6% | 6 6% | 18 — 14 18— 14 Fi . 22 
89,381 | Edison & Suan Uti. "A" eh ЖЕ S 2 % | ae 15 zd a af ee a n e M o 
1m p. arn UA [n е, 011189 P T. 4 А | 4 4 9, 70 — 15 68 — L- xd | ote pe 3 . = 1 * 
) 4 84 = 5+ == “+ „+ PE i 
p 83. 5 96 Ind Deb Ben aq es d n Certs, ‘all pd. a j^ ja 1 | 2 1| Nil $e d y H 10/- i» 74 £3 8 ‘7 2 
112100 Electric Construction, 1 to 112, 100 2 7 7 7 7 96 H _— 1 Pa 1175 — 1} Б-д ee 6 13 4 
Bo , ga urn 41011 
— 7 — Tester ae ТЛ, d Mort pe „Stock | 4 4514 € | 4 EY a e. T p 1 | . | 618 4 
"78,000 Gt. N. & Ону Nan. Pret. Ord. HA "* 4 96, 1 to 78,000 5 - * Pr i 104— 103 1 luz | 8 es | ә AT 
96,000 | Greenwood & Batley, 7 адд 100 | 5% 59 5 5% 11-120 Mig 12 i$ | 12) .. 6 1 7 
40,000 Henley’s (W. T.), Telegraph. Works, Ord. .. P 4 % | РАК &, 5 — 53 | me, | d ee *»9 454 - 
150/000 Do. Mort. Deb, Btock Stock wa | | Me | 18 | ы - a "A 
60,000 | India-Rubber, ваба: seers Works.. 7 NA iif | i$ | Nil M 1— | Ф в — Eun 
10,000 i i" LA fully paid TTE IE IHE AEE 5-5 2— 3 | |481 
MON | London United Trams 1900, 1880007 a ee * |8 % Ni soa ^| а 4 л Ete 
899,980 | Ро. do. . 60,008 io 100,000 . | 55 56% 159% |8295 | 13- 99 | 1i— 2 m | 617 8 
125,000 2s do. А Cum. Pref., 1 to to 125,000 10 E" 4% 69 — 78 | 64 — 78 xd | wis | | 15:9 
1,881,000 dos К t Mort, Deb. Btock .. ий 2 1 BÉ үр m 8 % 9| i .. | 1.59 
lítan Conso te i .. oer ee 69 — 71 — 10. 59 | 
1:540, 9 мантра Burpins Lands 100 x Ni Nir | NA т nj | 14—10 "2d No dE EN... 
8,285,000 Do. District . i y | s. | 4296 1 yc 3 i 5 . |. Ni 
. oM 1 | Mi Ni | Ni „ E f . 
— ; Cum, Pref, .. 5 д ) E 964— 984xd | 98g val Dc 411 5 
ES E ere d Mab des Ee M ЫРУ 
‹ ico Trams Co., Common Stock T e: — oe . 328 92 — 94 92 ) di 
ye iE Ist Mort. 50-year 595 aia. Ваз, А И 43, 66 Mc ot A " © T .. : " 1 
245,500 Potteries Electric Traction .. . 1 5 5 5 % or, am i A 25 КҮ 5.1 8. 
345,500 Bo. 695 Cum, Pref. ; 49% | 44% | 44% | 43% 1 86 — 89 iud." T . | $10 
"BT. | Telegraph Construction and Maintenance. `| ‘ta lie 1500 UA, hiss 10 в ес | |] | ot к< у- 
140°000 а Do. 4% Deb. Вав., 1 to 1,500 Red. 1900 | 100 |4 45 4 1% piden 1014—1024 | 103 | 102 | .. su 
1,000,000 Underground Electi HA ay, 6% Р Prior Lien .. T AE abis | ғу 4% | 89 — ү | 80 ра 9 5 cor | E. сч 
2,800,000 | Ро. JJ Oe Or а оа ЁК ЖШ Де я Ps B 
n 000 Do. rs 6 Income Bonds ЗЕ * Nun Ni 10% | Nil кы | 1 | í | 7154 
Et in to 80,000 & 80,001 to 116,666 Б | ' — вя 2— 31 - —Ya 
%% Po. 69% C.P. 90,001 to 80,000 & 126,001 vo 141.608 | 1 44 4 1 44 wom | we m | «e "өе 
245,495 Do. 9 Ist Mort. Deb. Stock T - T | | ue» e" — 
| ELECTRICITY SUPPLY COMPANIES. 
| 510 0 
- 5 96 44— 42 4i— 41 " ee ee 4 18 9 
t) E.L. & P., 1 to 15,000 T e 93 — 96 98 — 96 à ‘ З 
T0 | Do. dou,” 44% Lot, deb. stóok M 2 104 E „%%% ꝑũ ERN LIE 
80,449 Brompton & Kens. Elec. Li. ou" Tap Cum, Pret : s Я EE 12 г | 4 Td 
Cum , 4 a — 4 
896.518 Central Electric Во piv À uar. Deb. Btock .. же D Ti 8i— 4 8j— 4 83/9 80/ EM ә 
80,000 | Charing Cross and а ly .. 6 ; 44% ": - 4u— 4 ВЕ ss 
-80,000 Do. „ — . um, Pref, б ^ dà st 4t 8g— 4gxd ee | ee B 19 3 
80.000 Do. T 4$ 95 Cum. Pri. - ly ? |4 96 — 99 ха | 96 — 99 ў NE Eai 
445,786 Do. 3 do. 4 % Deb. Stock . ee 5 by 88— 14 5b— 4à 102 ee se 4 - Б 
108 0b Free, н Ж Бык en Hoa, =| en ШЕ ЧЕ ЧЕ Ж иис MP | aig |: |17 
110,05 City of WORSE Elec. эу, Pav ues 3 34 ; ; 114— 124 a — «s MR 12% . + i : к : 
в um LI ee f 121 — — ee .. oe 
pe Do 5 Db. Stk., Scrip. (iss. at 116) all pd, ee 5 * РА 101 —104 . 99 —102 xd 101 è à : : 1 
44 . vwd Bac o S | a E ui— vz à š RR. 
50,000 TUN oj ot Durham Electrical Power, eee oe 6 , b "i b 96 va ee ee ees 5 4 9 
60,000 Do: о, ао, 5% let мы E . k D up b ete 9 — 95ixd ee .. .. b 14 3 
250,000 . дер. aros 6 5% 10 — T m : 5 6 8 
— * do. 6 c4 rel 40,001—60,000 | 10 6 43% 106 10 104 —107 ха 1053 4 41 
40,0001 Do. do. 4% ‚Воск... T d derer 3 юн |: x 
,000 Do. ! до. М 2nd. Deb. Btock oe 4 il ] ў P on xs E Nil 
80,000 | Edmundson's Electric барик, Ord. Shares .. b H 8 Nil | Nil А 13/9 кё E 1 
80,000 . do. 96 f... d " ma 44% | 44 60 — 68 60 — 63 os 88 oe #- 0 
480,500 Do. do. 45 1st Mort. Deb. Stk, áh Р aic Б 87 — 89 854— BSRÀxd 883 Sè iu 2 
$8,150,000 Electrical Dev.Co. of Ontario, 5% 1stM tg.Gold Bnds. ме si; zx eie | bà 1 — 6 is d x» х "n 610 0 
Folkestone, 1 to 10 os B L ee ee Б Б Б Б Б 6 aw 54 5 — 54 ee .. .. 491 
10,000 Do. b Cum. Prel., 1 to 10,000 ee ee 100 98 —101 98 — 101 ee ee ee 5 ll 6 
1.000 | Ното i to шо кее ea өр 5 |9%|9 4 8 0021018 к жш 102 | 100g | .. | 4 33 
, . [E 5 
Kaministiquia Power Co., B% Gold Bnds. АР eo oe ee " "i 61— 78 Pa E d 
41.955 * and 3 tebridge n Он . А а pi E 4 " — 100 Бе * | is , : т ~ 
. о. Md 8 — — — 
111.000 London Eleotric 8 Limited, Ord. 8. - H "y 6 = 51 5- ка i? oul 8 
70,000 EN > do. 0 Meg Brigg oe | 4 90 — 94 xd 90 — 94 $2 is - - 
889,255 do. 4% 1st Mort. Deb. Stk. Red. | Btock | 4 : 5 4 4 4 91/3 89/44 10 8 
900,000 | Ме litan Electric Gun, enl аг gr e 57, 5 [10 4 T 4 6 xd | 96/3 a : 2. 
76,131 T f. 1— 106 ee wo М 6 4 107 —110 105 —108 xd 3 45 4 11 
285,0001 lst Mort. Deben. (же B5 — 88 834 — b6Axd T- . Же. 
948,000 Do. Mort. Deben, Btock Redem. Stock ^ 5 823— 84} — 85 841 837 a 61874 
00 Po. Light and Power Co., i-r Common ji | $100 | i». [ox oan PE GE 1m Ий. 10, ке о. 4 
447008000 Do. do. 5% 1st Mtg. Gold Bnds. | .. ee ee "t : Bi on 98 95 UA s : 4 * ч 
360,000 | Midland Electric Corporation, 44 % 1st Mort. ES % | A | AS | AB | HS о 7 84 275 
red bee ает . . 6 5 825K 5 4j— 5i 4i— 64 | 
анн: North Мммм» ectric Power cj Co., ] | 100 » i T .. | 99 —101 99 — 101 s А 
126,500 Мол гов Сай, ), Hem to 1,265 i A n 1% | 14—12 114— 1 s ; : 18 
10,852 Notting Em! ectric Lighting. ee о 1 7 7 "ү 6 — 6 — .. Ы 4 1 8 
000 | "Do. 4% Deb. Stck а ав Сак ИШ Та е6 355 uw ue, d ж ; 418 
60,000 . 26 1 .. | 9% | 6 p 1 0/6 Js 515 8 
. Co. Ord. Nos. 1 to 120,507 | 1 lA- 1 20/6 * 
108.66 h Nos. "m, 100,000 1 17 2 2 Ў б & acier" 10 105 20 1044 | 51 
200,000 do. 43 Btk. Red. AL M I TIT I er e 81— 9i е | 614 4 
46000 | Bt. James’ and D ҮС Hr Ж lo BS AVE EE I | 819 7 
vino | ^r "o to^ do (E е |i е гү: Nu 
b. * ef ^ Jil à 18 . 
112000 ашна Markets we Mesto Burp Orde zm 4 : E 4 D 5 is 23— af JE 84 à 2 : а 
85,000 South London Electric ccs dar .. i (ag 2% |a ao | — . 1— fs +4 di 
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EXPORTS AND IMPORTS OF. ELECTRICAL GOODS DURING -MAY, 1909. 


War this month’s export returns do not come up to the high 
level of the April figures, they still attain very satisfactory pro- 
portions. Thus, during the month of May the exports amounted 
in value to £269,341, which compares with £297,690 in the pre- 
ceding month. Included in the former amount is £49,192 worth of 
telegraphic exporta, leaving £220,149 as the value of general business, 
which is comparable with previous years’ returns, when the tele- 
graphic section was not included. The imports also dropped off 


ы 
› : “вр Be 


© "m yt 


£138,763 in the — month; and the re-export declined "s 
£3, 000 to: £10,028. 

On the whole, the first five months’ export business has been quite 
as good as in the closing months of 1908, the position is, however, 
quite otherwise as regards the imports. 

During the month some £93,000: worth of electrical machinery 
was exported, the telegraphic and cable items were: also well 
represented: the import section shows an improvement in the 
machinery total, and a large decrease in value of lamps imported. 
The more prominent purchasers were Japan, India, Баш, = the 


Argentine in the order named. 


considerably, the total amounting to £122,736, as compared with 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


~ 


‘ 


Country reesiving exports and importing. 


Madeira, Portuguese: Africa & Indis 
Spain, Canary Isles and Spanish м өз 
Italy and Auttria-Hongary ju 

Greece and Turkey 

Channel Jales, Gibraltar, Malta and Cyprus 


U. S A., Cuba and Philippines .. 

Canada and Newfoundland  ... 

British West Indies and British Guiana ^ 
Mexico, San Bslvador and Colombia .. vis 
Peru and Uruguay PE 8 шо а 


eae eee eee [347 Coe 


West Atrica and St Helens є doc 
€ of Good Hope 905 sais 
Sd ‘Orange River Colony and Transvaal 
Zanzibar, Brit. Hast Africa, Mauritius and Aden 
Ini ecc 60е eee eee eee eee 
Ceylon eet eee eee 000 ове 609 
Btraits Settlements and Fed. Malay States 
Hong Kong $e - 
а Australia 0 ee eee 
New South Wales е 
Tasmania TI. eee mm i ede 7 өөө eer sas zm 
New Zealand and Fiji Islands. . 296 2,196 266 49 34 278 13,330 


501 d 9098 | 140 


Total, £ 12,089 | 46,296 112,465 (9,599 | 4,748 (93,450 110,034! 7,919 | 890 21,927 (49,192 269,341 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. | Zu 
e 2 „ 


£ ; £ & £ £ | £ 
Norway, Sweden and Denmark a 11 | Рр 85 39 606 | ... 317 | as 4,098 5,070 
Germany .. .. 9\8 | 7,609 | 1,191 24, 884 22,948 587 | 4,139 8,983 12,843 
Holland : { 120 189/ . | 2,014 19. 141 — 5. |^ 2,508 
Belgium ... Sd ‘ , : 550 ' 2,018 352 | 178 1,618 58 275 7,402 12,644 
cae è { A 8! 152! 1,648 | 1565 215 | ... | 1,697 2,316 551 9,421 
Switserland 41! 219 4 359 212 4 1,064 
Italy 709 [I еее вое е.» Фоа 160 | 694 |J. 35 eee 140 aoe 3,029 
Austria-Hungary... rr. 3| 364| .. 785 . 96| ... .. {1,591 533 3.320 
United States s - 2,283 75 688 838 7,209 | 1,391 285 41 1,740 14, 842 
Total, £ | 4,084 rrr 820 | 3,914 |30,602 33,149 | 1,449 | 2,832 | 8,715 23,611 122,736 
Additional imports : Spain, carbons, £26. | | | 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. - 
£ 2. £ | 242 | € & £ FO DE 
Various countries, mainly as above ... ... | 1,885 | 138 1,765] ... | 3,938 627 | 528 | 1.843 


Toray, Exronts : £260,341. Toran Вл-Ехровте: £10,023. TOTAL Імровте: £122,762. 


; eae amounts appearipg under the every headings are classified accordin to the Customs returns. The fret - 
third eolamns — many: ponis, tm relating to. goods” otherwise unolassifed, the latter, doubtless, consisting of similar | 
materials fo thoss appearing isi adjecent | 
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. REVIEWS. 


The Lsfe-Storg of Sir Charles Tilston Bright, Civil. Engineer. 
Revised and Abridged Edition. By CHARLES BRIGHT, 
F. R. S. E. London; Archibald Constable & Co., Ltd. 1908. 


The author in his Preface describes this work as an 
abridgment of the original biography under the same title 
by the joint authors, Edward Brailsford Bright and Charles 
Bright, having been specially prepared in view of the 
fiftieth anniversary of the Atlantic Cable celebrated last 


year. А 
After some details of genealogy and boyhood in the first 
two chapters, we are given in the third an interesting account 
of Bright’s start in life as a telegraph clerk at the Harrow 
Station of the L. & N.W. Railway, and his early work laying 
andlines in the service of the old Electric, the British and 
the Magnetic Companies from 1847 to 1860. His career во 
far marked nnmistekably the man of action and resouroe, 
and after laying a network of landlines over the kingdom 
and devising instruments and improvemente in apparatus 
for working them, it is not surprising to find that he took 
up the conatruction and laying of submarine lines, at that 
time just demonstrated practicable. He saw the Atlantic 
from afar, and prepared himself for it by experimente in 


signalling over long lengths of underground landlines and 


by laying the first cable to Ireland. 

In Chapter V the story of his crowning achievement— 
the Atlantic Cable—is related in 15 sections, covering the 
period from the first attempt in 1857 and the successful 
but short-lived cable of 1858, to the 1865 and 1866 
воссеввев. 

One of the most remarkable events in the 1858 Expedition 
related in this work was in connection with the arrange- 
ment that the two vessels, after splicing in mid-ocean 
and paying-out, were to return to tbe rendezvous and 
start again in the event of tbe cable parting. After 
three attempts the fourth start was made on the 
agreement that if the cable parted before the ships had 
gone 100 miles they were to return and start again, but if 
the 100 miles were exceeded the ships were to proceed home- 
wards, The cable actually parted after the Agamemnon had 
gone 114 miles, and the excess over 100 being so little she 
elected to put back, assuming that the Niagara would do 
the same, but after beating up to the rendezvous against a 
heavy gale and cruising around in а fog she was obliged 
to turn homewards, the Niagara having acted strictly on 
the agreed distance and gone home. 
Other points standing out in historical interest are related. 
For instance, the failure to use Lord Kelvin’s (then Prof. 
Thomson's) reflecting mirror on the completed 1858 cable, 
and the fatal mistake made of using high-tension induction 
apparatus for si 
Also the fact that the smallness of the core of the first 
Atlantic was approved on scientific grounds by such great 
names as Faraday and Morse, while Bright had correctly 
counselled a heavier core. It is, indeed, striking readin 
from the point of view of scientific expert opinion as advan 
from time to time; some right, others hopelessly wrong. 
Manysuch proved to their own satisfaction the impracticability 
of laying an Atlantic cable. Others, among whom Lord 
Kelvin was greatest, showed that the scheme was practicable. 
Of the many interesting features of this part of the work the 
side lights thrown from time to time upon the early life and 
sayings of this most distinguished and beloved scientist are 
of especial interest. . 

There is very little of Sir Charles’s own writings given us 
in connection with the Irish and Atlantic Cables, and it is 
somewhat surprising that no references by Atlantic ship- 
mates appear except the short and graceful notes by Lord 
Kelvin, who, though himself never self-assertive, was ever 
ready to encourage and notice the best pointe in others. 

apter VI contains the story of the first Mediterranean 
Cables laid in three sections from Malta to Alexandria, and 
the Spanish Cables in 1860. | 

In Chapter VII Sir Charles Bright's improvements in 
cable making appear, particularly his patent for the outer 
serving, and the process of application of preservative com- 
pom which rendered so lucrative a return to himself and 

is partner, Mr. Latimer Clark. — — Миы 


allmg, gradually killing the cable thereby. 


Chapter VIII, under the title of the “Telegraph to 
India,” contains the account of the Persian Gulf Cable 
Expedition. In describing the segmental conductor then 
tried, it is of interest to note that copper for cables was of 
76 per cent. purity, and that in cables previous to this, the 
conductivity was as low as 30 and 40. ү | 

Chapter IX {тема of Sir Charles's election as Member of 

Parliament for Greenwich, and some interesting glimpses of 
his Parliamentary experiences. 
In Chapter X we have notice of the introduction in 1859 
of Mr. William Hooper’s vulcanising process for india-rabber, 
as used for submarine cables of that time, and so much in 
vogue to-day for electric light cables. 

The active part taken by Sir Charles in the cables to 
India, China and Australia is related fully in this chapter. 


Most people when going through the biography of a great 


man, are chiefly attracted by those portions revealing the 
secrets of his start in life, and those of his own writings, 
throwing ligbt on the more human side of his career. The 
great achievements of such men are known to all the 
world ; the fame of them has been sounded far and 
near, and for years the works connected principally with 
their name have been known, talked of, read of, and 
in some cases impregnated- within us almost to the 
verge of super-saturation. While it is true that excellent 
and refined music can be drawn from the trumpet, such 
as wil command the highest 5 from those 
who hear it, there is, nevertheless, the possibility that the 
appreciation may not continue at so high a pitch if the same 
tune is played over and over again on tbe same instrument 
for an indefinite period of time. The biography must of 
necessity contain these great events, but what we look for, 
more than anything else, is the pourtrayal of the man 
himself. We want to know him as he lived, his aims, his 
attitude in difficulties and triumphs, his strong points, his 
weaknesses, his pleasures and his struggles. It is always 
of interest to learn of the early days and start in life of such 
a man, and how he rose to success. 

Of official reports, speeches and newspaper accounts of 
expeditions in which Sir Charles took part, the author pro- 
vides enough to satisfy the most A instincta, the 
story of the first Atlantic expeditions being almost entirely 
compiled from the Times correspondent's articles. These 
articles, le& us say in passing, are exceptionally good, and 
show evidence of considerable study of the nautical and 


technical matters handled. Moreover, in reading them one 


is not bored by any hard labouring to say smart things, so 
frequently the cause of an otherwise fair effort being ren- 
dered commonplace. | 

In default of so little written by Sir Charles himself, we 
should have expected to see more accounts by those who 
worked in co-operation with him, such, for instance, as 
the very entertaining reminiscences on page 262 by Mr. 
F. C. Webb, his chief engineering assistant. Such details 
could not, of course, be supplied from the author's own 
experience, as his birth (chronicled on page 240) occurred 
only seven years before Sir Charles entirely discontinued 
taking an active part in the laying of cables. 

As to Sir Charles's rise to the position of influence and 
success which he very justly won, it may be said that a 
successful career is always a useful one, and is founded upon, 
first, attaining the necessary qualifications to be of use to 
the community in one particular line; and, secondly, the 
occurrence of opportunities at the right time when those 
qualifications are most needed by the community. To some 
the opportunities come too late or too early. . To others they 
simply follow each other in succession exactly at the right 
moments of time. Some seize them, while others fail to 
do во. | 

In the biography of Sir Charles Bright before us, w 
cannot fail to perceive that those qualifications which he 
earned for himself were just those for which opportunities 
occurred at the right time for their fullest exercise. His 
landline experience fitted him to embark on cable laying 
just when cable laying was commencing to be in demand. 
His experience on the Irish cables fitted him for the Atlantic 
expeditions just when these enterprises were taken in band. 
His Atlantic experience fitted him for the services he 
rendered to Parliament and the Government, and for the 


''' laying of the Persian Gulf and other cables. This must not 
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be misunderstood in any way to suggest detraction from his 
abilities and perseverance, but rather to enhance these 
qualities as their development was stimulated. ~ 

The author has evidently deemed it unnecessary to trouble 
much about his descriptions of early cable-laying machines; 
otherwise the illustrations and explanations, with a little 
care expended upon them, might have been made intel- 
ligible and interesting. In the. first Atlantio paying - out 
gear, for instance, on page 79, the rods connecting the 
brakes with the self-releasing levers in the elevation might 
have been shown in the plan, or the fact pointed out that 
each brake wheel had a separate attachment. The illustration 
on page 76, although entitled Ше self-releasing brake,” 
does not show the self-releasing action, and that on page 77, 
although entitled “the principle of the brake," shows no 
connection between the weights and brake band, the latter 
being shown as continuous instead of in two parte, with the 
proper articulated motion for applying and releasing. It 
would be more to the point if the titles of these two illustra- 
tions were interchanged, or the illustrations themselves 
modified so as to make their purpose clear. c 

There appears to be a slip in the foot-note on page 78, 
where it is stated that the drum is carried round by the 
weight of the axle as the ship moves onwards. This ought 
to read, “ by the weight of the cable.” ! 

Chapter XI, on Sir Charles Bright’s cable-laying expedi- 
tions in the West Indies, is full of human interest, great 
difficulties having been met with and surmounted. The 
climate during those five years worked death amongst his 
most ienced foremen and jointers, and he himself was 
down often enough. Shore-ends had to be negotiated by 
wading through pestiferous mud ; yellow fever, cholera and 

small-pox were raging in the towns. Nevertheless, there 
were bright times, and the diary here given shows that there 
was no lack of fêtes, banquets, picnics and general exchange 
of courtesies between enthusiastic colonists and the cable 
staff as the various islands became linked up. | 

After this we have, in Chapter XIV, an interesting side- 


light upon a part of Sir Oharles’s life, in which he and his 


brother occupied themselves in mining. The work concludes 
with a digest of Sir Charles Bright’s 180 inventions, com- 
prised in 20 patents, several of which related to electrical 
generatofs and. lighting. 

Altogether, the work is a well-written record of a distin- 
guished life, and in a style whicb can be appreciated by the 
non-technical as well as the technical reader. 


THE PREVENTION OF SMOKE. | 


Bv WILFRED YORKE, A.M.LE.E. 


Ix the technical Press recently the case of an electric lighting 


company being fined for the production of smoke was cited, 
the defence being that the emission of smoke at times was 
unavoidable, although the company bad spent upwards of 
£2,000 in their efforts to mitigate the offence. | 


In the face of up-to-date practice, which haa proved that 


such & nuisance can be absolutely avoided, such pleading is 
rather remarkable, and eeems to show that the results of the 
empirical methods of burning coal in a boiler furnace that 
became standard (?) practice in the early days of steam 


engineering, and which, together with the poor condition 


steam plant deteriorated to generally, induced Fairbairn to 
found the Manchester Steam Users’ Association, still have a 
faint echo in many parte of the country, with the accom- 
panying plea that the production of smoke cannot be avoided 
at times. | | 
The writer, therefore, hopes that the following remarks 
ir nudo the essentials of modern practice, together 
tion of these methods, will prove interesting to the readers of 
this journal. | E | 
Most electric lighting and power undertakings in this 
country favour the use of bituminous coal, since it is much 
cheaper than smokeless coal (anthracite or semi-anthracite), 


particulars of the success attending the serious applica- - 


and when handled scientifically is quite as efficient and as 
smokeless. EM 
It is particularly interesting to note at this point that 
James Watt's ideas for burning bituminous coal are in the 
main quite as efficient and sound as any of the present-day — 
ethos Watt enunciated the principle that bituminous 
coal should be burnt on the coking system, the green fuel 
being placed in front of the fire on the dead-plate to allow 
the h bon gases to be volatilised and burnt; the partly 
coked coa] was then pushed back on to the grate, and ite place 
filled with a further charge of fuel. He also realised tlie 
importance of supplying air above the fire to burn these 
volatile gases efficiently. The latter point will be referred 


4 


to in detail later. 


The writer is convinced that the coking system, as out- 
lined above, is the correct method of burning bituminous 
coal, the advantages gained more. than outweighing the 
drawbacks when compared with the sprinkling system, and 
he therefore proposes to deal more particularly with the 
coking method, though the general principles expounded . 
are, of course, applicable to both systems. Further, since 
m ical stoking is now practically universal in all 
generating stations that.have any pretensions to size, this 
article will deal with chain-grate stokers, this being the type 
of coking stoker most commonly met with, especially when 
installed under'a water-tube boiler. | "P QE 

Now, the coal classed as bituminous.is that which con- 
tains up to about 85 per cent. of volatile matter, above 


| whieh pergentage the fuel ranks as “ cannel,” and is used 


‘for 5 purposes. The combustion of a sub- 
stance containing such a relatively high proportion of vola- 
tile matter becomes a very complex problem, since it may 
ba considered to involve two totally different processes, 
namely, burning (а) the gaseous constituents, and (b) the 
solid or carbon portion. . | 

The will burn in a very much shorter time than the 
ш а require to be intimately mixed with air to 
ensure complete combustion whilst ing under the fire 
arch and over the incandescent bed of fuel, and the emission 
of smoke will be solely due to the ineffectual combustion of 
the hydrocarbon gases evolved. — 

The two main essentials for achieving this combustion 
perfectly are temperature and air supply, and if either is 


. deficient the production of smoke will ensue. 


In the chain-grate stoker the hot zone is provided by the 


fire arch, which is often far too small to fulfil suocessfully ita 


purpose, and might be lengthened considerably, the addi- 
tional area being installed at the front of the arch and the 
stoker brought away from the boiler to suit. The com- 
bustion chamber would be thereby increased, and this would 
nullify the possibility of the gases striking the water tubes 
and being cooled below the point of ignition before complete 
combustion is effected. Such premature cooling will cause 


the hydrocarbons to be condensed, resulting in the liberation 


of carbon in a finely divided state, an 
inevitable. | | | | 
"The air supply for the gases should be admitted at the 
front of the boiler in such a manner as to be drawn over the 
fire and intermixed with the volatile gases at the moment of 
their liberation. The mixture will then pass through the hot 


smoke will be 


one, and should be perfectly consumed, producing an intense 


heat-giving flame, carbon dioxide and steam being formed. 
Whereas with a deficient air supply above the fire, smuke will 
be formed, even though the requisite temperature is attained, 
due to the dissociation of the gases by the high temperature 


into carbon and hydrogen, which pass to the flue unburnt. 


The chain-grate stoker, however, js sadly deficient as 
regards this supplementary supply of air, though in the 


. usual designs of such stokers in use, it is presumed that the 


requisite air for the gases finds its way through the thinner 
portions of the fire at the back of the grate, and also as 
leakage between the stoker front and the side jambs. But 
the admission of air at the bridge of the ordinary chain grate 
must be regarded as a very crude method, as it not only 
deprives the air of the heating effect of the arch and fire, 
but also of the better mixing effect to be derived from 
admission at the front. The volume of air that finds its 
way through the. various small openings at the front of the 
stoker (such as ill-fitting fire doors, joints in the stoker 
casing, &c.) will rarely exceed a fraction of 1 per cent. of 
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the total volame necessary, and must, therefore, be regarded 
as negligible. | | MEE | 

Hence it becomes necessary from a theoretical point of 
view to make some proper provision in the front of the 
stoker for the admission of air over the fire for the purpose 
of consuming the volatile constituents of the coal, and 
until such an allowance is made the writer feels convinced 
that thé present designs of chain grates will continue to be 
offenders by producing smoke. is obvious that such an 
opening should be controlled by a damper or register to 
regulate the volume of air admitted in proportion to the 
hydrocarbons in the various classes of 608! ; and in cases 
where the draught at the boiler damper is less than } in. of 


water, it will be necessary to use a small high-pressure steam 


jet in the air opening to ensure the satisfactory admission 
above the fire. í | 

It might be mentioned here that poor draught, due usually 
to an overloaded chimney, is in many cases the fundamental 
cause of smoke, since to ensure proper combustion the pull 
at the boiler damper should be at least 3 in. of water. 
. The table given was deduced from some six experimenta 
carried out on a water-tube boiler fitted with the usual type 
of chain-grate stoker, and these fully prove the soundness of 
the assertions made. P | КОГ 

In the first test the stoker was left in ita usual position, 
and all openings in front were plugged with lagging com- 
position. The latter was afterwards removed for the second 
test, the opening round the front of the stoker being equivalent 
to in., or an area of à sq.ft. This opening was then 
increased for each successive test by drawing the stoker 


, Qondidons — 


Stoker in usual position, 
all openings Hoppe 
. | Cement removed, leav-. 
с ing an opening of 4 in. 
Stoker drawn 3 in. away | 
from boiler. : | 
Stoker атда 1 in. away 


from boiler. · 
Stoker drawn 13 in. away 
from boiler. 
. Stoker drawn 2 in. awa 
from boiler. . Ж 
s : n zE] 


— — 


1 


Draught—at boiler damper .in. water. 


A GERMAN ELECTRIOALLY-OPERATED 
"WAGON-TILTING PLANT. 


O" | .. (B OUR BERLIN CORRESPONDENT.) 


A MARKED tendency can. be noted towards reducing as far 
as ible hand labour, and using machinery in connection 
with the transfer of large amounts of staple matters—such 
as ore and coal. The plant described in the following has 
been recently constructed by the Benrather Machinenfabrik 
for & German mine, and can be considered as typical of the 
best Continental practice in this connection. In fact, it is 
the first German plant in which a single platform is used 
both for lifting and tilting. - | 

The plant in question is designed to transfer ore and blast- 
furnace materials on their arrival in ordinary open goods 
wagons into self-tilting Talbot cars, and mainly consists of 
two parta—viz., devices for raising the full car and tilting 
it on to the hopper of 120 tons capacity placed beside the 
latter, into which the cars are unloaded. The materials are : 
thence discharged through a movable chute into the eelf- 
tilting cars. The chute and locking valve are operated by a 
common electric winch. Four wire ropes supporting the 
platform, 344 ft. in length and 77) ft. in width, and leading 
over guiding rollers towards the four drums on which they 
are wound up, are used as lifting gear for the wagons to be 
unloaded. The drums are operated in pairs by one motor 
each, for the fore and back ends respectively of the plat- 


Velocity of air. Per cent. 


Cubic feet to that 
gues | oie - 
Ft. per min. Ft. per min. bustion.* 
230 | — — — dark brown 
20 82 1510 | 025 brown 
223 : 160 5,940 0:908 light brown 
225 306 22,600 | 374 | very light brown 
220 404 54,430 8'6 very slight haze 
220 614 87,100 | 144 none 
| 


Draught—over fire damper "85-10. water. 


Air necessary for combustion assumed to be 22 Ib. per Ib. of coal with a consumption of 954 lb. of coal per sq. ft. of grate surface per honr, : 


away from the boiler bodily until, on the final test, it was 
2 in. distant from the boiler front, leaving an opening equal 
to 23 sq. ft. "This latter figure agrees closely with Rankine, 
who gives a consumption of -24-27 lb, of coal per sq. ft. оѓ 
grate surface per hour with natural draught, and atr Aoles 
in the fire doors equal to sq of the grate surface. 

The thickness of the fire was regulated so as to keep the 
bars covered right to the back, and. the speed of the drive 
was adjusted to suit. 

The density of the smoke was accurately gauged by 
inserting an ordinary electric glow lamp in the boiler setting 
at the rear on the far side. An aperture was then made on 
the near side in such a position that the products of com- 
bustion crossed the line of sight, the presence of smoke 
therein causing a dimming effect on the light. 

Needless to add, all leakages, not only in the boiler brick- 
work, but also in the economiser settings and main flue, were 
eliminated as far as possible. 

‘That the emission of smoke can be absolutely prevented 
by the exercise of scientific control is therefore patent, and 
as two of the largest generating stations in London are 
using the principles outlined above on their mechanical 
Stokers with complete success, the writer hopes that the 
information given will prove useful in а small degree to those 
engineers suffering from the too earnest attentions of the 
local smoke inspector. 


form. However, the two driving gears are connected 
together during the lifting at a height of 36% ft. by a 
friction clutch mounted on the continuous worm 
shaft. The output of each motor is 45 H.., with a 
lifting speed of 5:5 metres per minute. In order to avoid 
any lom in time by the arranging and shifting of the cars 
to be discharged, the tilting device has been constructed 
with ite longitudinal axis coincident with that of a railway 
track interrupted by the platform. 

The loaded сагв are brought to one side of the plant, and 
after being discharged leave it from the other side of the 
hopper. The discharging of а car is carried out as follows :— 

The platform, in its lowest position, rests on the foundation 
with its sliding doors opened, being carried on felt buffers, 
thus turning down the track locks fitted into the feeding 
tracks and into the platform. The filled car is drawn on 
to the platform by means of capstans, its speed being 
reduced, whenever required, by the rail brake actuated 
through a spindle device on the platform, which acts on 
the wheel rims. On coming down, the car itself actuates 
two substantial clamps embracing the fore axle. The 
operator, who is located in a cabin above the hopper, then 
sets the driving gear working by means of a controller 
and two self-acting reversing starters. On lifting the plat- 
form a track-lock, which prevents the car from moving, is 
erected behind the last axle of the car, while the feeding 
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‘tracks at the same moment are locked and the pit doors 
closed. After a lift of 353 ft., the current is cut off auto- 
matically, and by means of a pedal the operator then causes a 
support, consisting of two props at the back end and two bear- 
` ings for the tilting pivots at the fore end of the platform, to 
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advance, thus opening two rotary framework doors which pre- 


vent any access from the operator’s cabin to the pit. The plat- 
form is then lowered on to the support and the driving 
“gear stopped automatically, after which the operator proceeds 
to the cabin in order there to disengage the locking bolts of 
the front wall of the car. One of the motors is 
now thrown out of circuit and the clutch connecting the 
two motors disengaged ; if now the reversing starters be 
‘actuated, only the motor lifting the back part of the platform 
will receive current, while the platform with the car turn’ on 
; two. circular guiding rails round the tilting pivots until it 
reaches an angle of 45° with the horizontal. During the tilt- 
ing operation, the platform swings above the rope winches, 
after the safety device for preventing the ropes from 
gliding off the winches has been removed. The current is 
cutioff automatically with an inclination of less than 45°. 
As soon as the platform has commenced tilting, the hand 
lever actuating the clutch and commutator is again locked, 
and on the platform. returning to a horizontal position, the 
rope guard is again turned round by the platform, and 


* 
{ 
Li 
* 
. 
: 
я 
У 
т Nu ` 
44. 
Kp 
a! 
4 
E] ` 
f * 
mr 
- І 


h | 
i) 
D. 
/ 
т 


чїлаон-Тплтне PLANT. 


# 


current cut off automatically on its arrival in that position. 


4 


К would soon be signed in Mi 


The second motor can now be brought into use and 


connected by the clutch with the other one. 
The operator now lifts the platform up to its uppermost 
horizontal position, thus causing the framework doors.to close, 
the props tobe withdrawn and the actuating levers to beclosed, 
while the current is cut off automatically at the end. The 
platform being now lowered, the sliding doors are opened 
and the controller léver moves automatically into ite 
central position. As the platform arrives at its lowermost 
ition, the clamps carrying the car and the three track- 
locks are turnéd down, when the car can be taken out 
beneath the hopper. On leaving the platform, the car also 
disengages the clamps во as to allow all the axles of the 
empty car to pass over the platform, and the first axle of the 
next fail car is again seized by the clamps. Any possi- 
bility of accident due to carelessness of the operator is 
entirely excluded, the current being interrupted automatic- 


ally after each motion of the platform, both in lifting, 
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tilting, and lowering, the operator being able only to 
‘start the motion corresponding to each operation by closing 


the circuit. 


. The Fixation of Nitragen. It was. recently reported 
that the Baden Aniline and Boda Works, of Ludwigshaven, 
whose works for the winning of nitrate from the mitrogen of the 
atmosphere are still in course of construction in Norway, proposed 
to erect similar works in Italy. The report stated that the com- 
pany werein negotiation with the Marquis Cornaggia, of Milan, on 
the subject, that preliminary studies had been in p es for some 
time past, that an engineer sent to Italy was satisfied with the 
investigation of the тас: eee available, and that a contract 
. It was then intended to form the 

Societa Anonima per la Fabricazione di Nitrato. with a capital of 
£480,000 and the co-operation of German and Italian banks, and 
then proceed, in the first place, with the erection of plant of 
30,000 H.. It was added that with the participation of the Societa 
Generale per la Cianamide of Rome, it was intended to erect 
nitrate works for the utilisation of water-power in Dalmatia, the 
plant to be arranged according to the patents of the Ludwigshaven 
company. The latter, on being agked as to the. accuracy of the - 
report, states that it is correct that thé company is negotiating in 
to the grant of a licence for its nitrate process to the 


Advocate Cornaggia, of Milan, that preliminary investigations are in 


hand, and that an engineer hay been dispatched to examine the 
source of water-power concerned; but all the other statements in 


the report are declared to have no foundation in fact. 


Company and Municipal Tramway Co-operation. 
A further instance of co-operation in the industrial district of 
Rhenish-Westphalia is recorded by the transfer to an Essen group 
of the majority of the shares in thé. South German Railway Co., 
which in addition to other lines carries on the Essen tramways, of 
а total length of 37 miles. These other lines proceed to Horst in 
the north, Bredeney in the south, Gelsenkirchen in the north-east, 
Steele in the east, and Oberhausen in the west. These ramifications, 
which are to be amplified by a number of shorter lifibs, bring the 
Essen network into touch with various other tramway systems, 
particularly those of the Bochum-Gelsenkirchen Oo.] and those of 
Oberhausen and Mulheim on the Ruhr. The Essen groupnalready 
mentioned, consists of the town of Essen, tho Essen, circuit, an 
the Rhenish-Westphalian Electricity Works Co., which is s pit- 
mouth supply undertaking, and as it owns the majority of the 
shares in the Bochum- Gelsenkirchen tramways, it is assumed that 
the latter will be brought into connection with-the other lines 
mentioned by means of junctions and through trafüc. The group 
proposed to form a limited compapy with a capital of £85,000 to 
take over the shares, of which the town of Essen would subecribe 
48 per cent., the Essen circuit 27 per cent, and the electricity oom- 
pany the balance of 25 per cent., whilst the company would assume 
a debt of £850,000, which is to be guaranteed by the town and 


` girouit of Essen. The acquisition by the group or the company of 


the majority of the shares in the Southern Railway Co. will 
give the former а controlling influence over, among others, the tram- 
ways of Wiesbaden and district, up to Mayence,.and over the full- 
gauge and narrow-gauge lines in Hessen, Baden and Thuringia, 
and it is thought possible that the various towns concerned will 
also participate in the new company. p 


A Non-Hagnetie Yacht.—A non-magnetic survey 
yacht, built for the Carnegie Institution, Washington, was launched 
at Brooklyn recently. he vessel will be used for ocean research 
in terrestrial magnetism, and contains no magnetic material in 
its structure ; it is 155 ft. long with 33 ft. beam and 12 ft. draught, 
and has a displacement of 568 tons,—Lilecirical World, N. X. 
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THE FIXATION OF ATMOSPHERIC 
NITROGEN BY THE BADISCHE ANILIN 
UND SODAFABRIK PROCESS. 


A DETAILED account of this process was recently given by Dr. 
Schönherr in a paper read before the Elektrotechnischer Verein 
(E. T. Z., April 22nd and 29th, 1909) from which we take the 
ollowing oculars :— 

After a historical survey of the subject, the writer points out that 
the production of nitric oxide in the electric arc is a thermal effect, 
‘but that the concentration attained depends not only on the high 

perature reached, but also on the rapidity with which subse- 
quent cooling oocurs, and so limits the re-combination of the pro- 
ducte. It is chiefly because of the greater ease with which this 
subsequent rapid cooling can be effected that the electric arc, 
when suitably arranged, has proved superior to the many purely 
thermal processes which have been devised. i 


At the 3 time the only industrially operated processes are 


. the Bir d-Eyde process and the Badische Anilin und Soda- 
fabrik process. The former, patented in 1903, makes use of the 
deflecting power of a magnet on the arc. The arc is fed with 
alternating current, whilst the et is a direct-current one of 
constant polarity, so that the arc is alternately deflected upwards 
and downwards in rapid succession in its narrow chamber 
between water-cooled copper electrodes. The arc, consequently, 
appears to the eyeasagreat disk of light. In this way without the 
of any complicated machinery large amounts of power could 
be brought into action, and at the present time a factory employing 
000 H. P. is operating this process at Notodden, in Norway. 

The Badische A. & 8. commenced experimenting at the end of 
the nineties at their works at Ludwigshafen a. Rh., and in 1905 
the author was able to bring forward a still simpler form of appa- 
ratus than the etic arc arrangement. In place of the inter- 


magn 
mittent or vibrating flame which had previously been considered 
-opsentigl, the Badische A. & S. apparatus employs a stable, steady 
arc. In order to bring a large mass of air into contact with the 


Waser inled 


g^? 
Ax 
s 
+” 
eR 
í 


í 
Е = 
[ e i 
» ** , 
, wus 
` L Р А 
1 
P E 4 
E 1 
x 
4 D 2 
"VC BN | 
i " 
< ay, 8 
* «553 ЕЧ 2, " zu 
" Ne A iy: 
an A E 
pe М „^ 
E Rey, 
T 


Elec Rer 


Fia. 2. 


fiame a long arc is employed ; and, in order to avoid extinguishing 
or disturbing this extremely sensitive form of flexible conductor, 
the air is introduced with a circular motion, so that it passes over 
the arc with a screw-like motion. In this way the arc is kept 
steady in the centre of the eddying air stream, and the whole can 
be conveniently enclosed in a metal tube without fear of the 
arc jumping to the sides. In its simplest form, therefore, 
this apparatus consists of the metal tube and an insulated electrode 
at one end. The arc is started in any convenient way—for instance, 
by making the distance between the electrode and the tube small 
enough at one point to enable the н.т. supply to jump across the 
gap ; the revolving air-blast then carries the arc before it to 
the end of the tube, and finally a steady arc is burning in the 
centre of the tube. No further arcs will ocour at the gap, because 


an inductive resistance is always in series, and the voltage drop in 
this due to the current of the first arc lowers the voltage over 


the gap below the striking value. Should tbe arc be blown out 


from any cause, it would, however, automatically start again at the 
narrow gap. 

The construction of the actual furnace now employed is shown 
in fig.1. It consists of an insulated electrode m of iron, which 
becomes coated with oxide and consumes away very slowly, and 


` is usually fed in from time to time by band. A single electrode 


lasts about 2,000 hours, and the cost is only a few pes per 
Kw.-year, The electrode is surrounded by a water-cooled copper 
vessel. The arc is struck between this electrode and the innermost 
tube (also of iron) by means of the rodz operated by hand. This 
rod, together with the whole of the rest of the furnace except the 
electrode m, is earthed, so that there is no danger to the operators. 
The restriking of the arc, besides, is very seldom necessary. When 
the arc is struck it travels, under the action of the air-blast 
entering tangentially by eight openings at s, up tbe inner tube, 
and comes to rest on the upper end of the tube. The correct 
length of arc is adjusted by means of an air controller surrounding 


the openings at в, and the position of the top of the arc is inspected 
through the glasses a, and Gs. By looking through Gs the arc is 
inspected axially, and is seen to rotate steadily and so change its 
position continually. The upper part of the iron tube is also water- 
cooled by a copper jacket, and therefore practically no wear occurs 
at this electrode. ii 

In tbe 600-н.р. furnaces (fig. 2) using 4,000-5,000 volts the length 
of are is about 5 metres. In the 1. 000 -H. P. ones using a higher voltage, 
the length is about 7 metres. Still larger furnaces, absorbing 2,000 
H.P. each, are in contemplation. The supply is usually a three-phase 
one—the furnaces being used with star connection. After passing 
the arc and the upper cooler the hot gases pass downwards between 


‚ the central part of the furnace and the outer concentric case, and 


from here into a steam boiler which serves as a further cooler, and 
whose steam serves to concentrate the products of the proces, 

It will be seen that the fresh air as it enters the furnace passes 
first upwards in the chamber immediately within the outermost 
chamber, and becomes partly heated here. Just below the upper 
cooler the air is reversed, and travels downwards in a third com- 
partment, becoming further heated through the walls of the inner 


. chamber by the arc, and finally entering the arc chamber in a well- 


warmed condition by the openings s. The vertical arrangement of 
the furnace is not essential, as horizontal ones have been tried, and 
the arc is still found to burn steadily in the centre of the tube. 
Even bent tubes, conical tubes, &c., have been used successfully. 
It is also unnecessary to admit all the air at one set of openings s, 
as it can be admitted at successive points along the tube, and in 
this way any desired length of arc can be attained. The stability 
of the arc is so great that nothing but the most serious disturbances, 
such as »hort-circuits of the supply line, or sudden and excessive 
changes in the air admission, put it out. 

The steadiness of the arc is well brougbt out by the voltage 
curve. In fig. 3 curve a shows an oscillogram of the voltage across 
the аго, curve b shows the same for an ordinary arc lamp, and curve 
с for the Birkeland-Eyde arc. It will be seen that the sudden 
peak of voltage at the re-striking of the arc shown in b and c is 
absent in curve a. | 

The power factor of these arcs is, therefore, also good— ranging 
from ‘92 to ‘96. The explanation of the difference from the 
ordinary arc seems to be that in these long arcs practically the 
same gas particles serve as current carriers for a number of succes- 
sive periods, and so the resistance variations from instant to 
instant are minimised. New air particles, of course, constantly 
enter at one end, and gas particles leave at the other, but 
their numbers are small compared with the total number of particles 
forming the arc at any one instant. 

The potential in the arc has been investigated by means of an 
auxiliary electrode, and it is found to be fairly uniformly dis- 
tributed along the whole length. Measurements of the nitric acid 
concentration along the arc are not so easy to carry out, but, as 
would be expected, the concentration increases towards the centre 
and the top of the furnace. 

Coming next to the question of the utilisation of the energy, it is 
found that the energy actually used in the formation of the nitric 
oxide amounts to only some 3 per cent. of the total energy. Over 
and above this. however, a large quantity of highly heated air 
results as a by-product, although only a small fraction of the energy 
in this has hitherto been made use of. An investigation of the 
Badische A. & 8. furnace shows that about 40 per cent. of the heat 
conveyed to the arc is obtained in the form of hot water, 17 per 
cent. is lost by radiation, 30 per cent. is used in the steam boiler, 
and a further 10 per cent. has to be removed from the hot gases by 
water cooling after they have passed the boiler. The remaining 
8 per cent. alone is used in the formation of the nitric oxide. It is 
eh be expected that more of this waste heat will be employed in 

e. 
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At Notodden the weak nitrio acid solution is allowed to act on 
carbonaceous lime directly. This weak lime solution is dricd 
in vacuum chambers by means of heat from the arc gaser, and 
when crystallised, the cake is broken up into small pieces in mills 
and is packed in 100-kg. casks. The material so produced has now 
been on sale for several years. It is of uniform quality with a 
content of 13 per cent. of nitrogen, whilst Chile saltpetre has about 
15 per cent. Besides the experimental works at Ludwigshafen 
and at Kristianssand, and large extensions to the factory at 
Notodden, in which the Badische A. & 8. process will be employed, 
a still larger installation is being erected at Rjukau, in Tele- 
marken (Norway). Here a waterfall of 560 m. is available, with a 
fl.w of 47 m.“ per second, во that a total of 250,000 E. H. p. can be 
obtained. The fall is to be used in two stages of 290 m. each; 
the fir.t is to be equipped with ten 14,000-n.P. turbines, and 
is to be ready for the production of saltpetre by 1910. 

Negotiations are also in hand in connection with a 50,000-n.». 
water supply at Salzach, in Southern Germany, and for two water- 
falls at Matre and Tyn, in Western Norway. These will all be under 
the combined control of the Badische Anilin und Sodafabrik and 
the Hydro-Electrische Stickstoffgesellschaft, which works the 
B:rkeland-Hyde patente. 


PROCEEDINGS OF INSTITUTIONS. 


Faraday Society. 


Ar the meeting of the Society held on June 10th, subjects во 
apparently diverse as the conservation of water for power and 
el. сігіс steel smelting were discussed by а well-attended meeting, 
wbich seemed, on account of the presence of some well-known 
American electrochemists, something like an echo of the recent 
International Congress of Applied Chemistry. The sut jects are, 
of course, in reality very closely connected; the more amply and 
generously is power placed at the disposal of the electrochemist, 
the more chance have his methods of becoming generally applied. 


THE NATIONAL AND INTERNATIONAL CONSERVATION OF WATER 
FOR POWER. 


This was the subject of an address given by Mr. E. R. Taylor, of 
Penn Yano, N.Y., who is well known as the inventor of the electric 
furnace method of manufacturing carbon bisulphide, but who is 
now devoting his energies and enthusiasm to teaching the people 
of America and Europe the folly of allowing to run to waste vast. 


Fic. 1.—KELLER FURNACE. 


stores of natural power and natural sources of agricultural wealth 
whose very existence at present seems to pass unnoticed. Mr. 
Taylor's ples, in a word, is for the civilised nations of the world 
to impound, as far as possible, the flood-waters which fall 
in such abundance—cften executing great damage—on the 
uplands of the earth, and to utilise the water so impounded 
for irrigation purposes in the lowlands and as a source of power, 
vast in the regate, in its fall from higher to lower levele. 
Again, in many parts of the world, tbe flood waters carry down with 
them the soil, entirely denuding the uplands until they become 
uscless wastes. Mr. Taylor showed on the screen a view of some 
arid Chinese uplands which 200 years ago were covered with timber. 
B) impounding the rainfall in such regions, not only is one con- 
serving water and conserving power, but forests will be created, 
which are in every way a source of wealth (and a source of beauty) 
to the regions in which they have sprung ор. Ав ап example of 
what can be done cn a small scale, but which could probably be 
repeated by countless individuals all over the world, Mr. Taylor 
showed some views of a small brook on a farm in America, from 
wLich the enterprising owner, by making a simple dam of stones, 
has developed 25 н.р., which is utilised on his farm. From this little 
br.ok 2,225 ир. could be developed — equivalent to 30,000 tons 
of coal a year. The water-power capacity of the whole of the 
Urited States is not less than 150 million н.р; of the annual 
stream flow of the country from 85 to 95 per cent. is wasted in flood. 
No doubt conservation cannot be carried out in countries like 


England, where land is extremely. valuable, to the extent poesib!e 
in America, but America has now led the way, inspirel by the 
action of the late President, to a serious national consideration of 
this great problem, and it is to be hoped that the Governments of 
Europe will not lag behind. Mr. Taylor strongly urged the neces- 
sity for the problem to be considered internationally, and he 
pointed out that a beginning is to b» made in 1910, when a confer- 
ence will be held at the Hagu:. It is gratifying to be able to 
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report, what was stated at the meeting by Mr. Walter Reid—that 
the President of the Local Government Board has recently pro- 
mised to take definite action in at least one direction, namely, with 
regard to the conservation of our English rivers, each of which is 
to be placed under the control of one central authority, sub- 
ect to the supreme direction of the Local Government Board. 
is is & step in the right directioh, and it may, at least it is to 
be hoped it will, have the effect of bringing into utilisation the 
many small waterfalls existing in this country, to say nothing of 
the general downward flow of our large rivers, which, if small 
individually, are by no means negligible in the aggregate. 


ELECTRIC STEEL SMELTING. | Е 


Under the title A Contribution to the Study of Electric Far 
paces,” M. Keller, the distinguished French electrometallurgist, 
made a communication to the Society of considerable interest, in 
which he advocates the extended use of the type of furnace in 
which a conducting hearth—which must be non-carbonising—forms 
one of the electrodes. This was the method used by Siemens in 
his original furnace (1860), bat the type mostly employed at the 


present day is that perfected, among others, by Héroult (and by - 


M. Keller himself), in which two, or more, electrodes dip into the 
bath suspended from above, the current entering by one, ог one 
pair, usually through the medium of an arc, and leaving by the 
other. Of course the construction of this type of furnace is very 
simple, and only half the current density is necessary for tho same 
output as is employed in the other type, thus economisiag electrical 
connections; but these furnaces have the disadvantage of not allow- 
ing the current to flow uniformly through the whole mass of molten 


Fic. 3.— KELLER 10-TON FURNACE: PLAN. 


metal, and the product is consequently not likely to be ко homo- 
geneous as where it flows from one upper electrode, through the 
bath, to a lower electrode. M. Keller, ia this paper, advocates 
the extended use of the coonducting-hearth furnace, and he 
describes a type which ensures a uniform current density over the 
whole base of the furnace. Previous forms of coadu:ting hearth 
consist either of metal only on oneor more metallic poles embedded 
in а non-carbonising masonry (Siemens, Borchers and Girod,, or else 
of refractory material, such as maznesia or silica, rendered conduct- 
ing by a carboniferous sabstance (the new Firminy type). M. Keller, 
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however, uses a hearth consisting" of а “ reinforced clay," made up of 


iron bars 25 to 30 mm. in diameter, placed vertically 25 to 30 mm. 
apart and packed solid with magnesia, by preference (see fig. 1, p. 37). 
When cold, only the bara are conductiug, but when in operation, the 
hearth is conductive over its whole section, and the electrical resis- 
tance is very small. The mecbauical resistance of such a hearth to 
the subsidence of the metallic bath is very considerable, and the 
author statesthat the bottom of thefurnaceisabsolutely indeformable. 
The hearth of a 1,500-kg. furnace, examined after many months’ 
service, was in exactly the same condition as when it started. The 


grave objection to this furnace is the fact that the bottom electrode 
will have to be water-cooled, and a bath of steel on a foundation of 
water in any shspe may lead to exciting incidente, to say the 
least. Many of those who took part in the discussion, Mr. Morrison, 
Mr. Ristori and Mr. Cobb, among others, considered the water- 
cooled electrode an insuperable objection to this type of furnace; 
itis probably a question that experience will ultimately have to 
decide. The 10-ton Keller steel furnace used at the Holtzer works 
at Unieux—probably the most important of its kind in actual 
operation—for finishing the manufacture of a steel already molten 
in а Martin fornace, is of the vertical electrode type, with, how- 
ever, four instead of two electrodes, each pair of which is capable 
of independent regulation, ғо that the operation of the furnace is 
under complete control (figs. 2 and 3). This method of central dis- 
tribution of current into the farnace results in very small self-induc- 
tion ; the power factor is as high as 0°97, when a great current like 
12,000 amperes is passing. This furnace purifies the steel until the 
phosphorus and sulphur together only total 001 per cent. The 
type is particularly adaptable for three-phase current, the elec- 
trodes being connected either in mesh—one of the three electrodes 
to each phase—or in etar, in which case the armoured clay hearth 
of the furnace is connected to the middle point of the three-phase 
system. In the opinion of M. Keller there is no reason why a 20- 
ton three-phase furnace, of about 1,800 Kw. capacity, should not 
now be constrrcted. Such a furnace could purify 250 to 300 tons 
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Fic. 5.—ComBINED ELECTRODE AND INDUCTION FURNAOB. 


of steel per day, obtained from a converter, at an operating cost of 
128. to 16s. per ton, with electricity at 0'15d. per unit, such as would 
be obtainable by utilising blast-furnace gas. 

A paper by M. Gustave Gin described a euggested improved form 
of induction furnace (fig. 4), also for steel refining, in which the 
molten material is in continual circulation, so as to ensure 
homcgeneity of treatment and of product. The two crucibles 
which form the main part of the furnace are connected together 
by inclined channels, the whole arrangement forming the closed 
secondary circuit, in which general circulation is caused by the 
higher temperature generated in the cross channels. It is claimed 
that with thistype of furnace the ohmic resistance of the circuit 
can be increased without correspondingly altering its self-induction, 
thus allowing furnaces with a high power factor to be constructed, 
and generators and transformers of normal frequency and size to be 
employed. 

The same principle of cross-connections to facilitate circulation 
can obviously be applied to ordinary electrode furnaces, or to com- 
bined electrode and induction furnaces (fig. 5), which are now coming 
into use, although whether practical difficulties are likely to arise with 
the use of these channels, whose resistance will be high, and in which 
a good deal of local beat will be generated, is a questicn which only 
experience can decide. . 


Physical Society of London. 


AT the meeting held June 11th, 1909, a paper by Da. RUssgLL and 
Mr. Автнов WuiGHT on “The Arthur Wright Electrical Device 
for evaluating Formule and solving Equations" was read by Dr. 
Russell Ia this device special slide resistances are used. If m be 
the resistance of one of these anda metallic finger make contact 
with it at a point where the scale-reading is х, the resistance 
between this finger and the terminal of the slide is в/х. The scales 
of the slides are graduated logarithmically as in the ordinary slide- 
rule; hence the processes of multiplication and division can be done 
mechanically by sliding them against exactly similar fixed scales. 
If one connects a number of these slide resistances in parallel, since 
the current is inversely proportional to the resistance, the sum of 
the currents through them will be proportional to the sum of the 
readings of the contact fingers. One cu easily balance by a null 
method this current against the current going through a single 
slide resistance x by means of a Wheatstone-bridge arrangement ; 
in this case the reading on x when there is a balance gives the sum 
of the readings on all the other slides. Similarly one can subtract 
numbers by ; utting slides representing these numbers in parallel 
with x, and then obtaining a balance by altering the reading on x. 
The variable arms of the bridge can be usefully emplcyed in making 
the calculations. 

A model of this device for solving an equation of any degree 
consisting of not more than four terms was shown. The inaccuracy 
of the results found by means of this model is of the order of one 
per cent. Approximate values of the imaginary roote of numerical 
equations can be found Ly the device, and it can be employed to 
solve very complicated equations. 

A paper entitled The Proposed International Unit of Candle- 
Power" was read by Мв. C. О. PATERSON. The paper discusses 
the units of candle-power at present officially accepted in Great 
Britain, France, the United States of America and Germany. 
The numerous intercomparisons which bave taken place during the 
past five years between these unita show that the candle, as inter- 
yreted in France, Great Britain and the United States respec- 
tively, bas practically the same value in the three countries. The 
authorities in the gas and electric interests in the United States 
are prepared to adjust their units of candle-power to bring them 
to a single value, which is to be the same as the British and French 
units. The paper gives the results of comparisons showing that 
within the limite of experimental error the British and F'rench 
units are identical. The change involved in the unit at present 
maintained at the Bureau of Btandards, Washington, is shown to 
be 1:6 per cent. The proposal to call the common unit of light to 
be maintained jointly by the National Standardising Laboratories 
of America, France and Great Britain the “International Candle” 
has been submitted to the International Electrotechnical Com- 
mission, and through it to all the countries of the world which are 


. represented on that Commission. The Hefner unit is shown to be 


almost exactly poths of the new unit. The comparisons bstween 
the units have been made by two methods:—(1) Direct com- 
parisons of the flame standards in France, Germany and Great 
Britain. (2) Through the medium of electric sub-standards which 
have bad values assigned to them in the National Laboratories of 
the four countries. 

The agreement between the ratio values by the two methods is 
very close, and is shown by a table giving the results of the various 
comparisons which have been made. 

Dr. FLEMiNG raid that he greatly regretted that the National 
Physical Laboratory authorities had acquiesced in the adoption of 
a flame standard of light, with all ite difficulties and varia ilities. 
I::flaenced as they are by atmospheric pressure, moisture, ОО», 
height of flame, composition of fuel and number of persons in the 
photometric room, these flame standards could not possibly be 
considered as a final solution of the problem of obtaining a 
primary standard of light. What was really required was the 
concrete realisation of а permanent primary standard, which 
would be the standard of reference for secondary standards like 
the Fleming-Ediswan large-bulb glow-lamp standards, which he 
had introduced seven years ago. Prof. Petavel had shown that 
with suitable precautions the unit of illumination could be repro- 
duced within 1 per cent. by means of the Violle molten platinum 
stardard. 

Dr. RussELL said that the bougie décimale was the unit adopted 
by the International Congress of Electricians in 1889, and was 
defined to be the twentieth part of the Violle standard. He was 
not prepared to accept that it was equal to 1:11 Hefner units. 
Waidner and Burgess had proposed to adopt as the unit of 
intensity the radiation from a square centimetre of a black body 
maintained at the temperature of fusion of platinum. 

Mr. Dow said the pentane lamp as a standard was not very 
inferior to the Violle standard. He did not think they could as 
yet accept as a standard an area of a black body at a high 
temperature. 

Der. DRYSDALE thought the international agreement was simply 
an attempt to obtain agreement between present existing unite 
ratter than standards, and left the matter of the best form of 
standard perfectly open. Every one having experience with flame 
standards would thoroughly agree with Prof. Fleming’s condemna- 
tion of them, and there could be no doubt that the primary 
standard should be an incandescence one. He, however, did not 
agree with Dr. Fleming’s suggestion of revivirg the Violle 
standard. It seemed decidedly preferable to suggest a unit area 
of a black body at a definite temperature. Mr. Jolley and he had 
come to the conclusion that a square cm. of a black body at a 
temperature of 2,000° absolute would perhaps be a good unit and 
would be probably of the order of 100 candle-power. This 
temperature was probably pretty close to that of the ordinary 
carbon-filament glow-lamp, so tbat there should be по | colour 
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difficulty and it should not be exceptionally difficult to maintain 
constant. A point in favour of the black body was the perfectly 
definite character of its spectrum, which made it а standard of 
eolour as well as intensity and suitable for spectro-photometric 
comparison. As the surface would be that of a solid, it would be 
unnecessary to maintain it in a horisontal position, as with the 
Violle standard, and the amount of light eould be easily varied by 
a diaphragm. | 

Psor. О. H. Lugs said that Prof. Petavel's recent work on the 
radiation from heated platinum strips suggested that he was not 
altogether satisfied with tbe V.olle standard. 

Мв. Patenson thought that Dr. Fleming had 
understood the object of the paper, which dealt with the relations 
existing between the various units now in use. He did not think 
it would be possible to keep the temperature of a black body suffi- 
ciently constant to enable it to be used as a standard. 

A paper on “Inductance and Resistance in Telephone and 
Other Circuits” was read by Dr. J. W. NicHorson. A general 
formula for the effeotive inductance of a circuit consisting of two 
long parallel wires has been given by the author, and is suitable 
for cases in which the current distribution in either wire is greatly 
affected by the frequency of alternation. In the present paper 
certain important cases are examined in detail, aud formul are 
obtained capable of immediate use. A calculation of the effective 
resistance is also made in each case. Attention bas been mainly 
directed to that of the simple telephone circuit, in which the leads 
are not twisted roand each other in order to annul the inductive 
effects of the earth and of neighbouring circuits. To all metals 
used in practice, except iron, the formule developed for copper 
wires may be applied with a nearly identical order of accuracy. 


THE ROYAL SOCIETY CONVERSAZIONE. 


THE second conversazione of the Royal Society was held at 
Burlington House on June 24:h. There were few exhibits 
of striking "novelty that would interest the physicist or 
the electrical engineer. We notice below the more important 


exhibits which we have not already described in connection 


with the last, conversazione. 

The“ Paufleu spring wheel for motor vehicles exhibited 
by the Hon. R. C. Pareons is an ingenious contrivance to 
replace the pneamatic tire. The outer rim of the wheel 
which runs on the road is completely detached from the 
inner wheel; this is furnished with radiating spiral springs 
running on the inner surface of the outer rim, which plays 
the part of an endlezs track laid down by the vehicle as it 
advances. A series of curves drawn by a seismographic 
apparatus carried on the car appeared to demonstrate that 
there was less vibration with the Paufleu wheels than 
with the pneumatic tire. 

The Linolite Co. exhibited ** Tnbolite ” lamps fitted with a 
metallic filament which is held at each end by a zigzig spring 
to take up the expansion, and is supported by anchors at 
two intermediate pointe. The lamp may be placed in any 
position, and can be run on an alternating or direct-current 
circuit. Every point of the filament is in the same position 
with regard to the reflector (and there is a larger reflecting 
surface than can be used. with a bulb lamp), which ensures 
uniformity and efficiency in the distribution of the light. 


Mr. W. M. Mordey demonstrated the effect of electrostatic . 


condensers in preventing or extinguishing arcs. A suitable 
condenser placed in shunt to an arc or in shunt to a resistance 
in series with an arc will instantly extinguish the arc. If 
connected in shunt to the contacts before they are separated, 
it will prevent the formation of an arc even in a circuit 
having considerable electromotive force. The condenser is 
effective whether, when applied, it is in the discharged 
condition or charged to the full E. M. y. of the circuit. In 
the latter case the charge may be in either direction of 
polarity. | 

The Hon. C. A. Parsons exhibited а model of а leakage 
path device for regulating the voltage of alternators. The 
apparatus depends on the principle that, while an alternating 
current cannot directly produce a nni-directional field, it 
can have astrong action in diminishing magnetic flax. When 
it is applied to an alternator, the field magnets of the exciter 
are provided with a leakage path around which windings 
carrying alternating current are placed. It will be seen 
that when the current is passing in one direction it cannot 


probably mis- . 


appreciably increase the “ leakage flux" through the core 
owing to this being already saturated ; but when it reverses 
and flows in the other direction it will reduce the leakage 
flax. The model shown consisted of a direct-current motor 
driving a three-phase alternator with its exciter. Bridging 
the poles of the exciter was a laminated iron constraction 
having three cores or leakage paths. Each of these eores 
carried a winding which was in series with one of the 
phases of the alternator. An artificial load of resistance 
wire was provided, and by means of a two-way switch the 
load could be put on with or without the leakage-path coils 
in circuit, so that the regulation of the alternator could be 
compared with and without the compounding. .When there 
is no load on the alternator, the coila on the leakage paths 
are inactive, and the diversion of flux from the exoiter 
armature keeps the exciter voltage, and thus the alternator · 
field, low. When the load is put on the alternator, with 
the current flowing through the leakage- path coils, 
these coils choke back the leakage flux. . The result 
is to increase the flux through the exciter armature, 
raise its voltage, and so automatically increase the alternator - 
excitation and keep its voltage constant. The action is 
practically instantaneous, since the load current of the 
alternator is used directly to effect the regulation, without 
the intervention of any mechanical epparatus. 

Mr. C. E. S. Phillips exhibited a permanently luminous . 
watch dial and military night compass. The watch dial is 
transparent (glass), and the figures are painted on ita upper 
surface. The dial is backed with a compound containing a 
minute quantity of radium bromide, which renders it 
luminous, so that the time may be easily read in the dark. 
The compass is arranged on the same principle. By means 
of a luminous disk and strip, direction may be determined at 
night. | 

Mr. S. Cowper-Coles exhibited specimens of metallic 
parabolic reflectors made by  electro-deposition. The 
specimens of parabolic glass mirrors were coated with gold, 
copper and palJadium. Specimens were also shown coated 
with gold and silver bands so as to give greater penetration 
in foggy weather, and yet retain the dazzling effect required 
for military purposes. | 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


DUTCH E. INDIES.— The following duties are payable :— 


Cement we sei N ist vss $a free 
Ооа! and соке ... Mn ai sa ay a free 
Copper sheets and plates and brass or bronz: wire 
for telephones and similar wire for conducting 
eleotricity ... in T oe ius st free. 
Oopperware, bronzeware, brass wire, &c., not specially 
mentioned in the Tariff ... is des . . 10 % ad val. 
. Earthenware and porcelain  ... $m Ces 8 
Eng ines for factories and steam engines, machinery, 
instruments, tools, and implements for agri- 
cultural, manufacturing, engineeriog and mining, 
professional and trading purposes, also parte 
thereof or M ii pi - 85 free 
Lamps not required for gas or electric light ,... 10 % ad val. 
Glass and glassware of all kinds ... fas ... 10 
Iastru ments, mathematical, physical, surgical and 
optical DA a а sete TT ^ 
Iron in bars, pieces, rods or sheets, rails, conduct 
pipes, gas pipes, axles, boxes, wheels, cast or 
wrought, frames of iron buildings, sheds or 
warehouses, iron bridges and parte thereof, iron 
roofiog and gutters, whether galvanised or not, 
boites and nails, iron wire, wire for telegraph 
and telephone parposes and cables vis us 
Ironwork, cast, wrought, flattened or forged, not 
specially mentioned xd Т et s | 
Leadware not specially mentioned ... x ... 10 a 
Leather and leatherwork E S T ... 10 1 
Petroleum, per hectolitre us ; 25 fiorin 
Pitch es ы vus id sss hs free 
Resin ae sie 958 sia bes 855 free 
Steel in bars, sheets and plates, steel ropes, axles, 
and rails, steel joints and junction plates for 
railways E E Bus ш se free 
Steelware not specially mentioned ... Shi . . 10 % ad val. 
Goods not specially mentioned in the Tariff UE ñ 
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NEW PATENTS APPLIED FOR, 1909. 
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to whom all ingles Кн be aAA assai. ј 


18,887. ‘‘ Improvements іп the cnumeration of telephone calls." В. D. 
WiLLIAMS. June lith. 

13,899, " . in the construction of sparking plugs for ioternal 
combustion engines." R. F. Drury. (Société l'Oleo, France.) June lith. 
(Complete.) 

18,897. "Improvements in electrical ОЕ, R. M. АввАнАМ and BRITISH 
РиксмАТ!С RaILwAT SIONAL Co., Lip. June 146. 

18,908. Improvementa in or connected with means for giving an initia 
impulse to magneto-electric sparking machines used in connection with internal 
combustion engines." G. Braun. June lith. 

18,911. ''Automatio fire-alaım electric bell push.” J. Laxton. June lith. 

18,919. “Improvements in telephone exchanges.” Srxmens Bros. & Co., 
Lrp. (Siemens & Haltke Akt..Ges , Germany.) June 14. (Complete.) 

18,922. Improved islozophone: for currents of high intensity." A. STEIN- 
ACKER and А. PLISNIER. (Date applied for under Sec. 91 of the Act, January 16th, 
1909, being date of application in Austria.) Junel4th. ( Complete.) 

18,901. ‘‘Improvements in and relating to electric heating devices." 
British Тномвом-Носвтох Co., Urn. (General Electric Co., United States.) 

June 14th. 

18.902. Improve ments in and relating to electric meters.“ BRITISH 
Тномвон.Ноцивтон Co., LTD. (Date applies for under Rule 18, May 29th, ja 
An inventicn cc mprised in Application No. 19,689/09. June 14th. 

18,989. “ Improvements in the manufscture of electric incandescent йшй: 
M. Muca. June 16th. 

14,012. ‘‘ Improvements in and relating toantiseptic de vices for telephones,” 

A. PrckERING. June 15th. 

icon. t Improvements in electrical motors and the like. " В. PINEUS. 
June 15th. 

14,084. “Improvements in mechanioal telegrephs, НИТЕ А applicable to 
vehicles and the like.” J. D. Owen. Juneibth. . 

14,069. '' Improvements in electric time switches," J. G. MEHNE. June 15th. 
Complete.) 


14.062. ср rovements in and relating to metal boxes for switches and wall | 


plugs.” ACKMAN. June 15th. (Complete.) 

14.001. Arrangement for uniform and rapid electro-plating of flat or other 
кецейе shaped articles." LaxGBRin-PFANHAUSER-WERKE AkT.Gxs. (Date 

lied for under Bec. 91 of the Act, June 22nd, 1908, being date of application 

in rmany. Junel6th. (Complete.) 

14,098. "Improvements in electrically-operated point-actuating mechanism 
for tramway or the like tracks." A.P. WiLLIAMS,. June 16th. 

14.097. Improvements in or conneoted with. electrical switches." I. V. 
ZEALANDER Р. Conway. June 16th. 

1,117. “Improvements in electric contact breakers 
for induction or sparking coils." R. W. Grant. June 16th. 

14,190. “Improvements in electrical contact paratus actuated iy Boa 
presage of trains to control railway points and signals.” SIIMENS Bros o. 

. (Siemens & Haleke Akt.-Ges., Germany.) June 16th. (Complete.) 

14.126. improvi ments іп magneto-electrio apparatus for firing electric 
igniters." W. Laxz. (Fabrik Elektrischer Zünder G.m.b.H., Germany.) 
June 16th. (Complete) 

14,198. "Improvements in or relating to are lamps.“ A.J. Восіт. (Voigt 
and Haeffner Akt. Ges., бе many.) June 16. (Complete.) 

14,158, "Improvements іп and relating to magneto-electrio machines." E. 
Tnomz. June 164. (Complete.) 

14.164. Improvements in and relating to electric locks." J. XABSKI. 
June 16th. 

14,165. “Improvements in electric arc lampe." O. MinLavro. June 16th. 
(Complete.) 

14,168. Improved variable-speed dynamo.“ A.G.IxRIG. June 16th. 

14,200. “Improvements in and relating to telephonic transmitter and the 
like.” J. K. Pickropp. June 17th. 

14,212. “Improvements in methods of charging and discharging secondary 
a or electric accumulators on three - wire systems.” A. М, Тлтіов. June 
14,289. “ Improvements in telephone exchanges." SIUIXSs Bros. & Co., 

Lrp. (Siemens & Haleke Akt.-Ges., Germany.) June 17th. (Complete.) 
14,40. “Improvementa in signalling в aratus o ted from a distance." 
SIEMENS Bros. & Co., Lr». iem Halrke Akt.-Ges, Germany.) June 


cularly applicable 


‚ 11. (Complete.) 


14,944. "Telephone system." D. W. Max. June 17th. (Complete.) 

14,988. ''Improvements in prie ae apparatus having a liquid anode." 
O. Schorr and С. Z. BTIFTUXG (trading as ott & Gen), (Date & e for 
under Bec. 91 of the Act, June 28th, 1908, being date of application in Germany.) 
June 18th. (Complete.) 

14,890. “Improvements in and relating to the electrical operation of 
mechanism aad (he like." Н. С. влке. June 18th. s 

14,859. " Improvements relating to the fault protection of cables in electrical 
current distribution systems.“ . C. H. M. Grorai and A. REYROLLE & Co., 
LT». June 18th. 

14,868. ‘Improvements in direct-working telephones for intercommunica- 
tion purposes." E. A. Davis. June 19th. 

14,991. ‘‘Improvements in dynamos or electrical motors.“ J. H. Garry. 
June 19th. (Complete.) 

14,908. “ 1 in electric switches and switch fuses.” H. H. FERRY 
and W. J. MARKHAM. June Igth. 

14,481. “New or improved method of and means for preventing the pulea- 
tion of electric currente generated by small dynamos and rotary converters." 
A.BcHULZRR. Junel$th. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs., W. P. 
THOMPSON & Co., 322, High Holborn, W.C., and at Liverpool and Bradford; 
price, post free, да. (їп stamps). 


1908. 


ELECikoLYTE FOR Usk IN ELECTRIC BATTERIES. New Ignition Syndicate and 
W. J. L. Sandy. 10,520. May lith, 
ELECTRIC Power Hasmenks. R. Berry. 10,589. May 15th. 
ELECTRICAL Driving Devices FOR CLocks. A. Anders. 10,626. May 15th. 
(Date applied for under International Convention, September 11th, 1907.) 
ELECTRICAL Driving Devices For Crocks. A. Anders. 10,627. May 15th. 
(Date applicd for under International Convention, March th, 1908.) 
(Application for Patent of Addition to No. 10,626/08.) 

MANUFACTURE OF FILAMENTS FOR ELECTRIC INCANDESCENT Lamps. Wolfram 
Lampen Akt - Ge. 10,891. May 19th. (Date applied for under Inter- 
national Convention, October 7th, 1907.) 


Iupuctiox Coins. J. B. Brooks and F. Н. Alston. 11,170. May Bud. 


DvwaAMo-EnLECTRIC Масигикв. Siemens Bros. Dynamo Works and M. Kloss, 
14,049. July 2nd. 
Evecrric RaecuLtatine Devices. British Thomson-Houston Co. (General 
ectric Co., United States.) 14,701. July 10th. 
ACCUMULATOR ELEOTRODEB. C. Vogel. 14,814. July 18th. 


.RETRANSMITTING AND REINFORCING TELEPHONE CURRENTS. J. E. Kingsbury. 


(Western Electrio Co.) 17,047. August 18th. (Application for Patent of 
Addition to No. 11,6.5/06). 


. CunRENT-CoLLEOTING Rings ror DyNAMO-ELEOTRIC MaAcHINES. British Thomson- 


. Houston Co. (General Electric Co., United States.) 17,880. August 18th. 

MANUFACTURE OF REFRACTORY ELECTRIC Cowpvoroms. W. P. Coolidge. 17.031. 
August 21st. (Date applied for under International Convention, August 
24th, 1907.) 

System or FITTING INCANDESCENT ExLactzic Lamps. G. Weismann. 18,988. 
August 81st. (Date applied for under International Convention, January 
10th, 1908.) 

REGULATION OF ALTERNATING-CURRENT ELECTRIC GENERATORS WORKING IM 
PARALLEL. Siemens Bros. Dynamo Works. (Siemens Schuckertwerke 
Ges.) 18,715. September 7th. | 

SUSPENSION oF TROLLEY WIRES FOR ELECTRIC TRAMWAYSB AND RaiLwavg. J.G. 
Scott. 19,621. September 18th. 

Sarety Device ron PoRTABLE ELEOTRIC Hann Lamps. J. Lightfoot. 19,679. 
September 19th. 

EMERGENCY BRAKE FOR ELECTRIC TRAMCARS AND OTHER VEHICLES. T. Jones 
and L. J. Evans. 24,766. November 18th. 

Process ров PRODUCTION oF Ровк лир THiW FILAMENTS OF ANY LENGTH FOR 
ILLUMINATING PuRPOSES. A. Kroll and B. Saklatwalla. 27,144. December 
14th. (Date applied for under International Convention, October :6th, 1908.) 

TuIRD-RaiL INsULATOBS. P. M. Justice. (Essex Co.) 27,477. December 17th. 

MAGNETO-ELECTRIO SPARKING APPARATUS. W. P. Thompson. (E. Eisemann 
and Co., Ges.) 27,999. December 23rd. 

ELECTRIC TREATMENT FOR CURATIVE AND OTHER PunRPOSES. H. Wartmann, 
27,512. December 18th. 

ELECTRICAL. ADVERTISING Devices. W. K. L. Dickson. 98,196. December 24th. 

Processes FOR PRopuciNG METALLIO ARTICLES BY ELECTRODEPOSITION, AND 
ARTICLES во Pnopoczp. F. I. Gibbs. 4,410. February 27th. 

APPARATUS FOR REINFORCING THE INSULATION OF ELECTRICAL APPARATUS WITH 
Lacquer OR Удвмівн. J. F. Simpson and A. W. Brown. 9,050. April 27th. 

TELEPHONY AND TELEGRAPHY. Brown. 11,195. May 22nd. 

ELECTRICAL Circuit Breakers. B. Thomas and E. Thomas. 11,188. May 28rd. 

MEASUREMENT OF INTENBITY AND TENSION OF ELECTRIC CURRENTS DELIVERED BY 
AN Ixpuction Com. F. Klingelfuss. 11,299. May 26th. 

DvwAMO-ELkCTRICAL MACHINERY Вовзест TO FLUCTUATION OF Loap. Electric 
Construction Co. and W. Buchanan. 11,880. May 25th. 

CONTROL or ELECTRIC CIRCUITS AND APPABATUS. British Thomson-Houston Co. 
(General Electric Co., United States) 11,845. May 25th. 

ELECTRIC Licht REFLECTOR AMD SHADE. Mygatt. 11,539. Мау 27th. 

ELECTRIC LIGHTING OF ROUNDABOUTS AND THE LIKE. H. M. Darrah and L. A. 
Hackett. 11,758. May 30th. 

COMMUTATORS FOR DyNAMO-ELECTRIC MACHINES. C. A. Parsons and A. H. Law. 

11,871. June ist. 

MoTon.CowrRoLLED SwiTCHES. A.J. Barlow. 12,508. June 10th. (Post-dated 
December 7th, 1908.) 

GALVANIC ELEMENT OF THE Bunsen Тури. K. Heintz. 19,671. June 27th. 

REINFORCED WOODEN SUPPORT FOR ELECTRIC INSULATORS. C. Graham. 16,848. 
July $0th. . 

DvwAMO-ErzorRic MacHiWwEes. Burleigh. 15,487. July 21st. 

Mans or CONNECTION BETWEEN ELECTRICAL CoNDUcTOoms. Е. Rayner and 
Chillington Tool Co. 16,060. July 29th. 

ELEgCTRO-THERAPEUTIC APPARATUS. J. Purthner, F. Zimmer] and J. Böck. 
16,772. August 10th. 

ELECTRIC Fuses. W. White. 17,170. August 15th. 

Locomorive ELECTRIC ALARM Systems. A. Cummings and G. Noreau. 27,928. 
December 23rd. 

CONTROL or ALTERNATING ELEOTRIO CURRENT MOTORS or THE CoMMUTATOR ТҮРЕ. 
British Thomson-Houston Co. (General Electric Co., United States.) 
6,963. March 2£th, 

ALTRRRATING-CuRRENT DyNAMO-ELEOCTRIC MACHINES OF THE COMMUTATOR TYPE. 
Allgemeine Elektricitáts Ges. 11,689. May 28th. (Date applied for under 
International Convention, May 29th, 1907.) 

APPARATUS OF THE RESONANCE ТҮРЕ APPLICABLE FOR Usk rw INDICATING on 
MEASURING THE FREQUENCY OP ELECTRICAL OR MAGNETIC ALTERNATIONS. 
R. Hartmann-Kempf. 11,870. June 1st. (Date applied for under Inter- 
national Convention, May 81st, 1907.) 


1909. po 

ELECTRIC OowDENSEBRS. R. Schiessler. 4,098. February 18th. (Date applied 
for under Rule 18, Merch 90th, 1908.) 

Maoxzri0 Baaxes. J. N. Mahoney and О. 8. McCurdy. 8,521. April 8th. 
(Date applied for under International Convention, April 20th, 1908.) 

Marat FILAMENTS FOR ELECTRIC LAMPS AND THE PROCESS OF MANUFAOTURING 
THE SAME. H. Kugel. 1,982, January 19th. (Date applied for under Inter- 
national Convention, February 22nd, 1908.) 

ANTISEPTIC ATTACHMENTS FOR TELEPHONES. F. C. Tabler. 1,498. January ‘lst. 
(Date applied for under International Convention, January 24th, 1908.) 

TELEPHONE EXCHANGES. Siemens Bros. & Co. (Siemens 4 Halske Ak . Ges) 
5,904. March lith, 


' MEANS FoR PREVENTING THE CORBOBION OF THE INTERNAL PARTS OF BOIBERS DUE 


TO ELECTRO-CHEMICAL Action. Р. E. G. Cumberland. 8,068. April 8rd. 

APPARATUS FOR ELECTROPLATING. R. E. Philips. (Meaker Co.) 5,087. 
March 2nd. 

DEVICE РОВ IDENTIFYING am ELECTRIC LEAD WITH 1T8 TERMINAL. C. Isaac. 
97,298. March 26th. : 

ELECTRIO FURNACES FOR THE TREATMENT OF GASES on Gas MIXTURES. Salpeter- 
saure Industrie Ges. 8,443. April 7th. (Date applied for under Inter- 
national Convention, May 22nd, 1908.) 

TROLLEYS OR COLLECTORS FOR ELECTRICALLY-DRIVEN VEHICLES. B. Bryan. 747. 
January 12th. 

IGNITION Device FOR INTERNAL-COMBUSTION ENGINES. P. R. J. Willis. (W. H. R. 
Mildebrath.) 868. January làth. 

APPARATUS FOR UsE IN CONNECTION WITH ELECTRIC CABLES. Beaver and Clare- 


mont. 2,076. January th. (Date applied for under Rule 13, March 23rd, 


1908.) 

Evectric Fuses FirTED wITH INDicATING Devices. C. C. Hatry. 2,358, 
February 1st. 

Sewine MACHINE Guines Fon Hat Sweats. W. Fairweather. (Singer Manu- 
facturing Co.) 4,941. March Ist. 

BAFETY DEVICE FOR THE DISSIPATION OF Excess VOLTAGE IN ELECTRICAL SYSTEMS, 
G. Giles. 4,997. March Ist. (Date applied for under International Con- 
vention, March 2nd, 1908.) 

TELEPHONES. A.H. Nicholson. 6,528. March 18th. 

Evectricat. КАП, BOND. W. Leder. 7,635. March 30th. (Date applied for 
under International Convention, June 6th, 1908.) 

ErkcrRtc Fuse Fittines. Siemens Bros. Dynamo Works. (Siemens & Ha'ske 
Akt.-Ges.) 8,263. Aprii Oth. 
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INCREASED OUTPUT OF BOILERS. 


We referred some time ago to the statements of Prof. 
Nicholson regarding the increased efficiency of heating 
surface in boilers due to the rapid movement of the gases. 
This is not a novelty, for it has long been known that 
rapidly moving gases give up heat most quickly, and we are 
under the impression that Mr. Rowan, in his book The 
Physica of the Steam Boiler," uses this fact in explanation 
of why an excess of air in the furnace gases does not 
seriously diminish efficiency, since if the volume of the gas is 


Increased its velocity for a given coal consumption must be 


so much greater, and this greater velocity more or less 
counterbalances the reduced temperature head due to 
dilution. 

The United States Geological Survey Department has 
been experimenting upon the subject, and its recent bul- 
letin states that the experiments so far made seem to indicate 
that it is possible to double or treble the capacity of a boiler 
without making any radical change in the furnaces or boiler. 
To effect such improvements requires double or treble the 
quantity of air to be put through the fuel bed. It also 
seems probable that rebaffling of the gases will permit 
double or treble capacity to be attained while still getting 
more steam per pound of fuel for purposes outside the 
boiler room, that is to say, net steam for external power 
Thus far at least this in itself does not 
appear to be much more than a statement that by means of 
forced draught the capacity of a boiler may be very much 
increased, and that not very much power will be absorbed 
in producing the additional draught for the stated ratio of 
increase. Now we do know of forced-draught trials with - 
a boiler particularly suited to show the effecta of rapid gas 
movement ; with every care, the evaporation per pound of 
fuel certainly became less, and the indications were that the 
chimney temperature was so high that at the top rate of 
fuel combustion an extension of the heating surface would 
have been of advantage to economy. 

It is, therefore, just as well to be cautious in accepting 
the recent, promulgations both of Dr. Nicholson and of the 
U.S. Geological Survey. The experiments, however, of the 
Survey Department are interesting. Most of them were 
made with a special apparatus consisting of an air-measuring 
vessel connected with a tube in which were. two layers of 
lead shot to represent fuel beds and boiler resistance. 
That representing the boiler was maintained constant. The 
* fuel bed was changed in respect of both size of shot and 
depth. Air was passed through these two beds, and careful 
observations made of temperatures and pressures above each 
bed, and from these the conditions of draught about a boiler 
are deduced. ‘Three laws are stated : (а) If the resistance to 
the flow of gas remains constant, the pressure drop through 
any portion of the path will bear a constant ratio to the 
total drop from the ashpit to the uptake. That is to say, 
if the pressure drop due to the fuel bed ів 0*5 in. for a total 
drop of 1 in., then it will be 1 in. when the total drop is 
2 in., in each case retaining the ratio of one-half. 
(b) If the total pressure drop from ashpit to uptake remains 
constant the pressure drop through any portion of the gas 
path will vary in the same direction as does resistance to the 
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flow of gases, though the magnitude of the Variations may 


not be in simple proportion. 

Thus, with a total drop of 1 in. the fuel bed accounts, say, 
for 0°5 in. Now, double the fuel bed thickness while keeping 
the same total drop, and the fuel bed resistance will rise to 
0°65 in.; or quadruple the fuel bed thickness, and, for the 
game total drop of 1 in., that due to the fuel bed will now 
be 0°8 in. of water. (c) When the resistance along any 
portion of the gas path remains constant, the weight of gas 
that will pass this portion varies with some power of the 
pressure drop. Since the resistance between fuel bed and 
uptake remains nearly constant, the weight of gas passing 
through the furnace and boiler varies as some power of the 
pressure drop between these points. Approximately the 
weight of gas passing through a boiler is directly proportional 
to the square root of the pressure drop through the boiler or 
through any portion of a gas path having constant resistance. 
Therefore, to double the weight of gas passing, there must be 
fourfold pressure drop. To treble it the pressure drop must 
be made ninefold. Now, roughly, the steam output should 
vary with the weight of gas put through, for gas representa 
fuel burned, and to get this double or treble weight of steam 
the fan power must obviously be increased eight times or 27 
times, or 2° and: 3, and very soon a limit wil be reached 
beyond which no further increase is possible. 

Thus, if 2 per cent. of the steam made by a boiler will 
drive ita draught fan at 100 H.P. ontput, there will be 
required 8 per cent., or 8 times as müch when the horse- 
power ів 200. At 300 н.р. the fan will rsquire 18 per cent., 


or 27 times as much steam, and at 700 H.P. the fan will : 


absorb 98 per cent. of the steam output. Beyond seven- 
fold the boiler would not be able, therefore, to find steam 
enough to drive the fan. The report says “ doubling, 
trebling or with larger grates even quadrupling the rate of 
working a boiler, seems to be sound commercial practice." 
This may be so, but we think the reference to the larger 
grates very wise. The increase of a grate means that the 
main resistance is kept the same for a larger rate of com- 
bustion. It is the higher rate of combustion per sq. ft. of 
grate that demands so much power to overcome the increased 
resistance. But so far the report is by no means on all 
fours with Prof. Nicholson's. 
to increase the velocity of the gases past the heating 
surface, thus augmenting the resistance all along the path of 
the gases, and demanding such a serious amount of fan 
power as to put a very early limit on the increase, for the 
net available steam would very soon become nil. 


THe business agenda prepared for 
a recent meeting of the L.C.C. con- 
tained an important recommendation 
—which, we understand, was agreed to at the meeting 
—in reference to the reorganisation of the Council's 
stores. The matter has been under the consideration 
of a committee, of which Mr. Isidore Salmon is 
the chairman, and with this gentleman’s mature commercial 
experience the scheme proposed must no doubt be of con- 
siderable merit. There is, however, a point of irony in the 
suggestions put forward by some of our daily contemporaries 
as to the reorganisation reducing the rates and enabling the 
Council to purchase at lower prices, when we remember 
that firms doing business with the L. C. C. find their 
contracts not infrequently result in loss; rather is 
there reason to hope that the reorganised scheme may 
offer some benefit to manufacturers and merchants as well 
ав to the ratepayers. This no‘ doubt will be the case, as a 
chief officer appointed to control the whole supply of stores 


London County 
Council Stores. 


His idea, we take it, is largely 


will have a right to insist on the schedules of quantities 
and description of articles being prepared, not in an 
approximate fashion, but on the basis of more definite 
information than has hitherto been the case; it is admitted 
that the technical officers must still select and approve their 
own material. As previously pointed out, we think they 
have proved to be rather too keen buyers, and the change 
of system from this aspect is hopeful. 

It is stated that the value of the stores dealt with amounte 
to upwards of £350,000 per annum. This is such a large 
figure that it must be apparent on the face of it that the 
whole energy of a capable commercial man can be advan- 
tageously utilised in what the chairman of the committee 
calls “ the commercial co-ordination of the undertaking." 
Many of the stores must be parchased in wholesale 
quantities, held in stock in suitable quantities, and supplied 
in retail quantities, and this sort of handling of merchandise, 
when running into six figures annually, is deserving of 
skilful and intelligent direction. 

As to saving the ratepayers’ money, this may perhaps be 
effected, but the more important matter of reducing the rates 
will certainly not; we have seen a comment that the new 
scheme will give manufacturers and merchants the oppor- 
tunity of dealing with a chief official of the Council instead of 
with juniors, with this statement we join issue, as in all 
official matters of this description the bulk of the work must 
be carried through on what may be termed red tape lines by 
the numerous members of the staff who report their efforte 
through well worn channels to the official head, and by this 
system, mistakes which may be made by the junior can be 
corrected by his superior, whereas when this arrangement is 
reversed, it is possible that the head of the department makes 
a mistake, and it is more difficult to save the situation. 

We shall watch with interest the issue of the annual 
schedules in November next, and, under the present capable 
chairman, we think the scheme will be generally advantageous. 
When working as the present tramway scheme works, 
there is little doubt that it will be of general benefit, and 
there is no reason why stores should not be organised even 
ав а tramway scheme or a main drainage scheme has been 
organised. 


UNDER this title the Daily Telegraph 
booms the Pollak-Virag system, under the 
ægis of Mr. Henniker Heaton. We have 
no wish to depreciate the merits of this beautiful aud 
exceedingly clever invention (which, by the way, has been 
well known to the electrical world for some nine years); 
but, in view of the continued efforts of Mr. Henniker 
Heaton to thrust it down the public throat, we are com- 
pelled once more to emphasise the truth about this matter. 

The Pollak-Virag system cannot be Б over long sub- 
marine cables. 

The Pollak-Virag system requires two wires; therefore 
its maximum speed per wire is (half 46,000 =) 23,000 
words an hour, = 384 words per minute. 

The Wheatstone automatic system, which has been used 
in the British postal service for 35 years, requires only one 
wire, and sends 400 words a minute, or 24,000 an hour, on 
one wire ; it has been run at 36, 000 words an hour. 

The Pollak- Virag system, therefore, is slower than the 
well-known and well-tried system in general use on the 
British lines. It cannot be used where there is only one 
wire ; and even where there are two it is put out of action 
whenever one of them is broken. | 

Both systems can be used with a type-writer at the 
sending end. The only point in favour of the Pollak-Virag 
is that at the receiving end the message is “written” by 
the apparatus, while the Wheatstone has to be transcribed 
or put through a type-writing mechanism. 

We have said enough to show that the Pollak-Virag 
system has no bearing whatever upon the question of 
Imperial intercommunication. It serves Mr. Henniker 
Heaton, however, ав an admirable device for tickling the 
imagination and imposing upon the credulity of his supe 
porters and the lay Press. 


“The New - 
- Yelegraphy.’? 
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THE I. M. E. A. CONVENTION. 


Steam Tarbines. 


By ALFRED S. ВгаокмАн, Borough Electrical Engineer 
and Manager, Bunderland. 


(Absiract.) 


Тни present situation of the steam turbine industry is a battle for 
supremacy between the impulse and reaction types, aud the follow- 
ing statements are mid forward as representing the point of view of 
a user who has studied the problem from all sides :— 

1. All turbines must fnlfil a certain law of combination of blade 
speed, and number of running rows. 

2. Bteam expanding between boiler pressure and condenser, must 
generate a certain velocity, and this velocity must be imparted 
to the revolving mass in small increments as in the Parsons 
machine, entailing many rows of blades, or in larger increments 
as a the Zoelly or Ourtis machines, or in one increment as in the 
La 

9. The fewer the rows of · running blades, the higher must be the 
speed at which the blades run, and consequently the higher the 
speed of the steam impinging on the blades. 

4. The impulse type turbine runs at & much higher speed at 
blading than the reaction type, and necessitates particular attention 
being given to the design of the wheels and blades, owing to the 

stresses that prevail. 

5. The impulse type turbine lends itself to a more mechanical 
looking construction than the reaction type. 

6. The reaction type, as illustrated by the best Parsons type, is 

more eeonomical than the impulse type. 

7. For speeds of 3,000 R. p.. and below 1,000 Kw. the impulse 
type is better than the reaction. 

For speeds of 1, 500 R. . 1. and up to 3,000 Kw. the reaction 
type has, up to the present, ро most satisfactory. 

9. For speeds of 1,000 and 750 в.р.м, and up to the largest sizes 

to be used, there is absolutely no 'evidence that the impulse 
type can compete in reliability or economy with the Parsons type. 

A review of the progress of the last two years shows that while 
trouble with the reaction type has shown a marked diminution, 
due to the defecta of the earlier designs having had time to come to 
light, thus showing the necessity of more mechanical construction, 
and notably of stiffer shafts, the impulse type has not made the 
headway many people. AM for, and may still be said to have its 
infantile complaints ah 

Too little attention i given nowadays to selecting an efficient 
combination of power and speed, although the latter is such an 
important point. The periodicity being, say, 50, only two speeds 
can be considered—vis., 3,000 в.Р.М. with a two-pole machine, or 
1,500 R. P. u. with four poles. Many engineers have selected the 
lower speed, but the high-speed set will be more economical by 
about 10 percent. take up less floor space, and be about 15 per 
cent. cheaper in fret cost. The higher the speed at which the set 
is ran, the greater the benefits which will be obtained from a 
turbine installation. 

At Sunderland, we have a 1,500 B. P. u. Willans-Dick, Kerr com- 
bination, installed to carry a load of 2,000 kw. continuously and 
2,500 Kw. for two hours, and the economies effected by this plant 
have been most pronounced. "With the present normal day load, 
amounting to about 2,300 Kw., two boilers will easily steam the 
turbine; but upon changing ‘over to three modern high-speed 
reciprocating engines of about 700 Kw. fre seta each, it is impos- 
sible to hold the steam without substantial assistance from a third 


For direct-cerrent sets, the merits of the tandem machine must 
not be lost sight of. By putting in tandem generators, the speed 
of the set can be increased by about 75 per cent. with all the 
attendant advantages already pointed out; and the electrical 
portion being divided into two, there is only half the machine out 
of commission should troubles of any sort arise. 

It is often a subject of some concern to decide at what size of 
unit it becomes advisable to adopt turbines in preference to 
reciprocating engines; a general statement which has been made 
very frequently is: above 750 kw. as a unit, use turbines; below 
750 xw., use engines. It is, however, impossible to draw any 
definite line of demarcation, as so much depends upon the con- 
ditions. With the higher speeds at which it is now possible to run 

erators, the proposition of turbines v. engines will soon 
, and it will be a case of turbines only. 
Brosh Oo., who have made a speciality of small turbo- 
5 seta, give the following typical figures for a 300-xw. 
piant :— 


Steam consumption in pounds of steam per Rw.-bour, with 
steam at 160 Ib. per sq. inch: 


Dry With 100 
steam. superheat.] 

Reciprocating engine, 26 in. vacuum ... 24 204 

Turbines, 28 in. vacuum.. sia s 22 192 


while the capital cost of the two plants complete, with condensers, 
is practically the same. 

"Taking inte consideration the d advantages the turbine 
has in cost of oil and general up ай А it does indeed appear that 
the reciproca plant has only $i smal field left, except where the 
facilities for obtaining cooling water are exceptionally bad. 

The conditions for turbine installations are :—150 lb. per sq. inch 


steam pressure; 150° superheat; highest possible speed, and beat 
vacuum possible. 


The condensing plant is the most important detail of the plant; 
а vacuum should be selected with an equivalent temperature about 
25° above the available temperature of circulating water; baving 
once obtained this, see that it is always maintained. If a vacuum 
of 284 in. can be obtained, never let it drop to 274 in., which it will 
easily do with a little negleot. An inch down in vacuum will mean 
a 5 per cent. rise in the coal bill. The writer has found a vacuum 
recorder kept under lock and key, worth considerably more than its 
weight in gold. 

The field for improvement in condensing plant is even greater 
than in turbines. | 

‘The Parsons augmenter surface condenser allows smaller cooling 
surface, and less circulating water to be employed. Further, the 
hotwell temperature is higher. This ів, in the writer's opinion, 
undoubtedly the best form of eurface condensing plant. 

Asa rule, the capital cost of surface condensing plant will be 
rather higher than that of either jet or barometric condensers. 

Barometric condensers area very satisfactory form of plant, 
provided every precaution is taken to prevent air leakage, and 
ample passage way is given to steam and water. A uniform vacuum 
can be maintained, owing to the absence of cooling surfaces which 
become dirty and therefore inefficient. In some cages, no air pum 
is installed, but where a high vacuum is essential a really powerf 
dry air pump is necessary. Barometric condensing plants are cer- 
tainly more easy to maintain at their best than surface condensers. 

Sunderland experience has shown the Willans-Parsons turbine to 
be absolutely trustworthy. For over sixteen months the bulk of 
the work bas been done by the 2,000-xw. turbine plant of this make, 
running at 1,500 B. p. x., and during the year ending March 31st, 
last the total units generated in the works were 9,207,227, of which 


mo less than 8,009,000, or 87 per cent. of the whole output, was 


generated by the one turbine plant. 

This turbine has, with very few exceptions, been put on load 
every Sunday at noon, and has run through without any stop until 
the following Sunday, at about 1 a.m. During the night, the load 
drops, as a rule, to about 400 kw., and the day peaks have been 
about 2,800 xw. ; when this has been exceeded, one or more 700-x w. 

сре ating sets have been paralleled. Throughout the day, the 
work has consisted of about three quarters shipyard, and one 
quarter tramway load, and it is of a very fluctuating character. 

Daring the whole of this time, any sudden mishap to the turbine 
would have shnt the whole system down, because in no case has 
there been aufficient plant in parallel with the turbine to take the 


. load up temporarily, but in no instance has there been a hitch in 


any way attributable to the turbine; it runs through week after 
week with an entire absence of incident. 

It will be realised that these are severe and exacting conditions, 
and such 5 upon a single unit calls for the utmost relia- 
bility ; after fairly lengthy experienoe of both high-speed piston 
valve and low- Corliss valve reciprocating engines, the writer 
trusts the turbine with equal confidence to either of these alter- 
natives. 

The writer is of the opinion that maintenance costs on steam 
turbine plant (consisting of turbine, alternator and condensing 
plant) complete, should not exceed, say, £100 per annum per 
10,000,000 units generated, and if careful record were taken in 
some of the larger turbine works, and fair maintenance debits 
were allocated against units generated, it would be found in many 
cases less than this amount. The maintenance of the Sunderland 
2,000-xw. plant for the year ending March 31st last, including 
opening the turbine twice to measure clearances, came to less than 


` £35; while it is true that the set was under the contractor's 


maintenance, a detailed and careful check was taken of all that was 
дове to the plant, including the renewal of exciter brushes, &0., 
and the figure given is a liberal allowance of what it would cost the 
Co ion to do the same work. 

e turbine exhausts into a barometric condenser, and it is 
probable that the maintenance costs would be greater upon a surface 
condensing plant. As regards wear upon the turbine itself, it 
appears to be negligible, and most careful examination has failed to 
reveal any signs of blade erosion. 

The advantages of the application of the exhaust steam turbine 
do not appear to be fully appreciated, even at the present time. 
Many present-day condensing engine plants, with a good supply of 
cold water for circulating, could Ш increased in output by 25 per 
cent. without any appreciable extra expense, save the capital cost 
of the exhaust turbine installation. 

Sunderland experience shows the cost of working with turbine 
plant to be much lower than with reciprocating engines. 

The 2,000-xw. Willans-Parsons set installed at Hylton Road was 
tested on setting to work, and again on the expiration of one year 
and two months’ work, during which time the plant ran over 9,000 
hours, and generated over nine million unite. The steam consump- 
tion on а 273-in. vacuum was 17:07 Ib. of steam per unit on опе 
test, and 17:1 lb. of steam per unit on the other. 

As regards oil, which was logged separately from the other plant, 
the total cost for the year ending March last, was, for the turbine 
£13 8s, and for the turbine suxiliaries £18 8s. 6d., a total of 
£31 16s. 6d., equivalent to 000953 of a penny per unit generated. 

It would be difficult to claim such a record of maintained 
economy for any prime mover other than the steam turbine. 


Ms. J. H. Boram (Weymouth), in opening the discussion, said 
that be had had to consider the question of installing either а 
turbine or reciprocating set of 300 K w., and had decided on the 
former. With 160 lb. steam pressure and 28 in. vacuum, this set 
required 21 lb. eteam on full load and 254 lb. on half load. These 
figures were good, but he had no doubt a reciprocating plant could 
beat them. However, as they obtained an overload capacity up to 
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420 Kw., and the set gave no trouble, either from sparking or 
otherwise, and the capital cost for turbíne and condenser was barely 
£10 per xw., be thought a good case could be made out for this 
punt. Bince it was brought into use, one boiler only was required 
netead of two as formerly. 

Ms. D. B. Monisox (Richardsons, Westgarth) said that despite 
his near interest in the Parsons turbine, he considered the author's 
résumé of the position quite fair. Turbines were generally reliable 
now; his firm were constructing a 7, 000-9, 000-Kw. turbine set for 
Mr. Merz's company, which would run alongside an A.E.G. turbine 
of the same size, and should therefore enable some interesting 
comparisons to be made. He understood that Messers. Brown, 
Boveri were proposing to build a 15,000-kw. turbine; and on the 
Continent 10,000 kw. appeared to be a favoured size. Touching on 
the behaviour of air in the condenser, this had only recently been 
understood, thanks to the work of Prof. Weightman. If there was 
a large difference of temperature between the top and bottom of a 
condenser, there was certain to be an excess of air, and this interfered 
seriously with efficiency. The vacuum augmenter was really an 
auxiliary air-pump, and was very effective in withdrawing air; it, 
however, used steam, and this was often neglected when making com- 
parisons. There was always a difficulty in withdrawing hot water 
from condensers, and he was coming to the conclusion that a direct- 
acting steam-driven pump was the best for the purpose. The 
exhaust steam turbine was only just being appreciated. He under- 
stood that the exhaust (L. P.) turbine fitted to the White Star ship 
Laurentic had proved very successful, and that the two new 
50,000-H. . White Star boats would be similarly equipped. The 
usual arrangement for atomising the water in cooling towers was 
very ineffective, and hie firm had recently perfected an arrange- 
ment which was giving much satisfaction. 


Ма. T. P. WiLwsHunsT (Derby) said it had been stated that 


makers of impulse turbines could not guarantee tbe efficiency over 
many years owing to attrition of the blades. He would like to 
kaow what prospect there was of obtaining b. o. turbo-generators of 
over 1,000 Kw. capacity, as the tandem arrangement of generators 
required too much space. His six yeare' use of p.c. turbo-generators 
had shown them to be quite satisfactory, and free from flashing 
round the commutators. He did not think the author's figures for 
maintenance could be accepted as an average, as an accident was 
generally a costly matter. 

Mn. J. P. GazconRx (B.T.-H. Co.) said the impulse turbine was 
more mechanical than the reaction type, and he had no record of a 
blade stripping. Moreover, the impulse type was making more 
headway than the author appeared to think. In machines of over 
1,000 Kw. size, the B.T.-H. Co., of Rugby, had over 50,000 kw. 
running and 25,000 кү. in course of construction; of all sizes, 
there were 31,900 xw. (25 machines) in hand at Rugby. The 
General Electric Co. in America had supplied over a million н.р. 
in machines of over 1,000 н.р, including many of 14,000, 9,000 
and 6,000 Kw. size. There were also a number of machines made by 
Continental makers. As showing some results obtained with the 
Curtis turbine, a 9,000-xw. Chicago set operated over 5,000-13,900 
Kw. load on approximately 13 lb. steam рег Kw.; an A. E. G. 4,000 
Kw. set showed a consumption of 11:9 lb. of steam per xw. and 
2,500 and 1,000 Kw. machines, built by the B.T.-H. Co., took 16:06 
and 15:8 lb. steam per Kw., on full load. He considered that for 
exhaust steam use the Curtis impulse type was more suitable than 
the reaction type of turbine as it was much better able to deal 
with water. 

Мв. Snarox (Willans & Robinson) said it was the very first time 
the maker had received credit for good results obtained; the 
station engineer generally claimed them. He thought the impulse 
turbine makers would, as that type became more general, take a 
share in the troubles. The impulse turbine had shown a great 
steam economy in one or two cases, but this was with an indepen- 
dently fired superheater, which meant a large coal bill. 

Mn. W. B. WoopHou8Z (Yorkshire Power Co.), said, as a user of 
both types of turbine, they were both good. The oil bill on each 
of two Curtis turbines was less than £5 per annum; one of these 
machines was opened up after five years' use, and there were no 
signs of erosion. He found that the difference in temperature 
between water and steam with a clean condenser tube was about 6^, 
but if dirty it might be 30°. It was well known that a high epeed 
of circulating water had the effect of cleaning tube surfaces and 
improving efficiency, and he thought possibly something might be 
gained by doing the same thing on the steam side. 

Мв. F. Newinaton (Edinburgh) said he was using two exhaust 
turbines of 1,200 Kw. capacity driving direct-current machines, and 
he had had sometemporary trouble with the commutation, due possibly 
to couplings. With exhaust turbines the atmospheric valve had 
but little pressure on it, and he found it wasliable to chatter. In 
Edinburgh they bad been looking for water for many years, and 
had at last impounded the Water of Leith sewer, and although 
straining was required, they found it satisfactory for condenser 
use. 

Мв. CRAwronp (Belliss & Morcom) was understood to advocate 
the exhaust turbine in conjunction with reciprocating plant. 

Mr. Coorer (Colne) said good barometric conditions were not 
usual in this country, and so evaporative condensers were not much 
use here. He advocated water-packed glands for centrifrugal 
pumps and multi-jet condensers, the latter being practically as 
good as surface condensers, but requiring a little more water. 

Мв. Н. FARADAY Proctor (Bristol) said continuous running was, 
in his opinion, the most favourable condition fora turbine, At 
Bristol a 1,000-kw. three-phase Parsons machine ran continuously 
for two months, although the blading was known to be loose. He 
wanted to know whether a turbine shaft which had been 
straightened two orthree times was likely to be reliable, and would 
it require annealing? He had been in the happy position of the 


author, but thought the latter would probably experience trouble 
with whipping shafts before long. | | 

Мв. F. W. Purse (Watford) advocated reciprocating plant for 
anything up to 1,000 xw. size as being more reliable and efficient. 
From the average cost of smal! turbine and reciprocating stations, 
he thought this could be proved. (We also gathered that he 
instanced the Park Royal and Greenwich (L. C. C.) station results 
recently given before the I.E.E. as a further proof of his case, but 
we may remind him that the Greenwich resulte were for "EA ng 
Corliss engines, working under dissimilar conditions. — Eds. E. R.). 

Mn. V. Ковінвон (Richardsons, Westgarth) said that at high speeds 
the impulse turbine might be as efficient as the reaction type. He 
found the author's figures for turbine maintenance were about double 
those given by Mr. Fox recently as an average amount. 

Мв. Н. RicHíABpsoN (Dundee) suggested that more discussion 
might be given to questions of suitable pressure and superheat in 
turbine working. | 

Ма. S. J. Watson (Bury) said it was possible to obtain economical 
steam-driven auxiliaries for condensers if the units were 
enough. At Bury he used steam-driven pumps with his 25,000-1Ь. 
condensers, and they took some 350 Ib. of steam per hour, or about 
17 lb. per E. p.-hour. When it came to large units quite an 
appreciable portion of the capacity ws taken by the auxiliaries, 
and he considered it better to sell energy than to use it in the 
works. The exhaust from such auxiliaries could be used in the 
lower stages of a turbine. 

Мв. 8. E. FEDDEN (Sheffield) said his experience of turbine 
maintenance was in agreement with the author’s—i.c., about £109 
per annum for 93 million units—and he had had no trouble, 
although he used steam at 200 Ib. pressure. Tests on his 5,000-xw. 
turbine showed an efficiency of over 70 per cent., and he did not 
think the impulse men would beat that. The steam consumption 
at Neepsend averaged 20 lb. per Kw. over the 24 hours. 

Мв. T. W. BLoxHAM (Belfast) said the steam consumption of 
both reciprocating and turbine plant at Belfast was about the same, 
but repairs to the former were very heavy, and there had been no 
repairs, so far (12 months), on the turbines. As regards reliability, 
owing to the presence of water in a cylinder he had had a recipro 
cating plant laid off for weeks. i 

Мв. S. L. PEARCE (the President) commented on the fact that no 
referencetothe priceof the turbine plant had been made ; thereaction 
type was much the cheaper. He would have adopted a 5,000-xw. 
impulse turbine at Manchester some years ago, but the makers 
would not guarantee it. From what he had seen he thought the 
Parsons type was losing ground on the Continent, and at Man- 
chester they hoped soon to be able to compare the two types. He 
thought the figures quoted for the Curtis turbine were not 
guaranteed by the makers; at any rate, their guarantees for Man- 
chester were not so good as for other types. | 

Мв. Brackmany, in reply ing, said that blade erosion did occur in 
the impulse type of turbine, and flashing round of commutators 
had not disappeared. He did not think the American Cartis figures 
could be substantiated, and asked whether auxiliaries were 
included. If one had good reciprocating plant, it was better to 
add exhaust-steam turbines. The comparisons made by Mr. Purse 
were scarcely fair, and included stations using low-speed Corliss 
engines. The Bradford engines were very expensive, being of the 
low-speed Corliss type, and, although economical, he did not think, 
taking everything into account, that it would pay to use snch plant 
now. He considered that nine-tenths of turbine troubles were 
caused by going beyond 150 lb. pressure and 150° superheat. 


em tree 


Steam Turbines. 


Mr. BLACKMAN's paper on “ Steam Turbines " is essentially 
a challenge to those who hold different views on the subject, 
to come forth and do battle with him. Whether the 
opinions expressed in the paper are indicative of the real 
situation of the steam turbine industry, is to be proved, but 
even the author’s severest critics will appreciate the earnest- 
ness of the statements which he has made. 

Mr. Blackman quite naturally supporte the reaction type 
as represented by the Willans-Parsons turbine, principally 
because he has apparently found a good thing ; like a true 
sportsman he sticks to it, and backs his fancy to the bitter 
end, and the records which he gives in the paper of the 
behaviour of the turbine he has installed fully and amply 
justify many of his statements. 

Clause 1 on the first page of the paper seems to want some 
explanation for its insertion. We are rather inclined to 
believe that it is a veiled hint to those who advocate 
the impulse type, but who do not know really why the 
“impulse” principle does not allow of something being 
done which the Parsons type cannot do, and if this is 80, it 
would be interesting to compare relative designs of a Parsons 
turbine and a Zoelly turbine for а 6,000-Kw. unit at 
750 R.P.M. The last three clauses of the nine opinions 
expressed by the author point rather to the fact that the 
lower the speed of the unit, the greater becomes the advan- 
tage of the Parsons type. 
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Of one thing we are certain namely, that the impulse 
turbine has a stiffer problem to face in competing with the 


big Parsons type in this country than abroad. British 


trading is free, Continental and foreign trading is very 
largely controlled, and if the impulse type of turbine is to 
flourish in this country it can only do so on sheer merit. 

The author is very decided in his opinions on the question 
of outputs and speeds, and if his figures are correct (and we 
have no reason to doubt their accuracy), the selection of size 
and speed of a turbine prime mover is quite a serious matter. 
The limiting factor in the speed of a turhine is the electrical 
end of the unit, as the steam end possesses no difficulties ; 
while electrical firms in this country have been rather 
diffident in going to the higher speeds, we believe that 
experience and experiment are now telling their tales, and 
as larger outputs for a given speed can now be obtained, 
the steam turbine will further justify its selection as the 
best kind of prime mover. 

It seems to us incumbent on every engineer to obtain the 
advice and co-operation of both the turbine and the electrical 
manufacturers when laying out his station, in order that his 
selection of size and speed of unit may be the best possible to 
meet his particular requirements. 

The steam consumption figures of the author’s turbine, 
taken after an interval of 14 months, are very interesting, 
proving as they do that a turbine of the reaction type can 
maintain its economy over a long period, of hard work 
without requiring any renewals or adjustment. We believe 
that this—though not emphasised by Mr. Blackman—is one 
of the strongest arguments in favour of the Parsons type 
of turbine. | 

Another very strong feature revealed by the paper is. that 
of reliability. Not all turbine users perhaps are as fortunate as 
Mr. Blackman has been in the handling of his turbine, but the 
fact remains that nothing can be much better than no 
trouble at all; that abeolute reliance has been placed, on 
a single unit with such satisfactory resulte, points to the 
earlier troubles of the steam tnrbine having been success- 
fully remedied. Turbine troubles are not varied, although 
they may have been many; they seem to us to be summed 
up in one word, at least so far the Parsons type is concerned, 
and that is * blading.” Stripped blades has usually been the 
cry, but apparently this is the only real trouble met with, and 
even this is rapidly disappearing with the experience engineers 
are obtaining as to exactly how fine to cnt the clearances 
to obtain the best combination of reliability and economy. 
Mr. Rider referred to this question in his paper before 
the LE.E. lately, and we hope to see later a statement 
from him giving clearances and economy, as he has 
apparently contrived to hit the happy medium, with, we 
trust, satisfactory results. 

This question of clearances is one that is urged as unim- 
portant by the devotees of the impulse type, but is it not a 
fact that all multi-stage turbines must have fine clearances 
somewhere that will constitute a danger if contact takes 

between the fixed and moving elements? In the 
arsons type it is over the tips of the blading, in the 
multi-wheel impulse type it is necessary (to obtain good 
economy) to keep the clearances small at that part of the 
fixed or stator disk which is round the shaft. 
^ . There are, no doubt, many arguments for and against each 
type, and we want to have the opinion of those who, like Mr. 
Blackman, speak from actual experience; an ounce of 
practice is worth a ton of theory in cases like this. 

The author has only touched lightly on steam consump- 
tions; published results are absolutely useless for comparison 
unless they are reduced to the common basis of efficiency 
ratio, the importance of which was first made plain by the 
Institution of Civil Engineers, and since utilised to the full 
by Engineering when considering steam turbine consumption 

res. 


The condensing plant problem is one that is not suffi- 
ciently considered. Mr. Blackman, in his reference to the 
9 per cent. loeg incurred by allowing the vacuum to drop from 
284 to 273 in., hits the nail right on the head. It pays hand- 
somely to maintein the condensing equipment at its very 
highest efficiency, but this is, we believe, now being realised 
by the majority of engineers using steam turbine plant. 

As regards exhaust steam turbines and their application, 
it seems strange—as the author pointe out—that they are 


т” 


not more widely used. In those stations where there is an 
ample supply of cold water for condensing purposes, a most, 
remarkable gain in economy can be obtained, and it would 
well pay every engineer to go thoroughly into the proposition. 

Mr. Blackman’s paper is certainly one of the most 
interesting of those contributed to the I. M. E. A. at the 
Convention, and even his bitterest critics will not grudge 
admiration to an engineer who holds definite opinions and 
states them so openly and freely. · | "EE 


CORRESPONDENCE. 


Letters recewed by us after 5 Р.м. om 'TUBSDAY cannot appear until — 
the following week. Correspondents should forward their communi- 
moment. No letter can be published 


unless we have the writers name and address in our possession. 


Chichester Electrified. 
I have read Not Too Cheap’s” criticism of the 


. Chichester Co.’s works with interest, because some of the 


points he raises have occurred to me. 

While one actually does not care to criticise the work of 
one’s professional brethren without being in full possession 
of the circumstances of each individual case, it would be 


interesting, in view of the novel character of these works and 


the radical departure made from the beaten track, if Mr. H. 
Boot would kindly give for the information and instruction 
of your readers his reasons for dispensing with the aid of a 
secondary battery and the adoption of double-pressure 
generators in lieu of two single-pressure machines on each 
engine. | f 

The: economic value of the use of storage batteries in 
small steam-driven stations is, of course, well. known, but it 
would appear that similar advantages should accrue in oil- 
driven stations. The fuel consumption of a Diesel engine 
per B. H.P. is some 50 per cent. greater at quarter load than 
at full load, and therefore the use of a battery of suitable 
capacity should result in & considerable reduction of fuel per 
unit generated, besides which there should also.be a sub- 
stantial saving in wages for generation and maintenance. 

I agree with your correspondent that, should the balancer 
installed misbehave iteelf at any time, the confequences would 
probably be serious. Small three-wire systems suffer at times 
from considerable out-of-balance currents, and if the 
balancer happened to break down at such a time, it would 
result in a serious disorganisation of the running of the 
station. 

Regarding Not Too Cheap's comments on the distri- 
buting system, Ї am inclined to think that à 100-volt three- 
wire would have been better than a two-wire system at, say, 
200 volte, as fitting in better with modern conditions. One 
feeder cable as acommencement is, in my opinion, perfectly 
safe. Accidents to а good modern cable properly laid and 
protected are of such rare occurrence that the contingenc 
may be regarded as negligible. | 


Wm. J. U. Sowter. 
Bray, July 3rd, 1909. | 


Temperature Errors in Shunted Ammeters. 


With reference to Mr. Fennell's article on page 1061 in 
your last issue, the writer appears to have just missed the 
point with regard to the actual cause of the heating of the 
shunt at one end which he describes. The material used 
for the resistance strips in the shunt was evidently unsuitable 
for the purpose, and formed a thermal couple with the 
terminal blocks at both ends, and consequently set up a 
very small P.D. also at both ends of the shunt, but in oppo- 
sile directions. It will be found that the end which heated 
most was that at which the small thermal P.D. opposed the 
direction of the main current, while the end at which the 
poles of the thermal couple were arranged во as to assist the 
flow of the main current remained cool. With unsuitable 
resistance material a shunt will always heat at one end with- 
out regard to its sectional area, the amount of heating being, 
of course, a matter of degree. 

At first sight it would appear that the heating at one end 
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of the shunt must be due to bad contact, but I have no 
doubt that if the writer of the article can arrange to 


reverse the direction of the current in the shunt lie experi- 
mented with, without in any way altering the main con- 


nections, he will find that the opposite end will heat. 
Of course, the false reading on the &mmeter after the 


current was cut off was due to the difference between the 
P.D. of the thermal couple at the cold end of the shunt, and 


the P.D. of the thermal couple at the hot end of the shunt. 
Directly the two ends reach an equal temperature, the P.D.’s 
of the junctions oppose each other. The fact that a higher 
false reading was obtained when heating one end of the 
shunt with a blow lamp, simply shows that a higher 
temperature was reached than when it was heated by the 
current. | 

I met with exactly the same experience some years аро, 
and in consequence made a number of experimenta with 
different resistance alloys for use as ammeter shunts. In 
the end I adopted the material known as manganio, which 
does not form a thermal couple with brass or gun-metal, and 
which is quite suitable for the purpose in every other respect, 
more particularly for its low temperature coefficient of 
resistance. | 


I believe manganin was originally made only on the 


Continent, bnt it can now be obtained made in this country, 
and I shall be pleased to give interested parties farther 
particulars. | | 

The material used in the shunt, Mr. Fennell experimented 
with was probably one of the nickel copper alloys (usually 
about 40 per cent. nickel, 60 per cent. copper), which are 
sold under & number of fancy names. . 


London, N.W., June 30th, 1909. 


Ernest F. Moy. 


Lightning Phenomena. 


Noticing the correspondence re the above in your columns, 
the experience I had some five weeks ago may be of interest. 
On May 25th last we had a very violent thunderstorm 
between 10 and 11 p.m.; before it subsided the exchange 
rang me up on the telephone, informing me that my line was 
badly earthed and that he would have to cut me off. It 
rained heavily, and a ceiling of a bay window began to leak ; 
the drops of water forming through the leaks in the plaster 
assumed a pear-shape and jumped a distance of 9 in. troagh 
the air almost horizontally to the curtain rings at the top of 
the. window. The rings (metallic) were almost in contact 
with the lightning arrester of the telephone. I short-circuited 
the point of formation of the drops and the rings, when the 
former fel] plumb, but immediately after removing the short 
circuit they again jumped as before. I concluded that the 


ceiling had become electrically charged by the surrounding 


atmosphere, the lead of the roof acting as a condenser, then 
silently discharging from the ceiling through the rings to the 
lightning arresters and thence to earth. 

So much interested was I that I communicated with Sir Oliver 


Lodge, and further suggested to him that the above might 


explain the unaccountable ringing of ordinary (not electric) 
house bells such as has occurred in the writer's and also in 
a friend's house. In his reply he is of the same opinion. 
Alex. Sinclair. 
Swansea, June 29th, 1909. 


Discoartesy to a Selected Candidate. 


I read with great interest the article by “ A. G. M." in 
your issue of June 18th on “ Is Foreign Competition Over- 
rated? I had received at the same time an invitation from 


a Continental firm to discuss in London with two of their 


heads the question of their representation in England. This 
was following my replying to their advertisement in your 
REVIEW & few weeks previously. 

After having been kept waiting for an hour, and thus 
missing my last train back, I was told very abruptly that 
the advertisement and subsequent letters were all a mistake ; 
that the firm never intended engaging a representative—in 
fact, were resolved upon closing their London office. This 
appears to me very strange treatment ; and, moreover, in 


addition to being very disceurteous during the short inter- 
view, these gentlemen never apologised for having unneces- 
sarily caused me so great a discomfort, namely, a journey `of 
many hundreds of miles and a loss of two days’ work. 
I may add that only after very strong representations did I 
succeed in having my outlay partly recuperated. m o^ 
I understand that other gentlemen, out of the batch of 
applicants, received a similar invitation ; I should very much 
like to hear how these gentlemen were treated. Perhaps 


one of these had beeu successful in securing the position 


before my own interview took place. If such is the case, 
I think it would have -been more straightforward dealing if 


I had been told so. 
C. I. E. 


Comparative Steam Consumption Results. 


No one will quarrel with your correspondent * E. J. F.” 
in his protest against comparing steam consumption test 
results on the basis of lb. per Kw.-hour pure and simple ; 
but his suggestion of making the 5 efficiency 
the. basis of comparison does not entirely eliminate the 

uestion of varying conditions as to steam and vacuum, for 
the efficiency of a given type of turbine varies, of course, 
with these conditions. | 


Then, again, the effect of overload capacity cannot be 


neglected ; for the most economical load of a turbine is its 
maximum output without the use of a by-pass, whereas most 
published figures refer to full, half-load steam consump- 
tions, &c. Would not the maximum output give a fairer 
figure for judging the merits of the type? з i 


The Ethics of Advertising. 


I am sending you herewith a neostyled circular which 
a large firm of lampmakers is enclosing with statementa, &c., 
to their customers and others. As you will observe, this 
circular gives the alleged cost of current at various prices 
per unit of the metal-filament lamp made by the firm in 
question, in comparison with carbon-filament lamps and with 
another metal-filament lamp, which is specifically mentioned. 
The authors of this circular do not subscribe their names 
to it. 

I believe that there is a certain code of ethics, even in 
electrical manufacturing circles, which precludes a manu- 
facturer from depreciating in his advertisements a com- 
petitive article, at any rate by name. The offence is all the 
greater when the authors do this under the cloak of 


! Hours’ lighting 


Cost of current per 1,000 hours. 
Electricity | of one 16-0. v. 
at per unit. 16 с.р. Wop. | 1360. v. Osram ata 
carbon. tantalum. | Osram. | cost of 1d. 

d. | a. „% „„ О. жй 

b 234 1198 71 12 

44 210 101 6 4 134 

4 | 18 8 90 58 15 

3h 164 | 710 4 11 17 

3 140 | 6 9 43 20 

24 11 8 | 57 36 24 

2 9 4 | 4 6 2 10 30 
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Assuming Carbon, 16 c. ., 56 watts; tantalum, 16 C.P., 27 watts; 
Osram, 16 о.р., 17 watts. 


anonymity. You have laid it down that the state of the 
home electrical industry is due, in part, to the methods of 
Bome of our manufacturers, and I should be glad to know 


whether you think this is a fair method of trading. What 


confidence can other manufacturers have in Electrical 
Leagues or Associations, if it is possible for the managing 
director of a firm that sends outa circular of this description 


to sit on the committee ? 
Fair Play. 


[Dealing first with the circular, in the interests of truth 
we are obliged to point out that the efficiencies of all these 
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lamps have been rated a little too generously. If, for 


16 O. r., we read 14 C. p. in each case, the figures will be more 
nearly in accordance with the facts. Nothing can be 
gained in thé long run by exaggeration, but а good case 
may be spoilt. i: | ; Tr 

As regards the. ethical point raised by our correspondent, 
we question whether the anonymity objeoted to by him is so 
impenetrable as he impliee—he seems to have formed his own 
conclusions as to the source of the circular—and, indeed, 
such circulars are not usually issued without very clear 
indieations of their origin. Comparisons, however, are 
generally objectionable, especially when they emanate from a 
source which may, whether justly or unjustly, be 
as not entirely free from bias. The question will, perhaps, 
form a fit subject for consideration by the Committee of the 
I.E.E., which is engaged in drawing up a code of etiquette 
not only for consulting, but also for manufacturing engineers 
and contractors.—Eps. E. R.] E 3 


The New Home Office Regulations. 


In connection with the new Home Office Regulations for 
the generation, transformation, distribution and use of elec- 
trical energy in 
Act of 1901 and 1907, which come. into force to-day and 
on January lst, 1910, there is a sentence in Regulation 
No. 18 which seems. to. require a little explanation. This 
Regulation reads as follows :— . : а 


13. Every flexible wire for portable apparatus, for alternating 
current or for pressure above 150 volts direct current, shall be con- 
nected to the system either by efficient permanent joints or con- 
nertions,or by a properly constructed connector. 

In all cases when the n handling portable apparatus or 
pendant lamps with switches, for alternating current or pressure 
above 150 sa red current, т һе ares 2 get a ptas 
through a conducting floor or conducting work or otherwise, e 
metal work of the portable apparatus became charged, the metal 
work must be efficiently earthed, and shall not itself be the only 
earth connection for the metal of the apparatus. And a lamp- 
holder shall not be in a metallic connection with the guard or other 
metal work of a portable lamp. | 

In such places, and in any place where the ure exceeds low 
pressure, the portable apparstus and ite flexible wire sball be con- 
trolled by efficient means suitably located and capable of cutting 
off the pressure, and the metal work shall be efficiently earthed 
independently of any flexible metallic cover of the conductors, and 
any such flexible covering shall itself be independently earthed. - 


It is the last, sentence of the second paragraph of the 
Regulation, which I have underlined, that seems to me to 
call for comment. If the rest of the metal work of the 
fitting is earthed, it would algo seem to be advisable to earth 
the holder.. If the holder is insulated it is liable to become 
Charged, and anyone turning on or off the switch, if the 
holder is of the switch type, putting in new lamp or tightening 
up barrel while holding metal. stem of fitting, or while making 
contact in some other way with earth, would be liable to get a 


shock. I can only conclude that a printers’ error must have 
occurred here, and that the word “not” should be deleted. 


It seems a little late in the day to be writing in reference to 
this matter, seeing that we have all had so much time in 
Which to give these excellent Regulations our consideration, 
and it is possible that I have not interpreted the sentence 


correctly in itg relation to the rest of the Regulation. If so, 


I should like to be put right. 
pus rg F. Johnston. 


Holywood, July 1st, 1909. 


Allocation of Profits. 


Your leading article on Municipal Trading gives me an 


opportunity of airing an idea which I have held for a good 
many years, but, unfortunately, have not been in a position 
to get carried into practice. It is with reference to the 
manner of dealing with a profit obtained from a municipal 
electricity supply. Leaving aside the question of a deprecia- 
tion fund, or supposing that to have been satisfactorily dealt 
with, an electricity committee finds itself with a balance on 
the right side. -It generally, without omitting to adver ise 
the fact, at once hands it over to the general fund. Nov this 
may be good tactics if an election is at band, but it see:us to 

me very ted, not to say unjust. From whem is 


premises under the Factory and Workshop 


this surplus obtained ? The consumers of electricity. And 
who gets the bulk of the money ? The consumers of gas 
and other illuminants. Lou вее, the ratepayers are actually 
subsidised to keep off the electricity supply, as they get a 
benefit free to which otherwise they would have to contribute. 
The way I should treat the matter would be thus: Hold 
the balance over for twelve months, call it a reserve fund or 
suspense account, or what you will, and reduce the price per 
unit either to dead cost or slightly below, but not so much 
below but that the loss, if any, for the succeeding year 
would be covered by the balance in hand. Then advertise 
well the substantial reduction in price, with the result of a 
large increase in the number of consumers, whose additional 
consumption should again result in a profit. At the worst, 
that is, if the increase in consumption were small, the 
suspended balance would be swallowed up; but the people 
who reaped the benefit of the reduction would be the same 
ones who produced the surplus. By the usual method the 
price remains unduly high to the present consumers, and the 
profits taken from them are distributed among their com- 
petitors. The objection that I see will be raised is that the 
general body of ratepayers have covered the deficienoy in the 
years of loss, and should be the first to gain when a profit is 
made, But if my suggestion were adopted their time would 
come, for it would not be long before the majority of light 
and power users were on the electricity supply, when the 
price would be at a very low figure, and any profit made 
would be more equitably than at present allocated to 


reduction of rates. | О, | M" 
| | C. F. Haswell Bayly. 
Blades Green, June 28th, 1909. | р 


Municipal Trading and the Electrie Lighting Acte 
(Amendment) Bill. 


9, 77 


I suppose it is necessary to reply to ** Contraotor's " second 
letter, use he has now wilfully perverted my statements, 
and máy mislead casual readers. | mE 

In the first place, I am not in the least anxious to 
strengthen either my own position or that of municipal 
wiring ; I am not anxious to gain a victory at any price ; but 
I wish to see the matter discussed fairly. In the House of 
Lords there were representatives of one class only. The 
municipalities had no chance of stating their case; this will 
come in the Commons. Contractor now suggests that 
private traders have a monopoly of trade, and that a local 
authority has no moral right to do wiring, simply because 
there are contractors. I did not discuss this larger question 
I simply contended (and no one has even attempted to 
refate this point) that a municipality should have the power 
to do everything which a company might do in carrying out a 
provisional order. If it is advisable under certain conditions 
for a company undertaker to wire houses in the interests of 
the undertaking, then it is equally advisable for a munici- 
pality to do likewise under the same conditions. | 

I am pleased to bear that Contractor " had no wish to 
be abusive, but the first paragraph of his first letter was 
quite unnecessary. 

With regard to “ Contractor's” 1-dollar grievance, he is 
rather too quick in seizing upon my admission that a 
contractor must do less work if he has more competitors. I 
can make him a present of that “admission,” but I would 
point out that it applies chiefly to his fellow contractors ; 
* Contractor " will benefit his competitors very much if: he 
closes his business. If he carries it on in the same way as 
that adopted by him in this discussion, I am sure his fellow 
traders would be pleased to hear he had closed. There are 
limits to legitimate controversy, just as there are to fair 
competition. I mention this because I have to charge 
Contractor with deliberately misquoting my article to 
bolster up his arguments. 

He alleges that I stated that the wiring contractor's 


_ grievance is at the outside a matter of 4s. 2d. per annum." 


Asa matter of fact, my exact words are,“ we can, there- 
fore, say that this poor wiring contractor’s grievance, as a 
ralepayer, is usually nil, and is, at the outside, a matter of 
4s, 2d. per annum." 

‚ Now “ Contractor " has deliberately left out the part in 
italics, The italicised words make all the difference and 
sweep away all ground for bis attack. | I suppose that>is 
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why he has left them out in quoting me. To make matters 
clear, I say definitely that where the municipal wiring pays, 
as it usually does, the contractor, as a ratepayer, gets a 
dividend, and has no grievance as a ratepayer, where it 
makes a loss, his grievance as a ratepayer cannot, in prac- 
tice, exceed $1 per annum. As a contractor, he has as 
much grievance against a new private contractor opening up 


as he has against a municipal wiring department opening, no 


more and no less. 

Coming to “Contractor's” unjustified assumptions, he 
says he assumed the likelihood of loss being equal to a 1d. 
rate, and attempts to suggest that this. is taken from my 
article. My statement was as follows :—'* Now the wiring 
department usually pays, but it cannot very well cost more 
than a 14. rate (if it did the general body of ratepayers 
would. be up in arms).” Can any fair man read into this a 
suggestion of likelihood of loss? Surely it suggests a like- 


lihood of profit, and suggests a very remote possibility of. 


logs; and that loss a very small matter to any individual 
ratepayer. His second assumption he states as follows :— 
„The average loss made by a municipal wiring department 
does not exceed 10 per cent.” This was characterised by 
me as absurd, and rightly so, because there is no evidence of 
any average loss. Contractor " pretends to imagine that І 
thought it should exceed 10 per cent., this again, because it 
suited his book." My words, as quoted above, indicate 
the reverse of his assumption. | 

His conclusions, 1, 2 and 8, falsely alleged to be based 
on this correspondence, are outrageous prevarications. 

I need hardly say, after the exposure I. have given of his 
deliberate misquotations and perversions, that I entirely 
deny his statements. | 

Regarding his last paragraph, I maintain that it is pro- 
bable that no municipal wiring department has ever been 
started, except there have been many cases locally of jerry 
wiring by contractors. It may be an unpalatable truth to 
Contractor, but І am sorry to say that a great deal of the 
work done by-many contractors is similar to ** Contractor's ” 
quotations and assumptions in this controversy-——unsound 
and often deliberately counterfeit. The many genuine con- 
tractors must suffer until they can find means to deal with 
those who disgrace their name. 

Contractors point about London companies is 
amusing. If, as he says, London companies don't wire, 
and that is the best argument against municipal wiring, I 
beg to point out that provincial companies nearly all do 
wiring; therefore, this is the best argument for municipal 


wiring. | 
Borough Electrical Engineer. 


Mining Switchgear. 


Commenting upon the letters appearing in your issues dated 
the 18th and 25th ult., I do not agree with Mr. Burge that 
it would be safe to fix gauze windows in the back plates of 
switch covers in order to protect them from mechanical 
injury. They would thus be out of sight, and coal-dust 
would accumulate on the gauze which would practically never 
be wiped off. | 

As the heavy metal-to-metal “ flame and explosion proof 

boxes can be made to meet all requirements, and the additional 
thickness of the case is a convenience because of the rough 
handling the boxes may get, why should we resort to a design 
that is weaker mechanically, and if not kept clean may be 
absolutely dangerous electrically, when by this change we 
gain nothing, and introduce only elementa of danger ? 
. Incidentally, in conversation with a colliery engineer to- 
day, this question was discussed, and he suggested that coal- 
dust settling on the gauze would, in his opinion, actually 
conduct a flame from inside to outside the cover in the event 
of an internal explosion. ‘This seems probable. 

The heavier gear which I have advocated in your columns, 
lends itself for A.C., as well as D.C. work, up to the maximum 
of medium pressure, t.e., 650 volts, and owing to its perfect 
safety, and the fact that it requires no attention, is in some 
instances preferable to oil switchgear for a.c. Mr. Nelson 
appears in favour of oil switches throughout for A.C., but 
where a large number of oil switches are installed, it must 
be borne in mind that a large amount of care is required to 
ensure that the oil level is right, and that the oil is changed 


at intervals depending upon the amount of use the switches 
t. 


ge 

The * flame and explosion proof gear requires no such 
attention, and is, therefore, in many cases preferable to oil 
gear. It only remains for me to add that exhaustive 
experiments should be carried out for any design on these 
lines which has not already been tested, and that the work- 
manship and material must be beyond doubt or criticism. 


| P. N. Rand. 
Manchester, July 5th, 1909. 


We have been much interested in the discussion appearing 
in your Correspondence" columns under the above head- 
ing, particularly in view of the fact that we have been 
manufacturing flame and explosion proof switchgear for 
several years on the lines referred to. Our experience points 
to the heavy cast boxes with carefully machined surfaces 
being most suitable for colliery work, and the demand for 
this gear proves that our opinion is shared by numerous 
colliery and other engineers. 

We should be glad to send full particulars to any mining 
engineers interested upon receipt of request. ` 

We would also apologise for resorting to your “ Соггев- 
pondence ” columns, as we have no wish to use the same for 
business purposes, but identify ourselves with the “ flame 
and explosion proof gear in this way because the correg- 
pondence centres around apparatus designed on the lines 
adopted by us for years with complete success. 


The British Westinghouse Electric 
and Mfg. Co., Ltd. 


Manchester, July 5th, 1909. 


Engineer’s Department v. Accountant’s Department. 


In reply to “ Accountant" in your last issue, I still 
maintain that I am right with regard to the meilod of 
dealing with invoices certified for payment in conn: ction 
with the system described by “Interested.” ^ Fu ther, 
because the works department keep a creditors’ ledger, it does 
not follow by any means that the accountant’s department 
do not also keep a creditors’ ledger, and in this case, of course, 
there is no need for an entry to be made on the Dr. side of 
Accountant's creditors’ account, until the account is paid; 
but that is not the question, the point is simply this: In 
order to show that an invoice has been certified for pay- 
ment, the works department make an entry on the Dr. side 
of creditors’ account before sending certified invoice to the 
accountant’s department. | 

I note that * Accountant” is not a municipal man, and on 
going over his letters again, I can only express surprise. No 
doubt others who have read this correspondence will perhaps 
agree that there is an excuse for the great assumption of 


. Quid Nunc. 
[This correspondence is now closed.— Eps. E. R.] 


Irresponsible Comparisons. 


In your issue of the 2nd inst. I find a report of the general 
meeting of Marconi's Wireless Telegraph Co., Ltd., at which 
Mr. Heenan stated that “sending 25 words a minute at 8d. 
a word for 360 daysof 24 hours in the year, they would earn 
£460,000 each way," &c. 

It would be interesting to know how Mr. Heenan arrives 
at these figures of £460,000 each way. By ordinary 
calculation, you arrive at quite different figures, and 
perhaps you could help the shareholders to “ work out the 
profits for themselves.” 

F. C. C. Nielsen. 


[We make it £162,000 ; but, of course, the conditions 
are-purely imaginary, and unattainable in practice. Duplex- 
inr wireless is still a pious aspiration, and Mr. Heenan’s figure 
of ene million sterling of revenue per pair of wireless stations 
mus‘ be divided by 10 at least, while the system is still far 
from being capable of giving any such service as this. As 
regards the cable, it coste less than half as much as Mr. Heenan 
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stated, and being duplexed it can transmit at least 100 words 


per minute. "The cost of the cable, therefore, on the basis of 
egi traffic capacity, is only £120,000, as compared with 
£100,000 for the two wireless stations.—Eps. E. R.] 


Flexible Wire and Dust. | 

I should be obliged if any of your readers would give an 
explanation, scientific or otherwise, as to the reason why 
dust collecte on. the flexible wire which is sometimes used for 
surface flexible wiring. 

This wire hag, of course, to be supported from the wall 
or ceiling by means of insulators or other device, and I 
have noticed that in addition to the dust collecting on the 
flexible wire, it also forms a black mark on the wall behind. 


Wiring. 


[This is an old question, but as it crops up again regu- 
larly, a few remarks on the matter may be acceptable. It 


was fully dealt with in the ELECTRICAL Review, Vol. 46, 


pages 840 and 876, and Vol. 52, page 984. The action is 
mainly electrostatic; if the wire is electrically charged, it 
attracts floating dust particles, retaining some and projecting 
others against adjacent surfaces, where they stick. The 
effect may be minimised, where the circuit is supplied from a 
three-wire system with the neutral earthed, by connecting 
the switch in the lead not connected to the earthed pole, во 
that the flexible is only charged whilst the lamp is in use. 
Prof. Schwartz has pointed out (ELECTRICAL REVIEW, 
Vol. 60, page 905) that there is also a slight tendency for 
any obstruction to air currents, such as a pipe or wire near a 
wall, to cause a deposit of dirt on the surface of the wall.— 
Eps. E.R.] | | 7 


Cheap Units. 


I was much interested in the article on the above subject 
in your issue of the 25th ult., and quite agree with your 
suggestion that the author’s Tables A and B should consist 
respectively of a running cost per unit and a fixed charge 
which would consist of all items of cost beyond those which 
are strictly proportional to the number of units turned out, 


for a given maximum demand. I note that you suggest 0:3d.- 


per unit asthe running cost, and think this not unreasonable, 
except that it would, in many cases, cover as much as 50 per 
cent. profit. The practice of taking the total works costs as 
being the running coste is, in my opinion, quite unfair, and 
includes items which are distinctly of the nature of a standing 


- I agree with the sentence in your article which reads ав 
follows: But surely, if it is proper to charge a power con- 
sumer with the standing charges entailed by a demand of 
180 kw. at the time when the majority of the lighting 
consumers are making their maximum call (notwithstanding 
that the said power consumer may bave made a demand of 
200 to 250 Kw. in another part of the same day), it may be 
assumed that a consumer who does not make any demand 
whatever at the time of the maximum should pay no standing 
charges at all." It was to this class of consumer that І was 
suggesting a 100 per cent. discount should be given off ай 
ad charges. It is merely another way of saying that his 
diversity factor is infinity (or its reciprocal). ` 
It seems to me that there is no objection to allowing a 
consumer who runs right on into the day to have as good & 
discount as one who only comes on in the dead of night, 
provided he keeps clear of the station peak. The essence of 
my proposal was not so much the giving of the discount 
(though I think in the amount of the discount I am sug- 
gesting something unusual), asin the conditions under which 
the discount would be given, viz., that the period оѓ “ keep- 
off " should be revised every 
would effectually avoid the creation of spurious peaks, which 
the real difficulty in applying the restricted-hour 
system to such an extent as to really induce a heavy load, 
and we may trust the battery people to educate any large 
power consumers as to how they are to get over the break in 
their supply provided that it is offered tothem at low enough 
terms at other parts of the day. Iquiteagree with you that 
the extent and importance of the-overlap of the power and 
-Dghting ſoads bas been considerably under-estimated by 


year. It seems to me that this 
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Councillor Sinclair, probably because he was thinking only 
of his summer peak. | 


| A. M. Taylor. 
King's Heath, June 30th, 1909. . 


There are one or two points in connection with the dis- 
cussion on the above subject at the I.M.E.A. Convention to 
which, with your permission, I should like to make reference. 

I was very glad that one or two engineers emphasised the 
desirability of avoiding all difficulties about the consumer's 
load factor, by the method of making a fixed charge per 
annum per KW. of maximum demand coupled with a low 
price per unit, and I should like particularly to call atten- 
tion to the importance of taking account of the diversity 
factor in a systematic way in making the fixed charge. 

With your permission I shall give you my views as to 
how the diversity factor should be applied in reducing the 
fixed charge. The effect of the diversity factor may be 
taken account of in two ways: (1) It may be expressed as 
the new ratio of the sum of the maximum demands of the 
various consumers (including the new consumer under con- 
sideration) to the new maximum demand at the station ; or 
(2) it may be expressed as the increment of the sum of the 
existing maximum demands of the various consumers to the 
increment of the maximum demand at the station. The 
corresponding analogy in the matter-of load factor would be 
that (1) a consumer would only get the benefit due to the 
percentage improvement that he conferred upon the load 
factor of the station ; or (2) he would get the whole benefit 
due to his own load factor. I contend that in the matter of 


- diversity factor, the consumer ought to be treated under the 


second method. | , 

In the cage which I cited at Manchester, the ratio 
obtained under the first method (assuming for the sake of 
argument that the existing maximum demand at the station 
was 20,000 Kw., and that the sum of all the maximum 
demands of the power consumers ‘amounted to, say, 
40,000 Kw.), would be—  . | 


40,000 + 4,000 _ 3.9 
| 20, 000 = 
Whereas in the second case it is 


E — infinity. 

In other words, in the first case the consumer is only given 
a 10 per cent. betterment upon what he would if he 
came on at the time of peak the same as the other con- 
sumers, whereas in the second case he would be entirely 
relieved of his capital and other fixed charges, owing to his 
only coming on in the small hours of the morning, as in the 
case considered by me at Manchester. И 

If this principle be granted, and I cannot help feeling that 
it is the right one, then the allocation of the fixed charges 
becomes an easy matter, and it is only to add a 
percentage of profit on to the true running cost to cover all 
cases. My point is that a consumer coming on in this way 
in the dead of night is just as profitable to the station, if he 
is charged in the above manner, as the ordinary consumer 
would be, and in some cases even more so. In the 
one case the station incurs a very big expendi- 
ture for the sake of getting a consumer; it has 
to pay heavy charges on account of that expendi- 
ture, and my contention is that there is no advantage 
to the municipality in the mere spending of greater capital 
sums of money and paying interest on these sums, but 
that the real advantage comes in the question of what 
is the net profit after all the other expenses have been 
met. It is this which goes to relieve the rates, or to 
reduce the cost of energy to future consumers. I do not, 
therefore, agree with the suggestion that has been made 
by.some speakers that a consumer with a maximum demand 
occurring between midnight and 6 a.m. should: contribute 
something towerds capital charges, but suggest that it is 
quite sufficient that he contributes towards met vrofit 
charges. 

It also appears to me that in the desire to be scrupuloualy 
fair towards the old consumers, some of our friends are 
overshooting the mark, and are grossly unjust towards the 
new consumers, Really, we are hardly to expect that the 
old-consumers started supporting the station) from) purely 
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philanthropic motives any more than we are to expeot tbat 
the new consumers are going to be enormously more generous 
in. Meir philanthropic motives. Anyway, the existing con- 
sumer has his remedy ; he, too, can become a “ restricted- 
hour” man if he chooses! Lastly, I am not at all sure 
that if the restricted-hour system could be applied in the 
way I suggest, and carried up till reasonably late in the 
afternoon, a considerable amount of business might not be 
done in heating and cooking, as well as in power. Surely 
` there can be no harm in offering the terms, if the station is 
properly protected against spurious peaks? There is at least 
the chance of capturing some new consumers, and that is 
worth something. 
A. M. Taylor. 
King's Heath, July 6th, 1909. 


LEGAL. 


Босне v. LONDON ErxkoTROBUS Co., LTD. 
In the City of London Court on Thursday last week, before Judge 
Rentoul, K.O., а claim was made by Mr. J. J. Roche, trading as 
J. J. Roche & Oo., 83, Queen Victoria Street, E.C., electrical 


engineers, to recover the sam of £3 6s. 6d. agaiost the London - 


Electrobus Co., Ltd., Whitehall House, Charing Cross, for electrical 
engineering work done. 

Mr. ALDIS, plaintiff's solicitor, said that the claim was for the 
difference between ordinary time and overtime. In October the 
plaintiff was instructed by an insurance company to do certain work 
to the defendants’ motor-generator. While that was being done 


the defendants’ manager, Trehern, saw plaintiff's workmen and 


instructed them to work overtime, as he was anxious to get the 
work done immediately. The ordinary time had been paid by the 
'ineurance company, and the plaintiff now claimed for the overtime. 

PrLAmmTIZP said that the defendants were afraid that some of 
their omnibuses would be stopped if the work was not done at 
once, They worked all day Sunday and all night to doit. No 
date of finishing the work was agreed to. From 6 p.m. to 10 p.m. 
they paid their men time and a quarter, and from 10 p.m. during 
the night time and a half. Part of the claim was for work in- 
volving the employment of a sub-contractor. à 

Мв. S. G. TREHERN, defendants’ manager, said that the plaintiffs 
were employed originally by the British Engine, Boiler and Elec- 
trical Insurance Co., Ltd. He had only agreed to pay the plain- 
tiffs overtime if the work was finished by a particular Monday, and 
that was not done. 

Jungs RINTOUL, K.O., found for the plaintiff for the amount 
claimed, with costs. 


Cazws ConPOBATION v. TIMPEBLEY. 


AT Crewe County Court on June 30th, before Judge R. Brown, K.C., 
‘the Crewe Town Council sued Wm. Geo. Timperley for £5 10s., for 
electricity supplied to two houses owned by him. 

It appeared that the property of the defendant was just outside 
the borough, and when the Corporation decided to extend the area 

of supply, defendant undertook to be responsible for the payment 
for energy used by his tenants. The Corporation, however, did 
not serve the demand notes upon the defendant, but upon the 
tenants, who paid in the ordinary way. One of the tenants left 
without paying the account which was due, and this, which formed 
. the present action, the defendant refused to pay, on the ground that 
the Corporation had novated the agreement by not having 
always applied to bim forthe money. It came out that in another 
agreement the tenants had indemnified the defendant against any 
sum he might be called upon to pay, and the defendant further con- 
tended that the Corporation ought not to have allowed the tenant 
-to get into arrears for two quarters. 

For the Corporation, it was shown that on one occasion when there 
was a change of tenancy, defendant applied for the light to be 
re-connected, and the work was done. 

The Judge said the defendant had not а ray of defence, and he 
entered judgment against him, with costs. 


W. F. JacksoN v. F. BAILEY AND F. H. Jackson. 


Tue Lonp CHIEF JUSTICE, sitting in the King's Bench Division on 
"Thursday, July 1st, heard an action brought by the plaintiff, of 
Beechwood Avenue, Weybridge, against defendants, of 64, Bank- 
side, London, electrical engineers, for breach of contract. The 
action had to do with an invention of a clutch for use in wheeled 
vehicles and for the transmission of power. 

Мв. Rurus Isaacs, K. C., appearing forthe plaintiff, who іва member 
of the Stock Exchange, said an agreement was entered into between 
the parties in September, 1906, by which the defendants, who were 
then in the employ of the City of Londen Electric Supply Co. as chief 
and second engineer respectively, agreed to grant to the plaintiff the 
ful and exclusive licence and authority to construct and vend a 

clutch, which, it was contended, would be of considerable value for 
use in machinery fcr thetransmission of power. Defendanta agreed 
to let the plaintiff bave this privilege for £1,000, and to supply & 
specimen clutch fer use on а 25-H. . motor, The clutch supplied 


failed when put on trial, and plaintiff claimed for the return of his 
£1,000 and asked for other damages. The defendants denied any 
breach of warranty. 

Mn. D. HAvILAND, an expert, exhibited a model of the clutch, 
and explained that the principal portion of the invention was ap 
oil cushion constructed inside the fly-wheel. Owing to a leakage of 
oil the clutch would not work, but he thought that upon recon- 
struction it would be improved and made useful. 

Mn. Smon, K.C. (for defendants), contended that he had no case 
to answer. There was no breach of warranty, because the clutch 
was constructed according to a workable invention. 

Mn. Isaacs said it was not a defect in an invention that the 
plaintiff complained about; it was because the particular sample 
which was provided was of no use and was unworkable because of 
a defect which the defendants would not or could not remedy. 

Мв. Sr«ow said he would call no witnesses, and his Lordship 
reserved judgment. 

. On Monday, his І,оврвнір said the action of the plaintiff would 
fail. The proceedings were based on the ground that the defend- 
ante did not supply a workable sample of their patent, for after the 
clutch had been fixed to the motor it broke down. Plaintiff paid 
the £1,000 before the invention was tried, to obtain certain righta. 
The patent was an ingenious device which failed through one defect, 
which the inventor could not foresee, but which it was ssid could be 
remedied. He entered judgment for the defendante, with costs. 

ki 7 


JoHNSON & PHirLLIPs, LTD., v. PALMER. 


By this action, which came before the Lord Chief Justice in the 
King's Bench Division on Tuesday, the plaintiff company sought to 
recover from the defendant £300 paid to him by them upon oon- 
ditions, which it was alleged bad not been fulfilled. " 
Mr. Norman CRAId, on behalf of the plaintiff, said the 
defence raised was that the payment of the £300 was an out and 
out payment; secondly, that even if the money was repayable by 
the contract defendant was entitled to detain it in consequence of 
the acte of the plaintiffs; and thirdly, the plaintiffs were iv- 
debted to the defendant in respect of another matter. Plaintiffs 
were the well-known firm of electrical engineers, and the defendant 
was solicitor to the West Surrey Light Railway Co, which was 
registered on October 19th, 1903, ite object being to construct light 
railways in Burrey. 5 they obtained two provisional 
orders — one for the Guildford Light Railway and the other for the 


Woking and Bagshot Light Railway, and the present inqnimy was - 


ractically limited to tbe last railway. A Mr. England was the 
ee between the plaintiffs and the defendant, and the 
directors of the company, which was ultimately formed for the 
Woking and Bagshot Light Railway, were Mr. Oollinson Hall, 
Mr. Gardner and Mr. Harrop. Plaintiffs were approached by the 
defendant with the view to their being the contractors who should 
build the light railways; plaintiffs were invited to help in 
the financing of the matter, and asa matter of business plaintiffs 
were prepared to help in the financing if they got the 
contract. The length the plaintiffs were prepared to go in financing 
was that they were to apply 271 per cent. of the contract price in 
both the Guildford contract and the Woking and Bagshot contract 


in subscribing for ordinary shares of the zight Railway Co. formed 


by the West Surrey Co. Plaintiffs were also to pay the necessary 
deposits to the Board of Trade— 41,000 and £4,000—and also £4,000 
to the expenses of the promoters in framing the Woking and Bag- 
shot Provisional Orders, and finally plaintiffs were to pay £500 to 
the defendant towards his expenses of negotiation, and that was the 
basis of the claim inthe present case. That £500 was divided into 
£200 for the Guildford expenses and £300 with reference to the 
Woking and Bagshot expenses. The £500 was to be paid on the 
plaintiffs obtaining the contract, the time being fixed for the pay- 
ment; but the defendant made application for the money before 
it was payable, and plaintiffs paid it on the express condition that, 
if the plaintiffs did not get the contract, defendant would repay it. 
That was in writing, and the real issue was whether the plaintiffs 
were entitled to get the £300 back, having regard to the terms of 
the letters. Plaintiffs, through their managing director, alwa 
made it clear that they were not going to be employed to build 
railways without money, and that any contracts entered into must 
be settled by their solicitors. CouNsEL then read co ndence 
which had passed between the parties, and in reply to his Lordship, 
he said that the plaintiffs did not get the contract in question 
because, as the defendant said, they would not consent to immaterial 
alteration. 

Мв. Joun Maccrecor, the managing director of the plaintiff 

company, gave evidence to the effect that no provisional contract 
was come to with regard to the Woking and Bagshot railway, and 
his company never got the contract. 
. Cross-examined, he always insisted that the payment of the 
£4,000 to the promoters was contingent upon the money being 
raised and the contract being signed. From the very first Mr. 
Palmer or the West Surrey Co. undertook to find the money to 
carry on the contract. " 

Мн. GEoRGE WALE, the plaintiffs’ solicitor, examined, said tha 
from first to last the matter never passed out of the region of 
negotiation. | | 

Мв. F. E. Рвостов, electrical engineer in the employ of the 
plaintiffs, examined, said he took part in the negotiations between 


the parties. No final agreement was ever come to во far as he knew. | 


Мв. JoHNsON Epwanps then addressed his Lordship on behalf 
of the defendant, contending that if there was & condition as to 
the repayment of the £400, plaintiff's had waived it. He further 
submitted that the financial arrangements had nothing whatever 
to do with the contract between the defendant and thé plaintiffs. 


a 


Vol. 65. No. 1,650, Jour 9, 1909.] 


THE ELECTRICAL REVIEW. . 61 


— ͤüÿmͥürñò) . ————— 


Bupposing he (counsel) was wrong on both those contentions, he 
submitted that on September 14th, 1906, there was a sufficient 
agreement arrived at which enabled the defendant to keep the £300 
to satisfy his fees. | 

Defendant was examined, and at the conclusion of the arguments 
judgment was reserved. ` 

The LoRD Онтв> Justice, in delivering his reserved judgment on 
Wednesday, said that it was clear that & great deal of money had 
been spent in obtaining the Provisional Orders, and that the 
plaintiff firm was approached for the purpose of assisting financially 
- in саггуіо cut the scheme. The plaintiffs’ only interest in the 

mstter was obtaining the contract, and they were not liable for 
preliminary expenses. The plaintiffs sent the cheque on the clear 
understending that if the contract was not given to them the money 
would be returned. As the contract was not given te them, 
through no fault of their own, the £300 must be paid to the 
pa and there must be judgment for them for that amount, 

costa. 


Stay of execution was granted on the money being paid into . 


Court witbin a fortnight. 


NonTH-WRSTRRN ELEOTB:CITY AND POWER Gas Co., LTD. 


Im the Companies’ Winding-up Court on Tuesday last, petitions 
for the compulsory winding-up of this company were before Mr 
Justice Neville. 
London, and D. Balfour & Son, St. Nicholas Buildings, Newcastle. 

COUNSEL; for the company, asked for а week’s adjournment, 
which was assented to by Mr. MANSELL, who represented the 


petitioners. His LORDSHIP accordingly directed the hearing to 


stand over until Tuesday next. - 


PrLaATINUM CORPORATION, 


In the Companies’ Winding-up Court on Tuesday last, Мв, Justicn - 


NEVILLE, on the petition of H. B. Gill and others, made an order 
for the compulsory winding-up of the Platinum Corporation, Ltd. 

t was stated that the company was doing no business except 
bolding shares in other companies, and such business as was done 
through those companies. Under those circumstances the directors 
did not oppose the petition, which was based on the allegation that 
the sub stratum of the company was gone. 


Tas AMALGAMATBD Raprio-TgrLucnRaPH Oo., Їр. 


Мв. Justice NEviLLE, on Tuceday, heard a court summons in the 
matter of thé liquidation of this company, by which Mr. Ashby 
claimed remuperation and costs in respect of the sale «f the 
company’s assets. | , 

Мв. Авнву, а gentleman largely interested in radio-telegraphy, 
was a shareholder in and creditor of the company, and was its 
managing director before it went into liquidation. At his sugges- 
tion, the liquidator suspended the sale of the company’s assets, as 
he thought he would be able to obtain a better price than that at 
which this was first offered. A-better price was altimately obtained, 
and in respect of the sale Mr. Ashby claimed remuneration, and 


also his costs, for attending the pro:eedings in Court for the purpose 


of carrying the sale through. 

The summons was opposed by the liquidator. 

His Lonpenrr, after consulting with the Master, said he was told 
that Mr. Ashby was not authorised to act on behalf of the Court, 
and, therefore, he could not giv; him any remuneration. Mr. 
Ashby's attendance, however, no doubt facilitated the carrying- 
through of thesale, and he would, therefore, allow him the coste of 


-such attendance. The liquidator was given his costs of the present 
summons, 


L.G.B. INQUIRY AT WEST HAM. 


Тип Local Government Board inquiry into the application by the 
Corporation of West Ham for borro wers to a total of 
£74,600, as detailed in our issue on the 18th ult., was resumed at 
Btratford Town Hall on Monday last, the 5th inst. 
Mr. H. Ross Hooper, M. Inst. O. E., presided. Mr. B. Elvy Robb 
for the India-Rubber and Gutta-Percha Works Co., Ltd., 
who opposed the application, and Mr. Drucker (instructed by 
Mr. Tweedy Smith) for several local wiring contractors, who con- 
sidered that the wiring department of the Oouncil’s undertaking 
unfairly interfered with their business, The Council was repre- 
sented by its chief officials, and Mr. Edward Morten, K.O., the 
Te will be remembered tha the inquiry 
remembere t tbe inq was opened a year ago, 
and adjourned on the Council refusing to disclose details of the 
contracts they had entered into for the sale of power. It bas since 
transpired thata very large contract entered into for five years 
was at the rate of 0:37d. per unit, and that the whole of the supply 
‘to the Silvertown area—some 5j million units per annum—was 
sold at an average of 0°43d. per unit. 
On the resumption of the inquiry, Mr. A. H. Seabrook, the late 
Alectrioal engineer to the Council, was cross-examined by Mr. Robb 


The petitioners were Harper Bros. & Co, of 


as to certain evidence given before a Parliamentary Committce in 
1906, when opposing a power Bill promoted by the London County 
Council, that he could buy additional plant at a capitalised value of 
a little over 10s. per kilowatt per annum, or a capital value of 
between £7 and £8 per kilowatt. In the discussion сп Mr. Snell's 
paper on the " Cost of Electrical Energy " at the Institution of Elec- 
trical Engineers 18 months ago, he had stated it would cost at least 
£12 per kilowatt. T. 

Mr. Seabrook was asked if, in fixing the rates to be charged, the 
consumer had been debited with his proportion of the capital 
charges. The answer was yes, and a long discussion took place as to 
the meaning of the phrase bis proportion of the capital charge," 
Mr. Seabrook maintaining that it meant the proportien of the 
capital charge incurred in giving the supply to that particular con- 
sumer; and Mr. Robb arguing that it ought to mean the proportion - 
of the total capital charge of the undertaking, oaleulated by 


.. comparing his share of the tota] maximum load on the station. 


Mr. Seabrook was pressed to give definite figures as to bow the 
proportion of the capital charges allocated to the 0: 37d. customer 
was calculated, but be declined to do so. He, however, said that 
the amount was determined by the maximum load, and that the 
only effect of load factor was to reduce the eum thus allocated 
per unit and the price of energy. E | 

Asked as to whether he considered the price of 0:37d. per unit a 
profitable опе, Mr. Seabrook said he did, and would be glad to 
get others requiring a similar supply on the same terms. He did 
not, however, feel justified in giv ng tle full details as to the costs 
on which tbis selling price was based. It was, however, clear that 
while they provided for the share of capital charges incurred in 
giving the power supply, they did nct provide for & proportional 
part of the capital ontlay on the whole of the undertaking. 

Mr. Robb then discussed the question of tte price of 1:53d. per 
unit charged fcr the publio lighting supply, and asked for an 
explanation. Mr. Seabrcok stated that a number of charges, such 
as carbons, attendance, &c., were included, and would not accept 
Mr. Robb's contention that 98d. per nnit would be a fairer charge 
which, after allowing £500 per ant um for capital charges, still 
showed эп overcharge of £1,252 per annum. 

The question was then raised that the 1908 accounts apparently 
showed that over a million units had been sold at an average price 
of 836d. per unit. It was explained that though this was the price 
paid, it was not the price charged, as a sum of £727 10s. 10d. had 
been paid to one customer as damages for interrupted supply. Mr. 
Robb then said, as this had happened once, and the sum then paid 
was in excess of the Corporation's statutory liability ef 40s. per 
day, it might happen again, and due provision should be made for 
this contingency. | 

The large number of units lost during 1909 in distribution were 
alluded to, and Mri Seabrook explained it was largely due to the 
increased number of tramway units generated by the turbine plant 
and then transformed to direct current. 

In reply to Mr. Morten, Mr. Seabrook stated that no lighting 
was carried out in the Silvertown ares, and that if the average 
capital charge оп the whole undcriaking had been used in deter- 
mining the rate of charge, not a single power unit would have been 
sold.: They had been able to give this cheap power supply without 
detriment to their lighting customers, and without any increase in 
pri.e per unit to them. If it had not been for the power supply 
they would have had to increase the price per unit on account of 
the diminished output due to the use of metallic-filament lampe.. 

The provision of cheap electric power had been a great benefit 

to the borongh, and had increased considerably the rateable value, 
as well as provided a large amount of employment. 
" The Inspector drew Mr. Seabrook's attention to the small reserve 
fund, which, with the £3,800 just added, was under £6,000, while 
the sum contributed in past yeass from the rates towards deficits in 
the undertaking was about £25,000. Mr. Seabrook replied that as 
£93,599, out of £438,558, was either repaid or in the sinking fund, he 
did not think a large reserve fund necessary. 

Mr. Robb pointed out to the r that bis clients did 
not ask for the entire refusal of the loan, but for its definite allo- 
cation in such a way that no renewals of existing contracts or new 
contracts should be entered into cn similar terms, and that all 
future contracts should contain proper safeguards to cover the risks to 
the Corporation of variations in the price of coal and tbe liability 
of the Council in case of failure of the supply. He said that his 
clients considered that the undertaking had been run on reckless and 
improvident lines, and they objected as ratepayers to be liable for 
the errors committed through the o of the two extremely 
able and ambitious young шер, Alderman Littler, the Mayor of 
West Ham, and Mr. Seabrook, who had been the guiding spirits of 
the undertaking. 

They considered that to obtain a true idea of the financial 
кеа of the undertaking, it should be debited with the following 

tems :— У 


Overcharge for public lighting  ... ii oo» £1,252 
Undercharge for capital charges on motor pur- 
chases een eet ete 9 0 026 004 408 
Undercharge on rates dueto low assessment .. 4,000 
Further allowances forreserve fund, approximately 
2 per cent. on total capital expenditure of 
£438,558 eee 006 eee eee аа [EJ 8,C00 
Contingency against liability in case of break- 
down of supply ? - € as 2,000 
£15,660 
Less surplus as shown by 1909 account 3,853 
Estimated deficit on year'a working ... £11,807 


R 
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Mr. Robb closed by asking whether the sinking fond was 
being used to finance the undertakinz, but was refosed a reply 
со the ground that the matter was involved in an impending 
aw suit. . 

Mr. Stuart Russell, M. I. E E, electrical engineer to the India- 
Rabber and Gatta-Percha Works Co., was then called. He said 
he bad examined the reports of the undertaking, and was of opinion 
that the price of 37d. per unit was unremanerative. Tbe present 
output of the station was about 153 million units per annum, but 
taking the present maximum demand of 6,100 xw., and assuming 
the ideal load-factor of 100 per cent., which would give an output 
of 58 millioa unite per annum, he could not reduce the cost of 
production below 412d. pez unit made up as follows:— 


Coal is 200d. 
Oil, waste, &o. ... 003d. 
Wages ... E ps E 035d. 
Repairs... as sd т T 013d. 
Rent, rates and establishment charges 028d. 
Capital charges Sie M ar 133d. 

41 2d. 


The capital charges were obtained by dividing the whole of the 
capital charge pro rata over the output. | 

It the maximum demand rose to 8,000 Kw. and the output to 
. 70,00),000 units, on а load factor of 100 per cent. the figure would be 
reduced to 401d, per unit. These figures did not inglude any pro- 
vision for reserve fund or profit, £nd from the large number of units 
concerned they showed thet sales at the prices agreed on could only 
be made at a considerable loss. 

Mr. Russel] was closely cross-examined by Mr. Morten as to the 
effect on his costs of the allocation of the whole of tbe capital 
charges over the eztire output, and admitted that if this were not 
done it might be possible to supply without loss at the quoted 
Prices. \ : 

Mr. Morten contended that tbe position of tbe lighting consumers 
was not prejudised by the new contracts for cheap power, bat that, 
on the contrary, they had a prospective benefit in the incr:ased 
output which at present had prevented an increase in the price 
charged per unit. | 

Mr. Russell, however, persisted in maintaining his opinion that 
the capital charges should be distributed over the whole output 
irrespective of use, but baving regard to maximum loads. 

Asked to accouat for the improved results shown in the last 
account, Mr. Russell attributed it largely to improvements in methods 
of working and lower coal contracts. 

Mr. W. H. Patchell, M.Inst.C.E., was in general agreement 
with Mr. Stuart Russell's figures, He had independently. esti- 
mated the cost of production on the basis of an output of 70 
million units from the present plant, viz, 8 000 kw. with a load 
factor of 100 per cent., and found it to be 39d. per unit, as com- 
pared with Mr. Russell's 401d. He agreed with Mr. Russell's 
contention as to the allocation of capital charges, but -admitted 
that a difference might be made in favour of a large long-hour 
consamer near the station, as against a small short-hour consumer 
some distance away and involving expenditure on mains. 


On the resumption of the inquiry on Tuesday, the question of 


the management of the sales department was again considered. 

Mr. Huddleston, Mesars. Siemens’s representative, agaia re- 
pudiated the manufacture of the cable sold to Messere, Troup, 
Curtis & Co., and reputed to be of their make, and Mr. Coxell, 
clerk to Messrs. Troup, Curtis & Co., repeated his evidence as to 
the prices charged by the Corporation for cable being lower than 
trade prices of non-Association cables of British make. 

It was then explained by the Corporation that the cable was of 
German make, and that owing to a label being misplaced a mistake 
had been made in stating it was of Siemens’s make. As to price, 
this showed a profit of 15 per cent.; samples had been tested, 
and several insurance companies had agreed to accept it. It 
was claimed that the mistake was an isolated one, and afforded 
no ground for the charees of selling goods under false trade names 
which had been imputed to the department. 

The profit and loss account of the sales department for the year 
1909 which had been promised by Mr. Patterson, the borough 
treasurer, was handed in. 

A number of questions were asked by the Inspector, who pointed 
out there was no sinking fund provision for the £14,000 worth of 
motors which had been purchased in connection with the motor- 
hiring scheme. This should amount to 41,750, a sum which far 
outweighed the £250 1s. 5d. shown as profit on this item. 

It was explained that, as the money was not yet borrowed, no 
sinking fund charges actually bad to be paid, and that a sum of 
£759 had been allowed for depreciation. The Inspector, however, 
insisted that the fact that the money had not been borrowed, but 
provided temporarily from other sources, did not exonerate the 
Council from the duty of providing the necessary sinking fund for 
the redemption of the loan. 

Mr. D-ucker complained that the rent, rates and taxes charge of 
£20 was insufficient; that no part of the advertising charges 
of the whole undertaking were allocated to it, and that the 
item of hire of arc lamps, on which a loss was acknowledged, had 
been omitted. 

If due allowance were made for these items, the department 
would show a heavy loss, and he contended it was unjust to his 
clients for such unfair competition to be subsidised by the rates. 

Mr. Fines, on behalf of the Ritepayers’' Defence Association, 
Mr. Duke and Mr. Bishop, on behalf of the ratepayers, asked the 
In:pector to advise the Boird, in granting the loan, to impose 
btring nt regulations as to the way in which the accounts of the 


undertaking should be kept, and to insist on their being audited by 
one of their own auditors. 

Mr. Morten then replied on behalf of the Corporation. He 
claimed that in reality the whole of the opposition was interested, 
and had in it an element of trade competition. He defended the 
management of the sales department, denied that it had unfairly 
competed with local contractors, and held that it was a 
valuable asset which, by its indirect effects, helped the general 
prosperity of the undertaking. The Corporation were satisfied 
with its results. 

Dealing with Mr. Robb’s opposition on behalf of the India- Rubber 
Co., he said that when on the previous day Mr. Robb had agreed to 
the necessity for the loan being granted, and limited his demands 
to the conditions on which it should be allowed, he had considerably 
modified his attitude. 

As to the claim that the loan, if granted, should be used for the 
specified purposes, the Inspector had carefully examined the appli- 
cation, and it was unnecessary to specify such an instruction, it was 
implied in the permiesion. 

Mr. Morten then dealt with the absence of any sliding scale,for 
variations in the price of coal ftom the low priced long term con- 
tracts. He considered this a fair business risk, it was quite as 
likely to go-down in price, when the Council would get the 
advantage, as to increase in cost which would be à disadvantage to 
the Council. | 

He then considered the question of the allocation of capital 
charges, which, he said, was the real point at issue. The opposi- 
tion claimed that consumers should be treated alike, consideration 
only being given to their relative maximum demand, while the 
Corporation insisted that only that proportion of the total capital 


charges which were directly connected with the supply to that 


particular consumer or class of consumer shonli be considered. 


The undertaking had commenced ав a purely lighting system, and 


the power supply had been commenced at а much later date. It 
would obviously be unfair to make the power consumers responsible 
for capital charges incurred in the early days ofthe lighting under- 
taking. Again, it had been admitted by Mr. Patchell that some 
difference must be made between the long-hour large consumer who 
built & factory close to the generating station and the small 
consumer in a distant part of the borough. The fairness of die- 
crimination once allowed—the policy of the Corporation was not 
merely the logical, but the only sound commercial опе. 

He contended that the lighting consumer was in no way pre- 
jadiced by the addition of the low-price, long-hour power users, 
and that it was only the enlightened policy of the Council in 
taking steps to encourage the power demand which had caused the 
great improvement in the accounts of 1909 as compared with 1908. 
This improvement would, in his opinion, be maintained, and the 
undertaking would in future years be able to bear all charges 
which could fairly be allocated to it. The advent of cheap power 
had been such a benefit to the borough, that even a loss on the 
undertaking would have been justified. 

The Iaspector then closed the inquiry, intimating that he would 
report to the Board im due course. 


BUSINESS NOTES. 


Consular Notes.—German East Africa.— The British 
Vice - Consul at Dar-es-Salaam reports that that town is supplied 
with electric light by the Central Railway Co. at a cost 
equivalent to about 10d. per unit. The electric ligbting of 
the streets, both iu the European and native quarters, of 
which the estimated cost was £6,000, was expected to be com- 
pleted by the end of March, 1909. 'The cables are underground 
in the European, and overhead in the native quarters. German 
East Africa is connected with the international cable system by & 
cable from Dar-es-Salaam to Zanzibar vía Bagamogo. There are 
telegraph stations at the post offices of Amani, Bagamogo, Bis- 
marckberg, Dar-es-Salaam, Kilimantende, Kilossa, Kilwa, Korogwe, 
Lindi, Mikendani, Mohoro, Mombo, Morogoro, Moschi, Mpapua, 
Muanza, Muhess, Pangani, Sadani, Tabora, Tanga, Ujiji, Wilhelm- 
stal and Wrigiri. Dar-es-Salaam, Tanga, Bagamogo and Pangani 
possess local telephone systems. 

Later in his report the Vice-Consul states that the development 
of the cultivation of Ceara rubber in German East Africa has been 
remarkable. It is estimated that in the next two or three 
years the total number of trees in the Colony will have 
increased to some 6,000,000. The chief oistricta in which 
this rubber is grown are Wilhelmstal—which alone is ex- 
pected to possess 4,000,000 trees by the end of 1921—Lindi, 
Kilwa and the lowlands of Moschi, while plartations are 
springing up at many points al ng the two railways. No separate 
statistics are available of the exports of Ceara rubber as compared 
with the native varieties, but as the trees are not tapped as a rule 
until they are three years old, the amount can scarcely be very large 
at present, and, in any case, statistics would give little indica- 
tion of the great future which is believed to await the cultivation 
of thia rubber in German East Africa. Whether this belief is fully 
justified remains to be proved by the results achieved in the next 
few years Some uncertainty would still appear to exist as to the 
best method of tapping the trees, and experimenta made in this 
direction by the Biological Inst tu'e at Amani are likely to ld to 
the production of a purer and more remarkable rubber. Mean- 
while, results at present attained have led to the belief that, 60 
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| long as the price of rubber is maintained st its present level, 


і 


nothing short of the invention of an efficient substitute can prevent 
rubber-growing in German East Africa from becoming a successful 
and profitable undertaking. The sudden preference shown by 
rubber planters for this rubber has led to a great neglect of otber 
valuable qualities. Considerable success is said to have been 
achieved by an experimental plantation of a native liana belonging 


to the Landolphia family, and known scientifically as Landolphia 


Btolzii Busse. | 

Java.—The British Consul at Java reports that tbe area under 
rubber cultivation there has been further increased during 1908. 
Exports are still, as for some years they must continue to be, on a 
limited scale, but the small quantities of Ceara, Castilloa and Ficus 


, elastica which have been shipped have sold at high prices. Hevea 


has so far only gone forward in sample lots, but these have been 
sufficient to prove that Java Para rubber ів gs good as either the 
Federated Malay States or Ceylon rubber. 

United States.— The British Consul at San Francisco reports 
that the Southern Pacific Railroad Oo. has begun work on a large 
power house at Frentvale, Alameda County, to supply the current 
for operating the extensive electric system intended to eupplant 


- the present steam system in use in the cities on the east side of the 


Bay of San Francisco. The power house will costain two large 
dynamos of 5,000 н.р. each, and will furnish sufficient current to 
operate all the lines ranning in Oakland, Alameda and Berkeley. 
A new licence has been granted by the city of Alameda, and the 
work of electrifying the lines running through the town has already 
began. The work begun by the Great Western Power Oo. in 1906 
to drive a tunnel through the bank of the Feather River where it 
forms а horseshee about 20 miles north of Oroville, in Bulte 
county, was completed in December last. The neck of the bend 
is about 15,000 ft. across where the horseshoe begins, but the 
channel of the river is more than 500 ft. lower than at the upper 
point. The tunnel which will carry the entire contents of the river 
to the generating machinery has been cut three miles through a 
mountain. In that distance it bas a drop of 75 ft., but from the 
lower end of the tunnel to the power house there is a plunge 
equivalent in all to a drop of 540 ft. The tunnel is solidly lined 
with concrete and finished smoothly inside to prevent friction. 
The plant is to have eight electric generating machines of 
18,000 H.P. each, and four of them were put in operation at the 
openi.g. Already £2,000,000 has been expended upon the 
electric plant at Las Plumas, on the Feather River. It is said that 
this will be tne largest electric generating station ip the world, 
being capable of producing 144,000 H. p., which exceeds even the 
plant at Niagara. Power is being furnished by this company to 
the new Coweil Cement Works in Contra Costa County, by an over- 
hesd wire, supported by steel masts, some 150 miles long, | 

Experiments are still being carried on with an electric iron 
smelter on the Pitt River, Shasta County, California. The mall 
furnace with which the esrly experiments were made is being 
replaced with a plant which will use 2,000 н.р. of electric energy, 
and wil turn out & large quantity of iron. The new furnace is 
practically complete, and was to be ready to begin operations in the 
early part of 1909. If this plant eolves the problem of producing 
pig-iron without fuel a new industry of great importance will be 
added to the list of Californian enterprises, Some attempts have 
been made to produce pig-iron with oil as fuel, but these experi- 
ments bave not met with much success, and all the plants have been 
abandone?. 

The British Vice-Consul at Los Angeles reports that the three 


principal electrical companies there, state in their reports, that the 


total amount of electricity in Kw.-hours furnished and supplied 
during the year 1908 was 184,370,000. They further report the 
total cost of their properties to be £3,900,000. | 

There are nearly 700 miles of electric tramway in Los Angeles 
and connecting Los Angeles with neighbouring towns. The longest 
of the suburban lines is to Santa Ans, a distance of 30 miles. 
These trams run, at the very high speed of from 40 to 60 miles an 
hout on the subarban lines. | 

Greece.—The British Consul in the Piræus reports that the elec- 
trification of the local tramway system has been pushed forward, 
and now some 26 miles are in use. The number of cars already 
imported amounts to 120, and 40 more are expected; these and 
most of the plant are of Belgian origin. The total number of 
employés is 750. A further 124 miles will be undertaken during 
1 


Holidays.—We have before us a booklet published by 
the Parie-Orleans Railway Oo., with views of, and a good deal of 
matter relating to, the various places of historic and general 
interest served by the company’s system. Intending tourists 
can obtain a copy of the brochure from the Art Publishing Co., 34, 
Norfolk Street, Strand, W.C. 


Catalogues and Lists.—MEsskS. SIMPLEX CONDUITS 
Lrp , Birmingham and London.—A number of new leaflets giving 
illustrated particulars and prices of their Simplex-Isaria electricity 
meters, watt-hour meters for a.c., and ampere-hour meters for con- 
tinuous- current; curves of accuracy, diagrams of connections, and 
notes of dimensions, are given. The company is laying down at 
ite premises, 116, Charing Cross Road, W.C., a eqmpletely equipped 
testing and calibrating plant in connection with its meter business. 
Large stocks of various types are carried at that address. 

Mxssas. Fyre, WiLsoN & Oo., 145, Bath Street, Glasgow.—Four- 
page illustrated list relating to their paraffin and petrol engine 
sete, switchboards, batteries, &^., for country house, shooting 
lodge. and other small electric lighting installations. 

Tupoa Асосмогатов Co. Lrp., 119, Victoria Street, S. W.— 
Two leafleta, one giving a list of their complete bitteries of 14 and 
27 celis for 25 and 40-volt installations, with prices arranged in 


tabular forín; the other indicates the approximate rates for 
carrisge of acids to the principal stations in the United Kingdom. 

Messgs. Donovan & Co., 12, Barwick Street, Birmingham — 
Various lcose lists dealing respectively with “ Danco” single- 
enclosure ar» lamps, Barwick” motor-starters, metal-filament 
lamps, replecement fuses and main switches. 

Messrs. Wm. GEIPEL & Co., 724, St. Thomas Street, S.E.— 
Revised price list of Henrion carbons for open and enclosed arc 
and flame lamps. И - ж 

Messas. JaEGER Begos., 47, Victoria Street, S. W.— Catalogue 
(80 odd pages) containing illustrations of a variety of electric 
lighting and bell devices and fittings. Prices are indicated in 
rl -— Е 

Messrs. TETLEY & Co, Falcon Electrical Works, Salford.— 
Illustrated price leaflets of “Rex” push and pull switch fuses, 
ironclad switches, door switches, £c. 

THe GENERAL ELECTRIC Co, Lrp., Queen Victoria Street, E.C. 
—32-page booklet (pocket sign) giving fully illustrated particulars 
and prices of various types of Freezor” ele^tric fans (А.С. and c c. 
for desk, bracket and ceiling service in the house, offices, hotels, 
ships, railway carriages, &c.), “Bandy” electric punkahs, small 
power motors, electric bench drills, polishing and buffing machines, 
Kc. The title of the booklet—'' A Good Breeze — indicates at 
once the nature of the greater part of the contents. A second 
larger publication of 8 pp. enters more fully into the description 
of tbe “G.E.C.” “Bandy” electric punkah, and discusses the 
advantages of the electrical punkah over the mechanical punkah 
and the ceiling fan. 

MzssRS. KBuPEA & Jacosy, 11, Queen Victoria Street, E.C.— 
Several new lists. One deals with some modern electric light 
fittings—'' Majolica " fittings, solar brackets, tantalum arcs, water- 
tight fittings for tantalum lamps, adaptors and glass shades; a 
second is devoted to tantalum lamps and fittings specially designed 
for ship and harbour lighting, and a third gives prices of small 
motors of from ү} Н.Р. to 3 R. p. | | 

CLABREKE'S CRANK AND Foram Co., Lro., Lincoln.—Pamphlet, 
as issued at the recent Royal Show, showing neat illustrations of 
all classes of their cranks as supplied for eteam and gas engines, 
moi.r-cars, & e., in Siemens-Martin acid process, nickel, nickel- ` 
chrome, vanadium and other steels. | 

WivTrON-KBAMEBR ЕЁгЕСТИО Toon anp Horst Co., Witton, 
Birmingham, and 71, Queen Victoria Street, E. C. Various lists of 
electric suspension and mono-rail trolley hoists, transportable 
electric tool equipments, 4.0. and p.c. electric brake magnets, 
ordinary and magnetic drill posts, and tube scrapere. The company 
has recently acquired the goodwill of the business of Kramos, Ltd., 
of Bath, including patterns, designs, patents and trade marks, and 
is carrying on the manufacture of the above lines. 

Porn’s ELECTRIC Lamp Co., Lrp., Willesden, N. W.—Illustrated 
price list of their “ Y R” metal-filament lamps, showing different 
shapes of bulbs, and giving prices for lamps of various voltages and 
candle-powers. | | 

Мкз5вв. DRAEE & GonnaM, LTD., €6, Victoria Street, 8.W.— 
Several new pamphlets as follows:—No. 146 describing the 
" Quartz" system of electric heating (Bastian patente); No. 146 
detailing, and giving prices of the Phoenix " lantern (“ Streetlite ” 
patent), the ventilating system of which is claimed to prevent 
blackening of lamp bulbs; aleo No. 144, containing 8 pp. of 
illustrations, tabulated voltages, current consumptions and ргісее, of 


Osram lamps, and giving notes of instructions for ordering and 


handling the Jamps. 

CENTURY  ELnEcTBIC Co, St. Louis, U.8.A.—40-page well- 
illustrated bulletin (No. 12), in which their single-phase self- 
starting motors are described, and some of their applications are 
shown, dimensional and other drawings being included. 


Trade Announcements.—The book departments of 
the McGraw Publishing Co. and the Hill Publishing Co. have 
consolidated under the corporate name of the McGnaw-HiLL 
Book Co., with offices after July 1st, at 239, West 39th Street, New 
York. This consolidation brings together two of the most active 
publishers of technical books in America. The Hill Publishing 
Co, which controls the American Machinist, the Engineering and 
Mining Journal, and Power and the Engineer. The McGraw 
Publisbing Co., which issues the Electrical World, Electric Railway 
Journal and the Engineering Record. 

MxssBS. LAIDLEB, RiTOHIE & Co., Lro , of Manchester, announce 
that their representation of Mesers. J. & H. Grevener terminated on 


. June 30th. 


Messrs, бковов McCartney & Co., engineers, Burnside Works, 
Cumnock, N.B., have appointed the E.M.F. Manufacturing Co., 
10, Ironmonger Lane, E.O., as their representatives for London 
and the Southern Counties, and Messrs. C. E. Lugard & Co., Fields 
Buildings, Middlesbrough, as their representatives for the North- 
East Coast District. 

As was announced on p. 1018 of our issue of June 18th, the 
business formerly carried on by Vavghan & Cook will in future be 
conducted by the VAUGHAN ENGINEERING INSTALLATIONS, Lr. 
Mr. T. W. Vaughan remains on the board, and all work will be 
carried on under his personal supervision as before. 


Book Notices.—Syon’s Workshop Receipts. Vol. I. 
Acetylene Lighting—Drying. London: E. & F. N. Spon. Price 
Зв. net.— Workshop Receipts” is one of those works that every- 
body knows, and without which no library is complete. It isthe 
product of many years’ painstaking compilation from innumerable 
sources, and naturally it has suffered in the past from the defects 
to which all such encyclopedic works are liable: it has become 
overgrown and unwieldy, and the maintenance of logical and 
systematic order his been impossible. To remedy these defects 
the publishers have wisely—though, perhaps, somewhat tardily— 
decided to reorganise the whole work with the aid of expert editors, 
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who bave thoroughly revised the accumulation of réceipte, and 
have reduced them to alphabetical order. That the scope of the 
work and its magnitude have not also been reduced is clear from 
the fact that the first volume only reaches " Drying"; we may, 
therefore, look for some half-dozen volumes in all to complete the set. 
To review in detail a collection of independent articles of this 
description is & Herculean task, calling also for an omniscience 
which is not ours; we can only mention briefly a few items of 
special interest to electrical engineers, though we by no means 
suggest that the many other subjecta dealt with are not likely to 
be useful to them on occasion. Passing by Anemometers, Belting 
and Bitters, we find several pages devoted to the Corrosion, In- 
crustation and Covering of Boilers, which include detailed analyses 
of several classes of water and of the resulting boiler scales, with 
а series of receipts for boiler compositions and procegses of purifi- 
cation. Briquette-making is the subject of an interesting article. 
Cements and Lutes naturally cocupy a very lengthy section, though 
a number of important adhesives, such as glue, are deferred to later 
volumes. Concrete is dealt with at fair length, and a variety of 
subjects of minor importance with which the engineer is called 
upon to deal from time to time. We feel sure that the revised 


volumes will enter upon a new era of usefulness and will enjoy at 


ledst equal popularity with their forerunners. 

Journal of the J. E. E., June, 1909. Vol. 42. No. 195.—This 
part contains “The 'G.B.' System," by S. Clegg; Parallel 
Operation of Alternators,” by Dr. E. Rosenberg; “Electrical 
Distribution Systems,” by J. W. Beauchamp ; “Improvement of 
Power Factor ia a.c. Systems,” by M. Walker; “Early 
Experiments in Electric Traction,” by W. W. Lackie; 


" Electro-Hydraulic Pumping Plant at the Bristol Docks,” by | 


W. A. Clatworthy ; and Researches on the Magnetic Properties 
of a Series of Carbon Tungsten Steele,” by Т. Swinden. London: 
E. & F. N. Spon, Ltd. 1909. Price бв. ' 


"Kapszitát und Induktivität.“ By Dr. E. Orlich. Brunswick: 


Friedr. Vieweg & Sohn. 1909. Price M. 14. 

"Atlas der Elektropathologie." By Dr. 8. Jellinek. Berlin: 
Urban & Schwarzenberg. 1903. Price M 35. 

“Science Abstracts.” Sections A. and B. Vol. 12. Part 6. 
No. 138. London: E. & F. N. Spon. 1909. Price 2s. 6d. per 
number. 

“‘Stroboscopic Measurements of Alternating-Current Frequency 
with Electric Lamps”; and “The Inflaence of Frequency on the 
Equivalent Circuits of Alternating-Current Transmission Lines.” 
By A. E. Kennelly. Reprinted from the Electrical World. New 
York: From the Author. i 


“The Po:t Office Electrical Engineers’ Journal.” July, 1909. 


Vol. 2. Part2. London: H. Alabaster, Gatehouse & Co. 1°. net, 
“Electricity for Everybody; a Popular Handbook.” By R, 

Borlase Matthews, Wh. Ex. London: The Electrical Press, Ltd., 

1909. Price 5з. n t, post free. 


Bankruptcy Proceedings.— CHARLES and GUSTAVE 
MankT, lately trading under the style of Markt Bros. & Oo., at 
Curtain Road, E.C.—The debtors attended at the London Bank- 
ruptcy Court on July 2nd, for public examination, before Mr. 
Registrar Brougham. The statement of affairs lodged by the 
debtors, shows total liabilities £18,313 (unsecured £16,155) ; assets 
valued at £417; and a deficiency estimated at 215,737. The 
estate is being administered in bankruptcy by Mr. S. P. Child, O.A., 
acting as trastee, with the assistance of a Committee of Inspection. 
According to the observations of Mr. G. W. Chapman, Official 
Receiver, and the statements of the debtors, they attributed their 
insolvency tv the failure of the Auto-Claw Co., Ltd., in which their 
money was locked up, to depression in trade, and to the loss of 
their principal agency. The particulars have alreadv been reported 
in the EnLzcvRICAL Revimw (June 25th, p. 1042). The examina'ion 
of both debtors was concluded. 

A receiving order was made on June 30th in the case of W. T. 
HABBIs, electrical engineer, Commercial Road and Emanuel Street, 
Portsmouth, on his own petition. 


Annual Outings.— THE ARMonDUCT Co.’s head office 
staff, accompanied by some of the branch managers and agents—a 
company about 40 strong—assembled at Windsor on Saturday 
morning, boarded the Diamond Queen, and proceeded up river to 
Bourne End, luncheon being taken en route. On arrival the com- 
pany's cricket team played & game, whilst other members of the 
party indulged in punting and other pursuite. Tea was served on 
the return journey. The company assembled at the White Hart 
Hotel at Windsor, where dinner was served, after which songs and 
music concluded & pleasant day. The managing director, in con- 
gratulating the staff on the success of the outing, pointed out that 
it was only in harmony with the successful development of the 
company in general, which, in spite of the trade depression, con- 
tinued to be atrongly progressive. 

On Saturday, July 3rd, the employés of the Ввітіѕзн Exzcraic 
CALIBRATED Fuse Co., Harpenden, went for their fourth annual 
outing to Brighton. After the dinner in the evening at the Clifton 
Hotel, the usual toaats were Pp and Mr. Weekes, the general 
manager, in his speech stated, that the progress of the firm during 
the last year had been entirely satisfactory. Although the electrical 
trade waa supposed to be in a bad way, tbey had beaten, by a very 
big margin, the turnover of the previous year, 


Storage Batteries in Hot Climates.—We understand 
that cells snpplied to the Indian Government some six years ago by 
the D.P. Barrery Co, of Bakewell, are still working well and 
giving no trouble, in spite of the hot climate—sometimes a trouble- 
some factor. No renewals of either positive or negative plates 
have been required, nor, we are informed, are there signs of 
deterioration, according to the latest accounts. 


High-Voltage Metallic - Filament Lamps.— Тне 
ELECTRICAL Co., Ітр., of 121-125, Charing Cross Road, referring to 
the paper on the Influence of Metallic-Filament Lamps on the 
Electrical Industry and on Street Lighting, read by Mr. E. E. 
Hoadley at Manchester, write to point out that а high-voltage 
Aegma metallic-filament lamp is obtainable, giving 26 c. ., and 
consuming 30 watts only, at 4s. 3d. This, they say, isa consider- 
able advance on the 50 c.P. presumably 60-watt lamp mentioned by 


"Mr. Hoadley, and they are of opinion that it is as small a wattage 


lamp as is required. The public, once having been educated up to 
the bigher standard of light, are now no longer satisfied with a 
16-c.P. lamp, as formerly. 


For 8ale.— On July 21st, Messrs. WHEATLEY KIRK, 
Ртов & Co. will offer for sale by auction tbe entire stock of 
electrical goods at Fittings, Ltd., 112, Victoria Street, S.W. 
Particulars appear among our advertisements to-day. 

The Briasovsm CORPORATION is offering а 65-в.н.г. gas engine 
and 40-kw. multipolar dynamo, and other smaller sets and parts of 
an installation, for sale. 


Dissolutions and Liquidations.— British ALU- 
MINIUM Co., Ltp.—A petition presented by Dick, Kerr & Co., Ltd., 
creditors, for the winding up of this company is to be heard ia 
London on July 13th. | 

Rex ELECTRIC & GENERAL SUPPLIES, Ltrp.—Thie company is 
winding up voluntarily, with Mr. W. M. Whyte, 11, Queen Victoria 
Street, E.C., as liquidator. Creditors must send the usual par- 
ticulars by July 3186, 


Cox poir & InsuLaTION Co, Lrp.—A meeting is to be held on 


August 4th, at 23, Queen Victoria Street, E.C., to hear an account 
of the winding up. . 

Mountain & GIBSON. LTD.—4A meeting of the creditors of this 
company will be held at the Chartered Accountante' Hall, 60, 
Spring Gardens, Manchester, on Monday, July 19th, 1909, at 11.30 
o'clock. . 

AvUTO-CONTBOLLERBS, LTD., electrical engineers, &c., 4 and 5, Town 
Hall Chambers, Bournemouth.—The winding- up order in this 
matter was made on the petition of a contributory on 14th ult., and 
the accounts filed show a small surplus as regards creditors, while 
as regards contributories, there is а total deficiency of £319. The 
failure is ascribed to want of capital. | 

Їнрїл-ҢоввЕВ Estates, LTD —А meeting is to be held at 52, 
Qaeen Victoria Street, E.C., to hear an account of the winding up 
from Mr. H.*8. Murphy, the liquidator. 

CHRISTIAN & РнїРєРв (1907), Lrp.—At a meeting held at 
Hampton Wick, on July 1st, it was resolved to wind up voluntarily, 


with Mr. W. A. Pearce, 16, Finsbury Circus, E. C., as liquidator. . 


A meeting of creditors is called for July 19th. 
Electric Lorry.—The Metropolitan Asylums Board last 


January purchased a 5-cwt. electric lorry from the Electric 
Vebicles Co, at £300, and the necessary charging apparatus was 
provided at the Infirmary by the B.T.-H. Co., for £70. They are 
now buying a second of the same type from the company, for 
carrying 25 cwt., at £480. 


Installation Contracts.—The Bridge House Estates 
Committee have placed a contract with MESSRS. C. Larkins & Co, 
Lrp , of Bush Lane, E.C., for the maintenance of the telephones 
on the Tower Bridge for one year from June 24th, 1909. Amongst 
other contracts which thia firm have in hand are :—The installation 
of electric bells and lighting for 51 flats in Stamford Street, S.E., 
the electric light installation of licensed premises at Finsbury 
Park, N., and alterations and additions to the electric light instal- 
lation of large city warehouse. s 


Theft.—At Lancaster Quarter Session: on Monday, 
MaATTHEW WILSON, 31, labourer in the electrical department of 
Messrs. Vickers, Son & Maxim, at Barrow-in-Furness, was 
sentenced to six months’ hard labour for feloniously receiving 
brass and copper wire, &c. 


German Electrical Motor Vehicles in England.— 
Мевѕвв. F. A. WILKINSON & PARTNEBS8, LTD. of 19-20, York 
Place, Baker Street, London, W., have secured the British Agency 
for the electrical motor vehicles built by the Siemens- 5 :huckert Oo., 
of Berlin. The firm are at present running a 15-cwt. van, 
which has been hired by Messrs. Peter Robinson, Ltd.; the vehicle 
is fitted with & 42-H.P. motor; the battery, which has & capacity 
of 30 miles on one charge, is carried under & bonnet at the front of 
the chassis. 


LIGHTING and POWER NOTES. 


Ashford (Kent).—Mr. Mark Parker, of Dover, bas 


informed the U.D.C, that he intends applying for an E.L, prov. 
order. 


Bath.—The adjourned L.G.B. inquiry into the applica- 
tion of the T.C. for a loan of £11,700 for E.L. purposes was held on 
Friday. Mr, H. R. Hooper, the inspector, suggested that certain 
items should be charged to revenue account, with the result that 
the loan applied for was reduced to £9,500, There was no 
opposition, 


— — _ 


— 2 —— - 


TT... — —öꝰ — PET 


— m — — "— Pp лаа — ———— i ñP.— ——— — — 


— ——— ——————————— = —ẽ 


Vol. 65. No. 1,650, JULY 9, 1909.] 


THE ELECTRICAL REVIEW. 55 


Beaconsfield (Bucks.).— The U. D. C. has decided to 
take no action in the matter of compelling the Uxbridge E. L. and 
Power Co. to extend the mains to the district under the prov. order 
which expires in November next. | 


 Birmingham,.— Last week a L. G. B. inquiry was held by 
Mr. Н. R. Hooper, at the. Council House, into an application by 
the city council for sanction to borrow, among other sums, £149,350 
for purposes of the electric eupply. Mr. Prideaux, who appeared 
for the Corporation, said that £100,000 of the £149,530 loan was 
required for an extension of the underground mains, which bad 
been rendered necessary by the rapid increase in the demand for 
electrical energy in the city. That demand was shown by the fact 
that there was an increase in the sale, during the year termioatiug 
March 31st last, of about 4,000,000 units, as compared with the 
previous year, and for the first time in the history of thé under- 
taking the Electric Supply Committee was able to recommend the 
council to pay £10,000 in relief of the rates. A sum of £15 000 
was needed for н.т. switchgear; £2,000 was required to supply 
transformers to consumers’ premises in cases in which consumera 
desired L.T. current in districts where there were at present only 
high-tension mains available, and the balance of the loan was 
for the installation of new plant at Dale End and Summer 
Lane stations. Evidence was given in support of the application, 
which then closed. 


Birkenhead.—Th«q gross profit for the year 1908-9 
on electric lighting was £11,114 and tbe net profit £2,249. From 
this, £1,000 was tranaferred to the district rate and £1,249 added to 
the reserve fund. | ‘ 


Bridlington.—The report of the last year’s working of 
the electricity department shows that matters are steadily im- 
proving, the deficit being £188, as compared with £275 in the 
previous year. For the first time the private supply exceeded the 


public lighting supply, and some 34,C00 additional units were 
sold. .— . ö 


Cambuslang.— For the year ending May last, 102,871 
units were sold, producing a total revenue of £1,375; the total 
costs were £795, and gross profit £580. The works cost came out 


at 111d. per unit (including ‘06d. for fuel), and total costs 1 85d., 


while the average p?ice obtained was 2°71d. 


Continental Notes. — Huncary.—The municipal 
authorities of Budapest have decided in connection with the 
establishment of a 
electric lighting of the city, to utilise the water power of the River 
Soroksar, a tributary of the Danube, for the purposes of the 
scheme. а 

BxrLorUM.—LUKEMBURG.—AÀn electrieity generating plant for 
lighting and power purposes, comprising two 1,200-H.P. steam 
engines and dynamos and one set of 300 нр, has recently been 
installed at the new eteel works at Saint-Ingbert, Luxemburg, by 


the Société des Hauts-Fourneaux et Acieries de Rumelange-Saint- 


Ingbert. 

IraLx.— H. M. Consul at Naples reports, with regard to a project 
for the employment of the Volturno river for developing electrical 
energy, that further consideration has induced the civic authorities 
of Naples, to whom the administration of the concession belongs, 
to entertain a scheme for having two works irstead of one, as 
originally proposed. The works are expected to produce normally 


abont 25,500 H.P., and at low water season about 21,500 B.P The 


first station is to be at the meeting of the Rochetta and Vandra 


streams; the second, some 94 km. lower down the stream.— Board 


of Trade Journal. 


Croydon.—At the B.C. meeting on Monday, the Lighting 
and Electricity Committee reported an application for the supply ` 


to a house just outside the borough at Upper Norwood, the premises 
being within the area of the South London Electric Supply 
сор Ltd. The latter had agreed to the Croydon Council 
giving the supply, subject to a nominal rent of 1s. per annum and 
an unde to remove the cables on a month's notice. The 
--reoommendation was adopted. 


‘Cuckfield (Sussex).—The Haywards Heath Electric 
Supply Co. has informed the U.D.O. that it intends applying for a 
prov. order for E.L. | 


Darlington.—The Т.С. has decided to extend the mains 


to tbe West Lcdge Estate, and to the works of Messrs. G. Denham 


and Son. | 
A loan of £700 for meters has been applied for. 


Derby.—The T.C. has decided to apply for a provisional 
order for E.L. for the following parishes:—Littleover, Markeator, 
Darley Abbey, Breadeall, Chaddesden, Ulvaston and Boulton, 
Normanton and Sinün Moor. | _ 

The mains are to be extended to the works of Mesers. E. J. 
Axe & Co, Bridge Street, and Haslam's Foundry Co., Ltd., 
City Road. 


Devon port.— The T.C. has applied for a loan of £6,329 
for mains extensions. 


Dover.—The T.C. has decided to increase the price of 
electricity as follows :—Pabliclighting, 6d. per unit; private lighting, 
641. per unit with $d discount, instead of 6d. and zd. discount, 
and for free lights 7d. net. instead of 64d. net. These increares 
will produce an additional revenue of £2,168 for the three qvarters 
of the year. 

The B. of T. has informed the T.C. that it is not at present pre- 
pared to sanction a loan for the extension of the cables to 


large electricity generating station for the 


| i - 
St. Margaret's-at-Cliff, as the Board is not satisfied that the pro- 
posed expenditure would prove sufficiently remunerative * 


Dublin.—Mr. P. C. Cowen, chief engineering inspector 


of the L.G.B., concluded the inquiry into the application for 


certain loans, including one of some £70,000 for the extension 
of electric lighting, made by the Corporation. Mr. Mark 
Ruddle, city electrical engineer, stated that the expenditure 
since 1905, was £71,000, and the estimated amount necessary 
to complete the work now in progress was £57,000, made 
up as follows:— Boiler plant, £7,100; Dame Street area, £3,600 ; 
Fleet Bt. switchgear, &c., £1,800 ; house services and meters, £2,500 ; 
and North snd South Circular Roads, £42,000. The loans already 


-applied for amount to £127,000, and the estimated cost of further 


extensions, for which application was being made, was £69,705. 
Mr. P. C. Cowen also sat last week at the Richmond Asylum for 

the purpose of inquiring with regard to the desirability of 

sanctioning an application made by the Joint Committee of 

Management for a loan of £3,800, to be applied in lighting the 

5 by electricity; the inquiry was adjourned till the 
st inst. 


Fastbourne.—The electric auditors in their half-yearly 


report gay that they are of opinion that the electric light balance 


in hand on the reserve and depreciation fund is somewhat large, 
viz., £11,487, and that some of it should go fo relieve the rates; 
but after an explanation they desired to leave the matter in the 
hands of the Council. | 


Glasgow.—The T.C. electricity department has paid 
£30,625 to the city committee on finance on account of sinking 
fund for the year ending March 31st, 1910, while the treasurer has 
reported that he has borrowed £20,000 for capital purposes from the 
Corporation Loans Fund, making the total amount borrowed up to 
June 29th, £1,890,000. 

The Committee has had under consideration an application 
by the Clyde Valley Electrical Power Co. for permission to lay 
about 500 yards of the cable, with which they propose linking up 
Rutherglen and Cathcart, within the city boundaries. The Com- 
mittee has recommended to the Corporation that, so far as the 
electricity department is interested, no objections be taken to 
the foregoing proposal, provided (1) that the company undertake 
not to supply any energy off said main within the city boundary, 
and (2) that the company do not use the permission now granted : 
as an argument for getting authority to lay down additional cables 
or to supply electrical energy within the city boundaries. 


Greystones.—At the adjourned meeting of the Rathdown 
(No. 2) Rural District Oouncil, last week, a resolution was adopted 
granting permission to the Electric Lighting Co, to lay 
cables in Greystones and district after the summer season, the 
company undertaking to make good any damage done to the 
roads. быр 


Handsworth.—A L.G.B. inquiry was held last week 
into the application of the U.D.C. for a loan of £4,400 for E.L. 
purposes, the sum including £1,000 for free wiring. The Inspector, 
Mr. H. R. Hooper, referring to this part of the application, 
remarked that in many towns free wiring was deceased. Any 
form of free wiring involved a liability, and was speculative. 
Work carried out with public funde should be properly secured, 


not speculative. Mr. Nixon, electrical engineer, explained that 


they were anxious to open up & new field of supply. | 


Hanley.—The Т.С. has decided to supply current to 
theatres, music halls, and places of amusement taking 400 units per 
week throughout the year, at 3d. per unit for the first 400 units per 
week, and 154. per unit beyond. | 

The Collieries Electric Power Development Syndicate Co., Ltd., 
has. informed the T.C. that it is associated with the North- 


Western Electricity and Power Gas Co. in the erection of a power 


station for supplying electric power in and around the Potteries, 
and suggesting that the Council might oonsider a proposal for the 
purchase of current in bulk, The Council has decided to confer 
with a representative of the company on the gubject. 


Haslingden.—At the Haslingden Guardians’ meeting on 
June 30tb, a letter was read from the Rawtenstall Corporation 
stating that it was prepared to supply the board with electricity 
for lighting purposes ata fiat rate of 3d. per unit subject to five 
years’ agreements. It was also prepared to supply electricity for 
power purposes at ld. per unit subject to a similar agreement, the 
Corporation to lay and maintain the necessary cables to the work- 
house and new infirmary at its own expense. The offer was 
unanimously accepted. | 


Hastings.—The Electricity Committee, ав а result of 
being approached by certain large consumers, bas recommended 
the Т.О. to amend clauses (a) and (b) of its revised scale of charges, 
so that consumers with bills in excess of £100 shall obtain a dis- 
count of 25 per cent. on the whole amount payable, subject to 
payment of account being made within one month of its rendering. 


Keighley,—The L. G. B. has communicated with the 
T.C. in regard to the recent application for power to borrow 
£12,800 for electrical extensions, The Board is willing to sanction 
£2,950 for mains, services, meters, &c., and bas consented to the 
allocation of the balance (£1,200) of previous loans. Tke Board 
will also entertain the proposal to install n T. plant for power 
supply, providing evidence of demand from prospective consumers 
is brought forward. It is stated tbat the.ultimate scheme may 
raise the total from £12,800 to atout £20,000. 
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Little Lever.—The U.D.C. has unanimously decided 
to transfer its E.L. order to the Lancashire Electric Power Co., 
suitable terms having been arranged. 


Loridon.—Panpincton.—The Genera] Purposes Com- 
mittee of the B.C bas decided to forward to the L. C. C. a stute- 
m: nt of the neg: tiatiors which have taken place «ith the Metro- 
pol tin Flectri: Supply Co, relative to the transferriny of the 


соп.ралу'в generating statin from Amberley Ro«d to Willesden; 


and tothe failure of tbe cffor* to induce the c mpany to reduce the 
price charged for energy, The S. ring Garden authority is to be 
asked if it can assist in any way to obtain the reduction sought for. 

SouTHWABE.—Newington'Town Hall is to be re-wired by the 
Electric Light Department at an estimated cost of £41. 
heaters are to be installed to four boilers at an estimated cost of 
£570. The accounts of the electricity undertaking for the 12 
months ended March 31st last show a gross profit of £5,939. After 
deducting interest and instalments of loans, there is a surplus of 
£849. In regard to the wiring of consumers’ premises, it is shown 
that after charging one-third of the outlay, and allowing for Jamp 
renewals and interest on the capital outlay, a substantial profit has 
been secured. The report winds up as follows :—'' During the past 


year the undertaking has had to contend with competition of the- 


most active description, notwithstanding which your Committee 
are glad to be able to report that the present financial position of 
the undertaking is stronger tban it has ever been, and they have 
every reason to hope for a contiuuance of the results accomplished 
during the past year. Your Committee have, therefore, expressed 
their appreciation of the electrical engineer's services, which have 
been mainy instrumental in bringing about the successful results 
shown by the accounts for the past year." 


Loughborough.—At the recent meeting of the T.C. 
reference was made to Mr. J. F. C. Snell’s report on the gas and 
electricity undertaking. From this it appeared that the primary 
difficulties were insufficient demand for the output, low prices for 
power output, and excessive coal consumption. He did not recom- 
mend an increase in power pfices, but thought that some improve- 
ment should be made in the price of public lighting. It appesred 
that many of the recommendations had been carried out ; they ‘had 
saved more than £300 on coal, and were trying to obtain an 
increased price for lighting; moreover, the output for Jone last 
was more than double that of the previous June, although that was 
mainly due to power load. | 

The report of the Gas and Electricity Committee for last year's 
working showed a profit of £547 carried to revenue account, as 
against a loss for the previous year of £314. 


Lytham.— The E.L. and Power Co., Ltd., has informed 


the U.D.C. that it is hoped to commence the necessary works for 
électricity supply forthwith. : 


Middlesbrough.—The T.C. bas secured in the Bill of 


the Durham County Electric Power Co. the necestary clauses fully 
protecting the interests of the Corporation. 


Raghy.—The U.D.O. has applied to tbe L.G.B. for a 
lcan of £5,500, for the following purposes:—150-xw. alternator, 
£1,316; switchboard, &c., £144; feeder and distributing maine, 
£2492; transformers, £214; transformer chambers, £109; con- 
bumers’ connections and meters, 4880; contingencies, £344. 


Spennymoor.—Tbe U.D.C. has accepted the tender of 


the Northern Counties Electricity Supply Co. for public lightirg at 
£2 103. per amp per annum. 


Tasmania.—At a meeting of ratepayers in Zechan a 
proposal of the Municipal Council to borrow £6,000 for doubling 
the electric light plant, and £1,000 for credit installations for 
consumers, was approved. 


Transvaal.—In evidence before the Power Commission, 
the local Coal-Owners’ Association opposed the proposal fo allow 
& corporation or syndicate to obtain & monopoly of the water power, 
and at the same time obtain a controlling interest in certain coal 
mines, a3 being injurious to the country. The proposal meant the 
substitution of hydraulic power for coal for generating electrical 
energy, and would practicatty destroy the Transvaal cosl industry 
as it at present existe. 


Walton-on-the-Naze.—The B. of T. has decided to 


dispense with the consent of the local Council, and grant the prov. 
order asked for by tbe Coast Development Corporation, which is 
already eupplying the area with the concurrence of the Council. 
Consent is given, however, allowing a maximum price of 8d. per 
unit, subject to the insertion of provisions requiring the removal 
of overhead wires in five years, and giving the Council powers of 
purchase. 


У harfedale.—Another electric supply project is on foot, 
with a view to lighting, &c, in Horsfcrth, Yeadon, Rawdon, 
Menston, Burley, Ilkley acd Otley; this time a Leeds syndicate is 
understood to be trying to secure a prov. order end form a 
company. Several of the townships have opposed previous schemes 
by recuring the necessary powers themeelver, but these powers bave 
lapsed. 


Witlesden.—The Council has resolved to renew its 
agreement with the North Metropoli'an Power Supply Co. for 
teven year, а reduction of price having been arranged. 


Wood Green.—Not dismayed with the reverse of five 
years ago, when the L.G.B. refused to sanction an electricity 
scheme involving an outlay of £40,000 or £50,000, the U.D.C. has 


Super- 


now decided to embark on a bulk supply scheme, at a cost of 
£30,000, and application has been made for the necessary permission 
to raise tbe loan. The Council proposes to take the supply from 
the North M-tr»politan Electrical Power Oo., and to distributasame 
itself. Tne engineers аге Messrs. May & Hawes. Their scheme 
provides for only 4 О cu-tomers throughout 10 miles of streets, and 
they estimste th t. 330 of the 1,900 houses would he connected up, 
100 out of the 6 0 shops, and five of the 25 public biildings along 
the line of ronte. The consulting envineers rep rt toat оо ег the 
Wood Green Act, of 1903. the Council has tbe powerto carry out the 
installation of wires, lamps, fittings and other electrical apparatus 
on consumers premises for the use of electrical energy. 
Some 51 arc lamps will be provided for public lighting. The 
buildings, supply mains and house transformers will, it is reckoned, 
cost £27,000 ; house wiring, £2,500; aod the public lamps, £1,750 ; 
bringing the total outlay to £31,250. "The revenue is based on the 
following tariff of charges :— Private dwelling houses, 44d. per unit; 
shops, licensed premises, public buildings, places of worship, and 
schools, 4d.; for power, 12d. The estimated total working 
expenses connected with the delivery of 397,000 units to the private 
consumers and the public lamps would, ít is calculated, work out at 
2254. per unit. The private lighting and power supply should 
yield £5,180 ; public lighting, £612; and rentals and house meters 
and transformers, £300. These items total £6,092, and with 
£3,722 (397,000 unite at 2:25d. per unit) deducted, would leave a 
gross profit of £2,370. The loan charges (interest and repayment of 
principal) would ainount to £1,870, leaving a surplus of £500. The 
Council agreed to go on with this schemé, subject, of course, to the 
sanction of the L.G.B. 


York.—The T.C. has applied to the L.G.B. for a loan of 


£2,510 for mains extensions, which will be carried out in conjunction 
with the new tramways.  . 


Ц 


TRAMWAY and RAILWAY NOTES. 


Bacup.— Progress is reported in the electrification of 
the Bacup tramways, the section comprising the 23 miles to 
Waterfoot. It is expected that with a continuance of fine weather 
the new track and equipment will be completed in the course of 
two or three weeks. 


Birkenhead.—The tramways show a gross profit of 
£20,638. Interest and sinking fund absorbed £21,344, and £200 
was reserved for income-tax on profits, leaving a deficit on the 
account of £905, to be contributed by the borough fund; £5,068 
was expended on capital account during the year. 


Burnley.—The T.C. bas refused an offer of £800 per 


year for advertisements on the electric tramcars. 


Continental Notes.—SwITZERLAND.—AÀn 50 years’ 
concession for the construction and working of a single-track 
metre-gauge electric tramway, from Maseagno to Ostarietta through 
Cadempino, has been granted. 

IrALY.—A contract has been entered into between the Ministry 
of Public Worke and the communal authorities of Civitanova 
Marche, for the construction of an electric tramway to run from 
Civitanova Marche to the docks. The contract carries with it 
& Government subsidy of about £57 per km. per annum for 
50 years. 


Edinburgh.— The Tramways Committee of the T.C. 
has had before it a proposal for connecting South Queensferry with 
the city by an electric tramway, which would have a terminus in 
the west end, near the existing cable tramways. It appears that 
the dust created by the motor traffic on the Queensferry route bas 
converted some of the objectors to tramways, aud the building 
interests are disposed to look favourably at the scheme. 


Glasgow.—The Tramways Committee of the Glasgow 
T.C. has now submitted the annual report, which shows that the 
ordinary income amounted to £892,751, and the working expenses 
to £505,618, thus leaving a gross surplus of £387,133. The gross 
balance of £416,924, which includes interest on surplus revenue and 
rent of lines let to Dumbarton Burgh and County Tramways Co., 
Ltd., bas been applied in meeting rental of Govan and Ibrox 
Tramways, psyment to Paisley District Tramways Co., interest on 
capital, sinking fund, income-tax, depreciation and permanent way 
renewals, and annual payment to the common good, these paymenta 
amounting in all to £400.649. The net balance amounting to 
£16,275 has been added to the general reserve fund. The principal 
items are interest on capital, £63,349, compared with £53 152 last 
year; sinking fund, £71,323, against £68,804; depreciation fund, 
£105,536, against £100,415; permanent way renewals fund, €90,261, 
against £88,187; payment to common good, £50,000, against 
£35,000. The gross revenue for the year shows a decrease of 
£17,567, compared with that of the previous year, and the average 
traffic revenue per car-mile has been reduced from 10 488d. to 
10:262d. The working expenses show a decrease per car-mile of 
'06d. The decrease in revenue is mainly attributed to trade 
depression. A considerable reduction is shown on the expense of 
maintaining the electrical equipment, and the total working 
expenses amount to £505,617, against £509,894. The net amount 
of borrowing powers at May 31st was £2 454,355, and the amount 
borrowed was £2,434,478, leaving an unexhausted sum of £19,876. 
Additional borrowing powers to the extent of £300,625 are being 
asked for under the Glasgow Corporation Bill of 1909. Credit of 
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the depreciation fund is now £1,383,289. The amount at the credit 
of the general reserve is £87,313. From this fund there has been 
deducted £15,000, being an additional payment to common good 
for the year. The number of passengera carried amounted to 


221,744,569 ; the traffic receipts totalled £889,530, the 1d. fares 


forming а percentage of 6196. 
By an overwhelming majority, the T.C. has rejected the proposal 


of the Committee to let part of the inside of each tramway car for. 


advertising purposer. 


Leeds.—The T.C. has applied to the B. of T. for an 
extension of time until August 11tb, 1911, for completing the works 
under the Pudsey Corporation Tramways Order, which has been 
transferred to Leeds T.C. pou 


— Leith.—The section from Granton Square to Goldenacre 
of the Leith and Granton tramway extension was recently inspected 
by Col. von Donop, of the B. of T. 


London.—Mr. A. P. Trotter, of the B. of T., has issued 
a report on the fire which occurred at the Charing Cross Station of 
the District Railway on May 24th last. From this it appears that 
the fire was started by a spark - possibly from а brake block, but 
not of electrical origin— which ignited the dust in a chamber 
containing feeder cables below.a platform. The chamber appar- 
ently formed a ventilating intake to the sub-station, and the 
powerful draught is supposed to have fanned the flames, burning 
the plank cover and cables, Me. Trotter recommends that a Jarrah 
cover be used instead of ordinary wood; he says that no danger 
was involved, and the delay in traffic was chietly. due to the 
unfortunate stoppage of a train with a motor immediately over a 
cable which could otherwise have been disconnected. ; 


Nottingham.—The T.C. has decided to seek powers to 
extend the tramways to the Swinton district of the city. | 


Rhondda.—As the result of an appeal, the assessment of 


the Rhondda Tramways Co.’s undertaking has been reduced from 
£24,866 gross to £13,000, and from £5,680 rateable to £5,500. 


TELEGRAPH and TELEPHONE NOTES. 


Argentina.—Reuter reports that the Senate has adopted 
the proposal of the Western Union Telegraph Co. for the con- 
struction of & direct cable between Europe and the Argentine 
Republic via Ascension Island. | | 


Australia.— As a result of communications with the Im- 
perial authorities, the Commonwealth Government (says Reuter) 
will shortly introduce & Bill enabling the Commonwealth to seize 
and control in time of war or emergercy the shore ends of ocean 
cables touching Australia. 


Cape Colony.—In his annual report for 1908, the 
Postmaster-General for Cape Colony gives the following particulars 
relgting to the working of the Telegraph Department :— 


: À 1908. 1807. 
Telegrams forwarded and received... 4,631,538 5,132,350 
Words forwarded and received . . 101, 740,777 ` 110,183,554 
Miles of line worked... Е Е 8,221 8,221 
Miles of wire worked ... 31,836 31,802 


The revenue of the cable companies from the whole of the tele- 
graphic traffic exchanged with South Africa was £234,985. This 
was again below the standard revenue (£300,000) required by the 
companies under the cable agreement before any refund of the annual 
subsidy becomes due to the contributing Governments. 


4,460 telephones were in use in 1908, a decrease of 200 a8 com- . 


pared with the previous year. The total length of wire in service 
was 70 miles less than in 1907, and amounted to 5,751 miles, of 
which 2,631 miles were in underground cables. The calls made 
numbered 9,117,453. The revenue, after paying working expenses 
aud interest, left a balance of £4,655, but as, owing to the general 
‘financial condition of the country, depreciation was not provided for, 
the expenditure of £9,517, which should have been debited uoder this 
heading, isrot included. Instead, therefore, of a surplus of £4,655, 
an actual deficit of £4,862 existe. 

The adoption of a message rate, under which each renter will 
pay proportionately to his use, must be regarded as only a question 
of time. 


India.—Arrangements have been made by which mes- 
sages can be forwarded to India going by telegraph to London, by 
post between London and Bombay, and by telegraph from Bombay 
to their destination in India. The charge is calculated at the 
ordinary inland rate in this country in addition to 1d. for postage 
and the equivalent of tbe ordinary rate for transmission in India, 
viz., hd. & word, with a minimum of 6d. 


Telegraph  Charges.—In the London Guzetle of 
July 6tb, a lengthy list of the revised charj es for telegrams to all 
parts of the world is published. | 


Telegraphic Interruptions and Repairs :— 


Interrupted. Repaired, 
Dakar. Conakry . May 13, 1909 
Tangier-Cadiz eo Alay 19, 1909 
Cayenne-Ralinas  .. js " . June 7, 1909 
idad- Dem. тата .. "E oe ee June 19, 1909 
Martinique -P amaribo 25 . June28,190) Јоу 2, 1909 


: 1,027:33 km. consisted of cable. 


Sweden.— Daring 1907 the system of telegraphs in 
Sweden increased by 1,6398 km. to 31,0998 km., of which 
Railway and private companies 
owned 8,601 km. cf line and 23,796 km. of wire. Telephone com- 
panies owned 88,000 km. of wire in 19/6, which in 1907 increased 
to 96,000. The number of offices increased from 2,519 ia 1906 to 
2,632 in 1907, while the number of telephone offices increased from 
1.457 to 1,625, and call and subscribers' offices from 2,436 to 2.797. 
The inland traffic amounted to 1.655,231 telegrams; 586,160 tele- 
grams were sent to, and 675,637 were received from, foreign 
countries, and 593,072 telegrams passed in transit. International 
tr: ffi: increased from 1,750,252 to 1,854,919 telegrams. The tele- 
phonic traffic also rhowed a considerable increase, the number et 
conversations ri«ing from 269,917,280 in 19' 6 to 299,977,568 in 19 7. 
Net гетет us from te'egrsphs, both inland and international, 
amounted to 2,872,351 fr., while the revenue derived from te le- 
phones was 11,595,730 fr., and the total revenue from all sources 
was 14,640,146 fr. in 1907, as against 19,951,807 fr. in 1908. The 
to al expenditure was 14.515,003 fr., leaving a surplus for the year 
of 125,143 fr —Journal Télégraphique. | 


Wireless Telegraphy.—4A system of wireless telegraphy 
is to be installed from the Canary Islands to Europe, Cape Colony 
and South America. Santa Croz de Tenerife is to be the main 
station in the islands, and communication is to be established with 
all the adjacent islands; with Cadiz, and thence to Paris; with 
Casa Blanca, and thence to Paris direct; with Pernambuco, and 


thence to Buenos Ayres; and with a station in Senegambia, probably 
Dakar, and thence to Capetown. The work is to be undertaken by 


two companies, one of them being registered in Paris with a 
capital of £50,000, and the other in Madrid with а capital of 


£40,000, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Acton.—July 12th.  Lead-covered paper-insulated cables 
for the U.D C. See Official Notices" June 18th. 


Altriacham.—July 30th. Electrical installation at the 
new Higher Elementary Schools, Hale (deposit, £1 1s). J. 
Howarth, Clerk, Education Department, Altrinctam, Cheshire, 


Australia. — MELBOURNE. — July 14th.’ One direct- 
current s‘eam-driven generating set of 1,000, 1,250 or 1,500 K w., for 
the Council. See “ Official Notices" May 14th. 

. MELBOURNE.—August 4th. Overhead travelling crane, for the 
Electricity Supply Committee. See Official Noti-es" June 4th. 

MELBOURNE.—Augurt 4th. Overhead trave, ling crane for the 
Council. See “Official Notices” June 11th. 

MzrLBouRNE.—July 23rd. Insulated copper cables for the 
Council. See Official Notices" July 2nd. 


Austria.—July 14th. The Austrian State Railway 
authorities in Prague are inviting tenders for the contract for an 
inetallation of electric lighting at the railway station at Wiesa- 
Oberleutensdorf. J 


Belgium.—July 14th. Societe Nationale des Chemins 
de Fer Viciaaux, of Brussels (14, Rie de la S»ience). Transformer 
Fuh-station plant (continuous to alternating current) in connection 
with the Spa-Verviers electric railway. 


Bradford.—Joly 30th. Eight automatic point con- 
t'ollers for the Tramways Department. See “Ofcial Notices” 
to day. 


British Colonies.—The Glasyow Daily Herald says :— 
“ Information has Leen received by the Glasgow Chan ber of Com- 
me'ce that tenders are invited for the supply of 25 tons galvanised 
iron wire, 2,500 iron telegraph poles, hydraulic and electrical 
machinery for generating station, and for a 25-ton quarry crane, fer 
certain British Colonies. Farther particulars may be «btaincd by 
British firms interested оп application at the Chamber.” 


Canada.— WINNIPEG.—Anugust 2nd ard 16th. The city 
cf Winnipeg is advertising for tenders for the bydraulic and 
electric equipment of the generating station now under corstructicn 
on the Winnipeg River, at Thirty-foot Falle. Some parti: ulars 
were given in this column last week. 


Denmairk.—CorrNHaGEN.— July 19th and 17th. The 
Corporation wants tenders for (1) a quantity of cible; and 
(2) 800 electric meters for alternating current. The pericd 
of del.verr, in toth cases, is to extend f:om August lef, 
1909, to August Ist, 1910. Tenders, marked “Tilbud yas 
Jaevnstroms Kabler” in the case of (1), and Ti!bud paa 
Vekselstromsmaalere' in the case of (2), to be cent to Directoren 
fcp Belyeningevaesenet, Raadhuset, Copenhagen, Copies of the 
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specificat'one, &c, may be seen by British makers interested on 
application at the Commercial Intelligence Branch of the Board of 
Trade, 73, Basinghall Street, London, Е.С. 


Croydon.—The B.C. on Monday decided to construct a 
new repair shop at the electricity works, equipped with machine 
tools (estimated cost, £895). Tenders are to be invited. 


Derby. —July 17th. The Corporation is inviting offers 


for the advertisement rights on its electric сата, Town Clerk. 


Franee.—July 21st. .The Paris municipal authorities 
are inviting tenders for a 60-H.P. steam engine and a 40. w. 
continuous-current dynamo st the Paris Manicipal School of 
Physics and Industrial Ohemi.try. 

Pals —Angust 18th. The Under-Secretary for Posts and Tele- 
graphs, 103, Rue de Grenelle, Paris, raquires tenders for 75 stamping 
machines worked by electric motors, 


Hellingly (Sassex).—July 20th. Storage battery for 
the County Asylum. See “ Official Notices" to-day. 


Holland.— July 16th. The Dutch Post and Telegraph 
authorities at The Hague are inviting tenders for the establishment 
of a wireless telegraph station at Scheveningen. 


Hull.—Jaly 29th. Electric lighting mains extensions 
for the year for the E L. Committee. See “Oficial Notices " to-day. 


Italy. — August 10th. The Italian State Railway 
authorities in Rome are inviting tenders from foreign as well as 
home makers for the supply of 100,000 metres of telegraph cable. 


London.—Sr. Paxcras.— July 10th. Are lamp carbons 
for the B.C. See “ Official Notices” April 30th. 

Jaly 12th. The Port of London Authority " inviting tenders for 
materials and stores, including carbons fof eleetric lights and 
electric (incandescent) lamps. Specifi ations, &c., at the Authority's 
Btores Department, 106, Fenchurch Street, E. 0. 

L.C.O.—July 21st.- Electric lighting and fau installation at the 
extension of the Paddington Technical Institute. See ' Official 
Notices " to-day. 


Luton.—J aly 19th. 500-Kw. steam-driven generator and 
condensing plant for the Electricity Department. Sse ‘ Official 
Notices” July 2nd. 


X 


Manchester.—Jaly 18th. Special permanent-way tram- 
way trackwork for the Т.С. (deposit £2 2s.) J. M. M’Elroy, 
General M wager, 55, Piccadilly, Manchester. 


Ponty pridd.—J uly 12th. Condensing plant, circulating 
pump, air pumps, pipe work, &c., for the U. D C. electricity 
department. See Official Notices" June 25th. | 


Rotherham.—July 13tb. Meters for the е: 
Department. See “Official Notices" June 18th. 


Russia.—July 14:h. The municipal authorities of 
Koslow (Government of Tambov) are inviting tenders for the 
establichment of a central electric lighting station inthe town. . 


Salford.— July 12th. Re-wiring at the Royal Technical 
Institute for the Electricity Committee. See “Official Notices” 
July 2nd. 


Spain.—Auguet 26th. Sixty years’ electric tramway 
concession (between Monacbhil and ibe tuburbs of Gabia Grande, 
Granada province). Tenders, with £180 deposit, to Direccicn 
General de Obras Pablicas, Madrid. 

Casa DE ESCALONA (PROVINCE or TcrzDo).— Tenders have just 
been invited by the municipal authorities for the concession for 
the electric lighting of the town during a period of six years. 


Swansea.—Jnly 14tb. Arc lamp pillars, brackets and 
gear, arc lamp feeder pillare, joint boxes, &c., for the Corporation 
Electricity Department. Bee “ Official Notices” June 25th. 


Wallasey.— July 12th. Battery, reversible booster and 
switchboard for the U D.C. See Official Notices” June 25th. 


Whitchaven.—July 20th. Lighting the Harbcur 
Quays for five years, by electricity, gae, or other means, for the 
Harbour Commissioners. See Official Notices" June llth. 


CLOSED. 


Burnley.—Mr. B. G. Smith, of Halifax, bas been given 
the contract for the electrification of the lift at the Workhouse 
Infirmary. 


Bury (Lancs.).—The T.C. has accepted the tender of 
Messrs. Ferranti, Ltd, of Hollinwood, for a main high-tersion 
switchboard. 

Darlington.—The T.C. has accepted the tender of Messrs. 
W. E Dove & Co., of Darlington, for a motor gercrator set, switch- 
voard, &:. 


Dar by.—The T.C. has accepted the tender of the Chloride 
Electrical Storage Co., for the renewal of the tramway battery, and 
maintenance for 10 years on the following terms:—The Council to 
pay £100 down, and £100 per annum for six years, and £70 per 


annum during each of the 10 years. s 


Dewsbary.—For the electrical installation and fittings 
at the Foundry Street Hippodrome, the tender of Messrs. Hirst and 
Co., Dewsbury, has b3en accepted. 


Leyton.— The D. C. has accepted the following tenders 

for the annual supply of meters: — 

Venner Т со — Motor- ty 
£1 166,; б ampa., 42: 10 amps., £2 5e. ; 25 amps., £3 10s. ; 50 amps., 
£1 Me ' 100 amps., y^ 85. МР -type slot meters : l} amps., £2 15s.; 
8 amps., £2 17s. d.; 5 amps., 

Reason Manufacturing Co., Lia. — Electrolytic- type ordinary meters : 
10 amps. 10s. 6d.; 25 amps., £3; 50 amps, £2 10s.; 100 amps, £3 
(less 5 per cent.). 

Mordev, Fricker & Co.—Electrolytic-type slot meters: 1j amps. £1 13s ; 
8 amps., £2 Qs. 


London.— HackNxrv.—The Council has accepted the 
tender of Messrs. Ву kes & Sogden for three-core service boxes, at 
93. per box. 

L.C.0.—The Highways Committee received the following tenders 
for road-work and platelaying, exclusive of supply of rails and 


special track-work, in connection with the condvit lines on the 


Embankment east of John Carpenter Street, Blackfriars Road, and 
Southwark Street: — 


R. C. Brebner & Co. - T .. £11,420 - 
Dick, Kerr z Co., Ltd. (recommended) 12,055 
A. N. Cole ott 25 T 12,915 
W. 1 a 18,599 
J. Mowlem & Co., "Ltd. ne 14,707 


Engineer 5 саа, £11,988, 


Messrs. Dick, Kerr & Co., Ltd., are authorised to sub-let portions of the 
work to Anderston Foundry Co. or Wilsons, Pease & Co., Ltd. (yokes) ; 
Doulton & Co., Ltd., or Bullers (insulators); Baylies, Jones & Bayliss, 
Ltd., or Guest, Keen & Nettlefold (tie-bars, bolta, &c.); Associated 
Portland Cement Manufacturers, Ltd. (cement): Harrison & Co. 
(Lincoln), Ltd., or Hadfield's Steel Foundry Co., Ltd. (plough and drain 
bores); Forest City Electric Co., Ltd. (bonds). 


For the supply of steam, &с., piping and Valves, water tanks, &:., 
for the final portion of the Greenwich generating station, the 
tenders were:— 


Staveley Coal and iron Co., Ltd. Р 
Railway and General Eneineering к: 
Staveley Coal and Iron Co., Ltd. 


5 £7,068 
348 
7, 568 


Shelby Manufacturing Co. ds es 855 n 7,784 
S. Russell & Bons .. I Hae ui s» 7,954 
James Oakes & Co, kii T as s oe 8,008 
Foster Bros., Ltd. E T ee MS .. 8,169 
Btewarts & Lloyds, Ltd. m v - ee 8,282 
John Spencer, Ltd., Wednesbury = 2s es .. 8.291 
Babcock & W сох, Lt d.. x ЖЕ 8.400 
Ed ward le Bas & Co. К : 8,495 
Estimate of the chief officer, 29. 000. 
The tenders for condenser water piping, valves, &., for the same 


portion of the station, were:— 


Foster воста on ai " 2 £2,617 
Ral way and eral nearing (recommen e ) 2, 

Stav le Coal and | Engine aa 8 
John Spencer, Ltd., Wednesbury 


James Oakes & Co. а И s 8,093 
John Wilson & Co. 59 xt 3 Ps x . 3,184 
B. Russell & Sons .. ; А .. 8,257 


Estimate ol chief ófücer; £3, 500. 


For the construction of the junction line from Junction Road to 
the Holloway car-shed, a contract has been given to Messre. 
J. Mowlem & Oo. and Hadfield's Seel Foundry Co., Ltd., the cost 
of the work being approximately £4,650. 

The tenders submitted for 362 moulded plough bases for electric 
cars and stores vehicles were as follows :— 

J. €. Ingram & Son (recommended), 45s. each. 

India-Rubber, Gutta-Percha and Telegraph Works Co., Ltd., 47s. 6d. 
each, less 23 per cent. discount. 

Avon India-Rubber Co., Ltd., 6s. each. 

Dermatine Co, Ltd., 59s. 6d. each. 


The contract for (1) 150 outside stringers, (2) 150 inside stringers 


and 1,200 galvanised risers for electric cars, has been given to , 


Merers. G. A. Harvey, Ltd., the tenders being as follows :— 
б. A. Harvey. Ltd., (1) 38. 4d., (2) 38. Id., (8) 7d. each, less 24 per cent. dis. 
Ed. le Bas & Co., (1) 6s. (d., (2) 65, 6d., (31 Ва, each. 
F. Braby & Co, (1) 75. 3d., (2) 7s., (8) 104d. each, less 24 per cent. dis. 
The tender of R. Bridger & Co. for electric lighting at the 
enlargement of the Oliver Goldsmith School, Peckham, at £135, is 
recommended for acceptance. 
The following tendera were received for electric wiring and 
fittings at the Great Mariborough Street Fire Station : — 


6. E. Taylor & Со. .. T ʻi recommended) £169 0 0 
Pinching & Walton .. s s Sa .. 169 7 6 
Tredegar & Co. ee ee oe ee os oe 162 0 0 
W.J.Fryer & Co. .. xs ee ee EN . 194 0 0 
A. Hawkins & Sons г ss . 210 0 0 


METROPOLITAN ASYLUMS BoARD. —The B.ard has accepted the 
tender of Meesrs. W. J. Fryer & Co. for changing over to metallic. 
filament lampe, including lamps, transformers, and wiring altera- 
tions, at a number of its institutions. The matter is alluded to in 
our w Notes ” columns to-day. 


Salford.—The T.C. has accepted the tender of the 
Tudor Accumulator Co, Ltd, for the supply and erection of & 
battery, booster and switchgear, with fittings, cables, connections 
and accessories, for £&,810. 


Continued on pagt 64) 


ordinary meters: 14 amperes, £1 13s.; 3 amps.,. 
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THE UNDERTAKING OF THE MELBOURNE ELECTRIC SUPPLY CO., LTD. 


By J. H. DAVIES. 


THE above company was known as the “ Electric Lighting 
and Traction Co., of Australia, Ltd.," until about six months 
ago, when it was decided to change that somewhat unwieldly 
title for the one by which it is now known. 

The company owns electricity works in Melbourne and in 
Geelong, both in the State of Victoria. "This article will 
deal only with the Melbourne undertaking. 

In 1900 the electric supply of the city of Melbourne was 
in the hands of four undertakings, as follows :— 

(a) The Melbourne City Corporation, which was carrying 
out the whole of the public lighting of its area by electricity, 
but did not seriously attempt private lighting. 

(6) The New Australian Electric Supply Co., with its 
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The Melbourne City Corporation being desirous of taking 
over the whole of the electricity supply in its own municipal 
area, agreed to purchase from the existing companies so 
much of their undertakings as was sitaated within that area. 
At the same time, however, the New Australian Co. and the 
A.U. Alcock Co. were in negotiation for the sale of their 
undertakings to the Electric Lighting and Traction Co. of 
Australia, Ltd., which acquired the whole of their business, 
the City Corporation simultaneously acquiring from it the 
small generatiog station of the New Australian Co., as well 
as the mains and other apparatus of the two companies 
situated within the city area, the new company retaining all 
the suburban areas within which to carry on its business. 


GESERAL VIEW OF THE GENERATING PLANT, MELBOURNE ELECTRIC SUPPLY Co. 


main generating station on the banks of the Yarra in the 
suburb of Richmond, supplied electricity for public and 
private purposes to a number of the eastern and southern 
suburbs of Melbourne, and gave a supply, for private pur- 
poses only, within the area of the Melbourne City Corpora- 
tion. This company also possessed a small subsidiary station 
within the city area proper. 

(c) The A.U. Alcock Electric Light and Motive Power 
Co., Ltd., likewise with a supply station situated in Rich- 
mond, supplied some of the northern and north-eastern 
suburbs with electricity for public and private purposes, and 
also electricity, for private purposes only, within the 
Melbourne city area, where, like the New Australian Co., it 
did the larger part of its business. 

(4) There was also a small electric supply, for private pur- 
poses only, given by a privately owned undertaking, situated 
within the city area proper. 


The consequence of the above arrangement was that in 1901, 
the new company proceeded to remod:! the whole of the 
existing supply arrangements on modern lines. The Alcock 
Co.'s power station was as soon as possible permanently 
closed down, and the New Australian Co.'s power house, 
favourably situated as regards condensing water on the banks 
of the River Yarra, was largely altered and rebuilt. Further, 
the two existing systema of single-phase high-tension, over- 
head, alternating-current distribution were taken down, and 
a very complete and thoroughly modern distributing network 
gubstituted. 

The present generating station consists of an engine room 
about 180 ft.long x 60 ft. wide, with a 25-ton overhead 
crane, running the whole length of the building. The 
system of supply is, as stated above, an alternating- 
current one, generation being effected at 4,000-4,400 volts 
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The total full-load generator capacity is 3.925 Kw. 

Describing the various sets in the order of their install- 
ation—we have, first, the only one remaining of those which 
were in the station when it was purchased by the present 
owners. This is a 2300-H.P. cross-compound hori- 
zontal Robey engine, fitted with Richardson & Rowland’s 
valve gear, and running at 94 R. P. x. It exhausts to an ejector 
condenser, which was also supplied by the engine makers. 
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EXTERIOR OF THE MELBOURNE ELECTRIC SuPPLY Co.'s STATION AT RICHMOND. 


By means of ropes this engine drives а 175-Kw. 4,000-vo!t 
50-cycle single-phase Mordey inductor alternator, at a 
speed of 300 кр.м. Its field is excited by a Mordey 
patent bi-pole dynamo, mounted on an extension of the 
alternator shaft. 

Next in seniority, though at the other end of the building, 
are two identical Brush Universal engines, running at 
250 R.P.M., direct-coupled to 500 Kw. 4,000-volt 50-cycle 
single-phase inductor alternators. 'The:e 
each have on their own shaft а 2:5 
KW. exciter. Each engine exhausts 
to its own surface condenser, with 
three - throw Edwards air pumps, 
driven direct off the engine shaft. A 
tingle cylinder hot-well pump is also 
worked off the same shaft by an 
eccentric. 

A Pulsometer filter is used with the 
oil-cooling apparatus required for these 
reciprocating engines. 

Nearly three years ago a Curtis turbo- 
alternator was putin. This is a 1,000- 
KW., 4000-volt, 50-cycle, single-phase 
set, running at 1,500 R.P.M. "The com- 
plete set, including the condenser, was 
built by the British Thomson-Houston 
Co., of Rugby. The turbine is of the 
familiar vertical type, and has recently 
been fitted with the maker’s latest design 
of hydraulic governing gear. The foot- 
step bearing is water-lubricated, water 
being maintained in it at a pressure of 
253 lb. per sq. in.; two motor-driven 
plunger pumps, working in conjunction 
with a hydraulic accumulator maintain 
this pressure. The motors are each 23 H.P., one being a 
single-phase and the other a direct-current machine. 

The turbine exhausts to a sub-base surface condenser which 
can deal with 30,000 lb. of steam per hour. The air-pump 
is of the Allen-Edwards pattern, combined with a hot-well 
pump, and driven by a 10-H.P. induction motor. 

The generator of this set is of the D.T.-H. standard 
design, having « 4-pole field, excited alternatively from the 


storage battery, or from the moior-generator exciter sets, 
which will be referred to later on. 

The latest addition to the generating plant was made early 
in this year. It is a turbo-alternator of 1,500-Kw. capacity, 
running at 1,500 R. P. M., supplied complete by tbe Brush 
Co. The turbine is of that company's standard Brush- 
Parsons type, exhausting to a surface condenser situated 
immediately under it in the basement. The condenser is 
capable of condensing 40,000 lb. of 
Steam per hour, and is fitted with a 
three-thrown Edwards air-pump and 
single cylinder hotwell pump, driven by 
a single-phase induction motor. 

The stator is provided with a definite 
air circulation by means of fans fitted to 
the revolving field, which draw air into 
the bottom of the stator casing through 
the bedplate, and after circulation 
through the windings, &c., expel it 
through the holes in the sides and top 
of the machine. An 18-Kw. exciter is 
mounted on an extension of the bed- 
plate. 

Provision is also made for exciting the 
alternator from the motor - generator 
exciters or from the storage battery. 

The separate exciting plant con- 
sists of two 36-KW. motor-generator 
sets. The motors are of the in- 
duction type, having wound rotors, 
slip-rings and rotor starting resist- 
ances. The motors are supplied with 
current transformed down to 400 volts. 
The p.c. dynamos generate at 100/150 
volts, and either supply direct to the 
fielda of the alternators, charge the 
battery, or both. 

Circalating water is obtained from the River Yarra by 
means of two Belliss steam-driven centrifugal pumps and 
one motor-driven centrifugal pump, the Belliss engines being 
each fitted with Körting ejector condensers taking a supply 
from the delivery side of the pumps and discharging into 
the suction side. 

Daring the early days good work was done by the switch- 
board of the well-known original Ferranti cellular type. 
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INTERIOR OF Tag BOILER HOUSE, 


Owing to the great increase in the size of the generators, 
however, the switching arrangements are at present under- 
going alteration, and as regards the generator portion of the 
board, modern oil-break switches in connection with reverse- 
current relays, and in built up concrete cells, are being 
substituted. А Reavell motor-driven air compressor 18 
provided for cleaning the boiler tubes, also the generators 
and other electrical apparatus. 
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The boiler house contains eight boilers of Babcock and 
Wilcox make, each with a heating surface of 2,823 sq. ft. 
At present only hand-firing is in use, but it is proposed 
shortly to introduce automatic stoking. There is sufficient 
room provided for 12 boilers in all. 

The flues are underground, and are carried through a 
Green economiser of 512 tubes, situated in the centre of 
the boiler house, so that the boilers are arranged 
symmetrically on each side; the flues discharge into a 
brick stack, 150 ft. high. The steam piping having 
originally been laid out on the duplicate system, is con- 
tinued on that system when extensions are made; all valves 
on boilers, steam engines and in the steam pipes are of the 
Hopkinson ** Triad" type. Underneath the floor in front 
of the boilers is situated the usual ash tunnel. At 
cieaning times plates in front of the boiler ash-pits are 
raised, and the ash and clinker removed from the furnaces 
are dropped directly into a cast-iron worm conveyor, which 
removes them to the outside of the building. The coaling 
arrangements are in one respect unusual. A row of coal bunkers 
runs the whole length of the boiler house. The bottoms of 
these bunkers are ridged and sloped, so as to discharge 
through specially constructed guillotine doors, fitted with 
friction rollers. On the boiler side of the coal bunker 
wall, a small travelling jib runs the whole length of the boiler 
house on rails, supported against the wall. From this crane 
jib a tilting hopper is suspended through a spring balance. 
With this arrangement it is, therefore, possible to take coal 
from any bunker, to traverse it down the boiler house to 
its proper position before any boiler, and at the same time 
to record its weight. "The arrangement is much more handy 
than trolleys, ranning on rails, or without rails, on the floor, 
and it is out of the way, and being constructed with roller 
bearings, there is no difficulty whatever in operating it. 
Coal is elevated into the bunkers by means of an elevator 
fitted with a crasher and by a conveyor of the push-plate 
type. 

The above is a description of the plant in use, and it is 
hardly necessary to say that the usual winding shops, repair 
shops, stores, &c., are provided. Owing to the very great 
distance at which Melbourne is situated from the large 
manufacturing centres of Europe and America, it is absolutely 
necessary to do a large amount of small manufacturing work 
in the electrical line, and also to be prepared for the re- 
winding of generators, transformera, and electrical apparatus 
generally. For instance, the transformer winding shop con- 
tains a large vacuum drying apparatus and also an oil-treating 


1, 500-KW. Рвоѕн TunBo-ALTERNATOR, MELBOURNE. 


apparatus for treating and impregnating transformers up to 
about the 200 Kw. size. In consequence of the large amount 
of hiring out of arc lamps to consumers, especially for outside 
pavement shop lightiug, a large business has been developed, 
and the arrangements for storing and repairing arc lamps 


are also necessarily on a somewhat larger scale than would 
be usual in an English station of the same size. 

Although, no doubt, the power house itself is much 
the same as other undertakings of similar size in 
England, yet the system of distribution is very different to 
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1,000-kw. Curtis TuRBO-ALTERNATOB, MELBOURNE 
ELECTRIC SuPPLY Co. 


that obtaining generally in Europe. In consequence of the 
enormous area covered by the suburbs of Australian cities 
(nearly every house—and even the workman's house—has its 
garden, and two-storey houses are the exception) the problem 
of distribution is very different to that in the more crowded 
English cities and the very much cramped Continental 
cities, in the latter of which an enormous 
population lives in a very small area 
in large buildings let out on the flat 
system. The area supplied by the 
Melbourne Electric Supply Co. covers 
41 square miles, and this large area 
contains the comparatively small popu- 
lation of 250,000 inhabitants. The area 
is principally residential, bat there is a 
large amount of power to be obtained, in 
consequence of certain suburbs being 
manufacturing centres. 

When re- modelling the distri- 
bating network the company decided 
that the alternating current, single- 
phase system was the simplest and 
best under the conditions obtaining, 
The old distributing systems were, 
by means of alternating current at 
2,000 volts, conveyed overhead to 
transformers supported in the American 
fashion on poles. The whole of this 
system was removed and distribution 
effected to feeder centres, situated 
in the various suburbs, by means of 
lead-covered, paper-insulated concentric 
cables, laid on the solid system, at 
1,000 volts: the н.т. distribution is also 
effected by similar underground cables to about 80 trans- 
former sub-stations, built, some underground and some over 
ground. The secondary distributing network from these 
sub-stations is carried out generally on the overhead system 
by means of bare, hard-drawn, copper conductors, supported 
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en jatrah or ironbark poles of octagonal shape, the system 
being a three-wire one with 200 volts between each 
outer and the neutral. The outer of the H.T. underground 
primary system is earthed at the generating station, and the 
secondary distributing system is earthed at the neutral point 
at each transformer sub-station. All feeders are looped into 
the nearest transformer sub-station which they pass, £o as 
to enable easy location of faults in case of breakdown, and 
the principle is being extended by the provision of н.т. 
street pillars at suitable quarter or one-third mile 
intervals along the lines of mains. In the transformer sub- 
stations the primaries of the transformers, as well aa the 
underground H.T. distributors, are controlled by means of 
switch fuses, so interlocked that tbe outer dieconnecting 
switch cannot be opened without first removing the inner 
switch fuse. The transformers are all fitted with earth 
shields, and are principally of the oil-cooled type. 

The size and scattered nature of the area supplied can be 
gauged from the following figures :— 

In order to supply 1.696 consumers at present connected, 
there are in use 46:7 miles of H.T. underground mains and 
240 miles of overhead bare copper cable. The supply is 
available in 80 miles of streets. These figures are already 
very large for the number of consumers supplied, but large 
extensions of the overbead distributing mains are still 
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Fic. 1.— ELECTRIC TowiNo Locomotive: TELTOW CANAL. 


required every year to cope with the increasing applications. 
However, the overhead method of distribution is comparatively 
cheap, and it is quite certain that it would have been 
impossible to do the amount of work that has already been 
done with commercial success, if the distributing mains had 
been underground. This is recognised all over Australia, 
and whether the electric supply undertakings are in the 
hands of municipalities or companies, the universal practice, 
except in the dense business portions of the city areas, is to 
distribute overhead. At the present time the equivalent of 
157,934 8.c.P. lamps is connected to the mains, of which 
2,174 H.P. is represented in motora. The output for the past 
year has been 2,300,000 units, and this is increasing rapidly 
from year toyear. The number of arc lamps which is daily 
attended to by the company, either under its public lighting 
contracts or under its above mentioned system of hiring out, 
is 860. Almost without exception these lamps are of the 
flame type, supplied through small pressure-reducing trans- 
formers. The prices at which electricity is supplied are :— 

For lighting, a flat rate of 54d. per unit, or an alternative 
tanff on the maximum demand system of 7d. per unit for 
the first 450 hours’ use per annum of the maximum 
demand, and 3d. for each unit consumed beyond this 
amount. 

For power, a flat rate of 2d. per unit, with an alternative 
system, allowing of the unit being sold to consumers of large 
amounts at about 1d. per unit. 


The above prices certainly cannot be considered high 
when it is remembered that the whole of the apparatus 
required for generating electricity has to be carried 12,000 
miles, is subject in part to a 20 per cent. duty, and that 
labour and also fuel cost 85 per cent. to 50 per c^nt. more 
than in England. 

In conclusion, the writer wonld express his indebtedness to 
Mr. F. W. Clemente, the engineer and manager, for the 
facilities afforded bim; he would also acknowledge the 
assistance of Mr. Buckingham, the superintendent of the 
power house. 


ELECTRICAL HAULAGE ON 
CANALS. 


Dn. G. MEYER, in a long article in Elektrische Kraftbetriebe 
und Bahnen, deals exhaustively with the problem of 
mechanical and electric traction on canals from the time of 
the earliest experiments up to the present day. The subject 
has been repeatedly dealt with in these columns, so that 
only the portion of the article covering the recent develop- 
ments need be referred to here. 

Although at first sight the simplest solution of the problem 
might seem to be obtained by the use of steam or electrically- 
driven tug-boats, experience has shown tbat the most, con- 
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venient and economical results are, on the contrary, obtained 
by haulage from the bank. 

There are several reasons for this result. In the first 
place, the waves set up by screw steamers jn the confined 
waters of a canal cause a serious loss and lower the haulage 
efficiency. The absence of waves with haulage from the bank 
тер adds greatly to the length of life of the canal bottom and 
sides. 

Secondly, experience with bank haulage on the Teltow 
Canal has shown that no reduction of speed is necessary when 
barges are passing oneanother, whil:t, with tug-boat haulage, 
satisfactory steering is rendered impossible by the waves set 
up unless the speed is reduced to a very low value whenever 
two barges meet. This leads to a considerable reduction in 
average speed, especially where the traffic is dense. Thus, 
supposing the traffic is so dense that a meeting between two 
barges occurs every half-hour, and that the normal speed is 
4:5 km. (2:8 miles) per hour, and it has to be reduced to 
2:5 km. (1:55 miles) per hour at each meeting. "This means 
that the average speed becomes 2:48 M. P. H., or about 11 per 
cent. lower than the normal speed. 

Particulars of the operation of the Teltow Canal from a 
financial point of view over any considerable period are 
not yet available. The installation is arranged to deal 
with a yearly traffic of about 2 million tons, but it is 
not fully in use at present—averaging only some 70,000 
tons a month. 

The conditions on this canal are especially advantageous 
because of its closcness to Berlin. 

The latest Siemens-Schuckert locomotives are of the type 


Ф 
* — ;.. 


Vol. 65, No. 1,650, JULY 9, 1909.] | 


ELECTRICAL REVIEW. Tz 63 


shown in fig. 1. They are symmetrical from both ends, 


have two bogies, or, in some cases, two fixed driving axles, ` 


and are provided with a 3:5-metre swivelling arm for 
adjusting the height of the haulage rope, and a drum for 
winding the surplus rope upon and so adjusting the distance 
between the locomotive and the barge as required. The 
swivelling arm and the drum are driven by separate small 
motors. Bü = 

Ordinary Vignoles rails are used, but the greater part of 
the weight of the locomotive is arranged on the landward 
side, so as to minimise the risk of damage to the canal bank. 
These locomotives.can drag а load of 1,200 tons at a speed 
of 5 km. (9:1 miles) per hour. Their overall efficiency 


averages 76- per cent., and little improvement in this 


respect can be expected. 


In America, too, standard electric locomotives on plain 
rails have proved most satisfactory. On the Miami-Erie 
Canal, locomotives weighing 25 tons and provided with two 
80-H.P. three-phase motors, are used to draw 10 barges 
carrying 80 tons each at a speed of 16 km. (10 miles) per. 

our. . 

The only valid objection which can be brought against 
this form of haulage is that of interference with the loading 
and unloading of barges on the bank of the canal. This 


difficulty can, however, be got over by the use of private 


docks or, if these are not pobsible, by some arrangement 
such as is shown in figs. 8 and 4. 

` In conclusion, the author quotes the results of a complete 
series of tests carried out in 1907, under the direction of the 
Prussian Ministry of Public Works. . These tests were all 
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Such a locomotive is equully fitted for travelling in both 
directions, although on the Teltow Canal reversed travelling 
is only required occasionally—at curves and loading docks— 
because rails are laid on both sides of the canal, and all the 


traffic one way is carried out from one bank, and that in 


the other direction by the returning locomotives on the 


other bank. The reversible locomotive is, however, more 


generally useful than the older single-ended locomotive when 
only a single line of rails exists, and the traffic in both 
directions is carried out from one bank by the so-called 
* pendulum " method, in which the haulage ropes are trans- 


ferred and the locomotives reversed every time two barges .. 


meet. In this way a given locomotive travels constantly back- 
wards and forwards over about the eame stretch of canal bank. 

The Teltow Canal installation has been found to work 
perfectly satisfactorily, in spite of the low order of in- 
telligence of the average bargeman. One man only is 
required on each, locomotive, and no trouble has been found 
in raising the haulage rope sufficiently to clear stationary 
barges, &c., without slackening the speed. This form of 


canal haulage, by means of an electric locomotive running 
on ordinary rails on the bank, has established iteelf as the 


best all-round solution of the problem in a number of in- 
dependent cases in recent years. 

Thus, since 1904 the Société d'Electricité du Nord, of 
Donai, have installed some 55 km. (35 miles) of single line 
on various canals in the North of France. These are 
worked on the “pendulum” system, using a light and 
simple double-ended locomotive (fig. 2) weighing 8 tons, and 


running on two ordinary 41-Ib. per yard rails. . Each of the 


two axles is provided with & 20-H. P. 550-volt motor. The 
haulage rope is fixed so as always to exert its pull through 


the centre of gravity of the locomotive at a height of about 


1:4 m. over the rails. The other end of the rope is attached 
to a 7-m. mast on the barge, and the height thus attained is 
found sufficient to clear all ordinary obstructions. No height 
adjastment or coiling drum is, therefore, provided as in the 
Teltow locomotives. This simplification is possible, because 
the caval banks are much clearer than on the Teltow Canal, as 
the loading and unloading of the barges is chiefly carried out 
in special private docks branching out of the canal. 

Each locomotive can drag two or three barges of 300 tons 
capacity at a speed of nearly 8 km. (1:9 miles) per hour. 
Some 72 locomotives are now in use, and they are able to 
handle a yearly load of 3 to 4 million tons; when this 
capacity is exceeded a second set of rails will be laid on the 
other bank of the canal. The price chargeable for haulage 
is fixed by the Government at 35 to *4 centimes per ton km. 
(054d. to 061d. per ton mile). In spite of this low figure the 
scheme is said to be a financial success. Simultaneous horse 
haulage can be employed, but it is not so cheap or speedy as 

сл hanlage, and is gradually being suppressed by the 


carried out on the same stretch of the Rhein- Hanover canal 
at present under construction. This stretch is 267 km. 
(167 miles) long, and contains threelocks. The five systems 


of haulage investigated under exactly similar oonditions, . 


were :—(1) Steam-driven barges; (2) barges driven by 
suction gas engines ; (3) electrically-driven barges; (4) tug 


boat traction of two barges by a steam tug ; and, finally, (5) 


hanlage from the bank by electric locomotive on the Siemens- 
Schuckert system. "D mE 

The testa were carried out at two speeds, viz., 5 and 
7 km. per hour (3:1 and 4:4 miles per hour), and with 
various lengths of time assumed for loading and unloading. 
The latter point naturally had much less effect on the work- 
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ing cost of the last two systems than on the firetthree. The 
tests show, first, that the freight cost in this particular case 
is considerably greater with the first three systeme (self- 
driving) than with the last two systems (haulage by tug-boat 
or by loco. from the bank) ; and secondly, that the cost in 
the first three systems is much more dependent on the time 
required for loading and unloading than on the system used 
oron the speed. The electric locomotive system works out 
the cheapest of all by a small percentage, with the existing 
loading and unloading times, whilst even with greatly 
reduced times, it is still almost the cheapest. 

The figures are based on the assumption that the whole of 
the haulage on the canal is under the control of a single 
authority. | 

Such uniformity of control—subject to Government regu- 
lations—seems essential from the point of view of quick and 
rcliable service. 
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CONTRACTS CLOSED. 


(Concluded from page 58.) 


Саре Town. — Tenders have been accepted by the 
Corporation in connection with the electric lighting of Bea Point 
as under :— : 

Siemens, Ltd., for 450 steel poles, for £1,326, subject to the poles being 
capable of taking а strain of 300 Ib. without permanent deflection, in 
accordance with the terms of the specification ; also for 700 cross- arma, 
for £194. 

The Clyde Engineering Works, for eight transformer pillars, &c., including 
two spare 5-Kw. transformers and two 10-Kw. transformers, for £1,184, 
provided the design is amende 1 to satisty the electrical engineer, and 
subject to the reduction of the base of the pillar. 


Chester.—The T. C. has accepted the tender of Messrs. 
Orompton & Co. for a switchboard, at £785. 


Glasgow.—The T.C. Electricity Committee on Works 
has recommended acceptance of the offer, at £426, by the British 
Thomton-Houston Co., Ltd., for three motors for driving fans for 
cooling towers at St. Andrew's Cross Station. The Committee has 
aleo placed contracts amounting in all to £15.104 for the erection of 
a store and extension of boiler house, &c., at Port Dundas generating 
station. The accepted offers include that of Messrs. Austin & Co. 
for an electric goods elevator costing £215. 


Grimsby.—The T.C. has accepted the following tenders 


n connection with the electricity works:— 
John Wilson & Co.— Exhaust pipe, £145. ] 
Hebb & Co. – Renewal of the cooling stack, £140. 
McPhail & Simpson.— T wo steam superheaters, £255. 
Hartlepool.— Durham Education Committee has accepted 
the tender of Messrs. Cox- Walker, Ltd., of Darlington, for the E. L. 
installation at Henry Smith Schools, at £192 108. 


Leamington.— The D. P. Battery Co., of Bakewell, have 
received an order from the Midland Electric Light and Power Co. 


to install and maintain for 10 years a storage battery of their LS. 17 


type in replacement of two batteries of another make. 


Rochdale.—The Rochdale Electric Co., Ltd., have 
secured the contract for the electric lighting of the new St. Mary's 
Church. i 


Rugby.—The U.D.C has accepted the tender of Messrs. 
W. T. Heuley's Telegraph Works Co., Ltd., for service cable, at £78. 


 Wigan.—The following tenders were received by the T.C. 


in ое with the proposed extensions at the electricity 
CONSTRUCTIONAL STEEL Wonx.; 


.. £695 


Lambourne & Co. sa T = s a 

William Park & Co.. .. - Е ..(provisionally accepted) 720 
British Tnomson- Houston Co. i v^ ps at еЗ .. 78 
Edward W ood & Co. oes . en ee oe Е ee oe 778 
J. Booth & Son Vs a is еа T "m „ 781 
Redpath, Brown & Co. 5% T T ex m 3 .. 839 
Tickle Bros. - ia АР 905 а va - 8 . 876 
Dorman, ong & Со. .. as s is ib X -— .. 880 
Gibbons Bros. .. s - аа ane a Wh Б» .. 907 
Gilbert Little & Со. .. E s iu m re 25 .. 922 
Graham, Morton & Co. - "S ae 5: vi zá .. Эз 
Heenan & Froude, Ltd. s T А is £N - .. 1,010 

CABLES, 
Slemens Bros. .. .. (brick pits not included)  .. КЕ £8,947 
Electrical C~., Ltd, . (brick pits not included) © 9,106 
Lahmeyer Electric Co. (brick pits not included) m . 9,194 
W. T. Glover & Co., Ltd... us ..(provisionally accepted) 9,297 
British Insulated and Helsby Cables, Lt. Ме Lr . . 9,416 
Callender's Cable Co. оз e - $a as vs . . 9,448 
Jobnsen & Phillips Ltd. » - A. Ds ; "m . . 9,462 
Western Electrical Co. gs ge is ee " 9,494 
W. T. Henley's Telegraph Works Co. Se 9,596 
Aubert, Grenicr & Co. .. (not to specification) 3,919 
Borrnrens (Two), 
Water-Tube Boiler Co. . (Patent Water-tube) .. .. 42.525 


Hawksley, Wild & Co. 
Stirling Всі er Co d 
Babcock & Wilcox, Ltd. 


(Buckling) (not to specification) 2,719 
(Stirling) (not to specification) 9.024 
(Babcock) (provisionaliy accepted) 8,066 


J. Thompson .. a (Durr Water-tube) 8,100 
British Thomson- Houston Co. (Babcock) .. vs ae 3,219 
Musgrave @ Sons De .. (Woodeson) n 3.307 
Clark, Chapman & Со. (Woodeson) А 8,172 
George Sinclair (Sinclair Patent) 3,669 
PIPEWORK AND CONDENSERS. 
Browett, Lindley & Co. .. £1,692 
Worthington Pump Co. T is - . 1,045 
British Thcmson-Hocustcn Co, ee © РЕ ЕИ - . . 1,647 
Tickle Bros. Sa “> : .. (provisionally accepted) 1,6&9 
Crompton & Co. s$ gu is ee „ 1.711 
Korting Bros. 1.725 
Johnson Bros. .. zz 1,523 
Willans & Robinson, Ltd, es 2 b a 1,525 
Musgrave & Sons, Lid.. n - vé ate ae os . 1.993 
Parsons & Co. ae 29 гъ T . 2,010 
F.J. Mitchell (not to specification) 1,290 


Tinsley & Bons ., (not to specification) 1,463 


1t was resolved that the consideration of the tenders for pipework 
and economisers be deferred. The tendera for coal-conveying 
plant, engine, generator and switchboard were also deferred until a 
sub-committee bad visited works where turbine engines and 
modern coal conveying plants are in operation. 


Winchester.—The T.C. has accepted the tender of 
Messrs. Stuart & Moore, of Ealing, W., for an installation of electric 
fire-alarma at an annual charge for 12 years of £33, and £17 per year 
for maintenance. : 


Wishaw.— The following firms have obtained contracta 


from the Burgh Electricity Department :— 


British Westinghouse Co.—A 100-Kw. rotary converter. 
Oliver & Co.—Twelve 9-атреге magazine flame lamps. 
London Electric Firm.—Twelve sets of raising aud lowering gears. 


Wool wich.—The B.C. has accepted the tender of Messrs. 
Babcock & Wilcox, at £70, for repairs to a boiler at the electricity 
works. The tender of the British Insulated and Helsby Cables, 
Ltd., has been accepted for two -tons of compound, at £25 13s. 4d. 
per ton, delivered in 7-1b. tins. 


Worcester.—The Electricity Committee of the T.C. has 
accepted the tender of Messrs. Heenan & Froude for a steel storage 
bunker, and coal elevator and conveyor, at £656. 


York.—The Corporation of York has decided to weld 
the whole of the rails in connection with the electrification of the 
tramways, by means of the Taermit " processs. 


FORTHCOMING EVENTS. 


institution ef Mining Electrical Engineere.— Saturday, July 10th. At 7 p.m. At 
the Grand Hotel, Manchester. Meeting. The meeting held at Glasgow 
was adjourned. , 


Junior institution of Engineers.— Saturday, July 17th. At 10a.m.. Visit to the 
ordnance engineering works of Messrs, Vickers Sons & Maxim, Erith. 


‘ 


NOTES. 


Erratum.— In our article on the Royal Society con- 
versazione last week (page 39) for Psutleu" read Pantlex." 


Parliamentary.— SECOND Reapinc.—In the House of 
Commons on Friday last, the Telegraph (Arbitration) Bill was read 
a second time, as well as the Electric Lighting Acts (Amendment) 
Bill. 

On Tuesday in the Commons the Gateshead and District Tram- 
ways Bill was read a second time. . 


Тнівр READING.—In the House of Commons on July ist, the 


Durham (County) Electric Power Bupply Bill was read a tbird 
time. 


Another Wireless" Torpedo.— The S/andard 
announces :—“ А new type of torpedo, ia which the principle of 
wireless telegraphy is utilised, and for which the inventor claims 
remarkable powers. . The inventor is a young man. He 
claims for the machine that it would destroy any «essel at & range 
of 10 miles, or an even greater distance. It can be started, steered 
and fired without any mechanical connection between it and its 
operator, who controls its action by an apparatus which can be 
carried if necessary in the pocket.” Comment is needless, 


National Electrical Manufacturers’ Association 
(Inc.).—We are informed that on Thursday, July 1st, this Asso- 


ciation called together at the Hotel Cecil a general meeting of 


electrical manufacturers of the United Kingdom to consider certain 
proposals which had been suggested by the Electrical Contractors’ 
Asaociation, and which had appeared in their ofticial journal. We 
understand that the meeting was largely attended, and it was 
unanimously resolved that the action of the National Electrical 
Manufacturers’ Association in their negotiations with the Electrical 
Contractors’ Association regarding the proposed agreement to give 
special terms to the members of that Association should be endorsed 
and that the terms set out in the official journal of the Electrica 
Contractors' Association, April, 1909, could not be entertained. 
Tbe meeting was not confined to members of the Manufacturers’ 
Association, manufacturers being invited regardless of whether 
they were members or not. 


Ironmongery Exhibition.—The Ironmongery and Hard- 
ware Exhibition opens on July 13tb, at the Royal Agricultural 
Hall, Islington, and remains open until the 23rd inst. 


Canadian Water-Powers.—Mr. R. E. Young, super- 
intendent of the Dominion railway lands, in a recent statement to 
a legislative Committee, estimated the total horse-power known to 
be available in Canada at 25,682,9(7, distributed as follows: 
17,075,939 in Quebec; 3,129,168 in Ontario, exclusive of Niagara 
Falls; 2,000,060 in British Columbia ; 1,000,000 in Alberta ; 600,000 
in North-West Territories; 504,000 in Manitoba; 500,000 in Sas- 
katchewan; 54,7(0 in Yukon; 150,0C0 in New Brunswick, and 
54000 in Nova Scotia. Mr. Young endorses a prediction that 
owing to their great water-powers Ontario and Quebec will in 
time become the manufacturing centres of North America.— Elec- 
trical World, N.Y. 
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Metal-Filament Lamp Economies.—As_ mentioned 
in our Contracts Closed” to-day, the Metropolitan Asylums 
Board, acting on the advice of its engineer-in-chief, is about to 
proceed with the change over from carbon to metallic- filament lamps 
at the North-Western, Western, South-Western and South-Eastern 
Horpitals, also at its ambulance statione, and at the central stores. 
The engineer in March last reported upon the considerable saving 
that was to be exp ct«d as a re:ult of a three mon:he' test that he 
bad mide at the South-Western Hospital. In bis report Le sub- 
ан the following estimates аз to economies, cost of the 
work, &. :— 

In the case of the South-Eastern Hospital, the  engineer- 
in-chief has tince reported that it is only intended to do 
a portion of the work at this hospital at the present time, and that 
he estimates the cost of such work at £200, and the annual saving 
at from £200 to £260. 


Central Stores 


i a - і 1872 . 
B HE | HITS | 8 HH. 
3$ Я: | 80985 da ESTE 
E E = @ — e — Е 
Name of Institution. 32 HE! | 35 25 2 ЗЕ 233828 
33 | Ет 338552 | B* 33228 
g $9 2239 |3 igeese8 
* вда е [8 (8588 
N.W. Hospital . [1060 | 2516 £266 2501 — £250 
Western Hospital . 1,40 677 327 350 | 360 
8.W. Hospital .. {1,350 | % 300  ' 230 200 
S.E. Hospital... |1,950 | 817 417 400 | 280 
Children’s Infirmary... | 2,050 E — | —i 480 
Toe Downs School ... | 940 | 127 87 40] 180 
Western Amb. Station 130 37 20 17 30 
S. W. Amb. Station | 130 | * — — 26 
Mead Amb. Station ... 30% — — 15 
S E. Aub. Station. | 170 | 41 23 18 40 
225 * i — i — | .60 
| 


* No figures obtainable. 


Late Legal.—J. T. WILLIAMS & Sons v. BECKENHAM 
Ursan DisTAICT CooxciL —In the City of London Court, on Wed- 
needay, before his Honour Judge Lumley Smith, K.C., and a jury, 
plaintiffs, a South Bermondsey’ firm, claimed to recover £74 odd 
for work done in repairing a. burnt-out armature and supplying a 
new governor valve and spindle in respect of certain electrical 
machinery. Mr. Warren appeared for the plaintiffs, and Mr. 
Richards for the defendants. 

Plaintiffs’ case was that a contract was made between the parties 
for the hire of a Siemens generating set used for supplying elec- 
trical power. It had been used by the Underground Railway Co. 
for generating electrical power. They only wanted it for temporary 
purposes, and the plaintiffs bought one of two sets which were 
sold. On October 16th, 1906, defendants agreed to hire the set from 
the plaintiffs at the rate of £60 & month for six months certain, 
and if the defendante wanted to purchase the price was fixed at 
£1,430. Ik the defendants decided not to purchase the hire was to 
be increased to £125 & month. At tbe expiration of the hire 
defendants were to return the machinery in the same good condi- 
tion as when they received it, fair wear and tear only excepted. 
The Court would not be concerned about the purchase. Plaintiffs’ 
case was that the defendants did not return the machinery as they 
received it. An armature became burnt out in the course of using 
it; hence plaintiffs’ claim for necessary repairs. Asto the governor 
valve, when the macbinery left defendants' hands it was discovered 
that there was a flange that had been cracked or broken. The plant 
was afterwards disposed of to the Southampton Corporation. 

Mr. Richards, for the defendants, said that they only ran the 
genera'ing set for 109. hours during the six months that they had 
it. Therefore, they could not have caused the repairs sued for to 
be necessary. They refused to pay because they did not get what 
was bargained for. Legal proceedings were brought by the 
plaintiffa, and any possible claim that could now be made was, he 
urged, settled in а previous action under the head of damages for 
breach of contract," when plaintiffs received £500. The case would 
never have been settled if it had not included everything in dia- 


pute between the parties. | 

Mr. Warren contended that there was no settlement of the 
present cause of action. 

The defects complained of were only discovered after the £500 
was paid. 


Judge Lumley Smitb, K.O., held that the plaintiffs could not 
recover after the previous action, and he found for the defendants, 
with costs, 


LIVERPOOL CABT-OWXERS' ASSOCIATION v. NATIONAL TELEPHONE 
Co.— In the King's Bench Division on Wednesday, before Mr. Justice 
Pickford, this case was heard, tbe question being whether the Tele- 
phone Co. could enforce a certain agreement made by the Finance 
Committee of the Liverpool Corporation. Mr. Leslie Scott, K.C., 
and Mr. Ross Brown were for the plaintiffs, and Mr. M. Shearman, 
K.C., with Мт. H. T. Waddy, for the defendants. — 

Mr. Scott said that the question was one of construction of an 
agreement which was ordered to be tried witbout pleading, but the 
defendants had sivce raited a separate issue of fact which 
would have to be tsken to Liverpool if tried, as there would 
be a large number of witnesses to be called. The question 
was whether the plaintiffs were entitled to be treated as flat-rate 


.only in t 


within that exception. 


persons. 


subscribers to the telephone system, or whether the defendants 
were entitled to call upon tbem to enter into contracts for the 
telephone service at the measured rate—that was the penny in-the- 
slot «ystem. Flat- rate subscribers paid a Jump sum annvally, and 
could take as many calls as they liked. The plaintiffs were an 
association of cart-owr era, who do practically all the dock work, 
and had а large number of de: 6's in the docke, in connection 
with which they had 22 different teleph.nes. In 1896 
the Corporation of Liverpool entered into an agreement 
with the Telephone Co, which, the plaintiffs said, was 
made on behalf of all the ratepayers who were then, 


or might become, subscribers to the telephone, and the question 


was whether they ought to be compelled to carry out that aeree- 
ment. That agreement was revised in 1908, and the defendants 
gave notice tothe plaintiffs to terminate all the existing agreements 
at the expiration of six months, with the intimation that they could 
future have the telephone service upon the measured- 
rate basis. The plaintiffs contended that the defendants bad no 
right to give the notice to terminate the agreement, because, under 
an arrangement made with the Corporation, they bad undertaken 
not to terminate any flat-rate agreement with existing flat- rate 


subscribers. Evidence was called in support of the plaintiffs’ case. 


Mr. Shearman, K.C., for the defendants, contended that the 
ratepayers had no right individually to bring an .action to 
enforce the agreement. Some subscribers might want one 
system, aud some the other, and if the plaintiffs were right in 
their contentions, anyone could bring an individual action against 
the Telephone Co. on a contract made to confer a benefit upon him, 


a well as 500,000 other people. 


His Lordship, in giving judgment, referred to the circumstances 
under which the Telephone Оо. had entered into an agreement 
with the Corporation in the first instance, when certain charges for 
the service were arranged. That was in 1906, at which time the 
action was taken by the Corporation in their cspacity of governing 
body of Liverpool. In 1908 it was desired to substitute the 
measured for the flat rate. Am interview took place between the 
Corporation and the company, the result of which was the 
second agreement, an ‘important part of .which was that the 
company agreed not to interfere with the arrangements 
with the existing flat-rate subscribers where agreements 
existed. It was said that. there was an understanding as 
to hotels and clubs, and the plaintiffs claimed that they came 
The plaintiffs could only be entitled to 
sue if the Corporation, in making the contract, purported to make 
it for the plaintiffs either by themselves or with a number of other 
If they did that, then the plaintiffs and other individuals 
would be entitled to sue under the agreement. Upon the whole 
of the evidence it did not appear that the Finance Committee 
were contracting as agents for the existing flat-rate subscribers so 
as to make each one a principal. The plaintiffs had not established 
their right to sue, and the action успа be dismissed. Dismissed 
with costs accordingly. i 


Finsbury Technical College Eogineering Society.— 
The annual dinner of this Society took place at the Holborn 
Restaurant on Tuesday last, and was well attended. Amongst the 
guests were Prof. S. P. Thompson, Messre. P. V. MoMabon, R. J. 
Wallis-Jones, W. B. Esson, A. T. Turney, R. Borlase Matthews, and 
other well-known engineers. After "The King," Mr. Malan pro- 
posed “ The President (Dr. Coker), who, unfortunately, was not able 
to be present. Mr. Scoble replied on his behalf. The annual 
report of the Committee was read, showing that the Society was in 
& flourishing condition, with a substantial balance. Numerous 
works had been visited, and а successful smoking concert had been 
held. Mr. Brodribb toasted “The Guests,” and Dr. Thompson 
replied, remarking that the College had been in existence for a 
quarter of a century. Amongst other successes of old students, Prof. 
W. J. Pope had been appointed Professor of Chemistry at Cam- 
bridge, and for tbree years in succession the Chairman of the 
Manchester Section of the I.E.E. had been an old Finsbury man. 
He emphasised the importance of mathematics as a tool, while 
pointing out the danger of its becoming a master. Mr. P. V. 
McMahon also replied, urging the students to join the Old Students’ 
Association. ` The elders could often help the younger students if 
they could get hold of them at the right time, but there wasa wide 
gap in the membership between the very early and the present-day 
students, and to prevent this in future they should join at once. 
Mr. Darling proposed The Engineering Society,” to which Mr. 
Betts responded ; and finally Mr. Neill toasted '' The Chairman and 
Becretaries." Tne proceedings were enlivened by a musical pro- 


gramme contributed by the members, with an extra turn of Chinese 


conjuring by Mr. Yaou. 
Oaly 5$2.—The Rochdale Board of Guardians, who 


require the services of an electrical engineer for the plant at the 
workhouse, have received no fewer than 582 applications from all 
parts of the country. The salary offered is 50s. a week with a 
house. Among the letters are some from men holding good 
positions, The Committee has spent two days in making a pre- 
liminary examination of the applications. 


Resuscitation of the Aluminium Syndicate.— A 
remarkable report bas just emanated from Paris in reference to a 
proposal to revive the International Aluminium Syndicate which 
was dissolved in the Autumn of 1908. It is remarkable from the 
circumstance that the collapse of the comb'nation was due to the 
attitude assumed towards it by one uf the French constituents, and 
from the fact that a suggestion for the reconstitution of the 
organisation should now aleo come from the circles of French pro- 
ducers. Apparently the scvere rivalry which has prevailed during 
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the past nine months—cut-throat competition, as it would be 
termed in some quarters, having regard to statements that sale 
prioes are below the cost of production— has begun to influence the 
situation in the direction of the desire for a fresh understanding 
among manufacturers, When the French company concerned gave 
notice of intention to withdraw from the syndicate, the question 
was referred to a court of arbitration, but notwithstanding the 
most determined opposition of the German controlled Neuhausen 
Aluminium Co., which for several years bad largely dominated the 
position, the Court decided in favour of the French company, and 
$he syndicate ceased to exist. Now the French makers have just 
met in conference in Paris to discuss the situation, and the primary 
result is the decision not only not to proceed with sales for 1910, 
but also to hold back in regard to the acceptance of further con- 
tracts for the remainder of the present year at current prices, 
which are declared to involve a lots. A secon result is 
the- determination to again enter into relations with the 
other former constituents of the International Syndicate 
with the object of concluding a fresh understanding. It 
remains to be seen whether success will attend these efforts, 
- although an important part will probably be played by the pro- 

duetive capacity of the extensions of plant, and the new works 
erected by outsiders during the past two or three years. The 
stocks of Aluminium must also be taken into consideration, as unless 
the consumption has enormously increased owing to the low prices 
prevailing in the current year, the accumulation of the metal 
presents а very large tonnage. The statistics recently issued by 
the Metal Co., of Frankfort-on-Main, show that the production 
ameunted to 18,180 tons in 1908, as compared with 19,800 tons in 
1007, but as contrasted with this reduction, the consumption is 
yweeorded as having advanced from 14,200 tons in 1907, to 14,500 
tons last year. If it is possible to secure the adhesion of most of 
the new producers, the scheme for the resuscitation of the Inter- 
national Syndicate may be broaght to a successful issue, but failing 
their support, it seems somewhat doubtful whether the combina- 
tion, if reconstituted, will be able to accomplish tbe object of 
securing a large advance in prices, 


Appointment Vacant.—Improver for switchboard work 
for the Cleckheaton U.D.C. | 


Institution and Lecture Notes.—JvxrioR INSTITU- 
TION OF ENGINEBERS.—A large number of members visited the 
` Menpes Printing Co. 's colour-printing works at Watford recently. 

CaNADAN HBrzECTRICAL AsSoCIATION.— The nineteenth annual 
convention of the Association, recently held at Quebec, was one of 
the most successful meetings the Association has ever held. Over 
two hundred delegates were in attendance, from all over the 
Dominion. 

INSTITUTION CP MuNicrPAL ENGINEEBS.— The roll of the Isasti- 
tution now numbers 653. The new Council will be elected at the 
first annual general meeting, at Durham, on August 7th. 


New Anglo-French Telephone Cable.—We under- 
stand that a contract has been placed with Messrs. Siemens Bros, 
and Co. for a new Anglo-French telephone cable with Pupin coils. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway oficials, to keep readers of the 
ELEOCTBIOAL Review posted as to their movements, 


Central Station Offielals.—On Friday, 2nd inst., at 
the West Ham generating station, Mr. Lloyd-Jones, resident engi- 
neer, presented to Мв. A. H. SgABBOOK, ou behalf of the generating 
department staff, a gold watch chain, on the occasion of bis leaving 
to take up the position of general manager to the Marylebone 
undertaking. CR 

Мв. H. F. Foster bas resigned the position of resident engi- 
neer of the Epsom electrical undertaking, and he is to be appointed 


as consulting engineer for 12 months from August next, at a salary 


of £100 per annum. | | 

The Leek U.D.O. bas increased the salary of Мв. R. M. CARB, 
electrical engineer, from £175 to £200 per annum. 

The salary of MR. W. FENNELL, electrical engineer to the 
Wednesbury Corporation, bas been increased from £200 to £225 per 
annum. After the results of the current year's working bave been 
ascertained, the salary will be further considered. 


Tramway Officials.—Mn. JoxsHta SOUTHALL, tramway 
inspector at Stockport, bas been appointed chief inspector of the 
Ilkeston Municipal Tramways. 


General.—The Croydon Education Committee have 
appointed Мв. A. Brox as chief lecturer in electrical engineering 
at the Central Polytechnic, at a salary of £110 per session. 

MB. J. R. S. BARKSHIRE, late station superviror at H.M. Dockyard, 
Devonport, has been appointed resident supervisor-in-charge of the 
electric light and power installation at the Royal Naval Ordnance 
Depót, Bull Point. 


Obituary. — EpwiN Trenau, I. S.O.— We regret’ to 
record that Mr. Edwin Trenam passed away at Upper Norwood on 
July 4th, at the aye of 65 years, some 34 years after his retirement 
from the controllership of the Central Telegraph Office. The 
deceased gentleman entered the service of the Electric and Inter- 
national Telegraph and the Magnetic Telegraph Companies in 1857 
and 1862 respectively, while his connection with the Postal 
Telegraph Service dates back to 1870. The positions occupied by 
him subsequently were those of Superintendent of Telegraphs 
at Leeds and chief Superintendent of Telegraphs at Manchester, 
aleo Traffic Manager of Telegrapbs and Deputy-Controller and 
Controller of the Central Telegraph Office. On the occasion of 
the retirement of Mr. Trenam, his many friends at the latter office 
presented bim with a gold watch and cbain, and, in m the 
presentation, Sir Jobn Lamb spoke very highly of the efficient 
work he had achieved while at Leeds and Manchester, and also in 
London, in improving the telegraphic communication between 
London and the provinces, His long experience was also of great 
assistance in 1898, when he, with others, was appointed by the then 
Postmaster-General to solve the problem of congestion at the 
C.T.O. He visited Belgium with Mr. (now Sir) Johu Gavey, and, as 
& result, intercommunication was introduced for facilitating the 
disposal of local telegrams. 


— — — ͤ— 


_ .NEW. COMPANIES REGISTERED. 


British Vitrite Works (Swan’s Patents), Ltd. (103,549).— 
This company was registered on June 17th, with a capital of £80,000 in £1 
shares, to adopt an agreement with Swan's Patents, Ltd., and to carry on the 
business of manufacturers of, and dealers in, vitrite and other caps or bases 
for incandescent electric lamps, electric lamps and fittings, ap 
accessories, &c. The subscribers аге :—B. M. Drake, M. I. E. E., Victoris 
Street, 8. W., electrical engineer, 250 shares; W. A. Turquand, Milton Lodge 
Horton, Bucks, electrical engineer, 250 shares; H. T. Perkins, Kingston Hii 
Road, Norbiton, barrister, 25 shares; C. В. Dewhirst, Pine Ridge, Broadstone, 
Dorset, electrical engineer, 1 share; W. T. Smythe, Fairmead, Maidstone, 
gentleman, 1 share; W. H. Disney, 7, Arlington Gardens, Iiford, gentleman, 
Ishare; C. H. Brookes, 48, Brocklebank Road, Wandsworth Common, S.W., cler 
1 share. Minimum cash subscription, seven shares. The number of directo 
is not to be Jess than two or more than seven; the first are B. M. Drake and 
W. A. Turquand. Swan’s Patents, Ltd., have the right to nominate two 
directors ; qualification, 4250; remuneration (except managing directors) £100 
per annum (chairman, £150), and а share in the profits. Registered ссе, 
Broad Street House, New Broad Street, E.C. 


Maxwell’s (Dundee), Ltd. (7,161). — Tais company was 


tus and 


. registered in Edinburgh on June 14th, with a capital of £25,000 in £1 shares, to 


рте the lande, properties, electrical plant and goodwill of the business of 
xwell, Son & Co., electrical, mechanical and motor engineers and brass- 
founders, of 26, St. Andrew's Street, Dundee. The subscribers (with 100 shares 
each) are:— D. Maxwell, Kenmore Place, Broughty Ferry, electrical engineer: 
J. Lockhart, Lammerton Terrace, Dundee, electrical engineer ; J. Forrester, 
Duneaves, Broughty Ferry, jute spinner; (?) Druce, 224, Strathmartine Road, 
Dundee, electrician; G. Brodie Paul, Dundee, solicitor. Private company. 
The number of directors is not to be less than three or more than seven ; the first 


‘sre D. Maxwell, J. Lockbart and J. Forrester; qualification, 50 shares; 


remuneration as fixed by the company. 
Street, Dundee. 


Charlestown Electric Light and Power Co., Ltd. (3,440).— 
This company was registered in Dublin on June 16th, with a capital of £1,500 
in £1 shares, with objects as indicated by the title. The subscribers (with one 
share each) arc:— Rev, Michael Keveney, Charlestown; P. Doherty, Charles- 
town, merchant. Private company. The Rev. M. Kevency is the sole director 
until the election by shareholders. Registered office, Charlestown, co. Mayo. 


Electric Ordnance Co., Ltd. (103,690).—This company was 
registered on June 2th, with a capital of £10,000 in 8,000 cumulative partici- 

ting 10 per cent. preference shares of £1 each, and 40,000 ordinary shares of 
i" each, with objectsas indicated by the title. The subscribers (each with one 
cumulative participating preference share) are:—G. W. Heard, 16 and 17, 
Devonsbire Equare, E.C., director ; A. Wilson, 66, Offord Road, Barnsbury, 
N., secretary; T. J. Woolls, 584, Second Avenue, Mortlake; M. Hibbard, 90, 
Cannon Street, E.C., land surveyor; W. J. Sadler, 43, Connaught Road, Stroud 
Green, N., photographic goods dealer; A. Marchant, 16 and 17, Devonshire 
Square, E. C., solicitor; А. F. Benning, 31, Liverpool Street, E. C., accountant. 
Minimum cash subscription, £7. The number of directors is not to be less than 
one or more than seven; the first are H. F. Spencer, A. Blackman and Dr, 
Woltereck. Registered office, Ingram Court, Fenchurch Street, E.O, 


Adnil Electric Co., Ltd. (103,763).— This company was 
registered on June £9th, with a capital of £10,000 in £1 shares, to carry on the 
business of electricians, electrical and general engineers, ironmongers, makers 
of and deslers in electric tramcars, motor-cars, flying machines, aeroplanes, 
cycles, carriages, and other vehicles, manufacturers of and dealers in d O8, 
motors, telephones, electroliers, arc and other lamps, electric light fittings, &. 
The subscribers (with one share each) are:—Dr. Н, Rossner, Berlin, 91 
Waftstrasse, solicitor; A. Tagg, Hawthorn, Southville Road, Thames Ditton, 
clerk. Private company. The number of directors is not to be less than three 
or more than five; the tirst are to be appointed by the subscribers; remunera- 
tion as fixed by the company. Registered office, Adnil Building, Artillery 
Lane, E.C. 


Registered office, 28, 8t. Andrew 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


* 

James Keith & Blackman Co., Ltd. (31,964.)—A memo- 
randum of satisfaction in full on May 15th, 1909, of debenture dated January 
Gth, 1903, securing £600, has been tiled. Also particulars of £80,100 debentures 
created August 9th, 1901, and secured by trust deed dated August 21et, 1001, filed 
pursuant to Bec. 98 (3) of the Companies’ (Consolidation) Act, 1£08, the amount 
of the present issue being £600. Property charged: The ccmpany's under- 
taking and property, present and future, inciuding uncalled capital und premises 
in Arbroath, Farringdon Avenue, Holborn Place, Upper Holloway and Holloway 
Road. Trustees: W. K. Macdonald and H. G. Anderson. 
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Institution of Electrical Engineers (18,393).—Mortgage and 
charge, dated June Ist, to secure £26,000, charged on leasehold premises known 
as the Examination Hall, Thames Embankment, W.C. Holders: Economic 
Life Assurance Society. 


Typewriting Telegraph Corporation, Ltd. (66,832).— . 


Particulars of £8,000 debentures created November 4th, 1904, filed pursuant to 
Sec. 93 (3) of the Companies’ (Consolidation) Act, 1908, the amount of the 
present issue being £440. Property Sharged: The company’s undertaking and 
property, present and future, including uncalled capital. No trustees. 


Johnson & Phillips, Ltd. (84,968).—Particulars of £50,000 
‘debentures created June 10th, 1909, filed pursuant to Sec. 98 (3) of the Com- 
panies’ (Consolidation) Act, 1908, the amount of the present issue being £37,000. 
Property charged: The company's undertaking and property, present and 
future, including unealled capital. No trustees. 


Direct Spanish Telegraph Co., Ltd. (6,732). — A statement of 
tbe total amount outstanding on July Ist in respect of mortgages and charges 


created prior to that date and not required to be registered under Sec. 14 of the - 


Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ 
PU Particulars : Ist mortgage debentures dated May 6th, 1894, securing 


Coatbridge and Airdrie Electric Supply Co., Ltd. (89,178).— 
Further charge dated June 10th, 1909, to secure 27,020, charged on the com- 
pany's undertaking and property, present and future, including the Coatbridge 
and Airdrie undertakings, benefit of orders and contracts, and uncalled capital. 
Holders: County of London Electric Supply Co., Ltd., Moorgate Court, E.C. 


Eastern Extension, Australasia and China Telegraph Co., 
Ltd. (7,221). —А statement of the total amount outstanding on July Ist in respect 
of mortgages and charges created prior to that date and not required to be 
registered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to 
Bec. 12 of the Companies’ Act, 1907. Particulars: First charge on the company’s 
undertaking and revenue, dated November 19th, 1890, securing £920,000. 


Electric Landaulet Co., Lid. (72,£90).— First mortgage 
debenture dated June 2nd, 1909, to secure £5,000, charged on the company 8 
undertaking and property, present and future, including uncalled capital. 
Holders: London Joint Stoc Bank, Ltd. 


Mather & Platt, Ltd. (60,387).— This company's annual return 
was filed on March 80th, when 40,000 preference and 40,000 ordinary shares had 
been taken up oot of a nominal capital of £1,000,000 in 60,000 preference and 
60,000 ordinary shares of £10 each; £10 per share has been called up on 29,200 
preference and 2,500 ordinary shares, resulting in the receipt of £317 000; 
£183,000 is considered as paid on 10,800 preference and 37,580 ordinary. Mort- 
gages and charges: Nil. | 


New Ignition Syndicate, Ltd. (91,175).—Тавпе on June 3га 
of £500 debentures, part of series created November 12th, 1908, to secure £5,¢00, 
charged on the company’s undertaking and property, present and future, 


including uncalled capital. No trustees. Previously issued of same series: 


£3,500 


British and Colonial Insulating Co., Ltd. (Liverpool) 
(T2,816.—Particulars of 210, 000 debentures created by ‘resolutions of No- 
ver · ber 17th, 1908, and January 19th, 1909, filed pursuant to Sec. 98 (3) of the 
Companies’ (Consolidation) Act, 1908, the, whole amount being now issued, 
Property charged: The company's property, present and future. No trustees, 


Eastern Telegraph Co., Ltd. (6,338).—A statement of the total 
amount outstanding on July let in respect of mortgages and charges created 
prior to that date and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, has been filed pursuant to Bec. 12 of the Companies' Act, 
1907. Particulars: Charges dated 1883-1896, securing in all 21, 492,28. 


Eastern and South African Telegraph Co., Ltd. (13.308).— 
À statement of the total amount outstanding on July 186 in respect of mortgages 
and charges created prior to that date and not required to be registered under 
Rec, 14 of the Companies’ Act, 1900, has been : fil pursuant to Sec. 12 of the 
Companies’ Act, 1807. Particulars: First charge on Government subsidies of 
£25,000 for 20 years in respect of Zanzibar-Beychelles-Mauritius cables, and on 
the net receipts of such cables, dated May 18th, 1898, securing £200,000. 

This company's annual return was flled on June 8rd, when the entire capital 
o! £800,000 in £10 shares had been taken up and paid for in full, Mortgages 
and charges: £199,500. 


South London Electric Supply Corporation, Ltd. (50,892).— 

215 company's annual return was filed on May 8rd, when the entire eapital of 

£260,000 in £4 shares had been taken up. £260,600 paid. 
Charges: £100,000. | 


: \ 
Marsh, Son & Co., Ltd. (74,746).— This company's annual 
retarn was filed on April 19th, when 18,608 shares had been taken out of a 
nominal capital of £20,000 in £1 shares. £6,608 paid; 12,000 considered as 


paid. Mort - , s 
Manh a ery ала charges: £9,200. (Originally registered as “Vandam, 


Windermere and District Electricity Supply Co, Ltd. 
41,461). — This company’s annual return was made up to April 10th, when 5,000 


considered as d on 1,960 preference and " 
: = рЫ 960 p and 1,270 ordinary 


Laurence, Scott & Co., Ltd. (50.656).—This company’s 
Ed ша bea’ tp mater? S ДЫ oth ioe when af 21 and 481 210 share 
a no es pital o n ares of £1 h 

and 4996 shares of 410 each. £1 per share called up on 45 shares and £10 per 


share on 9,708. 4 ; 
М die: rum aid ELAPSO considered as paid on 1,888 shares. 


emis ра qum em eris Foren, Li 
о 
ot w p have чу * been. à. B 


Gent & Co., Ltd. (78,797).—A memorandum of satisfactio to 
the extent of 47 15 inst B, 
dated December Neem, 188,7 леси £17, — У сше 1909, of debentures 


Bournemouth and Poole Electric Su 

| ply Co., Ltd. (55 189). 
7000 4% per c в annal return was filed оп May yn when 15 o ia ). 
bad | pet сеп». Aare deen and 1000. 6 per cent. second preference Xs 
и) рет oent. / 9 17,500 6 per cent. second relerence 


debentures, parts of 


Woking Electric Su 
pply Co., Ltd. (46,175).—This company’s 
shares tetan was filed on May lth, when 84,098 к. and 90,552 ordinary 
preferenca ae бакед ор out of а nominal capital of £100,000 in 60,000 
Оаа 602 Barwin eae 446.17 ares of 21 each, 454,000 has been received, 


(89,539).— 


4 


Mortgages and | 


Southern Electric Free Wiring Co., Ltd. (64,550).— This 
company’s annual return, made up to May 8rd, 1909, has been filed. 1,510 
shares have been taken up out of a nominal capital of £5,000 in £1 shares, and 
£1,510 has been received. Mortgages and charges: Nil. 


Raworth's Traction Patents, Ltd.—"Particulars of £1,500 
debentures created April 7th, and secured by trust deed dated May 19th, 1909, 
filed pursuant to Sec. 98 (8) of the Companies’ (Consolidation) Act, 1908, the 
amount of the present issue being £1,000. Property charged: The company’s 
undertaking and property, present and future, including uncalled capital, and- 
all inventions and improvements connected with regenerative control on 
electric cars, Trustees: C. Shirreff, B. Hilton and J. S. Raworth. 


Calmont, King & Co, Ltd. (97,616).—Iseue on June 7th of 
4500 debentures, part of series created August 7th, 1908, to secure £2,000 
charged on the company's undertaking and property, present and future 
including uncalled capital. No trustees. | | 


West Coast of America Telegraph Co., Lid. (52,114).— This 
company's annual return was filed on May 98th, when 45,008 shares had been 
taken up out of a nominal capital of £182,520 in 58,008 shares of £2 10s. each 
£20 has been received on 8, and £112,500 is considered as paid on 45,000 
Mortgages and charges: £170,000. 


Western Telegraph Co., Ltd. (6,886).—Thie company’s annua 
return was filed on June 3nd, when 207,990 shares had been taken up out of 
nominal capital of £2,500,000 in £10 shares. £1,300,000 has been received, am 
£719,300 is considered as paid. Mortgages and charges: £800,008. 


. Crompton & Co., Ltd. (27,200)— Particulare of £100,600 
debentures (the issue of £75,000 of which was authorised by board resolution o 
F'ebruary 15th, 1909), filed pursuant to Sec. 98 (3) of the Companies’ (Consolide- 
tion) Act, 1908, the amount of the present issue being £9,275. Property charged 
The cc mpany's undertaking and property, present and future, subject to fiset 
mortgage debentures. No trustees. 


La Plata Electric Tramways Co., Ltd. (101,431)— Trust 
deed dated May 26th, 1909, to secure £830,000 5 per cent. debenture stock (th 
company reserving power, on executing a further trust deed or deeds, to create 
and issue further debenture stock not exceeding in the aggregate £170,000, 
ranking puri passu with this £30,000), charged on a concession, certain lands, 
tramways, buildings and hereditaments, and theecompany’s undertaking and 
general assets, present and future, Trustees: River Plate Trust, Loan and 
Agency Co., Lid. 


Works Construction Co., Ltd. (85,014).— Charge dated June 
16th, 1900, to secure all moneys advanced up to £42,000, charged on the com- 
pany's uncalled capital and 4, 500 preference and 15,499 crdinary shares of £6 
each in the Para Electric Railways and Ligbting Co., Ltd. Holders: Anglo- 
есап Debenture Corporation. Ltd., 20, Birchin Lane. E C.; В. Fleming, 
2, Princes Btreet, E.C.; and J. G. White & Co., Ltd., 9, Cloak Lane, E.C. 


Keswick Electric Light Co., Ltd. (98,820).—This company's 
annual return was filed on May 6th, when 8,490 ordinary shares had bsen taken 
up out of a nominal capital of £20,000 in £1 shares (15,000 preferenoe and 5,000 
erdinary) 48,120 has been received. Mortgages and charges: £10,160. 


Rhymney Valley and General Electric Supply Co., Ltd. 
(89,4:8).—Particulare ої £1,250 debentures created January ‘st, 1909, filed 
pursuant to Bec. 03 (3) of the Companies’ (Consolidation) Act, 1903, the amount 


of the present issue being £1,!00. Bea CREE: The company’s under- 


g and property, present and future, including uncalled capital, No trustees. 

F. Hutchins & Co., Ltd. (88,132).—Particulars of £5,000 
debentures created June 3'st, 199, filed pursuant to Sec. 93 (3) of the Companies 
(Consolidation) Act, 1908, the whole amount being now issued. Property charged : 
The company's undertaking and property, pfesent and future, including uncalled 
capital, No trustees. Р 


Ogmore Valley Electric Light and Power Supply Co., Ltd. 
(84, 191).—Particulars of £8,000 debentures, created June 16th, 1909, fil pursu- 
ant to Sec. 93 (8) of the Companies’ (Consolidation) Act, 1908, the amount of the 
present jssue being £2,600. Property charged: The com any's undertaking 
and property, present and future, includiug uncalled capital, No trustees, 


CITY NOTES. 


A Dumoriox of £33,931 from dividends 
and interest being reported for the past year, 
which we regret to notice, a perusal of the 

report and a cursory examination of the 
accounts of the B.E.T. for the year ending March 31st, 1909, are 
not calculated to inspire the preference and ordinary sharebolders 
with much hope for the future of that company, whilst the shares 
of the associated companies, with possibly one or two exceptions, 
do not appear to offer any attraction to the investing public. The 
B.E.T. is practically, of course, a finance company. The preference 
shares (£10) are quoted “wide” at about 50s., as also are the 


The B.E.T. 
Report. 


 ordinaries (£10) at something like 10s. 


Mention is made of the company having secured a substantial 
participation in a powerful syndicate, which has been formed for . 
the purpose of negotiating with the municipality of St. Petersburg 
for a concession of tramways in that city. This is somewhat 
opportune, as the B. E. T. lis sadly in need of promotion profits. 

We find a reference to the litigation which took place between 
the Bournemouth Corporation and the Poole Electric Traction Co, 
(which was the creation of the B.E.T., and in which, of course, it was 
largely interested), when the Oorpcration purchased the under- 
taking of the Poole Co. The following is an excerpt from the 
report ;—'' While it is not possible to draw from this a general oon- 
clusion applicable to the undertakings of the associated companies, 
the directors consider that this result affords some indication of 
the value of. а successful tramway undertaking when sold upon 
an equitable basis" It would probably have been interestirg te 
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the B.E.T. shareholders if the directors had incorporated in their 
report in extenso the observations of the Lord Obancellor in the 
appeal, from which we make the following ех(тас!в:—'' Part at all 
events of the moneys so borrowed and spent is represented by 
existing assets, which the Corporation took over, and I cannot 
doubt paid value for in the valuation of the undertaking which it 
bought”; “it seems at first sight unreasonable that the Corporation 
should pay the company for those assets, and also pay off the debts 
incurrad in order to create them. That is like paying twice over 
kor the same thing "; and finally, having regard to the way in 
which this contract has worked out in makiog the Corporation pay 
heavy debts dus by the company, I can understand and share a 
desire to give to the Corporation the benefit of debts due to the 
company or of moneys owned by it, which owe their origin to the 
Poole undertaking. But the language of the contract does not, in 
my opinion, admit of these claims." 
The nature of the agreement is pretty closely followed from these 
observations, and the case affords material for an interesting study. 
Turning to the accouats, there is a credit balance on profit and 
loss of £130,725, which the draftsman of the report has been pleased 
to call net profit, and which is carried to what is erroneously termed 
net revenue account. Tnese figures are augmented by the sum 
of £35,393, brought into the account from the previous year, making 
a total of £166,119. After providing for debenture interest and 
for the preference share dividend paid to March 31st, 1908, there is 
a balance of some £20,000, which is carried forward, and which is 
some £15,000 less than the sum brought into the account from the 
previous period. The result is that the sharebolders may, if 
they choose to do so, thank the board for what they have not 
received. | А 
Except іп two particulars, there is no necessity to deal with the 
itemised credits of the profit and loss account. Do esch of the 
undertakings of Barrow, Brighton, and Mumbles, show a profit? 
Whether they do, or do not, a workiog or profit and loss account 
should be included among the schedules showing the trading result 
ofeach concern. As we are treated to some small items yer contra, 
we are surely entitled to some disintegration of the £16,359 which 
is exhibited opposite profit on contracts,” &. For example, it 
should be shown somewhat as follows:—Rents from subsidiary 
companies; profit on engineering and other services rendered to 
subsidiary companies; transfer fees; and so forth. In noticing 
the usual stereotyped delineations of the debits of the profit and 
loss account, we need only refer to that of management expenses 
which responds to £16,868, which is a reduction of some £7,000, 
compared with the sum for the previous year. The report attri- 
butesthe saving mainly to the result of the formation of the British 
Electrical Federation. It would be interesting to kaow whether 
the management and general expenses of the subsidiaries have 
increased since the intervention of the Electrical Federation, Ltd. 
Looking at the balance-sheet, which again appears with the 
superfluous terms of Dr. and Cr., we need only notice some of the 
salient features of that statement. An exceedingly vulnerable 
point is that of the investments which stand in the books at 
£4,895,526, of which over two millions did not yield any return for 
the year; moreover, there are uncalled liabilities on the invest- 
ments amounting to £70,000. It is remarkable that investments 
of the par value only of £984,000 are officially quoted in the London 
Stock Exchange, and are included in the above figures at £977,054 ; 
their value at middle published prices being £548,814. No valua- 
tion of the remainder has been made, some of which are quoted 
occasionally on provincial stock exchanges. Sundry debtors and 
debit balances represent £473,680, after providing for a reserve of 
£37,162. As we have stated on previous occasions, this indebted- 
ness is much too large. If the B.E.T. have faith in their own 
creations why not take payment in shares? Perhaps they would 
prefer the public to take the paper and they the cash. We have a 
new item of £36,188 in respect of Electrical Federation offices. 
Presumably the B.E.T. charge head office rentals to the associated 
companies. If so, what is the profit on the investment? The 
balance of expenditure on Actsof Parliament is probably a valueless 
item, and it stands even now at a written-down sum of £19,640. 
The reserve, which stands at £602,420, is only of theoretical 
importance. It is a singular fact, however, that only £55,000 of 
this sam has been contributed out of profit and loss. Before 
arriving at the existing amount of reserves, intcr alia, some £18,000 
and £6,000 have respectively been written off on account of 
Welling orough and South Shields. What days those were, to be 
sure. Additional reserves against specific assets total over £59,000 | 
Is any portion of the latter sum likely to find its way back to 
exhilarate disposable balances, or has any part of it been lost? 
Some of the schedules accompanying the accounts are rendered 
almost value ess by the manner iu which they are framed, inasmuch 
as the information which they should afford is lost in the bighly- 
cultivated art of aggregation practised by the B. E. T. As examples, 


Schedule 5 containe а list of the amounts set aside by each associated 
company for *' depreciation and reserve funds, including balance of 
profit carried forward." The statement, as drawn, is of no value 
owing to useless grouping. In any case, for so many companies the 
total only reaches a miserable sum o! £1,015,340. Schedule 1 should 
show separately the ordinary and preference shares and debentures, 
it any, held in each company. Schedule 6 sets forth the amounts 
due by associated companies; but it is silent upon the details ot 
the consideration for the indebtedness of the companies named, and 
the information which it conveys is only useful in the books of the 
B.E T. | 

Eliminating the profitless ordinary shares а 5 per cent. upon 
which would be but a poor retura upon such a speculative and 
reactionary variety, it may be noted that £194,346 is required 
anoually for the service of the debentures and the preference 
shares. Contrast this requirement with the miserable achievement 
of the year. It would seem that if there is no one in the B.E.T 
management capable of stemming the apparently swelling tide of 
retrcgression, some action on the part of the shareholders may be 
desirable with a view to putting the finances of the company on a 
proper basia. | 


Edmundsons' Electricity Corporation, Ltd. 


TRE directors’ report for the year ended March 31st, 1909, states 
tbat the net profit, after payment of interest on the debenture and 
prior lien debenture stocke, amounts to £597. Adding to this 
amount the balance of £20,417 brought forward from the previous 
year, less the expenses of the issue of prior lien debenture stock, 
there remaios £14,809, which the directors recommend should be 
carried forward to the next account. The dividends and interest 
received have increased by £2,871, the loss on working the local 
authorities’ undertakings is reduced by, £997, and the urban com- 

any guarantee is less by £387. Та view of the conditions which 

ave adversely affected almost all electric supply undertakings 
daring the past year, the directors consider that these results are 
not unsatisfactory. The reduced net profit is attri»uta»le to the 
diminution in the trading profits consequent upon a reduced capital 
outlay by the subsidiary companies, but as it is the avowed po.icy 
of the board to restrict capital expenditure as far as is reasonably 
possible, this feature of the accounts need from this point of view 
occasion no regret. The following schedule shows capital expendi- 
€ and gross profits of subsidiary companies for the years 1907 
and 1908:— | 


Gross profit 
(before providing for Lamps 

= Capital expended. capital charges and connected 

. Dec. 81, Dec. 31, depreciation). (equiv. BB-wa't). 
Name. 1908. 1907. 1908. 1907. 1908. 1907. 
£ £ £ £ 

Alderley .. 46.315 48,065 1,745 1,452 17,725 16.259 
Bromley .. 157,492 155,160 12,746 12,163 84,052 77 902 
Folkestone 200,445 193,591 12,919 12,782 103,990 96, 00 
Guernsey .. 133.149 127. 8.36 6.242 4,428 85,730 нок] 
Iste of Wight 259,469 258,440 11,201 10,731 94,805 82,500 
Ilfracombe 32,629 32,484 827 284 17.000 15,823 
Lymington + 86 318 86,211 1,410 1,396 17,288 16,787 
Melton Mowbray.. 40,003 $9,993 1.864 1,771 18,015 17,28 
Newmarket v 41.957 39,336 2,377 2,588 23,664 22.718 
North of Scotland 106,616 104.688 2 878 1,618 55,478 50,362 
Ramsgate .. d 40,196 37,164 1,715 1,842 93,254 16,147 

Benrboro' Trams 99,540 99,580 8 — 24 — — 
Salisbury .. 63,326 60 607 4,823 5,148 84,088 83,550 
Urban Co... `.. 1,07 775 1,019.957 36,941 65,2974 437,603 402,591 
Winchester R9,940 88 23) 6,768 6,842 56,641 54,491 
Wycombe.. 100,281 99,661 4,492 4,166 49,648 47,941 
Cromer 32,817 81,280 R69 704 12,124 11,173 
Dorking 87,832 86 995 1,833 1,463 15,906 11.773 
Frome 52,218 51.408 626 631 B 25,530 
Hamilton .. 63,157 61,571 2,328 1,653 89,291 23,137 
Surbiton .. 57.850 54.651 3, 164 308 90, 669 27,052 
Total .. . . £2,765,978 2,713,897 116,626 109,798 1,945,649 1,145,505 


* Figures for year ended March 81st, 1909. 


National Telephone Co., Ltd.—The directors have 
resolved, subject to final audit, to recommend at the forthcoming 
general meeting the following dividends for the half-year «nding 
June 30th, 1909, after payment of the dividends on the preference 
shares :—At the rate of 6 per cent. per annum on the preferred 
stock; at the rate of 6 per cent. per annum on the deferred s’ock, 
less income-tax in all cases, carrying £150,000 to reserve, and about. 
£11,000 forwerd. The transfer books will be closed from 9th to 
23d inst., both days inclusive, and the dividend warrants will be 
posted on the latter date. 


Delhi Electric Tramways and Lighting Co., Ltd.— 
The report for the year to October 31st, 1908, states that after pro- 
viding £619 for debenture interest and debitingthe balance of £446 
to venalty suspense account, there is a debit balance of £347 to be 
carried forward. 


Notting Will Electric Lighting Co., Ltd.—The 
directors have declared an iuterim dividend of 3 per cent. and 
a bonus of 1 рег cent. on the ordinary preference Soares and an 
interim dividsud of 3 pcr cent. on the ordinary shares for the past 
half-year. 
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Victoria Falls and Transvaal Power Co., Ltd. 


THE report says that the years 1907 and 1908 were occupied by 
the work of construction, during which, interest on the preference 
shares issued in December, 1906, was paid by the British South 
Africa Co. In these circumstances a profit and loss account bas 
not bsen included, but a revenue and expenditure ascount is in- 
corporated in the company's balance-sheet, and shows a surplus for 
the year 1908 of £48,177, which, with the surplus shown in 1907 of 
£96,685, making a total of £84,863, is carried forward. The new 
insues of preference shares and debentures are in connection with 
the formation of the Rand Mines Power Supply Co., Ltd. When 
the proposed formation of a competing company first took shape, 
tbe chairman, assisted by a committee, was entrusted with the 
difficult negotiations which ultimately resulted in the acquisition 
hy the company of the large power contract with the Rand Mines, 
Ltd., in accordance with the terms of an agreement dated De- 
cember 2nd, 1908, and in the successful carrying through of the 
increase of capital, amounting to £1,800,000, which places the 
eompany amongst the largest undertakings in the world engaged in 
the electric power supply business. In recognition of the strenuous 
work so successfully accomplished, the board voted a special sum 
of £7,500 to be applied by the chairman as remuneration to him- 
self and the committee. Throughout 1908 the station at Driehoek, 
purchased from the General Electric Power Co., Ltd., continued 
to work satisfactorily, chiefly supplying power to the Consolidated 
Gold Fields, Ltd., group of mines and the town of Germiston, and 
at the present time is still working at full load. The original 
station at Brakpan, purchased from the Rand Central Electric 
Works, Ltd., supplied current till the autumn, and now is mainly 
used as a reserve for the new 8,000-H. 7. installation, which was put 
— in work in September. The land on which these works ure built 
is held on lease, and ie not freehold, as inadvertently stated in the 
last report. The company completed a provisional contract for 
supply of electricity to the municipality of Johannesburg in June, 
1908, and the plant thus released was at once employed for the power 
requirements of various mines. Rapid progress in the construction 
of the 16,000-n.». station at Simmer Pan has been' maintained, and 


half the plant has already been put into commercial use. Applica- 


tions for the supply of power continue to be received in & very 
satisfactory manner, and will provide work for the whole of the 
Bimmer Pan station, and also necessitate an imraediate extension 
of the plant. The new transmission lines along the reef have been 
in use sinoe October, 1908, and are working satisfactorily. In 
rompliance with the prospectus of April 7th, the Rand Mines 
Power Surply Co., Ltd., has been registered in the Transvaal 
Colony. The company has a capital of £500,000, in shares of £1 
rach, the whole of which is owned by thia company. The Rand 
Mines Power Co. Ltd., will supply 16 mines controlled by the 
Rand Mines, Ltd., and Mesere. H. Eckstein & Co., with the whole of 
the power requirements of these mines for the next twenty years 
in the form of electricity or compressed air. The mines estimate 
that in the near future they will require 270,000,000 units of power 
Anpually. The construction of the plant necessary to fulfil the 
obligations of the Rand Mines Power Supply Co., Ltd., is being 
undertaken by the company, and the work will proceed with all 


possible despatch. A modification of the original agreement with 


. the Vereeniging E:tates, Ltd., has been come to in Jahannesburg, 
and a formal agreement embodying this will shortly be signed. 
In order to cope adequatély with the great increase of business 
Mr. Arthur E. Hadley has been appointed managing director, with 
powers to be exercised in consultation with the chairman. As this 
arrangement will involve, on the part of the chairman, practically 
the same close attention and constant attendance to the affairs of 
the company as will be given by the managing director, the board 
feel sure the shareholders will recognise that the chairman should 
be adequately remunerated. Subject, therefore, to confirmation, 
the board has fixed the remuneration of the chairman at £3,000 per 
annum, to take effect on his return from South Africa, where he ia 
now engaged on the business of the company. The company and 
the managing director thus together constitute an executive com- 
mittee, for which provision is made in the company's articles of 
association. 


Imperial Tramways Co., Ltd. — The directors 
announce that it has been customary to pay interim dividends for 
the first half of each year on the preference and ordinary shares. 
The company holds 44,446 5 per cent. cumulative preference shares 
of the London United Tramways, Ltd., and the directors of that 
company bave now intimated that it will be better to postpone any 

„distribution until the accounts for the whole year are before the 
board. In these circumstances, and as the dividend in respect of 
this company’s investment in the preference sbares of the London 
United Co. forms so considerable a proportion of this company's 
Det revenue, the directors regret they are thus obliged to forego the 
distribution of the usual interim dividends and to await the results 
of the complete year, when tbe accounts of the London United Co. 
are made up, about February next. 


United River Plate Telephone Co, Ltd.—The 
directors recommend a final dividend of 5 per cent. on the ordinary 
*bare capital, making, with the interim dividend paid last Decem- 
en + per cent. for the year, free of income-tax, carrying forward 

138. 


Dublin United Tramways Co., Ltd.— The directors 
recommend dividends for the half-year to June 30th at the rate of 
6 per cent. per annum on the pref. shares, and at the rate of 6 per 
cent. per annum, free of income tax, on the ordinary shares, curry- 
ing forward £7,501. 


Electric Construction Co., Ltd. 


Тнк report of the directors for the past year shows a net profit, 
after payment of £10,250 for debenture interest and crediting 


. £5,000 as formerly to depreciation account, of £10,731. The sum 


corresponding date of the previous year. 


Pd 


brought forward from last year is £1,746, aud the amount available 
for dividend is therefore £12,477. From this amount there has to 
be deducted the dividend on the 7 per cent. cumulative preference 
shares for the year ended May 31et, 1928, paid January 15th, 1909, 
£4,395, leaving for distribution £8,082. The directors now recom- 
mend a dividend on the 7 per cent. cumulative preference shares 
for the year ended May 31st, 1909, to be paid on July 31st, which 
will absorb £4,395, leaving a balance, £3,668, to be carried forward. 
The iucrease in the volume of business referred to in the last report 
is reflected in the foregoing results, which show & considerable im- 
provement on those of the past few years. The reduced demand 
for electrical plant, caused by the introduction of metallic-filament 
lamps and the general depression in trade, affected the volume of 
home orders received by the company during tbe past year, but 
this was counteracted to some extent by au increase in erport 
business. The directors are very hopeful that the enhanced profits 
now reported will be fully maintained, notwithstanding that the 
industry ie still in an unsatisfactory condition. . 


North Metropolitan Electric Power Supply Co. 


‚Ан extraordinary meeting of the shareholders of this company was 
held on Friday at the Electrical Federation Offices, Kingsway, for 
the purpose of passing a resolution authorising the directors to raise 
further capital. E 

Мв. C. G. TEeaETMBIB, who presided, formally moved a resolu- 
tion, authorising the directors to raise an additional £200,000 of 
capital by the issue of preference stock, bearing a cumulative 
preference dividend at the rate of 6 per cent. per annum. 

Mr. Оково®к RIcHARDSON seconded, | 

Мв. James ЮОкүуонвйїв® moved an amendment giving the 
directors power to issue the stock “at such rate not exceeding 6 per 
cent. as the directors may deem fit.” He explained that since the 
resolution had been issued, it had been suggested that possibly they 
might be able to rai«e the capital on better terms than 6 per cent. 

Mr, A. L. BARBER seconded the amendment, and it was carried. 


-Chili Telephone Co., Ltd. 


Tax report of the directors for the year ended March 31st, 1909 
states that the aggregate number of subscribers at all centres at 
the end of the year was 8,011, a gain of 345 for the year. The 
gross revenue in Chile from all sources was $1,720,716, an increase 
of $251,105; the expenditure in Chile was $824,082, an increase of 
$79,951 ; and the net income in Chile from all sources was $896,633, 
an increase of $171;144. The average rate of exchange for the year 


was 10'09d., as compared with 11:21d. in the previous year, giving 


a decrease for the year of 1:12d. Converted iuto sterling at these 
rates, the net income figurer given are £37,698, an increase of 
43.815. The liquid assets and liabilities in Chile on March 31st, 
1909, were valued at 11,5,d., the current rate of exchange on that 
‘day, as compared with 82d. at which they were valued on the 
The balance to the credit 
of the revenue account, including £2,777 brought from the previous 
year, is £38,104, of which £17,663 has been carried to reserve. 
An interim dividend of 3s. per share, free of income-tax, was paid 
on January 15th last, and the directors now recommend a final 
dividend of 5s. per share, free of income-tax, leavihg & balance of 
£2,820 to be carried forward. The total mileage was, on March 
31st, 1909, 14,121 miles 584 yds., an increase of 625 miles 309 yds. 


Prospectases.—Remlia Rubber Estates, Lid. — An 
issue of 35,000 6 per cent. cumulative participating preference 
shares of £1 each has been offered. The company acquires a group 
of estates in the territory of Malacca, Malay Peninsula, about 
7344 acres being planted with 100,500 Para rubber trees, while 
others are ready for planting. : 

The Dalkeith (Ceylon) Rubber and Tea Estates, Ltd.—This com- 
pany bas been offering to the public 40.000 £1 shares. The whole 
of the estate (2,554 acres) has been cultivated with rubber, there 
being some 485,000 trees of various ages up to 2? years, 


London United Tramways, Ltd.—A circular has been 
issued to the 5 percent. cumulative preference shareholders in the 
following terms :—'' Although the earnings for the first six months 
of the year show a surplus sufficient to pay the dividend on the 
5 per cent. cumulative preference shares at the reduced rate of 
24 per cent. per annum, the directors consider that until they can 
see their way to the re: umption of the full dividend at the rate of 
5 per cent. per annum, it will be better to postpone any distribution 
until the accounts for the whole year are before the board. The 
registered office of the company has been removed to'the company’s 
principal office, High Road, Chiswick, London, W., and in future 
all communications should be sent to that address." 


Telegraph Construction and Maintenance Co., Ltd. 
—The directors have declared an interim dividend of 12s. per share. 


France.— La Société d'Electro-Chimie, of Paris, reports 
a net pr fit of £45,335 for the last financial year, as contrasted with 
only £41,556 in the previous12 months, А dividend of 7 per cent. 
is being declared. 
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MARKET QUOTATIONS. 


Wednesday, July 7th. 


Fortnight's 


Latest 
CH EMICALS, &c. бе. Inc. or Dec. 
a Acid, Hydrochlorio S рег cwt bI- | 
a, Nitric .. T 888 vs i 22/- | 
a, Oxalic .. 5 T ds ^ 28/- 
а „ Sulphuric... ES es is i 5/6 
a Ammoniac, 88] .. is - " 42/- | n 
a Ammonia, Muriate (crystal) per ton 20 . £4 10 dcc. 
a $ $9 oe ee ee n | ee Y 
a Bleaching powder. „ £5 10 К 
а Bisulpbide of Carbon ae бе £18 Wa 
a Borax ы» vu 40 ЗР " £16 bx 
а Copper Sulphate .. x 82 i £19 10 $5 
a Lead, Nitrate а а £25 10 | а 
а „ White Sugar 2" € E £28 10 
а „ Peroxide... id E " £82 
a Methylated Spirit .. = .. per gal. 2/6 
a Potassium, Bichromate, in casks per lb. Bad. 
a Potash, Caustic (75/80 95) .. per ton £ 
8 ^» Chlorate .. sa .. per lb d 
8 ^ Perchlorate (^ vs У а. ET 
a Potassium, Cyanide os s M d. КА 
а Shellac s ET e .. рег cwt, 70/ е 
a Sulphate of Magnesia .. рег ton £A 10 
a Sulphur, Sublimed Flowe Se T £6 10 
a js Recovered zx e M £5 10 
a 90 Lump es s i: £5 
a Soda, Caustic (white 70 %) e is £10 15 
8 „ hlorate vs РА . per lb. agd. 
a „ Crystals А ate per ton £8 6 
. а Sodium Bichromate, casks .. per lb. Д 
a „ Cyanide (basis 100 %) .. mc 7d. 
METALS, 4c. 
b Aluminium Ingots, in ton lote .. per ton £70 aa Е 
5 „ ire, in ton lots .. m x £112 Ps 
b p Sheet, in ton lots .. А £120 Lt 
p Babbitt's metal ingots... E u 550 to £135 vs 
c Brass (rolled metal 2 to 12" basis) per lb. 14d d. dec 
c „ Tube (brared) oe wie "я £4d. 2d. inc. 
€ ^» » (solid drawn) s BS d. id. inc. 
c „ Wire, basis .. Y te i d. к 
.c Copper Tubes (brazed) .. Y^ » Sed. 
€ 2 » (solid drawn АР 1 ара. 
Ф „ Bars (best selected) per ton £73 
1 „ Sheet Е Er : " £53 
к „ Rod.. С zi si M £78 
e „ (Electrolytic) Bars T ^ £60 1% 
e à is Sheets E 477 5 
e 4 10 Rod me £65 5 
а= у А H.C. Wire per lb Bd. 
f Ebonite Rod АА - 85 » 8/8 
f » Sheet xs T T > 8/- 
n German Silver Wire m = 2 1/6 
h Gutta-percha, fine.. сх "A РА 5/6 їо 6/6 г 
h India-rubber, Para fine .. «s б 6,6 3а. inc, 
i Iron Pig (Cleveland warrants) .. per ton 48/9 Id. dec. 
„ Wire, galv. No. 8, P.O. qual. 5 £14 is 
& Lead, English Ingot T ia - £13 2 6 to £13 5 | 5/- dec. 
m Manganin Wire No. 28 per Ib. 8/- M 
& Mercury 2 м 25 .. per bot. £8 5 
d Mica (in original cases) small .. per lb. £d. to ls 
a = » medium 2 2/6 to 4/ 
d „ А large .. РА 4/6 to 8/6 
p Phosphor Bronze, plain castings 2 1/- to 1/1 
p " rolled bars & rods ss 1/13 to 1/3 
p 5s „ rolled strip & sheet 7 1/24 to 1/6 
o Platinum 9 ae i .. рег oz. v1.6 variable. 
e Silicium Bronze Wire per lb. 93d "- 
r Steel Magnet, irt bars per ton £55 aw 
g Tin, Block (English) ee £129 to £180 £2 dec. 
п „ Wire, Nos. 1 to 16 .. per lb 1/83 vu 
p White Anti-friction Metals :— 
“White Ant" brand .. per ton £35 to 260 
k Zinc, Sh't (Vielle Montagne bnd.) is 425 10 
Quotations supplied by— 
a G. Boor & Co. h Edward Till & Co, 
b The British Aluminium Co., Ltd. 1 Bolling & Lowe. " 
c Thos. Bolton & Sons, Ltd. k Morris Ashby, Ltd. 
d F. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and a P. Ormiston & Bons. 
Telegraph Works Co., Lid. o Johnson, Matthey & Co., Ltd. 


g James & 
Fr W. F. Dennis & Co. 


speare. 


Stock Exchange Notices.—The Committee has ordered 
the following to be quoted in the Official List :— . 


Mansfield and District Tramways, Ltd.—60,000 6 per cent. cumulative prefer- 
ence shares of £1 each, fully paid, Nos. 1 to 60,000; and 470,000 44 per cent. 
mortgage debenture stock. 

Rio de Janeiro Tramway, Light and Power Co.—Further issue of £200,000 
5 per cent. 50-year mortgage bonds of £100 each, Nos. B 12,001 to 14,000. 

uth African Lighting Association, Ltd.—Further issue of 1,000 shares of 
210 each, fully paid, Nos. 8,001 to £9,000, 

West Kootenay Power and Light Co., Ltd.— 268, 200 additional first mort. 
gage * per cent, 85-year sinking fund gold bonds for £100 each, within Nos. 2,401 
to t , 


Applications have been made to the Committee to appoint a 
special settling day in and to grant a quotation to— 

Bombay Eleotrio Supply and Tramways Co., Ltd-—£150,000 5 per cent. second 
mortgage debentures o! £100 eacb, Nos. 1 to 1,500, 

Southern Electric Tramways of Buenos Ayres (Compania de Tramways Elec- 
tricog del 8ud).—£100,000 5 per cent. first mortgage debentures, Nos. 1 to 800 of 
8100 and 801 to 1,800 of £20 each, 


Belgium.—La Société d'Electricité du Borinage is 
declaring a dividend of 223 fr. per share for the last financial year, 
às compared with only 214 fr. in the previous 12 months. 


STOCES AND SHARES. 


Tuesday Afcernoon. 


Consors have at length revived, and have shown some appreciation 
of the low value of money in the market. Their recovery produced a 
sensible change of sentiment amongst other investment securities, 
Some such lead by the Funds has been badly wanted for a long 
time, and it gives а stimulus to many other marketr. It is worth 
noticing that amongst the ex dividend quotatiors of Debentures on 
July 1st last week, the telegraph prior charge stocks lost only part 
of the full amount of the interest payments. 

In other directions, the features this week include good recoveries 
of Canadian-Mexican traotion prices, while sharp falls in British 
Aluminium issues stand out in the manufacturing list. 

The Home Railway market has been oheered by the settlement 
in the Welsh colliery dispute, bnt so far as electrical stocks are 
concerned, the only one to benefit is Metropolitan Contolidated, 
where the rise is 1} per cent., dividend prospects being jocvlarly 
referred to as one reason for the rise. Districts dropped to 17, but 
recovered to 173. Central Londons further weakened on account 
of the poor traffücs. City and South London fell 4, and East 
Londons, after getting down to 34, picked up to 378. 

London United Tramways Preference are down 1, and the 
Debenture stock 1, on the dividend announccment. British 
Electric Tractions are flat for a similar reason, and the 5 per cent. 
first Debenture is marked down nearly 34 points, stock changing 
hands as low as 89. The unfortunate concern seems to be sinking 
lato a still worse condition, and the outlook is gloomy. Brush 
Electrical varieties display no movement. 

Edison & Swan shares have b:en the subject of a little very 
qaiet inquiry during the last day or two. A large line for a 
deceased acccunt that will be easily guessed is now absorbed and 
without difficulty. The change for the better in the fortunes of the 
Ele:tric Construction Company, which bas resulted in the Ordinary 
and Preference experiencing а very fair advance lately, seems to 
have directed attention to the Edison & Swan. It must, of course, 
be reme mbered that most of the shares of the latter company carry 
a liability of £2 apiece, which naturally deters people wLo might 
gtherwise buy from putting money into them. 

The recent spurt im British Aluminium shares turns out to be 
short-lived, and the Ordinary are 10s. lower at 15-., the 7 per cent. 
Preference 10s. down at 2, and the 6 per cent. Preference 7s. 6d. at 319. 
Various rumours are afloat as to the reason for these heavy fall«, but 
probably the real fact of the matter is that the company could do 
with additional funds. Callender's Cable shares are 2s. 6d. better, 
and the Debenture Stock with Henley's Debenture is 10e. to the 
good. Babcock & Wilcox eased off a trifle. 

Mexico Trams have risen 9, Rio Trams 84, Mexican Light and 
Power Preference 6, the Common 2, and others in the same group 
regained smaller sums. The offici.] reaesurances from the Mexican 
Light and Power Company produced a swift rebound as soon as 
the selling pressure was relaxed from Brus:els, and from other 
quarters nearer London. It ів in the nature of Stock Exchange 
prices,” we ventured to suggest last week, "to rally after any 
severe and protracted fall," and although there was a further set- 
back after this, the ultimate recovery wiped out the losses 
handsomely. | 

There is not much doing in the electricity supply section, and 
what there is does little to cheer the list of prices. Weetminsters 
are z down, both Ordinary and Preference, and Bromptons lost a 
further crown. Urban Ordinary and Preference are nominally 
rather easier. Victoria Falls Power Preference remain about 16s, 
the temporary twist-up in Chartered and the Kaffir market failing 
to move the Victoria Falls shares. 

Telegraph stocks are under the cloud of the probability of cable 
rates coming down. Anglo-American Telegraph issues are good, 
but tbe rest of. the list—apart from the Debentures and Debenture 
stocks—is dull. Eastern Ordinary fell 3; Marconi's have been 
spasmodically active, touching 17s. 6d. before reacting to 16s.. 
National Telephones rallied as soon as the weak stock on offer 
found permanent holders. The Trust companies’ descriptions are 
steady. 


Russia.—The Petersburger Gesellschaft Elektrischer 
Anlagen vormals Helios, of St. Petersburg, is declaring a dividend 
of 3 per cent. for the last financial year. 

Spain.—La Compagnie Barcelonaise d'Electricite, of 
Barcelona, is declaring a dividend of 74 per cent. for the last 
financial year. 


Hobart Electric Tramway Co., Ltd.—The directors 
have declared a dividend of 5 per cent., free of ineome tax. 
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do. 6 Nos. 1 0 1,950 Red. b 6 94 — 96 92 — 96 xd ee ee oe Б 4 2 
American Telephone frt pida Cap. | .. | 9100 n4 8 148 —144 xd | 1484—1404 А s +4 5 10 9 
Do. Oollat. Trust, 6% Bonds, 5 40 2.000 $1000 4 % 4% | 984—100) 97 — 99 xd Ж 6 4 010 
Anglo-American Tele ee oe өө ae Stock 84% £8 4s. 66 — 58 57 — 59 ы abd 5 9 8 
Do. do. 0, 6 & Pref, zs „ Stock | 6 % е 99 —100 100 —101 1 1d +1 6 18 10 
Do. do. do. Deferred „ „e Stock | &% . | 15à— 158 162— 16 165, 15 +§ | 29 0 
F Deb. Stock Red, | 100 5 чё 6 % | 103 --104 102 —104 ; ee á 410 2 
Telephone Nos. 1 to 44,000 oe “oo oe b 8 * б ыы 8 or 8i 8 = 88 ant 4 15 6 
Commercial Cable, Sting, 500 year 4% Deb. St. Red, | Stock | 4 X 4% | 89 — 91 xa | 89 — 91 a5 4711 
Ouba Telegraph oe oe ee ee ee ee 10 5 % . 6 83— 84 8% °з M 6 15 6 
е Рге ee КТ) e? Г өө 8 » X . 0 17 mu 18 14.— 1н 87/6 е9 : n Н 
Telegra Ord. oe ee , ee * D = = oe 
De. do. ш ' 10 % Cum. Pref, оа 5 10% % 110 88 — 84 — a Е z oe " 612 8 
- Do. do, t Debs. ET ee 50 А . 4 1 —1 99 —101 xd 8 16 8 
Direct United States Одре .. .. .. o — ji 4 —-1 128— 18% 18 н ‚ 610 0 
Dien W. Tadia Cates as Б Bet: Deb. 116 1,900,R. | 1 X 514 101 —108 99 —101 xd 491 
Eastern Telegraph, Ord. oe ee se ae Btook 1 p: 7 j 190 —188 121 —L80 1 127 —8 6 7 8 
Do. a Pref. Soon. | 100 |84 84 86 — 87 — 861 + 40 0 
Do. 4% Mort. Deb. Stock. Red. .. | Stock | 4 4 4 104 —106 1044 —106 105 104 |. + 815 2 
Eastern Extension, Te 10 |7% 7 & 112— 123 114— 13 13 118 — 616 8 
, Do. % р. ee ee ee Stock 4 * 4 102 104 1 —104) ee oe. + 8 16 7 
Best. & B. Afric, Tel., 4 % Mi Db. 1 95 4 96 4 % | 100 —102 109 —102 ied as . 818 6 
Globe Telegraph and Trast ape T 5 52 ш 10?xd | 10}— 103 1 10} 570 
An ee ee eo ee т? | й 
Do. do. S prei ee ев 10 23 6 ф = 1511 124 — 184 ul 18 oe 4 9 9 
Great Northern Telegraph, of Copenhagen..  .. 10 |% 18 9% | 27 — 28 252 — 26} xd 261 Р 6 17 2 
e e eee eee we |а wx чш ааа s | | zen 
og * U 3 L] 
do-B T h „„ AE. eb 96 |18 18 18 % | 514 — 684 519 — 584 522 ec 6 16 
Mackay соса Фо eo ee ee 100 9 4 4 Ф 80 — 84 80 — 84 еге oe 4 18 8 
Do. flo. 4% Cam. Pret. e оо „ |810 |4 4 4 74 — 79 74 — 79 T 5 5 8 
Marconi’s Wireless Telegraph .. .. . «| 1 | Nil N » 1 Ho] y- 8 16 | 15- | + 4| Ni 
Monte Video Telephone a Bia Ded rei. oe б i ( 6 y 6 F — 1 = ji E s. | 1 10 
National Telephone, Pref. | à 6 & 5169516 1 = 101% —100. 1 107 616 1 
Do : 6 4 169 |6 1194 —-131 | —12 2] 1192 | + ў 416 9 
6 * 5616 101 — 11 101 — 11 Vs 5 9 1 
Do. 6 « 216916 5 — 85 10 — 161 103 А 5 11 7 
Do. 6 X 56 5 Pm 5)— 5% | + | 4 611 
з > | BEY |.83 — 89 xd | 97 — 99 7 1 812 9 
Do 4 9 2 149% 14 99 —f01 ха | 99 —101 M : 819 8 
7 : 5183518 18 — if 1-— 1 we > 5 6 8 
Do. Ў Я Oum. Pref...  .. 6 * 56 56 1 1 1 1 T " 5 1 1 
Do. do. do. 4% Red. Deb. Stock .. 4% 214914 60 — 88 . — 274 si 41911 
Pacific & European Tel., 4% Guar. Debr., 1 to 1,000 14% 514926 |.4 1003 —1 99 —101 xd - as «s 819 8 
Telephone Oo; of Egypt, Q & Deb. H.. i at ut ug o a 9 100] xa x 419 7 
e 0 0 9 ee ee - * D * mas = х ee e А 
Submarine Cables Trust * RW 16% 5|69516 198 —181 198 —181 E 1 411 7 
United River Plate Telephone ep 8 * 18%. 6 - Tex 63— 7 , * + | 519 8 
Do. 5% Cum. Pret. Nos, 1 to 40,000 6 X 5 4 | 696 xd 44 5 .. А 418 0 
W. Coast of America, 1 to 80,000 & 58,001 to 88, 1S .. — 1 18— 1 М s" . | 4101t 
Do. 4% Debe., 1 to 1,500 ‚ by Sub. Tel. 54 14.96 | 1004 — 99 —101! xd +“ it Я 819 8 
Western id., Nos. 1 #0 207,980.. .. „|1%|. 18g— 184xd | 184— 183 188 187, | 500 
Do. D 4 X 4 101 —103 1004 —102 * ee oe 8 18 1 
N N — à 11/8 oe ee Nil 
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Dick, Kerr & Oo., 1 to 260,000 
Do. do, 8 % Cum. Pref., 1 to 805, 000 
Do, dc, 44 % Deb. Btock 


| Dublin United Trams. (1896), 6 % Pref., 1 to 60,000 | 


| Edison & Swan Utd., " A" shs., £8 pd., 1 to 99,261 
Do. “Aa” shares, 01—011, 19 
50. 4% Deb. Stock Red. 
Do. 596 3nd Deb. Stock Prov. Certs, all ba. 
Electric Construction, 1 to 112,100  .. 
Do. do. 1% Cum. Pret., 1 to 81,990.. 
General Electric Co. (1900), : 96 Cum. Pref. 50 
Do. do 4 95 Mort Deb.. 


Gt. N. & City Rail. Pref, Ord. A 495,1 to 18,000 | 


Greenwood & Batley, 7 95 Cum. Pref. 
Do, do, 6% Mort. Debs. 


| Henley's (W. Т, ^ Telegraph Works, Ord, 
do. 4 26 


Do, Pref, 


India-Rubber, Gutta- ‘elegraph Works.. 


niger Overhead Railway, Ord. 
t d 


o. Pref., fully paid 
London United Trams. (1901), 1 to 50, 007 .. 
Do, do. 60,008 to 100,000 
Do, do. b % Cum, Pref., 1 to 195,000 
Do. do. 4 96 1st Mort. Deb. Stock. 


| Metropolitan Consolidated 


Do, Surplus Lands 
Do. District 
Metropolitan Electric 'Trams., Ord. 
Do. do. Detd.. 
Do. do. 5 96 Cum. Pref. .. 
Do. do, 43 % Deb. Stock Red. 


| Mexico Trams Co., Common Stock .. 
Do. Ist Mort. 50-year 6% Old. Вав, | 


Potteries Electric Traction * 
Do 6 95 Cum. Pref. 
44 % Deb. Stock 


| Telegraph Construction and Maintenance 


4% Deb. Bds., 1 to 1,500 Red., 1909 
Underground Electric Railway, 596 Prior Lien 
Do, do. 44% Bonds 
Do. do. 695 Income Bonds 


| Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 
no at Mor , 80,001 to 80,000 & 125,001 to 141,668 


lst Mort. Deb. Btock 


Ba Metropolitan. ectric Power Supply Co., 
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last four years. 
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~ Closing 
Quotations 
June 22nd, 
iA 1 
145— 18 
99 —102 xd 
13— 14 
i— 3 
l4— 2 
6R — 78 xd 
B4 — 87 
3 D {2 
law 1H 
là— Taxd 
— — Мм 
103— 103 
102 —1081 
3 
1043 —1064 
144— 15 n 
H— 1 
5 — 6 
BA— 4 
li— 2% 
64 — 78 1 
BRÀ— 89 
єз — 70 
171— 15; 
Фу — dt 
— H 
963 — 981xd 
121 124 
92 — 04 
їв 4 
ET 
Bb — 89 
83 — 844 
101 — 103 
1015—1024 
89 — 91 
87 — 39 
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ELECTRICITY SUPPLY COMPANIER. 


Bromley (Kent) E.L. & P., 1 to 15,000 
do. 4 1st. deb. stock - 
Brompton & Kens, Elec. Lt. Sup., Ord., 1 to 90,000 
Do. 7% Cum. 


Pre 
Central Electric воруй 4 Guar. Deb. Stock 
Charin 


ectricity 8u 
Do. do. i P ely 


Do, tı City Undertaking " 96 Cum, Prt. 
Do. do. 496 Deb. Stock d. ss 
неш. Piece Bupply, Ord. 


City of London Elec. Lighting, оге, 40,001—110 
ро. . Н Cum. Pref., 1 12 — 

Do. Db. Bi, Scrip i (iss. at 115) all på. 

Do. 48 20 Db. Stk., Prov. Orts., all pd. 

County ot Durham Electrical Power, Ord. . ee 

Do йо. до. 5% Pret. .. 

do. 5 % let Mtg. Deb, 

сае ot London. Electric saree О Ота. 1—40,000 

do. Pret., 8 SE UM 


Do. do. a Deb. 

Do. do. and. Deb. Btock .. 
Edmundson's Elecirio Corporation, Ord. Shares 
Do. 


Pret. 

Do. do: 4% lst Mort. Deb. Sti. 
Electrica] Dev.Co. of Ontario, 6% istMtg.Gold Bnds. 
Folkestone, 1 to 10,000 ee ee ee ee ee 

Do. 595 Cum. Pref., 1 to 10,000 .. .. 
15% Deb. Stock ее ee ee 
Бот 1 to 15 


Eamus йаша Power Оо. 6 Gold Bade, -. Я T 
ensington Knightsbridge Electrio 

Do. do. do. 4 % Deben. Stk. 
po Eleotrio Supply i ышы, Ord. 


do. 4% 1st Mort. Deb. Stk, Red. 


2 Ed Cum, Pret. 1 LAT - 3 
1 55 


1st Mort. Deben. Stock 

Do Mori. Deben. Stock Redem. 
Mexican Electric Light Co., 5% 1st Mig. Gold Bnds 
Do. Light and Power Co., Ltd., Common. 
Do. do. 1% Саш. Pref. Btk. 
Do. do. 596 Ist Mtg.Gold Bnds. 
Midland Electric tion, 44 96 1st Mort. Deb, 
W to 87, T T 
Pref., 1 to 87,600 ee s 


6 % Mortgages (Red.), Nos. 1 to 1,965 
otting Hill Electrio Lighting. ös T v. 
Oxford, 1 to 96 and 407 to 30,810 ee ee ee 


b. Stock . 
River Plate Eloty. Co. Ord. Nos. 1 to 190 80% 
Do. do. Non Cum. Pref. Nos.] to > 100,00 
Do. do. 6% Deb. Stk. Red. 
B$. James’ and Pall Mall Electric Light, Ord 

Do. do. 7 Ks Pref, 90, gun to 40 

Do. do. took Red. #9 
Bmithfield Markets Electi) [iens f, Ота, is és 
Bouth London Electric Supply, oe 
Bouth Met, Eleo, Lt, & Power, Ord. 5% o% Vis 

Do. do, 1% Pref. << 
Do. ao 4 % 1st Deb. Stk ВАК. 
Urban Electric Bapply, Ога V oe ав 

Do. 0 % Cum. Pret. 

Do. do. ds Ist Mort. Db. Bik. Red. 
Viotoria Falls Power Co., Pref. Nos. 1 to 800,000 .. 
W ser Electric Supply, Ord. .. 

Do. do. % Cum. Pret. Re. 

, duced trom 5% since dlst Deo., 1905) 


а * Unless otherwise stated, all shares are fully peid. 
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Bank rate ot Discount 93 per oent.. April 1st. 1909. 
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METAL MAREKET. 
Fluctuations in June. 


SPELTER (G.O.B's.). 
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NEW ELECTRICAL. DEVICES, FITTINGS, 
AND PLANT. | > 3 


* Metaflect *? Metallic-Filament Lamps. 


Мв. В. HonvaTH, of 51, Standen Road, Southfields, S. W., has 
desi and patented a new pattern of metallic-filament lamp, 
which is illustrated in fig. 1; as shown, it consists of a lamp of 
tubular shape, introduced into a flattened bulb; the сар of the 
lamp is of special form, provided with ventilating holes, and with 
three small screws which hold the outer bulb in position. The 
back of the outer bulb is silvered in sucha way that it cannot 
oxidise or tarnish, and therefore retains its reflecting powers per- 
manently. The effect of the reflector is, of course, to concentrate 


Fig. 1.—“ MagrAFLEOT" MaTALLIC-FILAMENT LAMP. 


the light of the lamp іп a particular direction; the distribution 
obtained isshown by the curves, fig. 2, nig dare by the National 
Physical Laboratory, which give the horizontal candle-power 
over a range of 180°. The N.P.L. Report states that a lamp 


Candle-Power. 
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Fic. 2.—Совукз or DisTBIBUTION OF CANDLE-POWEB (N. P. L). 


tested, at 25 volts, gave a horizontal candle-power of 188 ОР. 
without reflector, taking 1 watt per candle; when the reflector 
was used, the candle-power at the centre of the reflected beam 
was 97 C. P., the light being concentrated in an approximately 
parallel beam. The lamps are made for 25 and 50 volte, and are 
mounted on a flexible nickel-plated conduit tube; with eight lamps, 
spaced 8 in. apart, the whole system is equivalent toa single high- 
voltage lamp, with the difference that the Metaflect" is divided 
ever|a long range, and is thus suitable for fixing on the frame of a 
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New Weston Instruments. 


We recently inspected a large number of new д.с. switchboard 
instruments which have just n brought out by the WaSTON 
HrrorBAICAL Іхвтвсминт Co., of Audrey House, Ely Place, Holborn, 
E.O.. and of which examples are shown herewith (figs. 5 and 
6) Up to the present the Weston Oo., whose p.c. switchboard 


shop-window, fer example, concen ting tbe light on the contents 

of the window without casting glare the eyes of spectators. 

We have tried one of these sets of four 50-volt lamps in series, and 

can vouch for the brilliancy of the concentrated illumination. 

The lamps are of British manufacture throughout. Messrs. Krupka 

rd W have undertaken the sole sale agency for the United 
ing don. | 


* The Pitman Hydraulic Governor. 


The accompanying illustrations show the construction and mode 
of working of an hydraulic relay governor for Pelton wheels, made 
by Mr. P. Pirman, of 3, Willcott Road, Acton, W., the maker also 
of the Pelton wheel, which is to work under a head of 120 ft, 
generating 80 ».H.P. . The nozzles are fixed, and regulation is 
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nb e X VESTON ELECTRICAL INSTRUMENT C 
27 VS 
„ eee 
io : — 4.— ТЕ = 
um E А _ TEN. Fig. 5.—Wmerox А.О. BwrroHBOABD VOLTMETER. 
i "LE om ` . 
CREME QUEE И VIARUM . 
„ Я | | 
ушшш | : 1) instruments are as well known as they are highly esteemed, have 
. rise | | 4 o refrained from supplying a corresponding series of А.О. meters, 
ie u ET owing to the difficulties that had to be overcome before ап equally 
jx voe. г == r high standard could be attained. Now, however, after many years’ 
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Fid. 3.—PRLTOR WHEEL AND GOVEBNOR. 


effected by deflecting part of each jet clear of the wheel. The 
deflectors are coupled together and to the cross-head of the relay 
shown at the right hand of the figure. The relay is controlled by a 
fy-ball governor а, fig. 4, which actuates the small piston valve к, 
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Fic. 6.—Wpsron PorTABLB А.О. AMMETER. 


experimental investigation, they are satisfied that they have 
arrived at a design which is worthy of their reputation. The 
switchboard instrumente, as shown in fig. 5, are exactly similar to 
the p.c. type, being finished in black and nickel; they are moving- 
iron instruments, and the following bold claims are made on their 
behalf :—There is no inductance error throughout the whole range 


f d * 
^ АЧУ, 
y PS. 
GS T 
А |] 
j 


axe CAL INTR cw co / 


PE: 44 ыан ͤͤ ³ĩö]W PUDE 
ву ү TETCUT 
* E $ 
PORE ES E 


*. 
n e 


2e" " E 
а, 
” 


А ратк 


7 2 Е er ES 


3 
femme Tort uet Myr 
Male eaa d opa d ad d n a M a Ra eil d Lod iin. A 
Ut f с 


Fig. 7.— WEsTOoN D.O. Вуттонволвр VOLTMETER, ' ECLIPSE" 


Fig. 4.— Drais OF Pirman RELAY GOVEBNOBR. 


controlling the admission of water to the cylinder. High-pressure 
water from the pipe-line is admitted to the valve-chest F at A, and 
is exhausted at B; с and р are ports connected to the ends of the 
qu in such a way that when the governor balle move apart 
e pressure water is admitted to the right-hand end of the cylinder, 
bringing the deflectors into action. At normal speed the water is 
shut off the cylinder. Changes in speed can be adjusted by means 
of the screwed link н and lock-nut i. The inventor states that the 
3 is capable of controlling the speed within 8 per cent. of 
6 normal. а DN du АЕ. - t dc | л 7 


PATTEBN. 


of frequencies met with in ordinary engineering practice; their 
indications are the same whether left in circuit for a minute or 
permanently; there is no appreciable error due to changes in the 
temperature of the room; they are entirely dead-beat; and the 
scale, over all but the first fifth of its length, is almost uniform. 
Other errors usually met with have also been rendered negligible. 
For the dead-beat characteristic, the extraordinary freedom from 
triction of these instruments, and the remarkable uniformity of tbe 
soales we can vouch. Naturally we have not put them through 
their paces in other respects, but if, as we do not doubt, they are as 
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nearly perfect in their other features as in those that we could 


verify, the most fastidious critic need have no hesitation in 


| accepting the makers’ claims as fully justified. It may not be 


—. 


"generally known that even in tbe p:c. instruments, the scales of 


which are so nearly uniform that they appear to be printed, every 


one is calibrated throughout its range, and the scale is drawn by 


hand and clipcked to prove its accuracy before the instrument is 
P . "Fig. 5 shows the A. 0. switchboard voltmeter; ammeters 
of similar ponen are made, and both in two sizes, 94 and 7} in. 

or a large variety of ranges. All the meters are highly 
insulated, and the ammeters are tested with 4,600 volts, for use 
direct on circnits up to 2,300 volts. The case is provided with an 
earthing terminal for use when the voltage exceeds 200 volts. For 


higer presents and currents above 500 amperes tfansformers ате 
` requ жо кт ааа ` 7 ^ : - 


There is also a coniplete range of portable instruments of equal 
merit, of which fig. 6 is an example. NM ALPIN, 

The third illustration, fig. 7, shows one of a new series of Weston 
D.C. switchboard instruments of the moving-iron type, which is 
being introduced under the name of the '' Eclipse" instruments. 
These, it ie claimed, are inferior only to the Weston moving-coil 
meters, and are, of course, less tly. They are dead-beat, 
extremely sensitive, and practically free from hysteresis error, and 
they are made in the two standard sizes above mentioned. 


The * Foster ? Automatic Transformer Switch: 


The demand for an automatic switch for use with auto-trans- 
formers has led the-Fosrun Ano Lamp AND HN,“ Co., LTD., 


Fic, 8.—FosrERB AuTrOMATIO SWI. 


Worple Road, Wimbledon, to place on the market the device illus- | 
trated in fig. 8. This switch is fally automatic—4.e, no ba is 


necessary—and it cuts the transformer in with the current taken 
by one 10-o.P. metallic-filament lamp. 


The “ Popular” Electric Oven. 

As recently mentioned, the “Le Radiant” oven of Mn. C. 
FomrEvN, of 76, Newman Street, W., described in our issue of 
June 18th, is not the type that is made for the English market; 
the dimensions of this oven are such that 16 would. be impossible to 
cook a large joint in it, and further, the lamps are. fixed on the top 
only, whereas it is essential to have lamps at the sides. The actual 

of oven supplied in this country is called the Popular” 
type, 1909 model, and is illustrated ір fig. 9; it measures nearly 
18 in. each way, and has an internal cooking space of 94 x 10 x 


144 in., with 7-in. boiling openings on the top. When fully. 


Fic. 9.—'' POPULAB » Exsorric Oven. 


alight the consumption is 1,800 watts; regulation is effected by 


means of one single and two two-way switches. The stove is of cast-. 


iron, enamelled inside and out; removable nickel-plated reflectors. 
and protected heating tubes are fittedinside. There аге eight heating 


tubes, three on each side and two at the top; there is also a pair of 
beating tubes under a sheet of iron at the bottom of the oven, which 
is only used for grilling or baking pastry. Toasting can be done 
over the beating tubes at the top of the oven. The tubes are stated 
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. favourable terms to the trade. 


15 


^to have a life of 1,000 hours; they consist of resisting filaments 
enclosed in glass tubes. The oven is capable of taking in a 104, 


joint. | | D 
^ The “Quartz “ System of Electric Heating. 
Mxssns. DnaxR & Фовнам, Lv., of 66, Victoria Street, B.W., 
are introducing an entirely new type of electric radiator, under the 
Bastian patents, which presents several interesting features. 
illustration, fig. 10, shows the radiator, type A, as designed for 
offices, ships’ cabins, &c. It consists of a light frame fitted with 
six horisontal quarts tubes or glowers, each of which contains a 
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Fra. 10.—THE "QUARTZ ” RADIATOR. 


spiral of nickel resistance wire, the whole being covered with- 
a brass wire network. The weight of the apparatus is trifling. 
Within 15 seconds of switching on, the six glowers are brought to a 
bright red heat, presenting & very cheerful appearance, and dis- 
tributing warmth both by radiation and by convection. The 
essential feature of the invention is the use of the quarts tubes, 
which can withstand the high temperature. The tubes are open at 
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Fig. 11.—" Quartz” RADIATOR WITH COVER REMOVED. 


the ends, and should a wire spiral burn out, it can be replaced by 
the user himself at the cost of a few pence; but the construction of 
the spiral of pure nickel, of which the oxidisation is extremely 
small, ensures for it a very long life—a minimum of 1,000 hours is 
claimed. One of the heating elements is shown separately in fig. 12, 
with the wire spiral; the elemeat, when wired, is slipped into 


Fic. 12.— HgATING ELRMENT. 


spring clips secured to the frame. The radiator illustrated takes 
76 Kw.; and measures 14 in. in length; it can be supplied for a 
consumption of 1 ку. The device is extremely light, compact, and 
portable, besides being inexpensive in first cost, with specially 
As regarda efficiency, the makers 
claim that its radiating powers are practically 50 per cent. above 
any other article on the market,” thanks to the very high tempera- 
ture of the heating elements. 

This radiator is only the first of a series of heating and cooking 
apparatus on the same principle, which the makers hope to put on 
the market at prices that will place electric heating and cooking 
on a more commercial basis than has hitherto been possible. 


Maximum-Power-Demand Indicator. 


Referring to our notice of a new M.P.D. indicator last week, 
Mzssks. Тнв Reason MaNurFACTUBIBMG Co, Lro., Lewes Road, 
Brighton, take exception to the statement that “hitherto the 
instruments used for this purpose [that is, measuring the maximum 
number of kilowatts taken] have only registered the maximum 
current taken, which, in the case of a.c. circuits, gives no indication 
of the actual power demanded," which they: consider is calculated 
to give the reader an entirely wrong impression of the true state of 
progress as regards the accurate measurement of the maximum 
demand of power circuits at the present time. For some years past 
they have been manufacturing the demand indicator attachment in- 
vented by Mr. Merz, which exactly fulfils the conditions mentioned 
in the article referred to. We that in our notioe we inad- 
vertently overlooked the existence of the Mers demand indieator. 
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A New E.A.C. Ampere-hour Meter. 


The ELzOCTRICAL Apparatus Oo., Lro., of Milford Works, Queen's 
Road, Battersea, S.W., have brought out an ampere-hour meter 
which embodies several novel features, while its construction is of 
exceptional simplicity, so that it is inexpensive both in first cost 
and in maintenance. As shown in the illustration, fig. 13, with the 
cover removed, it consists mainly of a disk revolving between the 
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Fig. 13.—E.A.C. 13-AMPEBE Метев (Cover REMOVED). 


polés of two permanent magnets, with registering mechanism of 
the spring-dial type. The ordinary pattern of the E. A. O. meter 
was described and illustrated in our issue of February 1st, 1907. 
The essential feature of its design is the reduction of the armature 
to the form of a flat disk and its combination with the brake disk, 
so that the driving torque and the braking torque are both pro- 
duced by the same magnets. The armature winding consists of 
three circular former-wound ooils, connected with a three-part 


commutator of the smallest possible diameter, as shown in fig. 15. 


The coils, of 100 turns each, rest upon an aluminium disk, with the 


F1G.14.—MovirsG ELEMENT OF E.A.C. METEB. 


outer edge spun up to stiffen it. In the latest (1909) pattern a 
second aluminium disk is laid upon the top of the armature winding, 
as in fig. 14, covering the latter and improving the mechanical 
qualities of the device, with the additional advantage that as the 


Fia. 15.—OLp Form or MOV NO ELEMENT, SHOWING THE 
ABMATURE WINDING. 


braking effect is thus doubled, the meter runs at half the usual 
speed without reducing the driving torque. 

Each of the brushes has two knife-edges, which make contact 
with the commutator, the object of the sharp edges being to secure 


certainty of contact by giving acomparatively high pressure per unit 
of bearing surface, while the total pressure on the commutator is very 
small. This prevents error or stoppage due to the intrusion of dust 
between the contact surfaces, and oxidieation is also obviated by 
the use of gold for the segments and brushes. The magnets are of 
high-grade steel, thoroughly aged, but as both armature and brake 
revolve in the same field, slight variations in the field strength 
would have no effect on the accuracy of the meter. The moving 
element weighs about 1 oz., and runs on a sapphire jewel bearing. 
Mica alone is used for insulating purposes. e shunt consists of 
an alloy with an extremely low temperature coefficient. 

The meter illustrated has a rated capacity of 14 amperes, equal 
to the consumption of ten 30-watt metallic-filament lamps at 200 
volta; it has a high torque with low starting current, and is claimed 
to have среза accuracy at all loads from full load to half the 
current taken by the smallest metallic-filament lamp, while it is 
guaranteed for a period of three years to maintain its 
within 24 per cent. The meter has been specially designed for use 
on small installations of metallic-filament lamps, for which pur- 
pose its remarkably low price renders it particularly suitable ; it is 
enclosed in a strong cast-iron dust and moisture-proof case, and is 
of British manufacture throughout. 


+ Eclipse?" Fittings for Metallic-Filament Lighting. 


We show in fig. 16 a new fitting which is being sold by Мв. G. 
BBAULIE, of 8, Lambeth Hill, E.O., for indirect lighting with 
metallic-filament lamps. It is known as the ''Eolipse," and 
No. 304 fitting, which we illustrate, has ап enamelled reflector for 


— 


Fia. 16.— EOL ISE FITTING ғов Іхрвесг LIGHTING. 


lamps of 200 to 400 o. . Another similar fitting is for from two to 
seven lights. Both of the foregoing are furnished without reflectors 
if desired. In the list recently issued by the firm a note of prices 
with and without reflectors is given. 


The C.M.B. Patent Auto-Converter. 


The want of a simple and convenient means of reducing the 
voltage on а D.O. circuit without loss of efficiency has long been 
sorely felt; in this respect the a.c. system has always had a great 
advantage over its rival. Consumers of electricity for lighting on 
D.C. supply systems e y have vainly wished for a device that 
would enable them to use small metallic-filament lamps, though we 
have our doubts as to whether the supply authorities have seen 
eye to eye with them in this respect. However, it is im ble 
to stem the tide of scientifio progress, and, as usual, the demand 
has quickly led to the evolution of the desired p.c. auto-converter. 
It is made by Mzssns. CRoMPrToN & Co., Lro., of Chelmsford, being 
the invention of two of their staft—Messrs. MacFarlane and Burge 
who, it will be remembered, read an important paper on dynamo 
design before the Institution of Electrical Engineers last session. 

The general appearance of the machine is shown in fig. 17; it 
consists in essence of two field-magnet systems, separated on the 
median plane by an air-space, and а single armature of the ring- 
wound type, with four brushes. There are two poles in each 
magnet system; those at the top are excited from the mains, to 
which the top and bottom brushes are also connected, so that the 
machine runs as a shunt motor ; those at the bottom belong to the 
secondary or derived circuit, which is taken from the bottom brush 
and the two side brushes, the connections being strictly analogous 
to those of the a.c. auto-transformer. The excitation of the bottom 
field-magnet system is arranged in various ways, depending upon 
the purpose to which the machine is to be applied. In general 
there are three windings: a permanent shunt across the primary 
mains, a winding in shunt across the secondary terminals, and & 
main winding in series with the secondary circuit. For feeding, 
say, an arc lamp with constant current, the series winding opposes 
the shunt, giving a remarkably constant current, so that even а 
short circuit may be maintained across the secondary term 
for any length of time without injury to the machine. For feeding 
metallic-filament lamps, on the other hand, the series winding 
assists the shunt, giving constant pressure in the secondary circuit. 

The machine is remarkably compact and efficient, and can be 
made for any ratio of primary to secondary voltage between the 
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limits of 2:1 and 5:1. With a 2:1 ratio, the machine becomes 
symmetrical and is then admirably adapted for service as a three- 
wire balancer, with an efficiency stated as no less than 94 per cent. 
even in small sizes. With other ratios the machine can be used for 
supplying arc lamps for search-lights, kinematograph lanterns, &c.; 
metallic-filament lamps; electrolytic baths; electric welding, &o. 
A very important application of the system is to electric motive 
power, for driving cabs, ‘buses, tramcars, printing presses, and so 
on—even colliery winding and rolling-mill driving being claimed as 
within its scope. In such connection it acts on the Ward-Leonard 
principle; for instance, on an electric 'bus fitted up by Mesers. 
Crompton, which has recently run 60 miles on one charge, the auto- 
converter is employed as an intermediary between the battery and 
H 7 t 


Fic. 17.— TR C.M.B. Аџто-Сохуввтав. 


the motors, without increase in weight over the ordinary equipment 
— for all starting resistances are done away with, and the controller 
is reduced to a field-controlling device of insignificant dimensions, 
operated by a pedal With this equipment any speed from a 
crawl to full speed, ahead or astern, can be obtained with the 
greatest ease, and a powerful regenerative effect is produced during 
braking | 


The auto-converter is provided with ball bearings, which, once 
fitted, need no further attention, so that it can be placed in any dry 
situation and simply switched on and off like an 4. 0. auto- 

transformer. It is made іп siz3s ranging from 1 kw. upwards; the 

efficiency at full load of the smallest size, with a ratio of 5: 1, 
converting from 250 to 50 volts, is given as 72 per cent., and at half 
load 65 per cent.—remarkably high values for so small a machine. 
Auto-converters for ratios up to 10: 1 can be made, but are less 
efficient. For a 30-kw. machine, with a ratio of 5 : 1, the efficiency 
claimed is 92 per cent. at full load and 88 per cent. at half load. 

Extreme pressure on our space forbide more detailed reference to 
this machine at the moment, but in view of ite importance we shall 
return to the matter in a later issue. 


Electrie Cooking by Silundum: The“ White City ^ 
Exhibit. 


In their exceedingly attractive Electric Home,” situate in the 
grounds at the White City, the most important thing to be seen 
from an electrical point of view is the exhibit of ''Silundum " 
cooking and heating apparatus in the kitchen department. Our visit 
to this year's exhibition does not incline us to break forth into song 

ing its wonderful attractions, for we are far from being 
impressed by them, though there is no doubt whatever that, given 
fine weather, a very pleasant evening may be passed in the grounds, 
for the latter are the better for this being their second season. 
Any of our readers who may find their way there during the next 
month or two must make a point of seeing this Electric Home 
in the Elite Gardens, if only to see the “ Silundam” cooking 
demonstration. The ' Home” is most artistic and effective in the 
ents and furnishings of ite different apartments, and if it 
does not catch the fancy of the public, and leave a very good 
impression of everything electrical upon their mind, it will not be 
a Simplex fault, for from start to finish the collection of home 
appliances is designed for popular purposes, and in our opinion it 
is bound to do the. gen cause of eleotricity good, and get the 
word “Simplex” engraven upon the memory of thousands who 
never before heard of it in electrical connections. 

The exterior of the building combines coloured tiles and 
rough cast work, presenting a strong contrast to the whiteness of 
the buildings. 


The internal arrangement of the building has been carried out 
with a view to average requirements only, and complicated and 
expensive arrangements have been avoided. E 

The “Home” has five rooms, comprising a large showroom, in 
which visitors may examine the various classes of electrioal 
apparatus, for the dining room, drawing room, bedroom, and 
kitchen. The showroom contains a representative display 
of electric lighting, cooking and heating apparatus, and so on, 
at various prices, in addition to other manufactures of the company, 
such as conduits, wires, cables, accessories and distribution boards 
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Fra. 18.—S81nunpum TOASTER. 


which are prominently displayed on specially designed show- 
boards. Into all the details in the different apartments it is not 
necessary to enter here. | 

As our readers are aware, the new material Silundum is a compound 
manufactured in an electric furnace, consisting principally of the 
carbides of silicon and boron subjected to a temperature of 200° O. 
The specific resistance of Silundum is approximately three times 
that of carbon, and it esses a small positive temperature 
coefficient of resistance. It can be adapted for almost any voltage, 
but the standard pressures are at present limited to those between 
100 and 250 volts. The nature of the compound renders it 
admirably suited for the use to which it is put in connection 
with electric cooking, it being entirely unaffected by acids or 
alkalies; and water and grease spilt over the elements them- 
selves, even when on circuit, have no effect whatever. A tempera- 
ture of 3,000° F. can be reached in open air without oxidisation 
or any chemical or visible change. The material is, however, when 
made in rods—in which form it is adapted to electric cooking— 
brittle; but to guard against accidental damage, in every case the 
elements are efficiently protected by a cast-iron grid. It has the 
further advantage of being unaffected by being left on cirovit for 


Fie. 19.—Sipunpum MiINHATUBI CooktNo RANGE. 


any period of time. The advantage of this Silundum apparatus as 
against wire resistance coils will be at once apparent, as the latter 
cannot be run at temperatures sufficiently high to admit of toasting 
or grilling, and other operations requiring incandescent heat. 

The Simplex Co. are at present introducing a number of useful 
forma of cooking appliances, principally confined to cookers, grills, 
toasters and ovens. The breakfast cooker is perhaps the most suitable 
for ordinary use, as several operations may Ъз carried out at one time, 
vis , grilling, toasting, and boiling water. These operations which 
are entailed in the cooking of a complete meal can be accomplished, 
we are told, in under 20 minutes, and as the full load of the 
apparatus is only 1,000 watts, the cost of the energy required is 
exceedingly low. In the amall class of apparatus facilities for heat 
regulation are not provided, but in the case of ovens, one-third, two- 
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thirds, and full heat are allowed for in the course of ordinary cooking 
operations. The working temperature is about 2,000° F., in 
which case the silundum rods assume a cherry red appearance. We 
understand that extensive plant is being Iaid down for the manu- 
facture of this class of apparatus, for which an exceedingly large 
demand is anticipated in the near future. Demonstrations of this 
system sre beld daily at Simplex Co.’s exhibit at the White City. 

The ''Siluudum " apparatus for electric cooking by incandescent 
heat is being manufactured by the BRITE Рвомктнков Co., LTD., 
of Salop Street Works, Highgate, Birmingham, and from the 
catalogue recently issued by them we select two typical examples 
for illustration. Fig. 18 is the No. 5,000 toaster, with removable 
and reversible holders. Its dimensions are 53 in. x 74 in. x 114 in., 
and it has an ares of toasting surface 6 in. x біп. Fig. 19 illustrates 
a miniature cooking-range specially useful for breakfast purposes, 
with side pieces or wings, and polished copper kettle. 


UNDERGROUND CONDUIT 
CONSTRUCTION.* 


By 8. B. WAY. 


UPwaABDps of 170,000 duct-ft. of all-concrete or monolithic conduit 
has been laid in St. Louis within the last three years; fulfilling 
every requirement for all uses, from single-duct runs with frequent 
junction or service boxes, to replace Edison tube, to heavy isolated 
runs for high-tension cable. 

The ideal conduit, or housing, for underground conductors must 
have smooth, clear, jointless, flreproof duct openings, free from 
pockets or depressions in which water may lodge; should be laid to 
true grade to drain to manholes; must be constructed ot a material 
of high electrical resistance, which will be homogeneous and will 
not deteriorate with age; must be strong and able to sustain 
е; and a considerable load over fairly long spans, and must be 
cheap. 

It has been found that all-concrete or monolithic conduit 
possesses many advantages over a conduit built up of pipes of 
whatever natüre, in that with such construction the structure 
becomes homogeneous ; occupies less space for a given number of 


ate set to grade and perfect alignment on 16-ft. centres in the 
bottom of the trench. These duct-form supports serve to bold the 
forms or moulds for producing the duct openings dp ped in place and 
in true alignment while the concrete is worked into place in the 
bottom of the trench. The duct forms or moulds consist of 16-ft. 
sections of clear, straight-grained timber, previously dressed to the 
shape of a U, and are held down in the duct-form supports against 
the buoyancy of the plastic concrete by suitable cast-iron or other 
weights. When the duct forms are set, concrete of the proper 
mixture for good work is dumped into the trench, rammed and 
puddled around the forms, and finally struck off level with the tops 
of tbe moulds. The concrete is then allowed to take ite initial set, 
whicb in favourable weather requires about tbree hours, wben the 
duct forms may be removed by simply lifting them upwards and 


Ето. 3.—Tagnones with Forms FiG.4.—OPzx.ToP Doors WITH 
READY FOR CONCRETE. CONCRETE COVERS. 


out of the concrete, leaving smooth, straight, continuous U-shaped 
grooves. Fig. 3 shows the trench with forms set ready for the 
concrete ta be dumped in. | 

After the duct forms are removed, the grooves are open to the day- 
light for the full length of the construction, and every possible 
facility is afforded for perfect and rapid inspection. Any faults in 
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Еа. 2 —CouPaARISON OF EARTHENWARE Costs. 


AND MonmorrrHic COR port. 


ducts of equal sise; permits perfect inspection of each duct from 
end to end incidentally to the laying of each tier; provides smooth, 
straight, clear, jointless and fireproof duct openings from manhole 
to manhole ; eliminates handling, fitting, breakage and cost of pipe ; 
requires no factory, and but few and simple special tools ; and for 
average duct sections uses no more material (concrete) than is 
required for the armour or envelope of pipe construction. The 
amount of concrete per duct-foot required for various duct sections 
for multiple-duct tile and for monolithic conduit, and the cost per 
duct-foot of completed work, exclusive of trenching, refilling and 
repaving, are shown by curves in figs. 1 and 5. These curves were 
plotted from results obtained in actually laying a considerable 
quantity of each type of conduit, under the same supervision and 
by the same men. The multiple-duct tile was laid with a J. in. 
armour of concrete and with the interstices between the tiles filled 
with fine concrete, while tbe monolithic conduit was provided with 
24 in. of concrete between the ducts and the bottom and sides of 
the trench, with а cover or top 3 in. thick. The items of trenching, 
refilling and repaving are nearly constant for each type of conduit, 
except а small differential of about $d. per duct-foot in favour of 
monolithic conduit due to the smaller trench and consequent 
reduced excavation and hauling of displaced earth required by the 
monolithic construction. Typical cross-sectiong of multiple-duct 
earthenware and monolithic conduit are shown in fig. 2. 

The construction of monolithic conduit involves only the com- 
paratively simple methods of good concrete work. After a trench 
of suitable width and depth has been excavated, duct-form supports 


* Abstract of an article published in the Electrical World, N.Y., 
June 17th, 1909. 


the work may be instantly detected, and this in itself is a potent 
factor in securing first-class work. 

The ducts are closed in by laying across the top of the structure 
thin, smooth plates, or alabs, of concrete moulded on the site of the 
work. These slabs are made of just sufficient width to lap over each 
outside duct a short distance, and are laid as illustrated in fig. 4, 
with a small quantity of mortar to seal the joints, They serve the 
double purpose of closing in the top of the ducts and of providing 
a support for the next layer of concrete, in which an additional tier 
of ducts may be formed in the same manner as the preceding tier, 
this operation being repeated as often as necessary to produce the 
required number of dact openings. Thetop of the conduit is closed 
in in the same manner, with the exception that the top layer of 
concrete contains no duct forms and acts simply as an armour to 
protect the conduit construction from future excavators. 

In addition to its lower first cost and other important advan- 
tages, monolithic conduit is especially well adapted for use as a 
conduit for local distribution. Blind” handholes, or service 
boxes, are readily moulded in the concrete structure, intercepting 
any desired number of ducts. In moulding these handholes or 
service boxes, the duct forms are allowed to pass through, and the 
concrete flowing around the duct forms is stopped off by suitable 
forms arranged to fit closely around the duct moulds. Such hand- 
holes or service boxes can be installed at as frequent intervals as 
desired without increasing the cost of the construction, inasmuch 
as no additional material is required. The top of the handhole or 
service box is closed in after the conduit is finished by a suitable 
cast-iron or concrete cover, made loose so as to be removed readily 
lu case it is desired to open the box for taking off services. 
Monolithic conduit has been laid ander a great variety of street 
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conditions, and during all seasons of the year, with perfect success, 
and with & material saving in cost over the various pipe methods 
of duct construction. 


PROCEEDINGS OF INSTITUTIONS. 


The Radio-Telegraphic Station at Cullercoats. | 
By AAdn S. M. Вовинвен. 


(Abstract of paper read before the INSTITUTION OF ELEOTRICAL 
EmGismBBS at Newcastle, May 24th, 1909.) 


Тнк building of the Cullercoats radio-telegraphic station was 
started in February, 1906, and the mast and house were completed 
about June, 1906. i 

The mast is a lattice-built pole which was completely constructed 
to its full length lying on the ground. After fixing the upper ends 
of the guys to the mast, it was lifted bodily into position by means 
of a derrick crane. | 

The mast serves to support the antenne, which originally took 
the form of an inverted fan, consisting of eight wires connected at 
the top and about 60 ft. from the ground, spread at equal distances 

between two smaller masta, 150 ft. a The wires were connected 
to the inlet insulators on the roof, four wires meeting at each of 
the two inlets. 

The present antenne are made in the umbrella shape. Eight 
wires are saspended between the top of the pole and eight iron 
posts, arranged on the rocks and on land at nearly equal distances 
apart, in a circle round the pole. The ре 160 ft. of each wire 
forms part of the antenne, and is separated by a long insulator of 
hard rubber from thé rest of the wire, whigh only serves as a stay. 

The lower ends of the eight antennz wires are connected by an 


octagonal boundary wire. 

At the top of the mast four wires come together on each side, 
and are there joined to two copper cables which run down to the 
leading-in insulators on the roof. The two half parts are suspended 
from the top of the mast by means of a series of porcelain insu- 
lators, and similar insulators are used to cut the guys into short 
lengthe. The insulators are constructed so that the wires are looped 
into each other through the insulators, and in case an insulator 
breaks the wires will remain in position. The antenne are made of 
seven-stranded silicium-bronze wire, No. 20 gauge. 

The earth connection consists of 70 copper wires of about 2 mm. 
diameter, laid about 6 in. under the surface, and spreading from the 
centre of the cabin in all directions like spokes in a wheel. The 
average length of the earth wires is 130 ft. 

The engine room contains a motor-generator and the necessary 
regulating apparatus. The town supply at 480 volts is used. The alter- 
nstor gives 90 to 120 cycles, according to the speed, and, by field 
regulation, the voltage can be altered from 300 to 600 volts. To 
protect the dynamo from high-frequency induction, the cables pass 
through choking coils with spark arresters before they enter the 
operating room, where the telegraph key and a variable reactance 
are inserted in the circuit, which is completed in the spark-room, 
through the primary winding of a transformer. The secondary of 
the transformer is connected to the spark-gap, across which is shunted 
a battery of Leyden jars and a self-induction helix, forming the 
closed oscillatory circuit; the antenne and the earth connections 
are taken off from two points of the same helix, thus forming a 
so-called galvanic or direct coupling. As the fundamental wave- 
length of the antenne (i.c, the wave-length obtained when the 
antennse are connected direct to earth through the spark-gap) is 


800 metres, and the normal working wave is 600 metres, the | 


antennes are “ shortened " by an inserted small battery of Leyden 

jars. Over these jars the antenne are “interrupted” by an anchor 

gap, which ordinarily leaves the antenne disconnected from 
sender, but during sending is bridged across by a spark. 

A branch of the antenne comes into the operating room to a 
switch, by which it can be joined through a self-inductance and a 
condenser to earth. This apparatus forms the receiving circuit. 
The condenser consists of a set of semi-circular plates, which can 
be turned in and out in the spaces between a set of similar fixed 
plates, whereby the capacity can be altered. The helix has 100 
turns of thick insulated copper wire about 1 mm. in diameter, and 
terminals at different places, arranged so that a number of turns 
in steps of five can be branched off. If self-inductance and capa- 
city are arranged in series with the antenne and earth, the receiver 
can be tuned to wave-lengths from 300 to 1,000 metres, and when 
the condenser is shunted across the inductance, to wave-lengths of 
between 800 and 2,500 metres. 

Inductively coupled to the tuning helix is another coil, the ends 
of which are connected to the detector, in this case a De Foreat 
electrolytic cell, by means of which the received energy is trane 
рна into audible signals composed of long and short sounds in а 

ephone, 

Ordinarily, the operator on duty is constantly listening in this 
telephone and on 600 m. wave-length. A ship intending to com- 
municate with the station will send a call signal with the names 
(in code) of the called and the calling station. To reply, the 
ог breaks the antenne switch, which, in its other position,closes 

circuit to the control relay of the motor-starter, the motor starts, 
and ín 10 seconds the transmitter is ready for making the reply. 
When this bas been done, the antenne are switched over again, the 
motor stops, and receiving conditions are immediately re-established. 


In this way the communication is kept up between ship and shore 
station aslong as working requires. | 

In November, 1906, & receiver of the Poulsen type was installed 
at the Cullerooats station, and at the first test signals were received 
from the Danish stations, Lyngby and Esbjerg, over distances of 
&bout 400 and 600 miles respectively. Early in 1907 au experi- 
mental arc was set up in Cullercoats, and very satisfactory results 
were obtained, considering the energy and the small antenne then 
used. In 1908 the antenne at Lyngby and Cullercoats were 
extended, and the stations equipped with generators of up-to-date 
design, and since then perfect working has been obtained at all 
times between the three stations. | 

The generator is built in the following way:—On an iron foot- 
plate are mounted two vertical iron cores, round which the magnetic 
field coils are placed. Above the coils an air-tight double-walled 
box is placed between the cores, and horizontal pole-pieces pass 
through the box on each side, an air space being left between them. 
The arc electrodes are passed through the end walls of the box, but 
are insulated from it, and are placed so that the arc is burni 
between the magnet poles. The copper electrode is in a fix 
position, while the carbon holder can be moved to and fro by a 
screw for adjusting the arc length, rotated by a small motor 
through wormgear. Outside the box the electrodes end in 
metallic plates with radiators for air cooling. From a sight feeder 
(such as is used for oil in gas engines) methylated spirit is dropped 
into the arc, and by its decomposition generates the necessary 
hydrogen atmosphere. | 

The direct-current supply passes from the switch through a 
variable resistance, the magnetic field windings, and two air-cored 
choking coils, to prevent oscillations in the mains, to the arc 
electrodes. 

The signalling is effected by letting the telegraph key short- 
circuit a part of the self-induciion in the circuit, so that the arc is 
oscillating during the whole period of working, but two different 
wayes are radiated, corresponding to marking and spacing. . 

It will be understood that as long as the key is pressed the tráns- 
mitter generates a persistent train of constant oscillations, and con- 
sequently nothing would be heard in an ordinary receiver for 
audible signals. To produce sound it is necessary to cut the 
oscillations up in groups, occurring with & frequency which can 
be heard. By the “ticker,” a very ingenious arrangement of 
Mr. Poulsen’s, it is possible to advantageously employ this method 
in the receiver. | 

Thé signal is marked in the telephone by a ticking noise, from 
which the apparatus is named. 

This method allows a considerable amount of energy to be given 
off in the receivér at one time, although only oscillations of very 
small amplitude are created in the sender, while at the same time 
it requires and makes use of the sharpness of tuning obtained by 
undamped waves. 

Detectors can be used without the '' ticker " for printing arrange- 
ments. A specially sensitive type is the . printer, in 
which the feeble direct current obtained from the detector is 
pee through the fine wire in an Edelmann thread galvanometer. 

e wire moves in front of a slot, and through a microscope the 
slot is photographed, with the moving shadow of the wire, on a 
strip of sensitive paper. As the mass of the wire is extremely 
small the speed is nearly unlimited, as long as energy enough is 
obtained to give a visible movement. In this way messages have 
been received in Lyngby from Esbjerg at a rate of 300 words a 
minute, and at Cullercoats from Lyngby up to 100 words a minute. 


Institation of Electrical Engineers’ Conversazione. 
—Once a year the Institation, as though to mark the modernity of 
the science on which it is based, disports itself amidst the homés 
of our many ancestors. This year the linked sweetness long drawn 
out currently known as the Diplodocas was, however, not on view, 
having, it is said, been somewhat shocked last year with what went 
on in its presence ; and it is ramoured that the creature expressed 
its regret at being so very much undressed in a dress gathering. 
The programme included an excellent selection by the string band 
of the Royal Engineers in the main hall,and by the Alexandra 
Ladies’ Quartette in the Shell Gallery. Mr. Mordey, Pres. I.E.E., 
and his daughter, Mrs. E. O. Henrici, received the guests. The 
evening of June 30th was perfect as regards weather, and Nature 
smiled as a compliment to the selection, for probably the last time, 
of the Natural History Museum as the place of meeting, and seemed 
quite oblivious of the preceding 29 days of rain which she had во 
generously provided in apology for a dry May. Next year the 
Institution will presumably hold this annual festival in ite own 
building. The change from South Kensington will be regrettable 
in many ways, for the surroundings at the Museum add a pic- 
turesque quality to the affair that cannot be duplicated in any 
ordinary building. Among the principal guests were:—Mr. J. 
Ardron, Profs. Н. E. Armstrong, Н. T. Bovey, H. L. Callender, 
H. 8. Carhart, H. Cox, and H. T. Davidge, The Right Hon. W. G. 
Ellison-Macartney, Col. J. A. Ferrier, Mr. 8. G. Gamble, Sir John 
Gavey, Mr. Charles Hawksley, Capt. The Hon. F. Hemphill, Prof. 
O. Henrici, Col. H. C. L. Holden, Col. Sir T. H. Holditch, Dr. T. M. 
Lowry, Mr. О. О. Mailloux, Major W. A. J. O'Meara, Bir C. J. 
Owens, Bir Robert J. Parker, Sir W. H. Preece, Brig.-Gen. R. M. 
Ruck, Prof. Bir T. E. Thorpe, Prof. W. A. Tilden, Sir C. E. Troup, 
Prof. W. C. Unwin, Mr. A. J. Walter, and Prof. W. P. Wynne, 
as well as, of course, very many prominent members of the 
Institution. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELEOTRICAL GOODS. 


ECUADOR.—All goods imported into the Republic require, for 
the purpose of clearance through the Customs, the presenta- 


tion of a Consular invoice stating (a) the name of the sender 


and of the consignee of the goods, and of the ship, her 
captain, flag, and place of destination ; (5) the total valae of 
the merchandise included in the invoice; (c) marks and 


numbers, and number of packages; (d) the kind of package 
(e.g., whether bales, cases, casks, &c.) ; (в) the gross and net 


weight, in kilogrammes, of each package separately, or of & 
number of packages containing similar merchandise; (/) 
contents of the packages, stating precisely the kind of 
merchandise, without employing general terms sucb as 
" woollens," “ cottons,” “ironware,” &c. Invoices must be 
signed by the sender or his representatives at the port of em- 


barkation ; and every document referring to the same invoice 
must bear the same signature, or be accompanied by a deed 
of attorney certified by the Ecuadorian Oonsul explaining 
the absence of such signature or the substitation of another. 


Shipowners who receive on board their vessels cargo 
destined for Ecuadorian ports must present to the Uonsul а 
freight-list or general manifest for each port of destination, 
giving particulars of all bills of lading, viz. (a) name of 
shipper or shipping agent; (ö) name of consignee at the 
port of disembarkation ; (c) marks and numbers, and number 
of packages, specifying the kind of package (whether bales, 
barrels, &c.) ; and (d) the value of the goods covered by the 
bill of lading. The Consul who certifies the Consular invoice 
must also certify the corresponding freight-list and vice versd. 
Shipowners must present in addition a list of the parcels 
embarked on their vessels for Ecuadorian ports without bill 
of lading, which list must state:—(a) Shipper’s name; (b) 
consignee's name; (e) port of destination ; (d) gross and net 
weight of each parcel, in kilogs.; aud (¢) declared value. 


Consular invoices, general manifests, and lists of parcels 
shipped without bill of lading, must each be made out in 
quintuplicate, and all the copies must be presented for 
Consular certification. Taese documents should be presented 
before the departure of the vessel from the port of shipment, 
but may be taken out subsequently and marked by the 
Consul as deferred.” 


Ecuadorian Consuls are authorised to charge the following 
fees for the certification of documents:—For certification 
of invoices up to the value of 100 sucres, 2:00 sucres; for 
certification of invoices of a value exceeding 100 sucres, 
2 per cent. of the declared value; for certification of freight- 
lista, 20 per cent. of the aggregate invoice fees; for certifica- 
tion of liste of parcels shipped without bill of lading, 
0:25 sucre per parcel; for certifleatjon of any declaration 
referring to invoices, freight-lists, &o., 10'00 sucres. 


When invoices, freight-lists, or lists of parcels are pre- 
sented for certification after the departure of the vessel, the 
above fees will be increased ag follows:—-For invoices, 
1 per cent. additional; for freight-lists, 10 per cent. addi- 
tional; for liste of parcels, 0:10 sucre more for edch paroel. 


In the absence of an Ecuadorian Consul at the port of 
shipment, application should be made to the Consul at the 
nearest place, if practicable, or to the Consul of a friendly 
nation, duly authorised by the Ecuadorian Government, or 
to the principal local authority. 


(To be continued.) 


French Banking Enterprise in Hungary. — It is 
reported from Buda-Pesth that the question of converting to 
electric traction the railway between Fiumc, Cameral and Mora- 
vieza, has been under consideration for some time past, especially 
as the efficiency of steam locomotion, owing to the many difficulties 
of the line, is very low. It is now believed that sources of power 
have been discovered in the water-powers near Zengg, which will 
render it possible to easily proceed with the transformation of the 
railway. These sources are in the possession of a foreign company, 
which some time ago submitted an offer to the Hungarian Govern- 
ment regarding the introduction of electrical working on the rail- 
way, the scheme providing for the erection of a generating plant of 
30,000 H.P., 1:24 mile to the south of Zengg for the railway, and 
for supplying Fiume, Agram, Abbazia, Trieste and other localities. 
In connection with these statements it is announced that for the 
realisation of the scheme a limited company has been constituted 
at the Austro-Hungarian Consulate iu Paris, with & capital of 
£160,000, and the intention is to issue priority bonds of £833,000, 
which are to be taken over by the French promoters, The latter 
include the Banque Transatlantique, two French institutions and 
several French bankers, and the representatives of this group are 
shortly to visit Fiume to settle the registration of the company. 


electric motors on 


- NEW PATENTS APPLIED FOR, 1909. 


iy c exponi for this journal by W. P. Тномрвои & Oo., Electrical Patent 
is, High Hol London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed, 


14,480. ‘ Electric bacteria destroyer tanks." T. WirLLiaws. June 2186. 

14,457. "Improvements in telephone exchange electric selecting systems.” 
J. E. Кіноввсаү. (Western Electric Co., United States.) (Date applied for 
under Rule 18, August 15th, 1908. An invention comprised in application 
No. 17,909, dated August 15th, 1908.) June 91st. 


14,648. “Improvements in electric ovens." J. G. CM DS and T. B. HILL. 
June 318+, 


ae Bonding and electrical continuity device." G. Силвквон. June 


14,622. “Improvements in or relating to non-interchangeable safety fuses 
for electrical circuits."  BigMENS BCHUCKERTWEREE G. m. b. H. (Date applied 
for under Sec. 91 of the Act, June 28rd, 1908, being date of application in 
Germany.) June 22nd. (Complete.) 

14,628. ‘ Improvements in apparatus for controlling a plurality of independent 
electric circuits.” J. J. BTOCKALL, jun. June and. 

14,660. “Improvements in electrolytic apparatus.“ W. TTHuM. June 22nd, 
(Complete.) 

14,674. Improved device for controlling electric arc lamp carbons.” H. D. 
WEAVER. June rd. 

14,675. Improvements in or relating to the suspending or supporting of 
electric incandescent lampi ane the like, and to the raising and Jo of the 
same." J. Learn. June А 
‚ 14,696. “Improvements in and relating to C for 
Ше 5 reception and indication of preconcerted S A. E. 

ICKERY. June i 


14,717. "Improvements in telegraphic instruments.“ G. L. Hioci. 


June 28rd. 
14,731. “Improvements in ed control and braking apparatus for eleo- 
trioally- propelled vehloles.“ . N. Stewart and E. Foss. June rd. 

14,783. “Improvements in and relating to the mounting or supporting of 

electrically-propelled vehicles.” W. №. Srewarr and E. 
Foss. June 28rd. А 

14,766. Improvements in and relating to electric filament lampe and the 
like." A. E. Lamxmand T. R. Nunwick. June 98rd. ' 

14,790. “Improvements in ironclad electric switches." C. Н. PEARSON, 
June 24th. 

14,793. ''Electric indicator for skitéle grounds.“ HERMANN SCHLUTER. 
June 94th. (Complete.) 

14,808. “Improvements in and relating to electric searchlighis." SIzMxxs 
Bros. & Co., LTD., and J. Н. Ввлргку. June Mth. (Complete.) 

14.826. “ vements in electric signalling. R. A. Fessxupex. (Date 
applied for under Sec. 91 of the Act, July 30th, 1908, being date of applica- 
tion in United States.) June 94th. (Complete.) 

14, 888. Improvements in or relating to electric switches.“ R. P. How@Rave- 
GnaaHAM. June Mth, 

14,858. “Improvements in or relating to electric furnace electrodes." 
C. BixonaM, June 96th. 

14,878. “Improvements in or relating to electric olocks.“ F. Hor DAR. 
June 96th. | 

14.898. New or improved manhole cover for sewers, electrical conduits and 
similar purposes." R. Амкв. June 26th. 

14,899. "Improvements in electric quantity indicators." R. KENNEDY. 
June 28th. : А 

14,911. * Improvements in or connected with telegraphio apparatus for use 
on road vehicles and the like. У, Снлрвувки. June 26th. 

14,934. “Improvements in and relating to eleotrio reflector lampe." C. C. 
RrcwART. June th. 

14.997. Improvements in electrical induction furnaces.” CARL GRUNWALD. 
(Application for patent of addition to No. 8,599/00. Date applied for under 
Sec. 91 of the Act, October 2nd, 1908, being date of application in Germany). 
June 96th. (Complete.) | 

14,979. “ Improvements connected with the raising and lowering of arc 
lamps and the like." A. WUNDERLICH and G, A. Носнкв. (Application for 
patent of addition to No. 25,398/07). June26th. (Complete.) 

14,980. “Improvements relating to the rectification of alternating electric 
currents and to devices for use therein." E. FassLkR. June 26th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
. THoMPsoN & со 822, High Holborn, W.C., and at Liverpool and Bradford ; 


price, post free, 9d. (in stamps). 


1908. 


AuToMATIC Execrric Сот-Оств. A. J. Boult. (Electrical Manufacturing Co. 
12,142. June ith. . 

AsyMMETRIO ELECTRIC CONDUCTOR OF THE ELECTROLYTIC ТҮРЕ APPLICABLE FOR 
Usk ом Кікствіс CURRENT MopiFyinG DEVICE AND FOR OTHER PuRPOSES. 
British Thomson-Houston Co. (General Electric Co., United States.) 
12,267. June Sth. 

INSTALLATIONS OF ELECTRIC LAMPS HAVING МЕТА FILAMENTS. W. Dierman, 
12,398. June 9th. 

TELEPHONE APPARATUS. А. M. Cobb. 16,029. July 25th. 

PoRTABLE EvectromaGnets. W. A. Trier. 16,597. August 6th. 

IGNITER WITH INTERMEDIATE ELECTRODE ARRANGED BETWEEN THB ELECTRODES. 
T. Bergmann. 17,816. August 25th. 

IGNITION DEVICES FOR INTERNAL-CoMBUSTION ENGINES. Н. N. Bickerton, P. W. 
Robson and National Gas Engine Co. 18,621. Septeniber 4th. 

SECRECY SYSTEM FOR WIRELESS COMMUNICATION., L. de Forest. 20,688. 
October Ist. 

-—  — Á— нй 


1909. 

ELECTRICAL Resistance Coins oF CovrRED Wire. Siemens-Schuckert- Werke 
Ges. 580. January 9th, (Date applied for under International Convention, 
January 9th, 1905.) 

Evectrio CANDLE Lamps. C. C. Regnart. 5,567. March 8th. 

MEANS FOR SUPPORTING TELEPHONES. H. F. Hansell. 7,081. March 240. 
(Date applied for under International Convention, February 4th, 1909.) 
MANUFACTURE OF ELECTRIC GLow LaMPs WITH METALLIC FILAMENTS, Bergmann 
Elektricitats Werke Akt..Ges, 9, 265. April 19th. (Date applied for under 

International Convention, February 18th, 1909.) 
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THE CITY LIGHTING. 


THE public lighting of the City ef London has for decades 
been the subject of controversy, and seems destined to remain 
in that category for some time longer, if we may judge by 
the report of the deputation to the Continent, which has 
just been issued. This deputation consisted of five members 
of the City Corporation, who, unprovided with expert advice 
and assistance, fared forth to investigate the systems of public 
lighting in vogue in some of the chief Continental cities. 
They visited Brussels, Cologne, Düsseldorf, Dresden, Vienna, 
Munich and Paris, and found that not one of these cities had 


adopted high-pressure incandescent gas lighting in any form, 


and only two of them were even experimenting with it. 
Yet they came back with the recommendation that high- 
pressure incandescent gas lamps with inverted burners 
should be adopted by the City of London, apparently 
because Berlin alone, which uses a number (not stated) of 
lamps of this type, has decided to adopt, the system throughout 
the principal streets ! | 
The first, and presumably the principal, recommendation 
of the deputation is that, wherever possible, the streets 


should be lighted by means of centrally-hung lamps with 


lowering gear, because the number of obstructions upon the 
footway is already so large. We might point ont that the 
lamp-trimmers at present go up the arc lamp-poste and cause 
no obstruction whatever. As for the centrally-hung lamps 


in Cannon Street, they are trimmed in position with the aid 


of portable ladders, in the early hours of the morning, when 
there is very little traffic ; there would be no less obstruction 
if lowering gear were used—rather more, indeed, if the 
operation of trimming was not then restricted to the small 
hours as at present. Open spaces, says the report, should be 
lighted with lamps on standards, fitted with lowering gear. 

Our readers are now in a position to realise the full beauty 
of the recommendations of this well-meaning but absolutely 
inexpert party of inspectors of public lighting. The 
report, briefly summarised up to this point, recommends that 
high-pressure inverted incandescent gas lamps shall be used, 
centrally-hung wherever possible, and provided with lowering 
gear. Who ever saw, or even heard of, such a system ? 
Not only does the deputation recommend a lamp that is 
found in only one of eight great cities on the Continent, but 
it advises the adoption of a combination of lamp and 
suspension that it has never seen at all ! 

It is after digesting the foregoing propositions that we 
arrive at what proves to be the redeeming feature of the 
report—the concluding recommendation: “ Where gas is 
impracticable, electricity with open arc and flame arc lamps 
should be installed.” Seeing that high-pressure gas lamps 
with lowering gear are quite out of the question as regards 
practicability, the ultimate effect of the report, it seems, is 
simply this :—Arc lamps shall be used, centrally-hung where 
possible, otherwise on standards, and equipped with lowering 
gear. 

D 
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How far is this conclusion justified by Continental 
practice ?—If we examine the report, we find that in every 
instance the deputation finds that the important streets are 
lit with electric arc lamps. There is no escape from it—no 
exception; electric arc lamps are the first illuminants to be 
mentioned in each of the eight cases. In some instances 
electric glow lamps are used also ; gas invariably is mentioned 
last. | | | 

As regards the expression “ open arc and flame arc lamps," 
this in iteelf indicates the inexperience of the deputation ; 
no one who knows anything about the subject would think 
of installing open arcs for public lighting nowadays. 

Why does Berlin alone propose to use incand scent gas 
lighting throughout? If we look into the details, we scon find 
the reason: the municipality supplies gas from its own works 
charging 18. 44d. per 1,000 (said to be cost price) for public 
lighting, and no less than 3s. 6d. to private consumers ; 
electricity is supplied by a company—cost not stated. In 
London, gas for public lighting is supplied at 23. 4d. per 1,000. 


Another significant feature—one to which we are accus- 


: tomed in connection with this question—is this: while, in 
the case of arc lighting, the illumination as measured near 
the ground level is generally stated, in the case of gas 
lighting we are given only the estimated candle-power of the 
lamps themselves. "The numerous data given, therefore, are 
absolutely useless for the purpose of comparison—the essential 
feature is missing. Further, in Berlin, where high-pressure 
gas lamps are used, the height ќо burner ranges from 147 
to 18:7 ft. It is hardly necessary to point out that centrally 
suspended lamps would have to be placed 10 ft. higher, and 
the polar distribution С.Р. curve of the inverted gas mantle 
is such that, at this height, it would be quite useless 
for illuminating the ro&dway—assuming, of course, that 
centrally-hung . high-pressure inverted incandescent gas 
lamps with lowering gear had any existence other than in the 
imagination of the deputies. 

The latter apparently felt a lurking suspicion that there 
was something wrong; for they suggest that before any 


drastic alterations are made, further experimental lighting. 


be carried out. The parties concerned must be getting 
rather tired of these interminable experiments, but after all 
there is no better course, provided that the experiments are 
carried out with scrupulous fairness and under expert advice, 
with a single-minded desire to eelect the most economical and 
efficient system of illumination. It is to be hoped that in 
conducting such trials, the authorities will not fail to take 
into consideration the new situation created by the develop- 
ment of the metallic-filament lamp, which has been 
practically ignored in the report, but nevertheless bids fair 
to provide an ideal solution to the problem of lighting the 
less important streets. 


CHEAP POWER. 


11 is rapidly being realised that the provision of cheap 
power is vital to the industrial prosperity of this country. 
It is only necessary to quote as evidence of this the 
Presidential Address to the Municipal Electrical Association 
a week or two ago, the paper read on the subject at the 
eame Convention by the chairman of a Municipal Electricity 
Supply Committee, and the proceedings at the Local 
Government Board inquiry into the application by the West 
Ham Corporation for leave to borrow a large sum for exten- 
sions to their electricity supply undertaking. In each case 
the standpoint from which the subject was approached was 
different, but the final question reached was the same— viz., 


to what extent must the large power user contribute towards 
the capital charges of the whole undertaking ? In the 
majority of the municipal undertakings of the country, the 
question may be paraphrased as an inquiry as to.the number 
of generations to which “the sins of the fathers shall be 
visited upon the children." 

To illustrate our meaning West Ham will serve as an 
example, though others might equally well be cited, Ten 
years ago a supply for public and private lighting in certain 
parts of the borough was started, and was moderately 
successfal. A tramway load was added, which helped to 
improve matters, but even then in some years the sinking- 
fund charges had to be partly provided out of the rates. 

A part of the borough untouched by the private lighting 
supply presented great possibilities for industrial develop- 
ment, if really cheap power were available. The Corporation 
a few years ago adopted a spirited policy, built a new 
station, installed new and suitable plant, laid special mains, 


and took such steps to push their power supply business, 


that last year over 5) million units were supplied to that 
district alone, at an average price of less than one halfpenny 
per unit. 


In order to reduce the working costs of the undertaking, 
the original generating station has been abandoned, and the 
generation of energy for all purposes has been concentrated 
at the new station. The present buildings will suffice for 
large extensions of plant. This means that the total 
capital outlay on the undertaking with its disused 
generating station and extensive network of lighting mains 
is high, but that extensions of plant as well as of the 
mains necessary for the supply of large power consumers 
can be carried out for a relatively very small sum. 

The question argued before the inspector at the inquiry, 
and now under the consideration of the Local Government 
Board, is whether the Council were justified in the course 
they took—that is, to consider what portion of the 
total capital outlay was directly concerned with the supply 
to any particular class of customers, and only charge to them 
the annual capital charges required to mcet that part of the 
capital cost—or whether the capital charges for the year 
should be divided pro rata among all the units sold in the 
rame period, irrespective of the use to which they were put. 

It was pointed out, as justifying the action of the Council, 
that had the latter couise been adopted, not one power 
customer would have been sccured. The “sins of the 
fathers — represented by their enterprise in embarking in 
the business of electricity supply before finality had been 
reached in the design and methods of working of an electricity 
undertaking—would have prevented any present development 
or future prospect of power supply. "This would have been 
done, too, at the expense of the lighting part of the under- 
taking, for the diminished output for this purpose during 
the past year, due to the use of the new wire lamps, would 
have necessitated a rise in the price charged per unit. 

As a result of the policy adopted, this has been avoided ; 
the average price obtained for private lighting has been 
brought down from 3:66d. in the year the power supply was 
commenced, to 2:79d. last year, and the average price of all 
the power units sold has been :591d., one specially long- 
hour consumer getting his supply at 37d. 

Cheap power is having its inevitable result ; new indus- 
tries are being attracted to the neighbourhood, and older 
ones are extending their operations. ‘This means increased 
rating value and, more important still, more employment for 
the inhabitants. There are signs that soon the undertaking 
will be able to bear, as a whole, its full share of capital 
responsibilities, and that thus the policy of treating the 
power supply a8 à new business, to be considered on its 
own merits, rather than as an adjunct of the lighting supply, 
will be fully justified. 

What has been done by a municipality at West Ham and 
a company on Tyneside may be done— and, fortunately, has 
been done in some cases—elsewhere. The application of 
this principle needs caution, but, judiciously applied, it may 
bring increased prosperity to many undertakings without 
inflicting any disadvantage or injustice on the present 
consumers. 
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TEMPORARY REPAIRS TO STEAM SETS. 


Tux functions of the maintenance engineer of a power house 
do not only include the economical running of the plant 
and the upkeep of the same in an efficient condition, although 
this is the larger proportion of his work, and the part for 
which he is mainly paid. It may be taken that the better 
the maintenance of the plant the less sensational, as a rule, 
are the experiences of the engineer in charge of the same, 
and it is therefore best to keep a good and experienced 
maintenance engineer upon the staff at a respectable salary, 
in preference to economising wages and trusting to 
. Providence. At the same time, however, accidents may 
happen even in the best regulated power house, and it is at 
these times that the ingenuity and resourcefulness of the 
maintenance engineer provide a further test as to his worth. 
It is a first principle ia power-house practice that the plant 


which is available shall be kept running at all costs in 
order to avoid a breakdown to the supply of electricity, and 


this rule receives special emphasis nowadays, when such 
binding contracts as to reliability and continuity of supply 
are made in connection with the distribution of electric 
power. 

It may therefore be interesting to give one or two notes 
regarding breakdowns of power-house plant and the way in 
which they were overcome in a temporary manner, во. as to 
engble the supply to be resumed with a minimum of inter- 
raption. It is not, of course, suggested that these repairs 
are anything like standard practice, or that the efficiency of 
a temporary job to meet the conditions of the moment should 
be a pretext for its becoming a permanent repair. The 
possession of ingenuity and resourcefulness, however, in over- 
coming difficulties is of very great value, and it is possible 
that the following notes may bring forward further instances 
of rapid repair work which may be of use to engineers in 
power houses. | 

As an instance of a temporary repair may be taken a 
fairly common accident —that of a broken gland in a stuffing 
box (fig. 1). It is very seldom that the centre-piece is 
broken away, the fracture usually occurring at the side of 


the flange, generally at the point where the bolt or stud 
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Fia. 1. 


passes throngh the flange. Its usual cause is from the fact 
that the packing in the stuffing-box is too hard, or elae that 
the gland has been screwed too tight or screwed up unevenly 
between the two sides. If the gland in question is one 
which can be got off without unshipping a large proportion 
of the engine, the simplest way to effect & repair is to cut a 
strong steel plate to the shape of the gland flange (fig. 2), 
mark off upon it the position of the bolt-holes on the flange, 
and drill these out. This can be placed on the top of the 
broken gland, as shown in fig. 3, and in order to make up 
for clearance, if this is necessary, one turn of the packing 
can be taken out of the stuffing box. In the case of a gland 
such as that, for example, of a piston-rod, that cannot be 
taken off without a considerable amount of trouble, two of 
the holes. in the plate should be modified into 
the form of slots, as shown in the fourth 


n | 
Fia. 2. Fig. 8. - 


figure, the whole blade being thus somewhat of the 


shape of a horseshoe. By taking the nut completely off one 
stud or bolt, the blade can be slipped on this stud, which is 
therefore used as a pivot, and the blade is then swung into 
place and secured by means of the nut on the other bolt, 
which has previously been slackened back. It is found that 
this repair gets over the difficulty in a very quick and satis- 
factory manner. ! | 

It occasionally happens that trouble is experienced with 
the air pump, due to the fact that the brass guard for the 
valves comes adrift because the split pin securing the nut is 
. not in place. This may occur through this pin either 
breaking or working out ; the nut then becomes slack, and 


pieces of cover being thrown aside. 


if not found in time it works off, leaving the guard loose. As 
a rule, there is sufficient clearance in the pump to allow for 
this so long as the guard lies flat, but it is possible in 
one stroke for it to rise on its edge. The result of the 
occurrence will probably be that the cover of the pump will 
be broken into four or five pieces, althongh it is not likely 
that the stuffing box will be damaged. 

In a case of this kind, the repairs were carried out in the 
following manner :—A good strong stokehold plate, made of 
cast-steel, was taken, and the broken cover was laid on this 
and pieced together in the manner shown in fig. 5. The 
holes in the cover were then marked off on the plate and 
drilled, and a centre hole was cut in the plate to fit the 
spigot of the stuffing box. This stuffing box was thus bolted 
on to the plate accurately centrally, and the temporary cover 
thus formed (fig. 6) was fitted on to the air pump, the small 
It was found that this 


Fic. 6 


enabled the set to b» got away again and worked satis- 


factorily until there was time to order another cover from 
the makers. 

Au accident which, fortunately, does not occur very 
frequently in power-house work, but which is occasionally 
to be met with, is the breaking of a cylinder cover, due to 
one of the piston nuts working slack and fouling the cover. 
This kind of accident ів at its worst when it occurs on the 
high-pressare line of the engine, and the way in which this 
trouble was temporarily got over may be of interest. A strong 
plate, which, as a matter of fact, was a stokehold plate, was 
taken and holes were marked off on it, and drilled to suit the 
studs on the cylinder flange. This in itself would have been 
sufficient, when properly jointed, to have served for a low- 
pressure cylinder cover, or even a medium-pressure cylinder 
оотег, but, in order to strengthen it sufficiently to allow the 
high-pressure steam to be taken, it was suggested that strong 
iron bars should be bolted across the cover from stud to stud, 
as shown in fig. 7. Unfortunately, at the time, these bars 
were not available, and the somewhat risky expedient of 
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Fia. 7. 


using wood was adopted. Heavy timber baulks were 
obtained and laid across the top of the cover, as shown in 
the sketch, fig. 8, and these were secured with long bolts and 
wide washers to similar baulks on the underside of the 
cylinder. The baulks were protected from the action of the 
heat by interposing two thicknesses of asbestos sheet, and 
although the set was started up in fear and trembling, it 
managed to perform its work until the necessity of гаппіор 
the engine could be avoided. 

The above examples typify the class of trouble which a 
maintenance engineer is sometimes called upon to negotiate, 
and it may be that a considerable number of similar 
examples can be called to mind by enzineers engaged in this 
claes of work. 
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THE I. M. E. A. CONVENTION. 


Notes on Condensing and Water- Cooling Plants. 


THE above title very well describes the nature of the paper 
submitted in competition for the I.M.E.A. Travelling 
Studentship, 1909, by Mr. E. Lunn, of Huddersfield, who 
was the only competitor, and was, of course, successful. 

There is nothing very striking in this paper, but it is one 
of a cort that it is well to have from time to time, for it 
brings under review the different varieties of plant that may 
be employed on the condensing side of & steam station, and 
Should be of real assistance to the engineer who has condensa- 
tion in mind. A saving of 20 per cent. may be made by 
the 5 of suitable condensing plant, and on the face 
of it there appears no question as to the desirability of 
effecting this saving. But it is necessary to be very careful 
in drawing up an estimate of the saving to be expected. 
To begin with, the size of the plant and its cost must be 
known. | 

It may be assumed at first that the plant should be big 
enough to deal with the maximum load. Then it will coat 
so much. Next, what is the load-factor of the plant, and 
what are the working hours ? | 

Su that the load-factor is 124 per cent., and the 
conditions are that a plant of 100-H. P. capacity is put to 
the duty of saving 20 per cent. on the steam output of an 
average load of 124 per cent. This is the saving to be 
made, and as a set-off against the saving, there is the 
interest, on capital, depreciation and maintenance of plant, 
and the cost of steam to drive the air pump. 

An engineer faced with such a case will probably decide 
that he will be content with a poor vacnum during the 
period of peak load, for otherwise his condensing plant 
will cost him too much, and will absorb a lot of steam 
during low loads when working so much below ite capacity. 
It may, therefore, be an economy to install condensing 
plant much smaller than will give a good vacuum on the 
peak load, and yet will save fuel all the rest of the da 
without being too costly to begin with. . li 

The author sums up well in stating that the saving ought 
to be more than 10 per cent. on the cost of the plant, for it 
will cost this in interest, repairs, &c. 

When the engines are already taxed to their limit, con- 
densing plant may well be laid down to add 20 per cent. to 
their power, and in a case of this sort it becomes necesgary 
to consider the cost of an additional engine as compared wit 
the coat of the condensing plant. The advisability of 
installing an exhaust steam turbine ought also to be con- 

But ordinarily, unless the load factor exceeds 10 per cent. 
with cheap condensing water, or 18 per cent. when cooling 
towers are used, it will not pay to condense. 

Attention is drawn to the increased cost for higher vacua ; 
this is a ү deserving of special attention when cooling 
towers and lifting pumps are employed. The various types 
of 5 are briefly stated and their ralient features 
noted. 

The author has found that the 400 ft. per minute of air- 
pump bucket speed is usually too high, and has found better 
results when the speed of an 18-in. x 18. in. pump designed 
for 350 ft. per minute was reduced to 300, and even to 
250 ft. Hustling air pumps are probably a mistake ; they 
seem to have come into being as a bit of the general high- 
speed hustle of generating stations ; and the cases have not 
been few where a vacuum, poor because of air leakages that 
might be avoided, has been brought up to normal by over- 
running the air pumps—a proceeding not unlike that of the 
man who lifts himself by his own boot straps. 

It is noted that steam-driven pumps call for 50 to 100 
per cent. more steam than electrically-driven pumps, though 
this is often largely counteracted by the use of the pump 
exhaust for feed heating, a plan far preferable to sending 
the steam to the main condenser. But there is usually go 
much waste heat available for feed heating, that it is not 
always easy to see how to use it. 
| At page 60 we suppose the depth of the circulating trough 
is 7 1n.—not 7 ft. There troughsare stated by the author to 
be very inefficient coolers, presumably because they surround 
themselves with a saturated atmosphere, and evaporation 


then ceases. Water-cooling plante may now be had wherein 
the wooden laths are self-locking in position, and the 
depreciation is much less than when nails are used. 

Perhaps, to-day, condensing has been carried somewhat to 
extremes. A few years ago the reverse was the case, and 
many plants were run on the atmosphere which ought to 
have had the benefit of condensing plant and were well 
situated in respect of water. But much less has been 
obtained from condensation by reason of inattention to 
details than ought to have been. Condensation is a means 
of getting rid of the atmospheric resistance. Why, then, 
has there been so very much carelessness in letting that 
objectionable atmosphere Jeak into cylinders, boilers, pipes, 
by way of direct leaks or throogh the feed water ? 

These points might perhaps have been more emphasised 
in the paper before us. | 


* 


* 
Modern Cable Nystems. 
By E. M. Ноггказжовтн, Chief Electrical Engineer, St. Helena. 
( Abstract.) 


For overhead transmission lines aluminium has been used for 
many years with satisfactory results, but until quite recently it had 
not been tried for the conductors of insulated cables. Compared 
with copper conductors of equal conductivity, aluminium con- 
ductors are 50 per cent. lighter in weight, and 28 per cent. greater 
in diameter. yond a probable saving in carriage the reduced 
weight does not affect the question of insulated cables, with copper 
and aluminium at present prices. In the matter of increased 
diameter the advantage of a greater cooling surface is obtained, 
but against this extra insulating and sheathing materials, and 
troughs or conduits of larger візе are required. 

With copper at £60 per ton and aluminium at £65 per ton, there 
is an advantage in favour of the latter for single-core cables above 
the equivalent of 05 sq. in. of copper. Taking cables having the 
equivalent of 1 sq. in., 2 sq. in. and 1 8d. in. copper conductors, 
there is a saving of 15, 20 and 30 per cent. respectively. In the 
case of triple-concentric and three-core cables the difference is not 
so great. 

For underground work, rubber-insulated cables have almost 
entirely dropped out of use; for medium-pressure systems 
vulcanised-bitumen cables are used. i 

Compared with paper insulation, vulcanised bitumen claims the 
advantage of being absolutely non-bygroscopic, thereby obviating 
the necessity for lead sheathing, but although moisture that is 
neutral, or acid, has little or no action, moisture that is at all alka- 
line will attack this cable, and under certain conditions rapid 
deterioration takes place, the material becoming & spongy mass 
and, of course, no longer waterproof. It is certainly the best 
plan to lay vulcapvised-bitumen cables underground on the solid 
System, to prevent as far as possible contact with deleterious 
matter. 

These cables are very extensively used in collieries, where the 
conditions generally are p, and where in the case of the pit 
shaft the question of weight is an important factor, for a single- 
core vulcanised-bitumen cable of '1 sq. in. section is only half the 
weight of the equivalent paper-insulated lead-covered cable. 

For all systems and pressures, paper insulation is used, as it 
possesses the advantages of high dielectric strength, greater dura- 
bility and low electrostatic capacity. It is strong, does not soften 
under heat, and is not liable to crack, and cables so insulated can 
be safely worked at a greater current density. 

The chief drawback to this class of insulation is its susceptibility 
to moisture, which necessitates the use of lead or other sheathing 
to render it waterproof. 

There is a danger of electrolytic corrosion, particularly where the 
cables are laid in the neighbourhood of a tramway system, but if 
the precaution is taken of solidly bonding the lead sheaths and con- 
necting them at suitable points to earth plates, the risk is reduced 
to a minimum. Good sturdy bonds of lead strip are far superior 
to copper wire. It is advisable to keep a record of all the earth 
plates, and they should be tested frequently. ` 

Leadless sheathing has a great advantage as far as prevention of 
electrolysis is concerned, but such cable is not mechanically as 
strong as that with lead sheathing, and in certain localities there 
is risk of chemical action. i; 

The direct system finds favour where the initial outlay is a con- 
sideration, and for cables placed where there is little danger of 
mechanical injury, and where the soil is of a sandy nature and 
free from acids and organic matter, this system is very suitable. 

With few exceptions, all the cables laid direct are armoured 
with steel tape or galvanised iron wires, and are usually paper- 
insulated lead-covered, with a substantial jute covering between 
the steel armouring and the lead sheathing, and also over the steel 
armouring. 

Although comparatively little of this cable is in use at Бї. 
Helens, if has given more trouble than all the rest of the net- 
work. For one reason the soil, being impregnated with acids, 
quickly rotted away the jute covering, and in places the armour- 
ing entirely disappeared. In nearly every case tbe faults occurred 
in single-core cables, the triple-concentric cables giving little or no 
trouble. . 

On account of the thickness of the layers of jute and the dimen- 
sions of the armouring being now fixed by the Engineering 
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Btandards Committee, and the cable manufacturers taking greater 


care with respect to the quality of the materials and their applica- 
tion, this class of cable is being more generally adopted for all 
systems of supply. 
' The solid system is very little more expensive and is almost as 
flexible as regards laying as the direct system, and cables laid in 
this way are better protected from external inſluences than when 
laid in any other way. | 


Stoneware troughs appear to have superseded to a great extent 
those of wood or iron; they are as cheap as wood, considerably . 


cheaper than iron, more durable, and if properly glazed inside and 
outside, proof against chemical action. They have, however, the 
disadvantage of being only about 2 ft. long, which means an 
increase in the number of joints in a given length. Butt-jointed 
troughs should not be used. The author bas experienced con- 
siderable trouble with certain lengths of cable through moisture 
getting in at the joints, owing to the careless laying of the 
troughs. 

For bitumen cables, bitumen filling is used, but very little 
bitumen is now used with lead-covered cables, good pitch reduced 
' by a suitable oil being found satisfactory and very much cheaper. 
Pitch has also the advantage of a lower melting point than bitumen 
and does not require the same care in filling, and in the case of a 
fracture there is a better chance of its healing again. 

The minimum thickness of filling should not be less than 4 in., 
and to ensure an even thickness the bridge pieces should be placed 
at suitable intervals, usually 18 in. apart, but never exceeding 2 ft., 

depending upon the size and weight of the cable. 

When cables are laid through & busy thoroughfare, or where a 
great many of them are banked together, the system in which they 
are drawn into conduits or pipes is the only one suitable. 


Cast-iron, fibre and glazed stoneware conduits are in most. 


common use; a good method is to build up in concrete with single 
ducts the number of ways required, care being taken to prevent the 
cement at the joints from entering the ducts. This type, provided 
not less than nine ways are installed, represents the cheapest 
form of conduit. 

The author thinks that subways are likely to be more generally 
adopted in the future. ere is in St. Helens, down the two: 
principal thoroughfares, a subway, 6 ft. 6 in. high and 5 ft. 6 in. 
wide, nearly half a mile in length, with an entrance at each end 
and one midway, and with lateral ways at the inter-sections of the 
other streets. With the exception of a 4j-in. ring of blue bricks 
forming the inner arch it is constructed entirely of concrete; the 
form of construction and arrangements of the gas and water mains 
and electric cables are as shown by fig. 1. 
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Ета. 1.—Cross-Szcrion o» Subway. 
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For the gas, water and electric service connections, 6-in. earthen- 
ware pipes are laid at frequent intervals. 

The work was completed in 1899; the cost including the lateral 
ways was £7 per lineal yard, and the electricity department's share 
of the capital and maintenance charges is £90 per annum. 

At the present time, exclusive of service connections, it contains 
4 miles of cables ranging from ‘1 to 1 sq. in. single and multi-core. 
The average cost, including the racks and the placing of the cab!es, 
is about 14d. per yard of cable. About 100 consumers are supplied 
through services connected to the mains of the subway. Large 
three-wire consumers are in each case connected direct, but in the 
case of small consumers three or four are supplied from one set of 
service cables. | 

Before concluding, the author refers to the value of overhead 
conductors for supplying isolated districts, and gives а brief 
description of the system that has been in use in connection with 
the Bt. Helens Corporation scheme since 1902. 

. By means of overhead conductors a supply of energy at 500 volts 
D.C., with one side earthed, is given to several glass works and 
collieries situated within a radius of two miles from the power 
station, but separated by rough ground impregnated in places with 
chemical waste. For this reason, it was quite out of the question to 
lay cables underground, and the Board of Trade, being convinced of 
this, consented to the conductors being placed overhead. 

The total length of the pole line is just over 14 miles, and the 
poles are placed about 40 yd. apart. The dimensions of the poles 


and cross arms and the arrangement of insulators and conductors 
are shown by fig. 2. 

The poles are of red fir, well creosoted, and are to the specifica- 
tion issued by the General Post Office in connection with the supply 
of telegraph poles. They are planted to a depth of 8 ft. with a 
packing of concrete, and about every two years the base of each 
pole is exposed to a depth of about 2 ft. and coated with oil of 
creosote. Apparently so far there is little or no deterioration, 
which undoubtedly is due to the process of creosoting these poles, 
for, by some misunderstanding, one or two poles that had not been 


Рд. 2.—ARBANGEMENT OF CROB88-ARMS. 


treated were erected, but after six yeare' use they had to be replaced. 


The cross-arms are of creosoted oak with stays of wrought-iron, and 
the insulators are the Post Office heavy telegraph type. 

The conductors are 0000 s.w.c. solid drawn copper, staggered 
in order to comply with the Board of Trade Regulations. Three 
pairs of conductors are in use for a portion of the distance, and 
there is room for another pair. 


DISTRIBUTION AND SERVIC# CABLES-—CosT PER MILB. - 
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^ i a Cost of cable only. Total inclusive cost. 
rea o ype 
each and а 
con- | number i Ar- | Lead-cov.laid| Drawn into 
ductor, of PAD . коптор solid in e.w. |8-in.e.w. ducts 
sq. in cables. ы ed. | moured. aid troughs with | inc. draw-in 
Nu T j dire ct, | Pitch filling. boxes. 
ä ышын ee. €— . dan TRO 3 
4 2 £ £ £ 
007 || Twin 83 | 133| 159 197 275 
Conc. 72 121 147 186 264 
Two 128 221 258 271 508 
0229 |< Twin 129 185 | 214 247 320 
Conc. 123 176 | 205 241 814 
Two 170 256 | 293 305 ien 
Twin 1 230 259 288 362 
(a) 095 Conc 165 223 | 252 283 358 
а) Three | 229 | 369 | 420 402 761 
| 3-core 236 307 | 344 376 434 
3-conc. 237 314 351 377 435 
— 342 |' 454 494 507 731 
| Twin | 353 432 465 489 551 
b 1 Conc 335 412 | 445 471 533 
(2) Three 462 624 683 664 1,009 
| 3-core 468 558. | 602 630 673 
3-conc 460 555 599 622 665 
ias 714 | 865| 913 905 1,111 
| Twin 706 | 816 853 860 910 
25 |J Cone. | 692| 796 | 833| 46 896 
(00 22 Three 885 1,092 1,158 1,116 1.443 
core 950 1,075 1,126 1,134 1.163 
(3 cone. 975 1,105 1,156 1,159 1,188 
( Two 1,329 | 1,524 1,579 1.549 1,737 
| Twin | 1,312 | 1,450 1,490 | 1,485 1,525 
Conc. | 1,274 | 1,406 1,446 1,447 1,487 
(4) 5 1 1,623 | 1,889 1,966 1,887 1.295 
| 3-core | 1,629 | 1,829 |1,886 1,868 1,879 
{ 3-conc. | 1,672 | 1,845 | 1,902 1,881 1,892 


J 

NorzE.—Eleotrolytic copper bars taken at £70 per ton and lead at £15 per ton. 
The cost of disconnecting boxes and trenchwork is not included. All cables 
are taken as being paper-insulated, lead-covered; there is very little difference 
in cost between such cables and bitumen. In case of three singles, three core 
and triple cables, the neutral conductor is taken as: 025 вд. in, for (a), *06 sq. in. 
for (b), 10 вд. in. for (c), 20 sq. in. for (d). 

The cost of the work, exclusive of the conductors, was £220 per 
mile, and for each pair of conductors erected must be added £170 
per mile. If copper conductors were replaced by aluminium at 
present prices, the cost would be for each pair of conductors £120 
per mile, For comparison the cost for the equivalent underground 


E 
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maius, that is, two ‘15 sq. in. cables, laid solid in earthenware 
troughs, would be £800 per mile. DU 

From these figures it will be seen that the installation of over- 
head conductors is considerably less expensive than in the case of 
underground cables, and, in addition, the cost of maintenance is 
less, and such a system offers more flexibility and less risk of 
breakdown. | | 


DISCUSSION. 


In opening the discussion, Мв. W. W. LaCkIE (Glasgow) said 
that he favoured the earthing of the metallic sheathed cables at a 
limited number of points, so that it was easy to disconnect for 
testing, &:.. He did not agree with the use of metal sheathed L T. 
cables, preferring V.B. cables; in Glasgow the solid system was 
used, and the standard practice was to run a feeder to a discon- 
necting box which supplied its own section of the network, the 
sections being independent of each other. This also facilitated 
testing and load measurement, &c. 

Мв. S. J. Watson (Bury) commented on the importance of the 
subject as 30 out of the 80 millions invested in electrical under- 
takings, is invested in mains, &c. There was still no standard 
practice in mains laying, and it was broadly a question of “ laying 
solid or “ drawing-in.” To him it was difficult to understand any- 
one using an inaccessible solid system, when one considered the 
modern tendencies of engineering design. He agreed with the 
previous speaker that V.B. cable was superior to lead-covered ; he 
found it quite satisfactory except in draw-in systems near urinals, 
&c., and in such a situation he had known the bitumen to be dit- 
tolved owing to a leaky drain. Bat V.B. cables were not liable to 
give such serious shocks or leaks, even if damaged, as other types of 
cable. He considered that overhead mains did not get the 
attention they deserved, when one considered that their cost was 
18. to 28. per yard, as against 6s. per yard underground; and that 
bare instead of insulated copper was used. : 

Мв. F. A. NEwiNGTON (Edinburgh) said lead-covered paper- 
insulated cable on the drawn-in system suited the Edinburgh con- 
ditions, saving a good deal of expense in breaking concrete pave- 
mente, &c. Bitumen cable he had found unreliable, as also the 
old rubber cables. He disagreed with some of the autbor's tabu- 
lated costs; he had found less difference in cost than the author 
between tbe draw-in and solid systems. \ 

Mr. W. A. VIGNOLES (Grimsby) said the author had not referred 
to the boxes, which gave most trouble ina cable system. He was 
using a special cast-iron box, with the lead of the cable wiped on to 


the box, and this provided a water-tight connection. He thought 


triple-concentric cable was most satisfactory, but the jointing was an 
expensive matter. For side streets he was using three-core ‘02 
cable; this was small owing to. the small property and demand. 
From tests made in Grimsby he found the average current per house 
to be about 2 amperes, and in the case of small houses, it was, of 
course, less. | 

Мв. F. Ayton (Ipswich) said, in reference to small services for 
street lamps, he was using lead-covered rubber-insulated cable, with 
bitumen-filled fuse boxes in the base of the lamp. Не was using 
some overhead mains, and had a span of 350 ft. across the river in 
use; he had had no trouble whatever with the overhead mains, and 
wished he could make more use of them. 

Ma. J. E. Ерасоме (Kingston-on-Thames) defended the armoured 
insulated cable laid direct, from his experience of some 16 years. 
He had recently opened up some lengths of cable and found them in 
an excellent condition, except in the case of a few yards near a 
leaky gas main, which latter had caused corrosion. It was a very 
flexible system and cheap; the L.G.B. seemed to think that it would 
not last quite so long as the solid syetem, but they eventually agreed 
to allow the same loan period as for that system. 

Ма. C. О. ArchIsoR (Rochdale) said he had used armoured lead- 
covered paper cables since the start, and had had no cause to repent 
it. He was glad to hear that overhead mains were being used as 
distributors, as he had found them useful. If aluminium were 
used instead of copper for this purpose, the extra size and wind 
pressure would have to be taken into account. 

Мв. 8. E. Frpprx (Sheffield) said that bitumen cables laid 
solid had proved absolutely reliable during his 16 years’ use of 
them. He was not a believer in joint boxes on mains, where they 
could be avoided. He bad some 230 miles of lead-covered cable, 
and had not had a fault in eight years. This class of cable should 
be run in iron pipes rather than concrete ducts. It was no use 
trying to keep & conduit dry, and not necessary if suitable cable 
were used. 

Owing to the shortness of time, Мв. HoLumasworts decided to 
communicate his reply. | : 


Modern Cable Systems. 


In some introductory remarks at the beginning of his paper 
on “ Modern Cable Systems," Mr. Hollingsworth emphasises 
the importance of his subject by pointing out that the cable 
network is that part of a supply system which involves the 
greatest expenditure, and is generally the cause of most 
anxiety. There is no doubt that far more attention is now 
paid to the testing and maintenance of the network than 
was the case some years ago. But we are afraid that, even 
now, there are cable networks, more especially those of some 
of the smaller undertakings, which do not get their fair 
share of attention, owing, probably, to the fact that the staff 


have sufficient work to do with the plant that is always before 
their eyes, and that what is out of sight is often ont of mind, 
until it is bronght to their recollection in an unpleasant 
manner by a fault of a serious nature. We are, therefore, 
always pleased to see a paper on this subject presented by a 
practical man for discussion at a meeting like that of the 
M.E.A. 

When dealing with conductors and the possible use of 
aluminium instead of copper, the author of the paper says 
that the former metal will make as reliable a cable as 
Ње latter; and that the question whether aluminium will 
be adopted for insulated cables will depend principally on 
financial considerations. He further says that, with copper at 
£60 and aluminium at £65 per ton, there isan advantage in 
favonr of the latter for single-core cables above the equivalent 
of 05 sq. in. copper; and that, with cables having the 
equivalent of 0:1, 0'2 and 1 sq. in. copper conductor, there 
is a saving of 15, 20 and 30 per cent. respectively. We 
think there must be some mistake їй these figurer, as, with 
copper-at £60 per ton, the conductor does not account for 
half the cost of the finished cable, even in big sizes ; and the 
equivalent ‘aluminium conductor, at £65 per ton, only 
saves 46 per cent. of the cost of the copper, or less than 
28 per cent. of the cost of the cable, even supposing the 
insulation does not cost any more on account/ of the 
increase of 28 per cent. in the diameter of the conductor. 
From calculations made by taking the prices of. two 
finished cables, one having a conductor 1:28 times the 
diameter of the other, deducting the cost of the copper in 
the larger cable, and adding in place of it the оов of an 
aluminium conductor of equal section, we should put the 
cost of the cable with the aluminium conductor a trifle 
higher than that of the cable with a copper conductor of 
equal resistance per mile. There is, of course, an element 
of uncertainty about any such calculations, unless they are 
made by the cable maker, or by some one to whom he has 
imparted the secret of the exact percentage of profit he adds 
on his net costa of material and labour; but we find it 


difficult to believe that this can account for the difference of 
20 to 80 per cent. that exists between the author’s figures 


and our estimate. 

With regard to insulating materials, the author's con- 
clusions are that rubber is too expensive and has not proved 
permanently satisfactory ; that vulcanised bitumen is suit- 
able for medium-pressure systems, except where alkaline 
moisture is present ; and that lead-covered paper cables are 
suitable for all systems and pressures, provided proper pre- 
cautions are taken to prevent damage to the lead covering, 
and to protect any exposed paper from moisture when 
making jointe. The necessity of carefully bonding the lead 
sheathing and of connecting it to earth at suitable pointe is 
insisted on, if electrolytic troubles are to be avoided. An 
interesting piece of information is given on the authority of 
Mr. Highfield, viz., that the Metropolitan ES. Co. have 
some rubber cables working at 3,000 volts, which have been 
in use for 18 years; and we cannot help wondering whether 
the difference between these cables, and others that have not 
been satisfactory, is due to efforts on the part of the manu- 
facturer to cut down prices to try and meet the competition 
of the cheaper paper and bitumen cables. 

The author discusses the merits and demerits of the three 
most generally used systems of laying cables—viz, the 
direct, solid and draw-in systems, and says that the first of 
these is being more generally used now than some time ago. 
In our opinion, the slight extra cost of the solid system 
gives such a much better and more lasting job, that the direct 
system should never be used for permanent work if it can 
possibly be avoided. The draw-in system has great advan- 
tages for feeders, especially when it is probable that an in- 
creased section of copper will be required in the near future 
in busy streets; but for the distributing main, this system 
has little advantage over the solid system, as it is seldom 
that a breakdown in the distributors can be repaired without 
disturbing the paving and interfering with the traffic. We 
notice that in comparing cast-iron pipes with stoneware 
conduits, the latter are preferred on account of the secondary 
insulation they provide, which appears somewhat incon- 
sistent with the author’s remarks about bonding and earthing 
the lead sheathing ; and even if a secondary insulation does 
exist, as might be the case with an unsheathed cable, it is a 
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very doubtful advantage, as it makes the localisation of a 
fault much more difficult, | ; 

The author concludes his paper with в description of an 
overhead line which has been in use at St. Helens since 
1902 to supply energy to an outlying district. There is no 
doubt that there are many places where permission to use 
sueh an overhead line would render it possible to supply 
current at remunerative rates to outlying districte ; and we 
think that if the author and other engineers would publish 
details of the cost of maintenance, which we understand is 
small, and of the freedom from breakdown and risk to the 
public of overhead lines, it might help other undertakings to 
get permission from the Board of Trade to erect and put 
into use similar lines in their districts. 


Тнв fourteenth annual report of the Council shows that the 
Bax of the Association now stands at 390, made up as 
follows :— 


Committees ` (Members) .. 107 
Chief electrical engineers (Members) ... .. 176 
Honorary mem‘ ers... ове Pis On Sa 3 
Chiet Assistants (Associate Members) 8 
Assistants (Associates) ... S 36 


A net increase of three on last year's total. Mr. J. F. C. Snell, a 
ең President, has accepted honorary membership of the Associa- 
on, 

The Council has appointed a sub-committee to inquire further 
into the matter of economic wiring, which has circularised all the 
members of the Association on the subject. The replies received 
were unanimously in favour of doing everything possible to bring 
about a set of satisfactory regulations which would allow of installa- 
tion work beiag carried out in & less costly manner than under the 
present methods of casing or conduits. 

The Cable-Makers’ Association has promised to go fully into the 
whole matter, and if possible to draft а specification for a suitable 
standard class of material and fittings which, whilst being moderate 
in first cost, will complytwith all- reasonable restrictions tending to 
safety and durability. | 

The Electric Lighting Acts (Amendment) Bill contains some 
suggestions made to the Board of Trade by the Associstion. 

Ciause 6 enables the Board of Trade to authorise undertakers 
to supply premises outside their area of supply, under certain 
conditions. 

Olause 16 gives power to local duthorities to provide and hire 
out fittings, &. In consequence of the amendment to the clause 

ssed by the House af Lords, a circular letter was issued to 

embers of Parliament, asking that they should use their influence 
to get the clause passed in the form in which it was drafted, so 
that local authorities might be left with a free hand and not be 
compelled to have such works carried out by contractors, who, it 
was feared, might form a ring and thus increase prices. This 
circular also advocated the insertion of a new clause as follows :— - 

„Where in any area a local authority, company or person is 
authorised to supply electricity under Act of Parliament or under 
licence or provisional order granted under the Electric Lighting 
Acts, it shall not, after the passing of this Act, be lawful without 
the consent of such local authority, company or person, for any 
other local authority, company or person to supply, distribute or 
transmit electricity within the same area unless such supply, dis- 
tribution, or transmission, is authorised by Act of Parliament, or 
by licence or provisional order granted in terms of the Electric 
Lighting Acta." 

The Council has been engaged in conjunction with the Municipal 
Tramways Association in considering the action which is being 
taken by the Institute of Municipal Treasurers and Accountants 
(Incorporated), and a Departmental Committee in relation to the 
accounts of local authorities. 

Attention is directed to the proposals which are being made, and 
which strike at the existing arrangements for the management and 
carrying out of all municipal work, but more especially affect the 
trading depertments whether electrical or otherwise. 

These regulations have apparently been drawn up without con- 
sultation with the heads of any municipal 
an attempt is being made by the Institute of Municipal Treasurers 
and Accountants to get them approved and adopted, or recommended 
by the Local Government Board. ~ 

If the matter is allowed to go through on the proposed lines, the 
control of every department, whether trading or non-trading, will 
centre in the Finance Committee and the Financial Comptroller, 
who will override the powers now exercised by the other committees 
and chief officers of the various departments. 

It is evident that some accountants, at any rate, are endeavouring 
to get supreme control of all work carried out by local authorities. 
. This would be most disastrous, more especially to all the great 
trading departments, where it is essential that, for the proper and 
economical working of the department, the same should be self- 
contained and each under one head. The Departmental Committee 
issued íts report after receiving evidence from 28 witnesses, not 
including a single engineer-manager of any trading department. 

It has been gested that the proposals are too obviously 

ridiculous to be worthy of serious attention. Since, 
however, the Departmental Committee has considered a section of 
the scheme after hehring.one side of the question ‘only, it is 
imperative that the matter be at once taken in hand. 


"Revenue with & view to getting 


trading departments, and 


The Institute of Municipal Treasurers and Accountants has 
approached the Chief Inspector of Taxes and the Board of Inland 
standard rates of allowances for 
wear and tear. The Council feels that, in questions of wear and 
tear of machinery and other works, the technical managers should 
be consulted, and it has, therefore, taken up the matter with the 
above-named Institution, which, however, in this matter, also has 
apparently endeavoured to evade co-operation, although the 
matters dealt with are essentially questions involving engineering 
experience. | 

The following are some extracts from the agreed terms to which 
exception is taken :— | 

‘t Cables.—In addition to repairs, allowance for depreciation shall 
be granted at the rate of 3 per cent. per annum on the writtan-down 
value. 

" Plant and Machinery.—On all other plant exclusive of loose tools, 
meters and office furniture, depreciation shall be allowed at the rate 
of 5 per cent. per annum on the written-down value in addition to 
the cost of repairs." ` 

" Conduits, Meters, Loose Tools and Office Furniture.—No allowance 
shall be made for depreciation, but annual expenditure on repairs 
and renewals shall be charged as working expenses as and when 
incurred." | 

The Council on May 26th resolved that the proposed allowances 
for depreciation were inadequate, and should not be accepted by 
local authorities, and that, in arranging allowances for depreciation 
for the purpose of income-tar, full should be given to the 
periods allowed by the Local Government Board for the repayment 
of loans in respect of similar assets. ; 


The following table shows the periods usually allowed by the 
Local Government Board :— 


l Inland Revenue and 
Local Government Board А 
| llow | vere 8 мө 


4 


| Percent- | Percent- | Percent: 


age per | age per Equi. 


Item, 


deed g annum | annum | annum ^e 
Years | original | down | down 
ism sum. value. value Years. 
Buildings ... s 30 9 | 7 Not mentioned. 
Cables (iaid solid) 25 34 9 No allowance for 
conduits until 
| ts renewed. 
Switchboards  ... 25 34 9 5 45 
Dsnamos ... 0 20 4} 11 E x 45 
Steam generators. 17 54 123 5 45 
Eagines | 
Motor transformers 15 _` 6 14 5 45 
Instruments 
Cables (in ground) 15 6 14 3 75 
Lamp pillars, &c. ... 10 9 21 — — 
Receivers piping ... 10 9 21 b 45 
Aecumulatom ... 7 13 28 b 45 
Arc lamps ... “si 5 18 37 5 45 


The above figures indicate the allowances or periods required to 
reduce to 10 per cent. of the original sum approximately. 

The table shows that the two Government departments go to 
extremes, the one department allowing for the life of a cable being 
five times as great as that allowed by the other department. The 
extremes in each case operate to the disadvantage of the munici- 

ities, The Board of Inland Revenue allow for the life of 
8witchboards being twice as great, machinery generally three times 
and E lamps nine times that allowed by the Local Government 
Boar 

The Honorary Treasurer's report shows that this year there isa 
surplus of £42 4s. 9d. for the year, and a total surplus of 
£391 8s. 10d., as compared with last year's amounts of £39 48. 10d. 
and £349 4s. 1d. 


High-pressure Currents and Hailstorms. — The 
question whether the establishment of a high-pressure transmission 
installation is able to exercise an influence upon the path followed 
by hailstorms has just been discussed before the Paris Academy of 
Science. It was reported to the Acedemy that surprising altera- 
tions had occurred in the distribution of bail by the creation of 
such an installation in the vicinity of & mountain chain. The 
mountains formerly apparently exercised an attraction on, hail 
clouds, presumably in consequence of the situation of the numerous 
valleys, along which the clouds were turned upwards towards the 
mountains. An electric transmission line on the three-phase alter- 
nating-current system, with a pressure of 45,000 volts, has recently 
been established in this neighbourhood, and since then the hail- 
storms have no longer passed along the valleys, but have travelled 
straight across them, following the course of the transmission line. 
We publish this with all reserve, for we have grave doubts as to the 
existence of any such effect; however, if so distinguished a body as 
the Academy considers it a matter suitable for discussion, we may be 
excused for giving it publicity. 
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| CORRESPONDENCE. | 
Letters received by us after 5 Р.м. om TomsDay cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Friction in Water Pipes. 

The article in your issue of July 2nd on “ Friction in 
Water Pipes,” presents some useful information in a readily 
understandable manner. As, however, there is much con- 
fusion in the minds of engineers on this question, might I 
suggest that Box’s formula gives results between those given 
by Darcy for new and for incrusted cast-iron pipes, only for 
pipes of greater diameter than about 2] in. For smaller 
diameters of pipe, Box’s formula would give results less than 
both values given by Darcy. The relation between the 
resulte given by the two formulas, in fact, varies with the 
diameter of the pipe. 
of delivery of water, the head varies inversely as the fifth 
power of the diameter, while, according to Darcy, the head 
may be said to be inversely proportional to the diameter 
raised to the n power, where n is not a constant quantity, 
but varies with the diameter and is always greater than 5. 

The smaller the diameter of the pipe the greater is the 
ratio of Darcy's head to Вох’. | 


Glasgow, July 8th, 1909. 


R. M. Neilson. 


| A Sensitive Microphone. 

After trying a long time to get some form of telephone 
which will catch the sonnds of the human heart, I have 
happened on a form of transmitter which does so partially, 
at least, and which gives other results which may interest 
your readers. . | 

The innovation is merely to introduce one or more pieces 
of copper wire (about No. 22 size) into a mixture of carbort 
granules with iron and aluminium filings. It seems to me 
a better result follows Tf you insulate the copper wire; and 
then coil round it (after induction coil fashion) a much finer 
wire (about No. 42 or thinner) This combination I have 
encloged in an ordinary carbon cup transmitter. - | 

You must be careful, of course, that the wire does not 
make contact with the diaphregm (I have found a carbon 
one the best), and that the filings are not in mass on top of 
the granules, in contact with diaphragm. 

If this be fairly carefully done, І think anyone will find, 
on comparing under equal conditions a transmitter charged 
as above with one charged with simple carbon granules, that 
the former shows more sensitiveness and a real magnifica- 
tion of sound. I only judge by the following three 
tests :— 

1. Putting a watch in contact with transmitter, and 
seeing how far from one’s ear one can hold the receiver and 
still get the watch-tick. 

2. How far from a clock you can place transmitter, and 
the clock-tick be heard in receiver placed right on ear. 

3. The pulsations of one’s heart. 

If your readers are interested, a few more details could be 
given (even a theory to account for the thing). 

J. W. Pickford. 

Cleethorpes, July 8th, 1909. : 


E.M.F. in a Dead Underground Cable. 


I have read with great interest the various letters re the 
above, and think that the following experience may not 
only be of interest to many of your readers, but explain the 
cause of the shock received by Enquirer's" jointer. 

I had on one occasion toinvestigate a fault which occurred 
.on an overhead line and sub-station connected to a 10,000- 
volt system, and used for giving a supply to a large colliery. 
The fault proved to be intermittent, and therefore very 
elusive to locate, во it was decided to make the gear alive 
in sections. "This was done, and the line proved to be quite 
O.K., but the moment the sub-station was energised one of 
the oil switch insulators broke down, causing one phase to 
be earthed. The switch case was efficiently connected to an 
earth pipe, buried in coke breeze, generally reckoned to be 
one of the best methods of providing a sound earth. The 
centre point of the star-wound generator at the power 
station, about six miles away, was earthed through a large 


In Box's formula for a constant rate 


resistance of 48 ohms, so that there would be current flow- 
ing between the sub-station earth and the power station one, 
causing a difference in potential between them, which would 
be large or small, depending on the &mount of current 
passing and the nature of the earth circuit. In this ‘case 
the earth circuit would be of fairly high resistance, as there 
were по gas or water-pipe lines or tram rails. 

After locking out the feeder and examining the faulty 
insulator, I was leaving the sub-station, when the mine 
foreman feported that as the signalman at the pit bottom 
took hold of the signal lever to signal to the engineman in 
charge of the winding engine, he received a very severe 
shock, which knocked him head over heels. | 

The explanation of this is that as the power station was 
built practically on top of the coal bed, the coal bed at the 
pit bottom, on which the signalman was standing, would be 
at practically the same potential as the power station earth, 
and the signal wire from the pit head would be at practically 
the same potential as the sub-station earth, eo that any 
difference in potential between the two earths would be felt 
at once by the man touching the signal lever. 

In the case of; Enquirer's jointer, the cable sheath 


must have been acting as a pilot from an earth in a district 


where the lightning discharge took place, and which wonld, 
therefore, for a second or во, be at a much higher potential 
than the surrounding districts, in one of which the jointer 
was working, so that when the discharge took place the 
jointer got a shock in the same manner as the signalman in 
the instance mentioned above. The whole proof of this 
explanation rests on the question “ Was the cable sheath at 
the sub- station end connected to earth? and I should be 
glad to hear from Enquirer if it was. ВТЕ 


Metal Lamps. 


Recent technical papers have been full of pyrotechnic dis- 
plays in journalese on the subject of the lighting achieve- 
ments on the part of a certain firm of electric lamp manu- 
facturers who have recently placed before an enthusiastic and 
grateful public а 16-0.р. 200-volt lamp. Now that the 
period of excitement has passed, is it not time to ask aur- 
selves what we really have got? There are several lamp 
makers who have advertised their 25-C. P. tungsten lamps at 
an efficiency of about 1 watt per Hefner candle, but so far 
it has only occurred to one firm to make that lamp and under- 
run it until it gives 16 c.P. at an efficiency of 1:56 watts per 
candle. In these times of strenuous and skilful advertising, 
it will pay the consumer and the retailer to read advertise- 


ments with both their eyes skinned. | 
Slide Rule. 


[A tungsten lamp giving 25 C. P. at 280 volte, 1°25 watts 
per candle, will give abont 16 с.р., 1:5 watts per candle, we 
believe, when under-run at 210 volts. But has such a lamp 
been made, other than the one mentioned above? The 


nearest approach to it apparently is one advertised by the 


Deutsche Gasglühlicht A.G., in the E. T. Z., on July 1st, 
stated to give 25 befners at 200—240 volte, with an 
efficiency of about 1:25 watts per hefner— say, 22:5 C.P. at 
1:39 watts per candle. At 1:5 watts per candle, this lamp 
would probably give about 20 c.P.—Eps. E. R.) 


Municipal Trading and the Electric Lighting Acts 
(Amendment) Bill. l 


Iam obliged to Borough Electrical Engineer“ for his 
reply to my last letter, but should have been still more so 
had he answered the two questions I then put to him. 

Will he kindly also give the grounds upon which he 


‘bases his statement that **in the House of Lords there were 
representatives of one class only." One would have thought 


that the House of Lords contained more men interested in 
municipal life than in electrical contracting, but doubtless 
before making his very positive assertion he investigated 
the matter, and it would be interesting if he would give us 
the results. He also states that the municipalities had no 
chance of stating their case.” What is his authority for this 
statement ? 

* Borough Electrical Engineer " claims for а municipality 
equal powers to those of a supply company, bat he appears 
to overlook the fact that the latter is a purely trading body 
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established for the purpose of making profite, which a muni- 
cipality ig not. Further, shareholders in a supply company 
become so of their own free will, whereas in the case of a 
municipality all the ratepayers are virtually compulsory 
shareholders. | 5 u 
In the same way his contention that a contractor has 
as much grievance against a new private contractor opening 
up as he has against a municipal wiring department opening, 
no more and no less,” would only be true if the new wiring 
contractor were able to raise a portion of his requisite capital 
on the security of the existing contractors, and also compel 
them to bear a share of any Joss he might make in his busi- 
ness. This would scarcely be called fair competition, yet it 
is the position of a municipality opening a wiring depart- 
ment. 
* Borough Electrical Engineer" charges me with 
deliberately misquoting his article, but he is good enough to 
give in full the original words of his article, and my 


quotations from the &ame, and I could wish for no better 


refutation of the charge. The only part of his original 
article with which I (as a contractor) dealt, was the portion 
dealing with the wiring contractors’ grievance, which was 
stated to be at the outside a matter of 4s. 2d. per annum, 
this being based upon a loss on the municipal wiring 
department equal to a 1d. rete. It was solely this so-called 
Loutside figure with which I dealt, contending that it 
should be enormously increased, and yet I am charged with 
“deliberate misquotation and perversion,” because I did not 
quote from the original article to the effect that in the 
author's opinion the loss would in many cases be leas, in 
fact, p. usually nil" as the wiring. department usually 


pays. | 

In my first letter. I assumed that “ the average loss made 
by a municipal wiring department does not exceed 10 per 
cent." "Twice has * Borough Electrical Engineer " charac- 
terised this as “absurd,” but whether because the figure 


taken is too high or too low I have not yet been able to ascer- 


tain, although I definitely asked him the question in my last 
letter. Perhaps he will tell us upon what percentage of 
of average loss he based his outside figure of the loss on a 
-wiring department being equal to a penny rate. 

. I am glad to note considerable modification in Borough 
Electrical Engineer's previous attack upon contractors— in 
his last letter his strictures were against contractors generally, 
but they are now narrowed down to the black sheep from 
whom, unfortunately, no fold is free. But is it right that the 
many should suffer for the few ? 

| Contractor. 


Electric Lighting Acts (Amendment) Bill. 


. May I direct the serious attention of electrical companies 
to. the grave danger of allowing this Bill to pass in its 
present form? The Bill does not give effect, as might be 
inferred from the memorandum accompanying the Bill, to 
the recommendations of the Joint Committee of 1898, nor 
does it carry out the promises made by a former President of 
the Board of Trade. On the other hand, it imposes fresh 
conditions of a very onerous kind on electrical companies. 

The effect of Clause 6 is to empower the Board of Trade 
to authorise a local authority to supply outaide its area, and 
to compete with a company without the consent of such 
company, while a company can only be authorised to supply 
outside its area, and compete with a local authority, with the 
consent of such local асау. 

Clause 18 relates to the audit of companies’ accounts. 
Under this clanse a company may be compelled to comply 
with the recommendations and requirements of the Board of 
Trade auditor in regard to matters affecting the interests of 
the authority empowered to purchase the undertaking. In 
view of the fact that many electric lighting companies have 
agreed with the local authorities on special terms of pur- 
chase, this clause is exceedingly dangerous to the interests of 
such companies. 

No one doubts the impartiality of the Board of Trade 
officials, but they cannot be expected to do more than fairly 
interpret the law, and if this Bill becomes law many elec- 
tric lighting companies are certain to suffer grievous in- 
justice. It is safe to say that there is no precedent for this 
kind of legislation in the law affecting any other industry 
in this country. 


" Electrical Federation Offices, 


Does anyone still doubt the urgent necessity of the elec- 
trical industry possessing some organisation which will 
protect its interests in these matters? 

n E. Garcke. 


London, W.C., July 12th, 1909. : 


[Our readers will find à summary of the proposals of this 
Rill, together with our critical commentary thereon in a 
leading article that appeared in our issue of March 26th, 
1909, page 502. Notices have been filed of numerous 
amendments, and.we give some particulars of these in our 
„Parliamentary columns to-day. We have a good deal of 
sympathy.with the views advanced by our correspondent in the 
above letter, ag reference to our article will show, bat it seems 
to us that only & sectional organisation representing electrical 
compaeniescan act with a view to protecting companies’ interests. 
If & national organisation which counted among ite members 


‘municipal electrical undertakings were to endeavour to 


protect interesta of this kind, it would be acting in direct 
opposition to the desires of part of its membership I— 
Eps. E.R.] | | 


| ‚ The Ethics of Advertising. | 
It may interest you to know that the data which you 


reprinted in your last issue under the heading Ethica of 


Advertising,” were made up by me for the use and instruction 
of our salésmen.' Only three dozen copies were printed or 
neostyled. сЕ 
The assertion, therefore, that these data have been sent 
out as a circular or with statements, under the cloak of 
anonymity, is untrue. | ML 

If your correspondent obtained a copy, it must have 
reached him by other means than “ Fair Play," under which 
йот de plume he hides his identity. | ! 

Whatever code of etiquette may hereafter be drawn up, I 
am satisfied that it will never be considered unfair for & 
tungsten lamp maker to point out that the tantalum lamp, 
thongh a metal-filament lamp, has not the efficiency of an 
Osram or tungsten lamp. 

James Young Fletcher, 
Manager, Osram Lamp Department. 
GENERAL ÉLECTHIO Co, LTD. · 


London, E.C., July 183th, 1909. 


I algo was the recipient of е circular dealing with various 
types of incandescent lamps alluded to by your correspondent 
Fair Play,” and so far as I can find out from my friends, 
it seems to be thought that the lamps in the second column 
and the lamps in the fourth column of this leaflet, proceed 
from works which are closely connected. If this is so, it 
seems unfair that this little fact should not be stated in the 
comparison table. It is not cricket, any way. 


Interested. 


The Prevention of Smoke. 


I have read with great interest the paper on “ The Pre- 
vention of Smoke,” by Mr. Wilfred Yorke, A. M. I. E. E., in 
your issue of 2nd inst. | | | 

Possibly it is the more interesting because во mis- 
leading that it will put people on the wrong track when 
trying to get rid of smoke, either with chain grate stokers 
or any other stokers. | 

Mr. Yorke's suggested panacea of letting in air over the 
fire is the same old device used by innumerable patentees 
from the early days. | 

The actual causes of the smoking of a chain grate, once 
the arch has become incandescent, are probably :— 

1. Too short an arch to complete combustion. 

2. Too thick a fire for the draught. 

3. The running of live fire over the back ends. 

The remedies are obvious. The beet way to run a chain 
grate with a given amount of draught, so as to get the most 
steam from the boiler, is to run it with as thin a fire as 
possible, within the limits of complete combustion of the 
fuel before the clinker is delivered over the end of the grate, 
thereby ensuring the lighting-back of the fuel as it enters 
the furnace up to the doors. In this way the resistance of 
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the fire-bed to the entrance of the air is lessened, and the 
largest amount of air compatible with the draught can be got 
through the grate. By this means the largest possible 
amount of fuel can be burnt with the chain grate stoker. · 

Speaking from a wide experience with many types of 
boilers and stokers, I can say that I have never found it 
necessary to introduce cold air in the wrong place. 
put through the fire in the right quantities for the fnel that 


has to be burnt, other conditions being right, smokeless com- 


bustion ensues. ‚ | 
It will be noted in the test Mr. Yorke gives, that the 


CO, dropped from 12:6 td 10, showing а considerable loss in 


efficiency, Surely Mr. Yorke must know there are many 
chain-grates working, in which 12:6 OO, can be got with an 
absolutely smokeless chimney ? If by any chance he is not 
5 acquainted with them, I shall be pleased to help 
im in his inves ti gations. ; E 

The emission of smoke can be prevented either by the 
use of chain-grate stokers, or by the use of coking stokers, 
the latter being considerably cheaper and quite as efficient. 
The latter have the advantage that it is possible to introduce 


more air through the fire than can be done with natural 


draught suction only, so that grate area for grate area the 
coking type of stoker will do the most work. Where, how- 
ever, the available space for grate area is large, the chain- 
grate may be the better machine to install—circumstance 
must largely govern the choice. ' . 
ў | A. W. Bonnis. 
pro Ep. Benns & Oo., Ілр. 
Bolton, July 12th, 1909. ) | 


. Temperature Errors in Shunted Ammeters. 


I have noticed & letter from Mr. Ernest F. Moy in your 
issue of the 9th inst., and am interested to find that he has 
experienced the same difficulty of false reading in shunted 
ammeters, due to thermal effecta. | 

With regard to the actual canse of the heating of the 
shunt at one end, I do not think that his explauation is 
adequate, and I have reasons for thinking that my explana- 
tion of had contact (although it is very simple), is the 
correct one, and that Mr. Moy's explanation, althongh very 
interesting, is out of the question. The reasons are as 
follows :— 2E i 

1. We have on the switchboard quite a dozen eimilar 
shunts, and they do not heat particularly at either end. 

2. The particular shunt in question gives no trouble, now 
that the contact has been carefully cleaned and remade. __ 

Seeing tbat no alteration has been made in tbe material, 
in the position of the shunt, or in the current passing, it is 
cléar that bad contact was the cause, and that the effect 
which Mr. Moy quite correctly describes, is, at ordinary 
current.densities, quite negligible. | 


Electricity Works, Wednesbury. ` 
July 12th, 1909. 


W. Fennell. | 


With reference to Mr. Fennell's article on shunted am- 
meters in your issue of June 25th, it is unfortunate that he 
gives no particulars regarding the volt drop at full load 
across the shunt he used in his experiments. 

Without this figare and the maximum scale reading of the 
ammeter, one is unable to take out figures for the tempera- 
ture of the hot end of the shunt, but even if the shunt were 
corstructed of copper and constantan, the temperature must, 
it seems, have been abnormally high. 

These thermo-electric troubles can be practically eliminated 
by using mapganin for the resistance strip the combination, 
copper and manganin, having very roughly about 2½ of the 
thermo-electromotive force of a copper-constantan combina- 
tion for the same difference of temperature. 


Charles H. Wright. 
Chelmsford, July Tth, 1909. | 


The article and correspondence on the above subject tend 
to upset all our preconceived ideas of thermo-electric pheno- 
mena, Except jn manner of expression, Mr. Moy seems to 


If it is 


small portion passing through the shunted instrument. 


agree with Mr. Fennell that it is possible to record a thermo- 
eleotrio current of 10 amperes on an ordinary commercial 
ammeter by means of the fluctuations of temperature which 
occur in the daily routine of electric generation, because, as 
Mr. Fennell puts it, the junction was composed of lugs, one 
of which was tinned while the other was raw copper. 

Mr. Moy suggesta that the “false reading" was due to 
the difference between the P.D, of the thermal couple at the 
cold end of the shunt and the P.D. of the couple at the hot 
end, but would it not be more instructive to know some» 
thing of the value of those P.D.'s? What was the differ- 
ence of temperature between the junctions to generate a 
pressure or to alter the P.D. sufficiently to oppose the 
“legitimate Е.М F.” and show a — current of 10 amperes. 
and what was the junction composed of which when dead 
and heated with a blow lamp showed a current of more than 
JO amperes ? 

The couple which gives the highest known thermo-E.™.F. 
consiste of “ constantan " (Cu 60 per cent. Ni 40 per cent.) 
and copper. It is possible to get 87 micro-volte per degree 
C., but if we take copper and tin it is much less, namely, 
0'1 for each metal, and as both are of negative quantity, 
01 — 01 = 0'1, which multiplied by 80° О. = 4 5580656 
volta, but this seems too infinitesimal to successfully oppose an 
E.M.F. used for practical purposes, even if it is only the 


| W. C. 
Wednesbury, July 7th, 1909. 


[We do not follow our correspondent's arithmetic. 
As regards the tbermo- electrical effect, the only question 
is the magnitude of the current that could be sent round the 
circuit composed of the shunt and the moving coil of the 
ammeter by the thermo-E. M. F. set up at the heated contacts, 
quite regardless of the actual current flowing in the main 
circuit. Mr. Fennell’s experiment, showing that when the 
main current was zero and the contact was heated with a 
lamp, the E. M. F. sufficed to produce an indication corres- 
ponding tothe passage of 10 amperes under normal con- 
ditions, appears to us to be conclusive. Of course, the 
current actually generated and flowing in the circuit would 
probably be only about one-thousandth as great.— Eps. E. R. 


4 


New Home Office Regulations. 


Mr. Johnston's letter appearing in your last week's issue 
confirms the misunderetanding that a number of engineers 
are under, regarding the above, judging from the corres- 
pondence we have had on the subject. 

Mr. Johnston's supposition that the word * not appears 
in error in the last sentence of the second paragraph, 
Clause 13, is incorrect. If it were the case, the immunity 
against shock, should the Jampholder become alive, would be 
entirely dependent upon the reliability of the earthing con- 
nection. The regulation, however, calls for the lampholder 
to be completely protected againet the liability of band con- 
tact or metallic connection with any metal work of the 
portable lamp, and to achieve these conditions it is 
necessary for the lampholder to be completely insulated. 

This arrangement octs ав a two-fold precaution against all 
possible shock, as even with a live buiver, if the insulation 
of the lampholder is efficient, as in our Guardian hand lamp, 
the portable lamp is absolutely ** shock-proof.” 

It does not appear to be generally understood that the 
the adoption of a shock-proot " portable lamp is an alter- 
native to the necessity of earthing. A similar alternative 
equally applies to the remarks regarding tbe earthing of 
pendant lampholders occurring at the beginning of the 
second paragraph under Clause 13, and also contained in 
Clause 21. In these cases the use of a “ shock-proof” 
lampholder, such as the Guardian pendant lampholder, avoids 
Jive lampholder dangers, and dispenses with the necessity of 
earthing. We understand, what we think will be of general 
interest, that an explanatory memorandum is being issued by 
the Home Office authorities dealing with the above and other 
matters contained in the new regulations. 


For The British Central Electrical Co., 


E. S, CONRADI, 
Lor.don, E. C., July 12/^, 1909. ` 
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LEGAL. 


J. MusanavE & Sons, LTD., v. BRADFORD Oonronaxron. 
A Question or Costs. 


In the King’s Bench Division, on Thursday, July 8th, this case was 
mentioned to Mr. Justice Darling on a question of costs. | 

Мв. Hurogmson appeared for the, defendants, and said that the 
action was tried by his Lordship, and & question now arose on the 
form of the regt) rdum by the Master in нча to the costa of 
the action. His Lordship gave judgment for the defendants on 
the claim and counterclaim, with £10 damages in respect of the 
latter, His Lordship gave defendants the general costs of the 
action and the counterclaim, exoept on the on which they 
had failed, X 

Мя. Draronnar, for Messrs. Musgrave, pointed out that if the 
order went as drawn up, the plaintiffs would be deprived of all 
coste, and that he submitted was not what his Lordship intended. 

His LompsHiP said he thought that the certificate as the Master 
had drawn it up, expressed hia intention with the exception of one 
point. With regard to that, the following words must be inserted : 
—' Exoept so far as regarde the counterclaim as to the issue 
concerning the defective workmanship of the shaft. Upon that issue 
the defendants wil] not get costs as 
will the plaintiffs against the defendants”. . 


Ввавруоор v. Вову СОВРОВАТТОМ. 


Ат the Manchester Assizes on 8th inst. William Sidney Beard wood 


claimed damages for personal injuries. He said that on November 
30th last he went to Bury, and in the evening attempted to board 
a Radcliffe car opposite the Knowsley Hotel. He had one foot on the 
step when the oar started, and he fell, dislocating his left shoulder. 
It was three months before he recovered the use of hís arm, 
during which time his business suffered, as he was unable to give 
proper attention. For the defence it was suggested that Beard wood, 
on being told that the car was not going to Whitefleld, got off while 
it was in motion, though warned not to do so. The guard stated 
that he put his band on the. plaintiff's shoulder to prevent him 
alighting while tbe car was moving. 
The plaintiff was awarded £50 damages. 


J 


МЕТВОРОШТАН ErnzorBi0 Surety Co., LTD., v. UxBRIDGE AND 
Distaicr ErEOTBIO BuPPLY Oo., Lip. 


A MOTION in this matter for the appointment of a Receiver of the 
defendant company was before Mr. Justice Neville in the Chancery 
Division on Tuesaday last, but with the consent of all partjes it stood 
over for a week. : 

It was stated that the applicants had just had affidavits from 
the other side which they desired to answer. | 


„Lamp v. EnrrR Оп, Co. 


Ат Dartford County Court on July 7th, before Judge Emden, | 


Wm. James Laird, a wharf labourer, sued the Erith Oil Oo., Ltd., 
for damages for injuries received through an electric shock. 

PrAnsTIFF stated that whilst at work on a barge, be took hold of 
a chain from an electric crane,and feeling the current he called to 
the crame driver to switch it off. He did so, but plaintiff 
coald not release bis hold, and it was not until the current was 
switched off that he could do so. By that time he had lost 
consciousness, _ | 

Сосивет, for the defence admitted that the accident happened, 
bat contended that it was without negligence on anyone's part. It 
was explained that the accident was due to a defective cable, not 
protected, lying across the rails on which the crane worked. 

Judgment was given for plaintiff for £75 and costs. 


NortTH-WESTERE ELECTRICITY AND Power Gas Co. 


THE petition by Harper Bros. & Co. and others for the compulsory 
winding up of this company, was again before Mr. Justice Neville, 
in the Winding-up Court, on Tuesday last. 

Ма. HANSELL, for the petitioners, now stated that the peti- 
tioners’ debt bad been satisfied, and they were willing to have the 
petition dismissed, with costs. " ; 

There was no opposition to this course being adopted, and his 
Говренгр dismissed the petition accordingly. 


SEQUEL TO Fire Prr EXPLOSION. 


Тив hearing of actions by miners and their dependants in con- 
nection with the recent explosion in the Fife Coal Co.’s pit 
at Lochore, has resulted in damages being awarded, ranging 
from £300 to £500. The accident took place in the Mary 
Pit, the deepest in Fife. In the course of operations in- 
flammable gas was met with, and safety lamps only were in use. 
A fan, driven by an electric motor, circulated a current of air 
throughout the workings. Prior to the accident several miners 
were waiting at the mid- working station until the fireman 


the plaintiffs, neither 
| and disorderly, and that it was while attempting to strike the con- 


reported that all was safe. The fireman went forward;to the motor 
and switched on the current, the pursuers stated, and immediately . 
a terrific explosion took place. Three workmen were killed or 
fatally injured, and others received injuries. The. pursuers 
imputed the fault to the defenders in respect that their system of 
working was defective, and that they failed to observe the rules. 
The company contended that the accident not being attributable to 
their fault, or to the fault of those for whom they were responsible, 
orto any defect in their system of working the mine, they were 
entitled to absolvitor. . After a three days’ trial, the jury returned 


. & verdict for the pursuers. Other claims were settled. 


FANSHAWE v. BALFORD CORPORATION. 


Ox 9th inst. an action was heard at the Manchester Assizes, before 
Mr. Justice Hamilton, in which Mr. George Henry Fanshawe, a 


. clerk, residing at Stanley Grove, Ecoles, sought to recover damages 


against the ord: Corporation in respect of an accident on 
January 11th, by which he lost a leg. 

The allegation of the plaintiff was that whilst a passenger on one 
of the Corporation tramcars he was hustled off the car by the con- 
ductor and fell in the roadway, his leg going under the wheels of 
the car. On the other hand, it was contended by the Corporation 
that the plaintiff was under the influence of drink, was quarrelsome 


ductor that he fell under the car. 
The jury found for the plaintiff, and awarded £500 damages. 
Judgment was given accordingly. Ny 


— 


_ BRAY v. BAWTENSTALL COBPOBATION. 


AT the Bawtenstal] County Court monthly sitting just held, Judge 
Hamilton heard an action brought by Mrs. Dorcas Bray, a widow, 
of 6, Qaeen Street, Oloughfold, for personal] damages sustained in a 
runaway tram disaster between Rawtenstali and Haslingden on 
Ohristmas Eve last. The Corporation, as owners of the car, did not 
deny liability. The car ran backwards a distance of over a mile 
down a declivity, and one of the passengers who jumped off the 
vehicle was killed. Mrs. Bray sustained a fractured jaw, а bruised 
sboulder, a cut arm, and severe shock to the system. It was stated 
that probably she would never recover. She claimed £100, and the 
Corporation had paid £30 into Court, Judgment was given for the 
plaintiff for £60. 


Тнв JOHANNESBURG OonTRACT—APPEAL. 


On Tuesday, July 6th, the House of Lords, consisting of the Lord 
Chancellor and Lords James, Atkinson, Gorell and Shaw, allowed 
an interlocutory appeal by the Municipal Council of Johannesburg 
against a decision of the First Division of the Court of Session. 
The respondents were D. Stewart & Co. (1902), Ltd., Glasgow, 
William Beardmore, shipbuilding and steel manufacturer, of 
Victoria Street, London, and Mrs. Joseph Beardmore sued ‘as the 


,executrix of her late husband. 


The action arose out of certain contracts under which the 
respondent company contracted to supply the appellants with gas 
producer and electric generating plant for electric lighting, power, 
tramway and other purposes. The Town Council of Johannesburg, 
in September, 1903, resolved to install plant for the production and 
supply of electrical energy for, municipal purposes, and issued 
forms. The specifications were divided into sections, and the 
tenders made by Messrs. D. Stewart & Oo. (1902), Ltd., Glasgow, 
for Sections B, C, D and E (the last three being electrical generating 
machinery) were accepted. The plaintiffs in the action claimed 
that as the defendants were in breach of their contracts, they were 
liable to repay to the Council the payments already made on 
account of the contract price, and to pay them damages for breach 
of contract. 

The present appeal, so far as this part of the action was con- 
cerned, related entirely to the determination of the tribunal and 
procedure by which this question between the parties was to be 
settled, the appellants contending that the question fell to be 
decided by the Court being outside the scope of the arbitration 
clauses contained in the contracts. The Court of Session decided 
that the question should be decided by arbitration in England. 
Further, they, dismissed the claim against the sureties as being 
premature. 

The Municipal Council appealed, and in the course of the argu- 
ments, it was stated that the sums claimed against the Scotch 
company were in all £418,694, and against the sureties (Mr. William 
Beardmore and the executrix of Mr. Joseph Beardmore) £115,134. 

At the close of the arguments, the LoRD CHANCELLOB expressed 
the opinion that the arbitration clauses were to be construed 
according to English law, and that so construed the Courts had 
power to enforce the contract. He was further of opinion that the 
suit against the sureties had been wrongly dismissed. 

The other noble and learned Lords concurred, and the appeal 
was allowed, with costs, and the action was directed to be tried in 
the Scotch Courta. 

Mr. Clyde, К.С, Mr. T. B. Morison, K.C., and Mr. Mitcheli 
appeared in support of the appeal, instructed by Faithfull & Owen 
for P. Morison & Bon, Edinburgh; Sir Robert Finlay, K.C., Mr. 
Macmillan, the Hon. W. Watson and Mr. Fletcher Moulton, 
inatructed by Nicholson, Graham & Beesly for Davidson & Syme 
Edinburgh, were for the respondents. 
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OUR LEGAL QUERY COLUMN. 


(Questions addressed to this column should be written on. one side. 


of the paper only.] Dx 


"LEGAL" writes:—“ Will you be kind enough to advise on the 
` following? A builder owns an estate on which he lays out 100 
small houses, and contracts with the electricity supply authority to 


wire the whole of the houses on the estate; the authority on 


their part agree to supply the current at contract rate per lamp 
demanded, and lay all cables and connections free of charge. 
Later, when the builder wishes to get & supply of gas into each 
house for cooking and heating purposes only, have the gas company 
a right to refuse to lay the mains for this purpose apart from 
lighting? In several parte of the country known to the writer the 


gas authorities, although not giving point-blank refusal to lay the 


necessary gas mains and pipes, are pressing the builder to put in 
gas pipes for lighting purposes also. Are they not exceeding their 
right in so doing? And is not the builder entitled to a gas service 
for heating and cooking опју—7.е., for all domestic purposes other 
than lighting ?” 
*,* This is a question the answer to which depends upon the 
Statutory terms under which gas is supplied in the district in 
uestion. These may or may not be different from the terms laid 
doen by the Gas Works Clauses Act, 1871. That Act provides 
(by Sec. 11) that the undertakers, upon being required to do ao, 
shall provide gas for any premises within twenty-five yards from 
апу of their mains; and (by Sec. 36) that whenever the undertakers 
neglect or refuse to give a supply of gas to any owner or occupier of 
premises, within the limits of the special Acts, entitled to the same, 
under such pressure as is prescribed, they shall be liable to a penalty 
not exceeding forty shillings for each day during which such default 
continues. It is possible, of course, that the provisional order 
under which gas is supplied in the district in question makes 
special provision for the supply of gas for purposes other than 
lighting; but all consumers in the district must receive equal treat- 
ment. II Legal could procure a copy of the provisional order 
under which gas is supplied in his district, he could probably 
answer all these questions for himself. . 


! 


REVIEWS. 


Electric Lighting and Power Distribution. Vol. I. By W. 
PERREN Maycock, M.I.E.E. London: Whittaker & Co. 
Price 68. net. | | 
This is the seventh edition, and is practically re-written- 

It is specialy suitable for students preparing for the 

Elementary and Ordinary Grade Examinations of the City 


and Guilds of London Institute, and has, indeed, been used 


for many years throughout the country for this.purpose. In 
the present volume there are 167 more pages and over 100 
more illustrations than in the previous edition, rendered 
necessary. by the advance in the science: but the book is 
still very compact and of a size suitable for studente" use. 

Though the work as a whole is elementary, yet the 
student is supposed to be acquainted with the fundamental 
principles of magnetism and electricity, and to have a know- 
ledge of simple algebraical equations and their manipulation. 
Given these, he should find that he has before him one of 
the best text-books of its kind, and should have little 
difficulty, if he be in earnest, in mastering sufficient of the 
subject to enable him easily to pass the above-mentioned 
examinations. 

How very difficult it is to write & good text-book on 
elementary electrical engineering ; what a nice balance must 
be struck between theory and practice, between mathe- 
matics and experiment, between the fundamental and side 
issues! Little wonder, indeed, that a suitable work is rare 
and difficult to obtain. The work under review, however, 
as is evidenced by a popularity of so many years, to a large 
extent satisfies the needs of the student, and we cannot fail 
to be struck on perusal of its pages with the orderly and 
systematic arrangement, with the clear and succinct defini- 
tions, with the original and suitable illustrations, and with 
the care taken to touch upon and explain only those parts 
of the subject that are of fundamental importance to the 
young engineer. 

With regard to resistances the author contents himself 
with a few well-drawn figures, thus fixing the mind on 
principles and not confusing it with useless and academic 
side exercises. Fall of potential is illustrated by hydraulic 
analogy—the diminution of head through resistance of 
water flowing in a pipe. This is good in its way, but we 


think that few of the students who will find this book use- 
ful will have actually seen the experiment for themselves, 
and unless they have done so the analogy is useless, as 
this particular experiment is one that must be seen to be 
believed. | 

In describing the effect& of current, а section is given 
to the phenomena of radiation, a novelty in a work of this 
kind. Mention is made of cathode rays and Róntgen raya, 
the peculiar effecte of the latter being well detailed, and a 
diagram of their effect on the fluorescent screen inserted. 
A point that is very noticeable with regard to the direction 
of the field induced by a current is a number of excellent 
diagrams, which show a student very clearly the relation 
between current and field. We have seen nothing like this 
before, and we know from experience that the teacher will 
find them very valuable indeed. A similar diagram is the 
one determining the polarity of a solenoid or of an electro- 
magnet. | 

Under the section Experiments on Induction," we have 


-again to note tbe very luminous diagrams on the motion of 


& current-carrying conductor when placed in a magnetic 
field, and the diagram illustrating magnetic drag. The 
latter is particularly interesting, and gives a student, at a 
glance, areason forthe phenomenon. A very usefal chapter 
is that which deals with electric bells, contact makers, fire 
alarms, rules for bell wiring, indicators, relays, circuit 
diagrams, earth returns and telephones ; the circuit diagrams 
are especially interesting and clear. 

In Chapter VI, that most difficult matter to the young 
electrical engineer, the laws of magnetomotive force, is 
taken up. We consider this one of the best chapters ever 
written on this subject for an elementary student. 

Chapter VII is on electrical measurement, and we 
notice that the illustrations here resemble the stuff we are 
accustomed to see in the workshop, and not the prim, 
impossible apparatus we behold in many text-books. 

The last chapters have to do with the construction of the 
dynamo, the examples chosen being up-to-date modern 
specimens, (7 

On the whole this book is the best of its kind that we 
have come across, and it is safe to predict that the new 
edition will enhance its popularity. m 


\ 


Heat for Engineers. By Cuas. R. DARLING. London: 
E. & F. N. Spon, Ltd. Price 128. 6d. net. | 


As pointed out in the preface, the author seeks to deal 


with the ** numerous applications of heat in modern industrial 


processes, and to furnish the information and data required 
for a correct understanding of the thermal phenomena 
involved." | 

The book consists of 21 chapters and some 415 pages. 
Amongst the chapters are those on ** Practical Applications 
of the Property of Expansion," in which pendulums and 
steam traps are dealt with. | 

There is a chapter on “The Measurement of High 
Temperatures," and pyrometers of all types are dealt with, 
from Wedgewood's to the more recent Callender, Roberts- 
Austen, and Le Chatelier types. 

Another interesting chapter is that on Practical Appli- 
cations of Fusion and Allied Phenomena.” Неге the action 
of water sprinklers is dealt with, and the use of sodium 
acetate in footwarmers. | 

Low temperatures are discussed in Chapter XV, and the 
following chapter gives complete descriptions of refrigerating 
apparatus. The various refrigerators illustrated would 
rejoice the heart of Sir Francis Bacon, who lost his life 
through a chill caught by packing a chicken in snow to see 
whether its flesh could be preserved. The temperature 
necessary to preserve most meats, vegetables, &c., is about 
83°-40° F., and only in à few cases is it necessary to go 
below 32? F. by a few degrees. 

The lagging of steam pipes is dealt with on page 323, and 
there the author gives an improved electrical method of 
testing laggings. 

Ventilation, fire grates, and chimneys follow, and the 
limitations of formule are discussed. Electric radiators 
receive rather drastic treatment towards the end of this 
chapter, and one might suggest that here comparisons are 
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odious," and that electric radiators are very nice things if 
one can afford them. In order to make a strict comparison, 
the fact that coal is burnt in a coal fire when it is not wanted 
has to be considered, and servants’ wages reckoned at so 
much per hour must be taken into account. Perhaps if 
the author did this instead of merely comparing heat units 
in an unpractical manner, he would be surprised to see 
what happens in cases where rooms have to be only tem- 
_ porarily heated. 

The final chapter discusses the losses in steam engines 
and refrigerating machinery. "We 4 l : 

We congratulate the author on producing quite & useful 
treatise. The task of teaching Heat —a somewhat “агу” 
subject (as students generally remark)—in a practical way 
is no easy matter, and the present work stands almost by itself 
as the only treatise on Practical Heat.” 

It is well printed and illustrated. 


Boiler Feed Water. By F. A. ANDERSON, B.Sc. (Lond.). 
London: Thé Zlecírician Printing and Publishing Co. 
Price 68. net. : 


This is an attempt to place the subject of boiler 
incrustation and corrosion fully before the engineer, with 
special reference to the reduction of the hardness of water, to 
which incrustation is due. | 

Probably most hard waters can be treated fairly well by 
the Clark process and its modifications, but with many 
waters there are complications of which the engineer should 
beaware. Lime will remove lime carbonate wholly, bnt to 
remove lime sulphate requires soda, and the sulphate is not 
removed ; it is only converted into a new solnble ealt of 
‚вода, and gives rise to a danger, for it may concentrate in а 
boiler, and cause trouble. 

An engineer in charge of boilers must be alive to all their 
tricks, and alert against being caught napping. He can 
see the coal fed into the furnace, but the feed water goes 
in unseen, to perhaps, tenfold the weight, and may carry in 
great quantities of salts. 

The author confines his studies chiefly to the ordinary lime 
and soda re-agents. He makes very little reference to the 
barium salts ; perhaps he thinks they are still outside the 
realm of practical cost. But the barium salts, for sulphate 
reduction, more especially, deserve more mention, if only to 
urge on some electrochemist to study their formation 
electrolytically. 

A few boiler scale analyses are tabulated as examples, two 
of them from Canada showing high percentages of magnesium 
salte. The analysis of a scale is no sure criterion of what 
was in the water. Theauthor explains the various reactions 
which cause this and other apparent, anomalies. 

Under the head of corrosion we find no reference to that 
which often goes on under an apparently clean white sulphate 
scale. This sort of corrosion may be found in boiler at 
Burton. 

On the otherthand, the author suggests & case of two 
waters, harmless alone, but which would cause corrosion if 
mixed. This is quite true, and we have known where a pair 
of Yorkshire streams appeared each to be very good for 
boilers, yet when they were mixed a few hundred yards lower 
down, a boiler fed with the mixed water was corroded rapidly. 

Also, water that is good enough forlow pressure may be 
corrosive at modern pressures, for the higher temperature 
may change the behaviour of some of the salts present. 

Chapter III is the chemists’ chapter — for use in the 
laboratory—for it deals with water analysis and soap testa, 
Chapter IV is & continuation of it, and Ohapter V deals 
with the practioe of water softening, no attempt being made 
to describe the details of apparatus. Their action is 
described generally, and the results are given in formule. 
Silver and phenolphthalein testa are cited, and stress is laid 
on the importance of pure lime, such as * Buxton,” by 
which, of course, i8 generally meant Derbyshire lime from 
the carboniferous rocks of that county. 

White chalk lime is good, but hydraulic ог aluminovs 
limes, such as Dorking gray lime, are less suitable. The 
various forme of soda are desoribed, and the cost compared 

1,000 gallons softened of interchangeable re-agents. An 
teresting question is discussed by the author in respect 


. subject, and, perhaps, stirred up controversial matter. 


water and magnesia salts? 


of how far it is desirable to deal with magnesia. He thinks 
that if lime carbonate be removed, magnesia may remain if 
present in other than the carbonate form. Magnesia has, 
he says, little tendency to form scale. 

Thus, it will be seen that the author has thought on E 
An 
we seem to see between the lines that the lime-and the soda 
treatments are not all-satisfying. As Punch's footman 
thought, with his beef and mutton diet, it was high time 
another animal was invented, so, perhaps, it is high time 
another softening re-agent was discovered. Barium salts 
have points of great excellence. True, they are poisonous 
and have a huge atomic weight. But, on the other hand, 
they are insoluble and cannot exert their toxic property. 
They have peculiarly good qualities for easy use, and the 
author, as we have said, might give room to 4 discussion 
of them in a future edition. | 

A sixth chapter treats of grease in boilers. Has the 
author sufficiently considered the supposed danger of greasy 


The removal of oil is very difficult. The de Laval cream 
separator will take out much of the oil from condensed 
water, but does not seem to take it^all out. Then there are 
electrical methods, said to be very efficacious, and methods 
of coagulation. 

We can hardly agree with the paragraph on page 130, which 
says that in softening circulating water it is only necessary 
to deal once with the main quantity and then to soften the 
muke-up. This might be true if &oftening did remove all 
the scale-forming matter. But it does not; circulating 
water by constant evaporation becomes ás ** hard as a brick- 
bat," and must be repeatedly re-softened. - 

A final chapter on steam boilers contains some роса 
general advice on boiler setting and management. We 
might add to this, that when there is the slight risk of 
grease getting into a boiler, the latter, when laid off, should 
be well blown off by way of its scum trough, so as to remove 
floating grease and prevent it from settling down on the 
plates when the boiler is finally blown down in the usual 
way. 'Turning over & page, we find the author recom- 
mends this very safeguard at page 142. 


BUSINESS NOTES. 


Electrical Enterprise in the Near East.—At the 
end of April we announced tbat an international financial group 
had been formed for the promction of electrical enterprises in the 
Orient, and that a trust company would first be constituted at 
Zurich. The latterhas now been established under the title of the 
Union Ottomane, Société pour Entreprises Electriques en Orient, 
with beadquarters at Zurich, and with a share capital of £480,000 
divided into £20 bearer shares, of which one-half has pro- 
visionally been paid. The objects of the company are theinitiation 
and execution of all kinds of transactions which refer either directly 
or indirectly to the erection, purchase, working, transformation and 
tbe sale of electrical undertakings, and in particular those which 
aim at lighting, the transmission of power, railway working and 
electro-chemistry in the Oriert. The promoting syndicate, which 
is headed by the Deutsche Bank of Berlin, comprises the following 
influential firms and individuals :— 

Bociété Générale, Paris. 
Banque operaie Ottomane, Paris. 
Thalmann & Co., 8. 
Continentale Gesellschaft fur Elek- 
trische Unternehmungen. 
Commerzienzat A. Walker. 
Paul Dansette, Brussels. 
Mitteldeutsche Credit Bank. 
Gebruder Bethmann. 
core fur Elektrische Indus- B жы кыгын 
Banque de Paris ei des Pays Bas. Zurich, uec ere ARMAS 
The board of directors of thecompany, whose headquarters are at 
the premises of the Swiss Credit Anstalt, Zurich, comprises repre- 
sentatives of the banks mentioned, and includes the names of 
W. C. Escher, of Zurich, and Dr. Walther Ratbenau, of Berlin. 
It will be seen that whilet Frencb, German, Belgian, Swiss and 
Austrian capital is represented by the promoters, the participation 
of English interests, contrary to former reports, finds no part inthe 
undertaking. 


Anglo-Russian Trade.— We have received a copy of 
the Anglo-Russian Gazette, a new 3d. paper which contains a good 
deal of matter of interest to those who are concerned with the 
development of trading relations between England and Russia. 
The publishing offices are a5 Salisbury House, E.O.  . 


A. Bpitzer & Co., Paris. 

Josse Allard, Brussels. 

Commerz und Disconto Bank. 

M. M. Warburg & Co. 

Elektrische Licht und Kraft Anlagen, 
Berlin. 

Jacob B. H. Stern. 

Vienna Bank Verein. 

Bank fur Elektrische Unternehmun- 
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Our Trade in Canada.—In a recent article we commented 
upon the imperative necessity of devoting greater attention to the 
fostering of electrical trade between thís country and Canada, and 
we quoted the views expressed to us by & Canadian electrical 
engineer who recently paid a visit to this country. In order that 
the matter may not be lost sight of, and to lend support to the com- 
ments that we and others have made at different times, we quote 
the following extracts from an article “by a Canadian expert" 
appearing in the Daily Mail of Friday last. The titles of the 
are, Osnada's Trade; Indictment of our Manufacturers; ‘Common 
Cause’ of Failure.” The author writes :— 

“ The common cause of the comparatively low standing of British 
imports into Canada is the indifference of the British manufacturer. 
The merite of the British-made article are recognised by the 
Canadian people. It is preferred to the foreign, and we have given 
practical evidence of our preference by admitting British goods at 
331 per cent. less duty than the goods of any other country. 

"But if the British-made article were a hundred times more 
meritorious, and if the people of Canada were 100 times more eager 
to buy it, results could not follow without the necessary initiative 
on the part of the British manufacturer. The purchaser, in these 
days of strenuous competition, will not go to the seller, and that, 
in sharp contrast to the methods of the United States merchant, is 
what the British manufacturer seems to expect the Canadian pur- 
chaser to do. 

* Few commercial travellers for British houses are to be met in 
Canada. There is but d feeble effort on the part of the British 
merchant to get in touch with his Canadian customer. His cata- 
logues contain price lists in pounds, shillings and pence, wbich 
nullify their value toa large majority of the people they reach. In 
what. little advertising the British merchant does in Canada, there 
is, in many instances, the same careless disregard of modern business 
methods, 

“Great Britain has held ber own in Australia and South Africa, 
as the trade returns prove. The British manufacturer has not held 
his own in Canada. I venture to say that if he had shown the 
same languid interest in the African and Australasian markets 
that he has so long shown in the Dominion, the outcome in these 
places would have been the same. | 

“When I was in Montreal a few weeks ago І talked with an 
кмк ш manager who is associated with one of Canada's largest 

ms. 

There are advertisements, be said, that have been running 
without a change of copy for 25 years. I know of one advertise- 
ment іп a leading Toronto paper which I can remember as а boy. 
It is still there without a solitary change, with its ancient cut and 
ancient wording.’ 

* Though I have made the closest inquiries among business men, 
I have yet to learn of a British manufacturer who, having put 
forth the necessary initiative in Canada, has failed to secure his 
share of Canadian patronage. 

" Mr. Grigg, the British Trade Commissioner, who made intelli- 
gent study of trade conditions in our land, gave four reasons for 
Great Britain's unfavourable showing in Dominion trade :— 

“1. Lack of commercial agents in Canada. 

2. Geographical position of the Dominion. 

"3. Inability of the British manufacturer to adapt goods to 
to Canadian requirements. 

* 4. Indifference of British merchants to the Canadian market. 

“In my opinion the fourth factor should be mentioned first. If 
the British manufacturer woke up and studied our market, he would 
rapidly repeat the success he bag so constantly won in the other 
parts of the Empire." 


Curtis Steam Turbines.—The following is a list of 
orders that have been received by the BaitisH Tromson-Hovuston 
Oo., Lro., for Curtis turbines of the horizontal type for exhaust 
and mixed pressure :— - 

Cleveland & Durham E.P. Co. (Teesbridge).—One 1. 500-x W. two-stage plain 
exbaust three-phase alternator, 

Fife Coal Co.—Two 750-xw. three-phase mixed pressure. 

Earl Fitzwilliam Collieries.—One 850-kw. mixed pressure A.C. 

Wath Main Colltery.—One 500-x w. plain exhaust д.с. 

Braidwater Spinning Co., Ireland.—One 750-K w. mixed pressure A.C. 

Bolsover Colliery Co.—One 500-xw. a.c. plain exhaust. 

Lothian Coal Co.— One 560.«w. mixed pressure р c. 

Shirebrook Colliery Co.—One 500-x w. mixed pressure A. C. 

Bolckow, Vaughan.—One 750-kw mixed pressure 4. C. 

Carrongrove Paper Co.— Опе 1, 000. K W. high pressure А.С, 

Oriental Timber Co.—One 750-K w. mixed pressure А.с. 

Watford U.D.C.—One 500-kw. high pressure A.c. 

Hakota E.L. Co.—One 1,000-ку. high pressure a.c. 


It may be added that repeat orders for vertical Curtis steam 
turbines have been received from the Liverpool Corporation for ita 
Lister Drive station, where tbree vertical Curtis steam turbines 
are installed and giving satisfaction, and that five vertical Curtis 
steam turbines are installed at the County of London Electric 
Supply Co.’s stations. 


Exhibition.— Another scientific Exhibition, on similar 
lines to that which proved so successful in 1907, is to be held at 
the Royal Horticultural Hall, Westminster, S.W., in October next. 
The exhibits will include engineering models, electrical and 
Scientific apparatus, lathes and light workshop appliances, model 
aeroplanes, and technical education equipment. A number of 
firms have already taken space, and a very interesting display is 
assured. An attractive feature will be the exhibits in the competi- 
tions for model and scientific apparatus making, several eventa for 
both amateur and professional workers having been arranged, for 
which prizes are being offered. Full particulars may be obtained 
from the organisers, Messrs. PERCIvVAL MARSHALL. & Co., 26-29, 
Poppin’s Court, Fleet Street, London, E.C. 


Electricity at the Golden West, Earl’s Court.— 
There is not a great deal which is of special interest to electrical 
engineers at the Golden West, but there are one or two things 
which attracted our attention during a recent visit. One of these 
was the automatic telephone exchange exhibited by the Астомато 
Егествіс Co., which is, we think, worthy of notice. The use of 
automatic telephone exchanges would be limited in this country 
to private installations. The intercommunication system is useful 
up to a certain poiot, beyond which an exchange becomes necessary, 
and this, of course, involves the expense of an exchange attendant. 
The exchange attendant introduces the time element, that is to 
say, there is always a certain amount of time lost in ringing up 
the exchange, giving her the number and then waiting for her to 
call up the number, make the necessary through connection, and 
advise subscribers that they are connected. The automatic system 
reduces this toa minimum, the time required being very little 
more than in tbe interoomm unication system. In the latter all one 
bas to do is to press one button or move & lever to the required 
number, and then use the instrument. In the automatic system 
the only difference is that one or two seconds more are taken up 
in moving the lever once for each digit of the subscriber's number. 
Daring our visit the operator rang up some half-dozen people in 
abont half a minute, whereas with the manually-operated exchange 
Bystem one would be fortunate to get one call through in twice the 
time. If one rings up an engaged subscriber, the engaged signal 
is automatically given; if an instrument is out of order a dis- 
tinctive signal is aleo given. In fact, the automatic system appears 
to do everything that the ordinary Hello girl " accomplishes, and 
does it silently and more expeditiously. Another interesting feature 
is the side show of X-ray apparatus in charge of Mr. Dean, who is 
one of the pioneers who have suffered in the cause of X-ray science. 
He shows the most up-to-date apparatus in radiography, including 
the safety screens which are now used by operators. He claims 
that by means of the apparatus he exhibits the operator is quite 
immune from harmful effects. There are several other interesting 
exhibits in the way of tools and engineering apparatus generally. 


Athletics.—The second annual athletic meeting of the 
various Vickers, Sons & Maxim's works was held at the Vicker's 
Sports Club Ground, Carbrook, Sheffield, on Saturday afternoon, 
July 10th, teams from the following works taking part :— Vickers, 
Sons & Maxim, Sheffield, Barrow-in-Furness, Erith and London 
Office ; the Wolseley Tool and Motor-Car Co., Ltd., Birmingham ; 
and the Electric and Ordnance Accessories Oo., Ltd., Birmingham. 
Prizes to the total of £60 were offered, and in addition a 30-guines 
silver challenge cup was competed for, to be held for one year by 
the works whose representatives secured the highest number of 
points. In addition to those for employés only, there were several 
open events, including two for local school children. The holders 
of the cballenge cup for the ensuing year are the Barrow Works of 
Messrs. Vickers, Sons & Maxim, who sent up a contingent of 
splendid athletes, and secured three first, three seconds, and two 
thirds, making a total of 17 points out of a possible 36. Consider- 
ing that only seven men were present from Barrow, this is a very 
meritorious performance. The winners of the cup last year were 
the Electric and Ordnance Accessories Co., Ltd., Birmingham. 
The Master Cutler, Mr. Douglas Vickers, was present during the 
afternoon, and presented the prizes and challenge cup to the 
successful competitors. 


Trade Announcements.—MEssrs. STOODLEY BROS., 
electrical engineers, have opened new business premises at The 
Arcade, Aldershot. 

Мкаввв. W. T. Grover & Co., Ітр., of Trafford Park, Man 
chester, inform us that they have appointed Mesars. Haslam and 
Schontheil, of Western Mail Chambers, Oardiff, to represent them 
in South Wales, for the supply of electrical wires, cables and 
accessories. 

Mrssas. GILLESPIE & Вклгез, of Amberley House, Norfolk 
Street, Strand, have been appointed selling agents for the Bastian 
electric heating and cooking devices, which were described in our 
last issue. 

Mz. J. LAM BIE, in conjunction with Ma. C. R. WRIGLEY, late of 
Laurence, Scott & Co., Ltd., of Norwich, are taking over the 
London contracting business of the Walsall Electrical Co., Ltd., at 
116, City Road. Mesers. Lambie & Wrigley will also represent the 
Wallsall Electrical Co, Ltd., for their various manufactures, in- 
cluding all classes of switchboards and measuring instruments. The 
telephone number remains unaltered, viz., 8,841, London Wall. 

Тнв Ввітізн Orr Co. have removed to Norfolk House, Lawrence 
Pountney Hill, E.C. 

On and after the 15th inst., the address of the Newcastle office of 
the Union ELECTRIO Co, LTD. will be Collingwood Buildings, 
Neweastle-on-Tyne. 


Mexico.—According to the Merican Herald a company, 
to be known as the Mexico Steel and Chemical Co., has been 
formed, with a capital of $1,000,000 (about £102,000), to mann- 
facture steel and chemical products by the use of electrical power. 
Work is soon to be begun on the plant, which it is hoped will be 
completed within a year. Itis intended to manufacture, among 
other things, rails, steel cistinge, shoes and dies for mining mills, 
and calcium carbide.— Board of Trade Journal, 


South African Exhibition.—II.M. Trade Com- 
missioner for South Africa (Mr. R. Sothern Holland) now reports 
that it has been decided to hold, instead of an international 
exhibition, a South African exhibition on a large scale; it will 
include an international show of agricultural implements and 
machinery, electrical appliances, motor cars, &c. 
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Catalogues and Lists —Mr. JENS Orten-Bovine, 
72 74, Victoria Street, Westminster, 8.W.—32.page catalogue 
(No. 27E) containing well-illustrated particulare and prices of Dr. 
Horn's patent tachometers for launch, turbine, tramway, locomotive 
and other service, also tachographs, engine counters, and electrical 
counters for distance operation. We understand that five special 
turbine tachometers are being installed on the turbines for the 
Westminster Electric Supply Corporation. In all probability, 
these tachometers will shortly be manufactured under licence in 
England. 

. Mussus. W. T. Hencey's ТЕтНОБАРН Works Co., Lrp., Blomfield 
Street, London Wall, E C.— New list (32 pages) containing 
particulars, with prices, of jointing tapes, compounds, jointers' 
tents, tool-boxes and tools, safety lamps and ассев:огіев It 
sets out in convenient form particulars of a large variety of 
insulating and other tapes. It describes their various properties 
and the purposes for which they are best suited, with paiticulars 
‚аз to the prices, widths, weights, &c.—informstion likely to be 
of service to tramway engineers, mains superintendents, mining 
engineers and electrical contractors. 

Union ELECTRIC Co, Lrp., Park Street, Southwark, S.E.— List 
No. 6,020, of about 30 pages, dealing fully with their ''Fortiter" 
direct-current motor-starting switches, controllers and resistance 
apparatus. Tabulated data, with illustrations and prices, are given, 
also diagrams of connections and dimension eketches. A number of 
special devices to which attention may be called are : Motor-starters 


with oil-cooled resistances, with field-rever:ing switches, and with. 


step-by-step slow action, aleo standard speed regulators witbout 
automatic features, and motor-startera of the multiple-solenoid 
type. 

Messrs. ARNOLD GoODP WN & Rom, LTD., Sumner Street, Bouth- 
wark Bridge, S. E.— Several leaflets relating to their runways, 
lifting blocks, the Beatall" system of raising water by com- 
pressed air, also their pulleys, shafting, gearing, &c. 

ADAMS MANUFACTURING Co., Lrp., Bedford.—Large collection of 
illustrated lists in binding cover, describing some of their Standard 
types of Igranic motor starting and controlling apparatus for 
alternating and direct-current duty. It is difficult to know where 
to begin in trying to indicate the contents of these liste, for they 
cover such a variety of manufactures, starting with rbeostate of heavy 
duty type, fool-proof motor starting rheostats, automatic solenoid 

стор starting rheostate, rbeostats for large motors, for air com- 
pressors, capstaus, winches, and for slip-ring three-phase induction 
motors; self-acting motor stirting switches, compound starting and 
speed regulating rheostats for shunt or compound-wound motors for 
machine tools; shunt fleld regulators, motor-speed regulators, con- 
trollers for organ blowing, reversible lift controllers, and controllers 
for rotary printing machines. All these and many more classes of 
“ Tgranic” apparatus are illustrated and described, lists of prices 
. and dimensional particulars being also given. 

Mxssn8. Cowans, Lrp., Springfield Lane, Salford.—_ Twenty odd 
leaflets (caught in a red-covered binder) neatly illustrating on art 
paper a number of the firm’s manufactures, commencing with the 
Cowan-Still regulating transformers, and proceeding with resistances, 
generator rheostats, spring-break switches, house service and 
motor switches, switch fuses, field-breaking switches, service-joint 

. boxes, Andrews's patent current direction indicator, oil and other 
circuit breakers, overload relays, and other things, concluding with 
current transformers. 

Messrs. Tettey & Co, Falcon Electrical Works, Salford.— 
Price list No. 30, relating to the “Falcon” liquid motor starters 
and control panels of po. and polyphase slip-ring motors; also 
leaflet showing and pricing the “Poland” knife type ironclad 
double-break swi ches for motor circuits up to 600 volts. 

Messrs. ALFRED HEBBERT, LTD., Coventry.— Catalogue Section 
C 3, describing their Universal grinding machine (12 in. x 36 in.). 

Ввітізн IxSsULATED AND HRLSBET CABLES, LTD., Prescot.—Leaf- 
let (P 102), tabulating sizes, &c., of Prescot braided aerial cables 
and wires impregoated with a special weather-proof compound. 

TRI ALBANY ÉNGINEBBING Oo., Ossory Road, Old Kent Road, 
8 E.—A number of current lists of their Albany” water-sealed 
rotary pumps, improved pattern electrically-driven pumps, high- 

lift centrifuzal pumps, electrically-driven “ Blissard fans, small 
power motors, &o. We learn that the company has been recom- 
mended for the highest award (Diploma and Gold Medal) at the 
1909 International Exhibition, Paris, for its Albany patent 
zotary (water-sealed) pumps. 

Mxzssns. W. T. GLovnR & Oo., Lrp., Trafford Park, Manchester. 
—(Giovers eighth almanac, for the ensuing 12 months, has come 
to hand. Ag usual, it contains numerous items of useful technical 
information from various sources, relieved by not a few humorous 
illustrations and allusions to the lighter side of things. 

Messrs. Ово. M'CanTNEY & Oo., Burnside Works, Cumnock, 
N.B.—Loose lists giving prices and particulars of their J“ type 
switch, and tbe “ E type double-pole main switch. 

Messas. T. W. Вволрвкнт, LrD., East Parade, Haddersfield.— 
Leaflet relating to their N-type single-phase motors and P type 
motor-starters. It is claimed that a reduction of the starting 
current required by these motors has been obtained by means of more 
effective " phase-splitting.” The firm reports a continuance of good 
trade, and sends us a jist of a number of contracts for electric 
generators, motore, switchboards, &c., received during the last few 


Mzssas. ALEX. TURNBULL & Co, Lro., St. Mungo Works, Bishop- 
briggs, Glasgow.—Coloured wall sheet showing a large illustration, 
in section, of their patent Excelsior full-bore parallel slide 
sluice valve. The valve embodies a number of special features 
which are detailed on the sheet; copies of the latter will be 
forwarded to any reader on application. 


Book Notices.— Electricity in Factories and Workshops 
By A. P. Haslam. London: Crosby Lockwood & Sons. Price 
78. 6d. net.—The author bas made an attempt to produce а book 
which shall be useful to electric power users, whether the power be 
taken from the public supply or produced on the premises. e book 
is divided into three sections, the first dealing with the electric 
motor and its sccessories, in which both p c and a.c. motors, together 
with their starting gear, are very clearly set forth, the advantsges of 
each type of apparatus being carefully described. Section 2 deals 
with the provision of electrical energy, and the author explains fully 
how the cost of energy is affected by the conditions of working, and 


- thoroughly discusses the meaning of “load factor," ''diversity 


factor,” &c, showing how these affect the cost of supply. The 
bearing of the questions are made clear by worked-out examples 
under different conditions. The '" maximum demand” system is 
treated in the same way, although, as the author points out, this 
system bas never been satisfactory and is gradually going out of 
use. Comparisons are also made in this section between the cost 
of power by electric motors and gas engines for the small power 
user. In the third section, the author deals with the applications 


of electric power. chapters being devoted to textile factories, 


printing works ard engineering shops, the special requirements 
being thoroughly discursed. The bearing of the Home Office 
regulations on power installations is also gone into, and in the final 
chapter we have a good deal of valoable information on the light- 
ing of industrial establishments. The author has done his work 


very conecientiously, and the reader may rest assured that any 


information given in the book is accurate and reliable. 


Rules for Kecovering Coal Mines after Explosions and Fires. By 
W. E. Garforth. London: Ohichester Press. 1909. Price 3s. 6d. 
net.—In this novel work the author embodies the results of his 


experience in the subject indicated by the title, with a detailed 


description of the recovery of the Altofte Pit, in accordance with 
these rules—most of which, he points out, are intended as reminders 
rather than rules. The importance of having a plan “cut and 
dried” for use in such an emergency asthe explosion of a coal 
mine, where the lives of hundreds of men depend upon the prompti- 
tude and resourcefulness of the officials, needs no demonstration, 


and this unique little handbook will be of untold value at such . 


times—though tbat it may rarely be needed is, we are certain, the 
sincere wish of the author. As regards electrical matters, the book 
bas little to say; no doubt at such a time all electric circuits 
within range of the disaster would be utterly disorganised and 
useless. The author recommends that a supply of portable electric 
lamps be kept in constant readiness, in addition to the ordinary 
safety lamps; he mentions also the immense value of a portable 
telephone with a cable and reel for connecting an exploring party 
with the surface. | 


Thoughts оп Natural Philosophy and the Origin of Life." Ву 
A. Biddlecombe. Newcastle-upon-Tyne: R. Ward & Sons. 1909. 
Price 26. 6d. 


“The 1C.8 Student.” Souvenir Number. July, 1909. London: 
From the I. O. S. i 


"Proceedings of the American Society of Civil Engineers.” 
Vol XXXV. No. 5. May, 1909. New York: The Society. 


" Memoirs of the College of Science and Engineering, Kyoto 
Imperial University.” Vol. I. No. 4. 1908. Kyoto: The 
University. 


Bankruptcy Proceedings.—W. T. Harris (W. T. 
Harris & Sons), electrical engineer, Commercial Read, Portsmouth. 
—The receiving order in this case was made on debtor's petition, 
and the statement of accounts shows gross liabilities £3,883, of 
which £678 is unsecured, and assets, after allowing £55 for pre- 
ference claime, estimated at £844, thus showing an estimated sur- 
plus of £166 odd. The debtor was formerly in the Navy, and 
started bueinees in 1899, when his capital amounted to about £700. 
He cannot state what his profits have been. He attributes his 
failure to heavy expenses and bad debts. The secared creditors 
are the first and second mortgages of 460, 462 and 464, Commercial 
Road, £1,200 and £600 respectively, and the mortgages of 47, 
Emanuel Street, £1,850, the properties being valued at the same 
amounts. The debtor further states that he has not been sued for 
debt during the 10 years of his trading, and that if the estate could 


- be realised as a going concern he is now solvent. The first 


meeting is called for July 19th ; and the public examination for 
July 26th—both at Portsmouth. 


Dissolutions and  Liquidations.—BDnirisH ALT- 
MINIUM Co, Lrp.—A petition presented by Messrs. A. Schonfield 
and Herman Kuttner, of Glasgow, creditors, for the winding up of 
this company, is to be heard in London on July 20th. 


Vanapium Co, Lrp.—A meeting is to be held at 9-10, Fen- 
church Street, E.C., on August 11th, to receive the report of the 
liquidator (Mr. T. A. Ward). 


Снірріна Norton ELEOTRICO Ілонт asp Power Co., Ітр.—А 
meeting is to be held at 1, West Street, Finsbury, on August 11th, 
to hear the report of the liquidator (Mr. A. Barlow). 


Сохвів, Rers & Co., gas and electrical engineers, 7, Finsbury 
Square, E.C.— Mesers. F. G. Gunbie and F. H. Rees have dissolved 
partnership. Mr. Rees will attend to debte. 


Apos, Lrp., Lincoln.—This company is winding up voluntarily. 
A meeting of creditors is to be held at Francis Court, Lincoln, on 
July 20th. Mr. J. S. Streets, Royal Insurance Buildings, Lincoln 
is liquidator. The total liabilities, exclusive of shareholders, is 
£165, and the estimated value of the assets is £260. 
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Annual Outings.—The members of the Osram and 
Robertson Social and Athletic Olub had their first annual outing to 
Hastings on Saturday, July 3rd. Some 550 members left by special 
train from Addison Road, and arrived in Hastings about 11 o'clock. 
The staff had luncheon at the Waverley Hotel, with Mr. C. Wilson 
(manager) in the chair, and this was followed by a drive to Battle. 
Amongst the visitors were Mr. Davey (chairman, Asm. Engineers-in- 
Beni) Mr. 8. D. White (G.E.C., London), and Dr. Levey (D.G.A., 

erlin). | 

Ms, J. Н. HEATHMAN, of ladder fame, not finding a sufficient 
outlet for his superabundant energy in devising new forms of 
ingenious ladders and fire appliances, finds time to organise a series 
of launch trips on the Thames to which bis numerous friends and 
customers turn out with unfailing enthusiasm, On Saturday last 
the trip was combined with the annual outing of the staff, and a 
company of nearly a hundred spent an enjoyable day in a run 
from Kingston to Windsor and back, luncheon and tea being 
served on board, and sufficient time being allowed at Windsor 
for a short visit to the Castle. Both on the outward and return 
journey the time was beguiled with an excellent programme of 
music, to which several of the friends and staff contributed. The 
few speeches on the return journey bore evidence to an excellent 
understanding between Mr. Heathman and his staff, and the desire 
е work heartily together to ensure the continued prosperity of 
the firm. 

The third annual outing and sports of the MARYLEBONE ELEC- 
TRICITY DEPABTMENT took place last Saturday week. The party, 
considerably over 100 strong, spent the day at Brighton. The 
annua] sports took place in Preston Park. Some of the party 
visited the Brighton Blectricity Works. At the dinner, Mr. G. 
Parr proposed The St. Marylebone Electricity Undertaking,” and 

Mr. Smyth replied. Mr. A. H. Seabrook, the newly-appointed 
engineer, was unable to be present. > 

The eighth annual outing of the Bromuzy ELECTRIC LIGHT ARD 
Power Co., Ітр., was held at Brighton last Saturday week. 


Fire in Moscow.—Reuter reports that on the 10th 
inst. a fire broke out in the premises of the Russian Westinghouse 
Co. at Moscow and caused damage estimated at £10,000. 


LIGHTING and POWER NOTES. 


Ayrshire.—At a meeting of the Northern District Com- 
mittee of Ayrshire C.O., intimation was given by the Skelmorlie 
Electrical Supply Co. that it intends to apply to the B. of T. fora 
prov. order to 1uthorise the company to supply Skelmorlie and 
district with electric light. 


Bath.—The T.C. has decided to apply for a prov, order 
for E.L. in the area of tbe R.D.C., and a similar application is 
being made by the Western Electrical Construction Co. 

The Corporation has notified its intention of applying for a 
prov. order, in view of numerous applications received for a 
supply. As the District Council's own prov. order has not 
yet lapsed, it was suggested at a meeting of the latter body 
that the city should be approached with a view to its taking over 
the existing order. 


Beckenham.— The U. D. C. has decided that an endeavour 
should be made, in co-operation with the wiring contractors, to 
arrange a better system of advertising the free-wiring scheme. A 
suggestion that a show-room should be opened in connection with 
the E.L. undertaking has not been entertained by the Council. 


Bristol.—The accounts of the city electricity undertaking, 
recently published, show that the department has suffered not 
only from the prevailing complaints of trade depression and 
“ metalitis," but also from the necessity of using the older Temple 
Back generating plant owing to the unsatisfactory atate of recent 
turbine plant at Avonbank, whereby working costs were adversely 
affected. The total units sold were 8,110,957, including 822,362 
units for public lighting, and the balance for lighting and power. 
It is satisfactory to note, moreover, that the aggregate H.P. of 
motors and heating has increased from 7,103 to 10,179 during the 
12 months. The receipts amounted to £81,390, and expendi- 
ture to £38,226, leaving a gross profit of £43,164, whicb, with 
certain additions, gave £45,821 to meet financial charges amounting 
to £46,126, leaving a deficiency of £305 on the year's working. 
Mr. H. Faraday Proctor pointed out that restricted lighting con- 
sumption may be anticipated during the present year, after which 
he looks forward to a steady increase in consumption for all 
purposes. The department has earned a balance of £24,741 net 
profit in previous years, and some £18,3( 6 remains to the credit of 
the reserve fund. 


Buxton.—The U.D.C. has decided to reduce the cost of 
energy for power and heating to 24d. per unit for one hour's use 
of the maximum demand per day, and 14. per unit beyond; 23d. 
per unit for 300 units per quarter; 14d. per unit between 300 and 
450 units per quarter; and lid. per unit beyond. 


Continental Notes. — EUROPEAN WATER. POWERS.— 
The following figures are given by /'Elettricita, Milan :— France 
has available hydraulic power totalling 4,500,000 н.р. ; Italy is 
using at the present time nearly 350,000 E. p.; Switzerland is using 


about 300,000 H.P.; Germany is using about 100,000 H. ., out of an 
available 700,000 B..; Russia probably has 11,000,000 н.р. avail- 
able, of which only 85,000 are at present used. 

IraLx.—The Anglo-Romana Co. for the illumination of Rome 
reports that during 1908 a total of 27,053,145 unite were sold, made 
up as follows:— Lighting, 7,611,463; traction, 9,063,585; motive 
power, 10,357,440; heating, 20,658, tbis total being about 10 per 
cent. more than during the previous year. The total number of 
arc lamps connected is 2,118, and incandescent lamps 308,458. 
There are over 5,000 motors on the mains, the average size being 
about 54 Н.Р. The network now comprises 316,387 m. of high 
pressure and 102,831 m. of low pressure mains, all underground. . 


 Clacton-on-Sea.—The U. D.C. has decided to apply to 
the L.G.B. for a loan of £630 for electricity purposes. 


Cowdenbeath (Fife).—At a meeting of the T.C. а 
requisition by the Fife Electric Power Co. as to the granting 
of a provisional order for the sale of electricity in the town 
was discussed. It was agreed to instruct the Council's legal 
adviser to intimate to the company that it refused to give consent, 
and it was suggested that the Council take the necessary steps to 


. obtain a provisional order itself. 


East Нат, — Upon the recommendation of the electrical 
engineer and manager, the Lighting Committee has arranged 
reductions for power consumers. The revised scale is as follows :— 
Not exceeding 150 units per quarter, 2d. per unit; from 150 to 
1,000, 14d.; from 1,000 to 6,000, 14d., subject to 5 per cent. dis- 
count for prompt payment. Special terms will be arranged for 
consumers who guarantee over 6,000 units consumption per quarter. 


Gillingham (Kent).—In sanctioning a loan of £2,804 
for electricity purposes, this being & part of £5,000 applied for, 
the L.G.B. has advised the T.C. to engage a highly-qualified 
electrical engineer to investigate tLe working of the undertaking 
and report upon the best means to reduce the annual loss incurred. 
The Council has adopted this suggestion. 


Glasgow.—At a meeting of Parish Council, it was 
reported that as the result of various inquiries made of the 
Clyde Valley Electrical Power Co., in explanation of the 
original offer, the master of works has submitted a detailed report 
as to the suggested electrical supply to the Goatloch Asylum 
by that company. As the report indicated clearly that the saving, 
if any, which might result from the transference of the supply would 
be infinitesimal, while considerable expense, estimated at £1,159, 
would be incurred at the outset in adapting the plant to suit 
the altered oonditions, the Sub-Committee unanimously resolved 
that the supply be continued from the existing installation at 
the asylum. 


Hereford.— The T.C. has received from the L.G.B. 
sanction to a loan of £7,038 for electricity purposes, made up as 
folows:—4£1,190 excess expenditure on buildings, plant and 
machinery; £648 excess expenditure on cables, services and 
meters; £1,500 for new services; and £3,700 for water cooling 
plant, &c. 


Keynsham.—The P.C. has accepted the tender of the 
E.L. Co. for public lighting for a year at £260 15a. 


Leyton.—The Council has agreed to а suggestion of the 
electrical engineer to give a three months’ trial to arc lamps by 
Johnson & Phillipe, Jandus Arc Lamp Co., Crompton & Co., and 
the Oliver Arc Lamp Co., in connection with the public lighting 
scheme. In view of the increased number of metal-filament lamps 
available, the electrical engineer bas obtained & reduction in the 
price of Osram lamps from 40s. to 308. 3d. per dos. 


Jondon.—BarrERSEA.—On June 9th the Council 
decided to apply to the І. С.С. for a loan of £1,500 for providing 
consumers with arc lamps and motors, and wiring premises there- 
for on the cash and hire-purchase systems. Ав it appears to the 
Lighting Committee that to await the sanction of the central 
authority would probably cause delay, £:00 is to be taken cut of 
current revenue to inaugurate the scheme. 

FoLHAM.— Additional condensing plant (pump, piping, &c.), 
costiug £160, is to be installed at the electricity works. 


Longton.—The annual report of the Electricity, Com- 
mittee states tbat the total number of units generated during tbe 
past year was 273,401, an increase on the preceding year of 71,817, 
or 35'6 per cent. The increase in current used both for lighting 
and motive power showed that electricity was making rapid head- 
way, and additional generating plant would bave to be put in 
before the winter, and an extension made to the station. Tbe 
extensions proposed wculd double the capacity of the works. The 
gross profits for the past year amounted to £1,634, and the net 
profit to £101. 


Ludlow.—Me:srs. Foote & Milne have informed the 
T.C. that they intend applying for a prov. order for E.L. 


Market Harborough.—The B. of T. bas deferred the 
question of revcking the E.L, order of the C. D.C. for а year from 
June 22nd. 


West Ham.— An agreement has been entered into with 
the Poplar Guardians to supply energy to the branch workhouse 12 
Forett Lane for five years, The Electricity Committee bas 
arranged to include in its orders on the present contractort the 
Osram lamps required for the Marylebone B.C. 
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Motherwell.—In submitting the annual statement of 
the accounts of the Electricity Department to the T.O. for approval, 
Mr. M. Kendrick pointed out that the balance-sheet showed the 
gross profit to amount to £5,931, and the net profit, after deduct- 
ing payment of interest and sinking fund, to amount to £229. 
The years working, he explained, had undoubtedly been affected 
by the general bad trade of the year. He drew attention to the 
fact that the works were not meant to be carried on as a money- 
making concern. 


Nailsworth.—The Gloucestershire E.P. Co. is applying 
for & prov. order for electric lighting in the area of the U.D.C. 


Newport (Mon.).—The E.L. Committee of the T.C. has 
decided to replace 230 gas lamps with Osram electric lamps. The 
charge for the lamps is to be £2 each per annum. 


Newton-in-Makerfield.—The B. of T. has informed 
the U. D. C. that the electric lighting order has been revoked as from 
May 25th. 


Oldham.— The published report of the electricity depart- 
ment for the year ending March last shows a considerable financial 
improvement over the previous 12 months, the net profit being 
£3,451, as against £1,724 in 1907-8. During the year some 16 
million units were sold, including 1,692,240 for private use, 21,827 


for public lighting and 4,325,972 for traction. The maximum load | 


reached 3,178 xw., load factor 21°73 per cent., and total cost 910d. 
per unit. It is satisfactory to note that the private motor load 
advanced from 376,813 to 570,897 units during the year, although 
the latter amount is an insignificant quantity for an industrial 
centre auch as Oldham. 


Petersfield.— The Petersfield Electricity Supply Co. bas 
informed the R D.C. that it intends applying for a prov. order for 
E.L. for the parishes of Liss, Sheet and Steep. 


Portugal.—The staff of the electricity works at Oporto 
has decided to strike, with a view to obtaining increased wages. 


Runcorn.—Mr. G. H. Cox and Mr. H. J. Falk, of the 
Salt Union, haye given notice of their intention to apply for a 
prov. order for electric supply within the urban district. 


Sandwich.—The T.C. has been informed that a prov. 
order for E L. is being applied for by Mr. Mark Parker, of 3, East 
Cliffe, Dover. 


St. Helens,—The T.C. has applied to the B. of T. for 
consent to a supply of energy being given to the Sutton district, on 
a quae H.T. system at 6,000 volts pressure, and a loan of 
£8,000 for the necessary plant and cable has also been applied for. 


Sheffield.—The annual report of the electric supply 
department, shows a total income of £77,728, and a gross profit of 
£53,702. Financial charges bring the surplus down to £2,423. 
The latter sum, together with the accumulated surplus of previous 
years, make a total of £18,752, from which £10,000 bas been 
transferred to a renewals fund, and the balance of 28,752, the 
manager, Mr. 8. E. Fedden, reccmmends should remain as an 
available surplus to meet a porsible deficiency next March, owing 
to the effect of the metallic- filament lamp in reducing sales for the 
time being. Mr. Fedden points out that there has been a fall in 
revenue of £4,251 on lighting, although there had been an increased 
number of new consumers; the increase in motor energy bad been 
well maintained in view of local trade depreseion. 

The Т.С. bas decided to apply fora loan of £56,000 for elec- 
tricity purposes, 


Southport.—The result of the past year's working of 
the electricity department, was а total revenue of £25,350, and a 
gross profit of £15,054; the net result was a surplus of ‘£3,005. 
The full effect of tbe new lamps was not experienced until the 
latter balf of the year when there was а decreace of 18,631 units 
supplied for lighting, as compared with the previous year's return, 


Stroud (Glos.).—The Gloucestershire Electric Power 
Syndicate, Ltd., bas informed the U.D.O, that it intends applying 
for s prov. order for E.L. | 


Stockton-on-Tees.— Some discussion has taken place 
on the recommendation of the Electricity Committee to continue 
to supply Messrs. Head Wrightson & Oo. for a further five years at 
a lower price than previously. In reply to the argument ‘that the 
price was too low, it was shown that since commencing this supply 
five years ago, the cost of production had fallen from 2°10d. to 1:31d. 
per unit, and that a loss on working had been turned into a profit. 
The price quoted was §d. per unit, and the load was purely a day 
ei which if refused would reduce the electricity output by one- 

Swansea.—At the meeting of the Electric Lighting 
Committee on Wednesday last, a letter was read from Mr. Edward 
Harris, on behalf of certain clients, requesting an appointment to 
discuss a scheme to transfer the Council's electricity undertaking to 
& company, which would become responsible for the financial 
charges, and would agree to extend the supply and reduce prices, 
The company expected that thé reduced prices would appeal to a 
number of local industries, and would check the tendency to go in 
for private plants, &c. After a long discussion, the Committee 
decided not to entertain the offer. 


Sutton.—The South Metropolitan Electric Tramways 
and Lighting Oo. bas given notice of a proposed increased charge 
for energy in October next. The matter was discussed at the last 


7 


meeting of tbe District Council, when it was stated that at present 
the careful householder could bave his lighting at practically a flat 
rate of 34d., whereas now it was intended to raise this charge by 
something like 60 per cent. Mr. Jackson, as chairman of the 
General Purposes Committee, stated that he had had numerons 
letters from residente drawing attention to the matter. The clerk 
was asked to look into the powers of the company under its order. 


Taunton.—At the T.C. meeting on the 13th inst., the 
report and accounts of the Electricity Committee for the past year 
were adopted. The electricity department showed a gross profit of 
£4,138 and a net surplus of £19 after carrying for £46 to 
reserve. 


Transvaal.—In his evidence before the Electric Power 
Commission, Prof. Klingenberg, consulting engineer to the Victoria 
Falls Co., said that the capital of the company was being provided 
as to 63 per cent. by Germany and the remainder in England; 
40 per cent. of the expenditure went in orders to Germany, and up 
to the present 11 per cent. to England, leaving, roughly, 43 per cent. 
for freight and erection, Mr. Gilfillan, one of the solicitors for the 
Vereeniging Estates, gave evidence that there was no hoatility on 
the part of the agricultura] intereste through whose land the trans- 
mission would pass; there was a demand for electricity for pumping, 
lighting and general power purposes on the farms, and it would 
facilitate both irrigation and ploughing. 


Walsall.—The Electricity Committee has recommended 


the T.O. to apply for a loan of £35,000 for extensions to the plant 


and electricity works. 


Whitefield.—The D. of T. has approved of the transfer 
с. es order of the U.D.C. to the Lancashire Electric 
ower vo. | 


. Wimbledon.—Negotiations аге proceeding with the 
Maldens and Coombe U.D.O. with re to a supply of energy to 
that district. A notice is to be served that Wimbledon is to apply 
to the B. of T. for a prov. order to supply electricity to Maldens 
and Coombe, 


Worthing.—On the understanding that the annual con- 
sumption will amount to 10,000 units, the T.O. has agreed to supply 
energy to the Theatre Royal for lighting purposes at a special rate 
of 3d. per unit. ш 


Wolverhampton.—The Corporation Electricity Com- 
mittee has recommended that a loan of £10,000 be applied for 
Tor mains extensions. 

The result of the year 1908-9 as regards the electricity depart- 
ment, was a gross profit of £106,809, and after meeting financial 
charges, а surplus of £3,401. The receipts show an increase of 
£5,551 on the year’s work, attributable to new power consumers; 
at March last 5,388 B. f. 7. of motors were connected, representing 
an addition of 3,203 в.р. during the year, when E.T. feeders were 
run to the works of the Chillington 1 Co., Thomas Parker, Ltd., 
Electric Construction Oo., and Ohnbb & Son’s new works. During 
the year 6,555,125 units were sold, as compared with 4,654,457 in 
the previous year, the quantity sold for traction being 14 million 
units practically in both years; the works costs were 521d., and 
the total costa 682d. per unit sold. 


TRAMWAY and RAILWAY NOTES. 


Bournemouth.—A lengthy report of the Tramways 
Oommittee came before the T.C. on the 6th inst., which included an 
estimate by the general manager that £33,000 will be required for 
permanent way renewals, apart from ordinary maintenance, during 
the next four years, Improvements are being carried out in the 
matters of brakes, controllers, ploughs, &c. and arrangements are 
by be made for setting up a training school for motormen and con- 

uctors, 


Bury.—The annual report of the working of the Cor- 
poration tramways for the year ended March 31st, just issued, 
states that the expenditure on repairs and maintenance of per- 
manent way, compared with the previous year, showed an increase 
of 20 per cent., the total being £1,330. e expenditure on over- 
head equipment and cables had been £659, practically double the 
amount of the previous year. The gross traffic receipts had been 
£58,929, an increase of £1,630. The number of passengers carried 
had been 7,265,909, equal to the estimated population of the dis- 
trict being carried 100 times. The working expenses were 4112d. 
per car-mile, exclusive of power, and the total working expenses 
were 5:833d. per car-mile. The financial statement showed a net 
surplus of £3,120. 


Continental Notes.—SwiTZERLAND.—A decree has been 
grauted for an 80 years' concession for the construction and working 
of a single-track metre-gauge electric railway from Berne to 
Zollikofen, with a branch from the Tiefenau bridge to Worblaufen. 
The total cost of the undertaking is estimated at £26,000. Another 
80 years’ concession has been granted for the construction and 
working of a single-track metre-gauge electric railway from 
Goppenstein to Blatten. The total cost of the latter undertaking is 
estimated at £50,000, 
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Halifax.—The total revenue of the tramways depart- 
ment during the year ended March last amounted to £86,158, and 
the gross profit amounted to £26,019, against £19,337 for the 
previous 12 months. Special expenditure of £17,982 for accident 
compensation, and on track and equipment, in addition to the 
ordinary financial charges, more than absorbed this surplus, leaving 
& loss on the year of £13,542, as compared with a loss of £9,605 in 
the previous year. Some 16,413,434 passengers were carried during 
the 12 months, 


Hastings.—Owing to the bad weather of the past six 
months the tramway receipts have fallen £800 compared with the 
same period last year. In intimating to the preference shareholders 
tbat they are not in a position to pay апу interim dividend, the 
directors of the Tramways Co, state that the measures taken for the 
reduction of expenses, foresbadowed at the last general meeting, 
have not had time to become effective. With fine weather during 
the next few months it is hoped to make good the falling off in 
gross revenue. 


Heywood.—Considerable discussion took place on the 
8th inst., at the méeting of the T.C., with regard to the new agree- 
ment with Bury and Rochdale in relation to the running of cars 
between the three towns. Councillor Popple said that in the new 
agreement they would get all they desired. All the Corporations 
would have running powers into each other’s boroughs, bat 
Heywood did not propose to run ifs own cars, but would allow 
Bury and Rochdale to do so for it. The Corporations would 
take the whole of the fares collected, and the cost of working 
would be that actually incurred. It was decided to seal the 
agreement. The Mayor said Rochdale T.C. had already sealed the 
agreement, and the Bury Corporation would do во on Monday. On 
Tuesday the agreement was to come before the House of Commons’ 
Committee for confirmation. 


Peterborough.— Following the complaints by the Cor- 
poration and ratepayers generally, Col. Druitt, of the B. of T., has 
made an inspection of the track of the Peterborough Electric 
Traction Co., Ltd., and has reported favourably to the company. 
He states that though some repairs are necessary, yet the company 
has not made default in the maintenance within the meaning of 
Sec. 26 of the 1900 Light Railway Order. The Corporation gave 
the report a hostile reception, and decided to approach the County 
Council with a view to joint action. 


Salford.—The overturning of an overhead equipment 
repair tower owned by the Corporation Tramways Department, 
on Sunday last, resulted in a serious accident. Four men were on 
the tower in Bolton Road, Pendleton, and they were all thrown 
to the ground. John Roberts (45), tbe foreman, sustained a 
fractured skoll, and died the following day in the Salford Hospital. 
The other men received severe injaries, one having a broken ankle, 
and one having several ribs fractured. 


South Shields.—A joint meeting of the Corporation 
Tramways Oommittee and Electricity Committee was held on the 
9th inst., to consider the dispute between the committees as to the 
charges for energy for traction purposes. It was stated that the 
Electricity Committee had rendered an account to the Tramways 
Department for energy for traction amounting to £8,446 for 
the 11 months up to the end of February, and an account 
for £510 for March, a total of £8,956 for the financial year. In the 
opinion of the tramways manager, Mr. L. E. Harvey, the consump- 
tion of energy represented by this account was excessive, and 
representations were made by him, with the result that the meters 
were tested and found tô be defective. The meters having been 
recalibrated, the consumption from April lst was found to be at the 
rate of 1:37 units per cat- mile, and Mr. Harvey suggested, as a com- 
promise, that the Tramways Committee should pay for the 12 months 
at the rate of 1°45 units per car-mile, which would make the account 
' £6,795, and that the electricity department should grant a rebate 
of 4501 on the previous year's account, bringing the total down to 
£6,294. The Electricity Committee offered to make an allowance 
of £1,057, reducing the bill to £7,930, and the sub-committee now 
endeavoured to adjust the difference. Mr. Wylie, chairman of the 
Tramways Committee, undertook to recommend his committee to 
forego the claim for a rebate of C500 for 1907, and settle the 19.8 
account on the basis of 1°37 units percar-mile. The representatives 
of the Electricity Committee declined to agree to this proposal, 
and Alderman Rennoldson, the chairman of that committee, offered 
to recommend his committee to grant an abatement of £1,850, the 
claim of the Tramways Committee with respect to 1908 to be waived. 
This proposal would reduce the account to 47,167, and it was unani- 
mously adopted. It represents a consumption of 1°52 unite per car- 
mile. If this settlement is ratified, it will mean that the tramways 
balance-sheet for the past year will show a credit balance, instead 
of a loss; but probably the electricity department will then be 
unable to show a profit for 1908. 


Taunton.—The tramways extension to Rowbarton has 
been practically completed, and the company is now carrying out 
repairs to the old track, as required by the borough surveyor. 


Walsall.—In a report to the T.C., the Corporation 
Tramways Committee states that it has bad before it a sugges- 
tion that the tramways should be extended from Waleall 
Wood through Brownhills, Chasetown, Chase Terrace and 
Heath Hayes to Cannock, and from there back to Bloxwich, and 
that it has appointed a sub-committee to report on the subject. 
The extension, if carried out, would open up the most populous 
portion of Cannock Chase, 


Whitworth.—The Lancashire and Yorkshire Railway 
Co, has intimated to the Town Clerk of Bacup that it intends 
to oppose any application for a light railways order to extend 
the Whitworth trams to the centre of Bacup. The company had 
presented a petition to Parliament opposing the Bill confirming 
the Whitworth Tramways Order. 


Wolverhampton.—The Corporation -Tramways Com- 
mittee, in its annual report on the working of the Lorain 
system, states that the gross profit for the year hss been £17,048, 
and after meeting financial charges, the balance of profit was 
appropriated thus: For loss on omnibus account, £82; reserve or 
renewals aceount, £4,505; extraordinary items of expenditare, 
£573; leaving a balance unappropriated of £746 13s. 9d. The 
sum of £26,590 now stands to the credit of the renewals fund. 

The Committee expresses regret that the traffic receipts on the 
electric cars, in common with most other tramway undertakings, 
show a considerable decrease for the year as compared with the 
previous 12 months. The Committee considers it very gratifying 
to record a substantial decrease in the working costs per mile of 
the Lorain surface contact system as compared with last year, these 
being 6:374d. against 6:509d., or a reduction of 135d. per car-mile. 

The motor-omnibus account shows total receipts of £2,658. 


TELEGRAPH and TELEPHONE NOTES. 


Argentina. — The proposed agreement between the 
Argentine Government and the Western Telegraph Oo., to which 
reference was made a few weeks ago, relates to the laying of a 
cable between Argentina and Europe. It is in reality directed, 8 
Frankfort paper declares, against the efforts of Germany to 
establish a cable to South America. Nevertheless, the newspaper 
states that public opinion in Argentina is by no means agreed with 
the arrangement, by means of which the Argentjne Government 
grants a monopoly to the company in question, and thereby binds 
its hands for the future. Tbus the Prensa of July lst remarks that 
“the monopoly clause in the contract proposed by the Western 
Telegraph Co. must be excluded. The same is unn ‚ав the 
times are past when tbe Argentine Republic must be induced to 
draw upon foreign capital by the granting of monopolies.” 
Acccrding to an announcement made by another Argentine news 
paper, the German South American Telegraph Oo., with the 
support of the German Government, has lodged a protest against 
the proposal. | 


Telegraphic Interruptions and Repairs :— 


Interrupted. Repaired. 


Dakar-Conakry ee oe е Мау 18, 1909 


Tangier-Cadiz So 05. 0. „ Мау 19, 1909 
Cayenne-Ralinas ^ SM - . June 7, 1909 
Trinidad-Demerara .. "e e. June 19, 1909 July 10, 1909 


Assab-Perim ,. i e .. July 8, 1909 


Telegraph Arbitration Bill.—On Tuesday this Bill, 
which is intended to facilitate the purchase of the National Tele- 
phone Co.'s syetem by the Post Office, came before a committee of 
the House of Commons. On Clause 1l, which provides for the 
reference, by agreement, of any matter in dispute between the 
parties to the Railway and Canal Commission as atbitrators, Mr. 
McArthur proposed that the Commissioners should be given power 
to allow costs. Mr. Buxton opposed the amendment, on the ground 
that when the agreement was signed the parties knew that the 
Commissioners were not entitled to give costs, and that the grant 
of such power would not expedite matters. The amendment was 
defeated, and the committee ordered the Bill to be reported to the 
House. | 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Acton.— Tenders are about to be called for lamps, &c., 
for the new public offices. 


Altrincham.—July 30tb. Electrical installation at the 
new Higher Elementary Schools, Hale (deposit, £1 1s) J. 
Howarth, Clerk, Education Department, Altrincham, Cheshire. 


Australia. — MELBOURNE. — August 4th. Overbead 
travelling crane for the Council. See Official Notices” June 
11th. 

Ten 100-number switchboards for the Postmaster-General's 
department in New South Wales. See “ Official Notices " to-day. 


Belgium. —Auguet 4th. La Direction Generale des 
Ponts et Chaussees (38, Rue de Louvain, Brussels) is inviting 
tenders for the equipment of а transformer sub-station at the 
harbour at Ostend, 
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Bradferd.— July 30th. Eight automatic point con- 
эпа. fot ће Tramways Depattmenk. See “Offcial Notices” 
: July 9 


Brussels.—July 28th. A number of the contracta for 
the electric lighting material for Tournai are open again, as the 
last tenders were not satisfactory. They include (a) insulators, 
(5) phosphor-hronze wire, (c) small metallic materiál for incandescent 
lamps, &2., (J) lamps and lighting and wiring fittings. 


Canada.— WINNIPEG.—August 2nd and 16th. The city 
of Winnipeg is advertising for tenders for the hydraulic and 
electric equipment of the generating station now under construction 
. on the Winnipeg River, at Thirty-toot Falls. Some particulars 

were given in this column on July 2nd. | 


Dablia.—J aly 26th. Machinery oils for the Corporation 


electricity works. See '' Official Notices ” to-day. 


Eccles.— July 19th. Electric wiring and fittings for 
12 houses for the T.C. (deposit, 10a. 6d.). E. Parkes, Town Clerk.“ 


Edmonton.— July 28th. Private telephone equipment 
at the infirmary. See ‘Official Notices " to-day. 


France.—July 21st. The Paris municipal authorities 
are inviting tenders for a 60-н.р. steam engine and a 40-xw. 
eontinuous-current dynamo at the Paris Municipal School of 
Physics and Industrial Obemistry. 

Pants —August 18th. The Under-Secretary for Posts and Tele- 
graphs, 103, Rue de Grenelle, Paris, requires tenders for 75stamping 
machines worked by electric motors. 

July 22ad.—The French Post and Telegraph aukherities i in Paris 
(103, Rue de Grenelle) are inviting tenders for the supply of 10 
tons of galvanised iron wire 1 mm. dia., 200 tons ditto 3 mm. dia., 
and 400 tons ditto 4 mm. dia. 

August lith. The Direction de la Manufacture d'Armes аё 
Chatellerault (Vienne) require tenders for cables, copper wire, and 
dynamo construction material (11 lote). 

Panis.— July 26th. The Under-Secretary for Posts and Tele- 
graphs, 103, Rue de Grenelle, Paris, requires tenders for 10 lots of 
telegraph and telephone (subscribers) material. 


Germany.—CHARLOTTENBURG.—Augast 6th. A 6-ton 
travelling crane of 19 m. span is required for the new waterworks 
by the Charlottenburg Wasserwerke Co, and specifications may be 
obtained at their office, Escheraller 1. 


Hellingly (Sussex).—July 20th. Storage bettery for 
the County Asylum. See “Official Notices" July 9th. 


Hull.—Jnly 28th. Electric and gas light fittings for the 


new Publio Hall of the Corporation. See “Oficial Notices“ 


to-day. 


Hal].—Jaly 29th. Electric lighting mains extensions 
for the year for the E.L. Committee. See " Official Notices" 
July 9tbp. 


Italy. — August 10th. The Italian State Railway 
authorities in Rome are inviting tenders from foreign as well as from 
home makers for the supply of 100,000 metres of telegraph cable. 


Keighley.— August 7th. Two 1,000-Kw. turbo-alter- 
Bators with condeneers, and two water-tube boilers for the electricity 
department. See “ Official Notices” to-day. 


Leyton.—July 27th. Electric light installation for 
Bybourn Street School for the U.D.C. Education Committee. 
Architect, Mr. W. Jacques, 2, Fen Court, Fenchurch Street, E.C. 
(deposit, EI). 

London.—L.C.C.—July 21st. Electric lighting and fan 
installation at the extension of the Paddington Technical Institute. 
See “ Official Notices July 9th. 

G.P.O.—Avgust 9th. Oreosoting telegraph poles for the P.M.G. 
Mr. G. Morgan, Controller of Stores, 17-19, Bedford Street, W.C. 


Luton.— July 19th. 500-kw.steam-driven generator and 
condensing plant for the Electricity Department. See Official 
Notices " July 2nd. 


Pontypridd.—July 27th. One 500-Kw. steam dynamo 
for the U.D.C. See “ Official Notices " to-day. 


Russia.—September. The Governor of Jekaterinoslaw 
requires tenders for the lighting of the streets of Bachneut by 
electricity, either arc or incandescent lamps. 


Spain.—August 26th. Sixty years’ electric tramway 
concession (between Monacbil and the tuburbs of Gabia Grande, 
Granada province). Tenders, with £130 deposit, to Direccicn 
General de Obras Publicas, Madrid. 


Sunderland.— The Tramways Committee is to advertise 
for tenders for the doubling of half-a-mile of the track upon the 
Grangetown section of the Corporation electric system. 


Whitehaven.—July 20th. Lighting the Harbour 
Quays for five years, by electricity, gas, or other means, for the 
Harbour Commissioners, See “ cial Notices June lith 


CLOSED. 


Australia.—ApxLAIDE.—News was received by this 
week's Australian mail of the acceptance of the tender, at £36,673, . 
for 60 cars from the J. G. Brill Oo., Philadelphia, U.S A. for the 
Adelaide tramway system. The highest tender was submitted by 
an Adelaide firm, who offered to build the cars locally for £45,361. 


Bournemouth. — At а recent meeting the Council 
decided to place eight international time recorders at various 
points on its tramway routes, to record the times the cars pass on 
both the up and down lines, and the order was piven 
to tbe International Time Recording Co., of City Road, E.O., 
whose tramway recorders are already in use by numerous corpora- 
tions and private companies in Great Britain. 


Bradford.—The T.C. has accepted the tender of Messrs. 
Manlove, Alliott & Co., Ltd, for the reconstruction of the destructor 
celle at the Cliffe: Road works, at £2,472. The tender of Messrs, 
Gent & Co. for an extension of about 100 electric impulse clocks, 
5 clock and wiring, for the Town Hall, has been accepted, 
& 4. 


London.—L.C.C.—The following tenders were received 
for wooden fittings for 130 ele trie cars :— 
James Challis, Ltd. . te . „ess 23%) 2779 
R. E. Nightingale ss Sete 2 5 "m és 987 
Hurst, Nelson & Co., Ltd. We Se. ae ser Se 100 
United Electric Car 'Co., Ltd. .. P 1,418 
It waa subsequently discovered that the fittings could be supplied 
from the Council’s own car works at Leytonstone for £558, as 
there is a good deal of timber there that was taken over at a low 
price from the tramway companies. 
HaAMMEBSMITH.—The following tenders were received by the 
Electricity Committee for the supply of cable and the purchase of 
old cable to be replaced, viz. :— 


Quotation for cable. 
215 yards 1°25 E. H. r. 


Off^r for old cable. 
168 yards ‘8 B.rt.T. 


Standard Cable Co. EN “a .. £161 Scrap price, no 
amount mentioned. 
Western Electric Co. (recommended) 180 £85 
Henley’s Telegraph Works Co. ‘ 185 80 
Siemens Bros. Dynamo Works vs 188 82 
Callender's Cable, &c.,Co. .. T 190 8n 
Lahmeyer Electrical Co. 855 - 199 80 


As a quotation for the old cable was made a condition of 
tendering for the supply of the new cable, the tender of the 
Standard Cable Co. was out of order, as they did not name a price 
for the old cable. 

SrEPNRY.—The Electricity Committee recommends the accept- 
ance of the tender of the Sloan Electrical Oo., Ltd., for carbons, at 
£1,092. The tenders were as follows :— - 
£1,022 


Sloan Electrical Co. uke „ (recommended) 

Union Electric Co., Ltd. .. ceza May 55 + 1,123 
Crompton & Co, Ltd. ss a a as si 1,144 
General Electric Co., Ltd. se ex ёв "M T 1,184 
Braulik, G. ea $s vs 1,190 
Siemens Bros. Dynamo Works, Ltd. ee oe 1, 484 


The tenders for meters, fot two years' supply, were as tollows:— 

^" — Bastiau Meter Co., Ltd. е üreomplete; does not comply) £281 

Electrical Apparatus Co., Ltd. . 402 

Gillespie & Beales  .. (incomplete, no samples) 422 
British Westinghouse Electric Co., Ltd. (ineomplete, does not 


comp г) ae 522 
Braulik. G. e v T асе, not comply ) 515 
Electrical Co., Ltd. (a) - Ja m M" - 5 


Simplex Conduits, Ltd. ie i Si is 531 
International Electric Co. г (по samples) 604 
Electrical Co., Ltd. (b) .. (does not comply) 650 


Reason Manufacturiag Co., Ltd. 24 „ (recommended) 671 
Siemens Bros. Dynamo Works, Ltd. - aye M M m 718 
British Thomson-Houston Co., Ltd. - e "n СЯ 761 
Bat Meter Co. . ix es " s - "m 765 
Chamberlain & Hookham, Ltd, $3 ex T 54 ER " 878 
Ferranti, Ltd. «s as bs - vs e» ix 878 
General Electric Co., Ltd. ei) 983 


The Reason Manufacturing Co., Ltd., submitted the lowest tender 
which complies with the specification. The meters tendered for are 
of a capacity of from 2:5 amperes to 300 amperes, and in this con- 
nection the borough electrical engineer and manager has pointed out 
that for the meters of a lower capacity, that i-, meters of a capacity 
of 2:5 amperes and 5 amperes, the Midget” type of meter manu- 
factured by the Reason Co., could be used. This would reduce the 
tender of the Reason Manufacturing Co., Ltd., by £94, making it 
£578. The borough electrical engineer and manager is satisfied 
with the Midget” type of meter, and having regard thereto, and 
to the saving which would be effected by using the same, the com- 
mittee recommend the acceptance of the tender of £671, less £94, 


Plymouth.—The T.C. has accepted the tender of Cory 
Bros. & Co., Ltd., for 7,500 tons of Russell’s new black vein washed 
beans coal at 13s. 44d. per ton by sea, aud 17s. 1d. per ton by rail, 
for the electricity undertaking. This price is 3d. per ton in excess 
of last year's contract. 


Rotherham.—The T.C. bas accepted the tender of 
Felgate & Storey, Reading, for the electrical installation at the 
High School, for £225. 

Stockport.—The T.C. has accepted the tender of Messrs. 
John Longson, Ltd., for electricity requirements; and that of 
Messrs. Wilson, Twyford & Roscoe for tramway requirements. 

Swansea.—The following tenders for plant for lighting 


and power purpcses at the new King's Dock were unanimously 
accepted at a meeting of the Harbour Trust on Monday :— 


Turho-generators, alternators and condensers.— Willans & Robinson, Ltd. 
Switehboards and sub-station equipment. -Crompton А Co., Ltd. 
Boilers. II. & T. Danks (Netherton), Ltd. 


Some extraordinary tendering was reported st the Swantca 
Education Committee on Monday for electric’ light wiring and 
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fittings for the new Swansea Technical College. Eight tenders 
had been received; the highest was from T. Arthur Evans and 
Co., Swantea, amount £817, and the lowest from А. G. Arnold and 


Bon, Newport, amount £289 12s. 8d. The latter was recommended for 


acceptance, but the firm wrote stating that they had made mistakes 
in two items, and desired to increase their tender to £366. The 
next lowest on the list was from Mr. E. Perman, also of Newport, 
amount £337 11s. 4d., but the Committee was disposed to give the 
contract to a Swansea firm, snd the matter was deferred, the whole 
of the firms to be asked to re-tender. Resolutions for the equip- 
ment of the new electrical engineering laboratory, at & cost of 
£250, were approved. 


Walsall.—The Т.С. has accepted the tender of the 
Wood Farm Colliery €o., Ltd., to supply 1,000 tons of steam coal 
for the electricity works. Р 


Warrington.—The Т.С. has accepted the following 


tendera for aunual supplies :— 


British Electrical Engineering Co.— Transformers. 
Mawdsleys, Ltd.—»n.c. motors, j-H.r. to 5-H.P. 

British Westinghouse Со. —-р.с. motors from 74-Н.Р. to 20. N. p. 
British Thomson-Houston Co.—a.c. motors. 


Wolverhampton.—The T.C. has accepted the tender 
of James Hodgkinson (Salfcrd), Ltd., at £750, for a coal-conveying 
plent and coking stokers for the generating station. 

The Tramways Committee of the Т C. has accepted the tender of 
the Wolverbampton and District Electric Tramways, Ltd., for 
11 magnet equipments, at £500. 


Worcester.—The Т.О. has accepted the tender of Mersrs. 


Heenan & Froude, Ltd., for a steel storage bunker and elevator and 
conveyor at the Hylton Read station, at £656. 


— 


FORTHCOMING EVENTS. 


Junior institution of Engimeers.—Saturday, July 17th. At 10 a. m. Visit to the 
ordnance engineering works of Messrs. Yickers, Sons & Maxim, Erith. 


PARLIAMENTARY. 


: Electric Lighting Acts (Amendment) Bill. 


Tum above Bill, which the Government have introduced for the 
purpose either of generalising provisions usually inserted in local 
Acts dealing with electric supply, or of removing certain further 
difficulties which have been experienced in the working of the 
Electric Lighting Acts, bas been remitted to Standing Committee О, 
and already a large number of amendments have been scheduled. 
At the end of Clause 2, which deal with the construction of 
generating stations on land acquired by agreement, Mr. A. H. Scott 
will move to add, This section shall not apply to any station or 


works for transforming, connecting or distributing electrical energy, 


or the machinery or appliances used in connection therewith.” 

On Olause 4, dealing with supply in bulk, Mr. Scott will 
move to add the words, “Provided that a provisional order 
authorising the breaking-up of roads outside the area of supply of 
the local authority or company by whom the supply is to be given 
shall not be granted by the Board of Trade except with the consent 
of the local authority in whose district the road is sitaate, unless 
the Board of Trade in any case in which the consent of any such 
local authority is refused are of opinion that, having regard to all 
the circumstances of the case, such consent ought to be dispeneed 
with, and in that case they shal] make a special report to Parliament 
stating the ground on which they bave dispensed with the consent." 

Mr Leverton Harris has given notice to move the following 
new section to Clause 4: (4) The powers contained in this section 
shall not apply to the County of London or to any area contiguous 
to that county wherein a supply of electricity is afforded by a local 
authority or company authorised to distribute electricity within 
that county. 

Oa Clause 5, dealing with the supply of electricity to railways, 
tramways and canals partly outside the area of supply, Mr. 
Harmood Banner will move the omission of Sub-sec. II, which 
states that the Board of Trade may, by provisional order, authorise 
any such local authority, company or person во to supply electricity 
to be used for purposes incidental to the working or lighting of the 
railway, tramway or canal other than the purposes aforesaid. 

Mr. Holt proposes to add “dock estate" to railway, tramway or 
canal, 

On Clause 6, which deals with supply to premises outaide the area 
of supply іп certain cases, Mr. Tennant will move to add: Provided 
that the Board of Trade shall not make any euch order except with 
` the consent of the local authority witbin whose district the premises 
вте situate, unless the Board of Trade in any case in which tbe consent 
of such local authority is refused are of opinion that, havine regard to 
all the circumstances of the case, such consent ought to be dispensed 
with, and in such case the Board shall make a special report 
stating the grounds upon which they have dispensed with such 
consent." | 

Оа Clause 7, containing provisions as to the right of the local 
authorities to purchase generating stations, &c., situated outside their 
districts, Mr. A. H Scott will move to add: “ (3 Without prejudice 
to the foregoing provisions of this section, where the undertaking 


of a company is situate within the districts of two or more local 
authorities the Board of Trade may by provisional order transfer 
any rights of purchase vested in the local authority of any 
district in which part of the undertak'ng is situate to the local 
authority of any other district in which part of such undertaking 
is situate, but such provisional order shall not be made except with 
the consent of both such local authorities.” 

A large number of amendments will be moved on Clause 16, 
which provides forthe local authorities through a contractor but 
not otherwise" to let for bire electrical fittings. Mr. Cleland pro- 
poses to strike out the words through a contractor but not other- 
wise," and there are several amendments for the deletion of Sub- 
sec. D, which gives the undertakers the power of exercising the 
powers of the Clause without the employment of a contractor if there 
is no firm carrying cn the business of electrical contractor within 
the area of supply. 

Notice of intention to move the following new Clauses has also 
been given :— 

By Mr. Tennant: Money borrowed under the Electric Lighting 
Acts shall not be reckoned as part of the total debt of a local 
authority for the purpose of any limitation on borrowing under the 
enactments relating to borrowing by the local authority." 

By Mr. Cleland: ‘ Where in any area a local authority, company, 
or person is autborised to supply electricity under Act of Parlia- 
ment, or under licence or provisional order granted under the 
Electric Lighting Acts, it shall not, after the passing of this Act, 
be lawful, without the consent of such local authority, company, or 
person, for any other local authority, company, or person to supply, 
distribute, or transmit electricity within the same area unless 
such supply, distribution, or transmission is authorised by Act of 
Parliament, or by licence or provisional order granted in terms of 
the Electric Lighting Acts." 

" Nothing in this Act contained shall supersede, prejudíce, or 
affect the provisions of any local Act or any order confirmed by 


Act of Parliament applicable to the Corporation of the city of. 


Glasgow." 

„Nothing in this Act contained shall supersede, prejudice, or 
affect the provisions of any local Act or any order confirmed by 
Act of Parliament applicable to any undertakers.” 

" Where in any area a local authority, company, or person is 
authorised to supply electricity under Act of Parliament or under 
licence or provisional order granted under the Electric Lighting 
Acts, it shall not, after the passing of this Act, be lawful without 
the consent of such local authority, company, or person for any 
other local authority, company, or person to supply, distribute, or 
transmit electricity within the same area unless such supply, dis- 
tribution, or.tranemission is authorised by Act of Parliament or 
by licence or provisional order granted in ferms of the Electric 
Lighting Acte." 

By Mr. A. H. Scott: Sub-sec. 2 of Sec. 284 of the Public 
Health Act, 1876 (which placesa restriction upon tbe amount which 
a local authority may borrow under that Act) shall not apply to 
sums borrowed by any undertakers (being a local authority) for the 
purposes of the Electric Lighting Acts, or of any provisional order 
under the Electric Lighting Acts, and in calculating the amount which 
any local authority may borrow under the Public Health Act, 1875, 
the sums borrowed by them for those purposes shall not be 
reckoned." 

" Wherein any area a local autbority, company, or person is 
authorised to supply electricity under Act of Parliament or under 
licence or provisional order granted under the Electric Lighting 
Acts it shall not, after the passing of this Act, be lawful, without 
the consent of such local authority, company, or perron, fot any 
other local authority, company, or person to supply, distribute, or 
transmit electricity withiu the same area unless such supply, distri- 
bution, or transmission is authorised by Act of Parliament or by 
licence or provisional order granted in terms of the Electrio 
Lighting Acts." 

" Except by this Act expressly provided, nothing contained in 
this Act shall prejudice or affect any powers or rights conferred 
upon any undertakers by Act of Parliament or provisional order 
passed or confirmed before the passing of this Act.” 

The Bill was to be considered by Committee O yesterday. 


Third Reading.—In the House of Commons, on J uly 12th, the 
West Kent Electric Power Bill was read a third time. 

Folkestone, Sandgate and Hythe Tramways Bill.— This Bill, 
88 amended by the House of Commons, was on Tuesday betore the 
House of Lords Committee as an unopposed Bil), and was ordered 
to be reported for third reading. It will be remembered that the 
House of Commons Committee struck out the important clauses 
allowing the substitution of some other system for the conduit 
system. 

Oxford and District Tramways —This Bill, which provides 
for the substitution of tbe conduit snd overhead system in place of 
the Dolter surface-contact system, was on ‘Tuesday before Lord 
Oaslow's Committee of the House ot Lords. There was no opposition, 
and the Bill was reported for third reading. 

Torquay and Paignton Tgamways.—The Torquay and 
Paignton Tramways Bill came cn Tuesday before the House of 
Lords Committee on Unopposed Iiils, and was ordered to proceed. 


Fire Tests.—On July 7th the British Fire Prevention 
Committee continued their series of fire tests with doors by testing 
a large roller sbutter to a 7-ft. opening, the temperatures ranging 
up to 1,800? F, followed by the application of water from а steam 
fire-engine, the test lasting 23 hours. 
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Navigation Improvements and Hydro - Electric 
Works.—The question of improving the means of transport 
between Marseilles and Geneva, so ав to allow vessels having a 
cargo of 500 tons to journey between the Rhone and the Rbine, has 
incidentally bronght into prominence a comprehensive scheme of 
electricity supply. Already ships of this capacity are able to 
travel, with the exception of & few days, all the year round 
between Lyons and Arles, and the canal now being constructed 
between Arles and Marseilles will complete the southern con- 
nection. Astothe northern section between Lyons and Geneva, 
the deep slopes of the land render the Rhone completely impracticable 
to navigation. Between Lyonsand Jonage, which is about 9} miles 
below Lyons, the vessels are able to use the derivation canal of the 
well-known Jouage electricity works, but this distance only repre- 
sents a few miles, whereas the section from Lyons to Geneva is 
112 miles long. It is considered that the navigability of the river 
between Bellegarde, which is 18'6 miles below Lyons, and Geneva 
can only be effected by carrying out the project suggested by MM. 


Blondel, Harlé and Маһ]. These engineers bave asked the French 


Government to autborise them to proceed, at their own expense, 
with the establishment of electricity works at Genissiat (near 
Bellegarde), which, by means of damming the Rhone, would permit 
of the creation of one of tbe largest works in Europe, and the 
electricity generated for the most part would be transmitted 
to Paris. The dam would be 230 ft. higb, and in this way a canal 
of a length of 14°8 miles would be formed, whilst the construction 
of electricity worke at Chancy, in the Canton of Geneva, near the 
French frontier, would largely facilitate the navigability of the last 
part of the Rhone to Geneva. It is stated that the French Minister 
of Public Works has no objection to the proposed works at Chancy, 
for which MM. Terrisse and De Loriol have tought a concession 
for several years past, but a decision on either of the schemes is 
still awaited. 


Late Legal.—SzrBoLD v. Pace & Mites.—Mr. Justice 
Backnill on Wednesday delivered a considered judgment in this 
action, which was brought by the plaintiff for damages for alleged 
breach of contract. Defendants denied the breach and counter- 
claimed for £25 6s. 8d. for work done and maferials supplied. The 
case was reported in our issues of April 30tb, et sqq. His Lordship, 
in giving judgment, after stating the facts and the terms of the 
contract, said that the question was whether the contract had been 
performed by the defendants, It was not suggested that there was 
anything the matter with the engine or gas producer, cr with the 
generator or scrubber, but the plaintiff's case was that these things 
were not carefully fixed up, and that from their being improperl 
and negligently fixed, the plajntiff was injured, in that the wor 
had to be stopped, and he could not make sufficient electric light 
for the theatre, and had to go to the Corporation of Worthing 
and take the light at a greater expense. Plaintiff claimed, in 
addition, the expenses to which he had been put in makin 
tbe plant do ita work properly. To make the plant NOE 
properly, it was requisite that it should be kept clean and 
treated with care. It was alleged that defendants had been 
guilty of negligence in not providing iron.silencers instead of the 
brick chambers or pits. The defendants, however, were not bound 
to put before tbe plaintiff the alternative whether the brick chambers 
or the iron box should be used for silencing. He found, asa fact, 
that, but for accident, the silencers put in were efficient. Turning 
totbe question of the explosions, his Lordship referred to the fact 
that the man put in charge of the engines could neither read nor 
write; he appeared to be a man of limited intelligence, who was 
now employed on a horse bus. Before he took charge of the 
engines, there bad been no explosion, and they had been running for 
fix montbs under the supervision of the defendants’ foreman. The 
young man took charge in January, and the explosion took place in 
the following month, as the defendants alleged, from the negligence 
of the driver. He did not propose to say how the explosions did occur, 
but he found, as a fact, that they did not occur in consequence 
of any of the things alleged against tbe defendants. He found 
that the installation was properly put together; the objectionable 
smell complained of had not been caused by any defect in the 
defendante’ work; and, on the whole, he found that the work had 
been properly carried out. The plaintiff's case, therefore, failed on 
every point, and an agreement having been arrived at on the 
counterclaim, there must be judgment for the defendants on the 
claim and on the counterclaim of £25, with costs on both. 
Judgment accordingly. 


The High Price of Rabber.—The India Rubber 
World of New York publishes the following interesting remarke 
regarding the rubber outlook :—“ The topic of chief interest and 
importance to the rubber trade to-day is the high cost of rubber, 
and this involves the consideration of whether lower prices are 
a near possibility. It may be that the rates just now prevailing 
will not be long maintained, but no present indication pointa to 
really cheap rubber. A salient fact is that tbe recent record high 
prices accompanied probably the largest production of the заж 
material in any year, from a constantly increasing number of 
sources, under conditions which preclude any idea that supplies 
have been under manipulative control, and in spite of the fact that 
the market is soon to receive larger quantities of rubber from 
plantations. Clearly the explanation is in a growing demand for 
rubber in the industries—a larger production of goods either actual 
or in prospect. It is of interest, therefore, to consider the 

robable output of rubber in tbe early future. The growing pro- 

uction on plantations has been mentioned; there is reason to 


ie т — AC лг b 


~~ 


believe that the Amazon region will continue slowly to increase ita 
yield, year by yeay, as bas been the case for a half century, as the 
available working force can be augmented. The net total supply 
from other forest sources does not promise any increase, Meanwhile 


the world's needs for rubber grow incessantly. Can the plantations. 


keep pace with the growing demand? From time to time The 
India-Rubber World has reported on the progress of typical planta- 
tions of Hevea, as it does in this issue, the point of each report 
being a rapid increase of annual yield and a lower cost of produc- 
tion. But still the total ggg ds yield is too small to be of great 
present importance to the industry; it is of interest more from 
the promise which it gives for the future. While all the planta- 
tions that have been formed may not prove so successful as 
‘Lenadron’ or Vallambrosa, for example, undoubtedly many 
millions of trees already planted will in time become proliflc 


‚ yielders of rubber. But, as we have said, the demand for rubber 


grows. Our friends in the East continue to discuss the cost of 
their rubber as compared with Brazilian, evidently with the idea 
that they possess a marked advantage. But so long as present 
conditions of supply and demand obtain, the world will need all 
the rubber that can be produced in the Amazon region as matters 
exist there. And considering that real ‘Para’ rubber has not 
been produced elsewhere, it is not unlikely that thie grade will yet 
outrank the best plantation rubber in the matter of prices. 
Malaysian planters may produce rubber at a low cost, but they 
cannot meet the world’s demand for quantity, nor supply every- 
thirg that is needed in the way of quality. All of which being 
true, the world must pay enough for Brazilian rubber to make its 
production interesting to the seringueiros.” 


Salaries and Prospects for Engineers in India.—A 
correspondent ( Entropy ”) writes in the Engineer giving advice 
regarding the salaries that sbould be asked by men contemplating 
сар out to India from home. He says:— 

“ A salary of Re. 800 (£20) per month is for juniors, who do not 
go out to accept extensive responsibility, and every farthing of 
that amount is required for d expenses in any city in Indie, 
and it would be preferable to work at home on £2 per week than be 
reduced to the necessity of living in a mixed community in Cal- 
cutta in order to save a few rupees off 300 per month. 

“The above is the lowest possible figure that any young fellow 
who has served an apprenticeship can go out upon, and the yearly 
increase of salary should not be less than Re. 50 per month through- 
out the term of service, A manof over 24 years of age should not 
go out on less than Re. 400, and if. to take charge in any depart- 
ment, on not leas than Rs. 600 per month. ; 

"It would be well for any applicant before signing an agree- 
ment for service in India to appi to, say, the Institution of Civil 
Engineers, the secretary of which would no doubt be pleased to 


‘recommend a solicitor to inspect, and, if need be, to modify the 


terms of agreement. ~ | 

“ An outsider stands no greater chance of promotion in any firm 
in Calcutta than in London; the changes on tbe staff are quicker, 
but unlike the conditions at home it is seldom beneficial, or even 
creditable, to change your firm. Prospects advertised by those 
whose interests it may be to get capable men on prospects are often 
found to be those of being ousted by nepotism, and of having most 
of the hard work and few of the loaves and fishes. 

“The possibility of a bonus may be discovered to you, but it 
generally belongs to a nebular series; in fact, the only prospect 
that is not written in the agreement is that of being punted home 
as an invalid after a few years’ service, or of finding an opening 
in the vicinity of Lower Circular Road, without a concrete slab to 
keep you down. | 

“Т may remark that in the department in which I was engaged 
in Oalcutta for three years, in that time out of a European staff of 


seven men, three had been invalided home and other two bad died ;, 


of the remaining two, one was born in India. This may be a some- 
what exceptional record of ipid fear mortality, but such can be the 
rate amongst assistante whose salaries afford but a bare living and 


whose prospects are nil. 


“Tt isa mistake to accept an agreement specifying second-class 
travel; everybody in India travels first-class, and likewiee to and 
from India, except with the P. and О. mail-boate, when second-class 
ia good enough for most people. In the early days men worked 
out there in their sbirt-sleeves, and lived pretty much anyhow, 
but the advent of the memeahib has changed all that, and nowa- 
days top hats are not stoned, and people dine at eight." 


Electrolytic Disinfectant at Poplar.—Dr.. F. W. 
Alexander, the Medical Officer of Health for Poplar Borough, refers 
in the course of his annual report just ієвпед, to the working of the 
electrolytic disinfectant department during 1908. The plant has 
been installed three years, and is still in good working order, pro- 
ducing 185 gallons of fluid in eight hours, at an average strength 
of 4:5 to 5'0 grammes of chlorine per litre. Repairs, renewals and 
improvements during the year cost £45. 28,280 gallons of the 
electrolytic tluid have been manufactured and distributed, the total 
cost of materials used being £56 28, 5d., including £28 78. 10d. for 
4,543 units of electricity at 13d. Dr. Klein, bacteriolcgist to the 
L.G.B., in a recent report arrives at the conclusion that 1 oz. of 
the fluid to 150 oz. of water (or 1 oz. in nearly 1 gallon of water) 
will kill the cholera germ in 24 minutes, and the electrolytic fluid 
in the same proportion will kill the germ of typhoid fever. The 
germ of plague would be kiled by a more largely diluted solution, 
as its vitality is much less than that of cholera and typhoid fever. 
Dr. Alexander says that during 1908 there must have been a saving 
tothe borough of £700. 'The plant has paid for itself and the 
depot, while there bas algo been a saving of considerably pover 
£1,200 to the borough, and the health of the inhabitants ie good. 


102 


THE ELECTRICAL REVIEW. 


[Vol. 65. No. 1,651, Jury 16, 1909. 


Educational Notes.—UxivrPesrTY COLLEGE AWARDS. 
—The following awards have been made at University College 
(London University) Archibald P. Head Memorial Medal, 1908-9, 
R.. A. Pfleiderer.  Engiheering Diplomas—H. F. Anns (Civil), 
E. E. Baily (Civil and Municipal) 8. M. Hitchcock (Electrical), 
J. W. Mason (Civil), S. G. Nottage (Electrical, with distinction), 
B. J. Pfleiderer (Mechanical), R. A. Pfleiderer (Mechanical, with 
distinction), A. C. Russell (Mechanical, with distinction), A. M. 
Sims (Civil and Municipal), A. T. C. Sutton (Civil and Municipal), 
F. L. Thompson (Civil and Municipal). / 

IxPEBIAL OOLLEGE OF Зсгинсе AND TEOHNOLOGY.— On Thursday 
last week the King laíd the foundation stone of the new College 
at South Kensington, which will consist of mining, metallurgical, 
geological and engineering departments; the last-named adjoins 
the Central Technical College of the City and Guilds Institute, 
which will form an integral part of the scheme. 


Electric Shock Fatalities.—According to the Daily 
Telegraph, an inquiry into thedeath of Samuel Higgs, 36, and Daniel 
Eyre, 27, miners, who were killed whilet engaged with an electric 
coal-cutting machine at the Clifton pit, was concluded on Tuesday 
at Nottingham. The jury returned a verdict that the men 
accidentally met their deaths through an oversight in the inspec- 
tion of the working of the machine, the ‘pommel ‘ of which was 
not in order to carry away the escaping current.” 


Mine Accident Inquiry.—An inquiry has just been 


completed by agents of the Lanarkshire Miners' Union into the 


cause of the recent explosion in the No. 1 pit, Ferniegair Oolliery, 

Hamilton. Three men were working an electrically driven coal- 

cutting machine on one of the seams when the explosion took place. 

The agents’ report is of such a nature that the Union executive has 

decided to lay the whole circumstances before the Home Office, with 

a request that a Government inquiry be made into the cause of the 
ent. . 


City of London Lighting.—The deputation appointed 
by the Corporation to visit Continental cities re public lighting has 
d as follows:—*'' We аге of оріпіоп that the public lighting 
in the City of London can be materially improved, and we have 
come to the following conclusions:—(1) That, wherever possible, 
streets should be lighted by means of centrally hung lamps with 
lowering gear. This we think particularly important in the City 
of London, where the number of obetructions upon tbe footways 
in the form of lamp-posts, bins, letter-boxes, &c., is so large. (2) 
That open spaces should be lighted by means of lamps upon 
standards, fitted with lcwering gear. (3) That high-pressure 
incandescent gas lamps with inverted burners should be adopted 
as the illuminant, but where gas is impracticable, electricity with 
open arc and flame arc lamps should be installed. 
ever, before suggesting any drastic alterations in the general 
lighting of the City, that the Streets Committee should be 
authorised to arrange for some further experimental lighting of the 
с thoroughfares.” We refer to this matter in our leading 
columns, | 


Mediterraneah Push.— Messrs. Gent & Co. send us the 
following amusing example of the business methods pursued by 
two of our Maltese fellow- subjects: 


“ Кер. A, Letter No. 1. 


" Mr. Gent & Co., London. 

“As we are on the point to leave our station as electrical 
Apprentices in the Government department, we bave decided to 
iutroduce your well-known fitm in our country, and so will start 
business with you under the above condition. 

“That you will supply us with electrical materials to our 
account, with a percentage discount, paying you six months after 
the expedition. 

“That in the meantime we will represent you as your sole agents 
with a favourable percentage discount, and that the materials will 
be forwarded to us, shipment paid. 

„We hope that as no one yet represents you bere, our demand 
will be taken into a favourable consideration, and that in a very 
short time we will have your esteemed answer. 


* With many thanks, we remain P 


" Malta, July 2nd, 1909. 


Gas Poisoning.—In the report of the Medical Inspector 
to the Home Olfice for 1908, he states that there were 55 cases 
(five fatal) of carbonic oxide poisoning, as compared with 81 cases 
(10 fatal) in 1907. Twenty-six were in connec: ion with blast fur- 
naces; 19 (two fatal) were due to power gas, producer or suction 
gas"; some of these occurred whilst starting up the engine, others 
were caused by escape from exhaust pipes (in one case leaking into 
& cotton mill and rendering four operatives unconscious), feeding 
the hopper, and a leak in the generator. Seven were due to escape 
of coal gas—in one case overcoming four weavers—and two followed 
on the inhalation of fumes from a coke fire. 


Duncan Watson v. Jackson.—On Friday last, before 
His Honour Judge Bacon, at the Bloomsbury County Court, Mr. H. 
Jackson, late manager to Roger Dawson, Ltd., was sued by Mr. 
Duncan Watson, who recently purchased the goodwill of the late 
firm, for the value of goods sent by the firm to defendant's private 
house. Defendant said that some of the goods were booked out to 
bim in error, instead of to clients, and other goods returned were 
not booked in. Plaintiff claimed that the fact of these goods being 
booked ont to defendant made him responsible for them, and he 


We think, how- 


brought this action to recover the price (50s.) of same. Defendant 

counterclaimed for some fittings belonging to him, which he said 

plaintiff bad undertaken to return, but which had not been returned. 

Judgment was given for defendant both on the claim and counter- 
claim. 


E. C. C. Rolling Mill Installation.—It having been 
reported that Sir Alfred Hickman had said that be would have 
been better served if he had entrusted the installation of the 
electrically-driven rolling milla at his works to German contractors, 
the Electric Constraction Oo., Ltd., who carried out the work, quite 
naturally opened their eyes very widely with surprise, then frowned, 
and next wrote a letter to the Iron and Steel Times, in which the 
statement appeared, asking for an apology and witbdrawal. Bir 
Alfred Hickman writes to the same journal emphatically contra- 
dicting the statement. He adde: — It is true that some difficulties 


not unusual in а new departure have been experienced, but, if I 


am correctly informed, they are far less than have attended a some- 
what similar installation by a German firm at works in the nortb, 
the engineering staff of which have honoured me by repeated visits 
in order to obtain information and assistance. The arrangements 
here are not yet perfected; but there has been no shirking of re- 
sponsibility on the part of the contractors, and I have every con- 
fidence that in the end the work will be fully equal, if not 
superior, to anything the Germans have done, and the cost will 
certainly not be greater than they would have charged." 


Institution and Lecture Notes.—INstiITUTION OF 
Muima ELEOTRICAL ENGINEERS.—At a meeting held on the 7th 
inst., at Ilfracombe, under the chairmanship of Mr. H. F. J. Stewart, 
A.M.I.E.E., it was unanimously resolved to form a branch of the 
above Institution, there being many prospective members present, 
including several mining engineers and managers from the 
Gloucester and Somerset coal fields and the Cornish tin mines, 
The chairman eaid that there were already 12 centres; the Southern 
Section would cover a very large district, but its mineral area was 
almost entirely confined to the Western Counties. This part of 
Devon was about midway between the Gloucester mines and the 
wheals of the Dachy, and seeing the unique nature of its mining 
operations in these islands, he hoped that the Stannaries would 
send strong support to the Institution. The number of applications 
already received was. entirely satisfactory, the members and 
associates showing a total to date of 230. It was agreed that the 
hon. secretary should be asked to approach Mr. R. Hood Haggie, 
with a view to his election as president of the Section, and a small 
provieional committee was formed, with Mr. H. J. F. Stewart as 
chairman. 


At a meeting of the Roya, CORNWALL PoLvTECHNIO Society on 
the 7th inst., Mr. N. Trestrail read a paper on the Cornish Pamp- 
ing Engine, which he said was the most durable and economical 
plant yet installed for the work. Fast running engines or electric 
motors attached to a pump might, if not economical, appear highly 
satisfactory whilst running for a short time; but when the weak 
points began to fail, endless trouble was caused by frequent stop- 
pages. Mr. H. Davey said he did not think that electricity could 
compete with the Cornish engine in economy of fuel, but he pro- 
tested against a too hasty generalisation. Mr. L. Hards, of 
Oamborne Urban Electrical Supply Co, in defence of electric 
pumping, said they were perfectly willing to go into the whole 
thing on a fair basis—if they put an example to them where they 
had their Cornish engine, they would put down an electric pump 
against it. His impression was that in a great many cases elec- 
tricity would come off best. 


Royat Socrgsry or ARTS. — The Council has awarded the 
Bociety's Silver Medal to the following among other readers of 
papers during tbe Session, 1908-9 :— Mr. Walter Rosenhain, The 
Application of the Microscope to the Study of Metals"; Herr 
Sam Eyde, 4 The Manufacture of Nitrates from the Atmosphere by 
the Electric Arc." 


Society oF Encinsrnas.—The third vacation visit of the present 
session took place on Wednesday, when a party of members and 
associates of the society, with their friends, inspected the Green- 
wich generating station of the L. C. C. 


Appointment Vacant.—Shift engineer for Greenock 
(£2). Bee our advertisement pages to-day. 


Fire Prevention.— Last year the Liverpool Courier 
premises, and all the buildings occupied by Messrs. C. Tinling & Co., 
were fitted with the May-Oatway automatic fire detection system, 
this installation being connected with the Central Fire Station. 
Early on Sunday morning, the 4th inst.,a fire occurred in the 
telephone room, the flooring catching fire, but, thanks to the 
efficiency of the system and the immediate warning given, the fire 
brigade were able to step in before more than trifling e was 
done. The May-Oatway Co. inform us that this is their seventieth 
“gave” in seven years, a fact of which they are jastly proud. 

An interesting demonstration of the efficiency of "Kyl-Fyre," a dry 
powder extinguisher, was arranged for Wednesdav afternoon last, 
by Messrs. Wiggins & Rihll, of 7, Mark Lane, Е.О. The "Kyl- 
Fyre” powder is supplied in a tube some 20 in. long, weighing 
about 6 lb., with a readily detachable cover, and one has only to 
look at the extensive list of users, including a score of electricity 
works, to realise its success. The mere fact of its being in powder, 
instead of liquid form, ensures that the damage shall be due to 
fire only, and not, as has frequently been the case, attributable 
largely to water, 
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OUR PERSONAL COLUMN. 


The Editors invite electrical ongincers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELzorRICAL Review posted as to their movements, | 


Central Station Officials.—At a meeting of the 
Burslem Town Council on Monday the E.L. Oommittee recom- 
mended that the salary of the electrica] engineer, Мв. Авнтон 
BREMNEB, be increased from £350 to £400 per year. The recom- 
mendation was opposed by some of the members of the Council, 
and it was pointed out that the Committee had two years ago passed 
a resolution that in fature all applications for increase of sa in 
connection with the electricity department were to be made in the 
month of February, so that they could be taken into consideration 
when the annual estimates were prepared. The Mayor thereupon 
ruled the Committee’s recommendation out of order, and it was not 
proceeded with. 

The Barrow Corporation has decided to increase the salary of 
Ms. BABNWELL, works superintendent, from £155 to £165 per 
annum, and afterwards by annual increments of £5 to £185 per 
annum; and the salary of MR. Невгор, mains superintendent, 
from £135 to £150 per annum, and afterwards by annual increments 


of £5 to £170 annum. There was considerable discussion on 
the matter at the Town Council meeting, bat Alderman Smith said 


the salaries were reasonable in proporticn to the training and ekill 
of the men. i 

Mr. A. J. BRooxs bas been appointed electrical station superin- 
tendent at Avonbank, Bristol, at £175 annum, rising to £200 
after six months’ service, and then to £250 by two annual 
increments. . 

Torquay T.C. has granted Мв. Srorey, electrical engineer, an 
honorarium of 100 guineas in appreciation of his services in connec- 
tion with the laying down of the tramway plant. 

Worksop (Notts.) U.D.O. decided on Monday to increase the 
salary of the assistant electrical engineer from £109 to £120 
а year. 

From among 220 applicants, Mn. E. Тлтгов, of West Ham, has 
been selected for the post of fourth assistant engineer at the 
Hammersmith electricity works. 


Tramway Officials —It has been arranged by the 
Bournemouth Tramways Committee that Мв. F. T. OLDING (the 
present chief clerk) is to be relieved of all work other than traffic 
matters, and appointed as traffic superintendent, at his present 
salary (£200) ; Мв. Harry Вакон, the present official, is appointed 
cashier, at a salary of £175; Mn. IaNATIUS Вогріх, the present 
electrical engineer, is appointed chief assistant to the general 
manager and electrical engineer at his present salary, £450; and 
Ма. W. B. Tarr will continue to hold the position of werks super- 
intendent, at his present salary of £175. | 

Me. C. W. Marus, general tramways manager of the 
Liverpool Corporation, bas had his salary increased by £100 per 
annum. 


General,—The Derby Chamber of Commerce has 
appointed Мв. Henry Davis, of Messrs. John Davis & Son (Derby), 
Ltd., the well-known electrical engineering firm, to be its dele- 
gate at the seventh Congress of Chambers of Commerce of the 
Empire, which is to be held at Sydney, New South Wales, in 
September next. 


NEW COMPANIES REGISTERED. 


Gavan Inrig, Ltd. (103 894).—This company was registered on 
July 6eb, with a capital of £2,000 in £20 shares, to acquire the business and 
assets of G. Inrig, of Great Eastern House, 20, Bishopsgate Btreet (Without), 
E.C., to develop and work the foreign patents granted to him for France 
Belgium, Spain, Italy, Germany, Switzerland, Portugal, Canada and U.S. A., and 
to carry on the business of electrical and general engineers, manufacturers of 
insulating material and rubber substitutes, &c. The subscribers (with one share 
each) sre:—G. Inrig, M. I. E E., Aberleigh Lodge, Bexley Heath, Kent; G, 
Whatman, 2, Christie Road. South Hackney, electrical engineer. 
company. G. Inrig is the first managing 
annum. 


Walter Scott & Co. (Edinburgh), Lid. (7,193). —Тһів com- 
pany was registered in N on July Sch, with a capital of £500 in £1 
shares, to acquire the business of electrícal, mechanical and general engineers. 
carried on at 148, Rose Street, Edinburgh, as Walter Scott & Co. The sub- 
scribers (with one share each) are: — Walter Scott, 70, Elm Row, Edinburgh, 
engineer; D. M. Fraser, 29, Comely Bank Road, Edinburgh, engineer. Private 
company The number of directors is not to be more than three; D. M. Fraser 
is the first: qualification, £25; remuneration as fixed by the company. 
Registered office, 148, Rose Street, Ediuburgh. 


E. M. Redfern, Ltd. (103,573) — This company was registered 
on July Sth, with a capital of 29.000 in £1 shares, to sdopt an agreement with 
E. M. Redfern, and to carry on the business of electricians, electrical engineers, 
Ac. Theesubecribers (with one sbare each) are:— E. M. Redfern, Grassmere, 
Upper Pershore Road, Selly Park, Worcs., engineer ; F. C. Martin, 88. Gillott 
Road, Birmingbam, electrical engineer. Private company. E. M. Redfern is 
chairman and managing director for life ; qualification, 100 shares. Registered 
office, 9, Bibel Sweet, Birmingham. 


Premier Eleetric Institute, Ltd. (103,969) — This company 
was registered on July 9th, with а capital of £100 in £1 shares, to inaugurate 
an institute for selling curative electrical appliances and advising on electrical 
treatment, to сетте on the business of manufacturers and dealers in electrical 
8 ез, ёс. subscribers (with опе sbare each) аге: —А. Baker, 142, 

n Avenue, Manor Park, Essex, clerk; L. K. Brown, 80, Tournay Road, 
Walbam Green, S. W., olerk. Private company, Table "A" mainly applies, 
Registered office, 198-5, Regent Street, W. 


Private 
rector; remuneration, £360 per 


` 1909, to secure all moneys due, or to become due, from the company to Parr's 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Metropolitan Amalgamated Rallway Carriage and Wagon 
Co., Ltd. (78,480).— This company's annual return was filed on June 17th, when 
919.808 ordinary, 248,192 A preference and 235,000 “ B” preference shares 
had been taken up out of a ospital of £1,675,000 in 1,000,000 ordinary, 400,000 5 
per cent. '* A preference and 275,000 6 per cent. '* B” preference shares of £1 
each; £7 hasbeen received and £1,432,983 is considered as paid. Mortgages 
and charges: Nil. 


Electric Batteries and Carbone, Ltd. (97,710).—Debenture 
dated June 2nd, 1909, to secure £1,500, charged on the company’s undertaking 
and property. present and future, including uncalled capital. Holder: R.G. 
Orr, End House, Cavendish Road West, N.W. 


Wells, Rayner & Ca., Ltd. (78,655). —Тһів company’s annual 
return, made up to April 18th, was filed on June "th, when 8,450 ordinary and 
2,006 first preference shares had been taken up (in addition to 2,550 ordinary 
shares surrendered to the company) out of a nomina! capital of £90,000 in 4,000 
first preference, 10,000 second preference and 6,000 ordinary shares of £1 each. 
£1,881 has been received on 9,006 first preference, leaving £175 in arrears ; 
£6,000 is considered ss paid on 6,000 ordinary shares (including those surren- 


dered). ‘Mortgages and charges: £1,000. 

Sollum Electrical Co., Ltd. (99,009).—Debenture dated 
July 5th, 1909, to secure £9,000, charged on the company's undertaking and 
property, present and future, including uncalled capital. Holder, Nottingham 


and Nottinghamshire Banking Co., Ltd., Thurland Street, Nottingham. 
British Aluminium Co., Ltd.—Mortgage dated June 28th, 


Ltd., charged on certain aluminium in course of 


Cowans, Ltd. (57,978).—A memorandum of satisfaction to the 
extent of 29,000 on May 4th, 1909, of debenture stock covered by trust deed 
dated February 26th, 1902, securing £5,000, notified July 5th. i 


` 


CiTY NOTES. 


Bombay Electric Supply and Tramways Co., Ltd. 


Sre Epwarp Sassoon, Bt., M.P. (Chairman), presided at the Elec- 
trical Federation Offices, Kiugsway, on Tuesday, over the fourth 
ordinary general meeting of the above company. 

In moving the adoption of the report (to which we referred in 
our issue of July 2nd), the Онлівмах said the net receipts 
amounted to £67,066, as compared with £40,880 in the previous 
year, being an increase of £26,186. After deducting the propor- 
tion of debenture interest, amounting to £24,502, there remained 
£42,474, to which had to be added the amount brought forward 
from the previous year, making an available total of £45,363. The 
preference dividend paid up to August 15th, together with the 
accrued dividend to December 3186 last, amounted altogether to 
£35,978, which left a balance. of £9.385 to be carried forward to 
the next account. The total revenue from all sources, in- 
cluding the amount represented by the sale of current 
to the tramways, was £177,855, an increase of £49,935, 
and this additional revenue was obtained at an increase in 
expenditure of £23,749. Dealing with the general conditions pre- 
vailing in India during the period under review, the chairman 
quoted from an article in the Times, and said that the effect of the 
trade depression had shown iteelf in a marked degree in Indian 
railway receipts, and had no doubt aleo reflected itself in the tram- 
way receipts. They had also been prejudiced by the riofa which 
occurred in Bombay. He thought it a cause of satisfaction that 
notwithstanding these unfavourable conditions they were able to 
come before the shareholders with an increase of receipts for both 
branches of the business, and given normal conditions the directors 
looked to a steady if not very rapid growth of the receipts now 
that the tramways had been entirely electrified. They were pro- 
viding an excellent service, which oompared favourably with the 
majority of the tramway systems of Europe, and this, coupled 
with the extension of the city, should result in steady 
progress. They were devoting particular attention to 
the ticket system, whilst traffic organisation had their 
unremitting attention. This year they were addiog 10 cars to the 
rolling stock, making a total of 172. From January lst to May 
18th, a small portion of the lines continued to be worked by horse 
traction, and in consequence of their having to maintain a separate 
organisation for this service, the operating expenses of the horse 
section practically amounted to the receipts it earned. The power 
and running expenses of electric traction were last year somewhat 
higher than in tbe previous year, owing to the fact that they ran a 
considerably greater car-mileage, whilst the rate paid to the power 
section was raised. The total receipts from the electric supply 
amounted to £47,714, as compared with £21,566, whilet 
tbe working expenses amounted to £39,737, as compared with 
£19,545. On the face of it, the increase in the working 
expenses appeared somewhat out of proportion to the increase 
ih the receipts, but thi8 was accounted for by the fact that over 
66 per cent. of the total units sold were sold to thetramways. "The 
electric supply branch debited tbe tramways with the units at iust 
about the cost of production, but, of course, this was reflected in 
the lower cost of generation in respect of tbe total number of units 
generated. There was nothing very material in it, because if they 
charged the tramways a higher price, it would be shown in the 
tramways expenses. The receipts, exclusive of the revenue repre- 
sented by the current supplied to the tramways, amounted to 
£25,683, as compared with £17,707 last year; an increase of nearly 
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£8,000, and the board carried to profit and loss account £7,976, 


as compared with £2,021 in the previous year. Last year they 
added 215 consumers, representing 40,208 equivalent, 8-с.р. 
lamps. The progress of the company had been well 
maintained in the current year, and up to the end of May 
they connected 135 new consumers, representing 20,629 equivalent 


` 8-0.P. lamps. Having regard to their increasing business and with 


& view to lowering the cost of generation, they had completed 
arrangements for erecting a new generating station at Kussara 
Basin, but as the benefits which this would bring were fully 
explained in the report he bad nothing material to add. Negotia- 
tions were in progress for the supply of power to the workshops of 
the Bombay and Beroda Railway Co., who would take a supply 
of about 500 Kw., and other important contracts were being 
negotiated for, so that the supply might commence about the date 
of the completion of the new power station which they anticipated 
would be early in 1911. The capital expenditure of the year 
amounted to £232,482, which represented amounts payable under 
various contracts. The authorised capital of the company һай now 
been issued, and in order to provide for the future capital expendi- 
ture contemplated, they made an issue recently of £150,000 5 per 
cent. mortgage debentures, which were underwritten in Bombay 
and London. These were to be redeemed in 28 years by annual 
drawings, commencing in 1913, and a fixed sum of £6,660 had been 
provided annually for the purpose. The directors bad «et aside 
£6,000 for the purpose of creating a sinking fund for the redemp- 
tion of the 44 per cent. debenture stock, and this sum, which was 
being separately invested, would appear in next yesr's accounts. 
The question of making proper provision for debentures was aleo 
receiving attention, and thie, of course, would have to be made 
out of profits. The cbairman proceeded to refer to the action 
taken in appointing a consultative committee in Bombay 
to advise the board on local matters, and to the retire- 
ment of Mr. E. Hopwood, the secretary, who had tecured 
& post in the North of a more remunerative character, giving 
greater scope for his activities. Eulogistic references was made to 
Mr. Hopwood’s loyal services to the company, and the wish 
expressed that he would be successful in his new post. In con- 
clusion, the Chairman said he would like to refer to the foolish 
reports which had been circulated in India, presumably by 
unscrupulous and interested persons who were desirous of bearing 
the shares of the company. It was stated that (1) the company 
was going into liquidation; (2) that in addition to its debentures, 
the company was largely in debt; (3) that they were going to 
embark in enterprises outside of Bombay, and, indeed, out- 
side India; (4) that the company was still not free to buy 
its plant and stores in the cheapest market; and (5) that 
it was dependent, in some degree, on the working and results 
of other electrical compantes—the Brush Co, and other com- 
panies connected with the British Electrio Traction Co. being 
specially mentioned in this connection. To all of these 
reports the board gave moet emphatic contradiction. The past 
history of their undertaking had been one of uninterrupted progress, 
and ite future prospects were most promising, whilet its financial 
position was sound and free from any embarrassment. Their 
net earniogs that year were sufficient to pay the debenture 
interest and the preference dividend, and they looked forward 
ктө long to being able to рау а dividend on the ordinary 
shares. 

Sır OHARLES ОттлуАлнт, K. O. I. E., seconded the motion, and the 
report was adopted without discussion. | 


The following particulars are given in the directors’ report :— 
“The directors look forward to a steady increase in the tramway 
receipts now that the electrification of the system has been 
completed. 


Year ended 
Deo., 1908. 


Year ended 
Dec., 1907. 
. 18:27 (avge.) 
.. 25,766,916 
. 60˙9 °9 


Route miles opened  .. T T is 20:88 
Number of passengers carried è 80,486.606 
Proportion of expenses to receipts .. 1% 
Electric cars in stcck .. EN © e pu 162 
“ The gross receipts from electric supply for tbe year, including 
the amount represented by the sale of current to the tramways, 
amount to £47,714, as compared with £21,566 for the previous year. 
The receipts, exclusive of the revenue represented by the current 
supplied for the tramways, amount to £25,683, as compared with 
£17,707 for the previous year. The working expenses amount to 
£39,737, as compared with £19,545 for the previous year. The 
balance of £7,977, as a result of the yeat'a operations, compares 
with a balance of £2,021 for the previous year. 
" The following figures show the comparative results of the past 
three years: — 


— 


| Equiva- Units poldi | | | 
Consu-| lent of eae | Re. | Ex- Bal. 
—  mers| Berm Por Itg. For | Tora], "enue: penses ance, 

| lamps. and pwr. tramways | онн | | | 

' | | 
A ым ОГИН VVV 
1900 330 [28,849 531,71 — 531,731 , 8,435 | 10,075 1.640 
! | | (debit) 
1907 BRS 84.648 1,233 661 823.246 2,056.907 21.566 19,515 2,021 
1908 803 121.556 1,734,076 3,524,951 5,263,630 47,714 39,737 7.977 


l 
| 


. "ln order to meet the increasing demand for the supply of elec- 


trical energy, and to reduce tbe costs of generation, the company 
have recently completed arra.gszcents with the Trustees of the 
Port of Bombay for the lease of a piece of land having an area of 
about 17,737 8q. yd. for the erection of & new generating station at 
Kussara Basin, This site has recently become available owing to 


a reclamation which has been undertaken by the Port Trust. It 
possesses many important advantages over the existing one at Wari 
Bunder. At the latter tbe coste of generation are enhanced by 
the high cost of water for condensing, and the necessity, owing to 
its distance from the sea, of employing cooling towers for this pur- 
pose. The cartage of coal from the sea front is also a substantial 
enhancement to these costs. At Kussara, on the other hand, the 
situation will provide spetial advantages for an unlimited supply 
of sea water for condensing, and for the handling of coal eitber by 
boat or by rail. On its eastern boundary the new site has a landing 
wharf immediately on the Kussara Basin, while the new Port Trust 
goods railway is contiguous with its western boundary, and a siding 

rom the latter will be provided into the property. In consequence 
of these and other advantages, the removal of the generating 
station will result in an important reduction in the company's 
generating costs; and future developments of the power house, 
for which there is abundant space, can, as the expansion of the 
business calla for them, be provided far more economically than 
would have been possible at Wari Bander. The company have 
entered into a contract with the Brush Electrical Engineering Co. 
for the erection of the new generating station, and have placed an 
order with that firm for the supply of 4,000 kw. of additional steam 


plant. The company's existing generating plant at Wari Bunder, 


representing 4,800 xw. of plant, will also be transferred to the 
new power house, and it is intended then to dispose of the Wari 
Bunder lease and the buildings there. Before deciding on an ex- 
tension of the existing steam generating plant, the directors very 
carefully considered the alternatives of adopting for this addition, 
oil orgasplant. After a full inquiry it was decided, having regard to 
the large size of the sets required, to uncertainties regarding the 
future price of oil fuel at Bombay, and to other considerations 


affecting the questions of reliability and economy of generation, 


that neither oil nor gas engines oould at the present time be 
prudently adopted in substitution for steam plant at Bombay, but 
the directors are carefully watching the development of these other 
types of plant." 


New General Traction Co., Ltd. 


Tux directors’ report for the year ended March 31st, 1909, states 
that the revenue for the year, received and accrued from the 
various sub-companies, amounted to £18,701, against £18,898 in 
the previous year. The general expenses, including directors’ feos 
and legal charges, amounted to £1,991, as against £2,509 in 1907.8. 
The accounts for the year show a small, profit of £428, thus reduc- 
ing the balance of loss previously shown, to £25,807. The dividend 
received from the Coventry Electric Tramways Co. for their year 
ended December 81st, 1908, was the same as for the previous year, 
viz., 34 per cent., but owing to the general depreciation of trade, 
the result of the year’s working only allowed of the sum of £2,000 
being placed to reserve for depreciation, against £3,900 in the 
year 1907. The Norwich system showed no improvement for the 
year ended June 30th, 1908; but since that date certain changes 
bave been made in the service and considerable economies effected 
in the working, and a batter result for the current year is expected. 
The Douglas Southern Electric Tramways Co. paid 54 per cent. on 
its preference shares for the year 1908, as compared with 6 per 
cent. for the preceding year. The income from the Philadelphia 
undertaking for the year amounted, under the terms of the lease, 
to £10,437, being an increase of £481 over the previous year. The 
directors' reports and accounts of the Coventry, the Norwich, and 
the Douglas Southern Tramway Companies respectively are 
annexed. 


Baron Emile B. d'Erlanger presided on Tuesday, at the 
offices, 20, Bishopsgate Street, E.O., over the thirteenth annual 
meeting of the company. 

The CHAIBMAN,in moving tbe adoption of the report, said it 
would only be necessary for him to detain them a short time, as the 
accounts were not at all complicated, and the items differed little, if 
anything, from those of the previous year. The receipts from the 
Coventry property for 1908 were exactly the same as for 1907; 
whilst those from Norwich were £913 less, and from Douglas £58 
less. On the other hand,the Philadelphia property paid them 
£482 more than in the previous year, represented by the 
increased rate of interest on their shares in that undertaking 
for the second half of 1908; and the interest they received on 
the outstanding balances owing to them by the Coventry company 
on construction account, was £1,050, against £750. The result 
was that their receipts were practically the same as in the previous 
year, being, in fact, only £190 less. In addition to the income 
mentioned, however, they had also received out of the profits of the 
Coventry company for 1908, a further pay ment of £1,000 on account 
of the indebtedness of tbat company to the traction company, 
which payment would appear in the next year's accounts. Turning 
to the debtor side of the profit and loss account, they would see tbat 
the general expenses, &c., showed a reduction of £518, and interest 
on loans, a reduction of £356; the result for the year being that 
they had a small profit to show of £427. They had, since the date 
of the last annual report, disposed of a further amount of £5,000 of 
the bonds of the Darby Media and Chester Street Railway Co., 
which reduced the total amount of securities held by them as at 
March 31st last, to £643,248. Не might say that since 
that date, they bad realised yet further about £12,000 of 
those bonds, which had been sold at better pricea tban 
those previously obtained, viz., 95, and they trusted tbat they 
could be able presently to sell gradually further blocky cf.tbe bonds 
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Under the terms of the trust deed for their 4 per cent. prior lien 
debentures, they bad to commence amortising them by paying 
to the trustees on January Ist, 1910, £4,000, to be applied 
in redeeming those debentures at par by drawings. The 
receipts for the year from their various subsidiary companies, of 
which he had spoken, exhibited to them in a word their position. 
Coventry continued to make a fairly satisfactory profit; and as to 
Norwich-Tramways, the directors of that company had for some 
time been hard at work, together with the manager, trying to devise 
some means by which the expenses might be reduced and the 


traffics increased, and he was glad to think that these efforts were - 


bearing fruit, and they might, now reasonably look forward to 
better results. With regard to Philadelphia, in accordance with 
the terms of the lease, they would receive an increased dividend 
at the rate of 1 per cent. from the Ist of the present month. 

Мв, Faanor FrTzGBBALD seconded the motion. 

Мв. Jackson eaid that the Chairman had only given them the bare 


facta in the balance-sheet, and he suggested that in the future it 


would interest the shareholders if they gave the number of 
passengers carried on the various lines, and also the average takings. 
He would like to know whether the expenses of their undertakings 
were uniform per car-mile, and further, what the fees of the 
directors were. He noticed that the amount put down for light 
railways was £1,448 as against £1,973 last year. 

Мв. SoaNzs asked if the Philadelphia Rapid Transit Co. was a 
substantial company which could carry out its undertakings. 

The OnzHAIRMAN said fuller information was not given because 
they had published the full balance-sheets of the Coventry and 
Norwich Tramways. In the Norwich undertaking they gave the 
number of passengers, and would do the same with the Coventry 
system next year. The cost per car-mile received the closest 
attention of the directors, and both at Coventry and Norwich it 
compared most favourably with that of other undertakings. The 
fees paid to the directors were £100 each. When he was asked to 
take charge of the company it wa: not in a flourishing condition, 
and he had done his best for it since. They had a certain numb:r 
of bonds which were not pledged to the prior lien debentures, and 
аз soon as they could get rid of a sufficient quantity they intended 
topay off the floating debt on which they paid 6 per cent. The 
Philadelphia Co. had a capital of $30 020,000, and controlled all the 
tramways io Philadelphia. The difference in the amount pst 
down for light railways was due to their having sold some shares. 

Mr. WINsLow (engineer) said that the working costs per car- 
mile averaged 53d. both in Coventry and Norwich. The 
receipts per car-mile were low in each town, between 74d. and 8d. 


British Electrie Traction Co., Ltd. 


Tun thirteenth ordinary general meeting of this company was held 
on Thursday of last week at the Electrical Federation Offices, 
Kingsway, Sir Charles Rivers Wilson presiding. | 

In moving the adoption of the report (see ELTCTRICAL REVIEW, 
July 2nd), the CHarnman said that included with the report 
was a separate document giving particulars and  etatistics 
relating to the associated companies, from which it would be seen 
that a unique and economical organisation had been devised for the 
administration of about €0 undertakings. The Electrical Federa- 
tion Offices, which had been built for their accommodation, were 
provided in the first instance by the British Electric Traction Co., 
and would be recouped either by way of principal, or in the shape 
of payments covering interest, sinking fund and repairs. The cost 


had been about £36,000, and after allowing for all charges in - 


respect of the expenditure, there would be a saving upon the rents 
formerly paid. The building was on a 99 years’ tenure. They 
would see from the statistics the magnitude of the work 
fone, and a close study of the details could not fail 
to convince them that it had been done efficiently and 
economically. The enterprises in which they were interested had 
taken many years to develop, but the directors felt disappointed 
that the net result of the heavy work of the last 13 years had not 
been more profitable in recent years, They bad always looked 
forward to tre time when 61.6 undertakings would be able to show 
profits; but, unfortunately, they had fallen on bad times. The 
companies had been subjected to unnatural competition and opposi- 
tion by the local authorities, with the result that they had had to 


submit to & gradual reduction in the fares, representing a loss of- 


something like £200,000 per annum. At the present moment their 
difficulties were aggravated by the exceptional trade depression all 
over the country, such depression as he felt himself warranted in 
describing as the most severe and general the country had experi- 
enced since its adoption of Free Trade. If there were ro profits 
there ccuid be no creation of fresh capital, and without new 
capital there could not be an extension of enterprise. 
Deslrg with the accounts, the revenue from the associated 
companies was about £33,000 less than in the previous 12 months, 
a large number of the companies having paid slightly reduced 
dividends. At Greenock the traffic receipts had fallen from £34,200 
to £27,000; Hartlepool, from £15,500 to £12,360; in the 
Pot'eries they had decreased from £97,400 to £94,300, and 
many otber undertakings showed a lower revenue tban in the pre- 
vious 12 montbs. In the aggregate the receipts of the Federated 
Companies showed an increase, but this was due to the increases at 
Auckland and Bombay, while in the care of the Metropolitan 
Tramways Co. additional lines had been opened. He hoped that 
with a revival in trade the receipts would go vp. As to the 
current year, they bad been able to hold their own, but unless 


there. was a revival in trade before the end of the year 
he did not think there would be any material changes 
in the dividends of the associated companies. They bad 
hoped to pay the reduced dividend of 3 per cent. on the preference 
shares as a regular half-yearly instalment, but the profits for the 
past year were £15,000 less than the amount required to pay such 
a rate of dividend. Unless the profits increased, it would obviously 
be unwise to pay the same dividend for the current year, and the 
directors were of opinion that unless profits materially increased, it 
would be wiser to suspend the payment of the dividend until the 
accounts had been made up for the year. The management and 
general expenses were £16,800, as compared with £24,100, the 
reduction being due to the fact that the Federation now bore 
items of expenditure which the company formerly met. As to the 


investments, the return of those which were remunerative was 


about j per cent. less than in the previous year, and the proportion 
of non-revenue-earning investments was larger, but he thought that 
was only temporarily. The average fare per passenger in 1908 was 
1'23d., an improvement of '02d. as compared with 1907, which re- 
presented £24,000, or six months’ interest on the preference 
shares, In 1901 the average fare was 1:384. and that meant 
an increase in revenue of no less than £200,000. The securities of 
the company appeared at cost in the accounts, and the time might 
come when it would be necessary to consider whether steps should 
be taken to deal with the matter. Daring the past year the directors 
had been considering the question of opening up electrical enter- 
prises in other couatries, and steps had to be taken with a view to 
securing a concession for tramways in St. Petersburg, accompanied 
by contracts for the construction of the work. A strong syndicate 
had been formed, in which the company had a substantial partici- 
pation. Otber negotiations were pending in regard to places 
abroad. 

Мв. EMIL GABCKEE, in seconding the motion, referred to the Elec- 
tric Lighting Acts (Amendment) Bill, which had been introduced 
by the Board of Trade into the present session of Parliament. He 
said it was impossible to read the Bill without feeling that it had 
been drafted with intent to prevent private enterprise from further 
engaging in electrical industries; and it applied not only to the 
future but to the companies already in existence. 

Мв. J. B. BBArrRWAITE suggested that steps should be taken to 
see if a new coin could be introduced worth about 1°15d., ав it 
would enable a slightly higher fare to be charged, and so bridge 
over the loss which at present resulted on the tramways, 

After further discussion, the CHarnmax, in reply to criticisms, 
remarked that suggestions had been made for reorganising the 
capital, but that meant a reduction in capital, and the board did 
not think that necessary. No further capital would be raised by 
the British Electric Traction Co. for the St. Petersburg undertaking. 

The report was adopted. . 


A SHAREHOLDER, W. F. P.”—“ who ocenpies a responsible position 
in the public service "—writes to the Financial Times, suggesting 
that, in the interests of shareholders of all classes, the Board of 
Trade make an investigation into the affairs of the above com any, 
as provided for in Sec. 109 of the Companies’ (Consolidated) Act, 
1908. He remarks that the company has proved as speculative es 
any mining venture, and he continues:—''In 1899, when I first 
became a sbareholder, the market value of the £10 preference 
share was 142, and of the £10 ordinary 217. To-day, after ten 
years’ working, the prices of these shares are 23 and g respectively, 
while no dividend is being paid on nearly £3,000,000 of ordinary 
and preference capital. 

The question of the absorption by this company of the Electrical 
Power Distribution Co., two directors of which were also directors 
cf the British Electric Traction Co, calls for tbe strictest 
investigation. So also do the relations of the British Electric 
Traction Oo. with the Brush Electrical Engineering Co. These 
two cases are simply cited as examples for inquiry. A Board of 
Trade inquiry is suggested, as officers, agents, and so forth of the 
company can be examined on oath. The Act requires that in the 
application to the Board of Trade one-tenth of the issued shares 
sbould be represented. Farther, the Board of Trade may require 
the applicants to give security for the payment of the costs of. 
inquiry, and in connection with this, although I am not a great 
shareholder in the British Electric Traction Co., still I am pre- 
pared to advance £100 to any security fund that may be formed 
for the purpose now suggested.” 


City and South London Railway Co.—The accounts 
for the half-year ended June 30th, show a balance, after providing 
for the debenture stock interest, the payment of dividend on the 
5 per cent. preference stocks 1891, 1896, 1901 and 1903, and the 
transfer to renewal fund of £1,500, sufficient to allow of the pay- 
ment cf a dividend on the consolidated ordinary stock at the rate 
of 12 per cent. per annum, carrying forward £1,411. For the 
corresponding period last year, the dividend was at the rate of 
1j per cent. per annum, carrying forward £1,868. 


Direct United States Cable Co., Ltd.—The board 
recommend a final dividend of 4a. per share, together with a bonus 
of ls. per sbare, both free of income-tax, payable on 31st inst, 
making, with the three interim dividends already paid, a total dis- 
tribution of 4j per cent. for the year ended June 30th, and after 
placing £5,000 to reserve fund account, carrying forward £3,596, 
The transfer books are closed from July 13th to 27!h. 
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Electric and General Investment Co., Ltd. 


Tu twentieth ordinary general meeting of the above company was 
held on Wednesday of last week, under the presidency of Mr. J. B. 
Braithwaite. 

The CHAInMAN, iu proposing the adoption of the report, said that 
the past year had been one of comparative stagnation in electrical 


business, and therefore the company had not had tbe opportunities 


which it had had in former years of employing its capital to the 
extent which it would have liked, At the same time, it would be 
seen that the result of tbe year was that they had considerably 
reduced their liabilities. The profit for the year had amonnted to 
£11,566, against £7,889, or very nearly £4,000 more, which was an 
increase of about 40 per cent. The directors proposed to pay the pre- 
ference dividend, and tbey would then be left with a balance of profit 
to carry down of £4,095, against only £568 last year, so that there 
was & net improvement of over £3,500. That sum represented about 
15 per cent. on the amount of capital paid up upon the ordinary 
shares, but looking &t the continued depression in many of the 
electrical securities which were held by the company, he believed 
the directors would have the support of the shareholders in their 
proposal to transfer that amount to the contingency fand, which 
was а reserve against depreciation in the market value of their 
securities. Of course, if the market imoroved later on, that con- 
tingency fund might be drawn upon, if necessary, for dividend 
purposes, providing, of course, that the value of their investments 
in the market stood at а price which was equal to, or in excess of, 
the cost at which they stood in the books. As regarded the current 
year, it was a little early to say much, as they only commenced on 
June 186; but, looking all round the market, he felt that, on the 
whole, he could say that there were indications of a slight improve- 
ment in business, and in all probability they would be able to 
present better results when he next bad the pleasure of meeting 
them. ~ 
A discussion followed, and Mr. OBOrr ressed the opinion that 
the shareholders generally would be satisfied with the proposal of 
the directors as to dealing with the balance. He was speaking as a 
preference shareholder, but he thought that the view of all the 
shareholders wouid be that the course suggested was a prudent one. 
Mn. MaTHEWS said that he only held ordinary shares, and he 
thonght that the directors might have used some of the profits to 
have paid a dividend to the ordinary shareholders on that occasion. 
The reserve and contingency fund now amounted to a very sub- 
stantial sum, and he thought that they might have spared a little to 
have given the ordinary shareholders a dividend, however small. 
Мв. PARKER pointed out the desirability of maintaining a strong 
financial position looking at the depression which existed in 
electrical concerns. 


The ОнлтвмАн, in reply, pointed out that the ordinary share- · 


holders had always recognised that that was a finance company, 
and they must therefore look for fluctuations in the dividend from 
time to time, but the ordinary sbareholders had received already 
a return of £4 16s. per cent. on every £1 share, во that they had 
practically received their capital back five times over. ^ With 
regard to the events of the past year, he considered that the 
London Electric Supply Bill had greatly improved the position of 
the electric light supply companies, and that an improvement in 
that class of security would set in in the future. He alluded to 
the unfair treatment which electric companies received at the 
hands of municipalities and various Government and local bodies, 


and pointed ont that in London the omnibvses, the motors, the. 


tubes and the underground railways upon which enormous sums of 

money had been expended, were being carried on with com- 

paratively small returns, and he contended that it was utterly 

impossible for this state of things to continue to go on, and he 

trusted that municipalities would soon wake up to the position. 
The report was adopted. 


The Transition Period m Paris. 


Tux reports of the original electric lighting companies in Paris, | 


whose undertakings are being conducted on common account 
' pending the definite assumption of sole control by the Compagnie 
de Distribution in the course of the next few years, are now being 
issued in relation to the first period of the stage of transition. In 
the case of the Compagnie Continentale Edison, the directors state 
that the extension of the cable network during 1908 was carried 
out at the expense of the Compagnie de Distribution, and the total 
amount of energy sold on bebalf of the six Sectors, advanced from 
45,811,000 kw.-hours in 1907, to 52,422,000 last year. A larger 
increase had been expected from the reduction in prices under the 
new régime of joint working, but the laying of the requisite new 
mains involved a considerable amount of work which was hampered 
by Continental strikes. The surplus on working obtained by the 
Edison Co. was £92,000, as compared with £136,100 in 1907, the dimi- 
nution being attributed tothe reduction in prices. On the other hand, 
the sale of buildings, mains and materials, which had already been 
written off, yielded £60,000, and the work of disposal has not yet 
been completed. The net turplus, including the balance brougbt 
forward, amounts to £168,400 as contrasted with £144,400 in 1907, 
and a dividend has been declared at the rate of £4 12s. per 
ordinary share, as against £4 in the preceding year, and £3 8s. on 
the founder shares, as compared with £2 16s. in 1907. Tbe company 
holds 35,340 shares in the Compagnie de Distribution, which were 
subscribed for ор the constitution of the latter. The Secteur de la 
Place Clichy, which is also one of the original companies, reports a 
financial year comprising 18 months, the working results of which 
are not comparable with any previous period owing to the changed 
conditions due to the course of the transition from the old to the 


new order of affairs. As net receipts the accounts show the sum of 
£72,000 for 1908, while the net profits total £37,000, thus 
enabling the payment of & dividend of 9 per cent, as in the 
previous financial year, on the share capital of £240,000. The 
installation account stands at £360,000, and although all the installa- 
tions have been taken over by the city, and the price bas not yet been 
determined, it ig expected that it will not in any case be less than 
is represented by this sum. The company held shares of £140,000 
in the Société Triphasé at the end of the year, and has since 
increased its investment by subscribing for the larger portion of 
the additional capital of £320,000 issued reoently by the Tripbasé 
Oo., thus becoming the principal shareholder in the latter. On its 
part the Triphasé Co. is largely interested in the Compagnie de 
Distribution, and will survive the Secteur de Olichy, which is really 
a subsidiary of the former company. i 


General Electric Co., Ltd. 


Tax report of the directors just issued reflects a very substantial 
improvement in net income during the year ended March 31м, 
1909. In quoting from the report below, we have also added in 
parenthesis figures for the year ended March, 1908. The net trading 
rofits and income from investments, &c, amount to £78,201 
£39,753); after deducting depreciation and debenture interest 
amounting to £26,987 (£25,030); there remains s balance cf 
£51,213 (£34,723); oat of which the dividend on the preference 
sbares at the rate of 5 рет cent. for the year erded March 3186, 
1909, bas been paid, absorbing £12,500 (£12,500); leaving an 
available balance of £38,713 (£22,223). This the directors recom- 
mend should be appropriated as follows :— Provision for mansging 
directors’ and employes’ bonus, £3,871 (£2,222); provision for divi- 
dend on ordinary shares at the rate of 5 per cent. for the year 
ended March 31st, 1909, £18,697 (£18,026); to reserve account, 
£16,145 (£1,974). The reserve account stands in the accounts at 
£120,343 (£118,369), being the amount cf undivided profits as at 
March 31st, 1908. The proposed appropriation of the undivided 
profit of the year ended March 31st, 1909, amounts to £16,145 
(£1,974), giving a total of reserve account of £136,488. The result 
of last year's working can be considered satisfactory, in view of the 
prevailing depression in the engineering trades. The works of the 
company at Witton, Salford, Birmingham and London have been 
profitably employed throughout the year, although they have not 
been working up to their full capacity. The Osram metal-filament 
lamp has established during last year a great reputation. A con- 
siderable proportion of lamps recently supplied have been pro- 
duced at the new works at Hammersmith, and the quality has 
proved in every respect equal to those supplied by the Continental 
factory. The company’s telephone works at Salford have been con- 
siderably extended. Furtber ordinary shares to the number of 
1,342 (1,466) have been allotted during the period covered by the 
accounts, to the directors and staff at par. Mr. H. Bevis tendered 
his resignation as director, which was accepted by the board. Mr. 
Ernest G. Byng retires, and offers himeelf for re-election. 


National Telephone Co., Ltd. 


Tr directors’ report for the half-year ended Jane 30th, 1909, 
states that the income accrued in respect of the business of the 
balf-year amounts to £1,546,838, as compared with £1,452,569 for 
the corresponding period of 1908, being an increase of £94,269. 
The working expenses for the half-year amount to £893,768, as 
compared with £528,969 for the corresponding period of 1908, 
being an increase of £64,798. The net result for the half-year (after 
deducting the Post Office royalties, amounting to £148,951) isa 
profit balance of £504,119, as compared with £484,069 for the 
corresponding period of 1908, being an increase of £20,050. The 
rentals carried forward for unexpired terms of running contracts 
amount to £1,366,283, as compared with £1,314,591 at the corres- 
ponding period of 1908, being an increase of £51,692. Ont of the 
available balance of £379,850 shown by the net revenue account, the 


` board will recommend the payment for the half-year of a dividend 


At the rate of 6 per cent. per aunum on the first and second prefer- 
ence sbares, 5 per cent. per annum on tbe third preference shares, 
6 per annum on the preferred stock, and 6 per cent. per annum on 
the deferred stock, less income-tax in all cases. The board also 
propose to transfer £150,000 to the reserve fund account, and to 
carry forward the balance of £11,100. The sum of £313,394 has 
been expended on capital account during the half-year in the erec- 
tion of 13,848 additional exchange and private stations, and in the 
construction of underground works. 


United River Plate Telephone Co., Ltd.—The 
report for the year ended March 31st last, states that the gross 
receipts in sterling for the year in the River Plate were £487,064, 
against £250,750 for last year. Deducting expenses in Argentina 
and London, debenture interest, dividend on preference shares 
and interim dividend on ordinary shares, and adding interest on 
investments, transfer fees, &с., there remains а profit of £89,233, 
plus £4,904 brought forward, making an available balance of 
£94,138. After applying £32,000 to reduction of special replace- 
ment account and £25,000 to reserve, the directors recommend & 
final dividend of 5 per cent. on the ordinary share capital, making 
a return of 8 per cent. for the year, free of income-tax, that a sum 
of £2,000 be voted towards a staff prevident fund, which is being 
formed among the company's employés in Argentina, and that the 
balance of £5,138 be carried forward. The board record the death 
of Mr. Alfred Le Rossignol, who had been for many years a director 
of the company. 
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Delhi Electric Tramways and Lighting Co., Ltd. 


Tus third ordinary general meeting was held on Thursday, last 
week, at Winchester House, E.C. 

Cor. Sm BucHANAN Soort, in moving the adoption of the report, 
dealt at length with the trouble which the directors had had with 
the contractors, who had the work of constructing the line at Delhi. 
The delay occasioned by the failure of the contractors in the com- 
pletion of their contract had, he said, been most serious, and had 
handicapped the directors from the commencement of the com- 
pany’s operations. When the contractors failed, the company had 
to make arrangements themselves to do the work, and not only 
that, but they had to pay a large sum to get the materials relessed, 
which were seized by those who had claims on the contractors. 
The line was opened for traffic in June, 1908, and even then 
their troubles were not at an end, but continued duriog the 
five months of operation covered by the accounts. The receipts 
from both the tramway and lighting sections, and in particular the 
tramway system, were seriously affected by an unparalleled out- 
break of malarial fever, which was so severe that between 60 per 
cent. and 70 per cent. of the population of Delhi were prostrated. 
The staff of the company also suffered. The receipts of the com- 
pany, therefore, had not reached anything like the amount esti- 
mated in the prospectus, The gross receipts for the five months 
under review amounted to Rs. 67,500, and the total expenses to 
Rs. 55,600, leaving a total net receipt of Re. 11,900, or £787. 
Negotiations were in progress forthe sale of the original power 
station and plant taken over, and ifs replacement by more modern 
and efficient machinery, with a view to reducing the generating 
coets. It was very satisfactory to note that a new contract for 
street lighting upon improved terms, had been submitted 
to the company by the Delhi Municipality for approval, 
and the directors had every hope that a substantial 
revenue would be derived from that section in the future. The 
passengers carried on the tramways totalled 805,670, the car-miles 
run 142,755, and the average receipt per passenger was about 1d. 
Their latest advices from India showed that the receipts were 
increasing week by week. There had been a falling off during the 
cold weather, but that was only to be expected. The negotiations 
had been concluded for the issue of a number of debentures in 
Indis, which showed that the residents there thought well of the 
undertaking. | ME 

Мв. J. M. Campion, M. I. O. E., seconded the motion, and after a 
short discussion, the report was adopted. 


North Melbourne Electric Tramways and Lighting 
| Co., Ltd. 


Tum directors’ report for the year ended September SOth, 1908, 
says that the operation of the company's undertaking has been 
under the management of Mesers. J. G. White & Co., Ltd.. during 
that period, and the directors bave arranged with Messrs, White to 
continue the management for & further period of two years from 
June 1st, 1909. The results of the operation of the undertaking con- 


tinue to be unsatisfactory, although there is some improvement їп. 


the results ascompared with the preceding year. The profit and loss 
account shows a better position on the Melbourne operation, largely 
due to savings in the operating expenses, with an increase in the 
lighting business. The tramway receipts continue to show poor 
resulta. Negotiations have been continued with the Government 
for authority to make the connection with the Melbourne Tramways 
. Co.'s undertaking at Flemington Bridge, and the Government has 
announced its intention to introduce a Bill in Parliament during 
the present session to authorise the extension. The company is 
extending ite lighting system, and there is an improvement in this 
department. In view of the fact that it will probably take some 
years before the earnings of the undertakings will be sufficient to 
pay the full debenture interest and arrears, and the sinking fund, 
an arrangement was concluded in November last with the deben- 
ture-holders, whereby they deposited their debentures for five 
years with the United States Debenture Corporation, Ltd., and agreed 
that their security should not become enforcable, nor the principal 
moneys become payable, solely on account of their interest being 
in arrear during such period. The debenture-holders also assented 
tothe amount of the interest which was payable December 1at, 
1908, being retained by the company to be used for necessary 
extensions to the lighting system. The company is greatly 
indebted to the debenture-holders for the concessions made by 
them. It is hoped that this will give the company a reasonable 
period to develop its business and avoid the danger of foreclosure. 
Every effort is being made to economise inthe operation. The 
directors have continued without their fees. Messrs. J. G. White 
and Co., Ltd., make no charge for office expenses and staff, other 
than actual ont-of- pocket expenses, and the total London expenses, 
with the exception of interest and trastees’ fees, amounted to only 
£42 for the past year. 


The annual general meeting was held on Tuesday at 9, Cloak 
Lane, Cannon Street, E.O., Mr. Arthur F. Farish in the chair. 

The CHarnman having formally proposed the adoption of the 
above report, the motion was seconded by Mr. A. T. M. Johnson, 
who said tbat for 41 years he resided in Melbourne and knew well 
the position of the tramways. It was 19 years since he was in the 
city, and at that time the district was a little scattered, but still 
even then he considered there wasa very fair opening for a tramway. 
The only drawback that he saw to the company's line was the close 
proximity of tbe railway which ran а few yards behind their main 
route, and the people had become so accustomed to travel by 
train that they were biased against anything in the nature of 


electricity. He was pleased to see that the accounts showed an 
improvement over last year, for they had not only paid their way, 
but had a balanee of £1,500. He felt confident that in the course 
of the next two or three years the line would be a splendidly 
paying one, because it went through districts that must have 
electric tramways, and as soon as the people accustomed themselves 
to travelling, he felt sure the receipts would vastly improve. 

MR. HENRIQUES asked the CHAIRMAN for some information as to 
the progress of the company during the year under review. 

The CHamman said that the receipts on the tramways from 
passengers for the yesr ended September 30th, 1908, amounted to 
£12,577, as against £12,618 for the preceding year, and the total 
tramway receipts were £12,770, as compared with £12,919. In the 
lighting department they had done much better—the receipts 
having amounted to £1,828, as against £696. The total revenue 
from the tramways and lighting was £14,598, as compared with 
£13,600. The operating expenses were £13,046, against £14,857, 
showing a satisfactory decrease of £1,240. There was no doubt 
that Mr. Johnson had put his finger on the spot when he alluded to 
the competition of the railway, and the sooner the population took 
to the tramways the better. He was pleased to say that the 
Government had promised to introduce a Bill into Parliament 
during the present session to authorise them to make a connection 
with the Melbourne Tramway's undertaking at Flemington Bridge, 
and if that connection was made they hoped their traffics would 
greftly improve. From the manager's report they gathered that 
building operations were going on along the route of the trams, 
but in any event he was afraid it would be a long 
time before they could expect to be in the position 
they would like to be in regard to the company. Every- 
thing was being kept perfectly ia order at a minimum of expense. 
Measrs. J. G. White & Oo. were managing the tramways free of cost, 


and the directors and secretary were working without fees, 


The report was then adopted. 


Prospectuses.—Fife Tramway, Light and Power Co., 
Ltd.—The prospectus of this company shows that the authorised 
share capital is £200,000, divided into 125,000 6 per cent. cumula- 


tive preference shares of £1 each—£125,000; 75,000 ordinary sbares. 


of £1 each—£75,000. Subscriptions are invited for 109,700 
cumulative preference shares of £1 each, conferring the right to a 
fixed preferential dividend at the rate of 6 per cent. per annum. 
The company has been formed to take over the construction, equip- 
ment and working of the tramways and other works authorised by 
the Danfermline and District Tramways Order Confirmation Act, 
1906, the production, supply and distribution of electricity for 
lighting, and all other public and private purposes within the Royal 
burgh of Dunfermline and parts of the county of Fife situated 
beyond the burgh. The tramways to be constructed at present 
extend to about 12 miles of single track over 94 miles of route. 
It is intended to apply to Parliament for powers to con- 
struct a line from Dunfermline to the Rosyth Naval Base. 
Messrs. Hawtayne and Zeden, consulting engineers, London, 
estimate that the annual net earnings of the tramways, lighting and 
power properties should amount to £18,500; interest at 5 per cent. 
on, say, £80,000 debenture stock, is £4,000; dividend of 6 per cent. 
on £126,000 preference shares in £7,500, leaving £7,000. The 
registered office of the company is Commercial Bank Buildings, 
High Street, Dunfermline, 
. Bandar Sumatra Rubber Co, Ltd.—This company has been 
offering an issue of 94,000 shares of £1 each. The company is 
acquiring the Bandar Pinang Estate, in the Serdang District, East 
Ooast of Sumatra. 

Kamuning (Perak) Rubber and Tin Co., Ltd.—An issue of 775,000 
" A" shares of 2s. each has been offered. The company is acquiring 
the Kamuning Estate, Perak, from Linggi Plantations, Ltd. 

Oriental Telephone and Electric Co., Lid.—The list is to close 
to-day in an issue of £50,000 4 percent. redeemable debenture stock 
at 86. The proceeds are to be applied to assist the Bengal Tele- 
phone Co. in its undertakings, to rapay temporary advances, and 
for general purposes. 

Interborough Rapid Transit Co.—An issue of $10,000,000 5 per cent. 
45-year gold mortgage bonds has this week been offered for sub- 
scription in London. 


The Italian 1homson-Houston Co.—This company 
has recently completed the first monophase electric traction system 
which it bas had occasion to carry out between Padova and Fusine, 
forming part of the secondary Italian railway system: The balance- 
sheet of the company to December 31st last, shows a net profit of 
579,240 lire, say, £23,000, which, added to the balance brought for- 
ward from 1907, makes a total of 734,236 lire, say, £29,300; of this 
the shareholders receive 540,000 lire (£21,500); 28,962 lire are 
placed to reserve, 155,247 lire are carried forward, and the balance 
of about 10,000 lire goes to the directors. 


Dublin and Lucan Electric Railway Co.—The 

directors recommend a half-year's dividend of 5 per cent. on the 

reference shares, placing £250 to reduction of electrical equipment 
Capital account), and carrying forward 4 420. ; 

Hastings and District Electric Tramways, Ltd.— 
According to the Financial Times, the directors announce that they 
55 not in a position to pay any interim dividend on the preference 
shares. 

London Electric Wire Co. and Smiths, Ltd.—The 
directors announce an interim dividend for the half-year at the 
rate of 5 per cent. per annum. 


Okonite Co.—An interim dividend of 2 per cent. has 
been declared, 
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ELECTRIO TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 


Locality. 
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Receipts for | No. 


the ot 
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£ 2* 
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STOCES AND SHARES. 


^ Tuesday Afternoon. 

Money continues to be remarkably cheap, and a fall in the Bank 
Rate at an early date is confidently anticipated. The languor of 
summer, however, is beginning to tell upon business, in spite of the 
weather, and there is very little doing in any save a few 
departments, 

' Railway prophets are at work upcn dividend estimates, and next 
week will see the first of the declarations from the trank lines. 
The City and South London announces 14 per cent., an advance of 
4 per cent., and the result is a rise of 4 in the price to 314. The 
Metropolitan, it is thought, will improve upon its recent per- 
formances. The Central London statement is awaited without 
enthueiasm, and the prices of the Ordinary and Deferred stocks 
continue to shrink, the latter being 2 points down at 44. 

Metropolitan reacted }, but Districts made further upward 
progress. The Tube Debenture stocks are all very firm, and Under. 
ground Electric Railway prior lien bonds are 4 better. 

British Electric Tractions continue flat, both the Debenture 
stocks are down 2 pointa M. Emile Garcke's letter to the news- 
papers, appealing for a combined effort to induce Parliament to 
ameliorate the conditions of electrical supply companies, has been 
read with polite interest. Brush issues are unchanged. London 
United Trams are also without alteration. Anglo-Argentine 
Tramways First Preference shares are, of course, extinguished now, 
but the Second Preference show a slight fall, and the Third 
Preference are quoted 4454. The 4 per cent. Debenture stock hæ 
hardened. 

Calcutta Electric Supply shares came down with а run, from 
6 to 54, recovering again to their former figure. The movement 
had a singular cause. The company is about to issue more 
Preference capital, and iavited sharcholders to underwrite the 
new shares at a comm ssion of 3 per cent. Apparently this 
thorovghly alarmed come of the proprietora, who, it ia clear, failed 
to realise in the least what it meant. They seemed to think it a 
a sort of confession of weakness. Icstead of being glad to 
have the opportunity offered them to underwrite the new issue, 
they hastened to sell their old shares, and knocked the price dówn 
inthe manner described. The incident is certainly amusing; to 
those in charge of new issues it may prove instractive. 

The new-issue market is, at the moment, concerned mainly with 
rubber companies. These pour out in greater volume than even 
roller-skating propositions, though it is hardly fair to mention the 
two classes of industry in the same sentence. Some of the rabber 
companies are achieving remarkable success. The subscription 
lists of the Kamuning (Perak) Rabber and Tin Company were closed 
on Monday, a few hours after opening, and the issue was applied 
for many times over. The 2s. shares went to nearly 100 per cent. 
premium straightaway. Other rubber shares are firm, and not- 
withstanding the fact that a large speculative position is open for 
the rise, the market looks strong enough, although it will natarally 
be susceptible to violent fluctuations. 

Electricity supply shares are steady, but featureless. Chariog 
Cross Preference and City Lights Preference are j better, these 
being the only London shares to show any change. 

The South American Traction group is generally easier. Mexican 
Light and Power Common fell 2, and the Preference reacted the 
same amount after its substantial advance of a week ago. 
Mexico Trams have held their rise pretty firmly, but there is an 
easing-off in others of this section. Business is rather quister. 
River Plate Electricity Ordinary ard Preference fell away a little. 

National Telephones further rallied upon consideration of the 
dividend statement. The Preference shares are better, too. 
United River Plate Telephone Preference picked up {ё upon а 
capital report. Telegraph descriptions lack animation, Anglo- 
American stocks are a little irregular. West India and Panama 
fell pz. Globe Telegraph and Trust Preference have come into 
demand, acd the price gained 7s. 6d., while buying from the States 
led to a point rise in Submarine Cables Trust certificates. 


Stock Exchange Notices.—Applications have been made 


to the Committee to allow the following securities to be quoted in 
the Official List :— 


United Electric Tramways of Monte Video, Ltd.—Further issue of 12,800 
ordinary shares of £5, fully paid, Nos. 147,201 to 160,000, and 2,777 6 per cent. 
cumulative preference shares of £6 each, fully paid, Nos. 76,501 to 79, 277. 

Gateshead and District Tramways Co.—18,500 ordinary shares of £10 each, 
fully paid, Nos. 1 to 87, 41, 43 to 2,227, 2,232 to 0,121, 5,123 to 6,957, 6,976 to 6,934 
and 6,997 to 13,528. 


Telegraph Construction and Maintenance Co , Ltd. 
=— The directors have declared an interim dividend of 19s, per share, 
free of income-tax, for the past half-year. 
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1 From Manchester Bhare Liss 


; done | 
К NM ; or | Dividends tor the last | Closing Closing week ended Freson 
НАМЕ, Bhare, four years, Julr ech. Quotations July 13th, Жы ш. 
| kd 566. ‚ | 1908, Highest Lowest. 7 s.d. 
Amason Telegraph Yu Nos. 1 to 25,000 | 10 Nil | Nil | Nil | Nil 22-— 8} a E T | T Nil. 
Do. do, 6 96 Debs., on Cap Bek ани 100 ae 6 b 92 — 96 xd as © 6 4 2 
400 American . r $100 | 7% 894518 1634—1444 H3) 1d m s 8.10 9 
Do, st, 4% emani) $1000 4 % 4% 4% | 97 —99xa | 07 – 99 E i 4 0 10 
Anglo-Am roan 1 ee ee ee Фо ` Bteck y bet 23 4s. 57 — 59 — ee se 5 9 8 
e ` [2 8 6% Pref, 4% ee | Stock 870 6 5 16 100 —101 1004 —101 1014 100 5 18 
. do do. Deferred oe we Stock | 1X 1% АМ 153— 16 16 — 16 log 16 2 8. 
Anglo-Portaguese 'Tel., 6% Mort. b. Red, 100 6 Ж D b А 6 % 102 — 104 103 —104 ee ee 4 10 
Chili Telephone, Nos. 1 to 44,000 - 6 8 & 58 & > 8 — 8j 8 — Bj ph a 415 6 
Commercial Cable o, Sting. 500 year 4% Deb. Bk. Red. Btock | 4 € 44 4 89 — 91 89 — 91 90 wut 471 
Cube Telegraph ve "- A S b 10 5 & 5109516 8% Hb— 83 es T 615 6 
NE Do. | 10: 2d ee ee oo 10 y ^ 5 0 y б 12 — 8 17 — 1e LE °з H E i 
Direct Bpanish eL 6g TA е ee өө eo % D % | TE те uk ee 
Do. EM idi Oum, Pret, — gw 10 4 10 & j^ 955 E А LE: 888 512 8 
е ied ee ee i y. : Y d A — x - — oe oe 
nited Sta 90 4 / 198— 15$ 199 — 13} 198 En 6 85 
Ezine Re: Deb, t to 1,09, f. 100 43% 4% | 45% 4 99 —101xd | 99 —101 P M 491 
000500 Eastern Telegraph ae ee A .. | Bock [1% 179% 17% 7 127 —180 127 —130 199 1273 5 78 
| Do. oo oe | 100 | BA% | 8495 | 88% | 88 853— 87} — 86 2 4 00 
| Do. 4 Mort Det. Stock. Hed. .. Stock 14% 47 47 |4 1044—1064 1044 —166 8 và 815 9 
Lore Eastern Extension, Australasia, and China 10 792511792511 X RES 11— 13 114 — 12 11H 114 516 8 
? Do. 4% Btock 4 yy 4 * 4 * é 1 —104à 1024 —1041 ee ee 8 16 7 
[OMM ж нЕ Tel., 4 % Mt bd 95 14%16%/4%14% | 100 —102 100 —102 : ч 818 5 
Globe Telegraph and Trost, . „ 6 101— 102 103— 10 1 101 вто 
Nx do. 6 % Pre ET pe 10 25 y: Y: 6705 121— 18у 134 — id 18, 25 4 7 
150,000 Great Northern e 0 rer 10 | 9495 |20 96 [20 % 18 9, | 252— 261] xd| 251— 264 617 2 
* 10,900 |[ Halifax. and Berm CC ENTE 100 | 43% | 43% | 44% | 44% | 99 —101 ха | 99 —101 " " 491 
LT] е $ 
967,580,400 y Companies ТЫА „„ сөй. сз 4 4 & 80 — 84 80 — f4 2: aie 415 8 
BDA 190 Marconi’s Wirel . „„ Saf? | 72 — pH " = az 169 | 15/- СТЫ 
\ 6858 Te ee oe oe eo = ~ 
Ф Dn Monte Video Telephone at aCe ee өө H А : e — 1 — 1 os oe dm i 
Kamo National төре» ты Pret. Stock — .. e с, BX |6 m 10 105 10? 109 1088 5 9 
v 8,725,000 Do. f. Stock T oe ee 6% 16 122 —124 194 —196 1254 198 4 15 
; QNO | Do, | j 93 "Cum. ist. Frei. .. 69 16 10}— 11 ll 2 Б 9 
1.000 me a5 AK Сат, ind Pref. s.n og 6% |6 1 — 104 104 үн 1 5 9 
à 350,000 е о, on- um. 0 960,000 p^ M - е » e 
, «908,00 | Do. do. 47 Deb. Rec. 83% | 84% | 97 — 99 9 — gor 98 9T "EU 
1,968,508 Do. do. 4 в өө eo 4 P. 4 99 —101 99 —101 ae oe 8 19 
Inu | Oriental “gor dor 6% oum. fully paid és в 5 р 0 І І m 17 36 ИР 4 d 
$ 100 с бо, f: ed. Deb. Stock «4 |« — 88 P6 — 88 #% sh 4191 
. 99,400 Pacific & 3 uar, рер", 1 to 1,000 4% | 4 99 —101 xd | 99 —101 Pus T B 19 
145.855 а RS, ot ayn 4à % Deb. Hed, id Me ut us 81—160 xa e iod Hu st 10 
3,042 | Submarine Cables Trust n MC: 6 4 |6 4 | 198 —191 —189 100 ie 4101 
„12, 000 United River Piate Telephone гё 8 & ss 1 6$— Th 1 Pe Б 13 
$0,000 Pret. Nos. 1 to 40,000 5 5 % $t 5 — E МА 4 13 
_ 80,008 | W. Coast of America, T to 80,000 b3,001 to 68, 9d + .. 14-1 14— 1 v 2: 4101 
150,000 | Do. 4% Debs., 1 to 1,500 » by Bras, Sub. Tel. 4% 14 % | 90 —101 xd 99 —101 vi "" 8 19 
- $01,980 | Western Telegraph, , Ltd., Nos. 1 to 207,980.. — .. 1% | х. | 189-2 8)— 14 183 198 5 0 
800,000 Do. 4% Deb. Stock ы 4% | 4 % | 1008—10 101 —108 102 "i 8 17 
88,821 | West India and Panama Tel h.. T ee N N g à 10/18 Б Nil 
84,568 Do. do. 6 Cum, ist 1. ee ee 6 e $ — af ee ee 6 17 
Do. do, ч Саш, ла Pret. ee ee £2 15 8 — 9 • 11 2 
(I| Do, do Debe, Now 1901,00 .. 6 % | 5 % | 1004—1084 | 1003—1094 i 417 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
AMO. lue | А 
Жум р 1 : i | 
Sue {елин Trams, 10 % Nom, Cam. жар) „ |в®]в®э®ю%| s-o e- эл | | ол „ |o 6 
А: Ро. 4 96 b. Stock ee oe ee ee oe oe 904— 91 91 — 92 913 91 5 4 6 6 
XP soy... Auckland E. Trams 1 Mort. Deb. Stock en 100 6 6 * 6 5 % 1002—1018 191 —10⁰ oe | m" ee 4 17 1 
I n Babcock & Wilooz, Ї to 680,000 | 1 |20 & |90 & 20 €) % % |- 43— «à 4- 4 876 | аё | .. | 411 1 
‚ Ж 380,000 Do. do. Cum, Pref., 1 to 100,000 | 1 6 6% 6 6 % lg— 13 lyn 1 oe oe 40 0 
He 60,000 : do. 1% Pref... oe oe 6 |1 7% 17 7 14— 94 1— 1 85 / 80 / — 1 145 2 1 
i . 100 е do. 6 % Cum. e ee ee 5 6 6 2 6 6 23— 8* 2à— 8 63/9 6 6 —1 8 11 5 
я У. 9 i even e ee ee y ^ — — ee oe se 1 1 
HE 500,000 Brida Columbia E; Hall Do t. Ord. 8 .. | 100 |6 e X, B 8 9% | 142 —146 148 —147 146 145} ; б 19 7 
A 0,000 Do. Pref. € T oo ee | 100 6 5 15 6 121 —124 121 —124 123 25 zh 418 9 
00,000 Do. 6 % Cum. Pur Pu t. Btock eo» | 100 |65 5 V 5 5 110 —113 110 —118 ze А 23 486 
4.285.000 Do. lst Mort. Debs., 1 to 6,950 .. 40 49/ 4 102 —104 102 —104 1024 M" 4 6 7 
213,600 Do. Vancouver Power Debs., 1 “to 2,900 100 * di a › | 103 —106 102 —106 ЖА " 469 
x La di dul British El rS Traction eo eo ee eo 10 8 i ee. — Ni 2 — X 15/- З RAN Nu 
$161,487 Do. do. 8 Саш, Pref, .. ve 10 6 0 8 T — — 51/104 | 50/- e 1018 2 
598906 Do. do. % $nd Deb. Stock Red, | 100 | 44% | 49% | 44% | 49% | 68 — 7 66 — 70 E — 2 | вва 
е е в ee ee == 6 — 4 10 1 
58555 Do. do. 49% 18% Mort. Deb. Red... | 100 44% | 44% | 108 —106 109 159" 105 „„ 
5.04, 9101 British Thomson apto 96 ч Mort. Debs, .. | 100 4 91 — 906 91 — 96 es е 4 18 11 
1.600.000 D estinghouse 6% Pe 601 18 405.000] 5 | NB] Nü N Nn] A— д | A— 5 * ми 
$016,565 do. Mort. Deb. Stock .. | 100 | 4 49,|4 4 B8 — 42 88 — 42 » s . 910 6 
60,000 tBroweté, Lindley & Oo., è ee oe ee 1 Ni i we m ny (o Is. ith ee ee ee Nil 
^ 85,000 || Do. do. % Cum. Pref. ..  .. 1 Nil] Ni | Nil| .. 14/6 to 1 14/8 to ss 82 we Nil 
2100, 978 Brush Electrical , Ord., 1 to 106,781 oe 9 23 Nil Nil Nil 0 — 1 0 — Н ee ee oe Nil 
+ 900,000 | Do. do. Non-cum.6% Prei. 3 |6 Nü мі Ni) 0— 3 0- ie = Е ки 
1, 00 Do. an Y Ped. » Btock Btock d 4 4 8% 48 — 48 48 — 48 "m БА x 8 
„, 000 Do. Perg. 2nd Deb. Btook.. | Stock 4 27 — 81 27 — 81 + » .. |1410 2 
.. 181,610 Ойна Trame, Lie 6 |8 8 & |6 2 Е A 49~ 42 o: 2 ce ке 4 
m. He Do. $3 Oum, E Pret. Nos, 1 to 29,890. . 6 5 6 b b 41— 5 " à es 5 00 
i ‘Do. ү o MD b. Stock. eo ee 100 4 4i ad 97 —100 s а — Ф 41! 0 
2 ше cud . gnatruction ah shares eo. es : y: us as vi 104 1054 9H “a 7 210 
880,000 Do. LX Ist Mort. Deb. Stock Red. Btock | 44 ч : 44% t -imi 101 —105 К - +4 i 
001,299 • Pam 1 ae ee eo ee se == oe ae os («а 
450,000 Gier. Hellner Alkali, i to ,000 .. Ns 1 |6 895 1295 | .. 14 — a 11— 2 39/44 | 37% 6 00 
‚510,158 ; do. 44 9% lst Mort. Deb, Stock | 100 | 4456 | 44% | 43 .. | 108 —106 108 —106 105 . 4411 
1,890,990 | Central London Railway, .Btock.. — ..  .. | Btock 4 á B 8} 62 — 64 61 — 63 €3 613 —1 5 8 2 
554,685 Do. 4 Prof. 8 „Stock 4 4 4 4 83 — 85 88 — 86 543 81 io 414 2 
64, 655 Do. Del. do. ee Btock | 4 4 2 45 — 47 43 — 45 31 50} — 2 511 1 
Nen. u, City and South London Railwa ee ee ee Stock 1 «à 4 1 96 804— 813 81 — 52 ae o- + А | 413 * 
, 85000 шир IR Me Rog i bar Tet 8 b 5 5 % 1— 1} 1— ц x "T ЖЭ То 
"Wow | ы 901 to 11,000 of 450 Red, , c us | b65 
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SHARE LIST OF ELECTRIOAL COMPANIEBS,.—(Omtineed.) 
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k Clo Closing Dess done Kise т L 
pe “i, AME or Dividends for the | M secs Quotations | week ended or Yield 
а. T Share, four years. | July 6th. July 18th, | July 18th, 1909. Fall — | per cent. 
79 1006. Ib. | 1907. | 1908 | nwnest Lowest. |£ s. a. 
0 1 0% 10% 10% 10 ied Piei s Ý 5 1483 
260,000 Dick, Kerr & Co., 1 to 260,000 .. ee 6 6 | 6 6 14 172 145— 1 .. “+ .. 4 16 0 
7 080 Do 28. ; * Deb. : Prot. 1 $0 806,000 ри 100 44% | 44% 4% | 43% мй —109 99 —102 y me bs 4 8 8 
' | — , — ee ee d .. 4 
00,000 Dublin United Trams. (1896), 6 Pret. 10 60,000; 10 %% 6% i|» g a EE wl. 2s 11879 0 
> 99,961 | Edison & Bwan Utd., " A“ sha., £8 dinum i: n 1 at ж H- af lí — [5200 
60.506 De. узсе 001088 ee T 4 | 4 l4 "1 10 — 15 68 — 18 h $ = 5 1 1 
67,720 Do. 6% ana Deb, Boe еа т: ‘Corts. all ра, ич p^ | * » x = 87 ЕД - 87 ү e к Eu 
1.100 | Electric Construction, 1 to 119,100 17 2 12 * i / ͤ a 7 
2 Do. do. 1999). 8 7 Pret; 1 to 81,000... 1 5 5 5 Be " 2. 1 5 js v 6 18 4 
900.000 Goon m но Oo, Mort ази. eg 1 Stk 4 4 4 4 85 — 88 85 — 88 oe - T 22 а 
000 | Gt. N. & City Rail, Pref. Ord. N де luc 78,000 0 13.13 „ | N = Ы * 1 : : 361 
` 86,000 | Greenwood ir E Pref, oo oe s : 5 H 5 103°—108 102 —1 ie и 4 16 10 
` 40,000 Henley (W. J.), 3 Works, pu T ee E 9 4 a rH pu ; К е 4 1 
40,000 = 105 —1 105 
\ 150,000 Do. do. Mori Deb. Stock | Stock | 44% | 48% | 44% | 44% | 105 M | MAS IR ia | . lens 
po | ate ane, венеты агаа нна. BE Ma ШЕ | wa «4 4 v He) S. 
d verpoo e wa , Ord ee t — .. ee ee 
8 MA Power 3 J % % 45 
800070 | London United Trams. tte to 100 +) 34$ Leelee lee lanl sc s 4 E qu e [4n 
125,000. Bo. — Cum. OD i 0 64646 3j là- 2 Qi i % in 15 5 7 
1,881,000 | Po. do. — 44 let Mort, Deb. — — 10 Фф | 4 C | ws | — 3 18580 
DESEAS | De "Patin ae eoe ды 100 N 1| Nü | 1—11 174— 18 | 174 | 1 | +2 Nil 
891,987 uci: caen — — Ords . ^. ee 1 a Ni S 4 ka &— — 2 Ek p» в ИЕ 
814,016 D do. Detd... | 1 | N Y 14 5 ft — Йй et e 4 519 5 
' * і Ы — -— 9 | ee eme 
425,600 | . Ро, do. е, Deb, Stock Red, 100 ux аа 0 188 181 —184ʃ 11h | 4| o 
9,000, , Do. У Ist Mort. 60-year 5% Glà. Ваз, se ee 4 c С 2 ‘cif - ve n— | $e в 18 0 
Potteries Beetle Traction kb. EL xe 1 : 5 5 8 0 1 $ 5 ME ME EP 6 1111 
248,500 Do. EA cro. ШЕК ЖШ TETUR 43% | B0 — 80 | BB — B9 e qa sq9 54 
945,000 P Do. p Deb, Btock ; ee ee 2 Ti 15 iat 15 88 -— B44 | B8 — 844 .. [| ef 5 19 0 
87,860 Telegra Construc on and Maintenance CUNT — Ar | H 4 99 —101 xà | 101 —108 а: 819 8 
00000 "Underground Electric ш?! ine % Prior Li Lien ee — | hod aie сш WI — вэ 8575 8 1 2 
7 | Doi d ds é hi oe T. "s x . 87 — 59 87 — 59 375 .. * „ 
4,900,000 Н Do. 1 Income Bon 8 . „* ` .. | qil (0 Nil s і | 5 
66,668 Wians è Robinson, 1 000 & 80,001 to 116,668 b du wi ox ND) и d "P. | иа 
66, Do. Р. 0,0 to 86000 & 126,001 vo 1 66; 1 | NI... 42 = Tu pa 5 00 
3/5495 Do. in Mort. Deb, Btock We". n LLL TE | | | > 
ELECTRICITY SUPPLY COMPANIES. 
DA" 4i— 42 43 .. ee ee 5 10 0 
15,000 | Bromle (Kent) B.L. & P., 1 to 15,000 ө» % 5 Е" in os Ф а - 4 418 8 
Mut Brompton & Kens, Eee, * up., eo 1 to a ß ; 5 о 1 7 Mas B— 84 ; 3 í E 4 
'876 | Central Eleotrio Supp iy 4% Guar. Deb. Stock .. | 100 | 4% | 4% | 4% | 4 2 ye 100 ME a d жї 133 
Ses | эр eee, e aza | aa |ы | | Т 
' ; e + 
80,000 Do. " City Underiaking ^ es Б d dà 4 ng 12 А. E. ы in 4 3883 
445, 786 Do. do. 4% Deb. Stock as i. MN 4 A 44% U)— 43 4k 73/9 = T 5 9 1 
49,486 | Chelsea Electricity у Supply, Ord. ate [6 a4 des 4% | 100 —103 100 —108 a Ue. 
Ld City of London Elec. Lighting, Ord. 40,001—110, 596 10 6 се ` do 112— 128 тух 124 12 +3 141 
Do. 6 95 Cum. Pref., 1 to 40 10 6 А 5 5 e 150 —128 121 —124 1244 123! +1 408 
4000001 Do. 6% Db. Stk., Scrip. (iss. at 115)allpd.| .. 5 C 6 AP Ar | 102 0 308 = ES 488 
800,000 44% 2nd. Db. Stk., Prov. Crts.,allpd. | 100 | 44% | 44% | 4à 21— Hl 21— bt ei 8 6 8 
50, 000 County ot Durham Electrical Power, Ord. .. „+ Б 4 4% 2 5% 8$ 83 2: a 6 13 4 
2£0,000 Do. do, do. 5 Ist Mtg. Deb. | Stock * RF чыр Bà 8. — bi 514 8 
40,000 |-Connty of London Electric сапе, Он. 1—40,000| 10 5 5 d 6 4 | 108— 116 104— 113 il 1025 568 
Дыш, Do. 3o 40,001.—60,000 10 % 65 | 6 47 10 t a 10% | 1082" | i i ‘ п | 
&00,000 Do. 4 md. Deb. Sock. Btock | 4 4 qu MP. UAR. s e| tw 
| 80,000 ae БИ Electric сирро, or _ Pharos 5% 4 { Р 1 alt 3e 2 f jm ко 
. ide ЗЕ 4 es Де 7 210 
490,500 Do. do: 44% tet Mors Deb. Atk, | 100 43 ma 4% | 44% | 8 — 883 i 885 811 t 518 0 
$8,160,000 | Electrical Dev.Co.of Ontario, 5% 1stMtg.Gold Bnds, | $500 ee * TN % HO t uae Ld .2 * 610 0 
10,000 | Do. "6% Gam. Pret, 1 d 1% ... 6 % „ „ в de 5 
0. um . ee ee x ТЕ — ee 4 9 1 
90000 | — Do. 43 % lst Deb. Stock:. 100 43 Oo 8% | Se A c wart 5 1 6 
15.000 Hove, 1 to 15, Я ow ve b 9 % 5 $ 97) —1004 974—1004 988 984 419 6 
#1, 22 Kaministiquia Power Co., B% Gold Ends. T. 85 oe T * how 184 ба— 75 66- 76 77 7 fa 5 8 6 
21,000 | Kensington and Knightsbridge rios Ord, 5 10 10 % 49 97 — 100 97 — 100 984 319 8 
90,000 Do. do. do. 4 95 Deben. Btk, Btock | 4 4 4 & Е № | M- 24 M— * 416 0 
111, 000 London тин Bupply De cm Limited, Pe B 4 4 24 6 5 | 5i— 64 ba— 5i * . 2 611 8 
900,000 . е а; Electric ‘apply, 1 to 100000 .. у, - E: : 4% 4 — 5 4g— 5 979 410 0 
el, 1— ie А | К. — ae ee 3 4 
S MN let Mort. Deben. Stock ee i i à 4306 45% | p^ m 185 — 854 З * pe ‘ 011 
248,0007 De Mort. Deben. Stock Redem, | Stock % 03 a cM nV 82 — 84 834 824 | — 1 6 111 
$6,000,000 | Mexican Electric Light Co., 6% 1st Mtg. Gold Bnds | .. 5 % 5 5% 830 67 — 70 65 — 68 бой 65 —2 5 211 
18, 5· 5 000 Do. Light and Power Co., Ltd., Common | $100 es oe I ap | 106 —110 104 —108 109 105 | —2 698 
Mm ИКИ К Maz c Е З Mo» DU ELO fid 
" n | ee ee * .. | Р — в : 9 cd в * 3 ч 4 18 
950,000 eas Eleotrio С Corporation, 44 % 1st Mort. Deb, | i Y: ae 825 55 | 1 y "gn 1 " 56 | 278 
180, 491 ewcast e-on e to ee ee i — Е 
181,000 Do. 5 % Pref., 1 to 87,500 `. Sio 6 15% 5%|5% X "c? oM UR T | ` шй: 
North Metropolitan Zleetrie Power Supply Co., 100 '3 s» | 99 01 99 — 101 e| oe 
126,500 || b % Mortgages (Red.), Nos. 1 to 1,265 m S | d | ^ 
1% | Ma— 12 114— 123 i - 5 
10,859 | Notting Hill Electric Lighting. .. .. oe 10 Tà Tà96 | 74% ә 6 б ee 6431 | a 678 
20,000 | Oxford, 1 to 96 and 40710 20,810 ..  ..  .. | B ITS lel elas ро 94 — 97 m MM 
50,000 | Do. 4% Deb. Btock .. - 1| 100 | 4 4 ig BG] B d lá 1 / | 27/8 | | БТ 9 
119,694 | River Plate Elety. Co. Ord. Nos. 1 to 120. 5077 | 1 20 24 э 70 do | i 1 JE. 10,6 E et ^ 510 4 
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THE 10.0, AND THE PUROHASE OF 


[coxarus1cATED.] 


P 


THE report of the General Purposes Committee (No. 2), 
dated June 14th, contains matter of considerable interest to 
municipal officials whose duties include the purchase of 


material. The extent of the operations of the Council is 
shown by the fact that the purchaee and distribution of 
general stores, stationery an | 
staff of 850 persons, in addition to which the Highways, 
Architects, Fire and Tramways Departments possess their 
own depots and buying organisations. An attempt to 
recure increased efficienoy and economy by consolidating 
this work of the stores staffs under a common purchasing 


departivent is not unnaturally attractive to the business. 
men who form so. large a proportion of the Council, and a 
echeme for effecting this is outlined in the report above 


referred to. | , 

The principle of centralised working is too generally 
accepted in modern business to call for discussion, but it 
may not be amiss to direct attention to the limitations of 


its usefulness which may well arise in a system where the 


. 


sisting of highly specialised products. 


material in ure is eo diverse in character, and so largely con- 


The purchasing department is an essential part of the- 


organisation of many large manufacturing businesses to-day, 
but, since particular attention was directed to this and other 


features of factory systems a few years ago by certain 


specialista in business methods, its useful range has 
found to be much more limited than was anticipated. Unless 


administered with the greatest care, such a department may 


only multiply paper work and delays, and bring discourage- 


ment to those actually responsible for production, by inter- 


posing a more or less inflexible barrier between the designer 
and maker and thóse who supply him with his raw material, 
much of which may be far from raw, and already the product 
of skilled labour and special processes with which the buyer 
must be closely in touch if the best and most economical 
resulte are to be obtained. | | 

Although the report appears to have been drafted with a 
careful regard to the special requirements of the engineering 
departments of the Council, which suggests that strong 
representations have been made on the subject by those 
departmente, yet in practice, possibly, the tendency would be 
to extend the scope of the central stores and treat as common 
many items of material which thé superintendents would 
prefer to select more particularly with regard to their own 
use and purpose. Tol A 

Amongst the general controlling and administrative duties 
of the officer proposed to be dppointed in charge of the 
department appear the following :— — 

" To ascertain from the heads of departments the extent 
and nature of their requirements, and to obtain and supply the 
necessary stores, and to advise the heads of departments in 
cases in which economy can be effected. 

^ To keep the standard patterns and examine quality 
of deliveries, except in case of special goods, which the con- 
suming department shall examine and report upon. 

“To advise the Stores Committee upon the acceptance of 
tenders, investigate complaints against contractors, &c." 

In working under these particular orders, the stores 
superintendent would be called upon to exercise exceptional 
discretion in order to avoid actually hindering and reducing 
the working efficiency of his consumers, and yet keep bis 
operations from degenerating into a mere repetition of paper 
work. In the first instance, the head of a tecbnical depart- 
ment can hardly produce the best results unless һе is a 
competent buyer of stores with regard to quality and price, 
and well up to date in the productions and charges of those 
suppliers who cater particularly for. the needs of his 
department. | Uc | 

To check deliveries for^quality with the neceseary prompt- 
ness would involve the employment of expert examiners who, 
possibly, would not be always fully occupied, and certainly 
must to some extent be subject to the heads of the con- 
е departments if inefficiency and friction аге to be 
Moi bu ONDE 


the rather impersonal advice of the general 
more and more decided on price rather than the real 


school material employs a ments, and врео 


The placing of tenders, it may be feared, would, under 
storekeeper, de 


economic suitability of the goods for the purpose in view, 
and complaints against contractors are not likely to be 


diminished or adjasted more easily by putting a barrier 
between the user and supplier. | Ё 


It would be of some assistance in the consideration of 
the acheme if estimates. were available showing (a) the 
proportions of the annual purchases of the Council which 
are represented M stores common to all or several depart». 
ial goods, the buying of which cannot pro- 

perly be taken out of tbe hands of the consuming. 
department. A ua NES 
: (6) The estimated cost of the new scheme over and above 
the present buying expenses of the Council. 2 Aa 
(c) The percentage which such increased cost represents 
on average yearly purchase totals—an amount which hes to 
1 8 against the economies to be effected by the new 
scheme. | T2 A 5 
Amongst objections to present method, it is olaimed 
that contractors would offer better prices in some cases but 


for the fact that the goods supplied, although in large 


quantities yearly, have to be. made up тшше 
small parcels and delivered to many depów. This com- 
plaint will only really disappear if the central stores suc- 
ceeds in opening bulk deliveries, dividing, repacking and 
distributing more cheaply than each contructor is willing to 
make up and deliver the small paroels—a proposition pos- 
sibly presenting some difficulties under the metbods of 


working in vogue with this model employer. К 


t 


ACCIDENTAL EXPLOSIONS AT GAS 
PRODUCER INSTALLATIONS. 


ALTHOUGH it is quite true that, with a reasonable amount of 
care on the part of the attendant, explosions of producer 
gas of any serious extent can be avoided, experience shows 
that at times these accidentally oocur, with resulte of 
damaged apparatus, and sometimes of a nature dangerous 
to life. It is worth while, therefore, to consider the poesi- 
bilities in this connection, as well as the means to be 
employed to prevent their occurrence. | 

n the case of mixtures of pure combustible gases with air, 
as low a proportion of hydrogen as 44 per cent. is capable of 
ignition ; while, on the other hand, hydrogen with 434 per 
cent. of air is also liable to ignition, but in either care the 
pressure developed would be very slight. 

Carbon monoxide in the proportion of 74 per cent. can 
ignite if the temperature is about 1,000? F., or 94 per cent. 
if at 750° F., but if at atmospheric temperature, ignition will 
only take place when 16 per cent. of CO is present. When 


the proportion of CO is in excess, ignition may take place 


with 42 per cent. of air. As both these gases are present in 
considerable proportions in producer gas, it is evident that 
explosive mixtures, through leakage, cover a large range. 

Other combustible gases have ranges of ignition less than 
those stated, so that they need not be considered. When 
the mixture of combustible gas and air, at atmospheric 
pressure, approaches the proportions for perfect combustion, 
ignition may cause a rise of pressure up to about 80 lb. per. 
sq. in. 
To provide against damage from accidental explosions in 
apparatus employed in the generation and purification of 
power gas, one of the following conditions may be adopted :— 
(1) All the vessels may be designed to resist a pressure of 
80 Ib. per sq. in., with the usual factor of safety; or (2) 
vessels of less working strength can be provided with water 
seals, toact as safety valves. While slight explosions occur- 
ing in coke scrubbers provided with seals only result in the 
ejection of a little water, explosions through gas passing 
through the gas engine and exploding in the exbaust or air 
silencers might result in damage, if these are not designed of 
sufficient strength to resist the pressure developed. 

Although water seals and pipes leading from silencing 
chambers to the atmosphere act as safety valves in the 
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manner referred to, it must; not be overlooked that they are 
only effective when of sufficient capacity in proportion to the 
volume of space in which the explosion occurs, as otherwise, 
owing to the rapidity of the increase of pressure due to the 
explosion, with small pipes, the necessary relief is not avail- 
able. In designing gas generating and purifying plant, pre- 
cautions should be taken to prevent, as far as possible, any 
leakage of gas into air, or air into gas, and one of these is 
the provision of faced jointe for all pipes fitted with flanges, 
for even. a very slight leak, such as might occur from a 
cracked flange or small test cock, will admit a considerable 


volume of air if the difference of pressure between the 


internal and external surfaces only amounts to a few inches 
of water gauge pressure. 7 | 

Ав the amount of leakage depends upon the difference in 
pressure on either side of the aperture, especial precautions 
should be taken to keep the internal and external pressures 
as.nearly similar as possible. | 

In “pressure gas plants any leakage is outwardly, as 
long as the entire system is free from a higher pressure than 


that of the gas; the air supply to provide for overcoming 


friction, &., in passing through the fire, is maintained at a 
highér pressure than the gas, so that in any saturation or 
regenerative system, where the air and gas are brought near 
together, separated only by tnbes or sheet+metal shells, any 
leakage in this part of the system would be inwardly, i.e., 
air. into gas. | Ж и | 

In suction plant all leakage is inward, owing to the re- 
duction of pressure in the whole system, at each charging 
stroke of the engine, and even a small cock left open by 
accident may admit a considerable volume of air. 

Quite recently, as recorded in the June issue of Vulcan 
there was an accidental explosion at a pressure-gas plant in 
the district of Manchester, due to air leakage through the 
corrosion of tubes through which the gas passed. The plant 
was for providing gas for driving engines of 320 H.P., and 
consisted of a gas producer, saturator, coke scrubber, sawdust 
filter, tar extractor, air-blast fan and a gas-holder. 

The plant had been off for repairs, and at re-starting the 
usual precautions were taken to ensure that any residual gas 
and air in the apparatus was duly removed, by blowing out 
the contents a number of times. However, the gas delivered 
by the gas-holder was found to be of too poor a quality to 
start the engines; further attempts were made, and the 
contents of the gas-holder were renewed, and while the 
attendant was preparing to test the gas again with a chreh, 
an explosion occurred in the gas-holder, doing such damage 
as to put the installation out of work for several days. It 
. was found on examination that the trouble waa caused by 
the deterioration of the tubes of the saturator during the 


` 


1 


three years the plant had been at work. 

. The saturator consisted of a cylindrical vertical vessel pro- 
viled with tube plates near the ends, connected by 4-in. 
diameter tubes ; water surrounded the tubes, through which 
the hot gas ascended. · The supply was constant and the 
depth regulated by an overflow, so that the vessel was only 
partly filled ; the cooling of the gas heated the water, and the 
ajr-blast was led through the upper part of the chamber, 
becoming charged with vapour on its passage. One of the 
tubes. was so corroded as to be separated into two paris, 
while the other six could be pierced by a pointed tool. 

The interior of the tubes was subjected to the mechanical 
action of a cleaning bar for the removal of tar and to pre- 
vent accumulations from obstructing the tubes. 

As the air-blast surrounding the tubes at the apper por- 
tion was at about 2 in. water-gauge pressure higher than 
the gas passing through the interior, air leaked into the 
gas, and thus filled the holder with a more or less explosive 
mixture. The conditions of warm water, steam and air are 
conducive to corrosion of wrought-metal tubes, so that any 
apparatus of the type mentioned should have special facilities 
for the examination and cleaning of all surfaces liable to be 
attacked by rusting, as well as the renewal of any part found 
deteriorated. 

We may quote an instance where a feed-water heater 
fitted with copper pipes was applied as a cooler for a gas 
plant, and in which it was found that, after a comparatively 
short run, the pipes had become eaten away in places by 
corrosion from contact with the gases; but in this саве, as there 
was pressure in the pipes, the leakage did no damage. 
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Another instance of the danger from leakage of air into 
gas pipes may be quoted, in the case of a blast-furnace gas- 
cleaning plant. | 

The gas was drawn from the underground flue through 
a washer and condenser by the auction of a fan, and then 

sed on through sawdust filters to a gas-holder to supply a 
lage engine. | Е 
. A. small gas engine, driven by the same gas supply, was 
situated at a considerable distance from the gas-holder. 
A leakage occurred at a joint in the pipes on the suction 
side of the fan, and air entered the system along with gas. 
Both the engines were at work, but when the mixture of 
gas and air reached them there was an explosion right 
through the gas apparatus. 

Owing to the low heating power of the gas when not com- 
pressed, the effecta of the explosion were only slight ; the 
gas-holder bell was lifted about, a foot or &o, and the sawdust 
filter covers were blown off. m 

In suction-gas plants, besides the possibilities already 
referred to, there are possible dangers. from the wrongful 
manipulation of the valves and test cocks; to reduce 
these as far as possible, one method is to have as few of these 
valves and test cocks as can be made effective, while three- 
way valves should be so designed that they cannot inad- 
vertently be turned so as to connect vessels in a manner not 
intended, or in such a way as to connect all the three 
passages at once through the valve not being moved to the 
required extent. - | 


А 


POWER SUPPLY TO BREWERIES. 
Bv E. P. A. l 


Ir has been said that an electrical engineer must possess a 
knowledge of everyone's business, together with a emattering 
of electrical lore; and in dealing with the requirements of 
power consumers, the station engineer fully appreciates the 
appositeness of the statement. 

Ihe requirements of breweries are such that a number of 
interesting points arise bearing on the means of electrically 
driving brewery plant and installing the necessary control 
gear, &c., and it is the writer's intention to endeavour to 
deal with the more interesting problems that he has met 
with in connection with the supply of power to breweries of 
moderate size. А | 

The processes of brewing necessitate a certain amount of 
steam-raising plant, and a steam-driven brewery follows in 
natural sequence, unless it can be proved to the owners that 
advantages are gained by using another source of power. It 
is not difficult to convince a prospective consumer that 
electrio motors offer the best means of driving his various 
apparatus, principally on account of the number of isolated 
pieces of machinery in use and the distances between the 
seats of operation. With any form of main driving, 
abnormally long sbafts are required, with the usual accom- 
paniment of clutches, loose pulleys, belts and suchlike power 
wasters ; and, in addition, certain small machines, such as 
portable pumps, hoists of varions kinds, and grain-handling 
gear, have to be hand-operated. 

Illustrations of an instance where an antiquated beam- engine 
has been displaced by a 10-H.P. motor are shown in figs. 1 
and 2. The beam engine is geared to a vertical shaft of ample 
proportions, which passes through two floors of the building, 
in order to drive a grain mill and hoist. Fig. 2 shows the 
10-H.P. motor used to do the same work, and fixed near to 
the mill. Counter-shafting and belting are used in this 
case in order to adapt the old driving pulley and hoist gear 
to the modern method of driving, so that the increase in 
efficiency is not so marked in this instance as it is in cases 
where the mill, &c., are made for electrical driving. 

The hoist is driven off the main shaft of the mill, and is 
put into operation by a cone friction clutch. | 

It was found necessary to reduce the speed when lifting 
heavy sacks, such as sugar, in order to suit the capacity of 
the clutch, and a resistance with a short-circuiting switch 
was introduced into the armature circuit. This method, 
although wasteful, has the advantage of varying the speed 
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of the motor in accordance with the load on the hoist, 
owing to the drop across the resistance, and thus keeping 
тар the power-transmitting capacity of the friction 
atoh s 0 UT 9 УСАК, Ў 
A feature of brewery work is the variet) of uses to which 
electric motors can be adapted. A tabulated list of some of 
the machines in use in a brewery in actual operation is 


given below, to show in a convenient manner the class of 


work to be done and the type of motor used in each case. 
All the apparatus installed is specially adapted for motor 
driving, and consequently the motors and gearing are 
arranged to run at the most economical speeds, necessitating 
in most cases only single-reduction gears. Refrigerating 
apparatus is direct-coupled to a low-speed motor, which 
arrangement gives a great economy of space, although the 


Fig. 1. 


F. G. 2. 


first cost of the motor is somewhat high for the rating. In 
the bottling department the machines used require such a 
small amount of power to drive them that it is found con- 


venient to use only one small motor, driving on to counter- ` 


shafting. А 8-H.P. motor will drive four bottling machines 
and four bottle-washing machines, and find employment for 
: about 15 hands tending the machines. 

It is sometimes necessary to use a reversible motor on the 


grain conveyor. Single-reduction worm gear is most suitable . 


in this case, and the reversing operations are best carried 
out at the starter, although mechanical devices are some- 
times used for this purpose when the apparatus is in an 
easily accessible position. EE 


TABLE OF. Мотовв. 


Type. Machine driven. Remarks. 
10-Н P. totally - ‘Mill Belt drive. 
enclosed | | 
5 Н.Р. enclosed  Hoists Mechanical reversing gear. 


These machines in damp 

situation where liquor 
is barrelled. T" 

Single reduction, worm 
gear. Reversible start- 
ing gear. Subject to 
steam from hot grain. . 


10-н.Р. enclosed Barrel hoists 


10-н P. enclosed | Grain conveyor 


Pump 


5 Н.Р. enclosed Ip. Arteeian well pump. 
3-H.P. enclosed Oentrifugal Single- reduction gear. 
Pump в 
i-H.P. protected | Portable pumps | Circulating liquor in fcr- 
| menting vats. 
10 н.р. enclosed Mash tun — 
15-н.р. protected | ditto. rakes Double - reduction gear, 


enclosed motor not 
necessary. 

Low speed (200 B. 11), 
direct coupled, mounted 
on same bed as com- 
pressor. 


9. M P. protected | Refrigerator | 


-— 


All the motors used in a brewery should be of the totally 
enclosed type, to guard against steam and dust. The 
atmosphere is heavily laden with vapour from the hot 
liquor and from the liberal use of hot water for scouring 
purposes, resulting in a considerable amount of condensation 
on the walls and machinery, which will sometimes lower the 
insulation resistance of the motor to a dangerous degree. 
Trouble from this source can be avoided by using a non- 
bygroecopic insulating material on the brueh gear, as that is 
the part moat affected by the damp. Alto the ir sulating 


brick compartment properly ventilated. 
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bushes, distance pieces, &c., used between the live parte and 
the brush-racker, should be arranged. Bo as to give a long 
leakage path. - | | | 

The motors installed in. damp situations should be raised 
from the floor about 1 ft., and, where possible, housed in a 
If brick is not 
suitable, then a substantial wooden structure van be used to 
cover the motor. A good method of securing the efficient 
‘ventilation of a motor covering, whether of wood or of brick, 
is to burn a single 16-c.P. lamp at the bottom, and provide 
an air inlet and outlet. The heat from the lamp is sufficient 
to keep the air in circulation, and the improvement in the 


^ condition of a motor under these conditions is most marked. 


In situations where abnormal damp is not in evidence, 
fine dust will probably have to be guarded against. This is 
P particularly the case in the mill room, 

especially if the mill is an old-fashioned 
one, with no efficient means of carrying 
off the dust. The motor is best pro- 
` tected. by enclosing it in a tin-lined 
wooden house, particular care being 
taken. to see that the pulley side is well 
protected. A totally-enclosed motor 
should still be used, as the dust is 
inflammable to a certain extent, and 
should therefore be kept clear of the 
brushes or any other gear where spark- 
ing may take place. | Am 

The starters. and other control gear 
‘are worthy of particular attention, and 

Should be of ample design &nd proof 

E against the ill effects of moisture. 
Starters of the grid type, with the usual ‘accessories, 
have been found very, satisfactory, providing that all 
the insulating material is of non-hygroscopic material. 
It is good practice to enclose the whole of the 


control gear of each motor. in a fireproof glazed case, 


and to provide each motor with a separate switch fixed 
in а convenient position for the operators of the machine to 
use for stopping the motor if necessary. The machines are 
often under the control of unskilled persons, and therefore 
liable to much abuse when starting. To prevent trouble 
arising from this source, the starters should be of snch 
a type that the rate of acceleration is out of the control of 
the operator. Elaborate automatic devices are not to be 
recommended for such work, but a simple worm-geared 
starter will answer the purpose well, if of sound mechanical 


construction. 


In view of the fact that condensation is a serious con- 
sideration, it is evident that a perfectly watertight system 
of installing the necessary cables and wires is essential; also 
an electrically continuous metallic covering is necessary to 
prevent danger of shock. The only two systems that are 
suitable are lead-covered cables, and rubber-insulated cables 
run in screwed barrel, and the writer's experience in this 
direction leads him to favour the пае of paper-insulated, lead- 
covered cables. "They should be fixed by means of porcelain 
cleats or insnlators, and kept quite clear of all brickwork or 
ironwork about the building, in order to prevent the accumu- 
lation of moisture between the lead and the building, which 
will otherwise cause rapid deterioration of the lead and the 
fastenings. The principal advantage of using this class of 
cable is the absence of space between the conductors and 
the metallic covering, thus preventing trouble from con- 
densation around the insulating material. In the mill room 
and grain stores, steel conduit wiring should be used, to 
protect the cables from vermin, as lead covering is useless 
for this purpose. 

Particular care should be bestowed on all junctions with 
fittings, control gear and motors, and any precautions taken 
to make all such points mechanically and electrically sound 
will amply repay any reasonable additional expense incurred. 
If paper-insulated cables are used, suitable sealing-end 


connections are necessary to make a lasting job, and rubber 


tails can be conveniently used to connect up to motors and 
Btarters, ag these will be inside the protective cases and 
coverings. The writer has found that, in such situations as 
are dealt with here, a satisfactory way of connecting-up to 
motors i8 to dispense with terminal boards, and bring rubber 
leads through a suitably bushed hole in the motor frame and 
join them by means of screwed connectors to the supply 
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Council had also in hand at the time sewerage and water 
schemes involving a considerable expenditure, | 
However, the desire for the electric light remained, and 
ultimately the provisional order was handed over to a 
syndicate which, under the style of the Penrith Electric 
Bupply Co., Ltd., has installed the necessary plant and mains 
for supplying electricity. | 
The plant consists of two 65-B. H.P. Crossley gas engines, 
ranning at 200 R.P.M., and direct coupled in each cate to a 


cables, suitably insulating the joints thus formed. This 

method makes a safe job, and helps to keep up the insulation 

resistance, and also reduces the number of live terminals to 
a minimum. | | 

The efficient earthing of motor frames, starters, cable 
coverings, &c., is of the utmost importance in breweries. 
The floors are usually wet, and the workmen often wear 
iron-shod clogs on that account, so that a shock urder such . 
conditions is attended with considerable danger. 

Although it is an expensive method, 
the writer recommenda the installation 

of a complete earthing system, to which 
all motor frames, starter cases, switch 
covers and metallic cable sheathing 
shoald be connected. To merely bond 
a motor frame on to the lead covering 
of a cable is inviting damage to the 
cable if the motor spurks over to frame 
or the iasulation breaks down, besides 

.iatroducing an element of danger of 
shock. Instances of the lead covering 
of cables being melted away at the 
point of contact of an earth wire, and 
thos leaving the faulty apparatus 
“alive” to shock any unwary persons, 
are net uncommon. The earthing 
system, in its turn, should be connected 
at several points to a water-supply pipe 
that always contains water, and contact 
with any apparatus ured for heating or 
in conjunction with the covers should 
be avoided. 7 

A brewery load is a desirable one 
to obtain, as a power load factor of 
about 20 per cent. may be expected, 
and & load factor on the combined 
lighting and power load of 16 per cent. 

The peak will coincide with the station peak, but a small 
all-night load will be experienced. 

Brewery owners usually require some assurance as to the 
continnity of supply, as in the case of maiu breakdowns a . 
valuable brew may be damaged if the process is discontinued 
for any length of time. Under such conditions provision for 
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GBNERATING PLANT, Рихвітн Егествіо SuPPLY Co. 


40-K Ww. compound-wound 220-volt generator. The engir es 
are of the suction type, and two producer plants are installed 
in an adjoining room, so arranged that either engine can be 
worked from each producer. rM 

At one end of the engine room the necessary switchboard 


supplying energy by more than one route is generally 
sufficient to satisfy the brewer's requirements. 

The rates for charging for energy must depend on the 
local conditions, and as much has recently been written on 


is fixed for controlling the dynamos, balancers, boosters, 
batteries, feeders, &c. — s 

A 120-cell storage battery is provided, with & capacity of 
about 200 smpere-hours, and in connection with this a 


balancer-booster set is installed. 
this subject, it is unnecessary to go into the matter here. | 


ELECTRIC LIGHTING AT PENRITH. 


Some years ago the Penrith Urban District Council obtained 
powers for electric lighting in the town, and had proceeded 


CROSSLEY PRODUCER PLANT, PENBITH. 


The feeder and distributing mains are of the three-core 
type, lead-covered and armoured, and laid direct in the 
ground ; feeder pillars are provided containing bus-bars and 
plug fuses for three feeding mains and five distributors. 

'The three-wire system of supply. has been adopted, with 
220 volts across the outers; this pressure was decided on, 
in the first instance, in order to facilitate the uge of metallic- 
filament lamps of low candle-power in parallel. Throughout 


INTERIOR OF THE BATTERY Room, PENRITH. 


so far as to let tenders provisionally for the carrying-out of 
the work, when the L.G.B. stepped in and refused to 
sanction the necessary loan, chiefly owing to the fact that the 
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the whole of the plant has been designed во as readily to 


double the pressure if found to be advantageons. 
Already some 40 consumers are connected to the mains, 
representing approximately 800 25-0.р. lamps for lighting, 
and the niotive power installed, and applications received, 
are equivalent to 60 H.P., а matter which augurs well for the 
ultimate success of the undertaking. | 
The price charged for lighting purposes is 5d. per unit, 
and for power, heating and cooking purposes 24d. per unit. 
The generating station is situated almost in the very 
centre of the area of supply, and the buildings were erected 
by Messrs. Richardson & Co., of Penrith ; the contract for the 
whole of the generating plant was let to, and carried out by, 
Messrs. W. P. Theermann & Co., of Manchester; Messrs. 
Henley's supplied and laid all the mains, feeding pillars, 
and distribution appliances. SEE | 
The works were desigued by, and have been erected ünder 
the supervision of, Mr. J. W. Speight, M.I.E.E., of St. 
Anne’s-on-the-Sea, who previously acted as consulting 
engineer to the Penrith Council. | | 


t 


BOARD OF TRADE REGULATIONS. 
ELECTRIC LIGHTING Acts, 1882 AND 1888. | 


WrTH reference to the Regulations made by the Board of 
Trade under the above-named Acta for securing the safety of 
the public, and for ensuring a proper and sufficient supply of 
electrical energy, we are officially informed that. Regulations 
having recently been made by the Home Office for the 
generation, transformation, distribution, and use of electrical 
energy in premises under the Factory and Workshop Acte, 
1901 and 1907, the Board have found it necessary to amend 
their Regulations so as to avoid overlapping between the 
Regulations of the two departments, The Board of Trade 
have accordingly made new Regulations which from July 1st, 
1909, except as to so much of any electrical station as was 
constructed before July 1st, 1908, take the place of the 
Regulations previously made by the Board, and will, after 
January Ist, 1910, entirely supersede the last-mentioned 
Regulation. Е 


The forma differ from one another ав regards Regulationa | 


for ensuring & proper and sufficient supply of energy in 
order to meet the different cases where the undertakers 
are :— ys Lm | | 

‚ 1. A local authority in the provinces (index letters on 
right-hand torner of form.1 L.A. (P.)). | 

2. А company in the provinces or in the City of London 
(index letters 2 C. (P.)). | 


9. À company in ‘London except as to the City (index 


letters 3 C. (L.)). | 

4. A local authority in London (index letters 4 L.A. (L.)). 

The differences between the four gets of Regulations are 
found only, we believe, in those defining the relations 
between the undertekers and the local authority, the Board 
of Trade, апа the London County Council respectively, as 
regards any alteration in the declared pressure or frequency 
of supply. 

The alterations in the Regulations as a whole consist 
mainly in the addition of a rider to the effect that the 
Regulation shall not apply within the premises of a factory, 
a workshop, & mine, or a quarry (where the apparatus is 
under the jurisdiction of the Home Office) to each of the 
Clauses Nos. 1, 2, 9 and 10. 


Copper.—The extraordinary figures for visible supplies 
of this metal continue to be maintained, as shown by Messrs. 
Merton's circulars for the month of June. The mid-monthly return 
was 62,261 tons, and that for the end of the month 67,379 tons. In 
the face of such figures as these, it does not seem probable that any 
attempt to enhance the price can be maintained at present. The 
visible supplies for June 30th are principally composed of bars, 
ingots and standard copper at Liverpool and Swansea, totalling to 
41,020 tons. Of the supply figures, those for North America to 
Liverpool, Swansea and Havre are above normal, implying that 
stocks are no longer being held at the mines, Other shipments are 
about the average. | 
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FunrHER Firancian RmsuLTS Suowma REDUCED DIVIDENDS. 


Tus unfavourable effects of the decline in the condition of trade 
in general continfie to be reflected in the working results of German 
manufacturing companies for the past year, although the worst of 
the depression in the light electrical engineering departments, at 
all events, is reported, correctly or incorrectly, to have now been 
overcome. So far, no opportunity has presented itself for bringing 
into play the powerful financial resources which are to be utilised 
by the electrical banks which were formed a short time ago, and 
from the prevailing conditions of the national finances and the 
uncertainty regarding legislative schemes for the imposition of 
additional taxes, there seems little hope of any speedy development 
of electrical enterprise that coald afford profitable activity for the 
banka. | | ' i 
The recent issues of capital in Europe only include one German 
emission, namely, a 44 per cent. loan of £150,000 offered by the 
Birnbaum-Meseritz-8chwerin overland central station, In Switzer- 
land subscriptions have been invited for a 44 per cent. loan of 
£280,000 by the Wangen Electricity Works on the Aare ; £280,000 
in a 44 per cent. loan by tbe Watt Co. for electrical enterprises of 
Glarus; and for £240,000 forming a 44 per cent. loan of Escher, 
Wyss & Oo., of Zurich, a large proportion of which was int and ed 


. for the repayment of former loans. 


GERMAN Wonxs. | 


The general meeting of the Felten & Guilleaume-Lahmeyer 
Werke, of Mulheim-on-Rhine, recently approved, the report and 
accounts for 1908. The unfavourable effects on industrial activity 
in all countries, according to the directors’ report, affected the 
several departments variously, there being, on the one band, a 
diminution in the quantity of work, and on the other less satis- 
factory results owing to the condition of eale prices. Та the home 
market business was influenced. by the uncertain political circum- - 
stances, the diequiet produced by taxation schemes, and the many 
social-political legislative proposals; trade became worse as the 


end of the year was approached, and the fail in prices was specially 


desta dra in the case of machines and apparatus and in regard to 


` installations. The prihcipal items in the accounts for the past two 
years ate represented below :— 
| 1908. 1907. 
Share capital К £2,750,000 42, 750,000 
Bond capital 1. 250, 000 1,000,000 
Gross profits on manu- ! 
facturing, investments, 

&c.... e 2s. 730,940 772,200 ` 
General expenses beth x 291,670 287,580 . 
Depreciation provision 115,240 121,300 | 

Net profits p bs 278,130 329,780 
Dividend... QU wm 220,000 264,250 
Dividend, per cent. 8 10 


The deliveries of machines by the dynamo works oomprised 
10, 200 of a total of 500,000 H.., as compared with 9,880 and 
358,000 H.P. respectively, in 1907. The construction of electricity 
meters developed quite satisfactorily, and the production «f 
measuring instruments was embarked upon by the acquisition of a 
factory already in existence, whilst the manufacture of arc lamps 
and switchboard apparatus was also added in the newly-erected 
apparatus factory. In addition, the output of metallic-filament 
lamps was started in tbe Berlin department, and was in course of 
favourable development. As to the question of the working of 
main lines of railway by electricity, the directors believed that this 
particular field would result in important orders inthefuture. The 
number of officials and workmen employed at the end of 1908 was 
11,357, as contrasted with 11,760 at the close of 1907, 5,319 of the 
former being occupied at the dynamo works and -most of the 
rlswerk. The orders possessed by the latter 
at the beginning of 1909 were approximately the same as the corres- 
ponding period in 1908, this being partly due to the maintenance of 
the wire business at the end of the year. The wire works in May 
were abundantly supplied with orders, which again permitted of 
full-time working, and prices were higher; the same remark was 
applicable in regard to the activity of the cable factory, although 
prices in respect of new orders were unsatisfactory. The degree of 
employment at the dynamo works was also satisfactory in general, 
though the prices obtained left much to be desired. 5 

The principal activity of the Elektrizitits Gesellschaft vorm. W. 
Lahmeyer & Co., of Frankfort, during 1908 9, was limited, as in the 
preceding year, mainly to the development of the electricity works 
and tramways owned or managed by the company. Although the 
unfavourable course of business in general exercised a hampering 
influence upon the progress and results of these undertakings, most 
of them yielded improved returns, whilst the slight decline in the 
gross profits was chiefly due to the reduction in the dividend paid 
by the Felten & Guilleaame-Labmeyer Works, in which the com- 
pany holds fully paid shares to the extent of £800,000. The 
accounts show net profits of £75,310, as compared with £80,070 in 
1907-8, and it is proposed to pay a dividend at the rate of 6 per cent. 
as against 7 per cent. in the previous year, the share capital partici- 
pating being £1,000,000 for the year and £250,0C0 for one quarter 
of the year. | | 

The Akkumulatorenfabrik Gesellschaft, of Berlin-Hagen, was 
more largely employed in 1908 than in the previous year. Not- 
withstanding the reduction in prices in the first quarter in accord- 
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ance with the fall in the cost of raw materials, the directors state 
in their report that the walue of the turnover advanced from 
£956,400 in 1907, to £961,500 last year. The English Tudor Co. 
did not pay any dividend for 1907, although one was in prospect 
for the past year. The accounts show the following figures :— 


1908. 1907. 
Sbare capital SA .. £400,000 £400,000 
Gross receipte 318,890 330,620 
Depreciation provisio 19,500 37,900 
Net profita ... ade 185 75.360 59,450 
Dividend, per cent. ... е 124 124 


The report also refrains, as in 1907, from giving any details 
respecting the subsidiary companies in which the company is 


interested, the balance-sheet indicating an advance in the account. 


. for syndicate participations and securities of from £322,000 in 
1907.to £342,500 in 1908. The reserve fund remains unchanged 
at £80,000, whilst the premium reserve fund for maintenance of 
consumers’ batteries has been increased by £16,000 to £169 500. 
At the recent general meeting the chairman mentioned that 
business in the current year seemed to be more active, and the 
orders coming to hand were quite satisfactory. 

Tbe Mix & Genest Telephone and Telegraph Works Oo., of 


Berlin, which was first formed im 1889, and has paid dividends 


almost averaging 9 per cent., is unable to make any distribution 
for 1908. Aczording to the directors’ report, the unfavourable 
results were partly due to the extraordinarily severe competition 
caused by the coustantly growing circle of inland oontractors. 
The price convention concluded in 1906 between the most impor- 
tant firms ín the light electrical engineering brauch only existed 
nominally during the past year, and it has since been discontinued. 
In England and Russia the competition of inferior manufactures 
manifested itself, whilst the depression in the genersl situation of 
businers severely affected the London branches of German firms. 
In addition to these conditions, the cause of the diminished results 
was aleo to be found in special occurrences, Several extensive 
undertakings of the company abroad in part yielded no profits, 
and in part led to losses which rendered necessary the provision 
of special reserves. But, above all, the reduced profits were the 
result of an increase in the cost of production and management as 
brought about by the large new works at Schoneberg, Berlin. The 
accounts show the appended figures :— 


1908. 1907. 
Share capital... us ...... £850,000 £250,000 
Bond capital ... sss € 150,000 150,000 
Surplus on working ... . 65,090 69, 900 
Reserve provision for participations 6, 250 Nil. 
Depreciation provision via 17,210 12,800 
Net surplus ... ... m de 6.560 33.090 
Dividend, per cent. ... WAP" de fas Nil. 9 


During the year the company opened engineering offices at 
Munich, Dresden, Halle and Hanover, and оре at Buda-Pesth for 
the Hungarian trade. The directors state that satisfactory results 
may be expected in the fature on an improvement taking place in 
the general situation of business. 

The report of the Akkumulatoren und Elektrizitätswerke (vorm. 
W. A. Boese & Co.), of Berlin, records a diminution in the turnover 
in 1908. The net profits amounted to £12,630, as contrasted with 
£11,300 in 1907, when no dividend was paid on the share capital 
of £225,000, and the proposal to distribute £1 4s. per share on the 
. preference shares was withdrawn and still forms the subject of 
legal dispute between the company and one of the holdere. It has 
been decided not to make any distribution on either classes of 
shares for 1908, but to apply the available surplus to the strengthen- 
ing of the working capital and as & reserve for contingencies in 
respect of the unpaid preference dividend in 1907. The company 
is still interested in 13 central stations arising from its former 
financial activity, and some of these yield profits, whilst others 
require payments in fulfilment of guarantees. 


Various FINANCIAL RESULTS. 
Share 1908 1907 
capital. dividend. dividend. 
Kabelwerke Wilhelminenhof, Berlin £50,000 12% 15% 
Land und Seekabelwerke, Cologne... 262,500 
Deutsche Kabelwerke, Berlin eae — 
Norddeutsche Seekabelwerke, Nor- 
denbam (distribution paid out of 


dividend and redemption funds) 300,000 495 Nil 


C. Lorenz Gesellschaft, Berlin a — . 16% 1295 
Elektra Gesellschaft, Dresden aT — 4% 34% 
Westinghouse Electricitiits Gesell- 

schaft з T i 2d 15,000 Nil Nil 
Gesellschaft fur Elektrotechnische 

Unternehmungen, Munich в. — Nil Nil 
Schlesische Akkumulatoren Werke, 

Breslau а NY Р ае — Nil Nil 


FRENCH AND OTHER WORKS. 


The Société Anonyme Westinghouse, of Paris, which bas an 
ordinary and preference capital of £600,000 and bond capital of 
£300,000, realised gross protits amounting to £67,400 in 1908, as 
compared with £29,200 in 1907. After deducting administrative 
expenses and interest on bonds, the balance, including amount 
brought forward, reached £35,400, which has allowed of the pay- 
ment of 5 per cent. on the preference capital of £200,000, and the 
allocation of £21,200 to the purpose of depreciation. The company 
is interested in the Italian Westinghouse Co., the Société Westing- 


house-Leblane, the Hungarian Automobile Co. and the Compagnie 
Internationale des Systemes Heintz. | ae 

The Ateliers de Constructions Electriques du Nord et de l'Est, 
of Paris, whose works are situated at Jeumont, realised net profita 


of £61,500 in 1908, as against £45,800 in the preceding year. As 


the latter sam was brought forward, the available balance amounted 
to £107,300, of which £46,000 has been placed to renewals fund 
and £20,000 provided for depreciation. The balance has per 
mitted of the payment of a dividend of 10s. per sbare on the 
bearer shares and 3s. 8d. per sbare onthe profit shares, In addition 
to extensive workshops, tbe Jeumont establisbment comprises an 
iron and bronze foundry, a cable factory and a central station for 
general supply of light and power from two turbo-generators, each 
of 5,000 H.P., whilst a third unit of 10,000 н.р. is being installed 
to meet further contracts concluded for 8,000 H.P. 

The Ateliers de Constructions Electriques de Charleroi are stated 
in the directors’ report for 1908 to have received orders of tbe value 


. of £328,000, as compared with £345,000 in 1907, and £276,000 in 


1906. The diminution was more apparent than real, as the quantity 
of manufactures sold was greater than in the preceding year, but 
the heavy decline in raw materials reduced the cost and sale prices. 
It was possible to fully complete the programme of equipping the 
Marcinelle works with plant of the most modern type, and this had 
enabled the efficiency of the workmen to be increased and the 
prime costa to be reduced. A further development took place in the 
electrical equipment of collieries, and a motor transport service had 
been organised for the rapid delivery of material and motors to 
cuttomers in the Hainault. Apart from electrically-operated cen- 
trifugal pumps and cranes for quarries and tbe usual orders 
from native and foreign tramways, the company supplied 
to the Belgian State Railways the first electric locomotive for use on 
these lines, the equipment comprising four motors of 250 HP. 
Numerous orders were received for alternators of from 1,500 xw. 
to 4,000 Kw. for use with steam turbines, and several three-phase 
motors for iron works and rolling mills were also delivered. New 
works were in course of erection with a connection with the State 
railways, and it was proposed to transfer to them certain 
branches for the development of which the Marcinelle works 
no longer sufficed. The accounts show net profita of £36,600. 
for 1908, as contrasted with £27,300 in the previous year 
on а share oapital of £200,000, and a bond issue of 


£198,000. A dividend at the rate of 268. per share has been 


declared on the fully paid priority shares, and 6s. per share on 
the ordinary shares. 

The Russian General Electricity Co., which is associated with the 
A.E G., of Berlin, and has a share capital of £600,000, states that the 
turnover increased normally during 1908, although Government 


. orders were lacking, as in the previous years, and an Active and 


regular working took place at the Riga works during the whole of 
the year. The gross profits amounted to £150,894, as compared 
with £126,784 in 1907, and tbe net profite, including the balance 
forward, were £67,523 and £51,147 in the two years respectively. 
A dividend at the rate-of 6 per cent. has been declared, as contrasted 
with 4 per cent. in 1907. It is proposed to provide additional 
working capital by making a fresh issue of shares to the extent of 
£100,000. The directors add that the United Cable Works Co., in 
which the company is financially interested, intends to distribute 
7 per cent., being the same rate as in 1907. 

The Russian Siemens & Halske Co., of St. Petersburg, realised 
net profits amounting to £32,046 in 1908, as contrasted with 
£30,629 in the preceding year, when the share capital was reduced 
from £700,000 to £560,000. It is proposed to pay a dividend at the 
rate of 4 per cent., being the same as in 1907, and comparing with 
no distribution in 1906. 

The United Cable Works Oo., of St. Petersburg, which is the 
amalgamated cable manufacturing departments of the German 
companies in that city, earned a surplus on working of £57,545 in 
1908, as compared with £41,510 in 1907. After placing £2,746 to 
the reserve fund and applying £14,114 te the redemption of capital, 
the balance has allowed of the payment of 7 per cent., as against a 
dividend of 5 per cent. in 1907. 


HIGH-PRESSURE SWITCHBOARDS WITH 
REMOVABLE SWITCH CARRIAGES. 


THE general adoption of high-pressure alternating current for the 
distribution of electrical energy bas necessitated the evolution 
of switchgear, which shall be at the same time perfectly safe to 
bandle whilst alive, and readily isolated when necessary for the 
purpose of repairing and cleaning the gear without riak and 
without interfering with the working of the system. Progress has 
advanced mainly in two directions - towards the adoption of remote- 
control] switchgear on the one hand, and towards hand-opersted 
cellular removable switchgear on the other, the whole of the high- 
pressure apparatus in the latter case being made capable of com- 
plete detachment from the switchboard in separate sections, which 
may also be interchangeable, so that a spare section may be kept 
at hand ready to replace any other when required. When the 
connections to these sections are made by hand, sufficient space 
must be provided behind the board so that the high-pressure plug 
contacts can be connected and inspected from time to time when 
the switch carriage is in position. It will be evident that these 
plug contacts form the most sensitive part of the switch-carri 
construction, and great care must be taken to see that they always 
make good contact. 
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This arrangement cannot, however, be employed when the 
switchboard is to be installed in extremely limited spaces, as, for 


example, in mines, where the space necessary for the switchboard - 


can only be gained by expensive excavations. It is, further, 
frequently necessary to erect the high-pressure gear immediately 
behind the control board. In this case all switches, measuring 
transformers, &c., are mounted close up against the wall, and are 
consequently quite inaccessible from behind.: Considerable atten- 
tion has been devoted by the Felten & Guilleaume Lahmeyer- 
werke A.-G., Frapkfort-on-Main, to combining safety with ease of 
inspection in the design of switchboards of this type on the cellular 
system, and an interesting example of their switchgear, which 
is protected by several patents, is shown in the accompanying 
illustrations. Figs. 1 and 2 show the front view and section of a 


e 
pe ХАММА ХУА iA — Tot 


Fics, 1 лир 2.—FBONT Vigw AND SECTION OF CELL, SHOWING 
`` Bwirog-CanBrAGz, &c. 


complete three-phase distribution switchboard of this type. Hach 


cell consists of a strong angle.iron framework completely covered 
with sheet iron, which can be mounted directly up against the 
wall,and is divided into two chambers by means of a horizontal 
insulating partition p. The top chamber a contains the high- 
ressure bus- 8, which are mounted on porcelain insulators, 
and the lower Une B the actual switchgear. In addition to thie, 
the lower chamber B of each cell is separated from the adjacent 
ones by means of vertical flame-proof partitions built up of 
incombustible stonework or insulating material. The jaws of the 
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Fic. 3.—H:iang-PnzssuUBE SWITCHBOARD,’ WITH. INSPECTION Doors OPEN. 


~ 


threc-pole isolating switch t, mounted in the bus-bar chamber а, 
are in direct connection with the bus-bars, and their blades, which 
pass through slots in the insulating partition p, are provided with 
earthing contacts ¢ at their lower ends. When one of the isolating 
switches is opened, all the apparatus carrying current which are 
contained in chamber B are completely isolated from the bus-bars, 
and all parte of the switchgear below the partition are in direct 
connection with earth. Consequently there is no possibility of 
danger from a residual charge when the panel is opened up for 
inspection. The isolating switch / is actuated through a system of 
rods connected to the lever A, which is fitted to the_rigid;part of 
the switchboard front. 7 


The front of the top chamber 4 as well as the front of the top 
part of the chamber в is formed by a rigid covering of sheet iron, 
whilst folding doors v of ornamental sheet iron are fitted below that 
portion of the panel forming the front of the removable switch 
carriage. ` 

The removable switch carriage 1с consists of a riveted angle-iron 


Еа. 4.—Swrroeg-OaR RH ON TRUCK. 


framework! mounted on wheel, which run on tbe rails m. It 
carries the oil-break circuit switch o, together with the relays and 
other auxiliary apparatus, the hand lever g for operating the oil 
&witcb, and on the sheet-iron front mentioned above, the measuring 
instruments and signalling apparatus. The connection of this 
removable portion of the panel to the isolating switch / and the 
bus-bars 8 on the one side, and to the feeders x on the other side, is 
made by means of two sets of three-pole high-pressure plug- 
contacts ;. These contacts are carried on the lower part of the 
switch carriage, into which fit the corresponding fixed contacts 
mounted at the back of the board. These 
fixed contacts are further fitted in such a 
manner that, after opening the doors v at 
the front of the switchboard, they are easily 
accessible to the attendant. This is an 
- important point, as it is of great advantage 
that the contacts may be examined when the 
switch carriage is in position, to obviate 
ihe possibility of their becoming displaced, 
and to ensure their making gocd contact. 
The switch carriage is withdrawn from the 
switchboard by means of a truck provided 
for the purpose. After the folding doors v 
have been opened, this truck is wheeled right 
up in front of the switch carriage, and is 
fastened in place by means of a catch. The 
switch carriage may then be withdrawn 
from the switchboard for the p e of 
testing or adjusting, and can, after loosen- 
ing the catch hold: ng the same, be com- 
pletely removed from the switchboard. In 
order to prevent jolting whilst removing and 
replacing the plug-contacts, the necessary hori- 
zontal motion of the switch carriage is effected 
by the claw-shaped handle / by means of an 
arrangement of levers, while the other 
motion takes place directly. The company 
have further, by interlocking all the gear, pro- 
vided a system in which all the necessary oper- 
ations can only take place in a definite way 
without danger. The lever / of the isolating switch is, in its on" 
position, interlocked with the lower inspection doors v by means of 
the vertical rods / and with the switch carriage, in such a manner 
that the former cannot be opened, nor the switch carriage with- 
drawn, as long as the plug contacta and main switch are under 
pressure. In like manner the isolating switch cannot be closed 
while the doors v are open or the switch-carriage is withdrawn. 
The isolating switch is further interlocked with the handle g of the 
main oil switch, so that the former can be opened or closed only 
when the latter is open, and there is thus no possibility of the 
isolating switch peing opened while carrying current. In this 
way, the opening of the doors v and, therefore, access to 
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the interior of the switch carriage and the withdrawal of the 


same can only be effected after the main oil switch, and then 
the three-pole isolating switch, have been opened, and by this 
means the whole switch carriage earthed and made dead. On 
the other hand, the isolating switch can only be closed in, 
and the switch carriage put under pressure, after it has n 
replaced and both of the folding doors v closed. All 
eventualities are thus provided for, and contact with any bare 
metal carrying current is absolutely impossible. 

The switchboard attendant is therefore only able to undertake all 
the manipulations necessary for opening, withdrawing, or replacing 
the switch carriage in definite order, and accidents or mistakes on 
his part cannot possibly occur. The interlocking is in all cases 
accomplished by means of simple but effective catches, operated 
either directly by the respective switch handles or by their own 
weight. The usc of springs of every description has been avoided 


Fic. 5.— SWITCH-CARRBIAGB ON TRUCK, AND Empty CELL. 


in the interlocking gear, owing to their liability to rust and stick, 
thus becoming deranged and seriously affecting the security of the 
service. 


The outgoing cable к is, in accordance with the system of wiring 


generally used in mines, led in at the top of the switchboard and 
connected directly to one set of plug contacts in the chamber B. 
The outgoing and incoming single rubber-covcred cables are also 
led in and out from above, thus making easy and economical 
erection possible. If desired, however, the cable can be led in at 
the bottom of the switchboard. Where two or more feeders supply 
current to a aub-station, or where the switchboard is connected to a 
network or ring main, there is, however, always a possibility that 
the cable will still remain under pressure, even though the main 
switch has been cut out. In this case the ends of the cable are 
taken to the top chamber a, and connected to the plug contacts i 
through isolating blades, which are fitted in exactly the same 
manner as the blades к. These isolating switcoes are 
then mechanically coupled together, and form a six-pole 
isolating switch, which is simultaneously operated by a 
single lever. By this means perfect safety is ensured, and 
no dangerous pressures can exist in the switch carriage 
when cut out of circuit. Figs. 3 and 5 show a 5,000-volt 
switchboard of the type described, which is installed 
underground in the Franziska Pit, Gelsenkir-hen, 
Westphalia. 

Fig. 3 shows the switchboard complete, with the lower 
doors open to give access to the high-preseure plug con- 
tacts of a switch carriage after it has been cut out of cir- 
cuit; fig. 5 shows the truck carrying the switch carriage, 
and the accessible empty cell, and fig. 4 shows a switch 
carriage containing the high-pressure automatic circuit- 
breaker resting upon its truck after. removal from the 
switchboard. 

The switch carriage is also specially adapted for recelv- 
ing other apparatus, such as arresters, together with resis- 
tauces and similar apparatus, as, for example, in the instal- 
lation shown in fig. 6. The above-mentioned construction, 
i.c., with removable switch carriages, is suitable for build- 
ing up switchboards for generating plants and complete 
central station installations, although with these the main 
advantages of the system, namely, the small floor space 
necessary and complete operation from the front of the 


board, are not of such consequence as with distributing boards 


where this is mostly the case. 

For the erection and attendance of an installation of this 
description a maximum width of 8 ft., of which 4} ft. is for the 
passage-way in front of the switchboard, completely suffices, as the 
depth of a normal switch-carriage frame intended for a pressure of 
5,C00 volts is practically 4 ft., and that of the removable switch 
carriage itself only about 3} ft. 

High-pressure switchboard installations of the cellular type, for 
pressures up to 10,000 volts, have been constructed in large numbers 
by the F. G. L. for electricity works and textile factories, of which 
several have been in service uninterruptedly for many years. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Guardian Pendant Lampholder. 


Messrs. WARD & Gotpsrtons, of Springfield Lane, Salford, have 
sent us particulars of their new Guardian patent pendant lamp- 


Ба. J.— GUABDIAN PENDANT LAMPHOLDEB. 


holder, of which we give an illustration herewith. This device was 
described in our last issue, and, as there stated, has been designed 
to obviate the necessity of using an earth wire. As the figure 
shows, the flexible cord coming away from the holder passes through 
& rubber grip before going out of the case, and the lampholder 
itself is completely covered with wood. 


*€ Metfil ^ Metallic-Filament Lamps. 


The original inventors and patentees of the incandescent electric 
lamp, the EprsoN & Swan Unirap Exscrric Ілант Co., Lro., of 
36 and 37, Queen Street, E.C., have placed on the market a very 
complete and extensive range of their new British-made metallic- 
filament lamps, made at their Ponder's End Works, Middlesex, 
under the name of the Royal Ediswan Metfil.“ Tha company 
exhibited lamps of this type of their own make at the Franco- 


Fig 6.—CELL OPEN, SHOWING LIGHTNING ARRESTEBS WITH 
, RESISTANCES. 


British Exhibition, where they obtained the Grand Prix, the 
highest possible award, for lamps, &c. At the Manchester Exhibi- 
tion also, Ediswan lamps of this type were on view. Since then 
the firm have carried on the manufacture and sale of metallic- 
filament lamps, whilst at the same time they have been engaged ia 
constant experiment in order to ensure that the new “ Metfil” 
lamps should be made with the same care, accuracy, and high 
finish that has characterised the firm's carbon-filament lamps. 
Whilst the efliciency of the Royal Ediswan “ Metfil” lamp may 
be taken as being as high as that of any otber metallic-filament 
lamp on the market, the useful life is not less than 1,000 hours. 
The lamps do not blacken with use; many lamps that have burned 
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for three or four times the normal life show no traces of dis- 
coloration. Ia addition, it is claimed that the filaments аге tough, 
and not brittle—a characteristic probably due to the special process 
by which they are made—and will withstand ordinary usage, a 
matter of considerable importance to both user and electrical con- 
tractor. A further point in connection with the ordinary pattern 
" Metfil” lamps is that they can be placed in shades of the sime 
size as were previously used for lamps of the carbon type, the bulbs 
of the standard lamps being of the same shape and appearance as 
those of their carbon prototypes, as shown in fig. 2. 

The filaments are effectively supported throughout their 


Fic. 3.—“ METFIL ” 
CANDLE LAMP. 


Fic. 2.—' ROYAL EpIswan 
Merrit” Lamp. 


length; the lamps can thus be used in any position, even upside 
down if necessary, as in fig. 3, without fear of the filament breaking 
or sagging undaly. `, . 

e firm have been su ul in producing & high-voltage 
metallic-filament lamp, made in several different candle-powers, 
suitable for use on circuits of from 200 to 250 volts. A number of 
varieties of candle, flame, and special-shaped bulb lamps are also 
listed in the new catalogue, which is issued by the firm, and which 
contains s very comprehensive range of metal lamps. The 
"Metül" lamp is made for practically every required candle- 
power and voltage, ranging from small miniature lamps for use 
with batteries, to the lamps of somewhat higher voltage used in 
conjunction with Ediswan auto-transformers, and so on through 
the 100 and 200-volt ranges. 

The “ Metfil" lamps are graded and marked in British candle- 
power; this is important, in view of the fact that many 
metallic-filament lamps are marked in hefners, a light unit of 
10 per cent. less intensity than the British standard candle. 


Large Chain Drives. 


THE WestincHousr BRAKE. Co., Lrp., of King’s Cross, London, 
N., inform us that they have just received a repeat order for four 
more of the exceptionally large chain drives described in out 
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Fic. 4.—WasTINGHOUSER CHAIN Ювіуив. 


columns about a year ago. Details of the drives supplied by the 
Westinghouse Brake Co., Ltd., to this one firm (the Kolomna 
Engine and Machine Works, of Russia) are as follows:— 


Number of drives.. .. T 7 
Horse-power of each drive .. 600 
Aggregate horse-power .. 8,500 
Outside diameter of wheels.. 87,784 in. 


Width of wheels .. T 98 in. 
Pitch of chain. 25 2 „ 
Width of each chain. 10 „ 
Chain speed ex^ C 4 


Each drive consists of two 250-н.р. chains, running on one pair 
of wheels. 

The е! range of sizes covered by the Westinghouse Brake 
Co., Ltd., in the manufacture of chain drives is shown by fig. 4, 
which depicts a 0'3-H.P. drive inside the bore of the large wheel 
of a 300-н.р. drive. The latter was supplied to the well-known 

Kodak 7 photographic supplies manufacturers’ Jamestown works, 
to drive an sir compressor from a Corliss engine, 


Mining Switeh and Fuse Panels. 


We illustrate herewith & new type of switch and fuse panel, 
which has recently been put on the market by Mussas. A. REYBOLLE 
акр Co., Lrp., Hebburn-on-Tyne, and which displays Messrs. 
Reyrolle’s usual solidity in construction combined with careful 
attention to convenience and safety. The particular fuse-box 
illustrated is not intended to bs flame-proof, but the firm can, if 
necessary, supply fuse-boxes with wide machined joints, which 
render the emission of flame impossible, even should an explosion 
take place inside the box. The fases are of the firm's well-known 
ventilated type, and the oil-switch is non-automatic, but is fitted 
with a particularly quick break. The handle of the oil switch and 
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` Fia. 5.—REYBROLLE MINING BSwITCHGEAR. 


the door of the fuse box are interlocked in such a way that the 
latter can be opened only when the switch is in the off position; 
and while the fuse box is open, it is impossible to close the switch. 

The quadrant attachment shown on the lid of the distribution 
box has & slot running its whole length, and forming part of & 
circle, of which the hinge of the lid is the centre, the radius of the 
circle being the distance between the hinge and a pin on the oil 
switch handle, when the latter is in the “off” position. This pin 
has a certain amount of circular movement, aud as it is only in the 
“ off” position of the handle that the position of the pin coincides 
with the radius of the slot in the quadrant, it is obvious that the 
two parts, namely, the lid and the handle, cannot work indepen- 
dently of each other. 


* Primus? ОЦ Engine. 


Мв. E. ATKINSON SMITH, of 70, Victoria Street, S.W., has sent 
us particulars of the Primus” paraffin and crude-oil engine, made 
by Karl Heineman, of Gothenburg, Sweden, for which he is the 
agent in the United Kingdom. It is claimed that the efficiency of 
this engine is very higb, while it has only three moving parts. 
The consumption of crude oil, costing 50s. per ton at present, is 
stated tf be ошу 0°56 Ib. per B. B. .- hour. The engine is of the 
two-cycle type, and therefore has an impulse every revolution with 
a single cylinder. Ignition is effected, after the engine is started, 
by the heat of a bulb on the cylinder head, against which the oil is 
sprayed by a small pump, the explosions keeping the bulb hot 
enough for this purpose. -Control is effected by varying the stroke 
of the pump, by hand or by means of a fly-wheel governor. The 
engine is made in sizes from 5 to 25 в.н.р. with single cylinder. 
Mr. Smith is agent also for the Pierson 4-н.г. suction gas plant for 
country-house installations, the engine being of the vertical type. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


ECUADOR (concluded). 
100 centavos = 1 sucre = 28. 


The following goods are free of duty:—Iron frames, beams, 
columns for construction purposes; coal; cement for build- 
ing purposes; railway material of all kinds; machinery in 
general, with spare parts for same, and boilers; iron or steel 
bridges; iron or steel poste; rails; tiles and tubes of 
earthenware; lightning conductors; also, with special permit, 
articles strictly necessary for municipalities for lighting and 
other public works. 

The following pay 1 centavo per kg. gross :—Tubes of china or 
clay, glazed; pig-iron ; resin. 

The following pay 2 centavos per kg. gross:—Sulphuric acid; 
mechanical pumps for water; iron or lead piping not other- 
wise mentioned ; iron or steel in bars, sheets, hoops, flat, 
half-round, angle or T-shaped; machine grease: paratlin; 
lead in bars, ingots, sheets and scrap lead: apparatus and 
materials for electric lights and other electrical apparatus, 
except chandeliers ; refined tallow. 
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The following pay 3 centavos per kg. gross:—Iron sheets and 
iron gutters or ridging, corrugated ; tin plate, plain, in sheets, 
zinc in plain sheets or in the rough. ` 

The following pay a duty of 6 centavos per kg. gross:—Machine 
oil; hydrochloric, rectified phenic, nitric, boric and carbonic 
acids; elevators; pitch and tar; brass, copper, tin and 
bronze in bars or unperforated sheets; calcium carbide; 
bells; wire rope and cable; marble, polished ; ordinary glass 
or crystal ware ; crude petroleum. 

The following pay a duty of 10 centavos per kg. gross :—Fine 

` erystal ware; india - rubber, manufactured; porcelain articles 
not otherwise specified. 

The following рау a duty of 20 centavos per kg. gross: — Machine 
belting. 

The following pay a duty of 20 centavos per kg. net :—Articles 
made of steel, iron, esi tin, bronze, copper, brass, 
nickel, lead, zinc, except those elsewhere specified. 

The following pay a duty of 25 centavos per kg. gross:— 
Apparatus for telegraphs and telephones; chandeliers and 
candelabra of all kinds. | 

The following pay а duty of 25 centavos per kg. net :—Machine 
packing ; lanterns ; spirit levels. 

The following рау a duty of 30 centavos per kg. net :— Oil cans ; 
articles made of rubber, not elsewhere specified ; manometers. 

The following pay & duty of 40 centavos per kg. net:— 
Mathematical and other scientific instruments, | 

The following pay a duty of 60 centavos per kg. gross:—Lamp 
shades of paper, cardboard or woven material. 

Other goods not separately mentioned in the Tariff pay a duty of 
30 centavos per kg. 

Surcharges amounting to 100 per cent. of the amounts of daties 
payable are leviable on all goods. 

The following wharf dues are also payable :—Articles exempt 

` from import duty, baggage, and all other duty free articles 


transported on the deck of the vessel without bill of lading, - 


2 sucres per 100 kg. 

Ships, put together, or net, and machinery for the ваше; small 
craft; railways and railway materials; machinery, spare 
parts for the same, and boilers; iron bridges and-materials 
for the same :—If discharged on wharf, 2 sucres per ton; if 
not so discharged, 1 sucre per ton. 

Porterage dues of 2:20 sucres per ton are also levied on imported 
goods. 


NEW PATENTS APPLIED FOR. 1909. 


Complies expressly for shis journal by W. P. Тномрвои & Co., Electrica! Patent 
ts, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


15,006. ‘‘Improved terminals for shunts and other electrical apparatus.” 
Kevin & JAMES WRITE, Lro., W. T. Evans and 8. B. Wilson, June 28th. 
(complete.) | 

15,081. ‘* Improvements in ard relating to electric dynamcs and motors.“ 
H. B. vax DaaLen. June 28th. 


15,086. “Improvements in apparatus for automatically establishing and 


cutting off the supply of electricity, gas, or other fluid.“ J. Haxsronp and J, F. 
WRIGHT, June 2th. 


15,115. Improvements in and relating to electric reflector lamps." O. C. 
REON ART. June 28th, (Complete.) 


15,147. Improvements in trolley heads of electric tramcars.” E. Н. 
Соскѕнотт. June 29th. 


15,151. Improved contact-finger for electrical controllers, switches and the 
like.“ R. C. LxN EBS. June 29th, 


15,158. New or improved method of eliminating or reducing electrostatic 


electromagnetic induction between contact wires of electric traction systems 
and adjacent telegraph and telephone circuits.” J. Savers, June 29th, 


15.167. Improvements in telegraphy.” L. M. Porrs, June 29th. (Complete. 


15,182. “Improvements in and relating to flame arc lamps." F. Вмітн and 
F. V. BuirTH. June 29th. 


15,192. Improvements in the manufacture of metallic filaments for 
incandescent eleotrio lamps.“ SocigTE FRANCAISE D'INCANDESCENCE PAR LE 
Gaz (BysTEME AVER.) (Date applied for under Bec. 91 of the Act, July 18th, 
1906, being date of application in France.) July 29th. (Complete.) 

15.193. Improvements in the preparation of filaments suitable for incan- 
descent electric lamps.“ SocieTe Francaise D'INCANDESCENCE ТАК LE Gaz 
(SYXTRME ACER). (Date applied for under Sec. 91 of the Act, July 18th, 1908, 
being date of application in France.) June 29th. Complete.) 


15,194. "Improvements in primary batteries.“ W. A. F. Вікеск. Jun 
99th. (Complete.) й + Б 


15,203. Improvements in and relating to the actuation of controllers and 
the like for electric machinery," Н. B. ax DaaLEN. June 29th. (Complete.) 

15,208. “Improvements in reflectors or shades for electric lamps.” L. 
2^лмвомг and C. A. STERLING. June 29th. (Complete.) 


16,210. " Improved method for attaching the filaments of incandescent 
lamps." J. CawELLo. (Date applied for under Sec. 91 of the Act, July 22nd, 
1908, being date of application in France.) June 29th. (Complete.) 


15,211. “Improvements in electric switches." W. H. FLOOD. June 29th, 


15,217. Improvements in brush-holders for dynamo-electric machines.“ 
J. S. HIGHFIELD. June 29th. 


15,251. © Improvements relating to sparking plugs.“ 
A. M. Горск (trading as Lodge Bros. & Co.). June 30th. 


15,282, ‘*Improvements in or relating to driving mechanism for petrol- 
electric apparatus," FELTEN © GUILLEAUME LAHMEYER-WERKE AhT.-GES, 
(Date applied for under Sec. #1 of the Act, July 186, 1908, being date of applica- 
tion in Germany.) June 30th. (Complete.) 

15,287. ‘‘Improvements in magazine electric? arc lamps." JOHNSON AND 
PuiLLips, Lro., and J. Вноскік. June 30th. 

15.2088. Improved electric shunt arrangement for watt measurement.“ 
C. E. J. O'KEkNAN, (Date applied for under Bec. 91 of the Act, July 17th, 1908, 
being date of application in Franec.) June 30th. (Complete) 

15,317. Improved electric motor," C. H. Ркотт. June 30th. (Complcte.) 

15,319. Inprovements relating to dvnamo-electric machines constructed 
with commutators.” R. Рони and THE PH.ENIX DrNAUO MANUFACTURING Co,, 
Lip. June 30:1, 


Е. B. Lop dE and 


f 


15,923. Means for diminishing the field excitation of variable speed 
ен 5 in proportion to their speed of rotation." H. LEITNER,- 
une А 


15,896. “Improvements in the production of constant potential electric cir- 


cuits.” H. LEITNER. June 80th. 


15,842. pror mant in or appertaining to electric terminals or binding 
screws." G. W. MICKLETHWAIT. July 186, 

15,845. “ Improvements in voltage regulators for dynamo-eleotric machines.“ 
T. Fercuson. July 186. 

15,951. ‘‘ Incandescent electric lamp filament packing or transit box.“ F, 
Harrison. July lst. 

15,370. “Improvements in and relating to radiators.” L. Норовом. July ist. 

15.971. Improvements in collector shoes or skates for electric traction 
systems." R. J. Носонтом, P. ALLMAN and W. T. Gray. (Date applied for 
under Rule 13, June 2nd, 1909. An invention comprised in application No. 
12,987, dated June 2nd, 1909.) July Ist. 

15,880. Improvements in or connected with high-tension magneto-electric 
machines.“ F. R. Simms and 8:ммв MANUFACTURING Co., тр. July Ist. 

15,881. . in or connected with magneto-electric machines.“ 
Е. R. Simms and 8:ммв MANUFACTURING Co., LTD. July lst. 
3 үс: t Improvements in or relating to electric telegraphy." B. G. Brown. 

uly Ist. І 

15,889. Improvements in electric ignition apparatus for internal com- 
шоп engines.“ L. A. HIxpIET, H. D. Hinpiey and W. STAXFOED. 

uly Ist. 


15,418. ''Improvements in and relating to the jointing of electrical con- 
ductors.” С. VERNIER. July lst. (Complete.) 

15,421. "Improvements in and relating to current collecting devices for 
dynamo-electric machines." British THomson-Hovuston Co., LTD., and W. P. 
Dawson. July Ist. 

15,488, ‘‘ Improvements in electricity meters." G. Hooxuax. July 2nd. 

15.441. Improved construction of quick make and break electrical switch." 
Veritys, LTD., and W. G. Pix. July 2nd. Я 

15,444. Adapter for converting oil or similar lamps for use with electric 
light." H, R. Rivers-Moore. July and. 

15,475. Improvements in electrically-operated apparatus for locking railway 
carriage other doors." К, B. NELsoN, J. Ormsby and E. NICHOLSON. 
July 2nd. (Complete.) 

15,494. ‘Improvements in rotary electric transformers and motor genera- 
tors." Crompton & Co., Lrrp., J. C. MacrABLANE and H. Burce. July dnd. 

15,196. “Process for the manufacture of metallic-fllaments for electric 
incandescent lamps." R.Janona. (Date applied for under Вес. 91 of the Act, 
May 10th, 1909, being date of application in Austria.) July nd. (Complete.) 

16,554. "Improvements in magazine electric arc lamps," C. Е. Tusa. 
July 3rd. 

15,572. Safety devices for electric annunciators. A. G. M. CATHIARD. 
July 3rd. 

15,574. “Improvements relating to overhead lines for electric traction.” 
C. M, E. PrigstLex. July 8rd. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
TuoMPsoN & Co., 822, High Holborn, W. O., and at Liverpool and Bradford ; 
price, post free, bd, (in stamps). 


1908. 


Втлнтіма or PoLvruask Morors. Akt.-Ges. Brown, Boveri &. Cie, 20,821. 
October 2nd. (Date applied for under International Convention, October 
8rd, 1907.) 

MeETHOD or Propucing Нот WATER BY MEANS OF ELECTRICITY AND APPARATUS 
THEREFOR. G. G. Bell and J. St. V. Pletts, 22,598. October 24th. 

METHOD FoR CourpLing Dynamos AND ELECTRIC Motors. А. Н. Zumsteg and 
R. E. Zumsteg. 23,800. November 6th. 

CONTROL or RAILWAY TRAFFIC BY MEANS OF THE BLock TELEGRAPH BYSTEM OF 
SIGNALLING. W. R. Sykes und C. J. Cooke. 24,030. November loch. 

NIETAIL.-FILAMENT ELECTRIC GLOW Lamp. H. Kuzel. 95,044. November 30th. 
(Date applied for under International Convention, May 14th, 1908.) | 

BiNGLE-PHASK ALTERNATING-CURRENT ELECTRIC MOTORS OF THE CoMMUTATOB 
Түрк. E. Е. W. Alexanderson. 28, 10. December 24th. (Date applied 
for under International Convention, December 26th, 1907.) 

WIRELESS TELEPHONY AND TELEGRAPHY, A. W. Sharman. 12, 140. June 4th. 


SUPPORTING AND INSULATING MFANS FOR AERIAL AND OTHER ELECTRICAL CON- 
ростова. G. W. Partridge and P. Dawson. 5,781, March lith. 


SPEED REGULATION OF INDUCTION Motors. M. Stein. 12,896. June6th. (Date 
applicd for under International Convention, June 12th, 1907.) 


CoxTRoL or ELECTRIC Motors. H. A. Mavor and Mavor & Coulson, Ltd. 
12,498. June 100, 


PLuG ов HOLDFAST FOR USE IN FIXING GAB FixTURES, TELEPHONES, MANTELS, 
SHELVES, Bott Ex DSB, STANCHIONS, AND ALL SUCH LIKE ARTICLES THAT 
REQUIRE FIXING TO WITHSTAND STRAINS. J. Taylor. 12,519. June llth. 


Anc LaMrs, D. Timar and C. von Dreger. 12,656. June 18th. (Date applied 
for under International Convention, July 8th, 1907.) 


BMIANUFACTURE OF INUANDESCENT ELEciRIC LAMP FILAMENTS AND APraRATUS 
THEREFOR. Soc. Francais d'Incandescence par le Gaz (Systeme Auer). 
12,720. June 13th. (Date applied tor under International Convention, July 
13th, 1907.) 


ELECTRIC TELEGRarny. J. A. L. Dearlove. 13,191. June 20th, 
DYNAMO-ELECTRIC MACHINES., A. A. Pifer and E. F. Ahlm. 15,148. June 99th. 


SECTIONAL INTERRUITERS FOR THE LINE Wires or ELrcrgic RaiLways. Albert 
Thode & Co. 14,36. July 6th. (Date applied for under Inter naticual 
Convention, July 8th, 1907.) 


CURRENT COLLECTOR FOR USE IN ELECTRIC TRACTION SYSTEMS. A. West. 14,695. 
July 10th. 


METHOD OF AND APPARATUS FOR AUTOMATICALLY IGNITING AND EXTINGUISHING 
ELECTRIC AND OTHER LAMPS BY THE ACTION OF THE Bun’s Rave, Bir H. 
Norman and Т. B. Reader. 17,540. August 21st. 


METHOD OF AND APPARATUS FOR MAKING ELECTRIC CONNECTIONS AT A DISTANCE 
AT BEA BY MEANS OF ELASTIC IMPULSES OR WAVES TRANSMITTED THROUGH 
THE WATER. Klupathy and Berger. 18, (25. 


ELECTRIC FURNACE FOR THE CONTINUOUS E TRACTION OF ZINC FROM 178 OBES. 
E. F. Cote & P. R. Ріеггоп. 18,053. September Sth. (Date applied for 
under International Convention, February 12th, 1908. Application for 
patent of addition to No, 5,100,07.) 


"TELEPHONE INSTRUMENTS. W. Aitken. 19,157. September 16th. 


ELECTRICAL PRoPULSION oF SHIPS. Siemens Bros. Dynamo Works and С. A. В. D. 
Koettgen. 21,152. October Tth, f 

SPEED REGULATION OF ELECTRICALLY DkIVEN RING SPINNING FRAMES. 105 
Ges, Brown, Boveri et Cie. 22,49. October 218t. Date applied 10 
under International Convention, May 27th, 1908.) 


ELECTRICAL INDUCTION CLUICHES, A. P. Steckel. 28, 180. December 24th. 
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THE LONDON COUNTY COUNCIL AND 
TRAMWAYS STREET WIDENINGS. 


_ THE Finance, Improvements and Highways Committees of 
the London County Council have issued a joint report under 


date of 2nd inst., on the allocation of cost of tramway 
street widenings. 

We cannot emphasise too strongly the importance of this 
movement on the part of the L.C.C., as the principles under - 


lying the question of cost of street widenings apply not 
merely to London, but to the whole country. 

We have for many years directed attention to the hard- 
ships imposed upon the tramway companies by the exactions 
of local authorities in using their powers of veto to extort 
extravagant contributions towards street improvements, and 
have also shown how in the past the London County Council 
have, when dealing with their own tramway acconnte, adopted 
an entirely different policy, by relieving the construction 
accounts of even a reasonable share of the cost of widenings, 


by charging the bulk to the general improvements account. 


In the report before us, the Joint Committee admit that 
*the question of charging any portion of the cost of 
improvements to the tramways account has only arisen of 
late years, namely, since 1899,” and they point out that 
“during the first 11 years of the Council” a total of 
£6,355,956 was voted upon improvementa without any 


reference to the provision for tramway purposes. Up to 


1899 about 30 improvements along tramway routes had 
been undertaken, and only about one-third of the cost was 
charged to the teamway account. 

The Improvements Committee in 1903 oundra that 
there were three classes of street improvements which had 
reference to tramways, namely :— 

1. Those entirely necessary for the áccommodation of 
the general traffic quite apart from any tramway traffic. 

2. Those necessary in order to meet the needs partly 
of the general througi, traffic, and partly of the tramway 
traffic. 

8. Those cases where it is quite unnecessary to widen the 
thoroughfare for the purposes of the general traffic, the 
existing width being sufficient, and where any widening 
would therefore be entirely for the assistance of the 
tramway undertaking. 

To these principles no reasonable exception can be taken, 
and if embodied in an Act of Parliament which would 
govern the action of local authorities whether in respect to 
the regulation of their own accounta or their dealings with 
private undertakings, the grievances 8o long complained of 
would cease to exist. 

The methods of accountancy hitherto adopted by the 
L.C.C. gave altogether a fictitious result of the muni- 
cipal trading in tramway enterprise—a veritable **fool's 
paradise." from which there appears to be now some prospect 
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of escaping, by а radical reconstruction of the accounts 


and the adoption of a sounder system in future. : 

The Finance Committee’s report of June 23rd, 1908, 
contained many items of interest bearing upon the practice 
of the Council in dealing with street improvements. 

In the first place, they referred to the fact that under the 
London County Council (Improvemente) Act, 1900, it was 
enacted that, :— 

* [n any case, where the Council carry out any improve- 
ment of a street in which a tramway is intended to be laid, 
the Council may, if they think fit, apportion the costs and 
expenses in such a manner as they may think proper 
between the improvements account and any separate account 
which they keep in relation to tramways.” 

The result of the exercise of this discretion was, as the 
Joint Committee point out, to apportion the costs rather as 
one of policy than of accountancy (the italics are ours), and 
hence the methods adopted for proving to the ratepayers 
that the municipal enterprise was profitable or otherwise 
according to the proclivities of the party that happened to 
be in power. j 

The report refers to the action of provincial local authori- 
ties ав regards allocation of cost of street widenings con- 
nected with tramways, the policy being by no means uniform. 
Thus, at Birmingham, out of £250,000 the tramway 
account is charged with £170,000, while at Manchester 
only £100,000 is appropriated in that way. 

As to contributions by tramway companies, the L. C. C- 
Committee do not appear to be free from the desire to extort 
payments not based upon the equitable principles involved 
in their three classes of street improvements to which we 
have referred, for they argue that the Council and tramway 
companies, in relation to street improvements in con- 
nection with tramways, are not analogous, because, 
they argue, “the tramway company’s main object is to 
obtain its concession at the lowest possible cost,” and they 
let the cat out of the bag when they add that the payments 
made by tramway companies in respect of street improve- 
ments are matters of bargain between the company and the 
local authority, and are not determined on any settled 
principle." 

Thus is the door opened to all sorta of intrigue, and with 
such a statement from the great local authority of the capital 
of the United Kingdom, it is time that Parliament intervened 
and settled the basis upon which this important matter should 
be dealt with. | 

The Joint Committee recommend that, in considering the 
question of whether the tramways account should be 
required to bear any part of the cost of the street 
widenings, some guiding principles should be laid down. 

Messrs. Peat & Pixley, the accountants to whom the 
matter was referred, consider that contributions by the tram- 
ways should be governed by the“ benefit derived or to be 
derived by the tramways,” and the Committee adopt 
the principle that the proportion of charge should be 
determined according to benefit, and they add that in 
determining the amount of contribution “ the charges falling 
on the tramways account for rates on, and maintenance of, 
the permanent way " should be considered. 

This principle should not be lost sight of by tramway 
companies when making their bargains with the local 
authorities. 


The accountants suggest that expert advice should be 
obtained to advise the Council—but the Committee wonld 
prefer to leave the matter in the hands of their permanent 
officials, and obtain a joint report on each case, from their 
valuer, chief engineer, and comptroller, and that this report 
should be available for the use of the Finance Committee 
when considering the financial bearings of the proposal. 

The recommendations of the Joint Committee are embodied 
in a series of proposals for consideration by a special body 
consisting of three members from each of the following com- 
mittees, viz., Finance, Highways and Improvements, and in 
amendments proposed, it is suggested that they should be 
empowered to obtain the advice, or the arbitration, of the 
chief of the London traffic branch of the Board of Trade, or 
some other independent authority approved by the Council. 


WE shall be glad if every reader will 
make a special point of closely studying 
the remarks on this subject by Mr. H. M. 
Wilson, an American editor, that appear 
on another page of this issue. Mr. 
Wilson’s very interesting views were intended to apply 
especially to journalism on the other side of the briny, 
but those of us who, for the greater part of our lives, have 
followed such matters from behind the scenes, know only 
too well how aptly they are applicable to the new con- 
dition of things that has arisen in this country too during 
the last few years. The theme of the position, fanction and 
influence of the technical press in its relation to and bearing 
upon modern life, thought, and activity, is a great one upon 
which we could write the Thames dry, if the British Navy 
were not there, but we will save our readers that infliction 
just now. Much might be written on what the trade thinks 
of the Press and vice versa ; the criticisms of our friends and 
foes alike concerning why we publish this and do not publish 
that; the great necessity for the technical Press by sound 
judgment to act as a corrective of the errors of misguided 
journalists who labour under either a desire to tickle the 
fancy or an order to propagate and disseminate a shibboleth ; 
the mistaken notion that all we, like sheep, have gone astray, 
and as editors are as easily pulled as an uninitiated public; the 
opinion of some that we are philanthropists pure and simple— 
or ought to be—in business for the fun of the thing ; that we 
will publish, or ought to do, this, that or the other matter, view, 
description or opinion for a solatium ; that we are out hunting 
for “ copy,” as we were told only last week by an exhibitor’s 
representative, because, forsooth, we have not matter enough 
to fill our pages in these days when every other man in the 
profession or industry is a penman ; that we are stodgy ” ; 
that we have no humour, or too much ; that we give too 
much matter—that we give too little; but there, we shall 
exhaust our ink supply if we even proceed to specify the 
mere headings of what we would write if we were only to 
let ourselves go. For the moment we will be content if 
Mr. Wilson's remarks are read and re-read, and perhaps by 
some re-read again. We have never thought it necessary to 
publish sheaves of testimonials like a quack medicine or 
electric belt vendor, preferring rather to let our work speak 
for itself, but we are inclined to agree with Mr. Wilson that 
* the functions, opportunities, and the merita of the technical 
Prees are not as fully understood and appreciated as they 
might be.” | 


The Technical 
Journal: 
Its Work and 
Influence. 


Messrs. Merton’s circular for July 
15th, 1909, shows the imposing figure of 
70,450 tone visible supplies, of which 58,100 tons are stored 
in English ports. Afloat from Chile and Australia the 
quantities are up to average. The shipment figures for 
mid-month can hardly be taken as indicating very much, 


Copper. 
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bearing generally no fixed relation to the final figurea for the 
month. Those interested in copper will, however, digest 
the salient features of the market (а) increasing supplies 
(b) maintained price, and make their own deductions. 

The Mining Journal, in the issue of the 10th inst., 
reviews the situation for the past six months very clearly. 
It emphasises this maintenance of prices in the face of large 
output and low consumption in the States. As 
the price can only be due to (a) large deficiencies in Europe 
which have to be made good; (5) financial support by the 
owners, The latter supposition, which the Journal seems 
inclined to indicate, would hardly be co-incident with 
increasing supplies. In a country to which nature has been 
so generons as North America the revival in trade cannot be 
long delayed, but it may take another year to develop. In 
this case copper falls. | 


WE have always regarded it as some- 
nia what anomalous that in the eye of the 
law the word telegraph as used in the 
Telegraph Acts, 1863 and 1869, has been held to include 
telephone, although the telephone was not invented or con- 
templated in 1869. A conversation through the telephone 
was held in the famous Edigon case to be a communication 
transmitted by telegram within the meaning of those Acte. 
This principle was recently reaffirmed by the Honse of 
Lords in the case of the Postmaster-General v. National 
Telephone Co., 1909, 100 L.T. Rep. 658, where it was 
held that private telepbone lines connecting two or more 
separate and independent persons or businesses, and 
electric fire alarms tand similar signals, are not excepted 
from the monopoly of the Postmaster-General. 

It is interesting to find, however, that this principle is not 
to be universally adopted. In a recent Irish case a serious 
and important question arose as to the meaning of “ tele- 
graph," which phrase was used in a contract between the 
Postmaster-General and a railway company. The contract 
provided that “the company shall... . convey from 
station to station. . . free of expenre from the Postmaster- 
General all telegraph materials used—or intended to be used 
—for the construction, maintenance, repair, or renewal of 
any of the Postmaster-General’s lines of telegraph situate on 
their system of railway.". It was contended that, having 
regard to this clause, the company were bound to carry all 
kinds of telephonic instruments, appliances and apparatus. 
By another clause the company undertook to convey, free of 
expense, all salaried officers and workmen (except telegraphists) 
employed by the Postmaster-General in the construction 
and repair of the lines of telegraph on the company’s system. 
Mr. Justice Dodd held that in construing covenants the 
fulfilment of the evident intent and meaning of the parties 
was the design of the Courts, which did not confine themselves 
within the narrow limits of а literal interpretation. Accord- 
ingly, he held that the word “telegraph,” as used in the 
deed, could not receive the same wide interpretation as it 
had received in England on the construction of the Telegraph 
Acts, and he declined to accede to the contention of the 
Postmaster-General. Inasmuch as similar agreements are in 
force between the Postmaster-General and most of the 
railways in the country, this decision is likely to be far- 
reaching in its effects. 


Many people have the notion that those 
who control large industrial undertakings 
are able to relax their efforts and have a 
* good time” when effective working 
order has been established. No greater fallacy exists : con- 
tinuous efforts on the part of both staff and workmen are 
essential to continuous success. There is no standing still, 
the undertaking which attempts to rest upon its oars falls 
behind trade competitors who are continuously going forward. 
We do not mean that every employer is to remain in e state 
of frenzied exertion, bnt sustained effort towards improve- 
ment must be present amongst a large proportion of the 


The Need for 
Continuous 


pointed out, 


otherwise, which were added in the House of Lords. 


staff and workmen if the undertaking is to keep pace with 
its neighbours; neither is it possible or necessary for a 
manager and his assistants who take over the control of an 
out-of-date concern to keep up the overwork required during 
reorganisation. Once an undertaking has been put into 
working order, provided that efficient methods have been 
adopted, some relaxation of effort is allowable, and improve- 
ments can be quietly taken in hand one by one, but the 
process must be continually going on. 

The developments in competitive firms both at home and 
abroad should be closely studied, with a view to improving 
upon their practice. The firm that is content cautiously to 
imitate the lead of its more enlightened contemporaries. 
never scores a conspicuous success. Such undertakings, if 
carefully managed, may just contrive to show a small profit, 
but the value of their ordinary stock will usually remain well 
below its nominal figure, and the results cannot be looked 
upon as satisfactory. 

Conspicuous success is to be met with only amongst those 
concerns which are constantly initiating new designs and 
methods under the guidance of sound commercial judg- 
ment. This policy ensures the full benefit of the improve- 
ments for their initiators, as the effect of all improved 
designs and methods is to lower prices when the new practice 
has been widely adopted. This feature does not, however, 
concern the firm that introduces the innovations, large profits 
being therefore netted whilst the imitators have to be content 
with whatever margin remains after the prices have been 
reduced. 

Another aspect is to be found in the valne of obsolete 
machinery. The leading firm, when it has satisfied 
itself of the effectiveness of some new machine or 
appliance, can still dispose of its old equipment at 
remunerative prices, whereas the rank and file will only 
obtain scrap value for their obsolete plant. | 
It is to be feared that there is a lack of enterprise in this 
country as regards the adoption of new methods and designe, 
and that too many undertakings are contenting themselves 
with the small profits accruing to those who pursue the 
cautions policy of imitating their neighbours. On 
the other hand, certain precautions must be observed in 
adopting the go-ahead policy, or disaster may follow instead 
of enhanced profits. The best technical advice must be 
retained whatever the cost, sound commercial judgment 
being equally essential. Given these two factors, however, 
the returns should fully counterbalance the extra risk, and 
we should like to see a little more enterprise in this direction 
on the part of the British manufacturer. 


Tus Bill, which has formed the sub- 
ject of so much correspondence in our own 
pages and elsewhere during the last few 
weeks, was before Standing Committee 
“О” of the House of Commons on 
Tuesday last, and after amendments were made to a number 
of the clauses, it was ordered to be reported to the House. 
We commence our account of the proceedings on another 
page of this issue, and hope to bring the same to a con- 
clusion next week. Our report does not yet reach 
the much-debated Clause (16) which concerns the 
electric wiring and contracting powers of  munici- 
palities, but we regret to state that the Committee saw 
fit to omit the words “through a contractor, but not 
The 
possibility of this being done was, of course, foreseen, though 
some of us had hoped that the interests of private enterprise 
would have not been lightly trampled under foot, allowing 
municipalities to unfairly compete with sections of their 
ratepayers. We have received a letter from Mr. E. Garcke 
since the closing of опг “ Correspondence " pages, in which 
he expresses satisfaction that certain alterations, desirable 
from the point of view of electrical companies, have been 
made in Clauses 2, 6 and 13, by the Committee, making it 
unnecessary to further oppose the Bill on the grounds named 
by him in his earlier communication. II is letter will be 
available in our next issue, together with the conclusion of 
the proceedings. | 


The Electric 
Lighting Acts 
(Amendment) 

Bill. 
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ENGINEERING AT THE UNIVERSITY OF 
BIRMINGHAM. 


\ 


THE University of the Midlands bas been called the business 
man's university, but it is par excellence one for engineers, 
and for the purpose of educating that class of the professional 
community the greater part of the magnificent pile within 
sight of the city of Birmingham bas been erected. 

Details of the power station—a detached block— were 
given in our issue of August 25th, 1905, but the following 
additions to the equipment have been made to meet the 
requirements of the newer blocks and the women’s hostel :—A 
50-1.H.P. horizontal compound Ruston-Proctor engine drives 
a 440-volt Westinghouse generator. А 60-K w. three-phase 
motor (to utilise the available power of the three-phase 
generator driven by the McLaren engine), drives two D.C. 
generators, one for each half of the battery. There isa 
balancing set of two 6-Kw. compound dynamos ; 20 cells at 
each end of the battery provide voltage regulation. The 
wiring of the buildings supplied is carried out on the three- 
wire system, with 440 volte between the outers. The 
battery was supplied by the E. P. S. Co.; charging set by 
Messrs. Siemens Bros.; balancer by the Lancashire Dynamo 
Co.; cables by Messrs. W. T. Glover & Co.; and the switch- 
boards by Messrs. Morris & Lister. 

There are now available for testing several petrol engines, 
a special test bed having been provided. 

Important additions to the smelting section are a Moissan 
electric furnace and an oil furnace ; the latter is the invention 
of Mr. Ward, a member of the metallurgical staff. 

The Mechanical Engineering Department takes up the 
whole space of Block A, as it is designated. The machine 
shop is equipped with the most modern types of representa- 
tive machine tools of British, Continental and American 
practice. With the exception of a large planing machine, 
all the tools are group-driven, by three electric motors. The 
pattern shop is similar in equipment to that of a large works. 
Above these two shops are the main drawing office and the 
Hall of Machines. A loom is now being installed in the 
latter, and it is hoped that in the near future other specialised 
machines will be housed there through the generosity of 
manufacturers and private donors, so that the students may 
become fully acquainted with the latest mechanisms. 

The Civil Engineering section occupies about the same 
space as the Electrical, and is in the same block. On the 
lower floor is the strength of materials and hydraulics labora- 
tory; here is erected a 300-ton girder-testing machine, by 
Messrs. W. and T. Avery. There are several smaller testing 
machines, one of 50 tons, and another—American—of 
200,000 lb. The load for the latter is applied by means of 
a three-phase motor through suitable clutches and gearing, 
capable of six variations in speed. In the case of the other 
machines, hydraulic pressure is provided by an accumulator 
fed by a three-throw pump, driven by a motor on the alter- 
nating supply. A motor-generator set of 17 Kw. capacity, 
by the B.T.-H. Co., provides direct current for a 20-н.Р. 
motor of large speed variation, which drives a duplex 
pump, giving a steady discharge up to 600 gallons per 
minute, which is led direct to turbines, the maximum 
pressure corresponding to a head of 250 ft. Other pumpe, 
turbines, meters, pipe lines, and measuring tanks complete 
the equipment in the laboratory. 

The special feature of the University is ite engineering side, 
and the chief section of this side is without doubt that which 
deals with electrical work. The Electrical Engineering Depart- 
ment covers an area of about 7,000 sq. ft. Students in their 
third year familiarise themselves with instruments and 
meters, make elementary tests on the machines in the senior 
laboratory, and test the electrical properties of iron and other 
materials. Inthe fourth year the work is more advanced, 
and commercial tests are carried out on the various machines 
and transformers. Thorough tests are also made on the 
direct-coupled generators in the power station. 

A notable feature is the fixing of many of the instruments 
on small boards, provided with special brass clips, so that 
they may be suspended from the nickelled-brass instrument 
rails on the work benches, leaving the latter clear for other 
apparatus, 


` 


At the south end of the senior laboratory is the main switch- 
board. Direct current at 110 volts and three-phase alternating 
current at 220 volts and 30 cycles is supplied from the 
power station. A battery in a room immediately below the 
main board may be charged from either supply ; there are 
112 cells of the E.P.S. central-station P type, having a 
normal discharge rate of 40 Kw. at 220 volts. There is also 
a battery of six cells for obtaining currente up to 600 amperes 
at pressures from 2 to 12 volts. 

he main switchboard, of seven panels, was erected by 
Messrs. Siemens Bros., of Stafford. It is equipped with 
various makes of instruments and starters, so that the 


students may see them working side by side and compare 


the methods employed to attain the same end. As an 
instance, there are seven meters of five different makes. 
Primarily this switchboard is intended for the battery 
charging, but it also serves to obtain from the batteries 
various constant supplies which are distributed throughout 
the laboratories. | 

The main battery is charged from the D.C. 110-volt 
supply by а 28-Kw. motor-generator set, conetructed by the 
British Thomson-Houston Co., of Rugby. For charging 
from the alternating-current supply а 30-KW. Brown, 
Boveri rotary converter receives the supply from an auto- 
transformer, and an alternating-current booster regulated by 
a worm and wheel. 

In the case of the 220-volt D. C. supply, the variations of 
battery pressure are compensated by means of a reversible 
booster with Thury regulation. A 30-k W. motor-generator 
set, by Messre. W. II. Allen & Co., of Bedford, enables a 
220-volt supply to be obtained while charging the battery, 
the exact pressure being regulated by the booster. 

To give a 50-cycle alternating supply, a motor driving a 
25-Kw. alternator at 750 R.P.M. is run from the 220- 
volt supply. This set is by the Brush Co., of Lough- 
borough. 

A 30-cycle alternating supply is obtained by running the 
converter from the D.c. side. | 

Another set consists of two motors and two alternators by 
Messrs. Parker, of Wolverbampton. A “ Castle” type of 
D.c. motor with interpoles coupled to a Holmes-Clayton 
alternator (30-50 cycles star or mesh connected) has recently 
been installed. 

On the same side, but at the north end of the main 
laboratory, are testing beds arranged to take any class of 
small motor. The requisite supply can be obtained from 
special switchboards. 
here, including a Rosenberg train-lighting dynamo, a 
Winter-Eichberg motor, giving a shunt characteristic, and a 
Deri single-phase commutator motor. 

There are two artificial lamp loads : one for direct current 
up to 220 volts, of 7 Kw. capacity; the other of 30 Kw. 
capacity, for direct, single-phase or three-phase currents. At 
the north end of the laboratory is the workshop, which con- 
tains tools for the making and repair of apparatus and 
fittings required by the department. The eastern side of 
the laboratory is provided with benches where transformer 
work, cable tests, and instrument and controlling gear testing 
may be carried out. 

Close to the switchboard is a standardising room, where 
any of the instruments ured may be standardised ; if neces- 
gary, this can be done when they are in position, by connect- 
ing up to “ test terminals provided on each board. Here 
also is a Duddell oscillograph, and a portable ondograph 
has recently been acquired for carrying out testa on the wave 
forms of the machines. 

A museum contains samples of essential materials for the 
construction of electrical apparatus, besides many spare 
parts for small machines. An interesting exhibit is the first 
Edison *'*Z" type machine constructed. Important fii ms 
are showing their appreciation of the work done, or likely to 
be done, by the University by lending machines, instrumenta, 
meters, lamps, &c., which are tested by the students. In 
order that the lectures may be practically illustrated, mains 
from each supply are led to switchboards, both in the small 
electrical lecture room and in the large lecture theatre. 

The Chemistry and Physics blocks are to contain electrical 
installations of an elaborate character, so that electro- 
chemistry and the more theoretical side of electricity may be 
fully demonstrated and studied, 


achines of various makes are in use - 


Vol 65. No. 1,652, JULY 23, 1909.) 


THE ELECTRICAL REVIEW. 


125 


Tbe fact should not be overlooked that in the set conraes 
for engineering students, instruction in accounting, more 
especially as applied to engineering, is compulsory. This is 
a most important point, and will, no doubt, meet, with the 
approval of all commercial engineers. 


———— 


“C.M.B.” PATENT DIRECT CURRENT 
ROTARY TRANSFORMER. 


i 


By J. С. MAcrazLARR, M. 
.C. 


E., Wh. Sch., and H. Buras, 
A. M. I A. 


1 h. Sch. 
E., I. E. E. 


- In ths following paper the construction is described, aud several 
applications discussed, of a new type of rotary electric trans- 
forming machine developed by the authors, for redusing supply 
voltages for the economical working of metal filament and are 
lamps, for battery charging, gun fire, and navy-phone circuits, and 
also for balancing three-wire circuits. 

The lines along which this mashine has been developed are easily 
followed by reference to figs. 1, 2, & 2. ; 

hys à 1 shows an ordinary two-pole dynamo-electric machine in 
wW * and s represent the field poles, and a a the main brushes. 
If cross bru hes b 5 are placed on the commutator and short. 
circuited, and if the primary supply voltage is represented by P, 
then this may be redused to any desired value represented by s, 
depending chiefly on the position of the short-circuited brushes bb 
on the commutator in relation to the main brushes a a. . — 

The machine as shown in fig. 1 would have several serious 
defects, viz :— | | 

1. The presence of the iron poles n s immediately over the shorted 


brushes 0 b would not permit of sparkless commutation at these 


brushes. 

2 It would not be possible to rezulate the secondary voltage s, 
either automatically or by hand. 

3. The мм». of armitare reaction would cause a large cross 
flux to pass through the armature between the shorted brushes 
across the pole faces, as shown by dotted lines in fig. 1. The arma- 
ture revolving in this flux would create a large circulating current 


t MM 
! 


22 


і 


V 


N 
N 


SRS тоо „% „%% Фһ фо о р „„ „4 з--- 222 
› 3 


e 


in the shorted brusbes—eitber causing the machine to race danger- 
ously or lose speed. Such a circulating current would also be very 
wasteful, and would tend to make one of the short-circuited brushes 
spark more than the other. 

4. The weight of the field magnets and space occupied would be 
excessive. 

The method adopted to get over the sparking difficulty has been 


to sub-divide the poles into two parts, to correspond with the 


position of the shorted brushes. This step is shown in fig. 2, where 
the poles are shown divided unequally, as would be required for an 
urequal division of the voltage. 

It will be noted that when the E M. . applied to brushes a a is 
to be split unequally, the field should be divided unequally, and the 
shorted brushes should divide the armature in a corresponding 
manner, as this will lead to greater efficiency and economy in 
material. In reducing from a constant potential of 220 to a con- 
stant potential of 50, say, the part pole ratios should be approxi- 
mately 2 : 1 for maximum economy. 

If the supply voltage is constant, and the speed of rotation is to 
remain unchanged, any increase of flux on one side of the shorted 
brushes must necessarily take place at the expense of the flux on 
the other side. In order to regulate the secondary voltage, there- 
fore, or compensate for voltage drop in the converter, the authors 
poros the machine with a ring wound armature, and entirely 

the two magnetic circuits from one another. It should be 
noted that itis quite impossible to get any regulation of the 
secondary voltage without absolutely Teolating the one magnetic 
circuit from the other, and also impossible to prevent wasteful 
circuleting currents in the shorted bru hes. It is obvious that 
the machine in fig. 2 would be unsatisfactory for two reasons ; firstly, 


= . 


because any reduction in the xm M.F. on poles n, and s, say, and a 
corresponding increase in v s, would have no effect on the quantity 
of flax passing through the two parts of the armature, thus pre- 
venting any alt ration to the division of voltage; secondly, the 
armature reaction fl;x has still a low resistance path, as indicated 
by the dotted lines in this fizure. 

As mentioned above, a variation of the voltage on either side of the 
shorted bra:hea cannot take place unless a ring armature is used, 
due to the fact that the armature conductor of a drum armature 
арапа across the pole pitch. | 

The construction adopted for completely isolating the magnetic 
circuits, shown ‘diagrammatically in fig. 3, consiste primarily in 
placing the pole parts n, 5755, in a vertical position with 


— 
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relation to the plane passing through the shorted brushes. It will 
be seen from the diagram that the length of the mean resistance 
path for the flux, due to the armature м м F., is increased con- 
siderably, and that as the yoke length is shortened the weight and 
cost must be considerably reduced. 

Although all the precautions as outlined above were taken in the 
earlier designs, these machines still gave considerable trouble, due 
to the short-circuit current flowing through the armature across the 
shorted brushes. As already stated, this short-circuit current, if not 
properly controlled, makes the operation of such a machine prac- 
tically impossible, and it was found in the earlier machines referred 
to above that there was a very great liability for the machines to 
take charge and race dangerously, more especially when the 
secondary voltage was varied between wide limits. This, of 
course, is due to the fact that the armature reaction, caused by 
circulating current in this case, may be in direct opposition to the 
| MMF. on the main field poles, resulting in a 
demagnetisation of these poles, and raising the 
‘speed. | 

Ито get over this difficulty in the most effective 
and simple manner possible, the poles are provided 
with series windings in addition to the ordinary 
shunt coils, and connected as shown in fig. 3, where 
Aj and Ag represent the series coils. These coils are 
each connected to one of the shorted brushes and 
their other ends connected together at one of the 
secondary terminals of the machine, Under normal 
circumstances, when there is no circulating current 
flowing through the armature across the shorted 
brushes, then each brush and each main coil will be 
carrying half the secondary load current; if, how- 
ever, & 5 current arises, it will flow in 
opposition to the load current in one coil A1, say, 
and in conjunction with the load current in the 
other coil a, In effect, therefore, the current in coil 41 will be 
leas than in coil Адз, and if these coils are suitably coupled up, 
will have the effect of correcting or preventing the short-circuit 
current from rising to any considerable value. other words, as 
the current in the coil 41 is less than the current in the ooil 4, 
the M. M. F. on pole лу is less than the u. M. r. on the pole з, and 
this tends to cause a greater voltage to be generated under the 
pole s, than under the pole ua, thus opposing the voltage which is 
creating the circulating current. 

A little consideration will show that these balancing series coils 
can be placed on all the poles, and can be wound, not only to effect 
the governing of the circulating current, but also at the same 
time to create either a compounding or differential effect on the 
secondary circuit. 

When these series coils are used, there is no tendency for the 
machine to race, and the currente coming from each of the shorted 
brashes are always within 10 per cent. of each other, even when 
the magnet poles are entirely unsaturated, which would be impos- 
sible without these windings. 

These converters may be divided into three classes, depending 
on the use to which they are to be put :— 

(a) For giving a constant 8 voltage for any value of the 
secondary current. 

(b) For giving a secondary current which is to remain арргохі- 
mately constant for a given range of secondary voltage. 

(c) Machines which are to be used for converting from alternat- 
ing to direct current, the direct-current voltage being capable of 
variation without affecting the power factor of the alternating 
gide. 

As a general rule, the coupling diagram, as shown in fig. 3, is 
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suitable for machines giving constant voltage. Snch machines 
would be the direct- current equivalent of an alternating-current 
auto-transformer, but would have the advantage that the secondary 
voltage could be easily altered at will, independently of the primary 
voltage, or compounded for voltage drop. As machines of this 
class, having a capacity of between 2 Kw. and 3 gw., will have an 
efficiency of from 75 per cent. to 80 percent., it is obviousthat their 
application to transforming the voltage for metallic-filament lamps, 
has led to very good results in many cases. 

For instance, in large shops, hoteles and theatres, when the full 
load can be switched on at once, and kept on for a considerable 
time, the saving will be something like 70 per cent. in power over 
the most efficient carbon lamp. | . 

The secondary voltage can be made to vary up or down, either 
automatically or by hand regulation, to suit the various conditions 
to which the machines may be applied. 

In all the above cases it is desirable to arrange the values of the 
ampere turns on the poles on both sides of the shorted brushes, so 
that both poles and yokes are unsaturated magnetically. This 
permits of good regulation and perfect governing for short; circuit 
current. 

With the poles on the primary side of the shorted brushes, 
viZ., n; 51, absolutely unsaturated magnetically, and the poles on the 
secondary side highly saturated, it is possible to use this machine 
by applying a fly-wheel to its shaft, for reducing the voltage from a 
tramway trolley circuit to, say, 220 or 110 volte, and, at the same 
time, to smooth out the variations in voltage on the secondary side, 
so that the machine can be used for supplying incandescent lighting 
successfully from its secondary terminals. With the usual variation 
of pressure of a tramway circuit, a practically constant voltage can 
be obtained at the secondary terminals of the machine. 

The machines have also been applied to balancing three-wire 
circuits with great success, the largest ss yet made being two 
machines for the Calcutta Electric Supply Corporation, dealing 
with an out-of-balance load of 60 Kw. on either side of the middle 
wire, the voltage of the outers varying from 460 to 580 volts. 
These machines were required to balance the voltage within 1 per 
cent. of the mean value on either side of the middle wire at all 
voltages between 460 and 580. Their efficiency was 94 per cent. on 
test, which is 4 per cent. or 5 per cent. higher than that obtained 
with double machines, 

The advantages of using such machines as balancers are the small 
weight and space taken up, absolute reliability, small wear and tear 
on the brushes and high efficiency. i 

When used as a balancer, the armature is divided into two equal 
parts by the shorted brushes ; also the polar limbs are all equal in 
dimensions, the series compounding coils are arranged on all the 
poles, not only for the purpose of voltage regulation, but also to 

lancé the circulating current across the shorted brushes. 

F'rom the foregoing it will be seen that there is an unlimited 
field for the use of this converter, owing to the high efficiency and 
small space required. с 

We will now describe briefly the construction of the machine used 
for the purposes set forth under heading (b) having a constant 
secondary current over a given range of secondary voltage. The 
characteristic of the secondary isshown by the curve in fiz. 5, and is 
suitable for supplying single arc lamp, ortwo or more arc lamps in 
series, without the use of steadying resistances. 

Fig. 4 shows the winding diagram of the machine arranged to 
give automatically a practically constant secondary current. On 
examining this diagram it will be noticed that the shunt windings 
on the part poles n, 4, are connected between the positive supply 
main and the shorted brushes, whereas the shunt coil marked в is 
connected right across the supply mains. The shunt coil c is con- 
nected between the shorted brashed and the negative supply main. 
The series coils 41 43 on the part poles na s, are each connected 
to & shorted brush, in the same way as described with reference to 
fig. 3, but in this case the series coils A1 a, are во connected that 
their м.м Fs. oppose the M. M. ys. of the shunt coils в and c. The 
action of the machine is as follows :— 

If the secondary current tends to increase, the opposition M.M.F3. 
of the series windings 41 Ag are increased; which reduces the 
secondary voltage в, the presence of the separately excited coil B 
preventing the flux in the poles u s, being wiped out altogetber. 
The secondary voltage having dropped, the voltage between the 
shorted brushes and the positive main brushes must rise, causing 
the shunt coils р to increase the flux through the part poles n 81, 
thereby replacing the flux withdrawn from the part poles л, sa, and 
во keeping the speed constant. 

When under load the armature is divided into & motor portion 
and a generator portion by the shorted brushes, and the x M. v. of 
the motor part will be in opposition to that of the generator part. 
With a certain transformation ratio these M. M. vs. are equal and 
opposite, but in the case of the arc lamp converter just described, 
on approaching the short-circuit condition the мм. of the 
"аад чо is much greater than the motor part, and a cross 

ux already referred to passes between the shorted brushes, follow- 
ing the path shown by the dotted lines in fig. 1, causing a large 
parasitic current to flow between the shorted brushes. This cross 
flux can be neutralised by strengthening the M. M. y. in the pole na 
and weakening s, and the parasitic current traversing the coils 
Ai Ag performs this function to a great extent; but to entirely 
neutralise the cross flux the authors place tbe shunt coil B, which 
maintains its strength throughout, on the pole ль, and the coil c— 
кто becomes gradually weaker towards short-circuit—on the 
pole s. 

These machines are absolutely automatic in their action, and will 
run for any length of time on open circuit, full load, or with the 
secondary terminals of the machine short-circuited, for any length 
of time, They can be worked with perfect safety to the operator, 


and no damage can be done to the lamp, as the current can never 
exceed the full-load working current. In cases where tbe lamp 
has to strike automatically, this is insured by the fact that when 
the carbons are brought together there is an instantaneous rush of 
current of about twice the full load working current, which makes 
the lamp strike. This current settles down tothe full load value 
in less than a second, and if the lamp does not strike, the machine 
merely allows normal current to pass through the shorted carbone. 

A variation in the secondary characteristic can be produced by 
inserting a shunt regulator. Similarly, a constant current of prac- 
tically any value, covering a very wide range, can be obtained for a 
given range of voltage by merely fixing the position of a shunt 
regulator handle. | : 

Fig. 5 shows some actual curves taken from a test on a machine. 
The curve 1 is vertical, and one might suppose there would be in- 
stability when working on the vertical part of the curve. This is 
not the case, as it is quite possible to arrange these machines to 
work two arc lamps in series. When one lamp only is working, 
the other being short circuited, the machine is quite stable, and 
supplies the remaining lamp satisfactorily with the same current, 
but at a lower voltage. As far as the authors are aware, this is the 
first time such a result has been obtained. 

The various characteristic curves as shown in fig. 5 are produced 
by altering the resistance in circuit with the shunt odil 5, and this 
being an extremely simple thing to do, such a machine is ially 
adapted for working a cinematogrsph, and in fact any kind of 
projector lamp, because of the ease with which the light intensity 
can be altered by adjusting the amount of current passing through 
the arc, 50 per cent. above or below the normal. 

It is possible with such a machine to place it at a long distance 
from the operator, and merely bring two small wires to the shunt 
regulator at the operator’s hand; any alteration to the intensity of 
the light can be obtained by adjusting the shunt regulator handle. 

A cinematograph machine capable of giving a supply of 50 
amperes to a 50-volt arc is 22 in. high x 21 in. wide x 14 in. 1006, 
and weighs 5 cwts. The efficiency of such a machine werks ont at 
fiom 75 per cent. to 80 per cent. on full load, and it will, therefore, 
gave, when replacing a steadying resistance worked off a 440-volt 
circuit, about £13 per week ; when replacing a steadying resistance 
worked off a 220-volt supply, some £5 per week, and when replacing 
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a steadying resistance worked off a 110-volt supply, the saving 
will be about £1 10s. per week. These figures are based on the 
assumption that the price of current is 3d. per unit, and that the 
Jamps are used for 50 hours per week. The price paid for such an 
inatallation, working on these assumptions, will be saved, in the 
first case in four weeks, in the second case in about 10 weeks, and in 
the third case in about 35 weeks. 

In eleotric welding any of the characteristics shown in fig. 5 will 
be suitable. The primary supply voltage should be low, for the 
machine can be made rather lighter, more efficient, and of better 
proportions, the lower the primary supply voltage. 

A very good portable welding set could be made by supplying in 
conjunction with such a machine, an 50 or 90-volt battery capable 
of giving high discharges for short periods. 

Fig. 6 shows the relationship between the secondary amperesand 
voltege of a 220-volt machine made for the purpose of supplying 
two 120. ampere 60-volt arc lamps in series. The efficiency of 
machine, when supplying the two lamps in series, was over 92 per 
cent. The dimensions of the machine are 24 in. high x 22m. 
wide x 24 in. long, and it weighs 8 cwt. net. 

The weight of the set, and the space taken up, bave probably 
never been reached before within 100 per cent. | 

The weight and the space taken up are remarkably small, when 
it is considered that each part of the armature, and each part o 
field system has to be capable of dealing with the full primary 
voltage and the full secondary current at the same time, А 

Under heading (3) аге machines which are used for converting 
alternating currents to direct currents; these are really the 
machines which come under headings (1) and (2), supplied with 4 
suitable number of collector rings to suit the number of the phases 
of the supply. The advantages to be obtained by using 
machines for this purpose are as follows:— 

The direct-current voltage taken from the secondary is more or 
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less independent of the alternating supply voltage, and can be 
varied either antomatically or by hand without altering the power 
factor of the alternating current supply to any appreciable extent. 
It is evident, therefore, that machines of this kind can be used for 
all the purposes set forth under headings (1) and (2) by applying 
similar windings to the part poles nı s, and n, » and when 
supplied with collector ings and a belt pulley this machine is 
extremely valuable for teaching purposes in technical colleges. 
With the cross brushes up such a machine can be used as a direct- 
current dynamo, а direct-current motor, an alternatiog-cnrrent 
SAO an alternating-current motor, a combined direct and 
ternating-current dynamo, or a split pole rotary converter. With 
the cross brushes down it can be used as a direct-current auto- 
transformer, converting if desired from constant potential to 
constant current, and again asa rotary converter, converting from 


alternating to direct current of practically any voltage between 


given limits. 


THE TECHNICAL PRESS. 


Tum following interesting remarks, reprinted from an American 
exchange, were made by Mr. Hugh M. Wilson, late manager of 
the Railway Age (U.B.A.), at a testimonial dinner recently given to 
him at Atlantic City :— 

“I am proud of the fact that I have been a newspaper man and 
a publisher. Iam proud of the fact that I have been connected 
with the railway and technical press. I am yet more proud of the 
friends and acquaintances which that connection has brought to 
me. Iam inclined to think that the functions, the opportunities 
and the merits of the technical press are not as fully understood 
and appreciated as they should be. Nor is the ignorance in this 
respect confined to readers and patrons; some editors and 
pnblishers are among the guilty. 

"One of the greatest шепалев to public sanity and public 
morality in this country is the jaundiced irresponsibility of a large 
section of the daily pros and of many popular magazines. Ucder 
the guise of uphol 
policy of commercialism that is frequently conscienceless and that 
is always dangerous in its tendencies. A great popular journal 
is not now a great moral force; it is a great commercial 
enterprise which exploits the poorer classes of the people. As 
money makers, as manipulators of the public for profit, our ‘ rail- 
way barons’ and our ‘captains of industry’ are mere babes and 
sucklings in comparison with the men at the head of tome of these 
journals of general circulation. These plutocratic publishers, 
these moulders of public sentiment, make their money out of 
advertising patronage—which they can command by reason of 
enormous circulations. Great circulation is not always compatible 
with editorial decency and self-respect. These circulations are 
built, not upon the accuracy of what the papere print, not upon the 
soundness of the views they express, not upon the mental and 
moral healthfulness of the information they disseminate, but upon 
the degree to which the ‘human interest’ of the reader is stimu- 
lated and held. The appeal to the element of human interest is 
the controlling factor in the business and editorial policies neces- 
edi to large circulations. It ruthlessly demands startling ‘ stories’ 
and picturesque distortions of facts. The truth is nothing; the 
interest, the thrill, the heart-beat of the reader is everything. 
Here is a condition that, aggravated by the complexity of modern 
existence and by the diversity of human knowledge, makes 
accaracy of statement and the setting forth of facts in their 
trae relations impossible, and, for the purpose of the sensa- 
tionalist, undesirable. Furthermore, the specialisation of 
endeavour in all lines of business and thought renders it most 
difficult for even the best-intentioned editor of a daily paper 
to do jastice at all times. A writer, however facile and 
quick of comprehension, must be in the atmosphere of things in 
order to write of them with due regard to truth and proportion. 
The fundamental facts underlying industrial affairs are elusive, and 
in times of popular excitement are easily lost to sight. They are 
liable sie in tides of popular prejadice and plausible 
8 : 

“Sach, briefly, are the conditions out of which spring the 
opportunities and the grave responsibilities of the technical press. 
It should be the work of the technical journalist to rescue the 
business interests of this country from the riot of ignorance, 
untruth, half-truth, distortion of facts, sensationalism and crooked 
thinking—the whole brood of abuses that yellow journalism has 
introduced into the treatment of serious business affairs. The 
technical journal may lose much of its force ; it may fail of the full 
performance of its duty; and ít may squander its great oppor- 
. tintiies by being too narrow in its scope. On the other hand, the 
rea lers and the patrons of these journals may make the mistake of 
minimising their functions and misunderstanding their mission. 

“The day has gone when a technical journal can be looked 
upon as an instrument of charity, as a means for helping the 
publisher just because he needs the money. It is folly to look 
upon ít as а mere scheme of questioned legitimacy. Likewise it 
is unprofessional and it is business suicide for the publisher to 
render only so much service as will enable him to pull the thing 
through with a satisfactory profit. He must deliver the goods; 
and when he does deliver the goods, he is entitled to rewards 
commensurate with the quality of the goods and the completeness 
of the delivery. 

“T think that there is a tendency to make these papers too 
exclusively technical. I do not mean that the text should be less 
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thoroughly scientific; I mean that the editor should keep in mind 
the vital fact that while an ergineer, for instance, should be a 
tecbnolcgist. he cannot be a really great engineer unless he is also 
a man of sfisirs. The technical journal of tbe first class is the 
companion of the mature man, rot of the schoolboy: The engineer, 
the railway manager, the manufartorer, or the artisan in the shop, 
who is doing his work in the world is a human being, and often- 
times he is a statesman. To expect this sort of a being to be 
content with cosines and tangents, with cold-hash reprints, with 
complex formules, with terrifying terminology, with theoretical 
abstractions, and with these things alone, is a pathetic joke. And 
the worst of it is, he will refuse to be content with them. These 
men want practical engineering work, and the activities of their 
several callings described, discussed and interpreted not alone 
technically but a!so in the terms of the social, economic and 
political purposes of that work and those activities Engineering 
and business problems in the final analysis are not mere problems in 
mechanics or mathematics. They are problems of society; they 
are problems the solution of which involves the welfare of the 
human race. . 

* These consideratione, I believe, sanction the proposition that the 
future of this country, the sane solution of some of its gravest 
questions, should be powerfully influenced by our technical ou 
And let me remark in, passirg that a scmewhat extended familiarity 
with technical journals in oc her countries, as well as with those at 
home, impels me to say that our technical and trade journals lead 
the world. Our large public questions are to a remarkable degree 
of an industrial nature. The interworkings of political, economic 
and business forces were never so pronounced in any nation as they 
are with us to-day. There never was a time when straight thinking, 
candid investigation, and courageous apeaking, were so much needed 
as we need them now. And they are needed not alone for the 
regeneration of the common mob. Many magnates bave maggots. 
In my judgment it is the business of the technical journal to take a 
larger share in this work than it has done hitherto. It should 
broaden out, and in its endesvour to broaden out it should have 
generous co-operation. 

" Among the technical journals of the country there are none more 
worthy than those devoted to the railway iadustry And there are 
none проп which so great a responsibility rests. The railway 
problem has almost infinite ramifications, and the railway business 
is one of infinite complexity. This variety and breadth of intereste 
defines the scope of the journal that would cover them. 

“It requires more men, more brains and more money to make а 
good railway journal than is required to make an equally good 
paper in any other field of which I know. 

" Whatever may be said in derogation of American railways, the 
fact remains that they constitute, and for the last half-century have 


: constituted, the greatest force in American politica], social and 


material development A foreign observer who visited this oc uatry 
just prior to the meeting of the Iaternational Railway Oongress at 
Washington in 1905 made the remark: ‘I am not surprized at 
what you have done here, but I am amazed that you should have 
done it all in 200 years.’ It is the railway that has compressed 
into one century the accomplishment of ten centuries. The achieve- 
ments of railway enterprise is the standard by which railway 
journalism must be and will be measared." 


OUR LEGAL QUERY COLUMN. 


(Questions addressed to this column should be written on one side 


of the paper only.] 


— 


“Е, P.“ writes: —“ A certain supply authority (municipal) has 
advised its consumers that from a given date the price of current 
will be raised from what is now averaging 3 8d. per B. 7. vu. to 8d. flat 
rate (owing to the use of metal-filament lamps). The circular 
reads as though it is only applicable to those who have installed 
transformers.“ 

“ (a) Can such discrimination be legally made? 

(65) In the event of a mixed system, carbon lamps; series 
wiring and M.F.lamps; and transformers and M.F. lamps, can 
the supply authorities make separate charges and demand three 
meter rents?” 

*,* This query raises a point of some interest. Where a supply 
of electricity is provided in any part of an ares for private 
purposes, then, except ia so far as is otherwise provided by the 
terms of the provisional order, every company or person within 
that part of the area shall, on application, be entitled to a supply 
on the same terms on which any other company or person in such 
part of the area is entitled " under similar circumstances " to a 
corresponding supply (Electric Lighting Act, 1882, sec. 19). The 
same Act provides (by sec. 20) that undertakers must not, in 
making any agreement for a supply, stow any undue preference? to 
any local authority, company, or person. Subject to this, they may 
make such charges for the supply as may be agreed, not exceeding 
the limits of price imposed by or in pursuance of their provisional 
order. They cannot prevent апу particular form of lamp or burner, 
but а consumer must not use any lamp or burner which is likely to 
interfere with the supply to other persons (sec. 18). It is clear, in 
the first place, that the use of a transformer and metallic-filament 
lamps by one consumer interferes in no way with the supply to 
other consumers, That proviso may therefore be eliminated from 
the discussion. Two further points arise: (a) Is supply to a con- 
sumer using a transformer and metallic-flament lamps supply 
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"under similar circumstances” to ordinary supply? (0) Is a 
rebate to ordinary consumers an undue preference? If there 
had been no section in the Act of 1882 to prcvant the 
company prescribing any particular form of burner, it might 
well be argued that the use of a transformer was user under other 
circumstances.” But in view of the fact that this proviso is there, 
the Act must be interpreted accordingly. As to "undue preter- 
ence,” it would seem that a company which specially favoured the 
use of ordinary lamps would give them undue preference. Metallic- 
filament lamps were not in use whea the Act was passed; and if 
their user has made it more difficult for the supply companv to 
make a profit, вэ much the worse for ths supply company. This 
opinion is advanced on general principles, and without reference to 

any decided case. It would be extremely interesting to hear the 
result of a test case in the Higb Court. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


A Loud-speaking Telephone Hecelver. 


Mr. N. D. Buagp on PuiLLIPS, whose loud-speaking receiver was 
described in our issue of June 5, 1908, has invented a farther 
improvement. The means by which the movement of the sound- 
reprodu ing diaphragm is amplified in the new receiver is illus- 
tra‘ed in fig. 1, where F is a piece of ferrotype, actuated by the 
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polarisei electromagnet м. To F is attached a fine wire or thia 
strip w, the other end of which is anchored at B. About the middle 
of w a spiral spring s is made fast to it, as shown at a, the 
straightened end of the spring proj:cting and being secured to the 
acoustic diaphragm р. It will be obvious that any movement of F 
will, through w, cause an amplified movement of p. Fig. 2 illus- 
trates an application of this principle; the instrament is shown in 
elevation, the left-hand portion being in section. 

In this instrument the fine wire, which was represented by w in 
fiz. 1, is duplicated, wi, W, each operating its own acoustic 
diaphragm р, ру and being actuated by attachment to the ferrotype 


Fia. 2. 


diaphragms F, Р; D; and pz are in proximity, separated only by a 
tnin annulus and clamped together by the rings в, в. А gap 
o^curs in the separating annulus, and a nozzle is attached thereat, 
through which the sound is emitted. The clamping rings B, R are 
supported on the blocks c, c. 

The polarised electromagnets м, M are adjastably mounted by 
the screws J on the wood bases zm, Е, on which are also placed the 
terminals T. 'These bases are held in position by the studs and 
nuts N, which allow of their being readily removed. 


Silvertown Hose: A Large Consignment. 


The Innra Коввев, GuTTA.PERCHA AND TELEGRAPH WoBES Co., 
Lap , of Silvertown, London, B аге well known as manufacturers of 
hose forall purposes. The photograph here reproduced, fig. 3, is of a 
large consignment of hose for pneu natic drill work,—the 5-in. suction 
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hose at the bise being for mine work in South A'rica. The Silver- 
town Co. rece itl y shipped two suction hoses of 24 in. diameter to 
South America. 


The “ Facile” Multiple Switch. 


Mrssns. D. H. Bonnatta & Son, LTD., of 58 and 60 Mortimer 
Street, W., are introducing a new вті с for attachment to electric 
light fittings having two or more lights, which enab'es any or all of 
the lamps to be switched on at will, thus dispensing with multiple 
wiring tothe fitting. In the case of a pendant, for example, the 
switch is fixed to the ball, aud is provided with a handle proj; ting 
downwarde ; by rotating the handle slightly, one lamp (or circuit) 
is switched on ; further ro'ation brings the second ligkt into action, 
and so on, while a slight rotation in the opposite direction switches 
all the lights off with a quick-break and independent motion. Tae 
switch is fitted to flor standards, radiators, and other fittings, and 
serves a purpose which has hitherto ben attained, only by round- 
about means. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TOESDAY cannot appear until 
the following week. espondents should forward their communt- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


: Earth Iudicating Device. 

Referring to “W. H. Вв” inquiry under the above 
heading in a recent issue, | think the Marlor and West 
Leakage Detector and Alarm is exactly what he requires. 
This is a differentially wound relay with its two coils carry- 
ing the main current in the circuit. A leakage on either 
main disturbs the magnetic balance and operates the alarm. 
This device, which has been designed for erection on two or 
three-wire installations, will very shortly be on the market. 


L. H. M. 
Manchester, July 19, 1909. 


Discourtesy of a Selected Candidate. 


We assume that the column signed by С. I. E. in your 
esteemed journal, and headed Discourtesy /o a Selected 
Candidate,” had reference to an interview which two of our 
representatives lately had in London with Mr..... 

We had been looking already for some time for a good 
* designer in switchboa ds and apparatus, and had decided 
to offer this position to a gentleman who seemed to have the 
necessary requirements, and whom we knew from his appli- 
cation to represent us in London. By a pure mistake, it 
had been neglected to inform him beforehand that the 
position which we could offer him was on the Continent. 
Who would describe the astonishment of our representatives 
when the candidate seemed furious because the position 
was not in England itself. 

It is extremely interesting that this incident—the offer of 
a position on the Continent to Mr. х . (a foreigner 
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himself, as his name would indicate, and most anxious to 


represent a foreign firm) should be made the cause of his 
pleading against foreign competition. 

Need less to add, that we are very glad that Mr. 
did not acoept our offer. | 


The International Engineering Co. 
Liége, July 18th, 1909. , 


The Prevention of Smoke. 


Mr. Bennis's letter, published under the above title, calls 


for little or no comment. Indeed, I fail to quite see the 
relevance to the heading under which it was printed. 

My object in writing the article in question was not to 
show how much steam can be got from a boiler,” пог “ how 
to burn the largest amount of fuel with a chain grate ; " 
and I certainly do not intend to resurrect the hoary old 
controversy that has so often raged round the various 
methods of mechanical stoking, particolarly as Mr. Bennis's 
opinion on this point must of necessity be pledged. 

I am quite aware that the method I illustrated and have 
proved reliable. in abolishing smoke, when applied to 
mechanical stokers, has been patented in many forms “ from 
the early days; but judging from the tone of Mr. Bennis’s 
letter, the adage that there are none so ignorant as those 
who won't learn is still quite as true as the method given is 
¢ fficacious. ! 

The probable canses given by Mr. Bennis for the emission 
of smoke are evident to the mereet tyro, and are quite 
superficial, and seeing that the chain-grate stoker is of the 
coking type, the last paragraph in his letter is quite 
illogical and nnintelligible. 


+ 


‘Wilfred Yorke. 
Manchester, July 17th, 1909. 


е 


E.M.F. in a Dead Underground Cable. 


I was much interested in the letter by J. W.“ re the 
above, and such an experience is, I consider, worthy of being 
put on record. 

The theory, however, of the lead sheathing acting as a 
pilot from an earth in another district, does not, I consider, 
account for the jointer receiving a shock off the lead of the 
cable, because, as I have already explained, the lead sheath- 
ing was entirely insulated from earth throughout its whole 
length, except at the point where the jointer was making 


contact with it. 
| Ecqatrer. | 


Rating and Taxing of Electric Motors. 


I shall be mnch obliged if you, or your legal contributor, 
can give me some information as to the proper and legal 
rating and assessing of motors, steam and gas engines, and 
how the respective horse-powers are calculated for this 
purpose. A ' 

At the present time, no sooner have I got an electric 
motor installed in 8 congumer's premises, than he is met with 
& demand for the local rate on it, followed up shortly after 
by the Surveyor of Taxes with further demands ; and if the 
unfortunate user haa kept his engine connected up to the gas 
or steam supply for standby, as is often done for the first few 
months, &t any rate, he finds hisrates and taxes doubled. 

Again, take another case where it is desired to replace a 
30-H.P. steam engine by nine motors on nine separate drives of 
10 H.P. each. In this case, owing to the large diversity 
factor, the average total H.P. required is well under 30, but 
the motor for each group cannot take account of this, and, 
therefore, the total H.P. for assessment is 90. 

Taking the assessable value as £1 52. 6d. per H.P., the 


rates here are at present 5s. 6d. in the £, and on a 10-H P. 


motor, the rates levied are £3 8з. 9d. per annum. 
This consumer, therefore, baving by his conversion to 
electric driving, increased his available H.P. by 60, is now 


met by an additional rates bill of £20 128. 6d. plus taxes, 


over and above his previous rates, all of which he has to 


sve before he сап get any monetary advantage from his 


electric driving. 


I am further informed that a steam-engine user can get 
an engine at, say, 20 H.P., which with a little 
speeding up, and, perhaps, increase of pressure will give 80 
to 35 B.H P. | 

The rates departments are so keen on their pound of 
flesh, that unless I can find some relief from this difficulty, 
power supply in this town is likely to come to a standstill 
just at a time when the outlook appears most favourable. 

I can hardly imagine my difficulties here to be unique, 
and therefore hope that, through your paper, I may obtain 
some useful information. | 

I shall be glad to answer any letters from correspondents 
if you will kindly forward them to me, but for obvious 
business reasons degire for the present to remain anonymous, 


Borough Electrical Engineer (No. 8). 


Temperature Errors in Shunted Ammeters. 


I have been much interested in the correspondence under 
the above title in your columns. Your correspondents, how- 


ever, seem to have overlooked one important point, namely, 


that, while it is. true that if the junction of two dissimilar 
metals is heated an E. M. F. is thereby produced, at the same 
time there must necessarily be, somewhere in the circuit, a 
similar couple tending to produce an E.M.r. in the opposite 
direction, its value again-depending upon the temperature. 


The resulting E. M. Ff. is consequently solely dependent upon 


the difference between the temperatures of the hot and 
cold junctions," as they are called. i 
For this reason the question of whether, for example, the 
connecting lugs are tinned or not is entirely without effect 
on the readings (contrary to the suggestion of one of your 
correspondents). Fig. 1 represents diagrammatically the 
state of affairs in such a case. c represents the end block of 
the shunt, the dotted line a the layer of tin, and 5 the 
busbar or cable cornection. There will be an E.M.F. in one 
direction between a and в, and. in the opposite direction 
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between A and c, and since it is clear that both 
sides of a must be at sensibly the same temperature, however 
great may be the temperature gradient, these two E. M. F. 's 
will neutralise one another, and be consequently without 
effect on the instrument. Such equal and opposite thermo 
E. M. F. s exist at a number of points in every system—at every 
soldered joint in fact but as they cancel out they may be 
entirely neglected. / i 

A consideration of these facts leads tọ a very simple 
means of entirely overcoming thermo-electric troubles in 
shunts. The arrangement is shown in fig. 2, where сс are 
the end blocks, p the shunt strip, and E E two strips or wires 
of the same material as D. Into the ends FF of these, the 
-connections leading to the instrument are either soldered or 
clamped. Whatever the temperature difference between the 
two ends of D (on which alone the error depends), the points 
FF will both be at practically the same temperature, and 
since the circuit FEDEF is composed throughout of the 
same material, the resulting E.M.F. will be dependent solely 
on the difference of temperature between the points F F, and 
will, consequently, be zero, so that the ammeter remains 
unaffected. 
~ While, theoretically, the wires E E should be attached 
direct to D, the error intrcduced by fixing E into the block c 
instead of to D direct is extremely small, since, in the first 
place, o and D will not differ much in temi erature, and ід 
the second, the difference, whatever it may be, is very 'a'ge y 
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compensated by the similar difference which exists at the 
other end of the shunt. It is, moreover, immaterial whether 
the shunt consist of one strip, as shown in the figure, or of 
several. | A 

In a switchboard instrument no compensation is, as a rule, 
found necessary, owing to the extreme smallness of the 
k. M. F. s produced. As an example, let us assume the 
altogetber abnormal difference of 100° C. between the cold 
and hot ends of the shunt. This difference would corres- 
pond to one end being in ice and tbe other in boiling water, 
and it seems hardly possible to conceive any conditions which 
could produce such a difference. In any case, if such a 
temperature did exist the sooner the state of affairs was dis- 
covered, owing to the false zero of the ammeter, the better. 
However, assuming it for a moment to be possible, the 
resulting E.M.F. in the case of a constantan shunt would be 
about 0°0035 volta, which, with a drop of 0:1 volt corres- 
ponding to full deflection, would mean an error of some 
3 per cent., and, as has already been said, this could only 
be produced by such an utterly abnormal temperature differ- 
ence as 100? C. 


For many purposes, however, such as portable instru- 


mente, where the contact surface is often deficient, owing to 
the cables uged, and still more for potentiometer work, where 
the k. M. F. s to be measured are frequently very small, such 
thermo-E. M. y. s are of considerable-importance, and have to 
be eliminated. Two courses are open— one being to use 
manganin for the sbunts, as suggested by ғетега! of your 
correspondents, and the other to adopt the simple methcd of 
compensation described above. 

Kenelm Edgeumbe. 


London, S.W., July 19th, 1909. 


With reference to the correspondence in your last. week's 
issue, I have much -pleasure in supplying the information 
asked for by Mr. Wright. 

The р.р. across the shunt in question with 10 amperes 
passing is approximately 008 volt. The temperature of 
the hot end of the shunt was considerably below red beat, 


and was only just sufficient to cause the solder (which holds . 


the resistance strip into the lug) to flow, but not enough to 
cause it to run out. | | 

With regard to the letter from W.C.," there is one 
point with which you do not deal in your Editorial note, 
namely, his reference to “ tin.“ W.C.” evidently thinks 
that the solder at a mechanical joint has an effect on the 
thermo k. M r. of the junction. This, of course, is quite 
incorrect, because the whole of the solder is at one tempera- 
ture, namely, that of the junction, and cannot, therefore, 
produce any P D. 

In my article I mentioned that the surface of the shunt 
lug was not tinned, but that tbe copper strip conductor 
carrying current to the shunt was tinned. I wished to show 
up the fact that it is wrong to send out resistance shunts 
with untinned lugs, because purcbasers would not care to 
tin them themselves, and во risk spoiling the shunt by beating 
it. Itis well known that copper surfaces untinned will not 
remain permanent for any length of time. In this particular 
case, if the shunt lug had been tinned, the serious heating at 
the joint would bave caused the older to melt and so auto- 
matically seal itself off by soldering the two surfaces together. 
I should think that it would be better ғо to design shunts 
that bad contacts are bardly possible, rather than to leave 
the contacts in a dangerous state, and provide resistance 
material which may bave-no thermo-E. M. F. with copper. 


| W. Fennell. 
Wednesbury, July 19/5, 1909. 


Municipal Trading and the Electrie Lighting Acts 
(Amendment) Bill. 


I notice in your last issue that there is another letter from 
„Contractor.“ While I admire his“ bull-dog pertinacity,” 
I really think it is time to let the matter drop. Someone 
must have the last word, and I think it is usual for the writer 
of the article to reply finally to his critics. 

With regard to the constitution of the House of Lords, it 


seems almost unnecessary for me to detail it. It ie, however, 


obvious that the landed proprietors, brewers, railway 
magnates and capitalists, who go to make up the House of 
Lords, are not the people to have much sympathy with local 
authorities. In any case, the matter was disposed of very 
airily in the Lords, and the Bill was left, as I pointed ont 
in my article, in a totally unworkable form. The formid- 
able list of amendments to the Bill, as published in your 
last issue, proves my contention that the turn of the local 
authorities and those practically acquainted with the 
working of municipal trading concerns, would come in the 
Commons. 

Regarding the compulsory shareholder a'gument, which 
is always trotted out on these occasions, I think it worth 
while to point out that a ratepayer has as much control 
over the policy of a local authority as a shareholder has 
over that of a company ; both are in the same position ; if 
they do not like the policy adopted by the majority, they 
must clear out or put up with it. There is this difference, 
however, that it is possible, and indeed quite usual, for one 
or two directors to have in their own nomination a con- 
trolling number of shares, so that they dominate the com- 

y and force their policy upon other unwilling share- 

olders. With a local authority, councillors cannot vote 

themselves into power, and must meet the electors every 
three years. It follows, therefore, that the policy of the 
local authority is tbat of the majority of the ratepayers, 
whereas the policy of a company may be controlled by one 
man permanently. It must be taken, therefore, in the 
absence of evidence to the contrary, that where there is a 
municipal electric wiring department it is being carried on 
with the knowledge and approval of the majority of the 
inhabitants of the town in question. I have already shown 
that the contractors’ compulsory contribution towards that 
department lies somewhere between 4s. 2d. and zero, and 
will usually be a negative amount, or, in other words, the 
* Ratepayer Contractor will receive а small dividend. It 
is foolish, therefore, to say that the contractor is forced to 
provide the money which is used to compete against him, 
as in the ultimate event his dollar would not go very far in 
establishing a wiring department. 

With regard to the misquotations, I showed in my last 
letter, in italics, the words Contractor" had missed. I 
explained their importance and must leave Contractor's” 
action to the jadgment of your readers. 

With regard to his 10 per cent. loss absurdity, [ can only 
repeat that I quoted in my last letter the actual words on 
the subject from my article. I am pleased to remark he 
now writes correctly about an ou/side loss, instead of an 
average loss. Iu reply to his question, I must repeat that 
the basis on which I fixed a 1d. rate as the maximum of 
possible lose, was that of my own inside knowledge of muni- 
cipal matters. I said **the wiring department usually pays, 
but it cannot very well cost more than a 1d. rate (if it did, 
the ratepayers would be up in arms)" TI refuse to have 
anything to do with percentage losses and percentage profits. 
My own wiring department pays, and my Council would not 
wait for the loss to equal even a ld. rate, but would close 
the wiring department the first year in which it did not show 
a profit ; so that contractors in my district cannot complain 
of having to contribute even half-a-dollar towards the 
support of the department which competes with them. 

With regard to contractors, I have in no way modified 
my position, as at the very outset I pointed out that gross 
cases of bad work in this district bad forced us to open up 
a wiring department. In my last letter I pointed out that 
it was the bad work of some contractors that was responsible 
for municipal wiring departments in general, and I think other 
engineers will bear me out in this. I am afraid that 
* Contractor" is running up against one of the laws of 
nature, when be suggests that it ів not right that the ** many 
should suffer because of the misdeeds of the few.“ It is u 
univergal experience the many pay a Police rate because of 
the few who break the law. We are all prevented from 
enjoying many of the beauty spots of England, because of 
the few who have abused the privileges granted in times 
gone by. Wiring contractors suffer to-day as а body, 


because those responsible for electricity undertakings will not 
stand by and see these undertakings ruined, just to allow - 


the lower class contractors to have a good time at the 
expense of the community. . 
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Contractors must realise that their financial welfare is, 


and must always be, a secondary consideration to that of the 


supply undertakiag. If contractors are unable to deal with 


their black sheep themselves, the local authorities and under - 


takers generally will by some means or another prevent these 
black sheep from injuring the supply undertakings. - 


Borough Electrical Engineer. 


~ 


The discussion on the above by “ Borough Electrical 
Engineer ” and ** Contractor " has degenerated into a matter 
as to what each said or meant or did not say or mean. 

In the smaller towns in the provinces, the private con- 
tractors who do wiring, as a rule, consist of firms that were 
in existence before the inauguration of the public supply of 
electricity a8 cycle agents, ironmongers, plumbers, gasfitters, 
house decorators, hot-water engineers, &c., and have tacked 
electric lighting on to their other business. This statement 
may not altogether hold good in the cities and larger 
boronghs, but it is certainly the condition of things in. the 
small towns. 

In the writer's town there are three firms of house 
decorators, plumbers and gasfitters ; two firms of cycle and 
motor-car engineers ; one firm of cycle, motor-car, hot-water 
- and gas engineers; and one ironmonger, that carry out 
wiring work, while there is nota single firm doing installation 
work only. 

Now these private firms are in business for the making of 


profits or dividends, and will endeavour to sell to their: 


clients that which most favours this object, caring absolutely 
nothing for the success or otherwise of the public supply 
undertaking. 


One firm is the sole agent in the neighbourhood for a 


large gas engine company, and consequently it would be 
contrary to human nature to expect the firm to advise its 
clients to adopt electric driving. It cannot be disputed that 
electric lighting is a serious competitor with other forms of 
lighting and driving, and even with house decorators, for 
whilst the decorator was usually sent for annually before the 
inetallation of electric lighting into premises, the decorations 
‘after the installation last for many years. The writer met 
with a case only a few days ago where a prospective con- 
sumer of electricity was influenced by a house decorator- 
wiring firm, and bas gone on using gas for at least, another 
year. Perhaps“ Contractor " will say what he would do in 
these circumstances ! Surely he cannot expect that electrieal 
engineers will calmly put up with this kind of thing! 

[ believe the only cure for stagnant business is for each 
undertaking to have powers to sell its own wares, and to 
exercise those powers to such an extent as is found necessary 
to protect its own interests. 

The Bill, as amended by the House of Lords, gives power 
to borrow money to carry out free wiring, but, in my 
opinion, this is very unsound business, and the gas companies 
are likely to find this out before many years are gone. 

In order to please a few contractors, corporations are 
asked to pile up debt (that everlasting bone of contention), 
on the installation of wires on private property when it 
would be just as easy in most cases to get the owner of the 
property to pay ca. | 

I have not said anything about the total incompetency of 
small wiring firms to deal satisfactorily with the application 
of electricity to driving and other purposes than lighting. : 

Another Borough Electrical Engineer. 


Tramway Sports.—The sixth annual sports and 
carnival of the Liverpool Corporation Employ és’ Social, Athletic 
and Thrift Society, were held on the Tramways Athletic Ground, 
Green Lane, on Wednesday and Thursday last week. The chief 
features consisted of the crowning of the Rose Queen (Miss Muriel 
Hutchinson), the ceremony being performed by the Lady Mayoress 
(the Hon. Mrs. Chaloner Dowdall); a decorated bijou tramoar, 
conspicuous upon which were a uniformed motorman and con- 
ductor, of six and four years of age respectively ; a group of 
national dancers, and a tableau, Тре Arktown Fear-nowt." The 
hon. president of the Tramways Employes' Society is Mr. C. W. 
Mallins, A. M. Inst. K. E. (general manager), who wae responsible for 
the designing and carrying out of the carnival arrangements, and he 
ected as chairman of the sports committee. 


on another page of this issue. 


MR. BYNG'S LATEST SPEECH: Al con- 
| MENTARY. - | 


lr is the cnstom of the chairman of the General Electric 
Co., Ltd., to annually gather his handful of loyal staff- 
shareholders around him in Queen Victoria Street and in 
presence of nearly an equal number of representatives of the 
Press to deliver his views upon the current position of the 
electrical industry, as represented by the G.E.C., and to quite 
incidentally, of course, touch upon some other matters of 
wider concern. We always hear and read Mr. Byng’s 
utterances with interest, and we believe the electrical trade 
will be deprived of a highly entertaining item which always 
comes in the summer months when other things incline to 
comparative dulness, if for any reason the old pilot of the 
G.E.C. should think he saw an error in his ways and fall into 
the less entertaining customs of more orthodox chairmen. 
We do not apprehend that we are in any immediate 
danger of that change taking place, and for this year, at 
all events, we are once again afforded the pleasure 
of seeing things as Mr. Gustav Byng sees them, for his 
speech of Monday last to his happy family is fully reported 
-The custom of delivering 
speeches at company meetings is, we believe, one that is 
somewhat peculiar to this country, and when gentlemen 
from across the Atlantic have presided over the doings of 
Auglo-American concerns running here they have not failed 
to remark upon the difference. We hope that we shall long 
continue the custom, for although frequently meetings are 
mere formal affairs, the chairman being guardedly careful 
that nothing save an amplified statement of the already cir- 
culated report shall be vouchsafed unless he is sorely tried“ 
by shareholders, there are other meetings at which state- 
ments of supreme interest are made which are extremely 
useful to place on record, both for the immediate news” 
urposes of the moment, and for fature reference long after they 
ave been uttered and forgotten. Mr. Byng’s speeches belong to 
this latter class, and those who take an interest in the state 
of the electrical trade might do worse than spend their 
summer vacation sitting beside the sad sea waves beguiiing 
themselves with copies of the ELECTRICAL REVIEW, con- 
taining his addresses of the last six or seven years. We 
ourselves have spent quite an interesting hour or two with 
the speeches, and really feel greatly indebted to Mr. Byng 
for inclining us to make and take advantace of so pleasurable 
an opportunity. 
It should be borne in mind that tbe results recorded by 
the directors of the company for 1908-9 are, as to net trading 


. profits and income from investments, £18,448 better than 


they were in the preceding year. After paying 4 per cent. 
on its £200,000 first mortgage debenture stock, and 5 per 
cent. on £250,000 of preference capital, a dividend of 5 per 
cent. per annum is to be paid on £373,950 ordinary capital. 
In addition to this, in accordance with its generally prudent 
policy, the board has placed its additional profit to 
strengthening the financial position of the company by 
adding to the reserve account £16,145. This is wise, for 
in the preceding 12 months the allocation to this account 
was only £1,974, ав fluctuations in the prices of raw 
materials more or less seriously affected the net result in 
that year. It will be observed that Mr. Byng in his survey 
of the past nine years shows bow much greater is the 
margin of security for his preference shareholders than it 
was nine yeara ago. Не is surprised, in presence of that 
fact, that the preference shares are quoted at a discount. 


How far Mr..Byng's apostleship of decadence, and his 


preachments regarding the impossibility of conducting in- 
dustries here progressively and with profit, are responsible 
for the quotation, can only be а matter of mere 
conjecture, but perhaps the Stock Exchange authorities and 
investors can be persuaded to evaluate the G.B.C. preference 
capital at its just figure according to the present balance- 
sheet, rather than by paying heed to the opinions that may 
not unreasonably have obtained currency in Throgmorton 
Street through the circulation of the views of Queen 
Victoria Street. There can be small doubt that the low 
prices of electrical securities is responsible to a great extent 
for the unwillingness to put money into electrical industrial 
enterprises, but the reasons why electrical prices are low 
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is too lengthy а matter to enter into here. The G.E.C. 
investments in other companies stand in the balance-sheet 
at 261,981, and the income on these does not vary much 
and has resulted in a return of about 10 per cent.” Now 
there investments are partly, it seems, shares in companies 
selling the G.E.C. manufactures in foreign countries— 
France is one of them—and the tariff wall there 
is во high that Mr. Byng complains unceasingly 
about it, and this year he says the alterations are 


making the company very anxious. So that Mr. Byng,: 


operating in а Free Trade country, is able to export electrical 
manufactures into a conntry which deliberately raises tariffs 
against him, and yet he succeeds in making a retorn which 
does not vary much from 10 percent. We do not propose to 
argue the point ; we only point it out as an interesting com- 
mentary on the speech reported on another page. Pressure 
of home competition is forcing him to seek orders more and 
more abroad. We are quite sure that if, on the investment 
in France, he can make 10 per cent., the game is well worth 
continuing, and in that Way the departments of the works 
which are not now as fully occupied with business as they 
might be would be kept in full swing, avoiding that 
* waste" regarding which the speaker was so illuminating. 

Realy we think Mr. Byng is like his grumbling agri- 
cultural friend when, in presence of a belance-sheet which 
must make other companies envious, he says, © Generally 
speaking we cannot be dissatisfied with the yéar’s working." 
Of course he is not making as high a rate of interest on his 
investment as he could wish. Who is? When he remarks 
that his profits do not come up to the standard of profits 
obtained by foreign electrical companies working under 
similar conditions," we are tempted to ask which are these 
foreign oompanies working under identical conditions, and 
confining themselves to electrical manufacturing—but that, 
too, is too large a question to discuss here. The G.E.C. 
suffers “as almost everybody does, from a general trade 
depression," but the profite have been assisted by “ а steady 
market," so that when others are looking hopefully for 
trade improvement, Mr. Byng can look back and remember 
that when trade generally was at ite lowest ebb he could 
make 5 per cent. and. an extra £18,000 for strengthening 
his financial position. The working of a large com- 
mercial concern like ours shows clearly the effect of Free 
Trade,” says Mr. Byng. It certainly is an interesting 
illustration ! ' - | | 

Mr. Byng says that almost every English factory is at 
present being worked below ite productive cápacity. That 
is no more than one would expect when “general trade 
depression " has been experienced. Nine ont of every'ten 
would say “We could do more work with our existing 
plant." Yet in the same speech Mr. Bynz told us that bis 
telephone fectory at Peel Works has had to be extended, that 
his new Osram lamp works will soon employ over a 
thousand skilled bands, that the carbon works are 
largely occupied, and are successfully competing with 
foreign firme, that batteries, porous pots and dry cells, are 
made at Witton, that additional plant has been put down at 
the tube works, that the art metal works are now msking 
electric radiators and stoves and electric light fittings, and 
tbat, from the technical point of view, all our works have 
done well," the manufacture of big plants having “ greatly 
enhanced the reputation of the Witton electrical engineering 
works, strengthening their position in tbe foremost rank of 
electrical engineering firms." Again, “the working of a 
large commercial concern like our’s shows clearly the effect of 
Free Trade.” Really, Mr. Byng, this does not look very 
much like brains and sinews now retrograding in idleness.” 
We do not argue the merits of the question, we are merely 
quoting Mr. Byng. | | 

It is interesting, in connection with this working of 
factories below their productive capacity, to draw attention 
to the remarks made by Mr. W. S. B. McLaren, the chair- 
man of the Electrical Construction Co., Ltd. (see “ City 
Notes " in this issue) :—“ During the present decade about 
£7,000,000 had been invested in this branch of the business, 
the greater part whereof was earning no dividend. . . . . 
Although there had been a steady and increasing outlet for 
electrical plant, the power to supply had been grossly in 
excess of the demand, in consequence of the huge increase of 
сара ыйы o Bie ышкын; eo оз се 


With & confidence which is all-inspiring, or something 
else, Mr, Byng demonstrating tbat there is nothing up his 
Sleeve, propounds his remedy for getting something for 
nothing—“ all this could easily be accomplished,” and he 
is anxious for Mr. Lloyd George to know that a Budget 
could be framed ** which would raise the production of the 
nation to its full capacity.” Be that as it may— Mr. Byng 
is still at Queen Victoria Street, and there are other bidders 
for the Chancellorship. Mr. Lloyd George with a character- 
istic humour might give Mr. Byng a card of introduction 
to the fallen Chancellor of the Fatherland, who has found 
even greater difficulties in raising finances. 

For the inter- st of our readers we have given below some 
extracts from speeches delivered during the last few years 
at the company’s meetings. Some of these will be worth 
comparing with last Monday's speech, er pecially the remarks 
relating to the carbon factory. 


Mr. G. Byng's Speech at Annual Meeting, July, 1903. See E.R., 
. July 31st, 1908, ». 191. 


The largest amount of the Witton deficit comes from tbe carbon 
works, and it is mainly due to what mist be called unfair foreign 
ecmpetition. . ... We started our carbon works because we were 
entirely depending upon German manufacturers... We аге now 
making carbons equal and even better in quality than the Germans. 
.... The three largest foreign manufacturers bave decided to 
reduce tbeir prices to а level which should be unremunerative to 
us, and witha view of killing the British manufacturer, are pre- 
pared to work at a loss to themselves in this country until they 
have achieved this object..... The Admiralty, War Office, and 
many other Government and public bodies. . . will support us 
in spite of tbe price regulated by such indicated foreign policy, 
and with this help and being able to obtain the raw material at a 
lower price tban tbe Germans can obtain it, I still trust to be able to 
keep the carton factory going until the time comes when the 


‘country sces the folly of free imports directed solely against 


the English mannfecturer. This experience of ours іп 
carbons must prove to anybody that tbe establishing of a 
new industry in this country is practically an impossibility under 
the present system. 

Ia reply to a shareholder who asked, "Do you гау that there 
Witton works will not be profitable unless we have Protection ?” 
Mr. Byng said: “If we do not get Protection in a few years’ time 
it will be quite impossible to keep them going, except at a great 
Іова . . . . Weare not going to stand a big loss every year for the 
public benefit, The carbon works will be shut up unless we get 
Protection,” 


Tbe ELECTRICAL REVIEW in ite leader dealing with this 
speech, wrote, Killed industries have a peculiar habil of 
coming to life again.” This was six years ago. The carbon 
works, we are glad to say, are not shut, nor, judging from 
Mr. Byng’s comment of Monday last, are they at all likely to 
be; Mr. Byng has protected them for himself! | 


Mr. ©. Byng's speech delivered July, 1904. See E.R., July 29th, 1904. 


Speaking of the electrical industry, of which he knew every 
detail, he would say that he did not believe tbat the vsers of 
electricity would have to pay any higher prices than they were 
paying now; on the contrary, if they continued free imports, the 
user would have to pay increasing prices, because the competition 
of the home manufacturer would grow less and less. He could submit 
proofs of that contention, which would stow tbat in many instances 
foreigners were obtaining enormous profits through lack of English 
competition, and tbat home competition under Protection would be 
so great that it would be impossible for any manufacturer to take 
more than bis ordinary legitimate share of profit. 


A shareholder asked— 

" Was it to be understood that the policy of the compsny 

would fail if we did not have Protection?“ 
Mr, Byng replicd — 

"The policy of the company was at present based on the 
supposition that Protection would come. If it did not come 
within five years they would have to discharge hundreds 
and thousands of workmen.” 


The five years have elapsed, the company is still proud of 
its achievemente, and the hundreds and thousands of work- 
men are presumably still at work. 


Mr. G. Bımg's speech, delivered at the Annual Meeting in July, 
1906. Sce E R., July 27th, 1906. 


He cou'd rot pretend to be satisfied with ihe profits which the 
company had been able to make during the last years. . . . Those 
who knew the inner working of the business could testify tbat they 
had no dead weigbt—there was not a man in their employ who was 
not a wo king man. There was not a single machine in their vast 
factories that did not turn and work during 53 hours of the week. 
There was not a space in their warehouses that was not utilised. It 
could not be due to any internal deficiency, to any circumstance 
over which they had direct control that the capital invested did not 
produce a more satiefactory return. There must be some otber 
reasons, and one, to his mind, was & most important cause of tbe 
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present inability of their factories—as, indeed, of many other 


concerns in the country—to work at an adequate profit. Every 
one of the articles they manufactured had to be sold here, and 
everywhere, in competition with international manufacturers. 
These manufacturers were assisted by their Government—they 
were not. | 

At this meeting a shareholder remarked that the company 
was earning 10 per cent., but did not divide up to the hilt. 
He thought the chairman took an unduly gloomy view of 
the prosperity of the industry. He was glad the chairman 
had recovered his usual bealth. | d 

We hope that the current year will be even more successful 
than the past has been for the G.E.C., and that in spite of 
all its chairman’s fears for the general business of the 
country, he, at least, will next year be able to tell us of still 
further extending works, more hands employed, and 
bigger profita—to distribute as increased ordinary dividend. 


£ 


PARLIAMENTARY. 


L.C.C. Tramways and Improvements Bill. 


On Wednesday, July 14th, the Select Committee of the House of 
Lords, presided over by Lord Clifford of Ohudleigh, commenced 
the consideration of this Bill. The measure has already passed the 
House of Commons. Mn. Haskins Porrock, K.C., for the L. C. C., 
explained that the Bill was unopposed on various points, and he 
proposed to deal with that section of the Bill which authorised the 
extension of the tramways down Farringdon Road toa point just 
by Charterhouse Street. This proposal was opposed by the Great 
Northern Railway Co., who contended that it would cause a oon- 
gestion of traffic outside their goods station in the- Farringdon 
Road. Evidence having been given in support of the Bill, the 
Committee adjourned. 

On SOMMA July 15th, the Committee continued the considera- 
tion of the Bill. 

Evidence was given on behalf of the Great Northern Railway 
and the costermongers. | 

The Committee decided to allow the tramway to be constructed 
down the Farringdon Road to a point just north of Charles Strect. 

The case was then proceeded with for the reconstruction of the 
Highgate Hill tramways. 


Мв. PorLock, K.O., explained that it was proposed to oe aid 
and. to 


the existing cable line, under agreement, for £13,000, 
reconstruct it and widen the track in some parts at a cost of 
£41,000. The proposal was opposed by Ma. T. ВгохнАм, the free- 
hold owner of Fairseat House, which it was proposed to acauire. 

Evidence having been given on either side, the Committee found 
the preamble proved, but were of opinion that not more of Fairseat 
House and grounds should be acquired within the limits of 
deviation than such portion as might be required for the widening 
of the road. 

Мв. PorLock asked to be allowed to consult his clients, and the 
mstter was adjourned. | 

Other parts of the Bill which are not opposed were formally 
proved, and the Committee adjourned till Monday. 


Gateshead and District Tramway Bill. 


Tur Bill came before Mr. Emmott's Committee of the House of 
Commons on Unopposed Bills on Thursday, July 15th, the object 
being to authorise the construction of new tramways, &c. 

MR. Kp (Parliamentary Agent) said the Bill had already 
passed the House of Lords, and had been amended to give effect to 
several uirements of the Local Government Board and the 
Board of е. There was, however, one clause which Мв, 
Моон had suggested, which the promoters did not want to insert. 

Ма. Moon, К.С. (Speaker's Counsel) said this was а case in 
which the promoters, who were a tramway company, proposed o 
take power to substitute for their tramways the trackless trolley 
system, and if that was introduced, then, under the Bill, the 
local authority had no power of purchasing the equipment, so that 
their power of purchase of what was virtually a tramway was 
practically taken away. He pointed this out, and Мв. KENNEDY 
said he would consult his clients as to whether they would accept 
an amendment giving the local authority power of purchase, but 
he now said they would not accept it. He had communicated 


with the Local Government Board in order to ascertain what the . 


views of that department were, but unfortunately Mr. Boyce was 
ill, and he bad not heard what their views were. He had also 
communicated with the authorities of the House of Lords, but they 
were not aware when the Bill passsed through their House that the 
effect would be practically to discharge the power of the local 
authority for purchasing the equipment. He suggested that they 
should adjourn the consideration of the Bill until they had 
consulted the Local Government Board. 

Mn. Kaxwupy pointed out that the clause in question was agreed 
to by the Board of Trade, and the Bill and clause were in a form 
which had been agreed to by the local authority, for the powers 


i 


could only be exercised subject to their consent. The local 
authority did not want, through that Bill, to be committed to the 
acquisition of the trackless trolley system. The promoters had, 
at the request of the local authorities, excluded the clauses from 
the tramway provisions, and they did not want to be under the 
obligation of acquiring the overhead equipment. As the clause 


stood, the company could not install the system without the 


consent of the local authority, who would be able to make such 


conditions as they chose with regard to purchase. That would be 
better than tying the hands of the authority with regard to the 
future of this system. ur | 

The CBAIBMAN said it was no use arguing the matter that day, 
as they were not in a position to settle the clause. 


The consideration of the Bill was then adjourned. 


Electric Lighting Acts (Amendment) Bill. 


Stanpinc Committee C of the House of Commons sat on Tuesday 


(there not being a sufficient attendance on the day arranged for last 


week) under the chairmanship of Sim Francis CHAN, to 
consider the above Government Bill. 

Clause (1) as follows was agreed to without discussion :—(1) “ The 
Board of Trade may by Provisional Order authorise any local 
authority, company, or person, who is authorised by the same or any 
previous Provisional Order or by Act of Parliament to supply elec- 
tricity in any area, to acquire compulsorily, or to use, for the purpose 
of a generating station, any land specified in the Order, whether 


situated within or without the area of supply, and, in the case of a 


local authority, whether situated within or without their district. 
(2) For the purpose of the acquisition of land authorised to be 
taken compulsorily under any such Provisional Order, the provisions 
of the Land Olauses Acts which relate to the purchase and teking 
of lands otherwise than by agreement, and to the any upon lands 
by the promoters of the undertaking, are, subject to the modifica- 
tions set out in the First Schedule to this Act, incorporated with 
the Electric Lighting Acts, as well as the provisions of those Acts 
already so incorporated by the Electric Lighting Act, 1882. (3) 
Rules made by the Board of Trade under Sec. 5 of the Electric 
Lighting Act, 1882, shall provide for proper notice being given of 
an application for a Provisional Order, by which it is proposed to 
authorise the compulsory acquisition or use of land for the purpose 
of a generating station, to owners, lessees, and occupiers of land, 
and also for public notice being given of the proposal by 
advertisement." | | 

` Clause (2) was as follows:—'' It shall not be lawful for any 
undertskers after the passing of this Act, except with the consent 
of the Board of Trade, to construct any generating station on any 
land acquired by them after March 31st, 1909, unless the construc- 
tion is authorised and the land is specified in a special Act or 
Provisional Order, and the Board of Trade shall not in any ease 


give such consent until notice has been given, by advertisement or 


otherwise, as the Board of Trade may direct, to owners and lessees 
of land situate within 300 yards of the land upon which the 
generating station is to be constructed, and an opportunity bas 
been given to those owners and lessees of ttating any objections 
they may have thereto.” | 

Mn. А. Н. Scorr moved, after the word “ direct,” to add to 
the local authority of the district in which the land is situate, 
and » — 

Мв. H. J. Tennant, the Parliamentary Secretary to the Board 
of Trade, who is in charge of the Bill, asked the Committee not to 
accept the smendment, which he said was, he supposed, moved in 
the interests of the inhabitants of a district. The Government did 
not think it was necessary to give notice of the erection of a 
generating station to the local authority ifically. If the clauce 
was left as drafted, local authorities would have all the protection 
they required in their capacity as owners of land. 

Мв. Scorr said he considered it very necessary that those notices 
should be sent to the local authority. Mn. Tennant remarked that 


his hon. friend's purpose was really met by the words in the clause 


"to owners and lessees of land.” That would include local 
authorities, where they were the owners of parks or other lands.— 


Mr. Scott next moved to delete the word “ land” from the clause 
and inseit “ dwelling houses.” Mr. Tennant said the amendment 
was really a restrictive one. Surely where there were dwelling 
houses there must of necessity be land ?—The amendment was by 
leave withdrawn. | 

Мв. Scorr then proposed to substitute the words such local 
authorities" for the word “those” in the clause, and it was agreed to. 

Mn. Scorr moved to add to the clause, “This section shall not, 
apply to any station for transforming, converting or distributing 

ectrical energy." Мв. Tumwant accepted the addition on behalf 
of the Government, and the clause, as amended, was agreed to. 

Clause (3), as follows, was adopted without discussion :—'' For 
the purpose of enabling electricity to be brought into an area of 
supply from a generating station belonging to any undertakers 
outeide that area, the Board of Trade may by Provisional Order 
apply to any roads, railways о? tramways situated outside that 
area the provisions of the Electric Lighting Acts which authorise, 
or enable the Board of Trade to authorise, the breaking-up of any 
road, railway or tramway, so far as those provisions do not already 
so apply: Provided that a Provisional Order authorising tke 
ing-up of roads outside the area of supply shall not be granted 
by the Board of Trade except with the consent of the local 
authority in whose district the road is situate, unless the Board of 
Trade in any case in which the consent of any such local authority 
is refused are of opinion that, having regard to all the circum- 
stances of the case, such consent ought to be dispensed with, and in 


Р 


„The amendment was carried. 
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that case they shall make a росы report to Parliament stating the 
grounds on which they have dispensed with the consent.“ 

Clause (4) is as follows :— 

(1) The Board of Trade, unless they are of opinion that, by reason 
of the character or magnitude of the proposed under‘aking, the 
matter ought to be dealt with by private Bill, may by Provisional 
Order— | 

(а) Authorise any local authority or company tosupply elec- 
tricity in bulk; . | 

(b) provide for any supply so authorised being compulsory ; and 

(c) make such other provisions as appear to them necessary for 
adapting the Electric Lighting Acts to any case where a local 
authority or company. are authorised to supply electricity in bulk, 
including the application to roads, railways, and tramways along 
the route along which lines are authorised to be laid for the p se 
of giving the supply in bulk of the provisions of those Acts which 
authorise or enable the Board of Trade to authorise the breaking-up 
of any road, railway, or tramway. | ; 

(2) If the Board of Trade refuse to grant a Provisional Order 
under this section, on the ground that the matter ought to be dealt 
with by a private Bill, the notices published and served for the 
purposes of the proposed order shall, subject to standing orders, be 
held to have been published and served for a private Bill applying 
for similar powers : | 

Provided that the applicants for the order sball by notice served 
in the prescribed manner and within the prescribed time inform 
all opponents of their intention to proceed by way of private Bill, 
and, subject to standing orders, the application for a Provisional 
Order shall be deemed and taken to be a petition for leave to bring 
in a private Bill, and the applicants shall also give such additional 
notice (if any) as may be required by standing orders. 

(3) The Board of Trade may, if they think fit, by order authorise 
any undertakers to supply electricity in bulk to any other under- 
takers upon such terms and subject to such conditions as may be 
specified in the order, if the supply can be given without breaking 
up atiy streets except such as the undertakers giving or the 
undertakers receiving the supply are authorised to break up; but 
the Board of Trade shall not in any case make such an order until 
notice of the intention to make the order has been given by 
advertisement or otherwise аз the Board of Trade may direct, and 
an opportunity has been given to any person who appears to the 
Board to be affected of stating any objections he may have thereto. 

Mz. Scorr proposed the addition of the following words at the 
end of Sub-section (с) : —" Provided that a Provisional Order 
authorising the breaking-up of roads outside the area of supply of 
the local authority or company by whom the supply is to be given 
shall not be granted by the Board of Trade except with the consent 
of the local authority in whose district the road is situate, unless 
the Board of Trade in any case in which the consent of any such 
local authority is refused are of opinion that, having regard to all 
the circumstances of the case, such consent ought to be dispensed 
with, and in that case they sball make a special report to Parlia- 
ment stating the ground on which they have dispensed with the 
consent." | | 

Ма. Tennant expressed his willingness to accept the amend- 
ment. | 

MR, ABEL SurrH said it was not clear what the local authority 
really was. 


Мв. TENNART said it was the local authority, whoever that 


authority might be, and not the county authority. In a rural 
district it would be the rural district council, and in an urban 
district the urban dístrict council. 

Мв. ABEL бмттн : But what about the case of a county borough ? 

Mr, Tennant replied that it was not the county council. 

Mr, Hunpenson said he did not like the amendment at all. It 
might very well happen that a small country authority might put 
great difficulties in the way of a company coming into its area for 
the supply of electricity, and might be able to stop the public 
from getting a supply where it was very much wanted. He thought 
the power should remain with the Board of Trade, as at present. 

Мв. Tennant said the answer to that objection was that it was 
not an absolute consent — only a provisional consent. Sometimes 
the local authority said that they did not get all they wanted, and 
sometimes it was the undertakers. He wanted to hold the balance 
fairly between the two. He was informed that the county authority 
was created under the Act of 1889, so that he did not think there 
was any ground for fear tbat their power would be over-ridden by 
the urban or rural district authority. 


( To be continued.) 


Third Readings.—In the House of Lords on July 19th the 
Torquay and Paignton Tramways Bill, Folkestone, Sandgate and 
Hythe Tramways Bill, and the Oxford and District Tramways Bill 
were read a third time and passed. On July 15th, the North East 
London Railway Bill passed ita third reading. 


Long-Firm Frauds.—At Bolton Quarter Sessione, on 
July 15th, Thos. Brock Conway, alias Geo. Wilson, and Robert 
Bullock, alias Johnson, were indicted for conspiring to obtain 
goods by false pretences, including two motors from the Rhodes 
Motor Co., of Manchester. The accused traded at 11, Church 
Wharf, Bolton, under the style of Wilson & Co., and were arrested 
at Sheffield, where they were carrying on business under the name 
of G. R. Holmes Bullock was sentenced to 12 months’ bard labour, 
and Conway to nine months. 


LEGAL. 


HALL. v. Magcosr's Wrmevess TgnEBGBRAPH Co. 


THIS case, which came before Mr. Justice Ridley in the King’s 
Bench Division last week, was an action by Mr. H. C. Hall against 
the defendants for damages for breach of contra-t. The plaintiff's 
case was that by an agreement dated April 8tb, 1908, when he was 
retiring from the directorship of the defendant oompany, the com- 
pany agreed for certain considerations to allot issue to him 
before May 7th, 1908, 10,000 fully-paid shares of £1 each in the 
company, and to use their best endeavours to procure a quotation 
for them on the London Stock Exchange. The shares were allotted, 
bat the plaintiff alleged that the defendants, in order to prevent 
the shares from being sold pending an issae of 250,000 preference 
shares which they were bringing out, took no steps to get the 
special settlement till about May 30th. In the result plaintiff's 
shares were eventually sold for a price lower than he would have 
otherwise obtained, and plaintiff alleged that the loss he had 
suffered was about £2,583. At the conclusion of the arguments of 
counsel, his Lordship held that on the construction of the agree- 
ment the plaintiff had no case, and entered judgment for the 
defendants, with costs. His Lordship said he was of opinion that 
the plaintiff had suffered no damage, as the shares were at the 
present time at a higher price than they were in May and June. 


Tap UxbBBIDOE AND Disrraior Югжоствіс SuePLY Co., Lan. 


In the Companies’ Winding-Up Court on Tuesday, Mr. Justice 
Neville heard a motion by the Metropolitan Electric Supply Co., 
Ltd., on behalf of themselves and all other debenture-holdera for 
the appointment of a Receiver of the Uxbridge and District 
Electric Supply Co., Ltd. 

Мв. BBAMWELL Davis, K.C., in support of the motion, said that 
some time ago a petition was presented for winding up the defen- 
dant company, and that petition had been granted. A liquidator 
was appoinfed who was carrying on the business, but it was felt. 
that the company could only be successfully carried on if fresh 
capital was forthcoming. Fresh capital could only be raised by a 
receiver in the debenture-holders’ action. The debenture-holders’ 
security had crystallised and a receiver had been appointed, bat 
owing to the liquidation it was necessary before he could do any- 
thing that he should be appoioted a Receiver of the Ccurt. 
Counsel understood that the point would be taken that this being a 
Statutory undertaking, no Receiver could be appointed. There 
was, however, authority against that proposition, though, no doubt, 
with regard to & company having statutory obligations creditors 
could not obtain a manager. 

Мв. PRTERSON, K.O., for the liquidator, said he did not propose 
to take that point. His case was that a receiver was unnecessary. 

His LonpsHiP said it seemed to him that the only effect of 
appointing a receiver would be to prevent the liquidator carrying 
on the business. 

Мв. BaamweE cy Davis said they had no wish to do that, and he 


did not think the appointment would have that effect. The receiver 


would only get the net rents. 

His LonpsHiP: Then it seems to me the appointment of a 
receiver is useless. | 

Мв. BBAMWELL submitted that it was necessary, in order that the 
capital required could be raised. 

Мв. PzTEBsOX did not think that was so, but he was willing that 
the Official Receiver who was now actíng as liquidator should be 
appointed receiver. | 

в. BRAMWELL said that would satisfy him, and his LonpaHrP 
accordingly appointed the Official Receiver to be receiver in the 
debenture-holders’ action until further order. 


CowsofipATED NICKEL, Tin anD СоррЕВ Mixes, Lrp., r. 
Crompton & Co., LTD. 


Мв. Мов MackENZIB, the Official Receiver, on Friday last 
delivered his considered judgment in this case, the facts of which 
and the evidence bave been reported in the ErECTBRICAL Review. 

The OrricianL REFEBREE, in delivering judgment, said the 
action was brought by the plaintiffs against tbe defendants for 
damages for breach of contract to supply electrical pumping plant 
in accordance with the terms of a specification which was accepted. 
The licence which was granted for workiog tbe Wheal Busy mine 
contained a provision that the licensees were to erect on the site 
of the mine a pump capable of pumping 1,000 gallons of water per 
minute at a depth of 120 ft. Plaintiffs’ case was that the 
defendants agreed to supply such a pump, and failed to do so 
within the time sgreed or at all. Plaintiffs informed the 
defendants of their requirements; that, in his opinion, was clear 
from the letters which passed from the defendants to Mesers. 
Worthington in 1907. The specification was for plant capable of 
delivering 1,000 gallons a minute against a total head of 120 ft. 
including friction. Plaintiffs bad the right to expect, and to 
believe, that their contractors were offering to them a plant 
capable of performing that work, and he (the Referee) 
finally decided that that was the contract. Defendants 
undertook to supply plant consisting particularly of a 
gas engine, alternator, producer and pamp; under the 
terms of the contract it was to be delivered, erected, and set up not 
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deter than May 24th, 1907, and there was to be a forfeit by the 
defendants of a penalty of 1 per cent. of the contract price (which 
was £1,640) per week for tbe first three weeks after the date for 
completion, and 10 per cent. of $he contract price per week after- 
wards for each week after the date for completion stated in the 
contract had passed, and it was also stated in the contract that this 
forfeit was not to be enforced if the delay was due to causes outside 
the defendants’ control. There was delay, and the point he had 
then to consider was whether that forfeit he had mentioned was a 
ty or liquidated damages. In his opinion it was clearly 
quidated damages. The result of delay in delivery as regarded 
Joss and damage being uncertain, plaintiffs had pre-estimated what 
the amount of the damage was to be. There were expressions in 
letters in April, 1907, which showed that the defendants 
were aware that the penalty of delay would be very heavy. 
Defendants purchased the pump from Messrs. Worthingten, 
a firm. ef great eminence, but they would not bind themselves 


to any particalar date of delivery. Messrs. Worthington did not . 


make the pump themeelves in England, but employed a German 
firm of manufacturers to make it, and, according to the practice in 
Germany, part of the work was sub-contracted by the German mant- 
facturers to another firm. Defendants said that the delay which 
bad occurred was due to causes beyond their control. In his (the 
Referee's) opinion, that was clearly not so, and he therefore found 
that the delay was not due to causes beyond the cor trol of the 
defendants. | 

The learned OrrictaL REFERER having referred to the evidence 
oh the question of delay, taid he had upon his findings of fact to 
consider what the damages recoverable by the plaintiffs were. He 
considered that, with regard to delay up to October 19tb, the 
plaintiffs were entitled to damages in respect of the diminution in 
value between the installation which they contracted for and the 
installation which they got. That diminution in value must be, 
from the evidence that he had received, more or Jess a matter of 
conjecture, but he assessed it at £100. He assessed the liquidated 
damages for delay at £2,200 and a further aum of £500 for damages 
after the plant was set up. Deducting these sume from certain 
items in the defendante’ counterclaim, which the plaintiffs 
admitted, there world be judgment for the plaintiffa for £1,738 19e., 
with the costs ofthe action. | 


THE BRITISH ALUMINIUM Co., Lip. 


Ix the Obancery Division on Saturday, Julv 17th, Ms. KIRBY, on 
behalf of the plaintiffs, formally applied to Mr. Justice Warrington 
for judgment in the debenture: holders’ action, Morrison and others 
v. the British Aluminium Co., Ltd. Counsel asked that the usual 
accounts and inquiries should be ordered, and also that the trust 
should be executed by the Court. | 
His LonpsBrP gave the usual judgment in а debenture-holders’ 
Action, including the order asked. ; 
-` Two petitions, the first presented by Dick, Kerr & Co., Ltd., of 
Lendon, and the second by A. Schonfield & Co., of Glasgow, for 
the winding up of the British Aluminium Co., Ltd., were before 
‘Mr. Justice Neville in the Winding-Up Court on Tuesday last. 
. Ma. Мавтагт, K. C., who т ented the first petitioners, raid 
that they were creditors for goods sold and work done to the amount 
‘of over £1,000. The Aluminium Co. was incorporated in 1894, and 
4 present capital was £1,300,000. The company bad issued two 
Series of debentures; of the first series there was £123,900 
outstanding and of the second £875,600 outstanding. In Jone 
last the debenture-holders commenced an action to enforce their 
Security, and on June 29th a Receiver was appointed. As regards 
the company the case was simple. The petitioner’s debt was un- 
ed, the company could not pay, and therefore the petitioner 
was entitled to a winding-up order. An affidavit had, however, 
been filed on behalf of the company, in which it was stated that 
the assets were largely in excess of the debenture debt. The com- 
peny's business was improving, and a scheme for reconstruction, 
which he supposed. would provide for the payment of the 
unsecured creditors in full, was in course of preparation. 
Tbe Receiver had made an affidavit, in which he stated 
that owing to his recent appointment he had not 
yet bad time to go into the company's affairs. The petition was 
opposed by a large number of debenture-holders, sharebolders, and 
creditors, Under those circumstances the petitioners, who, of 
course, were only desircus of obtaining payment, bad no ot jection 
to the matter being adjourned in order to see if something could 
Lite Loree. че ун veri that bis petition ehould stand over 
e second petition day in next sittings, if the second petition 
also stood over. j А d E 
` Mz. Srrwanr Бмітн, К.О, for the second petitioners, said they 
“were unrecured creditors on dishonoured bills of exchange, and they 
hed no objection to the proposed ad jcurnment. 
Otber counsel for creditors and debenture-holders supported an 
adjournment, | 
IB. Үосмавв, K.C., for tbe company, said he could not deny 
the petitioner's right to an order, but it seemed for the benefit of 
‘everyone that some arrangement should be cometo. The company 
had pot in evidence certain facts which showed every indication of 
ite bsving s prosperous career, and a winding up was opposed by 
‘the preponderanca of creditors, The assets of the company were 
very large—over 2, 241, 000 — but their, work was in a more or less 
experimental stage. They had, however, turned the corner, and 
they were now earning sufficient to pay the interest on the deben- 
tures. Their business was that of making aluminium by an elec- 
frolytic process in which water-power was largely used, and they 
had now large works on Loch Leven and elsewhere in Scotland. 


It was thought that the company would be a very great success, 


but at present, owing to tbe works taking longer to complete 
than was originally anticipated, they found themselves in an 
embarrassed poeition. 

Мв. HawitTosm, K.O., for unsecured creditors to the amount of 
£123,000 odd, also supported an adjournment, and, there being ne 
opposition, his Lordship allowed both petitions to stand over until 


. the second petition day in next sittings. 


W. R. Svkms ĪNTERLOCEING Bianan Co., Lro, v. MKB Z IE AND 
HorLasp, LTD. i 


In the Chancery Division, cn Thursday last week, Mr. Justice 
Parker heard tbis action by which the plaintiffs sought an injanc- 
tion to restrain the defendants, à Worcester company of signal and 
railway engineera, from representing that they were licensees of the 
Sykes patent block and electric interlocking signal patente, or 
that they were in any way connected with the plaintiff company. 

Mr. Gore. Browne, K.C , and Mr. Shaw appeared for the plaintiffs, 


and Mr. Mark Homer, K.O., and Mr. Ashworth James for the 
defendants, 


In opening the case, Мв. Gons Browns said that the plaintiffs 


were the owners of a system of block and electric signalling, certain 
patents in respect of which had ceased to exist. At one time the 
defendants were licensees of the Sykes patente, and were the 
Poo agents for the Sykes system of block and electric inter- 
ocking signals. Their rights as to England, however, expired in 
1903, and their rights in the Colonies in 1905. In September of 
1907 the plaintiffs noticed an advertisement in the Railway Times 
to the effect that the defendants were the sole licensees of the 
system, and they thereupon wrote to the defendants, who promised 
that the advertisement should be withdrawn. Consequently, no 
further action was taken in the matter at the time. In 1908, 


from communications the plaintiffs had from the Agent-General 


of New Zealand, they were led to believe that the 
defendants were still representing themselves as the agents 
of the Sykes system, and in August of that year they 
again communicated with them. The defendants replied that 
through inadvertence the statement. complained of had not 
been removed from the letter paper in New Zealand, but they 
were cabling out instructions to set the matter right; ae, however, 
they said the Sykes system was no longer in existence, they denied 
any liability. The matter again dropped, but in November, 1908, 
the plaintiffs found that the advertisement originally complained of 
was appearing in the Railway Official Gasette, that advertisement 
containing the statement that McKenzie & Holland, Ltd., of 
Worcester, were the sole licensees of Sykes block and electric 


. interlocking signals. Having had the defendants’ assurance that the 


offending statement would be withdrawn in 1907, and finding the 
advertisement was being continued in 1908, the plaintiffs issued the 
writ in the present action in December, 1908. They asked for an 
injunction to restrain the defendants from representing themselves 
as the sole licensses or licensees of the Sykes patent block and 
electric signal system, or that they were otherwise connected in 
business with the plaintiff company. - 

Мв. Romer said that he admitted that the defendants were not 
entitled to represent. themselves as the licensees of the Sykes 
patents, though he did not admit that the plaintiffs were entitled 
to restrain them from using the word “Sykes.” Under those 
circumstances he was wil to submit to an order in a limited 
form, and to pay the oosts of the action. AM 

Мв. doge Baownz said the plaintiffs were willing to take an 
order in the terms offered. 

Ма. Romar desired to say that the reason the defendante offered 
to pay the costs, was that they felt it was through their carelessness 


that the advertisement was not withdrawn, and under the circum- 


stances, the plaintiffs were justified in bringing their action. 
His Lonpsurp made an order in the modified terms agreed upon 


WOBEKMEN'8 COMPENSATION, 


Ox Tuesday, in the Marylebone County Court, before Jndge Bray 
Joseph Ooffey, labourer, of 16, Ethelred Street, Kennington, 
applied for an award under the Workmen's Compensation Act, the 
—' being the. Westminster Electric Supply Corporation. 
Coffey, it- appeared, was engaged, with other labourers, cutting a 
trench, on December 9th, 1908, in Bryanston Place, W., when he 
into a hole,a depth of some 12 ft., and severely injured his face, 
arms, legs, shoulder and ribs, which totally incapacitated him from 
work for a long period. His average earnings were 29s. a week, 
and half of this amount he now claimed. | 

His Honour awarded the applicant £18 15s., with costs on the 
higher scale, these not to exceed £15. 


Walking Contest.—The employés respectively of the 
Birkenhead and the Wallasey municipal tramway and electricity 
departments held their annual walking contest on Saturday last over 
a course of about nine miles, from the Tramwaymen’s Club, Argyle 
Street, Birkenhead, to the headquarters of the Wallasey tramway- 
men in Seaview Road, Liscard. The Wallasey competitors proved 
the winners. 


\ 
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BUSINESS NOTES. 


Restoration of Patent Refused.—The Comptroller- 
General of Patents has dismissed the application of André Blondel 
for the restoration of patent No. 15,527, of 1902, for Improve- 
ments in or relating to wireless telephony." 


Fire Extinction.—Messrs. Lunp BROS. & Co., of 
78 and 80, Queen Victoria Street, E.C., the well-known electrical 
contractors, have sent us particulars of their ' Ready" patent 
system for fire extinction, which is intended for “first aid.” 
Essentially 16 consists of 40-gallon steel vessels full of water, 
situated at various points in a building, and provided with hosing 
and nozzles ; these are connected by small copper pipes to á reservoir 
of compressed air, which is charged by hand, but there isa valve at 
each water vessel which prevents the pressure being applied to the 
water until an emergency arises. On opening this valve a 60-ft. 
jet is produced, lasting for 64 minutes. Air leakage is prevented 
by the mode of construction, and an alarm can easily be attached, 
which ringa when the preasure is reduced by bringing the apparatus 
into operation af any point. 

Book . Notices. — Metric Tables.’ By Sir G. L. 
Molesworth. London: E. & F. N Spon, Ltd. 1909. Price 2e. net. 

* Making Wireless Outfits.“ By N. Harrison. London: E. and 
F. N. Spon, Ltd. 1909. Price 18. 6d. net. 

" Circuits and Diagrams.“ Part II. By N. H. Schneider. 
London: E. & F. N. Spon, Ltd. 1909. Price 18. 6d. net. 

Proceedings of the American Institute of Electrical Engineers.” 
Vol XXVIII, No. 7. July, 1909, containing the papers read at 
the Annual Convention, June 28th—July lst. New York: The 
Institute. Price $1. | 


“The Gas, Petrol and Oil Engine.” By D. Clerk: Vol. I. 
London: Longmans, Green & Co. 1909. Price 12s. 6d. net. 
" Journal of the Western Society of Engineers" Vol. XIV, 


No. 3. June, 1909. Chicago: The Society. Price 50 c. 
Transactions of the North-Eest Coast Institution of Engineers 


and Shipbuilders.” Vol. XXV. Parts 7 and 8. July, 1909. 
London: Andrew Reid & Co. 
“The Physical Review.” Vol. XXVIII, No. 6. June, 1909. 


‘London: Macmillan & Oo. 

Exhibitions.—Jronmongery and Hardware Trades’ 
Exhibition,—This Exhibition at the Royal Agricultural Hall, 
Islington, closes to-day (Friday). There are a few exhibits of 
electrical and allied interest. Messrs. C. Toope & Son, of Stepney 
Square, High Street, Stepney, E., bave among other manufactures 
on view, their non-conducting coverings for steam pipes and other 
hot surfaces, including corrugated asbestos pipe covering, wire 
space asbestos covering, asbestos coverings for Я дер, é&c., 
such as they have supplied for several electricity works, including 
Wood Lane generating station, and the Stepney electricity works ; 
Messers. Fredk. Braby & Co., Ltd., of Euston Road, show oopper, 
steel, and aluminium manufactures, and aluminium galvanising 
paint; Messrs. Palmer & Oo., of 35, Vittoria Street, Birmingham, 
as well as a variety of polishing and plating materials, exhibit 
their plating dynamos as used in some of the largest works in this 
country, and their patent ''Silverite" nickel anode which is cast 
in one furnace within another, it being taken out of the ianer 
furnace and poured while in the larger one, the effect being that it 
wears to а knife edge instead of crumblirg to pieces. The Albany 
Engineering Oo., Ltd., of Ossory Road, Old Kent Road, S. E., have 
a good collection of electric fans of all types, such as they make up 
to 616. diameter. It is claimed that, owing to the shape of the 
propeller blades, the air is thrown off the centre, no draft being 
made at the ends of the fans. The firm's rotary pumps, electrically 
driven, such as are supplied to the Admiralty and others, are also 
in evidence. On the same stand, Mr. Wintour H. Phelps, of 
Teddington, 8.W., shows for the first time his electric motor-driven 
"Nuklena " vacuum cleaner. An interesting exhibit is that of 
Smoke Consumption Ltd., of 82, Victoria Street, S.W., who show 
Cowper-Cole's patent Caloriser for applying in the furnaces 
of Lancashire and other boilers, and give a demonstration by means 
of a small model furnace, &с., of the smoke consuming capabilities 
of the appliance. A certain length of the flue behind the bridge is 
lined with bricks made of a material which becomes incandescent 
more readily and at a lower temperature than ordinary fireclay. 
At the end of this space a combustion wall is built right scross the 
flue, having a large square aperture serving as a manhole, and built 
up of a number of specially-formed “ Oaloriser ” tiles. Ав the 
gases evolved from the fine pass over a narrow opening above the 
bridge, they expand into the large and highly heated space between 
the bridge and the combustion wall, and become well mixed, owing 
to the retardation of their velocity before passing finally between 
the incandescent tiles which form the combustion wall. A large 
and effective exhibit of gas and electric lighting and bell and other 
electrica] manufactures is shown by Mesers. Falk, Stadelmann and 
Co., Ltd. of Farringdon Road, E.C.; the “Eferca” metallic- 
filament lamps making a brilliant display. The Harquin Pendant 
Co., of 136, Kentish Town Road, N.W., have on show their patent 
electric pendant and cord-asbsorbing and other fittings. Messrs. 
W. Canning & Co., of Great Hampton Street, Birmingham, have a 
large and well-arranged stand which catches the eye immediately 
one enters the Hall, where their electro-plating and polishing 
machines, plating dynamos, motor-generators, electric motor 
polishers, and other manufactures may be seen. 

The White City Exhibition.—We went to visit this Exhibition at 
Bhepherd's Bush the other day, in complete ignorance as to the 
extent and character of the engineering and electrical exhibits, 


excepting that we knew that the Simplex Conduits “ Electric 
Home" display was well worth seeing. Our impressions of this 
we have already published. As to the other exhibits, well—they 
require only brief mention, for compared fo last year, they occupy 
very little space indeed. By far the largest is that of the rie жеп 
Coles Engineering Co., Ltd. It is an instructive exbibit of their 
electro-deposition and electro-galvanising processes, and other 
plant, and we may allude further to it in a later issue. Messrs. 
Babcock & Wilcox, Ltd., have a model of their boiler surrounded 
by a wilderness of open space, which might have been occupied by 
other stands if, we suppose, exhibitors conld have been obtained. 
Not far away there is a joint exhibit by several contracting firms, 
showing a section of the Central London Railway tube with a coach 
standing therein. The Norwegian Nitrate Works, Ltd., of Christiania, 
are present to draw attention to their manufacture of atmospheric 
nitrogen by electricity. The Western Electric Co.'s stand consists 
of a large neat show-case containing epecimens of their telephone 
cables and instruments, and other menufactures. Electric lighting 
fittings are exhibited by Messers. Tredegar & Oo., and electro- medical 
apparatus (Holmquist) is displayed by the Regent Electric Co., Ltd. 
In addition to the foregoing, some other stands were still erecting 
at the time of our visit—perhaps they will be electrical, perhaps 
not, and may be they are intended for next year’s Japanese 
Exhibition. 


Trade Announcements.—Tuk BRITISH INSULATED 
AND HELSBY CaBLES, LTD, of Montreal, have sold their interests 
in Canada to the Cayapian DBarriSH IssuLATED Co., L, 
Montreal. : 

Messrs. F. C. Enry & Co, electrical contractors, have removed 
from Ludgate Hill, where tbey have been for the last 16 years, to 
larger premises situated at 25, Warwick Lane, E. O. Their tele- 
phone number ів unaltered—viz., 2,547 Central.“ 

Tum MipraND ELECTRIC MamuracTURING Co., Lro., of Bir- 
mingham, have appointed Mxssnas. Downes & DavrzS, 67, Stanley 
Street, Liverpool, as their sole agents for Lancashire and Cheshire. 

Мв. H. G. NroHoLLs, who has for several years been assistant 
general manager of the Canadian General Electric Co. and the 
Canada Foundry Co., bas resigned that position in order to go 
into business for himself. He has organised a company called 
Factory Products, Ltd., with offices in the Confederation Life 
Building, Toronto, for the purpose of acting as Canadian selling 
agents for representative manufacturers. 

Мв. Н. T. BoorHRovp announces that, in consequence of his 
parlnerehip with Mr. A. M. Hyslop having been dissolved by 
mutual consent, the business of H. T. Boothroyd, Hyslop & Co. 
has been converted into a private limited liability company ur.der 
the title H. T. Boothroyd, Ltd. The management will be under 
his personal control as sole proprietor and governing director. 


To Advertisers.— We occasionally receive advice from 
visitors who call upon us here, hailing from secluded quarters of 
the Colonies and other parts, showing that the facilities for gain- 
ing inform ation regarding what is going on a few hundred miles 
away from them are very poor. Indeed, they frequently fiod in 
our own pages matter of interest to them relating to doi 
of their Colonial brethren which has not reached them until 
we have 8:86 published it here. If this applies to editorial 
matter and among purely electrical men, it also certainly equally 
applies to advertisemente, which aim to reach the men of 
other industries who cannot be expected to know electrical 
addresses, The Colonial and foreign reader in a large land such 
as, for example, Australia, may be in absolute ignorance of the 
addresses of representatives of British firms who have branches 
more or lees in his vicinity. The point has been mentioned before, 
and we notice with interest that one of His Majesty's Trade Com- 
missioners for Australia has sent home a suggestion to British 
manufacturers to which they ehould give heed in preparing their 
advertisements for the ELECTRICAL Review. He says that where 
British firms advertise in trade newspapers which circulate out 
there, it would be of interest to prospective customera if, in 
preparing their advertisement, care were taken to give the name 
of the Australian agent, if such there be, together with the tele- 
graphic address and name of code-book adopted. We leave the 
suggestion with the electrical trade. It is a small thing, but it 
may mean all the difference in the world between getting or losing 
a contract, possibly allowing it to go to some more pushful firm in 
another country instead of coming to the old country. 


Annual Outings.— TRR Bryant TRADING SYNDICATE, 
Lrp., held the annual outing of their Metalite” lamp works staff 
on Saturday last—at the cost of the directors—when about 200 of 
the girls spent a thoroughly enjoyable day at Brighton. Sports 
were held during the morning, and some novel and appropriate com- 
petitions were introduced, such as the Metalite lamp and spoon 
race, filament counting race and potato” race with Metalite lamps 
instead of potatoes. After dinner, which was partaken of at the 
Royal Hotel, the managing director, Mr. Joseph Metcalfe, thanked 
the staff fortheir loyalservice. The prizes were tben distributed 
by Mrs. Metcalfe, who in turn was presented with a beautiful 
bouquet by the staff. 

The staff of the GoiLDFonD ELRCTRIOIrX SuPPLY Co., Lrn., held 
their fourth annual outing on Wednesday, 7th inst., when they 
journeyed to Bournemouth. The party left Guildford soon after 
6 o'clock in the morning, and immediately on arrival at Bourne- 
mouth partook of breakfast at the Wilberforce Hotel. Dinner was 
served at the London Hotel, and in the afternoon an egjoyable trip 
was made to Swanage, where tea was served. d 

On Saturday, July 17th, the employés of the electric traction 
maintenance department of the METROPOLITAN RaiLWAY Wonxs, 
Neasden, went for their first annual outing to Southsea, The party 
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assembled at the Wiltshire Lamb Hotel, where dinner was served, 
after which various toasta were proposed, and Mr. Onions in his 
speech remarked that the party was largely indebted to the 
generosity of the numerous subscribers. А short musical pro- 
gramme, provided by several of the members, followed. 

On Saturday last the annual outing of the staff of Мв. W. D. 
WiILLSON, electrician, of High Street, Croydon, was held, a journey 
being made to Stafford Woods, near Eden Bridge, by brake, where 
lunch and tea were served. The company were favoured with 
splendid weather. An afternoon cricket match and evening sports 
were, among the day's features, productive of much pleasure. On 
the journey home the brake was illuminated by Osram lamps. 

On Saturday last the employés of Messrs. Влуінав Bros., LTD., 
of Kensington and Belgravia, held their annual outing, Pangbourne, 
the spot selected on this occasion, being reached before 9 am. 
The party was 100 strong. A cricket match between the Visitors 
and Office Staff v. the Works Staff, in which the latter were 
victorious, together with sports, filled the morning’s programme, 
and at noon the party repaired to Ye Olde George Hotel. The 
weather being fine, there was no desire to prolong the speech- 
making after dinner longer than was necessary. Mr. T. S. Rowden 
proposed the toast of the employés, which was responded to by 

. F. B. Howard. The chairman, Mr. W. R. Rawlings, in 
responding to the toast of “The Firm," proposed by Mr. A. 
Hanham, remarked that owing to the unprecedented pressure of 
work in the motor department, practically the whole of that branch 
had had to remain at work, and were unable to be with them. 
He was glad to be able to report tbat, steady progress was being 
maintained by the firm, and he could not too often remind them 
that the interests of the firm and of the employés were identical. 
Mr. A. Sharp then proposed the toast of “The Chairman and 

Directors,” which was briefly responded to by the chair- 
man. Later, the launch His Majesty was boarded, and а most pleasant 
afternoon was spent admiring the delightful scenery and passing 
the time with musical and otber items. Returning to Pangbourne, 
tea was served. : 


Bankruptcy — Preceedings. — ARNOLD ROBERTS 
(Roberts Brothers), electrical engineer, Bradford.—A first dividend 
of 2s. in the £ is payable July 31st at the offices of J. H. Haley, 
29, Tyrrel Street, Bradford. 


Private Meeting.—W. J. Woopwarp (trading às the 
Vulcan Electric Co.), manufacturing electrician, 49, The Broadway, 
Stratford.—A meeting of the creditors was held on July 15th, 
when a statement of accounts as at July 9th last was presented. 
This showed liabilities amounting to £872, of which £308 was due 
to trade creditors and £521 to cash creditors, the balance of £42 
representing claims by workmen. There were preference claims 
for £46, and after providing for these the assets were expected to 
produce £85, or a deficiency of £787. It was pointed out that the 
assets had been written down by no less than 50 per cent. 
Apparently the whole of the deficiency had arisen during the last 
12 months. A balance-sheet was prepared at the end of December, 
1908, and this showed that there was little, if anything, wrong 
with the concern. For the six months ending June 30th of the 
present year there had been a net loss on the trading of £369. 
The debtor had no offer to make, and stated that he could not see 
his way to continue the business. The matter was discussed at 
some length, and eventually it was decided that the estate should 
be realised under a deed of assignment. Mr. G. Corfield, of Messrs. 
Corfield & Oripwell, accountants, Finsbury Pavement, E.C., was 
appointed to act as trustee in the matter. 


First Meeting. — WILLIAM Tuomas Harris (trading 
as W. T. Harris & Sons), electrical engineer, 460 and 464, Com- 
mercial Road, and 47; Emanuel Street, Portsmouth.— Ihe first 
meeting of the creditors in this case was held on Monday last at 
the Official Receiver's Offices, Cambridge Junction, High Street, 
Portemouth. The Official Receiver stated that there was a reason- 
able prospect of the creditors receiving 20s. in the £, and there was 
a proposal to leave the debtor some part of the business. It seemed 
as though he had had more than he could manage, but he believed 
tbe part of the business that it was desired to leave him could be 
managed by him to his profit. It was а matter for the trustee and 
the Committee. It was ultimately decided that Mr. E. W. C. 
Whittaker, of Southampton, should be the trustee, a Committee of 
Inspection being also appointed, consisting of Messrs. Johns, Grace 
and Hatchings. The following are creditors : — 


Armorduct Manufacturing Co,, Ltd., London sis 2 as £16 
Braulik, G., London.. .. .. .. .. .. .. .. 18 
Betes, W. A., Ltd., Leicester .. T sa 25 е 85 м 
Canning, W., & Со. oe ee ee ee © s. oe on eo 32 
Grace, Mrs., Ryde .. SAN oo Tee 60 
Hutchings, C., & Bon, Portsmouth 11 
Johns, Southampton = Ws " ay у» РА vs 100 
* Bankers," Portsmouth .. s = - T Vu © 297 
Ryder, Portamopth .. .. .. ws weet 40 
Vacuum Oil Co., Ltd., London .. ba x "s 995 xt 14 
Woodgate Bros., Tiverton = e 2s аа pes 2g 19 
Palmer Tyre Co., Ltd., London .. ai bie 54 is vs 10 
Fully seoured creditors  .. es vs re $ 8 T ,150 
Preferential creditors for proportion of apprenticeship 
premiums .. T 2 А А А 55 


Annual Holidays.— THE Apams MANUFACTURING Co., 
Lrp., of Bedford, announce that their works and offices will be 
closed from Saturday, July 31st, till Monday, August 9th, though 
a small staff will be retained to attend to matters of urgency. 

Tas ЕЮгиствіс AND ORDNANCE ACCESSORIES Co., LTD., of Aston, 
advise the trade that their works and offices will be closed from 
the night of Friday, July 30th, until Monday, August 9th, but a 
small staff will be in attendance to handle pressing matters. 

THe New Ввотневтох Tonge Co, Lrp., of Wolverhampton, 


state that their works and offices will be closed for holidays and . 


stocktaking from August 2nd to 7th. 


the ographer from the h 


Dissolutions and Liquidatiens.— THE Avro- 
Or4Aw CO.— The examination of the directors in this matter will 
be held before the Registrar at the Companies Winding-Up 
ae Bankruptcy Buildings, Oarey Street, on Tuesday, 
27th inst., at 2.30. | 

КЕгвствіс TaxroaB Co, Lrp.—A meeting is to be held at 
7, Hertford Street, Mayfair, W., on August 19th, to hear an account 
of the winding-up from the liquidator, Mr. W. Milne. 

TRE Lon pon ÉLECTROBUS Oo., Ltp.—A petition for the winding- 


. up of this company has been presented by Messrs. Pritchetts and 


Gold, Ltd., creditors, and is to,be heard on July 27th. 

UxsnRipGB AND Distaior ELECTRICO SuPPLY Co., Lrp.—First 
meetings of creditors and contributories are to be held at Carey 
S:reet, W.C., on July 29th. 

TH» ELEOTRICAL WORKS AND DEVELOPMENT OO., Ltp.—Oreditors 
must send particulars of their debts, &c., to the liquidator, Mr. 
R. A. Boughton, 52, Gracechurch Street, E.C., by August 31st. 

Новлвт & Elm and Н. M. Новлвт, consulting engineers, 
Oawaldestre House, Norfolk Street, W.C.—Messrs. Н. M. Hobart 
and A. G. Ellis have dissolved partnership. The address of Mr. 
‘Ellis, who retires, is now Güterstrasse 274, Basle, Switzerland. 

Mobxram & Grsson, Ltp.—The petition for the winding-up of 
this company, which came before the Court of Ohancery of the 
County Palatine:of Lancaster on July 8tb, was adjourned until 
Jnly 26th, when, in conseqnence of the shareholders having on 
June 80th resolved upon voluntary liquidation, the Court will be 
asked to continue this voluntary liquidation under the supervision 
г the Court, instead of making an order for the winding-up by the 

ourt. 

Вактонт Авс LAMP AND ENR Oo., Lrp.—Creditors 
must send the usual particulars to the liquidator, Mr. W. M. 
Whyte, 11, Queen Victoria Street, E.O., or to Mr. G. E. Corfield, 
Balfour House, Finsbury Pavement, E.O., the liquidators, by 
August 20th. | 


British Medical Association's Exhibition, Belfast.— 
Messrs. ВтЕминв Bros. & Co., LAD., of Caxton House, Westminster, 
B.W., inform us that they are showing some interesting novelties 
and improvements in electro-medical and other appliances at the 
above Exbibition. The most recent advances in X-Ray work have 
been instantaneous radiography and the produotion of unidirec- 
tional high-tension current without the aid of induction coils and 
interrupters; both these functions are fulfilled by the new Siemens 
'X-Ray outfit with rotary high-tension rectifier. The outfit com- 
prises a special transformer with sub-divided primary, which is 
connected direct to an a.c. supply; the alternating current is 
atepped up to the pressure necessary for the tube, and is then com- 
muted by means of a rectifier, which is rotated by a self-starting 
synchronous A.C. motor, algo connected direct to the mains. Where 
only a n.o. supply is available, a rotary converter is connected to 
the mains ; this generates alternating current and also rotates the 
rectifier. The chief advantages of this system are that inverse 
radiation is entirely eliminated, and the plant provides a large 
reserve of energy suitable for instantaneous radiography. 

Messrs. Siemens аге also showing one ef their new G. P. X-Ray 
outfits, which has been designed to bring the price of such apparatus 
within the means of the general practitioner, whilst the workman- 
ship and material are very high class. The outfit consists of a 16-in. 
spark induction coil, spark-gauge, switch-table and Wehnelt inter- 
rupter. Allthespparatus is mounted on a protective screen lined 
with lead, and provided with a lead-glass window. Another 
exhibit in this connection is their so-called Universal and safety pro- 
tective tube stand, a general utility apparatus for holding the patient 
securely in the standing or sitting tion, and protecting him and 
1 effects of the X-rays, while 
permitting the free movement of the fluorescent screen or dark 
slide in any direction in relation to the patient. 

Another electrical novelty exhibited by Messrs. Siemens Bros. is 
their clinical temperature recorder. This consists of a platinum 
spiral in s quartz tube, known as the “resistance thermo- 
meter,” which is inserted into a suitable part of the human body; 
a 4-volt accumulator battery ; a regulating apparatus; and a record- 
ing milli-voltmeter of the well-known Siemens type, as used for 
thermo-electrical measurements, &c. The instrument is supplied 
in two patterns, with suspended or pivoted moving coil, and both 
patterns can be provided with a slow or quick recording device. 
With this apparatus, investigations can be made over periods of 
several days, snd continuous curves obtained in order to demonstrate 
the progress of pathological cases and fhe effects of the adminstra- 
tion of drugs, &c. 

Mesers. Siemens Bros. & Oo. also exhibit radium, radio-active sub- 
stances with applicators for treatment, and radio-active earth, for 
local application, “о. 


New Tantalum UCamp.—Messrs. DRAKE & GORHAM, 
Lrp., announce that they are putting on the market a new type of 


. high-voltage tantalum lamp suitable for direct current, 200 to 230 


volts, to give 25 C P. at an efficiency of 1'7 watts per candle. It is 
supplied in either bell or spherical shape. 


Catalogues and Lists.—BritisH THomson-Hovuston 
Co., Ітр., Rugby.— Leaflet No. 2,117, giving an interesting partial 
list of Curtis steam turbines which have either been installed or 
are in course of construction. 

‘ STOLZENBERG Patent Еше Co., 50/53, Bishopsgate Street With- 
out, E.C.— Illustrated leaflet of Stolzenberg roll-top desks, with 
interchangeable fitmenta for same. 

VoRTEX PULLEY AND BELTING Co., Tower Royal, E.C.— Reduced 
price list of B B" wood-split pulleys. 

C. HERRM. FINDEISEN MASCHINEN FABRIK, Chemnitz-CGablepz. 
— Illustrated price liat, with letterpress in English and three other 
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ae relating to elestric passenger and goods lifts, travelling 
oranes, 9 R - A c 

Mrssns. J. Н. HamaATHMAN & Co., Parson's Green, Fulham, S. W. 
New price lists in the firm's well-known style of steps, ladders, 
tower ladders and other specialities of the same elass, for which 
Mr. Heathman is so well-known. . e ы 
. - Premier Югвствіс Hzarers, Lro., Ashley Street, Birmingham. 
—Two new liste bave been issued relating to the Premier flat-irons, 
kettles, &. They contain particulars and prices of a number of 
appliances introduced since the firm's first list was issued. The 
variety of irons ranges from 3 lb. to 24 lb. in weight, and the 
other mannfactures iaclude a selection of kettles, hot water jugs, 
hot plates, shaving pots, &c., including some cheap pattern kettles. 
The heating element is the “ Premier " improved strip with simpli- 
fled means of fixing, which is shown in the lists. We understand 
that the apparatus is in all cases guaranteed for 12 months, 

Тнк Lonpon Apvestisma LETTER Co., 10, Oharles Street, 
Hatton Garden, E.C.—Twelve-page. pamphlet, giving particulars 
aid prices of '' Serchlite” electric signs and electric letters for out- 
side and inside illumination. . | 

Мювзввв. A. E. Luc. Counr & Ciz, 88 92, Rue Robert, Lyon.— 
a price list in French of the " Erga" electric lifting 

e. | | | 

Messrs. ARTHUR JoPLING & Co., 10, Westmorland Build inga, 
Aldersgate Street, E. O.— List containing a description of Jopling's 
Sunny flame and Economic enclosed aro lamps, also a 44-page 
catalogue showing and giving prices of a great variety of electrical 
devices, such as lampboldere, awitches, cut-onts, ball fittings, water- 
tight fittings, flexible wires, bell indicators and accessories, 
batteries, fans, shades and so on. той 

Sun ErzoTBiCAL Co. LTD., Oharing Cross Road, W.C.—New 
catalogue Section L (12 pages) showing and stating prices of a 
variety of novel and useful designs of glass shades for electrical 
fittings, including pines for metal filament lamps, silvered glass 
reflectors, &c. ; . 
 BniTISH ЁгЕОТВ1САГ AND МАМОРАСТСВІКО Oo., 1, St. Nicholas 
Buildings, Neweastle-on-Tyne.—Oatalogue No. 424 (40 pages) 
dealing fully in a number of sections with their iron - armoured 
insulating conduit and fittings, Greenfield flexible steel-armovred 
conductors and flexible cord fittings for the latter, Greenfield 
flexible steel conduit, single and double strip types, cast-iron outlet 
and junction boxes and covers, knock-out boxes, and а great 
variety of other fittings ; also a companion pampblet giving a list 
of buildings which are wired on the Greenfield system. The com- 
pany are acting agents in the United Kingdom for the manu- 
facturers of this system, which has been in use in the United 
States for many years, and on some important installations in this 
country, 

IN DIA-RUn BR, GurTta-PERCHA AND TELEGRAPH Worxs Oo., 
LTD., Silvertown, E.—Twenty- page illustrated catalogue ard price 
list of mecbanical rubber goods, including rubber sheeting, trolley 
wheel covering, steam and suction hose, machine belting, corrugated 
matting, rubber gloves, &c. Copies of the list may be obtained on 
application by those specially interested. 

The A.E.G. ELxOrRICAL Co. or Sours Arrica, Lro., Caxton 
House, Westminster.—Batch of lists relating to various manu- 
factures, as follows :—Slow-speed three-phase motors; large three- 
phase induction motors (outputs 100 to 1,000 E P.); three, two and 
single-phase induction motors (7:5 to 100 нр.); small continuou:- 
current motors and generators (outputs up to 7 H.P. and 576 xw.) ; 
iron switch cases for pressures up to 7,500 volts; electric annealing 
and tempering plants; lift controllir g gear. All the lists are very 
complete with tabular information as to weights, prices, &c. 

Australia.—The Australian Customs authorities have 
recently given a decision to the effect that “resistance coils with 
arc lamps” are to be classified as electrical appliances under 
No. 177c of the Tariff, the duty being 20 per cent. ad valorem on 
both British and foreign manufactures. | | 


· Italy.—A new company has just been formed in Milan 
with a capital of £20,000 and the title La Società Elettrotecbnica 
Commerc'ale Italiana. The Allgemeine El«ktricitats Gesellschaft, 
of Berlin, is interested in the new undertaking. 


LIGHTING and POWER NOTES. 


Aylesford,—Mesers. Foote & Milne have informed the 
200, that they intend applying for а prov. order for electric 
light. 

Beckenham.— It has been reported to the Council that 
in two cases, occupiers of houses with free wiring installations have 
altered the installations by fixing transformers, and it has been 
decided to inform them tbat if the installations are not re- 
instated in their former condition within 14 days, or in the alter- 
native the Council's new free wiring agreement is not, s'gned, legal 
proceedings will be commenced. 


Bedford.—A letter has been received from the L. G. B. 
refusing to extend from 10 yearsthe period for the repayment of tbe 
loan recently raised for substituting electric lamps for gas lamps in 
the street lighting. 


Blairgowrie (Perthshire).—Intimation has been 
received by the T.C. from Messrs, Foote & Milne, London. that 
they are applyiag fora provisiqnal order to supply clectric ligtting 
within the hurgh area, 


Chile.—The German Consulate in Valparaiso states that 
the following concessions have been recently granted :—To the 
Société Anonyme de Métallurgie Electrotecnique du Chili, of 
Combarbellá, to utili te the river Oombarbellá for the generation of 
electric energy; to Messrs. Máximo Schmidlin and Ramon del 
Caso, of Santiago, to utilise the river Colina (province of Santiago) 
for the same purpose; and to Mesers. Luis and Osvaldo F. de 
Castro and Camilo Edwards of Tocopilla, to utilise the river Loa 
province of Antofagasta) for the generation of electric energy to 
the extent of 15,000 н.р. 


Continental Notes.—SCcANDINAVIA.-—À company has 


` recently been formed with the title Nordiske Bolaget for 


Metallradlamper to acquire and exploit the Swedish, Norwegian, 
Danish, and Finnish rights in tho Z” (Zircon- Wolfram) metal 
filament electric lamps. The new concern is not establishing works 
on ita own account, bat has arranged with the Glodlampfabrik, of 
Stockholm, fo» the manufacture of the lamps. T 

The Rjukanfos Co., which was formed not long ago for tbe pur- 
pose of fixing nitrogen from the air, is about to harness the Rjukan 
Waterfalls, which are the bighest in Norway, and well known on 
account of their beauty. The company haa recently ordered electric 
generators of about 70,000 н.р. in all from the Allmana Svenska 
Elekttiska Aktiebolaget, at about £55,555. Tenders were received 
from all the leading firms in Europe and America, and a similar 
contract has been given to Mesers. Brown, Boveri & Co, of 
Baden, Switserland. The contract comprises the delivery of 
four double generators and one single generator, each with а 
capacity of 17,000 нр. . | 

The complete plant of the Rjukan-Waterf alls will have а c 
of 170,000 н.р., and the electrical power station will probably be 
the largest in the world. : 

AUSTRIA.—À oompany baa lately bsen formed in Paris with the 
title the Kustenlandische Gesellschaft far Hydro-elektrische 
Industrie to put down plant to utilise certain available water power 
at Otocac, Croatia, in the generation of electrical energy for lighting 
and power purposes. 


Burslem.—The T.C. has declined to entertain an offer 
of the Collieries Electric Power Development Byndicate, Ltd., to 
supply electricity in bulk. D ` ; 


Chippenham.—The T.C. has signed ап agreement; with 
the electric lighting company for the establishment of electricity 
works on the site of the old gas works. 


Dundee.—A serious fire broke out at the Corporation's 
Dudhope Orescent electricity works on Wednesday, the 14th inst. ; 
about 4.45 p.m. smoke was observed issuing through the floor imme- 
diately above tbe basement, and a hurried examination revealed the 
jact that the distribution cables hed caught fire. The staff fire 
brigade were immediately called out, but so alarming did the 
situation become that it was thought advisable to call the city 
fire brigade. Within a few moments of the outbreak, the flames 
reached as high as the roof, a matter of 40 ft., scorching the wood 
and breaking almost every pane of glass Meanwhile, the 
generating plant had been completely shut down, and within half 
an hour the fire brigade bad tbe conflagration subdued. An examina- 
tion showed that the insulation of some 63 cables in the basement 
had been completely burned away, leaving the bare copper wire, 
while two engines and dynamos which are at present not in use 
and were in the basement were also very severely damaged by fire 
and water. Two. rotary converters and certain local sub- 
station switchgear, recently erected, were situated close to 
where the fire originated, tut, fortunately, no serious damage 
was done, with the exception of a sligbe injury caused by the 
water. As nothing could be done in the way оё supplying 
current again until the damaged cables had been repaired, this 
ard uous task was at once undertaken, and by 9 o'clock the work 
was so far accomplished as to permit of a supply of current for 
lighting being provided. After lighting had been supplied, efforts 
were next directed towards providing for the tramway supply. This 
was successfully accomplished a little after 11 p.m., while, at the 
same time, light was supplied to the whole area of supply with the 
exception of Lochee, which is in the district furthest from the 
station,. The amount of the damage is estimated at £1,400, and it 
is fully covered by insurance. The cause of the fire is still а 
mystery, and various theories have been put forward; it has been 
suggested that it was caused by the presence of an explosive gas 
in the cable trench, although no report was heard to account for 
this. | | l ' 

The Corporation Electricity Department is arranging for the 
lighting and power required at the new submarine dep6t. Ten 
arc lamps will be fitted, and the cabling will amount to £400. 


East and West Ashford (Kent).— Mr. Mark Parker, 
of Dover, intends applying for prov. orders for eleetricity supply in 
the areas of the Councils. | | 


Finchley.— At a conference convened by Finchley to 
consider the Electric Lightiog Acts (Amendment) Bil], at which 
Ealing, East Ham, West Ham, Hornsey, Wimbledon, Barking, 
Barnes, Beckenham, Bexlev, Dartford, Erith, Finchley, Ilford, 
w3yton, Walthamstow and Willesden, were represented, a resolu- 
don was unanimously passed welcoming the introduction of the 
Bil], but regretting that by the amendment made in the Bill 
during its passage through the House of Lords the power to pro- 
vide and let for hire electrical fittings had been restricted to their 
provision su aire through a contractor, and. expressing the hope 
that this restriction will be removed when the Bill ig considered 
by the House of Commons 
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Greemock.—In connection with the negotiations pro- 
ceeding between the T.C. and the Admiralty for the supply of 
electricity for the new torpedo factory, somé delay has been caused 
in the signing of the agreement over a dispute on Clause 12, 
which bound the Admiralty to make a payment of £20 per month 
in the event of its not being able to take up a full supply from a 
specified date. The T.C. has agreed to dispense with the sfipula- 
tion provided the Admiralty consenta to give at least four months’ 
notice of the date on which it will be ready to take up a supply. 


Hamilton.—The Home Office bas agreed to the request 
of the re tatives cf the Lanarkshire Miners’ Federation to 
hold an inquiry into the circumstances of an accident in Ferniegait 


Colliery, Hamilton, in which three miners were killed by an explo- 


sion while working an electric coal-cutting machine. 


London.—ManYrEBONE.—At the meeting of the B.C. 
on July 15th, the Electric Supply Committee reported that owing 
to competition with private plants it had found it necessary to 
arrange to give special terms to those consumers who had a 
maximum demand of 50 ку. and upwards, and who are prepared 
to enter into an agreement for at least 10 years. The basis of the 
agreement would be that payment at scale rate per ку. must be 
made in advance, the remaining charges being 1d. per unit for all 
units consumed. This arrangement may in the first place result in 
a small diminution of revenue, but it would not be considerable, 
and the advantage for the future very great. The scale of charges 
is as follows:—200 xw. and upwards, £4 10s. per kKw.; 175 Kw. 
and upwards, £4 17s. 6d.; 150 Kw. and upwards, £5 53.; 125 xw. 
and upwards, £5 12s, 6d.; 100 Kw. and upwards, £6; 75 gw. and 
upwards, £6 10s.; 50 Kw. and upwards, £7. One penny per unit 
is to be paid in each of the foregoing cases for all units consumed. 
The statement of accounts for the year ending March 31st last, 
ahows that in place of the estimated deficit of £6,967, there is a 
debit balance of £3,930 only, and this notwithstanding £1,163 
being spent in opposing Parliamentary Bills. Some 9,000,861 
unite were sold during the 12 months, the actual increase in sales 
being 369,750 anits, an increase on the estimate of 70,861 units. The 
amount from sales to consumers, however, was £4,939 below 
the previous year'stotal, but this was due chiefly to reductious in price 
and a good proportion of new business being in respect of the lower 
clase prices of supply. Notwithstanding the increased output, the 
total expenditure was £6,475 below the estimate, and £10,207 less 
than in the previous year. Generation expenses were ‘62d. per unit 
sold, as against 73d.; distribution cost '16d., management cost 
22d., while rents, rates and sundries was 18d. The report proceeds 
to point out that the maximum load last year was 7,077 Kw., but the 
12,000-Kw. plant installed is capable of dealing with a maximum 
load of 10,000 кӯ. The additional capital required for new mains, 
connections, meters, &c., to deal with this increase, is estimated at 
£45,000 approximately. Including the last-mentioned figure, the 
capital expenditure (excluding the purchase or goodwill price) 
works out at £59°5 per Kw. installed, a lower figure than in the case 
of any London undertaking. The report also deals at some length 
with the necessity, particularly in view of the heavy fixed charges, 
of increasing the sate of current. _ 

Вивмонровку.—Тһе annual accounts of the electricity under- 
taking for the year ended March 31st last show that 2,781,583 units 
were sold during the 12 months, as against the estimate of 


3,000,000. The actual income was £20,472, against the estimate of ` 


:£21,410. The total net expenditure for the year was £18,443, 
which gives the cost of production at 1:694, per unit sold. The 
expenditure consequent apon the Grange Road explosion was £176. 
The estimated quantity of units to be sold, viz., 3,000,000, was not 
realised, owing chiefly to consumers having reduced their consump- 
tion, due, to a large extent, as far as public buildings were con- 
cerned, to the use of metallic-filament lamps. It was expected that 
the Tilbury Contracting Co. would take a two years’ supply; it 
lasted, however, only for 15 months. After paying interest and 
instalments on loans, the net profit on the year's working amounted 
to £123, which is to be carried forward to the reserve fund for 

rincipal aud interest, which will then stand at £2,768. It is 
mentioned that daring the quarter ended June 30th, 1909, the 
namber of units sold exceeded those in-the corresponding period of 
1908 by 163 per cent. : 

KmwsimwGTON.—The Borough Council is to petition against the 
London Electric Supply Bill, upon the ground that the measure 
would deprive the Council of the right to purchase the eléctricity 
undértakings in Kensington in 1931, a right which was conferred 
upon the predecessors of the Council, the late vestry, by the legis- 
lature, in the session of 1888. 

BzTBNAL GnIIX.— The B.C. has had under consideration the ques- 
tion of a supply of electricity for the borough. Not having an under- 
taking of its own, the question was debated in committee as to 
taking a supply from a neighbouring borough, and on Thursday, 
July 16th, in Council the Electricity Committee recommended 
that a supply be taken off the Shoreditch B.C. The recommenda- 
tion aroused much opposition, Councillor Burton stating that the 

roposal would bind the Bethnal Green Council for seven years. 
ventually the matter was referred back to committee. 

HAMPSTRAD. —An electrical exhibition is to be held in the autumn. 
In connection with the street lighting, 94 incandescent gas lamps 
are to be converted for electric lighting; the estimated saving is put 
at 47. 6d. per lamp. 


Manchester.—Another mains explosion occurred on 
Monday, last week, near tbe Exchange. It was at first feared that 
results as serious as in the case of the Victoria Arcade explosion 
which recently occurred, might pneue, but the electricity depart- 
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ment dealt with the matter promptly and cut the supply off. It 
is understood that, as in the Arcade explosion, a defective joint 
was the cause of the trouble. | | 


Naira.—The В. of T. bas revoked the 1902 electric 
lighting order. E EL : | | 
Neston.—The U.D.C. has given consent for Messrs. 
Forward & Williams, of the Hindérton Hall Estate, to lay an B.L. 
main во йв to supply the new church and houses being erected. · 


Newport (Mon.).—Negotiations have taken place 
between a large firm and the borongh electrical engineer, for a supply 
of electricity in bulk; if the customer is secured an extension of 
the Corporation's plant, involving an expenditure of about £70,000, 
will have to be made. The draft of a proposed agreement has 
been approved to supply energy to the Cardiff Channel Dry Docks 
and Pontoon Oo., Ltd., up to December 31st, 1916. It is proposed 
to convert 150 incandescent street lamps, acd 80 flat flame lamps 
to electricity at a сові of £460. It is estimated that the annual 
saving will be about £37 10s. per 100 lamps. 


Smallthorne.— The U.D.C. has asked the North- 
Western Electrical Power Oo., and the Hanley and Burslem T.C.'s 
to quote terms for public lighting at Milton. 


Southend-on-Sea.—A loan of £13,715 for electric 
lightiog purposes is being applied for by the T.C. „а 


Southampton.—A Sub-Committee is to. report, upon 
a communication from the electrical e to the eff.ct tbat the 
period for which the Council deferred the question of obtaining 
powers to carry on free or assisted wiring bas practically expired, 
and urging that every effort should be made to obtain the neces- 
sary powers in order to fully develop the undertaking. The 
Parliamentary Committee is to consider the advissbility of taking 
steps to reconstruct certain portions of the existing tramways at an 
estimated cost (exclusive of the acquirement of certain properties) 
of £2,680. The Parliamentary Oommittee is aleo to considera 
proposal of the Tramways manager to extend the Shirley line to 


` Anglesey Road at an estimated cost df £520. ` , 


Thetford.—The T.C. bas asked the Electric Supply 
Co. to quote terms for lighting the town. | 


Whitehaven.—The T.C. has decided to submit a tender 
for lighting the harbour by electricity. | 


West Calder.—In connection with the new bakery of 
the West Calder Co-operative Sooiety, a gas-driven electrical 
generating plant haa been installed for power and lighting pur- 
poses; the society lights the village streets freo of charge. 


Worcester.—It.has been decided to erect 12 additional 
arc Jamps in the city, and 57 Osram lamps to replace 73 gas lamps. 
Thess will give a eandle-power of 13,500 against 3,500 by gas, and 
the alteration will cost £480, which will be met by the Eleoctrici 
Committee. In order to contribute towards the outlay, the Wa 
Committee bas decided to pay £250 a year for the lighting, against 
£229 for the gas lamps. 


TRAMWAY and RAILWAY NOTES. 


Bacup.— The B. of T. inspection of the new electric 
tramways was made on Tuesday by Ool. Druitt. The official and 
ublic opening of the Bacup tramways (2? miles) to Thornton, near 
aterfoot, is fixed for to-day (July 23rd). A banquet follows st 
the Bacup Mechanics’ Institute on the invitation of the Mayor and 
Mayoress. This completes the electrification of the Rossendale 
Valley Steam Tramwaye. The Bacup contract amounted to £36,500, 
and the Rawtenstall sections to £145,000. 


Barnet.—The Sub-Committee of the Herta County 
Council has paid a fiual instalment of £218 to Mesers. Dick, Kerr 
and Co., Ltd., in connection with their contract for the construc- 
tion of a light railway at Barnet. This, with the diture pre- 
viously incurred, makes a total of £22,018, or £28 in excess of th 
amount authorised by the County Council. | 


Bradford.—The final balance-sheet of the tramways 
department shows a net surplus of £15,318, as compared with 
£17,238 in the previous year; the amount, as usual, goes to 
strengthen the reserve and renewals fund. Some £20,000 has been 
appropriated from the account for the relief of the current year’s 
rates, and it now stands at £24,000. The total amount disbursed 
for repairs and renewals of all kinds during the year reached 231, 189, 
which sum included a sum of £24,000 drawn ‘from the renewals 
fund, expended on the permanent way. | 


Continental Notes.—Sweprex.—The members of the 
Government Committee on Waterfalls are visiting Swedish 
Lapland this summer and inspecting the various waterfalls there. 
At the same time Director Ofverholm, of the electrical department 
of the railways, is travelling there with the view of examining the 
local conditions with regard to the projected working of the rail- 
way to Narvik, in Norway, by means of electricity. The director 
of the Department of Waterfalls, Colonel Hansen, has already 
expressed himself in favour of the erection of a large power station 
in Lapland by the Government, and says that this plen will 
shortly berealised. The energy will be used partly for industrial 
purposes and partly for aupplying the Ofoten Railway with power, 
when coal will be replaced by electricity, 
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TUREEY.—AÀ new company has lately been formed in Zurich, 
with a capital of £480,000 and the title La Union Ottomans, to 
develop electrical undertakings in Turkey and Aeia Minor. 

PonTUGArL.—The tramway employés who struck work at Oporto, 
have now atrived at a satisfactory settlement with the company 
and returned to work. » 3 


Dundee.—The gross receipts of the Corporation tram- 
ways for the year ended May 15th last were £62,830, and the 
working expenses, including. maintenance of lines, &c., amounted 
to £41,350, leaving a balance of £21,479. The mileage run was 
1,331,242, an increase of 49,690 miles over the previous year, and 
the passengers carriéd were 16,658,073, an increase of 481,939. The 
receipts were £2,257 in advance of last year. The total capital 
expenditure on the undertsking to May 15th was £337,423. 


- Handsworth.—The Tramways Committee has sub- 
mitted the award of Mr. H. Graham Harris, who was appointed 
referee by the B. of T. to settle the price to be paid by the Council 
- for the part of the City of Birmingham Oo.’s tramways in the 

Council's area. The Committee has approached the company in 
regard to the lease of the tramways until June 30th, 1911. i 


Huddersfield.—A movement is on foot on the part of 
tramway managers to introduce a new type of tramway car, with & 
view*chiefly to the abolition of the confusion and delay arising 
when cutgoing and incoming engers meet at the same door. 
Huddersfield Corporation haa- just decided to try a type designed 
by Mr. P. Kavanagh, of Liverpool, in connection with an order it 
is about to place for rolling stock, while both Sheffield and 
Huddersield are introducing on their existing cars a novel system 
of top-deck seating, also designed by Mr. Kavanagh. The leading 
feature of the car design is an automatically-worked safety arrange- 
ment, whereby passengers may enter and leave simultaneously. 


Hull.—The report of the Corporation Tramways Depart- 
ment for the year ended March Slat last, shows that some 


32,958,888 passengers were carried and 3,379,117 car-miles run. 


The gross income amounted to £129,899 and the working expenses 
to £79,765, leaving a gross profit of £50,134; out of this the sums 
of £13,78€ and £9,321 were required for interest and sinking fund 
respe : v iy, £18,000 was allocated for tbe relief of rates 1909-10, 
and the balance of £6,319 was placed to reserve. The department 
operates its own power plant at a total running cost of £11,722, or 
83d. per car-mile; 4,324,609 units were generated, and an addi- 
tional 9,440 units purchased from the electricity department. The 
passengers carried comprised 28,913,755 at 1d. and 4,045,128 at 4d. 
The department has a reserve fund of £96,163. 


Kilmarnock, — The report by the electrical engineer 
and tramway manager submitted to the last meeting of the T.C., 
showed that during the past year there was a profit of £148 on the 
electric light and deficit of £2,009 on the cars. In the course of a 
long discussion on car fares and stages, it was decided to issue 
return tickets between Kilmarnock and Harlford. 


London.—L.C.C.—The Highways Committee has issued 
a comprehensive report on the working of the tramways during the 


period ending Match 3186 last. From this it appears that at that 
date the system extended over 1278 street miles, being 858 miles 


electric, and 42 miles of horse lines, all worked by the Council, - 


except two short lengths (f mile) in Highgate and Leyton. The 
capital expenditure on the undertaking, up to March 3186 last, was 
£9,483,562, of which £1,088,971 represents expenditure during the 
year. The receipts and working expenses during the year were, 
in the case of electric traction, £1,572,251 and £896,286 
respectively ; in the case of horse traction, £275,199 and £305,402 
respectively, the surplus on the whole system being £645,762, 
after deducting the deficiency of £30,203 on the horse lines. 
From this surplus, interest and sinking fund absorb £523,101, and 
other charges swell the latter figure to £538,192, leaving a net 
balance of £107,570. In June last the Council decided to provide 
gd. per car mile for renewals (on the electrical mileage), and 
this absorbs £88,785, the remainder of the net’ balance going to 
the same fund towards deficiencies in past contributions. The total 
operating expenses for electric traction were 6 74d. per car-mile, as 
compared with 6 79d. in 1907-8. The number of passengers and 
the car-miles run were as follows: Electric, 344,705,937 and 
31,962,784 ; horse, 68,207,904 and 7,156,688 respectively. 

The Highways Committee recommends that it be authorised 
to deal with any tenders which may be received during the summer 
recess in connection with two 1,500-kw. rotary converters for the 
Elephant and Castle sub-station; also in connection with the 
reconstruction of the Highgate Hill cable tramways, for which the 
track work, &c., is estimated to cost £18,920; and in connection 
with the reconstruction of tramways from Beresford Square to 
Nile Street, Woolwich, on the overhead system, at a cost of 
£5,350. 

The Highways Committee, in a further report, recommends that 
authority be sought in the session of Parliament, 1910, for the 
construction of additional tramways, amounting to 23 miles single 
line, partly on the conduit and partly on the overhead system, the 
cost being estimated at £417,080, exclusive of cars, &c. 

The Finance Committee reports, in connection with the above, 
that it bas not yet been decided what proportion of the cost of 
street widenings shall be chargeable to the Tramways Account, and 
that the financial results estimated for are irrespective of debt 
charges in connection with widenings, which may in future be 
charged against tramways account. In view of the large aggregate 
cost of the street widenings concerned and the fact that local traffic 
would benefit largely, the Committee considers that the Council 


would not be jastified in proceeding with any of the schemes, 

unless the local authorities were prepared to contribute one-third 

S the cost of street widenings, as proposed by the Improvements 
ommittee. : 


Morecambe.—The T.C. on Monday decided to apply for 
a loan of £9,000 for tramway purposes. 


Rochdale.—The line to Milnrow and Newbey was again 
discussed at preat length by the Milnrow District Council on the 
14th inst., and a resolution was passed by the Council in favour of 
obtaining a prov. order similar to that secured by the Whitworth 
District Council. 


Transvaal.—The Johannesburg municipality is con- 
sidering a recommendation by the Tramways Oommittee to spend 
£100,000 on suburban extensions, | 


U.8.A,—About 18 months ago the first tube railway 
under the Hudson River, between Manhattan and Jersey City, was 
opened for traffic. On Monday last the second pair of tubes were 
opened, and a third pair, which is being built for the Pennsylvania 
Railroad, is nearly finished. 


Watford.—At a meeting of the Herts County Council on 
Monday, the Council spproved of the estimate of £37,990 for the 
construction of the Watford Light Railway from the terminus at 
Callow Land, vid St. Albans Road, Station Road, Woodford Road, 
Queen's Road and High Street, to a point near the London Road. 
It also sealed the agreement with the Metropolitan Electric 
Tramways, Ltd., for a 42-years' lease from August 21st, 1908. 


Woking.—The Woking and Bagshot Light Railway Co. 
bas applied to the B. of T. for an extension of time for carrying out 


the Light Railway Order, 1906. The Woking U.D.O. has decided 
to offer no objection. | | 


TELEGRAPH and TELEPHONE NOTES. 


Imperial Telegraph Rates.—At a committee meeting 
of representatives of telegraph administrations transmitting tele- 
graph traffic “ Via Eastern and Via Teheran between Great 
Britain and India, Australasia, and South Africa, Reuter's Agency is 
informed, the following resolution was approved—namely, That 
provided the British, Iudian, and Colonial Governments are prepared 
to take their rateable share of the reduction, the Press rate between 
Great Britain and India, Australasia, and South Africa be reduced 
to 9d. per word from August 1st next.” 


Persia,—According to the Daily Telegraph, the telegraph 
staff of the Indo-European Telegraph Oo. in Teheran recently 
underwent four days of continuous duty under siege conditions. 


Tube offices were under fire throughout the entire fighting, and though 


the windows were barricaded, fragments of shell found their way 
in, and the whole of the staff were ex posed to considerable danger. 
Fortunately, there were no casualties among the staff of the com- 
pany, who displayed praiseworthy devotion in grappling with 
increased traffic under extremely dangerous conditions. 


Strike in Mexico.— The telegraph operatora of. the rail- 


roads have struck for higher wages, and against the instructing of 
Mexican apprentices. 


Telegraphic Interruptions and Repairs :— 


Interrupted. Repaired. 
Dakar-Conakry I xx a .. May 18, 1909 July 18, 1909 
Tangier-Cadiz К 8 ae „May 19, 1909 dioi 
Cayenne-Balinas is га .. June 7, 1909 June 28, 1909 
Assab-Perim .. «s ps vs .. July 8 
Bolama-Bissao А 


Telephonic Communication with the Continent.— 
The Times states that the Postmastere-General of Spain and France 
bave just signed an agreement which will provide direct telephonic 
communication between the two countries, When the work is oom- 
pleted it will] be possible to speak, not only to Madrid, but to 
almost any town in Spain from either Brussels, Paris, or London. 
Fournewcircuitsare to belaid—namely, Bordeaux — Madrid, Cette — 
Barcelona, Bayonne—San Sebastian, and Perpignan—Gerona Each 
of these four systems will be in direct connection with the whole of 
the telephone systems of both France and Spain. The Spanish 
of the cost will appear in the eupplementary estimates; that of 
France is estimated at £24,000. 


Wireless Telephony.—As a result of representations 
made by the company which supplied the wireless telephone equip- 
ment to the United States battleship fiset prior to ita cruise around 
the world, the U. 8. Navy Department is making an investigation 
of the alleged facts upon which a report condemnatory of the wire- 
less telephone equipment was based. Although this report condemned 
the wireless telephone as useless, an officer on one of the ships has 
stated that, by its means, conversation could be maintained between 
ships 10 and 15 miles apart. The guarantee of the company which 
supplied the apparatus was liinited to a radius of five miles, and it 
is claimed that the system was actually successful over this range. 
— Electrical World. 


. July 15, 1909 July 15, 1909 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Altrincham. — July 30th. Electrical installation at 
the new Higher Elementary Schools, Hale (deposit, £1 13s). 
J. Howarth, Olerk, Education Department, Altrincham, Oheshire. 


Australia. — MELBOURNE. — August 4th. Overhead 
travelling crane for the Council. See Official Notices” June 11th. 

Ten 100-number switchboards for the Postmaster-General’s 
department in New South Wales. See “Official Notices" July 16th. 

Мау Sours WaLIS.— Telephone material for the P.M G. See 
“ Oficial Notices ” to-day. l | 


Barnstaple.—July 28th. Electric light installation at 
the workhouse and cottage homes, for the B. of Q. Workhouse 


Blackburn.—July 26th. The Electricity Committee 
requires tenders for steam coal for the ensuing 12 months. 


Bradford.—July 30th. Eight automatic point controllers 
for the Tramways Department. See Official Notices” July 9th. 


"Canada.—W ixN1PEG.—August 2nd and 16th. The city 
of Winnipeg is advertising for tenders for the hydraulic and 
electric equipment of the generating station now under construction 
on the Winnipeg River, at Thirty-foot Falls. Some particulars 
were given in this column on July 2nd. 


Dublin.—July 26th. Machinery oils for the Corporation 
electricity works. See ‘‘ Official Notices July 16th. 


Edmonton.—July 28th. Private. telephone equipment 
at the infirmary. Bee Official Notices July 16th. 


France.—Paris.— August 18th. The Under-Secretary 
for Posts and Telegraphs, 103, Rue de Grenelle, Paris, requires 
tenders for 75 stamping machines worked by electric motors. 

August llth.—The Direction de 1а Manufacture d'Armes af 
Chatellerault (Vienne) requires tenders for cables, copper wire, and 
dynamo construction material (11 lota). 

Aogust 5th. The Under-Secretary for Posts and Telegraphs, 
103, Rue de Grenelle, Paris, requires tenders for telegraph 
apparatus and accessories; also by A 3rd for a number of 
tools required to repair telephone and telegraph installations and 
apparatus. 


Germany.— August 4th. The gas, water and electricity 
authorities in Dresden are inviting tenders for the supply and 
erection of two 700 kw. dynamos. 

CoroamE.—Au 
for four electrically-driven cranes. 


Hull.—July 28th. Electric and gas light fittings for the 
new Public Hall of the Corporation. See Official Notices” 
July 16th. 


Hull.—July 29th. Electric lighting mains extensions for 
the year, for the E L. Committee. Bee “ Official Notices" July 9th. 


Italy. — August 10th. The Italian State Railway 
authorities in Rome are inviting tenders from foreign as well as from 
home makers for the supply of 100,000 metres of telegraph cable. 

August 18th.—Tne Italian State Railway authorities in Rome 
are inviting tenders for the supply of six electrically-operated 
drop hammers. 


Keighley.—August 7th. Two 1,000-Kw. turbo-alter- 
nators with condensers, and two water-tube boilers for the electricity 
department. Bee Official Notices Jaly 16th. 


Leyton.— July 27th. Electric light installation for 
Bybourn Street School for the U.D.C. Education Committee. 
Architeet, Mr. W. Jacques, 2, Fen Oourt, Fenchurch Street, E.C. 


(deposit, £1). 


London.—G.P.O.—August 9th. Creosoting telegraph - 


les for the P.M.G. Mr. G. Morgan, Controller of Stores, 17-19, 
edford Street, W.C. 


Hanchester.— July 27th. Lighting cable for the Tram- 
way; Committee. Mr. McElroy, general manager. 


Pontypridd.—July 27th. One 500-Kw. steam dynamo 
for the U.D.C. See Official Notices July 16th. 


Russia.—September 13th. The municipal authorities 
of Bachmouth (Government of Ekaterinoslav) are inviting tenders 
for the concession for the public electric lighting of the town. 


Spain.— August 20th. Sixty years’ electric tramway 


concession (between Monachil and the suburbs of Gabia Grande, . 


Granada province). Tenders, with £130 deposit, to Direccion 
General de Obras Pablicas, Madrid. . 


West Ham.—The Education Committee is to obtain 
tenders for installing electric light throughout the Abbey School. 
The architect's estimate ір £375. 


AL REVIEW. " og 


st 25th. The Municipal Council requires tenders | 


í OLOSED. 


Australia.—According to the Awsíralasian World, a 
tender has been accepted by the Commonwealth Government fora 
common battery switchboard at Hobart from the Western Electric 
Co, Sydney, the price being £4,728 for the board and 770 sets of 


instruments. 


Bedford.—The T.C. has accepted the tender of Messrs. 
Edwin Danks & Co. (Oldbury) forw 30 ft. by 8 ft. Lancashire 
boiler, with superheater and pipework, for £659 10s.; and of 
Messrs. W. Н. Allen, Son & Oo. for condensing plant and pipework 
for £1,169. 


Belgium,—Eight concerns, including Messrs. Bruce, 
Peebles & Co., of Edinburgh, submitted offers to the Société 
Nationale des Chemins de Fer Vicinaux, of Brussels, for the supply 
and erection of the plant necessary for a transformer sub-statiou 
in connection with the Spa-Verviers electric railway. Tae lowest 
was that of the Société Westinghouse, of Paris. 


Cleckheaton.—The Council has accepted the tender of 
the Tador Accumulator Oo., Ltd., for the supply and maintenance 
of a battery of 260 cells with a capacity of 540 ampere-hours. 


Egremont.—The tender of Mr. W. Harris, Liverpool, 
has been accepted for the electric lighting, &3., of the Wallasey 
Skating Rink Hall in King Street, Egremont, Cheshire. 


Iiford.—The U. D.C. has accepted the tender of W. 
Griffiths & Co. for tramway works in Ilford Lane at £1,465 31. ; 
and that of Hammond & Miles, Scrafton Road, Ilford, for tramway 


Shed extensions at £1,892. 


London.—The Post Office authorities have aocepted the 
the following tenders :— 


Supplying and laying feeder cables, Blackfriars, E.C.— Western Electric Co. 
Buppiy and install telephone exchange equipment at Willesden,—Genoral 
ectric Co., Ltd. P 

Cable, paper core. Western Electric Co., Ltd. 

Wire, copper, hard-drawn.—British Insulated and Helsby Cables, Ltd.; 
Elliott's Metal Co., Ltd.; Richard Johnson & Nephew, Ltd.; T. Bolton 
and Bons, Ltd.; Shropshire Iron Co., Ltd.; Frederick Smith & Co., 
incorporated in the London Elcctric Wire Co, and Smiths, Ltd. ; John 

. Wilkes, Sons & Mappe Ltd. 

Wire, copper, annealed.— T. Bolton & Sons, Ltd. 

Bends, split and couplings.—Jones & Attwood. Р 

Perforators, keyboard, Gell.— Gell Telegraphic Appliances Syndicate, Ltd. 

Cable, paper-core.—OCallender's Cable and Construction Co., Ltd. ; Henley's 
Telegraph Works Co., Ltd. l 


The gei yrs Water Board has accepted the tender of 
Messrs. Glenfield & Kennedy, Ltd., at £450, for electrical water- 
level instruments and line wiring, &o., for the same, at the Beach- 


E 
* 


- croft reservoir. 


.Вввмокрви.-—-Тһе B.C. has accepted the following tenders for 
the electricity works:— 
m quem exhaust fan, £73; Browning & Co., Ltd., forced- iraught 


Бтокв NwINGTON.—The В.О. has accepted the tender of the 
Reason Manufacturing Oo. for demand indicators, and of Messrs. 
Crompton & Oo , at £160, for the provision and erection at Edwards 
Laue station of a balancing machine, designed to give increased 
output from, and to improve the efficiency of, the generating plant . 
at the destructor. 

BouTHWARE.— The B.O. received the following tenders in con- 
nection with the electricity undertaking :— « on 

Addition to generating station to be used as a battery room :— 


Battley, Sons & Holness sé я ee А . . 21,147 
F. & 0 F. Higgs 0 oe oe ee ee ee 1,190 
William Downs.. . .. 


s os 5 00$ МТ] 
John Marsiand 2 ons , . (accepted) 1,120 
Erection and maintenance of battery :— 


Hart Accumulator Co., Ltd. ae 
Chloride Electrical Storage Co., Ltd. 
Tudor Accumulator Co., Ltd. s ee 
D. P. Battery Co., Ltd. ia ee ee 
Premier Accumulator Co., Ltd. 
Electrical Power Storage Ce., Ltd. 


Supply and fixing of four superheaters :— | 
Davey, Paxman & Co. .. oe “% na 


. . £6 5 
Babcock & Willcox ee es .. 498 
Heenan & Froude .. » (accepted) 420 


110 yards of 3 by 3 by 125 paper-insulated and lead-covered 


£396 
.. B90 
.. 861 
.. 980 
268 


" (accepted) 247 per annum 
| for 15 years. 


cable: 


B. I. and H. Cables, Ltd... vá 88 s T .. £06 

Johnson & Phillips, Ltd... vi Ss 85 T .. 57 

Siemens Bros. & Co. Ltd. я & ds s .. 61 

Western Electric Co. is . . (accepted) 56 
L.C.C.—The Highways Committee recommends the acceptance 
of the tender of W. Cory & Son, Ltd., for 130,000 tons of coal for 
the Greenwich generating station for 12 months, at 11s. per ton, 
Mass demurrage at the rate of 2d. per ton for each day after two 

ays. 


Maidenhead.—The T.C. has accepted the tender of the 
Diesel Engine Co., Ltd., for the supply of a 150-Kw. Diesel-E.C.C. 
generating aet. 


Salford.—The T.C. has accepted the tender at £719 of 
Cleworth & Robinson for the erection of a battery house and 
alterations to the existing buildings at the Frederick; Road 
electricity works. 
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Stretford.—The D.C. has accepted the tender of Messrs. 
E. Green & Sons, Ltd., for the replacement of the first cold-end 
group of the economiser, consisting of 80 tubes and boxes, for 
£144 10s., and for tha replacement of any other sections that may 
be required at £12 108. each. ‘ 


Sanderland.—The Corporation has ordered 70 electric 
tramway meters from Messre. Chamberlain & Hookbam, of Birming- 
ham, at a cost of £3 5s. each. The chairman of the Tramways 
Committee said the meters Would soon pay for themselves by the 
saving of current which would be ¢ffected through the rivalry of 
motormen in keeping down consamption. 


Swinton and Pendlebury.—The U.D.C. has accepted 
the tender of Callender's Cable and Construction Co., Ltd., for the 
extension of the lighting mains at £181. 


Worksop.—The U. D. C. has accepted the tender of 
W. T. Glover & Co., Ltd., for cables, £354. 


FORTHCOMING EVENTS. 


lastitution of Mechanical Engineere.—Monday, July 96th, to Friday, July goth. 
At Liverpool. Summer meeting. Reading and discussion of papers. 
Visite to the Southport Electrified Railway; Liverpool Corporation Elec- 
tricity Works; Messrs. Cammell, Laird & Co's Works; tbe English 
McKenna Process Co.'s Steel Rolling Mille; the Mersey Railway Co.'s 
Generating Station; L. & Y. Railway Co.'s Locomotive Works, Horwich ; 
and Messrs. Dick, Kerr & Co.'s Works, Preston. 


ead 
4 NOTE 8. 


The Thwaite Fund: Мг. Carnegie's Donation.— 
It is with considerable satisfaction that we learn that the Committee 
of the B. H. Thwaite fund has now received from Mr Carnegie a 
cheque for hie generous contribution of £500. The condition 
which was attached to Mr. Carnegie's offer—namely, that a further 
£500 should be forthcoming from subscriptions from those who 
recognised the value of the services rendered to certain depart- 
ments of science and industry by the late Mr. Thwaite—has not 
been complied with up to the hilt, it is true, as the subscriptions 
did not reach a quite equal sum ; but Mr. Carnegie has not allowed 
the actual cash shortage to stand in the way. He was doubtless 
influenced in his decision by the successful efforts of the Committee 
in regard to Mr. Thwaite’s son, aged nine, who has been elected to 
the Yorkshire Society School. If this benefit could be capitalised, 
it would represent many times the shortage in the subscription 
total. We understand that arrangements are in progress for 
placing Mr. Thwaite's daughter in & suitable school. The Committee 
are desirous of expressing, through our pages, their gratitude to 
Mr. Carnegie for his generosity and kind consideration, to all who 
by their subscriptions have helped to make up the required sum, 
and to those who have so substantially assisted by placing the 
deceased gentleman's son in the above school In the last-named 
connection, special thanks are due to Mr. George Mellor, the 
secretary of the Association of Yorkshiremen in London, of which 
Association the late Mr. Thwaite was a founder. 


Quite Right Too,—Hampstead Borongh Council had 
und«r consideration at its meeting last week the question of 
employés soliciting from contractors and others subscriptions 
towards beanfeasts. The obvious objections to the practice were 
pointed out, and it was resolved to instruct the borough engineer 
to have notices put up and kept posted in the depót and other 
places, warning employés that the soliciting or accepting of 
gtatuities of any kind, under any circumstances, is prohibited and 
iare them liable to dismissal, and that the rule will be strictly 
enforced. | 


Electrical Territorials. — The Lancashire Fortress 
R.E. (Territorials), which absorbed the old Volunteer Electrical 
Engineer Battalion, left Liverpool on Saturday for the annual 
camp training. Under the present responsibi'ities of the corps, 
Col. Langdon's command, for camp purposes, has been split up this 
year, and the experience will be, no doubt, of value to the unite 
concerned. One half of the battalion is on the old camping 
ground over the Mersey, at Wallasey, while the other two com- 
panies bave crossed the Channel for particular service in Ireland. 


Henry Saxon Snell Prize Competition.—The Royal 
Sanitary Institute has appointed Prof. Henry Adame, M.Inst.C.E., 
F. S. I., Dr. Louis C. Parkes, M.D., D.P.H., Prof. W. Napier Shaw, 
D. Sc., M. A., F.R.S, and Mr. A. Saxon Snell, F R.I B A., as the 
adjudicators for the next Henry Saxon Snell Prize " Competition, 
the subject set being The Principles of Heating and Ventilating 
Public Buildings.” The essays have to be delivered at the Institute, 
90, Buckingham Palace Road, by August 31st. 


Inquiries.— Makers of the “Climax” carbon-filament 
lamp are asked for. 


Institution and Lecture Notes.— Lecturing on 
" Steel " to the convention of the PERMANENT Way INSTITUTION at 
Sheffield on Saturday, Prot. McWilliam, of Sheffield University, 


referred to the fact that the electrification of railways was result- 
ing in the rapid wearing away of rails, and therefore builders of 
permenent way would have to come to Sheffield for steel. There 
was, for instance, manganese steel, which had a very long life, 
though of course raising the amount of manganese raised the price. 
Mr. Willox, engineer of the Metropolitan Railway, said he thought 
the addition of silicon in the manufacture of steel had increased 
the life of the rail 110 per cent. 

InstrvuTion oF ELECTRICAL ENGINEEBS.—A special general 
meeting of Members, Associate Members and Associates is to be 
held at the offices of the Institution on Thursday next, at 5 p.m., 
for the purpose of considering, and, if approved, of passing reso- 


‚ lutions authorising and confirming the action of the Oouncil in 
borrowing the sum of £26,000 from the Economic Life Assurance 


Bociety on the security of the leasehold property of the Institution 
on the Thames Embankment, and authorising the expenditure of a 
sum not exceeding £20,000 on structural alterations, furniture, and 
fittings in connection with the Institution Building, the Council to 
make such finsncial arrangements (including the borrowing of money 
on the security of the Institution Building and of the Institation 
property in Tothill Street) as it may consider necessary for the 
ose, E 

T ONERE UTOR or MINNG ELECTRICAL EmNGINEBBS.— Meetings of 
the Yorkshire and Notts branches of the Institution will be held 
tomorrow, July 24th, at the Victoria Station Hotel, Sheffield, and 
the Welbeck Hotel, Nottingham, respectively, both at 5 p.m. "The 
business on the agenda at each meeting will be the appointment of 
local officers, &c., and all those locally interested in the formation 
and progress of the Institution are invited to attend. 

Arrangements have now been completed for the important ocon- 
ference to be held in Liverpool under the auspices of the Inari- 
TUTION OF MECHANICAL ENGINEERS. Among the papers to be 
read at the gathering, which begins on the 27th inst., are 
“Hydraulic and Electrical Appliances on the Liverpool Dock 
Estate," by Mr. Alaric Hope; and Electrical Driving in Textile 
Factories,” by Mr. Herbert W. Wilson. 

Instrrurs or Mxrars.— The Institute has just completed the 
first year of its existence, during which period the membership has 
increased to more than 500. The first volume of the Journal of 
the Institute is now in the hands of all members, and shortly they 
will receive notification of the forthcoming Autumn meeting, which 
will take place at Manchester on October 14th and 15th. A series 
of about half a dozen papers of great interest will be read and 
discussed. When Sir William White retires from the presidency 
at the end of the present year, it is almost certain that Sir Gerard 
Munts, Bart., will be nominated to the vacant office. Dr. H. C. H. 
Carpenter has been elected vice-president. 


Portrait of Sir Chas. Bright.—We understand that a 
number of copies of the portrait which formed the frontispiece of 
the abridged biography of Sir Chas. T. Bright, by his son, Mr. 
Chas. Bright, F. R. S E., recently reviewed in our columns, have 
been mounted suitably for framing, and can be obtsined from the 
publishers, Messrs. Constable & Co., at a nominal price. 


Will.—It is stated in the daily Press that Major W. M. 
Mackensie, a director of Callender’s Cable and Construction Co., 
Ltd., and other companies, left estate of the gross valae of £26,099, 
with net personalty £26,173. я 


Charge of Embezzlement.—It is reported that а 
recent investigation into the affairs of the Airdrie and Coatbridge 
Tramway Co., whose hesdquarters are in London, led to the sus- 
pension of Mr. Arthur Delves, who has been manager of the tram- 
ways since they were opened some years ago. А Sheriff's warrant 
was subsequently issued for the arrest of Mr. Delves on a charge 
of embezzling funds belonging to the company. Mr. Delves gave 
himself up to the police at Birmingham. 


OUR PERSONAL COLUMN. 

The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELmoTrBICAL Review posted as to their movements, 


Central Station Officials. The salary of MR. CALVERT, 
electrical engineer, of Finchley, is to be increased from £475 to 
£500 per annum, dating from the 1st inst. 

Мв. A. C. GILLING, who for some time has had charge of the 
Epsom U.D.C. electricity undertaking as acting engineer, has been 
appointed resident electrical engineer at a salary of £200 per 
annum, rising by annual increments of £10 to £250. 


Tramway Officials.—The Morecambe T.C. on Monday 
rejected the recommendation of the Tramways Committee to 
appoint MR. CARLETON, an ex-alderman of the Council, as tram- 
ways manager. 

Мв. M. Haroub Curry, who was appointed assistant manager 
of the Coventry Electric Tramways Co. in April last, was married 
on July 1st to Mies J. M. Buffham, of Belsize Park, Hampstead. 
Amongst the presents was a barometer from the staff of the 
tramway company. 


General.— According to the Times, the Council of 


King's College have elected Ма. C. G. BangkLa, D.Sc. (Liverpool), 
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Professor of Physics, in succession to Prof. Harold Wilson, F.R.S., 
who bas actepted an appointment in McGill University, Montreal. 
^" Ms. F. B. C. R. Ков, of Lincoln, a member of the Electrical 
Contractors’ Association, was married recently to Miss Elsie 
MacBrair, daughter of the city surveyor of Lincoln. : 
Ма. T. L. MILLER has been re-appointed consulting engineer to 
s: Stretford eleotricity undertaking for one year from November 
MR. Свован GBxconv.lafe of the Geners! Electric Oo., Ltd., 
and now of the Electric Battery Co., Hieh Holborn, was married 
last Saturday at Bt. Andrew's Church, Stoke Newington, to Miss 
Olive Hawes. : 
Messrs, James. E. SAYERS & CALDWELL, consulting engineers and 
electricians, announce that they have removed to new offices at 
190, West George Street, Glasgow. | 
We learn that Ma. A. HENDERSON (late of Messrs. John Brown 
and Co., Ltd., Olydebank) has been appointed electrical engineer 
ta Messrs. Scotts’ Shipbuilding and Engineering Co., Ltd., 
Greenock, to organise a new electrical department to carry out 
the electrical work on the new British battleship H.M.S. Colossus, 
which the firm is building. | | 


The Daily Telegraph терот{в ‘that Mz. "THOMAS CrEGBOBN 


Battie, M.A., D.Sc., at present head of the physics and electrical 


engineering department at Sunderland Teobnical College, and 
assistant-lecturer and demonstrator in pbyeics and electrical engi- 
neering at University College, Bangor, bas been appointed principal 
of the Croydon Pols technie, in succession to Da. Bzokrr BURNIE, 
who goes to Brighton. | ue 
Мв. Н. Т. G. Edmonds, of the Mersey Railway power house, 
Birkenhead, has been presented by the staff with a 400 day clock 
on the occasion of bis marriage with Mises M. E. McFadden, of 
Higher Broughton, Manchester. | ] 


Obituary.—Mr. J. A. Воотн.— The death occurred on 
Sunday, in his 49th year, of Мв они ALFRED Воотн, of the firm 
of Joseph Booth & Bros., Ltd., electrical crane manufacturers, Union 
Works, Rodley, Leeds. | | ` | 

We regret to see from the Times announcements that MR. Јони 
BBAiLeFORD Ввант, eldest son of the late Sir Charles Tilston 
Bright, passed away on 17th inst., at thé age of 55 years. 


OITY NOTES. 


Chili Telephone Co., Ltd. 


On Thursday last week Mr. George Keith presided over the 
кеч of this company held at the offices, 42, Old Broad Street, 
In moving the adoption of the report (see ELECTRICAL Review, 
July 9th, page 69) the CHAIBMAN said it showed a satisfacto 
improvement in the company's business, similar to that which too 
place in the previous year. The currency revenue in Chili had 
increased about 17 per cent. owing partly to the expansion of 
business, and partly tothe higher rate charged in compensation 
for the lower value of the Chilian dollar in which they were 
collected. The proportion of current expenditure to revenue was 
48 per cent., or nearly 2 per cent. lees than it was in the preceding 
year. The financial depression through which Chili had been 
passing since the earthquake in 1906 still continned, and the 
average of the exchange from the paper dollar was 10d. or about 
a ld. less than in tbe previous year. The result was that the 
income in Chili after conversion into sterling showed an increase 
of £3,815, investment and tranefer fees bad increased £69, while 
the London expenses and income-tax were practically the same 
as they were last year. There was no charge for debenture 
interest as was the case in the previous 12. months, and the 
net profit for the year was £35327, which with the £2,777 
brought forward gave them an available sum of £38,104. An 
interim dividend which absorbed £6,600 was paid in January, 
and £17,683 they propored to place to reserve. The directors 
now recommended the payment of a final dividend of 
ое ут share, which would absorb £11,000, and would make a 
total distribution for the year of 8 per cent., free of income-tax, and 
the remaining £2,820 would be carried forward. The sum of 
£4,288 expended during the year on new stations bad been carried 
to the capital account, and £5,068 on replacement of plant had been 
taken from the reserve fond. The invested funde, which were taken 
at cost, stood at £10,329 more. Altogether, he thought be might 
congratulate the shareholders on tbe result of the year's business. 
The company's plant and property at the various centres throughout 
the covntry had been considerably extended during the year. 
Amongst other things, seven new offices Lad been opened and con- 
nected up with the toutbern district. The currency of the dollar at 
Chili had fluctuated greatly during the year, and any measure 
which tended to fix the value of the dollar at a practical figure 
would be to the commercial and economical interest of the country. 
The company’s relations with the Government and the various local 
authorities were of the best, and the outlook for the current year 
was favourable. 

The Нох. H. T. Атгзорр seconded the motion, and the report 
was edopted. 


Held Over.—Pressure upon our space compels us to hold 
over until next.week our reports of the meetings of the Victoria 
Falls and Transvaal Power Co., the United River Plate Telephone 
Co., Ltd., and the National Telephone Co, Ltd. : 


Prospectases.—Sunge: Kari (Sumatra) Rubber: Estate, 
Ltd.—Ap issue of 30,000 shares of £1 each at par has been offered 
for subscription this week. The company is acquiring the Estate 
named, Which is situated in the Serdang district of Sumatra. 776 
acres out of 1 750 are planted with rubber trees. Me 
. Simpang Sumatra Rubber Co., Lid.—The list closes to-morrow 
(Saturday) in an issue of 39,000 shares of £1 each. | ^ 
Jamaica Estates and Rubber Plantations, Ltd —An issue of 


229,900 preferred shares of 21 each, 10 per cent. cumulative and 


‘participating, has been offered for subscription. | 

Calcutta Electric Supply Corporation, Ltd.—The list was to close 
yesterday in an issue ot 80,0C0 5 per cent. cumulative preference 
shares at £5 each at par. The money is required for mains exten- 
sions, and fcr a new high-tension generating station in the northern 
district of the city. | | 

Manaos Tramways and Light Co., Lid.—Offers have been invited 
for sale of £300,000 5 per cent. first debentures to be applied to 
extensions and improvements provided for in [the concession. A 
report on the undertaking by Messrs. J. G. White & Co., Ltd., who 
were interested in the original formation of the company, appears 
in the pro tus. They state that the amount of £16,500 required 


for the service of the debentures is covered nearly three time 


over. ANE. 
Bakap Rubber Plantations, Ltd.— This company, which bas pur- 
chased tbe Sangei Duri Rubber Estate, in Wellesley, Straits 
Bettlements, has been offering 31,500 shares of £1 each for sub- 
scription. M LUE i F 
United Sua Betong Rubber Estates, Lid.— An issue of 38,000 shares 
of £1 each Fas been dd by tbis company, which acquires 
properties in the Federated Malay State. | | 


Newcastle-upon-Tyne Electric Supply Co., Ltd.— 
The directors have issued a cireular to shareholders, stating that 
the profits for the first six months of the current year, as shown by 
the cost sheets, amount to £47,759, which, after including the 
balance brought forward from last year and deducting interest on 
loans, debentures, &o., represents a net sum of £41,704. Out of 
thie the dircctors have decided to pay, on the 31st inst., an interim 
dividend on the preference shares of 21 per cent, absorbing 
£17,187. The balance (£24,516), though subject to dedactions for 
depreciation and a rum to be carried forward, would, in the 
ordinary state of business, permit the declaration of a small 
interim dividend on the ordinary shares.. In view, however, of the 
critical position of the coal trade and the possible stoppage of, 
and damage to, other trades which may follow therefrom, the 


. directors do not think it prudent to deal with the balanoe before 


the end of the company's financial year. · | 


London Electrobus Co., Ltd.—According to an 
article appearing ín the Financial Times of Jaly 17th, a circular 
has been privately distributed among shareholders of the atove 
company, putting forward a scheme for reorganisation. It 
appears that it is not circulated. by the company, but by a 
private gentleman who has received an option to carry ont the 
‘echeme, and is asking shareholders to subsoribe up to 20 per cent. of 
their present holdings, in his reorganisation syndicate. This option 
was to expire.on Saturday last. & d 


Montreal Light, Heat and Power Co.—A dividend 


of 13 per cent., being at the rate of 7 per cent. per annum for the 
quarter ending the 31st inst. is announced. 


Mather & Platt, Ltd.—The directors have declared an 
interim dividend on the ordinary shares of 5 per cent., free of 
income-tax, for the half-year ended June 30th last, being at the 
rate of 10 per cent. per annum. : | 


Anglo-Malay Rubber Co., Ltd.—The directors have 
declared a first interim dividend of 123 per cent. (2s. 6d. per 
share), less income-tax. i 


American Telephone and Telegraph Co.—According 
to the Financial News, the net earnings for the past six months, 
after payment of interest and dividends, amounted to $2 462,000, 


As compared with $2,543, (00 for the corresponding period of last 


year. 


Pataling Rubber Estates, Ltd.—The directors bave 
ссе interim dividend of 25 per cent. (6d. per share) less 
me-tax. | 


Marconi’s Wireless Telegraph Co., Ltd.—At a 
special meeting held last week, tbe resolution which came before 
the recent annual meeting, altering the articles so as to enable 
the directors to pay commission on shares, was approved. 


National Telewriter Co, Ltd.—This company held 
its statutory meeting on 15th inst., at Oxford Court, E.C., Sir W. 
Treloar presiding. 


Chelsea Electricity Supply Co., Ltd.—The directors 
have declared an interim dividend of 4 per cent. per annum (2s. per 
shsre) on the ordinayy shares for the past half-year, payable 
September 15th. 


City of Londen Electric Lighting Co., Ltd.—The 
directors have declared an interim dividend of 5 per cent. per 
annum (58. per share), Jess income fax, on the ordinary shares for 
the past half-year, payable August 4th. 


Mexico Tramways Co.—The directors have declared the 
usual quarterly dividend of 13 per cent, on the capital stock. ; 
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Edmundson's Electricity Corporation, Ltd. 


Tux twelfth annual meeting of the shareholders of the above com- 
pany was held on Thursday of last week at Salisbury House, Old 
Broad Street, under the presidency of Mr. P. Debell Tuckett. 

The CHarnMan, in proposing the adoption of the report (see 
ELECTRICAL Review, July 9th, page 68), said that, dealing with 
the accounts the first item was gross trading profit, and, as com- 
pared with the previous year, that was down by the very aub- 
stantial amount of £5,235. The main cause of this decline was the 
reduced capital expenditure of the sub-companies, but though it 
might be regrettable that greater opportunities for spending 
capital to advantage should not have presented themselves, the 
mere failure to increase or maintain the trading profit by virtue of 
such capital expenditure afforded no ground for regret. А further 
cause of this decline was to be found in the fact that the private 
lighting department had not done as well this year as last, when it 
bad in hand the completion of a large Government contract. A 
third cause, which had adversely affected the trading profits to the 
extent of some £500, arose out of what he could only describe as 


iniquitous book-keeping by one of the Urban Oo. undertak- ` 


ings some years ago. Losses, which should have been disclosed 
and met at the time, were suppressed by means of fictitious or 
otherwise improper debits to capital, and they had accordingly to 
be dealt with now that they had been brought to light. The 
engineer responsible for these discreditable manipulations was 
unsatisfactory in many other respects, and, with the book-keeper in 
question, had long since left their service. Since the accounts were 
made up, he regretted to say they had reason to fear that a similar 
state of affairs would be disclosed in the case of another Urban 
Company undertaking, for the management of which the same 
engineer was responsible. Interest on temporary loans was up some 
£400, as was natural owing to the prior lien issue last year. 
Dividends and interest from. investments and advances had 
increased - by £2,124, or 8'3 per cent, an increase which, 
taking into consideration the prevailing conditions of the past 
year, must, he thought, be regarded as reasonably satisfactory. The 
reduction of only £387 in the amount of the Urban Co. guarantee, 
was the one feature of the accounts which was distinctly 
disappointing. The gross profits of the Urban Oo. increased by 
£1,667, but this compared with an increase for the previous year of 
£3,845. The special reason for this decline in the rate of increase 
was found in the position of two of the company’s undertakings, 
Hawick and Twickenham, which, after consistent progress at the 
rate of something like £2,000 a year between them, this last year 
actdally contributed £1,464 less profit than for the previous year. 
In both cases this set-back was due to causes largely or wholly 
beyond their control. They would notise that the basis, on which 
the Urban Оо. guarantee was calcule'ed, was now set out on the 
face of the accounts. The net profit of £597 carried to the 
balance-sheet was, of course, most unsatisfactorily small, pro- 
viding as it did so bare a margin over the amount of fhe 
debenture interest. They knew now, as they knew a year ago, 
that the company was far from being in the position in which they 
would wish to see it. Nevertheless, they believed that hence- 
forward the amount of the net profit would steadily 
.inorease, and in other respects the company was undoubtedly 
in a far more satisfactory position than it was. Turning 
to the  balance-sheet, it would be seen that investments 
and advances had increased by £49,398, whilst the reserve against 
investments had been increased by £409. This year there was a 
further item of £26,000, investments in Corporation, Colonial and 
railway stocks. These consisted of short-dated securities of the 
highest character, and constituted a temporary investment of their 
surplus funds. On the other side of the account, liabilities had 
increased by the amount of the prior lien debenture issue, the 
expenses of which had been deducted from the balance at credit 
of profit and loss account, leaving, with this year’s addition of £597, 
a balance of £14,809 to becarried forward. Turning to the schedule 
of investments and advances, they found that their advances һай 
increased by £36,669, and their debentures by £14,000, whilst their 
share holdings had decreased by £3,470. The alteration in the 
amounts of their share and debenture holdings arose out of their 
recent subscription for Lancashire Power Construction Co.’s deben, 
tures. Instead of subscribing for £27,500, the maximum amount 
which he promised them a year ago not to exceed, they had 
substituted £1,785 debentures for a similar amount of "B" 
shares, and had increased their holding in the company by 
£1,235 less than the stipulated maximum amount of £27,500. 
With reference to the present position of the Lancashire Power 
Co., last year's trading showed a loss of £3,809, this year’s trading 
was expected to show a small profit, whilst next year it was 
expected that sufficient profit would be earned to more than 
cover the debenture interest. The business was, of course, seriously 
affected by the strike in the cotton trade last autumn, and con- 
tinued to be adversely affected by the depression which still pre- 
vails in that trade, and in the general trade of the district, 
largely dependent as it was on the prosperity of that trade. At 
the moment the company was making neither profit nor loss, but, 
in so far as it had now eliminated the loss at which it had hitherto 
been working, he hoped it might be considered to bave at last 
turned the corner. Of the increase of £36,669 in the amount of 
their advances, the Urban Co. accounted for £32,465, and in this 
connection he would again like to point out the effect of the 
adoption of & more liberal depreciation policy by the sub companies 
in reducing the amount of their advances in the case of the 
Alderley, Isle of Wight, Lymington and Wycombe companies, in 
spite of increased capital expenditure by all those companies, whilst 
similarly in the case of the other companies the amount of the 
additional advances was reduced below the amount of the respec- 


tive expenditure. The capital expenditure had increased by 
£52,081, or by 1:9 per cent., as against £69,065, or 2:6 per oent., a 
year ago. Lamp connections had increased by the equivalent of 
100,144 33-watt lamps, or 8 7 per cent., as against 121,845 or 119 
per cent. a year ago. In both cases this diminished increase must 
to some extent be attributed to their policy of restricting free 
wiring, on which only £3,038 net was expended this last year, as 
against £8,076 for 1907, and £25,130 for 1906, but the growing use 
of the new lamps, of which they required a disproportionately 
increased connection to give them an equivalent load, had, no 
doubt, contributed materially to bring about this result. More- 
over, as time went on, he thought they must expect, the business 
to develop at a somewhat slower rate, since the scope for profitable 
extension necessarily tended to diminish, In connection with the 
increase of £6,883 in gross profits, it was satisfactory to notice that 
with the exception of Frome, which showed a small decrease of £5, 
and which was one of their least successful and least promising 
undertakings, Winchester, Salisbury and Newmarket were the only 
towns which failed to show some progress. These were three of 
their oldest undertakings, and consequeotly it had been more 
difficult in their case to counteract the effect of metallic- 
filament: lamps and the other inflaences—the fine weather 
and the bad trade—which had adversely affected their revenues. 
The outstanding feature of the past year's accounte was to be found 
in the fact that the increased profits had been derived more largely 
from reduction of costs than from expansion of revenue, and this in 
spite of the connection of the equivalent of an additional 100,000 
33-watt lamps. This result was due, not to any failure on the part 
of the new connections to yield an adequate revenue, but to a 
diminution of the revenue derived from the old connectiona. The 
prevailing conditions of the past yerr bad undoubtedly been 
peculiarly adverse, not only for them, but for almost all similar 
businesses, and he could assure them that the results realised for 
the past year had only been realised by the most strenuous and 
sustained effort on their part and that of the entire staff. These 
efforts would not be relaxed, but so far as the immediate future 
was concerned, though he saw no reason to suppose that they would 
not continue to make steady progress, he thought it would be unwise 
to anticipate that that progress was likely to be otherwise than slow. 
Costs were now in most cases reduced within measurable distance of 
the limit of possible reduction, whilst the increasing use of 
the more efficient lamps was not at the moment conducive to 
a rapidly expanding revenue. They were, however, doing their 
utmost to try and minimise the adverse effect of their adoption by 
their existing consumers, and this year, at any rate, they had, in 
cheaper coal, a favourable feature of which they could not be 
deprived, unless a general coal strike should prevent them from 
claiming the benefit of the contracts into which they had entered. 
He would like to say a few words about the work of théir private 
lighting department, which was tbe original business of Edmund- 
sons 30 years ago, and for which they enjoyed, and, he believed, 
always bad enjoyed, the highest'reputation. At the present time 
they enjoyed a large and valuable connection, and it was through 
the personal recommendation of former customers that the vast bulk 
of their orders came, but they felt that, if the business was to be 
maintaincd and increased, it was necessary for them to pursue a 
more active policy, all the more so now that most of the large 
country houses were already provided with installations, and now 
that their cost was so much reduced, and they not only needed twice 
as much work to yield them the same profit, but found every petty 
wiring contractor all over the country regarding himself as 
competent to undertake the work. They had, therefore, resumed 
advertising during the past year to a moderate, and what they 
believed to be a judicious, extent. Nowadays, the manifold advan- 
tages of electric light were generally recognised, but he doubted 
whether its very moderate cost under existing conditions was as 
fully realised as it deserved to be. Within the last year or two, 
thanks to metallic-filament lamps, the material reduction in the 
cost ofa private plant had brought electric lightiog well within 
reach of many people who would not previously have enter- 
tained the idea. It was no longer appropriate merely to 
the large country house. The necessary plant was now во 
cheap and reliable, the attention required need be so unskilled 
and trifling that thousands and tens of thousands of com- 
paratively small houses throughout the country might well adopt it. 
Theirs was one of the most intricate and difficult businesser to 
conduct. successfully, with its constantly changing conditions and 
with the immense amount of detail involved in the adequate and 
efficient supervision and control of between 30 and 40 stations; 

and when the work had to be done, as in their case it was essential 
that it should be done, with a minimum of expense, the difficulty 
became tenfold greater. It was no easy task to adjust matters 60 

nicely as to combine the maximum of benefit from, a centralised 

organisation with the undoubtéd advantages of a large measure of 

local discretion, especially when the majority of the companies in 

wbich they were interested had entirely independent boards. In 

the solution of these and many other problems, Mr. Highfield had 

been of the greatest assistance to them, and he could not soffici- 

ently acknowledge the debt they owed him for the assiduous care 

and attention with which he had devoted himself to the task he 

undertook. Mr. Highfield was a man of exceptional ability, who 

combined with his well-known technical knowledge two most 

invaluable qualities, a pronounced commercial sense and a marked 

sense of proportion, exactly those qualities which were largely 

lacking in the former management of the company, and he 

(the chairman) had no hesitation in saying that they were 

extremely fortunate in having secured his services. He was the 

very man they needed, and without any disparagement of either 

Mr. Gripper or Mr. Wigham, both of whom were co-operating with 

the utmost loyalty in their endeavour to retrieve the mistakes of 
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the past, he felt it was very largely due to Mr. Highfield’s 
inspiration that they were succeeding, as he fully believed, in 
putting the business on a very much sounder footing than that on 
which it previously rested; and without his continued help and 
advice they would be yery sorry to have to face the many difficul- 
ties, the many new and complicated problems which he did not 
doubt the future still had in store for them. It was, therefore, 
with all the greater pleasure that he was able to tell them that he 
bad agreed to give them the benefit of his services for another year 
at a considerably reduced fee. | 

Mn. A. A. OAMPBELL Swinton seconded the motion. 

Мв. J. 8. HiGHFIELD, the advisory engineer, addressed the share- 
holders as to the prospects of the company. He said the policy of 
controlled decentralisation was working well, and the managers at 
each of the stations had done good work during the year. He was 
confident that the policy of ooncentrating attention on the earning 
of profits instead of mere running costs and lamp connections had 
already had a good effect, and he thought they would see increased 
results in the future. In spite of a slight rise in coal prices, the 
costs were reduced. The additions ‘to capital account had been 
kept as low as possible in spite of the increase in connections of 
about 3,000 xw., or nearly 9 per cent. and of units generated of 
2,091, (00, or 12:4 per cent. Owing to bad trade, and a fine summer, 
and an increase in economical habits, most electrical undertakings 
had had a bad year, but he was hopeful for the future, although 
there might be a temporary set-back by decreased consumption, 
owing to the introduction of wire lamps. The electric motor was 
now used for many purposes, and their engineers had in most cases 
made themselves familiar with its use in various industries, and 
they were making a practice of using their experience gained in one 
town for use in other towns. The stations were run in a most 
economical manner. The ratio of expenses to gross expenditure 
was about 47 to 48 per cent. over the whole of the undertakings. 
The plant was in very good order, and was being well run, and, as 
a matter of fact, their main difficulty did not lie in their plant or 
engineering, but in the business management. | 

Мв. Рлав said that, notwithstanding the hopeful speeches of the 
chairman and Mr. Highfield, he contended that the company was 
in a very bad way, and was worse than it was last year. The 
capital expenditure last year had been £52,081, while the increased 
profit from investments had only been £2,123— just 4 per cent. on 
the extra expenditure. It was plain to him that the company had 
made no progress whatever. Many of the subsidiary companies 
were white elepbants, and in his opinion the only hope of ever 
getting better results was for the directors to turn their attention to 
private installation work. He would like to see a small committee 
appointed to confer with the board on tbat question. | 

Mn. Swan inquired what fee was being paid to Mr. Highfield, 
and complained that he should still be retained as expert adviser, 
seeing that he was only appointed fora year. The Scarborough 
Tramways Co. was one of their most unfortunate undertakings, of 
which Mr. Campbell Swinton was tbe engineer. Upon a capital of 
£100,0L0 the gross Dou last year were £8. | 

Мв. Hepazs said that as а member of the advisory committee 
who appointed Mr. Highfield, he was clear that his election was 
only for 12 months. Mr. Campbell Swinton was, he thought, elected 
to the board to look after the stations, which work, it appesred, 
was still being done by Mr. Highfield. Mr. Tuckett had done all 
` the work he promiéed, but he was afraid that the other directors 


performed very little service, and bis feeling was that they should 


either do more or else give way to others. 

Mn. A. Н. BABBEBR said he had attended the meetings for many 
years, and all they heard was recriminations and hopes for the 
future, but those hopes never seemed to fructify. Mr. Page was 
the only man who had made any practical euggestion for increasing 
their profits, and be would like to see him on the board. 

The CHaraman, in replying on the discussion, said that in no 
case had the capital of the subsidiary companies been written 
down, and it would not be politic on their part to advocate such a 
course, in view of the relation of the companies with the local 
authorities. It might be advisable to write down their own capital 
in two or three years’ time when the guarantee of the Urban Co, 
expired. At the present time it was impossible to do anything in 
that direction, as they were quite in the dark. With reference 
to Mr. Highfield’s resppointment, he could perhaps give them а 
most conclusive reason for that, viz., that uolees they retained his 
services for another year they could not retain his (the chairman’s) 
services, He thought it was rather hard upon the present board to 
criticise them for past action to which they were no party. They 
had come into these rotten companies, and they were determined 
to get the company out of the ruck in which it had got. The 
shareholders were taking up a very unreasonable attitude in 
attacking the board for not having effected revolutions in the 
course of one year. They had always told them that it was going 


to bea very hard and a long job to pull the company round. As - 


illustrating the difficulties they bad to contend with, there was 
the case of Frome. There were only 2,500 rateable buildings in 
the town, and of those 56 per cent. were cottages rated at less than 
£8 a year, another 16 per cent. were rated at less than £16, and a 
similar percentage at under E20 а year. It was impossible to get a 
rofit out of a place like that. There was a possibility of a slight 
provement, but коша not hope for any radical improvement 
in such a place. With regard to the private lighting department, 
the board were doing all they could to push that business, and had 
resumed advertising to a moderate extent. The position of the 
company was better than it was, although the progress was slow. 
He saw his way to finance the unde for several еп, and 
it was not in the parlous state that Mr. Page would seem to 


ы was then adopted, 


The CHarBMAN, in proposing the re-election of Mr. Campbell 
Swinton as a director, said that when first appointed Mr. Swinton 
only accepted the position at the request of the shareholders. It. 
would certainly not be in the interests of the company that he 
should retire just as he was getting a grip of its affairs, 

Мв, STANLEY Breton seconded the re-election. 

Мв. PAGE, as an amendment, moved that a committee of віх 
shareholders be appointed to confer with the board to select a 
candidate for the vacant directorship. 

Mr. Swan seconded the amendment. 

Мв. OamMPBELL Swinton said the only reason he accepted а seat 
on the board was because he was a large shareholder. The 


remuneration was absolutely ridiculous as compared with the 
amount of time given to the company. 


The amendment was negatived by a large majority, and the 
resolution was carried, ' | | 


- 


Electric Construction Co., Ltd. 


Тн sixteenth annual meeting was held on Thursday of last week 
at Winchester House, E.C., Mr. W. 8. B. McLaren presiding. 

The CHarRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, July 9th, pago 69), said the accounts showed 
a marked improvement upon those of last year. Indeed, they 
had to go back to 1904 (when the last dividend was paid on the 
ordinary shares) to find net profits comparable with those of the 
past financial year, and, having regard to the general depression in 
trade and to the continued strenuous competition in the electrical 
manufacturing industry, they had every reason to congratulate 
themselves. Ав an illustration of what this competition meant, he. 
might mention the case of tenders which were submitted recently 
for the extension of a provincial electric lighting station. No 
fewer than 33 firms tendered, and in the aggregate 118 tenders 
were submitted. These ranged from a minimum of £2,751 to a 
maximum of £4,218, and while he did not suggest that the whole 
of the difference was represented by the electrical portion of the 
plant, still, the figures would give some idea of the competition 
that prevailed. He must repeat what he said last year, that the 
electrical manufacturing industry was suffering severely from over- 
production. During the present decade about £7,000,000 had been 
invested in this branch of the business, the greater part whereof 
was earning no dividend, and they would realise what this had 
meant to older concerns like their own, for, although there had 
been a steady and increasing outlet for electrical plant, the power 
to supply had been grossly in excess of demand, in consequence of 
the huge increase in capital. If this unsatisfactory state of affairs 
prevailed in the indurtry generally, they would naturally expect 
him to tell them what justification there was for the hope expressed 
that the enhanced protits now reported would be fully maintained. 
During the whole period of this depression, the closest attention 
had been given by.the board and the management to cconomical 
production; and, further, they had not hesitated to keep their 
works up to the highest state of efficiency by installing the most 
modern labour-saving appliances, and the return on this expendi- 
ture left not the slightest doubt in the minds of the directors that 
the money was well spent.  'This progressive policy had placed 
them in a position to produce electrical plant of any size or kind 
at prices which he was confident were second to none, and, while 
it was always dangerous to prophesy, still, they had every reason 
to expect that, in the absence of any further slump in trade or 
sericui cutting of prices, they would be able to submit to them 
next year results as favourable as those now reported. A glance 
at the accounts would satisfy them that, if they had not been 
obliged to pay two years’ dividend on the preference shares, the 
ordinary shares might have received 23 per cent. The directors 
and the management would continue to spare no effort 
to place the company again upon a dividend-psying basie, 
and they therefore asked them once more for a renewal of 
their confidence. The accounts did not call for any special 
comments. On the credit side of the profit and loss account, there 
was an increase of £5,711 on manufacturing and contracting, and 
sundry receipts. This was due to causes which he had already 
described, and was the most gratifying feature in the accounts, as it 
indicated that, notwithstanding the low prices which bad prevailed, 
they could earn a moderate profit upon their products. If a 
sufficient volume of business could be obtained, he should have no 
doubt whatever about their being able to distribute a reasonable 
dividend on the ordinary shares, and an increase in output is the 
crux of the sitaation. Whether that increase would be obtained 
this year, he could not say. Dividends on shares in other com- 
panies shows a reduction of £2,389. The Electrical Power Storage 


. Oo., Ltd., in which they were largely interested, had suffered from 


the general depression in trade, and for the first time for a period 
of 17 years found itself unable to declare a dividend. The 
directors of that company reported, however, that there were 
indications of a revival in business, and it was hoped that this 
improvement would continue and enable the company to resume 
payment of dividends in the near future. Their holding in the 
Madras tramways had yielded a somewhat better return. The 
directors of that company contemplated a further extension of the 
tramway, and if that was carried out, the return upon their deferred 
shares would be materially improved. The debit side of the profit 
and loss account did not call for any lengthened review. General 
charges showed a reduction of £458, and maintenance of plant and 
buildings a reduction of £966. The latter saving was not due to 
short-sighted economy, the premises having been maintained, as 
hitherto, in thorough condition, and the cost of providing all new 
loose tools, or the renewal of same, had in accordance with the 
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company's invariable practice, been debited entirely to revenne. 
The net profit for the year, after paying £10,850 for debenture 
interest and crediting £5,000 as formerly to depreciation account, 
was £10,731 and, after paying a dividend for two years on the 
preference shares, they would carry forward £3,688 to next year, 
being an increase of £1,941 on the sum brought in. The profit of 
£10,731 for the past year compared with £5,932 for 1907-8, and 
with a loss of £1,442 for 1906-7. The financial position of the com- 
pany was very satisfactory. They had sample working capital, and 
were thus able to buy on the most advantageous terms. Indeed, in 
the opinion of the board, the company's р generally had been 
greatly improved of recent years and justified them in looking 
forward to the future with every confidence. | 

Мв. P. E. BEACHCROFT, in seconding the motion, said that they 
could consider the report as satisfactory,.and that in these days of 
severe competition they, at any rate, showed very good progress. 
Although the figures did not show extravagant profits, they were 
evidence, he hoped, of better things to come. The fact that they 
bad been able to hold their own showed that the company had the 
reputation for turning out the best work in their particular trade. 
He did not know when he had looked with more confidence to the 
future as he did that day. There таз already signs of an improve- 
ment in the. bad depression which hai existed in the past. TE 

The CHAmMAR, replying to a shareholder, said that the genera 

reserve was invested in the basiness, and that £14,858 of invested 
funds was split up as follows :— £5,000 in 34 per cent. India Stock, 
£5,000 34 per cent. New South Wales Stock, and £5,000 at 4 per 
cent. on deposit with а very rich company in Yorksbire, and they 
had £124,000 in other companies. They held all the ordinary shares 
of the Madras Electrio Tramway Oo., and £12,000 of the preference 
shares. They were also shareholders in the Electric Power Storage 
Co. The shares stood in the books at par, but against that they had 
a general fund of £285,000. It was no businessof the company to 
hold shares, and he hoped that next year those figures would show 
а considerable change. 

The report waa adopted. 


` 


Е f ` 


Chatham and Distriet Light Railways Co. 


Я 4 
Tux directors’ report for the half-vear ended June 30th, 1909, 
shows that the receipts were £20,363, and the expenses £12,821, 
leaving £7,642; less rent of Rochester Corporation lines, £1,872, 
and interest on debentures, £1,284; leaving £4,437, plus £233 
brought forward. Out of the balance the directors recommend the 
appropriation of £2,940 to dividend at the rate of 5 per cent. per 
annum on the preference shates, and £1,730 to revenue new 
account. . The traffic receipts show an increase of £1,137 over those 
for the corresponding pericd of last year. This, however, is 
almost entirely accounted for by the fact that the extensions to 
Strood and Frindsbury were not open for public traffic for the full 
half-year of 1908. The directors will, as usual, provide for 
depreciation when the final accounts are made up at the end of 
the year. NE. 


Half. year 


Miles Passengers Traffle Average Car No. of 
ended. open. carried. receipts. fare. mileage. cars. 
December, 1908. 14:98 4,857,740 422,282 © 1:99 597, 97 8 45 
June, 1909 "T 14:98 4,028,827 19,787 1'18 661,78 45 


The General Electric Co., Ltd. 


THE annual meeting of this company was held on Monday last at 
71, Qieen Victoria Street, Е.О. In moving the adoption of the 
report (see ELECTRICAL Review, July 16th, p. 106) the CHARMAN 
(Mr. G. Byng) spoke as follows : — 

I beg to submit to you our balance-sheet for the year ending 
March 318$ last, You will be glad to note that we show a larger 
profit this year than laet year. We have written off more for 
depreciation at our works, and have placed to the credit of our 
reserve fund a larger sum—over £16,000; the resources of the 
company and the security of the preference shareholders have 
thereby been materially strengthened. The margin of such 
security has more than doubled since the company was incorpo- 
rated nine years ago—our ordinary shares then amounted to 
£250,000, whilst to-day these shares, plus the reserve fund, exceed 
£500,000. I am sorry that in spite of such undoubted security 
offered, we find onr preference shares quoted at a discount; I pre- 
sume we, in common with others, suffer because Stock Exchange 
quotations take little heed of intrinsic value, and also because 
capital is nct flowing freely into the best English industrial 
securities— we reckon ourselves amongst these. We are experi- 
encing this in many other directions, and it ia beginning to do 
much harm to the induetries of this country in general, but above 
all to electrical enterprises. The income from our investments 
does not vary much; it bas resvlted in a return of about 10 per 
cent. The capital incresse shown in these investments is repre- 
sented by shares in foreign companies, establi-hed to act 
as our selling agents—as in France, Spain, South Africa, &c. 
The pressure of competition at home forces us to seek orders more 
and more abroad. Unfortunately, Customs duties are against ов— 
not only on account of their stiffness, but also on account of their 
uncertainty ; and it would be of enormous assistance to ue if our 
Government could enter into commercial treaties with Continental 
nations, or with any other nation, instead of relying upon the so- 
called most-favoured- nation“ clause—a clause which has often 
acted against us. We are continually intluenced by the tariff 


THE ELECTRICAL REVIEW. 


[Vol. 65. No. 1,652, Juce 23, 1909. 


fighting of foreign nations amongst themselves. The position of a 
reat country waiting for the outcome of disputes between others 
is exceedingly ludicrous, and puts us at a disadvantage compared 
fo our foreign competitors. After having spent money in pushing 
our manufactures, the duties are suddenly raised against us At 
present the alterations of Customs duties in France are ing us 
very anxíous, and we hope that they will soon be settled, one way 
Qr another. Suodry debtors and stocks stand at slightly bigber 
figures on account of the larger turnover. Additions to buildings 
and plant are smaller; the capacity of our works is greater than 
the demand. From a purely technical point of view all our works 
have done well; our engineering staff at Witton bas especially dis- 
tinguished itself. We have installed a larger number of big 
plante—eepecially a number of turbine plants; they have proved 
very successful, and have greatly enhanced the repatation of our 
Witton electrical engineering works, strengthening their 
sition in the foremost rank of electrical engineering firms. 
ur carbon works are largely occupied with making flame arc 
carbons. Ours is the only factory in England where such carbons 
are made ; we have succeeded in competing with Continental firms. 
For this, great credit is due to the energy and skill of the manager 
and staff of that factory. All our batteries, porous pots and dry 
cells are now made at Witton. We have added a large welding 
plant to our tube works, and our art metal works at Sherlock Street, 
Birmingham, are making heating stoves and radiators in addition 
to electric light fittings. We have considerably extended our tele- 
phone factory at Peel Works, and I am pleased to record that tha 
telephone equipments produced at these works have been adopted 
by our own and Oolonial Governments, and are considered an 
advance upon those made by the most prominent manufacturers in 
America and on the Continent. The sale of Osram lamps bas been 
large, and experience has proved that the marvellous economy and 
durability claimed for this invention is entirely justified. No 
invention since the advent of electric lighting has produced an 
equal effect. It may have somewhat disorganised the supply, but, 
in the long run, the result will be one of the greatest benefit to the 
whole industry. The factory at Hammersmith is completed, and 
is turning these lamps out equal in quality in every respect to those 
produced on the Continent. Tbe process of teaching workpeople 
in this new industry is proceeding rapidly, and soon we 
hope to employ over 1,000 skilled hands. . We have 
had exceptional opportunities of comparing the capacity of 
our English staff and workmen with that of similar German and 
American organisations. I am pleased to tell you that Englishmen 
have learned as quickly and as well as their foreign competitors, 
and in some respects have surpassed them. This is not a biassed 
opinion of my own, but the actual experience of the engineer who 
hae taught both here and abroad. Generally speaking, we cannot 
be dissatisfied with the year's working. Our profits have been 
assisted by tbe steady market, and the low prices of metals, besides 
the absence of any labour troubles. At the same time we must not 
forget that our profite, while they may compare favourably with 
those of other English concerns, do not come up to the standa:d of 
profits obteined by' foreign electrical oompanies working under 
similar conditions. The foundations of our company are good, and 
also, I believe, its management ; but we suffer, as almost everybody 
does, from a general trade depression. The conditions of the 
country and tbe outlook are, to my mind, far from bright, and it 
would be wrong for business men to overlook the present symptoms. 
We have mainly felt them in our efforts to all our works with 
suffizient orders so that they can be run at their fall working 
capacity. We have seven large factories, and everyone of them 
could give an increased output without any material increase 
of capital or of general expense beyond the payment of 
more wages. Ranning at less than full capacity means loss, 
not only in money, bat in upkeep, and in the spirit and 
skill of both masters and men. We have been compelled 
in some instances to reduce bands, and to run short hours. That 
means machinery and buildings idle, managers and workpeole idle. 
This is waste to out company, and waste to the nation. If that 
waste could be turned into work, such work would be obtained for 
nothing. That is the way to get things for nothing. Unfortunately 
people do not see it. It is simply a question of demand. If that 
demand did not exis‘, it could not be helped, but if. does exist at 
our very doors. There is plenty of electrical work to be got if we 
only keep it in tbis country, and do not send it s broad. 
Unfortunately, instead of its beiog directed into our factories, our 
national policy deliberately directs it into foreign factories. The 
working of a large commercial concern like ours shows clearly the 
effect of Free Trade. I am sure tbat our own experience is the 
experience of almost every factory in the country at the present 
moment. We are all being worked below our productive capacity. 
If you were to go into any English factory, you would receive in 
nine out of every ten the same answer, We could do more work with 
our existiog plant.” What holds good of industry, holds good of 
agriculture— under-production rules in field, farm and factory. It 
isincredible, but a fact as you know, that 1n spite of this state of 
affairs we are importing over £200,000,000 of manufactures and 
agricultural produce every year, every pound's worth of which could be 
produ ed here, simply by employing our natural produce, and our 
brains and sinews, now retrograding in idleness. We are met with 
tbe contention that we import all this because it is cheaper. What 
can be cheaper than getting tbings for notbing by turning waste 
into work ? That is really the question if gentlemen will only 
understand it. Isay here 200 millions, but it is my firm opinion it 
is nearer 300 millions every year. It is plainas a pike staff, 
yet people won't see it. You know that І think 
all this could easily be accomplished. A budget could 
be framed which would raise the production of the nation 
to its fall capacity—let Mr. Lloyd George know that—and 
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the objection I have to the budget now proposed is that it does 
nothing to encourage production at home. On the contrary, it 
does everything to discourage us by heaping further taxes and 
expenses upon the producer, and by leaving untaxed the foreign 
importer who competes with us in our own markets As an 


employer representing labour, I protest against this budget. It is 


futile, and would defeat its own ends after, I believe, causing 


a great deal of suffering, because it ignores the foremost - 


function of Government—to preserve the wealth of the nation 
by fostering the productive capacity of its people. NS. 

Мв. Huao Нзвет seconded the adoption of the report, and it 
was carried without comment. The resolution declaring a dividend 
of 5 per cent. per annum was also approved. : 

Mr: Hsr then proposed the re-election of Mr. E. G. Byng, and 
gladly took the opportunity of testifying to the great active 
interest he had taken in the firm, and his use to the menage- 
ment. He was looking forward to his co-operation. This was 
carried, and the auditors were also re-elected. - 
Mn. Woop, a shareholder, moved a vote of thanks to the chair- 


man, remarking that he had come to the meeting of a commercial 


undertaking and had listened to a semi-political address. 
The mem of the staff then went back to their various depart- 
ments, and the representatives of the Press disbanded, — ` 


City and South London Railway Co. 


“Тнв directors’ report for the half-year ending June 30th, 1909, 


states that the receipts from all sources have amounted to £89,563, 
and the cost of working has been £39,075, leaving a profit of 
£49,5€8. Inclusive of the balance brought forward, the net 
revenue account shows an aggregate total of £50,542. After 
making provision for the debenture stock interest, rent charge, and 
the transfer to the renewal furd of £1,500, a balance remains 
available for dividend of £34,663. Out of this sum the directors 
recommend that the full dividend of 5 per cent. per annum be 
paid on the preference stocks, 1891, 1896, 1901 and 1903, and tbat 
a dividend at the rate of 12 per cent. per annum be paid upon the 
consolidated ordinary stock for the half-year, leaving a balance of 
£1,412 to be carried forward. 


Passengers (ex- Receipts Div. per cent. 


Half-year. clusive of sson. (including per Ann. on 
tekt. bldrs.). sson.tckts.). ordinary. 
December 81st, 1906 9,104,293 £72,228 3 
Jane 80th, 1907 BS 10,048,780 77.520 9 
December 81st, 1907 10,782,145 88,452 1 
June 80tb, 1908 " 10,891,585 88,475 1 
December 81st, 1008 10,681,886 81 260 1 
June i as 11.227,179 84,246 1 
Total since opening line 228,659,676 £1,772,167 


The directors are glad to be able to point to an increase in the 
receipts from all sources during the half-year. This result is the 
more satisfactory in view of the constantly progressing electrification 
of tramways which connect with and feed those already competing 
with this company's line. It bas also to be remembered that as 
1908 was leap year, tbe half-year ncw under review was shorter by 
one day tban the corresponding period. 

In their Bill of this session the Central Londcn Railway Co. are 
applying to Parliament for powers to construct a tubway connecting 
the high-level public subways of their Bank Station with the 
booking hall of this company’s station at the Bank, thus furnishing 
additional access between the two comyanies’ stations and also 

direct communication with the Waterloo and City Railway. 
Bubject to this power being obtained, an agreement has been 
entered into for the construction of the subway at the joint 
expense of the two companies. The St. Swithin’s Lane porticn of 
the proposed subway has been withdrawn from the Bill. 


- 


Crompton & Co., Ltd. ; 


THe director report up to March 31st last shows’ tbat th 
depression in trade in almost all parts of the world in wbich the 
company does businers, and the resulting keen competition, bas 


rendered the obtaining of remunerative orders during the financial 


year a matter of very great difficulty, and a certain amount of work 
has had to be undertaken at а very small margin over cost. The 
net prcfit for the year amounts to £10,051 (as compared to 
£31320 for the year ending March 31st, 1908). After providing 
for debenture interest, and other charges shown in the ret revenue 
account, there remains, with the sum brought forward from last 
year, sn avsilable balance of £7,828. The directers propose out of 
this sum to set aside £1,500 for doubtful debts and contingencies, 
and to osrry the balance forward. The nun ber of add itior al 
lamps connected to the mains of the Electric Supply Corporation 
undertakings during the year ending December 31st Jast represents 
an increase of approximately 20 per cent, which is satisfactory. 
The guarantee as to the earnirgs of the Electric Supply Corpora- 
tion, which expires in December next, will not. to far as the 
directcrs can foresee, necessitate any further increase in the 
company's interest in the guaranteeing company. The dullness of 
trade still continues, although there are some indications of 
improvement, The directors have in view some important orders 
which it is hoped will he secured at tatit factory prices; they also 
have pleasure in рү that during the financial year a patent 
has teen obtained fcr a new auto converter, invented at the 
company's works. . Orders for these machines are now being 
executed, and i£ is snticipated that the invention, for which there 


is a large fleld, will -prove of considerable importance to the 
company’s business. With a view to obtaining fresh capital until 
such time as the company can profitably reduce its holdings in 
other concerns, an offer of short- notes was made to the sbare- 
holders in February last. The directors are now offering else- 
where the balance unapplied for. In order to prevent the 
possibility of delay in the issne of the compsny's annual accounts, 
it is proposed, in future, to close the accounts of the company's 
foreign branches at December 31st in each year, іпеќеғ 1 of at 
March 31st, as at present. This course has the approval of the 
company's auditors. EE EN | | 


€ 
— 


Madras Electric Supply Corporation, Ltd. 


Tne directors’ report for the year ended December 31st, 1908, 
expresses regret that the contractors bave not yet completed their 
work, although it was anticipated that everything on the direct- 
current side would have been finished by February, 1908, and on 
the alternating-current side for the tramway supply by January 1st 
last. The buildings and equipment of the main generating station, 
the sub station at Mylapore and the tramway sub- station, are now, 
however, practically finished. .'The construction of the main gene- 
rating station had been so.far completed on April 3rd last that the 
company commenced the enpply of electricity to the public from 
the permanent plant, and it is boped shortly to supply current to 
the Tramways Company, who have entered into a contract to pur- 
chase a minimum of one million units per annum. Agreements 
for the supply to the Port Trust and to the Government Buildings 
have been drafted and are now being considered. The grant of the 
new licences for the supply of ourrent to Fort Bt. се and to 
the Port Trust is expected shortly. In anticipation that there 
would be & large demand for electrio fans, to take the place of 
punkahs, which are used for the whole year in Madras, the directors 
sent out a considerable number to sell or hire out to consumere. 
Each fan installed will be a useful addition to the demand for 
current. The temporary oil-engine plant is now being dismantled, - 
and although the working on this small scale was not expected to 
be profitable, the Board feel that the expenditure constituted a 
useful adveitisement. The supply to the public commenced with 
an equivalent of.5,200 8-c.P. lamps connected to the mains. Many 
applications from other consumers have since been received, and 
some are already connected. Full particulars will, of course, be 
furnished in the report next year, but the directqrs think it right 
to state that they are quite satisfied with the prospects of the 
company. With reference to the company's investment in 43 per 
cent. preferred ordinary shares in the Madras Electric Tramways 
(1904), Ltd., it is satisfactory to note that the tramways are doing 
well, and this company has recently received a dividend at the rate 
of 5 per cent. per annum: (including j per cent. out of surplus 
profits) on these shares, 


Direct United States Cable Co., Ltd. 


Tux directors’ report for the balf-year ended June 30th, 1909, shows 
that the half-y ear 's revenue, after deducting cut-pay ments, amounted 
to £56,445 as compared with £51,368 for the corresponding period 
of 1908, showing a difference of £5,077 in favour of the half-year 
underreview. The working and other expenses for the same period, 
including income tax, amounted to £25,036, leaving a balance of 
£31,409 as the net profit, making with 44, 506 brought forward a 
total of £35,915. For the corresponding period of 1908, the working 
expenses and other payments amounted to £24,932. Three quarterly 
interim dividends of 4s. each per share, amounting to £36,426, have 
been declared and paid during the financial year, and a final divi- 
dend of 4s. per share is now proposed, together with a bonus of 1s. 
per share (both free of income tax), making with the three interim 
dividends 4} per cent. for the year, being a total distribution of 
£51,603. After transferring £5,000 to the reserve fund account, the 
balance of £3,596 on the revenne account is proposed to be carried 
forward, The reserve fund account bas been debited with £13,857 
for the cost of cable maintenance, and after being credited with 
interest on the investmente, profit on sale of securities, and amount 
transferred from revenue, the balance now amounts to £510,267. 


France.— The report of the Société de l'Energie Elec- 
trique du Nord de la France for the last financial year shows a 
gross profit of £11,568 ; the bulk of this has been applied to depre- 
ciation, leaving a talance of £790 to be carried forward. The 
plant at present in operati: n comprises two 1,750-x w. turbines and 
dynamos, and two 3,500-kw. eets. Plans sre now being prepared 
in respect of a new 5 000 Kw. set. By the end of the present year 
the company will, it is expected, have an output equal to 1,900,000 
Kw.-hours per month. ; 

At the annual. meeting of the Compagnie Internationale des 
Lampes Electriques Zircon Wolfram, lately held in Paris, a divi- 
dend of 84 fr. per sbare was declared. It was stated that the 
prospects of the company were very bright, all the subsidiary 
concerns being busily occupied. 


St. James’ and Pall Mall Electric Light Co., Ltd.— 
The directors have declared an interim dividend on the preference 
shares at the rate of 7 per cent. per annum, and on tbe ordinary 
shares at the rate of 10 per cent. per annum, for the balf-yenr 
ending June 30th. The share transfer books will be closed from 
July 24th to August 6th, inclusive. 
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MARKET QUOTATIONS. 


Wednesday, July 21st. 


CHEMICALS, 4c. „ 
a Acid, Hydrochlorio s .. percwt. bJ- 
а n trio ee ee oe oe ГА 99/- 
a » Oxalic ee ee ee ее н 98/. 
а ^» Sul hurio . oe ee oe » 5/6 
a Ammo Bal ae sis i 49/-. 
a Ammonia, Muriate (crystal) .. рег ton 22 
a " » oe ee ee ” 
a Bleaching powder. 23 va is £5 10 
a Bieulphide of Carbon oe ee 50 ы £18 
а Borax 92 з m Vs 9 216 s 
a Cop r Sulphate ee oe ее ," 218 10 £1 dec, 
a Lead, Nitrate s $ a m £25 10 vs 
a , White Sugar "n £23 10 
а „ Peroxide... " 
a Methylated Spirit .. sù . рет gal. 2/6 
a Potassium, Bichromate, in casks per lb. Ё 
а Potash, Caustic (75/80 95) . рег ton 
a „ Chlorate . V ee r lb А 
a T Perchlorate ee pe ” d. 
a Potassium, Cyanide ee ee ? d. 
a Shellac 2 o" si .. рег cwi. 7070 
а Sulphate of Magnesia  .. .. per ton £A 10 
a Sulphur, Sublimed Flowers " £6 10 
8 „ Recovered »* T ji £5 10 
a x Lum А e v» » £5 
a Soda, Caustic (hte 70 96) ss „ £10 15 
a "oc Chlorate ee ee ee lb. bu * 
a „ Crystals ЛЯ ж A" r ton 6 
a Sodium ichromate, casks ze r lb. Bd. 
a „ Cyanide (basis 100 . " 1а. 

METALS, &c. 

b Aluminium Ingots, in ton lots. per ton £70 
b i Wire, in ton lote .. m £112 
b 1 Sheet, in ton lots .. " £120 
p Babbitt's metal ingots .. n " £50 to £185 
c Brass (rolled metal 2*to 19"basis) per lb. та. 
с „ Tube (brazed) Ke — i Rid. 
C n ‚ (solid drawn) v " d. 
C „ Wire, basis .. sí га, $5 LY 
c Copper Tubes (brazed) .. ix К а. 
с m „ (solid drawn э »" Ed. T 
g » Bars (best selected . рег ton £70 £3 dec. 
к » Sheet ,.. Р? = - £10 £3 dec. 
g „ Rod.. v a 6s M ' 210 £3 dec. 
e „ (Electrolytic) Bars we is £00 5 10/- dec. 
e n $* Sheets [] 9 £m 5/- дес 
3 „ . C. Wire per Ib 714 d. дес 
e " . re per ic. e e dec, 
f Ebonite Rod a А va з 8/8 va 
f 50 Sheet ee ee ee Г 8/- ee 
n German Silver Wire is $a н 1/0 сж 
h Gutta-percha, fine.. é: 04 б T Фә 
h India-rubber, Рага fine .. © ўв 7/10 1/4 inc. 
i Iron Pig (Cleveland warrants) .. per ton 48/1 2d. inc. 


„ Wire, galv. No. B, P.O. qual. » £14 vs 
g Lead, English Ingot eo .. " £18 to £18 2 6 | 2/6 dec. 
m Manganin Wire No. 28 ee ee per lb. 8 T ee 


є Mercury 8 T vex eo ре . 
d Mica (in original cases) small . per lb. 6d. to 18. 
^ E d » medium „ 2/6 to 4/- 
* ,» e e .. » 4/6 to 8/0 
p Phosphor Bronze, plain castings " 1/- to 1/1 
p » » rolled bars & rods i 1/14 to 1/8 
p " „ rolled strip & heet „ i) to 1/6 s 
o Platinum oe ee ee ee per OZ. 1/6 variable. 
e Silicium Bronze Wire ee per lb. 93а. T 


Steel Magnet, in bars T ‚. рег ton 
g Tin, Block (English) .. .. „ 
n ' 59 Wire, Nos. 1 to 16 ee ee per Ib. 
p White Anti-triction Metals :— 

"White Ant" brand .. , per ton £85 to £60 m 
k Zinc, 8h't (Vielle Montagne bnd.) ii £25 10 T 


£ oe 
£180 to £181 £1 inc. 
1/84 T 


Quotations supplied by— 


a G. Boor & Co. . h Edward Till & Co, 
b The British Aluminium Co., Ltd. 4 Bolling & Lowe. 
4 Е. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd. 


f India-Rubber, Gutta- Percha and ꝑ P. Ormiston & Sons. 
Tel h Works Co., Ltd. o Johnson, Matthey & Co., Ltd. 
g James & Shakspeare, p The Phosphor Bronse Co., Ltd. 


r W. F. Dennis & Co. 


Stock Exchange Notices.—The Committee has appointed 
a special settling day as under :— | 
Thursday, August 5th.— British Aluminium Co., Ltd.— Further issue of 89,070 
ordinary sbares of £5 each, fully paid, Nos. 60,001 to 99,070; and 89,070 7 
cent. cumulative preference shares of £5 each, fully paid, Nos. 60,001 to 99,070. 
Application has been made to the Committee to allow the follow- 
ing securities to be quoted in the Official List :— 


Hurst, Nelson & Co., Lid.— 20, 000 6 per cent. cumulative preference shares of 
410 each, fully paid, Nos, 1 to 20,000. : 


Anglo-American Telegraph Co., Ltd.— After placing 
£5,000 to the credit of the renewal fund, the directors have declared 
an interim dividend for the quarter ending June 80th, 1909, of 15s. 
* per cent. on the ordinary stock, and £1 10s. per cent. on the 
preferred stock, less income tax, payable on July 81st. The balance 
of £21,414 is to be carried forward. 


British Columbia Electric Railway €o.—On July 
31st, a dividend at the rate of 5 per cent. per annum will be paid 
on the 5 per cent. non-cumulative preferred ordinary stock for the 
half-year ended June 305b, together with an additional dividend at 
the rate of 1 per cent, per annum for the same period. А 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Млвкютв remain in the condition of stagnation incidental to this 
period of the year. In the electrical sections there is little going 
on, and less to write about. With this bid for the enlistment of 
sympathy from the reader, the placid tale may be permitted to 
unroll its paragraphic folds. 

The Railway dividends are beginning to make their appearance 
and (the Metropolitan Railway has declared 1 per cent. on the 
Ordinary and 2} per cent. on the Surplus Lands stocks. Some of 
the more eager bulls talked of the dividend being probably 14 per 


` cent. on the Ordinary stock, and the price fell from 41} to 404, the 


latter still showing a ‘rise on the week. The announcement 
encourages the hope expressed here some months ago that the 
initial troubles of electrification are over, and the line is at last on 
the way towards reaping the reward of its change of system, 
Districts at 172 show no alteration. 

East London proprietors are disappointed at the failure of the 
directors to grapple with the problem of electrification, and the 
report which came out last Saturday attributes the delay to the 
board’s intention to await results achieved by the London, Brighton 
and Bouth Coast Railway over its electrified South London section, 


which, of course, is not yet open for traffic. East London Ordinary . 


keeps about 38, and the junior debenture stocks remain at 221, 8 
and.5 for the B,“ OC“ and D" issues respectively. 

City and South London Ordinary has risen to 32 upon the issue 
of a satisfactory report, following upon the increased dividend 
noticed here last week. The Céntral London trio continue at their 
depressed levels, pending the dividend statement. 

Quite a storm in a teacup has arisen over the way in which the 
County of London Electric Bupply Company has called up the 
amounts due on allotment of the new debenture stocks. To save 
the company a little future trouble hereafter, the first instalment 
has been called up ғо as to include the shillings and pence that 
would have become due on the future payments. This, of course, 
complicated Stock Exchange dealings rather badly, and the dealers 
are very indignant about it. Nominally the premium is 3 for the 
First Debenture, and 2j for the Second. 

The St. James’ and Pall Mall Electric Supply Compary has 
declared a dividend at the rate of 10 per cent. on its Ordinary 
shares, which isthe same as usual, and the price has not moved, 
There is a faint demand for Edmundson's and Urban issues. Edison 
and Swan were marked back to 5s. middle, and can be bougbt at a 
few pence above this price. Crompton's are flat on the issue of & 
disappointing repcrt. The Calcutta Electric Bupply Company has 
offered its new issue of Preference shares, but at the time of 
writing it is not posible to give any idea as to what kind of 
response bas been received from the public. Victoria Falls 
Preference are a trifle harder upon the statement that the company 
has accepted the offer of a substantial bonus to expedite delivery 
of current to one of its mining company customers. 

Canadian General Electric has risen to 121, and Mexican Light 
and Power Common is up to 71, the group as a whole being 
decidedly better. Nevertheless, there seems an uneasy feeling lest 
the damage on the dam of the Mexican Light and Power property 
may turn out to be more costly than even the £40,000 at present 
estimated. Rio Trams are 90, and Sao Paulo 1504. 

Good buying of Anglo-American Telegraph Deferred has hoisted 
the price to 17, the quarterly statement out a few days back being 
the inspiration for the rise. The figures sre satisfactory enough, 
but to touch the Deferred stock is to embark upon a lively gamble. 
Other telegraph issues have been almost stationary. Natioral 
Telephones are gocd, both the Preferred and Deferred stocks 
showing rises. 

British Electric Traction Ordinary were done at 10s. on Monday, 
and the Preference slipped back another 28. 6d., to 2j. British 
Columbia Preferred stock is rather better. A little business is 
being done in London United Tramways issues. London General 
Omnibus stock has slumped to 20. А movement is on foot to 
induce shareholders of the Electrobus Company to support an 
agitation, but perhaps the unfortunate shareholders will be best 
advised to let ill alone in this instance. A noticeable advance 
amongst the Miscellaneous divisions is one of 3 points in Electric 
Constraction Debenture stock, 


. Metropolitan Railway Co.—The directors recommend 


a dividend upon the ordinary stock forthe past half-year at the- 


rate of 1 per cent. per annum, (against 4 per cent. at this time last 
ear) carrying forward about £4,000. Dividends on the surplus 
ands stock will be at the rate of 23 percent. per annum, carrying 
forward about £1,000, 
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TELEGRAPH AND TELEPHONE COMPAN IES. 


— mente al ae 


J юс] | Basinesa done | S, 1 —— 
Prem |, ЖАМ, or | Dividends for the last — week ended | Rise + Fr 
~ Тю... | Bh оошо Jul A 

ma., |! July 1 July th. 1900. | Fali — [рет cent. 
95,00 graph Co.'s shares п | s э ки ОГ NL 
РЫ | Nos oe ee oe 

- 196.00] Do. en Daten No oa. 1 io 1,360 Heed, 5 99 — 96 $2 — 96 e ., . 6 4 3 
181,551,400, American Teleph Telegraph, Cap. Віск... в | 1494—1444 (164 uy i. г, . | 6109 
$58,000,000 | { Do. — 4% E c] 4951 9-9 97 — %9 A „ | e 4 0 10 
658,460 | Anglo-American Telegraph rn £3 4s. — 5) 58 — 60 +1 5 6 1 
BAT | Do. do, do верер" о. К e e | шару] +1 | Ет! 
8,220,770 do. do. Deferred — 16 — 1 164 — 17 + ў 240 

41,725 Ang. Portuguese Tel., 6 & Mort. Deb. Ste Red. 6 96 | 102 —104 1024 —10 . Tm +4 | 416 2 

2431960 | Союш» быт — 500 esr 4% Det. Gk. Red, 44 9 — ә 89 — ot "Bk: 

e, year э — — ee ee 

. 16,000 орана B e м») ee „„ Е 6 81 8 — 84 T 615 6 

- 6,000 Ў Н 10% Pref. .. .. ce ee 10 17 — 18 17 — 18 "n 174 5 11 1 

123,081 Direct Telegrapb, Ord. ее oe ee 9 E ei 24 — 3 ee b 8 8 

6.000 Do. do. 10 % Cum. Pref, $5 10 ti— 8i — T s 612 8 

x - 80,000 do. 4) Debs. ee ee 99 —101 99 — 101 oe ee 8 16 8 

` 43,500 eet Wy тази сзые, d Reg. Deb., 1to 1,208, Bi. 99 —101 99 —101 : .. 49 1 

6,000,000 | Eastern Telegraph, Ord ү „„ 277 127 —180 135 —18 ха, 165 195 — 4 1 8 

пасты | Do. 4% Mort. Deb. Stock. Вей... 4 1043 —1C 1044 —1 1 815 3 

800,000 | Eastern Extension, Aus and Obina Tele 1 113 — 12 114— 11 11 1114 — 519 2 

- 52,006 Do. 4% Deb. 4 1025 —1041 1036 —105 104 К 41 6 15 1) 

0,000 | { East. & 8. Afric, Tel., 4 % Mi Db. Mauritian) 4 % | 100 —102 100 —102 , 7 e. | 818 б 

181,197 | Globe Telegraph and Trusts b 1 10 101— 1 1 10} 6 7 0 

181,197 Do. do. 6 Pref... eo ee 675 1 ul 5 185 0 4 7 R 

150,000 | Great Northern Telegraph, of Copenhagen.. .. 18 96 ГЕ = e| 617 2 

.- 10,000 | Hal and Bermudas Cable, 4) % lst M fort} 44% " E M 4 9 1 

Debs., within Nos. Гю 1,900, Red. ; 

17,000 do-European Tele ph ee eo e? ee 18 628 ee . 6 1 6 

— Жасы боши es Common * 20. mes 4 T : 415 8 

50,000,000 | Do. 1% Oum. Prei. o 4 m 5 5 8 
894,190 | Marooni’s Wirele elegraph .. se. е8 N. sa 159 | 157À | — + Nil 

“72,680 | Monte Video Telephone Co., Lid. Ота, ,. 6% |6 T ee oe 600 

88,492 Do, do. do. 6% Prei. 5 % |5 .. 2 T 5 19 11 
9,295,000 | National Telephone, Pret. Stock oe ee ee 6 % |6 109 1064 | 59 1 
8,725,000 | Do. 0. Def. 4». Bo rua 6 % |6 1 125 +1 414 1 
. 15,000} Do, do. 69 Cam. lst. Pref. .. .. 6% | 6 24 591 

10000] Dos do 89 Ne germ. Ba Рас $60,000 64 5 In за] sal ast 
: е on- um. А * b e * 
$00.060 | Do. do. Deb. — н 84%, | 84 98 . | 819 3 
1,968,608 | Do. Deb. еск неа. ans ар 44% | 4 998 994 à 819 8 
179,818 | Oriental W and glos 1 * 171,504, £ paid .. 8 % |8 96/0 5:08 
^ 80,000 Do. do, se sò 6 % |6 2/7 . -| —+А| & 8 0 
- 99,100 Do. до. Red. Deb. $i 4$ |4 31 ; —1 | 412 9 
2 nte Pasiño а European Tel, 4% uar, Debr,, 1 to 1,000 H X - ve oe - Н ; 
E AANI ео ee ^l. oe eo 
345,955 - Telephune 05; ot б % Deb. Bea, coe X m T í 497 
8,043 т ems d $e as a8 e 180 ы 4 10 11 
0000 United River P е sae Nos. 1 $0 40,060 T. 5% 5 5 418.0 
dec um Nos. 1 0 X 
E ib ELS 28 vx "i TE 
9 0 y [] . е k^ oe 
907,980 Western Telegraph, Da. ов. 1 ёо 907,980.. .. 7% | .. 1333 | 187 5 O u 
-800,000 4 % Deb. Stock ds t% IE. 101 | +4 | 817 а 
88,521 West India and Panama Te greph LE eo eo Ni N ee ee ee Nil 
4 А o 69% Cum. lst , eo ее 6% 6 m m . 617 3 
| Do. айо. : Cum. 2nd Pret. TNT £26 115 : 80 1124 
| вода | Do. до, Debe, Noa. 1 0 1,8000 .. 5 * 5 | | | equ 
ELECTRICAL RAILWAY, MANUFACTUBING AND INDUSTRIAL COMPANIES, 
| fAnglo-Argentine Trams, 10 % Nom. Cum. PIN ie] | ! | | | 
830,000 | { Ansic-Are ' Pref, 280,008 to 660,007 р * N % 1095 | 9A— 9. | 9%- 9 | 96 | 9 961 
978,230 | Do. 4 % Deb. Stock Ж Ре TM ETT eee ES 91 — 92 91-99 | 9 | 932 — 146 8 
282,387 | Auckland E. Trams, 6 ы lst Mort, Deb, Btock as 100 5 5 595,596 | 101 —103 101 —108 ME EPOR, CE 417 1 
оош) | Babcock & Wilcox, 1 to 580,000. "E 24 20 @ |90 95 |20 % 44— 48 4j— 48 87/6 | m. .. 411 1 
100,000 Do. do. 6 96 Cum. Pref., 1 to 100,000 T | 1 6 6 6 % 6 % li— 1j 2 14 T | T T 400 

60,000 | British Aluminium, Ord., 1 to 40,000 . (s 5 1% |7 7% 17% 6— 8 — 8 | e 6) 0 0 

60,000 Do. do. 1% Cum. Pret, "a ео «s | 5 7 1 15 71 — Li li— 14 30/ | | +h 14921 

40,100 | Do, do, “A”"6%Cum. Pref, .. ..| 6 |6 6% 6 6 2)1— 8 )— BÀ + | ви 5 

12,897 Do, do, 49% Funding Certs. .. 2 Б |4 4% 14% 14% 2— 8 | 24— 8) I erga 514 8 
124400 | Do. do. _ 64% Loch Leven Debs, — .. | 100 .. | 5396 | 58% | 54% | 94 — 99 94 — 99 - 5 11 1 
500,000 | British Columbia E, Rail Def, Ord. Btock .. bi 100 6 16% 8 8 %| 143 —147 | 143 —147 | р 697 
400,000 Do, Pref. Ord. Stock — .. «4 | 100 |65 6% 5 % 6 | 121 —124 | 122 —126 12: | +14 415 8 
400,000 | Do. 5% Cum, Perp. Pref. Stock — .. ..| 100 5 5% 5 9, | 5 96 | 110 —118 107 —110 xd | 108} | i | & 41011 
298.000 | Do, 43 % lst Mort. Debs., 1 to 6,950 . | 40 | 449% | 4445 | 4590 | 49% | 102 —104 104 —104 HD 4 6 7 
212,600 Do, 4 Vancouver Power Debs. 41 to 9 200 100 4 ae | 44% 444 102 —105 101 —104 xd "NN et 46 7 
188,801 | British Electric Traction = 10 8 X Nil | Ni — i — d 15/- 10/. | Ni! 
161,437 | Do. do. 6 % Cum. Pre, .. ..| 10 6 6 % 8 % 1% 2 — 24 A— 7 51/8 7/6 | —à | 11011 
B^ Do do. 5 96 Perp. Deb. Stock .. Stock 6 5 2 16% 5 | 86 — 90 | B6 — 90 89 RB | | 611 1 

do, 44 %.2nd Deb, Stock Red. | 100 | 4496 | 44% | 4495 | 44% | 66 — 70 | 66 — 10 — { | 6 8 7 

100,000 British Insulated and Helsby Cables 57 5 |8% 110 J 10 9 109 | "7ài— 779 | w- т 6 9 0 
100,000 | Do, do, 6 % Cum. Pref. | 6 |6%|6% 6 J 6 6$— fi 6i— 68 | 410 7 
600,000 Do. do, 44 % 1st Mort. Deb. Red. , Ж 100 44% | 44% | 44% | 44% | 103 - 196 | 108 —106 к жж. Ae | 4 41! 
204,94 1 Un Houston 4 ди Mort, Debs, .. | 100 444 449% | 445 44% | 91 — 96 91 — 96 ee [D ow] 4 18 11 

ritis estin use re t à z 5 M з | | 

600,000 { = A 215 STi | 6 Nil | Nil | Nil | Nil їн ти | Y^— та | | Nil 

1,016,858 Do. do. * Mort. Deb. Stock 100 49 4% 4% | 4 9% | 88 — 42 88 — 42 9 10 6 

50,000 |;Browett, Lindley & Co. à (s 1 | Nil] Nil| Nil. | $— # 15 K. „„ v ] ow Nil 

60,000 Do. do. 6% Cum. Pref. .. | I Nil| Nil| Nil| .. | 14/6 to 15/6 14/6 to 15/6 «ә is zs D "m 
140,916 Brush Electrical Engineering, Ord., 1 to 106 781 . 2 2496 | Nil | Nil | Nil 0 — à | 0— à MET в aie Nil 
200,000 | Do, do. Non-cum. 6 % Pref. a з | 6 % Nil Nii] мі) O— 4 0— à s x d wea EM 
126,0001 Do, do, 4 Perp. Deb. Btock .. | Btock | 44% | 44% | 44% | 44% 43 — 48 48 — 48 М 
12,0001 Do, do. 4 Perp. 2nd Deb. 8tock.. | Btock ! 445 4496 | 442 ED 27 — 3! 2] — 31 | 14 10 2 
187,610 | Calcutta Trams, 1 to 187,610 2 6 6 8 6 .. 19— 4] 44— 4i 9 | 6 6 4 

45,804 Do, 5% Cum. Pref., Nos, 1 to 20,880. 5 5 56 V 5 |59 4i— 5 414 — 5 hM d 500 
B50,000 Do, 44 95 1st Deb, Stock. . | 100 | 4395 | 44% | 4496 | 44% | 97 —100 | 97 —100 | £8j 2 i 41) 0 

86,000 | Callender's Cable Construction shares 2 TD b 15 96 [15 15 96 . | 8ji- 104 97 — 10 105 . 1*4 9010 

40,000 Do. do. 56% Cum, Pref. .. Б BER SES |... ba— 64 bà— 54 9 ФАШ. А 4 15 3 
800,000 Do. do, 44% lst Mort, Deb, Btock Red. Stock | 44% | 44% | 44% | 44% | 104 —106 1034 —1054 | is T 4 411 
491,399 | Cape Е. Trams., 1 іо 491,229 ..  .. . L "АШ ИЕА | — E | ОИ SX LX SN NU 
450,000 | Castner- Kellner Alkali, 1 to 450,000 1 169189 112%! .. | 1 2 | li- 2 38/6 37/6 | .. |600 
910,158 Do. do. 44 96 lst Mort, Deb. Btock | 100 | 4496 | 44% | 44% | .. | 103 —106 | 108 —106 | 9 1 4 411 

1,890,690 | Central London Bailway, Ord. Stock. „ Stock 4% | 4 96 | B V | 84% | 61 — 63 | 61 — 63 | 613 — 5 8 2 
554,655 Do, do, 4% Pref, Btook .. „Stock | 1545147 4% | 88 — 85 | 88 — 85 INE CBE. 4 14 2 
551,655 Do. do. Del. do.. Stock 4 % 4 % 2% | 949 | 43 — 45 | {3 — 45 32; 81$ | | 511 1 
1,99 -« | City and South London Railway T T .. | Btock | T | gà 96 | 24% | 113 81 — 82 915 — 824 | us E 412 4 
85,000 — Oo., үүт А * ok B | 94% 6% 15% 59 1 — 1} à— 1 20/ 18/9 5115 0 0 
st Mor z. De 8., to) | | | | 
100,90; | 300 ot 4100, and 901 to 11,000 of 450 Hed. } L Бы ks 5% ш и — 94 91 — 81 до 
* Unless otherwise stated, all shares are fully paid + A period of nine months, t From Manchester Share List 
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SHARE LIST OF ELECTRICAL COMPANIES.—((onsmed.) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, {Continued 


- - Olosing dong + t 
Brock Dividends for the Quota otations | week ended 

Het ШАМА. | Sharo, last four years. July m jus Mth. July Mth, 1909. Pall — per cent. 

— : * |1000. 1900. i190]. IS. |Higneet Lowest. а a 

- 280,000 | Dick, Kerr & Oo., 1 to 960,000 .. .. .. .. 1 10 E 16 13 7 lð- : г 15 Е | 88 | e 416 0 

$600 | Do do, 8 % Cum. Pret., 100 805,808...) 1 Oe ae ч ш = К " — |4838 

271,080 » _ ic. 44 96 Deb. Stock А EH | 6 6 6 18— 14 18 — M ЖЕ: 459g 

Dublin United Pret., 1 to 60,000 | | 24 c — d od { ә — b 335 0 0 

90, 281 ison & Bwan Uid., "An shs, £8 pd. 5 d 4 | 24 28 1 = af Tg 24 ee ee 6 6 0 
901.05 i 44, Det ek "ouais 100 re сф 4% | 68 — T8 68 — 18 : . 5 1 7 

, | | = = ae X 5 

61,790 Do. 6% 8nd Deb. Brock Prov. Gens. all pa, | 100 | * TH к мі 
113,100 | Electric Construction, 1 to 119,100 .. $i ies 2 7 4 7% 10 18 1. А E 81723 

81,990 Do. do. 7% Cum. Pret., 1 to 81,890. . 9 1 Н Б u- 7 i- т} Е 2 819 4 
s0000 Do. чш 4 Mori рер... . | stook 4 148 4414 % | 85 — 88 — 88 1 : £n 

$9,000 | Gs. N. & City Rall. Pref, Ord. A” 496, 1 80 18,000 о 114/34 te | ui 10 — 102 s 2 1610 8 

вод | Da dor ye De. . 1 2 5 7 „ иис 103 — 108 — 44 

vs ет — — 1 ee ee 

40,000 | Henley'a (W. T.), Telegraph Works, Ord. .. .. Ар е AE A Er AC ni- 150 5% . 1489 

50'000 Do. MA. Dei b. Btock | Stock 4 | Hi 44% 105 —107 105 - 107 Via MP В 441 
150,000 v ber, G do roba & Tel h Works.. | 10 | 16% [10 It 144— 154 144— 164 ; 611 2 

81,500 паба рар . way, Ord egrap 10 Nil N à Nil — i 5 = 665 ea ee os 8 P 

Over ee 6 MS 6 — ee eo oe Я 

10,000 теор С Pref, 13007 "е paid .. 10 б : F i 23 m уз = i Nil 
809,980 | Ро. Ф ю || В: a 11 23 2— 23 40,- E +4 12 0 0 
195,000 Do. do. 1 00.000 1 to 125,000 4 | 4 5 63 — 67 бо — 68 66 66 4 14 617 R 

1,881,000 | Ро. do. ‘ 18% Mort. Deb. Btock — 10 |4% 4% | Ф а. c o: . 
6,783,063 Me litan Consolida ое ee ee но | 2 P 68 -— 10 68 — 70 67 Н Eu 8 13 1 
2.288.600 Do. Рів un апав M E 100 Mil | il | Nil | 174— 18 174— 18 "n 17% | Nil 

514014 3 55 litan do. ie me, Bat. | i Ni | Ni | Nil Nit fc йе Г: 16. | ив n i Nil : 

600,000 Do. до, % Cum, Pref. .. "Xr. t 4 | ae | op or 983 95 o | 4199 

. B 5,600 Do. do. 44% Deb. Stock Red. t% 181 —134 1t0 —132 18») | 130} | —14 = 
$10,823,200 | Mexico Trams Co., Common Stock 26 ve poem | Se * 914— 934 621— 044 M 184 41 6 5 10 
$9,000,000 Do. Ist Mort. 60-year 5% 014. Вав, | .. „ е = x3 i ДЕ .. | 818 0 

245,500 | Potteries Rlectrio Na tion : : 5 | T. KY Yo "n 2 " Sas he UO we бип 
945,500 Do. DE CU сг ee ee ee 100 m 43 4 44% 86 — 89 86 — 89 as i ЗЕ | m 5 1 9 
945,000 Do. vs .. 19 Б 15 il 15% | 83 — 643 33% - 35 e [141510 

40.00 те -— c Be and Meiatenance .. 18 4 4 4% | 101 —108 99 —iul Е i? 819 3 
140,000; 4% Deb. Bas., TOTAL ,1909 | 100 4 | та 1023 - 1^9) wy 10% „ 

1,000,000 | Underground Electric Railwa ay, 5% E or Lien e pue 5 ux Wm 67 — 89 se] 875 e 15124 
2,860,000 | Ро. Bonds. ay | e le | Uh] Ше ыо es DE p 
4,900,000 | — Do, come Don * Fu Ni lo Nil i à is ES z 

a но e SERES Ed со сол, 

; ' | se | о RES | Р | 
9/5495 | Do. % tet Bort. Deb. Bie! DAMES ER" | 4% 4% ай Ый —80 | 76—t0 ; W 789 | | 
- ELECTRICITY SUPPLY COMPANIES. ° 
| a ~ 4€ " is . | 510 0 
15,000 B (Kent) E.L, & P. 1 to 15,000 is 54° 5 4— a. E * {+ 613 9 
30,000 Do. 8 100 / 1 4 POR 8 — d 5 17 8 
9,661 бакы ы Cum. Pref. 100 44 4 4 4 97 100 97 - 100 fs . 8 18 5 

806,876 Central E Electric Bu ‚Воск .. y. ar б 83 — 8 1— 4 86/3 35 / 514 8 

80,000 | Charing Cross and wad anita, Supply 6 6 X 1 4 4 44 — ie i 4h 4 

80,000 Do. do, do. a Prei. 4 4% % а 1 4 5 5 11 

80,000 Do. “City Undertaking" 44% Cum. Pri, | Б | 6 ae { 5 m 98 — i ii 819 8 
44 | Ob нев Ricoh Bopp Orde ш — * 35. 4 89— 4b 8j— 4 “ кор 

e ee ee ee {8 , КЕ, —103 "P 
moon of Lond 4 % Do | 5| 10 97 84 ii 6 110 — 11 110 — 1 104 | 10 591 
10,000 Meis on leo Li t To ^Y Bins 0 |69 65 6756 12 — 12 12 — 18 124 127% | + 4 2 : 
Е 9 е os C 5 91 —]154 1/1 — 

400 Bo. 645 Db. Btk., Berip, (ias. at 115)all på, | .. |5%|6%|5%|5%|1 Ши 148 8 
880.500 Do. 4495 Ad. Db. Stk., Prov. Cris., all pd, 100 | a a at 99 12 3 : ү j Az 
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` EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JUNE, 1909. 


THE June returns of electrical business show a slight improve- 
ment over the previous month's figures. 

The exports, with a total of £270 268, are barely a thousand 
pounds ahead of the amount recorded in May. The imports, 
totalling £158,119, as against £122,762 in the previous month, make 
& better showing, comparatively, although only slightly above the 
monthly average of 1908. The re-exports amounted to £12,034, as 
compared with £10,023 in May. - 

For the sake of comparison with previous years returns, in the 
caas of the exports, it is interesting to note that the total business, 
leas telegraphic, amounted to approximately £250,000 for the 


month—the highest amount yet recorded, and comparable with a 
monthly &verage of £213,000 in 19€8. In connection with this 
it may bo observed that telegraphic exports fell some £30,000, and 
electrical machinery improved by £20,000 as compared with the 
May figures, while the cable export was also higher. 

In the import section the 5 total is largely attributable to 
increased telegraphic and telephonic importation. There was also 
a £7,000 increase in the value of lamps sent into this country, but a 
fall of £5,000 in cable imports 

Japan was the most prominent purchaser from this country, and 
Germany the largest importer, as usual, during the month. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


„ 
Total, £ 14 856 ; 59,325 


- 


Registered Imports into the United Kingdom of oe Goods from all Countries. 


— е ер 2 2 D шз | = ox | 
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34 38 $33 8| "B la B dà 2 4| 
Ы | Ее | Е я а iut. БЫ? 
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Netherlands and. Java = 377 1^9 34 10 13 9. 9 » 556 81 185 1,603 
Belgium - 113 171 6 50 89 813 16 50 135 233 1,676 
France and French It do-Obina 81 85 39 474 7 MEA N as: 37 182 2,516 5,03 
Switzerland 19 СЬ СЬ BO) ies 25 48 108 
Portugal, Madeira, Azores & Portuguese Africa, 225 79, .. 88 27 2892; 95; 187 | 157 90 3,730 
and Canary Isles... M a 19 99 | 211... | 400 ' 1,520 | 14 | | des | 2,420, 4803 
Italy and Austria-Hungary sus m. . 3211.8 .. | 206. 13811 749; 5,520 | 39 ... | 8,298 
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Queensland and Tasmania ien) дима “eee 1234  .. 27 665 1.513 60. 45 262, 9,096 
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512 Mb 
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^ 5,656 1656 |7,627 5.589 5,583 5 ТЕ 839 lao, 138 ! 20,313 270, 268 


e £ £ £ £ | & £ £ £ £ 
Norway, Bweden and nx a m ET | еу 28 220 E 702 | 1. 1.268 489 | 86 ` 4,991 7,043 
Germany iis suu. es M | 622 '12,698 | 1,427 30,684 1,622 19,707 1.888 698 4, 886 15.547 89, 779 
Holland. T Bc Мы mu чы Эп | — ' 285 "E 18,91 13 | s КЕ 8 30 = 8,598 
Belgium "ND S 356 1,184 26 | 16 1,754 | 12 45 189 | 11,141 14.728 
i эй. мю эю m4 | ш 765 2,504 | 886 174 60 1,817 2,607 7,791 16,931 
Наград р ss s e i "LI 147 52 8 200 552 10 13 904 1,894 
Italy x. sim cl 56 | BED 209 Ри " 354 1,178 
Austria-Hongary... © к | 2 d 220 ! 12 206 bd “10 3,106 355 4,019 
United States ase а .. | 2804 588 , 1,684 782, 379 10 ‘an | 1, 910 302 | 101 234 18, .983 
Total, £ | 4,008 5,681 | 3,994 m РТ 3,112 Um 434 rere | 3,369 10,9688 40,617 157.978 

Additional imports: Spain, carbcne, 477; Canada, lamps, £57; N. B. Wales, electrical machinery, £7. 
Registered Re-Ex ports of Foreign and Colonial Electrical Goods from the United Kingdom. 
| £ £ £ 2 £ £ £ РЫ £ ё | 
Various countries, mainly as above ... S. | 1,966 | 307 | 1,744 1,363 269 | 379 | 6,606 | T 
Toran Exports : £270,268. Tora, Rzg-Exproats: £12,034. Toran IMPORTS: £158,119. 
Nors.—The smounts appeari g under the several beadings sre classified accotding to the Customs returns. The frst and. 


third columns contain: many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of ‘eimilar - 


materials to those appesring in adjacent columns. 
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OVERHEAD MAINS. 
By WILLIAM COPELAND. 


To erect overhead mains on straight roads and good ground 
is not a matter of great difficulty ; but to erect overhead 
mains in shipyards, dock estates, railway goods sidings and 
such places is a different matter altogether, and not so 
simple. There are many difficulties to overcome—e.g, the 
ground where the poles are to be erected is generally built- 
up ground and not set, and there is often great trouble 
experienced in staying, there being no room to do this on 
acoount of the railroads. Another trouble which is often 
come across in such places is that distribution is made from 
certain points; the strain on the poles of three or four heavy 
mains all going in one direction is great, and not easily dealt 
with and nothing looks worse than unsightly poles on electric 
distribution systems. | 

When commencing to erect overhead mains in the above- 
mentioned places, the best way is to walk over the ground 


and make a plan of the positions of the poles, or drive wooden 


pegs into the ground where the poles are to be erected ; 
after doing 8o, plan out how the mains are to be run, taking 
particular care to note where the strain is likely to be, the 
number of mains on each pole, and where telephone guard 
wires are to be erected. ` 

When erecting mains in such places, I should recom- 
mend poles of not less than 24 ft. from the ground level to 
the first arm. Wooden poles are to be recommended on 
` account of cheapness. They should be of red fir, free from 
large knots, and creosoted, and care should be taken to select 


them with a good taper. When erecting the arms, cap 


finial and earth wire, care is to be taken that all are con- 
nected together at the top, and the wire bronght down to 
the bottom of the pole, and twisted two or three times round 
the butt to make a good earth. | f 

Wooden arms of sound oak, well seasoned, are to be 
recommended rather than iron arms when using bare 
copper mains. Where there is any likelihood of any 
strain on the insulator, twin oak arms should be fitted on 
the pole, each fitted with an insulator on each side of the 
pole to take the strain, and when heavy mains are erected, 
the arms ought to be strengthened by an oak lath erected in 
a perpendicular position between the arms on each side of 
the pole ; do not use iron, it is expensive to maintain. 

For foundations on such places, concrete is not good 
on account of so many alterations oceurring ; it is too 
expensive to take out the poles, which have to be cut down 
and spoiled. The best and cheapest way I have fourd to 
erect poles in these places is to dig a hole about 6 ft. deep 
or во, according to the height of the pole, ard have four 9-in. 
‘wooden deals 5 ft. long placed vertically at the sides of the 
hole, then place the pole to be erected in the centre of the 
hole, fill into the hole about a foot of earth, and place a 
9-in. deal on each side of the pole, a tight fit. Afterwards 
fill in the earth and ram well up to 5 ft., then place a 9-in. 
deal on each side of the pole, a tight fit, and afterwards fill 
in the earth and ram well up to the ground level. I have 
found this to give every satisfaction where heavy strain has 
come on the pole. Where this is likely to be the case a 
good way is twin a pole and so erect them that the poles 
are at an angle to each other, во as to divide the strain 
equally between them ; do not erect the poles in parallel. 
I have had experience in such places with heavy mains, 


to erect four poles and found they are better on an angle 


than square. 

~ Insulators and bolts should be strong; $-in. bolts are 
considered quite small enough. Guards need not be used 
when wooden laths are employed. The P.O. insulators 
have been greatly used, even for high voltages, but the 
binders are some trouble and expensive to maintain, and are 
not to be relied on. 

I have invented a bindless and practically unbreakable 
insulator, which can be used for any class of wire or cable. 
It can be employed for aluminium wires ; with a porcelain 
cover, such an insulator is badly needed for such wires, as 
great troubles are experienced owing to the action of the 
binders on the aluminium wire. The insulator is carried 
on an ordfhary bolt which has a square collar, in order to 


hold or turn it by means of a key or otherwise. The body 
is a porcelain insulator with the usual sheds, and has a 
horizontal groove round it which contains the wire, the latter 
projecting somewhat from the groove. In the top of the 
insulator is a screwed socket for a stud bolt, this socket 
being entirely separated from the socket for holding the bolt 
by a sufficient thickness of porcelain. The stud bolt has 
an ordinary right-handed screw on each side of a central 
collar, and there is a cap which can be made of porcelain, 
or of cast-iron or other like metals. This cap is provided 
with two slote, to that it can pass over the wire when placed 
in position, and comes down tight on tothe wire. The cap 
and insulator are preferably somewhat conical in shape, bot 
the cap is rounded at the top. 

The mode of erection is as follows:—The bolt being 
screwed into the insulator in the usual manner, and the stud 
being also screwed into the insulator, the bolt is put in its 
eupporte, but not tightened up. The line wire is placed in 
the groove, and the cap dropped over, resting on the stud. 

The cap is now held by the hand and guided centrally, 
and the bolt turned round until the upper screw of the stud 
screws tight into the cap and holds the latter tight against 
the wire. 

The wire is now firmly fixed. There is & special value 
attached to this insulator, for it cau be used for a shackle 
insulator or on a curved or straight line, which is a great 
consideration when erecting overhead mains in such places ; 
one class of insulator is all that is required. 

Bare copper wires are recommended for mains; they are 
approved of by the Board of Trade, and are much chesper 
and lighter, and stand the atmosphere much better; in- 
sulated wires are expensive to purchase, not во easy to work 
with, and carry coal dust, snow and ice, which all give 
trouble. | "os 

When using bare copper mains, do not use the arc lamp 
poles to carry them, as they are dangerous to pass through 
when attending to the arc lamps. 

Connections from the mains should be made of bare 
copper, preferably solid copper wrapped with Blackley tape 


and varnished: these are more suitable to withstand the 


winds. It is not uncommon to use insulated wire with coils 
of a pretty spiral form, about twice the length they should 
be, and when the wind blows a few weeks afterwards the 
connections break and the lights go out. Bare copper 
connections are much stronger, and will last for years if 
properly made. 

When a number of connections are taken off the mains 
and the mains are long, a joint box or double-pole or triple- 
pole switch should be used for testing purposes, &c., and on 
larger installations the ring type of mains is а good idea, 
and has been found to be very valuable. A main starting 


. from the gub-station is run round the estate and back to the 


sub-station, with a switch half-way to break the ring, and 
say, two or three more switches in the ring, as the case may 
be. In the case of a breakdown only one-third of the 
system or 80, according to the number of switches used, is 


. out of use at a time until all is repaired. 


A German Congress.—We are informed from a Con- 
tinental source that the next International Oongress of Mining, 
Metallurgy, Applied Mechanice, and Practical Geology will be held 
at Diisseldorf in Jane, 1910. This is at the invitation of the 
representatives of the Westphalian mining industry, which was 
issued at the last Congress, keld at Liége in 1905. The programme 
of proceedings is at present in course of preparation, and will 
include visits to various institutions and places of interest in and 
around Diisseldorf, in addition to the usual papers. Any persons 
interested may obtain further information from the Arbeitsausschus 
des Internationalen Kongresses Düsteldorf, 1910, Diieseldorf, 
15, Jacobistrasse, 3 and 5. 


Peculiar Accident to a Tungsten Lamp.—Onor con- 


temporary, Electricity, of Milan, publishes an account of a curious . 


occurrence which bappened to an 80-watt tungsten lamp, simul- 
taneously with a flash of lightning which blew the safety fuse. A 
shock was observed at the lamp, which could not again be lighted 
up. The glass bulb was pierced by a body evidently directed from 
the inside; this was obvious from the appearance of the hole in the 
glass. The metallic filament was broken on every side, and the 
hole in the glass was apparently made by one of the metallic 
supports, which must have been projected from its plece with oga- 
sidvrabie force, 
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THE ELECTRO-MECHANICAL PROPULSION 
OF SHIPS. 


Ву A. P. CHALKLEY, B.8c. 


- 


Ever since the steam turbine became an important factor in 
marine work some years ago, the question of ite economical 
adoption for moderate speed ships has been receiving the 
attention of engineers, not only in this country, but also on 
the (‘ontinent and in America, and it would be idle to deny 
that no satisfactory solution has yet been found. The 
difficulty, in a few words, lies in the fact that the steam 
turbine must run at a high speed, and the propellers at a 
low speed of rotation, for good «fficiency, and therefore for 


turbine boats of 20 knots or under, if the turbines are 


running at their most economical speed, the propellers are 
proportionally inefficient, and vice versa. 
In the ordinary direct drive (i e, with the turbines coupled 


direct to the propellers) for these boats, a compromise has 


invariably had to be effected, giving a maximum combined. 
efficiency which is much less than the maximum efficiencies 
of the turbine and propeller if both are run at their most 
suitable speeds. The obvious means of remedying this state 
of affairs is to devise some satisfactory low-speed turbine or 
an efficient bigh-speed propeller, neither of which has yet 
been accomplished, and at present the best results have 
been obtained by the combination of -high-pressure 
reciprocating engines and low-pressure turbines, driving 
separate propellers. This arrangement has given an 
undeniably better steam consumption than the pure turbine 
drive for intermediate speed boats, but it is naturally heavy 
and costly, and it is doubtful if it will be widely adopted. 

The comparative lack of success of this expedient has 
led many engineers to turn their attention to the design of 
& practical means of gearing the propeller and turbine shafts 
60 that the turbine spindle and propeller may each run at 
ite proper speed. Mechanical gear, while not absolutely 
impossible, has to overcome enormous obstacles, and the only 
really possible suggestion in this direction is the use of 
magnetic clatches, in which the teeth are never actually in 
contact, the magnetic field'created by the driving wheel 
causing the driven wheel (keyed on to the propeller shaft) 
to revolve without friction. It may safely be said, how- 
ever, that after prolific experiments on the part of many 
investors, this idea has been quite abandoned, at any rate for 
the present. 

It is, however, in the electro-mechanical system of pro- 
pulsion that the greatest hopes are now centred, but it is 
unfortunate that a considerable bar to its development is 
due to the fact that marine engineers in general know little 
of electrical work, while electrical engineers are likewise 
unacquainted with sea-going conditions. 

The broad principle of electric propulsion is as follows :— 
The prime mover, instead of driving the propeller shaft 
direct, ia coupled to an electric generator, hio transmits 
its power to motors coupled to the propellers, the speed in 
each case being that for maximum efficiency, the whole 
arrangement practically consisting of a system of electric 
gearing. At first sight it might appear as if this would 
largely increase the weight, cost, and complication of the 
installation, but, as will subsequently be shown, the exact 
opposite is the case. 

Considering the relative aspects of a moderate speed boat 
with direct turbine drive, and secondly, with electro- 
mechanical propulsion, we have, in the first instance, heavy 
low-speed uneconomical turbines, a large boiler plant, and 
а great length of propeller shafting, while the “ astern” tur- 
bines add considerably to the weight and cost, and decrease 
the efficiency. In the second case, while there are the 
generators and motors to allow for, the lessened steam con- 
sumption due to the higher efficiency of the turbines, which, 
of course, would run at their most economical speed, the 
smaller boiler installation, the absence of astern turbines and 


propeller shafting, and the decreased size of valves, pipes 


and all auxiliaries, actually would bring about a reduction in 
cost and weight of the whole equipment. These facts will 


be elucidated by figures which obtain in practice after some ` 


of the systems have been described. 


att 


About nine or ten different proposals for the electric pro- 
pulsion of ships have been brought forward, and many of 
them patented; two of them have been tried practically, 
while of the others several designs are now being prepared, 
so that rapid developments are to be anticipated very shortly. 
Mr. Parsons, the inventor of the steam turbine, was quick 
to recognise the unsatisfactory results with intermediate 
speed turbine boats, and his system of electric propulsion 
was one of the first, and it should apparently give the 
highest economy in steam consumption that is possible with 
any combination. His idea is to combine high-pressure 
turbines or reciprocating engines with low-pressure turbo- 
generators, the steam, after passing through the main pro- 
pelling engines, being delivered to the tui bo-generatore, 
which are, of course, quite disconnected from the propeller 
shafting. The generators deliver their power to electric 
motors on the propeller shafts, which thus aid the main 
engines. The hopes for this system are based on the well- 
known economy of the low-pressure turbine, and it is cer- 
tain that if it were adapted to existing cargo steamers, by 
placing turbo-generators between the reciprocating engines 
and the condensers, and coupling motors to the propeller 
shafts, the saving in coal consumption would be sufficient to 
cover the cost of the extra plant in four or five years at the 


-outside. In this arrangement direct current would be used, 


probably at 200 volts, and series motors would be employed 
for the drive. To this there are objections, inasmuch as 
commutators at sea are to be avoided, for there is little 
doubt that they would cause trouble, and, moreover, since 
direct-current turbo-generators are unsatisfactory above 
1,000 KW., the size of boat to which this system is applic- 
able would not be more than about 5,000 tons. Of course, 
tarbo-generators of 2,000 xw. can be relied upon if two 
tandem armatures are used, but it is vastly improbable that 
marine engineers would agree to this arrangement for sea use. 
The lay-out with this system is not particularly convenient, 
and the saving in space and weight would by no means be 
as great as is possible with a purely electrical drive, because 
the main propelling machinery would be on the same heavy 
scale as for the direct drive; also the size and cost of the 
auxiliaries would be only slightly diminished, and the same 
propeller shafting would still be necessary.  *The arrange- 
ment is shown diagrammatically in fig. 1 in which 4 is 
the high-speed  reciprocating engine from which the 
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Fra. 1. 


exhaust steam is taken by the pipe d into the low- 
pressure turbine c driving the dynamo /. The current from 
the generator is delivered to the motor л, mounted on the 
propeller shaft b, the controlling switchgear being arranged 
at any convenient position in the engine room. A point of 
difficulty which would arise with this system, is the question 
of the steam pressure at the entrance to the turbine to give 
the most efficient results, and this is a more complex matter 
than appears at first sight. Turbine engineers would 
favour a pressure of at least 15 lb. per sq. in. absolute, and 
many would advise as high as 80 lb. abeolute, and yet for a 
recently-built ship with direct drive, and a combination of 
reciprocating engines and low-pressure turbines, the pressure 

he turbine stop valve was 10 lb. absolute. It is evident 
under these conditions that a vacuum of at least 28 in. is 


‘essential, and it is feasible that the economy obtained in such 


ships may be due to the excellence of the condensing plant 
rather than to the inherent advantages of the system. 

A somewhat similar arrangement to the Parsons is that 
proposed. by Messrs. Brown- Boveri, shown in fig. 2, in which 
the three propellers 1, 2, 3 of a triple-screw boat are driven 
direct by slow-speed turbines T, T!, T“. 
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A single and separate high-pressure turbine T*, running 
at high speed, drives the generator G, from which power is 
taken to the motors Е, El, Е? on the main propeller shafts. 
This is, of course, only a minor modification of existing 
practice, and the gein in economy in ordinary cases would 


not be great, since the inevitable cause of overall inefficiency 


still remains—1.e., slow-speed turbines coupled direct to the 


propeller shafte. The chief object, however, in this case is 
to promote ease of manceuvring and efficiency at cruising 
speeds, when the motors alone would be utilised to drive the 
propellers, the rotors of the main propelling turbines revolving 
idly in their casings. 

It is, therefore, to battleships that this system would be 
most applicable, since the greater part of their existence is 
spent in steaming at cruising speed, and, moreover, the 
motors would give an excess of power in emergencies. 

Coming, now, to the purely electrical propulsion, the sug- 
gestion of Messrs, Siemens, illustrated in fig. 8, was one of 
the first to be patented, and the fact that so many of the 
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great firms and engineers are working on the subject is a 
sound proof (if one be needed) of its great possibilities. In 
this arrangement, as might be expected, knowing the faith 
which Siemens and other German manufacturers place in 
the commutator motor, alternating-curi ent series motors are 
proposed. 

The high-speed turbine / drives а direct- coupled three- 
phase alternator 9, and the current from the three phases is 
used to run three single-phase commutator motors n, ni, ms, 
which drive the propellers direct, being placed as near the 
extreme end of the boat as possible. The excitation for the 
main generator or generators is provided from a battery 5, 
a rheostat r being in the field circuit for regulation. 

' Electrically the system seems very interesting, and there 
is no doubt that the series alternating-current motor 
в rome advantages for marine work, but one cannot 
help thinking that the designers had little cognisance of 
general marine work, for it is practically certain that if 
electric propulsion is to be completely successful on a large 
scale, commutators will have to be dispensed with. The 
trouble they cause, even on the comparatively small gener- 
ators used for lighting and power purposes on ships at the 
present time, is quite sufficient to prevent marine engineers 
from employing them on a more extended scale. 

A promising and more practical arrangement is that 
designed by Mr. Mavor, the motor he proposes to employ being 
shown in fig. 4. The motor consists of three parte— the stator, 
the rotor, and the spinner, which is mounted on bearings, 
and is free to revolve between the rotor and the stator, so 
that the arrangement is virtualy a pair of concentric 
motors, the spinner being the rotor of one and the armature 
of the other. 

The windings of the rotor and the secondary (or outer) 
of the spinner are both of the squirrel-cage type, while the 


primary (or inner) of the spinner consista of an ordinary 
three-phase winding, which, like the stator, receives its 
current from the generator. The value of this motor lies in 
the fact that three widely different speeds may be obtained 
with practically no loss of efficiency, as will be seen from the 
following description. The spinner in every case simply 


revolves withont doing work, and the only loss created is the 
almost negligible amount due to bearing friction. At full 
speed the spinner and rotor rotate in the same direction, at 
lowest speed in opposite directions (the change being 


- brought about by means of a reversing switch), and an 


intermediate speed ia obtained by stopping the spinner 
altogether. 

For further variations of speed the generators might 
slowed down to some extent, though this is not a means to 
be adopted when avoidable, especially when steam turbines 
are the prime movers, though it would not be so disastrous 
with oil or gas engine plants. 

The lay-out for Mr. Mavor's system is excellently planned, 
after the style of land installations, the tu:bo-alternators 
being placed directly over the condenser, and the air pumps 
(electrically driven) alongside. In fact, the general rules for 
central station equipment might well be followed in this case. 

It may be mentioned that motors of this type are already 
in operation for some land purposes; probably there is a wide 
field for them for such work as driving rolling mills, winding 
engines, &c., though it must be admitted that their relatively 
large diameter may be disadvantageous in marine work, 
particularly for shallow draught bteamers. 


(To be concluded.) 


THE STORES DEPARTMENT. 


Bv J. C. PETERSEN, A. C I.8., 


Chief Olerk and Commercial Assistant, Corporation Electrical 
Supply Department, South Shields. 


PERHAPS in many cases this important department is not 
given the attention and supervision it merits, and therefore it is 
quite possible that economies could be effected in some 
cases in this branch of an electricity supply undertaking. It 
may be no uncommon event to discover, when stocktaking, 
material in a perished condition, and various articles far in 
exceas of the immediate requirements, whilst others are 
obsolete, simply owing to the fact that too little attention 
has been paid at the time of ordering to the probable 
amount or quantities likely to be used. Therefore, it is 
necessary to have certain rules with regard te sending in 
requisitions for stores, &c., and the consequent ordering of 
the goods and material. | 

All books relating to the Stores Department should be 
kept by the clerical staff at the general office, and not by the 
storekeeper. Suitable slips containing records of all 
requirements and goods received should be sent in daily by 
the storekeeper to the general office, for entry into the 
respective books. 

The storekeeper should be provided with a duplicate 
book for his requirements; one copy will be retained in the 
book, the other forwarded to the general office; these slips 
should be filed in numerical order for easy reference. Under 
no consideration whatever should goods be ordered unless 
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such a requisition is received from the storekeeper, giving 
full particulars of the goods and of the quantity required, 
and stating also the quantity then in stock. No orders 
should be sent out except through the general office, unless 
the case is one of extreme urgency, when the requisition 
should be sent in immediately thereafter, stating thereon the 
reason why the goods have been ordered direct and not 
through tbe general office. The official order should then 
be forwarded, confirming the order from the stores depart- 
ment. It will thus become known that an official order must 
be obtained covering all supplies, and in the event of the same 
not being received in due course, firms supplying goods will 
soon communicate with the department responsible for the 
issue of the official order, particularly if the rule ів that 
all order numbers should be quoted on the invoice ; thus all 
goods ordered other than throngh the general office, if not 
followed by an official order, will be brought to notice by 
suppliers, and steps can be taken to prevent a repetition. 

A “ Requisition Book” should be kept at the general 
office; this should be on the loose-leaf principle, but need 
not be an expensive book, one of the cheaper kinds of post 
binders will suit equally well. All requisitions should be 
entered therein as received. 


Rorrsd or Requisition Book. 


— 


` ! 

Sent in| Stock Date Date re- 
by. jin hand. order'd ceived. 
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The quantity of stock in hand shown on the store- 
keeper's requisition should be entered up in the column 
provided for that purpose; these items should be daily 
checked with the stock book. By this means a constant" 
check is kept on the stock, and any deficit is at once dis- 
covered, it being then an easier matter to trace such 
discrepancy than it would be if discovered only at the end of 
the year when stocktaking. Further, this method tends to 
prevent the ordering of any undue quantity of material, as 
on reference to the stock book the usual quantities ordered 
at one time are observed, also the quantities used over a 
certain period, and if the amount requisitioned seems large, 
the matter can be taken up with the storekeeper or the 
superintendent in whose department the particular stock 
referred to is employed. 

This requisition book, of course, applies not only to stock, 
bat to all requirements. ` 

The official order book, the order forms of which are in 
duplicate, should be written up daily from the requisition 
book, and the orders daly signed by the chief official of 
the department before sending them ont. 

As the goods are delivered, the storekeeper will send in 
slips giving fall particulars as to quantity, &c., how 


Requis'tions. 


Rura or Day Book. 
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delivered, and distinctive numbers of drums, packages, or 
cases ; the dates of these slips are then entered up iu the ** date 
executed " column in the requisition book, and the slips are 
copied in detail in the day book, and filed in chronological 
order. As the orders are completed on each sheet in the 
requisition book, the sheets should be transferred to the 


а> 


back of the book and placed in numerical order. Thus 
all orders not executed can be seen at a glance. Orders 
may be sent ont and not thought of again until the goods 
are required ; but with a requisition book as described, all the 


sheets containing uncompleted orders being in the front of 


the book and the completed orders at the back, it is only a 
matter of minutes for a clerk to run over the sheets, see date 
ordered, and, if necessary, write and ascertain the reason for 
delay in delivery. 

As in many municipal undertakings, 5 accounts 
are not opened in the ledgers for stock purchases, nor 
is it necessary, owing to the fact that these purchases 
are more or less of the nature of cash ро; chases, the 
accounts being paid monthly; therefore great care should be 
taken in checking invoices, in order that there may be no 
possibility of goods being paid for twice. If the following 
system i; adopted it will obviate any chance of such an 
event, and will, moreover, be a check in other directions, as 
no doubt the reader will perceive. | 

The invoices should all be stamped with a rubber stamp 
similar to the following— | 


Eramined 9. B. | 
Certified 
Dale 


— — — — — — 


and first checked with the day book. If the delivery is 
proved, the date should be written therein in the column 
„Pate certified for payment”; and then the line 
“ Received " on the stamped impression on the invoice 
should be initialled, and the number of the page of the 
day book entered thereon. The invoice should next: be 
compared with the official order book, the calculations and 
prices checked, and, if correct, the line Examined " should 
be initialled and the order number be inserted thereafter. The 
departmental date stamp should then be stamped on the 
duplicate order, and the invoice be certified by the chief 
official on the line provided for that purpose, and forwarded 
to the accountant’s department for payment. 

If this method is strictly adhered to, the genuineness of 
the invoice is proved— first, by proof of delivery in the cay 
book ; secondly, by reference to the duplicate official order ; 
moreover, as this duplicate is stamped when the invoice i» 
certified for payment, and the column opposite the goods in 
the day book is marked with the date of certifications it is 
practically impossible for a mistake to be made and goods 
certified for payment twice, nor is it possible to pay for 
goods not received ; further, this system leaves open very 
little scope for fraud. | 

As before pointed ont, it is advisable for all stock books 
to be kept at the general office. The storekeeper will, of 
course, receive an order before handing out any stores. This 
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he will enter on the “ Stores issued sheet," together with 
the works order, which will appear on his order. He may 
use one column for engine oil, another for cylinder oil, and 
во on, retaining one column for sundries; the sheets for 
the inside and outsid: departments are kept separate, the 


depa tment they appertain to being marked on each sheet. 


The rate and cash columns w.ll be dealt with at the general 
office. The superintendents will sign each sheet referring to 
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their respective departmenta, and the sheets should be sent 
in weekly to the general office, together with the orders. 
A clerk will then check the sheets with the orders, thus 
proving that nothing on the sheets has been issued from the 
stores without an order signed by the superintendent 
interested or other responsible official. 

The Stock Boo. — The loose-leak is undoubted!y the 
class of book that should be used for this purpo:e. Ita 
advantages over the fast-leaf book are briefly : no ind-xing 
required; sheets arranged in alphabetical order; accounts 
always in the same order, no transferring when sheets are 
full; quantities used over corresponding periods can be seen 
at a glance. This book is aleo preferable to the card system 
of stock-keeping, as the curd: have to Ъз taken out of the 
tray for each entry and then re-inserted; moreover, the 
tray is camb»reomé when in use on а desk, the book being 
certainly more convenient for handling. 


i Rura or Srook Book. 

Minimum amount 

| | [ ч f | ' 
| Amount. Date. Issued. Rate. | Amount. 
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It will be noticed that each account has a cash column, 
and the reason for this in a quantities record book is that as 
the same classes of material or stores are often purchased at 
different prices, for instance, on the expiration of a contract, 


it is difficult without the aid of this column for the clerk 
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RuLma or Mermar Srock Олвр. 


Meter number Bize 
Mak 


Voltage 
A 
Date received into stock 


Date issued. Index. Date returned. | Index. 
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to know what quantity should be booked out at the various 
prices. The clerk pricing ont the “ stores issued sheets,” 
sees from the stock book the quantity to be issued at a 
ce:tain rate; thus, when the “stores ledger is posted from 


, with pure carbons, and 11s. 6d. with “effect” carbons. 


the stores issued sheets, the correct value of the goods or 
material is entered, and the stock in hand shown by the 
stores ledger will agree with aggregate balances of the 
stock book. 

With regard to the meter register, there is no doubt in 
this particular instance that the card tray system is the best, 
аз, owing to the constant change of meters, it has been found 
that a book soon gets, more or legs, into a complicated state, 
whercas with the card tray all particular makes of meters 
can be kept together, according to their sizes, and also in 
numerical order. The following is a brief description of the 
method : —The tray should be divided into two portions by 
the aid of guide cards, one for meters issued, the other for 
meters in stock ; each of these divisions should be further 
sub divided into the different sizes by suitable guide cards, 
and divided again by further guides, according to their 
respective makes. The meters should then be arranged in 
numerical order, aocording to the maker's number. Of 
course the numbers will not run in consecutive order, bat if 
cards are filed with, say, the smallest number first and so on, 


any particular number can be easily referred to. 


These cards will record the history of any particular meter 
since its purchase, and not only answer for the purpose of 


. а stock account, but also contain records of testa and records 


of return and re-issue. 

Stocktaking.—After this has been duly taken, an important 
item is the adjustment of each stock account where necessary. 
When comparing the actual stock with the book stock, an 
account of all excess issues should be taken; the value of 
these items should be debited to stock account, and credited 
to the account or accounts the material is usually charged to, 
and deficits of stock should be debited to the account usually 
charged to and credited to the stock account. The excess 
issues or deficits should then be adjusted in the stock book, 
the accounts balanced, and the balances carried forward. 
Thus ut the commencement of the new ycar the stock book 
will show the actual amount of stock in hand on each account, 
and the aggregate value of the same will agree with the total 
amount returned as Stock in hand.“ : 


The German Lamp Taxes. — The Reichstag has 
adopted by 185 to 160 votes, on first reading, the proposal to levy 
taxes on gas and electric lamps. A petition presented against the 
echeme by the Society for the Protection of the Economic Interests 
of German Electrical Engineering, pointe out that the tax on arc 
lamp carbons amounts to 8àd. per kilogramme on carbons not 
exceeding the price of 1s. 6d. per kilogramme, and to 1s. 23d. 
per kilogramme for all others. Inthe opinion of the society this 
represents a favouring of glow lamps. The tax on incandescent 
gas lamps is to be 14d. each, and on electric glow lamps of from 
100 to 200 watts consumption, 6d. each, with 3d. extra for every 
additional 100 watts or portion thereof. On this basis a light of 
500 candles and 1,000 hours! duration would be taxed to the extent 
of 1s. 6d. in the case of incandescent gas lamps, 1s. 3d. in that of 
electric glow lamps, and 5s. in that of arc lamps. With a light of 
1,000 candles and 1,000 hours, the tax would be 3s. on incandescent 
gas lamps, 2s. 6d. on electric glow lamps, and 88. on arc lamps 
with pure carbons, and 10s. 7d. with '' effect" carbons; and a light 
of 2,000 candles for the same number of hours would involve a tax 
of 6s. for gas, 5s. for electric glow lamps, and 11s. 7d. for arc lamps 
These 
figures, in the view of the society, show tbat arc lighting in 
Germany will be rendered impossible from an economic stand- 
point, thus causing severe prejudice to the carbon-making industry. 
In order, however, to prevent this injury as far as possible, the 
society suggested that a differentiation should be made between 
pure carbons and “effect ” carbons, the former to be taxed at 24d. 
and the latter at 74d. per kilogramme. The society aleo proposes 
that taxation should be effected on the basis of the book-keeping. 
This would be readily possible, as at present there are only 5 arc-lamp 
factories in Germany, and 30 glow-lamp factories, all of which keep 
their books on a strictly commercial basis. The number of Govern- 
ment officials to control the taxation and the incidental expenses would 
be considerably reduced by the adoption of the manufacturing and 
sales books as the basis, and in this way, the society concludes, the 
deficiency in revenue arising from the differentiation between the 
two classes of carbons, instead of differentiation between the sale 
prices of the maker, would be recouped. During the discussion in 
the Reichstag before the first reading of the Bill was carried, one 
of the members stated that the Siemens & Halske Co. delivered 
60,000 glow lamps daily; that the supervision of these lamps, from 
the point of view of candle-power in watts, would require 100 
Inland Revenue officials in these works alone; and that the 
shipping companies would procure their supplies of lamps from 
England if the taxes were imposed. 
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COST OF LIVING IN CHILE. 


By C. A. SMITH, A. Am. I. E. E. 


UNDER this heading, it is believed that some reliable in- 
formation concerning the climate, the cost of living and life 
in Chile, would be of interest to some of the readers of the 
ELECTRICAL REVIEW. 

When one turns up his map of South America, and looks 
at this strip of territory, narrow out of proportion to its 
length, one marvels at its curious Shape; as it reaches 
from Cape Horn to Pern, through 38? of latitude, for a dis- 
tance of about 4,250 km., while not exoeeding 300 km. in 
width. Being bounded on the east by the lofty and often 
snow-clad Andes, and on the west by the breezy Pacific 
Ocean, one can well understand why there are such decided 
differences in aspect and climate, 

On the whole, the climate of Chile is temperate, but 
there are local seasonal exceptions. The proficient engineer 


with plenty of grit, wishing to try his luck in Chile, will 


have splendid opportunities with plenty of variety, but he 
must not attempt it on “spec.” If eent, maybe, by some 
nitrate firm, mining company, or, perhaps, for a railway 
scheme, he must not become disheartened to find himself 
in the North on the pampa, where it never rains and no 
blade of grass grows, and there is only desert and little 
else but one’s own company. The climate here is con- 
sidered temperate (20° C. summer maximum and 14° C. 
winter minimum). If he goes further into the interior where 
the country is more elevated, greater heat and cold will be 
experienced, as the thermometer may stand at 55? C. in the 
sun in the morning, and at zero at night. Or, perhaps, he 
may go up into the mountains some 2,000 metres or more 
above sea level, which is generally to the taste of those who 
like a rough free life. | 

As а contrast, in the Southern provinces the country is 
all green, as the rainfall is heavy ; in Valdivia, for instance, 
it rains one-third of the year. Going still further south to 
the Straits of Magellan, a promising mining district, the 
country round is covered with snow through June and July, 
and the weather generally very cold. 

In the Central Provinces where the largest towns are 
situated, and where there are extensive agricultural, wine- 
growing and copper -mining interests, the climate is 
delightful. 

It is assumed that the interested persons are men sent out 
on a three or five years’ agreement to take up responsible 
positions. In the first place, it is understood that no one 
would be so foolish as to accept terms other than upon a 
sterling basis, because the Chilian currency is for ever 
varying in value, and has during recent years suffered 
considerable declination. At the present time the sterling 
"equivalent of the peso is 10d., and upon this value the 
following items are based. 

In the second place, it is not advisable fora single man 
to-aocept a lower commencing salary than £250 per annum, 
while it should be mentioned that most of the men known 
to the writer earn from £300 and upwards, and in the case 
of managers and chief engineers, most of whom are married, 
these receive £500 and above. The values assigned 
to salaries, however, will vary with the locality ; for example, 
in the north where life is trying and monotonous, and coet of 
living much higher, or again in the extreme south where it is 
disagreeably cold, higher salaries should be expected than for 
the central parte of the country where living is cheaper and 
life more enjoyable. | 

considering the case of а married, man who would 
search for a comfortable house, nine times out of ten he would 
not find one suitable to his taste and pocket, as the majority 
of houses are too large and -highly rented. For houses of 
similar sizes, the rents in Santiago and Valparaiso are twice 
what they would be in London, and with many discomforts 
thrown in. It may be taken, however, that for a six-roomed 
house or flat in Santiago or Valparaiso, the rent is from 8140 
to $850 per month, and Iquique or Concepcion $120 to $200, 
according to locality. 


Board and lodgings for a bachelor living either with a 


family, or with chums, runs from $120 to 8200 per month; 
this will include a light breakfast, lunch at mid-day, and dinner 


in the evening. Of course, wines and spirits are. extra. 
Living in a hotel, which is generally considered only a 
temporary expedient, costa from $8 to $25 per day, but if 
for an extended period, less. 

A good brand of whisky costs about $78, and Chilian 
wines $10 to $18 the case; one pays 30 cents for a half. 
bottle of native beer. Havana cigars range from $40 to &85 
per hundred, while English imported tobacco costs #12-50 
to $16 the lb. 

Generally speaking, one wears the same kind of clothing 
as at home, excepting, perhaps, additional thinner summer 


` suite, &c., and those residing in the cities find it convenient 


to have a smoker or swallow-tail for social occasions. A 
warm overcoat will be appreciated on winter evenings, and a 
soaking rain-proof coat for wet weather. The natives, when 
riding on horseback, use a manta for warmth or a poncho for 


wet weather; both of these garments are obtainable here. 


Clothing is dear in Chile, and at the present rate of 
exchange a suit may cost anything from $180 to $230, 
according to the locality and tailor. A pair of imported 
boots will cost from $85 to $42, while the native article (of 
variable quality) will cost $25 to $85. Heavy boots for 
Chile are a mistaken idea. ; 

Imported hats are also dear, a bowler costing $20 to $28 
and a straw brimmer about $10. Shirts will run to from $50 to 
$60 the half-dozen, while collars reach $20 to $26 the dozen. 

. Doctors’ fees are $5 in the consulting room, and when 
called, $10 per visit. It is advisable to be vaccinated before 
coming to the country, as small-pox is generally prevalent. 

One's washing account may range from $10 to $20 per 
month. | 

Domestic servants, who are usually looked upon as a 
necessary evil, earn from $25 to $35 per month (the much- 
abused maid-of-all-work is not known here), and do as little 
as possible for it. 

There is an English Social Club in most of the principal 
towns (the entrance fees being about, $100 and subscriptions 

uivalent to $96 or $120 per annum), also the usual 
athletic clubs. One can have plenty of shooting and horse 
riding, the last-mentioned sport being the most indulged 


in, as it affords a splendid opportunity for knowing the 


country, and in many instances forms the only means of 
locomotion, the country roads being often impassable to 
wheel traffic. The price of a decent horse ranges from 
$200 to $400, and the keep $40 to $60 per month, while 
a good English saddle costs #250. 

Travelling by rail is comfortable, and one-third the price 
of travelling in England when considering first-class in each 
case. One never travels second-class, while third is 
unmentionable. | 

It will be interesting to add that the old sea trip from 
Liverpool to Valparaiso via Straits of Magellan is about 9,600 
miles, and usually takes five weeks; a first-class e costs 
£65, and second-clase, £30. А much quicker and cheaper 
route is v Buenos Ayres and thence over The Andes by 
train, which will see one through the journey in 24 days, 
and cost £52 108.—viz., rea passage £39 and £13 10s. 
first-class fare over the mountains. This route, however, is 
only open to traffic from the beginning of October to about 
the middle of May. In taking this picturesque trip the 
traveller is carried over the cumbre of the cordilleras, 3,900 
metres above sea level; 50 kilos is the free luggage allowance 
with an excess charge of $6.30 for every 5 kilos or fraction 
thereof. 

Another convenient route is vie Panama and the United 
States, the trip from New York to Valparaiso costing 
£55 17s., and takes 19 days. | 

Chile is very cosmopolitan, and as soon as the home 
sickness has worn off the new-comer quickly settles down 
to enjoy an easier and freer life than at home; it is advisable 
at first to live with a native family for a while, so as to 
learn their language, which is essentially Spanish, and easily 
mastered. 


Prosecution.— A band of Aberdeen youths has been 
heavily fined for placing a piece of wire round the telegraph wires 
between Aberdeen and Ballater, causing a delay and interruption 
for about 50 minutes, | 
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PROCEEDINGS OF INSTITUTIONS. 


The Electrification of Steam-Driven Non-Reversing 
Rolling Mills, 


Ву W. F. Myran, A. M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTBICAL 
ENGINEERS at Leeds, May 5th, 1909.) 


Ir is estimated that in Europe at the present date there are 
upwards of 230 electrically-driven non-reversing mills in opera- 
tion, the horse - power of the motors used exceeding a total of 
200,000 H.P. 

A large number of elect ically-driven rolling mills are in com- 
mercial operation in this country, giving every satisfaction to the 
proprietors and justifying their conversion. As a consequence, and 
following on the data obtained from actual installations, the electric 
driving of rolling mills is now quite past the experimental stage, 
and it is not only poseible to estimate with certainty the size and 
every feature of an equipment, but to dete mine very closely the 
actual cost of operating under any stated conditions. 

In estimating for the electrical equipment of an existing steam- 
driven mill it is usual to take a series of continuous indicator 
diagrams of the engine, the mill for the time doing its hardest 
work. Oare must be taken not to place too great a reliance on the 
horse-powers as calculated from such diagrams. Allowance must 
be made for the increased output and heavier duty required of the 
motor, and it ie better to estimate the horse- power of the motor by 
calculating the work it will be called upon to do from the data 
already obtained under the same or similar conditions. 

A properly designed fly-wheel is of great assistance in reducing 
the size of the motor and enabling it to get over the peak loads 
without absorbing too great a current from the line. | 

The time taken to extract the energy from the fly-wheel is 
usually considerably shorter than the time required to return the 
same amount of energy to it, assuming that it is desired to main- 
tain the demand from the line as nearly constant as possible. In 
the perfect case the light-load period is equal to or greater than 
the overload period. The use of a fly-wheel for levelling the output 
demanded of the motor is not generally practicable if the time in 
rolling one pass exceeds about 30 sec., and in such cases the intro- 
duction of a heavy fly-wheel would be open to very serious 
objections, inasmuch as the motor would, after a certain point in 
the pass, have to pull the fly-wheel round in addition to supplying 
the power required for rolling. This is the case in rolling long 
bars, rails, &c., and here a comparatively light fly-wheel is desirable, 
levelling only the smaller peaks and variations in the load, the 


motor being designed to deal with the main peaks without any - 


external assistance. 

In those cases where a heavy fly-wheel is employed with the 
object of relieving the strain on the motor it is usual to employ an 
automatic device to ensure that the fly- wheel carries its fair share 
of the load. With direct-current machines the motors are always 
compounded, but to further increase the strength of the field use is 
made of a separate excitation, which increases the field current, so 
reducing the speed still further and obtaining & return of the fly- 
wheel energy during the correct period. With alternating equip- 
ment a slip regulator is employed, automatically introducing a 
resistance in the rotor circuit at times of heavy load ; the resulting 
effect, however, is the same and is independent of the electrical 
characteristics of the installation. As & general rule it can be 
stated that, with a properly designed fly-wheel, the fluctuations of 
load are only one-half of what they would be were the fly-wheel 
effect not utilised. 

The proper place for the fly-wheel is, of course, on the highest 
running shaft; but this is not usually feasible, and consequently it 
is generally found that the fly-wheel is fitted on a motion direct 
geared to the mill, thus preventing the extra strain on the motor 
and its gears or ropes. 

Fly-wheel equalisers are oocasionally employed to level up the 
demands on the power supply, but these are open to the same 
limitation as the direct use of a fly-wheel, and necessitate the 
motor being made large enough to deal with the maximum 
overload. 

In merchant mills it is an advantage and practically a necessity 
to be able to vary the speed of the mill motor. With a рс. power 
supply this is a comparatively simple matter, the speed variation 
being obtained by means of field regulation only. The only 
practical way of reducing the speed of an a.c. motor is either by 
the introduction of resistance into the rotor circuit, or by choosing 
a suitable number of poles to run at two or three speeds with 
economy. In the first case, speed reduction is obtained by means 
of, usually, a liquid type of controller, and over a very wide range, 
but with serious loss in efficiency ; in the second case, a special 
controller grouping the stator windings in a suitable manner will 
give only two, or at the most three speeds, but give them with an 
efficiency only a few per cent. below the maximum. An attempt 
bas been made to overcome the difficulty by adopting in cases where 
a speed reduction is desired a device in which the motor shaft 
carries a three-step rope pulley, and the necessary lengthened shaft 
is supported at its free end by a pedestal bearing, the whole being 
carried on a base plate mounted cn slide rails. In the event of a 
different speed being desired, the motor bedplate is slacked back, 
the ropes are changed to the desired group of pulleys, and the motor 
is drawn bsck to tighten up the ropes. In order to carry this altera- 
tion through in the minimum possible time, a small motor is usually 
fitted to operate the sliding baseplate screws, and under such con- 
ditions it is remarkable what a short space of time is required to 


make a change. In an installation of this character the men are 
accustomed to make the change in some three pr four minutes, 
this time representing the period under normal circumstances and 
without any special effort. | 

In the large par Fd of cases it is impossible to direct-couple 
the motor to the mill, and some form of speed reduction is essential. 
Where the motor can be direct coupled it is advisable, with the 
view of reducing the sudden shocks and strains on the motor, to 
introduce a flexible coupling. have the same effect as the 
flexible coupling in the case of the direct-coupled motor. The 
bearings of motors used in rolling-mill work should be of more 
maesive construction than is usual, and thoroughly well lubricated. 

Owing to the heavy and frequent overloads tbat the motor must 
deal witb, the shaft must be stiffened and the end windings of the 
motor properly braced fo prevent distortion. Where slip-ring 
motors are employed, the rings should be of ample section. Occa- 
sionally one meets motors where the smallness of the rings hae a 
serious effect in very much reducing the overload capacity of the 
motor, owing to the smallness of the rotor currents which can be 


dealt with without excessive sparking and heating at the ringe. 


A great feature of ary electrical equipment is the ease and 
absolute certainty with which the control of the motor is effected. 
The provision of a suitable outfit of recording instruments is to be 
recommended. Buch an outfit should consist of a recording 
ammeter or wattmeter, showing the momentary fluctuations in the 
load on the motor, and an integrating wattmeter totalling up the 
power taken over а certain period. By keeping a correct log of 
these data it is easy to determine accurately the cost of rolling each 
particular section. А circnit-breaker should always be provided in 
the main circuit of the motor, with overload and no-volt release. 
The provision of a no-volt release is important, as this allows of 
the fitting of emergency switches, allowing the mill to be quickly 
stopped in case of necessity from any of several points. These 
switches open-circuit the no-volt release coil of the breaker, thus 
opening the breaker and cutting off the supply of current from the 
motor. For starting large motors, from all points of view a liquid 
controller is to be recommended. Large controllers of this pattern 
are ugually fitted with cooling coils, the congumption of water for 
this purpose being about 3°3 gallons per hour per horse-power 
dissipated. For the beat results the temperature of the resistance 
liquid should be between 60° C. and 80°C. 

The following figures represent the actual ascertained consump- 
tion from certain mills, as determined by careful calculation and 
observation made over а long period :— 

Re-rolling 90-lb. rails of section 16 lb. per yard, each piece 30 ft. 
long, required 56 units per piece. Total output of mill 4,800 pieces 
per 12 hours. Small mining rails rolled from billets 5 in. x 52 in. 
and weighing from 300 Ib. in the case of 28 lb. per yard rail to an 
average of 650 in the case of 18.1b. rails required as follows par ton 
rolled: 28 lb., 38 units; 24 Ib., 42 units; 20 lb., 45 units; 18 lb., 
48 units. Smaller rails of 12-1b. and 8-Ib. section require from 49 to 
54 units per ton rolled. 

Girders 11 in. x 6 in. can be rolled for about 50 units per ton. 

Channels averaging 14 in. x } ір. x 2 in. require 66 unite. 

Angles 34 in. x 34 in. x B in. from 800-10. billets require 50 
unite. 

Sheets (iron) 8 ft. 3 in. x 33 in. x 0'064 in., 95 units per ton. 

8,0, X48, x 0080, 70 y » 
10 „ 0 „ x 48, x 0067 „ 80 „ " 
10 „ 0, * 48 „ * 0˙125 „ 60 „ » 

9, 6, x 42 „ x 009 , 84 „ o» 


Breaking down 10 in. x lin. x 12 ft. brass ingots into strip 
about No. 8 gauge, 86 units per ton. 

Rounds and squares: g- in. rounds can be rolled at between 40 and 
36 units per ton. The mill ontput is between 22 and 30 tons per 
shift. Average billet, 28 in. x 4j in. x 43 in. 

1 in. round bars required same power. Output of mill, 46 tons 
per shift. к ‘ 

Bars 1:2 in. and 17 in. diameter from billets 5 in. square require 
38 and 40 units per ton. In this case the 1'7 in. bars were much 
shorter than the 1:2 in. bars, and consequently the consumption 
appears high. | 

Ав the torque exerted by the electric motor is maintained 
absolutely constant at a predetermined value and is quite inde- 
pendent of the momentary position of the motor, it is possible to 
run the mill at a considerably higher speed than formerly, and a 
better product with more uniform finish results. In one instance 
the speed of the mill has been twice increased without any difficulty 
being met with in handling the material. In rolling at the 
increased speed, it is found that though the speed is higher the rolls 
run more evenly, and the material coming away at a steady speed 
is quite easily caught and controlled when leaving the rolls. After 
& Bhort time the men get accustomed to handling the product at the 
higher speed, and if on piecework prefer it, as enabling them to 
earn more money in the shorter time. 

Due to this constant turning effort of a motor as com d with 
that exerted by a one or two-crank steam or gas engine, the electri- 
cally operated mills are very free from stalling; when a tendency 
to stall does occur, the motor slows down, and extra energy is 
obtained from the fly-wbeel and from tte line, automatically tending 
to get the material through the rolls. 

The efficiency of the electrically operated mill estimated from 


the actual cost of rolling as compared with steam-driven mille is 


beyond dispute. In tbis connection it shculd be borne in mind 
that the actual decreased power costs in rolling are not due so much 
to the fact that it is an electric motor doing the work, but that 
the electric motor enables one either to purchase power at low 
rates from ore of numerous tupply companies wko operate in all 
large industrial centres, thus ebutting асур the wasteful steam 
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boilers and local electric plant, or, in the case of a number of 
tnills, to concentrate the power plant at one spot, generate in bulk 
at the lowest possible cost, and distribute the power to the exact 
points req üred, with an economy unapproachable by any other 
system. 

The extreme simplicity of the control, and the ease with which it is 
pee to make electrica] apparatus practically fool-proof, reduce 

e labour costs considerably, and this, coupled with the impossi- 
bility of an electrically-driven mill racing, renders less frequent the 
stoppages for broken couplings, pinions and rolls. Such troubles 
are inseparable from a stream-driven mill, and are a constant source 
of annoyance, as well as a big loss, not only due to increased upkeep 
but to time lost by the mil) having to stand whilst the repairs are 
carried out. е 

А very material saving in floor space is certain where а mill is 
converted to eléctricity, and this is а great advantage, as it enables 
the space around the mill to be used for the more rapid handling 
of the material required to feed the mill, and for the disposal of 
the finished product. "Very often the motor can with advantage be 
installed below the floor level, the only gear on the shop floor being 
the comparatively insignificant control gear. 

An electrically-operated mill has, in any case, less stand-by 
losses, and in the case of the motor fed from a supply company's 
main, none at all. In comparing the cost of rolling under the two 
systems (steam and electricity) erp rue is important, as in one 
case the losses are very serious and add largely to the total cost of 
rolling a certain output. 3 

Where a motor is employed for driving a mill, a great advantage 
accrues through being able to start up immediately, and a further 
reduction in cost of rolling is obtained through less labour being 


required to handle the same material. A motor requires only inter- 


mittent attention, and with emergency devices for stopping, it is 
not necessary to have an attendant standing by continually. 
Finally, on the question of capital cost, which, as in all engineer- 
ing problems, has to be considered, speaking generally the actual 
electrical equipment of a rolling mill is at the worst only equal to, 
and in the majority of cases considerably cheaper than, the corres- 
ponding steam equipment. If, however, electrification involves 


either the putting down of generating plant or the extension of 


an existing plant, then there is no question that the electrification 
of the mill will entail the expenditure of a larger sum of money 
than that involved by putting down a new steam plant, and in such 
cases one must look in other directions to justify the conversion. 
Ususlly in any works having a rolling mill there are a great number 
of auxiliaries on which the existing drive can, with considerable 
econ эту, be replaced by introducing the use of a motor, and it is 
the extra and more even load due to these motors that will justify 
the installiag of erating plant of capacity sufficient to carry 
the load on the mill and in addition that due to the auxiliaries. It 
would be impossible to ran a plant feeding one mill only, and to 
generate with economy, unless some other load less variable was also 
to be obtained, and consequently in such a case it is necessary to 
consider the broader scheme if any benefit from the electrification 
is desired. In the case of the works where plant is already 
installed, and a comparatively cheap extension is all that is 
necessary, the problem is much simpler, and there is no difficulty 
in making out an excellent case for electrification. 

Supply companies in many areas are a ready source of power. 
In one instance, with power at 0:85 per kilowatt-hour, a saving of 
over £3,000 was made on one year's working, more than paying for 
the cost of the equipment. The crux of the whole question of 
rolling electrically is whether or not a reasonably cheap source of 
power is obtainable either from a private generating station or 
from an outside source, and this obtained, electrical rolling will be 
found to be considerably cheaper.thdn steam. 


Мв. плох HARTNELL, in opening the discussion, said that the 
economies shown were not solely due to the electric drive—some 
had arisen from its replacing steam gear that was rather anti- 
quated. The ropes used were convenient, but involved a loss of, 
гау, 74 percent. of power. Out geared wheels were now obtain- 
able of large size. The capital to be sunk to drive rolls by electric 
motors was much less than that required for a steam plant; steam 
plant for directly driving reversing rolling mills was especially costly. 
As an instance, an engine at Sheffield of 8,000 H. ., with three 
cylinders, made only a few revolutions backward and forward each 
time an ingot of steel was rolled. 

Mn. О. A. AnLETT thought that Mr. Mylan had rather under- 
estimated the number of rolling mills which were driven elec- 
trically on the Continent of Europe; one firm alone had installed 
nearly 200 motors for driving non-reversing rolling mills, the 

power being nearly 200,000 H.P., and he believed that the 
total number of non-reversing rolling mills on the Continent of 
Europe which were electrically driven came to nearly 400. In 
the case of a large reversing rolling mill which was being built 
Хог а plant near Middlesbrough, the mill motor would give about 
10,000 н.р. under normal conditions of operation, and was supplied 
by a fly- wheel converter set; as this fly-wheel served to neutralise 
the variations in load, the motor which drove the fly-wheel con- 
verter set had a capacity of only 1,800 H.P., and under normal con- 
ditions would take considerably less power than this from the 
power house. With regard to economy, a large electrically- 
driven reversing rolling mill had recently been set to work in 
Germany, where the motor was capable of giving 10,000 н.р. at 
30 B.P.M.; this was, he believed, the largest reversing rolling mill 
motor in the world. The fitm who owned this mill stated that the 
adoption of the electrical drive had saved them 1s. in the ton 
rolled over the previous steam engine, and had enabled the output 
to be increased 30 per cent. With reference to the figures given, 


. factor. 


. when the units per ton rolled for a given section were stated, 
the elongation should also be stated, as when the section was 


rolled from a large billet the power taken was naturally more 
than when it was rolled from a small one. In the case of the 
9 ft. 6 in. x 43-in. sheete, he could supply the size of the billeta, 


‘which were 7:9 in. square, weighing 388 lb. each. Referring to the 


slip regulator employed with an alternating equipment, the speed 
of the motor must fall by some value up to 10 per cent. in order 
that the fly-wheel effect might be beneficially utilised, and while 
this fall in speed could be attained with the compound-wound 
motor without any loss of power, in the three-phase motor a loss 
was necessarily involved. It was sometimes stated that the use of 
the automatic slip regulator enabled the losses which occurred in 
the slip resistance of & three-phase motor to be reduced, but prac- 
tical experience had shown that no appreciable reduction could be 
effected. He was entirely in agreement with the author as to the 
desirability of using liquid controllers for starting three-phase 
motors, but if a liquid controller were used with a large direct- 
current motor, considerable trouble would occur, due to the electro- 
lysis of the plates and of the liquid. " 

Мв. A. J. Овтрав said that а mill motor supplied from the Sheffield 
Corporation's mains was of 350 m.P., 2,000 volte, two-phase, 50 
periods, running at 490 R. . 1. The motor drove three sets of rolls, 
two by rope and one by belt transmission. А 4-ft. pulley on the 
motor was belted to a 10-ft. pulley on the 8-in. mill, and a 4 ft. 6 in. 
pulley was roped to a14-ft. pulley on the two 10-in. mills. Roughly, 
30 to 40 tons of ingots of various sizes passed through the mill 
daily, with an average consumption of 1,000 or 1,100 units per 
day, so that the energy used worked out at from 25 to 30 unite 
per ton. 

Мв. E. В. Saunpers said that direct driving was the most 
efiisient way to drive a mill, and need not necessarily involve 
extra capital cost. Referring to emergency devices for stopping, 
there was a case in Sheffield where a steam-driven mill was 
working, which was fitted up lavishly with these devices. One 
day the engine commenced to gain speed, eventually running away 
and bursting ite fly-wheel, with disastrous results. Not one single 
man had the common sense to use the emergency stops. Such an 
occurrence could easily be guarded against with electrica! drives 
by means of automatic circuit-breakers. 

Мв. T. Hanpina OnvBTON said the relative advantages of direct 
drive, and driving through gear, were mainly a question of expense. 
In the case of driving by gear, a relatively high-speed motor might 
be employed, which was both more efficient in running and less 
expensive in capital outlay. Against these advantages had to be 
set the power lost in the gear, but this might be entirely balanced 
by the difference in the relative efficiencies of the high-speed and 
low-speed motors. Tne question depended partly on the price paid 
per unit for the power, and upon the load factor of the machine. 
Asto the efficiency of rope driving, he was iaclined to think that 
the 74 per cent. loss that been mentioned was higher than it 
should be for a well-designed drive. He noticed that the three-phase 
indaction motors mentioned in the paper were all of the wound- 
rotor type, whereas, in his opinion, the machine with the short- 
circuited rotor was pre-eminently suitable for this kind of work 
wherever the heavy starting current would not seriously affect the 
voltage of the supply. He knew of motors of this type of 50 to 
60 н.р. being used for this purpose, connected to power companies’ 
mains, aud giving satisfactory results. 

Mr. H. E. YEBBURY asked why there were only three direct- 
current motor installations, and 26 two and three-phase systems 
mentioned in the table. 

Mn. W. Е. Мутан, in reply, said that the use of direct-coupled 
motors was not entirely a question of capital expenditure, 
Under certain conditions it was practically impossible for the manu- 
facturer—at any rate, at the present time—to build a satisfactory 
low-speed a.c. motor, the large number of poles necessitating a very 
large diameter and a very narrow machine, with a low efficiency 
and a very bad power factor. It was far better to sacrifice a little 
in efficiency and to use a high-speed motor and gear, than to lose 
in the power end due to the efficiency and through extra loss in 
the line, which was introduced by having a motor with a low power 
Manufacturers had not introduced a motor of low speed 
and having a really good power factor and efficiency. In Sheffield 
the supply authorities refused to allow a motor whose power factor 
was below their standard to be connected at all. In the case 
of a motor for direct coupling there was a great difficulty in 
getting the makers to give a motor which would have a power 
factor within the limits prescribed—namely, 80 per cent. or more 
on full load. The speed was about 200 B. P., and the horse-power 
about 70. Even at this comparatively high speed it was impossible 
to get the manufacturer to guarantee absolutely that it would give 
a power factor approaching 80 per cent. In the сазе of direct- 
current motors, this objection did not hold good. If they were 
prepared to pay the price they could get a motor of any speed and 
with good electric and mechanical characteristics. The subject of 
waste heat was receiving much attention in some quarters, especially 
at Newcastle. 


Marvels of Magnetism.—In the Dublin Evening 
Telegraph of the 10th inst., there appeared illustrations, in con- 
nection with an article on the electromagnet, showing magnets 
lifting hot iron, and “lead refuse." It is true that hot iron can be 
lifted if not too hot, but there are limits even to the capabilities of 
the electromagnet, and we thought that everyone knew that 
magnete had no dealings with lead. 
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Galvanised iron in bars, hoops, rods, sheete, or 16,155. Improved device for automatically stopping electrically driven 


corrugated T "m S T .. £3 per ton. rotary printing presses when the folding cylinder is choked.” F. N. Pickett 

Iron, black, in bar, hoop, rod, sheets or plates... £1 108. per ton. аг 3 ee i „ 
: , 107. v r n motors. 
Iron, pig and scrap eee iue fas .. per ton. M. MILCH. (Application for Patent of Addition io No. 1,457, 1907.) July Loch. 
Oils (not kerosene) ba Aid "у" iac + 9d. per gallon. 16,170. "Improvements in alternating current dynamo-electrio machines.“ 
» in bottle ID TL Zr . 124 % ad val. L. J. Hunt and Sanpycrort Founpry Co., Lro, July 10th. 

Resin a a ет i . . 28. per cwt, 16.174. Improvements relating to enclosed electrical machines.“ H. A. 
Steel ... Sus 85 as we sa . . 121 96 ad val. Mavor and Mavon & Courson, Lro. July 10th. 
Wire rope ... үз - $i: "e .. £9 per ton. 16,175. " Improvements in or relating to what is known as photo“ tele- 
Articles not specially mentioned in the tariff а 144 РА ad val. grapby. PICTORIAL NEWSPAPER Co., LTD., and T. T. BAKER, July 10th. 


б 16,1177. "Improvements іп and connected with telegraphic recorders and 
No person may use or establish any apparatus or installation for relays." А, ORLING., July 10th. 


the purpose of electrical communication by wireless telegraphy 
without a licence from the Governor. | 


. PUBLISHED SPECIFICATIONS. 

` Сор! 1 f th ificati be obtained of Messrs, W. Р. 

NEW PATENTS APPLIED FOR, 1909. onze & Co. 80, High Holborn, W. S. and at Liverpool and Bradford ; 
Compiled expressly for thia journal by W. P. Taomrson & Co., Electrical Patent Brice post teen vas aren: 


ts, 822, Holborn, London, W.C., and at Liverpool and Bradford, — 
to whom all inquiries should be addressed. Ё 


1908. 
: ELECTRIC Meters. J.P. Winn. 4,666. March 2nd. 
15,578. Improvements in or relating to electric switches." J. A. KENNEDY. ALTERNATE CURRENT Motors. V. A. Fynn. 10,611. May 15th. 
MoGregor. July 5th. SAFETY DEVICES FoR ELECTRIC HEATING APPARATUS FOR LIQUIDS. British 
15,580. Improvements connected with the attachment of telegraph and Prometheus Co., G. Cooper and F. C, Sharp. 10,680. May 16th. 


1 1 э” d ; 
similar line wires to insulators.” W. E. BawprizLp. July Sth. METHOD OF AND MEANS FOR ADJUSTABLY SUSPENDING ELECTRIC INCANDESCENT 


15,605. Improvements in electric arc lamps.” BIEMENS SCHUCKERTWEBKE > н 
G.m.b.H. (Date applied for under Вес. 91 of the Act, July 6th, 1908, being VV DAE June ion 
date of application in Germany.) July 5th. (Complete.) ELECTRO-MAGNETIO POWER VELOCITY RATIO DEVICES PARTICULARLY ACTA 

15,647. '' Improvements in and relating to the manufacture of electric car- ron DRIVING AUTOMOBILES AND THE LIKE. A. H. Midgley and C. ^ 
bons," R. Lessine. July 5th. Vandervell. 12,738. June 13th. 

15,650, Improvements in electrical indicators." Hon. S. P. Bouveriz and AUTOMATIC CUT-OUT Devick FoR ELECTRICAL CONDUCTORS IN TRAMWAY SYSTEMS. 
W.R.RawLiNGS. July 5th. M.G. Newbould. 13,048. June 18th. 

15,070. ‘ Improvements in and relating to electrical and other recording and ELECTRICO TRANSFORMERS. Akt.-Ges. Brown, Boveri & Cie. 18,092. June 190. 
measuring instruments," E.B.HrxvunTLEx. July 6th. (Date applied for under International Convention, June 28th, 1907.) 


15,672. Improvements in apparatus for controlling and operating the 
points of eleotric railways and tramways.’ A. LUSTGARTEN, July 6th. 


15,681. ‘‘ Improvements in electric switches." B. Tuomas and E. THOMAS, 


Party Link TELEPHONE SELECTORS AND Cur-ovT8S. Н. D. Williams. 12,101. 
June 19th, 


July 6th. ELECTRIC INsvLATOoR. C. M. Graham. 15,341, July 20th. 

15,682. “Improvements in electric collectors." B. Tuomas and E. Tuomas. AUTOMATIC EIECTRIC SwitcHES. W. J. Davy. 15,936. July 27th. 
prc “1 TE lectrical level indi "oT H STARTING SWITCHES FOR ELECTRIC Motors, E. Garside. 16,126. July 29th. 
8. P. Borvrmig and W. R. о duly Gen. MN E NS ELECTRIC VoLTAGE REGULATORS. British Thomegon-Houston Co. (Genera! 

i" " irc ОЈ Di А 

15,731. ' Improved method of securing metal contacts to carbon electrodes.” Electric Co.) 16,299. July 315. T 
B. Benxo. (Date applied for under Rule 13, December 28th, 1908. An ELECTRICALLY-OPERATED APPARATUS FOR CONTROLLING THE MORE 1 
invention comprised in application No. 28, 290, dated December 28th, 1908.) Points ок SWITCHES ON Trauways OR RaiLways. E. M. Munro and H. I. 
July 6th. (Complete.) Rogers. 17,112. August l4th. 

15,771, "Improvements in dynamo-electric machinery." А. Н. MipoLzY ELECTRIC IGNITION APPLIANCES. A. M. Low. 18,628. September Bth. 


and C. A, VANDERVELL. July 6th. 


: ' E8BISTANCES., О. Cox. 
15.795. New or improved protector for insulators on telegraph or telephone METHOD AND APPARATUS FOR ADJUSTING ELECTRICAL R 


posts and the like.“ F. SrEVENS. July 6th. 15,925. September 9th. | | ее 
15,800. ''Improved continuous-current dynamo - electrio machine." R. ELECTRICAL RECORDING INSTRUMENTS. H. Bevis and J. W. Penicud. 20,608. 

WALLWORE, C. Н. WALLWoRK and B. J. SHituito. July 7th. October 156. (Post-dated February 12th, 1909.) 

15.802. Improvements in or relating to electric ignition apparatus for ELECTRIC Switcues. B. R. Koe. 20,708. October Ist. 

internal combustion engines," B. Brooks and F. Н, ALSTON. July 7th. ELECTRICAL ALARM CLocks, D. H. Smith and L. A. Hearin. 22,268. October 


; а a л дең а їп ша to thc electric ignition systems of 20th. 

nternal combustion engines." B. Вкоокв and F. H. ALsTON, July Tth. : ; z 30th. 
{ E ; > { 5 ; i 16, October 

15,854, "Improvements in electrical mercury switches operated by a vehicle DPECTRIC CANDLE ETUIISGN H: Hirst dnd Je Hc Coun de Berville. 

passing along a railway." В:кмех= Bros. & Co., LTD, and L. DE M. О. ELECTRICAL INSTRUMENT FOR PYROGRAVURE AND SURGICAL Purposes. P. Be 

FERREi1RA, July th. (Complete.) 24,815. November 18th, 
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THE STRIKE CLAUSE. 


Wirz rumours of a coal strike in the air, it is necessary for 
many a manufacturer to see whether there is a strike clause 
in his contracts. 

The possibility that delay may be caused by a strike has 
compelled contractors to insert a clause by which they are 
excused from liability for such delay as may be attributable 
to stoppage of work by the men in furtherance of a trade 
dispute. The growth of trade unionism has rendered this 
course absolutely essential, for if the men knew that by 
ceasing to work they could involve the employers in an 
action for breach of contract, they might press this advan- 
tage, with disastrous consequences. | 

Questions of some nicety frequently arise as to the inter- 
pretation which must be put on a clause of this kind, as it is 
not usually confined to strikes, but applies also to “ lock- 
oute, labour disputes and other stoppages.” The doctrine 
of ejusdem generis is generally applied by the Courts in 
order to place some limitation upon the meaning of the word 
“stoppages.” 

In the case of Stephens v. Harris (56 L.J., Q.B. 616) it 
was held that the term “ strike” in a charter-party must be 
used in the ordinary sense of a strike against the employers. 
The abandonment of their work by minera through dread of 
cholera does not bring the charter of а ship within the excep- 
tion in a charter-party against “ hands striking work." 

In Grant v. Corridale(9 А С. 470) the question was 
whether loading was prevented by frost in such a way as to 
excuse the charterers. It appeared that by a charter-party 
a ship was to proceed to Cardiff, East Bute Dock, and there 
load in the customary manner, from the agente of the 
freighters, a cargo of iron. Cargo to be supplied as fast as 
steamer can receive. . . time to commence from the 
vessel being ready to load and unload and 10 days, on demur- 
rage, over and above the said lay days at £40 per day. 
Except in case of hands striking work, or frosts or floods, or 
any other unavoidable accidents preventing the loading . . . 
in which case owners to have the option of employing the 
steamer in some short voyage trade until receipt of written 
notice from charterers that they are ready to resume 
employment without delay to the ship.” The ship arrived 
at the East Bute Dock and loaded part of her cargo. A 
frost then set in, and madea canal which communicated with 
the dock impassable, so that the remainder of the cargo, 
which was ready at a wharf on the canal, could not for 
several days be brought in lighters to the dock. The cargo 
could not have been brought into the dock by carting or 
otherwise at any reasonable expense. The dock itself was 
not frozen over, and if the cargo had been in the dock the 
loading might have proceeded. It was decided that the 
frost did not prevent the loading within the meaning of 
the exception. 

Engineering contracts usually contain a condition blading 
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the contractor to complete the works within a fixed time ; 
and when an allowance is to be made if tke works be 
delayed by reason of any inclement weather, alteration, or 
causes not under the contractor's control, or in case of 
strike or lock-out affecting any of the trades concerned, 
it is advisable, instead of stipulating that the contractors 
are then to complete the works within such time as shall be 
reasonable, to provide that the contractors shall do so within 
such time as the engineer shall consider to be reasonable, 
and shall from time to time in writing appoint. This 
object may be effected by adding the following proviso to 
the well-known forfeiture clause: Provided always that, 
in case the contractor shall be prevented from complying 
with this agreement, the engineer may extend the time for 
the completion of the works for such reasonable period as 
he may think fit, and shall in writing certify to be 
necessary. 

A case before Mr. Justice Wright in 1904 involyed a novel 


point —namely, whether a holiday arbitrarily taken by the men 


without the consent or interference of their employers is a 
“stoppage” within the meaning of the ordinary strike clause 
in a charter-party. In the case in question (in re an arbitra- 
tion between Allison & Co. and Rose Richards) the facts were 
that the plaintiffs entered into a charter-party to carry coal 
on their steamship to Leghorn. The “lay days — i. e., 
days within which the loading was to be comp!ete—excluded 
delays occasioned by strikes, lock-outs, and also Good 
Friday and Easter Tuesday and certain other holidays. 
The colliers belonging to the colliery from which the coal 
was taken gave notice that they would work on Good 
Friday and the next day, but that they would take the 
Wednesday after Easter Monday as a holiday, and on that 
day all work was stopped. This Wednesday was not 
expressly referred to in the charter-party. The plaintiffs 
brought suit to recover demurrage on account of the work 
not being prosecuted on Wednesday. It was submitted on 
their behalf that the refusal of the men to work on that day 
could not be said to be a strike by the men, inasmuch as 
there was no dispute with the masters, the latter doing 
nothing either by way of approval or disapproval. The fact 
that Good Friday and Easter Tuesday were expressly 


mentioned in the contract made it plain that it was intended 


that days not so mentioned, such as Wednesday, should be 
excluded. Mr. Justice Wright, however, refused to adopt 
this view. In giving judgment he said :— This was not 
a holiday recognised by the masters, nor is it within 
the exception contained in the charter-party. On the 
point that it is a cause beyond the charterer’s control 
there is little authority beyond the case of Richardson v. 
Samuel. Literally, of course, this was such a cause, but it 
was there held that the cause must be ejusdem generis with 
the causes enumerated in the charter-party. I am inclined 
to think, however, that a holiday taken by the men without 
the concurrence of the masters is sufficiently ejusdem generis 
with stoppage of work caused by a dispute between masters 
and men, and, perhaps, of strikes; and that it is therefore 
within the exception." His decision was subsequently 
affirmed by the Court of Appeal. 

It follows from this that the declaration of stop days by 
workmen is a matter for which their employers cannot be 
held liable, if they are protected by a clause similar to that 
above described. 


THE formation of a company for the 
Electricity purpose of laying down electric iron- 
and the ; А 

Production of Yorks in Sweden reminds us at the 

Pig-iron, ame time of a new field for the application 

of electrical machinery, and of the possible 

menace to our manufacture of iron and steel offered by the 
electric furnace in conjunction with cheap water-power. 

We understand that electrical energy for these works is to: 
be supplied for about 30s. per annum per horse-power, & 
price which cannot be approached by the largest and most 
modern steam or gas generating stations, as, even if fuel 
cost nothing at all, the heavier capital and attendance 
charges would increase the cost of energy to more than double 
this figure. Yet we find electric furnaces in operation for the 
manufacture of steel where the necessary power is developed 
from steam or gas. 

At first sight a far higher efficiency would appear to 
belong to the existing method of burning the fuel direct in 
a furnace, and generally speaking, such is the cage, but the 
difference in the ultimate results is not sufficiently marked 
to counterbalance other adventages in the manufacture of 
special steels; and as regards the production of pig-iron, the 
electric furnace bids fair to be a commercial success where 
cheap water-power is obtainable. 

Fortunately, perhape, for the conservation of our iron and 
steel industry, the number of situations where water-power 
can be produced and sold for 308. per H.P.-year is limited, 
and as the demand rises the value of the water rights is- 
likely to increase. Then again, the necessary supplies of raw 
materials must be cheaply available, together with transport. 
facilities for the finished product, and we doubt whether tbe 
number of sites meeting these requirements is sufficient to 
cause any alarm in this country. On the other hand, a start 
is being made, and there is little doubt that when 
the scarcity of fuel causes a rise in price, countries 
possessing cheap water-power will have a distinct advantage 
over their less fortunate neighbours as regards any manufac- 
tures which require electric current. 

In the meantime, British capital may be profitably 
employed in exploiting suitable water-powers in Norway, 
Sweden, Canada and eleewhere, whilst our manufacturers of 
turbines and electrical apparatus ought to be able to secure 
a large proportion of the orders for the requisite machinery, 


A case which is reported in & 


The Tying recent number of the Law Reports throws 
Clause in some light upon the validity of the 
Agreements  ,,. W s he 
Relating to tying clause" in agreements for te 
Machinery. lease of machinery. It appears that in 


1903 and 1904 a company known as the 
United Shoe Machine Co., of Canada, leased certain 
machines made and used for certain processes in the manu- 
facture of shoes to one Brunet and others. Each agreement 
of lease contained a clause which prohibited the ase by 
Brunet, in the manufacture of shoes, of any macbine not 
leased by the company. Some additional leases were granted 
to Brunet by other persons for certain ancillary processes 12 
the same manufacture. The company, relying on the tying 
clause, called upon Brunet to remove еке machines, and upon 
his refueal, brought an action in the Supreme Court of Quebec 
to compel him to discontinue the use of these machines. 
Brunet pleaded that the company, by false representations 
that they were patentees in respect of their machines, 
induced him to take the leases, and that the covenanté 
therein, by reason of their unjust and oppressive nature, 8n 
of the practical monopoly which the appellants had acquired 
in Canada in the manufacture and supply of shoemaking 
machinery, were in restraint of trade. The Supreme Court 
in Canada came to the conclusion that the company 4 
made the alleged representations, and that, as the tying 
clause was in restraint of trade, each agreement containing 
it was void. mom 
The Privy Council, however, has reversed this decision, 
holding that as the respondents had not repudiated the 
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leases after discovery of the alleged false representations, but 
had continued to work the demised machines and paid the 
royalties reserved, they had elected to treat the leases as 
subsisting, and could not afterwards avoid them. It was 
held also that the covenants were not in restraint of trade. 
The shoe manufacturers of Canada were at liberty to hire 
or not to hire the appellants’ machines on the applicant's 
terms as they pleased. If,“ says Lord Atkinson, in ex- 
pressing the opinion of the Privy Council, ** the monopoly 
established by the appellants and their mode of 
carrying on their business has oppression, as is alleged 
(upon which their Lordships express no opinion), 
then the evil, if it exists, may be capable of cure by 
legislation or by competition, but in their view not by 
litigation. It is not for them to suggest what form the 

legislation should take, or by what methoda the necessary 
competition shopld be established. These matters may, they 
think, be safely left to the ingenuity and enterprise of the. 
Canadian people." 


Тнк Dablin Industrial Development 


peu Association is one of the most active of 
Boycott, those bodies which think that they are 


serving the National cause in the bert 
possible manner by promoting the grand internal mutual 
sustentation scheme, as practised by the well-known islanders 
who lived by taking in each other’s washing. 
This Association is always wanting to know.” why such 
and such an article used by public institutions is not made 
and bought in Ireland, and it uses every means to persuade 
‚ Шоке who let contracts that they will be benefiting them- 
selves and everyone élse in Ireland (except, let us hope, the 
Interloper!) if they stipulate that all materials are to be 
Irish made. A 

As a trade organisation, we believe that the Association 
is doing good work, in which case its existence is justified ; 
but it is not possible in reason to carry on a propaganda of 
such a nature without a suspicion of terroriem, which, as 
we all know, is a weapon used largely for other so-called 
national purposes in the same country. 

We do not believe that the industrial re-development of 
Ireland, which is being fostered with extraordinarily gratify- 
ing results by the real Irish patriots, can be helped in any 
degree by the restriction of competition which lies at the 
root of the activities of the Dublin Industrial Development 
Association, and it will surprise no one to hear that the 
L.G.B. is advising those public bodies which show a desire 
to act up to the ideals of the Association that they may get 
themselves into serious trouble. In a case reported recently, 
for instance, the Guardians of a certain Irish Union are 
warned that the L. G. B. may be obliged to refuse recon ment 
upon expenditure on annual supplies, for which competition 
was restricted to Irish firms only, and to declare any of the 
contracts to be null and void. 

The D.I.D. Association advised the Irish public boards 
that no action could be taken by the IL. G. B. auditor in the 
matter of Irish tenders being accepted, so long as the adver- 
tiaements for tenders and the tender forms themselves 
stipulated for Irish goods, but the L.G.B. holds that 


public ‘bodies cannot safegnard themselves in the manner 
described. 


PROBABLY no class of engineer is more 
subject to the attacks of ignorant critics 
| than the consultant, his lack of intimate 
acquaintance with the special pointe of all kinds of machinery 
being frequently held up to ridicule. 

In this connection we are dealing more particularly with 
what may be called the * general practitioner," who is called 
in to give advice upon prime movers of all descriptions and 
over a wide range of mechanical appliances. | 

The specialist in  motor-cars, electricity generating 
stations, gas engines, &c., should, of course, be well 
posted in the details of the work he undertakes, but the 
consulting engineer who is appealed to by the general manu- 
facturer, estate agent and the like, can only have a more or 
leas superficial knowledge of the widely varying subjects 


The“ General 
Consultant.“ 


upon which his opinion is sought. Such a man, if he be 
wise, will never give verbal advice; he requires time in 
which to think matters over and to consult data which he 
has gradually accumulated from different sources. 

Two most important endowments for the general con- 
sultant are: first, an instinct telling him where his 
information is incomplete or out of date; secondly, the 
ability to make use of the requisite data when obtained. | 

A sound general engineering training and some ele- 
mentary knowledge of science are necessary, but it is 
impossible for any one man to carry at his fingers’ ends all 
the special points pertaining toevery prime mover or machine 


used by the man or firm that seeks general advice. 


An accumulation of useful data is absolutely essential to 
the success of any consulting engineer, whether he be a 
specialist in one branch or willing to give an opinion on 
general engineering matters. zn | 

Text and pocket-books, although they have their uses, 
are not sufficiently up-to-date for reference on many impor- 
tant points, and it is necessary to supplement them by a 
store of personally selected cuttings and notes. 

In addition to the ‘information which comes from any 
work undertaken, many useful tips may be gleaned from the 
technical Press, moré especially from the papers read before 
the various engineering institutions and the discussions 


` thereon. The discussions should receive particular attention 


as they are contributed to by experienced men who often. 
give the results obtained in everyday practice. Then, again, 
several journals make a feature of practical difficulties and 
their solution, these columns being largely occupied by the 
suggestions of practical men who have no other opportunity 
of giving publicity to their opinions. 

Independent tests on machinery form another source of 
valuable information, but careful judgment must be exercised - 
in separating the **wheat" from the “chaff,” as many 
reported trials are undertaken for the express purpose of 
puffing some particular appliance, unfavourable figures being 
suppressed. 

By these means, with the help of a good system for 
storage and indexing, an engineer can compile an up-to-date 
reference bureau suited to his particular needs, and of far 
more value than any collection of text and pocket-books. 

Finally, the general consultant may be strongly recom- 
mended to study the financial side of engineering problems, 
together with local conditions, as these features are of the 
utmost importance to the success of any new scheme. Money 
is often spent on elaborate devices upon which the capital 
charges and maintenance more than counterbalance any 
saving in fuel or labour. It should always be borne in mind 
that a complicated arrangement of plant which may be right 
and proper under one set of conditions will often be a com- 
mercial failure for an apparently similar purpose. 


Н 


SURPRISE is often expressed at the 
small extent to which natural power from 
rivers, winds and tides, is made use of in this country. A 
river or stream appears, at first sight, to be gn almost, ideal 
source of power, but when the commercial aspect of the 
problem is studied, certain serious drawbacks are discovered. 

Unless favoured by exceptional natural conditions, the 
capital cost for a water turbine installation is far in exceas of 
that involved by the use of steam or gas ; but a more serious 
difficulty is the uncertainty of the supply of power during 
droughts or floods. | 

As regards uncertainty, wind and tidal power compare 
favourably with that derived from a river or stream. It 
might be supposed that no source of power could be more 
uncertain than the wind, but when statistics are examined 
we find that storage for a few days will provide for any 
calm periods likely to occur. | 
. For small powers, the modern wind motor is likely to 
come into extended use. 

If some method of energy storage much less costly than 
the secondary battery could be developed, almost unlimited 
water-power would be available from the rise and fall of 
the tides, whilst large wind engines could then successfully 
compete with power produced from oil or coal. " | 


Natural Power. 
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PROTECTION OF OPERATORS FROM 
SHOCK. 


By 5. LEES. 


THe new Home Office electricity regulations will doubtless 
be the means of rousing in many quarters a proper sense of 
responsibility, where formerly, utter indifference to the 
protection of plant operators existed. 

Although, of recent years, there has been a gradual 
tendency in some of the better-appointed stations, at least, 
for the greater protection of operators from risk of shock, 
yet the general impression still remains that direct current 
can be Handled with impunity. | | 

Most forma of protective guards, other than floor-insulating 
devices, consist of a system of metal guards, usually of the 
woven-wire or perforated-sheet variety. These types of 
guard are cheap and easily fitted, and make a good enough 
job where appearance is of secondary importance. Where 


the latter condition is a desideratum, as, say, in engine- 


room work, tbe conventional bright guard railing is 
most commonly used. This practice, which, from time 
immemorial, has obtained in the fencing-in of almost every 
kind of running machinery, and particularly steam plant, has 
been religiously followed in the case of electrical machinery 
and apparatus, and one sees, even at the present day, electrical 
plant being installed with the same arrangements of guard 
railing as were in vogue over a decade ago. A case in point 
is a modern central station, where two similar generating 
sete are fitted with metal guard railing. While in one set 
the railing is little over knee high, in the other set scarcely 
an effort is required to get under the fence. Another case 
is where the guard railing is placed so near to the 
commutators and other live metal work in the vicinity 
as to render its presence a standing source of danger to the 
operator. If some form or other of guard railing is con- 
sidered necessary for central station plant, then additional 
means should be provided whereby the operator is assured of 
more adequate protection when working on live metal, as, 
for instance, when carrying out some urgent repair or 
adjustment, or, when giving the constantly required attention 
to a running commutator. 

With a view to avoiding eventualities of the kind men- 
tioned, some time ago the writer had -insulating sleeves 
of vuleanised fibre tubing fitted to the guard railing of a 
number of direct-current sets. Asa rule, it will generally 
be found to provide sufficient protection if the highest or 
top runs of the guard railing are insulated, and it is obviously 
better to take the sections of rails adrift to effect the con- 
version, instead of splitting the fibre tubing. 


THE IMPOSSIBILITY OF ALL 
“GETTING ON.” 


[COMMUNICATED. | 


Ir the more responsible and better-paid appointments were 
given away strictly in age order, the process of rising from a 
junior to a senior position would be a very slow one, as the 
upward movement could only occur in response to the death 
or retirement of those at the top. Yet from our earliest 
infancy we are all urged to put forth our best efforts to 
“got on," and people who have been successful are never 
tired of telling those below them that they must not only do 
the work they are paid to do, but as much more as physical 
Strength and the demands for sleep will permit. 

Those of us who have been ** through the mill," and who 
look back upon a more or less successful career, must be 
impressed with a feeling of great thankfulness that the above 
advice is not generally acted upon. If it were, business life 
would be so strenuous that only the young and strong could 
survive, and the differences in competency—now accentuated 
by idleness, devotion to sport, hobbies, &c.—would be very 
much lessened. This feature would have the effect of 


decreasing the value of merit in favour of promotion by 


influence, as small differences in ability are apt to be over- 
looked where influence is concerned. : 

British workmen long ago realieed the danger of competi- 
tion amongst themselves, and combined to secure higher 
wages and better conditions. It is a question whether the 
office and works staffs are not drifting towards a condition 
which will require some similar form of protection, this 
condition being nearer at hand in the manufacturing branch 


of electricat engineering than is the case with any other 


D 


industry. 2 

Boards of directors are continually grumbling st what 
they are pleased to term “ unproductive " expenditure in the 
works upon draughtsmen, cost clerks, &c., whose work is 
every whit as essential to the manufacturer as that of the 
men who attend machine tools or assemble the finished 
product. 

This dissatisfaction on the part of the directors равғєв 
downwards until it reaches the heads of departments, who 


are responsible for the number of assistants employed, with 


the result that every artifice is introduced to get more work 
out of the staff, so that a less number may be required. In 
the drawing office overtime is instituted, whilst other 
members of the staff who have defined duties to perform 
can only get through them by working long after recognised 
houre. As regards holidays, the principle has long since 


been accepted that those who are left behind must do their 
own work and those of their confrères who are away; in 


other words, no holidays are really given at all, each man 
having to do as much work as if he continued right through 
the summer without a break. 


If these severe conditions entailed additional рау, as is 
the case with the workman, they would not carry with them | 


such a sense of injustice ; but, unfortunately, the contrary 
may almost be said to obtain, staff salaries having shown a 
strong tendency to decrease of late years, excepting for those 
at the very top. 1 

If combination ever takes place amongst cffice and works 
staffs with a view to amelioreting the conditions indicated 
above, it is to be hoped that this olject will be achieved 
without engendering that feeling of antagonism towards the 
employers which has been such a conspicuous feature in 
connection with trade unions. 
. On the other hand, one employer cannot afford to make 
concessions alone, and the whole body of employers would 
only yield to strong pressure. Furthermore a feeling of 
mutual respect always follows a tough struggle, and cannot 
be aroused by any other means. 


——M 


CORRESPONDENCE. 


unless we have the writer’s name and address tn our possession. 


Increased Output of Boilers. 


: Referring to your leading article of the 9th inst., the advo- 
cates of complicated boilers can have no knowledge as, to 
the very small margin of possible improvement that is left 
with the simplest of all boilers, when correctly fired. 

The Lancashire boiler is a standing contradiction of all 
theory that advocates high gas velocity and obstructed flow 
of gas. Its perfectly plain, unobstructed, large diameter 
flues transfer some 70 per cent. of the total available heat ; 
the remainder of the work is done in bottom and side flues 
of large unobstructed areas. Yet the ercaping gases are 
generally reduced to within 250? F. of the temperature of 
the steam in the boiler, and no addition to the heating sur- 
face would cool the gases much further ; the only method 
left is to use an economiser, having a far lower temperature 
than that prevailing in the boiler. 

Water-tube boilers of the simplest types also leave no 
real margin for improvement in efficiency when correctly 
fired ; but they usually bave far more total heating surface 
than the Lancashire boiler employs to reduce a given 
volume of gases down to the same practicable limit of 
temperature. * 5 
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Normal rates of combustion, say 20 to 30 Ib. of coal per 
sq. ft., bave been found the most economical, all things 
considered ; but there is no difficulty in raising the output 
by burning more coal; and as you point ont, an increase in 
the furnace area is a far more practical method than forcing 
the rate of combustion. But a very practical objection is 
that forced duty of boilers reduces the reserve of steam and 
water, and is very apt to lead to wet steam and consequent 
loss of superheat. Other things being equal, the higher the 
gas velocity, the less must be the time available for heat 
transfer; and there is ample evidence that an increased 
gas velocity always involves a logs in efficiency, and never a 
gain. At the same time, the influence of gas velocity is quite 
trifling in comparison to the influence of tem re differ- 
ence on heat transfer. If the combination is kept constant, 
viz., if the admission of air per lb. of combustible is unchanged, 
then the rate of combustion can be doubled, and the boiler 
will absorb very nearly the same proportion of heat from the 
doubled volume of gases at doubled velocity, without any 
considerable rire of final temperature. But if the increased 
volume is due to admission of excess air, then the reduced 
temperature difference involves a very serious logs, both in 
the temperatare and in the volume of the escaping gases. 
The theory that an excess of air in the furnace gases does 
not seriously diminish efficiency, is opposed to all experience. 

The justification of mechanical firing and mechanical 
draught is that they permit a much better regulation of air 
and fuel than is practicable with intermittent hand firing, 
thus improving boiler efficiency and increasing the output 
per pound of coal burnt. 

Bat it is very doubtful if it pays to work boilers at 
high duties, in view of the importance of dry steam ; and 
it is very certain that nothing whatever can be gained by 
abandoning simple and accessible boilers for complicated 
ones, or by neglecting the really important question of 
correct firing methods, in the illusion that there is any other 
way of improving boiler efficiency. | 

Serutator. 


~ 


New Home Office Regulations. 


The letter of Mr. Conradi in your issue of the 16th inst. 
misses the point. He refers to the class of fittings now 
flooding the market, as a direct result of the Regulations, 
which are specially constructed to avoid the necessity of the 
earth wire. My letter had reference to the still more 
numerous class of fittings already in existence which do 
require an earth wire, and which the Regulation No. 13 ig 
obvionsly framed to deal with. Mr. Conradi might do better 
if he had another look at the Regulation in question. 


F. Johnston. 
Holywood, July 20th, 1909. 


Cost of Living Abroad. 


I shall be greatly obliged if you, or one of your corres- 
pondente, will give me some idea of the cost of living on the 
West, Coast of Africa (Gold Coast). 

High Tension. 

[One who has been there on several occasions informs us 
that in coast. towns the minimum cost of living is about £20 

. d Des in the interior it is very much greater.—Eps. 


Electric Lighting Legislation. 


Referring to my letter, which you were good enough to 
insert in your last issue, I am glad to be able to report that, 
as a result of the efforts which have been made, substantial 
amendments have been obtained in the Bill now passing 
through Parliament. | 

Clarse 6 has been altered £o as to make it quite reciprocal 
betwe: n local authorities and companies. 

Clause 13—relating to audit of accounte—has been struck 
out, and the following clause bas been substituted :—'* The 
Board of Trade shall from time to time make a return to 
Parliament giving such particulars as they may think proper 
with regard to the reporta made by any auditors appointed 
by them to audit the accounts of any undertakers, and any 
aetion taken on such reporta by the Board and by the 
undertakers." 


is hoped, been satisfactorily amended. 


Clause 2 has also been amended with regard to sub- 
stations. | 

The Bill passed the Standing Committee. yesterday, and 
until we see g revised print we cannot be sure that all points 
have been satisfactorily met, but it is believed that there 
n be no further necessity to oppose the passing of the 

ill. | | 
The Bill is not entirely satisfactory, because many 
important matters referred to by the Select Committee of 
1898 have not been dealt with, but the Bill contains some 
good points, and the particularly dangerous clauses have, it 


E. Gareke. 
London, W.C., July 21st, 1909. . 


Preference to Home Manufactarers on Public Contracts. 


I understand that Germany has legislation which enacts 
that Government, municipalities, and such corporations as 
tramway, railway, gas and water companies, enjoying public 
charters, must up to a certain margin favour the home 
manufacturer. As this country seems to be very undecided 
about the substitution of tanffs for the old Free Trade 
policy, the present Government might well consider the 
question of introducing legislation on similar lines. 

The new British patent law dealing with manufacture. is 
of the nature of a retaliatory measure, drawn up on similar 
lines to that of Germany, and it certainly looks as if it is 


going to be a help to industries in England. If the Govern- 


ment would now pass a law providing for preference being 
given to home manufacturers in all public contracts, it would 
be a helpful measure, and the Continental people could not 
complain, as it would be merely copying what they have 


done. Such legislation would be likely to have a far- 


. reaching effect, because Colonial Governments would very 


likely follow suit; the sentiment favourable to home manu- 
facturers is very pronounced, as shown by preferential 
tariffs. 

I am doubtful of the wisdom of this country going in for 
wholesale tariff reform, but surely few people could object to 
legislation such as is indicated above. 

Some may say that it would be simply tariff reform under 
another name. Very well, they can call it what they like; 
I simply put it forward as a method of recording and fixing 
by law a sentiment which already exista. 


E. K. Scott, A. M. Inst. C. E., M. I. E. E. 
Orpington. 


Earth-Indicating Device. 


With reference to W. Н. B.'s” inquiry and the letter 
addressed in response to the same in the current number, 
respecting the Marlow & West leakage detector and alarm, 
we beg to hand you under cover herewith particulars of our 
automatic earth leakage switch, which you described in your 
columns some few months back. If your correspondent will 
furnish us with particulars and exacb details of what he is 
in need of, we shall be happy to go into the question with a 
view to meeting his requirements. 


Nalder Bros. & Thompson, Ltd. 
F. H. NALDEB, Managing Director. 


London, E.C., July 26th, 1909. 


Peculiar Accident to a Tungsten Lamp. . 


If the glass bulb was pierced by one of the metallic 
supports being projected from ita place with considerable 
force, as suggested in the description in your issue of 
23rd inst., this incident appears inexplicable; but if we 
may imagine the bulb to have had a film of moisture on the 
outside at the time, it would form a condenser of practically 
the Leyden jar type, and under such conditions it is quite 
conceivable that a spark between the metal filaments forming 
the inner and the film of moisture forming the outer coating 
might pierce the glass. I have not read the account in 
your Milan contemporary, and do not know whether 
lightning actually penetrated to the electric light system, or 


> 
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whether the blowing of the fuse was due merely to & surge 
caused by a flash striking some neighbouring place, bnt 
from the fact that the fuse was blown it is obvious that a 
rush of electricity— or, in other words, a wave of very high 
potential—passed along the wires, and the spark at the 
lamp end, given a film of some kind on the exterior, would 
appear to be a natural consequence. It would not, I think, 
be difficult to pierce the glass of a Leyden jar under such 
conditions. | 

Sir Oliver Lodge has shown that a remarkably long spark 
can be obtained at the far end of two leads owing to the 
surging effect of a discharge, and I described and reproduced 
experimentally, in a lecture before the Royal Engineers at 
Chatham in 1906, a case where a fire was caused in a buildihz 


near a lighthouse that was struck by lightning. In this 


case the lead was a gas-pipe passing underground, but rising 
inside a corrugated iron building, and the insulator pierced 
was air instead of glass; but the principle involved was 
practically the same as what I suggest may have happened 
with the lamp. 


London, E.C., July 24th, 1909. 


| [Oar information is limited to the particulars contained 
in the extract from our contemporary. If Mr. Hande's 
explanation is the correct one, the incident forms an 
excellent testimonial to. the efficiency of the insulation of 
the wires and fittings employed.— Ens. E R.] 


Alfred Hands, 


. The Prevention of Smoke. 


Our Mr. A. W. Bennis is away on holiday at the present 
time. Meanwhile we think we may say, on behalf of Mr. 
Bennis, that it appears to us that Mr. Wilfred Yorke's letter 
was written under mirappreheneion, and the more particularly 
we feel this to be the case as we are not willing to attribute 
to him wilful sophistry. 

| Pro Ed. Bennis & Co., Ltd. 


i E. M. 8. 
London, S.W., July 23rd, 1909. 


What is a Telegraph! 


The Postmaster-General seems to take upon himself to 
decide that а telegraph is the same thing as a telephone 
whenever it suits his purpose to do so. When I was living 
in Kent, in a village that had no telegraph office, the P.M.G. 


agreed to establish one on my guaranteeing a certain sum 


per annum towards theexpenses. When the office was opened 
it was found to contain a telephone instead of a telegraph, 
with the result that innumerable mistakes occurred. On 
one occasion a friend of mine telegraphed to his son in 
South Africa Await letters.” The code word actually 
transmitted stood for Come home at once.” This was con- 
sidered an excellent joke, but I wrote to the General Post 
Office calling attention to the wording of their contract, in 
which they undertook to supply a telegraph, and c;mplained 
that this part of the contract had not been adhered to. Jt was 
pointed out to me that by the decision of the Courts a tele- 
phone and a telegraph were held to be the same thing. I was 
quite familiar with the decision in the case of the Postmaster- 
General v. National Telephone Co., and that it was on this 
decision that the P.M.G. relied. I asked if it had ever 
been decided that the two instruments were the same, except 
for the purposes of the Postmaster-General’s monopoly? I 
have never been able to obtain an answer to this very simple 
question. The recent decision of Mr. Justice Dodd, which 
you quote, goes some way towards supplying the answer. 


Wilson Noble. 
Wokingham, July 26/^, 1909. 


Chichester Electrified. 


] have always regarded your paper as one of the principal 
champions of the industry upon which we are all 
dependent. must, therefore, express my surprise at your 
publication of anything which might be used to the detriment 
of a new undertaking. 


Among engineers, the value of the criticism of these 
gentlemen, whose time might be much better employed in 
looking after their own business, will be easily appraised, 
but in the eyes of laymen, even mud eneeringly thrown 
from behind the stone wall of anonymity will often receive 
notice. 

It speaks well for the organisation of the intelligence 
department of our friends the gas company, that the lettera 
in your columns have already found their way into our 
local paper (copy enclosed under separate cover); but for 
this fact, no notice would have been taken of such unworthy 
criticism. ` 

I am interested to hear from ** Not too Cheap” that our 
supply is dependent on a single feeder cable. He is evidently 
ignorant of the use of distributor cables when brought into 
the works, and of the fact that, in well-designed systems, a 
верагаќе duct is usually provided for additional feeder cable 
when the load warrants the additional expenditure. This 
knowledge may help him when he is called upon, if ever, to 
design a scheme. 

eIf your correspondents really desire information on any 
other pointe, if they adopt the usual professional and 
gentlemanly course they will write direct to the con- 
salting engineer, who will no doubt courteously satisfy them 
that every necessary precaution has been taken. 


R. V. Weare, 


Resident Engineer. 
Chichester Electricity Works, 
July 22nd, 1909. 


[We hardly need say that in publishing the letters in 
eee we had no wish or expectation to injure the 

hichester undertaking in any way, and we are surprised to 
learn that they have been used for that purpose. As 
regards the broader question, our correspondent would ask 
much if he were to claim for his, or any, works immunity 
from criticism ; but the critics ought to make sure of their 
ground before taking up the cudgels.—Eps. E. R.] 


€ 


The Steamcabator.—We have received a pamphlet 
and illustration of this new appliance, which is made by the 
SrTRAMCUBATOB EnaingeErrmG Co., 30, Cross Street, Manchester. 
Essentially it is a steam drier applicable to Lancashire boilers. 
It consists of a helical coil of steam pipes placed in the back end 
of each flue and extending for a length of about two rings of the 
Adamt on type. The end of the helix nearest the furnace ів fed by 
a centrally placed horisontal pipe, which is brought from the 
steam main. The rearend of the helix is connected to the dry 
steam main. There are shown nine complete coils in each helix, 
and it is claimed that a boiler thus fitted will be increased 50 per 
cont, in steaming capacity under average working conditions. The 
italicsare ours. We do not deny the statement, because we do not 
know what is intended to be conveyed by average working con- 
ditions. It is also claimd that coal may be economised to the 
extent of 39 to 40 per cent. 

The fact that we mention this claim will not, we trust, be taken 
as marking our belief in the statement. The apparatus is at most 
a superheater of somewhat limited surface. It will probably dry 
the steam, but we do not look for much superheat from it, and the 
statement of fuel economy is therefore much too high, in our 
opinion. We presume it is a draughtsman's error, but should 
point out that the flue tubes are not such as are usual in Lancashire 
boilers, and the coils would be much smaller than are shown in 
the illustration. They would also be better exposed to the heat 
than they would be as shown. We cannot see why, if steam is 
raised to an extremely high temperature, it should be less 
chemically active with iron when in large volume, than when in 
small volume. Nor will the effect be any different on the engine 
cjlinders, &c. Temperature is temperature, whether in 1 on in 41 
cb. ft. of steam. 

We say nothing against the apparatus as such ; but we think the 
claims and statements in the circular should be considerably 
modified, for they are practically impossible and too general. 
Suppose we take a boiler having an efficiency of 75 per cent.; let 
us add to this the 30 per cent. economy that is claimed for the new 
device, and we get 97:5 per cent. of thermal efficiency, leaving 23 
per cent. for radiation losses, chimney gas temperature, and 
imperfect combustion. Next take a boiler with an efficiency of 
40 per cent., and add the new apparatus; the new efficiency will 
be 52 per cent. These two statements show the uselessness of 
such generalisations as are put forward with the positivenees of 
dogma. Assume that the fuel saving is measured by the engine 
duty; then too much is claimed for superheat, especially in the 
absence of any independent figures as to the degree of superheat 
that the apparatus will give, 
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United States 478,034 378,751 — 99,283 college mate, and wishing to keep up the friendship made in their 
" Other countries 6936 - — — 6936 youthful days, he addressed his old comrade in these terms: 
= E ЫШ: — ——— “ Whenever you are in town, come and put up with me. No matter 
Total 558,532 462,035 — 96,497 what the time may be, if I am not there just go in and make your- 
Е" ? self at home. I shall be sure to turn oP ы са Some 
engines.— little time afterwards the chum arrived in the West- End about 
Fsom Great Britain 727,159 1,058,431 + 331,272 midnight, and, remembering the cordial invitation, sought out his 
„ France 74, 250 — — 74,250 friend's diggings. A dim light flickered in the hall, and he gave 
„ Germany ... TT 31,220 98,635 + 67,415 the bell a long, long pull. Quickly he found himeelf faced by a 
ates т" аду 8 ; ; v 
„ United Btat 519,906 599,971 + 79,465 aae 55 3 5 dood Mr 
Other countries 9,633 16,229 12,596 ere?” he inquired in а faltering voice. oes," retor e 
S — — ЫШ — sbe-dragon in a withering tone; and you can just bring bm 
Total . . 1,350,168 1,766,666 + 416,498 rightin!” 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


x 


New Motor-Starting Switeh for Printing Machines. 


Particulars of a new type of motor-starting switch for use with 
printing machines have been sent to us by the Apams Manu- 
FACTUBIBG Co., LTD., of Bedford, which embody novel and ingenious 
features. 

Every printer's engineer knows that the starting of printing 
presses is very hard on the switchgear, on account оѓ the constant 
“inching” which is necessary when preparing the press, which 
causes injurious arcing on the contacts of the starting switch, with 
the result that ordinary starting switches are soon destroyed, and 
even though renewable contacts may be 
used, the renewals are so frequently 
required as to become a nuisance, as well 
as а very serious expense. P 

To prevent this injurious arcing all sorts 
of devices have been employed. The most 
successful is to use self-acting motor-starting 
rheostats, in which the motor ‘circuit is 
always made and broken by means of a 
solenoid controlled switch which has carbon 
contacts for circuit breaking, as well as 
a magnetic blow-out. For small flat- bed 
presses, however, the initial cost of self- 
acting motor starters is often considered 
prohibitive. · j 

With the object of rendering ordinary 
hand-operated starters suitable, such devices 
have been employed as carbon auxiliary 
contacts, magnetic blow-oute, and inter- 
locked solenoid switches, &c. These devices 
protect only the first step, whereas the 
minder, whose eyes must be on the machine 
and not on the starter, pulls the handle, 
when inching, over to the third or fourth 
contact, or perhaps further, and in moving 
it back draws a destructive arc across the 
Starter steps. 

As will be seen by the illustration, the new 
" Igranic" switch employs an interlocked 
magnetic circuit maker and breaker; but : | 
the essential merit of the arrangement consists in tbe fact that, no 
matter how far the operator pulls the handle over ina forward 
direction, the slightest backward movement instantly opens the 
circuit-breaker ; consequently, no arcing can occur on the starter 
steps, because they are “ dead." 

The circuit-breaker has carbon contacts and a magnetic blow-out, 
and will open the circuit an indefinite number of times without 
receiving injary. With this starter, therefore, inching” may be 
practised to an unlimited extent; in fact, & recent extended trial 
іп а large printing works, under ordinary working conditions, left 
the contacts as good as new. | 

In addition, the interlocking of the circuit-breaker with the 
starter makes it impossible to close the motor circuit except with 
all the starting resistance in circuit, so that the motor receives 
proper protection, and the starting switch is claimed to be prac- 
tically “ fool-proof.” І 


Gas-Engine Economy Calculator. 


We have received from the Kmy EmwcGisEEBING Co., LTD. 4. 
Queen Victoria Street, E C., a remarkable device, to which it is nut 
easy to give a simple title. Its nature will be better understood if 
we first explain its purpose. In their recent paper before the 
Institution of Electrical Engineers, Messrs. Leonard Andrews and 
Reginald Porter showed that the question whether steam or gas 
engines should be used for the generation of power depended 
largely upon the answer to a further question—whether the saving 
in fuel consumption effected by using gas engines was suflicient to 
‘show a good return upon the additional capital outlay involved. 
This return will be governed by three considerations: the 
additional capital involved (under average conditions, from 30s. to 
50s. per B E..), the cost of fuel delivered on site, and the average 
hours per day that the plant is ran at full load. The calculator 
before us is designed to solve this problem іп a few seconds— given 
the data required for the purpose. We find, for instance, that if 
the extra capital cost per в.н.р. is £3, the cost of coal 6r. per ton, 
and the average hours of fall load per day three, the return on the 
extra outlay is only 5 per cent.; but if the extra cost is £1, the 
cost of coal 15s., and the full-load hours eight per day, the return 
is no less than 100 per cent. Examples are given with the cal- 
culator to show its uses; it can, of course, be used to determine 
any one of the four quantities when the other three are known. 
One example shows that if interest and depreciation has been 
fixed at 10 per cent., and if the plant runs at full load 12 hours per 
day, with coal at 9a. per ton, it is cheaper to use gas engines, even 
if steam plant can be obtained for nothing. The de vice is decidedly 
ingenious and interesting. "The principal assumptions upon which 
it is based appear to be that the cost of repairs, labour, stores, &c., 
will be approximately the same in either case, and that the fuel 
consumption of a gas installation will be at least 1 lb. per k.. v. - 
hour less than that of the most economical modern steam installa- 
tion. After that it is plain sailing. Whether these assumptions 
are wholly valid or not, and whether the considerations mentioned 
suffice upon which to base a final де :ізіоп, are questions beyond the 

scope of this column. 


THE JAPANESE MARKET FOR: MACHINERY. 


м 


Tur Japanese firm of Mitsui & Co., which is very largely interested 
in the import and export trade of Japan, recently established a 
branch at Hamburg in e of Herr H. Nolke, an engineer who 
is well acquainted with the conditions prevailing in Japan, and 
who has issued a work dealing, among other matters, with that 
country as & market for German machinery. Herr E. Schiff 
discusses the work at some length in а recent iesue of the Elektro- 
technische Zeitschrift, and an abstract may be of interest also to 
English readers, Ia the first place, Herr Nilke shows how un- 
favourable to Germany are the trade statistics in relation to the 
imports]Fof machinery into Japan. The figures quoted by him 
show that for 1907 the share in the total importa of machinery held 


Tanamic Moron-SrARTER FOR PRINTING MACHINES. 


by Great Britain was 55 per cent., that of the United States was 3l 
per cent., and that of Germany was 12 per cent., whilst the German 
share in locomotives and wagons was particularly insignificant. 
The author mainly attributes this position of affaire to the fact 
that England and the Uaited States were the technical instructors 
of Japan, Germany not having been ripe enough for tbe purpose at 
the beginning of the technical development of Japan 35 years ago. 
As а consequence, the leading positions are mostly oocupied by 
—technical men who have been educated in England aud the United 
States; the Japanese engineers speak English, as the dootors and 
lawyere—and perhaps also the higher officers—speak German. In 
this way the products of English-speaking competitors have con- 
quered the market, many English and American works directly 
possessing a monopoly. Another reason for the trade situation 
disclosed is that German manufacturers do not accommodate them- 
selves to the export conditions. The manufacturer principally 
limits himself to giving the sole agency for the whole of Japan tos 
German firm domiciled in that country, without making sufficient 
inquiry into the conditions. Such firms in this way often become 
the sole representatives of too large a number of engineering works, 
and they, moreover, sell, if they can be more successful with them, 
English and American machinery also. The resulting inconveniences 
have already unpleasantly surprised the Japanese authorities. These 
representatives are mostly not experts, but they deal with everything 
whereby money can be earned; and only two or three employ & 
German engineer. They are for the greater part located on the 
coast at Yokohama or Kobe, and know neither the country nor the 
people thoroughly; they do not get any further than their offices 
and clubs. Business їп Japan, as in China, is conducted with the 


. natives through a native employé, who attends to it in the way 


established by tradition, but which is wholly ineufficient for 
technical transactions, whilst the experienced Japanese technical 
men prefer to devote themselves to the juvenile industries of the 
country. But as technical manufactures are mostly purchased by 
English-speaking engineers, it is easy to negotiate directly with 
the Japanese. Nevertheless, a technical representative, in order to 
be able to form an opinion on the determinative conditions, must 
know the country and the people, and above all, the language ; bat 
very few fulfil these requirements. It is indispensable that 
representatives should not only be domiciled on the coast but also 
in the interior, and Tokio and Osaka come into consideration as the 
two principal industrial cities. A single representative for the 
whole country is quite insufficient, as 20 hours are occupied in 
journeying from Kobe tothe most important mining district— 
Kiushiu— and even two days are required to proceed from Yokohama 
to the coal fields on Hokkaido or to the large copper mines. 

The Germans fear, foolishly as Herr Noike says, the competition 
of the Japanese in the markets of the world, and io many 
quarters difficulties are placed in the way of the latter if they 
wish to visit German industrial works. Such mistrust is, however, 
wholly unjustified from the standpoint of thoss who desire to do 
business with the Japanese, for the purchaser must have an oppor 
tunity to see and to make comparisons. The author praises the 
Siemens-S»huckert works, from a general point of view, as an 
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exception in reference to their Japanese organisation. Herr Schiff 
adds, from his own experience of two years ago, that as a result of 
an inspection of the workshops of the Allgemeine Elektrizitits 
Gesellschaft, Japanese engineers ordered a complete central station 
on the basis of prepayment, and that the readiness with which the 
company has always shown its works has been rewarded 100 times 
over. Hoe also states—and he speaks for many—tbat he knows 
what remembrance is cherished of works which refuse to allow an 
inspection. Herr Nólke then submits material, showiog how 
German works have lacked consideration in their attitude towards 
Коош Government engineers when paying visits, the result 
g that large orders have bzen placed in England and the United 
States. Sach cases naturally become kaown, and they restrain 
visita to Germany and cause iojary to German industry as a whole. 
The author proceeds to indicate that the fear of Japanesa com- 
pn is uojustified, for that country will be compelled for a 
ong time yet to devote its capital mainly to the direct utilisation 
of its natural resources, and consequently not to technical manu- 
factaring. Notwithstanding the enormous promotion of new 
uadertakiogs since the war, involving a total of £200,000,000, only 
three or {опе machinery works have arisen. Japan will therefore 
still be dependent upon the imports of such products for a long 
time; but Japanese competition could not be excluded in per- 
petuity, and by adopting the methods outlined the Germans are 
only attending to the business of their rivals. 

Tae author makes various suggestions for the promotion of the 
export of Germaü machinery. In the first place, the manufacturer 
should ascertaia which of the articles he produces are the most 
efficient for the market, and calculate that he can only stand the 


test with them, thus particularly specialising for the export trade. 


He muet also support his representative more strongly than in the 
markets where his manuf«ctures are already introduced. But, 
above all he must dispatch his own engineer to Japan, whilst 
s nall works shoald combine for this purpose, alt iough limiting the 
number of the works and restricting them to one branch—as, for 
instance, to the textile department, mining, & 1. As to the question 
of a representative, the manufacturer is advised not to decide 
before ssnding out his engineer, but only after the lgtter's inquiries 
into the local conditions and persons have been made. At present 
American and English engineers are to be found in large numbers, 
and also those from works which are already introduced, but German 
engineers rarely arrive in Japan. Catalogaes must be compiled in 
the English language with code words, and with the Engligh system 
of measurement, and containing large patterns; the additions 
for freight and duty, and the bulk xd weight of the packed 
gods are to be shown. Herr Nölke advises against always making 
offers to all inquiring intermediaries, as in this way the Japanese 
import houses and the ultimate purchasers would be crowded with 
repetitions of the same offers and be overloaded with the work of 


ezamination,. Still less should the manufacturer comply with the 


request to grant commission to each export intermediary on 
` obtaining the order, for these firms—even the representatives—as 
a rule limit themselves by no means to watching over the intereste 
of & single manufacturer. The manufacturer should therefore 
nof let suy restriction be placed upon the right to make offers to 
several import houses. 

The conclusion of understandings between competitive German 
manufacturers is recommended by Herr Nölke, who expects that 
considerable advantages would be derived from the formation of 
export syndicates. It also appears to him to be desirable for the 
German Government to dispatch experts as far as they are 
technically, commercially and sufficiently experienced in reference 
to the conditions of the country, and that they should remain there 
long enough to make themselves personally known in the deter- 
minative quarters. In conclusion, the author emphasises the 
importance for German industry of the Japanese International 
Exhibition, which it is proposed shall take place in 1912, 


LEGAL. 


Авмоврост MANUFACTURING Oo., LTD., v. A. FERNHBAD. 


Ix the City of London Oourt recently, before his Honour Judge 
Lumley 8mith, K.C., plaintiffs sued défendant, of Caledonian Road, 
N., for £8 be. 11d., for electrical goods and fittings supplied. 
The claim was admitted; but the defendant counterclaimed 
for £6 13s. 6d., the price of electrical radiators supplied to the 
plaintiffs Defendant said that in February, 1908, he saw the 
plaintiffs’ sales manager about the radiators, and he agreed to take 
them. They were sent as samples on sale or return, but plaintiffs 
must pay for them now, because they kept them for 10 months and 
sent them back damaged. Judge Lumley Smith said he PU Does 
if the plaintiffs had returned the radiators in a fortnight the 
defendant would have taken them back. The defendant thought 
he might. Dwyer, plaintiffs’ traveller, said they were waiting for 
montbs for the invoice in respect of the radiators. That was why 
they kept them so long, as they did not know what they were to be 
ed. They had never given a specific order for radiators. It 

wae quite a well-known practice in the electrical trade for goods 

to remain as long as 12 months in shops on approval. The defendant 

said that was not so as applied to radiators. Had the goods been 

electroliers he wonld have been willing to let the plaintiffs have 

them for nine months and then to take them back. The sale 

of radiators was a season's trade. Mr. Mahaffy, who appeared for 


the plaintiffs, said it was very useful for men like the defendant 
to show their radiators in showrooms such as those of the plaintiffs. 
Judge Lumley Smith said that when goods were sold on sale or 
return, the property passed to the buyers if they did not send them 
back within & reasonable time or give notice that they would not 
have them. There was a little difference where goods were sent in 
to be shown. He was satisfied that the goods were sent in to be 
looked at, to get orders from, and not to be bought or sold. The 
eounterclaim therefore failed. Judgment for the plaintiffs on 
claim and counterclaim, with costs. 


/ 


GENERAL ELzcorRi0 Oo., Lrp., v. BRIDGES. 


In the City of London Court, on Thursday last week, before Mr. 
Registrar Wild, a claim was made by the General Electric Co., 
Ltd., мапе Mr, W. Т. Bridges, of Walthamstow, for the sum of 
£1 8s. 2d. 

Мв. Втвоотв, solicitor, who appeared for the plaintiffs, said the 
question in dispute was one of trade discount. The defendant was 
a draper, and had brought certain Osram electric lamps from the 
plaintiffs, and he claimed to be entitled to a trade discount. The 
defendant, however, not being an electrician, was not entitled to 
the disconnt. It appeared that on previous transactions the dis- 
count had been allowed to the defendant in error. Washington, 
the plaintiffs’ ledger clerk, said that the defendant was supplied 
with electrical goods in November and December last to the 
amount of £4 14s. 6d. Invoices were sent in for that amount. Off 
that sum there was & disoount allowed to those in the trade. On 
the occasions when discount had been allowed to the defendant, 
the plaintiff: were under the impression that he was an electrician. 
The electric lamps in question, it was presumed, were for his own 
use. If he was entitled to any discount, he had deducted 333 per 
cent. but the plaintiffs could only allow 20 per cent. discount 
upon Osram electric lamps. The defendant said he was perfectly 
willing to alter the rate of discount which he claimed to be 
entitled to. For a long period (over saveral years) he had been 
trading with the plaintiffs. He had been supplying electrical 
goods in fairly large quantities to theatres and private consumers. 
He had had correspondence with the late manager of the plaintiff 
company’s lamp department, and had been negotiating with him 
regarding further business he was trying to get for the plaintiffs. 
It was distinctly understood that he had been acting with the 
plaintiffs’ late manager as the agent for the plaintiffs, and working 
as their agent he did not do that for nothing. The drapery goods 
business was only part of his trade. 

The REGISTRAB said he saw by the correspondence which the 
defendant had had with the plaintiffs that they had been acknow- 
ledging his right to discount; it was rather late now to say he was 
a draper, and therefore not entitled to it. The plaintiffs’ witness 
said that if the defendant had used the lamps in the way of trade, 
they were prepared to allow him 20 per cent. Eventually jadg- 
ment was entered for the plaintiffs for 11s. 2d. 


“Z” ELECTBIO Lamp PATENT. ACTION. 


Ix the Chancery Division on Friday, July 23rd, Mr. Justice 
Warrington heard a summons in an action of the Z Electric 
Lamp Manufacturing Oo., Ltd., against Marples, Leach &-Oo., Ltd. 

Мв. Согвғах, for the plaintiffs, said they asked by their sum- 
mons that the defendants should be ordered to give further and 
better particulars of the objections that had been delivered by them 
to the action, which was & patent action. There was an allegation 
that the specification of the plaintiffs’ invention was misleading, 
and another that the directions were insufficient. The defendants 
also said that the invention was not a proper subject matter for 
letters patent. He wished to know against which of the claims of 
the plaintiffs was that objection 

Мв. T. TERRELL, K.C., for the defendants, said there were three 
claims, and they were all exactly in the same boat. There was no 
invention. It was the same as if he said there were no eggs in that 


basket, and then he was asked to give particulars of the eggs that 


were not there. How could he give particulars of nothing? 

After hearing counsel on both sides in regard to certain pointa, 
His LonpsurP dismissed the summons with coste, adding that 
there was really no necessity for it, as the particulars delivered 
were substantial He gave the plaintiffs leave to appeal on the 
ground that particulars in a patent action were of some importance. 


New System Рвітлта TmLEPHONEZ Co., LTD., v. BUMMBRS. 


Тнв action came before Lords Justices Vaughan-Williams, Moulton 
and Buckley on Tuesday last upon an appeal by the plaintiffs from 


` ап order of Mr. Justice Coleridge in Chambers, refusing the 


plaintiffs their costs of a summons for a Receiver to enforce a 
judgment obtained in respect of a telephonic service. 

The action was brought in the Mayor's Court, and judgment was 
obtained for £22 9s.7d. That judgment was not satisfied, and 
finding that the property of the debtor was at 18, Berkeley Street, 
out of the jurisdiction of the Mayor’s Court, the plaintiffs obtained 
a transfer of proceedings to the High Court, and exicution was 
levied under a writ of л fa. The Sheriff upheld that the 
bulk of the goods at Berkeley Street were claimed by a furniture 
company, and what remained were not sufficient to satisfy the costs of 
the execution. The plaintiffs thereupon obtained leave to serve 
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and did serve, the defendant with a summons for the appointment 
of a Receiver by way of equitable execution. Before that summons 
was heard, however, the debt was satisfied, and the Judge, con- 
firming an order of the Master, refused the plaintiffs the costs of 
that summons on the ground that no Receiver was appointed and 
the summons was unnecessary. 
. The appeal was argued by Ma. Moxradur Luss, K.O., and Мв. 
Newsorr for the plaintiffs; Mr. McOall, K. O., and Mr. Colam, for 
the defendant, were not called upou. 

Their LonpsHipes dismissed the appeal, holding that as the debt 
was paid before the summons was served on the defendant, the 
plaintiffs should have taken steps to have it withdrawn. The only 
costa they could have been entitled to were the costs of issuing the 
summons; these were in the discretion of the Master, and they 
could not hold that he had exercised his discretion improperly. 


Lonpon ELmorRoBus Co., Lp. 


In the Companies’ Winding-Up Court, Mr. Justice Neville had 
before him on Tuesday last a petition by Pritchetts & Gold, Ltd, 
forthe compulsory winding-up of the London Electrobus Co., Ltd. 
Mr. Manning appeared on behalf of the company, and asked for an 
adjournment, which was assented to, and his Lordship directed the 
petition to stand over until next sittings. 


Post OrricE TELEPHONE AGBEEMENTS. 


Tse Postmaster-General sued Mr. H. J. Benjamin, Elgin Court, 


Maida Vale, on the 23rd inst., in the City of London Court, to recover 
£1 8s. 11d. for telephone calls due ia excess of the minimum charge. 

Мв. McInTYBzE, on behalf of Sir Robert Hanter, solicitor to the 
Post Office, said that under the agreement the account of the com- 
petent offloer was evidence of the calls due. He produced that. 

DzreNDaNT said he disputed the figures. He thought the calls 
ought to be proved, and' not merely a certified copy put in. The 
agreement was entered into upon the presumption that a fair and 
accurate account would be kept. That had not been done. 
Judge LuwLEY SWM TH said it was to avoid having to prov; the 
calls that the Postmaster-General tied up the public who used the 
telephone with the conditions. It was impossible to “get round ” 
the agreement. 

Judgment for the plaintiff, with costs.— Financial Times, 


Warp & GorpsTONE v. J. В. Nonnis & Co. А 


AT Salford County Court on Friday, before Judge Parry, Messrs‘ 
Ward & Goldstone, electrical engineers, of Springfield Lane 
Salford, sued Messra. J. R. Norris & Co., electrical engineers, of 
Oldham, for £2 121. 6d., the value of telephone cable made to order. 
It appeared that the order for the cable was given by telephone, 
but the plaintiffs demanded the payment of an account ia зе pect 
of a previous order. Defendants thereupon cancelled the order, 
but in the meantime the cable had been made. For the defen- 
dants it was submitted that the plaintiffs could not recover, as 
they only accepted the order conditionally. When the order was 
given plaintiffs wroté:—'' We thank you for your order for tele- 
phone cable, which is receiving our prompt attention, bat we shall 
be unable to send this uatil we receive your overdue remittance.” 
Toe Judge said this meant no overdue remittance, no telephone 
cable.” He found for the defendants. 


Comwrantes’ CONSOLIDATION Аст, 1908. 


ВкковрЕ the Stipendiary Magistrate at Liverpool on July 2 lat, 
arising out of the winding-up order of H. R. Jones, Wilson & Co., 
Ltd., electrical engineers, Liverpool, Mr. Hugh Rowland Jones, 
residing at 24, Belgrave Street, Liscard, Cheshire, was summoned 
by the Deputy Official Receiver (Mr. T. W. J. Brittain) for having 
failed to comply with Sec. 147 of the Companies’ Consolidation 
Act, 1908, requiring him to submit a statement of the affairs of the 
company under the winding-up order. Mr. A. T. Mill«r prosecuted, 
but defendant was not present, nor was he legally re presented 
when the case opened. After hearing the particulars the Btipendisry 
inflicted a fine of £10 and 9 guineas costs. At this juncture the 
defendant entered the Court, and the case being reconsidered, he 
pleaded that he had done his best. The Magistrate retorted 
that it was all due to lasiness. Eventually the summons was dis- 
posed of on the payment of costs, the fiae being remitted. 


Ке Mountain & G1B30N, 


In the Chancery Court at Manchester, on 27th inst., the matter 
of tbe windipg-up of Messrs. Mountain & Gibson, Ltd., electrical 
engineers, of Bary, was mentioned. It came before his Honour 
Vice-Chancellor Leigh-Clare at Liverpool a fortnight ago, when 
a question was raised as to whether the winding-up should be 
compulsory or under supervision. Mr. KERR now stated that the 
petition bad been amended, and asked for & supervision order, and 
there was no opposition to it. . 

Mr. ABBOTT, on behalf of a number of creditore, applied to the 
Court to appoint Mr. William Whittaker to act as joint liquidator 
with Mr. Bowden, with a committee of inspection. These 
proposale had been approved at a statutory mecting of the 
creditors, 

The YicE-CHANCELLOB made tho order. 


ComsonLrpATED NickEL, Tm axp СОРРЕВ Mns, LTD, v. 
Crompton & Co., Lp. 


In the King's Bench Divisional Court on Wednesday, before the 
Lord Chief Justice and Justices Darling and A. T. Lawrence, this 
action was mentioned, when, 

Мв. ABEL Тномав, K.C., on behalf of the defendants, asked for a 
stay of execution. | | . 

The jadgment of the Official Referee was given in our last issue. 

The LEARNED COUNSEL said that there were at least five different 
questions of Jaw upon which the defendants wished to appesl. He 
was prepared to b the money into Court at once. This was a case 
where a stay should be granted, especially when they remembered 
that the plaintiffs had no money in the bank as far as defendants 
knew, and no property that they could see, while their registered 
offices were in Guernsey. 

The Court granted the stay and ordered that notice of appeal 
should be given this week and the money paid into Court. The 
costs of the application would be costs in the appeal. 


ee a 


BUSINESS NOTES. 


Consular Notes —France.—The British Vice-Consul 
at Bayonne reports that there are two points of that town which 
migbt be joined by an electric tramway; also an electric tramway 
between Biyonne and Cambo, a growing watering place about 12 
miles distant, serving two or three intermediate villages, would 
probably yield interesting profits, the more so as there is available 
water power. 

The British Vice-Coneul at La Rochelle reports that the scheme for 
the sapply of electric light and power to the town and environs ie 
nearing completion, the power station and distributing cables 
having been completed. 


Madeira.—The British Consul.at Madeira reports that for the 
last two years it bas been frequently mentioned that a telephone 
system is to be begun, but although а small amount of money was 
voted as a commencement, nothing has been done. . Telephones are 
very badly needed, and if properly managed and financed the instal- 
lation would probably be a success. There are coaling firms, wine 
houses, banks, sugar and flour mills whose trade is extensive, besides 
some three or four hotels, and a residential colony of visitors during 
at least six months of the year, all of whom the Consul think s 
might be counted upon as subscribers. It was ramoured at the 
beginning of 1908 tbat а British company was to take over the 
present electric lighting company and erect a new and up-to-date 
installation, in fact, a member of an electrical firm from the United 
Kingdom was in Madeira for some time endeavouring to arrange 
matters, but the scheme seems to have completely fallen through on 
account of financial difficulties; towards the end of the year the 
matter was further discussed witha беш in Madeira, but, from all 
accounts, nothing was done. What electric lighting there is, is bad, 
and there is certainly much room for improvement. 


Liberia.—The British Consul at Monrovia reports that the 
binterland of Liberia is known to contain large quantities of rubber, 
some good, some bad, About 22 different kinds of trees and vines 
produce rubber of a more or less saleable quality ; 16 species of 
rubber have been classified. Among these species are to be found 
the Funtumia africana and the Funt mia elastica. Up to the time 
of the recent fall in the price of rubber, 48. to 5s. per Ib. had 
been obtained for the Funtumia elastica, and the Funtumia ofricana 
may realise 1s. 6d. per lb. The price of rubber has lately risen. 
The collection of rubber seems to be growing increasingly popular 
amongst the natives of the country. The L‘berian Rubber Cor- 
poration have obtained certain rights over the collection of rubber 
in the Republic. One of the principal difficulties in the way of 
collection of this rubber is the disturbed state ot the interior. 
Until order is brought out of the existing chaos in tha hinterlsnd, 
commercial enterprise in the interior will continue to be jeopardised 
and interfered with. . 


Canary Islands.—The British Consul in the Oanary Islands 
reports, that it is probable toat before long a system of wireless 
telegraphy will be installed between those islands and Europe, Cape 
Colony and South America. Santa Cruz de Tenerife is to be the 
main station in the islands, and communication is to be established 
(1) with all the adj:cent islands, (2) with Cadiz and thence to 
Paris, (3) with Casablanca and thence to Paris direct, (4) with 
Pernambuco and thence to Buenos Aires, (5) with a station in 
Senegambia, probably Dakar, and thence to Cape Town. The work 
is to be undertaken by a combination of two conspanies engaged in 
the promotion of wireless telegraphy, one of them being registered 
in Paris with a capital of 1,250,000 francs, and the other in Madrid 
with a capital of 1,000,000 pesetas. A site for the installation in 
Santa Cruz de Tenerife has been granted by the authorities, and 
Las Palmas has followed suit, not only with a grant of land, but 
also with a loan of 20,000 pesetas. The conditions of the loan are 
that it i8 to be repaid in 10 years, and the works are to be handed 
over to the Spanish Government at the end of 20 years. It is said 
that communication between Tenerife and Cadiz will be estab- 
lished shortly. It is possible that the distance between Tenerife 
and Pernambuco may bə too great for practical success, and ia that 
case an installation will b3 set up in St. Vincent, 
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Dissolutions and Liquidations.—Crown PLATIN Co., 
Balford.—The partnership between J. A. and F. H. Dewhurst, 24, 


Chapel Street, Salford, has been dissolved by mutual consent, as | 


from July 19th. Debts paid by F. H. Dewhurst. 
, ELDON Erzornai0 Co., Lro., Newcastle-on-Tyne. (In voluntary 
liquidation.)—Meeting of creditors on August 5th. 

Szymourn Motor Co., Liverpool.—Messrs. A. C. Whitney and 
J. H. Sutherland have dissolved ү partnership; Mr. Sutherland will 
carry on the business under the same style and at the same address. 

ERRIOHT & Тномрвом, London.—Messrs. J. В. Enright and 
F. Thompson have dissolved partnership. The business will be 
carried on by Mr. Thompson. 


Trade Announcements.— Messrs. I. FRANKENBURG 
AND Sons, Lrp., of Salford, Manchester, have appointed Messer. 
Watson & Whyte, 19, Waterloo Street, Glasgow, as their agents in 
Scotland for the sale of rubber-insulated and bitumen cables. 

We learn that the sole control of sales in the eastern hemisphere 
of the Bchureman " switchgear has now passed into the hands of 
the ApAMS MANUFAOTUBING Co, of Bedford, and 106, New Bond 
Street, London. The “Schureman” switchgear is entirely of 
the self-acting type, and includes automatic starting switches and 
controllers for pumps, lifts, air compressors, hydraulic accumulators, 
punune presses, and for remote control of motors performing all 

inds of duty. { 

Тав Gross №мв-Ргатв Co, LTD., have removed to more 
central premises at 20, High Holborn (32-35, Gray's Inn Ohambers), 
W.C., owing to extended business. 

MR. Jens OnTEB-Bovisa, M. LM E., announces that he has taken 
into partnership Mr. Douglas Spencer and Mr. P. R. Cobb. The 
style of the firm will henceforth be Jens Orten-Biving & Co. 
From Monday last, July 26th, the address of the firm is 93, Union 
Court, Old Broad Street, London, E.O. 


Book Notices.—A Comedy of Ambition. By Adam 
Gowans Whyte. London: Andrew Melrose. Price 68.—4A lady 
reader would no doubt open this book at the chapter headed “ Mrs, 
Gell's Secret,” and having read that, might think she had dis- 
covered the author's secret too. In this she would err, for neither 

the success of the book nor its plot depends upon this secret, 
although it undoubtedly adda to the piquancy of the story. Jobn 
Gell, the hero of tbe book—if we can call him a hero—is-an 
idealist with a super-sensitive oonscience. Trained for the 
churcb, his faith, originally of a narrow Presbyterian. order, is 
considerably shaken up in Germany, where he goes to finish his 
theological studies. Forsaking the church, he enters the political 
world, and suffers many rude awakenings, not only in connection 
with men but with women also. A considerable portion of the 
narrative is concerned with the opposition to an Electrical Power 
Bill promoted by the father of the girl Gell hopes to . 
Gell, being something of a Municipal Socialist, throws himself 
wholeheartedly into the opposition camp; the reader is let into 
the secrets-of the wirepullers, and obtains many illuminating 
реерв behind the scenes, learning also a good deal about the conduct 
of newspaper campaigning. The author has evidently peered deeply 
into the sea of human emotion, and he describes what he has seen 
there in language that is always refined, and distinguished by a 
literary grace which makes it a pleasure to read for its own sake. 
The interest is well maintained, and it is difficult to put the book 
down once it is begun. 

The Hughes and Baudot Telegraphs. By Arthur Crotch. London: 
S. Rentell & Co. Price 18. 6d.—In many respects this is an excellent 
little work, and one which will be appreciated by telegraphiste and 
others connected with the telegraph administration of this country, 
as it deals with types of printing telegraphs which, though not by 
any means in their embryo stage, are increasing in their practical 
application in this country, at any rate, and are likely to become 
much more widely used. Though professedly dealing only with the 
two appliances or systems mentioned, the now defunct Morse 
multiplex of Delany and others, together with the ingenious duplex 
multiplex, are, by way of introduction to the Baudot, also briefly 
touched upon. The descriptions given are, in general, quite accurate 
and reliable and the illustrations good. Asa suggestion, however, it 
may not be amiss to point out that, in explaining a complex system 
like the Baudot, a fuller skeleton outline, asa preliminary to details, 
would considerably assist the reader and render the description 
easier and more readable. In other words, the subject might be 
presented more or less as it evolved itself in the mind of the 
inventor, who must of necessity have conceived the fundamental 
principles before working out even the simpler details. Though 
this method has been adopted to some extent in the work, it could 
be greatly improved in this respect. A brief description of the 
arrangement of circuits for traffic to which the Baudot lends iteelf 
would have formed a usefal supplement, had space permitted. 
The book is a useful one, and can be thoroughly recommended. 

Neuere Elektrophystkalische Erscheinungen. By Ernst Ruhmer. 
Berlin: F. & M. Harrwits. 1907. Teil I: Fortschritte auf dem 
Gebiete der Telegrafie und Telephonie.—This work of some 213 
pages covers the principal developments in the domain of tele- 
graph and telephone science in recent years. It is well and 
copiously illustrated with 215 figures. Some of the older automatic 
and multiplex systems of telegrsphy, including the Wheatstone, 
Delany, &c., are first touched upon, followed by a full and concise 
description of the Pollak-Virag Morse recording and writing tele- 
graphs, the Murray and Siemens & Halske typewriting systems, 
&с., with practical information regarding the capabilities and out- 
puts of some of the principal or most successful of these recent 


ph methods. numerous others, the telautograph 
ps ы notice. De 


ente in cable rege it next 
attention, These are followed by a section dealing with recent 


pier bons appliances and methode, Poulsen’s telegraphone, and the 
Papin system of loading telephone lines as practically developed 
by Messrs. Biemens & Halske in Germany. Automatic telephone 
switching systems are considered, but somewhat curiously the 
common-battery system is left out. The work collects together in 
& concise form the cream of recent practice and developments in 
the telegraphic engineering world. The work will amply pay for 
perucal by any who are interested in systems of telegraph 
working, and should serve to convert those who may have formed 
the impression that telegraphic developments, apart from wireless 
telegraphy, have reached a period of stagnation. Apart from any 
question of usefulness or otherwise of many of the recent systems 


, described, the ingenuity and resource displayed in the details of 


construction are well worthy of study. 

Universal Directory of Railway Officials. 1909. London: 
Directory Pablishing Co., Ltd. Price 103.— This useful directory, 
which is now in its 15th year, needs little in the way of commenda- 
tion. It contains particulars of the staffs of 3 all the 
electric tramways in the United Kingdom, as well as of the railways 
of the world, and includes an official section giving the names of 
authorities having to do with railway and tramway matters, 
benevolent societies, &c., in this country. Besides the entries under 
the railway headings, there is a personal index of railway officials in 
alphabetical order. i 

“The Law Affecting Engineers" By W. V. Ball. London: A. 
Constable & Oo., Ltd. 1909. Price 10s. 6d. net. 

“ Boletim do Ministerio da Industria, j Viacao e Obras Publicas," 


Brasil. Vol. І, No. 1. April, 1909. Rio de Janeiro: Offices of the 
Directoria da Estatistica. | 


"Die Transformatoren.” By Dr. G. Benischke. Brunswick: 
Friedr. Vieweg & Son. 1909. Price M. 9. | 
“Aero Manual" London: Temple Press Ltd. 1909. Price 


1s. 6d. net. 


The Land Transport Exhibit at Brussels.— There 
are good prospects of an effective display being made at the 
Brussels Exbibition of British exhibits connected with land trans- 
port. Models at least will be shown by all the great railway com- 
panies, both of engines and of signalling apparatus, foreign lines 
having something still to learn from British railway engineers. 
There. will also be a strong and, it is hoped, a comprehensive display 
of British-made motor-cars. These have the highest reputation 
abroad, especially for their qualities of durability and cheap 
running; and this being the most important Continental exhibition 
since that of Paris nine years ago, it is desirable that the headway 
made by the trade in the interval should be demonstrated clearly. 
There will, of course, be no such drawbacks at Brussels ae Mr. S. F. 
Edge complained of before the International Exhibitions Com- 
mittee with reference to that occasion. British cara will be 


effectively and fairly shown, and will not suffer from the presence 


of what were known at the Paris Exhibition as freak exhibite.” 
It is worth remembering, too, that the industrial conditions of 
Belgium are in many ways to similar to our own that there is a good 
market for motor-wagons and other heavy vehicles. 


Graphite Patent for Disposal.—Particulars are given 
in our advertisement pages of a patent for the manufacture of 
graphite, the owners of which desire to sell or lease it. 


The “Z” Lamp in Austria-Hungary.— A company 
has recently been formed, with the title La Société des Lampes 
Electriques ' Z’ pour l’Autriche-Hongrie,” to acquire the Austrian 
and Hungarian rights in the electric lamps of the Socié'é Inter- 
nationale des Lampes Electriques Zircone-Wolfram. Works for 
the manufacture of the lamps have been established at Reverete in 
the Southern Tyrol, and these are now in operation. The sale of 
the lamps in Austria and Hungary is in the hands of the Union 
Imprese Elettriche, of Trente. 


Meldrum Destructor.—On July 2ist a new refase 
destructor installed by the Gainsborough U.D.O. was brought into 
use. The plant is a two-cell Meldrum destructor of the back-feed type, 
capable of efficiently destroying 14 tons of general house refuse per 
hour, the heat being utilised for raising steam in a Lancashire 
boiler 30 ft. x 7 ft., working at 150 lb. per aq. in. pressure, It has 
been erected under the supervision of Mr. В. W. Parker, engineer 
and surveyor to the Council, by Messrs. Meldrum Bros., Ltd., of 
Timperley, Manchester. 


Bankruptcy Proceedings.— BRIC GEwATER & WRIGHT, 
York Road, King's Cross, electrical engineers.—At the London 
Bankruptey Court on July 21st, s sitting was held for the publio 
examination of Mrs. Oharlotte Rix in relation to this failure. The 
statement of affairs filled under the proceedings showed gross 
liabilities £878 (unsecured £760), and assets valued at £820, or 
sufficient to yield a surplus of about £60 after payment of all the 
debts. Questioned by Mr. W. P. Bowyer, assistant Official Receiver, 
Mts. Rix stated that she understood that in January, 1907, her step- 
brother, Frederick Alexander Wright, purchased the above business 
for £1,000. He died in the following March, leaving her as 
sole executrix and universal legatee. In that capacity she carried 
on the business with a view to its sale as a going concern, but in 
the beginning of last March the plant, stock and effects were sold, 
partly under a distress and partly under an execution. Beyond 
signing cheques, witness bad taken no part in the conduct of the 
business, which was left to the management of Mr. Bridgewater. 
That gentleman was not э partner, although the trading style was 
Bridgewater & Wright, he having acted merely a8 manager for her 
late step-brother. In all, witness had only received £10 from the 
bueiness for her personal needs, although the books showed a debit 
of £303 to her account. Of that sum, £184 was paid to her solicitor, 
Mr. Cotton, and the balance represented liabilities upon the estate 
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of the decea ed. Witness was utterly unable to explain why the 
business had proved insolvent. She never saw the books, and 
throughout relied entirely проп Mr. Bridgewater and her solicitor. 
She had been living upon rents from house property belonging to 
her and profits from a boarding house which she had conducted. 
The business cheques were sent down to her for signature by Mr. 
Bridgewater. It was in pursuance of her solicitor's advice that 
she continued the business with a view to its sale as a going concern, 
and it never struck her that she was embarking upon a dangerous 
course by во doing. Her late brother was the trustee under the 
wilt of Capt. Wright, smother half-brother to witness, who left 
three boys and about £1,400 worth of property. Part of that 
property wae invested in a leasehold house at Chiswick, and on the 
advice of her solicitor, £300 was raised on the lease and used to 
keep the business going. The witness was also examined regarding 
-a sum of £340 in which she was jointly interested, and which had 
also been absorbed in the business. The examination was concluded. 
"WWiLLIAM Tuomas Hannis (trading as W. T. Harrie & Sons), 
electrical engineer, 460 and 464, Commercial Road, and 47, 
Emanuel Street, Portsmouth, Hants. —This debtor attended at tbe 
Court House, St. Thomas Street, Portsmouth, on Monday last, for 
his public examination before Mr. Registrar Renny. The liabilities 
were stated to be £3,150’ in respect of fully secured creditors, and 
£55 due to three others in respect of apprenticeship premiums and 
payable in fall, leaving £678 to rank for dividend. The debtor 
stated that if he could realise bis stock and plant at anything 
approaching their value, he would be quite solvent, and have a 
surplus. His stock in trade and trade fixtures he valued at £776, 
bat stated that they cost him nearly double that sam quite recently. 
The book debís were estimated to realise £123. Debtor estimated 
the realisable value of his amets at £899, which, if attained, would 
leave him a balance of £166. Replying to the Official Receiver, 
debtor said he started business in 1899, and was in receipt of 4 
pension of £42123. He had a of £700. He had never been 
in difficulties with bis trade creditors, пот bad he been pressed by any 
of them. During the whole course of his trading he had never had 
any proceedings taken against him for the payment of money. 
Debtor attributed his position to a loss he sustained in the taking 
of а garsgo in Emanuel Street, A ling account for the past 
year shows the gross profits to have been £916 13s., but the trade 
expenses had, amounted to £907 4s., leaving a net ripest of only 
£9 9s., which, added to his pension, amounted to £52, against bad 
debts £80 18s, and housekeeping expenses £104. The stock in 
trade, plant, machinery, &c., were of the value of £960, but, if 
separated, it would probably not realise more than £550. The 
examination was closed. Messrs. E. Whittaker and C. Watts have 
been appointed trustees. | 

LamcELoT WALTER DE GBAVE (trading at L. W. de Grave and 
as Degrave & Co. and as Squire & Co.), 19, Queen Street, Derby, 
electrical engineer, &c. This debtor appears to bave been in busi- 
ness for about 10 years, having commenced with a free capital 
of £100, and he attributes his present position to lack of capital 
snd bad trade. The accounts filed show unsecured liabilities 
£271 12s. 6d, and net ass-ts £162 19a. 1d., or a deficiency of 
£108 13+. 5d. 


C. Воотт SNELL. civil and electrical engineer, 25, Victoria 


Street, S.W., filed his petition on July 19%, and a receiving 
order was made. The first meeting will b: held on August 3th ; 
public examination, Ssptember 7th. 

Q. Surorirrs (trading as G. Sutcliffe & Co.), Abertillery.—A 
first and final dividend of 3s. 1d. in the £ has been declared, pay- 
able on July 28th last. 


Tantalum Lamps.—Merssrs. STEAM ENS Bros., Tyssen 
Street, Dalston, inform us that they are placing on the market the 
new high-voltage “Tantalum” lamp for direct current, which, as 
mentioned in our last issue, will give 25 с.р. at an efficiercy of 
1'7 watts for all voltages between 200 and 240. The general 
appearance of the lamp is similar to that of the 32-c.P. high-voltage 
“Tantalum” lamp. Mesara. Siemens Bros. are iesuing a new 
leaflet. (14 B) dealing exclusively with this lamp, and will be 
pleased to supply it to electric 1 contractors. They also inform us 
that, owing to the exceptionally large demand, they have been 
compelled to obtain a fresh supply of their ‘Satisfied Consumer” 
adhesive labels, which are becoming known to the trade as sticky- 
backs,” and are supplied free of charge to the electrical contractor ; 
they are suitable for attaching to correspondence, packeges, &c., 


providing him with a means of keeping Tantalum” lamps before 


his clients. 

Catalogues and Lists.—Messrs. L. ANDREW & Co. 
2, Carr Street, Blackfriars, Manchester.— Wholesale price list of 
insulating materials for electrical purposes—ebonite, fibre, press- 
spahn, mica, &c. . 

Messrs. VICrOBIA Dynamo AND Мотов Co, Craven Hcuee, 
Kingsway, W.C.—Leaflet relating to А.С. motors, two and three- 
phase, 50 cycles, type D, in tizes from { (о 85 H.; while particu- 
lars are given of 33 different combinations of speed and output, 
with the ¢ fficiency. power factor, &^., for both slip-ring and aquirrel- 
cage types, the shipping weigh!s, &c., are given in a short and 
bandy list of 18 items. Starting devices are also listed. A separate 
leaflet gives particulars and prices of a series of electric pulley 
blocks, for hand or electric travelling, or suspension from a crane 
hook, controlled from the floor level. 

Messrs, Oooxson & Co., Albion House, 59 and 61, New Oxford 
Street, W.C.—Leaflets relating to their patent electromagnetic 
sorting machines, of which a new pattern has been designed taking 
only 100 wat's for excitation, “Cookson ” storage batteries, plates 
and accessories, and motor-car lamps. 

Messrs. Ernest Е. Moy, Lro., Greenland Place, Camden Town, 
N.W.--Price list No. 17 of p.c. moving-coil in:truments, round dial 


and sector, horizontal and vertical edgewise, portable, and combined 
ammeter and voltmeter patterns, as well as separate shunte, &c. 
The shunts are of an alloy which does not form a thermo-couple 
with the terminal blocka, so that false readings are avoided. 

Tus Eprson & Swan Unirep Execreio Licat Co., Lp , Ediewan 
Buildings, Queen Street, E.C.—Leaflet No. 8. 2,157; giving parti- 
culars and prices of their latest patterns of fittings for ships, mills, 
éolieries, &c., and all-porcelain fittings for chemical works snd 
similar places. , 

Мв. О. Scunrewinpt, Neuenrade, Westphalia.— Leafiet relating 
to thorn dowele—an ingenious type of metal dowel, in whic 
the insulator and the dowel are both locked in place with a 
single nail; various patterns of tapped dowels with screws, rosettes, 
cleats, &c., for surface wiring are listed. 

Муѕзвз. J. H. Ногмев & Co., Portland Road, Newoastle- on- 
Tyne.—List No. 107 just issued, containing illustrations of a number 
of interesting electrical plants installed by the firm for engineering 
works, shipyarde, railways, nnd dockyards. One half of the publi- 
cation is oecupied with tabulated details of such plant, supplied to 
a Jarge number of customers in these classes. 

Ра‹ынтх Dynamo MamuracToRING Co., LTD, Thornbury Works, 
Bradford. —Forty-page well-illustrated publication wherein are 
given some notes about the company and a brief description of the 
works, followed by a selection of half-tone views of P.D.M. plant 
installed in large central stations, and electrical equipments for 
lighting and power in factories, for pumping, mining, engineering, 
wood- working, textile and other purposes. | 

Ма. D. C. Bars, 40, Brazennose Street, Manchester.— Leaflet 
describing the Blake microtector antiseptic telephone cap, for which 
Mr. Bate is sole agent for Lancs., Yorks., and Cheshire. 

Tus WzsriNGHOUsSE Braxe Co., Erp., 83, York Road, King's 
Cross, N.—Card describing the Westinghouse silent rocker-joint 
chain drive (Morse patents), 4 to 500 н.р. 

Mn. Наүрх T. HARRSORN, 11, Victoria Street, S8.W.—Catalogue 
of street lighting apparatus and accessories, including a number of 
fittings specially suitable for lighting with tungsten lamps, up to 
1,000 с.р, and for converting gas lanterns to electric. Some 
useful tables and data are included. 


Annual Holidays.—Mxssns. A. белсе & Co., London, 
W.— Works and offices will be closed from noon Baturday, July 
310}, until Monday, August 9th, 1909. 

ESSBS. EvERETT, Epccomss & Co, Lrp., Collindale Works, 
Hendon, N.W.—Worke and offices will be closed from Saturday, 
July 318, until Monday, August 9th. A small staff will attend to 
urgent correspondence. 

Messrs. MIRRLEES Bickerton & Day, LTD., Hazel Grove.— 
Works and offices will be closed from noon Saturday, August 7th, 
until Monday morning, August 16th. A small staff will be in 
attendance to desl with urgent correspondence. 

Messrs. Newrors, LTD, Taunton.— Works and offices will be 
closed from July 3let to August 4th inclusive. 

Тнк Crypro ELEcTBICAL Co., London, S.E.— Works and offices 
will be cloged from 12 30 o'clock Saturday, July 31st, until Monday 
moroine, August 9th. A portion of the staff will be at the offices 
to deal with urgent correspondence. 


. Cowper-Coles Exhibits at the White City.—A new 
company has been formed, entitled “ The Cowper-Coles Engineering 
Co., Ltd.” with a working capital of £40,000, and offices at 82, 
Victoria Street, 8.W. It is a private company, formed to develop 
the business of Sherard Cowper-Coles & Oo., Ltd., and no issue 
will be made to the public. Tbe company has a large exhibit of 
its special products and apparatus at the White City. The now 
well-known sherardisiog or regenerative process forms a leading 
fea'ure; the merits of this system of coating steel and iron with 
zinc are becoming widely appreciated. The direct production of 
copper sbeets, tabes and wire by the Cowper-Coles centrifugal 
electrolytic process is also well represented, and Mr. Cowper-Coles в 
metallic parabolic mirrors for searchlights, coated with alternate 
bands of gold and silver, are shown; it is claimed for these that 
the gold mirror gives a remarkable power of penetration, while its 
combination with silver gives a beam cf exceptionally dazzling 
effect for military purpcses. Numerous other exhibits of electro- 
deposited metals are shown, including iron, as well as a welding 
machine for aluminium wires, patent ventilators, and the 
“caloriser,” a device for ensuring the complete combustion of 
smoke in steam boilers, for which high qualities are claimed. 


Sales.—Mxssns. BENJAFIELD & Woop will shortly sell 
by auction, at Lincoln, an electrical engineer's manufacturing plant 


and stock. Mzssnus. FULLER, Horsey, Sons & Cass Rr. offer for sale 
a modern electric power plant. Particulars are given in our adver- 


tisement pages to-day. i 


LIGHTING and POWER NOTES. 


Beckenham.—The Council had before it this week 8 
proposal to improve the gas lighting of Shortlands dietrict wit 
inverted burners at a cost of £3 7s. 6d. per lamp of 120-C.P. : 
proposal has been adjourned in order that the Electricity Com 
mittee may consider and report whether it can provide ed 
eflicient lighting with metallic-filament lamps at lower cost. 


Bury (Lanes.).—Tbe T.C. has applied to the B. of Т, 
for permission to utilise overhead lines for the transmission 
energy to the Bolholt Bleachwoiks. 
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Buxton.—The U.D.C. has applied to the L. G. B. for a 


loan of £500 for mains and services. 


Cape Colony.— On July 1st the Cape Town Corporation 
electricity department took oyer the responsibility of supplying 
energy in bulk to the Cape Government Railways, and the Table 
Bay Harbour Board. The supply to the Cape Town Post Office is 
aleo taken from the Corporation through the Railway switchboard. 
Cables have been laid in duplicate by the Corporation, both to the 
Railway and Docks switchboards,in order to provide against a 
breakdown. For the pu of the extensions a large quantity 
of new plant has been installed, the whole of the additional 
machinery being of British manufacture. The engines are 
by Belliss & Morcom, and are directly coupled to Siemens 
alterators generating two-phase current at 2,200 volts. The engines 
are capable of giving a continuous output of 600 B. R. p., with an 
overload of 25 per cent. for two hours. The boilers were supplied 
by Babcock & Wilcox, and the condensing plant by W. H. Allen, 
of Bedford. There is also a booster (by the Phonix Co., 
Bradford), for raising the pressure from 440 volts to 550 volte 
for working purposes at the Docks. A battery ststion has 
been erected at the Docks, and equipped by the Chloride Co. 
The switchboard was supplied by Siemens Bros, and is of 
the remote control pattern. In addition to the two steam- 
driven al rs, tbere is a motor-generator so that when the 
lighting load at the Railway and Docks is small, tbe load can be 
supplied from the alternator of this motor-generstor; tbis plant 
was supplied by the General Electric Oo., of London. The old 
battery station at Dorp Street bas been dismantled, and a new 
battery shed erected and equipped, adjoining the Central Electric 
Light Works. The total cost of the extensions amounts to about 
£25,000. | 


Castleford.—The U.D.C. has decided to object to the 
application of the Electrical Distribution of Yorkshire, Ltd., fora 
year’s extension of the electricity prov. order, which expires on 
August 2nd, “ bmg of the neglect of the present holders, and 
tbat other and better arrangements might now be possible." "The 
Wakefield and District Light Railway Oo. having intimated that 
it was in a position to supply electricity at short notice, the Council 
has asked the company to submit details and a scheme, 


Continental Notes.—Norway.—The municipality of 
the town of Kragero, has resolved to erect a munici power 
station, from which the town is to be supplied with energy 
for electric lighting. The power required, about 700 E., will be 
suppliei from the generating station of the Norwegian Electrical 
Oo., at Valefos, about 11 miles from the town, and will be trans- 
mitted through the carbide factory belonging to the firm and 
situated in the town. The price stipulated in the contract, per 
horse-power per annum, is 50 kroner (£2 159.). It is pr d to 
raise a loan of 150,000 kr. (£83,500) for the cost of the work. The 
municipality of Harstad, in tbe North of Norway, has adopted a 
similar course ; power will be obtained from a waterfall at Gausvik, 
about 17 miles from tbe town, belonging to a manufacturing com- 
pany, from which the town has secured up to 1,000 H.P. 

Mu: сырасы the supply to Bergen, of electric power, the Municipal 
has decided in favour of plans which have been workei ont 
by a committee with the view to harnessing the falls of the 
Samnanger River. The work is to bo started at once, and a sum of 
one million kroner (£55,555) bas been voted for commencing the 
work by harnessing the first fall, which is estimated to yield 
7,000 H. at a total coat of 24 million kroner (nearly £140,000). 

PonTUGAL.—The new central electric lighting station on the 
Tagus, of ope Reunies Gaz et Electricite, of Lisbon, is now 
practically completed, and will shortly be inaugurated. The plant 
comprises 10 Belleville boilers, a 1,500-& w. Parsons steam turbine 
and Brown-Boveri alternator, a similar set of 1,750 Kw., and two 
smallersets of 750 Kw. capacity each. The old Boa Vista power 
station, which has a capacity of 1,060 xw., wil in future be 
used as a transformer station, for converting the alternating current 
from the Tagus station to continuous current. The capacity of the 
two plants is about 9,000 н.р. The company last year supplied 
current to the extent of 4,048,000 units, an increase of 836,000 units 
over the preceding 12 months. The mains now extend over 
240 km., a supply being given not only to the whole of Lisbon, but 
along the coast as far as Mont Estoril, a distance of 25 ka. 

‘Grnwany.—A central station is to be established at Rudolstadt 
for the electric lighting, pot only of that town, but also the neigh- 
bouring one of Saalfeld. The Siemens-Schuckert Oo. and A.E.G. 
are interested in the undertaking. 

Caba,—It is announced on the authority of the Belgian 
Legation at Havana that риме people have obtained concessions 
Jor electrica] supply undertakings at Colon. and Cienfuegos; in 
neither case has municipal sanction been obtained. 


Derby.—A L.G.B. inquiry was held last week into the 
application of the T.C. for a loan of £7,300 for electrical purposes, 
made up of £5,000 for mains, £500 for services, £900 for motors, 
£100 for radiators, £500 for transformers and chambers, and £300 
for pipe lines, these amounts being for one year’s requirements 
only, and the greater part being in connection with the supply of 
power.. There was no opposition. 


Edinburgh.—The last year's surplus on the electric 
light undertaking amounted to £2,071. It was proposed, at a 
meeting of the Corporation Electric Lighting Committee, that this 
sum be applied towards the redemption of the capital debt on the 
undertaking, but another motion to apply it towards the relief of 
the rates was carried. The charge for lighting is to remain 


+ 4 


Fleetwood.— Messrs. Broadstone, Ltd., of London, have 
informed the U.D.O. that they intend applying for a prov. order 
for electric lighting. : 


› Gillingham (Kent).—A special meeting of the T.C. was 
held on July 23rd to consider the appointment of an expert to 
investigate the E. L. undertaking. A list of 12 experts was sub. 
mitted, but the question of an appointment was deferred to give the 
L.G B. an opportunity of considering the report of the borough 
electrical engineer, Mr. Chalmers, which the Board had. not seen 
when it arrived at ite recent decision with regard to the loan of 
£5,000. | 


Greenock.—The burgh electrical engineer has prepared 
an interesting report on extensions necessary at the power station, 
in view of the applications for current by the Admiralty for the 
new torpedo factory and by Messrs. Scotts’ shipbuilding and 
engineering company. The latter firm having secured the contract 
for the building of one of the new Dreadnoughta, is msking consider- 
able additions to its power-using plant, and is prepared to enter 
into an arrangement with the T.O. to purchase the whole of the 
energy required for the purposes of ita business under certain con- 
ditions, the first being that the rate for the first 500,000 units per 


. annum should be 1d. per unit, for the next 500,000 units, nine- 


tenths of а penny, and for all in excess of one million unite per 
annum, eight-tenths of a penny. The engineer reports favourably 
om the proposal, and deals with proposed extensions to the 
generating plant to meet the increased supply to Scotts works and 
the Admiralty factory. He estimates the cost of this extension at 
&bout £10,000, which sum does not include the cost of the cable to 
the torpedo factory or Messrs. Scotts, which he places at £2,150 to 
the former and £420 to the latter, making a total for the whole 
extension of £12,482. It is understood tbat the offer of the British 
Westinghouse Co. has been conditionally accepted for providing 
the whole of the engine room plant for the extension:at a cost of 


Llandudno. — The experiments conducted by the 
Lighting Committee as to the relative advantages of electricity 
and incandescent gas for lighting the Promenade, terminated last 
week, when the Council, on the recommendation of the Committee, 
decided to adhere to eleotricity for the present. 


London.—Furuax.—The borough E.L. engineer having 
reported favourably on the. changing-over of the Town Hall in- 
stallation from carbon to metal- filament lamps, has been 
authorised to carry out the work at à cost of £208. The present 
cost of lighting is £417 per annum, and the estimated cost, after 


the change-over, is £184. 
The Electricity Committee having tried metal- filament lamps 


for lighting Fulham Palace Road, in lieu of the present arc lighting, 


‘recommends that the whole of the lighting in that road, also in 


High Street, Falbam, should be converted at an estimated cost of 
£507. 
STEPNEY.—The В.О. is to enter into an agreement with the 
Poplar B.C. for a minimum supply of 500,000 units by September 
30th, by a continuous 250-kw. load, at a price of ‘3d. per unit for 
energy supplied untransformed at the Limehouse sub-station. The 
supply is required during the transfer of certain plant from the 
Osborn Street station to the new building at Blyth's Wbarf. 
Portan —The fifth annual report of Mr. Horace Bowden on the 
work of the electric supply department for the past. year sbows a 
net revenue of £37,810 and a gross profit of £18,342; after mecting 
loan charges amounting to £14,662, and allowing for certain 
minor additions and deductions, the net surplus was £3,218. 
During the year 5,845,692 units were sold, including 1,083,523 units 
for private lighting; 3,972,009 for power and 789,690 unite for 
public lighting. The average prices received were: private lighting, 
3°337d.; power, 1 057d., and public lighting 1°5d. per unit; and the 
total works costa amounted to 799d. per unit, with a load - factor ol 


23:83 per cent. and a maximum load of 2,800 Kw. 


New South Wales.—The Newtown Municipal Council 
bas had under consideration the question of electric lighting, Major 
Cardew having reported on the matter. ` 

The Moree Munici Council has applied for permiesion to 
borrow £3,900 for public and private electric lighting work. 

The last portion of the Sydney City Council's electric lighting 
lant has recently been converted from single to three-phase by 

esars. Noyes Bros., Ltd. | 


. New Zealand.—The Wellington Municipal Electricity 
Department earned some £44,321 last year, and after meeting 
financial charges, &c., there was a surplus of £4,272. 


Northampton.—The Markets and Town Hall Com- 
mittee has recommended the T.C. not to proceed with the scheme 
for generating electricity for lighting the Town Hal] and offices, on 
account of the nse, which is estimated at £2,134, exclusive of 
the provision of a building for the plant. With a view of reducing 
the present cost of lighting, 44d. per unit with an annual con- 
sumption of from 16,000 to 17,000 unite, metallic-filament lamps 
are to be experimented with as renewals are required. . 


Penzance.—The B. of T. has informed the T.C. that 
it is intended to revoke the E.L, order granted to a company in 
1904, and the Council has decided to take no action in the matter. 


Preston.—The T.C. has been recommended not to 
purchase the undertaking of the National Electric Supply 
Co., Ltd. 


` 
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St. Ives.—Messrs. Foote & Milne have informed the 
20, that they intend applying to the B. of T. for a prov. order 
or E.L. 


'. Sheffield.—On July 21st a L.G.B. inquiry was held 
relative to the application of the T.O. for a loan of £56,000 for 
electricity purposes. There was no opposition. It was mentioned 

that the T.C. was seeking to extend the mains to Tinsley with the 

een of the Yorkshire Electric Power Co., in whose area the 
istrict is. - 


Stoke-on-Trent.— The L. G. B. has declined at the present 
time to sanction a loan to the T.O. of £650 for the installation of 
a water-cooling plant at the electricity works. | 


Stourbridge —The Midland Electric Corporation for 
Power Distribution, Ltd., is about to commence the laying of 
mains in the town, and it is anticipated that a supply of energy will 
be available by October. For private lighting the price will be 
4d. per unit, less $d. per unit for prompt payment of accounts; and 
for shops, public houses, and other places where there will be 
long-hour lighting, the discount will be 144. per unit. , 


Sutton (Surrey).—In regard to the recent proposed 
increase of charge for current by the South Metropolitan Electric 
Lighting and Tramways Co., the Town Olerk has been instructed 
to write to the company, that it appeared to the Council that the 
Board of Trade .could be approached with reference to the 
reasonablenees of the charges for current, but that before consider- 
ing this it was suggested that a friendly conference with the com- 


pany upon the matter, at which the views of the various interested | 


parties could be given, might be advisable. 


Swanage.— Messrs. Foote & Milne, Ltd., have given the 
U.D.C. notice that they intend applying for a prov. order for 
electric light. 


Transvaal.—The Nylstroom municipal authorities are 
arranging to install electric lighting. The directors of the City 
Deep, Ltd., have offered a handsome bonus to the Victoria Falls 
and Transvaal Power Co., Ltd, to supply power this month, 
i.e., three months ahead of the specified time. | 

A special report of the Select Committee on the Transvaal 
Electrical Energy Private Bill, recommending that the proceed- 
ings of the Council on the Bill be suspended, and resumed in the 
following session, has been adopted by the Legislative Council. 


Uxbridge.—The Board of Guardians at its last meeting 
considered matters in relation to the lighting of the workhouse. 
The chairman (Mr. Stil wel) said the medical officer had reported in 
favcur of electric lighting. He (Ње speaker) was of opinion that 
gas was the cheaper, but that electricity would be the better both 


as regards te purity of the atmosphere and the cost of keeping the. 


establishment clean. Mr. Houlder pointed out that up to the 
present they bad received no estimates as to the cost of the 
suggested alterations in the lighting. Mr. De Salis said that the 
electric lighting company charged 5d. per unit, and he suggested 
that the Guardians could generate electricity at a very much cheaper 
rate. He moved '' That subject to the cost being hereafter approved, 
it is desirable that a system of electric lighting should be installed, 
the light to be generated by a plant owned by the Guardians.” 
Mr. Bailey pointed out tbat gas was supplied to tbe workhouse 
at 34. 3d., which, considering that the price in London was 3s., was 
very fair. The company had even promised a reduction on the 
38. 3d. Mr. De Salis's proposal was rejected by 7 votes to 4, and 
& committee was appointed to go into the whole question and 
report to the Board. 


Walthamstow.— The electrical engineer bas prepared a 
report with regard to the proposed extension to Highams Park. 
He estimates the total cost at £6,828 made up as follows:—Con- 
verting plant at works and transformer sub-station, £2,060 ; 
high-tensien cable and spare conduits, £2,554; distributing 
cables, £2,214. The last mentioned amount would cover the laying 
of distributing cables in 13 roads. He did not think the revenue 
to be derived during the first two or three years would meet the 
loan repayments and interest on the outlay, but ultimately as the 
district developed, there appeared to be no reason why it should 
not be financially successful. The Electricity Committee has 
decided in favour of adjourning the consideration of the matter for 
two months, and has also adjourned the consideration of the 
conversion of the whole of the street gas lamps, excluding those in 
Highams Park, to electric light. In regard to the last-mentioned 
scheme the electrical engineer is to submit a detailed report to 
each member of the Council. A special meeting of the Committee 
is afterwards to be held to go into the matter. 


West Ham.—tThe report of Mr. A. H. Seabrook on the 
working of this undertaking to March 31st last shows a credit 
balance of £3,854 on the year's working, an improvement over the 
previous year of £8,522, which is attributed to the increased power 
business. The revenue from lighting actually decreased from 
£23,996 in 1907-8, to £22,784, due to well-known causes, but there 
was an increase in power revenue of nearly £8,200. The output 


for the year amounted to 15,522,065 units, as compared with 


11,299,783 units in the previous year. The former amount includes 
1,928,528 units for lighting, 785,157 for public lighting; 8,190,453 
for power and heating ; and 4,617,927 units for traction. As regards 
the output for power, this shows an increase of practically 100 per 
cent. the motors connected increasing from 445, of 6,224 . p., to 
833, of 8,683 Н.Р. The maximum demand on the station was 
6,100 Kw., and the load factor 201. The total revenue amounted 
to £67,202, and the gross profit to £33,365, or 7°78 per cent. on the 


outlay on harbour and railway works 


capital The total works coste fell from 72d. per unit in 1908 to 
52d. per unit in the past year; while the average price during the 
past year for all classes of supply amounted to 102d. per unit, and 
for individual supplies was as follows: Private lighting, 2°72d. ; 
public lighting, 1:534.; power, 591d.; and traction, 997d. per 
unit. 


* 


TRAMWAY and RAILWAY NOTES. 


Continental Notes.—Norway.—In Drammen, at the 
Christianiafiord, a company has recently been formed for the pur- 
pose of building -a new electric rail.less tramway. Nearly the 
whole of the share capital, which is fixed at about £8,000, has been 
Piri for, and the work will be commenced in the near 

uture. | 

Hounaary.—An electric generating station is about to be 
established in the town of Czinkota for the supply of the current 
required for the local electric tramway. 

AUSTBIA —A public service of electrical motor vehicles on the 
Mercedes-Electrique-Stoll system has just been inaugurated 
between Liesung and Kalksburg, a distance of about 2 miles. The 
cars take the neceesary current from overhead conductors. 

GEBMANY.—A project has been brought forward in Germany for 
the construction of a suspended electric railway between the island 
of Nordeney and Norddeicb, which is the present starting point for 
steamers to this island in the North Sea. By this means the sea 
journey by ship would be avoided, and a connection established 
which would permit of the passage from the terminal railway 
station on this part of the Continent to the well-known seaside 
resort being accomplished in the course of a few minutes. The 
length of tbe proposed railway would be about 6:2 miles, and the 
line would be carried on concrete columns arranged on the sand- 
banks of the shallows. It is intended to provide a double track 
and a 10 minutes’ passenger service of trains in operation only 
during the day, whilst the line would be exclusively used for the 
transport of goods in the night. The estimated expenditure on the 
construction of the railway, which would be furnished with power 
from the Wiesmoor electricity worke, shortly to be opened, is put 
at £100,000. It is assumed that the Government would financially 
participate in the undertakir g. as its execution would render a large 
at Norddeich quite 
unnecessary. 

TURKEY IN ASIA —A third line of electric tramways has just 
been completed and put in operation in tbe town of Bayreuth. 

FRANCE.—The first section of the electric funicular railway from 
Le Fayet to the summit of Mont Blanc was opened to the public 
on July 25th; the section reaches to Col de Voza, 5,495 ft. altitude, 
covering some 74 km, with grades of 1 in 5 to 1 in 12. The line is 
constructed in the open, and work is to be commenced shortly on 
the next section, 8 km. long, to Tete Rousse, 10,300 ft. high. 


Devonport.—In April last the Corporation issued 
summonses against the Devonport and District Tramways Co. for 
failing to run a service which had been prescribed by the Corpora- 
tion upon the tramways in the borough leased by the Corporation 
to the company, and also for failing to run certain workmen's cara 
on such lines. Before the summonses were heard, the company 
applied ex parte to the Divisional Court for a rule of prohibition to 
prevent the magistrates from hearing the summonses. The 
Corporation, on the 14th and 15th ult., showed cause against the rule 
being made absolute, when the Divisional Court gave judgment in 
favour of the Corporation, and discharged the rule with coste. The 
company gave notice of appeal from this decisicn. We understand 
that the notice of appeal has now been formally withdrawn by the 
company, and that the summonses will come on for hearing before 
the Devonport magistrates. 


East London Railway.—The directors’ report for the 
half-year to April 30th last, touches on the question of electrical 
working, as usual It is pointed out that as the Brighton Co. “8 
Victoria-London Bridge line is not yet working, no data as to the 
comparative cost of working the overhead and third-rail systems are 
yet available, and therefore the directors are unable to make any 
suggestion as to electrification at present. 


II ford.— For the first year since the tramways were laid 
down in 1903, the working (during the past twelve months) has 
resulted in a loss. This was due to the motor-'bus competition, 
owing to which an increased service of cars was run on the High 
Road and Ilford Lane route. There was an increase of ex ture 
of £1,020 causedsolely by this increased service, while, on the other 
hand, there was a decrease on receipts of £526. These two 
had turned the net profit of £1,401 in 1908 into a net loss in 1909 
of £1,431. Forthe three months ending June there had been an 
increase in the revenue of £600, there being also a decrease in car- 
mileage and current consumed. 


Kevnsham.—The Bath Electric Tramways Co. has 
applied to the B. of T. for an extension of three years for the 
construction of the tramways to Keynsham, 


Liverpool. — The City Council has received for con- 


sideration a recommendation from the Tramways and Electricit 
Committee that a supplementary estimate for £11,112 be approved 
for the doubling of the tramway lines, &e., in Netherfleld 


- 
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Liverpool-Southport Railway.—Through the break- 
down of a н.т. cable at the Formby generating station of the 
Lancashire and Yorkshire Railway, traffic on the electrified section 
of the railway between Liverpool and Southport was disorganised 
for some time on Thursday morning. The supply of current 
between Formby (which is near to Southport) and Liverpool was 
cut off, but the railway staff made.temporary arrangements for the 
conveyance of passengers by using steam engines, and in the course 


of the day the cable was repaired, traffic being resumed on Friday: 


morning. 

New South Wales.—The Sydney suburban authorities 
have been invited to join a movement with a view to persuading 
the Government to consider the advisability of electrifying the 
whole of the suburban railways. 

The Railway Commissioners have now decided to electrify the 
Newcastle tramways. 


Portsmouth.— The Tramway Committee has found that 
the result of the year's working is a profit balance of £2,297, which 
has been arrived at after every charge on the undertaking has been 
liquidated, allowing for iaterest aud sinking fund and putting 


aside the usual amount of £10,900 for maintenance and £2,500 for. 


insurance, The Finance Sub-Committee is to consider the question 
of the disposal of the balance, which may be applied to the relief 
of the rates. | 

The Mayor of Portsmouth (Oouncillor J. Baggs) acted as tramway 
motorman on Tuesday last week, when he drove the gaily-bedecked 
car containing the members of the Corporation over the extension 
of the tramways from Fratton Bridge to Milton. Afterwards his 
Worship drove the whole of the way from the Milton terminus to 
the Town Hall, where the party adjourned to the Banqueting 
Boom and were entertained by the Mayor to lunch. This exten- 
sion has been finished, and is now working, before the provisional 
order authorising its construction has been granted, and there has 
been a saving on the estimated cost of over £3,000. The total cost of 
the work was £11,341 16s. 4d., and the estimate was £14,407. The 
saving was in the cost of materials. | 


Tasmania.—The  Launceston City Council, having 
failed to come to an arrangement with the London syndicate for the 
construction of the tramways, is taking a poll of the citizens, with 
2159 to obtaining sanction for itself to construct and work the 
ines. 


Transvaal.—An electric railway between Johannesburg 
aud Pretoria is being advocated locally. 


West Australia.— A loan of £30,000 is to be obtained 
to extend the Fremantle Manicipal electric tramways. 


West Bromwich.—The Highways Committee of the 
Corporation has issued a report dealing with certain matters in 
dispute between itself and the South Staffordshire (Lessee) 
Co. regarding the working of the tramways in the borough. The 
Committee claims that, by an agreement which the Town Council 
entered into ‘with the company in December, 1905, and in con- 
sideration of a number of concessions, including the substitution of 
another system for the Quin cut-out system, the running of a less 
frequent service, and also of smaller cars, the company covenanted 
to take from the Corporation a minimum supply of electrical energy 
of 900,000 units per annum instead of а шшш of 300,000 units 

per annum at the prices fixed by the lease, this minimum to be con- 

tinued during the term of the lease. The company had ever since 
that time had the benefit of the concession made by tbe Council, but 
they had refused to execute the agreement on the ground that it was 
not part of the arrangement that they were to pay for a minimum 
supply of electrical energy equal to 900,000 units per annum at the 
prices fized by the original lease during the remainder of the term 
of the lease. The Committee states that it has no hesitation in 
declaring that the increase of the minimum supply was an important 
factor in persuading it to grant the concessions asked for by the 
company. The Committee, having received this definite refusal on 
the part of the company to complete, has instructed the town clerk 
to write to tbe tramways company requiring the agreement as 
settled by him with the South Staffordsbire Tramways (Lessee) Co. 
to be sesled within 14 days, or in default, to take proceedings to 
compel them to comply with the terms of the original lease. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—It is probable that the Eastern Extension 
and Obina Telegraph Co. will soon pick up their cables between 
Low Head, Tasmanis, and Flinders, Victoria, thus leaving the 
telegraphic business in the hands of the Commonwealth Adminis- 
tration. 

Brazil.—A new radio-telegraphic installation has been 
erected on the Morro da Babylonia, Rio de Janeiro, on the Tele- 
funken system. The station is 250 metres above the sea-level, and 
bas a radius of 200 km. 


Cheaper Cables.—The British, Indian and Australasian 
Governments having agreed to bear their rateable share of the 
reduction, the tariffs for Press telegrams exchanged between Great 
Britain and the under-mentioned countries, via Eastern or via 
Indo, will, from the 18 prox., be reduced as follows: — Ind ia and 


Burma, to 9d. per word; Ceylon, to 94d. per word; Australia, 
Tasmania and. New Zealand, to 9d. per word. The rates to South 
Africa have also been reduced by about 3d. a word. 


France.—In appointing M. Millerand as Minister of 
Public Works, the new Government has placed him in direct 
personal control of the Department of Poste and Telegraphs, which 
was previously headed by an Under-Secretary of State, M. Simyan 
being the last to hold that appointment. M. Millerand states that 
his first aim will be to reorganise the telephone service, and: to 
promote the adoption of a measure determining the exact status:of 
State employés, particularly of civil servants, ‘ 


Telegraphic Interruptions:— 


Tangier-Cadiz eee 206 see eee РР May 19, 1909 
Assab-Perim  ... ... July 8, 1909 


Wireless Telegraphy.—Referring to the decision of 
the Government that it was desirable that, at any rate, the 
principal wireless stations for communication with ships should be 
not in private bands, but in the hands of the Government, Mr. 
Buxton recently remarked that no licences for such stations had 
been given or promised for more than three years from the present 
time, and therefore in any case the Government would be able to 
take the service into its own hands. “But I think it would be 
desirable," he added, “to anticipate that date and take over the 
stations at once if it is found possible, as I hope it may be, to m«ke 
an arrangement for that purpose which will be acceptable to the 
Marconi Co. and other interests concerned." — Daily Telegraph. 

Referring to the negotiations mentioned by Mr. Buxton, having 
for their object the acquisition of the Marconi wireless stations 
round the coast, the deputy-manager of Marconi's Wireless Tele- 
graph Co. pointed ont to the Press Arsociation that the licences 
were originally granted for eight years, and as the company had 
“provided a thoroughly efficient public service during the past five 
years,” and was still in a position to do so, it was hardly reasonable 
to snppose that Mr. Buxton, three years hence, would desire to give 
effect to his suggestion, which would practically amount to con- 
fiscation of the company's property. Mr. Marconi stated that the 
offer made by the Post Office was so inadequate that the directors 
of the Marconi Co. decided that it could not be accepted. 

The arrangements hitherto in force for the transmission of radio- 
telegrams to his Majesty's ships through coast stations have been 
discontinued, and the Post Office will no longer accept such tele- 


grams. 


CONTRACTS OPEN and CLOSED. 


OPEN. | 
Australia. — MELBOURNE. — August 4th. Overhead 


travelling crane for the Oouncil. See “Official Notices" June 11th. 


Ten 100-number switchboards for the Postmaster-General’s 
department in New South Wales. See Official Notices" July 16th. 

New Востн WALZS.—Telephone material for the P.M G. See 
* Official Notices” July 23rd. 


Ballinaslee. — September 10th. The Committee of 
Management of the Ballinasloe District Lunatic Asylum wants 
tenders for the supply and erection of overhead cables. See 
“ Official Notices " to-day. 


Canada,—WiNNIPEG.—ÀAugust 2nd and 16th. The city 
of Winnipeg is advertising for tenders for the hydraulic and 
electric equipment of the generating station now under construction 
on the Winnipeg River, at Thirty-foot Falls. Some particulars 
were given in this column on July 2nd. ; 


Cleckheaton.—The U.D.C. wants tenders for the pur- 
chase of two battery regulating switches. See ''Official Notices 
to-day. 


France.—Paris.—Anugust 18th. The Under-Secretary 
for Posts and Telegraphs, 103, Rue de Grenelle, Paris, requires 
tenders for 75 stamping machines worked by electric motors. 

August llth.—The Direction de la Manufacture d'Armes at 
Cbátellerault (Vienne) requires tenders for cables, copper wire, and 
dynamo construction material (11 lota). 

August 5th. The Under-Secretary for Posts and Telegraphs, 
103, Rue de Grenelle, Paris, requires tenders for telegraph 
apparatus and accessories; aleo by August 3rd for a number of 
tools required to repair telephone and telegraph installations and 
apparatus. 

Germany.— August 4th. The gas, water and electricity 
authorities in Dresden are inviting tenders for the supply and 
erection of two 700-Kw. dynamos. 

CoroamE.—August 25th. The Municipal Council requires tenders 
for four electrically-driven cranes. 

The Stadtisches Maschinenbausmt, Cologne, is inviting tenders 
until August 25th for the supply of four electrically-operated 
cranes. 


Italy. — August 10th. The Italian State Railway 
autborities in Rome are inviting tenders from foreign as well as from 
home makers for the supply of 100,000 metres of telegraph cable. 

August 18th.— The Italian State Railway authorities in Home 
are inviting tenders for the eupply of six electrically-operated 
drop hammers. i ; 
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Keighley.— August 7th. Two 1,000-kw. türbo-alter- 
nators with condensers, and two water-tube boilers for the electricity 
department. Bee Official Notices" July 16th. · 


.London.—G.P.O.—August 9th. Creosoting telegraph 
poles for the P.M.G. Mr. G. Morgan, Controller of Stores, 17-19, 
Bedford Street, Ү.С. ues s 


Russia.—September 18th. The municipal authorities 
of Bachmouth (Government of Ekaterinoslav) are inviting tenders 
for the concession for the public electric lighting of the town. 


Salford.— August 9th. The Corporation wants tenders 
Jor the purchase of a steam dynamo of 120 xw. See “ Official 
Notices" to-day. g » | | 

' Spain.—Auogust 26th. Sixty years’ electric tramway 
concession (between Monachil and the suburbs of Gabia Grande, 
Granada province). Tenders, with £130 deposit, to Direccion 
General de Obras Publicas, Madrid. 

August 27th.—Tenders are invited by the Direccion General de 
Obras Publicas, at Madrid, for the taking over of & concession for 
the building and w of a system of electric tramways in 
5 A deposit of 40,596 pesetas must accompany the 

der. . | « 


Turkey.—The Ministry of Marine, in Constantinople, 
invites. tenders for the supply of electrical apparatus for the 
Imperial fleet. Inquiries should be addressed to the Conseil de la 
Marine, Constantinople.—7. of T. Journal. 


. Yerk.—August 27th. The Corporation wants tenders 
for 18 double-deck electric tramcara and a watering car. See 
“Official Notices ” to-day. 


— 


bs yo OLOSED. 
Bedford. — The Electricity Works, Cauldwell Road, 


Bedford, bave placed an order with Messrs. Ed. Bennis & Oo., Ltd., 


Little Halton, Bolton, for one pair of Bennis 1909-model high- 
duty coking stokers and self-cleaning compressed-air furnaces for 
an 8-ft. Lancashire boiler. | 


Belgium.— Fonr. concerns submitted tenders for the 
extension of the electrio lighting undertaking in the town of 
Tongres, the lowest being that of the Compagnie Belge Siemens- 
Schuckert, of Brussels. 


Birmingham. — The District Drainage Board has 
accepted the tender of Messrs. Orompton & Co. fora motor and 
pump for tke Saltley pumping station, at £877; and that of the 
General Electric Co., Witton, for similar plant at the Minworth 
station, at £423 10a. 


| | 
Cape Colony.—A/rican Engineering states that Henley's . 


(8. A.) Telegraph Works have received an order for some cables in 
connection with the lighting of Green and Sea Points, Cape Colony. 
Messrs. W. T. Glover & Co., of Manchester, are supplying the over- 
head wires for the same lighting. 


Dudley.—The Springsmire Electricity Works have placed 
an order with Messrs. Ed. Bennis & Oo., Ltd., Bolton, for 
one pair of “ Bennis" stokers and compressed-air furnaces fora 
Baboock boiler. .. 


Greenock.— The Corporation has placed a contract for 
one 1,000-x w. turbo-alternator, one 750-Kw. alternator, high-tension 
switchboards, and two 450-kw. rotary converters and sub-station 
switchboard with the British Westinghouse Electric and Manu- 
facturing Co., Ltd. i 


Iford.—The Education Committee has accepted the 
tender of Mr. Edgar Porter, of 221, High Road, Ilford, for the 
electric light installation at the new schools at Goodmayes, at 
£333 83. Se 


Llandudno.— The Tramways Co., for which Messrs. 
Stephen Bellon & Partners are consulting engineers, has awarded a 
contract for seven Warner trucks (non-parallel axle), with 10-ft, 
wheel base, to Messrs. Mountain & Gibson, Ltd., of Bary, Lancashire, 


London.—The L.C.C. has accepted the tender of Messrs’ 
Hurst, Nelson & Co., Ltd., for the supply of a special truck, fitted 
with two sets of mechanical brakes, &c., for use on steep gradients, 
at £247, with £40 for extra work if required. 

Contracts bave been placed with Messrs. G. Hayward & Co., 
Ltd., for the supply of 10 travelling platforms for painting cars at 
the Holloway car-shed, and 41 movable platforms for cleaning cars 
at Norwood car-shed; with the British Westinghouse Co. for 
repairs to that company's motor-generators at an estimated cost of 
£2,163; with Messrs. Cammell, Laird & Co., Ltd., for steel tires. at 
£2,473 151. ; and with, Messrs. Hurst, Nelson & Co., Ltd., for 260 
deatiuation indicator boxes for cars, at £799 108. 

STEPNEY.— For the supply of cable required at the Blyth’s Wharf 
station, the Electricity Committee recommends the acceptance of 
the tenders of (a) W. Geipel & Co. for 30 yd. 0'3 sq. in. paper- 
insulated cable, at £30 5s. 7d., and 110 yd. 005 sq. in. rubber- 
covered and fireproofed calle, at £20 68.; (^) Baxter & Caunter, 
300 yd. 1°0 eq. 1р, rubber-covered and fireproofed cable, at £270. 


FornHaM.—The В.О. has placed an order through the architect, 
with Mesars. Higgins & Griffiths, at £57 10s., for special electric light 
fittings for. the new central library. The order for the plain 
electric light fittinga is to be placed by the electrical engineer at 
an estimated cost of £142 10a, so that the Council may get the 
benefit of the discount. 


Northampton.—The T.C. has accepted the tender of 
the Premier Accumulator Co. for 12 new sections for the battery in 
connection with the tramways, at £33 18s. per section. 


Rotherham.—The T.C. has accepted the tender of 
Halley’s Engineering Co. for a motor tower wagon for the tram- 
ways, at £685. "E 


Rugby.—The U. D.C. of Rugby (per Messers. Tinkers, 
Ltd., Hyde) has placed an order with Messrs. Ed. Bennis & Oo., 
Ltd., Bolton, for one “ Bennis " coking stoker for a Cornish boiler, 


Southport.—The Education Committee has accepted 
the tender of Messrs. R. A. Ault & Sons, of Talbot Street, South- 
port, for electric bells for the schools, at £36. 


NOTES. 


City and Guilds of London Institute.—The report 
of the Council for the past year contains a brief account of the 
relations between the Institute on the one hand, and the University 
of London and the Imperial College on the other, as well as of the 
two latter to one another, a matter which is now under the con- 
sideration of a Royal Commission. Representations have been 
made to the University regarding the holding of a Degree Examina- 
tion in Engineering common to all classes of students, regardless of 
the character of the courses of instruction they have undergone, А 
circumstance which reacts unfavourably upon the curriculum of tbe 
Central Technical College, and tends to produce uniformity of 
teaching, to the detriment of specialisation and ОЕША! inality. 
To correct this, the Board of Studies has recommended that special 
examinations of the students of the Central Technical College shall 
be held by the University examiners, in association with the Pro- 
fessors of the College and with direct reference to the courses 

iven. 
z The Council refers with regret to the death of Prof. Ayrton, who 
was appointed on the staff of the Institute in 1879, and led the 
way in the development of technical training in electrical 
engineering. Mr. T. Mather, F.R.S., was appointed acting- 
professor in his stead. ‚ 

The transfer of the first-year instruction in Physics and Chemistry 
to the Royal College of Science bas set free space in the Central 
Technical College for engineering work, and has enabled special 
courses of post-graduate work in Railway Engineering to be 
organised, special series of lectures being given in these courses by 
Me. H. 8. Brown and Mr. Philip Dawson, Ы 

The number of students attending the Central Technical College 
in the session 1907-8 was 438, compared with 4.7 in the preceding 
year; of these, 113 followed the course in Electrical Engineering, 
as compared with 126 in the previous year, and 222 took Civil 
and Mechanical Engineering. At the end of the session, 91 
students received the Diploma of Associate, and of these some 14 
continued their studies at the O.T.C. Mr. R. E. Neale gained the 
Siemens Memorial Medal and Premium in Electrical Engineering. 
Twenty-tbree studente obtained the degree of B.Sc. (Engineering), 
in the University of London. f 

The equipment of the engineering department of the Technical 
Oollege, Finsbury, has proceeded during the year; the electrical 
department has been re-arranged ard the equipment extended. Of 
a total of 186 day students attending the College, 76 followed the 
Electrical Engineering Course; 298 evening students attended 
complete or special courses. | 

Ав the result of the веғвіоп 1908-9, the Conncil has awarded 
the Diploma of Associate to 98 matriculated third-year students 
of the Central Technical College who have completed а fall 
course of instruction as prescribed by the Oouncil—65 in civil 
and mechanical engineering, 28 in electrical engineering, and five 
in chemistry. The Siemens Memorial Medal and Premium has been 
awarded to Mr. F. H. Bramwell. Certificates have been awarde 
to 20 matriculated third-year students who have completed 4 f 
course of instruction at the Central Technical College and to 59 
students who have completed a full course of instruction at the 
Technical College, Finsbury. 


English Craftsmanship.—The Council of the Asso 
ciation of Teachers in Technical Institutions, acting on behalf of 
members of the Association who are teachers cf artistic trades АП 
crafts, has passed a series of resolutions embodying reforms whic 
the latter consider urgently needed in the interests of English crei 
manship. The following main divisions have received attention 
The standard of work; the relative amount of hand and machihe 
work in each craft ; the conditions of apprenticeship and the existing 
means of training apprentices ; the work of existing evening trade 
classes ; and the need or otherwise for day trade schools. 

The Association holds that, if the standard of English craftsman- 
ship is to be maintained, it is imperative that boys should 
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trained in the principles and practice of the crafts. At present this 
type of training is non-existent. The London Artistic Trade and 
Craft Teachers therefore strongly urge that national and local 
education authorities should provide this training; and tbat the 
establishment of day trade schools is the only satisfactory method 
of accomplishing this work. 

Apprenticeship in London in the artistic trades and crafts bas 
almost cessed to exist, and where it does exist, there is no 
guarantee that boyg will be properly taught the trade at which they 
are working. For reasons of economy, masters generally train a 
“ one-process " boy, and such training is held to satisfy their legal 
obligations. | 

The trainiog of boys under the present industrial conditions would 
be better carried on in day trade schools than in shops. The trade 
schools would discover the boy's natural bent, and hy directing it 
and giving the boya definite purpose in life, would prevent wastage. 
Time spent in the schools should count as part of apprenticeship, 

or be accepted in place of apprenticeship, the boy going into the 
craft as an “ improver." : 

Every parent shonld have the opportunity of providing a training 
at я day trade school for his children, should he desire it. 

. It is strongly urged that all teachers in trade schools should have 
had тагар experience ; that the want of academic or technical 
certificates should not be a bar to the appointment of a good 
teacher; and that heads of trade schools and heads of departments 
should be men of reputation in some trade or profession other than 
the teaching profession. f 
. The Section also strongly unges the desirability of appointing 
advisory committees (where such are not in existence) to each trade 
school, such committees to include representatives of employers and 
craftamen. 

Evening trade classes have done, and are doing, valusble work, 
though often at the sacrifice of necessary recreation and sometimes 
of health. The Section therefore urges the establishment of earlier 
evening classes for the younger boys, pending the establishment 
ona large scale of day courses of instruction. At these evening 
classes there should be adequate provision in the way of scholarships 
and free places. | 


The Retert Courteous.— A metropolitan technical 
journal recently received from a country firm the following 
note :— ` | 

"Dear Birs— This day we have placed an order for an adver- 
tisement with your Mr. Smart, thanks to hia consummate 
impudence. Where on earth did you pick him up?” | 

Ав Mr. Smart had only just commenced his duties, and all his 
predecessors had canvassed the firm in vain, his employers were 
naturally desirous of questioning bim on this charge of ''con- 
summate impudence.” 

“ Well,” said the young traveller, “you advised me to adapt 
myself to circumstances, and to meet probable customers with their 
own weapons. In tbis instance the manager apparently ignored 
me for several minutes, and then he roared out: ‘Now, young 
fellow, what blood-sucking firm do you represent?’ I handed 
him your business card, and replied: ' These bleary-eyed vam- 
pires | ' and it seemed to tickle him immensely." | 


The З.Р. Surface-Contact System.—At the works of 
the J.L. Manufacturing Oo., Ltd., Southall, а demonstration was 
given on Satarday, the 17th inst, of the new surface-contact 

known as the S. P.“ or Simplex.“ The patents for this 
system were taken out by a Russian named Mr. D. Suchostawer, 
and are owned by the S.P. Syndicate, Ltd., who have made a 
working arrangement with the J.L. Manufacturing Co., Ltd., for 
the hire of their tramcar and experimental track, with a supply of 
current at 500 volts. The J.L. Manufacturing Oo., Ltd., did all the 
necessary constructional work of fitting this up on the S.P. system. 
The demonstration was entirely successful, the car. being driven 
round the track, and stopping. starting and reversing with ease. The 
lights and indicating apparatus on the car showed that a constant 
and steady current was collected from the studs, and no live studs 
remained on the ng of the car, a feature of safety which the 
syndicate claim as peculiar to their system. 

The principal features of the system consist of the magnet carried 
on the car—extending for nearly its whole length—with a flexible 
iron-wire skate, and studs provided with mechanism of s new 
design. The iron stud has a central brass stem, round which there 
is an iron plunger, which is attracted upwards towards the top of 
the stud when the magnetised skate makes contact with the latter. 
Two brass arms carrying at their outer ends carbon contact blocks 
are connected to the plunger, and when this is attracted, the blocks 
are brought into contact with either side of a lug screwed on the 
live wire. Flexible conductors carry the current from the carbon 
ends to the brass stem of the stud. The studs are set about 6 ft. 
apart, and the skate is nearly twice this length, so that there is no 
interruption to the collection of the current. The iron frame of the 
stud-box helps to complete the magnetic circuit through the outer 
poles of the magnet, and thus increases the force with which the 
plunger is attracted. It is claimed that it is almost impossible for 
the mechanism to make and to maintain contact with the live wire 
after the car has passed ; but a pilot brush is provided behind the 
skate, connected with an alarm bell, to give warning if a stud should 
remain alive. The construction of the box, which has a movable 
frame resting in a fixed frame with a close-fitting machined joint, 
ів such that the movable part can be taken out with ease. The 
depth of the box is but little more than that of the rails. The live 
wire is laid in an earthenware trough, filled up solid with bitumen 
except at the boxes. In reporta on the working of the tramway at 
Sonthal]l, Mr. Н. M. Sayers and Mr. H. C. Furniss speak very 
highly of the behaviour of the system and of its simplicity. 


The German Lamp Taxes.—The proposed taxes on gas 
and electric lamps have now passed through all their stages, and 
will come into operation on October 1st; the sonnel yield to the 
State Treasury is expected to amount to £1,000,000. It bas been 
left to the Federal Council to determine the manner in which the 
taxes are to be levied, although regulations on the subject have yet 
to be issued. It is нерс to levy the import in two ways; either 
by tbe use of a banderole or paper strip placed round the article’, 
ar by means of the so-called book tex. If the Federal Council 
were to adopt the former method, which is considered to be scarcely 
worthy of assumption, an army of inland revenue officials would be 
necessary to exercise contro], as there are from 40,000 to 50, 000 
dealera in the country. As to the application of the tax in general, 
it is understood that the lamp makers will charge the tax to the 
merchants, who in turn will make consumers pay it. It has yet to 
be settled whether the Government will compel manufacturers to 
pay the tax in advance or whether the latter will be granted a 
respite. The difference between the two systems is of importance, 
in so far as prepayment would involve makers in a loss of interest. 
The introduction of the tax at the beginning of October will result 
in an increase in prices to the pablie. . Oarbon-filament lamps up 
to 15 watts will then be sold st 16. 98d. each, as compared with 
1e. 9d. at present; metallic-filament lamps up to 15 watts, which 
bave hitherto been available at 2s, each, will be 28. 12d, and 
incandescent gas mantles will be sold at 4'2d., as against 3d. at 
present. | 


Electrical Fatalities.—An inquest was held on Monday 
at Manchester on the body of John Davies (35), of Peel Street, 
Pendleton, an employé at Manchester Corporation Electricity 
Works, Stuart Street. On the 22nd inst. опе of the engineers told 
deceased to remove two transformers from one end of the spark- 
gap gallery to the other, and deceased came inte contact with a live 
atu е | ` П i ` 

Mr. H. Lamb, acting resident engineer at the works, explained 
that the transformers were nsed for the purpose of reducing from 
high pressure to low presture. At the time af the accident there 
were about 3,750 volts on the spark-gap. Davies had taken one 
transformer to its place and was. returning for the other. Around 
the spark-gap there was a guard in the form of a rail. Dece ase d 
had gone inside the rail instead of keeping outside. 

John Wall, labourer, said they had got one transformer in position 
and were on the point of fixing the second. The transformer was 
between him and the deceased, whom he saw suddenly lift vp his 
hands above his head and fall uneonscious tothe ground. In answer 
to the Coroner, witness raid be thought Davies had gone inside the 
rail because it was essier, thongh witness did not see that there was 
any necessity to do so. 

The sub-station attendant said he was on a gallery above, when 
he saw deceased walking aleng inside the rail. He was going to 
warn him, but had not time before the flash occurred, when he saw 
deceased roll over. i | 

Dr. Telford ssid desth was due to suffocation, that beipg the 


| ordinary kind of death when high electric currente passed through 


the tody. | 

Mr. Pearce (chief of the electricity department) was asked by Mr. 
Gibson if there was any more modern system existing than the one 
of the Manchester Corporation. Mr. Pearce replied that he did not 
know of any or that there was any more recent design. Asa 
matter of fact, the design at the works in Stuart Street was tha 
“ last say in the matter of spark-gaps. There was only one small 
spot on the stud: unprotected. Phe Coroner: But what about a 
glass screen round the stud? Wotild that not be a safeguard ?—I¢ 
you had these studs covered up, you would be introducing new 
dangers. Glass is altogether out of place in connection with high- 
tension apparatus, and if a man wants to make a thorough inveeti- 
gation of them, be is in considerable danger in taking the covering 
away, for the sparks must be seen. | MES 

Toe Coroner pointed ont to the jury that, as the deceased bad 
worked there for nearly four years, he ought to have known better 
than to go inside the rail. | | 

Mr. Brocklehorst expressed sympathy with the deceased's 

relatives, and said that enythidg the Corporation could do to 
relieve their burden in-the wav of compensation would be done. 

A verdict of “ Suffocation due to electric shock was returned. 

An inquest was held on the 23rd inst. at Ystradgynlais, touching 


‚ the death of David Davies (24), wbo was killed on the previous day 


at Yniscedwyn Oolliery. 

Mr. R A. Gower, electrician, said that on examination of the 
spot immediately after the accident occurred, he found a окер 
cable, evidently the result of a fall of stones. 

The jury returned a verdict of Accidental death from electrical 
shock.“ 


A New Aluminium Combination.—The firet 
practical step in connection with the proposed revival of the 
international aluminium syndicate hes been taken, by the »rrival 
at a complete agreement of the representatives of the French 
producers at a conference held in Paris on Joly 19th. It is now 
intended to approach the Aluminium Industry Co., of Neubauser, 
with the object of coming to a fresh understanding whicb, if con- 
cluded, will probably foreshadow the re-establishment of the 
syndicate. Tre Paris conference was the second of the kind. The 
anncuncement of the first conference bas already Jed to ccn- 
siderable dealings, on the ore hand, in the shares of the Swias 
company at Zurich, wbich advanced by 10 per cent. in the four 
days ending with July 16tb, whilst a further result is afforded by 
a report from Mannheim to the effect that the German merchants 
have ju*t raised the price of aluminium by from 4s. to 5a. per owt., 
up to 64s. percut. It is not known for the moment whether the 
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French companies have yet made any advance in the price of the 
metal, but it is understood that the demand bas grown in recent 


months, whereas a sudden decline took place in 1907 and continued. 


during 1908, although it has to be borne in mind that the pro- 
ductive capacity of various countries has been largely increased in 
the past two years. The stocks of two French companies are 
reported to have been cleared, and apparent confirmation of the 
ехраовіоп in requirements is shown by the circumstance that the 
exports of aluminium from France in the first five months of this 
year amounted to 617 tons, as compared with only 126 tons in the 
equivalent period in 1908. 


The Eight Hours’ Day.—An evening contemporary 


states that after an extended trial the eight-houre' day, which 
Mr. Arthur Chamberlain established in connection with Kynochs 
(Limited), bas been discontinued, the company being handicapped 
in competition with rivals. 


Institution and Lecture Notes.—American INSTI- 
TUTE OF ELECTRICAL EmGINEEBS.—The twenty-sixth annual con- 
vention was held at Frontenac, N.Y., on June 28th to July 1st, and 
according to the Electrical World, was one of the most pleasant 
recorded. The total attendance numbered 252. President L. A. 
Ferguson opened the convention and delivered his presidential 
address, after which the President-elect, Mr. L. B. Stillwell, was 
installed in the chair. Hestated that the Institute numbered about 
600 members, and 6,000 associates. Emphasising the importance of 
. electrical engineers taking part in publie affairs, be declared 
that a broader training in the English branches" was essential; 
intellectual mechanics could be had in any number for small 
salaries, but the demand of the time was for men who were capable 
of doing real engineering work, and presenting the facta in a clear 
and comprehensive manner. A large number of valuable and 
interesting papers were read and discussed. 

INSTITUTION OF MUNICIPAL ENGINEERS.—The first annual general 
meeting of the Institution will be held at Durham on Saturday 
next week; the members will be received at the Town Hall by the 
Mayor, aud after the presentation of the annual report of the 
Council, Mr. Horace Boot's paper on The Design and Require- 
ments of Electric Power Works,” which was presented at the 
general meeting on April 24th last, will be discussed. Other papers 
will follow, and at the conclusion of the meeting the result of the 
ballot for election of tbe Council for the year 1909-10 will be 
announced. D 

On the 17th inst. about 30 members of the RocHDALE AND Dis- 
твіст Motive PowreR. MuTUAL IMPROVEMENT Восіктү visited the 
works of Mevers. Ed. Bennis & Co, Ltd, Little Hulton, Bolton. 
They were conducted through the shops by Mr. A. W. Bennis and 
shown the different branches of coal and labour-saviug apparatus 
in their various stages of manufacture. 

М№овтн-Юлвт Coast INSTITUTION oF ENGINBEBS AND SHIP- 
" BUILDERS.— The address of the Iostitution has been changed to 
Bolbec Hall, Westgate Road, Newoastle-upon-Tyne. 

INSTITUTION OF MxcHaNICAL ENGINEERS.—This year's summer 
meeting of tbe Institution, covering four consecutive days, opened 
at Liverpool on Tuesday at the Municipal Central Technical School, 
under the presidency of Mr. John A. F. Aspinall (president), of 
Manchester, and in the papers which were submitted, the applica- 
tion of electricity to engineering was not neglected. The papers 
рхерагес were:—''Locomotives Designed and Built at Horwich,” 
by Mr. Geo. Hoghes, of Horwich; Advance of Marine Engineer- 
ing in the Early Twentieth Century," by Mr. Arthur Maginnie, of 
Liverpool; “ Reinforced Conorete," by Mr. Arthur G. Anden, of 
Liverpool; “Indicating of Gas Engines," by Prof. F. W. Baurstall, 
of the Birmingham University; апа The Electrical Operation of 
Textile Factories,” by Mr. Herbert W. Wilson, of Liverpool. It 
had been announced that Mr. Alaric Hope, of Liverpool, would 
contribute a paper on Hydraulic and Electrical Appliances on 
the Liverpool Dock Estate,” but the subject was not included in the 
final programme. The local arrangements have been in the capable 
hands of Mr. Thos. L. Miller, M.I.E.E. 

In a lengthy review Mr. Arthur J. Maginnis, M. Iust. C. E., 
expressed the opinion that there would soon be an exten- 
sive application of electric power direct to the propeller 
shafts. Among the advantages likely to accrue from the adoption 
of direct electricil shaft drive, it was mentioned that reversal of 
the propeller with full effective power is readily effected, and that 
the design of plant, steam and electric, can be so modified as to 
enable the naval architect to make better and more profit- 
able arrangements for passenger and cargo space. Owing to 
the fac: tbat lower boiler-pressure can be used by the steam 
turbine generator, it was anticipated tbat the weights of the 
steam and electric plants together would not exceed that of the 
present system of reciprocating machinery, and that the first cost 
would average about the same. Of the advantages of this system, 
one which would commend itself to the navigating department, 
was the possibility of ob aining the long-looked-for apparatus to 
control the movements of the propellers direct. from the bridge. 
Another advantage lay in the fact that electricity, like steam, was 
capable of being readily applied to all the other requirements of 
shipboird—steering, windlass and winchwork—combined with 
the further advantages of more economical distribution, and 
giving a simple and agreeable artificial light throughout the vessel. 
Anticipating the contention that if turbine machinery had been 
the great success claimed for if, it was not necessary to 
add further complications by introducing the electrical drive, 
he replied that it was not proposed to use electric drive on 
fast vessels (naval or mercantile), but to apply it to the 
slower - going cargo tramps. Should this system of main 
electric drive come about, ic might safely be said that a new era of 
electric navigation was about to dawn, and one promising great 
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results. For instance, the continued decrease in the boiler pressure 
as commenced with the steam turbine, would no doubt be farther 
coptinued, and even lower pressures could be made use of, which 
would largely decrease the weight of boiler installations, and so 
cheapen the first cost. Through the fact of the greater portion of 
the machinery being electrical rather than mechanical, the heavy 
weights of such moving parts as pistons, piston and connecting 
rods, slide valves, link motion, eccentrics, &c., wonld be done away 


. with, and so render the outfit and overhauling of the electric 


boat (propelled by electricity generated on board by steam) more 
simple and more easily effected than on the steam-propelled craft 
at present in use. 

LANCASHIRB AND CHESHIRE MownicrpaL Tramway MANAGERS.— 
The quarterly meeting was held at the Town Hall, Birkenhead, on 
July 16th. The Mayor and the chairman of the Tramways Com- 
mittee received the members, and after the ordinary business had 
been completed the members were conducted over the car depót, 
workshops and generating station by the chairman of the Tramways 
Committee and Mr. W. Wyld, the general manager and engineer of 
The members, with the chairman and members of 
the Tramways and Electricity Committees, afterwards partook of 
tea at the invitation of the Mayor (Mr. Councillor McGaul). It 
was decided to accept the invitation of Mr. T. J. Kendrew, the 
general manager of the Southport Corporation tramways, to hold 
the next meeting at Southport, on October 15th next. - 


Pour Rire.—The young son of a well-known London 
electrical contractor was at school one day last week, and bis 
teacher was trying to explain to him the meaning of the word 
“ recuperate.” | 

"Johnny," she said, “when night comes your father returns 
home tired and worn out, doesn't he? 

“ Yes, ma'am,” assented Johnny. 

Then, continued the teacher, “after four or five days of hard 
work, and being more or less run down, he spends the week-end 
out of town. What does he do?" - 

E “That,” replied Johnny meditatively, is just what Ma wants to 
now!” 


The British Association at Winnipeg.—tThe pro- 
visional programme of the proceedings of the Engineering Section, 
which commence on August 25th, ie as follows :— 

Address by the President, Sir W. H. White, K. C. B., F. R. S. 

Second Report of the Committee on Gaseous Explosions. 

" The Work of the British Association Committee on Gaseous 

Explosions,” by Dagald Clerk, F.R.8. | 

“The National Trans-Continental Railway,” 

: MacPherson. 

International Electrical Standardisation,” by Ormond Higman. 

"Improvements in the Navigation of the St. Lawrence,” by 

ieut.-Col. William P. Anderson. 

“The Behaviour of Ductile Material under Torsional Strain,” by 

C. E. Larrard. | 

" Hydroplanes, or Skimmers," by Sir John Thornycroft. 

“ Great Engineering Works on the Canadian Pacific Railway,” 

by J. E. Schwitzer. 

“The Distribution of Dielectric Stress in Three-phase Cables," 

by W. M. Thornton and O. J. Williams. 

“The Engineering Works of the Panama Canal,” by Оо]. 

Goethals. 

“ Losses from High-Tension Overhead Lines due to Brush Dis- 

charge," by E. A. Watson. 

“Оп the Calculation of the Charging Currents in Three-Core 

Cables and Overhead Transmission Lines Supplied with 
Three-Phase Currents,” by E. W. Marchant. 


Mr. W. A. Price is the secretary of this Section. 


Preservation of Wooden Poles.—At the annual con- 
vention of the Association of Railway Telegraph Superintendents 
at Detroit last month, a paper on the Preservation of Poles” 
was presented by Mr. Н. P. Folsom. According to the Electrical 
World, the paper opened with a discussion on the cause of decay 
of poles at the ground Jine. The conclusion was that it is the 
result of a fungus growth, and that the germ attacks the pole from 
the outside. The paper was largely devoted to a description of a 
patented method for arresting the decay of poles, and full details 
were given as to ite application. Briefly, a hole about 14 in. deep 
is dug about the pole, a layer of Portland cement is placed at -the 
bottom of the hole. and the surface of the pole is cleaned toa 
point somewhat above the level of the ground. Next a jacket 
made from a sheet composed of asbestos and asphaltum is placed 
about the pole, leaving an annular space about 2 in. deep, which 
is filled with a germicide ina dry state mixed with sand. The 
germicide consists of slacked lime, common salt and a mall 
quantity of sulphate of copper. Around the top of the jacket a 
cap or collar ot Portland cement is formed, this being reinforced, 
if desired, with old telegraph or telephone wire. This collar pro- 
tects the chemicals and jacket from the action of the rain and 
snow, and also protects the pole against grass fires. It is stated 
that the chemicals are slowly dissolved by the natural moisture 
in the pole, and pass into the same by the action of capillary 
attraction, thus destroying the fungi and wood-eating insects. A 
gang of three men can treat from 20 to 30 25-ft. poles per day at 
& cost of about 75 cents to $1 per pole, including royalty. Very 
large poles costing from $50 to $75 have been treated at a cost 
ranging from $1.50 to $2.50. It is stated that poles thus treated 
when they were partially decayed have, after nine years, shown no 
increase of decay, and that the protecting device is still in good 
condition. 


by Duncan 


(Continued on page 183.) 
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THE WORKS OF THE г 
G. WEYMOUTH PROPRIETARY CO., LTD., MELBOURNE. 


By J. H. DAVIES. 


THESE works are situated at Richmond, about three miles 
from the city of Melbourne proper. 

The company’s history dates back about ten years, when 
it was founded by Mr. G. Weymouth, who is still its 
managing director, and is- a native-born Australian, who 
obtained his early training.with the Austral Otis Engineering 
Co., of Melbourne, and was subsequently for some years in 
the service of Messrs. Siemens and Messrs. Johnson and 
Phillips, in England. 

Since the time of its foundation the firm’s business has 
continuously progressed, and it is now the most important 
electrical manufacturing business in Australia. A very wide 
range of work is carried out, including direct-current and 
polyphase generators and motors, transformers and switch- 
gear of every description. The company does not, however, 
limit itself to electrical work only, but engages also in the 
manufacture of water turbines, centrifrugal pumps, small 
steam engines and engineering work of a general character. 

Figs. 1, 2, 3 and 4 are various views of the works at 
Richmond. To prevent any misconception, it should be 
explained that the smoke-stack visible in the view of the 
exterior of the works is accounted for by the fact that the 
building was previously the generating station of the A.U. 
Alcock Co., one of the early companies, whose business was 
absorbed by the Electric Lighting and Traction Co. of 
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Figs. 2 AND 3.— INTERIOR OF THE WEYMOUTH WORKS. 


Fic, 4.—MACOHINE SHOP, WEYMOUTH WORKS, 


Australia, now called the Melbourne 
Electric Supply Co. 

The shops are driven throughout 
by 440-v. 50-cycle single-phase induc- 
tion motors, driving on to short counter- 
shafts for groups of small machines, 
and to individual machines in the case 
of larger ones. Energy is taken from 
the mains of the Melbourne Electric 
Supply Co. 

The illustrations of the interior of 
the shops show some examples of the 
work which is handled in them. The 
switchboard and winding departments 
are situated one on each of the two 
galleries which extend the entire length 
of the building (one on either side of 
it), and immediately above the small 
machine shops. All the winding of 
gmall machines and former-coil winding 
is thus done in a situation where there 
is no risk of damage to the insulation 
from flying pieces of metal. . 
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The combined unit, fig. 6, is typical of the D.c. seta 
supplied by the company, this being a 60-Kw. engine and 
generator; fig. 6 also illustrates the company’s polyphase 
motors up to 200 Kw. attached to winding and hoisting 


quom 2, 


i 


Ета. 5.—Evectrica, MmmO Loco., 48 SUPPLIED TO THE AUSTRALIAN MINES. 


apparatus and to a treble ram mining pump, with a capacity 
of 6,000 gallons per hour, against a 1,000-ft. bead. The 
company also build high-lift turbine pumps, and, indeed, 
quite a speciality is made of electrical machinery and 
equipment for mines, such work including complete power 


200-n.r. three-phase winding engine. 


26-H,r. three-phase electric hoist. 


Fig. 5 is a view of an underground train of trucks used 
for the carriage of wash-dirt from the workings to the mine 
shaft. The electric locomotive is опе of the Weymouth Co.'s 
standard 10-H. p. direct-current type, of which a large number 
have been supplied to various mines in 
the Commonwealth. The locomotive is 
built to go into в standard mining-cage 
5 ft. x 2 ft.; it weighs 82 cwt., and 
wil haul 60 trucks of wash-dirt at 5 to 
6 miles per hour. 

Among the electrical contracts passing 
through the shops at the time of our 
visit were :— 

A 120-Kw. 4,400-volt asynchronous 
generator, direct coupled to an “ Allen” 
high-speed engine, complete with the 
necessary switchgear, for the Prabran 
City Council destructor works. The 
engine will be controlled by a governor 
which comes into operation if the overload 
speed of the generator is exceeded, the 
ordinary regulation depending on the 
steam available from the destructor works. 
These works are close to the generating 
station of the Melbourne Electric Supply 
Co., to which company the power gene- 
rated at the destructor works will be sold 
in bulk. A complete underground haul- 
age plant for the Duke and Main Leads 
Consols Gold Mining Co., together with 
а 50-H.P. motor for driving the puddling 
machines, were also in hand. 

In addition to the electrical work, some large pumping 
plants for irrigation were in course of construction, and 
parts of large centrifagal pumps will be noticed in the 
views of the machine shops, from which some idea of 
their actual dimensions may be gained. These were being 


60-xw, engine and generator. 


Fic. 6.—ExAMPLES OF WORK CABRIED OUT BY THE WEYMOUTH Co., MELBOURNE. 


planis, winding engines, locomotives for 
hauling, ventilating and pumping plants. 

A typical winding plant is illustrated in fig. 6 ; this is 
driven by a 200-н.р. three-phase motor, and has a lifting 
capacity of 7,000 lb. at a speed of 500 ft. per min. 


underground 


made for the water supply department of the Victorian 
Government, who had given the Weymouth Co. orders for 
five sets. Three sets are each of a capacity of 1,500 cb. ft. 
of water рег min., against a 95-ft. head, with a guaran 

efficiency of 80 per cent, and each pump was to be driven by 
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a 860-H.P. triple-expansion high-speed engine. The other 
two are designed for 6,000 cb. ft. of water per min., with 
an 18-ft. lift, the guaranteed efficiency being 78 per cent. 
These would algo be driven by triple-expansion engines. 
All these turbine pumps are made under an arrangement 
with the owners of the Smith-Michell turbine pump patents. 

In drawing this article to a close, the author would express 
his thanks to the management of this company, through 
whose courtesy he was enabled to compile the foregoing notes. 


THE MARKLISSA POWER TRANSMISSION 
PLANT. | 


By Н. ALFRED GRADENWITZ. 


AN interesting hydro-electric plant utilising the stored-up 
water of the River Queis (a tributary of the Bober) 
has been installed in connection with a reservoir of 
15,000,000 cb. m. capacity, situated about 8 km. up-stream 
from the town of Marklissa. "This reservoir was constructed 
in view of the tremendous inundations occurring in the 
region of those rivers, which in 1897 during the space 
of 24 hours occasioned damage of 10,000,000 marks. 

Hydro-electric works in connection with this reservoir 
have been utilised for a short time for supplying light and 
power to some neighbouring places situated within 14 km. 
distance, and the power house is eventually to be connected 
by a transmission line about 30 km. in length, to a proposed 
larger hydro-electric station at Mauer, for utilising the 
stored-up water of the Bober in a reservoir of 50,000,000 
cb. m. capacity. This larger power station will also be con- 
nected with a steam-operated power house at Waldenburg, 
situated а further 64 km. distant, thus providing a 
reserve both to the hydraulic and steam stations, while 
affording a possibility of supplying electrical energy to 
intermediate places. 

The Marklissa power house is situated about 100 m. 
below the reservoir embankment, and is supplied with the 
water required for operating the turbines through two 
underground conduits that terminate immediately behind 
the embankment, and within the power station, combine in 
а conduit 1:7 m. in diameter, whence pipes lead to each of 
the turbines. 

The preliminary equipment of the power station com- 
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ImrERIOB OF THE MABELISSA Powpr House. 


prises three Francis turbines, supplied by Messrs. Voith, of 
715 H.P. each, at 875 R. P. M., and working under an average 
head of 26 m. In addition to these, there have been installed 
a small exciter turbine of 35 H.P., and an exciter converter 
of 64 Kw. After its ultimate extension, which is to be 
carried out during the current year, the power house will 


comprise five similar turbine sets, of a total output of 
3,575 H.P. | 

The generators and switchboards have been constructed 
by the Siemens-Schuckert Works. The generators, which 
are coupled to the turbines through an elastic clutch, are 


Swirok CELLS, MABELISSA TRANSMISSION. 


designed for an output of 620 k.va. generating three-phase 
alternating current at 10,000 volts pressure, with a 
frequency of 50 cycles per second ; they are provided with 
16 poles on the rotor. | 

The electrical energy generated at the power house is trans- 
mitted without the intermediary of any 
transformers, over three transmission 
lines, viz., to Marklissa (3 km.), Lauban 
(11 km.), and Greiffenberg (14 km.) 
respectively. At the receiving points 
the pressure is reduced to 220 and 
120 volts respectively. 

Another power transmission line, 
and the switchboard controlling the 
lines connected to the Mauer power 
house, has been recently completed. 
With a view to the considerable dis- 
tances, the pressure in connection with 
the Mauer and Waldenburg transmission 
lines, is to be raised by two 750-K. vA. 
transformers from 10,000 to 20,000 
or 30,000 volts. 

Special care was bestowed on design- 
ing the switchgear in such a way as to 
allow of its being readily supervised, 
while providing for safety. 

A pilot motor, fitted to the turbine 
regulators, is used to regulate the load 
on each machine. 

Oil switches were used exclusively, 
owing to the considerable pressure surges 
liable in the switching off of high-pres- 
sure currents with the aid of ordinary 
switches; these oil-switches are provided with electrical 
remote control. One of our views represents the switch 
cells used for the Marklissa and Lauban transmission lines, 
showing, in the upper portion, the time relays used to 
switch in the motor—situated in the lower portion—for 
actuating the oil switch, arranged in the. centre of the 
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cell. There are two self-contained systems of bus-bars, 
which can be coupled by means of a hand-operated switch. 
In order to afford a reliable protection against excess 
pressure, а combination of reaction coils, horn spark gaps, 
oil resistances and water-jet earthing devices was used. 
One of our views shows the arrangements chosen in connec- 
tion with the Mauer transmission line, the oil resistances 


"nl 
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Linz Protective Devices, MARKLISSA TRANSMISSION. 


being visible in the foreground, and the horn spark gaps 
and corresponding reaction stage coils farther back. 

A special telephone plant has been provided for connecting 
the power station to the townships of Greiffenberg, Mauer 
and Hirschberg. As the low-pressure transmission lines 
are arranged on the same poles with the high-pressure lines, 
special safeguards had to be provided for avoiding leakage. 

Water-level gauges on Siemens & Halske’s system, indi- 
cating and recording the water level by means of floats and 
contact devices, are provided to indicate the level in 
the reservoir as well as the amount of water entering and 
leaving. 


ELECTRICAL ILLUMINATIONS AT 
| BRIDLINGTON. 


BRIDLINGTON, that watering place on the Yorkshire coast 
which is year by year increasing its popularity in all parts of 
the country, has just made another addition to its 
already lengthy list of attractions. "This takes the form of a 
scheme of electrical illuminations on the Royal Prince's Parade, 
which, by the way, belongs to the town, and the innovation, 
which is said to be the first of its kind in the country, 
is being closely watched by other seaside resorts. 
The question of illumination has worried the Parade 
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ance to the eye, Nature having been copied as closely as 
possible. The main promenade is decorated во as to 
form a continuous canopy 200 yds. long, and the grass 
plots and side walks are outlined with festooned garlands, 
the whole being in harmony with the general arrangement 
of the gardens and grounds. 

The electrical wires are carried along the foliage, with a 
21-c.P. electric lamp, alternately red, white and blue 
in colour, at every foot. There are 6,000 of these lamps, 
with special china waterproof miniature high-voltage lamp- 
holders, which are enamelled in green to harmonise with the 
foliage, and are entirely concealed during the day. The 
lamps are coupled up in sections by means of patent china 
couplings, and are run in series of 16 lamps, 14 volts 
per lamp, on a voltage of 220. This obviates any 
trouble arising through malicious damage to the lamps, for a 
broken lamp simply means a small section of light cut off, 
and not a blown fuse. 

The work, which necessitated the use of about six miles 
of cables and wires, has been carried out by Messrs. Waring 
and Gillows, Manchester, who worked out the combined 


, 
; 


E 


| 
[ { 


* 
Paan 
* ун" Mp ча " 
РА — ТЕР л: 
122 ic o =з ЧОР; e АСЕ» wi Pn „ЧР 
= dr 


< чал», w 
Ss 


Soy ^ 
à y = 
& "4 
ГЕ. 

— w 
— i 


se 


d tm e 
VULGO "-—— — Аду, za 

"Lm . ^ 

114448 


BRIDLINGTON BY Day. 


design according to the general scheme suggested by Mr. 
Beckett. The opening ceremony was a great success. It 
was performed by the Mayoress (Mrs. C. G. Southcott), who 
was afterwards presented by the Parade Committee with 
the silver switch which she had used. O 
The photographs used in this article were taken by 
Messrs. R. Spurr & Son, Bridlington. | 


Malden.—The Council, on Monday evening, considered 
a report from the Parliamentary Committee to the effect that it 
had interviewed the Electricity Committee of Wimbledon Cor- 
poration with regard to the supply of electricity to Malden. 
Wimbledon required a guarantee against loss, and, subject to this, 
was prepared to entertain an application for a bulk supply. Malden 


BRIDLINGTON: THE PARADE AT NIGHT AND IN THE DAYTIME. 


Committee for many years, and no satisfactory solution of 
the difficulties was forthcoming until Mr. A. J. Beckett, the 
borough electrical engineer, was called in to give his advice. 
Mr. Beckett sought to devise a scheme which should 
provide an artistic daylight decoration, independent of 
the night effect, and he has attained success by 
utilising thousands of yards of artificial foliage, coloured 
green, which presents a natural and pleasing appear- 


Committee recommended the Council to consider the advisability 


of applying for a provisional order, and that Messra. Talbot the 


Stevenson, consulting electrical engineers, be engaged to advise 
Council and prepare estimates as to the probable capital outlay and 
annual expense to be incurred by Wimbledon, and, alternativeY, 


the cost to Malden, of providing a generating station. In oppor, 
.tion to the Committee's proposal, it was urged that the feeling 


the district was against electric lighting on. the ground of exp 
The motion for the adoption of the report was negatived by 6 "0% 
to 5. 
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NOTES. 


(Ooncluded from page 178.) 


Educational.—NozsgTHAMPTON POLYTECHNIC INSTITUTE. 


—Particulars of the commencement of day courses in mechanical 
and electrical engineering and electrochemistry appear in our 
“ Official Notices " to-day. | 


Appointment Vacant.—UNIVERSITY or BIRMINGHAM. 
150% Lecturer and Demonstrator in Electrical Engineering 
1 è ` 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
HLmBorRICAL Ruvisw posted as to their movements, 


Central Station Officials. MR. Cuas. CUTHBERTSON, 
electrician of the Longton Gas and Electricity Department, was 
on Friday last presented with a marble clock by the staff and 
employés of the department, to mark the occasion of his recent 


Tramway Officials.— Mr. A. W. BANISTER, late manager 


of the Norwich Electric Tramways Co., has been appointed manager 


of the New British Motor Cab Co., Ltd., London. 


General.—On Monday last Mr. A. L. WEEKES, general 
manager of the British Electric Calibrated Fuse Co., Harpenden, 
Herta, was presented with a pedestal writing-desk by the staff and 
employés on the occasion of his marriage to Miss Alys Linnell, 
of Rugby. 

On the 17th inst, Mr. W. G. Roberts, charge-man of electrical 
fitters at the Pembroke Dockyard, who is leaving to take up the 
post of Admiralty assistant o.erseer, was presented with a Glad- 
stone bag, a case of pipes and a set of razors by his friends in the 
electrical fitting shop. 

Mr. E. Raymond-Barker, who has juet left in the Silvertown c.s. 
Dacia on a cable-repairing expedition, deposited with us some 
months ago a further series of articles on Oable-fanlt Localisation 
Graphs in Practice.” The pressure on our space has hitherto pre- 
vented us from inserting these, but we hope to commence their 
publication immediately on the author's return. 


Obituary.—FróLicH.— We regret to record the death 
of Dr. O. Frölich, on the 6th inst, at Berlin, aged 66 years. 
Dr. Frölich was one of the great pioneers of the electrical industry, 
being associated with Messrs. Siemens & Halske in the days when 
telegraphs were the mainstay of electrical work; later, he turned 
his attention more particularly to the development of the theory 
of the dynamo and to the design of measuring instruments, while 
he maintained bis interest in pure scientific research. Latterly he 
ird connected with the Charlottenburg Technical High School as 
ecturer. 


NEW COMPANIES REGISTERED. 


Fife Tramway, Light and Power Co., Ltd. (7,188).—This 
company was registered in Edinburgh on July 8rd, with a capital of £200,000 
in £1 shares, to acquire all or part of the share capital of the Dunfermline and 
District Tramways Oo. and the Fife Electric Power Co., to construct or acquire 
light or other railways, electric or other tramways, and electric lighting and 
power supply works, &. The subscribers (with one share each) ате: -W. 
Low, Biebo, Cupar, Fife, merchant; K. Sanderson, 28, Rutiand Street, Edin- 

‚ W.B.; F. B. Stuart, 68, Frederick Street, Edinburgh, W.8.; W. L. 
Wilson, 16, Charlotte Square, Edinburgh, clerk; A. Shepherd, 16, Charlotte 
Square, Edinburgh, W. B.; G. Ferguson, 16, Charlotte Square, Edinburgh, 
clerk ; G. Balfour, 224, College Hill, Cannon Street, Е.С. The number of 
directors is not to be less than two or more than five; the first are to be efter- 
wards appointed; qualification, 100 sbares; remuneration as fixed by the 


company. | 


British Radio-Telezraph and Telephone Co., Ltd. (104,024). 
—This company was registered on July 18th, with a capital of £15,000 in £1 
shares, to an agreement with J. G. Balsillie, and to carry on the business 
of manufacturers of and dealers in radio-telegraphic and telephonic instru. 
mente and installations, electric and general engineers, &c. The subscribers 
are:—T. V. Smith, 30, Linden Gardens, Notting Hill Gate, W., electrical 
engineer, 100 shares ; B. C. Turner, 87, Circus Road. 8t. John's Wood, London 
insurance manager, 100 shares; T. B. Ince, 14, Cornhill, E.C., assessor and 
surveyor, 50 shares; W. H. Matthews, 82, Queen Victoria Street, E.C., solicitor, 
100 abares; A. Knight, 4, 8t. Mary Axe, E.C., merchant, 100 shares. Private 
company. The number of directors is not to be less than two or more than 
five; the first are not named; qualification, 100 shares. Registered by G. F. 
Hudson, Matthews & Co., 89, Queen Victoria Street, E.C. 


Caversham Motor Co., Ltd. (103,995).— This company was 
registered on July 13th, with a capital of £1,000 in £1 shares (950 preference), to 
carry on the business of electrical engineers, manufacturers of and dealers in 
motor carriages and other meehanically-propelled vehicles, &c. The sub- 
ecribers are:—J. A. P. Price, 124, Castle Street, Reading, M.D., 20 preferred 
abares; Н. N. Dickson, M. A., D.8c., The Lawn, Upper Redlands Road, 
Reading, 25 preferred ; Mrs. E. Woollan, Endellion, Priory Avenue, Caversham, 
60 deferred; L. E. Stephens, The White House, Elmsworth, Hants., 25 prefer- 
ence; A. C. Brewerton, Kiln House, Caversham, Oxon, brick and tile manu- 
faeturer, 10 preference; Т. 8. English, 196, Oxford Road, Reading, corn 
merchant, 10 preference; C. G. Chambers, 1 Frior Street, Reading, solicitor, 
1 preference. Minimum cash a 60 preference and all ordinary 

. Registered without articles of association. The first directors are 
J. A. P. Price, H. N. Dickson, M.A., D.8c., and A. C. Brewerton. Registered 
by Gelicitors’ Law Stationery Society, Ltd., 28-9, Chancery Lane, Е.С. 


Chippenham Electric Supply Co., Ltd. (104,107).—This com- 
pany was registered on Toy 10th, with a capital of £5,000 in £1 shares (2,500 
5 per cent. preference), to adopt an agreement with the Chippenham Corpora- 
tion, and to carry on in Chippenham and elsewhere in Wiltshire the business of 


; Supper of electric light, electricians, engineers, &c. The subscribers are:— 


Edwards, 127, Victoria Street, Bristol, electrical engineer, 400 shares ; E. 
Neale, 10, High Street, Chippenham, chemist, 100 shares. Private company. 
The number of directors is not to be less than two or more than five. The first 
are J. H. Edwards ahd E. Neale (both permanent). The Chippenham Corpora- 
tion may nominate one permanent director, who shall be a member of the 
Corporation and not a shareholder in the Chippenbam Gas Co.; qualification, 
of permanent directors, £100; of ordinary directors, as fixed by the company. 
The directors shall issue 100 5 per cent. cumulative preference shares to the 
Chippenham Corporation as fully paid up, and exchange the same for £100 
debenture stock or shares, when any shall be issued by the company, referred 
im ‘ho Berecmont. Registered by Waterlow Bros. & Layton, Ltd., Birchin 

e, . i 


Lighting, Ltd. (104,154)— This company was registered on 
July Ast, with a capital of £1,000 in £1 shares, to carry on the business of 
manufacturers of and dealers in lamps, burners, parteand а tus for lighting 
and other purposes, electricians, engineers, &c. The subscribers (with one 
share each) are:—F. В. Mitchell, 8, Market Street, Dewsbury, accountant; 
R. 8. Naylor, 8, Market Street, Dewsbury, accountant. Private company. 
aue “А” mainly applies. Registered office, 95, King Street West, Man- 

ester, 


Filaments, Ltd. (104,108).—This company .was registered cn 
July 19th, with a capital of £500 in £1 shares, to adopt an sgreement with 
J. W. H. Reynolds, for a secret process for the manufacture of metal filamente 
for electric lamps, эпа to carry on the business of manufacturers of and 
dealers in metal filaments for electric lamps and apparatus used in connection 
therewith, &c. The subscribers (with one share each) аге :—J. W. H. Reynolds, 
9, Braxted Park, Streatham Common, 8.W., electro-chemist; W. G. Bate, 85, 
Bedford Row, W.C., solicitor. Private company Tbe number of directors is 
not to be lees than two or more than four; the first are J. W. H. Reynolds and 
W. G. Bate. Registered office, 6, Newcastle Street, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electro-Mechanical Brake Co., Ltd. (98,276).—Mortgage or 
ch on certain patents for inventions relating to an electro-mechanical brake, 
dated June 7th, 1909, to secure not more than £1,600. Holder: G. Law, jun., 
Landoak House, Kidderminster. Also mortgage on certain book debte, dated 
June 9th, 1909, to secure £140. Holders: Metropolitan Bank of England and 
Wales, Ltd., West Bromwich. 


Anglo-Argentine Tramways Co., Ltd. (25,368).—Trust-deed 
dated July 1st, 1909, to secure £1,788,880 44 per cent. debenture stock, charged 
on the company's undertaking and property, present and future, including 
uncalled capital, subject to certain prior charges. Trustees: The Trustees, 
Executors and Securitics Insurance Corporation, Ltd. 


Bogota Telephone Co., Ltd. (69,059).—Particulars of £25,000 
second debentures created October 80th and secured by trust-deed dated 
December 12th, 1906, filed pursuant to Sec. 98 (8) of the Companies’ (Con- 
solidation) Act, 1908; the whole amount being now issued. Property charged: 
Certain land with buildings thereon in Bogota, Colombia, used in connection 
with the telephone service, concessions or grants relating to the said service, ` 
working plant, engines, machinery, poles, lines, installafion, and the company’s 
undertaking and property, including uncalled capital, subject to £15,000 first 
mortgage debentures, Trustee: В. Н. Jenks, Barrow Hedges, Carshalton. 


Electric Supply Corporation, Ltd. (52,086).— Trust-deed 
dated July 18th, 1904, was stamped to cover a further £20,000 in addition to 
£110,000 already registered. Property charged: Company's assets. Trustees: 
F. Tufnell, Kenley, Surrey, and W. B. M. Bird, 58, Cadogan Place, 8.W. 


CITY NOTES. 


Direct United States Cable Co., Ltd. 


Tux sixty-fourth ordivary general meeting of the shareholders of 
this company was held on Tuesday at Winchester House, Mr. E. M. 
Underdown, K.C., in the chair. 

In proposing the adoption of the report (see ELECTRICAL REVIEW, 
July 28rd, page 147), the Coainman said that the revenue for the 
past six months to June 30th last, after deductions on the payments, 
amounted in round figures to £56,445. The working and other 
expenses, including income-tax, but exclusive of cost of mainten- 
ance, absorbed £25,036, leaving a balance of £31,409 as net profit, 
making, with £4,506 brought forward, a total of £35,915. That 
had been appropriated as followa:—Interim dividend of 48. per 
share on March 31st, absorbing £12,142, a proposed final dividend 
of the rame amount, and a bonus of 1s. per share to June 30th, 
requiring £15,177, transferred to reserve fand £5,000, leaving a 
balance of £3,59€ to be carried forward. A considerable period of 
trade depression was, he hoped, now passed over and cable business 
showed signs of revival, with the result that their revenue ex- 
hibited an improvement of £5,077 during the past half-year, as 
compared with the corresponding half of 1908. The working 
expenses in London and at the stations showed a slight variation 
as compared with those in the corresponding period. The reserve 
fund had been credited with £9,733 from interest on the invest- 
ments; £1,501 from profit on the sale of securities and with the 
£5 000 trausferred from revenue. On tbe other hand, it had been 
debited with £13,857 for cost of maintenance of cables, and the 
balance of the account now amounted to £510,267. The 
investments stood їп tbe balance- sheet at 4493, 004, 
after allowirg for the provision of £40,000 made two 
years ago on account of market depreciation. It was 
satisfactory to note that their market value at present was between 
£9,000 and £10,000 in excess of the reduced figure at which they 
stood in the accounts. Although on the present occasion they had 
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had some heavy repairs, the reserve fund remained fully adequate 
to meet their requirements, and, in fact, the situation had im- 
proved. Dealing with the results for the whole year, the receipts 


had &mounted to £112,780, less expenses £50,393, leaving s balance 


of £62,387. They had paid in dividends £51,603; £10,000 had 
been placed to reserve, and they had an inereased balance in hand 
of £784 as compared with June, 1908. The reserve account had 
been increased in balance during the year by.£5,071; £10,000 had 
been trausferred from revenue; interest on investments bad 
yielded £18,882, profit on sale of securities (£1,595) giving a total 
of £81,447. From that they had to deduct £24,901, the cost of 
maintenance of cables, and £505, the cost of the installation of a 
gas plant at their station on the West Coast of Ireland. When 
they heard criticisms as to the cost of messages to the public, it was 
as: well to remember that the cost per word was no real guide. Во 
extensive was bhe use of codes by means of which one word was 
made-to embrace many words and sentences, that the actual cost to 
the public was.even below the word rate suggested by those who 
bad no practical knowledge of distant telegraphy. Their relations 
with the allied companies were excellent. The Government had, 
he thought, met them in several points with regard to the con- 
tinuance of their business and licence, and altogether he thought 
he might congratulate the shareholders upon the position of the 
undertaking. я 

Sm James Penner, Bart, seconded the resolution, and the 
report was adopted. 


City and South London Railway Co. 


Tu» Конт Нон. C. B. Втплвт WoRTLEY, М.Р. presided at the 
offices, Finsbury Pavement, on Tuesday, July 27tb, over the fftieth 
ordinary general meeting of the above company. 

In moving the adoption of the report (see ErgcTBICAL REVIEW, 
July 23rd, page 147), the CmarBMAN said they met in more en- 
oouraging circumstances, and the board were able to claim tbat 
they were right, when six months ago they said that the compara- 
tively unfavourable results of the balf-year then under review were 
due to temporary and abnormal causes. There were many gratify- 
ing features in the working of the last half-year. They had a net 
increase of £1,062 in gross receipts, and & net decrease of £089 in 
expenses; so that they were in & position to carry to net revenue 
account a balance increased by £2,051. After deducting from this 
the diminution of £166 in the carry-over from the December 
account, and the increase of £427 in debenture interest, but adding, 
on the other hand, the £204 saved on the item of general interest, 
they got an increase in the baiance available for dividend of £1,662. 
They had £269 more to pay now than last year in dividends on 
preference stocks; so that there was a final resulting improvement 
of £1,393 in the aum available for the ordinary shareholders. By 
carrying forward only £457 less than they did this time last year, 
they were able to find the £1,850 necessary to provide the extra 
2 per cent. which the ordinary shareholder so well deserved, and 
which they recommended that be should receive. This result, 
though not brilliant, was at least satisfactory. It was satisfactory 
not only as coming hand in hand with the fact that the half-year 
showed a larger amount of gross receipts and a larger number of 
passengers carried than any previous half-year in the history of the 
railway, bat also because the percentage of working expenses 
showed a gratifying decrease (as between the June half-years of 
1908 and 1909) from 46 28 per cent. to 44:63 per cent. As showing 
economy in management he might say that they bad kept tbeir 
service going with 92,673 trains, against 94,636. Had there 
been 28 days in February, 1908, instead of 29, the number 
of trains in the 1908 half-year would have been about 
600 less than the 94,636. The number of passengers carried 
per train had been 12115, against 115 09. The. receipts per train 
had been 18s. 3:64d., against 17s. 904d., and per train-mile 
28. 5°93d., against 28. 5°03d. The only receipt which showed a 
decrease was the one which, less tban all others, could be influenced 
by management. He referred to the receipts per passenger, which 
had gone down from 1-75d. to 1°72d. This merely showed that the 
average distance travelled had been shorter. On the other hand, 
all the expense ratios showed decreases: — 18. 2°11d. total expenses 
per train-mile, against 18. 2 16d.; loco. expenses per train-mile, 
4 52d., against 468d.; and traffic charges, 6:13d. per train-mile, 
against 27d. The accounts showed an increased amount paid 
during the half-year in loca] rates. They considered that in several 
districts they were assessed at too high values, and the general 
manager had instructions to endeavour by making proper repre- 
sentations to the assessment committees, to get valuations recon- 
sidered in their favour. Decreases in local bookings at the 
“ Angel” and Moorgate seemed to show that the limit of L.C.C. 
tramway competition on the north side had not yet been reached. 
But local bookings at Euston and King's Crors continued slowly to 
increase, and through bookings made up well for diminished local 
bookings—there having been a gratifying increase of this business 
with all three of the underground companies’ tubes. A noticeable 
feature of the half year was the fact that (except at King's Cross) 
Sunday bookings were uniformly down—the average drop being 
£13 per Sundsv. The main burden of this loss seemed to 
arise at the Bank and certain stations on the south side. 
Competition with L.CC. tramways and the motor-omnibuses 
continued to be so severe that the question had arisen 
whether tbere sbould not be some revision, in favour of 
the passengers, of certain fares and season-ticket rates. This 
important matter was under the consideration of the board. The 
competition that they suffered from the L.C.C. tramways and the 
diminished receipts on Sundays were, perhaps, moregclosely con- 


nected than might be supposed. All through the early hours of 
Sanday, from 8 o'clock to nearly 12 noon, when no City and South 
London trains were running, the L.C.C. tramways enjoyed 
to the fall a monopoly of the business of carrying South 
London people to the Elephant aud Castle Station and to London 
Bridge, as well as to all such places on the north side of the river 


as could be reached by the Westminster Bridge tramlines and their 


extensions. At the Elephant they found connecting trains all 
Sanday morning to all stations on the Bakerloo line and lines 
connected with it; and at London Bridge they found facilities for 
Sunday excursions by the Brighton Railway and South - Eastern and 
Coatham and Dover Railway to places in Kent and Sussex, and for 
embarking hard by on the excursion steamers to the various places 
on the East Coast. Most of these opportunities were past and gone 
by the time that the City and South London Sunday trains began 
to ran. On all the four West End tube railways, ae well as on the 
great railways having termini in London, trains were running on 
Sunday morning during most of the time that on the City and 
Soath London business was at a standstill. The Great Northern 
and City Tube Railway, which joined up to their station at Moor- 
gate, now started its trains on Sundays about the same time as they 
did. They had arranged with the Great Northern and City 
to start ranning on Sundays at about the same time as they 
did, their trains beginning in future from Huston and from 
Clapham Common about 8.15 in the morning. The board 
did not think they oould with justice to the shareholders 
continue to allow during all these hours, those who on other days 
were their own passengers and patrons, to be taught and 
encouraged to use other systems than their own. What the 1.0.0. 
did could not be supposed to be against the conscience of the 
people of London, or they would not be suffered to do it. The 
board proposed, therefore, to defend themselves against this par- 
ticular competition by modifications of their Sunday time table, 
which they hoped would shorten the actual hours of Sunday duty 
worked by individual members of their staff, and yet would preserve 
to the great majority of them the alternate Sunday off which they 
now enjoyed. The report spoke of the projected high-level 
subway to connect their station at the Bank with the stations of 
the Central London and Waterloo and City lines. Parliamentary 
sanction to this scheme might be regarded as practically aseured. 
Though not eventful, the half-year's working had been neither 
uninteresting nor unhopeful. 

Мв. С. 8. GRENFELL seconded the motion. 

Мв. E. Levy thought the time had arrived when they ought to 
have a profit-sharing echeme for the employés. He suggested that 
5 per cent. should be deducted from the shareholders’ dividends 
each half-year and divided amongst the servants of the company 
who had been over six months in the service in proportion to the 
wages and salaries received. | 

Мв. PORTER suggested that in conjunction with other tube rail- 
ways, they might issue special season tickets in the middle of the 
day for commercial travellers at a cost not exceeding £4 per 
quarter. He also thought that some of the stations which did not 
pay might be closed. 

The CualnmaN, in reply, said one of the difficulties of a profit- 
sharing system on railways was the minuteness of the amounts to 
be divided. In principle, they all agreed it was a good thing. At 
to commercial travellers’ tickets, the difficulty was that other 
railways did not issue season tickets. It was true that the City 
Road station did not pay. 

The report was then adopted. 


Prospectuses.— Brie Rubber Estale, Lid—An issue 
of 20,000 shares of £1 each at par has been offered for subscription 
this week. The company will acquire the Brieh estate of 1,190 
acres in Perak, F. M. S., 506 acres being planted. | 

Sylverlyte (1909), Ltd.—During the past week this company 
offered for subscription 50,000 shares of £1 each at par. The 
company has been formed to take over the business of the Sylverlyte 
Electric Lamp Co., Ltd., which was formed in May, 1908, with a 
capital of £2 750, to acquire and work an invention (No. 5 191 of 
1904). The business of the syndicate has been confined to the 
production and sale of motor-car lamps, using a special lens, and it 
is proposed to extend the nse of the company's Sylverlyte” lenses. 

Sungei Krian Rubber Estate Ltd.—'The list closes to-day in an 
issue of 45,000 6 per cent. cumulative participating preference 


shares of £1 each. The company will acquire the Samagaga estate 


of 2,500 acres in Perak, F.M.S. 
Stock Exchange Notices, — The Committee has 


appointed a special settling day as under:— 
Friday, July 80th.— Bombay Electric Supply nnd Tramways Co., Ltd.—Berip, 
fully and partly paid, for £150,000 5 per cent. second mortgage debentures. 
Southern Electric Tramways Co. of Buenos Aires (Compania de Tramways 
Electricos del 8ud).— Scrip, fully paid, for £100,000 5 per cent. first mortgage 
debentures, Nos. 1 to SOU of £100 and 801 to 1,800 of £20 each. 


And ordered the same to be quoted in the Official List. 


The Bristol Tramways and Carriage Co., Ltd.— 
An interim dividend has been declared at the rate of 6 per cent. per 
annum for the half-year ended June 30th, às last year. Dividend 
warrants will be posted to-day. 


County of London Electric Supply Co., Ltd.—The 
directors have declared an interim dividend for the half-year en 
June 30th, 1909, on the ordinary shares at the rate of 4 per cent. 
per annum, less income-tax, as last year. 
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National Telephone Co., Ltd. 


Мв. Ововокв FRANKLIN presided on the 22nd inst. over the meeting 
of this company held at Hamilton House, Victoria Embankment. 
In moving the adoption of the report (see ELECTRICAL REVIEW, 
July 16th, page 106), the Онагвман reminded the shareholders 
that the figures were only accurate for five months, and tbe sixth 
month was an estimate. The income accrued for the six months 
ending June 30th was £1,546,837, as compared with £1,452,569 a 
year ago, an increase of £64,798. That increase was not quite at 
the usual rate of prcgress, but it was largely accounted for by the 
depression in trade, and to some extent by the necessity of the 
company restricting its capital expenditure, so as to coincide with 
the termination of its licensed period. The royalties paid to the 
Post Office bad increased from £139,531 to £148,951, a difference of 
£9,419. There was very little to say in regard to that item, except 
the chronic complaint which wasslways maie at those meetings 
that it was a charge imposed upon the telephone industry without 
any justification. Tbe working expenses amounted to £893,767, as 
against £828,969, an increase of £64.798. Apart from the expenses 
` of the company, due to the growth of the business, there were extra 
items of expenditure, such as the increase in the rater, which had 
gone up in the half-year £5,843, and an extra ontlay on 
lines, including renewals of £10,148 Another item which 
went to swell the expenses, was the maintensnce of the 
Post Office wires, towards the cost of which they had to 
make some contribution, although the money should, strictly 
speaking, come out of capital. The net result of the half-year 
(after deducting royalties) was a profit balance of £504,118, as 
compared with £484,068, or a net increase of £20,050, of which 
£12,954 was absorbed by the debentures and other interests, 
£124,607 by the preference and deferred shares, and the directors 
recommended the placing of £150,000 to reserve, an increase of 
£10,000 over the amount placed to that item a yearago. That 
- would leave a balance of £110,000 to be carried forward. The 
rentals for unexpired terms of running contracts pursued their 
upward course, as was to be expected, the figure standing at 
£1,366,283, as against £1,314,591, showing an increase of £51,692. 
The capital expenditure during the past six months on construction 
of exchange and private stations was £313,393. It was the com- 
peny's policy now not to spend any money which would not be 
reproductive by December 31st, 1911, when their licence expired. 
They hed made an offer to the Post Office, which had been acoepted 
in part, to provide for the requirements of the Post Office after 
1911, provided that the company were insured. against any loes. 
The Post Office had sgreed to that so far as such capital expendi- 
ture might relate to new work, which did not involve the supplanting 
of existing plant; but as to other classes of work, it had not been 
yet possible to come to any arrangement. The reserve fufd now 
stood at £3,226,381, and that figure included the amount propcsed: 
to be added that half-year. All of that money was invested in the 
company’s business. Questions had been asked in Parliament 
suggesting that the company’s plant was antiquated and 
obsolete, and that they were starving the system, but 
he could ғау that the plant was never in a better 
condition, and when the undertaking was acquired by the 
Government it would be found that it was in accordance with the 
agreement made with the Post Office. As to the recent legal pro- 
ceedings in which they were involved with the Postmaster-General 
with reference to what were known as A to B lines—that was a 
communication between a person and a doctor or his stockbroker, 
such lines not having any connection with the company’s exchange— 
the shareholders were aware that the Government said they. ought 
to pay a 10 per cent. royalty on them, but the Court of Appeal 
upheld the views of the company tbat they were not bound to 
pay such royalties. On the case being taken to tbe House of Lords 
the decision was reversed, and the company bad now to pay 
royalties on that class of business. The effect of that would not 
fall upon the present shareholders, as the directors had set aside a 
half-year’s profit to meet the charge in the event of their baving 
to meet it. The company recognised their full obligation to the 
public up to the end of 1911, but they had not recognised, and did 
not intend to se, any provision for the needs of tbe subse- 
quent period. With reference to a recent statement. of the Post- 
master-General that it would be in the public interest if tbe 
undertaking could be acquired before the end of 1911, the 
company were perfectly willing to band it over before, provided 
thev were fully compensated for the loss of their unexpired tenure. 
Mn. G. Sans seconded the motion, and the report was adopted. 


United River Plate Telephone Co., Ltd. 


Tu» meeting of this company was held on Tuesday, July 20tb, at 
Winchester House, E.C., Sir Irving Courtenay presiding. 

The CRHAIBMAN, in proposing the adoption of the report (see 
ErzorRICAL Review, July 16th, page 106), said that the steady 
growth and development of the Argentine Republic, which bad 
been a feature of recent years, still continued, and was reflected in 
every department of the business, resulting in an increase both in 
groes income and net profit. During the year under review they 
bad added considerably to the number of their subscribers both in 
Buenos Ayres and the provinces. They had onened new exchanges 
in Dolores, General Paz, General Belgrano, Nueva Roma, Lobos, 
Balcarce and Oanuelas, all of which were important centres and 
would pay a good return on the capital invested in them. They 
had started work on the extension of their main southern line 
from General Belgrano to Azul, a line which was destined 
eventually to be carried to Bahia Blanca, and to become one of 


their most important trunk. routes, and in response to strong and 
influential demands they had authorised the extension of another 
section of the southern line from Dolores to Mar del Plata. During 
the year they had continued the work of extending their subways 
in Buenos Ayres and reconstructing their overhead circuits for 
common battery working. The three new exchanges in that city, 
which had been constructed on the common battery system, gave 
great satisfaction to their engineers, and to the general public, and 
they were now busily engaged in altering their Avenida building, 
which was their principal exchange in Buenos Ayres, to receive а 
new common battery board which they hoped to have working 
within the next nine or ten months. In the beginning of the 
present year, Sir John Gavey visited Buenos Ayres, and he reported 
that the new boards already installed have resulted in 
a most appreciable improvement in the service since his previous 
visit about 18 months before. Besides their subway work in Buenos 
Ayres, they bad also done a considerable amount of similar work in 
Rosario, Cordoba and Bahia Blanca. Passing to the accounts, they 
would see that the capital was increased by £100,000, the amount of 
the issue made in April, 1908. The subscriptions. paid in advance 
had increased by about £3,000, which was a satisfactory feature, 
while the reserve fund and the reserve for renewal of plant 
remained at the same figures as before, nothing having been added 
to these last year. They proposed, however, this year to increase 
the reserve fund by £25,0C0. The directors felt very strongly, and 
had no doubt the shareholders would agree with them, that, in view 
of the continual expansion of the company, it was necessary to build 
up the reserve, Nothing was more calculated to give stability to 
an enterprise than a reserve in proper proportion to the capital, and 
as a considerable part of the reserve was invested in the business, and 
was, consequently, revenue producing, the shareholders were getting 
the benefit both ways. ey bad expended £119,590 on capital 
account. Last year they wrote £25,000 off the special replacement 
account, but this year it had again increased to £35,198, and as the 
work of conversion was still proceeding, they proposed this year to 
write off £32,000 from this account, which would give them a fairly 
clean slate. Their securities were considerably increased from last 
vear. Stock of materials was some £600 under last years 
figure. Of course, with an expanding business, it was neces- 
sary to keep a fairly large stock, but this item was most 
carefully watched, both with the view of keeping the. 
figures as low as possible, and also to prevent waste or 
leakage. Coming to the profit and loss account, there had been an 
increase in receipts and expenditure in the Argentine of £36,300 
and £23,000 respectively; the cumulative result being that there 
was an increase in net profit for the year of about £12,700, and he 
ventured to think they would find these resulte satisfactory. Of 
course, they owed them largely to the skill and energy put into the 
business by the staff, and as the staff were forming a provident 
fund in Argentina, towards which they would themselves subscribe 
for the purpose of mutual help in sickness or misfortune, the 
directors believed the shareholders would be glad to follow the 
excellent example set by other public companies, and make a dona- 
tion out of the profits towards such a laudable object. The sum the 
directors recommended was £2,000, and after more experience had 
been obtained from the actual working of the fund, the question of 
future grants could be considered on its merits. They looked for. 
ward to the future with confidence. As the population increased, 
so did the demand for their services. There was still plenty of 
eutlet before they reached the proportion of telephones to inhabi- 
tants which had been reached in Europe or the United States. To 
provide for the increasing wants of the business it would be neces- 
sary to make a new issue of capital in the autuma. The amount 
required would be £150,000, and while. it was too eatly to enter 
fuly into particulars, he had no doubt that the terms would be 
acceptable io the shareholders. The directors recommended а final 
dividend of 5 per cent. on the ordinary share capital, making with 
the interim dividend paid on December 31st last, a return of 8 per 
cent. for the year, free of iucome-tax.. 
The report was adopted. 


Mexico Tramways Co. 


THE directors’ second annual report, for the year ending 
December 31st, 1908, shows that the net revenue for the yesr, after 
paying all expenses and fixed charges, amounted to $459,648.99, 
which added to the balance of $151,701.18 standing to the credit of 
profit and loss account at the end of the previous year, brought up 
the balance of such account to $611,350.17. During the year four 
quarterly dividends each at the rate of 4 per cent. per annum were 
paid to the shareholders, absorbing $240.000, and leaving a credit 
balance on profit and loss account of $371,350.17 to be carried 
forward to next year. During the year the sum of $1,027,294 22 
was spent on capital acccunt, extensions, improvements and the 
general equipment of the tramways system. The outlay already 
incurred has had the result of reducing the ratio of working ex- 
penses from 56 per cent. in 1907 to 524 per cent. in the year now 
under review, while the resulte for the first few months of the 
current year show a still further reduction. As the company now 
has very complete car shops, thoroughly equipped with modern 
tools for wood and metal work, all of the rolling stock required is 
now being constructed by the company. The quality of the work 
turned out by the shops is fully equal to that in the imported cars 
and the cost, ready for service, is considerably lesa than that for 
which they could be imported. The policy of the company, in 
using to the greatest possible extent, native materials and native 
labour in the construction of its rolling stock, has met with the 
very cordial approval of the authorities. To guard against loss of 
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equipment by fire, an automatio sprinkler system of the most 


spproved type has been installed in allthe company's car barns 
and shops as well as in the principal offices. 

At the present time (June, 1909) the tramways system consists 
of 17101 miles of track, of which 131:82 miles are operated by 
electricity, 32°90 miles by mules and 6°29 miles by steam; 13°82 
miles of electric track have been added since the report of 1907. 
It is anticipated that by the end of 1910 the whole system will be 
equipped acd worked by electricity. The car equipment at the 
present time (June, 1909) consists of the following :— 


Electric passenger cars and trailers sss .. 812 
Male passenger cars... "T zu d: .. 70 
Freight equipment ius sies s вг .. 208 
Funeral special equipment js T . 45 
Miscellaneous equipment, carts, wagons, &c. .. 45 

675 


Sinee the date at which the accounts for this report were made up | 


the company has acquired а controlling interest in the Mexican 
Light and Power Co., Ltd., by the purchase of 84,000 crdinary 
sbares in the capital stock of that company. These shares were 
bought at a price of $80 per share, the purchase price being pro- 
vided by the issue of the company's shares at $140, being at a 
premium of $40 per share. This step was taken with the object of 
assuring а certain aud increasing supply of power for the tramways 
system which is of vital importance to the company, but the 
direotors are satisfied that apart from this consideration, the 
acquisition will prove a remunerative investment, and with the 
centralisation’ of the management will result in considerable 
economy in the working of both companies. With a view of pro- 
viding for the rspidly growing needs of the tramways business and 
in order to assist in the financing of the Mexican Light and Power 
Oo., Ltd., who are carrying out large extensions to cope with the 
demand for power, the directors recently created an issue of 6 per 
cent. 50-year mortgage debenture bonds and sold in London 
£1,250,000 of euch bonds. In view of the large interest of this 
company in the Mexican Light and Power Co., Ltd., the annual 
reports and accounts of that company will be sent to sbareholders 
in this company with this and subsequent annual reports. 
The legal action referred to in the last report, brought against the 
Mexico Electric Tramways, Ltd., by a shareholder in that company, 
for the purpose of annulling the lease, has been settled on terms 
satisfactory to this company, and the lease, therefore, remains in 
force, and the directors are satisfied that the operation under such 
lease will be most satisfactory for all concerned. The following 
statistics relating to the operations of the company indicate the 
continual expension of ite business :— 


Gross earnings 


. (Mexican currency). Passengers carried. 


1908 .. ^ SP $4,910,768:00 64,448.995 
1907 aa иа 84, 924.075 · 00 64,628,567 
1908 jos $a $5,328,574°00 20,857,661 
COMPARATIVE STATEMENT OF TRACK MILEAGE. 
Electric. Mule. Steam. Total 
1905 98°47 89 16 19:83 149-96 
1906 168 · 00 89°00 12:00 159:00 
1907 118:00 87°00 12 00 167:00 
1908 125˙41 87°88 7:88 171117 
June, 1909 181:82 82:90 6°29 171:01 


Metropolitan Railway Co. 


THe directors report that the total receipts for the half-year ending 
June 30th, 19(9, amount to £379,457, and the expenses to £193,243, 
leaving & profit of £186,244. Compared with the corresponding 
half-year of 1908, tbe receipts show an increase of £22,700, and the 
expenses a decrease of £6,537. The expenditure is at the rate of 
56°25 per cent. of the total traffic receipts, as compared with 60:86 
per cent. in the corresponding pericd. The net revenue account, 
after providing for the interest upon the debenture stocks and other 
fixed charges and for electrical depreciation, shows a balance of 
£137,075, which will permit of the payment of the dividends upon 
the preference stocks, and leave a balance of £32,564 available for 
dividend upon the ordinary stcck. The directors recommend a 
dividend upon the ordinary stock, for the past half-year, at the 
rate of £1 per cent. per annum, carrying forward £3,904. The 
Surplus Lands Committee announce that the dividend on the 
surplus lands stock, for the past half-year, will be at the rate of 
£2 158, per cent. per annum, as in the corresponding balf-year. 
The development of the passenger traffic resulting from the 
improved train services and tbrough bookings witb the tube rail- 
ways, hss been well maintained; while the new express parcels 
service, which was brought into operation at the beginning of the 
year, bas also been very successful, and bas attracted a large 
amount of new business. The inavguration on July 1st of a morning 
and evening through train service between the City and stations 
on the Aylesbury and Uxbridge extensions, thereby obviating the 
change of trains at Baker Street, is a great convenience to the 
public, and canrot fail to bave the effect of securing additional 
trafic to the railway. The Imperial International Exhibition at 
Wood Lane was opened on May 20th last. The traffic from thia 
source bas not, во far, been во large as that obtained from its pre- 
decessor, the Franco-British Exhibition, but it will no doubt 
develop considerably during the forthcoming holiday and excursion 
season. The Bill deposited by the North-West London Railway 
Co. was considered by а committee of the House of Commons in 
May last, when this company took an active part in opposing it, 
and the Committee, after eight days' hearing, decided not to allow 


the Bill to proceed. The electrical plant and machinery have 
worked very satisfactorily throughout the half-year, and the current 
is still produced at a low rate per unit. The installation of auto- 
matic signalling on the Inner Circle i$ now practically completed, 
and has resulted in greatly improved punctuality in the running of 
thetrains. A new station is in course of erection at Dollis Hill, in 
order to serve the rapidly-growing neighbourhood between 
Willesden Green and Neasden. A goods receiving dey dt is being 
constructed at Farringdon Street, which will be brought into use 
before the end of the current half-year. 


Number of Gross receipts for passengers, 
Year, passengers. goods, minerals, and tolls. 
1907 96,859,108 £040,838 
1805 99,846, 785 £680,857 
To June 30th } 49,647,166 £848,566 


Sao Paulo Tramway, Light and Power Co., Ltd. 


Tum report of the directors for the year ending December 31st, 
1908, which was recently submitted to the annual general meeting, 
states that, notwithstanding depressed business conditions, an in- 
crease in the gross and net earnings of the company took place. 
The gross earnings amounted to $2,287,410°56, an increase of 
$175,887:42, and the net earnings were $1,504,359 78, an increa:e 
of $108,486:28. A sum of $92,065:48, which has been charged to 
the contingent account, was expended for renewals and replace- 
ments; and to meet such expenditure, and provide for reconstruction 
of tracks, the directors bave set aside $300,000 from the years 
earnings to the above account, and $17,968 has been already 
charged against this appropriation. During the year the track 
mileage was increased by 475 miles; the Santa Anna Railway, 
which was acquired in the previous year, has been replaced by an 
electric line, and was opened on October 8th. The electric lighting 
connections show increases of incandescent Jamps from 44319 to 
51,320, and of src lamps from 1,251 to 1,458. There 
are now 4,209 lighting consumers, and the flat rate basis of charging 
is being superseded by meter charges, which it is expected will 
prove beneficial to the company. During the year 764 houses were 
wired for electric light, this being nearly 50 per cent. of new 
houses erected. In the power department, the connected load 
shows an increase of 3,553 H..; contracts in hand this year are 
expected to add a further 1,500 m.p. The total of motors now 
installed is 9,555 K. p. During the year sbut-downs at the power 
house only aggregated seven minutes in all, and transmission line 
troubles have been overcome. The power house was extended to 
accommodate three additional units, and steel poles were sub- 
stituted for wooden ones on the transmission line, leaving only 
25 per cent. to be replaced in future. The rolling stock was in- 
creased by 25 passenger cars, and various additions made to sub- 
station and transformer plant and mains. 'To meet tbis capital 
expenditure the directors during the year disposed of $1,200,000 
of capital stock; the premium on those sbares, amounting to 
$161,562 77, was transferred to tbe reserve fund. The accounts 
show that the surplus earnings, together with the balance from 
the previous year, amounted to $1,795,790 45, from which three 
21 per cent. and one 2j per cent. dividends were paid, absorbing 
$836,538 46 ; $300,000 was transferred to contingency account, and 
& balance of $659,251:99 carried forward. | 


Madras Electric Supply Corporation, Ltd. 


THE third annual meeting of the shareholders of this company was 
held on Friday at Salisbury House, London Wall, Mr. Arthur M. H. 
Walrond presiding. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELEcTRICAL Review, July 23rd, page 147), said that the outlay on 
capital works amounted to £225,348. They bad made a loss of 
£1,500 on the working of the temporary plant. That was not 
surprising, and while no profit was anticipated, they never expected 
to have to run that small plant for such a long time, and the lose, 
therefore, was larger than it would bave been had they been in a 
position to supply current from their main station on the expected 
date. The profits of the tramways company had increased, and 
they had received a 5 per cent. dividend on that investment. The 
board had had a very anxious time, due not to any fear on their 
part as to the future prospects of the company, but solely on 
account of the very serious delay in the completion of the contract. 
As they were aware the company was formed to take over a con- 
cession, held by Mesers, Crompton & Co., their contractors. The 
concession was handed over to them free of charge on the condition 
that the contract for the work should be given to Mesers. Crompton. 
Unfortunately there was no penalty attached to the contract for 
failing to complete within a given time. The board were, however, 
assured that two years would be ample time, and Mesars. Crompton 
led them to believe that that time might be considerably accelerated, 
and that tbey might very possibly be obtaining current in 
September, 1907. The great delay which bad taken place in com- 
pleting the contract had materially affected, but only for the 
moment, the financial position of tbe company. The delay in com- 
pleting the work raised a question between the company and 
Mesers. Crompton, which was largely a legal one, and the question 
was receiving the best consideration of the directors, who were 
resolved to adopt every mesns in their power for the protection of 
the company. They bad received a telegram saying that the 
buildings were now practically complete, and that included the 
sub-stations at Mylapore, and for the tramways. The complete 


M 


stances of the line had rendered them possible. 
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plant would consist, on the direct-current side for the town supply, 
of plant of & capacity of 2,000 xw., capable, it was estimated, of 
supplying current for fans and lighting, to an equivalent 
of 100,000 lamps connected to the mains. On the alternating-current 
side they had plant of 1,500 xw. capacity for the supply to the 
tramways and workshops in the town. The tramways had con- 
tracted to take or pay for at least one million units per annum, 
and although that supply must be made before long, he regretted to 
say that even to-day the contractors could not give them a definite 
date for commencing tho tramway supply. Independently of the 


‘tramways they had applications equivalent to 21,500 lamps, and 


they had already connected up an equivalent of 14,000 8-0. P. lamps. 


The number of inquiries for both lighting and power purposes was 


very encouraging. An arrangement was practically concluded for 
supplying the Madras Port Trust with an estimated consumption of 
40,000 units per annum. They failed to obtain the contract for 
street lighting, the municipality having decided at the last moment 
to adopt another form of illuminant. They had applied for a 
licence to supply to Fort St. George, which they believed to be a large 
consumer, and meanwhile, with the sanction of the Indian Govern- 
ment, they were giving a supply to the Army Temperance 
Association at the fort from an overhead main. He thought he had 
said sufficient to indicate that there was every encouragement for 
the fature. They would probably hæve to raise more capital before 
long, part of which would be wanted on account of delay in com- 
pleting the contract, but they would undoubtedly require, from time 
to time, extra capital for extensions of mains to keep pace with 
increased requirements, and there was every resson to believe that 
capital for this latter purpose would be remunerative, and mean 
increased net profit. | 

Sir RALPB Moon, in seconding the motion, said he could assure 
the shareholders that the importance of the early completion of the 
work had been appreciated by the board from the very commence- 
-ment; so much so, that when Messrs. Orompton indicated the 
possibility of their being able to obtain current by September, 
1907, the board offered them & bonus if they succeeded 1n doing 
that. 'The delay during the past year had been most disheartening, 
considering the efforts the directors had made all along to get early 
completion of the contract. B 

The report was adopted. 


African Trans-Continental: Telegraph Co., Ltd. 


Tux directors in their annual report for the year ended March 31st, 
1908, state tbat the company's lines continue in good working order 
and condition. Interruptions to telegraphic communication during 


theyear under review were few and of short duration, eXcept in- 


two cases where the interruption on one section of the line, caused 
by the natives having cut and removed portions of the wire, lasted 
for over a week. It has, however, been found necessary to renew 
the telegraph wire at Tete, in Portuguese East Africa, where the 
line crosses the Zambesiin a single span of 2,178 ft. It may be 
stated that the line and poles at this spot are run in duplicate, in 
order to guard against the interruption to traffic that would result 
from a breakdown if the line were single. The Northern terminus 
of the line is still at Udjidji, on the East Coast of Lake Tanganyika, 
no arrangements having yet been found possible for the provision 
of funds for its farther construction northwards. The gaps in the 
British East Africa Administration’s telegraph have been further 
reduced within the last year, and the distance to be covered before 
Cape Town and Cairo are joined by an unbroken line of telegraph 
has now been reduced to about 520 miles. The annual working 
expenditure of the line is not yet balanced by the revenue, and the 
deficiency continues, as before, to be advanced by the British South 
Africa Co. The deficit on the working of the line for the year 
covered by the accounts shows a considerable decrease compared 
with that of the previous year, and there will be a farther decrease 
in the year 1908-9. It has been decided to raise the tariff rates for 
code and cypher messages by 50 per cent., that is to say, from 3d. a 
word to 44d. а word. This has been rendered necessary by the 
general adoption of the flve-letter combination codes, compiled to 
take full advantage of the new regulation with regard to the trans- 
mission as single words of any pronounceable combination of 10 
letters—a regulation that increases the liability to errors in trans- 
mission and, in effect, reduces the number of code words tran:- 
mitted. Mr. Rochfort Maguire and Mr. Sigmund Neumann retire 
from office, but offer themselves for re-election. 


The sixth ordinary general meeting of the shareholders of this 
company was held on Monday at the offices, 2, London Wall 
Buildings, Mr. Rochfort Maguire in the chair. 

In moving the adoption of the report, the Om said they 
would have learned that the line was being maintained in good 
working order, and that interruptions to traffic had been of short 
duration. On that point it was not necessary for him to say more 
than that, considering the length of the line and the unprotected 
nature of the country through which, for a great it passed, it 
was extremely satisfactory that the interruptions been во few, 
and that the thefts of the wire, which were suggested as one of the 
chief difficulties of constructing the line, had also been extremely 
few. They would notice that the excess of working expenditure 
over revenue for the year dealt with in the accounts, was consider- 
ably less than that for the previous year, and there would be a 
further decrease for the year 1908-9. For the year 1905 the loss 
was £2,764, whilst for the current year it was not expected to 
exceed £1,500. That result was due to the economies which 
had been effected from time to time as the x 

t was to 


regretted that it was due to that cause alone and not to any in- 
crease of revenue, for, as a matter of fact, between the years 1904 
and 1908, the revenue had steadily diminished, and since that time 


‘it had been only stationary. To endeavour to increase in some 


small degree the revenue coming to them, it had been decided to 
raise the tariff rates for code and cypher messages by 50 per cent., 
and it was hoped that that would make a moderate increase 
in the revenue.* This want of elasticity in their revenue led 
them to a further consideration—that the circumstances of a 
new country, such as the greater part of the line passed 
through, which was not in any real sense opened up to 
civilisation, and which had only a very small and gradually growing 
white population, did not afford a basis for rapidly developing 
telegraphic traffic, and it was to be feared that that consideration 
would apply with even greater force to the country which still 
remained to be traveraed before the Cape to Cairo telegraph would 
be completed. In fact, their experience, which now extended over 
many years, showed them that telegraphic enterprise in a country 
situated as this was, did not afford a basis for profitable commercial 
enterprise, and that, coupled with the fact which he had more 
than once explained at such meetings, that the whole capital 
problem was completely altered since Mr. Rhodes initiated the 
enterprise, now 17 years ago, doubtless had weighed, and woald weigh, 
with the Rhodes and Beit trustees in their consideration of the 
claims of the Cape to Cairo telegraph, as compared with other 
schemes of development claiming their assistance. Oonsequently 
he was not in a position to report any progress, since the last 
meeting, in the negotiations or hopes which they were then inclined 
to form of assistance to complete the remaining sections necessary 
to finish the line. 

B. BouRcHIEB F. HawksLRY seconded the motion, and the 
report was adopted. 


’ 


А m 
^ Victoria Falls and Transvaal Power Co., Ltd. 


Tux ordinary general meeting of the above company was held at 
Salisbury House, London Wall, on Friday, under the chairmanship 
of Mr. H. Birchenough, C. M. G. 

The OBAInMAR, in proposing the adoption of the report (see 
ErEOTRICAL Review, July 9th, page 69), said he had been asked to 
preside in the abgence of Lord Winchester, who at the present time 
was on his way back from South Africa, where for the last few 
months he had been closely engaged upon their business. Great 
progress had been made during the year in establishing the business 
upon a solid and permanent basis. Since they last met, far- 
reaching developments had taken place. To deal with the balance- 
sheet on December 3lst last, the issued capital of the company 
consisted of 1,801,050 shares, divided into 1,000,000 ordinary shares 
and 801,050 preference shares of £1 each. First mortgage 
debentures to the amount of £800,000 had been issued, and, in 
acoordance with the wishes of the auditors, there had been added 
to this figure the interest and income-tax for the half-year to 
December 31st due, but not paid until January Ist, 1909. 'The 
amounts due to creditors in Europe and South Africa were for 
contract work certified, but not paid, at the date of 
balance-sheet, together with sundry merchants’ accounts, natives’ 
wages accounts, &c, all of which had since been paid. 


In this year's balance-sheet the headiog ' purchase of property and 


concessions had been divided into purchase of leases and under- 
takings” and “ expenditure in connection with new stations.” A 
total amount of £699,885 had now been expended upon new stations. 
As a considerable proportion of the time of the directors and staff 
had during this construction period been taken up with matters 
connected with the erection of plant, the board had felt justified in 
including a proportion of the management expenses in London and 
South Africa under this heading. The debts due to the company, 
amounting to £20,127, were all good, and had since been paid. 
Owing to the fact that they were again mainly occupied in con- 
struction work, and only supplied current from the old stations, a 
profit and loss account was not submitted. They would, however, 
see that after paying interest on the debentures allotted in part 
purchase of the Rand central station, and providing for general 
expenses and depreciation of stores, furniture and live stock, the 
account showed a surplus of £48,178, compared with a surplus last 
year of £36,686. This result was satisfactory, especially when it 
was remembered that their temporary contract for the bulk sapply 
of electricity to the city of Johannesburg, expired in the middle of 
the year. The directors had not ed to the revenue and expen- 
diture account anything fcr depreciation of the new works, 
as it was only towards the end of the year that the 
first units of the new plant were ready for commercial use. 
They had every reason to believe that the working of the year 
1909 would show a satisfactory surplus, but it was too early to 
estimate with any of certainty what that surplus would be. 
They were still in the construction period, and under these cir- 
cumstances they thought it wiser and more prudent not to pay any 
interim dividend upon the preference shares for the firet six months 
of this year, but to ascertain their profits before they divided them. 
In the long ran the preference shareholders would not suffer, as 
their dividends were cumulative. Since the meeting in October 
last, an immense change has taken place in the position and magni- 
tude of the undertaking. Their business had developed from one 
of medium size and importance into one of the largest electrical 
power businesses in the world with an assured and, he might say, 

ermanent connection. At the extraordinary meeting held in 

ebruary they were told RI had acquired from Mr. Harper a 
conditional agreement made by him with the Rand Mines, Ltd., 
under which, when the agreement became deflnite, 15 mining com- 
panies controlled by the Rand Mines and Eckstein Groupe would 
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contract to take the whole of their power requirements from a 
company to be formed for the purpose of supplying them with 
electricity and compressed air. This agreement was originally for 
12 years but they were successful in negotiating an extension 
of the contract from 12 to 20 years—without any right on the 
part of the Rand Mines of terminating it at an earlier period. 
The aunual power requirements of these mines were estimated by 
the Rand Mines, Ltd., at 270,000,000 units, and Lord Winchester 
spoke of this contract as being the largest contract for power ever 
placed with one company. In addition to this agreement, negotia- 
tions had been successfully carried out for the prolongation of the 
contract with the Consolidated Goldfields of Bouth Africa from 10 
years to 12 years, and important contracts had been entered 
into with other mining groups, including the Johannesburg Con- 
solidated Investment Co. In order to take advantage of the 
Harper agreement it became necessary to raise additional capital. 
Accordingly an agreement was negotiated and entered into with 
the German banks for the subscription of £900,000 5 per cent. 
debentures, and subsequently, in accordance with arrangements 
made with the banks, a prospectus was prepared and £900,000 pre- 
ference shares were issued in London. A company had been 
formed and registered in the Transvaal, entitled the Rand Mines 
Power Supply Oo., Ltd., to operate the Eckstein contract and to 
supply power in balk to their company. It had a capital of 
£1,500,000, namely,a share capital of £500,000 in shares of £1 each, 
aud it would have borrowed capital of £1.000,000. The whole of 
these 500,000 shares were being subscribed at par by their com- 
pany, and the borrowed capital would be advanced by their 
company. He wanted to make it quite clear to them that, while 
the Rand Mines Power Supply Co. was a separate and distinct com- 
pany from the Victoria Falls and Transvaal Power Co., yet it bad 
been called into existence by the Victoria Falls and Transesal Power 
Co. for a specific purpose, and ite entire capital was owned and held 
by the Victoria Falls and Transvaal Power Oo. Proceeding to dag! 
with the question of competition, which was threatened when the 
meeting was held last year, the chairman said that, thanks to nego- 
tiations, cut-throat competition, with its onnecessary duplication of 
plant and great economic waste, had been avoided, while the interests 
of the consumers of electric power had been effectively and amply 
safeguarded. The result was that their undertaking, which, a year 
ago, bad a revenue of £160,000, with scope for increase up to 
£300,000, would have a revenue of £800,000 a year as soon as the 
machinery necessary for supplying the huge demand they bad in 
sight was ready for commercial use. They had now a secured 
business, based upon long contracts. They bad the active goodwill, 
and, in some cases, the powerfal financial co-operation of the great 
mining groups, who saw in cheap electrical power a material element 
in their own prosperity and success. As a rule, in business, the 
difficulty was to find customers; in their case the immediate 
difficulty was to cope with the demands for power as they came in. 
Touching next on the strenuous work of Lord Winchester and the 
Committee, by whom the negotiations for the Ecketein and otber 
contracts were carried through, the chairman said they had voted 
these gentlemen special remuneration, and the board had fixed 
the remuneration of Lord Winchester as chairman and member 
of the executive committee at £3,000 a year. 

SIB CHARLES MRTCAL YT. Bart., in seconding the motion, said be 
had recently visited their stations, and found everything working 
well and smoothly. Не believed they had the finest up-to-date 
plant in the world. They bad now something like 12,000 gw. in 
actual use, and would have double tbat amount in 12 months’ time. 
The opposition to them appeared largely to have died away, and 
they were now looked upon as contributing to the general prosperity 
of the country. 

Replying to a question by Мв. WispEN as to the generating of 
electricity at the Victoria Falls, SIR CHARLES METCALFE said that 
they had found the question of the transmission of power from the 
Victoria Falls an enormously difficult one, owing to the attitude of 
the people in the Transvaal, who supplied coal to various com- 
panies, and also of the railway authorities, who feared that they 
would lose a large amount of revenue if coal was not used. To 
meet that opposition they bad had to defer the question of the 
long transmission for the present. 

The report was then adopted, and the retiring directors were 
re-elected. 


The recent annual report of this company evoked a complaint by 
the Berliner Tayellatt on the ground tbat it was only published in 
Englieh. When the 5 per cent. loan of £625,000 was offered in 
Germany, the Berlin newspaper states that it was expressly declared 
in the prospectus that all announcements respécting the debentures, 
as well as the publication of the balance sheet and profit and loss 
account, would be effected ір the Lciehsanzciyer, and in two other 
Berlin newspapers, as long as a portion of the A loan wasin circula- 
tion. It is therefore all the more astonishing, it is said, that tt e 
present report appears solely in English. It should have been the 
duty of the company, and of the interested German firme, it is con- 
sidered, to take care that the report was also published in the German 
language, as the German market was drawn upon for very con- 
siderable sums, and the undertaking is still in course of develop- 
ment, во that German debenture holders have an extraordinary 
interest in being sufficiently informed of the position of the enter- 
prise. . | 


Liverpool Overhead Railway Co.—The accounts for 
the past half-year show an available balance of £7,696, and the 
directors have resolved to recommend payment of a dividend at 
the rate of 5 per cent, per annum on the (1822) preference shares, 
as last year, leaving a balance of £4,695 to be carried forward. 


Central London Railway Co. 


Tus directors’ report for the half-year ending Jane 30th, 1909, 
shows that, compared with the corresponding period in 1908, there 
has been a decrease of £19,646 in the revenue receipts and of 
£258 in the working expenses. The balance carried to net revenue 
is £64,139. After providing for interest on the debenture stock 
and other paymente, as shown by the net revenue account, there 
remains a balance of £84,093. The directors recommend the 
declaration of dividends on the undivided ordinary stock at the 
rate of 3 per cent. per annum for the half-year, and on the pre- 
ferred ordinary stock at the rate of 4 per cent. per annum for the 
half-year. Dividend on the deferred ordinary stock not being 
payable until the result of the working of the whole year is ascer- 
tained, the remaining balance of £44,750 is carried forward to 
next half-year. The number of passengers carried since the opening 
of the railway in 1900, incleding those using through tickets and 
the cheap return tickets, is 376,824,427. In the reporte to the pro- 
prietors for the year 1908, attention was called to the satisfactory 
traffic: derived from the Franco-British Exhibition at Shepherd's 
Bash. The Imperial International Exhibition was opened in May 
of the current year, but though it yields some additional traffic, 
the remarkable results of last year bave not up to the present been 
repeated. The effect of the competition by horse and motor. 
omnibuses over the whole of the company's route, especially for 
short distances, has resulted in a material decrease in the number 
of passengers carried by the company's trains, and after careful 
inquiry and observation the directors decided in March last to 
Adopt, in addition to the 2d. and 3d. fares, a fare of 14. for 
passengers travelling not more than three stations from the s ation 
of departure. There has been a large increace. in the number 
carried for short distances, but the experience has been too brief to 

ermit of the expression of a decided opinion on the experiment. 

he дестезве in the number of ordinary local passengers carried 
during the half-year was 1,515,633, as compared with the corres- 
ponding period, whicb, it must be remembered, included traffic to 
and frum the Franco-B:itish Exbibition. The number of work- 
men carried was 454,714 less, but the passengers exchanged with 
other companies’ lines increased by 1,067,7( 6, indicating the value 
of the through booking arrangements. The net decrease in the 
number of passengers carried was 912,611. The company's B ll for 
the extension of their line from the Bank to and under the Liver- 
pool Street Station of the Great Eastern Co., with a connection to 
the adjacent Broad Street Station of the North London Co, hss 
been passed by Committees of both Houses of Parliament. It now 
awaits the Royal Assent. The Bill aleo provides for excbange 
subways between the Holborn Station of the Great Northern, 
Piccadilly and Brompton Co. and the British Museum Station of 
the Central London Co., and between the public subway of the 
Central London Co.'s Bank Station and the booking hall of the 
City and South London Cc.'s station in Lombard Street. 


Crompton & Co., Ltd. 


THE twenty-first annual general meeting of the shareholders of 
this company was held on Monday, at Salisbury Hovse, London 
Wall, Mr. J. Trotter presiding. | 

The CHarBMAN, in proposing the adoption of the report (see 
ELECTRICAL. Review, July 23rd, page 147), said he had no doubt 
that the net trading results for the past year would be considered 
unsatisfactory by the sharebolders. The cause of that general 
depression in trade, he bad little doubt, was to be found in the 
rapid growth of expenditure, not only in this country but abroad, 
especially expenditure of an unproductive kind. The large sums 
raised a few years ago by municipal authorities produced an 
unnatural demand for electrical appliances, with the inevitable 
result that many new works were establishcd, resulting, now that 
the municipal expenditure had, toa great extent, ceased, in very 
unkealthy competition, and the reduction of prices to a level which, 
fur the time being, left no room for reasonable profit. There were 


other causes at work of a far-reaching character which had had an 


effect upon our industries. One of them might be found in the 
reluctance of our Government to give support to industrial enter- 
prise abroad, compared with the Canadian, American, the Ger- 
man and Russian Consuls in foreign countries, who were to all 
intents and purposes pioneer travellers in the interesta of the 
industries of their respective countries. There were aleo abroad 
financial institutions of a semi-political character whose business it 
was to finance vast undertakings throughout the world. There 
was, for instance, the Victoria Falls Power Co.'s undertaking, 
involving an expenditure running into millions on electrical plant. 
There in oue of the British Colonies the work was given to Ger. 
many, work wbich should go to a British company, but they could 
not possibly undertake that work for lack of that financia] support, 
which was easily obtained by German companies from German 
industrial banka, Even for much smaller undertakings at home 
and abroad, there was a lack of financial support in London which 
could not properly be supplied by our present banks, and it left 
room for the establishment of a strong industrial bank, with able 
men at tbe head doing business on the lines of the Deutsche Bank 
in Germany. The result of the absence of those facilities was that 
electrical manufacturers and contractors were turning to company 
promoting on their own  account—an unhealthy condition 
which invariably resulted sooner or later in the lock-up 9 
capital which should be kept in a more liquid form.. That 
was shown in their balance-sheet, but fortunately not to 
a very serious extent. They were obliged temporarily to 
hold investments in other companies, especially in the Blectrical 
Варо1у Oorporation—a thoroaghly sound undertaking, making 
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satisfactory progress, but, as was always the case, involving a period 
of a few years for the business to become thoroughly established. 
Such a bank as he had indicated might safely invest in under- 
takings of that deecription with advantage to itself and with 
advantage to manufacturing concerns such as theirs, who should 
be in a position to use their capital for fresh undertakings ss scon 
as the first installation was complete. There was another cause 


which, without doubt, prejudicially affected their own and other 


undertakings, and that was the general want of confidence which 
had been brought about by recent legislation. Slackness of trade 
had resulted, and capital which, if used in this country, might 
bring about a speedy revival, had gone abroad or to the Colonies. 
During the past six months there had been new issues on the 
London market which had been successfully placed to the following 
extent :—For. the Colonies, 25 millions; foreign Governments, 
about 19 millions; foreign railways, 17 millions; Colcnial and 
foreign corporations, 12 millions; Colonial and Indian railways, 
7 millions; or 81 millions in all. It was true that a portion of 
that vast sum might be spent in the purchase of goods in this 
couoíry for shipment abroad, but even so the money went over 
seas, and it must follow that this country was not benefited to 
anything like the extent it would be if the greater part of the 
money were used in this country. If they took the last four years, 
including the present ond, they would find that there had been an 
average profit of about £25,000. The previous four years, which also 
included a bad year like the present one, showed an average profit 
of £16,500; they would therefore see tbat the business was making 
& genuine advance. The secret of the bad result obtained in the 
present year was to be found in the diminished gross profit. The 
gross profit was reduced to some extent by a slight falling off in 
the turnover, yet the turnover had only twice been surpassed in 
the history of the company. The actual gross profit on the turn- 
over was 3 per cent. less than on the turnover of the previous year. 


There seemed no apparent reason why prices shou!d rise materially - 


in the immediate future, and the oply way of making a profit in 
these times was to use every effort to increase, as well as to im- 
prove, the business, and consequently still further reduce the cost 
of production. The general manager and the staff had during the 
year given their attention to the question of the manufacture and 
sale of machinery and apparatus on wLich there might be 
a larger margin of profit than could be ob'ained from 
the sale of standard manufactures, in which there was 
so much competition. They did not limit themselves to the 
manufacture of electrical apparatus only, but had looked further 
afield, and were turning out some non-electrical apparatus suitable 
to their existing machine tools and appliances. The company’s 
designers had been exceedingly busy during the year, and several 
new patents had been taken out, the most important of which were 
а series covering the auto-converter. One of the most important 
fields open to the auto-converter was its application to the control 
of electrical vehicles—for example, omnibuses and tramcars. An 
omnibus had been equipped, and had already run over 1,500 miles, 
with results that amply justified the bigh opinion formed of the 
invention. He was happy to say that they still secured a con- 
siderable amount of Government work, and within the last few 
deys had secured an important contract of that description, in face 
of international competition. During the year foreign competition 
bad again made itself felt, particularly with alternating-current 
machinery. It was disappointing to find that many large manu- 
facturing concerns in this country would as readily purchase foreign 
as British made machinery, although the prices were the same, 
One feature which had hampered business during the year had been 
the large amount of the company's capital locked up in retention 
moneys. That feature was reflected in the item of trade debtors 
which had gone up some £30,000, aud correspondingly loans from 
banks had increased temporarily. Then again there was a consider- 
able amount of capital locked up in the Electrical Supply Corpora- 
tion. Inthe meantime it had been desirable to find temporarily a 
certain amount of capital, and with that object the directors offered 
to the sbareholders an isene of short term notes. They were still 
open to dispose of some more of those notes, but in the event of 
their not being applied for, they had made euch arrangements as 
would fully meet all their financial requirements. Turning to the 
halance-sheet the item of' plant and tools was reduced by nearly 
£31,000. The stock alao had been slightly reduced. Investments 
in other companies showed an increase of £10,000. Trade debtors 
were up by some £30,000, a large portion of which was due to 
retention money, much of which should have been realised before 
now, but for unforseen circumstances beyond their control. The 
reserve fund stood at £28,000, instead of £20,000 last year. The 
gross profit was reduced by £23,000, and the net profit to revenue 
account was only £10,000, in place of £31,000. The result of the 
year’s trade was that they had paid their way, but were unfortu- 
nately not abie to pay any dividend to the shareholders. : | 
Cor. Crompton, in seconding tbe resolution, said that as be was 
the largest sharebolder, he was hit far harder than anybody else, 
and he could tell them that this bad year was a very great blow, 
but he could say that he was not cast down. He thought that tbe 
future was still bright, for they bad the best of all assets, a very 
good staff of engineers, snd experts on whom they could depend, 
and nore of whom were leaving them. He did not consider it was 
necessary to say anything in apology for an honest balance-sheet 
5 by bonest work, by thoroughly capable engineers, and he 
lieved that they had the best engineers in the kingdom. 
The report was adopted. | 


Liverpeol District Lighting Co. — The directors 
announce an interim dividend at the rate of 4 per cent. per annum, 
kcas income-tax. Last year the rate was 5 per cent. 


Anglo-American Telegraph Co., Ltd.—The directors’ 
report states that the total receipts from January 1st to June 30th, 
1909, including the balance of £1,565 brought forward from the last 
account, amounted to £211,760. The traffic receipts show an 
inorease of £14,503 as compared with the balf-year ended June 30th, 
1908. The working ex of the half. year, as shown by the 
revenue account, amounted to £72,345, being a decrease of £950 as 
compared with the corresponding period of 1908. The directora, 
under the powers conferred upon them by the Articles of Associa- 
tion, have, before declaring the net profits, set apart the sum of 
£10,000 to the renewal fund, leaving a balance of £129,414. 

Quarterly interim dividends of 15s. per cent. on the ordinary 
stock and £1 10s. per cent. on the preferred stock were paid on 
May Ist, 1909, absorbing £52,500, and second quarterly interim 
dividends of 15s. per cent. on the ordinarv s and £1 10s. per 
cent. on the preferred stock, amounting to £52,500, will be paid on 
July 31st, 1909, as in the previous year. The balance of £24,414 
will be carried forward. 


Stratford -on - Avon Electricity Co., Ltd. — The 
directors, in their second annual report, state that, although the 
profits do not at present justify the declaration of a dividend, they 
are well satisfied with the rapid progress that is being made. 
Mr. S. Paterson retires and does not seek re-election, but the board 
recommends the election of Mr. John MacGregor, managing director 
of Messrs. Johnson & Phillipe, Ltd., in his place. The accounts 
show gross receipts amounting to £886, and a balance to net 
revenue of £216, which suffices to meet interest on debentures and 
bank chatges, leaving a balance carried down of £75. 


Anglo-Argentine Tramways Co., Ltd.—At an extra- 
ordinary general meeting of the proprietors, a resolution passed at 
the extraordinary general meeting held on July 7th, approving the 
new regulations of the company to the exclusion of and in sab- 
stitution for all existing regulations, was agreed to unanimously. 
The chairman announced that the board had considered the 
suggestions made with regard to the issue of bearer shares, aad 
that, in consultation with their Continental friends, facilities 
would be given to meet the wishes of the proprietors in that 
respect. 


Kensington and Knightsbridge Electric Lighting 
Co., Ltd.—The directors have declared an interim dividend on 
the o shares for the half-year ending June 30th, 1909, at the 
rate of 8 per cent. per annum, payable on August 12th. Last year . 
the rate was the same. 


The National Gas Engine Co., Ltd.—The directors 
have resolved to pay an interim dividend at the rate of 54 per cent. 
per annum, less income-tax, on preference sbares, and 2U per cent. 
per annum, less income-tax, on ordinary shares, for the six months 
ended Jane 30th, 1909. Dividend warrants will be posted to 
shareholders on the 31st inst. in respect of all shares standing in 
their names on the 23rd inst. Lust year the rates were the same. 


Melbourne Tramway and Omnibus Co., Ltd.—The 
London secretary has received cable advice of the declaration of a 
bonus for the year ended June 30th last at the rate of 5 per cent., 
as in the previous year, payable on August 10tb. 


Bournemouth and Poole Electricity Co., Ltd.— 
The interim dividends upon the 43 per cent. preference shares and 
the 6 per cent. second preference shares, less income-tax, for the 
half-year to June 30th, and an interim dividend on the ordinary 
shares at the rate of 5 per cent. per annum, less income-tax, for the 
ваше period, as in the previous year, all payable on August 15th, 
are announced. 


Rees Roturbo Development Syndicate, Ltd.—The 
report states that during the six months to June 30th the rate of 
progress shown in the earlier reports of the syndicate has been 
fully msintained. The royalties for the half-year amount to 
£1,108, as against £608 for the corresponding period of last year. 
The directors have decided to pay an interim dividend at the rate 
of 5 per cent. per annum, which, less income-tax, will absorb £709. 


Brompton and Kensington Electricity Supply Co., 
Ltd.—The directors have declared an interim dividend for the 
balf-year to June 30th on the ordinary shares at the rate of 9 per 
cent, per annum, the same rate.as last year. 


City of Buenos Ayres Tramways Co. (1904), Ltd.— 
The directors have declared a dividend of 1s. 3d. per share, leas 
income-tax, for the three months ended June 30th last (as last year). 


Vickers, Sons & Maxim, Ltd.—The directors announce 
the following interim dividends for the half-year ended June 30th 
last: 24 per cent. (less income-tax) on the preferred 5 per cent. 
stock and 5 per cent. preference shares, and 1s. per sbare (free of 
income-tax) on the ordinary shares. 


Continental Notes.— La Compagnie Egyptienne Thom- 
son-Houston, of Brussels, reports a profit of £4,057 for the last 
financial year. 

Messrs. Brown, Boveri & Co., of Baden, are declaring a dividend 
of 11 per cent. for the last financial year, the same as for the pre- 
ceding 12 montbs. 


Imperial Tramways Co.—It is announced that no 
interim dividend will be paid at this time on either class of 
shares. 
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100 Do. do. do. 4 Red. De ee. 4 * 4 * 4 gb — 87 ы — 87) ee A + 4 11 $ 
^. 99,400 | Pacific & European Tel., 4% Guar. Debr., 1 to 1,000 44 4% |< 99 —101 99 —10t 5 js e | 819 8 
MEO Telephon Oo. of Egypt, 44 % Deb. Red, .. .. үү ag 4 9l — 100 9 —101 » n 42 1 
P , e . © е 9 ee ee X * = тт + ee + 
1 8,042 ре Со ог Meret ee ec ee ee 97 "ng 6 199 —152 —188 e 92 +1 41% 4 
„ 129,000 | United River Plate Telephone. T ee T 8 * 8 ч ёе 63— 7 14 - 7 7 Ii + & 8 6 
| zm : 5% Oum. Pret., Nos, 1 $040,000 64 5 5 6 * 5— — BA, + 410 8 
ES W. of America, 1 to 80,000 & 58,001 to N 94 | .. è— 1 i 8 .. | 41011 
71,0% Do. 4% ре 1 to 1,500 dy Bras. Sub. Tel. 4 4951495 | 99 —101 99 —101 5% RE M 819 8 
-7.900,900 | Western eraph, Lid. os. 110 207,980.. .. 1 17 „Iq 14 18)— 14 1833 | 194 EN 5 0 0 
. Re. : 1% Deb. Stock Bed. > 4 EAEE юц 1024 —104 к 109 | «i | 818 7 
^ SBR | West India and Panama Telegraph .. .. .. N N N — B x e Nil 
qz 480 Do. do. 6 Cum. 1st f. oe ee 6 Ф 6 8 — 8) 83 == i 712 
o. 4880 Do. do. 6% Cum. and Pref. T oe 426 115 8— 9 8— 9 AR ex "m 17 2 4 
„еми Do, do. 6% Debs,Nos1101,80 . 5% | 5 1004 —1024 pol —108 101 | “a 13117 1 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
E е 88 Trams, Pref, 360,008 to Bs — 5 8% 8 9 110% | 9/&— 95 9i— 9 93 9} + NR 5 5 8 
o6 A Do. 4 b. Stock gd ds is m we ә s " 902 - 913 901— 912 916 904 А 4 6, 6 
889,307 | Auckland E, Trams, б % lst Mort, Deb. Btook .. | 100 | 5% | 6955 | 5 101 —108 101 — .. , e | 417 1 
yeh Babcock & Wilcox, 1 to 690,000. . oe 1 |99 0 20 4 4 14— 86/103 86/8 : 411 1 
100,000 Do. do. On o. тега 1 40100000 ee 1 6 6 6 1 — 1 1 ee ee oe 4 0 0 
$0,000 | British Aluminium, J to 40,0 ũ oe oe 6 , 3 1 % - — os ee *à 148 0 0 
" . 60,000 Do. do. q cum. Pref. ae ee ee 5 7 7 7 11— 1 1 те 1 . * ы 45 2 1 
0, 100 e do. " "6% Cum. Pref, ee ee b 6 6 6 3 — 8 — oe ee . 8 11 5 
* 19,007 . do, 4% Funding „ 5 4 4 " @— 54 2bi— 8 55 sè А 514 8 
194,400 Do. do. Loch Leven Debs, ee 100 ee 5 94 — #99 84 — 99 ee ee ee 611 1 
500,000 | British Columbia E. Def. Ord. Stock .. е. | 100 6 6 8 143 —147 148 —147 14? 146 ; 5971 
„400,000 Do. Pret. Ord. Stock oe ее ee ee 100 6 Б 5 122 — 126 129 —126 ee oe 4 15 8 
$00,000 Do. 5 % Cum. Perp. Pref. Stock T es | 100 b b 5 107 —110 xd | 107 —110 109 .1084 s 4 10 11 
250 (ию Do. ist Mort. Debs., 1 to 6,950 .. vs 40 102 —1€4 102 —104 1022 1024 461 
= 919,600 ро. Vancouver Power Debs., 1 to 3,900 | 100 101 —104 xd | 101 —104 108 e 467 
„us, an | British N o Traction ТМТ ИТЕ 10 [8 і Nil — 4. 2 ex Ni 
х 161,49 | Do. do. 6 % Cum. Pref. .. 10 [6 6 8 14% 23 2 18/9 47/6 А 4 10 11 
; 195,658 Do. do, b Deb. Вюск .. Stock 5 651545150565 86 — 90 — 90 87 » . | 51 1 
2 10000 e r^ ia 69, Gum. Pes. с ee 64 0 16 4 a af a H WP es 410 1 
25 500,000 | Do. do. 4 % 18% Mort. Deb. Red... | 100 108 —106 108 —106 ; 5 4 411 
лора аан твое Чопо да мав ‚ ».| 100 91 — 96 91 — 96 T А T 4 18 11 
25: 00,000 ( estinghouse 6 % то 90 475009 в ко | un Nl N] A— à A h . Nn 
8,818,868 Do do. 4% Mort. Deb. Stock .. | 100 r| 4 4 4 38 — 49 E8 — 42 í ; Р 910 6 
80,000 0. a д 6% Cum. Fre. 1 xi Ni xi Ni 146 to 15/6 о wth " їй f Nil 
Ете : ә 0 0 е өө ег і ве ee ee 
"i 140,976 Brush Electrical Engineering, [I | to 106,761 oe 2 Nil Nil Nil 0 == à 0 — e ee ee NU 
Fr 900,000 Do. do, Non-cum. 6 Pre * өө oe 9 6 Nil Nil Nil 0 — ё 0 -—— . ee Й wu 
~, 196,000 Do. do. Ф Perp. b. Btock ee Stock 18 = 48 48 т 48 ee ee ae 9 8 8 
zt. 296,000 Do. ёо, Perp. Ind Deb. Stock.. | Stock 27 — 81 л — 8l és x RC 14 10 2 
"" 899,810 | Caloutte Trams, 1 to 187,610 ..  .. : 5 87 8 6 % 4 — 4i 4- 4 96/8 | 99/6 | + | 419 4 
y - De 59% Cum. Pref., Nos. 190 29,880.. | Б |5%16%/5 4i— 6 41— 5 = Z — |500 
Lu 18% Deb. Sto. 100 444 97 —100 97 —100 M С 14100 
— ` 05000 5 nstruction shares : r " А — 1 ш — 1 Y * i 4 T 
ты 40,000 A Cum. Pref. .. ec ° == - + 
*' 899,000 Do. do. 44 % 1% Mort. Deb. Вюск Red. Stock 4 4 p. 05 1084 —105 1044 —1 й +1 4 4 6 
— «491,999 | Cape F. Trams., 1 to 56 5 © E ЧЕ bs 1 i— A Nil 
4 90,000 | Castner-Kellner s Í to 450,000 .. „„ 1 16% |8% 1995, [123% | 1%- 2 li— 2 6 0 0 
110,158 Do. do. 4) % lst Mort. Deb. Stock | 100 4 4$ 44 4%, | 103 —106 108 —106 T 4 411 
1.800, 690 Oentral London Railway, 0 Stock. ee ee Stock 4 4 8 61 — 68 61 = 68 62 5 8 2 
— 854,655 Do. do. 4% Pref. Stock ee | Stock | 4 4 4 B8 — 85 88 — 86 e 414 2 
+ 651,655 Do. do. Det. ёо. oe ee | Btock | 4 4 3 — 45 48 — 45 511 1 
enn | City and South London Railway .. ..  .. | Stock at 814— 824 814 ~ 87 412 4 
1 . 85,000 R let Mert Reg: f e wr 8 6 b 5 96 -1 -— 15 0 0 
„zamon | |. 900 of 8100; ы et to 11,006 7 20 Red. e (6% 1595 |69 | 5%) 91 — 9 91 — 94 T 5 6 б 
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Presen Closing Closing Business done | Rise +; Present 
— НАМЕ, or суа — aod | Quotations Quotations | week ended or Yield 
4 Bhare, | касір Ун» . |. July 20th. July 27th. |July 27th, 1909. Fall — r cent, 
- | удо, | ия, | 1907. | 1908. | Highest Lowest, 2 a 
960,000 | Dick, Kerr & Oo., 1 to 260,000 А e| (P 109% 0% 0% 1095 | 1 1} va e| — 8 0 0 
B05000 | Do, do. "69 Cum. Pref.,110805,000 . 1 6% 6% 6%/6%| 1 — 15 — 1 „ КИРИН саа н 
271,090 Do. dc. 4496 Deb. Btoc 100 | 44% | 44% 4% | 44% —102 —102 .. . .. 483 
,000 | Dublin United Trams. (1896) 6 % Pret. 1 to 60,000 10 6 6 | 6 6-% | 18 — 14 18 — 14 * —— ee 469 
99,261 Edison & Swan Utd., ud де shs., XE to 99, 261 b | d af ee ers А à— 5 4 А ee 25 0 0 
17,189 Do. "A * shares, 0 ш CRY 189 se 5 4 4 | ee 1 24 14— 24 e -. 6 , 0 0 
B07,895. Do, 4 % Deb. Stock Red. 100 495/4965 4 495,| 68 — 78 68 — T8 68 73 — 597 
67,720 Do. 6% Ind Deb. Stock Prov. Certs, all pd. 100 5 5 | 6 T R1 — 87 84 — 87 .. .. 5 12 1 
112,100 Electric Di 1 to 112,100 2 Nil | Nil | Nil | Nil py- HÀ *. Н 10/ Nu 
B1,890 Do. do. 1% Cum, Pret., 1 to 81,890... 3 |1 1 1 7 l— ЦА lig— 16 . .. -|.8 93 
, 000 General Electric ‘Co. one Cum. Pref, ee 10 5 | 5 | 5 . h- 7 74— 8 . d +та | 6 5 0 
. 900,000 Do. do Mort Deb. . Stock 4 4 4 4 % | 85 — B8 85 — 88 ee Р > 41011 
78,000 | Gt. N, & City Rail. Pref. Ord. E44 % 1 to 78,000 10 4 % 41 | 4% | Nil 2— 1 1— 1 e 2 618 4 
96,000 | Greenwood & Batley, 1% Cum, Prei. | 10 |Т% 15 7 | .. | 101— 103 91— 1 e [+ 12725 P NES 
80,000 Do. do. 5 Mort. Debs. ee ee 100 5 5 | 5 5 % 102 —108 102 —1 22 2 ee 4 16 10 
40,000 | Henley's (W. T.), der. Works, Ord. m ха Б 15% 16% | 159% |15 % 112— a 12 — 12 124 | 1133 +4 | 619 6 
40,000 Do. M 6 d d do 5— 5 54— 6 545 e +% | 4 110 
рц 160,000 Do, poen Deb. Btock | Stock | 4 | 4 4 % 105 —107 1054 —1071 | oss Я +4 439 
60,000 | India-Rubber, баз — n Works. 10 1 t0 % 10 10 % | 144— 154 144— ш 15ra 144 I 
87,500 Liverpool Overhead vs 10 Nil | N 4% | Nil í— 8 1— H T Nil 
10,000 Do. ' Pret, fully paid V 10 5 5 6 5% 5— 6 6 — T T - B 68 
$00,070 | London United dium. Mets to 60,004 46 is 10 8 95 | 8 8 Nil lá— 23 l4— 21 - х Nil 
899,980 | Ро. do. 008 to 100 10 8 „ 8558 Nil | 1lài- 2 là— 25 V Nil 
195,00 | Ро; do. POR Pref, 1 t0 135,000 10 |56 5% 8 % 2— 2 2— % 50- | 45 15 0 0 
1,881,000 Do. 4 lst Mort. Deb, Stock. 100 4 % 4 % | 4% | 65 — 68 68 — 11 67 +8 512 8 
5,782,062 | Metropolitan 99. опаа i n 55 100 12 | 4% 95 | 404— 4103 40à— 41 41 4 + 110 6 
9,640,914 Do. Burplus Lande  ..| 100 | 24% | % | 68 — 70 61 — 63 684 171 —1 8 19 6 
8,985,000 Do. District .. "e al ME ü | Nil | Nil | 174— 18 "I © 174 17 — # Nil 
891,387 me Electric Trams., ‘Ord. 95 a 1 T = 4 à— — .. . T 
B14,016 do, Def fi... T 1 Nil | Nil | Nil i — | "nm - Nu 
500,000 D do, 5 9% Cum. Pref. .. Ts 6 & 5 |5 4 — on — г. e 519 5 
585,600 Do. do. 44% Deb. Stock Red. | 100 44 44 4496 | 4496 | 964 — € 95 — 97 "Hs ё 412 9 
$10,823,200 | Mexico Trams Co., Common Btock .. 6% es 90 * e 180 —132 126 —129 130 12714 —35 ee 
$9,000,000 Do. Ist Mort. 50-year 6%, Gld. Вав, EX Ме "€ | .. |5 % | 921— 943 93 — 95 | 94i 131 ＋ | 5 3 
245,500 Potteries Electric Tra. tion . ee ee ee 1 4 H | q $ Nil "T 18 | à— А e's — £n „„ 
245,500 Do. 69 Gum, Pref, (4 че d 1 |Б%|5% 5 |5 | 4— 1 12/ 11/6 * 6 17 11 
945,000 44 % Deb: Воск  .. „| 100 | 44% | 48% | 4 44% | 86 — B9 | 86 — 89 - T Я 5 1 2 
87,850 Telegraph Construction and Maintenance . 19 15% 15% (7 15 95 | 334— 35 84) — 86 85 834 +1 | 500 
140,0001 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 | 4 4 1 4 % | 99 —101 994 —1014 M 8 18 10 
1,000,000 | Underground Electric Railway, 5% Prior Lien és d d d .. | 5% | 1024—1083 102) —1034 1034 1074 +4 | 4167 
2,800,000 Do. do. Bond ds. b» we ed .. | 44% | 87 — 89 | 87 — 89 884 " 5 13 
4,900,000 Do. do. Income Bonds кы NS Ds .. | 87 — 89 | 86 — 88 874 —1 "T 
66,666 Willans & Robinson, 1 ,000 & В0,001 to 116,666 b | Nil Nil !0 $ Nil | i- | 1 am ot . 
68,666 | Do. 6 90,001 to 80,000 4 192 001 to 141,666 1 | NH! .. |6 % | 9i— si 2)— 3i a oo | 444 
245,495 | Do. tot ent Deb. Shook e ae | 4 49 4% % 16 — 80 76 — 80 — 5 0 0 
ELECTRICITY SUPPLY COMPANIES, 
15,000 | Bromle (Kent) E.L. & P., 1 to 15,000 - е y 4i— 4 4— 4 .. oe T 510 0 
70,000 Be. do. 44 96 1st. deb. stock 100 d d 93 — 96 93 — 96 n " 418 9 
B0,449 * & Kens, Elec. = p., Ord., 1 to 90,000 6 110 10 8 — 8 — a 84 8 = 517 8 
9,561 7% Cum. Pref. 8s |1 7 8 — Bà 8 — es "5 ^ 424 
886,876 Central Ei у; зкен. о Supply 4 % Guar. Dex Btock .. ме : : 97 —100 " i ETIG m ‘a ? S : 
80,000 Do, — € dão. ' ч == I АЁ ds 4 -4 4 5 95% NS + 410 0 
80,000 Do, " City Undertaking” 44 % Cum. Prt, 5 96 4 - Ч ee e + 6 210 
445,786 Do. do. 4% Deb. » , 0 | 100 4 4% — 99 96 — 99 . T B19 8 
49,486 Chelsea Electricity Supp! Ord. ee ee ee 6 6 d 88— 44 88— 44 е ee 1 ee 5 9 1 
Е саан 
о оп ес. . um „ p 
40,000 Do. 6 Cum. Pret., 1 to 40, ee ee 10 6 6 Ж, 6 12 ә 18 12 == 18 19], 4 12 4 
400,000! | Do. 6926 Db. Btk., Scrip. (iss. at 115) all pd. ou 5 5 & 5 121 —124 121 —124 408 
800,000 Do. 44% 2nd. Db. Stk., Prov. Orts., all p̃d. 100 43 4% 44 99 —102 99 —102 .. А 488 
50,000 | County of Durham Electrical Power, Ord. .. 6 |4 4% n — 5 $^ - - в 6 8 
50,000 ION. = do, 5 % Pref. .. Б |6 E 5% T юа ös 618 4 
250,000 do. 5% Ist Mtg. Deb. | Stock | .. | .. f — 953 — 95 . . ec 5419 
40,000 ошу London jtlectrio Ligh ‚ Ord. 1—40,000 10 b b b — А 5 6 8 
55,000 do. 6 % Pret. ‚ 40,001—60,000 10 69,516 6 1 11 104 — 11 11, 1013 * à 5 6 8 
400,000: Do. do. De . ee ee 4 4 108 —106 108 —106 4 4 11 
400,000 Do, do. 2nd. Deb. Btock .. | Btock 4 44% | 100 —103 160 —108 és х 475 
80,000 Edmundson's Electric Ыр crc Ord. Shares b 4 il il m 12 P - ép Nil 
80,000 Do. do O. Cum. 4 es ee 6 6 8 Nil Nil x — ee Nil 
480,500 |: Do. do. 4% % lst Mort, Deb. Stk. 100 43 44% | 44 59 — 62 xd | 59 — 62 593 n MN 1 6 2 
$8,150,000 | Electrical Dev. Co. of Ontario, 595 Ist Mtg. Gold Bnds. | $500 80 за с, EC 854 — EB) 844 — 864 864 84 —1) | 516 8 
10,000 Folkestone, 1 to 10,000 ee ee ee ee ee b БА 64 bà 54 14— b 44— b oe ee ee 6 10 0 
10,000 Do. . 6% Cum. Pref., 1 to 10,0 T b Б b 5 5 5 — bà Б — oe #8 410 0 
90,000 Do. lst Deb. Sn .. 100 |4 4 4 98 —101 98 —101 : А i ER 
15,000 Hove, 1 to 16, ee ee 5 9 p 8 7 acd 1 75 — 7 ee ee Б ll 6 
$1,976,000 Kaministiquia Power Co., B% Gold Bnds. T ee T "M a 88 Е 974—1 974—1 98 419 6 
21,000 | Kensington and Knightsbridge Electric Ord. 58 5 110 10 10 8 6 1 — 7 өө 6 586 
nos Do. 60. i do. * 4 Tener eng Msc 4 4 4 4 " — 100 97 2 $é 3 3 : 
, London Electric Supp dur "um on, А 4 4 — — vi 4 
70,000 оа - йо. 0 cit, а TE as 6 6 6 e 6 7 58 — 51 ы — T i in 611 8 
CHR eine em е5 Во а SS “с аи foie | | ef ERS 
' e ec upp ee 10 8 5 us .. + 
à 76,121 керо Cum. Pret. E 106 ee 6 4 4 4— 6 oe ee bs 4 10 0 
285, Do. y Mort. Deben. 'Btock ee ee 4 4 105 —108 105 —108 ee 4 3 4 
' 948,0007 Do. Mort. Deben, Stock Redem. | Btock t34 — 864 884 — 864 А T 4 011 
$6,000,000 | Mexican Electrio Light Со. 6% lst Mtg. Gold Вай | о БАБА Ба |Б | 82 — 84 89 — 84 $e 418 7 
18,585,000 Do. Light and .. 8100 iv 50 .. | 84% | 68 — 72 67 — 71 7¹ —1 417 8 
$2,400,000 | Ро, do. "e dum. Pref. Btk. | Btock | |) |... | 2074 | 103 —107 101 —108 1 103 511 1 
$12,000,000} Do. do. 5% Ist Mtg.Gold bads, А кн ue qul 874— 88 — 89 88 | +4 | 612 4 
· 960,000 аа ites i P7 и nn 100 44 44 4 94 — 97 91 — 97 is & 412 9 
180,491 | Newcastle-on Фа 5 E B 8 11— 4 5k T T — à 210 0 
131,000 » RT MT Pref., 1 to 87,500 run ‚| 6 |5 b b b 44— 4i— 6} a vs „ | one 
о е ectric rower бп А - 
ne ae an eee ten EM) m | | A mom аа zzz fuse 
. ee ee ee 10 7 7 — 1 x 111— ^ 
90,000 Mi capi rdg e абды ee ee ee 6 12 5 a bg 6 — d 6 — 61 .. .. oe 5 1 8 
60,000 Do. 4% Deb. Btoc ee 100 4 4 4 4% 92 — 95 xd 94 — 97 ee ee ee 4 1 8 
119,694 | River Plate Elcty. ер 1 Nos. 1 to 190,507 1 ve 1 ae 695,|895 | l'4— 15 1А— 1% 28/ T * 8 7 3 
100,000 | Do. do. % Non Cum. Prei. үз" 1 6˙% 8 6 6 — — 14 20/9 | 20/ 510 4 
200,000 | Do. do. 6% Deb. Stk. Red. .. ae as | 100 59% 16 b Б 103 —105 192 —105 ee 581 
40,000 St. James’ and Pall Mall Electric Light, Ord.  .. Б |124% |10 10 10 BSj— 9 71— oR es 618 4 
20,000 Do, = 1 5 7 — poen to 40,080 6 1 7 1 1 7 — 7 75 — 7 ! +4 4 11 10 
12,000 Bmithfleld 3 Ele dE (^W ee ee 6 4 il Nil ^ S à 10 — à .* ee Nil 
65,000 | South London Electric Bu ce Aw 4 4 8 4 5 96 2i— 41— А i 6 9 0 
122,000 | South Met. Elec. Lt, & Bower. Dri е6. ee 1 | 94396 | 99% | 24% | 24% — 1 .. T та 480 
224 520 Do. do. 4 % in Deb, Вак, | 100 43 | 4% | 44% | 44 100 —103 120 —108 és 400 
80,000 | Urban Electric y, Ord. ee’ we b Б b 5 5 % 1 4- 1 Ў 25 0 0 
50,000 Do. о. 6 % Cum. Pref. 5 b b 5 5 96 li 23 lg— 2% — 3 1115 4 
275,000 Do. do. 449 1st Mort. Db. Stk. Red. 100 4 t% 44% | 80 — B1 79 — 83 кй Кү ee 
808,000 | Victoria Falls Power Co., Pref. Nos, 1 to 800,000. 1 555.1 — i 2 of! ＋ W 6 6 8 
110,000 Westminster Electric Bupp D. um oe x) 1 11% ph 10 $ — 8 — € á ; 6 1l 2 
81,279 Do, do. 9 Саш, Pret, Re. | 6 44% 4Mo | 4i— 5ixd| 41— 5] 5 ned o. 
А duced from 5% since dlst Dec., 1905) 
* Unless otherwise stated, all — are fully paid à; t See on р! Btock * Interim Dividend. 


Bank rate of Disconpt 24 per cent.. 1909. 


——————————À ———————— гни 


Vol. 65. No. 1,653, Jony 30, 1909] ^ 


THE ELECTRICAL REVIEW. 


198 


THE ELECTRO-MECHANICAL PROPULSION 
OF SHIPS. 


By A. P. CHALKLEY, B. Sc. 


(Concluded from page 154.) 


A SYSTEM which is attracting widespread notice is that of 
Mr. Durtnall, who for many years has interested himself in 
the problem of electric propulsion. Fig. 5 shows his 
Paragon system, in which, as in the previous case, 
three-phase alternating current is used, but variations of 
speed are obtained in a different manner, the generator 
being of special design, instead of the motor, as in the Mavor 


arrangement. In the figure, A is the shaft of the prime mover 
(which may be a turbine or a gas or oil engine), and on it 
are the rotors of two machines, B, the generator, and н, the 
transformer generator; K is the low-speed motor in the stern 
of the ship, driving the propeller shaft J direct, the motor 
being of the ordinary efficient three-phase squirrel-cage type. 
The object of the transformer generator is to vary the perio- 
dicity of the current supplied to the motor, and hence allow 
economical variations of speed. To take an explicit case, 
suppose the generator B to be wound with four poles, the 
transformer-generator H with 16 poles, and the motor K with 
60 poles, the speed of the prime mover being 1,000 R.P.M. 
The field of the exciter x is firs& short-circuited by the 
switeh к, but on breaking this the voltage rises in the 
generator, giving a periodicity of 1,000 x 2 — 60 equals 
33:8 per second, and if by means of suitable switchgear the 
current is taken directly into the motor, the latter will have 
a synehronous speed of 4 x 1,000 — 60 equals 66:6 R. P. M. 
To bring the motor up to its second speed, the exciter field 
is short-circuited again, and the current from н is led into 
the slip rings of the rotor (or primary) of the transformer 
generator, from the stator (or secondary) of which, the motor 
K now receives its power. 

Referring to the top diagram in fig. 5, the arrow o shows 
the direction of rotation of the prime mover, and, of course, of 
the rotor of the trangformer generator, and the connection to 
the slip rings d is such that the flux due to the current is in 
an opposite direction to that of rotation. We have, there- 
fore, 4 x 1,000 equals 4,000 alternations per minute, due 
to B, and 12 x 1,000 equals 12,000 alternations per minute 
due to H, but in an opposite direction. The periodicity is, 
therefore, 12,000 — 4,000 — 2 equals 4,000 per minute, 
or 66°6 per second, giving a synchronous speed of the motor 
of 193:3 R.P.M. For the third and maximum speed the 
voltage is once more reduced to zero by closing the switch 
F, two of the phaaes of the generator being reversed, and the 
voltage brought up again. The flux in H, due to the 
generator, is now in the same direction as the speed of rota- 
tion and the alternations of current in the secondary of the 


tranaformer generator are 12,000 plus 4,000 equals 16,000 
per minute, or 138:3 periods per second, giving a synchronous 
motor speed of 266:6 R.P.M. It will be noticed that these 
changes can be brought about by the use of very simple 
switchgear, that each speed gives a high overall efficiency, 
since the losses are only equivalent to transformer losses, 
which are notoriously low, and that the speed of the prime 
mover remains unaltered throughout. Е 7? 
Any intermediate speed of the motor (and propeller) could 


be obtained by mounting the stator of the transformer 


generator on bearings, and braking it to give any required 
periodicity, but this is not to be recommended for marine 
work, and is, indeed, unnecessary, since three speeds will 
satisfy all requirements. The motor may be reversed, and the 
same three x ами obtained, going astern, by simply reversing 
two of the phases of the motor, and it is evident that practi- 
cally the same efficiency could be relied upon, as in the 
previous case, besides which, mancevuring will be carried 
out with great ease and precision. TA 

.In America there is alréady an electrically-propelled boat 
in operation; being used as a fire float at Chicago, and its 
results are most satisfactory, though, of course, it is only a 
small affair of about 500 н.р. In this case the steam tur- 
bines drive both generators and rotary water pumps, which 
is a very economical arrangement, since power is not required 
by the propelling motors when water is needed from the 
pumps. The generators are D.C. machines, the voltage being 
about 250, and series wound motors are employed for driving 
the propellers. The general disposition of the machinery in 
the boat is seen in fig. 6, from which it appears that there 
are two turbine sets with the condenser in the middle, the 
boat being propelled by the two motors, which are placed 
well in the stern. Above the propeller motors, on a platform, 
are small turbine-driven exciters for the main generators. 
The whole of the machinery is conveniently at the command 
of the pilot, since everything may be operated by two con- 
trollers, on either side of the wheel. 

There is at present working in Russia a boat fitted 
with Diesel oil engines, and. driven by electric power, 
designed in a somewhat novel manner to overcome the 


loss of efficiency at low speeds. The Diesel engine is 


coupled to a direct-current generator, which at. cruising 
speed delivers its power to separately-excited motors on 
the propeller shaft; but when full speed is required, a 
magnetic clutch engages automatically, and the oil engine 
drives the propeller shaft direct. This system is bold and 
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interesting, particularly from the fact that oil engines are 
used as prime movers, but it is probably not nearly so efficient 
an arrangement as it would have been with a purely electrical 
drive, for the speed of the Diesel is almost certainly far too 
high to obtain maximum economy from the propellers, and, 
moreover, full power is not provided for the reverse, which 
will lessen the ease of manœuvring. 

The prospects of electric propulsion would admittedly be 
small, unless some substantial reduction in running costs 
could be predicted, but fortunately a complete investigation 
of steam consumptions for both systems shows a very marked 
advantage in favour of electricity ſor almost every type of 
sbip. It will be sufficient, for purposes of compurison, to 
take as instances two totally different boats, and see What 
saving could be effected in each case. Of course, it may be 
said that figures will prove anything, and the upholders of 
the electro- mechanical system are the first to admit that 
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their calonlations are not absolute; but what they do insist 
upon is that the disproportion in costs between the two 
methods is, apparently, so very great, that the figures show 
definitely that electro-mechanical propulsion merits a fair 
and exhaustive trial. 

Taking the resulte actually obtained on the Dreadnought, 
we find that at full power nearly 80,000 Н.Р. is required, 
and the steam consumption was about 147 lb. per shaft 
H. P.-hour, including auxiliaries, the speed of the propellers 
being 300 R.P.M. In place of direct drive, consider an 
electrical system in which four turbo-alternators of 6,000 
KW. output each are employed, the power being de. ivered 
to four 7,500 B. H.. three-phase motors, having an effi- 
ciency of 95 per cent., which is quite allowable. A steam 
consumption of 14°5 lb. per Kw.-hour for the turbines, 
including auxiliaries, would be guaranteed by any firm of 
turbine manufacturers (no superheat being used, to keep the 
comparison legitimate), which is equivalent to 10°9 lb. per 
H. P.-hour. This means that the consumption of steam per 
H. P.-hour at the propeller shaft is 10:9 ~ 94 = 11:6 lb. 
per shaft H.P.-hour, as against 14°7 Ib., with direct drive, 
showing a saving of 21 per cent. in steam and coal. This 
i8 the économy produced at full speed, but it would be 
even more marked at cruising speed, which is the general 
condition for a battleship. In this case, the electrical 
system would be practically equally efficient, or at any rate 
within 7 or 8 per cent., since part of the generating plant 
oould be shut down, and the remainder run at full power, but 
with the direct drive the efficiency drops at least 20 per cent., 
and probably more. This fact is well brought out in the 
figures given by Mr. Bell in his paper before the 
Institution of Naval Architects last year, with reference to 
the Lusitania, in which it was stated that tbe steam cor- 
sumption at 25:4 knots was 12°77 lb. per shaft H. P.-hour, 
while at 15°8 knots the consumption was 21:23 lb—an 
increase of nearly 40 per cent. Of course, this difference 
would not be go great in a battleship where special cruising 
turbines are employed, but it would be sufficient to show a 
heavy margin in favour of electricity. As regards first 
costs, there is, to commence with, a saving of 21 per cent. 
in boiler power, size of feed, air and circulating pumps, con- 
denser& piping and mary auxiliaries, while the astern 
turbines and the greater portion of the propeller shafting 
would disappear. In the Dreadnought there are 10 turbines, 
so that it is not beyond the realm of possibility to assume that 


the electrical plant, with four turbo-generators and four 


motors, would cost less than with the direct drive, allowing 
for the above-mentioned reductions, while the weight would 
be more or less proportional to the cost (or vice versa). 
Manceavring would be carried ont much more easily, since 
full power is available for going astern, and this is a point 
which cannot be too strongly emphasised in warships. 

Tt is to be noted that if superheat were used, a saving of 
another 7 per cent. could safely be reckoned on, since it is 
well known that 100° superheat causes a reduction of 7 or 
8 per cent. in the steam consumption of turbines of almost 
any power. It might be argued that this cannot be con- 
sidered an economy for the electric drive, since it 
would apply equally to the direct drive, but this is not 
the case. Superheat has never been used for large marine 
turbines, probably on account of the fear of distortion of 
the very heavy cylinders, and coneequent stripping of the 
blades, but this point scarcely enters into consideration 
with high-speed turbines, coupled to alternators, since the 
cylinder castings are so very much lighter. 

There is, in fact, no reason against the use of 100° or 150? 
superheat in electrically propelled vessele, and this may be 
accepted as an inherent advantage of the system, and the 
gain in efficiency by superheat added to the increased 
economy, in the case of the Dreadnought, would then 
become 28 per cent. in favour of electric propulsion. 

On the above showing, it will be admitted that a good case 
has been made out for battleships, since the figures are not 
mere assumptions, but are those actually obtained in practice, 
and it will be seen that equally good results may be anticipated 
with intermediate speed liners. 

One of the commonest types afloat is the 14 to 18-knot 
boat, driven by reciprocating engines—a type which the 
turbine has been practically unable to touch, because of 
the comparatively low speed, but which is eminently 


adapted for electric propulsion. One of the modern 
Cunard liners of 15 knots has been found to require 
13:5 lb. of steam per r.H.P.-hour, or, allowing the high 
efficiency of 85 per cent., the engines take 15:9 Ib. per shaft 
H.P.-hour. The total shaft horse-power is 8,000, and this, 
in the electric system, conid be obtained by two 4,000-B.H.P. 
squirrel-cage motors of 95 per cent. efficiency, the input 
being, therefore, 8,400 H.P., of 6,300 Kw. For the 
ganeration of this power, two turbo-alternators (three-phase) 
of 8,500 Kw. each, would be employed, the surplus current 
being used for various auxiliary purposes, and replacing the 
electric generating engines. The steam consumption of 
turbines of this power, running at 1,000 or 1,200 R. P. u., 
with 100° superheat, and 28 in. vacuum would not exceed 
14 lb. per Kw.-hour, excluding auxiliaries, ог 10°5 lb. per 
H.P.-hour. This is equivalent to 10:5 95 equals 11 Ib. 
per shaft H.P.-hour, as against 15:9 lb. with reciprocating 
engines, showing a saving of no less than 31 per cent. 


PROCEEDINGS OF INSTITUTIONS. 
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The Faraday Society. 
TRE ELECTBODEPOSITION CF Brass. 


Ir is a surprising fact that, although electroplating is the very 
oldest of the electrochemical industries, its practice is still 
almost entirely pervaded by the “rule-of-thumb” method, and it 
is only just now beginning to progress beyond a point which was 
already attained 50 years ago. The admirable paper, entitled 
“The Conditions which Determine the Composition of Electro- 
deposited Alloys: I. Copper Zinc Alloys," which Мв. S. FIEL», of 
the Northampton Institute, read before the Faraday Society on 
June 29th, is a healthy symptom of the passing away of the old 
state of affairs. It is to be hoped that it will be carefully studied 
by the large number of persons engaged in the electroplating 
industries, particularly in such districts as Clerkenwell, where 
“rule of thumb" is rampant, and that Mr. Field and others will 
follow up this experimental study of one branch of electroplating 
by others which will cover the whole field of practice of this most 
interesting art. This paper on brass deposition is all the more 
welcome, as it is the first systematic study on the subject which 
has appeared, at least in English, as far as our recollection of the 
subject goes. 

It is obvious that to deposit an alloy of constant composition, we 
must use a mixed solution of the metals from which each is 
deposited at the same E. x. T.; or, in other words, we must electro- 
lyse compounds having approximately the same heat of formation. 
In the case of copper and zinc, the constituents of brags, these con- 
ditions are more or less fulfilled by the cyanide solutions of the 
metals and the metallic ions, therefore, are easily discharged 
together. The B M.F. of deposition of the two metals, however, 
is strongly influenced by such conditions as the concentration of 
each in solution, the amount of free cyanide in solution, the tem- 
perature, the current density employed, the amount of stirring the 
solution is subjsct to, and so fortb, and it is the influence of these 
conditions on the composition of the brass deposited which fern в 
the subject of Mr. Field's investigation. In practice it is of great 
importance to know how to change the composition of the depoeit, 
because, generally speaking, one has to deal with cathodic objects 
of very irregular shapes, so that there is a varying current density st 
different, poiuts of the cathode, and hence brassof varying composi- 
tion is continually being deposited, and the composition of tbe 
solution being correspondingly altered automatically. To rectify 
or make the necessary allowances for these unavoidable changes 18 
one of the duties of the skilled electroplater. 

A preliminary word on the electrolysis of cyanide, solutions 
may be usefully stated here. The solution from which brass 15 
deposited consists of a mixture of the double cyanides of copper 
(Cu CN. KCN) and zinc (Zn (CN),.2 KCN). The ions of solutions 


of these salts are K, Cu(CN, , and K, Za(CN) respectively. 
Consequently, the metals copper and zinc are deposited from 


solution by secondary chemical reactions, potassium being the 
primary cathodic product :— 


K. + CuON.ECN = On 4 2KON| (р 
2K + Zn(CN,.2KCN = Zn + 4 КОМ 
At the anodes, insoluble cyanides of copper and sinc are 
formed :— 
Cu CN) + Cu = 2 CuCN } . (9 
Zn(CN, + Zn = 2Zn(CN), 


Unless the solution is stirred, so as to bring the free potassium 
cyanide formed at the cathode vp to the anode, these cyanides of 
copper and zinc will form an insulating coating on the brars anode. 
In practice, however, free cyanide is present in the solution, An 
this keeps the anodes clear, so that they diesolve freely. The free 
cyanide (being only alightly dissociated) does not impart conduct · 
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ance to the solution in the same way that free acid does, say, toa 
copper sulphate solntion. . 

It will be seen from equations (1) that the same current will 
deposit about twice as much copper as zinc, hence under ideal con- 
ditions the resultant brass will approximate to the composition 
2 Cu: 1 Za. This is a very fortunate dispensation, as brass of that 
quality happens to have a fairly average colour, although erring 
somewhat on the ligbt eide. | 

It will be impossible here to describe in any detail all the experi- 
ments Mr. Field has made on the conditions which influence the 
composition of the brass deposit; those specially interested in the 
subject must carefully study the original paper. Suffice it to вау 
that as the solution of zinc and copper and their deposition follow 
very different: laws, there must be a continual change of composi- 
tion in the electrolyte, and hence it is of the utmost importance to 
know how changes in such conditions as (1) density composition of 
electrolyte; (2) rate of agitation; (3) current density ; (4) tem- 
perature, will affect the proportions of copper and sinc in the 
brass deposit. The general conclusions arrived at by Mr. Field 
are briefly as follows:—Conditions which tend to raise the 
P.D. between the terminals of the cells, euch as dilution of the 
solution, decrease of temperature, and increased current density, 
increase the percentage of zinc in the deposit. On the other hand, 
the addition of free cyanide increases the percentage of copper in 
the deposits, and it also increases the solution of hydrogen, unless 
this be minimised by rapid agitation. Copper may be freely 
deposited with a large propcrtion of zinc compound present. The 
one important respect in which Mr. Field’s research is incomplete 
is tbat he has not yet studied the effect of very rapidly stirring the 
solution, that is, far beyond the agitation necessary merely to ensure 
free solution of anodes. The rapid renewal of electrolyte near the 
cathodes, due to very vigorous agitation, is certain to have a very 
- considerable effect on the deposits, and it is to Ъз hoped that Mr. 
Field will extend his experiments in this promising direction. We 


would also express the hope that his studies will not stop at the 


electrodeposition of brass, but will also include the deposition of 
such other useful alloys as bronz', which now also has considerable 
practical application. | 

A paper by Da. Henry BAND on Rapid Electro-analytical 
Separation of Metals " contains a description of s»me developments 
in the apparatus designed for this purpose some years ago by the 
author. Тае apparatus— which is in constant use at the National 
Physical Laboratory—makes it possible to deposit and separate, in 
most cares in from 5 to 15 minutes, the metals silver, mercury, 
copper, bismuth, lead, cadmium, zinc, antimony and tio. 

Dr. R. Beckett Denison, in a research on “The Relative Rates 
of Migratioa of Ions in Aqueous Solution,“ has determined by the 
well-known method (devised by himself and Dr. Steele) of direct 
observation of moving ionic boundaries, the transport numbers of 
the halide salts of the me'alsof the alkalis and alkaline earths, It 
is pointed out that the study of transport numbers by the direst 
and indirect methods affords a means of determining the degree of 
hydration «f the ions. | 


The Rüntgen Society. 


Ar the annual general meeting on June 3rd, Mn. R. S. Waiaur 
read a paper on the new Saook Röntgen apparatus. This apparatus 
is the invention of Mr. H. Clyde Saook, of Philadelphia, and for 
some time it was manufactured only by the American firm which 
Mr. Snook represents. Daring the autumn of last year arrange- 
ments were concluded for the instrament to be made in this country, 


but this involved laying' down new and expensive machinery, : 


and 16 was not until the early spring that arrangements for the 


manufacture in Eagland were completed. The instrument shown 


was constructed in this country from beginning to end; it was the 
2 Kw. size, and weighed a good many hundredweight. | 


jee“ 
CURRENT RECTIFIER OF THE SNOOK GENERATOR: 


The essential parts are three; a motor-converter, a high-tension 
transformer, and a pole-changing rectifier. The sole function of 
the motor-converter shown on the extreme left is to convert the 
original continuous current into a sinusoidal or alternating one, and 
this is supplied to a high-tension step-up transformer giving some 
100,000 to 120,000 volts on the secondary circuit. Above this 
transformer is the revolving commutator or rectifier shown on the 


ht, which is rigidly attached to the axle of the motor - converter 


(thereby ensuring absolute synchronism), transforming the alter- 
nating discharge into a unidirectional one. For the sake of clear- 
nose, the regulating switchboard, resistance, &c., are omitted in this 
diagram. — | | 


The transformer is of the closed-circuit type, and the winding is 
extremely iatricate. 

In working the apparatus, the first step is to start the 5 
means of the ordinary starting switch attached to the switch ; 
and then by simply closing the switch controlling the winding of 
the transformer, we can obtain an absolutely unidireotional dis- 
charge from the secondary, regulated to any extent by means ої 
the adjusting rheostat. "Whether the output is great or small, there 
is absolutely no reverse current. 

If an X-ray tube is connected to the dischargers, the ourrent in 
it can be varied at will from 5 milliampere up to 30, 40 or 50 milli- 
amperes; all that is needed is to vary the resistance. There being 
no uncertain contact- breaker to reckon with, the current from the 
X-ray tube rises and falle accordingly as the switch handle is turned 
to the right or to the left. | 

The radiographs obtained with the apparatus are - practically 
instantaneous; tha actual time of exposure is certainly within 
one-tenth of a second. Extreme detail is obtained in the soft 
tissues, much greater than is seen in a radiograph taken with a 
longer exposure, | | 

ne large currents used undoubtedly put a heavy strain on the 
X ray tubes, and no doubt the weak point at present is the impos- 
sibility of finding tubes that will carry with anything lika real 
safety a current of 50 or 60 milliamperes. Fortunately it seems to 
be the case that a tube exhausted while a current of a certain 
strength is being passed through it will stand that current in after 
work very much better than a tube not so exhausted, and this 


apparatus affords a ready means of putting such a heavy current 


through X-ray tubes for any length of time desired. 


Physical Society of London. 


AT the meeting held on June 25th, amongst other papers, one was 


read by MR. A. CAMPBELL “On the Measurement of Wave Length 
for High-frequency Electrical Oscillations.” The experiments had 
for their object the calibration of wavemeters for the measurement 
of the high frequencies (200,000 up to 1,000,000 cycles per sec.) 
used in wave-telegraphy. Two wavemeters were tested, both being 


ol the type consisting of a series of self - induotance coils used singly 


in series with a variable air-condenser and a thermo-ammeter, the 


capacity being altered until the cirsuit showed resonance with the 


working circuit. The coils of one wavemeter were wound with 
solid wire, those of the other with stranded wire (7/36), «ach strand 
being separately insulated. The absolute value of the frequency 
was determiaed by photographing spark-trains in the primary 
circuit by means of a rotating mirror ranning at a constant and 
ас urately measured speed. The values of the frequency deduced 
from the measured values of x and L with the stranded-wire 
wavemeter were in close agreement with the actual values deduced 
from the spark-photogrspis. With the other wavemeter the 
agreement was not nearly so close. The results show that the 
inductances of the stranded: wire coils are practically unaltered for 


. frequencies from 0 up to 1,000,000 cycles per second. е 


` А paper on "An Electro-Magnetic Method of Studying the 
Theory of and Solving Algebraical Equations of any degcee," by 
Dr. Russert and Мв. Атту, was read by the authors. A simple 
apparatus which the authors had devised for students' use was 
describ2d, with which all the roots could bə determined with a 
maximum inaccuracy of 1 per cent. 

Dr. C. V. DRYSDALE exhibited a new Fery thermo-electric 
calorimeter. This form of calorimeter caa be used continuously, 
and permits the value of the gas produced in a gasworks or 
producer plant to be watched from time to time. The principle of 
the instrument is that of burning the gas to be tested at a constant 
rate in a special burner consuming from 5 to 10 litres per hour. 
This burner heats a recuperative thermopile, of which the cold 
junction is traversed by the air employed for the combustion, while 
the hot junction is heated by the products of combustion. The 
thermopile contains 15 junctions, which enable a р.р, of 2 volt to 
be obtained. The energy produ ed is sufficient to obtain a trace 
with & recording instrament similar to that obtained with the 
Richard recording thermometers and barometers. : 

A paper by Ma. F. W. Jonpas, on An Instrument for Measuriv 
the Strength of an Intense Horizontal Magnetic Field," was re id 
by the author. The method consisted in measuring directly the 
transverse force on a conductor traversed by a current in a direction 
at right angles to the field. | 


German Installation Contractors’ Union.—The 
seventh annual conference of the Union of Electrical Installation 
Firms was held recently at Aix-la-Chapelle, where representatives 
of kindred firms were present from Austria, Switserland and 
Belgium. It was mentioned in the annual report that the scope 
of the union was extended during the year, and now comprised 392 
firms, who are distributed overa number of branch associations. 
The turnover of the co-operative purchasing organisation of the 
union amounted to £65,000 in 1908, as compared with £40,000 in 
1997, and the net profits were £6,250 and £4,450 in the two years 
respectively. The report also referred to the work accomplished 
in the direction of the simplification and unification of the rules 
for the erection of installations, the collection of statistics in 
regard to accidents, and the memorials presented to the responsible 
authorities for the purpose of combatting the system of monopoly 
in the electrical industry. | 
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PARLIAMENTARY. 


; a 
.. Electric Lighting Aets (Amendment) Bill, 
| (Concluded from page 134.) 


Мв. Невриввон said that his experience was that local authori- 
ties occasionally objected to tramways and electric lighting schemes 
unreasonably, and therefore he thought it would be much better if 
the Board of Trade wss to remain the authority. ` 

Ms. CounrENAY WARNER said, in his opinion, it was very 
essential tbat tbe local authority should have the power it was 
proposed to give them. As Mr. Tennant had pointed out, it was 
not absolute power, but 16 was a power that was given to all the 
local authorities in London, and he could not see why urban or 
district councils should not have the same power. 

MR. PARKER said he thought they needed а clearer definition as 
to what a local authority was. In his view the authority to whom 
this power should be given was the highway authority. i 

Bir W. CoLLINS agreed with the previous speaker, and instanced 
tbe difticulty thst might arise in tbe case of a main rosd where the 
local authority might take one view and the borough council 
another. He would like to know whether in snch^a case the 
consent of the two authorities would be necessary ? 

Мв. Dickinson pointed out that under the clause, as it stood, 
the L.C.C. in London, m many instances, would be the local 
geri d but the borough council would be the road authority. 

Mr, Tennant admitted that the question was a rather difficult 
and poasling one. He was, however, informed by his advisers 
that Sec. 14 of the Act of 1899 gave county councils power to 
approve or disapprove of works in main roads. That answered Mr. 
Dickinson's point. _. 

Sir W. CoLLINS said his point was that in the care of a county 
authority taking a different view from the local authority through 
whose area the main road ran, would it be necessary to get the 
consent of both bodies, or would the concent of the local authority 
override the consent of the borough council ? 

Мв. TInxANT said he was unable to give an answer to the 
question straight away. He should think that the county authority 
would have the ultimate authority in the case of a main road. 

Aftez further discussion the smendment was agreed to. 

Ма. HorT moved to substitute the word “permit” for “ autho- 
rise in Sub-sec. 3. This was carried, and the clause as amended 
was agreed to. , | 

Clause 5 was as follows:—' (1) Avy local anthority, company, 
or person authorised to supply electricity in any area may, with 
the consent of the Board of Trade, supply at any point wfthin 


that area electricity for the purposes of haulage or traction on any 


railway, tramway, or canal situate partly within and partly without 
that area, and for the purposes of lighting vehicles and vessels 
used on any such railway, tramway, or canal; but the Board of 
Trade sball not in any case give any such consent until notice of 
the application for the consent has been given by advertisement or 
otherwise in euch manner as the Board of Trade may direct, and 


an opportunity has been given to any person who appears to the 


Board to be affected of stating any objections he may have thereto. 
(2) The Boara of Trade may by Provisional Order autborise any 
such local authority, company, or person so to supply electricity to 
be used fcr purposes incidental to the working or lighting of the 
railway, tramway, or canal, other than the purposes aforesaid. 
(3) A company, loca] authority, or body receiving a tupply of elec- 
tricity under this section aball not use the electricity in such 
manner as to cause, or to be likely to cause, any interference with 
Government observatories or laboratories, but this sub-section shall 
not apply to any such company, local authority,'or body who, by 
any Act of Parliament or Under confirmed by or baving the effect 
of an Act of Parliament containing provisions for the protection of 
such observatories or laboratories, are authorised to use electricity 
for the purposes for which a supply is authorised to be given under 
this section." ; 

Ms. Hott moved a series of amendments to brit g docks within 
the purview of the clause. He taid the object of the clause was 
to give power to railways, tramways and canals which were situated 
in the areas of several electrical supply authorities to take their 
supply from anyone they chose, and 1o use it freely over tbe whole 
of their system. He wanted to tecure the same freedom for the 
dock anthorities.. He thought the request was a very reasonable 
one, 

Мв. Scott said that, on behalf of the municipalities, he ot jected 
to the amendment. ‘The principle involved was a very serious one 
— it was that local authorities having provided their undertakings 
to supply a district with electrical energy would nd tbat the most 
profitable mears of utilising their power would be teken away. 
It was quite possible that in many districts the companies might 
enter into arrangements with tbe municipalities, but it was rot 
right that a private corcern or company should be empowered to 
go out of its original dirtrict of supply to get its electricity. . 

Mr. TENNANT aprealed to the Ccmmittee to allow the clause to 
stand as printed. He said it bad been the subject of much nego- 
tiation between tbe Boaid of Trade and the various interests con- 
ceined, and they had arrived at an agreement. The amendments 
were lost. 

Mr. Scott then moved to omit sub-section (2) of the clause. 

Мв. TENNANT said he regarded the section as an important part 
ofthe clause. It was designed to give the Board of Trade power 
by provisional order to authorise a railway or other company to 
obtain electrical energy for other purposes than traction. The 
Board of Trade had spent a considerable time in negotiating with 
the different interests, and an arrangement had been arrived at 


which was embcdied in the sub-section. It would obviously bea 
convenience to a railway or canal company to have its supply all 
from one source, and he did not think they ovgbt to require a 
company which was getting it» supply of electricity for traction 
purposes from one quarter to go eleewhere in order to light its 
workshops. The amendment was negatived. | 

Мв. Scorr then moved to add the following words to the sub- 
section : —“ But no such Provisional Order shall be granted for the 
supply of electricity to be used within any area in which any 
undertakers are authorised to supply and are supplying electricity 
except with the consent of such undertakers." 

Мв. ТиннАнт resisted the proposal on the ground that it would 
give undertakers an absolute veto, whether they were prepared to 
supply on reasonable terms or not. That was a wrong principle, to 
which he could not asg ent. The amendment was, by leave, with- 
diawn, and after some further discussion the clause was agreed to. 

Clause (6) was as follows: — (1) Where it is proved to the 
satisfaction of the Board of Trade that the occupier of any premises 
is desirous of obtaining a supply of electricity from any under- 
takers within whose area of supply those premises are not situate, 
and that either tbe premises are not within the area of supply of 
any undertekers, or that the undertakers within whose area of 
supply the premises are situate are not able or willing to give a 
supply to the premises, and cannot be compelled to do so on 
reasonable terms, the Board of Trade may, if the loeal authority 
within whose district the premises are situate consent, by order 
autboriee the first-mentioned undertakers to give a supply to those 
premises on such terms and subject to such conditions as the Board 
think fit. (2) An order given by the Board of Trade under thie 
section may, for the purpose of enabling a supply to be given there- 
under, confer any such powers and impose ару such duties on the 
vndertakers as would have been conferred or imposed by the 
Electric Lighting Acts, and as might bave been conferred or imposed 
by Provisional Order if the premises and the route along which lines 
are authcrised to be laid for the purpose of giving the supply were 
witbin the area of supply of the undertakers, anything in the 
special Act or Order relating to the undertaking to the contrary 
notwitbstanding. (3) If the undertakers on whom powers are oon- 
ferred by an order under this section are not a local authority, the 
works and lines erected and laid under the powers so conferred 
shall, so long as the order remains in force, be deemed, for the 
purposes of the provisions as to purchase applicable to the under- 
taking, to form part of the undertaking within tbe district of the 
local authority which comprises the area of supply of the under- 
takers, or, if that area is comprised within the districts of more 
than one local autbority, within such of those districts as the Board 
of Trade may determine." 

Мв. Танклнт in sub-section (1) moved to omit the words from 
“situate” to “terms” in order to add tbe following proviso:— 
Provided that, if in the opinion of the Board of Trade any consent 
required by this sub-section is unreasonably withheld, the Board of 
Trade may proceed as if euch comsent had been given.” | 

Mr. ABEL 8мітн said he took it that if consent was not obtain 
the matter could be embodied in a private Bill and thrashed out in 
Parliament. 

Mn. Tennant replied that it was no question of a Bill at all. 
The bon. member had misunderstood the object of the cause. It 
was simply to give a supply to places just outside the area of 
supply to people who could not get a supply from anywhere else. 
The amendment was carried, and with one or two consequential 
amendments the clause was ordered to stand part of the Bill. 

Clause (7) was as follows :—" (1) Where any generating station, 
mains, or other works of a company used solely for supplying elec- 
tricity within tbe district of a local autHority are situated outside 
the district of that local authority, the generating station, mains, 
and other works so used sball for the purposes of the provisions of, 
the Electric Lighting Acts, and any provisional order conferring 
on local authorities power to purchase undertakings, be deemed to 
be situated within the district of that local authority, and, where 
any generating station, mains, and other works are used solely for 
supplying electricity within tbe districts of two or more local 
authorities, but are not situated within any of those districte, the 
Board of Trade may, on the application of all or any of those 
authorities, by provisional order apply this provision subject to 
such sdaptations as the circumstances of the case may require. 
Provided tbat this sub-section shall not, except by agreement 
between the local authority and the company concerned, apply to 


any generating station, mains, or other works authorised by а 


epecial Act passed before the passing of this Act. (2) Any local 
authority baving power under the Electric Ligbting Acts or any 
provisional order to purchase so much of the undertaking of a com- 
pany as is within the district vf that local authority may, with the 
consent of and upon such terms and conditions as may be approved 
by the Board of Trade, and, in the case of an undertaking 
authorised before the commencement of this Act, with the consent 
of the company, tran fer their rights of purchase to any other local 
authority having power to purchase so much of the same under- 
taking as is within the district of that last-mentioned local 
authcrity, and the deed of transfer may contain such consequential 
provisions as may be necessary for giving effect to the transfer." 
Мв. Scorr moved to add the following addition to the clause :— 
“ (3) Without prejudice to the foregoing provisions of this section, 
where the undertaking of a company is situate within the districts 
of two or more local authorities, the Board of Trade may, by pro- 
visional order transfer any righta of purchase vested in the local 
authority of any district in which part of the undertaking is situate 
to the local authority of any other district in which part of such 
undertaking is situate, but such provisional order shall not be made 
except with the consent of both such local authorities.” He arg 
that, unless some such provision was put in, it might be possible for 
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а company to refuse to sell to a small local authority, or to impose 
such a heavy price as to make purchase impossible. 

Mn. Tennant said the point was an important one, and one on 
which he could not see his way to meet his hon. friend. 
panies that were formed before the passing of the Act raised their 
capital upon the idea that any interference with them would 
prejudice them and be very 
was attached by these undertakings to compensation for severance 
in the event of purchase. The amendment would do away with 
that, and it would not be putting the companies in a fair position. 
He hoped the hon. member would withdraw his amendment. 

Mn. Scorr said he must press the amendment to a division, as 
the point was a most important one. | s 


Мв. Нвнреввох, Мв. CoURTENAY WARNER, and Мв. FALCONER 


spoke acainst the amendment. 

Ma. Ғлгоонив was very doubtful if it was the right thing to give 
powers to tbe ratepayers to purchase an en ise in tbe area of 
some other local authority. After farther discussion, the amend- 
ment, on a division, was negatived by 14 votes to 9; and the clause 
was agreed to. 

Clauses (8), (9), (10), (11) and (12), as follows, were agreed to 
withont discussion :— " 

(8). ' The Board of Trade may, with the concurrence of the Local 
Government Board, by provisional order make such provisions as 
appear to them necessary or expedient, by the constitution of a 
Joint committee or joint board or otherwise, for the joint exercise 
of all or any of the powers under the Electric Lignting Acte, or 
this Act, or any Provisional Order, by two or more local authori- 
ties as respects any area of supply consisting of the whole or parts 
of the districts of those authorities, in any case where it appears to 
them that the joint exercise of those powers would be expedient, 
and any such provisional order may contain such provisions as may 


* 


appear necessary or proper for adapting any of the provisions of 
e Electric Lighting Acts, or,this Act, or any such Provisional 
Order, to the case of any committee or board so constitute d.“ 

(9). The Board of Trade may grant a provisional order notwith- 
standing that the notice required by Seo, 4 of the Electric Lighting 
Act, 1882, to be given toa local authority on or before July 186 has 
no€ been given in the.case of any local authority which waives iis 
right to receive such a notice, and no such notice need be given to 
the local authority of a district In which it is not intended to take 

ver to distribute electricity." y s E 

(10). “ (1) With a view to making five years the ordinary period 
of revision of maximum price and allowing representations as to 
revision to be made by consumers, sub section (2) of Sec. 32 of the 
schedule to the Electric Lighting (Olauses) Act, 1899, shall, for the 
purpose of incorporation with any Act or order passed or confirmed 

after the passing of this Act, be read as if the words ‘five years’ 
were substituted for the words ‘seven years,’ and the words ‘or 
such number of consumers, not less than 20, as the Board of Trade 
consider sufficient, having to the population of the area of 
supply, were inserted after the words ' either the local authority or 
the undertakers.’ (2) Where auy Act or Provisional Order paseed 
or confirmed before the commencement of this Act enables the 
Board of Trade to revise or vary any maximum prices to be charged 
for electricity, that Act or order shall be construed—(a) so as to 
enable the revision or variation to teke place at an interval of five 
years after the commencement of the Act or order, or the last 


revision in cases where a longer interval is fixed by the Act or 


Order ; and (5) во as to enable the power of revision or variation to 
be exercised on the representation of such number of consumers, 
not less than 20, as the Board of Trade consider sufficient, having 
regard to the population of the area of supply, in cases where 
under the Act or Order such a power either cannot be exercised on 
such a representation or can be exercised only on the representation 
of a number of consumers greater than 20. | | 

(11). *(1) The sections set out in the Second Schedule to this 
Act shall be substituted for Secs. 49, 50, 51 and 53 of the schedule 
to the Electric Lighting (Clauses) Act, 1899, as incorporated with 
any Act or Order or confirmed after the commencement of 
this Act. (2) The provisions contained in the sections so set out 
‘shall, subject to such adaptations (if any) as may be necessary, be 


substituted for any correspondir g provisions as to the use, examina- - 


tion, and certification of meters and their connection and discon- 
nection with electric lines, contained in or incorporated with any 
special Act or Provisional Order relating to the supply of electricity 
passed or confirmed before the commencement of this Act. 

(12). “ For the purposes of Sec. 9 of the Electric Lighting Act, 
1882, the accounts of any undertakers being a local authority shall 
be made up to March 31st in «ach year, and accordingly as respects 
those accounts, June 30th shall be substituted in that section for 
March 25th, and March 31st for December 91st: Provided that, if 
any such undertakers show to the Board of Trade that some other 
dates are, owing to special circumstances, more convenient in their 
case than March 31st and Jane 30th, the Board of Trade may sub- 
stitute such other dates for the said March 31st and June 36tb, and 
this section shall as réspects those undertakers be construed with 
the substituted dates.” | 

Olause (13) was as follows: (1) If an auditor appointed by the 
Board of ‘Trade to audit the accounts of any undertakers who are 
nota local authority 1eporta to the Board that the undertakers have 
declined or neglected to comply with any of his recommendations 
or requirements, in so far as they relate to matters affecting the 
intereste of the authority empowered to purchase the undertaking, 
or of the consumers, the Board may, if they think fit, after giving 
the undertakers an ortunity of being heard, make an order 
directing the und ers to comply with such recommendations 
and requirements, with or without modification, as may be rpecified 
in the order, ml. jeet to an appeal to the Railway and Canal Com- 
missioners, or any two of them, who shall tially decide the 


The com:: 


hard upon them. Great importance . 


- 


matter and confirm, annul or amend the order as they may think 
fit. (2) If the undertakers fail to comply with an order under this 
section, they shall, on conviction under the Summary Jurisdiction - 
Acts, be liable to a fime not exceeding £10 and to a further fine. not 
exceeding £5 for each day .en which the offence is continued after 
conviction therefor." TE 
Мв. Tennant proposed the following new clause in substitution 
of the above, and it was agreed to: “The Board of Trade sball 
from time to time make a return to Parliament giving such parti- 
culars as they may think proper with regard to the reports made 
by any auditors appointed by them to audit the accounte of any 
undertakers, and any action taken on such reports by the Board and 
by the undertakers.” — . "-—[ 
Clauses (14) and (15) were agreed to without discussion :— 
(14). “(1) A local authority, company or person who have 
obtained a licence, order or epecial Act for the supply of elec- 
tricity shall not, by transfer or otherwise, divest themselves of 
any of the powers, rights or obligations conferred or imposed upon 
them by the Electric Lighting Acte, or by any licence, order or 
special Act, otherwise than under and in ассо:йапсе with a pro- 
vision contained in a licence, order or special Act autborising snch 
a divestiture. (2) Sec. 11 of the Electric Lighting Act, 1882, shall 
be repealed from kut no local authority to the end of the 
section." | 8 ОТЕ 
(15). "Notwithstanding anything in the Blectric Lighting Acts, 
or in any Act of Parliament or Provisional Order, authorising an 
undertahing, a person shall not be entitled to demand or to con- 
tinue to receive from undertakers. authorised to supply electricity 
in апу area a supply of electricity for any premises having a 
separate supply, unless he hes agreed with the undertakers to pay 
to them such minimum annual sum as will give -them a reasonable 
return on the capital expenditure, and will cover other standing 
charges incurred by them in order to meet the possible maximum 
demand for those premises: the sum to be so paid shall be deter- 
mined in default of agreement by arbitration.” JE 
Clause (16) was as follows:—‘(1) Where the undertakers are a 
local authority they may, through a contractor, but not otherwise, 
provide, let for hire, and fix, repair and remove, but shall not manu- 
facture lamps, electric lines, fuses, switches, fittings, lamp- — 
holders, motors, and other fittings for lighting and motive power, 


~ 


and for all other purposes for which electrical energy сап or may 


be used, and may provide all materials and work necessary ог 
proper in that behalf,and with respect thereto may demand and 
take such remuneration or rents and charges and make such terms 
and conditions as may be d upon: Provided that— (a) The 
undertakers shall so adjust the charges to be made by them for any 
such fittings, or for the fixing, repairing, or removal thereof, as to 
meet any expenditure by them under the powers of this section in- 
connection therewith (including interest upon moneys borrowed 
for those purposes and all sums applied to sinking fund for repay- 
ment of moneys so borrowed); (b) Every sum charged by tne. 
undertakers to a consumer in respect of the provision of such 
fittings, or the fixing, repairing, or removal thereof, shall be 
separately stated on every demand note delivered by the under- 
takers to the consumer; (c) The total sums expended and received. 
by the undertakers in connection with the purposes in this section 
mentioned in each year (including interest and sinking fund) shall 
be separately shown in the publiehed accounts of the electricity 
undertaking of the undertakers for that year; (d) Nothing in this 
section shall, in cases where within three months after the under- 
takers have obtained any loan necessary for the purpose of the 
undertaking there is or are no firm or firms carrying on the business 
of electrical contractors within the area of supply, prevent the 
undertakers themselves from exercising the powers given by tbis 
section without the employment of a contractor; (e) If the undar- 
takers fail to comply with the provisoes (a), (5) and (c) of this 
section, they shall, on conviction under the Summary Jurisdiction 
Acts, be liable to a fine not exceeding £10, and to a further fine not 
exceeding £5 for each day on which the offence is continued after 
conviction therefor. (2) Any such fittings as aforeeaid let for hire 
by any undertakers (whether & local authority or not) shall not be 
subject to distress ot to the landlord's remedy for rent, or liable to 
be taken in execution under process of law or proceedings in bank- 
ruptcy against the person in whose possession the same.may be; 
provided that such fittings are marked or impressed with a sufticieat 
mark or brand indicating the undertakers as the actual owners 
thereof." k^ y 

Мв. JAMES PARKER moved to omit the words in Sec. 1 "through 
a contractor but not otherwise.” The words he said were not in 
the original Bill, but were inserted by the House of Lords. He 
claimed that the local autborities and the municipalities had a 
right to supply electricity, and he did not see why in the case of 
lending fittings they shoaid be called upon to. introduce a con- 
tractor, any more than tley should in the case of laying a 
tramway. : | 

Мв. TRRNANr said it was quite true that the words through a 
contractor” were insened in another place. The clause as they 
introduced it was in red to embody a model or standard clause, 
and he was informe! that 75 local authorities, including the London 
boroughs, had already got these powers to supply these fittings. 1t 
was proposed by the Bill to give all local authorities in fature 
similar powers. | TP 

Mn. CounTENAY WARNER said he had a request from the Rural 
District Council's Ass ciation, who were the last people in the 
world likely to support municipal trading, asking bim to oppose the 
inclusion of the words, asit would be the small districts that would 
suffer. It was not the large towns who were likely to go in for 
municipal trading that would sufler, because they could easily get 
^ contractor, but in small towns it would be very difficult to жо 
this through a contractor. А 
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Ма. Horr ed that it was ridiculous that a local authority 
should not be able to supply those fittings without the intervention 
of a contractor, but he was afraid they had rather provoked the 
insertion of the words by the House of Lords, owing to the attitude 
they too often took up of objecting to competition. The amend- 
ment was then carried; and with one or two minor amendments 
moved by Ma. Soorr, the clause was agreed to. 

Olauses 17 and 18 as follows were agreed to withcut discussion :— 

(17) “ (1) Twenty-four hours’ notice in writing shall be given to 
the undertakers by every consumer before he quits any premises 
supplied with electrical energy by the undertakers, and, in default 
of such notice, the consimer sə quitting shall be liable to pay to 
the undertakers the money accruing due in respect of such supply 
up to the next usual period for ascertaining tbe register of the 
meter on such premises, or the date from which any subsequent 
occupier of such premises may require the undertakers to supply 
electrical energy to such premises, whichever shall first occur. 
(2) Notice to the effect of this section shall be endorsed upon any 
demand note for charges for electrical energy.” 

(18) “The undertakera may refuse to supply electrical enerry 
to any person whose payments for the supply of electrical energy 
are for the time being in азтеат (not b.ing the subj:ct of a bond 
fide dispute), whether any such payments be due to the undertakers 
in respect of & supply to the premises in respect of which such 
supply is demanded or in respect of other premises." ' 

Olause (19) read as follows: —'' Electrical energy shall be deemed 
to be goods, wares, or merchandise for the purposes of Sec. 59 of 
the Stamp Act, 1891 (which makes certain contracts chargeable 
with stamp duty as conveyances on sale), and also for the purpcses 
of the «exemption numbered 3 under the heading ‘Agreement or 
any memorandum of an agreement ' contained in the First Schedule 
to that Act." 

Mn. Ёсотт moved to add the following words at the end of the 
clause:—' An agreement for the supply of electrical energy in 
pursuance of which sums sro to be paid at stated periods as the 
price of the energy supplied or ss fixed or minimum charges in 
respect of such supply, and an agreement fot payment of a 
minimum annual eum in regard to a supply of energy, shall not be 


deemed to be a bond, covenant, or instrument of any kind whatso- | 


ever within the meaning of the Stamp Act, 1891.” 

Mn. Tennant said the amendment was really an amendment 
of the Stamp Act, and he hoped the Committee would reject it in 
connection with the present Bill. Oa a division the amendment 
was negativbd by 18 votes to 4, and the clause was agreed to. 

Clause (20), as follows, was agreed to without discussion :—'' Fur 
removing doubts, it is hereby declared that so much of any pro- 
visional order or special Act, or of the schedule to the Electric 
Lighting (Clauses) Act, 1899, as incorporated with any such order 
or Act, as prohibits undertakers from associating themselves with 
any company or person supplying energy under any licence, pro- 
visional order, or special Act unless the ur dertakers are authorised 
by Parliament to do so, shall not be construed as probibiting the 
undertakers from taking a supply of electricity in bulk from any 
company or n authorised to give such a supply." 

use (21) was as follows :—" (1) With a view to the protection 
of the royal palaces, parks, and gardens, museums and other public 
buildings, and their contents (in this section referred to as 'the 
protected premises’), the Commissioners of Works and their engi- 
neer, or other officer duly authorised in writing under the hand of 
their secretary, may from time to time enter upon and inspect any 
generating station of any undertakers, and if on such inspection it 
should appear to the Commissioners that proper precautions are 
not being adopted for the due consumption of smoke, and for pre- 
venting as far as ably practicable the evolution of oxides of 
sulphur, and generally for the prevention of nuisance in relation to 
the protected premises, they may, without prejudice to any other 
remedy, require the undertakers forthwith to carry out such works 
and to do such things as are necessary in the circumstances. 
(3) The undertakers shall give all reasonable facilities for such 
inspection to the Commissioners and their engineer or other officer 
as aforesaid. (3) Any dispute arising between the Commissioners 
and the undertakers in relation to any of the provisions of this 
section shall be determined by arbitration." : 

On the motion of Ma. HENDERSON, it was agreed to omit the 
station of the Westminster Electric Supply Corporation, Ltd., at 
Horseferry Road, Westminster, from the provisions of the section, 
and the clause, as amended, was agreed to. 


Clause (22) was as follows: (1) Nothing in any provisional- 


order, whether confirmed before or after the passing of this Act, 
shall in any way limit or affect the powers of any county council to 
re-build, alter, widen, or repair the structure of any bridge or to 
divert, widen, raice, drain or improve any road repairable by them 
upon which any work authorieed by the order may be constructed, 


or impose upon the county council any liability which was not by 


law imposed upon them prior to the commencement of the order. 
(2) If at any time the county council require to carry out works for 
rebuilding, altering, widening or repairing any bridge, or for 
. diverting, widening, raising, draining or improving any road, which 
са involve interference with any portion of the undertaking 
authorised by the order, they shall, prior to the commencement of 
the works, give the undertakers one month's notice of their intention 
to carry out the works, and if, in order to avoid interruption to 
the supply of electrical energy, it is, in the opinion of 
the county council, necessary temporarily to remove any 
electric lines or works belonging to the undertakers from 
such bridge or road, then the undertakers shall (and they are 
hereby authorised so to do at their own expense) temporarily carry 
their electric lines across such bridge or along such road overhead 
or at the side thereof in such a manner as will not be a danger or 
inconvenience to the public or unreasonably interfere with the 


works to be carried out by the County Council. (3) When the 
rebuilding, altering, widening, or iepafring of such bridge, cr the 
diverting, widening, raising, draining, or improvement of such 
road has been completed, the undertakers sball have the same 
rights and powers with regard to tu h bridge or such road and its 
approaches as they had before the works were carried out. 
Wherever a main road is carried over a railway by a bridge main- 
tained by the railway company all the rights, powers, privileges, 
and exemptions conferred upon County Councils, and the benefit 


of all obligations imposed upon the und.rtakers by this section, 


shall for the purposes of rebuilding, altering, widening, or repair- 


ing such bridge be extended to tbe railway company, and may be. 


exercised and enjoyed by them as fully as if the railway compiny 


were a County Council and the bridge were a bridge repalrable by . 


such Council (4) If any dispute aríses between the County 
Council or a railway company as the case may bs and the under- 
takers with regard to this section, it shall be determined by 
arbitration.” 

Мв. TENSanT moved a series of amendments which were agreed 
to, deleting the words in the clause relating to roads. He 
explained that the original idea was to protect the County 
Councils from having to pay for damage to lines over county bridges, 
bat he did not see his way to include ali roads. Tne clause was 
then agreed to. 

Clause (23) as follows was adopted without discussion :— 
“ Nothing in this Act shall enable the Board of Trade by Pro- 
visional Order to authorise the compulsory acquisition of any land 
which, at the date of the first publication of the notice for the 
Order, belongs to any gas undertakers and is used or authorised to 
be used by them for the purposes of their undertaking." 

Clause (24) was as follows:—"'In this Act, unless the context 
otherwise requires, the expression ' Provisional Order’ means a 
Provisional Order under the Electric Lighting Acts; the expression 
' Electric Lighting Acts’ means (a) as respects England and Ireland, 
the Electric Lighting Acte, 1882 and 1888: and (5) as respects 
Scotland, the Blectrio Lighting Acts, 1882 and 1888, the Electric 
Lighting (S:otlard) Act, 1890, and the Electric Lighting (Scot- 
land) Act, 1902; the expression ‘authorised’ means authorised by 
Act of Parliament or Provisional Order; the expression ‘area of 
supply’ means any area within which any local authority, com- 
pany or person is authorised to supply electricity ; the expression 
‘undertakers’ means any local authority, company, or person, 
authorised to supply electricity. The expression ‘road’ includes 
any street as defined by the Electric Lighting Act, 1882. The 
expression ‘ generating station ’ includes any station for generating, 
transforming, converting, or distributing electricity. Tae 
expression ‘to tupply electricity in buik’ means to supply elec- 
tricity— (a) to any local authority, company, or person authorised 
to distribute electricity to be used for the purposes of distribution ; 
or (b) to any local authority authorised by any general or special 
Act to undertake or contract for the lighting of streets, bridges, or 
public places, to be used for the purposes of lighting streets, 
bridges, and public places." The clause was agr.ed to. 

Clause (25) was as follows:—(1) In the application of this Act 
to Scotland the Secretary for Scotland shall be substituted for the 
Local Government Board as respecte Provisional Orders relating to 
Scottish local authorities, ard May 15th shall be substituted for 
March 3186, and August lst shall be substituted for June 30th. 
(2) In the application of this Act to Ireland the Local Government 
Board for Ireland shall be substituted for the Local Government 
Board as respects Provisional Orders relatirg to Irish local 
authorities.” 

The clause was agreed to with the addition of the following 
words: —“ Sec. 99 of the Burgh Police (Scotland) Act, 1892, as 
applied by Sec. 44 of the Local Government (Scotland) Act, 1894, 
shall be read as if the words zubj zot to the provisions of the 
Electric Lighting Act, 1882, or any Act or Acts amending or super- 
seding the same,’ were repealed.” 

The last clause (26) as follows was unanimously agreed to:—" (1) 
This Act may be cited as the Electric Lighting Act, 1909. (2) This 
Act and the Electric Lighting Acts shall be construed together as 
one Act, and may be cited as the Electric Lighting Acts, 1882 to 
1909. (3) This Act shall come into operation on the firet day of 
April, 1910." 

Ма. FALOONER proposed the following new clause, which was 
accepted by Mr. Tennant on behalf of the Government, and agreed 
to by the Committee:—'' All electrical lines, fittings and other 
apparatus and appliances let.by any undertakers on hire or belong- 
ing to the undertaker, but being in or upon premises of which the 
undertaker is not in possession, shall, whether they be or be not 
fixed or fastened to any part of any premises in or upon which they 
may be situate, or to the soil under any such premises, at all times 
continue to be the property of, and be removable by, the under- 
taker, and Secs. 24 and 25 of the Electric Lighting Act, 1882, shall 
extend and apply to all such fittings, apparatus and appliances. 
Provided that such electric lines, fitiings and apparatus or appli- 
&nces have upon them respectively a distinguishing metal plate 
affixed to a conspicuous part thereof, or a distinguishing brand or 
cther mark conspicuously impressed or made thereon, suffic:ently 
indicating the undertaker as the actual owner thereof. Fur the 
purposes of this section electric lines, fittings, ap tus and appli- 
ances, articles and things disposed of by the undertakers on terms 
of payment by instalments shall, until the whole of the instal- 
ments have been paid, be deemed to be articles and things 
let on hire by the undertakers, Nothing in this section 
shall affect the amount of the assessment for rating of any pre- 
mises upon which any electric lines, fittings and apparatus are or 
shall be fixed." 


The Bill was then ordered to be reported to the House. 
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Gateshead and District Tramways. 


‘Tuts Bill was again before the Uno posed Bills Committes of the 
House of Commons on Monday. e oonsideraticn of the measure 
had previously been adjourned, to allow of Ње parties consulting 
with the Local Government Board on various matters. 

Мв. Kannepy, Parliamentary agent for the promoters, said tbat 
under Clause 23 of the Bill the comp.ny could enter into an agree- 
ment with certain specified local authorities for the purpose of the 
construction and working of the respe.tive undertakings. 

Мв. Moon, K.C., Speaker's counsel, objected to this e as 
he said the corporations were getting in a company's Bill powers 
which they could exercise without reference to their ratepayers. 

Mn. KENNEDY said that was so, and he had precedents for it in 
the clauses of the Lancashire Bill of 1903, Nottingbam Bill, 1904, 
and Folkestone, 1906. The Nottingham Bill, however, allowed the 
leasing, working and maintaining of the lines, but not the con- 
struction. 


After further discussion, the word construction was deleted. 
On Clause 23, Мв. Moon said that it gave the local authorities 
wers to sell their undertakings withont any power of résumption, 
ides various other matters. On his suggestion the clause was 
altered so that the effect of it чаз to enable the company to buy, 


bat not the corporations to sell; if the corporations wanted to sell 


they would have to come to Parliament. 

Mr. Kewnepy explained that Clause 25 gave the company power 
to use the trackless trolley system. 

In answer to the CHAIBMAN, the agent said that the system was 
not used in England, but there were instances of the system being 
used in Italy and Germany. There was no case where a tramway 
track had been taken up and this system subetituted. 

Mn. HILTON, replying to the CzHaIBMAN, said that the company 
had no particular object in view as to where to lay the system. 

The СнАтамАЯ, after further discussion, said that the promoters 
had not made out any case for these powers, and the Committee 
could not see their way to grant them. 

Mn. HirTON then formally proved the prenons and the Bill wae 
ordered to prooeed as amended. 


West Kent Electric Power Co. 


Om Monday the Select Committee «f the House of Commons, pre- 
sided over by Mr. A. Emmott, which considers Unopposed Bills, 
^ an measure promoted by the West Kent Electric Power 

„ Ltd. 

Mr. OnrPPs, Parliamentary Agent, éxplained the provisiors of 
the Bill, which, he said, authorised tbe transfer to the promoters of 
the powers, and all the rights, granted to the Kent Electric Power 
Co. in 1902, for the supply of electricity within the West Kent 
area of supply." The majority of the gentlemen associated with 
the project were directors of the South Metropolitan Electric Oo., 
and it was that company that was providing the capital. 

Мв. Млвтік, the secretary to the company, formally proved the 
preamble of the measure, and the Bill was ordered to proceed. 


Oldham Corporation.—This Bill, after two days’ consideration, 
was passed on the 2186 inst. by the Select Committee of the House 
of Lords, presided over by Lord Olifford of Chudleigh. The Bill, 
which bas already passed the House of Commons, provides for the 
extension of the limits of supply of electricity, and to places out- 
side the area of the borough, the construction of tramways and 
waiting rooms, at an estimated cost of £17,550; and the electrical 
equipment of such tramways at an estimated cost of £4,600. The 

proposal to supply electricity outside the borough was opposed by 
the Lancashire Power Co., who contended that they were already 
in the area. The Committee, after bearir g evidence and argu- 
ments from counsel, pasred the preamble, snd as to the electrical 
p inserted the “ KitBon" clause in the Bill for the protec- 
tion of the Power Co.. 

Holywood Tramway Bill.—This Bill, promoted by tbe Holy- 
wood Tramway Co., was before the Select Committee of the House 
of Lords, presided over by Lord Olifford of Chudleigh, on the 
22nd inst. The measure provides for an extension of tbe period 
allowed for the construction of the tramways authorised under the 
company's Act of 1904. When the Committee met, Mr. Fitzgerald, 
K.O., submitted that the opponents to the Bill, the Belfast and 
County Down Railway Co., had no (ocus standi to 'be heard. After 
hearing argumente on either side, tbe Committee upheld the pro- 
moters' contention. The measure thereupon became an unopposed 
Bill, and was referred to the Committee on Unopposed Bills. It 
has since passed the third reading in the House of Lords. 

Central London Railway.—This Bill has passed third reading 

in the House of Lords. 


Pump Contracts. — We understand that MESSRS. 
WiLLANS & RoniwsoN are already making headway in their mar u- 
facture of pumps to Mr. Orten-Boving's derigne, and they have just 
received an order from the Lambton Collieries for a pump to 
deliver 2,500 gallons per minute against a bead of 315 ft. at 1,170 
R. . u. Another order, booked some time ago, is for two pumps for 
Messrs. Isaac Holden & Sons, of Rheims. Each of these pumps will 
deliver 400 gallons per minute against a head of 170 ft. at 950 
RP.M. These рошув are placed at a depth of 120 ft., and are driven 
by and vertical shafting more than 100 tt. in lengtb, the 
narrowness of the pit not allowing space for electrical motors: 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


FINLAND —The following goods are free of duty :—Instruments 
of navigation, such as compasses, sc unding apparatus, signal 
lamps, side-lighte, &c.; pottery of stcneware and fireclay for 
use in metallurgy, &c.; rails, fisbplates and plates, tramway 
rails. | 

The following duties are payable per 100 kg. :— 
Marke. 
Lead in ingota, rolls, plates and piping of all kinds  ... '60 
Iron, wrought, or rolled, in bars not exceeding 29 7 cm. 
in width, corner and angle iron, T, H and similar 


iron e" 0:50 
Iron and steel pipes and conduite, drawn or welded 2:40 
Oopper and other common metals, in i en bloome, 

bare, plates, tubes, pipes, filings and bua d .. 490 
Tin in ingots, bare, plates, ce. 185 . 2°90 
Zinc 207-90 
India- rubber, caoutchouc and gutta- percha without the 

admixture of other materials.. 58 80 
India-rubber, caoutchouc and gutta-percha v with ad- 

mixture of other materials js 105 90 
Transmission belting of leather 14 70 
Physical, chemical, ера д &з, instruments not specially . 

mentioned et T 55 *. 105 90 
Copper and bress wire 28°50 
Iron and steel axles and tires for locomotives and rail- 

way carriages ... 11 80 
Iron and steel castings for building, wan lis 

worke, & c. " 11 80 
Bronzed cast-iron parts for lamps 29°40 
Wire of iron or steel of a diameter of less than 6 mm. : 

Not coated with other metals $t 14°10 

Coated with other metals s UN 17 60 
Steam boilers, cisterna, &c. 1180 
Locomotives, portable steam engines, turbines, mills 

and sawmills, blast engines and parte thereof: 

Of iron and steel with integral parts of copper, &c. ... 1470 
Of copper, &c, even if iron or steel is combined 

therewith in a small quantity 58:80 

Electrotechnical machines and apparatus as well as 
: parte and accessories thereof .. 47 10 
Electrical machines and motors in which iron is the 

chief component material, and which vous over 

100 kg. ... S. uode Ре bod s . 140 
Electrodes ... 12 
Cables and insulated wire for electrochemical purposes 12 

Accumulators and galvanic batteries т» . 12 
Detached parte and accessories for batteries .. 12 


Finnish mark = 940., or 25 marks = £1. 
Kilogram = 2 204 lb. 


Accidents in Coal Mines.—The general report of the 
Chicf Inspector of Mines in relation to the working of the mines 
and quarries in the United Kingdom during 1908 contains par- 
ticulars of the accidents attributed to the use of electricity. We 
have compiled the following table from the report, and bave given 
the correspording figures from the similar Blue Book issued for 
1907 :— 

Coar Mings REGULATION Act. 


1908. 1907. 
Separate fatal accidente underground  ... 11 10 
" on the surface. 4 Nil 
Non-fatal accide nts underground .. iste 21 16 
н i * on the surface 85 11 8 
METALLIFEROtS Mines REGULATION AOT. 

Non-fatal accidents underground "s 1 Nil 
T " 11 on the surface 1 Nil 


QUARRIES ACT. 
Non-fatal accidente (outside quarry) ui 1 Nil 


Although all accidents of the above classes are required to be 
intimated to the Inspector, it appears that only 15 out of the 21 of 
the non-fatal kind in the case of underground coal working were 
reported to the official. It should be mentioned that with one 
exception АП the figures apply to the number of accidents, and they 
also represent the actua] number of persons involved in them. The 
exception relates to the number of non-fatal underground ac ident. 
in coal mines in 1907, which, although returned at 16, is stated to 
have resulted in injuries to 22 persons. 


“ Efesca " Tungsten Lamps.— Sending us a preliminary 
list, P. 576, giving particulars of their metallic-filam: nt lamps, 
Messrs. Fark, STADELMANN & Co., Ілр., of 83-67, Farringdon 
Road, E.C., inform us that they now have large stocks of 16-c.P. 
low-voltage and 32-c.P. high-voltage " Efesca" tungsten lampe, a 
complete range of the various other candle powers in voltages from 
25 to 26^, and also high-candle-power lamps in 100, 200, 300 and 
400-0.P. sizes. 
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NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Thompson & Co., Elec- 
trical Patent Agents, 822, High Holborn, London, W.C., and at Liverpoo! 
and Bradford, to whom all inquiries should be addressed. 


16,206. Improvements in direct current and alternat ng current balancers, 
boosters, and &uto-transformers." А. M. TAYLOR. July 12th. 

16,992. Arc lighte with permanent metallic electrodes.“ 
July 12th. 

16,994. "Improvements in the production of compounds of oxygen and 
nitrogen by electrical means." P. BuwxT and A. Bapin. (Date applied for 
under Sec. 91 of the Act, August 17th, 1908, being date of application in 
France. July 12th. (Complete.) 

16,295. “Improvements in apparatus for the production of electric arcs 
intended for the formation of compounds of oxygen and nitrogen," P. BuNET 
and A. Bapin. (Date applied for under Bec. of the Act, November 80th, 
1908, being date of application in France.) July 12th. (Complete.) - 

16,278. “Improvements in automatic electric switches." T. FERGUSON. 


H. A. KENT. 


16,299. ''Electrio arc, lamps.“ P. A. Messxenre and W. E. SLAUGHTER., 
July 18th. (Complete.) 

18,809. Production of lightning «effecte on the stage by means of high: 
tension currents of high frequency." F. ZHAMEL, née О. FEHER. (Date 
applied for under Seo. 91 of the Act, July 16th, 1908, being date of application in 
Germany.) July 18th. (Complete.) 

16,928. ''Improvements in or relating to the manufacture of incandescence 
lamp filaments." С. H. WEBER. July 18th. (Complete.) 

16,831, “ Electric transmission for motor vehicles," W. Morrison. July 
18th. (Complete.) i | 

16,839. ‘Improvements in electricity meters." W. H. Јонивох and А. M, 
BinLiNGTON, July 18th. | 

16,841. "Improvements relating to the lighting of gas burners electrically.” 
M. DELAGE and P. Wood. (Date applied for under Seo. 91 of the Act, July 
18th, 1908, being date of application in France.) July 18th. (Complete.) 

3 Combined massaging and magneto-electric machine.“ F. BURKE. 
y Р 

16,415. Improvements in valves or rectifiers for high alternating potential 
differences." E. Witson and W. H. WirLsox. July 140}. 

16,457. ''Improvementa in or relating to apparatus for winding frames, 
coils and similar parts of electric machinery with insulating material, and fur 
manufacturing structures from the same material," Е. HaErzLy. July 14th. 
(Com plete.) 

18.475. Multiplex accumulator.” H. G. CARTER., July 15th, 

18.476. Improvements in electrically-driven centrifugal fans." ALLTArs 
AND Onions PNEUMATIC EXGINEERING Co., Lro., and E. L. JoszLIx. July 15th. 

16,520. * Improvements in connection with telephone and other similar 
mouthpiecer.”” W. В. TATTERSALL. July 15th. 

16,622. “Improvements in methods of charging and discharging electric 
acoumulators or secondary batteries." A. M. TíAvLomR. July 15th. 

18.587. provements in and relating to electric motor starting switches." 
BIEMENS Bros. DyNAMO Wonxs, LTD., and E. Scuvrr. July 16. (Complete.) 

16,588. “Improvements in and relating to the bearings of electricity 
meters." Sizmens Bros. Dynamo Worxa, LTD. (Siemens Bchuckertwerke 
G.m.b.H., Germany) July 15th. (Complete.) 

13,547. Improvements in electric heaters." F. W. F. Ross. July 15th. 

16,662. “ Improvements in and relating to electrical generating plant.” J. 
BroNE & Oo., LTD., and C. Н, Vmal. July 15th. 


16,558. ‘Improvements relating to devices for producing electrical 


oscillations." W. E. Laks. (“ Polyfrequenz Elektricitüts-Ges. m. b. H., 
Germany.) July 15th. (Complete.) ` 

16,559. ''Improvements in or relating to the control of induction motors.“ 
M. Мисн., July l5th. 

16,584. Improvements in or appertaining to electric terminals or binding 
screws." G. W. MickLETHWAIT, July 16th. А 

16.607. Improvements in portable magnetic compasses.” L. W. P. 
CM TWIX D, KELVIN & James WHITE, Lr D., and F. W. CLARK. (Application for 
Patent of Addition to No. 21,684, of 1908.) July 16th. 


16 680  ''Improvements in and re'ating to the regulation of electric 
installations.“ AxT..GEs. Brown, Boveri Et Cig. (Date applied for under Bec. 
91 of the Act, September 16th, 1908, being date of application in Germany.) July 
16th. (Complete.) 

16,681. * Improvements in and relating to the control of dynamo-electric 
machinery in electric lighting installations worked with &ocumulators." Акт.- 
Ges. Brown, Boveri: кт Ск. (Date applied for under Sec. 91 of the Act, 
September lith, 1908, being date of application in Germany.) July 16th. 
(Complete. ) 

13,641. Portable telephone transmitter mouthpiece attachment.“ W. 
AITKEN and British INsSULATED AND HELSBY CABLES, _тр, July 16th. 

16.642. “Improvements in telephone switchboards.’’ W. AITKEN and BRITISH 
INSULATED AND HELSBY CABLES, Lr». July 16:h. 

16,643. “ Improvemente in telephonic tub-station switching systems." W. 
стажи and BRITItH INSULATED AND Нег 5вү CABLES, LTD. July 16th. (Com- 
plete.) 

16,645. ''Improvemente in and relating to electric di tribution в ае 
DaLzrkL's Constant VOLTAGE PATENTS, LTD., and J. DarzigL. July 15th. 

16.649. Improvements in quick make and break electiic switches.“ A. 
West. July 16th. 

16,662. “Improvements in or relating to the manufacture of electrical con- 
a and similar apparatus.” J. A. L. DEARLOVS and S. G. Brown, July 
1 


16,618. ‘“ Improvements in multiple electric switches and automatic circuit- 
breakers especially app:icable to motor starters." Р, 8. Brook and J. A. HIRST. 
July 1760. р 

16,679. " Improvements in electric batteries.“ F. Вісимокр. July 17th. 


1,6823. Improvements in trolley heads employed for electric traction." F. 
Jackson. July 17th. 

16,690. Improvements in portable electric band lamps.“ 
July 17th. 

16,702. Improvements in or relating to electric batteries.“ H. H. SIMMONS. 
July 17th. 

16,728. "Improvements in and relating to means for making electrical con- 
nections’ А. VANDAM. July 17th. 

16,732, "Improved amplifying device for use in bigh.tension electric spark- 
ignition apparatus“ M. DELAGE and P. Моос (Date applied for under Sec. 
91 of the Act, October 12th, 1908, being date of application in France.) July 
17th. (Complete.) 


Н, O. WRAITH. 


ee . 


Brad ford-on-Avon.—Tbe R. D.C. has decided to oppose 
the application of the Western Electric Distributing Corporation 
for a prov. order for E.L., and to draw the attention of the B. of T. 
to the fact that the company failed to carry out a previous order, 
which was cancelled. The U.D.C. has adopted a similar course. . 


PUBLISHED SPECIFICATIONS... 


Copies of any of the Specifications in the following list may be obtained 
of MxssRS. W. P. THOMSON & Co., 822, High Holborn, W.C., and at Liver- 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


Кекс БЕРЕ; F. Richmond. 9,900. May 7th. (Post-dated November 

t D . 

Devices FOR OPERATING AUTOMATIC SWITCHES APPLICABLE FoR Usa WITH ELC- 
TRIC TRANSFORMEBS. L. Sunderland and G. C. Pillinger. 18,186. June Mth. 

ELECTRO-MAGNETIC SwiTCH. R. F. Venner, R. C. Griesbach and P. K. Morris. 
18,927. June 23rd. 

Rotors oF DywAMO-ELkcTRIC MacHixEs. Lancashire Dynamo and Motor Co. 
and R. G. McLeod. 18,501. June 25th. 

CONTROL or ELEOTRIO Morons. M. Hartenheim. 13,620. June Mth. 

MaoNzTic Brakes FOR RAILWAY AND TRAMWAY VEHICLES, О. H. Baldwin. 
18,781. June 29th. | 

ELxcTRIC Msrers. British Thomson-Houston Co. and A. J. Martin. 19,788. 
June 29th. | 

ENTRE POR BoPPLYING ELgOTRIC Power, G. Cooper and F. C. Sharp. 14,778 

y ; 

ELxCrRIO AccUMULATORS. Van Raden & Co. and M. Metz. 15,888. July Ist. 

TRANSFORMATION OF ELECTRIC CURRENTS. H. Taylor. 15,592. July 22nd. 

ELECTRIC TELEGRAPHS. E. Tyer and J. R. Dobson. 17,148. August 14th. 

Means FOR ImpicATING AND RECORDING CURRENT LEAKAGE IN ELECTRIC CIRCUITS 
ов Мотовв. Ashington Coal Co. and T. McKie. 17,161. August 14th. 

SPARKING PLUGS FOR INTERNAL-CoMBUSTION ERES. О. Н. O. B. Payne. 
17,912. August 26th. І 


CONSTRUCTION ор REGULATING Bwircu. A. E. Gott. 19,957. September fist, 


Dimkcr-CuRRENT Dywxauxo-Erkorguc MACHINERY. A. Н. Midgley and О. A. 
Vandervell. 21,986. October 16th. 

DiREct-CURRENT DvNAMO-ELEOTRIC MACHINERY. 
Vandervell. 21,988. Octobef 16t n. 

SUPPLY AND REGULATION OF THE ELECTRIC ENERGY EMPLOYED m THE OPERATION 
оғ Авс Lamps UsED IN SEARCHLIGHTS AND LIKE APPARATUS. British 
Thomson-Hous'on Co. and A. A. Pollock. 28,070. October th. (Appli 
cation for Patent of Addition to No. 4,879 of 1905.) 

Шен Porentiat Rectiryme Вутісн. H. C. Snook. 28,489. November 8rd. 
(Date applied for under International Convention, July 20th, 1901.) 
(Originally included in No. 18,864 of 1908.) 

ELECTRICAL APPARATUS POR WoREING PLANING MACHINES AND OTHER RECIPRO- 
carina Toots. Vickers, Sons & Maxim, Ltd., and A. D. Williamson. 
23,908. November 7th. 


A. Н. Midgley and О. A. 


. ALTERRATING-CURRENT METERS. Siemens Schuckertwerke Ges. 91,948. De- 


старее. (Date applied for under Internationa] Convention, December 

17th, х Б 

SINGLE-PHASE ALTBRNATIXG-CURRENT METERS. H. Aron Elektricttats Zahler. 
fabrik Ges. 98,971. December 28th. (Date applied for under International 
Convention, October 9th, 1908.) 

MEANS FOR STARTING AND REGULaATI»6 COMPENSATED ELECTRIC REPULSION 
Motors. Allmänna Svenska,Elektriska Aktie-bolaget. 25,597. November 
v (Date applied for under International Convention, November 27th, 
1907.) 


TIME SwrrcHES FOR Gas OR WATER Cocks OR VALVES AND ELECTRIC SWITCHES. 
A. Raasch., 27,207. December 15th. 


APPARATUS FOR TRANSMITTING PowER AT A REDUCED AND VARIABLE SPEED BY 
MEANS OF DyrNAMO-ELEOTRIC GENERATORS AND Morors. M. Jobannet. 
98,438. December 80th. (Date applied for under International Convention, 
February 8rd, 1908.) 


1909. 


AuTOMATIO ELECTRIC SIGNALS FoR "Tramways, RAILWAYS, AND THE LIKE. 
A. I. Rogers and Brecknell, Munro & Rogers, Ltd. 819. January 6th. 
CooLiNG oF THE WixDiNGs or DYNAMO-ELECTRIC Macum™es. Siemens Bros. 
Dynamo Works and M. Kloss. (Partly by Siemens Schuckertwerke Ges. 

1,079. January 23rd. 

METnops OF ELECTRICALLY LIGHTING Мотов Cans. 
February 19th. . 

ELECTRIC Cur-Ours. T. E. Murray. 4,228. February 20th. 

Contnoz or ErrcrRi0 Motors. Allgemeine Elektricitäts Ges. 5,518 
Man 4th. (Date applied for under International Convention, March 4th, 

.) : 

InpucTion Coins. A. W. Sharman. (Date applied for 
under Rule 18, June 4th, 1908.) 

ARRANGEMENTS FOR THE COOLING or COMMUTATORS OF Dynamo - ELECTBIC 
MACHINES. Siemens Bros. Dynamo Works and F. F. O'Hagan. (Partly 
Siemens Schuckertwerke Ges.) 10,067. April 28th. f 

BUPPORTS FOR ELECTRIC LAMP FILAMENTS. Soc. Francaise d'Incandescenoe 
le Gaz (Systeme Auer). 11,149 May llth. (Date jed for under 
International Convention, July 18th, 1907. Ori y included in 
No. 12,720/08.) 

APPARATUS FOR CONTROLLING ELECTRIC Motors. H. E. Day. 78. January Ish 

CONTINUOUS - CURRENT DYNAMO ELectTRIC MacuHiNES,. P. Marchal. 
January 9th. Date applied for under Rule 18, August 14th, 1908. 

ELECTRIC SERVO-MoToRs. M. Couade. 2,374. February lst. (Date applied 5 
under International Convention, February 26th, 1908. Application 10 

_ Patent of Addition to No. 3,9. % 7.) 

VENTS FOR USE WITH ELECTRIC ACCUMULATORS OR Barreres, W. Cowderoy 
and Reason Manufacturing Co. 2,379. February Ist. 

ELECTRIC Liguip Heater. W. F. Cutler and T. Barnett. 8,028. February Stb. 

ELECTRICAL InpucTION Furnaces. C. Grunwald. 8,599, February 18th. (Date 
applied for under International Convention, May "th, 1908.) 

CARBONIC ACID ENGINE IN WHICH THE CARKONIC ACID 18 HEATED BY ELECTRICITY: 
L. Horst. 4,576. February 24th. 

ВрРАВК PLUGS, G. P. B. Hoyt and E. L. Sinsabaugh. 5,898. March 1%. | " 

ELECTRICAL INpucTION FURNACES. C. Grunwald. 7,396. March 27th. (Ds 
applied for under International Convention, August 15th, 1908.) отр 

LIGHTNING ARRESTER FOR OVERHEAD Lines. G. Krause. 9,987. April 
(Date applied for under International Convention, July 29th, 1908.) 

ELECTRICALLY НғАТЕр COOKING APPARATUS. W. А. Lowden. 19,985. 

(Date applied for under Rule 13, June 12th, 1903.) 


J. Polkey. 411. 


6,962. March 38rd. 


June 2nd. 


Central America.—A contract has been concluded 
between the municipality of San Miguel, Salvador, and nd 
individuals for supplying the town with electric light.— Boar 
Trade Journal. 
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THE BRUSSELS EXHIBITION. 


As a place of entertainment, owing to the wonderfully 
favourable weather, the Franco-British Exhibition last year 
was phenomenally successful ; as an industrial concern quite 
во much could not be said of it; and the arts and crafts 
which particularly interest our readers were not satisfactorily 
Some important steps, however, have 
been taken to remove the stigma which has hitherto been 
attached to British representations at great international 
shows; and, although in some respects the Government. 
have not gone as far as we suggeated, in the series of articles 
which ended in March last year, in other ways they have 
Бопе further and done more than was expected of them. 
No advantage was taken of the presence of the Comité 
Francais and of the host of representatives from overseas to 
lay the foundations of a similar body for the Empire in 
general; nor, as far as we know, during the Press Con- 
ference, was attention drawn to the good work being done 
by the new Exhibitions Branch of the Board of Trade, work 
which should be undertaken by all our Colonies and Depen- 
dencies. In fact, in our opinion, the new Department has 
been doing good more or less by stealth (as, indeed, is very 
much the habit of our officials), and it has not practised 
what it preaches—viz., the efficient use of advertisement. Of 
course, as it is a Government affair, there is no precedent for 
the carrying out of an extensive Press campaign from a big 
publicity bureau ; bat on the other hand, the whole business is 
a new departure, and, therefore, precedentas are inapplicable. 

So much for what has not been done; we turn now to 
the more agreeable task of recording that Mr. U. F. 
Wintour, the Commissioner-General, and his zealous 
assistants are doing more for exhibitors at Brussels from 
the United Kingdom than has been done before by any 
other body ; indeed, even more than the Comité Francais 
does for its members. Pity it is that such excellent 
arrangements as have been made could not have been 
extended throughout the Empire, and thus by co-opera- 
tion and co-ordination have given the world in general 
a practical example of the resources of the British Empire. 
This may come in time, and the idea might be mooted during 
some function of the present Defence Conference. Surely 
what may be called industrial defence i8 as important as any 
other kind of protection from possible evils, and no better 
opportunity for bringing the matter forward is likely to 
occur for some years to come. The present Exhibition: 
Branch, it is true, is in its infancy, and it must learn to 
walk warily and steadily and gain experience in the com- 
paratively narrow national path it has chosen before 
venturing on the broad imperial highway which, in course 
of time, it will be able to negotiate successfully, and 
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which will lead to the collection of the Empire's exhibits in 
one stately building made up of various courts, harmonious, 
and yet characteristic of the various nationalities and 
dominions. | 

Failing organised private enterprise, the Exhibition 
Branch of the Board of Trade, whose offices are in Queen 
Aune's Chambers, Westminster, has boldly stepped into 
the breach, and is now doing more than is done 
for the exhibitors of any other nationality. A prominent 
position has been secured, such that the main stream of 


visitors will have to pass through the British Section in order ` 


to reach those of other nations; the space allotted is as great 
as that of any other country, and those who take advantage of 
this unique opportunity. will be able, with the help of the 
Department, to know beforehand to a penny what their 
venture will coet them. The only charge will be for space 
and that is very moderate indeed, considering what this 
charge will cover, viz., show-cases, general decorations, the 
handling of the goods between the entrances and the space 
allotted, and back again, catalogue entries in French and 
English, storage of packing cases, unekilled labour, as 
far as possible, free installation, and last, but not 
least, the passing through the Customs at the gate of the 
Exhibition, there being no octroi. In the case of machinery 
there will, of course, be extra charges, but all of them are on 
a similarly moderate scale; crane power will be 
provided gratuitously, and the laying of the founda- 
tions by Belgian contractors will be under the superin- 
tendence of the Royal Commission's engineer; inventions, 
industrial trade marks and deaigns will be protected ; lastly, 
a suite of reading, writing and business rooms will be pro- 

. vided for exhibitors’ agents, with a reference library and a 
staff of high-class interpreters, Reduced charges by land 
and sea will be made for all returned exhibits. These and all 
other particulars are willingly given at the officer, where 
applicants will find that their inquiries, whether personal 
or in writing, are treated in a prompt, businesslike 
and unusually courteous manner. A sum of £60,000 has 
up to now been,allotted by Government for expenses in con- 
nection with International Exhibitions at Brussels, Rome 
and Turin. A reference to our previous articles will show 
that in this matter, so far, there is no new departure, for the 
average Government contribution has been £27,800 in 23 
Exhibitions ; as, however, the greater part of the funds 
were often, in the past, squandered on lovely, but insigni- 
fioant looking, and enormously costly Royal Pavilions, and as 
there is no intention of repeating this folly, the money will 
go much further than it has ever done before. 

The number of applications for space to show both 
individual and collective exhibits is so satisfactory that the 
success of the rather sporting venture is secured. 

‘ollective exhibits are being organised at Bradford, 
Nottingham, Huddersfield, Galashiels, Macclesfield, Bury and 
Wycombe, and there ів a good prospect of this being done else- 
where ; one cotton firm alone has appropriated 5,200 sq. ft. 
Sir Boverton Redwood is arranging a collective exhibit of the 
fine chemical trades, and strong individual exhibitors in the 
electrical, iron, steel and engineering trades, are coming 
in, following the example of Messrs. Armstrong, Whitworth 
and Co. Shipbuilding and land transport generally, especially 
the motor trades, will be well represented, as well as the 
Northampton and Walsall specialities, manufacturing grocers, 


= 


and the makers of sanitary fittings, &c. There will be a 
“ Road Conference” during the Brussels Exhibition, with 
which, by the way, it is to be hoped the Anglo- Japanese 
Exhibition next year will not clash, to their matual 
disadvantage. Y 


OUR contemporary, the Engineer, recently 
put in a plea for the jet condenser, which 
| it is averred has been ousted by the 
surface condenser, a type, new for land purposes, that has 
become fashionable of late years, and having become the 
fashion, has been put in at places both fit and unfit. The 
fashion of the surface condenser, no doubt, grew up oma 
good foundation, for it arose out of the boiler scale difficulty. 
The soft water from a surface condenser carries no salts of 
lime, and condensed steam is an ideal boiler feed. But 
condensed steam plus oil is anything but ideal, and the use 
of the surface condenser has brought in ite train oil 
separators which are by no means devoid of trouble. And 
probably some of our readers may be acquainted with places 
where, with a perfectly soft feed-water, surface condensation hag 
been adopted at a quite unnecessary cost. With soft feed- 
water, a feed-water surface heater is a justifiable preface to a 
jet condenser, but it is obviously wasteful to employ general 
surface condensation. Of what value, for example, would 
surface condensation be with feed water of the quality of the 
public water supply of Manchester, Leeds, Glasgow, and 


Jet 
Condensers. 


. some other of the northern towns? And after all, is not & 


jet condenser a surface condenser—for the steam condenses 
upon the surface of the water injected ? Since a water jet 
falls in drops if it is more or less broken up, the condensing 
surface is the superficial area of the drop. Water being 4 
poor conductor of heat, it follows that where a drop 
of water is large, it will consist of a cold central 
core surrounded by a hot thin shell. There 18 
probably no definite information that will tell us how 
thick this hot envelope will be in the case of water 
falling, say, 8 ft., in company with exhaust steam. It 18, 
however, certain, if the kinetic theory of steam be accepted 
as a working hypothesis, that the steam, with its velocity 
of molecules of 1,800 ft. per second, must encounter some 
water in a condenser of, say, 3 ft. diameter, since a molecule 
of steam would travel 420 diameters of the condenser, 
while a drop of water was falling 8 ft. 

Our contemporary pointe out that the larger air pump 
will not be more costly than the small air pump plus the circu- 
lating pump of thesurface condenser. There is no comparison 
between the cost of a jet and a surface condenser, and, if some 
air does get in with the jet, are there no leakage troubles 
with the tube ends of a surface apparatus ? 22 2 

To return to the question of division of the jet, if it be 
assumed that a drop of water of ух in. diameter will be 
heated throughout by, say, 50? F. in its fall through the 
steam, then a drop of 2 in. diameter will only acquire an 
average temperature of approximately half of this, for its area 
being fourfold, it will absorb four times the heat to add to 
an eightfold mass, and the water will flow away at 75° F. 
only. In order, therefore, that jet condensing may be | 
fairly efficient, the water supply should be well comminuted, 
and it would appear rational to admit steam near the base of 
the condenser to meet water falling from spray nozzles in the 
head. 

Fault is found with the admission of the jet so that 
it is directed against the side of the condenser. +° 
very serious objection need be raised to this. It ei 
quite a common practice in Lancashire to carry in the n 
near the top of a vertical condenser and let it Tu gal 
simply against the opposite side; and with hot-w 
temperatures of 100° Е. very high vacua were often obtained, 
which seems to show that our drop theory above put forwa 
may be a needless sort of refinement. Also, the old p 
brought in the steam at the head of the condenser, ath war 
the entering jet of water, it is true, but with no provision for 
spraying except the eddying set'up in traversing the pipe9D 
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the injection valve. Indeed, while at one time the injection 
pipe had an internal perforated length extended inside the 
condenser, as may be seen in old illustrations, these were 
eventually omitted, being found of no value. 

It may well be argued that surface condensers are often a 
costly fad that involve as much expense in oil treatment as 
would put down a feed softening plant. There are some feed 
waters that cannot readily be softened; if they contain 
much lime sulphate there will be a concentration of soda 
sulphate in time in the boilers. But a plain carbonate water 
can be softened, and an initially soft water will usually be 
improved for boiler purposes if filtered through limestone 
chips so as to kill ita peat acids and help to form an eggshell 
scale on the boilers. | 

It would appear to-day that some of the men responsible for 
power-station design do not give sufficient thought to the con- 
densers. Many of them, trained up during the surface-con- 
denser period, seem to r the jet condenser as a cheap 
and inferior appliance ; others, perhaps, think it is obsolete 
because of some inherent fault. As a fact, the surface con- 
denser was originated for marine purposes, to get over the 
inherent -disability of sea water—to wit, its salt; it was 
regarded, in fact, a8 a necessary nuisance, and it is only 
justified to-day where there is sufficient of the same evil that 
brought it into being—namely, some impurity in the water 
that cannot be got rid of. ` 

AT а time when an Act of Parliament 
renders the working of patents more or 
less compulsory in England, there is much 
to induce the patentee either to sell his 
monopoly out and out, or else license its 
user by other persons. He may not be in a position, finan- 
cial or otherwise, to do the work himself ; a little ready cash 
on an assignment, or the grant of a licence may be much 


Is there an 
Implied Warranty 
on the Sale of a 

Patent ? 


more acceptable than the flotation of a company or the 


erection of а factory. But what are the obligations of a 
man who grants a licence or assigns his patent? Does he 
warrant the validity of his invention? Does he warrant 
that it infringes the patent of no other person? Finally, 
does he impliedly undertake to do nothing in respect of the 
invention which will jeopardise its validity ? The question 
whether an. assignment involves a warranty of the validity 
of the patent was decided in Smith v. Neale, 1857, 26 
L.J.C.P. 148. "There, to a declaration alleging a contract 
for the assignment by the plaintiff of the letters patent in 
trust for an institution, and upon the terms contained in 
the proposal of the defendant, the defendant pleaded that 
there had been no assignment, on the ground that the patent 
was invalid. It was held that either the contract involved no 
warranty by the plaintiff and that theinvention was new, or 
that the manufacture was within the statute of James, and 
therefore that the plea put in issue no more than the mere 
grant of the lettere patent, which the plaintiff contracted to 


It would seem also that on the sale of an article which is 
provisionally protected, the purchaser cannot complain if the 
various allegations made by the patentee as to the great 


merite of his invention are not realised. Thus in Smith v. 


Buckingham, which was heard in 1870, by an agreement, 
after reciting that the plaintiff had lately invented an im- 
proved composition or material to be employed in water- 
proofing or rendering woven fabrics imperviou: to moisture, 
for which he had duly obtained provisional protection, and 
had obtained a certificate of protection, it was agreed between 
him and the defendant, for the considerations therein men- 
tioned, and in consideration of a further sum of £350, to 
be paid on the completion of the necessary specification and 
grant of the letters patent, to transfer and make over to the 
defendant all his interest in the invention or improvement 
thereof, and all benefit to be derived from the provisional 
protection, or from any letters patent to be thereafter 
granted for the invention. In an action on this agreement 
to recover the £350, the defendant pleaded that the plaintiff 
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had not invented an improved composition or material to 
be employed іп water-proofing or rendering woven fabrics 
, 88 
there was no implied warranty that the patented article 
was good for what was claimed for it. 

On the assignment of a patent without a warranty, the 
aasignee may not, in an action upon the contract of assign- 
ment, set up the invalidity of the patent as a defence. An 
express covenant for the validity of the patent will of course 
remove the estoppel, and the assignee may rely on this in 
answer to an action for the purchase money (Nadel v. 
Martin, 1903, 20 P.O.R. 735). | 

In Smith v. Scott, 1859, 6 C. B. N. S. 771, it was decided 
that where a licence to use certain patent machines is granted 
by indenture, in which it is recited that the grantor has 
invented the machines, and has obtained letters patent for 
the sole use of the invention, and inrolled the gpecification, 
parties (and privies) are estopped from pleading either that 
the invention is not & new invention, or that the grantor 
was not the first inventor, or that no specification was en- 
rolled. | 

These statements of the law may serve to draw the atten- 
tion of those who are acquiring patenta, to the desirability of 
securing some kind of written warranty from the patentee. 
If the invention is really valuable and good subject, matter 
for a patent, the patentee will not be shy about putting the 
matter into writing. Now that the patent officials take 
some steps to inquire into the validity of the inventions 
which are made the subject of sealed ta, there is less 
difficulty than formerly in deciding whether there is good 
subject matter. | EE 


. THE manufacturer whose commodity 
has become identified in some degree with 
a particular place is naturally desirous of 
connecting the article with the place by 
means of a name which can be registered as a trade mark, 
but the law does not allow this. By the Trade Marks Act, 
1905, a registered trade mark may be either “ a word or words 
having no direct reference to the character or quality of the 
goods, and not being according to ite ordinary significance 
a geographical name or a surname," or “ any other distinc- 
tive mark." The word distinctive mark, however, means 
* adapted to distinguish the goods of the proprietor of the 
trade mark from those of other persons.“ In the case in 
question, the proprietors of & medicinal preparation sought 
registration of “ California Syrup of Figs." The evidence 
showed that it had been introduced into England rome 12 
or 18 years ago, and that the preparation bad been con- 
tinuously sold here under that name. The name was on the 
bottles, and did, in fact, distinguish the manufacture of the 
applicant's from other preparations of a similar manufacture 
in this country. It was held upon these facts that the trade 
mark sought to be registered was not one which was adapted 
to distinguish the goods of the applicant's from those of 
other persons within the meaning of Sec. 9, and, therefore, 
that the application must be refused. 


4 Point in the 
Law of Trade 
Marks. 


AN interesting application of electricity 
to the needs of the textile business—one 
of the many such developments of the 


. A Novel 
Oven. 


| past year or two—is the electrical conditioning oven, 


designed by Messrs. Ellis and Allsopp, of the Bradford 
Municipal Electricity Department, for use in connection with 
the local woollen industry, and described in a later page. 
Those who are acquainted with Bradford’s municipal 
enterprise will be aware of the important part played in the 
local textile industry by that Corporation’s conditioning 
house—or, to use a more homely title, testing station ; and 
there is little doubt that any improvement in the apparatus 
for use in this direction will be generally appreciated by the 
textile community, not to mention the many others whose 
business it is to popularise the use of electricity for all and 


sundry purposes, 
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| THE UNDERTAKING OF 
THE ADELAIDE ELECTRIC SUPPLY CO. 
SOUTH AUSTRALIA. 


By J. H. DAVIES. 


IN 1899 the Electric Lighting and Traction Co., already 
carrying on business in Victoria, in which State it owned 
electric supply undertakings at Melbourne and Geelong, 
acquired a small undertaking, situated at Port Adelaide, 
South Australia, and a private Electric Supply Act, autho- 
rising electric supply within the city of Adelaide, ite 
suburbs and elsewhere, from the South Australian Electric 
Light and Motive Power Co., Ltd. The undertaking at 
Port Adelaide (which is situated on the coast about 9 miles 
distant from the city of Adelaide) was a very small one, and 
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as the load has since been transferred to the main supply 
VV in Adelaide, there is no need to refer to it at length ; 
the Adelaide underteking was built up by the Electric Light- 
ing and Traction Oo., and within the last two years by ita 
guccessor—the Adelaide Electric Supply Co., Ltd.—which 
has acquired the whole of the former company's interests in 
South Australia. | 

Besides the private Асі (акеп over from the original 
holders, only a small uncompleted portion of the buildings 
for a central station, which had been commenced, was taken 
over as well. These were on a centrally- 
situated site in Grenfell Street East — 
that is, within the city area proper. 

In consequence of the lay out of the 
city, special consideration had to be 
given to the question of distribution. 
Adelaide, with a population of 150,000 
inhabitants, like most Australian cities, 
covers with its suburbs an enormous 
area, and in this particular case the 
area is again inordinately increased by 
the city portion proper being surrounded 
by a belt of park land, half a mile wide, 
thus throwing the suburbs still further 
out from the business centre, near 
which the eupply station is situated. 
It was ultimately decided, therefore, 
to distribute within the city, on the 
three-wire, continuous-current system 
at а pressure of 400 volts between the 
outers, and to the suburban portions 
by means of alternating, single-phase 
current. For the first three or four 
years, however, the company's energies 
were taken up in meeting the demands 
for a supply in the continuous-current area, and as 
this area would for many years be the principal one 
as regards maguitude of requirements, it was decided 
to lay out the power house as a continuous - current 
station only, leaving the alternating-current arrangements 
to a later date. A small pioneer plant was, therefore, 
put down to test the demand, and the requirements have 


increased at such a irapid rate, that the preeent installation 
consists of two 200-kw. Willans-Peebles steam generators, 
one 850-kw. Brush-Parsons turbo-generator, and two 
Belliss- Brush 750-Kw. steam generators. The Brush turbine 
set is fitted with only one generator of 850 xw., the machine 
being provided with polar windings and interpoles. 

Two 100-Kw. steam balancers and one 30-KW. motor 
balancer are also installed. 

South Australia being generally a very dry and some- 
what waterless country, the condensing arrangements 
required very careful consideration. 

The plan adopted allows of all the Willans-Peebles 
generating sete exhausting into a common exhaust pipe, con- 
nected to two barometric condensers of the siphon type, 
which do not require the use of an air pump. The turbo- 
generator exhausta into a barometric condenser of the counter 
flow type, in which the air is drawn off from the top by 
means of а motor-driven Mirrlees-Watson dry air pump. 
The two 750-kw. Belliss sets exhaust into one common 
condenser of the surface type, below floor level. The 
circulating water is cooled by means of natural draught 
cooling towers, and as the temperature in Adelaide daring 
the summer often rises to 110° and over, it will be seen that 
not only is a large capacity in cooling towers necessary, but 
that the quantities of circulating water to be dealt with are 
also large. The barometric condensers discharge into a pit 
20 ft. below the general floor level of the station, and the 
combined hotwell and circulating water is raised by means 
of totally immersed centrifugal pumps (operated by vertical 
spindle motors situated at floor level) to the top of the 
cooling towers ; and asthe sumps of the cooling towers are at 
a higher level than the engine room floor level, the use of a 
pump for returning the cooled water to the tops of the 
barometric condensers is unnecessary, as the condensers draw 
their own water. 

The boiler house is laid ont on the principle of reserving 
the centre portion for the economisers and by-pass portion of 
the flue, whilst a set of boilers is placed at each side. The 
boilers originally installed consist of four of the Babcock 
and Wilcox type, hand fired, but in consequence of the 
extremely rapid increase in load, it has been found necessary 
to lay out the remaining space on the other side of the 
economisers for as large boilers as could be conveniently got 
in, and therefore two Babcock boilers of 8,580 sq. ft. heating 
surface each have been installed, and two further boilers are 
contemplated for erection during the coming year. These 
larger boilers are fitted with automatic chain-grate stokers, 
and an ash tunnel communicating with an elevator and bin, 
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rons underneath them. Coal bunkere, delivering the coal 
through side chutes into the boiler house, are built up parallel 
with the boiler house wall, and fuel is elevated into them 
and ash removed by a continuous, motor-driven, push plate 
conveyor. | 

The feed water is measured by means of опе of Le! 
weighing meters of & maximum capacity of 9,000 gallons 


pert 8 


^-^ z5 ————yꝓ 4- = p ] EC SSS ue ch fue 


vel. 65. No. 1,654, Avever 6,1909] . THE ELECTRICAL REVIEW. 


205 


per hour. This meter operates on the principle of carefully 
poised buckets which tilt and automatically. discharge their 
contents through siphons when a certain weight of water has 
been poured into the bucket. Two buckets, side by side, 
. -are fitted,- and an automatic throw-over arrangement is pro- 
vided, which deflects the stream of water from one bucket to 
the other as they alternately fill and discharge. 
The continuous-carrent switchboard takes up the full 
width of the engine room with а н.т. alternating board at 
right angles to it, but in consequence of the rapidly increasing 
'oad, it is already evident that more space will be requi 
for the switching arrangements, and this will probably be 
provided within the next year. | К 


As regards the alternating-curreut portion of the under- : 


taking, this work has already been commenced, and is 
being pioneered during its early stages by the use of motor- 
generators, operated from the existing coatinuous-current 
plant. The motor-generators installed consist of one set of 
. 50 Kw., two sets of 100 Kw. each, and а third set of 
200 KW. is in process of erection. | 
Ав stated above, the business and city area proper is sup- 
‘plied by means of a three-wire continuous-current system 
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devices, in consequence of the ante having bored up through 


the centre of the pole and built. their neats under the metal 
"сар covering the terminals, until the whole colony was 


suddenly cremated. The company’s experience is that 
ironbark, obtained from New South Wales, is considerably 
better in its ant resisting qualities than even the well 
known jarrah, — | | 
It was decided some two years ago to shut down Ше 
separate station at Port Adelaide and to change the supply 
over from continuous current to alternating current and 
connect it with the main power house in Adelaide proper, 
by means of a transmission line, nine milea long ; this 
transmission line is underground at both ends, where it 
passes through busy streets, but for the greater part of the 
distance it rans overhead along a country road. The overhead 
portion, consisting of bare hard-drawn copper, is supported 
on ironbark poles by means of special extra high tension 
insulators, glazed a dark colour so as to afford less temptation 
to owners of catapults and rifles, and is so arranged that the 
* outer " is split into two cables of half the sectional area of 
the “inner” and piaced below the latter, the “inner” 
taking the topmost position on the pole. At intervals along 
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of mains with 400 volts atross the outers. These are laid 


throughout the greater part of the city underground, on the 


solid system, lead sheathed, paper-insulated cable being 
usually employed. In the outskirts of the city area hard-drawn 
copper, overhead mains, supported on jarrah or ironbark 
poles, are used. | К | | 

In the suburban areas, distribution is effected by means of 
the single-phase alternating-current system, in which н.т. 
concentric feeders at 2,000 volts are run underground, on 


the solid system, to a number of transformer sub-stations placed 


beneath the pavements. Secondary distribution on the three- 
wire system with 400 volts between the “outers is carried out 
‘entirely above ground by means of bare, hard drawn, copper 
cables, supported on poles. The proper material for poles 


"has been the subject of much consideration, for Adelaide 


is much infested by the white ant. Ant-proof qualities are 
popularly attributed to jarrah, but the company is con- 
tinually coming across cases in which the white ant does 
damage. It will eat away the jarrah troughing of the 
mains laid on the solid system, down as far as the pitch ; in 
fact, in another Australian city it has even been accused of 
consuming the pitch and a portion of the lead, thus bringing 
about a “short.” Poles, apparently sound, are upon ex- 
amination found to be supported only by the skin of paint 
on the outside, and Шоп, circuits have taken place 
at the tops of 30 ft. poles, supporting special terminal 


each span, short lengths of wireconnect the two halves of 
the “outer,” forming a kind of cradle into which the 
live “inner” could fall in case of breakage, thus short- 
circuiting the line and blowing the fuses at the supply end. 
At the-supply station the pressure is stepped up from the 
2.000 volts pressure for the suburbs immediately surrounding 
Adelaide, to 4,000-volts, and this is distributed at the Port 
Adelaide end on the three-wire overhead system with 400 
volts between the “ outers,” thus corresponding exactly with 
the supply given on other portions of the system. Another 
similar line about 8 miles long is shortly to be constructed 
to supply the small coastal residential town of Glenelg. 

The following statistics are interesting :— 

The population of Adelaide and suburbs, together with 
Port Adelaide and Glenelg, is about 150,000. 

The area of the districts actually covered by the private 
Act is of very great extent, namely, about 67 eq. miles. 
The connections total the equivalent of about 129,984 
30-watt lamps, and about 1,832 Н.Р. in motors are included. 
The output during the past 12 months was 1,575,019 
units, and 16 is very rapidly increasing from year to year; 
39°6 miles of H. and L.T. cable have been laid underground, 
and the electric supply is available along 82 miles of 
street. 

The company has just lately arranged with the Tramways 
Trust for the supply of about 14 million- units per annum 
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until such time as the trust shall have completed its own 
power house; for this the pressure will be boosted by a 
specially constructed and compounded motor-generator of 
200 Kw. capacity, in series with the main current. The 
Adelaide tramways system is at the present time being 
changed over from horse to electric traction, and is a very 
large undertaking, some 70 miles of track being under con- 
version. This is being carried out by a Municipal Tram- 
ways Trust, whose chief engineer is Mr. W. G. Goodman. 

The head office of the Adelaide Electric Supply Co. is at 
Finsbury Pavement House, London, but there is a local 
advisory board in South Australia. 3 s 

The writer is indebted to the company's manager, Mr. F. W. 
Clementa (who, by the way, is also engineer and manager of 
the Melbourne Electric Supply Co., Ltd.) and its engineer, 
Mr. Wheadon, for the kindly assistance which enabled him 
to prepare this article. M E | 


— .. . RENE дан 
IHE MAN OF RESOURCE. 
By. C. A. SMITH, B.8c., A.M.LE.E. 


THE PUBLICO, THE INVENTOR AND THE APPRENTICE. 


THE ELEkCTBICAL REVIEW told us, in a striking leading 
article,“ that it is, indeed, wholly erroneous to imagine that 
the majority of our adult population are in search of know- 
ledge of any kind. The person who attempts to teach them 
by pen or by word of mouth is guilty of presumptuous sin.” 
But that statement is only partially correct. You cannot 
balance it with the proven fact that the self-edacation and 


* get on or get out" books have phenomenal sales. You. 


cannot neglect. the strength of the public appetite for 
„Science Bits апа the paragraphs about radium ара “ Tbe 
Electric Gun." The public are willing to search (in a 


desultory manner, it is true) for knowledge of a kind, but it 


must be served пр to tickle the public's palate. 

What the British public seem hopelessly to lack is the 
power of concentration. — | s | | 

The same evil is apparent in the evening- student at 
technical schoolg. It is staying power that is wanted. Only too 
frequently during the race the student gets ** winded " and 
drops out. Contrast the attendance at evening classes at 
the vw arte: and the end of the session. In. some cases 
the authorities at the school are to blame. They are quite 


content for a student who has been at work all day to take 


up four or five evenings a week at the technical school. 
Frequently no home work is done in one subject; interest 
flags ; the result is inevitable. The student gets his tuition 
practically free, and he does not value it much above the coin 
which gains him entrance to the class. 

The technical schools and colleges are in danger of attempt- 
ing to teach too many subjects. — It is not at all unusual for 
an evening student to be taking, during a winter session, 
instruction of the Board of Education “stage two order, 
in steam, applied mechanics and machine drawing. 
Frequently a fourth subject, such as mathematics or elec- 
tricity and magnetism, is taken; and if the first two and 
the last subject mentioned above are to be understood, then 
laboratory instruction is essential. There are, of course, 
students of great ability who can carry the load, but we 
must lay out our programme for the average student, and 
unless a lecturer is well aware of the great ability of the 
student, he should strongly advise him to concentrate upon 
not more than two subjects. Unfortunately, the Board of 
Education grants are given on the attendances; there is, 
therefore, every encouragement given to the authorities to 
overload the student and to sow seed for spasmodic efforts. 


A glance at a time-table before me as I write reminds me. 


of the story of the Quaker lady and Southey. After the poet 
had, with no little satisfaction, explained how he studied 
Spanish at breakfast, Portuguese when shaving, wrote poetry 
from 3 to 5—how, in a word, every minute was occupied 
in reading, writing, eating, exercise or sleeping—she replied, 
“ and friend, when dost thee think ? ” 


э May 15tb, 1908, “ The Attitade of the Public towards Science,” 


and B. Sc.? 
efforts to send men in for the final.“ Why sbould they 


The three greatest factors in this life are will, imagination 
and concentration. An acorn cannot grow unless it has a 
fit soil, and the student will never really learn until he has 
been taught to think for himself. The average products of 
the evening classes of this decade are apt to resemble human 
gramophones. For a time they possess an encyclopzdic 
knowledge of certain facte connected with science—and 
then they gradually forget most of it. It seems a pity to 
set such store on memory, when it is hard common-sense 
that is so often required. | О. ( 

John Milton, two and а half centuries ago, told us that 
* though a man have all the tongues that Babel cleft the 
world into, yet if he has not studied the solid things in 


them, as well as the words and lexicons, he were nothing ко 


much to be esteemed. a learned man, as any yeoman or 
tradesman competently wise in his mother dialect only." It 
is the complete education which is needed. 

In London there is & great tendency for a student to 
acquire nomadic habits. Many wander in and ont of 
technical colleges, like stray ions. There is no disguising the 
fact that there is a tendency to overrate the importance of 


numbers at a college. There is also, unfortunately, consider- - 


able overlapping. No one objects when the boy leaves the 
Board School, and passes on to a more advanced centre 
of learning ; but what should we think if, at every Board 
School; they offered to coach for the London final B.A. 
Yet many technical schcols аге making 


not concentrate on trade school work? Co-operation is 
needed. The polytechnics and the colleges should concen- 
trate upon the type of instruction most suitable to the 


majority of their students. The lecturer suffers from this ` 
"tendency to cover such a large range of subjects. Most 


lecturers involuntarily suffer from the same complaint as 
Southey ; their time table gives them but little chance to 
think. Too often a steam hammer is used to crack a nut. 


. Men capable of doing original research teach very elementary 
subjects, as well as those which are considered advanced. 


The teacher cannot concentrate. Perhaps the State, 


or the business man who we hope will endow technical 


colleges, does not fully appreciate the value of research, 
The EnkcrRICAL REVIEW for May 15th, 1908, says that it 
is the public who do not appreciate these thingr. But ae 
we sure that the public cannot be led to take a deeper 
interest in Buch matters ? c 

There is no publication in this country which fills the 
same niche as does The Scientific American across the 
Atlantic. But the circulation of semi-technical and work- 
shop journals among the mechanics is an encouraging sign. 
It is clearly much better for the artisan to be interested in 
details connected with his work than in Scrappy Bils. 

There seems, however, no paper suitable to the man who 
knows not science but who wants to read about things 
scientific. It would need a great deal of energy to found 
such a publication, and success is not certain. But it is 
curious that no attempt has been made in such a direction. 


PRACTICAL RESEARCH. 


Prof. Churten Collins, an authority on literature, says that 
science is attracting the greatest intellects into its ranks. 
Every side of our life, from the cradle to the grave, 18 
touched by the works of the inventor. The public are 


aware of this fact. Is it then hopeless to attempt to influence 


public opinion concerning the value to this country of 
invention and research ? | a 
There is a very popular idea that research work 8t 
college must necessarily mean that the member of the staff 
who conducts it should be divorced from his students. It 
must have been with this thought in his mind that Mr. 
James Swinburne, when addressing the students of fhe 
Institution of Electrical Engineers, said: There 18 nO 
more baneful influence on the technical advancement of 
this country than the Royal Society ideal in science.” But 
is it necessary that research should embrace only subjects 
that are caviare to the million, and that may not become 0 
any practical value till long after the professor's death? 
May not research include things that we should like to know 
now, and that would assist in the commercial struggle wit 
other nations? Surely this kind of work is just wn8 
would be excellent teaching for the student, He wo 
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be getting a good inkling of the actual conditions of 
the work he would have to do later. And there are 
numerous practical problems. coming well within the 
region of research that would be very instructive indeed 
in working out, and that would be of immense value to the 
nation when solved. 7. да d | 

| THe New May. i 


. The Elementary Education Act of 1872 has brought into 
existence a new type of mind. There has been so much talk 
about the new woman,” that we are apt to overlook the 
coming of the new man.“ The old apprenticeship system 
is gone; the boy in the works frequently does not get the 
opportunity to learn a trade thoroughly. Sometimes he 


drifts into a small repair shop, and gets to the stage of the 


% Let's-’ave-a-look-at-it”” mechanic. Attention has been 
drawn in these columns to the excellent trade schools of Mr. 
Stanley at Norwood. It might be possible for some of the 
technical schools to formulate day classes for lads on the 
game general plan. It is our duty to do something to 
improve the youthful “new man.” We must try to make 
him take an interest in things ecientific. He possesses quite 
a different type of mind to that of his predecessor of 30 
years ago, who stolidly pushed the plough and drove the 
cart horse. When given the opportunity he usually takes 
kindly to things mechanical. Probably, just at present his 
great ambition is to become a chauffeur. There is a penny 
motoring paper with a weekly circulation of 50,000 copies. 
Observe what a number of these are purchaséd by quite 
poor lads. © E : | 
PuBLIC OPINION. 


Perhaps it is true that the public are at fault. For some 
hundreds of nights the public attended one of the London 
theatres in great numbers, to see what to them was a 
comedy. To the deep thinker, laugh though he might at 
the epigram, there must have been a feeling of tragedy. 


It is the Barrie play, “The Admirable Crichton,” that is 


referred to. The hero is a born mechanic. Under 
normal conditions he is represented in the first act as a 
butler in Mayfair. Suddenly, owing to the wreck of a 
yacht, the butler, the earl, the earl’s nephew and three 
society girls all “return to nature.” The butler is the man 
of resource. He saves the party from starvation, and 
becomes king of the island. But when the party are 
rescued by a warship, then they return to society as built up 
by 1 opinion. 

here is only one moral to be drawn from the play. It 
is that the public class the engineer as the man of resource 
in a poor category. Politicians and lawyers are in the 
habit of stimulating the public interest in their doings, and 
quite naturally the public regards them as a class of man 
with a very superior intellect. 
whether it is worth while trying to interest the public in 
things scientific as well as things political. Is it, or is it 
not, waste of time and energy for a man of commanding 
genius to lecture to the public upon a scientific subject ? 
These thoughts flashed through my mind four years ago as 
I listened in the Birmingham Town Hall to Sir Oliver 
Lodge propounding, in his wonderfully lucid fashion, to 8,000 
working men, the details of our knowledge concerning 
radium. In the afternoon he had given the same lecture to 
a fashionable audience, and in both cases his listeners 
awaited eagerly every word. Was he doing great work, 
or should he have been communing with himself in his own 
laboratory? Surely he was helping the ideal of a Civic 
University when giving those lectures. When Prof. Silvanus 
Thompson gave his Kelvin lecture, one felt that a great 
opportunity had been missed. Surely the public should have 
gone in their thousands. Such an oration was of as much 
national importance as a great eulogy of some politician. 
One cannot despise the power of the daily newspapers. 
public opinion is to be changed, it can only be done by the 
weapons of the politician. The first Kelvin lecture was 
worthy of more than one column in the newspapere. But 
we must have imagination sufficient to convince the pro- 
prietors of these great organs that the public will read and 
gradually become interested in such matters. . 

It is not altogether impossible to influence public opinion. 
When they can be convinced of the need, taxpayers will 
cheerfully agree to the spending of millions upon education, 


And this: leads us to wonder . 


The work of the British Association and the British Science 
Guild deserves every encouragement. The new Universities 
are much more in touch with the million than many of us 
suppose. They are alto receiving the co-operation of the 
local works managers. They would, of course, welcome 
increased assistance. E 

"There are, therefore, two directions in which public 
opinion must be influenced. The public must be made to 
grasp the need for dealing with the youth who at present 
goes to swell the army of the unskilled. There must be 
something in the place of the old apprenticeship system; 
and the State must be more generous with rewards for men 
capable of invention. A century ago our countrymen 
allowed James Watt to pass away without any thought of 
honouring him until he was dead. We have not that lasting 
shame with regard to Lord Kelvin. But we are content to 
see the national honours showered almost exclusively upon 
the politicians and the courtiers. If we made efforts to 
convince the public that men, upon whose work great indus- 
tries have been built, are worthy of their country's gratitude, 
then public opinion would be strong enough to insist that 
they should have their due. 


REPAYMENT OF CAPITAL: MUNICIPAL 
ELECTRICITY WORKS IN LONDON.. 


By “INTERESTED.” 


Ar the present time the indebtedness of these municipal 


electricity supply stations is increasing too fast, and, unless 


a distinct alteration is made in the present system of taking 
up loans and of repayments, the near future will land some 
of them in a sore dilemma. The sinking fund is still 
growing up at a good pace, and it is now high time the 
debt ceased growing and commenced declining. Perhaps. I 
should apologise for again referring to this subject, but I am 
not going to do во, because I consider the question one 
demanding ventilation. 

Let me revert to the. commencement or birth of these 
departments, and review the conditions governing the 
capital borrowed from the sanctioning authority—the 
London County Council. In the early stages the periods 
fixed for repayments were as follows :—Freehold land, 
60 yeara; buildings, culverts, and bare copper mains, 50 
years ; meters, 10 years; and 20 years for all other pur- 

ses. At the start of a works the usual custom 
was to take the items collectively and make one general loan 
for the whole. The usual term for such а loan was 42 years. 
When a general loan of this description was taken up, the 
lending authority required the borough council to pass a 
resolution to the effect that all renewals and replacements 
should be made, during the currency of the loan, either out 
of revenue or from a sinking fund created for that purpose. 
At a later date—November, 1906, to be exact—the Council 
revised the periods for repayments and decided upon the 
following maxima: Freehold land, 60 years; buildings, 
50 years; mains, 30 years ; plant, 20 years ; house connec- 
tions (excluding meters), 12 years; and meters, 10 years. 
Another revision within the next few years would not come 
as а surprise. Outside London, the usual average maximum 


. fixed by the L.G.B. is 25 years. 


Now, in the beginning, the long-period loans proved a 
blessing in disguise, and materially assisted the undertakings 
by keeping the amount of redemption low. Had the present- 
day maxima then been in force, the stations would have 
experienced considerably more trouble in making both ends 
meet. In their infancy the stations benefited by this privilege, 
I might say, of small annual repayments, but at the present 
date, when most of them are nearing maturity, what is the 
effect of that privilege ? Remember that the borough councils 
have resolved to pay for all renewals and replacements out 
of revenue. The answer is clear. Sufficient profit must be 
made each year to cover the small amount redeemed ; pay a 
yet tall sum for interest on the large amount of capital out- 
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standing ; and put by sufficient for probsble replacements 
and renewals in the near future. What at first appeared a 
blessing proves at this juncture to be somewhat of a handi- 
cap, and looks like hampering the undertakings in the future, 
because the interest charges will remain heavy for many years 
tocome. I certainly think that the sum set aside for re- 
placements and renewals is not sufficient for the purpose. 

The annual return prepared by the statistical officer of 
the L.C.O. (P. S. King & Son, price 18.) gives a wealth of 
detail and much food for thought in this connection, and the 
following figures, abstracted from the last report issued 
(1907-8), are well worth consideration :—Total amount 
borrowed, £5,907,163 ; total repayments, £508,757 ; total 
outstanding, £5,398,406 ; proportion repayment bears to 
amount borrowed, 8 6 per cent. Since the commencement 
of the undertakings, the contributions made in aid of local 
rates are £36,695, and the sum taken from the rates in aid of 
the undertakings is £121,459. Already devoted to replace- 
ments or written off capital expenditure, £107,617; balance 
at Cr. of renewals or reserve, &c., funds, £126,702, and at 
net revenue account, £54,252. _. 

These figures speak for themselves. When a station has 
been in existence for something like 10 or 12 years, the 
above-mentioned .proportion should be higher than an 
average of about 84 per cent. Financially some stations are 
in more favourable positions than others, and are, compara- 
tively speaking, safe, but that cannot be said of the 
majority. A large sum has already been expended in 
renewals and replacements, or written off the capital. 
Thus, within 12 years from the commencement, replacements 
have become necessary, and some of the original installation 
has been scrapped or sold. Another few years will necez- 
sitate expenditure of a much higher figure for the follow- 
ing reason :—No station would be originally designed in such 


a manner as to require renewals or replacements within, | 


say, five to six years from the start ; therefore, it is evident 
that the above-mentioned sum has been spent in the last five 
or six years, and ordinary reason says that that sum will 
develop into a larger one in the immediate future. True, 
nearly £181,000 is in hand for this purpose, but that can- 
not be confidently expected to grow toany appreciable extent 
when constantly increasing sums are required for redemption 
and interest. | 

This question of repayment of capital should be approached 
from a public point of view, quite apart from any personal 
‚ от party feeling. I do not care a straw for the ravings of 
some people over municipal trading, taking that on the 
whole. Facts are recorded, and figures can be obtained 
with but little trouble, so, if they choose to be optimistic in 
this particular respect—municipal electricity works—they 
are at fault. Many of those interested—more or less—in 
this matter argue that a point will shortly be reached 
when borrowing will cease, and from that. time onwards the 
debt will annually be reduced until finally extinguished. 
That is the hypothesis. When will that point be reached ? 
Can any fact be found in the published accounts pointing 
to the probability mentioned? The figures given in the 
L. C. C. return fail to give any clue, and the annual accounts 
published from time to time in those journals devoted to the 
electrical industry also fail to elucidate matters in this 
respect. 

We have, without doubt, a mortgage debt increasing at a 
time when it should be falling off, notwithstanding the heavy 
repayments being made, and, incidentally, the sum drawn 
annually from the rates in aid of some concerns. Quite 
apart from the money taken from the rates, there are a few 
instances where certain sums have been paid in aid of the 
local rates. I consider that a step in the wrong direction. 
A far better and safer course would have been to place the 
surplus in a renewals, depreciation or reserve fund. The 
undertakings are not at present in a financial position strong 
enough to submit to such a drain, and, sooner or later, will 
feel the drought. In these hard times a little relief is very 
welcome, and councils must be excused for occasionally 
taking the surplus from the electricity department to assist 
the local populace, but that practice must on no account 
become general. 

To a certain extent the recently inaugurated custom in 
some districts of taking up loans repayable over short periods, 
i.e., less than the maximum period allowed by the L.C.C., is 
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a step in the right direction, and might be extended with 
advantage. Also, some form of consolidation scheme 
whereby various loans are grouped together, so as to shorten 
the period of repayment for some of the original ones, might 


` be adopted. Were councils to persist in taking up their 


loans on a short repayment scale, and to put all surplus on one 
side for the purpose of replacing plant, &c., which becomes 
obsolete or inefficient owing to the installation of larger unite 
or modern improvements, and for renewals, then the matter 
would be well taken in hand, and the sinking fund might 
really sink. The burden would become a heavy one after a 
few short-period loans were obtained, but the load will have 
to be tackled soon in order to safeguard the future. 

Speaking generally, the ratepayer seldom takes much 
interest in the local electricity supply works. ^ Occasionally 
a few remarks on his rate notice may serve to fan into a glow 
some few sparks of thought, but thinking of just how and 
when he can meet the demand soon damps them again. 
By some means he should be induced to watch the figures, 
and weigh up the pros and cons for himself. Then, perhaps, 
the future position of the electricity department would receive 
& greater share of attention from those elected to manage 
the undertakings. Perhaps, after all is said, the auditor will, 
by dropping a gentle hint in his report, be the means of 
awakening the management, and. show them what a serious 
outlook the future has, and that immediate attention is 
required on their part. 


i 


A SLIPWAY HAULAGE GEAR FOR FRANCE. 


AN electrically-operated winch was recently built by Messrs. Clarke, 
Chapman & Co., Ltd., of Gateshead-on-Tyne, for an important 
French firm of contractors. It is designed to haul a load of 30 tons 
at the rate of 5 ft. per minute by means of chain cables, and is, there- 
fore, oapable of dealing with medium sized vessels. Its overall 
dimensions are only 10 ft. 3 in. x 11 ft. 6 in. x 6 ft. 3 in. high. 
The economy in space and material is effected by introducing chain 
cable lifters as used in windlasses, in place of the usual drum for 
use with steel ropes. The effective diameter of the cable lifter is 
2 ft., and the cible as drawn over the lifter is dropped into a tank, 
as in the case of anchor cables on board ship. 

A drum to accommodate a rope, which would be nearly 2 io. in 
diameter, would have to be 6 or 8 ft. in diameter in order to avoid 
bending the rope too sharply, and as a wire rope of such a siz3 


Fic. 1.—ViEw or Мотов ARD O HAN WHEELS. 


could not lie in more than one layer on the drum without speedy 
damage, the drum would be fairly wide for any suitable length of 
slipway. Moreover, the large diameter of the drum would involve 
considerable extra speed reduction to avoid installiog a very low- 


speed motor, and this would again bring up the cost of the 


plant. 

. The chain wheels are of cast-steel, fitted with snugs carefully 
pitched to give easy running of the chains. They are keyed to 
a massive shaft, operated by a double helical spur wheel of cast- 
steel. The pinion rides loose on its shaft, and is engaged with it 
by means of a strong steel clutch when it is required to haul by 
means of the chain lifters. The shaft carrying this pinion is driven 
by worm gear, totally enclosed in a cast-iron box filled with oil, 
and fitted with & roller bearing to take the thrust of the worm. 
The worm wheel is of special construction, consisting of a gun- 
metal machine-cut rim bolted to а cast-iron centre, the idea being 
to avoid the development of any slackness of the wheel on the key 
in the course of operation, while securing the advantage of the 
gun-metal teeth. The worm is of steel, cut from the solid, on a 
shaft coupled directly to the motor spindle, | 
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16 is frequently convenient, in order to give a start to the vessel 
which has been docked for for manipulating the cradle, or 
other purposes, to have a gear which can be operated 
independently of the main haulage. This is provided ia this 
instance by attaching a warping drum tothe clutch pinion shaft, 
26 in. in diameter, and having a warping speed of 45 ft. per minute. 


Fic. 2.— View or CONTROLLING (GEAR. 


In order that the carriage may be held still while the warping drum 
is used, the chain lifters are disconnected from the motor by means 
of the clutch, and a powerful band brake is provided, having hard- 


wood blocke, operating on the intermediate shaft and controlled by 
а screw and hand wheel. There is also on the motor spindle a post 
brake operated by a foot lever, capable of holding the greatest [6 d 
that the motor can pull hy meats of the warping drum. 


— a ш 


Alternative Positions of Air Valves. 


ELECTRICAL CONDITIONING OVEN, ExTEBIOR AND SECTIONAL VIEWS. 


The electrical part of the equipment consists of a four-pole series- 
wound Clarke, Ohspman motor, having a totally enclcsed elot- 
wound drum armature. The motor rons at 750 B. P.. cn а 550-volt 
circuit, gives 27 H P., and is designed to have a temperature rise of 
not more than 100° Р. on a run of one hour at full load. It is 
operated by means of a controller capable of speed regulation by 
means of cast-iron grid resistances. The controller, foot levers for 
brakes and clutch lever are all grouped at the end of the winch, so 


УЛУШ О oth ath’ APP» ЯР, 
а © Ohi вәз eta 7 


as to be under the control of one operator. Our illustrations show 
the general appearanoe of this interesting goar ; fig. lisa view of the 
motor drive and cable lifter, while fig. 2 shows the control side of 
the ; including the drum oontroller for the motor, band brake 
hand wheel, foot levers, and clutch for the chain lifters. | 


.AN ELECTRICAL CONDITIONING OVEN. 


Tux object of this apparatus is to ascertain the percentage of 
moisture in any fabric which might be considered hygroscopic, as 
the presence of moisture not only affects the weight, but also the 
ttrength of the material. For instance, with regard to the sale of 
wool, either in the raw state or otherwise, it is obviously n 
for the purchaser to satis'y himself that he is paying for wool, and 
not for wool and water; then again, when a merchaut desires to 
buy cloth, he not only considers the appearance and weight of it, 
bat is careful to test the strength of it. This is done by straining 
various samples of equal length and width between two jaws, the 
one fixed and the other moving along a screw, to which is attached 
an indicator which records the breaking strain in pounds. 

It is obviously unfair to the better class of cloth manufacturers 
for the merchant to ignore such a test as this, and it is just as 
unfair that such a test should Ъз carried out unless the cloth has 
first been conditioned, as there are many cloths which have a lower 
breaking point when wet than dry. : | 

The conditioning oven ensures that the fibre or cloth is free from 
moisture, or at any rate, that the percentage of moisture remaining 
pl = to be a negligible quantity when considering weight or 
strength. | | 

The object of all conditioning ovens is the same, but their 

construction differs slightly owing to the 

heating medium, which up to the present 

has been confined to gas or steam. The 

steam oven is used. only where a supply of 

steam is available for power or heating 

i purposes, but where steam is not available 

gas is used. The efficiency of the gas-heated 

oven is naturally low, as the air passing 

through the wool must not be in contact 

with the flame or fumes ; it is usually passed 

over a series of large copper plates on its 

way to the conditioning tank; this means, 

then, that by far the greater percentage of 
heat passes away to the atmosphere. 

In most modern gas-heated ovens the hot 
air is driven through the wool by means of 
a fan or blower at a pressure such as will 
ensure that all moisture is taken away 
with it. Obviously, if electric heating 
was applied in the same way, the expense 
would prohibit its use; bnt, owing to the 
fact that the air comes in direct contact 
with the heating element in the new 
design, the efficiency is very considerably 
increased. 

Referring to the plan, the rectangular- 
shaped box in the centre contains a number 
of woven-wire resistance mate arranged 
horizontally one over another. Surround- 
ing this, and insulated from it by slag wool, 
is a chamber (also insulated on ite outer 

surface) which is really a spiral surround- 
ing the heater. In this spiral, which is 
square, is a 8 in. by 3 in. tube, which is 
also a spiral. These tubes form the econo- 
miser of tbe apparatus. Air is blown 
through the smaller tube by a fan, enter- 
277 ing at the top, into the vottom of the 
hf heater, then up through the wire mate into 
ЌЕ: the space at the top. From this point, by 
means of a series of ports, the air may 
either be directed through tbe wool, which 
i8 contained in the conditioning tin, or by- 
passed into the annular space surrounding 
the oven, and thence down into the larger 
tube of the economiser. The latter method 
is adopted when the weighing operation 
takes place, as it would obviously be im- 
possible to weigh the material with a 
pressure of air under the tin; further- 
more, it is not advisable to switch the 
current off,as even wbile weighing takes 
place it is necessary to maintain the air 
temperature in the oven as near the normal 
as possible, as otherwise the fabric would 
absorb moisture from the atmosphere, and 
80 give a misleading result. 

The material rests in the tin on gauze or perforated zinc of small 
mesh, and the usual quantity used for conditioning is 4 10. This 
sample is taken from the inside of a bale indiscriminately, and the 
percentage of moisture in the sample represents the percentage of 
moisture in that particular bale. Directly above the tin there is a 
sensitive scale, and it is customary to keep the scale balanced 
throughout the test by adding weights on the wookside to make up 
tor the loss of weight due to evaporation, 
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dishes at present in use are heated by alcohol, but little diffi. 
culty should be found in showing the advantages of elec. 
tricity over spirite. The cost for energy is low, many of the 
operations taking only 15 or 20 minutes; a long one, for 
instance, soles à la Parisienne, taking under half an hour, 
would cost about Id. with electricity at 1d. per unit. 

A useful service is in the preparation of supper dishes: 
these can be partially cooked, and then completed upon the 
return of, say, a theatre party, and a warm supper, perfectly 
cooked, enjoyed without troubling the servants. Its value 
in a sick room for heating milk, &c., is obvious ; also the 
water pan can be used separately as a saucepan. 

The price is about 40s., and they are usually rated at 
200 watts for the low heat and 600 watts at full heat. 
They form useful presents, and would well repay pushing, 
as their use would do much to advertise the convenience, 
practicability and low cost of electric cooking. 


The whole apparatus is designed in a manner which ensures the 
‘highest possible efficiency, and that the result aimed at has been 
attained is easily proved by noting the temperature of the air at 
the outlet, The temperature of the oven is maintained at 220° F. 
thronghout the test, and yet the outlet temperature is but a few 
degrees above that of the inlet, and the difference can only be 
noted by taking a reading on a thermometer. This proves the 
value of the economiser, which, it will be noted, is similar in 
principle to a feed-water heater. A motor consuming about 60 watte 
is quite large enough for driving the necessary amount of air 
through the oven ; the heaters consume only one unit per hour, во 
that the cost for energy is but small, and is, in fact, less than that 
of gas in the most recent type of gas-heated ovens. 

As most modern textile mills are fitted with electrical plant, 
there should be no difficulty in adopting this type of oven generally, 
but even if no supply is available, it is a simple matter to rua a 
small dynamo off the line shafting, to which also the fan could be 
coupled. In euch a case the dynamo would merely replace the 
нса ; the extra cost, therefore, of such an arrangement would be 
small. 

One great advantage that this oven has over the gas-heated oven 
is that it is ready for use in five minutes, whereas it takes from 30 to 
45 minutes to thoroughly warm up the other, owing to the fact that 
& large mass of copper or other metal has to be heated up before 
the air-blast can be applied. It has many other advantages, the 
chief of which are:— | 

It is compact. 

Ј may be moved from place to place, and used without trouble, 
"y long as there is a supply of current available, and a plug and 

exible. 

The temperature regulation is perfect, and may be controlled 
either by regulating the amount of air or by switching the carrent 
onoroff  . . | | 2 

It may be used on alternating or direct current at any medium 
pressure. КЕИ | | 
The apparatus described has been developed by Messrs. Ellis and 
. Allsopp, of tha Bradford Corporation electricity department, and 
it is bound to interest central-station engineers, especially those 
in the woollen and worsted districts. 


AN ELECTRICALLY-OPERATED TURBINE 
FIRE-PUMP. 


[BY OUR BERLIN CORRESPONDENT.] 


THE voluntary fire brigade of Wiadhofen-on-Y bbs, Austria, 
has recently adopted a novel type of electrically-operated 
fire engine, designed as a four-stage high-pressure turbine 


pump. 

This pump is able to throw upwards of 400 litres of water 
per minute through two lines of hose to 40 metres distance, 
and comprises а cast-iron housing, bucket-wheels, a nickel- 
steel shaft, and two ring-lubricated bearings. The shaft is 
perfectly balanced in regard to axial thrusts, and is coupled 
by an elastic clutch to a 10-н.р 150-volt three-phase motor 
with slip-ring armature. 

The pump, motor and accessories are mounted on a four- 
wheel car fitted with excellent springs. This car contains in 
its forepart seating accommodation for four men, and in the 
rear standing accommodation for three, care being taken to 
reduce the dimensions and weight of the car while providing 
room for as many passengers as possible, and rendering 
operation as easy as it can be made. ; 

Immediately beside the motor is located the motor starter, 
a three-pole lever switch with fuses, and between the 
pump and motor the amperemeter, carried by an iron fork. 
Below the electromotor there is fixed to the underframe of 
the car a cable drum fitted with three slip-rings and three 
pairs of carbon brushes. This cable drum is operated through 
a simple hand-crank fixed to an extension of the shaft. The 
motor is protected against moisture by а half-round shét 
metal case. 

The pump motor is connected to the electrical mains 
by means of plug contacts, or by hook couplings consisting of 
metal hooks roughened on the inside so as to remove the 
oxidised skin of bare conductors and to obtain a satisfactory 
contact. From these couplings, which are fixed to three-part 
bamboo rods of about 6 metres total length, a flexible cable 
of 60 sq. mm. section and about 10 metres long, terminating 
in a well-insulated three-core rubber -insulated cable o 
3 x 60 mm., with galvanised-iron wire sheathing, | 
to the engine. Hook contacts are used only in con- 
nection with overhead conductors, and are readily fixed at 


ELECTRIC CHAFING DISHES. 
By FREDERICK M. WEST. 


CHAFING-DISH cookery is of quite early origin, and is prin- 
cipally used in the preparation of those dainty omelets and 
sauces 80 beloved of the French. It is in America, how- 
ever, that it has become most popular, and, probably driven 
by the acuteness of the servant problem to do much of her 
own cooking, the American housekeeper has taken fuller 
advantage of the comfort and pleasure derived from this 
and similar appliances. It must not be imagined that 
chafing-diah cookery. is a fad; it is extremely practical, so 
much so that the well-known cooking expeit, Mr. Herman 
Senn, has issued a book on “ Chafing-dish and Casserole 
Cookery,” which contains upwards of 80 recipes for the 


OHAFING DISH IN USE. 


-chafing dish alone. The following items convey an idea of 
its possibilities :—Kedgeree of fieh, fried scallops, soles à la 
Parisienne, lobster patties, réchauffé of cold meat, fish toast, 
chicken croquets, kidneys à la minute, mutton cutlets à la 
minute, tripe with cream sauce, Welsh rarebits, &c. 

The chafing dish consists of a heater, a water pan, a 
blazer, and numerous accessories such as egg poachers, forks, 
&c., all of which would find a place in the most modest of 
kitchens. The part that the cooking is done in is the 
blazer, which is used in the same way as the upper part of а 
double boiler or porringer for scalding milk, the essence of 
he thing being the cooking over hot water. Most chafing 


any point of the line without any disturbance in the service. 
Plug-contacts are mainly used in connection with under- 
ground circuits, the necessary contact boxes being installed 
close to the water hydrants. 

Being able to carry a length of cable of several hundred 
metres, the pump can be operated, within certain limits, al 
any place desired. 

Two ordinary candle lanterns are used to light the pump 
on its way іо the site of the fire; two 392-c.p. electrical 
incandescent lamps in each of the lanterns, as well as an 
incandescent lamp fixed above the amperemeter, are con- 
nected to the circuit during the operation of the pump. 

A special electrical detachment of the fire brigade has 
been organised for handling the pump and carrying out any 


RH B ~ x 


vol. 65. No. 1,654, Auaber 6,1909] THR ELECTRICA REVIEW. Р 


sar 1 pee e- > ve ГЕ " 


3 
е 


211 


work required during fires for the prevention of accidents 
and breakdowns in service. — — 
On the occasion of public tests recently made, a jet 
60 metres in height was thrown, 14 minutes after arrival. 
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ELRHOrRIC AL. Frise Pour. 


The main advantages ol this fire engine, which has been 
designed by Herr J. Reiner, manager of the Waidhofen 
municipal electricity works, are as follows :— 


Increased rapidity in. getting into working order; reduc- 


tion in first cost, weight and space requirements; increased 


simplicity and safety in operation (due to the absence of any 
complicated driving gear or valves); reduction in the wear 
‚апа tear, and cost of operation, the current being in most 
cases derived free of charge from the city mains. 

For smaller outputs, the same type of fire engine could 
be mounted. on a two-wheel barrow ‘handled by one man, 
and would constitute an excellent fire extinguisher for 
factories, store-rooms, farms, theatres, &c. 


AN AERIAL ROPEWAY INSTALLATION. 


We illustrate herewith a novel and expeditious method 
of automatically disposing of waste ashes from steam boilers, 
as installed by Messrs. Richard White & Sons, engineers, of 


Fig, 1l.—AvTOMATIC ASH TIPPER. 


Widnes, for the Sheffield Corporation at their Neepsend 
generating station. 

Some time ago, Mr. S. E. Fedden, the city electrical 
engineer, with a.view to adopting the best means of distri- 


tramway of 2 ft. gauge. 


buting the ashes from the boilers, and utilising these ashes 
forthe purpose of filling up some waste ground, advertised 
in all the leading. technical papers for estimates for the work, 


each firm competing to submit their own scheme for the duty 


required. Messrs. White's proposals and drawings were 
selected after careful consideration of a large number of 
propositions submitted by the leading conveying firms, not 
only of this country, but also from America and the Con- 
tinent, so that the matter assumed a kind of international 
competition, and it is gratifying to think that British enter- 
prise and invention were found equal to the occasion. 


Fic. 2.—RETURN Тевмінлг FOR Ror war. 


It will be seen that the plan adopted is an aerial wire 
ropeway on Messrs. White's patent principle, with automatic 
tipping of the ashes wherever required,-as clearly shown in 
fig. 1, whilst the empty carriers proceed onward without 
stopping or being handled in any way, and are automatically 
conveyed around the return terminal, as shown in fig. 2, so 
that the carriers are never touched by hand after leaving the 
loading rail, until they arrive back again at the loading 
terminal, where they are automatically disengaged from the 
hauling rope, and then stand ready for loading again, as shown 
in fig. 8. 

Uu order not to interfere in any way with ground traffic, 
it was found necessary, in the first place, to elevate the load- 


ing rail of the installation to a height of 17 ft. above the 


ground level. The ashes are collected in the basement 


Fi. J.—Loapna TmBwIMAL AT Borger Housa. 


underneath tbe boilers in ordinary tipping wagons, each 
wagon holding 3 cb. yd. of material, and running on a light 
The wagons are then run to an 
electric hoist just outside the boiler house, by which the 
are raised toa height of 40 ft. above the basement level. 
Here the contents of the wagons are tipped into a hopper 
of 54 cb. ft. capacity, the arrangement being clearly shown 
in the accompanying view. 
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From this hopper the ashes fall throngh & shoot, controlled 
by a band lever, into the boxes of the ropeway carriers 
standing on the loading rail. 


The carrier is then engaged with the hauling rope by | 
means of the patent gripper provided, which conveys the. 
load along the ropeway as shown in fig. 4, until it reaches 


the automatic tipper, as already described. 


Fic, 4.—HRoPBwAY, SHOWING INTERMEDIATE SUPPORT. 


The hsuling rope, which, of course, is endless, and. is 
constantly running when the ropeway is at work, is driven 
by means of an ordinary fleeting wheel, which is connected 
with worm gearing, driven by an electric motor. 

The loading terminal is of special design, with a loading 
rail curved to an exact circle, во that the terminal iteelf can 
be readily turned round to face any part of the tipping 
ground without interfering with its position with respect to 
the loading hopper, a central pivot maintaining its correct 
alignment. | | 

The automatic return terminal is mounted on eight steel 
wheels running on a pair of rails, as shown in fig. 2, so 
that as the ground around it is filled up in course of time 


by the tipping, the terminal itself can be moved along. In 


LEGAL. - 


DmvomronT ConPoBaATIOM v. THE DEVONPORT AND 
Disraict Tramways Co. 


AT Devonport on Wednesday and Thursday last week, the 155 
summonses issued by the Corporation against the Devonport and 
District Tramways Co., with regard to the discontinuance of tbe 
service on the lines leased by the Corporation to the company, came 
before the Borough Magistrates. Seventy-one summonses were 


` for failing to run at least four cars each way in the morning and in 


the evening, at the hours thought by the Corporation most cov- 
venient for artisans, mechanica, &c., on the lines leased to the com- 
pany in pursuance of a certain agreement, from January 18th to 


April 10th, 1909. Eighty-four summonses were for failing to 


comply with a lease, &., by not providing on the leased lines such 
cars as were reasonably required by tbe Corporation in the public 
interests from January 17th to April 10tb, 1909. 

Mr. R. J. Fittall (town clerk) appeared for the Corporation, and 
Mr. Eustace Hills for the company. 

Мв. FrrTALL proposed an arrangement for sbbreviating the 
proceedings, bat Mr. Hills said that important questions of 
principle were involved, and he could not make any admission anch 
as Mr. Fittall asked. | | 

Мв. Frrractu asked for judgment upon the whole of the 


summonses. He proceeded to detail the circumstances which 


led to the discontinuance of the service on the leased lines 
since January 16th last, particulars of which have already been 
published in these columns (June 25th) He said the company 
contended that through financial disability they had been unable to 
comply with the notice given by the Corporation. It was an impor- 
tant matter that the ratepayers of the borough, who had £62,000 
invested in the leased lines, should not have those lines lying idle 
in the streets. During the six months since the cars ceased 
running upon the leased lines, the company’s takings had decreased 
£2,445, or £94 a week, compared with the corresponding period of 
last year. Ifthe company were not willing to run a service on 
these lines, and the Bench agreed with the contention he put before 


them, and also agreed that the requirements of the Corporation 


were reasonable and in the public interest, he would ask them to 
impose the maximum penalty of £5aday, because of the great public 
inconvenience caused. "This was the only effective remedy that the 
Corporation bad against the company. 

Evidence for the Corporation was given by Mr. Rupert Royle 
(assistant town clerk), Ald. Tozer (chairman of the Tramways 
Committee) and Mr. О. R. Everson (manager, Plymouth Corpora- 
tion Tramways, who considered that the service required by the 
ора was reasonable in the interests of tbe riding public). 

. Нплв addressed the Bench for the defence. The only thing 
they were concerned with, he said, was whether the Co tion were 
entitled to the penalties they were seeking. If the Bench found that 
the requirements could only be complied with at very serious financial 
lose to the company, so as to be to a trading company practically im- 


Fic. 5.—ELEvVATION OF ABRIAL ROPE-WAY INSTALLATION. 


this way it will be seen that the whole installation can be 
moved round fanwise for a total length of 190 ft., ғо that in 
time the whole of the low ground to the left of tte ropeway 
will be automatically filled up. The whole of the hauling 
rope sheaves are mounted on roller bearings, and only 
occasionally require lubricating, whilst an automatic lubri- 
cator on one of the carriers provides for keeping the carrying 
ropes properly lubricated. 

The carrying ropes are of lock coil construction, giving 
easy and smooth running to the carrying sheaves, whilst the 
standard (see fig. 2) is provided with White's improved 
form of rope saddle, giving a long bearing for the carrying 
rope with easy running of the carrying wheels. 

The whole installation, including the loading and dispatch 
of the carriers, is worked by one man, so that it will be seen 
that the actual cost of disposing of these ashes is ex- 
ceedingly small. | 


Westminster Electric Supply Corporation, Ltd.— 


The dírectors have declared an interim dividend for the half-year 
to Jure 30th at the rate of 19 per cent. per annum, less income- 
tax, as last year. 


possible, he would ask them to say that whatever might have been 
the condition of things months or years ago, at the time that 
requirement was made, it was not ressonable in the interests of the 
public. The notice given on January 4th was, in effect, bad, and 
the company were entitled to have the summonses dismissed on tbe 
ground, that it was not a requirement by the Oorporation at al). 
There was no resolution of the Corporation until January 
14th. The notice being „bau, ud being the founda- 
tion of the proceedings, the compaoy on that acoount were 
entitled to a decision in their favour. It was clear that whatever 
might have been the condition of things in 1904, 1905, or 1906, on 
January 17th, 1909, taking all the facts into consideration, it was 
not a reasonable requirement in the interest of the public to ask 
the company to provide a 60-minute service between three places 
which had bad no effective service—some no service at all—since 
November, 1905. As regards those three services, it was certainly 
not reasonable, and if not reasonable in regard to those services, it 
was & requirement upon which criminal proceedings could not be 
based, because the document must be reasonable as & whole, or it 
failed. Until they tcok over these extensions in 1903 the 
company carried on a profitable undertaking. It had been 
said that the lease was voluntarily entered into, but it was under 
threat of competition that the company took over the extensions and 
agreed to pay the rent. 

Мв. Млттив Bonp (chairman of the company) said that as the 
result of the first year's (1902) working of their own lines, apart from 
the extensions, they were able to declarea dividend of 4 per cent., and _ 
put by sums for renewals. Іа 1902 the gross revenue was £6,990, 
and ia 1904 (the first complete year with extensions) £8,636, an 
increase of £1,646. Against that increase there was the Corporation 
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rent ot £3,900, so that the extensions failed to pay their way by 
£2,254, Speaking generally, the deficiency on the extension had 
increased since 1904. The share capital of the company was 
£132,000, and the British Electric Traction Co. held the major 


Мв. DUBNFORD, engineer and manager to the company, gave 
details of the service, and said that the company were distinctly 
better off through the service on the extensions being discontinued. 
The total saving through being without the extension had been 
about £116 per week since January 17th. The service prescribed 
by the Corporation was neither reasonable nor possible. The 
loss on the line between St. Budeaux and Saltash passage was just 
under 1s. per mile. 

Мв. P. N. Gray, secretary of the company, having given 
evidence, 

Mr, FrrrALL addressed the Court on points of law. 

The 71 summonses relating to workmen’s cars were next dealt 
with, and the Ohairman announced that the Bench would communi- 
cate their decision at a later date. 


BLACKWELL & Co. e. Тнв Mayors AND CORPORATION OF DERBY. 


Ix the Court of Appeal, before Lords Justices Moulton and Buckley 
last week, this case was heard on the appeal of the plaintiffs from 
an order of Mr. Justice Bucknil] in Ohambers staying the action 
under Sec. 4 of the Arbitration Act. 

Мв. ATEKIN, K.C., for the appellants, said that the question was 
whether the Judge in his discretion was right in staying the action 
on the ground that the contract between the parties contained an 
arbitration clause, under which disputes arising under the contract 
were to be referred to the arbitration of the borough engineer of 
the Corporation. The plaintiffs were electrical engineers, and the 
contract was for the construction of an electric tramway in Derby. 
The borough engineer had certified for certain penalties in respect 
of alleged delay in the completion of the contract, and the plaintiffs’ 
case was that the delay arose from the arbitrary conduct of the 

” borough engineer himself in, as alleged, directing the work to be 
done in a certain manner and materials to be obtained from specific 
firms, and in refusing to permit the plaintiffs to store material 
required for the work in certain places. 'The action was brought 
by the plaintiffs to recover the balance alleged to be due under the 
contract. Counsel submitted that Mr. Justice Bucknill was wrong 
in stayinz the action, inasmuch as the dispute was not one which 
ought fairly to be referred to the arbitration of the borough 
engineer, who, in order to arrive at a conclusion, would have to sit 
in judgment upon himself. 

Мв. Danokweerts, K.C., for the defendants, supported the order 
of the Judge, submitting that the dispute in-question was such as 
must have been in the contemplation of the parties when it Was 
agreed that the borough engineer should act as sole arbitrator. The 
authorities showed that an arbitrator appointed under a contract 
was only displaced and the jurisdiction of the Courts called in aid, 
when it was shown that the arbitrator was likely to be biased or 
that he had been guilty of misconduct, such, for instance, as 
receiving bribes. In the present case the bona-fides of the borough 
engineer could not be attacked, the only suggestion being that as 
he had certified for penalties, as he was entitled to do under the 
contract, he was not a fit person to arbitrate on the dispute. If it 
were sufficient, in order to oust an arbitrator, to say that he would 
be sitting in jadgment upon himself, then contracting parties might 
just as well treat arbitration clauses as so much waste paper.. 

Lorn Justiozg MourToN said that the Courts in exercising their 
discretion must look at the facts of each particular case. 

Мв. Danckwmkts contended that Courts ought to act on fixed 
principles, and that having laid down certain principles they ought 
to be true to them, and people in entering into such a bargain did 
so with knowledge of those principles and in the belief that they 
would be supported by the Courts. 

Lorp Justice BuUOKLEY asked whether Mr. Danckwerts thought 
that a person who was accused of being unreasonable was the best 
judge as to whether he had in fact been unreasonable. 

Мв. DANCKWEBRTS replied that when the parties made the con- 


tract they must have known that in a dispute relating to penalties - 


the conduct of the engineer must necessarily be largely in question. 
Invariably in cases where there was an allegation of delay the 
contractor turned round and said that delay was due to the acta of 
the employers He submitted that, in such cases, the jurisdiction 
of the engineer, as arbitrator, ought not to be ousted. 

Logn ЈовтісЕ MourTOoN, giving judgment, said that there was 
no doubt with regard to the law to be applied in this case. In 
older days, an agreement to refer disputes to domestic tribunals was 
not enforceable, but the Legislature had since recognised that such an 
agreement was part of the contract, and that it would not be fair if 
it did not, toa certain extent, enforce arbitration clauses. But it 
wisely took this course—it gavea right to & person against whom an 
action was brought to come to the Court and ask for the action to be 
stayed under the Arbitration Clause in the contract sued upon. 
Tbe perton so coming to the Court had to prove that he had always 
been ready and willing to goto arbitration, and then the Court had 
power, under the Common Law Procedure Act, to stay the action if 
it saw nogood reason why the matter should not be disposed of in 
the way the parties had contracted. But each case had to be raised 
on itsown facts. In bis Lordship's opinion, where the nature of 
the dispute arising from facts which were subsequent to the con- 
tract was such that the Court thought that the arbitrator was not 
likely to be able to deal impartially with the dispute, it was open to the 
Court and it was their duty to refuse to enforce the arbitration clause. 
It was suggested that this ruling would make arbitration clauses 
useloss, but the Сола ware quite able to jidge what was the 


subject of the dispute, and they would not be misled by unfounded 
allegations. In the present case he was satisfied that the dispute 


was substantially whether the borough engineer from the first 


acted unreasonably towards the contractors from the point of view 
ef the contract. Corporations were, in his Lordship’s opinion; too 
fond of putting officers of their own in the position of engineers 
under a contract, and they forgot that as the officer had to perform 
other duties for the Corporation, there might arise conflicting 
interests between those duties and his duties under the contract 
which might give rise to unfair treatment of the contractor by 
reason of the zeal with which the officer performed those other 
duties. In the present case he was of opinion that the Court 
would not be acting in the spirit of the law if they were to shut 
the doors of the Courts to the action and force it to be referred to 
arbitration. He was satisfied that there was a substantial dispute 
arising out of events which occurred subsequent to the making of 
the contract, and he did not think they ought to force it to be tried 
by bur engineer whose conduct was practically the sole point in 
dispu j | 

Lorp Justick BuckKLEY concurred. He said that he did not in 
any way reflect upon the engineer, but in the circumstances he did 
notthink he was the proper person to determine the' сор 

The appeal was accordingly allowed, with costs, and the order 
staying the action sel aside. 3 


— 


PEvTHIAN v. LIVERPOOL CORPORATION, &c. 


AT the Liverpool Assizes on July 28th, the -action of Phythian v. 
the Liverpool Corporation and Woolton Motor- Bus Co., Ltd., came 
on for hearing, being aclaim by Mrs. Phythian, of Wallasey, to 
recover damages for personal injuries sustained as s result of a 
collision between a motor-'bus belonging to the company, and an 
electric tramcar belonging to the corporation. Counsel appeared 


. on both sides, and the main point was whether the Corporation 


or the company were to blame for the collision. The case for the 
plaintiff, as put forward by Mr. Greer, was that on March 31st, Mrs. 
Phythian entered a motor omnibus at the usual stopping place 
opposite the Coffee House Hotel, Wavertree, and that just before it 
started, the tramcar collided with the rear of the motor-’bus. Asa 
result of the impact, the plaintiff was rendered unconscious and 
remained in that condition for three or four days, and suffered from 
shock and headache. She had to call in two medical men, and go 
to North Wales, and she was not able to take that in her 
husband's business of fruiterer that she formerly did. e case for 
the Corporation was that the accident was brought about through 
the omnibus drawing suddenly and without warning on to the tram- 
lines in front of the tramcar. Mr. Tobin submitted on behalf of the 
company that the accident was the fault of the tramcar driver in 
not pulling up quickly enough in view of the of a collision. 
At the resumed hearing on July 29th, the plaintiff's right to com- 
pensation was admitted by the two defendants, and the foreman 
sabsequently announced that the jury had found a verdict for £141 
12s. against the Liverpool Corporation. 

The Jopaz: You do not find any verdict against the company ? 

The FonEMAN: No. 


CLABEE v. THE Maxon, &o, or West Ham, 


Is the Court of Appeal, on Friday last, the Master of the Rolls and 
Lords Justices Farwell and Kennedy delivered -judgment in this 
case on the defendants’ application for judgment or new trial in 
the action which was tried before Mr. Justice Coleridge and a 
common jary. The circumstances and the trial were fully reported 
in our issues of March 5th and April 30th last. At the trial the 
Jary awarded the plaintiff £500 damages, and Mr. Justice 
Coleridge held that the plaintif was entitled in the circumstances 
of the case to the damages awarded to him, and entered judgment 
for the plaintiff for £500 and coste. The defendants appealed upon 
the grounds that the judge should have entered judgment for them, 
having regard to the sum paid into Court and that the judge had mis- 
directed the jury by telling them that it was open to them to assess 
a greater amount of damages than £25, and in them that 
the defendants had broken Regulation 12 made by the Board of 


- Trade. 


The arguments on the appeal concluded on Jaly 16th, when 
judgment was reserved. | 

Тнв Mastan OF тнв ROLLS, in delivering judgment, recited the 
circumstances and said that the first, and main point to be considered 
was whether there was an obligation upon the defendants to а 
member of the public, not being an objectionable person, who 
desired to;enter a car in which there wasa vacant plaoe: or whether 
the defendants were under no such obligation, but at liberty to 
refuse to take any one except upon such conditions as they thought 
fit to impose. In his opinion there was such an obligation upon 
the defendants ; the panne had a right, on paying or offering to 
pay his fare, to travel in the tramcar. The undertakers were em- 

wered to do that which would otherwise have been a nuisance to 

y rails along the highway; it was in the nature of a franchise 
granted by Parliament. Parliament had allowed the levying of 
tolls, which again seemed to him to negative the idea that the 
defendants oould pick and choose their passengers. Moreover, the 
by-laws, which had statutory effect, strongly supported this view. 
It followed that the right conferred upon the plaintiff was a right 
to be carried on payment of the published fare—namely, one half- 
penny, and that there was no justification for qualifying the 
plaintiff's right by the addition of a term limiting liability for 
negligence to £25. It might be, though he hesitated without further 
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argument so to hold, that if the defendants had chosen to publish 
two lists of fares in their carriages, one of which contained their 
maximum rates and the other of which contained reduced rates, and 
an option were given to a passenger to pay either the fall rate without 
any limitation of liability or the reduced rate with a limitation 
of liability, a passenger electing to pay the smaller fare would 
be bound by the terms on which, and on which alone, the reduced 
rate was accepted. In that case there might be consideration for 
the limitation of liability, but in the present case it seamed to him 
that no option was given to the plaintiff. The plaintiff had paid 


the only fare which the defendants could demand, and the . 


defendants were по more entitled to limit their liability to £23 
than they would be to negative all liability for negligence. In his 
opinion it was not useful to refer to provisions contained in the 
Railway Acts or to cases decided under those Acts. He based his 
judgment on the simple proposition that the plaintiff, who had a 
right to be conveyed in a tramcar on payment of the published 
fare, enjoyed that right with everything incidental to it, including 
a right to such damages as a jury might assess by reason 
of the defendants’ negligence. He thought that the appeal failed, 
‘and must be dismissed with coste. The Lords Justices also 
delivered judgment dismissing the appeal. 

A stay of execution was granted pending an appeal to the House 
of Lords, on the terms that the plaintiff was to have his costs in 
the Court below and in the Court of Appeal taxed and paid him 
in any event, and that the defendants should pay him £1 a week 
till the hearing of the appeal. - 


MonBiISON v. Tax Bnrrisk ALUMINIUM Co., LTD. 


IN the Chancery Division on Friday (July 30th), Mr. Simmons for 
the plaintiff, in the action of Morrison v. The British Aluminium 
Co., Ltd., informed Mr. Justice Warrington thatthe motion in the 
case for the appointment of joint receivers would, subject to his 
Lordship’s sanction, and with the consent of counsel for the company, 
stand over till the second motion day of next sittings. 

His LogpsR allowed the motion to stand over accordingly. 


t 


NEW ELECTRICAL DEVICES, FITTINGS, 
e AND PLANT. 


| Reyrolle Flame -Proof Drum-Type Starters. 


In view of the recent oorrespondence in our pages on the subject 
of mining switebgear, the accompanying illustration of a new type 
of flame- proof motor starter, recently put on the market by Messns. 
A. RexBROLLE & Co., of Hebburn-on-Tyne, will be of interest. 


Fig, 1.—REYBOLLB FLAME- PROO PH STARTER. 


Internally the starter is similar to the firm's well-known drum 
type, but the case and cover have been designed with special refer- 
ence to the conditions obtaining in mining work. 

The main casting is of stout cast-iron, and is provided with a 
broad flange, on which a heavy steel cover is fitted. The push- 
button release is operated атт of а special form of plunger 
which makes s flame-proof joint with the cover, and the cables are 
taken!through ое at the side, the design of these depending 
upon the type of cable employed. 


Messrs. Reyrolle & Co. have satisfied themselves, after an 
extended series of experiments, that even should a mixture having 
the maximum explosive force be ignited inside the starter case, 
there is not the slightest risk of rupture, and farther, on account 
of the long path throngh which the flame would have to travel, 
there is no possibility of a flash getting to the outside. 

If necessary, these starters can be fitted with overload and no- 
voltage releases, which are guaranteed absolutely vibration-proof ; 
anyone who has had experience in working coal-cutters will recog- 
mise that this is a highly important feature, the vibration on this 
type of machinery being excessive. 


` Street Lighting with Tungsten Lamps. 


We mentioned recently that Мв. HavpN T. Harrison, of 11, 
Victoria Street, S.W., had issued a small booklet on street lighting 
apparatus, and in view of the rapidly increasing importance of the 
tungsten lamp in this connection, we have thought it of interest to 
reproduce one or two illustrations of recent practice. 

Fig.2 shows how, at Harrogate, an arc lamp has been replaced 
by four high-candle-power tungsten lamps, supported by a graceful 
brancaing fitting. Possibly the fitting is rather more ornamental 
than would seem necessary, but this is a matter which it is essential 
t» consider with due regard to the character of the immediste sur- 
rounding: of the lamp standard. Fig. 3, by way of contrast, shows 
au extremely simple fitting for one to four lamps, fitted with Mr. 
Harrison's D P. switch-fuse and sealing chamber, as used at Bed- 
ford. A very similar fitting is used at Croydon. In some cases 


Fic. 3.—Two-Lieur FiTTING 
(BEDFORD). 


Fic. 2.—Four-LIGHT brrrma 
(HARROGATE). 


* 


(eg, Canterbury) the globe is dispensed with entirely, the spigot 
cap only being provided, to afford the lamp protection from rain. 
At Marylebone two tungsten lamps have been fitted in each of the 
existing gas lanterns that have been converted, a convenient fitting 
for this purpose being available. Mr. Harrison’s ingenious D.P. 
switch-fuse, recently described in this column, is readily fitted to 
street lamps, as shown in fig. 2, and the Venner time-switch, which 
switches on and off for 14 days without rewinding, is a useful 
adjunct, In an appendix to the booklet Mr. Harrison gives useful 
data regarding street lighting, including the cost of renewals with 
Osram lamps, for which he is able to undertake supply and main- 
tenance contracts. 


* Electra ” Insulated Hand-Lamp. 


Тнк ELEcTRIO & бЕнЕВАГ STORES Co., Commercial Chambers, 
104, Albion Street, Leeds, are introducing a portable hand-lamp 
ipeo у constructed to conform with the Home Office regulations, 
for use in works, collieries, mills, &c. The body of this igre A 

‚ 1s made throughout of & substantial insulating material, which, it 
stated, will not break, even if dropped upon iron or stone. The 


Тс t — 
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metal paris of the lampholder are во pue that an accidental 
contact with live parts is impossible. 


Y 


e well-glass screws into 


FIG. 4.—'' ELECTRA " Pon TABLE HAND-LAMP AND PARTS. 


the. body of the hand-lamp, and being fitted with a rubber ring, 
makes a watertight joint with 16, while a strong galvanised wire 
guard is fitted over the well-glass, and is also thoroughly insulated. 


Silver-lined Shades and Reflectors. 


Тнв SriLvEeB-LINED SHAD & REFLECTOR Co. of 4, Milk Street, 
Cheapside, E. C., isintroducing a series of reflectorsof novel type, which 
give admirable resulte. The reflectors are silvered on rough cloth, 
which is attached to card or zinc ; they are therefore unbreakable, and 


ape "C _ 
mant Up ЧУРА 


Fic. 5.—B81LvER-LINED SHADES. 


will not tarnish. They give a soft white light, and having a rough 
surface, they do not throw bright lines on one's deek. They can be 
used on any existing fittings. We have used a sample one for some 
time, and have been much pleased with the pleasant effect and the 
improved illumination on our work. : 


BUSINESS NOTES. 


Book Notices.—The Mechanical Design and Construo- 
tion of Commutators. By R. Livingstone. London: Electrician 
Printing and Publishing Co. Price 6s. net.—In this little work Mr. 
Livingstone has spplied scientific principles to the mechanical 
design of commutators, and has produced a book which cannot fail 
to be both interesting and useful to those engaged in the practical 
design of dynamo machinery. The author does not concern himself 
with el matters, such as the theory of commutation, contact 
resistance or determination of electrical losses, but confines himself 
to the calculation of the mechanical stresses due to centrifugal 
force, initial tension, and expansion caused by heating, both for 
commutators of the V-ring and the shrink-ring type. Two prac- 
tical chapters are given on the building-up of commutators, and 
various types are described, with criticisms upon their design. A 
table is given of p dimensions of commutators, from 6 in. 
to 90 in, which may be used as а basis for designers to start from. 

A Text-Book of Electrical Engineering. By Dr. A. Thomälen. 
Translated by G. W. O. Howe. London: E. Arnold. Price 15s, 
net,—This work is pally intended as a text-book for second 
and third year te at the Oentral Technical Oollege, and 
deals with principles rather than details of practical ction 


м. 


of electrical machinery. The greater part of the book is devoted 
to generators, motors and transformers. The first two chapters 
deal with the general laws of electric currents, and with electro- 
lysis, primary cells and accumulators. Subsequent chapters deal 
with electromagnetic laws and the generation of current, after which 
the underlying theories of direct and alternating-current generators, 
motors and transformers are treated in a manner which is excep- 
tionally full and clear. This is essentially a student's book, and 
can be confidently recommended to those who wish to gain a clear 
insight into the science of the construction of electrical machinery. 

" Leçons sur les Alliages Métalliques.” Бу]. Cavalier. Paris: 
Vuibert & Nony. 1909. е 

" Atti della Associazione Elettrotecnica Italiana.” Vol. XIII, 
part 3. May and June, 1909. Milan: The Association. Price L.5. 
Sections A and B. Vol. 12, part 7. No. 


“Science Abstracts.“ 
139. London: E. & F. N. Spon, Ltd. 1909. Price 18. 6d. each 
section. 

„The Engineering of Ordnance.” The Gustave Oanet Lecture, 
delivered by Lieut. A. Trevor Dawson before the Junior Institution 
of Engineera. London: The Institution. 


Chilian Industrial Improvement.—According to 
au American Oonsular report, there are strong indications of a 
general industrial development in Chile far in advance of anything 
heretofore known in South America. The work of construction on 
the first steel plant south of Mexico is progressing rapidly at 
Corral, and it is expected to be ready for operation early in 1910. 
This plant is to cost $2,000,009 United States gold, and will have a 
daily capacity of 200 tons. It i8 backed by French capital, and 
the machinery, it is said, will be principally of French manu- 
facture. A fine quality of iron ore is found in large quantities 
within 5 miles of the plant, whence it is to be transported to the 
works by an overhead cable. A few months ago a large cement 
plant was opened at Calera, with a capacity about equal to the 
consumption of the country, and there is a strong movement in 
favour of Government car works, whore all the rollirg stook can be 
manufactured for the State railways. It is expected that the 
opening of the steel plant early next year will encourage the deve- 
lopment of many other industries that are dependent upon the iron 
and steel industries for raw material. In all of this the Chilian 
Government is taking an active interest, and wherever possible is 
lending s helping hand. These industrial developments will open 
& market for much industrial machinery, and the British manu- 
facturer should keep in close touch with Chilian development for 
the next few years. Importations of machinery and fuel during 
1908 were the only items of importance that showed an increase; 
a total imports showed a decrease. Machinery enters free of 

uty. | 


Catalogues and Lists.— Messrs. W. A. Stevens, LTD , 
Victoria Works, Maidstone.— New catalogue of the Hallford- 
Stevens” petrol-electric and electric. omnibuses and commercial 
vehicles. One of the petrol-electric omnibuses has been run in 
London service by Messrs. Thos. Tilliog, Ltd., covering 50,000 
miles in the past 18 months. The patent electrical equipments are 
manufactured by Messrs. Stevens, who are sole selling agents in 
the United Kingdom for Messrs. J. & E. Hall, Ltd., the makers of 
the vehicles. The catalogue gives specifications and drawings of 
the omnibuses, &c., and details of the gear, with half-tone views of 
complete vehicles of various types, and of the Hallford engine. 
Reprint also of an article on the Stevens system of charging 
the batteries of omnibuses from the mains with efficiency. 

Мв. Сова ELLIsoN, Birmingham.—August calendar card, 
with portrait of a charming young woman named Harriet, and a 

* view of an А.С; motor-starter, J 

Ма. E. E. Cox, 77, 66. John's Road, Bootle.— Circular describing 
the "Whipall" electric air pump for inflating tires in motor 
garsges up to 150 1b. prcssure per sq. in. 

Tum Son ELECTRICAL Oo., Lrp., 118-120, Charing Cross Road, 
W.C.—Leaflet showing the “Sun” interlocked ironclad D.P. fuse 
and pressed brass sweating sockets, with particulars and prices. 


Visit to Works.— Yesterday the works of Messrs. Mavor 
-AND CouLson, Lirp., Glasgow, were open to the members of the joint 
summer meeting of the Institution of Engineers and Shipbuilders in 
Scotland and the North-East Coast Institution of Engineers and 
Shipbuilders, and several interesting novelties were placed on 
exhibition, including the following: Three-speed 6 H.P. spinner 
motor in operation, showing the proposed method of speed control 
for electric ship propulsion; an ac. motor wound with four and 
six poles, for use with two separate generators of different 
periodicities, both generators and both motor windings being used . 
together on the motor at fall load and normal speed. For one speed 
above the normal and one speed below the normal, one generator 
only is used. This is an alternative method of ship propulsion. 
Where more than two generators are available, the number of 
windings on the motor is increased accordingly, and more speeds 
are available; 10-н.р. single-speed spinner motor, illustrating the 
use of д.с. motors for starting u load without the use of 
resistance or electric control; a Pick-Quick coal-cutter, arranged 
for working on a steep inclination, as used in collieries in Slotland, 
in Belgium and in Austria, for dealing with seams not otherwise 
workable by machine-power; an entirely enclosed dust and 
explosion-proof motor cooled by ee, circulated and 

through radiators on the air osed in the motor, which 
is also positively circulated. There was also a stator core in course 
of construction for a 500-Н.Р. alternator of normal type, and a 
number of large motores of the ps ii dd type for industrial 
purposes, partly for use on power-supply mains. 
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New Wiring System.— We recently inspected а new 
wiring system devised by Mn. BAnsrIELD W. МАвтүн, of 11, Pratt 
Btreet, Camden Town, which appears to possess many admirable 
features, and is interesting in view of the importance of the 
subject of cheap wiring for small houses, which is now so pro- 
minently to the fore. Mr. Martyn, whose patent cable connector, 
watertight fuse, and  motor-car terminals have already been 
described in our columns, contrives by means of a simple universal 
box to satisfy a remarkably wide range of requirements with the 
mimimum number of parts and accessories. His system is not yet 
on the market, but is practically complete. He would be glad to 
meet with some other enthusiast who would share with him the 
burden of development of this branch of his business; he already 
possesses works, offices and the neceseary facilities for the com- 
mercial management of the undertaking. 


Australian Insulators.—A new Melbourne company 
has been formed for the purpose of manufacturing telegraph and 
telephone insulators from Victorian clay. A suitable deposit of 
in has been found at Ringwood from which insulators can be 
made. 


Liquidations. — UXBRIDGE AND District ELECTRIC 
Suprty COMPANY, Lrp.—The creditors and shareholders of this 
company met on Thursday last week at the Carey Street offices 
of the Board of Trade, Lincoln’s Inn, W.C., when accounts were 
submitted showing unsecured debts £6,622, loans on debenture 
bonds £52,579, and preferential claims E89. The assets are 
valued at £75,038, thus showing a surplus of £15,748 over the 
liabilities, but the account with the shareholders discloses a 
deficiency of £10,526. Mr. H. E. Burgess, Official Receiver, 
reported that the company was promoted in 1900 as the Uxbridge 
and District Development Syndicate, Ltd , with a nominal capital 
of £1,000, with the object of providing an electric supply for the 
parish of Hillingdon. It was found, however, that the expense of 
obtaining a provisional order would bave to be incurred, and the 
scheme was altered so as to extend the supply to several parishés, 
including Uxbridge. А provisional order was obtained, and the 
company was able to start work; a certain amount of capital was 
sabecribed by the public, and the nominal amount was increased, 
first to £20,000, and eventually to £75,000. The name of the com- 
pany was then changed to its present title, and its objects were 
stated to be to carry on at Uxbridge and in the counties of Middlesex, 
Backingham and Hereford, the business of au electric supply com- 
pany in all its branches, A company, known as the General 

lectrio Co. (1900), Ltd, undertook to finance the concern on 
certain conditions, and bad financed it to a certain extent, but 
later on in the history of the company the directors thought it 
desirable to transfer the debentures held by the General Electric 
Co. to the Metropolitan Electric Supply Co., Ltd., who took them 
up, and at the present time there was £43,000 of debentures held 
by the latter company. By an agreement dated May 8th, 1905, in 
consideration of the company withdrawing its opposition to a Bill 
then being promoted by the Metropolitan Co., the latter undertook 
to acquiré the interest of the General Electric Co. and that of Cal- 
lender's Cable and Construction Oo., Ltd. The sales of electrical 
energy amounted in 1902 to £721, and had increased to £5,644 in 1908, 
and after providing for working expenses there was a net profit of 
£2,903, which went in payment of interest on the debentures. The 
failure of the company was attributed to want of working capital 
required to carry ont the extension and make it a paying concern. 
There was & good future still before them, and negotiations were 
pending with a view to the continuance of the company's businets. 

The liquidation was left in the hands of the Official Receiver. 
' .— QmxEvA Твлмултв Co. (1906), LrD.— Creditors are required 
communicate with the liquidators, Messrs. A. G. Brand an 
d. onn at 286, Salisbury House, E.O., on or before September lst 
nex 

EASTERN ELECTRICAL BYNDICATE, LTD -A meeting will be held 
at 1, Broad Street Place, E.O., on September 14th, to receive an 
account of the winding-up from the liquidator, Mr. W. H. Btentiford. 


South America.—A syndicate has acquired the rights 
in the “2” (Zircone-Wolfram) metal-fllament electric lamps for 
Brazil, Uruguay and the Argentine Republic. 


Notices re Patents.—The proprietor of a patent for 
separating conductors from  non-conductors wishes to make 
arrangements for its working in this country. Notice is given of 
application for leave to amend a patent for an improved reflector. 

The owners of patents relating to vacuum lighting and to an 
improved system of electric lighting wish to lease their rights. 

Particulars are given in our advertisement pages to day. 


Private Meeting.—Motntain & Gipson, LTD., Elton 
Fold Works, Bary.— The creditors interested in this matter were 
called together at Manchester, when it was reported by Mr. H. A. 
Bowden, chartered accountant, that no accurate statement of affairs 
had been prepared. Taking the balance sbeet of June, 1908, as a 
basis, the position approximately was that the liabilities amounted 
to £33,100. The liabilities were as follows:— Unsecured trade 
creditors, £11,200; unsecured losn creditors, £12,100; and partly 
secured creditors, £9,800. There were debentures to the extent of 
£30,000, and after making provision for these, and for preference 
claims totalling £200, the assets were estimated to produce £29,320. 
A deficiency wasthus disclosed, as regarded the unsecured creditors, 
of £3,720. "The assets consisted of patterns, machinery, buildings, 
&c., £29,920, and stcck, book debts, &c., £29,600. The company was 
registered in June, 1905, to take over a business previously carried 
on by a manufacturing company. The nominal capital of the com- 
pany was £60,000, divided into shares of £10 each. A very large 


amount of experimental work had to be carried out, and ít was 
found that a large capital was required. At the end of 1907 it was 
contemplated that new works should be erected. Last year it was 
decided to remove to Gloucester. Subsequently, it was resolved 
that a new company should be floated with a larger capital. Io 
May of the present year a prospectus was issued, but the company 
did not go to allotment. <A meeting of the shareholders of the 
company had already been held, when a resolution was passed for 
the voluntary Jiquidation of thecompany. Mr. H. A. Bowden was 
then appointed to act ав the liquidator in tbe proceedings. It was 
pointed out that the meeting was called to comply with the require- 
ments of the Companies’ Act, and it was open tothe meeting to 
confirm the appointment of the present liquidator, or to make 
application to the Court. The matter was discussed at very con- 
siderablé length, and eventually it was decided that Mr. A. 
Whittaker, chartered accountant, should be appointed to act as 
co-liquidator with Mr. Bowden in the voluntary liquidation of the 
company. A Committee of Inspection was also appointed, con- 
sisting of the representatives of the principal creditors. 


Brussels Exhibition.—Tux NATIONAL ELECTRICAL 
MANUFACTURERS’ ASSOCIATION (Ixc.) has issued a circular letter to 
electrical manufacturers regarding the Brussels Exhibition, drawing 
their attention to the fast that the Board of Trade are giving 
special facilities to British exhibitors, which briefly consist in 
fixing the platforms for the stands, show-cases, &c., unpacking and 
packing the goods, and various other minor matters for the assist- 
ance of exhibitors. It is estimated that they will pay £50 out of 
every £150 expended on British exhibits—in other words, one- 
third of tae expenses. Beyond the assistance which the Board of 
Trade can give, there are many details (says the circular) in which 
the Association can be of assistance to those who anticipate 
exhibiting ; among others the following :— : 

l. It is very desirable that an exhibitor sbould have some 
information ye garding the positions available for his exhibit beyond 
that which can be obtained from a plan, and this can only be 
furnished by someone who has seen the buildings, &c. It is, 
therefore, suggested that joint action should be taken on the part 
of the members of the Association who are proposing to exhibit, 
by arranging for someone to report to them on tbis point. 

2. In the case of firms who would be prepared to make a joint 
exhibit with others, the Association can arrange for such members 
to co-operate and obtain an arrangement of space, show-cases, &c., 
suitable for the exhibit. 

3. As regards either the sending out of a representative to 
or arranging for joint exbibite, the Association would not make 
any profit, and would prorose to share the actual cost among the 
exhibitors. It is thought that it will probably be wise for the 
exhibitors to appoint a representative to go over to Brussels and to 
act in conjunction with someone who can be appointed locally. 

The secretary, Mr. F. B. O. Hawes, invites communications on 
the matter at the earliest possible moment, so tbat he can make 
whatever arrangements are necessary. The exhibition commences 
in April next, and will remain open for a period of at least six 
months. 


New Zealand Tariffs.—The Customs authorities have 
recently given a decision to the effect that electric batteries for 
use in surgical instruments” are to be classified under No. 190 of 
the Tariff, the duty being at the rate of 20 per cent. on British 
goods and 30 per cent. ad valorem on those of foreign manufacture. 


Platinum Exports from Colombia.—An American 
Consular report states that the exports of platinum from the 
Republic were in 1905, 2,475 Ib.; in 1906, 565°8 1b. ; and in 1907, 
20:5 Ib.; while the value rose enormously, being $83,088 in 1905, 
$122,219 in 1906, and $2,856 in 1907. 


Trade Announcements.—MEssrs. SIMPLEX Con- 
DUITS, LTD., inform us that they have been appointed by the 
Britieh Prometheus Co., Ltd., their sole selling agents in London, 
the South and West cf England and South Wales, and have re- 
stocked their various show-rooms with a representative selection of 
apparatcs. The management of this department will be in the 
hands of Mr. Beves, who has been associated since its inception 
with the British Prometheus Co.; he will be assisted by Mr. 
Bennett. 

Mzs8Bs. Davipson & BLACKADDER, of 50, Wellington Street, 
Glasgow, have been appointed agents for the St. Helens Cable and 
Rubber Co., Ltd., of Warrington, for the whole of Scotland. Mr. 
J. W. Logan will continue to represent the St. Helens Co. in the 
Scottish district as a member of Messrs. Davidson & Blackadder's 
staff. 

The partnership hitherto existing between himself and Mr. 
Schultz and others having termirated by effluxion of time on July 
31st, Mr. Charles Comins informs us that he will continue to 
practise as a chartered accountant at 50, Cannon Street, E.C., on 
his own account, under the style of CHARLES Comins & Co. 

MrssB8. VgnRiTYs, LTD., inform us that their Bristol address is 
now 59, Victoria Street. 

Tug BRADFORD ELECTRICAL ENGINEEBING Co., LTD, has 
removed from Royal Arcade to Manningham Lane, Bradford. 

Tur Арми, ELECTRIC Co., Ітр., of Adnil Building, Artillery 
Lane, E.C., bas been established under the management of Mesars. 
R. A. Marples and S. G. Leach, as the wholesale distributing 
sgency of alltypes of electrical machinery and apparatus of the 
well-known “ Bergmann” manufacture. 


Annual Holidays.—Tu& LANCASHIRE DYNAMO AND 
Motor Co., Lro., Trafford Park.— Works and offices will be closed 
from August 16th to the 21st inclusive. А small staff will be in 
attendance to deal with urgent corr. spondence. | 
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British-Made Gas Engines.—We are very pleased to 
learn from Tum Key ENOmRRRISG Co., Lrn., that they have made 
arrangements with Mersrs, Galloways, Ltd., to manufacture the 
Ebrhardt & Sehmer gas engines. It will be remembered that in 
1907 the company organised a tour on the Continent for the pur- 
pose of visiting a number of large gas-engine installations in 
Germany and France, when Messrs. Ebrhardt & Sehmer's engines 
were shown driving dynamos, alternators, and blowers, up to a 
maximum of 2,200 н.р. in one unit; the members of the party were 
much impressed with the excellent design and substantial con- 
struction of these engines, while their performance left no room 
for criticism. Similar engines have been installed in this country, 
notably by the Skinningrove Iron Co. (repeat orders), and at an 
English chemical works (repeat order) where an Ehrhardt and 
Sehmer 1,200-н.р. engine has been running on producer gas for the 
last two years.. The Key Oo. received several propositions from 
British manufacturers, and gave the preference to Messrs. 
Galloways, on account of their experience in building large rolling- 
mill engines, blowing engines, &c.— Messers. Ehrhardt & Sehmer's 
speciality. The chairman and some of the directors of Messre. 
Galloways, with Mr. Leonard Andrews and Mr. R. B. Slacke, of 
the Key Co., recently made a tour of inspection on the Continent, 
and visited several installations, as well as Messrs. Ehrbardt and 
Behmer's works, with the result that they were fully satisfied that 
the large gas engine had arrived at maturity; and after their 
general manager, Mr. Pilling, had also made a visit of inspection 
and reported favourably, they decided to enter into the arrange- 
ment that we have mentioned. The step will involve a consider- 
able outlay upon tools and equipment, but we have no doubt that 
Messrs. Galloways will reap a substantial reward, for the reputation 
of the engine is already established, and even in this country, iron 
and steel makers are at Jast awakening to the material economies 
that may be effected by the generation of power from blast-furnace 
gas. Moreover, the adoption of gas power in electrical generating 
stations is quite within the sphere of practical economics, and no 
one dare say that it is far from realisation. In future the Key 
Engineering Co. will act as agents both for Messrs. Galloways, Ltd., 
and for Messrs. Ehrhardt & Sehmer, and we congratulate them 
upon the successfal outcome of their energetic campaign. 


Cessio Proceedings.—Rosert RICHARDSON, electrical 
engineer, of Leven (Fife) who was examived in connection 
with his petition for cessio at Cupar, said he had no assets 
and his liabilities amounted to £901. His brother was prepared 
to pay a dividend of 53. in the £ to his creditors. Debtor, who is 
in the employment of the Wemyss District Tramway Co., said he 
got into difficulties when he was in business in Glasgow, and he 
bad to borrow money. Unfortunately he went to moneylenders 
and tried to clear himself; instead of doing во, however, he got 
d into the mire. The money he received from the money- 
lenders amounted to about £181; he believed he had paid back 
£250. The offer of 5s in the £ was accepted, and cessio was 
granted. Mr. F. J. Bmitb, Leven, was appointed trustee. 


Reduction of Capital.—Notice is given in the London 
Gazette that a petition has been presented to the High Court of 
Justice for confirming a resolution of Mxssms. FREDERICK SMITH 
am Co., WIRE MANUFACTURERS, LIMITED AND REDUCED, reducing 
their capital from £200,000 to £115,000. | 


Sale.—Messrs. Percy HUDDLESTON & Co. will offer on 
Thursday and Friday next the stock and plant of a firm of 
engineers and electricians at Hammersmith. See our advertise- 
ment pages to-day. 


LIGHTING and POWER NOTES. 


Aberdeen.—The Corporation Electricity Committee has 
had before it the decision of Mr. W. H. Patchell, London, who was 
appointed to consider the working arrangements between the 
Suburban Tramways Co. and the Corporation. Mr. Patchell has 
suggested a fixed charge of £4 10s. per xw., with an additional 4d. 

r unit. He has also decided that the Suburban Tramways Co. 
should pay the Corporation the sum of £900 per annum. By this 
decision there is a reduction of 1d. per unit on the old rate, and if 
the Suburban Oo. uses the same number of units in the future as it 
has done in the past, there will be asaving to the company of about 
£200 per annum. A five-years' agreement is proposed. 


Barking.—The U.D.C. has applied to the L.G.B. for a 
loan of £2,500 for E.L. purposes, viz.:—Excess expenditure, £745; 
new plant, £760; transformers, £250; mains extensions, £250; 
house services, £200 ; public lighting, £200 ; meters, £105. 


Brazil.—Reporting on the trade of the district of 
Santos, Mr. Consul Sandell says it may be affirmed that tbe State of 
Bao Panlahas been the cradle of the utilisation of hydraulic power 
in Brazil for generating electricity. That at present turned to 
account, however, is but insignificant in comparison with the 
immense undeveloped resources which the Btate possesses in the 
numerous large waterfalls to a large extent unexplored. The 
principal hydro-electric installations constructed in the State are 
that of the Sao Paulo Tramway, Light and Power Co., at Parnahy ba, 
with a capacity of 8,000 K. P., and those of various other companies, 
viz., at Jundiahy, generating 1,000 Kw.; Sorocaba, 1,000 Kw.; Rio 
Claro, 580 xw.; Mococa, 500 xw. ; and Piracicaba, 450 xw. The 
important hydro-electric station in course of construction by the 
Bantos Dock Co. at the Italinga Falle, which should be completed 
iw a year's time, will generate and transmit some 3,000 kw. 


which will be used in the working of the cranes on the quay at 
Santos ánd the supply of light and power to that city. 


Bridlington.—The T.C. has applied to the L.G.B. for 
a loan of £133 for E.L. purposes. 


Brighton.—The long-standing controversy between the 
Tramways and Lighting Committees of the Corporation was 
temporarily settled at the last meeting of the T.C., held on the 29th 
ult, when it was decided to reduce the price of traction current 
during the current financial year from 1°6d. to 1:36d. per unit. The 
Lighting Committee & short time ago agreed to reduce the price to 
14d. per unit, but this did not satisfy the Tramways Committe e, who 
asked for it to be reduced to 1:35d. Both Committees took separate 
reports to the Council, and it was fully anticipated that there would 
be an interesting discussion, but & compromise was effected before 
the proceedings came on, so that the price is now, at any rate for 12 
months, settled st 1:354. per unit. Alderman Oarden, the ex- 
chairman of the Lighting Committee, frankly acknowledged that 


' the tramways have been overcharged for several years past, but 


that the Lighting Committee, owing to the finance not being in а 
very healthy state, was unable to make any reduction. 


Burnley.—The Electricity Committee has decided to 
alter its practite as regards the payment of the coat of laying service 
lines; in future all persons requiring a supply of electricity are to 
be charged the cost of laying cable in excess of 60 ft., and the cost 
of laying cable on private ground. 


Canada.—The Ottawa Electric Co. is pulling down 
part of its No. 2 power house. When the wheels, timber 
flames and penstocks are removed the company will start the 
remodelling of the station, with a view to adding at least 50 per 
cent. to the capacity for power development. At some time in the 
future, when other schemes in contemplation are carried out, this 
reconstructed power station will be the chief distributing depót of 
the company. The project which the electric company is carrying 
out was rendered possible by the dam built just above the 
Chaudiere Falls last year by the big milling companies, which 
added immensely to the volume of water available for power 
development. The work of constructing the transmission lines for 
the hydro-electric power scheme is progressing very favourably ; 
the line is being built both ways towards Dundas and towards the 
Niagara Falls. 

Monrgnar.— The Dominion Light, Heat and Power Co. is putting 
down a plant which will consist of three 250-н.р. twin cylinder 
Hornsby-Stockport gas engine units and two 125-н.р. units, coupled 
to three-phase 60-cycle alternators. Under the contract this plant 
will be in operation by December next; it is being supplied by 
the Oolonial Engineering Co., which has already made some 14 
very successful installations in Canada. 


Continental Note.— HoLLAND.— A project is on foot 
to construct a central generating station for the purpose of supply- 
ing with electric lightand power the east district of North Brabant 
as far as Bois-le-Duc and the centre of Limbourg, including Lure- 
monde, Venlooand Weert.— Board of Trade Journal. 


Dukinfield.—At the meeting of the Town Council 
on Monday, Alderman W. Wood stated that the Stalybridge, Hyde, 
Mossley and Dukinfield Tramways and Electricity Board had pro- 
duced electric current at & cheaper rate than any other undertaking 
in the kingdom, and he explained that the policy of the Board in 
charging 1d. to the tramways and less than 4d. unit to private 
firms had resulted in a reduction of the loss of £5,000 in 1907 to 
£500 last year. 


Epsom.—The inquiry into-the application of the U.D.C. 
to borrow £1,500 for the purpose of electric lighting was resumed 
last week, when the Inspector (Mr. Hooper) explained that what he 
wanted to know was what steps had been taken to improve the con- 
dition of affairs which existed in December last. The clerk to the 
Council, and the accountant, stated that they were unable to give 
the net loss for the year ending March 31st, 1909. Mr. Foster, the 
former engineer, was sent for, but replied that he was unable to 
attend owing to an important engagement. The Inspector pointed 
out that there had been a loss of £7,122 on the underteking, and 
they had been going on from year to year with в steady loss of 
£900 per annum. In the course of further discussion, the Inspector 
said that it appeared that the undertaking had been too ambitious 
altogether at first, and that the Council had been carrying on a 
system of lighting and did not even know what it cost. There had 
been a loss on both the public and private lighting, and the ров:- 
tion in regard to the former was that the price charged had never 
been worked out. Evidence having been given, the inquiry was 
concluded, but the Inspector said tbat, in his opinion, the Council 
should have arranged for Mr. Foster to be present. 


Finchley.—Some interesting correspondence has taken 
place between the Assistant Secretary, L.G.B., and the Coancil, 
relative to the loan of £2,200 for arc lighting. The L.G.B.’s letter 
hinged on an inquiry held by its Inspector, Mr. Hooper, with 
reference to sanction to the loan for arc lighting in Bollards Lane, 
Regent's Park Road, and Great North Road. The Board suggerted 
that the Council should carefully consider the cost of gas lighting, 
and asked for reports of comparative costs of electric and gas 
lighting. Tne Council’s reply was a lengthy one, detailing matters 
in connection with the lighting, and concluded with the following 
pertinent paragraph: — They (the Council) respectfully subm 
that the point which the Board is called upon to decide is whether 
a loan should be granted for the necessary sum to enable arc lighting 
to be installed, and not as to whether gas or electricity should be 
used,” | 
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Gloucester.—The T.C. has decided to apply for a prov. 
order for E.L. in the area of the R. D. O. 


Horsham.—At last week's meeting of the U. D. C. it 
was reported that the electric lighting accounts up till the end of 
March last, show a balance in hand of £10 after paying instalment 
of loans, working expenses, &c. Last year there was a deficit of 
£147. This is the first year an actual profit has been shown. The 
income for the year was £4,228, and the expenditure £2,187, leaving 


Р co profit of £2,041. Interest and instalments of loans came to 
3 LÀ 


Hull.—The Corporation last week  discnssed the 
negotiations with the Hessle Council with ect to the prov. 
order for electric light. It was pointed out that the Hessle R ad 
was being rapidly built up towards Hessle, and that the D.C. had 
been urging the extension of the tramways also into Hessle, во that 
it seemed ikely that before long Hessle would be taken into Hull. 
The Committee decided to make an offer to the D.C. of £200 for 
taking over the pror. order. | 


Ilford.—For the year ending March 31st the income of 
the electricity undertaking was £28,721, leaving a gross balance of 
£10,678, or £1,000 more than in the previous year. After deducting 
payment of interest and instalments of loan, there was a surplus of 
£1 1s. 11d., as against a loss of £375 last year. The reserve fund 
stood at £6,398, which was no increase on the previous year nor, 
indeed, on 1907. Three million units were sold during the 12 
months, and there are now over 3,000 consumers on the books. 
Mr. Philpot, chairman of Electricity Committee, stated at the last 
meeting of the Council that the policy in the past years was to 
supply consumers af the lowest possible rate, but he oid not think 
they had reached the minimum price yet. When they, however, 
got their price down to the minimum, the surplus would be 
devoted te the relief of the rates. In reply to questions, Mt. 
Philpot said he had hoped they might have been able to make a 
farther reduction in the cost of power, but he did not think the 
prospects of doing so immediately were particularly roby. 


Kingston-on-Thames.—The T.C. has decided to install 
an electrically-driven 10-in. centrifugal pump at the sewage works. 


Limerick.—On Monday, last week, a brief strike occurred 
at the electric lighting works, the men apparently going out in 
sympathy with the local gas workers, who struck owing to dissatis- 
faction at the employment of a particular man. 


Little Lever.—The Lancashire Electric Power Co. has 
written to the Little Lever District Council asking for permission 


to supply electricity to several local premises by means of overhead 
wires. The matter is held over. 


Longton.—The T.C. has decided to extend the mains to 
the Florence and Dresden districts at au estimated cost of £1,550, 
and a loan of £1,250 for this purpose has been applied for. 


London,—The annual report of the City engineer, Mr. 
Frank Sumner, which has just.been issued, says the lighting of 
most of tbe main thoroughfares by arc lamps was continued 
throughout the year. The number of the original type “open” 
electric lamps in lighting at the end of the year, at a cost of £26 
each, was 398, being a decrease of two, accounted for by the sub- 
stitution of the new and cheaper flame arc on the new rest in 
Aldersgate Street, and the abandonment of cne lamp on the Black- 
friars Bridge Approach, by the Royal Hotel, the latter being no 
longer required. In addition to this number, there were 34 
"Oliver" flame arcs (mostly experimental) and 18 Reason 
enclosed arcs (experimental) in lighting during the year. These 
lamps were lighted on 23 days during the year when fog or unusual 
darkness occurred, at a total additional cost of £147. The number 


of defective electric lamps reported during the year was 71. The 


returns of these defects are made daily by the Police, and the City 
of London Electric Lighting Co. were fined for each failure, the 
amount deducted from their account during the year being £16. 
The number of arc lamps іп lighting on December 31st was as 
follows :—398 original type open lamps, price per annum, £26, 
City of London Electric Lighting Co.; 23 "Oliver" flame arcs 
(partly experimental), £17 10s., City of London Electric Lighting 
Оо. ; 18 " Reason enclosed arcs (experimental), Farringdon Street, 
price per annum, £12 10s., City of London Electric Lighting Co. ; 
11 “Oliver” flame arcs (experimental), Cannon Street, price per 
annum, £17 10s., Charing Cross Oo. The four flame arcs at Black- 
friara Bridge Approach and the four at the Mansion House area, 
put up by the City of London Co. for its own experiment, are 
charged at £26 each per annum during the year. With regard to 
overhead wires, Mr. Sumner says that s nce 1899, when the Cor- 
poration took in hand the work of supervision, a totai of 25 miles 
of derelict wires have been removed. During the past 12 months 
five of such wires had been removed of a total length of 276 yards, 
together with their insulators and attachments. In addition, 
where identification was possible, a large number of disused wires 
and attachments were taken down by the companies and owners; 
the total length removed in this way during the 12 months being 
4 miles 358 yards, the result of 184 notifications. All owners of 
overhead wires are required to identify same by having a per- 
forated zinc label of approved pattern attached to each fixing. 
The numbers or identification marks are registered and the system 
has proved a great advantage. One of the results of inspection on 
the roofs is that large numbersof wires have been found to have 
been erected in the City without any notice at all having been 
given, and it is only due to careful supervision that new lines are 
detected. During the year the number of private owncrs of lines 
was 137 and the number of companies increased to 23. Both have 


considerably added to their number of spans during the last 12 
months, and these now total 739,828 crossing public thoroughfares, 
as compared with 733,200 last year and 260,000 in 1899. There 
has been a net increase of 7552 miles of National Telephone Oo.’s 
wires, while other companies and other owners have added about 
22 miles to their lines. The tendency of the National Telephone 
Co. is to take down their "open" wires and small cables and sub- 
stitute for them heavy cables; the larger and more recent contain 
as many as 400 wires, the number of wires thus increasing in a 


-.greater ratio than the spans. The number of defects notified in 


1908 was 5,602, as against 2,795 in the preceding year, and 1,854 in 
1906. Owing to the acids formed in the smoky City atmosphere, 
the corrosion of exposed metal proceeds far more rapidly than is 
generally supposed, and the galvanising applied as a protection to 
pole stays and cables suspending wires does not last long. The 
City of London Electric Lighting Co., Ltd., gave notices during 
the year for laying 232 services, and the constraction of 20 new 
boxes in connection with the supply of electrical energy to pre- 
mises, and the Charing Cross Co. gave 98 notices for laying services 
and 51 to repair boxes. 

London.—Sr. Pancras.—The gross income of the elec- 
tricity undertaking for the year ended March 31st last was £75,358, 
a decrease of £2 243 as compared with the previous year, and an 
increase of £1,187 in comparison with two years ago. The net 
profit was £6,925, as compared with £9,454 in 1908 and £6,495 in 
1907. It is pointed out, however, that the latter year bore the 
cost of a legal action which amounted to £3,585. There is to the 
credit of the reserve fund £38,773. The Electricity Committee 
recommended that £4,000 of this year's surplus be allocated to the 
relief of the lighting fund, and that the remainder be placed to 
the credit of the reserve fund. The Finance Committee, however, 
considered that no definite sum should be allocated to the relief of 
the lighting rate, and that the matter should be held over until 
the Council's requirements for the ensuing half-year are known. 

Istraaron.—A Special Committee has decided that the charge 
for public arc lighting should by reduced by £3,000 per annum, 
which would, upon the basis of last year's consumption, be equiva- 
lent to 2:10d. per'unit, and which would bring the total charge to 
£19,734 per annum. After a discussion the B.C. resolved to fix the 
figure at £12,100 per annum. 


Luton.—The T.C. has authorised mains extensions in 
Hibbert Street, Langley Road and Union Btreet at a cost of £264. 
A number of straw hat manufacturers in this district intend using 
electricity for power purposes. 


Mexico.—A concession has been granted to Mr. M. 


Parry Gosset to utilise the waters of the River Elota, in the States 
of Sinaloa and Durango, for the generation of electrical energy. 


‘The contract is for a term of 20 years, and the works involved must 


be completed in seven years. 


Middlesbrough. — The T.C. has received from the 
L.G.B sanction to a loan of £18,022 for mains, house services and 


public lighting. . 


Peterborough.—The accounts of the Corporation 
electricity undertaking for the past year show a surplus of £3,917 : 
and after provision has been made for interest and sinking fund, a 
surplus of £89 remains. 


Smallthorne.—The U.D.C. bes asked Hanley T.C. if 
it can supply energy for public and private lighting. The Hanley 
Committee points out that itis not at present in a position to say upon 
what terms a supply can be given, and the matter bas been deferred 
pending the receipt of further information from the British 
Aluminium Co., Ltd., who propose to establish works in the 
district. 


Sunderland.—The Electricity Committee of the T.C. 
bas recommended that the charge for electricity for the tramways 
be reduced from 1:24. per unit to 14d. This will reduce the bill for 
power by £1,380 per annum. 


Surrey.—At the meeting of the Metropolitan Asylums 
Board, last week, it was reported that the South Metropolitan 
Co. bad agreed to the installation of auto-transformers and 
metallic lamps in the Children’s Infirmary at Carshalton and the 
Downs School at Sutton, under an agreement which will extend to 
December 31st, 1918, and in which the company undertakes not to 
raise the price of current for lighting purposes above 23d. per 
unit. It further agrees that the supply of current for the 
charging of electric vehicles shall be 14d. per unit, instead of 21d. 


Todmorden.—The T.C. has resolved to duplicate the 
large gas engine and generator at the electricity works, and the 
manager is to obtain the necessary tenders for the work. An 
application for a supply of energy to the Joint Stock Mill was 
favourably coneidered. 


Trowbridge.—The Western Electric Distributing Co. has 
informed the U.D.C. that it intends applying for & prov. order 
for E.L. A previous order granted to the Council has been 
cancelled. 


Tunbridre Wells.—The Borough Education Committee 
bas requested the borough electrical engineer to furnish tothe town 
clerk a report he bas prepared on the subject of school lighting, 
which deals with the advantages of the electric light over other 
illuminants. A copy of the report is to be sent to each member. 


Tyldesley.—The U.D.C. has decided to accept £480 as 
consideration money on the completion of the transfer of thg 
electric lighting order to the Lancashire Electric Power Oo. 
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Walton-on-Thames.—The U.D.C. has asked the Urban 
Electric Supply Co. to submit a tender for publio lighting. 


Worthing.—The resident engineer having reported that 
the nine Beck flame arc lamps obtained in April last for trial have 
been found to be very satisfactory, the Electricity Committee 
Has decided to recommend the removal of the existing arc lamps in 
favour of the Beck Jame lamps when and as expedient. 


| \ 
TRAMWAY and RAILWAY NOTES. 


Brazil.—The firm of Griffiths & Co., of London, is 
stated to have sent in a proposal to the Minister of Public Works 
for the electrification of the saburban lines of the Central of Brazil 
Railway to the station of Deodoro and for the construction of the 
new central station in the city. The period asked for the com- 

pletion of the work is 15 months, whilst the company suggeste that 
payment should be made by means of a special issue of gold polices 
g 5 percent. per annum, amortisable in 20 years. Presumably 

there will be a call for tenders for the execution of the work and 
this proposal will be presented together with others of a similar 
nature. Since the above was written, the President of the Republic 
bas sent a message to Congress dealing with this matter. It is 
stated that the whole work will cost $5,000,000, and that there 
will be a reduction of at least $1,000,000 per annum in running 
expenses as a result of the electrification, in view of which fares 
and goods tariffs will be reduced. At present the Government does 
not intend to proceed with the question of building & new central 
station. The electrification will at first be undertaken as far as 
D. Clara, whilst a third line will be laid as far as that station. Sub- 
ways aud bridges are to take the place of level crossings. The time 
taken to D. Clara will be 30 minutes when the electrification is 
completed, and no stops will exceed 22 seconds.— Brazilian Review. 


Bury.—The through-running of cars between Roch- 
dale and Bury commenced on the Ist inst, there being a 20- 
minute service. Arrangements have been made as to the working 
agreement, the expenses being estimated on last year's accounts, 
and subject to readjustment at the end of the financial year. Forty- 
five minutes is allowed for the through journey. The usual inter- 
mediate service between Rochdale, Sudden and Heywood will be 
continued, the cars running via Manchester Road. 


Cheshire, — The proposed scheme for the construction of an 
electrical railway in the Wirral Peninsula, announced in the Erzc- 
TBICAL REVIEW some months ago, when the plans of Messrs. Pearce 
and Lloyd, of Liverpool, architects of the Development Co., were 
submitted, is to be enlarged, we are informed, by the connecting of 
Port Sonlight with Thornton Hough and Heswall by means of an 
electric railway, while a system of tramways will intersect West 
Cheshire. The tramways, it is intended, will feed the railways, 
and the electric power produced will be turned te account in several 
new works that are to be opened in view of the scheme. 


Continental Notes.—Avstria.—It is announced that 
detailed schemes are being prepared for the conversion to electric 
traction of a number of those particular sections of the Austrian 
State Railways, which appear to be the most suitable from a 
technical and economic point of view in consequence of the heavy 
gradients, the existence of tunnels, the vicinity of available water- 
powers and the density of traffic, The sections include those 
between Innsbruck and Lindau, Feldkirch, Buchs and Bregens St. 
Margarethen, Bt. Veit ad. Glan-Assling-Trieste, and a number of 
others. The total Jength is 607 miles, and this comprises about 
one-fourth of all the lines in districts where water-power is likely 
to be utilised for electrical generation. 

BPAIN.—The British Consul.General at Barcelona reports that 
very little has been done during the past year towards the 
extension of tramway lines in the city and suburbs, the three 
companies—two Belgian and one German—owning the entire 
system paying their attention to the improvement of the per- 
manent way and of the rolling stock. Many new and com- 
modious cars have been put on the lines, all of them made abroad, 
shipped in parts to the port, and put together in the loca] tramway 
workshop. There have several concessions applied for regard- 
ing small extensions of the German lines, and one of considerable 
importance was granted to a Spanish company for a line from 
Barcelona, crossing the neighbouring hills to the north of the city, 
and continuing through the valley beyond as far as the towns of 
Rubi and Sabadell, a total distance of some 15 miles; but up to 
the present the promoters have not been able to secure sufficient 
capital. A Belgian syndicate, which some years ago bought up the 
British company controlling what may be termed the metropolitan 
lines, bas now amalgamated with the company which works the 
suburban lines to Sarria and Sane, the combined capital being 
about £1,000,000. 1% will be recollected that during the recent 
rising in the city the tramways were held up by the revolutionists, 
many of tbe cars being uti to build barricades in the streets. 


Edinburgh.—An inquiry under the Private Legislature 
Procedure (Scotland) Bill into the Colinton Tramways Order has 
been held in Edinburgh. Powers sre sovght to link up the cable 
routes of the city with Colinton by an electric tramway ; these were 
opposed by the City and Midlothian C.C., but the preamble was 
found proved. | 


— 


tear. 


East Ham.—Sanction has been received from the Board 
of Trade to borrow £1,836 for tramway purposes. A portion of the 
work covered by this sanction is the relaying of the track in High: 
Street North. The engineer and man reported to the Tram- 
ways Committee that he had considered means to do away with 
the bammering at the joints on the tramway rails, which is now 
msking itself apparent on the tramway system, owing to wear and: 
He found that good results had been obtained elsewhere from 
the use of manganese steel plates over the joints, which was the 
patent of the Patent Railway and General Engineering Co., of 
Nottingham. The company would fix these plates at a cost of 35s. 
for each joint, inclusive of unskilled labour, excavating and making 
good afterwards. The Committee has decided to give the plates a 
trial, and 100 joints, at 358. per joint, are to be treated in the 
manner mentioned. | 


Liverpool-Soathport Railway.—The Lancashire and 
Yorkshire Railway Co. has been carrying out experiments on the 
electric line between Liverpool and Southport, and has now 
devised a new car for this service by which it hopes to reduce to 
the minimum the possible firing of, coaches by short. circuits. А 
train fitted with the new apparatus has been designed, and a trial 
trip was made last week between Liverpool and Southport, when 
the members of the Institution of Mechanical Engineers taking part 
in the summer conference made the journey as guests of the Lanca- 
shire & Yorkshire Railway Go. It is claimed by the company’s 
engineers that the new system will mean the “deadening ” of the line 
between the train and the source of supply of electric current. At the 
time of the fire on this line some months ago, it was contended by 
passengers and others that there was too much timber abont the 
coaches, and taking this into consideration, the new design bas 


provided that the driver's cab shall be of metal, and all the gear for 


the control of the motors is placed inside this compartment. Fire 
extinguishers are placed at the entrance to the.first-clase and at 
the end of the third-class coaches. 


London.—The Oval station of the City and South 
London Tube was the scene of a slight lift accident on Monday 
evenirg. Through the breaking of a water pipe, the lift (a 
hydraulic one) suddenly dropped a short distance to the bottom, 
some of the passengers being cut by broken glassand others getting 
a wetting from the escaping water. | 

The last Saturday in July saw the opening to traffic of the Nor- 
bury extension of the Streatham route and the Hackney-Blooms- 
bory section of the L.C.C. tramways. i 

G.N. & Crry RarLway.—An interesting article appears in the 
Financial News of Wednesday, which touches on the presumably 
close connection between the Gt. Northern and City tube line 
and the Gt. Northern Railway—which company, it is hinted, 
may have made good the defigiency in the Tube Oo.'s earnings, 
mentioned in the Spore this week. The G.N. Co. has already 
considerable finan interest in the tube line, and owns the 64 
chains of tube conn Dra Park and Finsbury Park. 
Moreover, the G.N. Co. is known to desire better access to the City 
than it at present obtains at Moorgate Street or elsewhere, it also 
bas credit to obtain the funds necessary to extend the tube line as 
originally proposed to Lothbury. The Gt. Northern Oo.’s sidings 
connect the Drayton Park tube station, and a few weeks ago 
one of the company's locomotives drew а five-coach tube train— 
which had been suitably modified—from the Jatter station to High 
Barnet and back, with a view to testing its behaviour on the track, 
&. Farther, the G.N. Co.s surveyors have been engaged in 
survey work which suggeste the intention of constructing a short 
direct line between the siding and tube line. Our contemporary 
concludes: ‘These events seem to entitle us to look before long 
for important developments in relation to the Gt. Northern and 
City Railway." 


Peterborough. — Sir A. Kennedy, the arbitrator 
appointed by the B. of T. to settle the price to be paid by the 
Peterborough Electric Traction Co. to the T.C. for electrical energy, 
has made his award. Sir A. Kennedy has fixed the price for five 
years from September 1st, 1907, at 2d. per unit for the first 120,000 
units in each year, and 1jd. per unit for all energy beyond that 
quantity in each year. The arbitrator directs that the cost of the 
arbitration sball be paid by the Town Council, except the costs of 
three Peterborough witnesses called by the company. 


Salford.—The annual report of the Salford Corporation 
Tramways shows that there was & decrease in the gross receipta 
amounting to £1,553 14s. The average receipts per car-mile were - 
much less than the figure for the preceding 12 months. The reduc- 
tion in receipts per car-mile amounted to ‘60d., and represented a 
loss in earnings of approximately £14,463 13s. 5d. compared with 
the previous year. The net profits this year were only £17,263 178. 
against £28,206 7s. 4d. The number of engers carried was 
45,975,584, an increase of 203,973; miles run 5,785,469, increase 
299,319; average receipts per car-mile 9:84d. against 10:44d. The 
total length of tramways worked by the Corporation up to March 
31st last was 75 miles; total electrical energy used for haulage, 
lighting of care, &c., 9,258,774 units, an average consumption of 
1:62 unit8 per car-mile run. Salford bas now 200 cars. Of the 
40,271,518 tickets sold during the 12 monthe, 28,233,040 were of the 
value of a penny. Scholars’ tickets sold were 97,547 of the value of 
a penny each. In addition 2,988,918 workmen's tickets were 
issued. 


Tramway Competition.—At both the meetings of the 
Great Eastern and of the South-Eastern and Chatham Railways 
held last week, reference was made by the respective Chairmen 
to the effects of tramway competition... In the case of the former 
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line, it was announced that the decrease for 1909 below 1908 was 


only £409, as compared with a decrease of 44, 990 in 1908 below . 


1907 (these figures presumably refer to London suburban traffic). 
Reductions in fares and increased facilities were being given to 
induce residential traffic from points beyond the sone of the tram- 
ways. The South-Eastern chairman said that to compete with the 
tramways would mean a very large capital outlay, and all the 
evidence showed that a proper and fair return on the outlay could 
not be obtained. The tramways depreciated the surrounding 
property and drove people further out, and for this outside traffic 
the managing committee were catering. 

. As а contrast to the above may be cited the reference in the 
Brighton meeting to the completion of the South London elec- 
Pied route, which, by all accounts, should be running in a few 

yu | | 


TELEGRAPH and TELEPHONE NOTES. 


| N 
_ Belgium.—In 1907 the system of aerial, subterranean, 
river and submarine telegraph lines increased by 278 km., of which 
277 were serial, to 6,991 km.; while the length of wires increased 
by 580 km., to 38,226 km. The number of offices was increased by 

80, to 2,418, which were worked by 4,162 employés of all grades— 
an increase of 298 over the previous year; other employés 
numbered 5,390. Inland traffic numbered 3,641,229 messages, an 
increase of 19,097; international traffic consisted of 3,345,090 
telegrams, an increase of 12,720 ; while transit telegrams nambered 
537,614, an increase of 13,634, makiug the total number of messages 
bándled 7,523,933, or an increase on the previous year of 45,351. 
International telegrams produced a revenue of 2,704,096 fr. Service 
telegrams numbered 12,615,700, an increase of 888,435. Inland 
traffic produced 2,090,431 fr., and, together with 308,318 fr. obtained 
from transit telegrams, tho total revenue amounted to 5,684,310 fr., 
which aleo includes revenue from other sources, Expenses amounted 
to 8,758,805 fr. The capital account amounted to 64,566,947 fr. 

. The mileage of telephone wire increased by 18,767 km. to 
173,244 km., and the exchanges from 182 to 196, while the sub- 
scribers numbered 28,946, an increase of 2,575 over 1906. Inter- 
national conversations produced 693,850 fr., and the revenue 
totalled 8,457,318 fr., or an increase of 715,302 fr. The combined 
revenues of the telegraph and telephone services exceeded com- 
bined expenses by 5,382,824 fr.—Journal Télégrophique. . 


New Cables.—The Liektrotechnische Zeitschrift states 
thet the laying of the Emden-Teneriffe cable will soon be com- 
тепсей, aud that the Spanish Government is about to lay cables 
between Barcelona and Genes, aud Carthagena and Oran. 


Telegraphic Interruptions:— 


Tangier-Cadiz ... sia ee "T .. May 19, 1909 
Assab-Perim .. July 8, 1909 


Wireless Telegraphy.—The wireless station at Trois 
Amis, Ban Fernando, Trinidad, has been completed, and it is said 
"nd trial messages have passed between it and the colony of British 

QA. | 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—Ten 100-number switchboards for the Post- 
master-General’s department in New South Wales. See "Official 
Notices" July 16th. 

New Sours WaLIS.— Telephone material for the P.M G. See 
“ Official Notices " July 23rd. 


Ballinasloe. — September 10th. The Committee of 
Management of the Ballinasloe District Lunatic Asylum wants 
tenders for the supply and erection of overhead cables. See 
“ Official Notices July 30th. 


"Belgium.—The municipal authorities of Ramet-Y voz 
(Province of Liége) are inviting tenders uatil the 9th inst., for the 
concession for the public aud private electric lighting of the town. 


Cleekheaton.—The U.D.C. wants tenders for the pur- 
chase of two battery regulating switches. See ''Official Notices " 
July 80th. 


Edinburgh.—September 4th. The Corporation invites 
tenders for a motor-alternator and for an electric lighting installa- 
tion. Bee “ Official Notices” to-day. 


. tenders for 75 stamping 


France.—PARIS.— August 18th. The. Under-Secretary 
for Posts and Telegraphs, 103, Rue de Grenelle, Paris, requires 
machines worked by electric motors. 

August llth.—The Direction de la Manufacture d'Armes at 
Chatellerault (Vienne) requires tenders for cables, copper wire, and 
dynamo construction material (11 lota). 


Germany.— CoLoaNE.—August 25th. The Stadtisches 
Maschinenbauamt, Cologne, is inviting tenders until August 25th 
for the supply of four electrically-operated cranes. 


Italy. — August 10th. The Italian State Railway 


authorities in Rome are inviting tenders from foreign as well as from 


home makers for the supply of 100,000 metres of telegraph cable. 

August 18th.—Tne Italian State Railway authorities in Rome. 
are inviting tenders for the supply of six electrically-operated 
drop hammers. 


Keighley.—August 7th. Two 1,000-Kw. turbo-alter- 
nators with condensers, and two water-tube boilers for the electricity 
department. See “ Official Notices” July 16th. 


Leyten.—Tenders, to be considered early in September 
are to be invited for 100 public lighting lanterns with clock switches 
to complete the conversion of gas lamps in the district, aleo for 
wiring the extension of the public offices, now being erected. 


London.—G.P.O.—Avgust 9th. Creosoting telegraph 
poles for the P.M.G. Mr. G. Morgan, Controller of Stores, 17-19, 
Bedford Street, W.C. | 

BATTERSRA.— August 21st. The Council wants tenders for motors 
and controllers, p.c. flame and enclosed arc lamps, and motor and 
arc lamp installations. See ' Official Notices" to-day. 

L.C.C.—September 14th. The L.C.C. wants tenders for the 
supply and laying of 64 miles of 0:075 sq. in. three-core cable and 
46 miles of single-core cable, telephone cables, &c.; the supply of 
50 tramway feeder pillars; laying 16 miles of stoneware ducts; 
and the supply of 440,000 etoneware ducte. See "Ofcial Notices” 
to-day. 


Rhyl.—August 21st. 
125-xw. Diesel set and a 50-Kw. steam dynamo. 
Notices” to-day. 


The U.D.C. invites tenders for a 
Seo * Official 


Russia.—September 13th. The municipal authorities 
of Bachmouth (Government of Ekaterinoalav) are inviting tenders 
for the concession for the public electric lighting of the town. 


Salford.—August 9th. The Corporation wants tenders 
for the purchase of а steam dynamo of 120 ку. See Official 
Notices” July 30th. 


Spain.—August 26th. Sixty years’ electric tramway 
concession (between Monachil and the suburbs of Gabia Grande, 
Granada province). Tenders, with £130 deposit, to Direccion 
General de Obras Publicas, Madrid. 

August 27th.—Tenders are invited by the Direccion General de 
Obras Publicas, at Madrid, for the taking-over of a concession for 
the building and working of a system of electric tramways in 
Barcelona. A deposit of 40,596 pesetas must accompany the 
tender. 


Todmorden.—August 14th. The Corporation wants 
tenders for a 150-xw. steam dynamo, switchboard, condensers and 
piping, and pump. See '' Official Notices to-day. 


Turkey.—The Ministry of Marine, in Constantinople, 
invites tenders for the supply of electrical apparatus for the 
Imperial fleet. Inquiries should be addressed to the Conseil de la 
Marine, Constantinople.— B. of T. Journal. 


- York.—August 27th. The Corporation wants tenders 
for 18 double-deck electric tramcars and a watering car. Bee 
“ Official Notices” July 30th, 


CLOSED. 


Belgium.—Six concerns submitted tenders for the estab- 
lishment of a central electric lighting station in the little town of 
Hollogne-aux-Pierres (Province of Liége), the lowest being that of 
the Socicté Electricité et Mecaniqué, of Charleroi. 


Bradford.—The Board of Guardians has accepted the 
tender of the Easton Lilt Co., Ltd., for the supply of brakes on two 
electric lifts, for the sum of £32 12s. 


Canada,—The Colonial Engineering Co., Ltd., Montreal, 
has closed a contract with the Dominion Light, Heat and Power 
Co. for a 1,000-н р. Hornsby-Stockport gas-engine equipment, to be 
installed in the City of Montreal for the purpose of public and 
private electric supply. 
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China.—According to Commercial Intelligence, the Eastern 
Trading Co., Ltd., has been selected ont of 26 tenderers to erect 
modern electric lighting plant for the city of Nanking. Plant is to 
in supplied by Messrs. Babcock & Wilcox and Messrs. Belliss and 

orcom. 


Eastbourne.—The T.C. has acoepted the tender of 
Messrs. Lassen & Hjort, at £155, for water-softening plant. The 
engineer's estimate was £200. | 


Eccles.— The T.C. has accepted the tender of Messrs. 
Warmg & Gillow, Ltd., of Manchester, for installing the electric 
light in the Corporation Road houses, at £48 15s. 


France.—The French Post and Telegraph authorities 
have just given out contracts as follows:—La Compagnie Générale 
d'Electricité, of Paris, 60 tons of bronze wire, 1,4, mm. diameter, at 
2,820 francs per ton; 100 tons high conductivity copper wire, 
24 mm. diameter, at 2,090 francs per ton; and 100 tons ditto, at 
2,0924 francs per ton. M. Grammont, of Pont du Cherny (Isère), 
60 tons of bronze wire, at 2,800 francs per ton; 60 tons of copper 
wire, 2 mm. diameter, at 2,0971 francs per ton; and 100 tons ditto, 
23 mm. diameter, at 2,065 francs per ton. La Société des Tréfileries 
du Havre, 100 tons of bronze wire, at 2,825 francs per ton, and 
600 tons of copper wire, at 2,090 francs per ton. La Compagnie 
Francaise des Métaux, of Paris, 200 tons of copper wire, at 
2,080 francs per ton. La Société d'Electro-Métallurgique de Dives, 
100 tons of copper wire, 3 mm. diameter, at 2,060 francs per ton; 
and 50. tons of annealed copper wire, at 2,090 francs per ton. 
Le Bociété des Mines et Fonderies de Pontgiband, 100 tons of 
copper wire, 3 mm. diameter, at 2,055 francs per ton. La Société 
des Forges de Franche-Comte, of Besancon, 100 tons ditto, at 
2,050 francs per ton; and La Compagnie Francaise du Bi-Métal, of 
Paris, 100 tons of copper wire, 4 mm. diameter, at 2,040 franes 
per ton. 


Glasgow.—The Tramway Committee on Works kas recom- 
mended the acce of the following tenders:— Special track 
work, the Lorain Steel Co.; teak flitches, Brownlee & Co., Ltd.; 
scrubber blocks for rail grinder, Chas. Churchill & Co., Ltd.; speed 
indicators for rotary, Union Electric Oo., Ltd.; copper rail bonds, 
the Lahmeyer Electrical Co., Ltd.; telephone cable, British Insu- 
sulated & Helsby Cable Co. 


Grimsby.—The T.C. has accepted the tender of Messrs. 
John Wilson & Co. for additional pipe-work in connection with the 
guperbeaters, at £21 108. 


Hanley.—The T.C. has accepted the offer of the Chloride 
Electrical Co. to maintain a secondary battery in full efficiency for 
ten years, at £5 per annum. 


llferd.—The U.D.C. has accepted the tender of the 
р кн Engineering Оо., Ltd., for four tramway cars, at 
each. 


Japan.—In connection with the electric railway which is 
now being built between Osska and Kyoto, the contract for the 
power station steam generating plant (according to the Indian 
Textile Journal) has been secured by Mesers. Babcock & Wilcox, 
Ltd. The boilers, which are six in number, are specially con- 
structed to the specifications of the Kei-han Deski Tetsudo 
Kabushiki K waisha. 


Leyton.—The U.D.C. has accepted the tender of Messrs. 
Johnson & P Ltd., for the electric light installation at 
Sybourn Street Schools, at £172 63, 8d. 


landen r Pens The BC: ‘has crecuved be 


William Geipel & Co. ee os ze be .. £862 8 4 
Sloan Electrical Co., Ltd, . ^ .. (accepted) 882 1 8 
H. G. Mayer & Co. eo ео ae oe ee oe 420 0 0 
Crompton & Co., Ltd sa ‚> ©» 494 8 4 
G.Bisulhk . ie " 452 5 0 
Andrew & Suter s E. Е ВЕ .. 467 0 0 
Genera! Electric.Co., Ltd. »s ee .. 498 0 0 
Ririus-Werke (M. Beeck) .. ee sis 828 .. 58 6 8 
Ship Carbons, Ltd. ne a a sš „„ 516 5 0 
Siemens Bros. Dynamo Works, Ltd. .. " .. 672 5 0 
Piggott Electrical Co. (Smith Bros.) v .. 758 0 0 
Longton.— The T. C. has accepted the tender of the 


Eleotric Construction Co., Ltd., for engines aud dynamos. - 


Luton.—The T.C. has accepted the tender of Mesars. W. H. 
Allen, Son & Co., Ltd., of Bedford, for a 500-kw. steam engine and 
dynamo, at £2,370; and that of the Brush Electrical Engineering 
Co., Ltd., for condensing plant, at £780 10s. - 


Maidstone.—The T.C. received the following tenders for 
feeder cable:— 


Union Electric Co. .. s ay © ds .. £81711 0 
Western Electrio Co. .. a an .. (accepted) 897 0 0 
Callender’s Cable and Construction Co. s .. 40818 2 
Henley's, Ltd. "m ЕА oe бе es .. 412 0 0 
Jobnson & Phillips, Ltd. .. s E 52 . 412 0 0 
B. I. & H. Cables, Ltd. sid à EP >> .. 41210 6 
W. T. Glover & Co., Ltd. ee ae ee ее et 414 17 0 
Electrical Co. .. - 424 10 9 


Salferd.—The Council has accepted the tender of Messrs. 
Herland, Bowden & Oo., at £765, for re-wiring at the Royal 
Technical Institute. 


South Africa.—CapE Town.—The Corporation has 
accepted the tender of Messrs. Pooley & Austen, of London, for the 
supply of 110 street-lamp fittings, at 16s. each f.o.b. The cif 
amount of this tender is £98 13s. 3d., while the delivery and other 
Ut are estimated not.to exceed £10, making a total of abont 


West Bromwich.— The T.C. has accepted the tender of 
bas Aron Electricity Meter Co., Ltd., for the repair of Aron meters 
т а year. 


West Ham.—The Corporation received 12 tenders for 
the su ply of six new tramcars, and accepted the following: 
United Electric Car Co., Ltd., car bodies, EI, 932; Brush Electrical 
Engineering Oo., Ltd., electrical equipment, £1,161. An order has 
been placed with Mr. E. Peckham and the Anti-Magnolia Co., at 
£150, for the purchase of two trucks for the tramway undertaking 
and the purchase of the material for five others, these to be 
constructed at the car-sheds on payment of a royalty of £10 per 
truck to Mr. Peckham. The estimated cost of the seven trucks 
is £550. ' 


` J| NOTES. 


Electrical Fatality.—On Saturday afternoon Edward 
M'Bride, 10 years, who resided with his parents at 10, Field 


Street, Birkenhead, met with his death on the Mersey Railway. 


He was playing with his companions when he strayed on to the. 
line, and, coming into contact with the live rail, received a shock, 
which resulted in practically instant death. E | 


Mining Explosion.—Some interesting revelations as to 
the manner in which electric apparatus is misused in some 
coal mines were made at a public inquiry held in Hamilton the 
other day. The inquiry was into the circumstances of an explosion 
which took place at Ferniegair colliery on June 37th last, when one 
man was killed, and two others so injured that they succumbed to 
their injuries three days later, in the Royal Infirmary, Glasgow. 
At the time of the explosion the deceased workmen were getting in 
readiness for the week's work an electrically-driven coal-cuttin 
machine, snd the inquiry chiefly centred u what had 
the explosion. Mr. Nelson, of the Home Office, in giving evidence 

ing a visit he had paid to the pit on July Ist, stated that he 
had previously learned that one of the deceased had been engaged 
in lengthening an electric cable, and tbat his visit bore out that 
ides. The workman had apparently disconnected a length and 
was іп the act of joining two ends together when the explosion 
occurred. A spark would undoubtedly be caused at such a moment. 
For a pit in which safety lamps were used the design of the gate 
end box was very bad, no precaution being taken to have it 
enclosed and made perfectly gas tight. The plug connection was 
not suitable, and in his opinion the conditions at the colliery on the 
day of the explosion simply invited an explosion when gas made 
its ap . The jufy, in returning their verdict, expressed the 
opinion that a spark from the electric plant had ignited the gas 
and caused the explosion. They were also of opinion that whether 
or not the workmen were to blame in manipulating a ''live" 


' cable in the presence of gas, the employers were in fault in respect 


(1) that the examination by the acting fireman on the morning of 
the explosion had been perfunctory and insufficient to discover 
gas; (2) that the electric plant was not suitable fora fiery mine ; 
and (3) that there was an absence of due inspection from time to 
time of the electric apparatus installed in the pit in question. 


Swimming Gala.—The third Annual Swimming Gala 
of the County of London Electric Southern Athletic Club will 
take place (under A.B.A. laws) on Wednesday, September 15th, at 
the Wandsworth Batha An interesting programme has been 
arsanged, comprising club events, » polo match, championship of the 
borough of Wandsworth, life-saving display (by ladies), and, as 
last year, an invitation team race, in which teams of four swimmers 
from electric supply companies and municipal electricity works 
are invited to compete. The invitation race was won last year by 
Richmond Electric, London Electric being second. In all seven 
teams competed. Teams wishing to enter should communicate 
with the hon. sec., Mr. H. Brown, Generating Station, The Cause- 
way, Wandsworth, B.W., who will be pleased to forward апу 
information desired. 


Power Supply in the Transvaal.—A Johannesburg 
correspondent of the Aolnische Zeitung, in the course of an article 
dealing with the mines and electricity works in the Transvaal, sets 
forth the purely German point of view of the position, as com- 
pared with the standpoints assumed by the chairmen of the 
Victoria Falls and Transvaal Power Co., and at the same time 
gives some additional information. After that the establish- 
ment of a generating station at the Falls would at the outside 
serve local purposes later on, owing to the heavy loss in trans- 
mission, and that, moreover, coal in the Transvaal is so abundant 
and cheap that such long-distance transmission need not be con- 
sidered, the correspondent refers to the beginning of activity of the 
Victoria Co., by the acquisition of the Rand Central Electric Works, 
at Brakpan, which was a company working with German capital, 
and the undertaking of the General Electric Power-Co., which was 
created by the. South African Goldfields Co. At the same time an 
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agreement was entered into with the Vereeniging Estates Oo., 
which owns large deposits of coal at the Vaal River, whereby the 
latter granted to the Victoria Co. the right to erect & new power 
station on its property in return forthe transfer of a number of 
shares, and the assumption of the obligation to purchase a certain 
quantity of coal at definite prices. The Victoria Co. then seemed 
to be assured of a monopoly until a new factor arose by the sudden 
appearance of a Mr. Harper, who offered more favourable terms to 
the priacipal mining companies on the Rand, and secured certain 
contracts for the supply of power. Mr. Harper first turned to the 
Allgemeine Elektrizuäts Gesellschaft for the financing of his con- 
tracts, which was already largely interested in the Victoria Co., 
and with the assistance of the former company, he formed the Rand 
Mines Power Supply Co., which took over the Harper contracts. 
There were thus two companies which, however, in the meantime 
have united in the sense that both have the same technical manage- 
ment and administration, and only possess separate boarde of 
directors. After referring to the existing power stations and the 
works in progress, it is mentioned that the A.E.G. is the general 
contractor for the whole of the latter, and that the participation of 
German capital amounts to about 62 per cent. of the total capital. 
Prof, Klingenberg, of Charlottenburg, is the. consulting adviser of 
both companies. The Hand Mines Power Supply Co. proposes to 
erect on the Rosherville dam, which is 6'2 miles distant from 
Johannesburg in an easterly direction, a central station which, in 
addition to & power transmission at 50,000 volts, will be supple- 
mented by an air compressing station and a network of tubes to all 
the mines, in order to meet the requirements provided for under 
the Hatper contracts. These installations will also be furnished 
by the A. E. G. The turbines to be provided are to be of 10,000 H.P., 
and the Rateau centrifugal air compressors are to be partly driven 
by steam and partiy by electric motors. The Siemens-S:huckert 
Works Co. is also interested in these installations, whilst the 
A.E.G. will deliver all the motors, transformers and cables; the 
Lauchhammer Co, will supply the steel work, and the British 
Babcock & Wiloox Co. the boilers. The distribution from the Rand 
Mines Co.'s station will be by means of underground cables at 
20,000 volts, and the contracts mainly concern the Rand mines and 
the Eckstein group, whilst the Victoria Co.’s contracts are with the 
Goldfields group, Barnato Bros., the General Mining Co., S. Neu- 
mann, and some of the Goerz mines. The charges to the end of 
1910 amount to 75d. per Kw.-hour, 5617d. to 1912, and 525d. per 
Kw.-hour subsequently, and the mining companies estimate that by 
the use of electric power they will be able to effect an economy of 
from 8d. to 1s. per ton of ore produced. 


Electricity in Mines,—In his report on the southern 
mining district for 1908, the inspector (Mr. J. 8. Martin), desling 
with the use of electricity in mines, remarks that rapid strides are 
being made in the adoption of electricity in mines throughout the 
district of Cornwall, Gloucestershire (Bristol and the Forest of 
Dean), Kent, Monmouthshire and Somerset. It is used for 
pumping, haulage, and the working of coal cutters. According to 
the Iron and Coal Trades Review, in which the report is abstracted, 
he does not recommend the working of electric coal-cutting 
machinery at the working face in the fiery mines of Monmoutb- 
shire, but favours the use of air compressors underground as far 


in-bye in the in-take airway as it may be safe to work electrically, 


to supply compressed air to the coal-cutters at the face. 


Electro-Metallurgy.—It is announced that the Gott- . 


hardwerke, Gesellschaft füt Elektro-chemische Industrie, of Bodio, 
in the Canton of Tessin, which was formed in January, 1908, with 
the co-operation of German and Swiss firms for the purpose of 
producing high percentage ferro-silicon, will have its plant in full 
operation in November. 
the water-power works of the Biaschina of a capacity of 30,000 H.P., 
which were erected by the Aktiengesellschaft Motor, of Baden, one 
of the founders of the undertaking. А syndicate is said to exist in 
Paris for the sale of ferro-silicon, but the Swiss company is not a 
constituent of it, and its output will be disposed of by the firm of 
L. Weil and Rheinhardt, of Mannheim, which also participated in 
the formation of the company. 


The German Electrical Industry.—A slight improve- 
ment is reported to have recently taken place in the condition of 
trade in Germany. If this is actually the case, it represents а 
change from the situation recorded some months ago, when orders 
were eagerly Bought for, and even the large firms entered into 
keen competition for such small contracts as domestic installations, 
бс. This was the result of the unfavourable course of the trade in 
general, combined with the fact that manufacturing firms had 
largely extended their productive capacity in expectation of 
Government orders in connection with high-speed electric railways, 
or in the hope of the rapid realisation of city railway schemes. 
But the orders for railway conversion failed to make their appear- 
ance, in consequence of fiscal considerations, the weak financial 
situation and the cautious attitude of the States on the one hand, 
and owing to the rivalry of the town authorities interested 
in the projects for city railways on the other. In the cir- 
circumstances the establishment of electrical financial banks has 
not accomplished its purpose, as neither Government nor municipal 
schemes have become ripe for financing, and the preparation of 
projects for country central stations offered a basis that was too 
inconsiderable, or was designedly postponed in order to await the 
progress of the extensive co-operative central station movement. 
Thus, the two electrical banks, whose scope will in future be 


á 


The company utilises for the greater part 


hampered by the coupon tax and the tax on securities, have not yet 
been able to carry out a single transaction. These circumstances 
have rendered it necessary for the large works to secure orders with 
the object of keeping their thousands of worknien employed, but 
tbis has only been accomplished at a sacrifice in prices, and although 
these firms have reserve funds and auxiliary branches, the effect of 
the competition to obtain work will be specially reflected in the 
balance-sheets of the smaller firms. The condition of prices 
reached such a low level as could only be compared with 1901, 
which was the worst year of depression in the electrical industry. 
But during the past few weeks an improvement has been recorded, 
particularly in an increase in the orders placed by the mining and 
iron and steel trades, which are proceeding to install new 
plant. If the demand continues and expands, it is expected that 
prices will aleo become firmer, although progress will only take 
place slowly. 


An 11,200-H.P. Turbo-Alternator.—4A large steam 
turbine set of this output has recently been built by Mese. 
Brown, Boveri & Co., for Buenos Ayres. The machine run 
at 750-R.P.M., and consists of a Parsons type turbine with two 
three-phase generators for 7,600 kw. (8,350 k. v. A.), at 12,000—13,000 
volts and 25 cycles, and for 8,825 k. v. A. at 12,500 volte and 50 cycles 
respectively, and a direct-coupled 110-xw. 220-volt exciter. The 
set can be overloaded to 14,200 н.р. for two hours. A surface con- 
denser is used, and the steam is superheated to 300°C. The steam 
pressure is 176 lb, per sq. in. With cooling water at 15° C., the 
steam consumption is guaranteed at 14 lb. per Kw.-hour, at a load 
of 7,500 xw. The condenser has a cooling surface of 13,800 sq. ft., 
and, with a sufficient supply of cooling,water at 15° C., it can deal 
with 110,000 Ib. of steam per hour, and produce a 95 per cent. 
vacuum. Even with cooling water at 25° C. it can give a 91 per 
cent. vacuum. The weight of the complete set, including the 
condenser, is 475 tons. 

The turbine is divided into two cylinders with bearings between. 
This arrangement enables an especially large number of sets of 
blades to be used, arranged on the Parsons principle, thus ensuring 
a high efficiency, and, further, the high-temperature steam is con- 
fined to the comparatively small high-pressure compartment, and 
serious temperature deformation is avoided. Steam is admitted by 
two pipes to the regulating double-seated inlet valve at the top. 
This is operated by the compressed oil used for the lubricating 
system, instead of by steam, as has been usual in Parsons turbines. 
Consequently, any failure in the lubricating arrangements suto- 
maticatly cuta off the steam supply. 

The spring governor, which controls a relay attached to the inlet 
valve, is mounted on the same vertical spindle which operates the 
oil pumpe, and is driven by worm gear. The same spindle also 
carries the emergency governor, which comes into operation if the 
speed exceeds the normal by 15 per cent, and closes the шаш 
inlet valve. A second oil pump driven from the same worm gear 
works in parallel with the first, and both drive the oil unders 
pressure of 22 lb. per sq. in., through a cooler, to the bearings. 
The turbine spindles consist of steel cylinders, into which tbe 
journals with cast-steel spiders are forced and held by a bayonet 
joint. In order to ensure quick and uniform heating of these 
journals, heating chambers are provided, connected with the high- 
pressure steam. The two parts of the turbine spindle are connected 
by a flexible claw-coupling. 

Both the stationary armature and the cylindrical rotating magnet 
are liberally provided with ventilating gaps. The cool air is driven 
through the machine from both ends by means of fans carried on 
the turbine spindle. The magnet core is formed of steel plates with 
radial slots, in which the flat copper winding is held by metal 
wedges in such a way that the centrifugal force acts on the fist 
sides, and no shiftiog can, therefore, take place. The ends of the 
magnet winding are held in by specially strong non-magnetic 
metal caps. Esch generator can stand an overload of 25 per cent. 
for half an hour. The weight of one generator (7,500 xw.) without 
bearings or base plate is 73 4 tons—the armature being 481 tont, 
and the magnets 25:3 tons. 

The Buenos Ayres central station, for which this set is intended, 
will eventually contain 10 Parsons turbo-sets of 11, 200 a.p. each. 
Five of these are already on order, the above-described machine 
being one of them, and the remaining four being each fitted with 4 
single three-phase generator of 7,500 xw. normal, or 9,000.xw. 
maximum output. 


Bills Advanced.—On Wednesday last week, in tbe 
House of Lords, the London County Council (Tramways and 
Improvements) Bill was read a third time and passed. 

On Friday, in the House of Commons, the Lords’ amendments 
to the Central London Railway Bill were agreed to. 

On Monday, in the House of Commons, the Lords’ amendments 
to Ње Holywood Tramways and London County Council (Tnm- 
ways and Improvements) Bills were agreed to, and the Barry 
Railway, Gateshead and District Tramways, and the West Kent 
Electric Power Bills were read a third time. 


Educational.—Kinc’s COLLEGE, LONDON UNIVERSITY. 
The new session commences on October 6th; particulars are given 
in our Official Notices " to-day. 


Appointment Nacant.—Loanpi1Lo.—Charge engin 
for the UD. C. See Official Notices” to-day. 
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OUR PERSONAL COLUMN. 

The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
Bcworgioau Ruvimw posted as to their movements. 


\ 


‘Central Station Engineers.—Mn. Снав. T. LINNEY, 
manager and resident engineer of the Kent Electric Power Co., was 
recently the recipient of a silver sal rer and silver cigarette case, as 
a token of esteem and goodwill from the directors, staff and 
employés of the comp ny, on the occasion of his leaving the company’s 
service. 

Mr. ALBERT Gay, electrical engineer of Islington, has been 
appointed President of the Associated Municipal Electrical Engi- 
neers (Greater London) for the year 1909-10. 


General.—In connection with the amalgamation of the 
Moss Bay Hematite [ron and Steel Co., Ltd., of Workington, the 
Workington Iron Co, Ltd, the Harrington Iron and Coal Co., 
Ltd. and Messrs. Cammell, Laird & Co.'s West Cumberland 
interests, MR. N. G. BABBACLOUGH has been appointed chief elec- 
trical engineer to tbe syndicate. For the past 44 years Mr. 
Barrac'ough has been engaged as electrical engineer to the Moss 
Bav Iron and Steel Oo., prior to which he was on the electrical 
staff of tbe National Boiler and General Insarance Co., Ltd., 


Мв. Оввалгр Нооонутнкиг, M. I. E. E., M. I. Min. and Metallurgy, 
will shortly leave England for Mexico on professional business, aud 
inteuds to study the openings for British enterprise in that country 
with reference to contracts for public works. He would also be 
8 to take charge of special interests which might be entrusted 
to him. | : 

Мв. Ben. BAILEY has resigned his position with the Z” Elec- 
tric Lamp Oo. to join Messrs. J. & H. Grevener, of Eldon Street 
House, E.O., as engineer and manager of their aro lamp depart- 
ment. 


NEW COMPANIES REGISTERED. 


Sylverlyte (1909), Ltd. (104.237).—This company was registered 
on July Mth, with capital £200,000 in £1 shares, to uire any inventions 
relating to electric and other lamps, or any lenses, reflectors or other oom- 
ponent parts or socessories for use in connection therewith, in particular to 

patents No. 5,191 of 1904, and 10,696 in 1908, granted for the United 
Kingdom in respect of inventions relating to improvements in lenses and the 
benefit of foreign and colonial patents, granted or applied for in connection 
therewith, also to acquire the business and assets (except caah in hand) of the 
Bylveriyte Electric Lamp Co., Ltd., and to carry on the business of manu- 
facturers of and dealers in lamps, reflectors, lenses and other articles, lense 
makers, electricians, opticians, glass blowers, engineers, manufacturers of and 
deelers in brackets, globes, films, shades, glasses, burners, meters, galvano- 
meters, motors, batteries, wires, voltmeters, carbons, switches, insulators, &c. 
The subeoribers are: -A. E. Berthoud, 9, Moorgate Street, E.C., merchant, 
950 shares; J. В. Burns, Field Inn Lane, Pinner, managing director, 250 shares; 
T. E. Dickinson, 9, kr Miro Buildings, E.C., Member ot Stock Exchange, 950 
shares; H. Harker, 103, Upper Thames Street, EB. O., merchant, 250 shares: 
В. F. Rumball, Copthall House, Copthall Avenue, E.O., Member of Stock 
Exchange, 250 shares; F. P. Baxer, 13, Bise Lane, Queen Victoria Street, E. C., 
accountant, 1 share; А. Н. Skan, 4, Copthall Chambers, K. C., solicitor, 
1 share. Minimum cash subscription 50,000 shares; the number of directors 
ts not to be less than three or more than nine; the first are A. E. Berthoud, 
J. B. Burns, T. E. Dickinson, H. Harker, and В. F. Rumball; qualification, 
950 shares ; remuneration, £50 each per annum (chairman £100) and 10 per 
cent. of the distcibuted profits, divisible. Registered office, 13, Sise Lane, Queen 
Victoria Btreet, E.C. j 


Alba Lamp Syndicate, Ltd. (104,342).— This company was 
registered on July 29th, with a capital of £8,000 in 2,925 preferred ordinary 
shares of £1 each and 3,000 deferred ordinary shares of 6d. each, to acquire the 
benefit of and develop and turn to account a certain existing invention relating 
to a central reflector electric lamp. The subscribers (with one share each) 
&re:—8. Fawns, 150, Finsbary Pavement House, E.C.. consulting engineer; 
A. E. MoCracken, 40, Ferreshaw Road, Chelsea, 8.W., engineer. Private 
company. The number of directors is not to be less than two or more than 
seven ; -thefirst are S. Fawns (chairman), and A. E. McCracken ; qualification, 
42 10s. deferred ordiaary shares; remuneration of chairman, £76 per annum; 
of ordinary directors, £50 each per annum. Registered office, 149-150, Finsbury 
Pavement House, B.O. 


Barbados Electric Supply Corporation, Ltd. (104,367).— 
This company was registered on July 80th, with a ospital of £60,000 in £1 
shares (40,000 7 per cent. preferred and participating), to adopt agreements 
with the Anglo-American Debenture Corporation, Ltd., &nd to carry on the 
business of electricians, mechanical engineers, suppliers of electric, water and 
osher power, manufacturers of, and dealers in, apparatus used in connection 
with the generation, supply, utilisation and distribution of electricity, &c. 
The subscribers (with one share each) are:—A. J. Brough, Torrington House, 
182, Albion Road, Stoke Newington, N., accountant; L. Willoughby, Merstham, 
Surrey, registrar ; M. H. Hearn, Hillview, Lanercost Road, Tulse Hill, S.W., 
clerk; R. saward, The Hut, Woldingham, Surrey, clerk; W. J. Simpson, 85, 
King’s Road, Willesden Green, N.W., clerk ; Е. Hopton, 46, Westbourne Road, 
Forest Hill, B. E., clerk ; A. H. Сопеуреаге, 18, Alveretone Avenue, Wimbledon 
Park, B. W., clerk. Minimum cash subscriptior, 10 per cent. of the share 
eapital offered. The number of directors is not to be less than two or more than 
seven; the first are Col. W. F. Leese, 28, Powis Square, W., and G. H. J. 
Hooghwinkel, 41, Chepstow- Villas, Bayswater, W. So long as the Anglo- 
American Debenture Corporation, Ltd., nold 5,000 fully-paid ordinary shares 
they may nominate two directors; remuneration, £100 each per annum (chair- 
man, £150). Registered office, 24, Martin's Lane, Е.С. 


Alfred Wiseman, Ltd. (104,365).—This company was registered 
on July 80th, with a capital of £15,000 in 21 sharen, to take over the business 
of an fron and general metal founder, engineer, electric and tramway 
equi nt and weighing apparatus specialist, manufacturer, &o., carried on by 
A. Wiseman at Vevus Works, and Globe Works, Glover Street, Birmingham, 
as Alfred Wisemen,” the Electric Tramway Equipment Co.,“ “8, C. Parkes 
and Co., and F. & J. Allen." The subscribers (with one share each) are :— 
A. Wiseman, 89, Glover Street, Birmingham, engineer; J. W. Harris, The 
Leburnums, Bilston, engineer. Private company. The number of directors is 
not to be more than five; the first are A. Wiseman and J. W. Harris (both per. 
manent); qualification (except governing director) £100; remuneration ав 
fixed by the company. Registered by Alfred H. Atkins, Ltd., 27-8, Fetter Lane, 


* Flectrical Engineer,” Ltd.(104,347).—This company wasregis- 
tered on July 29th, witb a capital of £1,500 in 1,495 preferred ordinary shares of 
£1 each and 1,600 deferred shares of 1s. each, to acquire the rights and property 
in connection with the newspaper or periodical known as the Electrical Engi- 
neer, to adopt an agreement with C. 8. Sarle, and to carry on the business of 
newspaper and magazine proprietors and general printers and publishers, 
advertising agents, ёс. The subscribers (with one ordinary share each) are :— 
C. 8. Sarle, 88, The Avenue, Brondesbury Park, N.W., journalist; G. Cadogan- 
Rothery, 5, Fetter-lano, B.C., journalist. Private company. The number of 
direotors is not to be more than five; the first are Н. A. Gwyne, G. Cadogan- 
Rothery and C. B. Sarle; remuneration as fixed by the company. Registered 
office, 149, Fleet Street, E.O. 


Traction Supplies Co., Ltd. (104,338).— This company was 


registered on July 98th with a capital of 25,000 in £1 shares, to carry on the 


business of electricians, electrical engineers, manufacturers of and dealers in 
fittings and accessories used in connection with electric traction, lighting or 
heating, &c., and to adopt an agreement with W. C. Thompson, W. M. Scott 
and A. White. The subscribers (with one share each) are:—W. C. Thompson, 
Grange House, Stockton Road, Sunderland, draper; W. M. Scott, 8, The Oaks, 
Sunderland, draper; A. White, 4, Eden Vale, Sunderland, eleotrioal engineer. 
Private company. The number of directors is not to be less than three or more 
than seven; the first are W. C. Thompson, W. M. Scott and A. White; quali- 
fication, £50. Registered office, Gill dge Avenue, Sunderland. | 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Veritys, Ltd. (49,784).— Trust deed dated May 17th, 1909, 
supplemental to deed of October 81st, 1908, and modifying same for purpose of 
converting £60,000 debentures thereby secured into debenture stock, charged on 
the company's freehold and other property, present and future, including 
uncalled capital. Holders: Trustees, Executors and Securities Insurance 
Corporation, Ltd. 


Lancashire Dynamo and Motor Co., Ltd. (61,447).—Iseue 
on July 12th of £100 debentures, part of a series of which particulars have 


already been filed. 


County of London Electric Supply Co., Ltd. (34,320).—Par- 
ticulars of £500,000 first debenture stock, created by resolutions of various dates 
from January 28rd, 1899, to June 28th, 1909, and secured by trust deeds dated 
January 23rd, 1899, and July 5th, 1009, filed pursuant to Sec. 98 (3) of the 
Companies’ (Consolidation) Act, 1908, the amount of the present issue being 
2100000. Property charged : The company's undertaking and property, present 
and future. Trustees: Electric and General Investment Co., Ltd. 


July 15th, 1909, to secure £4,500 and 4 per cent. interest, charged on lands and 
premises at Stratford. Holders; G. A. Smith, Н. A. Smith and F, Smith. 


CITY NOTES. 


Dublin United Tramways Co. 


Tug ordinary half-yearly meeting of the company was held in 
Dublin, on July 27th, Mr. W. M. Murphy presiding. 

The CHAIBMAN, in moving the adoption of the report, said it 
would be seen that the receipts from passenger traffic were £347 less 
than in the corresponding half-year of 1908, which was more than 
accounted for by the extra day in leap year. A service of express 
cars had been instituted on the Dalkey line, which was much 
appreciated by residents of Blackrock and districts beyond, and it 
was intended to apply for powers to increase the speed on the liue. 
“ Other receipts " had increased by £750 and were made up princi- 
pally of £630 parcel traffic, of which £441 was collected from 
passengers carrying parcels with them—a source of revenue which 
yielded about £1,000 a year to the company. On the expenditure 
side, working and general expenses were £3,420 less than in the 
corresponding half-year of 1908. The cost of generating and dis- 
tributing energy had been reduced from 402d. to ‘366d. per unit; 
the decrease in maintenance costs, he attributed to the general use 
of steel tired wheels. | 

Мв. C. LrHaNE drew attention to the increasing taxation; 
between taxation, wayleaves, and income-tax, the company paid, 
he said, roughly £35,000 a year, while on ordinary dividends it 
paid its shareholders about £36,000 a year, or practically the same 
amount. A resolution was passed authorising the payment of a 
6 per cent. dividend on the ordinary shares; £7,501 is carried 
forward, being £1,006 more than was carried forward in 1908. 


Scottish Boiler Insurance and Engine Inspection 
Co., Ltd.—An interim dividend of 2e. per share, free of income- 
tax, on the ordinary shares for the past half-year is announced. 


City of London Electric Lighting Co., Ltd.—A divi- 
dend on account of the year 1909 on the ordinary shares of 53. per 
share, less income-tax, has been declared, being the same as 
declared last year. 


Metropolitan Electric Supply Co., Lid.—The directors 
have declared an interim dividend of 5 per cent., less income-tax, 
on the ordinary shares for the past half-year, the same as last year. 


Straits Settlements (Bertam) Rubber 


Co.— 
Dividend of 44 per cent.; £1,036 carried forward. 
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Anglo-American Telegraph Co., Ltd. 


Tue half-yéarly meeting of the proprietors of the Anglo-American 
Тастар Со., Ltd., was held on Friday, July 30th, at Winchester 
House, E. O., under the chairmanship of Mr. F. A. Bevan. | 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
July 30th, page 189, the CHAIRMAN said he had to congratulate 
the shareholders upon the increase in their receipts during the past 
half-year, as compared with the corresponding period of 1908. The 
receipts had increased by £14,500, and the receipts of the ss. Minia 
had increased by about £3,000, making a total increase of £17,500. 


The expenses, on the other hand, had decreased by £950. Ав, 


however, they brought forward a smaller balance, the net result 
was that the increase available for distribution was £17,451 12s. 8d. 
If they looked at the report and accounts up to the end of June, 
1908, they would find that in that statement a diminution of 
£17,500 was shown, so that, in the past year, they had made up 
what they had lost in the previous year. The increase was due to 
general business, and especially to receipts from stock business 
messages, which business was the invention of their general 
business manager, and had proved a very fruitful source of 
income. There seemed to be generally an improved condition 
of things with the trade between this country and the United 
States, and therefore they might hope, so far as they could 
see, that they would have good results during the next half-year at 
least. The renewal fund had also increased during the year by 
£21,380, although they had bad to debit that fond with £13,000 
special repairs, with 45, 700 general repairs, and with 
£15,250 on account of the repairs to the 1874 cable. They heard 
at the Jast half-yearly meeting that their cable was broken, and 
owing to the wintry weather it was impossible for them to under- 
take any operation at the time for repairing the fault. They had 
been most unfortunate with the weather ever since, and it was still 
bad, and he regretted to say that up to the present they had not 
been able to complete the repair of the cable. They hoped, how- 
ever, in a short time to get on to rather shallower ground where 
the cable had a good bottom instead of a bad bottom where up to 
now they had been operating. They would have to debit the 
renewal fand with some more money daring the current year on 
account of that cable, and they could not say what the total cost 
would be until the repair to the cable had been completed. So far 
as they could see, the breakages to the cable on the western side of 
Ireland were mainly due to the reckless conduct of fishing trawlers 
who carried on their operations where the cables were known to 
be laid, and up to the present they had used some 400 miles of 
cable in repairing cables on the north-west side of Ireland. Only 
within the last few days they had received a letter from the 
secretary of Lloyd's, stating that a trawler had picked up 75 
fathoms of telegraphic cable whilst fishing 35 miles from the 
coast, and this proved to be one of their old cables, either the 
1865 or the 1866 cable. As they knew, a Committee, representing 
the Board of Trade, the Admiralty and the Fishery Boards, inquired 
into the question of breakages of cables by trawlers, and at that 
inquiry the cable companies proposed that the trawlers should be 
prohibited in the shallow waters of the Irish coast where cables 
were known to be laid. The Committee, however, would not agree 
to this, but as an alternative, recommended that the trawlers should 
be examined by Government officials. The fact that they had 
heard of this picking-up of the cable showed that the provisions 
made were not sufficient. They had informed the Post Office of 
this fact, and they hoped it would lead to more stringent regula- 
tions being adopted in regard to trawlers. With reference to their 
renewal fund, it would be remembered that some time ago he stated, 
when they set aside £90,000 against depreciation of their.securities, 
that he did not consider it likely there would be any appreciation 
for some time to come. The appreciation up to the present had 
amounted to about £13,000. With regard to the suggestion for 
reducing rates, the companies in the Atlantic were not disposed to 
make any reduction at present, as far as Press rates were concerned, 
for there was no room for it. Suggestions had been made for 
reducing the rates for social messages, and there might be some- 
thing put before them by the Post Office in that direction. All he 
could say was that they might be quite certain that whatever the 
result of theagitation, the directors would consider the interests of 
the shareholders, as well as the interests of the public. They 
wished to give the public the best possible service at the lowest 
possible cost, but at the same time they had to consider the 
interests of the shareholders, and they did not see at present that 
there was room for much reduction. 

Siz GERALD FrTzGEBALD seconded the motion, and the report 
was adopted. 


W. T. Henley's Telegraph Works Co., Ltd.—The 
directors have declered &n interim dividend on the preference 
shares at the rate of 44 per cent. per annum, less income-tax, and 
on the ordinary shares at the rate of 10 per cent. per annum, as last 
year, free of iucome-tax, for the half-year ending Juae 30th last, 
both payable September 1st. 


Mumbles Railway and Pier Co.—The report for the 
half-year ended June states that after payment of dividends due to 
the Swansea and Mumbles Railways under the agreement of 1898, 
there is an available balance of £1,986. The directors recommend 
a dividend at the rate of 64 per cent., leaving £89 to carry forward, 


Kepitigalla Rubber Estates.—There is a balance of 
£10,950 after providing £2,500 towards preliminary expenses. No 
dividend is recommended until the question of additional capital is 
settled 


South American Light and Power Co., Ltd.—The 
report for the year ended March 31st last, to be presented to the 
meeting to be held on the 10th inat., states tbat the net profit 
for the year, after writing off a further sum of £550 against the cost 
of the dynamo, is £5,274, which, added to £147, the amount brought 
forward, makes the total sum available £5,422. The directors 
recommend the payment of a dividend of 4 per cent. and also the 

ayment of interest at the rate of 4 per cent. per annum on the 
£15,961, further capital expenditure incurred during the year by 
the railway company, which interest amounts to £274. There will 
remain a balance of £627 to be carried forward. The above- 
mentioned capital expenditure will be satisfied by a cash payment 
of £461 and the allotment of 15,500 shares fully paid to the Bahis 
Blanca and North-Western Railway Co., Ltd., making the total 
amount of share capital issued £128,500. The 50 per cent. of the 
gross receipts payable to this company under its agreement with 
the Bahia Blanca and North-Western Railway Co. for the past year 
amounted to £12,991, against £8,869 in the previous year, showing 
an increase of 46 per cent. The directors consider that the increase 
in the business during the past year has again been very satisfactory. 
In accordance with the terms of the working agreement between 
this company and the Bahia Blanca and North-Western Railway, 
the latter having subscribed for £30,000 of the capital of the 
company were entitled to appoint a second director to the board, 
and therefore on September 23rd, 1908, they appointed Mr. Frederick 
Oldershaw Smithers in the place of Mr. Charles Murray Wilkins, 
resigned. 


Singapore Electric Tramways, Ltd.—The report for 
1908 shows an excess of revenue over expenditure of £24,294, against 
which has been charged debenture interest, depreciation and royalty, 
amounting to £28,335, showing a loss for the year of £4,040. The 
severe depression in trade in Singapore showed no abatement 
during 1908, and as a consequence the tramway revenue shows & 
decrease of $20,176 as compared with 1907. The demand for 
energy for lighting and power purposes shows a satisfactory 
increase—the receipts from this source in 1908 being 94 per cent. 
higher than in 1907. The new bridge over the Singapore River is 
still not completed, and it will be some months before plate-laying 
can commence on it, and so enable the company to link up section 6 
and section 3 of the tramways. Work in connection with the new 
wet dock and the deviation of Keppel Road necessitated thereby is 
proceeding satisfactorily, and it is expected that the construction 
of the tramway on the new road will commence before the end of 
the year. 


Stock Exchange Notice.—Applications have been made 
to the Stock Exchange Committee to appoint a special settling 
day in and to grant a quotation to the following securities, and to 
allow them to be quoted in the Official List :— 

Chiswick Electricity Corporation, Ltd. £80,000 44 per cent. first mortgage 
debenture stock. 

Anglo-Argentine Tramways Co., Ltd.—640,000 5 per cent. cumulative first 
preference shares of £5 each, fully paid, Nos. 1 to 640,000; 500,000 5 per cent. 
cumulative second preference shares of £5 each, fully paid, Nos. 800,001 to 


1,800,000; and £1,783,380 43 per cent. debenture stock, in lieu of the first, 
second and third preference shares now quoted. 


National Boiler and General Insurance Co., Ltd.— 
The directors propose a dividend on 15,000 shares, at the rate 
of 68. per share, free of income-tax, for the half-year ended 
June 30th, 1909, requiring £4,500; bonus of 2s. per share, £1,500 ; 
to add to current risk and reserve fund, £9,000; to write off 
furniture, fittings and instruments account, £500; balance to carry 
forward, £6,865; total, £22,364, 


Chilian Electric Tramways and Lighting Co . Ltd. 
—The report for 1908, presented to the meeting yesterday, shows a 
credit balance of £8,832, which, with £1,712 brought forward, 
makes a net balance of £10,545. From this sum £8,000 bas been 
transferred to renewals reserve account, leaving £2,545 to be 
carried forward. The Chilian currency has suffered still further 
depreciation in 1908, the rate of exchange being on an average about 
91d. per peso (at one time falling as low as 73d.), and adversely 
affected the profits earned. The company has carried 68,342,366 
tramway passengers, earning $5,696,868, as against 61,451,234 
passengers, earning $5,011,363 in 1907. "The receipts for light and 
power during 1908 amounted to $3,681,118, as against $2,658,254 in 
1907, showing & satisfactory development in this department. It 
is hoped shortly to be able to meet all demands that may be made 


upon the company’s power and lighting plant, with the advent of 


hydraulic power—the installation of which is nearing completion. 


Stratford-on-Avon Electric Light Co.—The second 
ordinary meeting was held on Wednesday, last week, Mr. G. M. 
Bird presiding. In moving the adoption of the report, the chair- 
man referred to the satisfactory progress being made; the works 
had only been in operation 20 months, so they could scarcely expect 
to be able to distribute anything in that time. During the year 
they had instituted a system of rented wiring, which had proved 
a good thing for thecompany ; for the six months to July, 1909, as 
against the corresponding six months, they had added some 30 
consumers, and sold 11,571 additional units, which meant £178 
added revenue. After some discussion, the report was adopted, 
and Mr. G. M. Bird was re-elected a director; Mr. J. McGregor 
was also elected, in place of Mr. Paterson. 


South Metropolitan Electric Tramways and Light- 
ing Co., Ltd.—The directors announce that the question of the 
payment of a dividend on the preference shares is deferred until 
the accounts for the whole year are in their hande. Tig 
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Lancashire Power Construction Co., Ltd. 


Tux directors report that in accordance with the resolutions passed 
at an extraordinary general meeting of shareholders held on 
November 11th, 1908, and confirmed on November 26th, 1908, an 
issue of £150,000 5 per cent. first mortgage debenture stock was 
made in November last, and was fully subscribed. Of this sum 
£61,500 was required to discharge the commitments of the company, 
leaving a balance of £84,500 available for developing the business 
of the Parliamentary company of which this company is the sole 
proprietor. It was only in the autumn of last year that the present 
board (comprising three members of the old board) was constituted 
&nd took up the active management of the company's affairs, the 
personnel of the board of this and the Parliamentary company being 
now identical. The period, therefore, covered by this report has 
been one of re-organisation, the first results of which will only 


become apparent during the course of the ‘current year's work. 


With regard to the Parliamentary company: The plant at the 
generating station, and in the sub-stations, has been maintained in 
good condition, and, together with the mains, is proving itself 
reliable in operation. Some difficulty has, however, been 
experienced under certain conditions in maintaining an adequate 
draught for the boilers, and , an induced draught installation 
has been ordered and is now in course of erection, 
which ‘will doubtless entirely overcome this trouble. Various 
extensions of the mains bave been made in order to supply 
'new power users, the most important being an overhead line of over 
three miles in length to Turton. This and all other extensions to 
the mains have been carried ont by the company's own staff. The 
board are able to report that the restrictions impossd in the earlier 
days of the company on overhead high-tension lines have now been 
largely removed, and the company has succeeded in negotiating 
wayleaves on reasonable terms for nearly all the important exten- 
sions which have recently been desirable, the cost of carrying out 
such extensions being greatly reduced thereby. As regards the 
prospects of the company, there is a very marked improvement. 
The Board of Trade have given their assent to the tranefer of a 
large number of electric lighting orders from various local authori- 
ties to the Parliamentary company, thereby indicating that their 
confidence in the stability of that company has been re-established. 
Several contracts of considerable magnitude have recently been 
received for the supply of electrical energy, and although the full 
benefit of these contracts will not be felt until the year 1910, they 
will substantial!y add to the current year’s revenue. At the close 
of the period covered by the accounts, 5,960 н.р. had been con- 
nected with the company’s mains out of a total capacity of 
12000 нр. Since then a considerable number of additional orders 
have been secured, and at June 30th, 1909, approximately, 6,590 H.P. 
was connected with the mains, besides a further 1,160 E. P. 
arranged for, but not yet connected. One of the chief 
objects of the directors in their capacity as the board of the 
Parliamentary company has been to arrive at an agreement with 
the Radcliffe Council whereby the company should supply large 
power users whose power requirements are too extensive for the 
Council to deal with from their own generating station, and pro- 
tracted negotiations, having this object in view, have taken place 
with the Council. No agreement bas, however, yet been reached. 
The directors are, nevertheless, hopeful that having regard to the 
undoubted advantage which such an arrangement would confer 
upon the district, a satisfactory agreement may yet be come to. 
Messrs. Callender and Oarolan are the retiring directors, and offer 
themselves for re-election. 


Mr. H. F. Parshall (chairman) presided over the annual 
meeting of the Lancashire Electric Power Co. and of its affiliated 
company, the Lancasbire Power Construction Co., Ltd., at Salisbu 
House, E.C., on Jaly 29th. i 

Ia moving the adoption of the report, the CHAIRMAN said the 
reorganisation of the company was not completed till the end of 
19C%, во that the new directorate had only been in existence for a 

ioà of six months. Matters were very much at a standstill 
until the financial position of the company was put on a proper 
basis, but, since the reorganisation, steady progress had been made, 
and more satisfactory contracts bad been entered into now t at it 
has been realised that the company was in a strong financial 
position. He was pleased to say that the D. of T. had sanctioned 
the transfer from the local authorities to the company of a con- 
siderable number of lighting orders. These lighting orders were a 
valuable asset to the Lancashire Co., in that the districts were in 
general slong the trunk mains of the company, and, in consequence, 
a supply of electricity could be given with 5 small 
capital outlay. One of the most satisfactory developments was in 
connection with the supply of electric power to collieries. It was 
thought that the business of the Lancashire Co. would be largely 
confined to cotton milla, but, as a matter of fact, a number of 
collieries were finding it to their advantage to take a supply of 
electricity from the power company, and it was anticipated 
that the business .of the company would show considerable 
development in this direction in the future. During the 
last six months the output had increased scmething like $0 per 
cent, while the total costs of production were actually lees 
than those of tbe corresponding period of last уевг, the 
revenue increase being £1,500. This was especially satisfactory 
considering the great depression in trade in the Lancashire dis- 
trict during the last 12 or 15 months, and the satisfactory increase 
was to be accounted for by the fact that the advantages of the 
. company's supply were getting to be better understood by the 
Lancashire manufacturers. Many of the customers of the company, 
after a thorough trial, had decided to complete the electrical 
equipment of their works. There appeared to be a growing feeling 


of confidence in the districts generally. Various improvements 
were being carried out in the power station, and economies 
effected in the cost of generation, and new connections, were of a 
satisfactory nature. The policy of the board had been, first, to 
reduce the loss on working, and, secondly, only to expend money 
when there was a certainty of such an enditure br 
additional revenue. During the year a L. G. B. inquiry was held at 
Radcliffe, the local authority in whose district the power station 
was situated. The attitude taken up by the L.G.B. was to dis- 
courage the development of the Radcliffe Urban District under- 
taking for the purposes of power generation, and a recommendation 
was made to the effect that the position of their company should be 
taken into consideration by the Radoliffe authorities. Radclife 
was practically the only local authority with which the Lancashire 
company was not on the best of terms. Having regard to the 
advantages of a power scheme in such a district, the position taken 
up by the Radcliffe Council was impossible to understand. The 
directors had many times met the Radcliffe anthorities with a view 
to arriving at a better understanding, but their efforts had so far 
met with no encouragement. For this reason, it had appeared to 
the directors advisable to apply to the B. of T. for an order to 
supply electricity in the Radcliffe district. There were most im- 
portant customers in this district who were willing to deal with this 
company, and it was hoped са this phase of the business might 
take a satisfactory turn, especially considering the attitude of the 
Board of Trade in respect to such matters, as evidenced by the 
Bill they were supporting. The board and the management had 
worked together in complete harmony and with a single object in 
view, namely, to leave no stone unturned to secure the success of 
the undertaking. | 

Вів В. A. Hampson, in seconding the motion, congratalated the 
shareholders upon the distinct change for the better which had 
taken place since the reorganisation of the concern last autumn. 
It was a change for the better as regarded their credit with the 
Board of e, their relations with the local authorities, and in 
connection with the applications for new business which were going 
on month by month. Of course, the results would not be shown 
until they were in a position to present the next annual report, as 
the new organisation did not take complete effect until a very late 
period in 1908. The board had every confidence that with the 
increased connection which were now being made, month by month, 
and the improved position of the company generally which had 
resulted from their being in a position to discharge all liabilities 
and leave them nearly £90,000 for the purpose of extending the 
business, their efforts in a reasonably short time would be crowned 
with success. At all events, they would be in a position next year 
to present a report and accounts which they believed would give 
satisfaction to all concerned. uu 
The report was adopted without discussion and the retiring 
directors re-elected. 


Rio de Janeiro Tramway, Light and Power Co., Ltd. 


Tus report for 1908, to be presented at the annual meeting 
to be held to-day, btates (according to the Financial Times) 
that the hydro-electric plant at Rio das Lages is practically 
finished. The large dam was finished and the reservoir completely 
filled before the end of the year, since which time the water has 
been flowing over the dam, as the flow in the river has been 
sufücient to supply all the power required without drawing upon 
the reserve in the reservoir. 'l'he transmission lines have been 
completed, and an independent teléphone line constructed during 
the year, connecting the power house at Rio das Lages with the 
terminal station at Rio de Janeiro. The terminal station building 
has been finished, and the electrical equipment has all been 
installed and is now in regular use, and there remains to be done 
only the adjustment of this apparatus and the completion of the 
wiring about tne station. Three 800-Kw. motor-generators have 
been installed for the tramway service, and the sub-foundations 
and other ү шаш work have been completed in this building 
for the additional machinery which will be required for the opera- 
tion of the entire tramway syst: m. The sub-foundations have also 
been completed for the gas engine unite which will be installed in 
this building as a reserve for the public street lighting. There has 
been a great disturbance to the service of the tramways due to the 
reconstruction and electrification. This reconstruction has inter- 
fered seriously with traffic, it being impossible to maintain a satis- 
factory service at all times during tuch a period. In consequence 
of these various causes, a very considerable percentage of the gross 
income of the tramways has been lost, and the total gross income 
for the past year shows very little increase over the previous year. 
While the new electric lines were opened late in the year and it 
has been impossible to utilise the electric cars to their full 
advantage on account of the reconstruction, and consequently to 
reduce operating expenses to any material extent, yet the ratio of 
the net income to gross income of the tramways has been increased 
from 38 61 per cent. іп 1907 to 42:19 per cent. in 1908. Close 
attention has been paid by the company to the development of its 
power business. Until January Ist, 1908, the various companies 
which are controlled by this company, were operated as separate 
concerns, but from this date the operation of these compsnies was 
taken over. by this company under operating contracts and 1савев, 
so that the earnings of the various companies appear for the first 
time in the financial statements of this company. During the past 
year the company has sold 8956,600 first mortgage bonds, this 
being the remainder of the total issue. There were also sold 
during the year 35,000,000 fr. of the French issue of the second 
mortgage bonds and £900,000 of the sterling bonds of this same 
issue were sold by public issue in London. Since the date of the 
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public issue a further amount of £50,000 of this issue has been sold 
by private sale, making a total amount of £950,000 ontstanding of 
these sterling bonds on December 31st. The net revenue from 


operation after deduction of operating expenses, maintenance, | 


taxes and other fixed charges in Rio Janeiro, was $2,730,434, from 
which must be deducted the fixed charges and interest on loans at 
head office, leaving a net surplus after the payment of all expenses 
and fixed charges for the year of $870,236. An opportunity being 
presented of acquiring about 75 per cent. of the shares of 
the Jardim Botanico Tramways Co., thus assuring a controlling 
interest of the company, the board considered it wise to purchase 
these shares, as that company has a large and lucrative business in 
one of the best residential sections of the city, and can be operated 
to good advantage in connection with the other tramway systems 
under the control of this company, ав well as assuring to this 
company an important contract for the power required for the 
operation of the system. While the purchase of these shares was 
made since the begiuning of this year, and consequently, strictly 
speaking, should not be incladed in this report, yet (in view of the 
great importance of this acquisition to the company) the board felt 
that the shareholders should now be informed. 


Metropolitan Railway Co. 


THE ordinary half-yearly meeting of the shareholdera of the above 
company was held on the 28th ult. at the Great Eastern Hotel, Sir 
Charles McLaren, M.P., in the chair. 

The CHAIRMAN, in moving the adoption of the report, said that 
the accounts showed a substantial increase in receipts and a very 
satisfactory saving in expenses. 'The locomotive and generating 
expenses were less by about £11,000, but as they had received 
about £7,000 less for working trains for other companies, the net 
saving was £4,000. There had been an increase of £12,600 in the 
receipts from passenger traffic, although the Exhibition traffic to 
Wood Lane had not been во good. There had been increases 
during the half-year from the traffic on practically all sections of 
the line, and he thought there could be no doubt that the public 
were beginning to realise, in a way they had not done before, the 
advantages of the electric underground train services generally, 
and of the facilities offered for interchange at various points. 
Inclading season ticket-holders, they had carried during the hall- 
year 49,647,166 passengers, as against 48,243,951, or an increase of 
1,403,215, and their receipt per passenger was slightly higher, 
being 1 48d., as against 1:46d. in the corresponding period. The 
parcels traffic showed a satisfactory increase of about £1,400. 
They had charged out of the half-year’s revenue £5,000 to the 
electrical renewal and depreciation fund. That fund now stood at 
the very substantial figure of £53,162. They thought it wise to 
have a strong fund of this character not wholly for the purposes of 
actual depreciation, as the electrical plant was maintained so far as 
possible in a condition of thorough working efficiency out of the 
ordinary revenue, but mainly for the purpose of enabling them to 
take advantage of improvements in electrical machinery which 
might from time to time be brought out with a view to cheapening 
the cost of producing energy. They were at the present time 

engaged upon the work of increasing the horse-power capacity 
of their generators at Neasden, and it was satisfactory to know that 
when one of these machines was taken to pieces for the purposes of 
alteration a few weeks ago, after having been in constant service 
for two years, it was found by the contractors to be in as good a 
condition as when it was first put up, and to show practically no 
sign whatever of wear and tear. This was, of course, very gratify- 
ing to them, but at the same time they felt, for the reasons he had 
stated, they were wise to continue to build upa strong renewal fund, 
having regard to the fact that electrical science was still in its 
infancy. Ina matter of this kind the board felt that they were 
best consulting the interests of the shareholders generally by 
looking beyond the immediate present and making a safe pro- 
vision against possible contingencies which might seriously affect 
the company's revenue in future years. The balance available for 
dividend was £137,075, as against £122,514 in the eorresponding 
period, when they took nothing out in respect of depreciation and 
renewals, They proposed, after paying the full 34 per cent. on the 
several preference stocks, to pay 1 per cent. on the ordinary stock, 
and to carry forward £3,904 to the next half-year's accounts. The 
dividend was still & small one, but the fact that it was double what 
they were able to pay 12 months ago was, he thought, very clear 
evidence of a satisfactory turn in the affairs of the company. 
On July 1st they made an important alteration in the train services, 
and commenced to run about a dozen trains through from their 
extension line to the City in the busy hours of the morning and 
& similar number of through trains back to the districte served by 
the extension line in the evening. Some of these through trains 
were run to and from Aylesbury, others to and from Uxbridge, and 
others to and from Harrow only. The saving of the change at 
Baker Street, morning and evening, was a very great convenience to 
passengers, and they hoped, as time went on, to increase the number 
of these through trains, They had found very great advantages to 
accrue from the system of automatic signalling which they had 
installed on the Inner Circle, and they had in contemplation an 
extension of this system of signalling on the northern line as far as 
Neasden, as the train service there was now so heavy as to necessitate 
a quicker method of signalling than the existing manual system. 
They would be glad so see from the reports in the papers a short 
time ago that the Bill promoted by the North-West London Rail- 
way Co. was rejected by the Committee of the House of Commons. 
If the Bill had been passed and the line made as proposed, it would 
have been to all intents and purposes an extension of the Baker 


Street and Waterloo Railway from Edgware Road to Kilburn in 
direct competition with their line. They opposed the Bill very 
strenuously, and it was with no small amount of satisfaction that 
they learnt that the Committee would not sanction its proceeding. 

Sm W. Birr seconded the resolution. 

Replying to a SHAREHOLDER, the CHAIRMAN said it was quite true 
that the £5,000 placed to the electrical renewal and depreciation 
fand was an arbitrary figure, but looking at their reserve fund, and 
considering the fact that the British Westinghouse Co. were putting 
down fresh turbines for them at their own expense, they considered 
that they would not have been justified in charging a larger sum to 
depreciation out of the year's accounts. 

The report was adopted. 


Zircon-Tungsten Lamp Patents. 


Tam report for 1908-9 of the Compagnie Internationale des 
Lampes Electriques Zircon-Wolfram, of Brussels, which was the 
pioneer in the introduction of the Zircon-Wolfram lamp in 
various parts of the world, contains interesting information 
relating to the progress made in the past year, together with the 
announcement that after efforts extending over three years, the 
inventors of the Z lamp at Berlin have been granted both patents 
by the German patent office, notwithstanding the severe attacks 
made by the most powerful competing companies. As the 
negotiations for the working by a Vienna lamp factory of the 
patents for Austria-Hungary did not yield the results which were 
expected, the report stafes that the company in association with 
the Italian Edison Co., has formed a separate company under the 
title of the Société des Lampes Electrique Z pour l'Autriche- 
Hongrie, whose recently erected factory at Rovereto, in the 
southern Tyrol, was now in full operation. An independent com- 
pany was also formed last autumn for the working of the Z patents 
in Sweden, Norway, Denmark, and Finland, the manufacture of 
the lamps having been placed in the hands of (he G.odlampfabrik, 
of Stockholm, which commenced production in March of this year. 
Of the various subsidiaries, the Spanish and Italian companies 
yielded excellent results for a first working year. The other 
factories which did not enjoy from their erection the same 
technical and commercial facilities, had not yet reached the 
dividend-paying stage, whilst the Russisn compary had been 
compelled to increase ita share capital owing to the development 
of the business, The Z Electric Lamp Manufacturirg Co., of 
London, whose daily production already amounted to several 
thousands of lamps, had also entered the era of profits. In the 
cage of the Socić‘é des Projectionnements aux Lampes à Filaments 
Métallique, in which the Brussels company holds all the capital 
shares," bad declared a dividend of 30 per cent. on the amount 
paid up on this class of shares, and 8s. per share on the dividend 
shares. The patents for the Z lamp tor Argentina, Brazil, and 
Uruguay had been sold to a tyndicate formed by the Italian, 
Spanish, and Austrian companies, and the syndicate: expected 
through the agencies obtained in these countries, to easily dispose 
of the surplus production of the Mediterranean factories during 
the dead season in Europe, which is the favourable season in South 
America, Negotiations in respect of Portugal had been concluded 
since the end of April, and Greece would be a favourable 
customer for the Austrian company in the autumn. The directors 
were still awaiting the grant «f the Japanese patent, and in the 
meantime the option given to a leading London firm continued in 
operation. An interest amounting to 40 per cent. hed been 
acquired in the Z lamp patents for the United States, where the 
use of electric lamps was greater than in the whole of Europe, and 
reached 100,000,000 lamps per annum. 75 present negotiations 
were proceeding with the representatives of a Franco-American 
financial company, and their conclusion depended upon the issue 
of the American patents, oné of which had already been granted, 
and the other was momentarily expected. As to the competition 
of other metallic-filament lamps, the report contained a ао 
remark that although the high prices at first charged coul 
not be maintained, a large increase in sales had followed 
the reduction in prices. On the other hand, the more the pro- 
duction advanced, the more the cost of manufacture diminished, 
so that the financial results of the companies whose shares were 
held in portfolio, pursued a rising curve. The accounts show net 
profits of £4,800 on a share capital of £48,000, and a dividend at 
the rate of 8 per cent. for 1908 09 has been declared. 


The Chatham and District Light Railways Co.— 
The seventeenth ordinary general meeting (ELEOTRIOAL REVIEW, 
July 23rd, page 147) of the shareholders of the above company was 
held on Thursday of last week at the offices, 83, Cannon Street, 
Mr. A. R. Monks presiding. The chairman formally proposed the 
adoption of the report, which was seconded by Mr. H. C. Levis, 
and agreed to. 


Midland Railway Carriage and Wagon Co., Ltd.— 
The directors propose a dividend on the ordinary shares at the rate 
cf 73 per cent., free of income-tax ; a bonus of 10s. per share on the 
ordinary shares; dividend on the preference shares, 6 per cent., 
free of income-tax; balance carried forward, £3,382. £32,000 is set 
ap&rt for depreciation of plant. 


Oxford Electric Co., Ltd.—An interim dividend at the 

rate of 5 per cent. per annum on the ordinary shares for the half. 

са ended June 30th has been declared. Last year the rate was 
6 same, 
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Continental Electrical Enterprise Co. 


Tum Oontinentale Gesellschaft fur Elektrische Unternehmungen 
of Nuremberg, which is partly an investment company and 
partly owns and works electric railways or tramways and 
supply atations, states in its report for 1908 that although 
the effects of the economic depression were perceptible in the 
workiog of the undertakings, the latter experienced a further 
satiafactory development. The Augsburg tramways were trans- 
ferred to the local authority last September, and the negotiations 
for the sale of the undertakings at Grevenbroich and Sigmaringen 
had been completed. As gross profits the accounts show the sum 
of £125,870, as compared with £130,120 in 1907, and the net 
surplus amounts to £70,940, as against £70,630 in the preceding 
year. It is proposed to pay a dividend at the rate of 4 per cent. 
on the preference share capital of £1,556,000 out of the total share 
capital of £1,600,000, being the same as in 1907. The interest pay- 
ments on the bond capital, totalling £433,500, as contrasted with 
£446,000 in 1907, were provided for before arriving at the amount 
of the net surplus. The working results of various undertakings 


are set forth as follows: 
PERCENTAGE DIVIDENDS. 


1906. 1907. 1908. 


Bergische Kleinbahnen 

Augsburg Tramways .. E zr 

Zwickau Electricity and Tramways 

New Berlin Tramways, North-East 

Krakau Tramways га .. га 

Vienna Local Tramways 

Rhenish Schuckert Co. га 2% ve 
Elektra Co. - ae з ix a ee 
Société Industrielle d'Energie Electrique 2 
Société Continentale de Traction et d'Eclairage 
Chemin de Fer sur Route de Paris à Arpajon .. 
Società Sicula Imprese Elettriche .. ; « 
Società Toscana per Imprese Elettriche .. 
Società Torinese di Tramways = я 
Compania Madrilene de Traccion .. 
Companis Madrilena de Electricidad 
Sociedad Electro-Quimioa de Flix .. 
Tramways de Constantinople ee р 


The receipts of the Barmen-Elberfeld-Vohwinkel suspended 
electric railway, which is owned by the company, amounted to 
£66,250. in 1908, as compared with £66,450 in 1907, and the 
expenses wére £38,650 and £38,450 in the two years respectively. 
Among the assets are to be found the company’s own undertakings, 
entered at £1,093,000, syndicate investments at £609,000, and 
securities at £900,000, together with debtors totalling £143,500, 
mostly composed of credits granted to subsidiary companies. І 
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Mexican Light and Power Co., Ltd. 


Tax annual report for the year ended December 31st, 1908, states 
that, during the past year, the actual and prospective demands for 
power, in the centres of consumption supplied by the company, 
inereased beyond the most sanguine expectations, and that to meet 
these demands, it has been decided to double the capacity of the 
present hydro-electric piant at Necaxa during the next three years, 
and to bring into the Necaxa Basin, by a series of diverting and 
storage dams, canals and tunnels, the waters of the Lower Tenango, 
Nexapa and Catepuxtla Rivers, which are included in the water 
rights granted to the compsny by the Federal Government of 
Mexico, bat which rights it was not, until recently, believed that 
the oompany would have need to exercise for many years to come. 
The advent of cheap electric power to Mexico City and its suburbe, 
and to El Oro and vicinity, has so reduced the operating costs of 
al industrial enterprises located in these places, that existing 
industries have extended their operations and many new under- 
takings have been and are about to be established. In some cases 
during the past year it has been deemed advisable to supply elec- 
trical energy to customers of the company by the operation of the 
company's steam plants during tbe dry season at & considerable 
loss, pending the completion of the hydraulic works of the company. 
Daring the present year, if the company had decided to restrict its 
operations to the supply of power which its present customers are 
entitled to receive, its net earnings would have been equivalent, 
after paying all fixed charges, sinking fund and preference stock 
dividends, to over 8 percent. upon ite ordinary shares. 
On January 1st the electrical installations connected to the com-. 
pany's distributing lines in the City and Federal District of Mexico 
and in El Oro and vicinity represented, approximately, 79,000 H.P., 
distributed as follows :— 


Public lighting, —1.810 ares as es Ey .. I., 470 H 
Private lighting.—No. of 16-0. . equivalents— 888,500 .. 27,250 H.P 
Power. -Motor units, Federal District  .. "s .. 22,788 H.P 
Electric heaters a > 1,085 H.P 
Tramways T i s 8,710 H.P 

El Oro Mines and vicinity .. 17,775 H.P 

Total connected .. 79,078 H. v. 


There was ап increase of 11,720 н.р. in the connected load during 
the year 1908; and a similar increase is anticipated during the year 
1909, making a total connected load of 90,000 н.р. by January Ist, 
1910. The maximum power generated during the past year was 
45,000 H.P., or пем 60 per cent. of the total connected load. The 

maximum hydro-electric generating capacity of the com- 
pany s plant, including the San Ildefonso stations, is 50,000 н.р. ; 
ut the 


increase the present ca to 66,000 mz». July next; 
and dy which, when Пед, at leas A айай 
unite of 16,000 E.P. may be added, if necessary, 


one each year thereafter, up to a total capacity of 124,000 H.P 


Daring the past year the Laguna Dam and the provisional dam. 
at Los Reyes were completed, and ara now available for the storage . 
of water. The dam at Necaxa, which will be the largest of ite 
kind ever constructed, necessitating the use of 1,834,000 cb. metres 
of material, is now over one-half completed. It should be finished 
during the present year. The height of this dam, when completed, 
will be 58 metres (190 ft.) above its foundations. The quantity of 
water actually stored for use on January let, 1908, was 4,000,000 
cb. metres; while on January 1st, 1909, it was 25,000,000 cb. metres, 
Nevertheless, owing to its being deemed hsgardous and impractic- 
able to use the Necaxa Dam for any oonsiderable storage of water 
during thé past leen over 40,000,000 cb. metres of water were 
necessarily wasted. Considering that each cubic metre of water 
stored represents a value of about 34 cents, Mexican currency, when 
compared with the cost of producing electrical energy by steam in 
Mexico city, the importance to the company of the large storage 
works now in progress is readily realised. Two new dams are now 
in course of construction on the Lower Tenango and Nexapa Rivers. 
‘The waters of the Catepuxtla River are being diverted by a tunnel, 
336 metres in length, into the Nexapa reeervoir, where they will 
join the waters of the Nexapa River, and thence flow into the new 
Tenango reservoir, and through the new Tenango tunnel, 1,300- 
metres in length, into the Necaxa reservoir, which is located in the 
basin of the Necaxa river, at an elevation of 443 metres above the 
site of the present power house. By means of this diversion the 
present power house may be extended to more than twice its present 
capacity. | 

FrNANCIAL.—The gross earnings for the year 1908 were $2,938,474 
gold, as compared with $2,880,000 gold in the previous year, 
and similarly the operating and maintenance expenses were 
$1,080,570 gold, as compared with $1,075,000 gold. In Mexican 
currency ths actual gross earnings during 1908 were :—Public 
lighting, $463,265; private lighting, $2,869,586; Mexico and 
Federal District Power, $1,316,907; El Oro, $783,576; and 
tramway, $443,613; making a total of $5,876947. The general 
accounts for the year show that the amount brought forward from 
December 3186, 1907, less appropriations and expenses, together 
with the earnings during 1908, gave a sum of $3,656,495 64 (gold); 
this sufficed to meet operating and maintenance expenses, bond 
interest and sinking fund, dividends to December 31st, 1908, on 
preference shares, dividends of 3j per cent. on ordinary shares, 
leaving a balance of $910,823.43 carried forward to the credit of the 
profit and loss account. . 

At a special general meeting of shareholders, held on December 
31st last, a resolution respecting the proposed lease of the compahy's 
undertaking to the Mexico Tramways Оо. was held to be ultra vires. 
More recently the Tramways Co. officially intimated that its offers 
were withdrawn, and negotiations were now at an end. 


7 


— 


Great Northern and City Railway Co.— The report 
for the half-year ended June 30th last states that the total revenue 
for the six months just ended amounted to £40,801 and the cost of 
working to £21,040, being at the rate of 51:56 per cent. The net 
revenue amounts to £19,761, which is insufficient to meet the 
company's fixed charges for the half-year. The sum of £3,209, 
which has been provided from outside sources, has enabled the 
company duly to meet these charges. The number of passengers 
for the six months under review, including season-ticket bolders, - 
was 6,041,755, as against 6,875,602 for the corresponding period last 
year. The decrease in the number of passengers carried is due to 
the competition of the L. C. O. electric tramcars. 


\ 

Blackpool and Fleetwood Tramroad Co.—The report 
for the half-year ended June 30th last, states that the balance of 
profit, after providing for debenture interest, ís £4,685, and the 
directors recommend a dividend at the rate of 4 per cent. per annum, 
writing off £750 to depreciation reserve, and £600 to general reserve 
account, leaving a balance of £435 to be carried forward. The 
number of passengers carried during the half-year was 963,460. 
The receipts from all sources amounted to £11,910.— Financial Times. 


Charing Cross, West-End and City Electricity 
Supply Co., Ltd.—The directors have declared an interim dividend 
at the rate of 5-per cent. per annum on the ordinary shares of the 


. West-End undertaking. 


Charing Cross, Euston and Hampstead Railway Co. 

—The directors have declared a dividend at the rate of ? per cent. 

r annum, Last year, after providing for interest and rents, a 
alance of £832 remained. 


Baker Street and Waterloo Railway Co.— A dividend 
at the rate of 14 per cent. per annum on the ordinary stock, which 
wil be made up to 3 per cent. per annum, except in the case of 
those shares held by the Underground Electric Railways, bas been 
declared, Last year ? per cent. per annum was paid out of net 


revenue, and the dividend was made up to 3 per cent. for the same 
` Shares. 


Hadfield's Steel Foundry, Ltd.—The directors have 


declared an interim dividend of 18. per share on the ordinary shares. 


G.N, Piccadilly and Brompton Railway Co.— The 
directors have declared a dividend at the rate of 1 per cent. per 
annum, Last year the distribution was at the rate of { per cent. 
per annum. ; 
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MARKET QUOTATIONS. 


Wednesday, August 4th. 


CHEMICALS, ас. Latent fie Ber 
a Acid, Hydrochloric x per cwt. . bj- 
a n» С ee ee ee ee IT] 23J- 
a, Охаііс .. ET ais vs R 28/- 
a „ Sulphuric En zs sa " 5/6 
a Ammoniac, Sal si | 42/- 
a Ammonia, Muriate (crystal) per ton £29 
a ".. ” ee ee es 50 £30 
a Bleaching powder .. s wie А £5 10 
а Bisulphide of Carbon  .. s 3» #18 
а Вогах ee oe ee oo ee 97 £16 
a Copper Sulphate ee oe oe , £18 10 
a Lead, Nitrate oe eo ee [T] £25 10 
а „ White Sugar i e » £923 10 
a „ Peroxide... aa 25а А E92 
a Methylated Spirit .. ws .. per gal. 2/6 GE 
a Potassium, Bichromate, in casks per lb. gad. E 
a Potash, Caustic (75/80 ) . per ton £20 КМ 
а ” Chlorate ee ae oe per Ib. " s "P 
a „ Perchlorate as m "i d. Wa 
a Potassium, Cyanide es T i d. ne 
a Shellac si ds Ys .. percwt. 10J- : M 
a Sulphate of Magnesia .. per ton £4 10 AE 
a Bulphur, Sublimed Flowers  .. " £6 10 
a " Recovered "e » £5 10 
a + Lump T m £5 
a Soda, Caustic (white 70 %) » £10 15 
a [1] Chlorate ae se е рег Ib. 384. 
а „ Crystals s. E" per ton £8 5 
a Sodium Bichromate, casks .. per lb. 8d. 
a "н Cyanide (basis 100 96) eo IT] Jd. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £70 Ае 
h Wire, in ton lots .. 5 4112 Sx 
b » Sheet, in ton lots .. В £120 s 
p Babbitt's metal ingots .. es is £50 to £185 as 
c Brass (rolled metal 2 to 1 basis) per lb. 844 d. inc. 
c ” Tube (brazed) ee eo » d d. dec 
с, » (solid drawn) " $i Tad d. deo 
» Wire, basis . i d . inc. 
c Copper Tubes (brazed) » 83d d. inc. 
[4 ” » (solid drawn ” d. inc. 
g „ Bars (best selected per ton £ £1 inc. 
Z n Sheet ee ee ee 9,9 ЁТ £1 ino. 
g " Rod oe eo eo ” £71 #1 inc 
e „ (Electrolytic) Bars is £60 5 "A 
e ». 70 Sheets .. * £T ee 
e 90 LI] Rod z ee ”„ £85 ee 
e [T] [T] H.C. Wire per lb. а. ° eo 
f Ebonite Rod ee eo ee э = 8/8 ee 
g f [T] Sheet oe ee ee ” B/- ee 
n German Silver Wire Р re i 1/6 A 
h Gutta-percha, fine. e eo ee 9 ee ee 
h India-rubber, Para fine ee oe » 8/6 7d. inc. 
į Iron Pig (Cleveland warrants) .. per ton 49/7 , 1/8 inc 
„ Wire, galv. No. 8, P.O. qual. " £14 x 
g Lead, English Ingot 5 - » £19 15 to £12 17 6| 5/- dec. 
m Manganin Wire No. 28 .. per lb. 8/- ss 
g Mercury T * га .. per bot. £8 5 FE 
d Mica (in original cases) small .. per lb. 6d. to 1s 
d „ " » medium " 2/6 to 4/ 
" " » large .. > 4/6 to 8/6 
p Phosphor Bronze, plain castings 1 1/- to 1/1 
p 5 „ rolled bars & rods " 1/14 to 1/8 
p ^ , rolled strip & sheet ^ 1125 to 1/6 P" 
o Platinum a oe .. Per oz 5 / variable. 
e Silicium Bronze Wire . per lb. | 93а. bá 
_r Steel Magnet, in bars Ф .. рег ton &55 ee 
g Tin, Block (English) ee ўа 9 £131 10 to £132 10| £1 10 inc. 
„Wire, Nos. 1 to 16 .. per lb 1/83 | ә 


n., 
p White Anti-friction Metals :— 
" White Ant” brand 


$6 s. Dp £35 to £60 
k Zinc, Sh't (Vieille Montagne bnd.) Ре 


£25 10 


Quotations supplied by— 
h Edward Till & Co. , 


4 Bolling & Lowe. 
k Morris Ashby, Ltd. 


d F. Wiggins & Bons 1 Richard Johnson & Nephew, Ltd. 
e Frederick Bmith & Co. m W. T, Glover & Co., Ltd. 
f India-Rubber, Gntta-Percha and n P. Ormiston & Bons. 
Telegraph Works Co., Ltd. o Johnson, Matthey & Co., Ltd. 
. g James & Bhakspeare, p The Phosphor Bronze Co., Ltd. 


rW., F. Dennis & Co. 


Dublin and Lucan Electric Railway Co.—The 
directors’ report, to be submitted to the shareholders at the half- 
yearly meeting of the company, сп August 19th, says:— After pro- 
viding for deb :nture interest there is an available balance of £1,153, 
out of which the directors recommend the payment of the usual 
half-yearly dividend on the 6 per cent. preference shares, which 
will absorb £475; that £250 be allocated to Messrs. Dick, Kerr & 
Co., furt her on account of the sum still due to them on acoount of 
electrical equipment, thus reduciog that debt to £350; and that the 
balance of £428 be carried forward to next half-year. 


Continental Notes.—The Great Northern Telegraph 
Jo., of Copenhagen, reports a net profit of £407,702 for tae last 
fiaancial year, as compared with £434,600 in the preceding 12 
months. A dividend of 45 fr. per share is beiug declared. 

La Société Foroe-Eclairage par Electricité, of Brussels, is 
declaring a dividend of 25 per cent for the last financial year. 


STOCKS AND SHARES. 


Tuesday Afternoon. 

AFTER the accumulation of the holiday's orders had been cleared off 
in the markets, business settled down into a placid quietude that is 
likely to be the normal condition through the present month. 
Rubber shares are the most active in the whole of the Stock 
Exchange, and while the prudent prophesy ever more and more 
loudly that there will be a severe slump, the buoyancy of rubber 
itself, of course, supports the market most effectually. 

The pacification of the coal trade dispute naturally brought about 
a swift rally in Home Railway prices, and the various bull points 
once more came to the front. The unfortunate market has made so 
many false starts—recovery only to be sucseeded by relapse—that 
it is no wonder people rather fight shy of putting much faith in a 
fresh rise. However, prices are decidedly better again, and that is 
something. The electrical issues hardened a little in tone, but 
price movements are insignificant. City and South London regained 
part of the deducted dividend of 17s. 6d. per cent.; Metropolitan 
Ordinary stocks rose to 403. Districts are quietly steady. 

Telegraph descriptions retain their rises, without having made 
any further noticeable improvement. The market has been ina 
decidedly holiday frame of mind, with business at & very low ebb. 
Anglo-American Telegraphs continue strong, but the alterations 
in the general list—what few there are—consist chiefly of the falls 
incidental to ez dividend markings. Telephones are similarly quiet 
National Telephone Deferred and Preferred are each ex З per cent., 
and the Preference shares are also ex dividend, the deductions being 
reflected in quotations. The 34 per cent. Debenture stock is j up. 
American Telephone and Telegraph capital stock marks a rise of 2, 
upon the extraordinary strength displayed by the American Rail- 
road market. 

Copper, and copper ehares, both of which are largely swayed by 
American influences, suffered a check to their rise, and prices are 
moving more irregularly, though still without producing any effect 
upon shares in the manufacturing or kindred companies. Henley's 
have gained a further 3. Orompton Debenture shed 1. Willans 
and Robinson Preference are 4 lower. The srmament shares ате 
firm. Interest in trading shares, however, clings most closely to 
the rubber market, where the demand for the product has resulted 
in a regular boom for all rubber shares. Mincing Lane feeds the 
Stock Exchange activity; while the gamble appeals but little to the 
general public, the latter are well catered for by shoals of new com- 
panies, good, bad and indifferent. It is to be noticed that in only 
а [comparatively few cases are premiums quoted on these new- 
comers, after allotment has taken place. 

Mexican Canadians are easier on the whole, although Electrical 
Development of Ontario bonds rose 44 to 90. Mexican Light and 
Power and Mexico Trams are weak. Rio Trams fell 14, and 820 
Paulo declined to 1474. Canadian General Common is 123, and 
the Preferred 117. British Columbia Electrio Railway Deferred 
rose в point, and a private correspondent, lately home from 
Vancouver, paints the prosperity of the British Columbia Company 
in glowing terms. 

Anglo-Argentine Trams are a good market, the Second Preference 
gaining ув, and the Third Preference being firm at 4yrs. The 
Oompany's 4 per cent. Debenture stock at about 914 pays nearly 
41 per cent. on the money, allowing for accraed dividend, and the 
security appears to beample. Auckland 5 per cent. Debentare i$ * 
point higher. There has been a little business in Winnipeg 
Electric Railway 44 per cant. Debenture stock on the basis of 
1024. London United Tramways Preference change hands at about 
45s, and British Electric Traction Preference shares and the 
Second Debenture stock are lower, the latter falling 2 per cent. 
Movements amongst electricity supply descriptions are too alight 
to call for comment. 


r STS 


Calcutta Electric Supply Corporation.—Àn extra- 
ordinary general meeting of this company was held on Friday 0 
last week at the offices, Balisbnry Acuse, London Wall, E : 
Boulnois presiding. The chairman remarked that the matter 10 
which they were called together was purely & formal one. ot 
company, under a recent Act, bad to insert in their Articles А 
Association a limit as to how much commission should be p^! И 
underwriters and others. The directors proposed a limit of 10 Ре 


cent., not because they would ba compolled to give that aroun 


but in view of any contiogencies that might arise, he thought ! 
was desirable that some figure should be put in. He according 
moved: That Article 82 of the company’s Articles of Association 
amended by the addition of the words ‘but sach commission i 
not exceed 10 per cent.’ immediately after the words ‘ placing rth 
chares in the said article.” Sir Gailford C. Moleswo 


seconded the resolution, and it was carried. 
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BHARE LIBT OF ELÉOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 
k| Na "a | Bdsiness done | „у, Cy 
Prenit | Closing — Olosin asiness one | Ri 
— NAMB, i aeg: Dividends — last Quotations . — week ended | oe Neid 
- : July Nth, Aug. 8rd. “eo Fail — per cent, 
1906. | 1906, | 1907. | 1908. "d de 
Amazon Telegraph Co,’s shares, Nos. 1 to 95,000 10 Nil| Nil | Nil | Nil 27— 5 21— ipic Marcio 2 Nil. m^ 
ү do, 6% Debs, Nos.110 1,950 Red. | 100 |695/695/595,|595| 99 — 96 92 — 96 Wc 25 5 4 2 
$151,565 American Sn Tun, 4 Bunde Op 3000 ` $100 n4 8% |8 В 95 | 1484—1444 1464—1474 T +8 5 8 6 
e М “ nds, 
— Sa уы: à 68,001 to 78,000 $1000 4% 4% 4% 4% | 97 — 99 97 — 99 А с 4 010. 
erican Telegrsph .. ve ee | Btock | 8195 | BZ% | B4% 48 48. 584— 60 58 — 60 » s 
8,220,770 ; do, do. 6% Pref, .. ..| Stock 6 % |6 6% 6 1024—1034 101 —102 103 101 15 5 1 à 
8,220,770 | Do. do, do. Deferred Stock | 4% |1 1 a | vi— 174 174— 173 Ml 171 1112 
Anglo-Portuguese Tel., 5 % Mort, Deb, Btock Red, | 100 b Б b 2 6 95 | 108 —105 108 —105 x D 415 8 
Chili Telephone, Nos. 1 to 44,000 B 8 8% | .. Ва — 83 8 — 8 P x 411 1 
2,481, Commercial Cable, Sting. 500 year 4% Deb. Sk, Red, Stock | 4 4 4% 4% | 89 — 91. 89 — 91 894 * | 4 "711 
Cuba Telegraph „ „ ua „% 39 18 IB Д BG Bee 8E Rb— 8 7 = ф 6 15 6 
Do. 10% Pref. .. co coo | 10 10 J 10% 10 % 1095, | 17 — 18 17 — 15 33 ETE I 
Direct Bpanish Telegraph, Ord. ae - ЖР 5 4 4 4% | 4 % 2i— BÈ 22— 8 v 2s 11835 
Do. do, 10% Cum, Pret, — ..| Б (105 10 103 no % l s Bj— Г: б so | 6108 
Do. do, 44% Deb. 60 |4 4 44%, | 99 —101 99 —101 a Ө: 816 8 
Direct United Btates Oable 20 4 48% | 4 & 4395 | 124— 19% 123 — 134 138 1213 — 1i 6 137 
Direct W. India Cable, 44 Reg; Debs, 1 0 i, 200, R. 100 4496 | 44% | 44% de 99 —101 99 —101 T V | 491 
4,000,000 | Eastern Telegraph, Ord. Stock. .. Stock | 7% | 7% | 1.55 | 7 % | 125 —128 125 —198 16 | 135 S РБ УВ 
9,000,000 Do. Bà Pret. Stock. 100 ne Ba% | 82% | BA% | Bij— 86 i 861 852 te 400 
1,896, Do. 4% Mort. Deb. Stock. Red. Stock 4 4 4 4 % | 104 cel 1044 —1064 1043 | 104 815.2 
Eastern Extension, VEI EO and China Tele 10 1 7 7 5 7% <1 ма 12 lla— 12 1114 11 b 19 2 
Do. 4 % Deb. Stock . Stock 4% 4c | 4 45 | 4 65 | 104 —106 104—104 xd | 1011" 8 16 11 
East, & B. Afric, Tel., 4 95 Mt Db. Mauritius } 95 4 o Е | 
arti seduto de Sub) 1108000 / % | 49% 4% |4 % | 100 —102 100 —102 a * . | 818 6 
egraph and Trus А „ we | 10 63% | 5395 |53% | 5992 | 104— 10 102 — 103 1 ‹ | 
Ро. do. 6 % Pret.. ы „ 18 95 8% e 605 184 — lo] 101— 18j T | 4 : л 
Great Northern Telegraph of Copenhag m i à 10 24% |90 % |20 Z 18% | 2% — 27 26 — 27 pë « | 6 13 4 
ermudas e st Mort, : | 
oa = Debs., within A dm за x } 100 4% | 4395 | 44% | 44% | 99 —101 99 —101 = | 4.9.1 
-European Telegrap Bes “aa. V Ж WE. 25 |18 1 °/ là— 6: 514 — 5 | 
gash шешен с осоп хый МЕНЕМ scm aca e: 
,000 Cum. Frei. 8100 T 445445495 | T4 — T9 74 — 19 X a | 5.6.9 
Marconi's Wireless elegraph .. as вә Ф 1 Ni Nil] мі | ми 13 — ij &— th s өз i Nil 
Monte Video Telephone Co., Ltd, Ord, HE РЕ 1 b 6 6 6 95 ti— ti 11— 13 i. 5 , 60 7 
Do. do. o. 8 % Pre. 1 75 J 5 J 5 — t 1d e А> . | 513 8 
3,225,000 | National Telephone, Pref. Stock — ..  .. ..| 100 |6 5 6 4, | 6 % | 109 - T- 106 —107) 1064 | 106 8 | 611 7 
B,725,000 | Do, Q ^ DeL.tek.- ..  . cs) H9 16 b 6 €, | 6 9% | 1254—1274 1293 —1944 126} | 123 -59 | 416.5 
1 Do. do. 6% Cum. lst. Fre. 10 |69 |6916 16901 10-11 | 10 — 104 4 | 6118 
Do. do, 6% Cum. and Pref. 25 10 6 5 6 69 | 104—1 10 — 10 s: "s -i|sna 
Do. do, 6 % Non-cum, Brå P., 1 to 90,000) Б 5 V 5 F 6 J 5 % | hi— 5 51— 5 53 — 1 | 4 611 
8,000,000 Do, do, a Deb. Btock "Red. ‚‚ | Btock | 84 Bà 849% | 88% | 97 — £9 98 — 100° 4 ze | 8 10 0 
~ 1,988,593 | Do, do. Deb. Stock Red. 100 4% 4% |4 95 4% | 99 —I01 99 —101 ^ Рд | 819 8 
— y and Elec. 1 to * ПШР paid “р 1 1 1 8 8 95 l45— 12, lfa— ly i =з | 5 6 а 
i : 0. m. 1 |6 6 6 6% | la— 14 e. 12 sd 
Do. do. do. 4% Red Deb. Stock .. | 100 | 4 : 14 14 4% | ei вт" 887 — „ ETE 
Paciflo & European Tel., 4% Guar, Deb»,, 1 tol, 000 10 4 49% 4% 4 % 99 —10 99 — 101 2: | 8 19 3 
Reuter's a „„ ТЕЧ ЕЧ ТЕЧ IE | 19.8 18— ki : | 418 9 
Telephone Со, of Egypt, үп 96 Deb. Red, .. .» | 100 44 44 4496 | 4495 | 99 —101 99 —101 1003 T 9 ! 
Bubmarine Cables Trust . T T. ..|Cert, 6 6 696516 à 13) —133 130 —182 130 te d agit 
United River Plate Telephone., 5 |84|85|85]| .. | т т Sj— 18 А и s | 5.8 6 
Do. 6 % Cum. Pret., Nos. 1 to 40,000 Б T. T. 5ó,|595| bà— 65) "i Б cm a 4 10 В 
W. Coast of America, 1 to 80,000 & 58,001 to 58,008 24 Nil | 24 2496 ss là— 18 18— 14 г 4 5 E 4 10 11 
Do. 496 Debs., 1 to 1,500 guar. by Braz. Bub. Tel. 100 4% 4 e 4% |4% | 90 —101 99 —101 3 819 3 
Western Telegraph, E44 Nos, 1 to 301,980 9. .. 0 |1 „ 7 7 1 14 13h— 14 + 5 0 0 
e e * ee % à — 4 
West India and Panama Telegraph .. ee 3 10 м Ni мї чї с ща n 112; 816 7 
Do. до. 6% Cum. lst Pret. „ ае 1 [691689 |69169] B— 8 8 — 84 8 ir 
Do. do. 12 85 Cum. 2nd Pref. .. . 10 | Nil! Ni |£26 15 „ 8— 9 8— 9 17 24 
Do. do. Debs., Nos. 1 to 1,800 100 5 5 N 5 * 5 95 | 101 —103 101 —103 = | 417 1 
: | ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIEN. 
Sand раё {Anglo-Arrentine ‘rams, 19 % Kom, Cum, nd i 
T ! Pref., 960,008 to 680,007 6 878 * 95 1095 | 9i— 93 9f&— 974 OY. 943 * 4558 
+ ^ а . Do. Deb. ee ae oe <a [37 - es 903— 913 903 — 913 91$ 90 
E x - Faeser e, Trams 5 % lst Mort, Deb, Sto. 100 |6% | 6 5 6 % | 101 —108 103 —104 +1 ‘ 16 
E | | e o oe | 1 den & 20 4i— 4 4 85/74 | 85/. 
8 : do. Cum. Pref., 1 to 100,000 .. i | t i- ae oe: 
‚Т 80,000 | British Aluminium, Ord., 1 to 40,000 .. — 0 4 [13|14| 14 T T pis ie a 4 9 
00,000 " do, 1 Cum, © оо ee oe 6 7 7 % 7 % 3 1 1 ii- ) oe oe ee 48 0 0 
4 @,100 do, “A"6%Cum.Pre. .. „| 6 % 6% 6% 6 8— 8 3—18 > : - 2 5 
19,807 do. 4% Funding Certs. .. .. 6 4 4 4 4 9)— 8 9ài— 34 x | E Ив 
2190,00 do, ой Loch Leven Debs, ..| 100 | .. oa Р 5a% | 94 — 99 93 — 96 :: d à |El? 
7 00,000 British Columbia E. Rail Det, Ord. Stoß. 100 | 6 % 695 8 5, | B | 143 —147 144 —148 1473 | 1464 | +1 | 6 an 
400,000 pape Perp. Pref, Stock - eo | 100 5 V 5 V 5 V 5 107 —110 107 —110 1063 : d in 
34 000 1st Mort. Debe., 1 to 6,960 .. 40 3% 44%, | 44% | 102 —104 102 —104 i " 1 10 17 
-412,6 виш m б Vancouver Power Debs, 1 оза | 10 % 44 ake | ae | 101 104 101 —104 з кз 188 ˙7 
Re ec „ e| 10 3 м) Nil | Nil b-- 1 fi E Nu 
- 4161,40 | о. е Сот, Pret. .. 10 |655,|695 | 8 95 | 14% of of 2— tà . E: 6 
E do. 6 & Pe - Deb. Stock vs воск 5 % |5% T 5% — 90 86 — 90 88 =i Pil í 
- , 4 44% — — -2 
- “100,900 | British Bis met ai Cables ee. ale 5 Y: 102 0 1045 7 15 е = E^ Е ве M 3 а 
800,000 | Do. do. 43 J Ist Mort, Deb. È Bed.. 10 & | Pa ^ & 4 el 108" —106 ; -à LE 
(04,911) British ' omson-Houston ton 4} % lst Mort. Deba, | 100 |44% | 44% 42 4 91 — 96 9i — 96 ү! : 413 11 
0 | { W ЖБ ю 46000 6 In Nil) Nl Ni X— gh n 1 s. | | мо 
1,016,858 p Do “do. oon C c Ded. 8 „ 100 49% 49% 4% 49% | £8 — 42 38 — 49 910 6 
60,000 |: огей, Lindley & EN 1 | Nil | мі) Nil Nil a Nil 
‚80200 2 6% Gum. Fre. 1 | nil] wal Nill Nil 10500186 | 186 to 1h06 | е NU 
,976 | Brush Electrical Engineering, Ord., 1 to 106,781 .. | 9 4% | Ni мі Nil| O— E на Е о 
$00,000 Do. do. Non- um. 6% E us а |6 & | Nil} мі) Ni! 0— 0— ё re i 9 81 
136,000! Do. до, ф Рет. b.Btock .. | Btook | 35 | 44% | 4ào5 | 4396 | 48 — 48 48 — 48 s 5 9 8 
196, à 0, Perp. 2nd Deb, В%ооК.. | Btook | 44% | ae | ae 44% | 97—81 71 — 81 » 5 x 
. 191,610 tte Trams, 1 to 187,610 .. . i b "gà 81690 | 449] @— 42 4-— 4 96/8 i 2 1004 
p Do. Cum. Pref., Nos, 1 to 29,880.. 6 48 2 6966 41— 5 44— 6 97,6 - М E 0 0 
| | Do; 1st Deb. e 05 | 100 43% | 48% | 48% ae 97 —100 97 —100 = i 4 19 А 
06,000 Callend s Cab! e Construc eo | 2 % 5 6 % ps oo 10 — 1 10 — 102 » E 619 6 
46,000 е Cum. . ee . ee -— t => 
900,000 Do. do. in Mort, Deb. Stock Red. | Stock 4 re 104 1085 1043 1065 5 ie dx 
«91,998 Cape E. Trams., 1 to 1 ce eo ee ee 1 Nil %— Б/9 | : i : 
- 460,000 -Keliner to 450,000 .. . к 1 |6 8 9% [19 9 123 і 2 13 — 2 8/9 үз T 
- 210,158 Do. do, 4 % 1st Mort, Deb, 100 «495 | 48% 4 X, | 108 —106 104 —107 k : е 
1,800,600 Central London Railway, Ord. Btock.. — .. .. Stock | 44 4 7 8 7 | 8 8 — 63 60 — 63 69; 60 TI qe 410 
124.658 ; do abe aos 6. „Stock 4 4 4 4 — 85 B8 — 85 83 . 4 14 а 
- ? 4 е Ld ee ee = EK 
ier. | Ону and инв London Raüway s.” 7 1: Book |148 % REI B- a аса | | dim 
a m s ort. bs., 1 ю Е Еи : 
Мон [( . am UR t Da m 6% 6 5% 5% язе £0 — eg ea s —1 | 5 1 6 
РАА. 8.5 - | | 


33 stated. all shares ere йр t A period of nine months, 1 From Manchester Bhare List 


Continued om next pade 


230 IHR ELECTRICAL REVIEW. iVoL65 No. 1,64, Avaver 6, 1909 
SHARE LIST OF ELECTRICAL COMPANIEB.—( mese, ] 
| ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, —(Oonténued) 


duced from 5% P 8186 Deo., 1906) 


—— — —. 


Present = Closing Closing Business done — Presen 
Issue,  BAME, or Dividends for the Quotations Quotations week ended * Yield 
Share last four years, 
| . - А a July 27th. Aug. 3rd. Aug. 3rd, 1909. Fall— per cent. 
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DETROIT RIVER TUNNEL ELECTRIC 
LOCOMOTIVE. 


THE first of six direct-current locomotives for the tunnel under the 
Detroit River bas been finished, and the acceptance test completed. 
The locomotives are designed for hauling both freight and passenger 
trains tbrough the tunnel, and also for switching service at the 
terminal The tunnel will connect the Western Detroit yards of 
the Michigan Central Railroad and the new Windsor yards, 
Windsor, Ont., the electrified zone embracing the tunnel with ite 
approaches, terminale, tracks and sidings extending over approxi- 
mately 33,000 ft. The specifications demand a maximum service 
consisting in hauling a 1,800 ton trailing train up a 2 per cent. 
grade at a speed not less than 10 miles per hour, with two loco- 
motives operating as multiple unite; and the capacity must be such 
as to enable them to repeat the trips with this weight of train con- 
tinuously with a lay-over of 15 minutes at each end, and without 
undue heatirg of the motors. The total weight of the locomotive is 
199,000 Ib. | 

The motor equipment consists of four 300-R.». commutating-p»le 
motors. The gearing between motor and axle has a 4°37 reduction, 
and the driving wheels are 48 in. in diameter. With this reduc. 
tion each motor will develop a tractive effort of 9,000 lb. at the rail 
head, which gives a total tractive effort for the four motors of 
36,000 lb. at 12 miles per hour. The motors have an overload 
capacity sufficient to slip the driving wheels, and the locomotive 
can develop at the slipping point of the wheels an instantaneous 
tractive effort of 50,000 lb. to 60,000 lb. The maximum speed of 
the locomotive running light проп a level track is about 35 miles 


per hour. i fe 
There are two gears and pinions per motor, one at either end 


of the armature shaft. This construction was adopted on account 


of the unusually heavy torque and excesaive overloads that the 
motors will be called upon to carry. In large sizes of motor equip- 
ments, with a gear and pinion at only one end of the shaft, it has 
been asserted that a large proportion of the wear and breakage of 
pinions is due to the tilting of the motors under heavy loade, which 


` concentrates the pressure at one end of the tooth. The form of 


construction adopted in the Detroit locomotives will eliminate any 
Buch danger. 

The motors are designed for forced ventilation. Air is delivered 
into the motor frames at the end farthest from the commutator, 
passes between the field coils and around the armature, and finally 
escapes through suitable discharge openings over the commutator. 
The blower used for this purpose has a capacity of 2,000 cb. ft. of 
air per minute at 2} in. of water pressure, and is driven by a 
direct-current series motor. This blower delivers sir to the 
passage between two centre-sills, from which the ventilating ducts 
are tapped off to the motors at appropriate points. 

The control system used is the Sprague-General Electric multiple- 
unit type, with two master controllers in the main cab and the con- 
tactors in the auxiliary cab. Multiple- unit connections are fitted, 
so that three locomotives may be operated in unison if necessary. 


- The problem of starting and accelerating a train of from 1,000 tons 


to 1,500 tons weight, which may consist of 40 or 50 cars, is a rather 
difficult one. Buch a train is not a rigid mass, but a long elastic 
body, and any inequality in the starting torque results in waves of 
jarking and buffing strains which may reach abnormal values in 
some parts of the train. Consequently the control for these loco- 
motives was designed especially to produce a uniform increase of 
speed and torque during the period of acceleration. The control 
combinations are so arranged that the motors may be operated four 
in series, two in series and two in parallel, or four in parallel. 
There are nine resistance steps in series, eight in series-parallel and 
seven in the parallel position. In a test run witha train of 1,578 
tons weight, consisting of one locomotive and 26 freight cars, 
the acceleration from a standstill to 10 miles pər hour was 
accomplished with marked smoothness. The maximum increase . 
of draw-bar pull was about 6,500 lb. on the firet few steps, after 
which the maximum throughout the remainder of the acceleration 
was from 2,000 lb. to 3,000 lb. To an observer standing in the 
caboose (anglice, guard’s van) of such a train, the rear end of the 
train is started so gradually that the beginning of the motion is 
almost imperceptible; the contrast with the results obtained with 
a steam locomotive is thus very striking. The locomotive is 
equipped with third-rail shoes to take current from an inverted 
third-rail. It is also fitted with an overhead trolley, which can be 
raised or lowered by a foot-operated valve in front of the motorman. 
The electrical part of the equipment was supplied by the General 
Electric Co, the locomotive having otherwise been built at the 
Schenectady works of the American Locomotive Оо. — Electrical 
World, N.Y. 


Lignite as Station Fael.—The use of lignite as fuel 
in generating stations is increasing ia Germany, where stations 
continue to be erected in the vicinity of lignite deposits, or the 
electricity companies purchase the mines or lease the production. 
Combinations of lignite mines with power stations already exist in 
the Weissenfels district, at Helmstedt and Schwandorf in the 
Upper Palatinate, and the Electricity Sapply Co. of Berlin has 
now arranged with the Hercules Brown Coal Co., of Zittau- 
Hirschfeld, for the supply of lignite for the overland central 
station to be erected in Oberlausitz. 
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Vectors and Vector Diagrams applied to the Alternating- 
Current Circuit. By W. Cramp, M. I. E. E., and С. F. 
SwrrH, M. IE. E. London: Longmans, Green & Co. 
1909. Price 78. 6d. net. 


The authors give a methodical description of vectors and 

vector diagrams. They assume that the reader has a sound 
knowledge of electrical phenomena and of the nature of 
everyday electrical apparatus, but the demands made on bis 
mathematical knowledge are of the slightest. We take it, 
therefore, that the book is intended to be useful to students and 
to the large class of electrical engineers—and the reviewer 
includes himself in this class—who find it difficult to under- 


stand the principles involved in many of the vector diegrams 


so lavishly used by writers of technical papers. The dia- 
grams are often in close accord with experimental results, 
bat the methods by which they are deduced from first prin- 
ciples are sometimes open to question. It was with a view, 
therefore, of having some of these points cleared up that 
we atudied this work. On the whole we were disappointed. 
The authors follow the methods of Steinmetz pretty closely, 
but some of the proofs given are far from convincing. 
They deserve praise, however, for making their meaning 
always clear. And possibly it is not advisable to discourage 
the beginner too much by pointing out the shakiness of tbe 
foundations. The arrangement of the matter and the 
drawing of the diagrams are algo good. 

A list of symbols, abbreviations and conventions is first 
given, and hence the necessity of much tedious iteration is 


avoided. The symbol — for frequency we do not much like, 


as it gives many of the subsequent equations an Oriental 
appearance, and it disguises very effectively even old friends. 
Following the fashion of many electrical engineers, they 
take the clockwise direction as the positive direction of rota- 
tion for vectors. Why vectors should differ from other 
things we have never been able to make out. In teaching 
elementary mathematics it is the universal custom to take 
the counter-clockwise direction as positive. Why should 
students have all their previous conventions upset when they 
come to an electrical college ? Isthe study of electricity such a 
solemn matter that the uninitiated have either to rid them- 
selves of all previous prejudices, or to stand on their heads, 
before they begin to study it ? | 

The wonderful operating factor у rotates a vector through 
90? in the counter-clockwise direction. To be strictly logical, 
we think that the authors should have denoted — / —1 by у. 

We think that the student reading the introductory 
note would get the impression that Prof. Steinmetz was 
the first to apply the method of the complex variable to 
the study of electrical problems. As a matter of fact, 
Heaviside and Rayleigh had published many important 
results obtained by this method previous to 1886, and for 
20 years before that many of the very difficult electrical 
problems set in the college and university examination 
papers at Cambridge were supposed to be solved by the 
students by thismethod. In our opinion the main credit of 
applying the method in all its generality to physical 
problems belongs to Gauss and Stokes. The elementary 
theory required by electricians was explained by Argand 
(1806). A translation of this book was published by Van 
Nostrand in New York in 1881. 

We think it necessary to restate all this, as many 
electricians believe that Steinmetz invented the theory of 
the complex variable. We аге not aware of “ more academic 
systems suggested by various mathematicians,” or that there 
are ** complications incidental " to their use. 

The ordinary reader would have some difficulty in under- 
standing the introductory note about equivalent sine 
waves.” The authors state that the method can be used to 
golve * almost all problems connected with alternating- 
current circuits.“ It is rather unkind to the reader, how- 
ever, to leave him in ignorance of when the method fails. 
This lack of knowledge must weaken his confidence in 
applying the method, even in those cases in which it can be 
rigorously justified. 

The chapters on vector representation, vector algebra and 


he multiplication of vectors, will give the student a good 


idea of the theoretical outfit of many electrical engineers, 
and will enable him to understand many published papers. 
The second definition of self-induction given on p. 82, 
and the reference to Maxwell, are misleading. Clerk Max- 
well's inferred definition is rigorous, and is the one that we 
have always used, not without succese, to calculate the self- 
inductance of a coil. He defines it as that length which 
multiplied by half the square of the current in the coil 


. gives the electromagnetic energy, due to that current, stored 


up in the field. We cannot understand what the authors 
mean when they say, on p. 83, that Maxwell's coefficient is 
a complex quantity. We are therefore at a loss to under- 
stand the greater convenience of the coefficient ueed by 
electrical engineers, which is stated to be a real quantity. 
The reviewer has used the electrical engineer’s coefficient, 
but he has always had his doubte as to its reality. He has, 
however, no doubts about the reality of Maxwell's coefficients 
of self and mutual induction. He has spent several months 
calculating them and verifying them experimentally. He 
has also verified experimentally Maxwell’s transformer 
formule (correcting an obvious misprint) which appear on 
page 475 of the Phil. Trans. for 1865. He tests the 
engineering formule, therefore, by the simple method of 
supposing the permeability of the iron of the transformer 
to be constant. If they simplify in this case to Maxwell's 
formule; then they are deserving of closer study; but if not, 
then so much the worse for the engineers’ formulw. | 

Iu further chapters the theory of transformers, induction 
motors and commutator motors i8 given, and a good chapter 
on locus diagrams concludes the volume.—A. R. 


Alloys (non-ferrous). By A. HUMOLDT Sexton, F. I. C., 
F. C. S., &c. Manchester: The Scientific Publishing 
Co. Price 78. 6d. net. 


It is stated in the preface that the author's object has 
been to indicate the direction in which research is going 
on, and to give the maker and user of alloys such information 
as may beof practical utility, and will enable him clearly to 
understand the current literature of the subject, and to see 
in what direction he must look for further developments that 
may be of use to him." It must be understood that this 
is no book of recipes for the manufacture of alloys; rather 
it is & book which presents, within one cover, sufficient 
matter to awaken the interest of the student, who has already 
received a sound general training in chemistry and the 
allied sciences, and, on the other hand, may serve to indicate 


to the maker and user of alloys what assistance in his 


business he can expect from the scientific control of his 
processes. All the same, the book contains much informa- 
tion of directly technical value, as, for example, in the 
account of the influence of small amounts of impurities, or 
of deliberately added metale, on the tensile strength and 
extensibility of the brasses, in Chapter VII. 

Having discussed, in the introductory chapter, the nature 
of alloys, and reached the conclusion that, whilst a few, such 
as those of bismuth and tin, are true chemical compounds, 
in the great majority of cases we have to deal with a solid 
solution of two or more metals in each other, Prof. Sexton 
proceeds to the consideration of the methods of investigation 
which have been applied to most of the important series of 
alloys. 

Chapters II and III deal with the physical properties 
of the alloys as related to those of their constituents, and 
with the phenomena of solidification, the latter containing 
interesting discussions of the conditions under which an . 
homogeneous alloy may be obtained, of the phenomena of 
the evolution of gases from cast metals, and of the methods 
by which the consequent difficulties may be surmounted. 

In Chapter IV, Prof. Sexton describes the preparation, by 
polishing and etching, of samples of metal for mioroscopical 
examination, and, with the aid of excellent reproductions of 
microphotographs, explains the information, wbich may be 
thus obtained, as to the structure of alloys. The properties 
of an alloy can be understood only in the light of a know- 
ledge of its structure, and it is possible only by micro- 
graphical examination to observe a change in the structure, 
and therefore to understand a change in the properties, 
which may have resulted from some slight modification in 


a 
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the m of preparation or in the subsequent, treatment of 
an alloy. | | Mu 

Chapter V, which deals with the changes which may take 
place in the structure of alloys in the solid condition, is 
interesting from a practical point of view, as showing how 
necessary is correct heating if good resulta are to be obtained 
in annealing. The strength of an alloy is determined to a 
great extent by the coarseness or fineness of its crystalline 
structure, and this depends on the temperature to which 
the alloy is heated, on the'duration of the heating, and on 
the rate of subsequent cooling. The importance of these 
conditions is often not realised, which makes it possible for 
the author to write there is probably no operation in which 
failures are more frequent.” And yet annealing is considered 
asimple operation! The microphotographs in this chapter, 
of brass after heating to various temperatures between 500^ 
and 1,0007, are very instructive. | 

After а chapter dealing with the properties of the metals 
in common use in the preparation of alloys, we come to a 
series of chapters, VII-XIV, devoted to an account of the 
resulta which have been obtained by applying to the different 
groups of alloys the methods of investigation already 
described. These chapters are well illustrated with curves 
and reproductions of microphotographs. Here are to be 
found striking examples of the relation between the 
physical properties of an alloy and, on the one hand, its 
chemical composition, and on the other, the treatment 
which it has undergone. In this connection special atten- 
tion may be drawn to the table and curves for aluminium 
bronzes on pages 158-162. | | 

The maker of alloys may, perhaps, find the last chapter 
the most directly useful, if not the most suggestive. Here, 


in some 40 pages, Prof. Sexton gives us a succinct account . 


of the methods employed in the preparation of alloys. 
This chapter, like the rest of the book, is well up to date, 
and includes descriptions and illustrations of the farnaces 
in technical use at the present time. 

The book is well worth the attention of all interested in 
the manufacture and use of alloys. i | 


The Construction of Underground Felegraph and Telephone 
Lines. Post Office Telegraphs (Engineering Department). 
London: Wymans. Edinburgh: Oliver & Boyd. Dublin: 
.Ponsonby. Price 1s. 6d. net. : 


The book which we have now before us is an official | | 
instruction issued by the Post Office anthorities purely for. 
the guidance of their own officers. . 1t is, therefore, not by ' 


any means a publication in the nature of a text-book on the 
subject; it is far more, inasmuch as it comprises, in very 
concise form, a mass of information based upon practical 
experience derived by the Department's staff, spread over a 
number of years, during which this special class of engineer- 
ing work has developed into what one might almost refer to 
as something approaching an exact science—vsing the term 
rather loosely. Indeed, one feels, after a rapid and cursory 
glance through the pages of the instruction, that that which 
consisted mainly of the application of a little rule of thumb 
knowledge in the laying down. of a few pipes and 
hauling through them a few gutta-percha-covered wires 
has now, with the lapse of time and with the rapid 
growth of underground telephone systems in towns and 
cities, grown up, matured, and become an important branch 
of the profession of what is termed civil engineering. In 
fact, it seems that the laying down of telegraph and 
telephone mains is somewhat akin, although on a smaller 
scale, to the construction of a railway line. 

We observe in the opening chapters very detailed 
instructions, of general utility, which deal with, inter 
alia, survey and choice of routes, descriptions of several 
classes of pipes and ducts, with information as to their 
manufacture, instractions as to jointing, avoidance of 


obstacles, damage to property, and strength of materials. 


There is also some information showing the system 
adopted by the Department for recording the position 
of underground mains. (This last, in view of recent 
discussions, will no donbt interest many municipal 
lighting and tramway engincers.) Following this ccmes 


Й 


information as to the construction of many types of man- 
holes, jointing chambers, test pillars, &c., with chapters on 
the bonding of pipe lines for the preservation of their elec- 
trical continuity and tests for the efficiency of the same ; 
all of which information should prove distinctly useful to 
any engineers who have to do with matters beneath the 
Surface of the road. 

The following section of the book deals with special 
matters relating to cables, with descriptions of methods 
and devices for jointing adopted for multiple wire cables. 
After this some pages are devoted to testing and testing 
apparatus, faults, repairs, and maintenance, in connection 
with which references are made to precautionary measures 
to prevent accidents from explosions or the presence of foul 
air, which, as experience has doubtless shown, are more or 
less to be anticipated. The next pages deal with descriptions 
of special appliances and tools, with instructions for their 
use ; these include a description of a portable petrol-driven 
air compressor and a novel gas leak indicator. The final 
pages contain appendices in the way of schedules of materials, 
tools and plant, cables, speech transmission equivalents for 
Herde: gauges of conductor, and grouping of multiple 

acts. | 

The book is liberally illustrated by reproductions of 
photographs, drawings, and diagrams. In fact, every detail. 
referred to in the text appears to have its corresponding 
illustration. | ME 

The whole has probably been subjected to a careful 
checking, counter-checking, sub-editing, and editing to an 
unknown degree, so that there is but little left for the 
reviewer upon which to base any of the usual criticisms. 
He has, therefore, to content himself with merely indicating 
as briefly as may be its scope and contents, recommending 
its perusal to all engineers at home or abroad, who have, or 
may have, anything to do with such or similar works. 
The Engineer-in-Chief's department is to be congratulated 
upon the addition of another number to the existing 
Beries of valuable instructions, whilst the Post Office 
authorities are to be much commended for allowing the 
same to be placed at & reasonable price within the reach of 
the general public.— R. M. H. 


Some Electrochemical .Centres. By J. N. Prixa. Economic 


(iarside Reports on Industry and Com- 


Series, No. 10. 
Manchester: Manchester University 


merce, No. 7. | 
Press, 1908. Price 1s. 6d. net. 


The Gsrside Scholarships were established in 1902 by Mr. 
J. H. Garside, of Manchester. The conditions of tenure are 
that each echolar shall enter the. University of Manchester 
for one seesion, the remainder of the time covered by the 
scholarship being occupied in an examination of commerce 
and industry in certain Continental countries and America. 
The results of these investigations are given in a series of 
reports, of which the present one is of interest chiefly to 
students of applied electricity. Although this small volume . 
throws no new light on the progress of the electrochemical 
industry, a special value attaches to it, in so far as the 
information acquired is based mainly on personal knowledge. 
Accuracy, therefore, as the word report implies, is one 
of the ontstanding features of the book. As the author 
States in his preface, the majority of electrochemical works 
are still more or less in an experimental state, and the details 
of the processes are usually held in strict secrecy, so that 
admittance to the works is very difficult, and often quite 
impossible to obtain by outsiders. This statement might 
have been made much stronger, even with a process which 
has passed beyond the experimental stage, and become public 
property. Further than this, these industries have sprung 
up in widely scattered centres, which makes a comprehensive 
survey of the subject a matter of much difficulty. Bearing 
these facts in mind, the author has been remarkably 
successful, and has presented a really valuable report, the 
price of which cannot be considered excessive. After a short 
introduction, the author discusses the cost of power pro- 
duction, which, in many industries, when coupled with the 
cost of distribution, is the first factor of importance. The 
charges in various electrical centres are given along 
with other useful information. The chief _ electro- 
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chemical centre of the world—Niagara—is dealt with at 
come length in Chapter II. This includes the cost of power 
and details of the production of various electrochemical 
products, such as carborundum, graphite, &c. In Chapter 
IV the water-power of Canada is dealt with at some length. 
In some specially favoured centres this has been developed 


or schemes are under consideration, but it will surprise most 


people to learn of the enormous amount of wasted energy in 
this portion of the British Empire. It is from this favoured 
corner of the world that fature industrial development is to 
be looked for. Copper refining and electric steel production 
also receive a fair share of attention. Ozone and water 
purification is dealt with in Chapter VI, the three successful 
processes now in use being described. Bullion refining, the 
manufacture of carbon bisulphide and the fixation of atmo- 
spheric nitrogen are all considered: The electrochemical 
industries of the Alps, France and Belgium, and, finally, the 
power centres and electrochemical works of Great Britain, 
ure given space in this report. From end to end, the book is 
extremely well written, and is entirely free from the so-called 
printers’ errors. The descriptions of the various planta are 
clear and concise, on the whole, but might have been given 
in greater detail in a few cases, as in that of the ozone 
plant. This is a small point, but an important one, as the 
number of readers fully acquainted with all electrochemical 
developments is rather smull.. Beyond this, no serious 
criticism is offered, and the most sincere congratulations are 
tendered to the author for this extremely useful and compre- 
hensive report. | ` 


Electric Furnaces. By WILHELM BORCHERS, translated by 
H. G. SoLowoN. London: Longmans, Green & Co. 
. Price 7s. 6d. net. 


The present volume i8 translated from the second edition 
of “ Die Elektrischen Ofen," by Dr. Borchers. An attempt 
has been made, however, to cope with the recent rapid pro- 
grees in electric furnace work by including ап appendix, 
wherein two new furnaces are described. The method of 
treatment and classification adopted is the only rational one 
possible, £.e., from the point of view of the heating system 
employed. In this manner the text naturally falla into sec- 
tions, each occupying a chapter. The first chapter is intro- 
ductory, and might well have been omitted. This occupies 
four pages, without giving any information more advanced 
than that in an elementary text-book of electricity. After 
this preliminary canter the author passes on to tbe serious 
business of the book. Chapter II deals with direct resist- 
ance furnaces. The matter is developed historically, com- 
mencing with the early experiments of Davy and Pepys. 
The pioneer work of Cowles is described in some detail, and 
the development of modern resistance furnaces is brought 
up to date to about the end of 1905, or the beginning of 
1906. In his endeavour to include everything, the author 
has become extremely uninteresting to read. Furnace after 
furnace is described, with innumerable diagrams. Many of 
these are unnecessary in a text-book of thie class, and this 
is especially the case with the figures. Here two, or even 
three, views of one plant are given, very often in the case 
of a furnace which is not in commercial use. Another point 
is very apparent, not only in this chapter, but all through 
the book, viz., the very large number of modified furnaces 
to which the author attaches his name. There is a want of 
clearness in many places which is extremely annoying to the 
reader. Another vexatious point, which might have been 
changed by the translator, is that of the alteration of 
the basis of estimated yields. Thur, on page 59, in 


connection with trials on a Kjellin furnace the yield | 


of output is first given in kilogrammes and tons 
per 225 k. H P., and in the next lines for an improved 
furnace the output is in pounds and kilogrammes per H.P. 
This is à minor blemish, but it does not add to the interest 
of the book. Chapter III embraces indirect resistance fur- 
naces which, of course, include Acheson’s carborundum and 
graphite furnaces. Kryptol furnaces fall into this class, 
and no fewer than five types to which the name of Borchers is 
attached. Diagrams are again very numerous, and not too 
accurate. For example, the plan and elevation on page 81 
do not fit each other. In Chapter IV direct arc heating is 
dealt with in a very exhaustive manner. Four pages of text 


are justly devoted to the Siemens arc furnace, which, in spite of 
its failure from a commercial point of view, defines the period 
of successful furnace work. Many difficulties were recog- | 
піве and overcome in this venture, and failure was due, 
chiefly, to the fact that the inventor was a few years in 
advance of his time. Ohapters V and VI deal with the 
arc type of furnace, and bring the subject practically up to 
date. Naturally, the Stassano furnace is described in detail, 
but it is noticeable that the latest form of rotating plant is not 
touched upon. In the next chapter general considerations of 
furnace structure receive attention. The matter in hand is 
thoroughly and exhaustively handled. The author evidently 
means this to be one of the features of his book, and in this 
section the numerous diagrams are by no means superfluous. 
Many novel forms of electrodes are described. Various elec- 
trode holders—both in uee and suggested—receive the atten- 
tion they deserve. Cooling devices are discussed, and many 
other small but essential details are treated in a very able 
manner. Chapter 1X is short, and merely pushes the well- 
known claims of superiority of the electric type over the 
older furnaces. In the last chapter farnace outputs are 
dealt with for a few well-known cases. 

This book is a distinct advance on anything previouely 
published. In many respects it is too ambitious, and it 
is quite impossible to be thoroughly exhaustive in 224 pages. 
Consequently, many useful data are omitted, and a few 
novel types of furnaces are not even mentioned, but, 
on the other hand, much attention is given to plants which 
could not possibly come into commercial use. One feature 
in particular deserves attention, and this is the freedom from 
errors usually set down to the printer's negligence. In fact, 
the whole book has been prepared very carefully by both 
translator and publisher. Without hesitation, the book can 
be recbmmended to all interested in the evolution of applied 
electricity. If not perfect, it is at least far in advance of 
anything else in ita class. 


The Cullivalion and Preparation of Para Rubber. By 
W. Н. Jounson, F. L. S. London: Crosby Lockwood 
and Son. 1909. Price 78. 6d. net. . 


‘This is the second edition of Mr. Johnson's book, and it 
is stated to be rewritten and greatly enlarged. In the 
preface the author says that “it includes all the latest 
authentic information and covers a far larger range of 
subjects likely to be of interest or utility to those in any 
way connected with the rubber industry." This is a large 
programme for во small а work. It would, perhaps, have 
been better if the author had confined himself to dealing 
with matters which are of interest to the planter, investor 
and botanist, as it is to these that this work will appeal, 
for the pages dealing with the technical processes to whi 
crude rubber is subjected after it reaches the factory, and with 
the chemistry and physics, are somewhat superficial, not to 
say ecrappy, and can scarcely be of much practical value 
either to the manufacturer or to the user of rubber articles. 
In this reepect it is only fair to say that Mr. Johnson’s work 
possesses the fault of a very large proportion of books desl- 
ing with technical subjects, in that they say either too much 
or tno little. 

We cannot agree with. Mr. Johnson's statement that it 
(india-rubber) was not, however, employed extensively in 
commerce until after 1874, when the method of vulcanieing 
rubber, by heating and treating it with sulphur, was discovered." 
Hot vuleanising was discovered by Goodyear in 1889, and 
subsequently, independently, by Hancock about 1842. Cold 
curing was discovered by Parkes in 1846. Asa matter of 
fact, the table on page 2 shows that, in 1870, the importa- 
tion of rubber into the United Kingdom was roughly 25 pet 
cent. of the quantity imported at the present day. | 

Chapter II, which is on “ Тһе World's Production and 
Consumption of Rubber” is of considerable interest, although 
the figures referring to the future development of the planta- 
tion industry must be regarded as being of a somewhat 
speculative nature. Chapters III and IV are on the Рага 
Rubber Trade at IIome and Abroad," and ** Propagation 
respectively, and Chapter V deals with “ Planting and 
Caltivating." Chapter VI deals with © Soils and Manures ; 
Mr. Johnston correctly states “that the investigation of 
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various soils in which Para rubber trees have been success- 
fully cultivated tends to show that it is not fastidious in 
regard to ite requirements in this respect,” and it is well that 
this is so, for it is doubtful whether, in most cases, artificial 
manures could be economically employed, although one rather 
gathers from Mr. Johnson that this is a somewhat ordinary 
operation. ; DES | 

Chapter VII contains a carefully written description of 
the various fungus and insect pests by which the trees may 


be attacked. It should be of practical use to the planter. . 


Chapter VIII, on Latex," and Chapter IX, on “ Collecting 
the Latex,“ are of interest, although the former, in view 
п ыш recent publitbed work, might have been somewhat 
Chapter X, on “Rubber Manufacture," as we have 
indicated, leaves a good deal to be desired, and certainly 
that pert which deals with chemistry, with physical properties 
and with manufacture proper, might well have been omitted. 
The part of this chapter dealing with the preparation of 
rubber from the latex would have been of more value if 
it had been written in & more critical spirit. Nevertheless, 
it contains a number of interesting illustrations of machinery 
of the latest type for preparing the crude rubber, and the 
plans of factories designed for this purpose are very fair 
representations of this class of work. Chapter XI is on the 
* Antisepticieation of Rubber," and Chapter XII contains 
much of general interest with regard to the “drying and 
packing of rubber for export." Chapter XIII is on the 
* Yield of Para Rubber from Cultivated Trees,” and con- 
tains a number of highly-interesting tables in which 
statistics of production in this regard are recorded. 

To the investor, there is much in Chapter XIV (on the 
“Establishment and Maintenance of a Para-Rabber 
Plantation ") that is well worth reading, but it is, perhaps, 
desirable to point out that most of the figures are based on 
estimates dating back a number of yearr, and some of them 
are decidedly, in our opinion, too low, while others have, in 
the light of a more mature knowledge, been amply con- 
firmed. There can be no doubt that the industry of rubber 
planting is one of the most valuable commercial assets of the 


British Empire. а 


DETERMINING THE AMOUNT OF - 
INJECTION WATER REQUIRED TO CON- 
DENSE EXHAUST STEAM. | 


Bv А. W. EMPSON. 


VARIOUS formule have been given for finding the amount of 
cooling water required by a jet condenser per lb. of steam, 
bat the results obtained are all, more or less, approximate, ag 


the amount of water in the exhaust steam varies considerably, . 


and this is only one source of inaccuracy. : 

In cases where it is poesible to meter the injection water, 
and the discharge from the air pumps, there is no difficulty, 
bat such conditions do not often exist, and recourse is then 
bad to empirical formule. 

Some time ago the writer devised a chemical method of 
ascertaining the ratio between injection water and steam, 
which he believes to be original, and which he has found to 
be susceftible of great accuracy. 

The principle of this method consists of measuring some 
constituent of the injection water which is stable under the 
influence of such heat as would be applied to it in the process 
of condensation. The amount of the same substance in the 
air-pump discharge water is then measured, and will, of 
course, be less in proportion to the extent to which the 
injection water has been diluted by the condensed steam. 

In several cases where this method was tried, the injecticn 
water was found to contain a certain amount of chlorine, 
combined with sodium as common salt, and this, being very 
stable, was selected as the most suitable substance upon which 
to base the testa. 

The element chlorine is very easily estimated by means of 
a solution of silver nitrate. When silver nitrate is added to 


a solution of a chloride, the chlorine combines with the silver 


to form silver chloride, the reaction being, in the case of 


common salt :— | | 
NaCl + Ag NO. Ag Cl. + Na NO, 

Sodium, chloride + silver nitrate = silver chloride + sodium 

nitrate. 

The silver chloride appears as a milky precipitate, which 
will not dissolve on the addition of nitric acid, and this 
forms a sure test for the presence of chlorine. 

In order to show the exact point at which the formation 
of silver chloride ceases on the addition of silver nitrate, a 
solution of potassiam chromate is used as indicator. 

Potassium chromate (K, Or O,) combines with silver 


nitrate and forms a precipitate of silver chromate, the colour 


of which is red, but so long as any chlorine is present 
uncombined with the silver nitrate, the silver nitrate will 
continue to combine with it in preference to the potassium 
chromate ; the appearance of the red colour signifies (hat 
all the chlorine has combined with the silver. 

The following apparatus is required for the test, the 


approximate cost being given in brackets :— 


One white glazed porcelain basin about 8 in. in diameter 
and 2 in. deep (28.). 


One Mohr's burette with stopcock to hold 10 or 20 cubic — 


centimetres graduated in tenths of a c.c. (10 c.c. 18. 10d., 
20 c.c. 28. 2d.). 

One wood burette stand with single clamp (1a. 9d.). 

One thin glass stirring rod about } in. diameter and 6 in. 
long (2d.); one 250-c.c. flask graduated at one mark on 
neck (9d.). 

The solutions required do not, as in volumetric analysis, 
need to be of any exact strength, as the actual amount of 
chlorine need not be ascertained, all that is wanted being the 
ratio between the amount of chlorine in the injection water 
and that in the discharge from the air pump. 

To make the silver solution, dissolve 4'5 grams of pure 
recrystallised silver nitrate (28. per oz.) in 1,000 cb. centi- 


` metres of distilled water. | 


For the indicating solution dissolve 5 grams of pure 
potassium chromate (2d. per oz.) in 100 c.c. of water, and 
then add a few drops of silver nitrate solution until a slight 
red precipitate is formed, after which decant off the clear 
solution into a clean bottle and reject the precipitate. 

Both these solutions should be kept in stoppered bottles 
in a dark place, and under such conditions will remain good 
for months. "E P | 

In order to make a test, samples should be taken simul- 
taneously from the injection water supply, and the air-pump 
discharge, and the latter should be allowed to cool down 
until both are at about the same temperature. 

All the apparatus should be perfectly clean, and should 
be washed with distilled water before use. 

The burette should then be rinsed out with a few c.c. of 
the silver solution, and filled up ‘above the zero mark, the 
excess being run off through the tap until the bottom of the 
meniscus (i. e., the curved surface of the liquid caused- by 
capillary attraction) is level with the zero mark. All read- 
ings of both burette and measuring flask should be made 
from the bottom of the meniscus. 

250 c.c. of one of the samples should be measured in the 
flask, and poured into the porcelain basin, taking care to 
rinse the flask /irs/ with some of the water to be tested, and 
after pouring out the measured quantity, to rinse with 
distilled, the latter being then added to the contenta of the 
basin. | | 

The reason for this is obvious, as it eliminates the error 
due to water clinging to the surface of the flask. P 

Six drops of potassium chromate solution are then added, 
and silver nitrate £olution is run in from the burette, a few 
drops at а time, with constant stirring, until the colour of 
the water chan:e« 1 а permanent faint red. Note the 
number of c.c. of silver solution used, and then follow the 


. same procedure with the other sample until the same tint is 


obtained as in the previous test. | | 
The results are worked out as follows -— Mr 
Supposing the injection water requires 6'3 c.c. of silver 
solution, and the hot-well water 6 0 c.c., the ratio is then 
63 : 60, and it will be sen that 100 lb. of injection water 
contains as much chlorine as 105 lb. of hot-well water 
(60 : 63 = 100 : 105), theretore every 100 lb. of injection 
water has been diluted by 5 Ib. of condensed steam, and this 


Р d 


THE ELECTRICAL REVIEW. 


[Vol. 65. No. 1,654, Avavsr б, 1909, 


gives 20 Ib. of injection water. required to condense 1 lb. of 


steam. 

. Should any difficulty be experienced in judging the colour, 

two similar porcelain basins may be employed, and one 

gample, having been tested, should be laced. ‘near the second 

le; the tint of the latter can then be more accurately 

matched to that of the first. RIS 
The same amount of water and potassium chromate should 

be used in each case. 


Should the water be faintly acid, it should be brought to 


neutrality by the addition of sodium carbonate (free from 
chlorine), but this is very rarely necessary. Oil in the water 
in the form of emulsion has not been found to interfere with 


the test, even when present to the extent of 12 grains per 


gallon. 7 

Feiling chlorine in the water, the permanent bardness 
may be determined by any of the well-known methods, and 
from thia a ratio can be obtained which can be worked out 
as above. 


The foregoing instructions may, at first sight, appear 


somewhat formidable, but, the process is really very simple 
` and easily performed, and the writer hopes it may be of 
Service to many engineers who have not facilities for 
measuring by means of calibrated orifices or weirs. 


* 


— 
^ — PROCEEDINGS OF INSTITUTIONS. 


The Electrical Operation of Textile Factories, 
By HERBERT W. WILSON. 


(Abstract of paper read at the Summer Meeting of the INSTITUTION OF 
MECHANICAL ENGINEERS «t Liverpool.) 


THE claims put forward by those in favour of electrical driving ' 


may in tabular form be stated as follows: 

1. The mill and engine house can be pl each in its most 
convenient position without regard-to their relative situations. 

2. The internal arrangements of the mill as regards shafting, 
. gearing, belt and' rope drives, &c., are much simplified and the cost 
reduced. The flexibility as to extensions is, of course, obvious. 

3. Tbe grouping of the machines is much less arbitrary than in 
an ordinary mill, as the motors and light shafting required can be 
placed where most convenient. д i 

4. The reduction of the chance of a breakdown which would stop 
the whole mill. | 


* 


5. The ease with which sections of the machinery can be either 


stopped or run overtime (where conditions permit) without waste of 


: power. 


6. The redaction in the maintenanoe and depreciation charges. 

7. The reduction in the cápital cost per loom or per spindle of 
tbe whole factory when once a given size is exceeded. This is 
partly due to reduction in the weight and cost of the buildings. 

' 8. 'The possibility of obtaining records of the work done in the 
different sections of the factory, otherwise impossible, and the 
keeping of a constant check upon them. 
` 9. The greater steadiness of drive which can be obtained with a 
consequent permissible bigher average speed and increased output. 

The last claim is by far the most important one. It has been 
proved to all reasonable satisfaction in many cases, that electrically- 
driven spindles in a mill can be run at а higher average speed, on 
tbe same counts, than mechanically-driven ones, with a corres- 
ponding higher production, and this can only be accounted for by 
the fact that the electrically-driven spindles run more steadily. 

In an electrically-driven factory, properly laid out, the speed of 
every machine should correspond directly with the speed of the 
prime mover, and, given satisfactory regulation on the engine, 
SS producing machine can be speeded up to its safe maximum 
and kept there. With even the best rope transmission it has been 
found in a number of cases in Lancashire mills that the speed of 
the machines closest to the driving point is steadier and higher 
than that of the machines furthest away. In other words, the one 
machine will give a larger output than the other. This has been 
tested by several persons in different factories quite independently, 
and the general order of the results has been the same. In one 
fairly well-known case in Lancashire, with two mills under the 
same management and of about the same size and working under the 
same general conditions, the results obtained from the electrically- 
driven factory have been distinctly superior to those from the 
mechanically-driven one. To such a marked extent was the im- 
provement in quality of yarn noticeable, that the output of the 
electrically-driven mill fetched a distinctly better price than that 
I the other factory, the increase being stated at about 21 per 
cen 

It is exceedingly difficult to get absolutely reliable statistics 
concerning the improvement in output and quality obtained by 
mills in this country, which have adopted electrical driving, but it 
may be taken as a conservative estimate that the increase in pro- 
duction is on the average at least 5 per cent. 


* 


Considering Lancashire practice, the cotton spinners and weavers 
state their costs at so much per pound of yarn or cloth produced. 
In the case of a spinning mill on most classes of counts, it may be 
taken that the margin over the price of raw cotton, out of which 
the manufacturer has to pay all his costs and make his profit, is 
something like 3d. to 33d. per lb. | 

Assuming a price of 4d. per lb, therefore, the selling price of 
the yarn would be, say, 74d. A considerable portion of this 34d. is 
made up of the piecework price per pound paid to the operatives. 

Assaming, however, that the fixed charges amount to'12 per cent. 
of the total costs, which is a fairly average figure, an increase in 
output of 5 per cent. would mean a reduction in cost per pound on 
the whole output of 0:6 per cent. In а modern spinning mill the 
total power costs do not amount to more than 24 per cent. to 3 per 
cent. of the total'expenses, and an increase of 10 per cent. in the 
cosb of power would only mear an addition of 0:25 per cent. to the 
cost per pound of production. It will be seen, therefore, that even 
allowing for a considerable increase in the cost of power, which 
personally the author does not aimit, there is a margin of 0°35 per 
cent. extra profit on the whole turnover, which means a considerable 
amount in a year. 

As regards capital cost, taking a new spinning factory as a basis, 
and assuming that if electrically operated, the structure would be 
brightened and modified to suit the altered conditions, then below 
80,000 mill spindles the mechanical transmission system is the 
cheaper, between 80,000 and 100,000 the costs are about equal, 
and above 100,000 the electrical system is the cheaper. The 
efficiency of the electrical transmission system would be about 
82 per cent. to 83 per cent., or about the same as a well laid-out 
modern mechanical transmission system. 

Ia the case of an old factory requiring re-equipment, it frequently 

happens that owing to the inconvenient arrangement of the existing 
buildings the electric drive offers distinct aivantazes as regards 
both initial capital outlay and efficiency. Cases have come before the 
author where the conversion has resulted in a redu tion of 20 per 
cent. of the power consumption. 
. The intermediate case of a fairly modern factory with a good 
mechanical transmission system requiring extensions above the 
capacity of the engine, is a very interesting and promising one. 
Under such circumstances as fhese the use of tbe exhaust steam 
turbine has many advantages, and, as will be shown, this almost of 
necessity involves, either wholly or partially, the electrical driving 
of the factory. 

To take a concrete case now under consideration. A spinning 


mill mechanically driven but electrically lighted, has a main engine 


df the compound vertical type developing 1,000 1.н.Р. with a steam 


consumption of about 13 lb. per r.H.P.-hour. The lighting dynamos 
are driven by the main engine, and in the winter when fully 
loaded require a trifle over 100 E. P. 

` It is required to make some extensions in the factory involving 
an addifional load of about 200 H.. It was first suggested that a 
generating set of 150 Kw. (225 r.H.r.) should be installed, but as 
plenty of condensing water is available, it has been found possible 
to alter slightly the valve-se:ting of the main engine, and obtain 
about 850 1.H.P. from it non-condensing and 500 r.H.P. from an 
exhaust ateam turbine utilising the steam from the engine. In 


this manner it would be possible to obtain some 1,350 r.H.P. for a 


steam consumption of about 10°5 lb. per r.H.P.-hour. The saving in 
fuel over the- other arrangement saggested is approximately 30 per 
cent, and this with the comparatively high price of coal in the 
district under consideration makes the total saving a large one. 

This brief statement of a comparatively common case shows how 
in existing factories the introduotion of the electric drive may 
reduce working coste, apart altogether from every other advantage. 

The resalt of the author's observations is that a Lancashire 
factory of, say, 1,500 r.H P. capacity, can produce energy at, вау, 
0:2d. per І H.P.-hour, or 0:34. per x w.-hour, allowing for interest 
and depreciation, Tais is on a basis of being able to purchase good 
slack with a calorific value of 11,000 B. E. u. at 88. per ton delivered. 

It has been found generally practicable to induce fairly large 
factories to purchase power at about 0'4d. per unit net, metered on 
the low-tension side of the mill switchboard. | 
The main differences of opinion among engineers designing the 
lay-out of electrically-equipped mills arise over the questions of 
group or individual driving. The more nearly the ideal of a motor 
to every machine can be approached the better the actual resulte, 
but the higher the capital outlay and generally the running cost. 
The author is in favour of the individval driving of ring spinning- 
frames, and the group driving of all other machi зев, keeping the 
groups fairly small. It is absolutely essential that the arrange- 
ment of the motors shall have very careful consideratione 

A point needing attention is the heating effect of the motors. 
It is now the best practice to build them with hollow frames, and 
to bring cooling air from some external source round the frames, 
thus preventing the discharge of heat to the room. 

It is by no means a safe rule to assume that the horse power is 
so much per 100 spindles of the mill, as this may léad to consider- 
able error. The most careful coneideration of the power taken by 
each section of the installation is necessary. ` 

Some figures from mills actually workiag near Manchester may 
be of interest. Ia Table I is given a list of machines installed in 
a small mule-spianing mill, with £ statement of the horse-power 
required by the various machines, calculated on the usual basis, 

In Table II is given a more accurate statement of the power 
required per machine, or the average number of spindles per horse- 
power, the speed of running of the machine, and the nature of the 
load provided by the machine, including also an estimate of the 
time the machine is standing idle for doffing, shown as a percentage 
of the total running time. 

In Tables III and lY are given the sizes of motors actually 
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installed in two mills in Lancashire where group-driving is 
employed, and it may be said that in nearly all cases these motors 
are direct coupled to high-speed line shafts. It must be remembered 
that in all these cases the average number of spindles per horse- 
power is stated, and this may vary considerably with the speed of 
the spindle and class of counts spun. 

l In the case of ring frames the number of spindles per horee-power 
may vary between 140 at 6,000 вр.м., and 80 at 9,000 B.P.M., во 
that great care has to be exercised in considering the question of 
the size of motors required. 


TABLE I. 
1 Bale breaker and lattice mixing arrangement 3 H.P. 
3 Horizontal exhaust openers  ... P MEC 18 Н.Р. 
10 Single scutchers ... 885 see ee 35 H.P. 
84 Carding engines... 84 H P. 
11 Draw frames dis 20 H.P. 
9 Slubbers, total spindles 882 "à 17 Н.Р. 
16 Intermediates, total spindles 2,212  ... 36 H.P. 
40 Rovers, total spindles 6,880 Р 100 K. p. 
28 Mulés, 13 -in. gauge, total spindles 36, 063 314 E P. 
40 Mules, I- in. „ is i ace 242 H.P. 
Total 869 K P. 
TABLE II. $ 
Machines. H.P. Approx. k. P. M. пово коон 
Hopper bale-breaker 3 300 Steady if feed is 
regular 
Hopper feeder 11 600 ii 
850-1,000 
Exhaust opener 6-8 950-1,4C0 е 
Single scutcher 34-54 950-1400 | Steady 
Carding engine 1 140-190 РА 
Drawing frame 15 per delivery 180-300 8-275 9 loss; load 
steady during run 
Slubbing frame .. | 45 sps. per H. p. 200-4 0 | 39-28 $ „ 
Intermediate frame | 56 sps. per н.р. |360 490 18-8 € „ 
Roving frame 65 sps. per н.р. | 360-480 17-5 „ „ 
Ring frame 70 eps. рег H.. 600-1, 000 5-10 i 
Mules ; 100 sps. per H. p. — 4-73 % loss; load 
very variable 
Doubling frame. ... |40-70 sps. per E. . 600-1, 000 5-10 95 loss; 
steady during run 
Winding... 300 spe. 140-180 | Steady 
Beaming .. 6 per H.P. 40 - 
Sising machine 14-3 210-800 11 
- TABLE III. 
Machines. Size of motors. 


45 H.P., 575 B P.., directly 


Bale breakers, exhaust к connécted to line 


lattice mixers, scutchers 


shaft. 
20 carding engines, 3 draw frames, ( 55 R. ., 575 BPm., driving 
3 slubbers and 6 intermediate Rr Ut with 


100 H. ., 580 RP. x. 
130 KH. ., 530 B P. x. 


100 H P., 580 R. P. u. 


З pairs of mules and 14 rovers ... 

6 pairs of mules ... Wis M 

4 pairs of mules and several ring 
frames 


. 120 looms ... "e - 198 50 H. p., 580 R. r. M. 
153 looms ... "T 15 65 н.р, 580 RB. M. 
TABLE IV. 
Machines. - Driven by 


2 waste pickers ... x js 
1 roving waste-opener ... m i 
2 hopper Бае ака with f 1 motor, 12 k. r. 
4 hopper feeders... iss T 
4 horisontal openers with double 

12 single scutchers 

84 cards, 45-in. cylinder s 
9 drawing frames, each 6 heads 

of 7 deliveries each ... vis 
8 slubbing frames, 100 spindles 

19 intermediates, each 146 

spindles er ae ee 

45 rovers, each 184 spindles . 

63 ring frames, 21-in. gauge 6-in. 

lift. Total spindles, 34,864 

32 mules, 1}-in. gauge. Total 

spindles, 41, 216 ids e 


3 winders, 2,000 spindles . 
10 beaming engines s 


2 motors, 40 H.P. each. 


2 motors, 65 and 50 нр. 


2 motore, 90 and 75 H.P. 


850 H. p.; in 200-H.P. and 


| uos motors aggregating 
150-H P. units. 


15 H. p. 
x Approximate total = 
a 1,250 ир. 


e 


Owing to want of time, the discussion on the papers “ Advance 
of Marine Engineering " (briefly abstracted in Notes in our 
last istue) and Electrical Operation of Textile Factories” was 
confined to a comparatively short period, and, in the majority of 
cases, the observations were submitted in writing. 

Mr. W. Srsson, of Gloucester, referred to a paper read by Mr. 
Durtnall on electric power for main marine propulsion, and said 


- 


motor for starti 


that the application of main electric drive for working screw pro- 
pellers was very promising. 

In the discussion of Mr. Wilson's paper, Mn. Manx Sutton, of Rio 
de Janeiro, Brasil, spoke of the electric installation of his two 
mill. Не was in favour of group driving, and he had had 
excellent results from the motors, which had been running for about 
seven months. | 

Мв. A. Saxon, of Manchester, thought Mr. Wilson ought to have 
selected a better case for comparison than the two Lancashire mills 


be had mentioned, one having been built in 1855 and the other, 


electrically driven, about 1905. Under such conditions, it was 
hardly to be wondered at that the electrically driven mill had an 
increase of 23 per cent. in price of output. 

Мв. Совтьү Leran said it was true that in the Bannerman Mills 
a comparison was made between the two drives, but it was made 
with up-to-date steam engines, and, after the pointe had been closely 
considered, Mr. O. Macara decided in favour of the electric drive, 
which was more efficient and cheaper. 

Mn. Wirson, replying to the pointe raised, said the old building 
referred to by Mr. Saxon was re-equipped with the mechanical 
iransmission system 12 or 13 years ago. As to the Bannerman 
Mills, Mr. Macara bad concluded that the installation of the 
electric drive meant at least a 5 per cent. increase in production, 
and he had satisfied himself that that increase was being obtained. 


Some Tests and Uses of Condensers. 
Ву W. M. Mcropgy, President I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGInEmRS, in London, May 20th, 1909.) 


THERE was a period when the capacity of the cables in distribution 
systems in many cases provided a good deal of compensation for 
self-induction. But now the growth of the motor load is making a 
difference, and in many cases there is a real need for the improve- 
ment of the power-factor in supply systems, for various reasons, 
such as keeping down the loss in tbe mains and increasing the 
useful output of generators and reducing their cost. The loss in the 
пы is inversely proportional to the square of the power-factor, 
thus :— 


Power- factor. 1 09 08 07 06 0.5 
Los .. .. 1 194 156 204 278 40 


As to the effect on cost and output, Mr. Miles Walker recently 
cited one case where the rating of some turbo-alternators was 
raised 50 per cent. owing to their being used at nearly unity 
power-factor. 

For the improvement of power-factor the use of over- excited 
synchronous motors, originally described by the author in 1893, is 
practically the only method that has so far obtained ineering 
recognition. Mr. Fedden, of Sheffield, has installed a specially 
designed motor made by the British Thomson-Houston Co. It has 
a- capacity of 600 k. v. A, and consists of а two;phase motor for 
2,000 volts 50 cycles with a direct-current exciter and an induction 
up, all on one shaft. It is used at intervals 
during the day to keep up the power-factor of the system and to 
reduce the excitation of the main turbine generators, which are in 
a station two miles away. At the present time the average day 
load is about 4,000 Kk. v. A., at an average power-factor of 0'7, equal 
to an actual load of 2,800 kw. The rectifier raises the power-factor 
to an average of 0:83, reducing the apparent load from 4,000 to 
3,380 K.v.a., thus releasing 620 xw. of capacity in generators, and 
in cables between the two stations. These figures correspond to a 
load on the motor of nearly 1,000 K. v. A. 

Of the many kinds of condensers only two types are here con- 
sidered—the Mansbridge and Moscicki types. : 

The former have the great advantage that if they are pierced 
they are self-healing, but they appear, however, only to have been 
made for low preesures. . 

The Moscicki condensers are said to be largely used for wireless 


| telegrapby, and they are being used in some cases abroad for power- 


factor improvement on extra-high-tension transmission lines. They 
seem to be very suitable for this purpose, as by the use of a suit- 
able thickness of glass they can be made to withstand a very high 
voltage. 

pod had some tests made of both types by Mr. Wild, of the 
Westminster Testing Laboratory. It is believed that the resulte 
may be relied upon for the low-tension paper condensers within 
5 per cent. each way, and for the high-tension glass condensers 
within 7} per cent. each way at the highest voltages and 15 per 
cent. at the lowest. 

The results of the tests are shown in figs. 1 and 2 (p. 238). 

The oapacity and power-factor were found to be nearly constant 
at all frequencies. The variation of power-factor with voltage was 
less than the instrumental errors within the limits of the testa. It 
will be seen that the loss of energy was small. 

It would seem that no difficulty should be met with in using a 
number of Mansbridge condensers in series for high-tension work, as 
the conditions in each section as to voltage, loss and power-factor, will 
be the same when used in such a series as when used singly. The 
Britieh Insulated and Helsby Cables, Ltd., who made the condenser 
tested, bave, in answer to the author's question, suggested 500 volta 
per section for a condenser so made up for 10,000 volts, and state 
that it would occupy about 2 cb. ft. per microfarad, and they think 
the price would be about £27 per microfarad. They, however, 
have had no experience of condensers so made up or used. | 

The Moscicki condenser tested consists of eight tubes, having a 
total capacity of 0'03 microfarad,” It is intended for a.c. working at 
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10,000 volts. Each tube is 2 in. in diameter and 2 ft. 9 in. long, 
or witb connections, 3 ft. 2 in. ' 

Some tests were made of a set of six Leyden jars of 4-gallon size, 
лау а total capacity of 0:015 microfarad, lent by Mr. Campbell 

winton. 

At 5,000 and 7,500 volts the loss in watts per microfarad in the 
Moscicki condenser and in the Leyden jars is the tame, but at 
10,000 volts there is a marked difference. There is some brush 
discharge in the Leyden jars from 5,000 volts upwards. The losses 
in the Moscicki condenser continue to increase approximately as 
the square of the voltage. The curves showing variation of power 
factor with frequency must be accepted with some reserve; they 
show, however, that the Moscicki glass condenser works with a loss 
of about 1 per cent. of tbe kilovolt-amperes dealt with. 7 


Watts per microfarad 


Fic. 1.—TzsTS оғ Low-vorT- 
AGE PAPER CONDHNSEB. 


Еа. 2.—Trsts or HQiag-VormAGE 
GLASS CONDENSBBS. 


The C?R loss accounts only for an insignificant proportion of the 
total losses with alternate current. 

From the results shown, a 10,000-volt Mansbridge condenser 
would lose about 190 watts per microfarad at 50 periods, and the 
Moscicki 10,000-volt condenser about 320 watts per microfarad ; 
respectively about 0'6 per cent. and 1 per cent. of the kilovolt- 
amperes dealt with. These losses are of the same order as the 
magnetising losses in transformers of good design. With such 
small losses as these, no difficulty should be experienced in pre- 
venting objectionable heating. 

Compsring condensers with over-excited synchronous motors, 
we will assume a synchronous motor or a condenser installed for 
the compenration of a circuit requiring 1,000 xw. at 10,000 volta, 
50 periods, with a power factor of 0:8. To give unity power factor, 
this would need a motor of 750 k. v. A., or a condenser having a 
capacity of 24 microfarads. 

The cost of the motor erected with foundations, switchgear and 
accessories will not be less than £1,100, and at a mean of 30 kw. 
for 12 hours a day, the total annual consumption will be 
131,400 units. 

The cost of a condenser of 24 microfarads for the above condi- 
tions would be about £720 with switcbgear and accessories, and 
the loss not more than 7:5 KW. at full lcad. The condenser could 
be in sections, some of which would be switched out ав the load 
fell, but we will assume that it is all kept in circuit for 12 hours a 
day. The total annual consumption would be 32,850 units. 

Charging only the cost of the coal, say 0'25d. per unit, we get 
the following comparison :— 


Synchronous motor. Condenser, 
Capital cost vee m £1,100 £720 
Annual cost of energy wasted 137 342 


These figures speak for themselves. They would be still more 
striking if the comparison included necersary spsre apparatus. 
Moreover, a large condenser eould be sub-divided witnout diead- 
vantage, but in the case of synchronous motors such sub-division 
would involve considerable increase of cost and loss. 

No attempt has been made to compare the cost of condensers 
with the added cost necessary to make ordinary motors or rotary 
converters available for power factor correction in addition to 
their ordinary work, but the low capital and working cost of the 
condensers points to a comparison, even on this basis, being pos- 
sibly favourable to the latter. 

‘ In conclusion, if may be of interest to give the result of some 
experiments on the use of condensers for preventing or stopping 
the formation of arcs under certain conditions. In investigating 
the action ina surface contact tramway aystem recently, the author 
found that trouble was experienced due to the formation of per- 
sistent arcs at the underground contacts. When the road was wet 
and dirty a small leakage current passed from tke live contact 
stud under the car over the surface of the road to the rails. When 
the car bad; passed and the underground contact-piece had separated 


- 


its proper distance from the live conductor, this leakage current 
was sufficient to maintain an arc across the air-space of the contact- 
maker, thus keeping the stud alive so long as the arc : 
It was found that with a terminal voltage of about 560 volts the 
voltage between the stud and the rail was usually about 406 to 
440 volts, and the voltage across the arc about 120 to 160 volta. 
Sometimes arcs would persist for a few seconds with not more 
than 0°6 ampere, and they would often persist when the leakage 
current was over 1 ampere—tbis latter condition, it will be seen, 
corresponds to a resistance of the leakage path from the stud to 
the rail of a maximum of 440 ohms. | 

The prevention of these ares by increase of gap, or by other 
structural alterations was not found to be practicable, and it there- 
fore remained to try to find some means for preventing tLeir 
formation, or for immediately putting them out if they were 
formed. For this purpose experiments were made with a con- 
denser, which was found to be quite effective. 

Two conditiong may be given :— 

(A) A suitable condenser placed across the gap prevente any arc 
being formed, however small the gap—for example, it was not 
possible to maintain an arc across а gap of even 3, iu. 

(B) If the arc is formed and it is then shunted by a suitable con- 
denser it will at once go out. 

The minimum safe capacity for these two cases was found to be 
as follows :— 


Condition (A). Condition (B), 
Amperes. Microfarads. Microfarads. 
`5 1 2 
2:0 2 4 
25 3 6 
30 4 8 


It was found quite practicable to extinguish the arcs кшш 
them by а condenser carried on the car, one terminal being con- 
nected to the collector or skate, the other to a small wire brush 
hanging down under the rear platform of the oar, and making 
successive contacts with the studs. 

It was also found that the arcs could be put out by placing the 
condenser in shunt across the leakage path instead of across the arc 
itself, or with two condensers in series across the resistance and the 
arc, with a middle connection to the junction between them. 

It was not necessary that the condenser should be in a discharged 
condition, the arc being put out, whether the condenser when 
applied was discharged or charged to the full voltage of the circuit 
in which latter case the effect would be produced in whichever 
direction of polarity the condenser was applied. - 

The arcs could also be put out by a resistance shunt, but there are 
objections to that, and in any case it need not be examined here. 


+ 

Мв. MANSBBIDGB, in opening the discussion, raid the Helsby 
Co. were making L.T. condensers by the thousand, but very few н.е. 
ones, and as it did not pay to put down apecial plant for the latter, 
the L.T. unite were usually built up for H.T. purposes. There were 
obvious advantages in not having high pressures across the 
terminals of a condenser, and he preferred multiple units. The 
О?в losses were partly due to the resistance of the electrodes, as at 
present the Mansbridge condenser was used almost entirely for 
telegraph and telephone purposes, and the quantity of tin was kept 
small; if used continuously for heavy currents, 16 would be neces- 
sary to use more tin or more electrodes. He thought that a decrease 
in thickness of wax in the condenser would probably lead toa 
decrease of dielectric lose. 

Mn. W. B. Esson commented on the unreliability of condensers 
up to the present, due, he supposed, to their baving been made - 
entirely by instrument makers; the Moscicki condenser, however, 
was an engineering device, and he bad seen one behaving eatis- 
factorily under a prolonged test at 6,000 volts. The compensating 
motor had been used with success in the Kolar Goldfields trans- 
missions, where trouble was caused through lagging currents. 

Mr. J. E. TAYrnoR suggested that the Duddell thermo-ammeter 
was preferable to the wattmeter for measuring condenser losses. 

MR. Morpey, in replying, said that the total losses in the con- 
denser were at present co smal! that he thought there was not much 
chance of improvement. 


Institution of Electrical Engineers. 


AT the special general! meeting of members, associate members and 
associates, held on July 29th, the President, MR. W. M. Моврет, 
made the following statement. | 

We have now reached a very important stage in connection with 
our new building on the Victoria Embankment. 

On June 30th, last year, at à special general meeting, authority 
was given for the purchase of the property for a sum of £50,000. 
This purchase was duly completed on June Ist this year, the pur- 
chase money being provided as follows :— 


From the accumulated funds of the Institution £24,000 
From a mortgage on the building 26,000 
& £50,000 


Ever since the meeting of June 30th last year, the Council have 
been ergeged on the consideration of various schemes for adapting 
the building to the purposes of the Institution, and they have 
finally decided that it will be in the best intereats of the Institution 
to enlarge and improve the entrance hall, and to rebuild the theatre 
completely. Plans prepared by our architect, Mr. Percy Adams, 
bave been considered, and finally, specifications have been issued 
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and tenders obtained for the work. The result is that an expendi- 
ture estimated at E18, 000 is necessary to cover these alterations in 
the bailding, and the equipment and furnishing of the large library 
on the first floor, and of the parts of the building to be occupied 
by the Institution, including also the cost of a fire and various 
other matters necessary to adapt the whole of the other parts of the 
building to the requirements of our tenants, the Colleges of 
Physicians and Surgeons. 


"The new theatre will be a very handsome one, appreciably larger 


than that of the Institution of Civil Engineers, in which we have 


for so long bad the great privilege of holding our meetings. The 
modified entrance hall will provide a very attractive and con- 
venient means of access to the theatre, library, offices and public 
rooms. 

The funds of the Institution would be sufficient for the purpose 
of the required expenditure if we sold the Tothill Street site at the 
price we gave for it, vis., £17,500—a price which, we are advised, 
is.a low one. It is believed that, when the time is more favourable, 
we shall be able to dispose of the site at a profit. Meantime, we 
have arranged for a mortgage on the Tothill Street property of 
£11,500, and have securities available amounting to £4,000, making 
a total of £15,500. As already explained, the estimated expenditare 
is about £18, 000, and adding for contingencies and margin £2,000, 
we require a total of £20,000. We are, therefore, short to the extent 
of about £4,500. 

The sale of the Tothill Street site at cost price would, after paying 
off the mortgage, yield £6,000. To meet this expenditure of 
£4,500, and to justify the Council in putting before the members 
а recommendation to proceed with the proposed alterations, the 
past and present members of the Council have guaranteed the 
difference between the assets and the requirements, on the under- 
standing that if they are called upon to make any payments under 
this guarantee they are to be repaid out of the fands of the 
Institution when available, either as a result of the sale of the 
Tothill Street property, or from contributions to the building fund, 
or otherwise. 

Two r solutions are before you: the first, is necessary to meet 
the wishes of the Economic Life Assurance Society, from whom we 
have borrowed a sum of £26,000 on the security of the new 
building; the second is a resolution approving the proposed 
expenditure. 


The resolutions, of which we gave the substance in our issue of 
Jaly 23rd, were then passed unanimously. 


Death through Lightning, and Workmen's In- 
surance.—The question whether a workman killed by a stroke 
of lightning, while a£ work, can be regarded as having met his 
death owing to an accident during the oourse of his employment, 
has engaged the attention of the Oourt of Arbitration for Swabia 
and Neuburg. It appears that on July 13th, 1908, while engaged 
in plastering the passage inside a new dwelling a workman was 
killed by a flash of lightning, which struck the fireplace and passed 
through the house. The father of the workman applied to the 
Bavarian Builders’ Friendly Society for payment of the funeral 


benefit, but this was refused on the ground that the requisite con- | 


nection between the death and the work was lacking. The union 
based ite refusal on the consideration that it is necessary to prove 
not only that the accident occurred at the place of work, but also 
gy it was produced by the work, that is, that it was occasioned 
a danger standing in close relation to the work. Against this 
dacinion the father appealed to the Court of Arbitration, which 
ordered the friendly society to pay to the applicant funeral benefit 
to the amount of £4 138., and the incidental costs. The Court held 
that in any circumstances, bodily injury caused to an insured n 
by lightning while following dtu ployment must be ee as a 
accident at work, irrespective of whether the lightning Бове 
occurs іп the open ог іп а protected room, or whether the con- 
ditions determining the direction of the path of the lightning can 


or can no longer be recognised. 


Professional Etiquette.—An Australian correspondent 
sends us “ A Few Notes on Electricity," the product of a soi-disant 
" consulting engineer," who has commenced business there. 
These notes are apparently intended to inform the public, and 
incidentally to attract custom :— 

“ Now, I wish you to thoroughly understand that you can apply 
electricity to any purpose or person of the most delicate character 
or nature, without the slightest danger. You can use it to melt a 
piece of iron in & pair of seconds. "Therefore you can form an idea 
of the wonderful and powerful substance we are handling. 

“I wish to convey to the mind of the public that if an electrical 
installation is effected in any building or factory of any character, 


ipis wder plant or magazine, in a proper manner, it can be 
by а child without the slightest fear of any damage or 
deer Therefore, I think it my duty to express my opinion 


to the public, and notify them that when they wish to use elec- 
tricity, on account of ite cleanliness, comparatively low cost, and 
small amount of energy required to have it installed in a first- 
class way on the premises, and it will be impossible to have any 
trouble or accident with electric motive power, which is the 
ipal element of life. 
Therefore the public should employ a consulting electrical 


These extracte speak for themselves. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRIGAL GOODS. 


FRANCE.—A statement of the duties leviable in France on 
eleotrical and other similar materials was published in the 
ELEOTRICAL Emvimw of February 19th and 26th last. At the 
same time a statement of proposed new duties was also given. 
These duties have not yet been put into force, so that the 
rates at present leviable are those given in the column 
" Present rates" in the statement referred to. 


FRANCE-—ALGEBIA.—The duties are the same as those levied 
on goods imported into France. 


FRANCE—CORSICA.—The duties payable on goods imported 
into Corsica from countries other than France, and dutiable 
by weight, are the same as those levied on goods imported 
from such countries into France, reduced one-half for the 
portion exceeding 6 fr. per 100 kg. 


FRENCH CONGO.—(1) GaBoon. —In the district not included in 
the Conventional Basin of the Congo the same duties me 
a few exceptions) are levied as in France. 


.(2) ComvuntionaL Basin OF THE Coxao.—A duty of 10 per 
cent. ad valorem is levied on all imported goods with the 
exception of spirits (dutiable at special rates) and the 
following, which are free of duty :—Steam engines, machinery 
for industry or agriculture and tools for industry, locomotives, 
carriages and railway material of various kinds during the 
construction of the. railway for which they are intended 
(afterwards 3 per cent. ad valorem), scientific instruments. 


FRENCH GUIANA.—The duties levied on goods imported from 
countries other than France into French Guiana are the 
same as those levied in France (with a few exceptions) ; but, 
in addition to these duties, certain consumption and octroi 
duties are also levied on F'rench and foreign goods alike. 


The following consumption duties are pe on the goods named : 


Fr. per 100 kg. 
Resins and resinous substances . sss dy eus 1 
Cement  .. - is vid. т 982 ies ‘24 
Cast-iron, rongh ... е Кя ке m ... 60 
Steel in bars, rails... - 7 "T eet xus 3:20 
„ other ә s iss vis 3 
Steel i іп sheets... ss vei уй I T 3 20 
Copper, pure, in pigs ... TA T" " a 4'80 
„ Alloyed ... T jai n ie T 5:60 
Lead, in pigs к -— ss an "m . . .4'60 
Tiu, in pigs muc cus is ows 85 € 7 
Zinc, in pigs m fa «dà E га T 2:40 
Mercury Ре T id Те кў .. 20 
Other metals is T es 0 4 95 ad val. 
Acids, salte and other chemicala Me ees ... 4% ad val. 
Earthenware pipes m gs ... 4% ad val. 
Glassware ... ins a 885 E MU үн) 
Papér . 4% ad val. 
Machines not intended for agriculture or industry . .. 4 €) ad val 
Cutlery and all metal goods 4 95 ad val 


Material for telegraph and telephone li lines... .. free 


Goods not specially mentioned .. 4 % ad val 
The following octroi duties are is on oe ‘goods named :— 
Fr. per 100 kg. 

Resins and resinous substances ... iis ie en 1:25 
Lubricating oils... е е ке: TE T 5 
Cement 85 tin js ios кёз РТ '30 
Cast-iron  ... i n " = ves 928 75 
Iron rails um - ee TE Lm 4 
Other iron in bars i iie 3 
Steel rails ... ко 7 4 
Other steel in bars... 4 
Steel sheets and plates 4 
Copper, pure, in pigs 6 

A alloyed, „, 7 
Lead, in pigs 5'65 
Tin is 8°75 
Zinc "-—" 3 
Metals not sued 5 % ad val. 
Acids, salts and other chemical producta 5 ad val. 
Glassware ... 5 2 ke ad val. 
Metal ware .. e. o 5 5% ad val. 
Machinery for industry and apritulture ай .. free 
Materials for telegraph and telephone lines ... .. free 


FRENOH INDIES.—No duties are levied on electrical and 
similar goods imported into the French Establishments in 
India. 


FRENCH INDO-CHINA.—The duties on goods imported into 
French Indo-China from countries other than France are, 
with some exceptions, the same as those levied in France. 
The following are some of the exceptions:— 


Building stones, cut or not bus «e free 
Mineral oils i p . 4 fr, per 100 kg. 
Complete machines, mounted or not, for or gold 

mining (not including the motor) 1e. I. 
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NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) А 


Compiled expressly for this journal by Mxssns. W. P. THOMPSON & Co., Elec. 
trical Patent Agents, 822, High Holborn ndon, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed. 


16,811. ‘Improvements in and rela to alternating current electric 
induction motors.“ fBrkwzxs Bros. Dynamo Wonks, LTD., and E. O. KIEFFER. 
July 19th. 

16.812. Improvements in fans for cooling dynamo-eleotric machines and for 
other purposes." Siemens Bros. Dynamo Worxs, LTD., and E. O. KIBFFER. 
July 19th. 

16,898. “ Improvements in conduits and adaptors for electrical conductors 
and the like, and in the method of protecting the latter." H. Moss. July 19th. 


16,855. ‘Improvements in or oonnected with the production of electric 
light between the electrodes of arc npe Ges. Fur ELEKTROTBECHNISCHE 
IxpvsTRIE m. b. H. and J. Grunis. July 19th. (Complete.) 

16,904. “Improvements in electric arc lamps." Bikumaxs Bros. DYNAMO 
Worxs, тр, (Siemens-Schuckertwerke G.m.b.H., Germany.) July 20th. 


16,912. Improved hygienic guard for the talking funnels of telephone 
ı pparatus.” E. Sanp. July 90th. (Complete.) 

16,924. “Improvements in eleotric aro lamps.“ Е. Рвосток. July 20th. 

16,928. Arrangement of connections for automatic sub-station switch. 
boards with geveral exchange double leads in which the aelection of the sub- 
soriber is effected from the exchange by means of alternating currents of 
different frequencies." Sremens & Havsxe AxT.-Gzs. (Date applied for under 
Bec. 91 of the Act, August 20th, 1908, being date of application in Germany.) 
July 20th. (Complete. | 

16,981. ''Improvements in electroplating baths.” B. J. B. Милн. (A. Van 
Winkle.) July th. (Complete.) 2 

16,948. Zleotric controlling and distributing mechanism for sparking 
devices." G. D. Rocxrns. (Date applied for under Sec. 91 of the Act, August 
7th, 1908, being date of application in United States.) July 20th. (Complete.) 

16,950. © Improvements in or connected with electric wiring and switching 
systems," B. Р. Scarrzndoop and T. G. Bray. July 20th. 

16.985. Improvements in insulating former wound coils or the like." 
SiEMENB & HALSKE Акт.-Скв. (Date applied for under Sec. 91 of the Act, 
July 21st, 1908, being date of application in Germany.) July 2186. (Complete.) 

16,990. ''Impróvements in and relating to electric mechanism for writing 
and colour changing signs.“ R.F.VzwmER. July 2186. 

17,028. *'Method of obtaining from or impressing upon electric dynamos 
or mols electrical pressures of various magnitudes.” W. J. BRANSON. 

aly 21st. 


17,081. "Improvements in and relating to protective devices for electrical 


transmission and distribution systems." Вигтівн Тномвон-Носвтои Co., LTD., 
and E. B. WepMonx. July Ast. 


17,048. ''Improvements in or relating to small transformers.” A. J. 
голт 5 Elektro- Sparklicht G. m. b. H., Germany.) July Alst. 
omplete. 


17,101. "Improved insulating device for electrio lampholders." H. Hinsr and 
H. J. Coates. July 22nd. 


17,104. “Improvements id telephone exchanges." Siemens Bros. & Co., 
Lrp. (Siemens & Halske Akt.-Ges,, Germany.) July 22nd, (Complete.) 
17,106. ‘Improvements in or relating to arossings and junctions for 
electric traction systems.” Е, M. Mungo and RAILLESs ELECTRIC TRACT:ON Co., 
Lr». July 22nd, 

17.107. F in intercommunication telephone instruments.” J. A. 
Комкв. July 22nd. 

17,114, *' Improvements in or relating to electrically operated switches suitable 
for use in connection with train lighting and for other purposes." M.W. W, 
Macks. July 22nd. 


17,187. “ Improvements in sound intensifiers for telephone mouthpieces and 
he like.“ Н. Foss. July 22nd. (Completo.) 


17.188. Improvements in electric meters indicating maximum consumption." 
COMPAGNIE POUR LA FABRICATION DES COMPTEURS ET MATERIEL D'USINES A Gaz. 
(Date applied for under Вес. 91 of the Act, August 8rd, 1906, being date of 
application in France.) July 22nd. (Complete.) 

17.189. Improvements in and relating to dynamo-electric generators. for 
generating systems." А. Н. MipoLEvy and C. A. VANDbERVELL, July Ard. 

17.190. Improved electrical switching devices." H. Lavy. July 28rd. 

17,199, ‘Improvements in and relating to the regulation of dynamo-eleotric 
machines." ALLGEMEINE ELExTRICITATe Ges. (Date applied for under Bec. 91 
of the Act, July 38rd, 1908, being date of application in Germany.) July 28rd. 
(Complete.) 

17,208. * Improvements in electric and other advertising and the like pur- 
poses." W. K.-L. Dickson. July 28rd. 

17,216. “Improvements in beams, particularly applicable for use as masts of 
wireless telegraphy stations." В. Eisenstein. July rd. (Oomplete.) 

17,217. "Improvements in apparati for the production of electric impulse 
charges for the purpose of wireless 1 B. EisFN STEIN. (Application 
for Patent of Addition to No. 10, 019/1908.) July 28rd. (Complete.) 

17,280. Improvements in electric incandescent lamp fittings and the like.“ 
WanpLE ExNGiNEERING Co., LTD., and W. WanbLE, jun. July 24th. 

17,254. e in windings for the armatures of dynamo electric 
machines and the like," A. GRXENWOOD and F. T. CHAPMAN, July 24th. 

17.274. Improvements relating to electric switches.“ H. R. ScHULTZ. 
July 24th. 


аа ааа ааа са 


Embezzlement by a Tramway Manager. — At 
Glasgow Sheriff’s Court, Arthur Delves, late manager of the Airdrie 
and Coatbridge Tramways Co., pleaded guilty to a charge of em- 
bezslement. The indictment was to the effect that between 
January 4th, 1908, and June 19th, 1909, he embezzled £204 14s. 10d. 
The accused had been manager of the tramways for several years 
at a salary of £250 per annum; he had had serious illness in his 
family, and became pressed for money. His wife was iu very bad 
health, and there were four children. The Sheriff-aubstitate 
described the case as a very painful one, and passed sentence of 
three months' imprisonment. 


Electricity in Servia. — The Bulletin Commercial 
(Brussels) of July 17th contains a long article on the electrical 
industry in Servia. Tne report draws attention to the good 
openings in that country for electric lighting and kindred 
appliances, and to the necessity not only for supplying articles of 
good quality at reasonublce cost, but also for developing the market 
on the spot by means of peraonal visits. The establishment in 
Bervia of a depot where electrical material could be seen by persons 
interested would, according to this report, be the most efficient 

|y of rapidly increasing business.— Board of Trade Journal, 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messas. W. P. Тномрвои & Co., 892, High Holborn, W.C., and at Liver- 
poo! and Bradford ; price, post free, 9d. (in stamps). 


1908. 


E 


РвосЕ88 or AND MEANS ror PREVENTING OxrbisABLE METALS AND THE LIEE FROM 
RUSTING AFTER THEY ARE ELECTROPLATED. C. Mason. 18,715. June 29th. 


ELEOTRODES AND RESISTANCES FOR ELECTRIC Furnaces, RADIATORS, LAMPS AND 
THE LIKE. C. Cornaro. 18,784. June 28th. (Date applied for under Inter 
national Convention, June 27th, 1907.) 


RzovLATING DEVICE FOR ELECTRIC Circuits. F. Ritchie. 18,957: July Ist. 

ASTRONOMICAL Compass AND Timez Inpicator. H. Reeves. 14, 008. July 2nd. 
(Cognate application No. 14,523/08.) i 

ComBInED TELEPHONE AND TELAUTOGRAPH EXCHANGE SYSTEM. 
14,401. July 7th. 


AUTOMATIC ELECTROMAGNETIC SwitcH oR CUT-OUT FoR DISCONNECTING CHARGED 
CONDUCTORS IN OVERHEAD SYSTEMS OF ELECTRIC TRACTION OR THE LIKE. W, 
Barraclough. 14,468. July 8th. 


ELECTROLYTES FoR ELECTROLYTIC CELLS. British Thomson-Hovston Co., Ltd. 
(Gen. Elec. Co., U. B. A.) 15,792. July Hth. 


ELECTROPLATING AND LIKE Processes. Н, Hutton and Н. 8. Hutton. 18,216: 
August 3186. 


ELECTRICAL IGNITION Systems OF INTERNAL-ComMBUSTION ExGings. J. P. Bell. 
19,883. September 22nd. (Cognate application No. 20,226/08.) 


STRANDED ELECTRIO CABLES. С. J. Beaver and E. A. Claremont. 
Beptember 29th. EM 


Prorgctive Devices FOR ELECTRIC DisreinvuTiox SysSTEMS OF THE TYPE KNOWS 
as LIGHTNING ARRESTERS. British Thomson-Houston Co. (Gen. Elec. Co., 
U.S.A.) 92,185. October 19th. 


ELECTRIC COOKING AND HEATING APPARATUS. Е. Coiseur. 22,651. October 23rd 


MANUFACTURE OF FILAMENTS FOR INCANDESCENT ELrcTrRic Lamps. British 
Thomson-Houston Co., Ltd., and H. H. Needham. 23,720. November 5th. 


IncanDEscENT Exxcrraic Lamps. Soo. Francaise d'Incandescence par le Gaz 
(Bystéme Auer) 94,211. November llth, (Date applied for under Inter. 
national Convention, November 12th, 1907. Application for Patent of 
Addition to No. 12.72/08.) 


MECHANICAL CONNECTORS ков ELECTRIC CABLES. J. Stratton and E. A. Clare: 
mont, 23,796. December 10th. 


WIRELESS TELEGRAPHY AND THE LIKE, B. Eisentein. 99,788, December 23th. 


F. Ritchie. 


20,447. 


1909. 


MaceNETIiC SEPARATING Macuines. Rapid Magnetting Machine Co., Н. H. 
Thompson and A. E. Davies. 886. January 6th. (Date applied for under 
Rule 13, July 14th, 1908.) 


ALUMINIUM ELECTROLYTIC CELLS. British Thomson-Houston Co. (General 
Electric Co., U.S.A.) 1,345. January 19th. (Date applied for under 
Rule 13, September 4th, 1908.) 


ARMATURE WINDINGS FOR DyNAMO-ELECTBRBIC MacHiNES. N. W. Storer. 8,831. 
buio 16th. (Date applied for under International Convention, March 
, . 


MaaNzETIC LOockINd DEVICE FOR LOCKING RaitLway CanBiAGE Doors, ВАРЕЗ, OR 
гов OTHER PunPosES. G. P. Fairless and W. T. Dixon. 4,868. February 
th. 


ELEcTRIC MoToR-GENERATOR SETS. British Thomson-Houston Co. (Genera! 
Electric Co., U. S. A.) 5,119. March 2nd. 


MEANS FOR UBE IN CONNECTION WITH THE ELECTRIC IGNi1T10N GEAR or MOTOR 
RoaD VEHICLES TO PREVENT STARTING OF THE VEHICLE BY UNAUTHORISED 
PrRsows. J. G. Hay. 6,100. March 18th. 


DEVICE rog CONVERTING А SERIES OF ELKCTRIOAL CoNTACTS oF SuonT DURATION 
into А Contact or LONGER Duration. R. Plato. 6,646. March 20th. 


ALTERNATIKG-CURRENT Аво LAMPS. M. Korting. 4,122. February 9tb. 
ELECTRIC Авс Lamps. H. P. Bleckly and R. Brown. 9,516. April 21st. 


-~ 


Oil Transformer Explosion.— Referring to the partial 
destruction by fire of the station of the Trinidad (Col.) Electric 
Light and Power Co., the Electrical World learns that the total 
loss was somewhat under $100,000, ani that the fire was primarily 
due to the arcing over of a rotary converter, which short-circuited 
coils in three oil transformers installed on a wood floor in the same 
building. Probably owing to low oil, an explosion took place in the 
case of one of the transformers, which blew the top off, rent holes 
in the side and scatterod burning oil over the wood floor. Within 
a few minutes the engine room was untenable, and by the great 
effort only were the fires drawn under boilers and danger of ex: 
plosion averted before the boiler house roof fell in. The fire 
department was helpless when it did arrive, as oil had been by that 
time blown about from all the transformers in the station. The 
switchboard was dropped through to the basement. The new high- 
tension portion of the station was not cut off by a fire wall, and Na- 
completely destroyed. The only pieces of apparatus in the entire 
station not seriously injured were the boilers, two steam paler’ 
units and the storage battery, which latter was only partially cut 00, 
and suffered considerable damage from broken plates and jars. 
No insurance policies were in force, as upon the reorganisation ° 
the company a few years ago the risk was re-rated with increases 
owing to wood floor in bad condition, oil transformers on wood fluor, 
and large masses of combustible insulation beneath the wood floor 
from generators to switchboard. Asa consequence the company con 
cluded that. it could better afford to carry its owa insurance, 
though the result has hardly borne out this belief. 
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CLOSED FOR THE HOLIDAYS. 


‘WHEN summer has really happened, and the weather makes 


high noon at breakfast time, the smallness of the post bag 
brings some relief, marred a little, perhaps, by violently- - 
tinted postcards of the impossibly pleasant places where 
most of the staff is concealing its address; every season is 
reflected in the mail, advertisements of a thousand and one 
devices to help one to enjoy or withstand the particular 
brand of weather which the almanac indicates as being due, 
notices of stocktaking, and appealing little slips on the 
overdue account which really must have escaped your notice. 

But the particular characteristic of the August letter is a 
tendency to break ont into a little red rash informing the 
recipient that the sender’s establishment will be closed for a 


more or less lengthy period for the annual holidays. 


This growing tendency to overcome the difficulties of the 
staff holiday list, by making a short clean sweep of it, is not 
without interest, although often causing inconvenience te the 
clients of the © resting ” enterprise. 

From the point of view of a directorate, there is possibly 
much to be said for a system which leaves the fall staff 
available for 49 weeks out of the year and closes the works 
during the slackest period, but the older method of extending 
the holidays over several months was evolved slowly with the 
growth of the modern yearly holiday from home system, 
and has much to recommend it to both employer and 
employed. 

It means that so far as the customer | is concerned, the 


works are never closed or reduced in output capacity, judi- 


cious arrangement will secure that men who are mutually 
dependent are seldom away together, and an excellent oppor- 
tunity is afforded of bringing forward the assistants and 
generally preventing different departments and classes of 
work from falling too completely into the hands of any 
individual. The arrangement of holiday relief is a reminder 
to the management of the need for competent under-studies 


to every official of importance, and renders it easier to deal 


with absence through illness or other emergencies. How- 
ever trustworthy and competent a departmental superinten- 
dent may have become, it can only be advantageous to 
himself and his chiefs for him to realise that at regular 
intervals he must hand over his “dossier” to another; a 
strong incentive to clearing пр” and proper record 


Possibly, in the case of works producing materials and 
specialities which are sold from accumulated stock, some 
of the objections to entirely closing down do not apply, but 
in engineering works a large proportion of the orders are 
executed specially for customers, and so long as the holiday 
closing is not universal, few manufacturers are in a sufficiently 
independent position to be certain that their clients will wait 
for them in time of emergency, even if it were wise to cauce 


the inconvenience of so doing to established customers— 


always the most valuable class of business connection. 


[241] D 
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Apart from these considerations, the week or fortnight's | 


cessation from work must be reflected in the total turnover. 


At present, public holidays account for at least one week in 


52 ; two more would decrease the working hours of the year 
by nearly 4 per cent., or £4,000 on an annual turnover of 
£100,000. Taking 10 per cent. of this as available for distribu- 
tion as profit, £400 would be obtained—a sum which might 
-be applied to some system of holiday bonus to thoge members 
of the staff who are obliged to accomplish whatever work falls 
to them in the year, irrespective of recognised hours of duty 
or holidays; some recognition of the extra work thrown 
on each by the holidays of all would remove a 
grievance, tend to keep work from getting into arrears 
and minimise the inconvenience of the holiday season, 
removing to a great extent the objection that to many 
persons in responsible positions a holiday entails the clearing- 
up of а mass of accumulated work upon their return. 


The social aspect of this question is also, perhaps, worthy ` 


of attention. Any general system of closing large businesses 
in August must increase the congestion which is already so 


apparent at pleasure resorts and on the trains and boats. 


which serve them, the railway and the hotel managers would 
find their summer peak increased and narrowed, which 
could only result in the cost and incidental discomfort of 


summer holidays becoming greater also, whilst the immense 


temporary increase which takes place each summer in the 
population of certain resorts already presenta problems of 
some difficulty to the local authorities. 


Generally there appears to be much in favour of spreading 


out the vacations over the few months which in this country 
still enjoy some reputation for fine weather ; this method, at 
least by the laws of chance, should offer a man the 
probability of a higher average of fine weather over a term 
of years than would be likely if he invariably went away in 
the same month. 


Our attention has been directed to an 

A p rion 7 agreement which has been entered into by 
Contractors, à leading firm of conduit and electrical 

| ` supplies manufacturers and the Electrical 
Contractors’ Association in regard to the conditions under 
which the principle of direct trading between the said 
manufacturer and the general public is approved. We have 
not, received a copy of the complete agreement, save in the 


columns of the Electrical Contractor, though it is true that 


an abstract in which the wording is not always identical and 
with the omission of two clauses, one of them of considerable 
importance, appears in the publicity organ of the manu- 
facturer who is party to the agreement—Jnséallation News, 
just to hand. 

Almost as long as we cam remember electrically has the 
question of direct trading on the part of some of our 
electrical manufacturers and factors given rise to considerable 
ill-feeling and no little actual friction. 

It was this question perhaps more than any other that led 
to the formation of the Electrical Contractors’ Associations 
which desired to get level with the firms who sometimes 
deprived the contractor of profit by going out competitively 
and offering the actual user lower terms than the contracting 
middleman could possibly quote. Our readers are already 
acquainted with the fact that at the ** Electric Home” in 
the grounds at the White City an effort—as worthy as we 
understand it is proving successful—is being made by the 
firm alluded to, to popularise the domestic applications of 
electricity with the general public; one feature of this under- 


taking is an understanding between the firm and the Con- 
tractors’ Association that on all sales effected at the 
Exhibition by the former, it shall pay 5 per cent. to the 
latter organisation. This, by some, would be described as a 
sop to the electrical contractor for giving official approval to 
the principle of direct trading. Of course, the firm could 
have done as it pleased at the White City without consulting 
the contractors or their Association, but by entering into the 
agreement the Association recognised that there was nothing 
extraordinary, or little more than already obtained, in the 
elimination of the middleman under certain circumstances. 
But the principle involved is now farther acknowledged and 
approved in the present agreement. There is, however, in 
the complete copy a clause of some significance and grest 
potentiality which does not appear in the Installation News. 
This clause says that “nothing in this agreement shall 
prevent the Association from entering into a similar agree- 
ment with any other manufacturing firm or company," & 
that the Contractors’ Association has not bound iteelf-or the 
individual contractor hand-and-foot to bay from the firm 
alluded to in order to secure his share of trade dis- 
counts when his customers go direct to the firm 
with or withont his card. Really, as far as we 
can see, there is nothing to prevent the Associa- 
tion from entering into similar agreements with all the 
other manufacturers of conduits,or any electrical supplies, 
although by Clause VI the Association has agreed, in con- 
sideration of the firm’s undertaking, to urge ita members to 
* purchase their requirements from the company, and to 
give the company’s goods preference in case of equal value 
and equal prices.“ Nor are we clear that any advantage 
given by the firm is to be confined to contractors who are 
members of the Association; in the absence of specific 
statements to the contrary, we infer that the offer is open to 
contractors alb and sundry, though, no doubt, primarily 
intended for members of the organisation. 

In Clause II it is provided that if the user or his agent 
calla as a direct purchaser without the contractor’s recom- 
mendation or introduction, and hus goods charged to his own 
account, then, if the company “ know of or can trace the 
customer's electrical contractor, they shall pay him one-half 
the difference between the list and trade price." This is 
interesting if at first blush it appears somewhat idealistic. 
It is followed in Clause III by a provision that “in cases 
where the user or his agent has no electrical contractor, or 
where the company are unable to trace same, then the com- 
pany shall pay into the central fund of the Contractors 
Association an amount equal to one-half the difference 
between list and trade prices." We suspect that the Aso- 
ciation Central Board will have little need to appeal to it 
local branches in future for small loans, as it has recently been 
doing, for we cannot imagine any busy manufacturing firm 
going out anxiously on the hunt for possible claimants to its 
conscientious generosity. We can imagine cases, however, 
where more than one contractor would claim to be the oon - 
tractor for a particular customer who had succeeded Ш 
arranging a direct deal with the manufacturer. The company 
are to render to the Association statements and cheque 
quarterly, and “if necessary such statements will be certified 
by the auditor of the company. 

We do not wish it to be gathered that we are querulously 
inclined toward efforts that are made in the direction 9 
harmonious co-operation between manufacturers and the 
contractors, but we make the foregoing observations In 
the conviction that the question is not one to be handled 
precipitately. The agreement is only for one year m the 
first instance, and when that period has elapsed we shall be 
able to tell whether it works to the full satisfaction of 

parties. There were differences of opinion among contractors 
at its birth! If it is not renewed, however, the fact will remain 
that the contractors of this country as an organ he: 
have given their august and authoritative approval to the 
principle of direct dealing between manufacturers and ni 
under certain circumstances. Therein may lie impor 
possibilities of which the contractors may not then 8 

quite so highly. We have no doubt that other mant- 


facturers will watch the experiment with mon 
than ordinary interest, for tlre subject of ran 
Special terms between the manufacturers genera. J 


and the members of the Contractors’ Association, has already 
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been fully considered by the members of the National 
Electrical Manufacturers’ Association and a number of out- 
side manufacturers, as we recorded in our issue of July 9th 
(page 64). The meeting was an open one, and it endorsed 
the decision of the Manufacturers’ Association, that the 
terms put forward by the Contractors in April, involving, inler 
alia, preferential dealing with the members of their Associa- 
tion, could not be entertained. In this connection a contem- 
porary last week stated that it had been found impossible to 
arrange an agreement with the Contractors’ Association. This 
is stretching the words circulated by the secretary of the 
Manufacturers’ Association to make them mean something 
that they were never intended to convey. There are some 
thiogs which cannot be entertained, not because they are 
impossible, but because the general consensus of opinion is 
that they are undesirable. | 
That was the feeling in the case alluded to, and if one 

company has succeeded in agreeing with the Contractors on 
the lines indicated above, it merely means that they have 
done so becaüse many firms, when they had deliberated care- 
fally upon the matter, declined to enter into what they 
regarded from various points of view as an undesirable 
arrangement. | 2 


WE have received a brochure from Mr. 
H. Greville Montgomery, M.P., which 
' forms an excellent corollary to the remarks 
on the Brussels Exhibition in our last issue. Mr. Mont- 
gomery writes with exceptional qualifications: as secretary 
to the late Baroness Burdett-Coutts, by his long connection 

with a trade journal, and by his great experience as the pro- 
moter and organiser of successful Trade Exhibitions,“ 
he has accumulated such & mass of knowledge of all sorts 
and conditions of men that he has had no difficulty in reach- 
ing that goal of so many ambitions—the British House of 
Commons. | | 

The opinions of such a man are entitled to respect, and 
it is with satisfaction that we note his agreement with the 
views expressed in these columns as to the advantages that 
would accrue from the formation of a body of manufacturers 
and other commercial men similar to the Associations of 
Exhibitors formed on the Continent. Before this country 
is committed. to any great International Exhibition,” he 
writes, Ше commercial aspect of the venture should be 
submitted to a Representative Committee of Manufacturers, 
appointed by an association of not less than 2,000 members, 
so as to cover every industry in the United Kingdom.” 
Needless to say, how cordially we agree with Mr. Mont- 
gomery ; and we would go further, and suggest that no 
better promoter of such a scheme could be found than Mr. 
Montgomery himself, who would know howand to what extent 
to apply that legitimate pressure on manufacturers (and, 
we would suggest, others interested in trade and commerce), 
whereby alone the success of the venture would be possible. 

As a preliminary we would recommend the study of the 
Historique du Comité Francais des Ewpositions à l Etranger, 
given in the Bulletin of the Association ; the special know- 
ledge thus acquired would be found invaluable, and would 
enable the promoter to materialise what may be called the 
motive power of all such undertakings, or to use a homely 
phrase, “ The horse that draws the cart.” 

This leads us toa part of the brochure in which we find 
it impossible to follow the author, viz., in his criticism on 
what he calls putting the cart before the horse," and 
making arrangements for participating in an exhibition 
before consulting such an Association. Now, as this“ horse 
is not yet in being, some other motive power had to be found 
for propelling the cart.“ According to an American report 
which the author quotes, in the United States © Special letters 
were written to individual firms, urging them for patriotic and 
commercial reasons to exhibit. Much was also done by the 
directors at the heads of the various groups, who travelled about 


Brussels 
Exhibition. 


ч... upon individual manufacturing firms... . the great 
burden falls (whilst the profite too often go elsewhere)." 


- education 


v. Government Policy." 


energetically using their personal influence to induce producers 
to exhibit, and the Commissioner-General himself, who visited 
nearly all the principal centres of industry, where he 
addressed meetings and generally stimulated interest in the ex- 
hibition.” This, says the author, is what was done in the United 
States, and he goes on to say “we believe that a similar 
course is being adopted to induce British manufacturers 
to go to Brussels next year." We may add that all the 
Chambers of Commerce of the kingdom have been approached 
with the same object; this he calls unfair pressure, for firms 
* of their own free will would rather not exhibit," * undue 
influence is habitually brought to bear upon them to 
conquer that reluctance." Is not this placing the British 
manufacturer in rather a sorry light? And what form 
should legitimate influence and pressure take ? А | 

Lastly, Mr. Montgomery, without justification, falls foul 
of the personnel of the new exhibition branch. No more 
experienced man than the gentleman in charge of the Art 
Exhibition at Rome could possibly have been found, and if 
Mr. Montgomery would only read and inwardly digest the 
report of the Royal Commission as thoroughly as the secre- 
tary had of necessity to do, he would rise from the task 
with the conviction that he had acquired a thoroughly liberal 
in the subject which, if accompanied by 
youth, energy and. enthusiasm would make him an ideal 
organiser ; and this we take the present Commissioner-General 
to be—for besides possessing the above qualifications, he has 
proved himself to be willing to take upon himself responsi- 
bility to an almost, “sporting " extent and far removed from 
ordinary red-tapeism. On the cover the title of the brochure is 


* Great International Exhibitions. Are they of Commercial 


Value to British Manufacturers ?" The only persons that 
can give an authoritative angwer to this are thoee to whom 
the question relates, and such answers are to be found 
in great variety in the report of the Royal Commission— 
bat not in the pamphlet. The title inside is: “Should 
Great Britain take part in Them? Manufacturers’ Interests 
In some cases political considera- 
tions are of paramount interest; but even in these rare cases 


itis not correct to assert that this policy is antagonistic to. 


traders’ interests ; what is good for the country as a whole 
must necessarily be of some benefit to anyone having a 
stake in it. No panacea for the various ills enumerated by 
Mr. Montgomery is given in his pamphlet, nor any hint as 
to how it can be ascertained beforehand what benefits are 


likely to accrue to manufacturers from exhibiting, or whether 


they can count upon any commercial returns from Brussels 
whatever, except the formation of the Association mentioned 


above; the sooner this is done the more will the new 


рше be relieved of some of its ‘most irksome duties, 
and the better it will be able to devote its energies to the 
other and very onerous tasks imposed upon it. 


ONE is so accustomed to a half-yearly 
wail at the South-Eastern and Chatham 
Railway meetings in regard to the depre- 
dations of the wicked tramways in South London, that there 
is usually little incentive to probe deeply into the respective 
chairmen's remarks. For of all the companies which cater 
for the suburban traffic of the Metropolis in competition 
with the tramways, these close friends alone have tacitly 
agreed that discretion is the better part. of valour, and 
retired ingloriously from the fray. 

If we look for reasons—and tbe allied chairmen are per- 
fectly frank about it—we find that any move on their part 
would have to be a drastic one, and would result in the tram- 
ways throwing all their energies into meeting any effort 
which might thus be made”; also that enormous expense 
would be involved in electrification, if that were adopted. 
And so these good friends modestly leave the arena of their 
peaceful, if slumbrous, activities. 

One would have liked to let the matter rest here, but 
some further remarks by the Chatham chairman seem to 
demand attention. This gentleman (Sir W. Hart Dyke) 


Tramway 
Competition. 
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having glanced (casually, we suppose, to be in keeping with 
S.E. & C. traditions) at the last L.C.C. tramways report, dis- 
covered that the receipts per car-mile averaged 11:81d., and 
“that gd. per mile was estimated as ample for all renewals.” 
He proceeded to remind his hearers that the average figure 
in the case of railways for renewals of permanent way and 
rolling stock was at least 18. per mile, and with these most 
misleading figures to urge the impossibility of competition. 

The facts, of course, are that the 3d. represents the 
Council's contribution to its renewals fand—a fund estab- 
lished partly on account of the uncertainty as to the life of 
the tramways material—which is in addition to the annual 
expenditure on repairs to electric lines, charged to revenue, 
and amounting last year to over £110,000. 

We do not admit that a real comparison is possible between 
two widely different concerns such as these, but in order to 
show where Sir William’s 18. per mile comes in and to 
emphasise the fact that it has nothing in common with the 
L.C.C. renewals fund, the following figures may be of 
interest. 


"The Council on its electrical routes earned 1134. per car- 


mile ; operating expenses amounted to 6:8d., including 1:4d. 
expended on repeirs and maintenance—the percentage of 
operating expenses to revenue being 57. Now the South- 

tern and Chatham joint lines earned, during the last half- 
year, 664d. per train-mile ; operating expenses figured at 
894d., and included, roughly, 14d. per train-mile expended 
on maintenance, repairs, &c., of track, locomotives and 
rolling stock, the percentage of working expenses to revenue 
being 68. 

Now this is not a bad showing for a railway which is 
admittedly wanting in many respects from the passenger's 
point of view, and one may, therefore, be pardoned for taking 
a rather more sanguine view than the chairman as to what 
might happen if the London routes were electrified. 


Messrs. Merton’s monthly return, 
now to hand, chronicles further consider- 
able increase in the visible supplies. These have now 
reached 76,559 tons, à figure which would have seemed 
impossible in 1907, when the highest return did not amount 


Copper. 


to 20,000 tons, Of the total, 62,578 tons are stocks in 


London, Birmingham and British ports. The analysed 
returns present no marked departure from the average, but 
it is noticeable that during the last four months the supplies 
from North America to Europe have increased considerably. 


WE are sometimes tempted to suspect 
that among those in responsible executive 
positions the power of concentrating their 
attention upon the various matters submitted to them is 
becoming almost a lost art. i 

The managers of large business undertakings are constantly 
having brought to their notice mistakes which have arisen 
owing to the careless manner in which subordinates have read 
their instructions. Let a customer, for instance, who has 
hitherto taken delivery at his own premises, order a machine 
to be sent direct to some other destination. Quite an appre- 
ciable percentage of instructions such as this are over- 
looked, the goods being sent to the usual address. 
Apparently the order is read through hurriedly, and the 
note as to destination entirely passed over. Many other 
examples could be given of failure to thoroughly grasp the 
contents of an order or letter, the results often causing delays 
and annoyance. | 

Fortunately modern inspection methods go & long way 
towards checking mistakes of this nature, and the use of 
printed forms has a further beneficial effect. 

At the same time, the habit of glancing through written 
or printed matter without thoroughly understanding the 
meaning isan exceedingly bad one to get into, and unless it 
can be overcome, the memory is certain to suffer. 


The Power of 
Concentration. 


The power of concentration is often under-mined a 
heads of departments by the constant demands for their 
attention to all kinds of petty difficulties amongst their 
assistants. We cannot help thinking thst in many cases 
such a state of things implies lack of competency on the part 
of the officials in question. If the department be properly 
organised and work carried on in the most effective manner, 
the head of it should not be troubled by a constant flow of 
small difficulties, his attention being mainly taken up with 
important matters which he should have ample time to go 
into thoroughly. ME 

In organisinz a new or chaotic department, minor troubles - 
will be continually in evidence, but for thís state of things to 
continue is strong evidence against the methods adopted. 


YEARS ago, when engineering under- 
The Collection, takings were smaller and almost exclu- 
sively in private hands, periods of service were of much 
longer duration than is now the case, and office staffs might 
be looked upon as more or less happy families. Under these 
conditions retirements, or removals to other firms, were impor- 
tant eventa, and they were invariably celebrated by a presenta- 
tion to the departing official from his less fortunate con/réres. 
When you have come closely in contact with a man daily for 
many years, it is generally a pleasure to contribute towards 
a testimonial to commemorate his departure. You may 
have quarrelled with him most of the time, but these differ- 
ences will be forgotten, or looked back upon with leniency, 
under such circumstances. Weddings were also marked in. 
а similar manner, and as these events only took place at long 
intervals, everyore could afford to give liberally according 
to the position he occupied. 

The size of modern undertakings, together with the large 
staffs employed and the frequent changes now customary, 
have entailed the making of collections for the purposes 
above mentioned at very frequent intervals; furthermore, 
the individuals to be benefited are often personally unknown 
to some of the contributors. 

One may be willing to help the victim of misfortune 
without having come in contact with him, but there is no 
rhyme or reason in giving a leaving or wedding present to 
someone you have barely spoken to. The essence of a 
present is pleasure or eagerness on the part of the giver, and 
if this feature be absent, the reasons for giving are not by 
any means flattering to the recipient. 

It is no uncommon occurrence for a junior assistant, 
getting, perhaps, 303. a week, to be asked to contribute 
towards а leaving present for a man be has never spoken to, 
with five or six times the salary, and who is substantially 
bettering himeelf by making the change. 

Then, again, these frequent collections are a serious 
expense to members of a large staff. We have in mind а 
large electrical undertaking having works in the country 
and a London head office, an extensive contracting business 
being attached to the latter. In this case the staff at the 
works were always asked to contribute towards wedding and 
leaving presents for officials even in the London contracting 
department, their names being sometimes unknown to many 
of the contributors. | 

Few people like to refuse when asked to give towards guch 
objects, whilst the unfortunate heads of departments and 
managers are left no choice in the matter, blank spaces 
being provided at the heads of the lists for their names an 
amounts after the remainder of the staff have been filled 10. 
This final stage is very simple; the departmental heads gie 
double the amount contributed by the next name below 
them, and the manager has to double again. 

This public present giving in large commercia! under- 
takings is becoming out of date, the relationship between 
the members of the staff under modern conditions being 
more of a short business acquaintance than a long famiy 
connection; and in view of the tendency of salaries (0 
decrease, the custom should be limited in scope or put 8 
stop to entirely. 
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MESSRS. ARCHIBALD SMITH & STEVENS'S 
ELECTRIC LIFTS. 


WE recently paid a long-promired visit to the “ Janus 
Works,” Queen’s Road, Battersea, where, for many years, 
Messrs. Archibald Smith & Stevens have been engaged in 
the manufacture of lifts and hoists, mainly of the electrically 
operated type. The accompanying illustration, fig. 1, is a 


view of the main bay in the fitting shop, where the winding - 


engines and controllers are assembled and tested, showing 
several machines in various stages of completion ; besides the 
mechanical shops, which are well equipped with machine 


Fic. 1.—Mars Ѕнор, Janus WORKS. 


tools for the manufacture of winding gear, controllers, 
switchgear, &c., there is a large department devoted to the 
cabinet work involvéd in the manufacture of the cages and 
other woodwork. The whole of the firm’s machines are 
entirely British made, and they claim that they were 
the first to produce an all-British electric lift. In 
this connection it is interesting to note that Messrs. 
Smith & Stevens have developed a large export trade, 
in addition to the steady demand for their machines in the 
United Kingdom. 

While the firm are willing to supply wind- 
ing gear driven by a continuously running 
countershaft, where the necessity for keeping 
down the initial cost to the lowest possible - 
figure is the paramount consideration, they 
regard this system as distinctly inferior to the 
direct-coupled system, in which a reversing 
motor is used, driving the winding engine 
directly and running only when the lift is 
running; in the latter case the consumption 
of energy is strictly proportional to the traffic, 
whereas in. the former, in view of the large 
proportion of time during which the cage is 
ab rest, the waste of energy involved in 
driving the shafting continuously may far 
exceed the amount of energy usefully em- 
ployed. The special feature of their work, 
therefore, is the direct-driven winding 
engine, and this is adopted in conjunction with either 
mechanical or electrical control, the latter again being auto- 
matic or hand-operated as desired. The full automatic 
push-button lift in particular has been carried to a high 
degree of efficiency by the firm. 

The winding engine in all these modifications consiste in 
the main of essentially the same parts, namely, the motor 
and worm-gear, brake and controller. In the earlier designs 
the firm combined all these parts on a single bed-plate ; 
experience, however, pointed out the desirability of separating 
the controller from the other parte, with the result that the 
design illustrated in fig. 2 has been developed. Here we see 


‘the rope-wheel at the right. 


the motor on the left, with the magnetic brake between it 
and the worm-gear case, and the controller at any convenient 
distance, actuated by a sprocket wheel and chain from the 
main winding shaft. The motor is supplied of any desired 
pattern, open or enclosed, and is shunt-wound, with a few 
series starting turns. The magnetic brake, which is actuated 
by a single long-pull solenoid in series with the armature, 
is provided with strong springs and wooden brake-blocks 
acting on the periphery of the motor coupling; the brake | 
is of the balanced type, exerting no side pressure upon the 
shaft, and stands clear of the brake-drum when the shaft is 
running. | : 

The worm runs on the top of the worm-wheel, the lower 
part of which runs in an oil bath, thus 
ensuring the ample lubrication which is 
indispensable to the efficient working of 
such gear; the working surfaces of 
the gear and of tbe main journals are 
made exceptionally large, to reduce the 
unit pressure below that at which the 
oil would.be squeezed out, with the 
result that wear, it is claimed, is 
entirely obviated. The. gearing ів 
machine cut, and is so designed that 
it cannot be driven backwards by the 
load under any conditions, the brake 
being employed merely to ensure a 
quick stop. The main shaft carries 
а rope-wheel with vee-grooves, round 
which the suspension ropes pass from 
the cage to the balance weight; the 
makers strongly recommend this system 
in preference to the winding-drum type, 
claiming for it lessened wear and tear on 
the ropes, and greater safety against 
over-winding, for if either the cage, or 
the balance-weight reaches the end of 

- its travel, the ropes are no longer gripped 

in the grooves, and their motion ceases. 

The “slack rope” trouble is also 

eliminated, and there is a saving in the amount of 
rope required. 

The controllér may be operated by means of & hand rope 
passing through the cage ; fig. 3 shows one of this type, with 
The rope-wheel is geared toa 
shaft carrying a compound cam, cast in one piece, which 
actuates levers coupled to the horizontal contact bars seen at 
the top of the figure. These bars carry contact blocks bear- 
ing on contact studs, by which the various connections for 
running in either direction and for cutting out the starting 


— 


Fig. 4.—JOMPLETE WINDING ENGINE AND CONTROLLER. ^ 


resistance are made. The resistance wires are enclosed іп a- 
cast-iron frame, and are of ample proportions to withstand 
the effects of rapidly recurring starte without heating to an 
injurious degree. The resistance bar, it will be noticed, is 
actuated by a double chain attached to a drum, in such a 
way that no matter which direction the drum may move in, 
the bar is always pulled outwards. The chain drum is driven 
through a friction clutch by a chain and sprocket wheel, 
geared to the winding engine, so that the latter by ita own 
motion cuts out the starting resistance ; thus it is impossible 
to cut out the resistance unless the motor has actually 
started, and the speed of cutting-out is proportional to 
E 
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the speed of the motor. Whenever the cage is stopped, the 
whole of the resistance is at once automatically replaced in 
circuit. When a short journey is completed, the direction- 
controlling bar is not repjaced unless it is desired to reverse 
the motion, and as the whole of the circuits are automatically 
interrupted before these bars can be moved, the reversing 
contacts never break a current. 

Fig. 4 shows the electrically-operated controller, which is 
actuated by two solenoids of special design, acting on a cam- 
shaft to control the reversing bars; the cam shaft also 
controls. the friction clutch which brings into action the 


Fia. 3.—CoNTROLLER FOB USE witH HAND-RoPn. 


resistance bar, no matter which solenoid is energised. The 
resistance bar is driven from the winding engine, as before, 
and on the release of the solenoid it is set free, and promptly 
returned to the “off” position by the double spring shown 
on the left hand. By lifting off the cast-iron cover of the 
controller, the whole of the contacts are at once exposed 
for inspection or repair; where currents have to be 
interrupted, a multiple break is employed, with very satis- . 
factory results. m | | 

With the electrical controller just described there are 
. three systems of control to choose from. A switch in the 


Fic. 4.— ELECTBICALLY-OPEBATED CONTROLLER. 


cage is the simplest form, and needs no description. Again, 
two push buttons can be fixed on each floor, and two in Ше: 
cage; pressing one button of any pair causes the cage to 
ascend, and pressing the other causes it to descend, the 
motion continuing only so long as the button is pressed. 
Interlocking devices are provided, so that it is impossible for 
the controller to be actuated from two ‘pointe at once; the 
gates are also interlocked, so that none of them can be 
opened except when the cage is in place before it, and the 
cage cannot be moved unless all the gates are closed. 

The most highly developed system is the single push- 
button or full automatic system. In this case there is only 


one button at each floor; when any button is pressed for an 
instant, the cage is automatically brought to the corres- 
ponding floor, where it stops and unlocks the door, which 
cannot be opened uatil the cage arrives at the specified 
landing. The cage cannot move again until the door is closed 
and locked. Inside the cage are buttons corresponding to the 
different floors, which enable the passenger to convey himself 
to any desired landing. This is the usual equipment of 
push-button lifts, but in addition Messrs. Smith & Stevens 
provide a master button in the cage, with which the lift can 
be stopped at any point—as, for instance, when the wrong 
button has been pressed—-and restarted by pressing the proper 
button. The system depends upon a system of relays con- 
trolling horizontal contact bars under the cage; a wiper is 
provided at a suitable position on each floor, end as the cage 
arrives in position, this wiper pushes back the bar which has 
been actuated, and stops the cage always in the correct 
position, quite independently, of course, of any stretching of 
the ropes, or of the load in the cage. —- 

Safety in operation in all these cases is provided for by the 
use of four steel wire ropes in the case of passenger lifte, and 
a special safety gear which grips the gnides the moment any 
of the ropes fails or stretches unduly. Other safety features 
have already been mentioned, and in particular we should 
refer to the new design of automatic gate lock which has 
been evolved by Mes:rs. Smith & Stevens in the course of 


their wide experience. We understand that, including 


their hydraulic und steam-operated lifts, they have some 
7,000 machines in operation, some of them for many years, 
and have never had a single failure. 

While the electric lift costa some 15 to 25 per cent. more 
than the hydraulic type, it is а recognised fact, based upon 
unimpeachable records, that the running cost of the former, 
as a rule, amounts to only from one-quarter to one-half of 
that of the latter. Alternating current can be employed as 


. effectively as direct current, though with somewhat lower 


efficiency, and Messrs. Archibald Smith & Stevens have 
installed many lifts on single-phase and polyphase circuits. 


THE AUTOMATIC TRANSFORMER SWITCH. 


By “STUDENT.” 


GREAT attention is now being given by manufacturers and 
others to the design of a reliable automatic switch to save 
the ** no-load " losses in small transformers. | 

It seems, however, that this is far from being a necessity, 
and the real use, and hence sale, of it should be quite small ; 
that is, of course, from the consumer's point of view. Any- 
thing that sells does good to the seller, bat it is doubtful 
whether it is always good for the community at large. 

Those users of transformers—such as hotels, underground 
offices, tube railways, &c.—who have at least one or two 
lights on all day and night have no use for an auto- 
switch. Users of large transformers will not require a 
switch, because the no-load loss in these large sizes can fairly 
easily be reduced to about 0°75 per cent. of full load, which 
is very small in comparison with the total amount of energy 
expended, and the amount which would thus be saved would 
easily be outshone in 99 out of every 100 cases by exercising 
a little economy in the quantity of energy consumed. 
Also, where large transformers are used, they will either be 
always on load, or only put on for a short period at full load. 
The latter would be the case in such places as theatres, 
kinematograph shows, &c., when of course a switch would 
be used on the primary side of the transformer. | 

It will thus be seen that the only person who would 
benefit (?) by an auto-switch would be the user of the 
small transformer up to, say, 1 Kw. 

Now, the losses in this size, at the worst, are about 
20 per cent. of the full-load current, that is, 10 watts on 
the 500-watt size, this being the size of the majority 
of transformers for house and small shop lighting. 

Taking the average lighting hours as 44 per dav, 
this would give 19} hours loss per day of 10 watts = 195 
watt-hours. This is equal to 71 vnita per annum, which, 
at 4d. per unit, would cost 23s. approx. By spending more 
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money on the original cost of the transformer for a better 
quality of iron, thie loss may be reduced by 40 per cent., i.e., 
to about 14s. | 

The cost of the 500-watt transformer is something in the 
neighbourhood of £2, so that an extra 10s. or 15s. or so is 
not а great item to pay for the better iron and lower loss. 

The cost of the auto-switches at present on the market is 
about £3 each. Therefore, by using a £8 switch, 148. per 
annum can be saved on'a bill amounting to £6 or £7 after 41 
years, which time is wanted to pay for the switch. Four anda 
quarter years is a very long time when dealing with electrical 
matters, and it is doubtful whether there are many installa- 
tions which, during the next 4} years, will not need altering 
in some way or another; this always affects the supply, i.e., 
the transformer, and hence, if installed, the auto-switch. All 
these savings and calculations, however, are based on the 
assumption of perfect working of an automatic device, which, 
unfortunately, is rather a rarity in practice. | 

Contractors and others should be cautioned to exercise 
great care and circumspection before installing an automatic 
switch, for it mast be remembered that it can go wrong, but 
it has the delightful property (to the maker) of not always 
betraying itself if it fails. Who can say whether a switch 
acts or not, so long as the light comes on? It may be stuck 
in for years, and so have losses going on all the time without 
anyone knowing anything of its misbehaviour. Perhaps 
what the eye does not see the electrician will not grieve 
over ! | mE 

The metal-filament lamp is quite delicate enough, without 
adding to our present many chances of failure. | 

As has been shown, it is generally only the private honse- 
holder or small shopkeeper who needs to save the “ no-load,” 
and in his case undoubtedly the beat way to.do so would be 
to put in two two-way switches, one in the hall and one 
upstairs, interconnected so that the transformer may be put 
on or off from either point. This would only cost a few 
ghillings. 8 | | 

In conclusion, let us remember that we cannot afford to 
run risks, and that we must look before we leap. 


" FOUNDATIONS." 


We are all familiar with the care and attention which is 
rightly bestowed upon the superstructure of the edifice of 
our national defence, but few of us concern ourselves with its 
foundations. 

Oar Empire is founded upon the character and training of 
ils citizens, and the efficiency of our fighting forces is 
dependent upon the nature of the training and education 
that obtains in the community. | 

Ав a nation we are tacit believers in our capacity to 
“muddle through " when a crisis comes along, and as а 
preliminary to this process the muddled and unsystematised 
state of our foundation layer does not seem to the majority 
of us to be in any way alarming, and to some may even 
appear to be appropriate.. 

It is not our purpose at the moment to deal with the 
costly foundations in our existing system of elementary 
education, but rather to briefly review the state of our 
secondary and higher educational systems which bears 
directly upon our industrial progress and success. 

On inspecting these foundations we find, firstly, a number 
of large blocks or corner stones scattered irregularly about 
the site. These corner stones are the universities ; rome of 
them are old and some new, and most of them differ 
from one another as to the nature of the test-ring through 
which their constituent material hes to pass before incorpora- 
tion. We commend this matter to the consideration of the 
Engineering Standards Committee. 

Grouped in an irregular manner around these corner 
stones, and in a few cases connected to them by a trace of 
cementing material, sre a number of otber blocks of 
varying dimensions. These are the technical and secondary 
schools, but of any ordered design in their relation to one 


another or to the corner stones there is but the faintest 


general design. 


‘We find on inquiry that the Government architect, in the 
form of the Board of Education," is responsible for this 
design. | PELA Е 

The attention of the Board is largely taken up in 
inspecting, measuring up, and pricing according to schedule, 
the work done and attendances made by the students in 
the technical and secondary schools, and in the issuing of 
certificates and money grants based on elaborate and 
voluminous returns. So engrossed is the Board in the 
detail of this work that it has no time to pay attention to 
design; it therefore instructs the clerks of works and fore- 
men (the “ Directors of Education” for the counties and 
county buroughs) that they have a free hand to develop 
along their own lined and to meet local needs. This is an 
excellent notion in its way, but is hardly conducive to good 

"The Directors of Education and secretaries of Education 
Committees restrict themselves almost entirely to their own 
territories. It is true that they have formed themselves 
into an association which sometimes holds meetings, and 
that they have even gone so far as to partition the country 
into provinces, with a vague notion of somehow or other 
co-ordinating the educational work in these districts ; but 
of real effective work in this direction they have done 
nothing. 

It is apparent that the division of the country into 
counties and county boroughs does not lend itself well to a 
proper co-ordination of the educational machinery. The 
real focus points should be the universities, and these are 
located quite independently of the county system.: 

It should, however, be possible to create around each 
university a “sphere of influence," the affaire. of which 
would be guided by an advisory committee composed of 
members representative of the educational authorities con- 
cerned, together with a leaven of business and professional 
men of high standing and of teachers. ` 

Such committees could do much to regulate and harmonise 
the educational activities of their districte, and, by preventing 
overlapping and by making more definite the aims of the 
institutions concerned, would increase their efficiency. They 


. would act as a sort of Conservancy Board for our educational 


rivers and streams, and would supervise their channels from 
the source to the point where they discharge their contents 
into the great sea of our national life. 

They would see to it that we had some sort of common 
standard for admission to the universities in the shape of a 
leaving-certificate from the secondary schools, and, within 
limits, that a student could transfer from one university to 
another without the heavy sacrifice in time and money that 
he is now frequently called upon to make. 

It may be urged that some such system is already in 
existence, as the universities frequently appoint repre- 
sentatives on the education committees and on the boards 
of management of the chief schools of their districts ; but it- 
must be admitted that their action on these bodies is rather 
that of isolated unite, and that as the result of their labours 
the desired co-ordination has not been achieved. 


/ 


BELGIAN: ELECTRICAL INVESTMENTS 
ABROAD. 


Durma the concluding years of the nineteenth century an enormous 
amount of French and Belgian capital was invested in, among other 
industries, iron and steel works in Russia, but since that time an 
entire change has been brought about by the transfer of the atten- 
tion of the former two countries to participation in electrical 
enterprises of various kinds, both in Europe and on other continents, 
particularly on the part of the Belgians. The primary reason for 
the alteration of policy is to be found in the circumstance that 
investments in Russian metallurgical works have resulted in con- 
siderable losses of capital, and have assisted in developing the 
undertakings from the point of view of capacity of production con- 
siderably beyond the actual needs of the country, either at that or 
the present time. On the other hand, the assumption of an interest 
in electrical schemes afforded a fresh opportunity for the employ- 
ment of capital in directions likely to be of eventual financial 
advantage. The outward flow of Belgian and French capital to 
iron and steel and other industrial establishments has practically 
ceased for several years past, except in cases where it has been 
deemed advisable to provide additional money in connection with 
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projects of reconstruction or tion, in the hope of still 


being able to prevent the absolutely total loss of the original in- - 


vestments; but no diminution has occurred in the availability of 
funds for foreign electrical undertakings down to the present 
moment, 

The Société Générale Belge d’Entreprises Electriques, which is 
one of the Belgian investment companies of the kind concerned, 
enumerates in its report for 1908 25 different undertakings in which 
it is financially interested to the total amount of £429,000. Of 
these only four are situated in Belgium, and three are lighting 
companies and one a manufacturing works, With one exception, 
all the remainder аге located in France, Russia, Italy, Spain, 
Austria, Denmark, Tarkey and South America, the latter country 
being represented by the Compagnie Générale de Tramways de 
Buenos Aires, which is absorbing the whole of the tramways in 
this Argentine city. The individual participation of the 
Belgian company refers to the Buenos Aires tramways, and amounts 
to £128,000; the коле Aang is indicated by an interest of 
£58,000 in the Lyons Omnibus and Tramway Co., and these are 
followed by £30,000 invested each in the Adamello General Elec- 
tric Co., and the Bilbao Tramways and Electricity Oo. The annual 
report makes brief reference to each of the ungertakings, showing 
the development which is proceeding in each instance. The divi- 
dend declared at the recent meeting was at the rate of £1 10s. per 
ordinary share, being the same as was distributed for 1907. 

The Société Générale de Chemins de Fer Economiques, whose 
combined share and loan capital amounts to £1,280,000, is appar- 
ently the owner of the Brussels tramways, which represent the sole 
instance of the company’s investments in Belgium. Among the 
other participations may be mentioned various towns in Italy, 
which country is particularly favoured by the company; Spain, 
France and Austria, together with the Cairo tramways and the 
Société de Chemins de Fer de la Basse Egypte et Tramways de 
Port Said, the Damas tramways and lighting undertaking in 
Turkey, and the Buenos Aires tramways. Several of the invest- 
ments apply to identical companies in which the Société Gécérale 
Belge d’Entreprises Electriques is interested, and this circumstance 
either points to the probability of co-operation between the two 
companies, or to the entertaining of similar expectations in regard 
to зге hak nl of the undertakings concerned. The net profits 
real in 1908 reached £59,000, and a dividend has been declared 
at the rate of 12 per cent. on the ordinary capital of £640,000. 

The Societé Finanoiére de Transports et Entreprises Industrielles 
represente a third Belgian investment company which commands a 
share capital of £600,000, and an obligation loan of £200,000, 
whilst its holdings in undertakings are entered at £760,000. In 
this case also, and apart from the shares held in the Charleroi and 
Borinage electricity supply works and in the manufacturing firm 
of the A.E.G.—Union Electrique, most of the externa] investments 
are in the identical enterprises in which the two preceding com- 
panies are interested in various European countries The com- 
pany likewise has a participation in the Compagnie Générale de 
Tramways de Buenos Aires, but unlike the other two Belgian 
investment companies, it bas also an interest in the German Trans- 
marine Electricity Oo., of Berlin, whose developments in the course 
of the past two or three years have conferred upon it & practical 
monopoly of light and power supply at Buenos Aires, quite irre- 
spective of what has been accomplished by it at Santiago, Val- 
paraiso and Monte Video. The net profits of the Société 
Financiére in 1908 were £61,000, and a dividend at the rate of 
74 per cent., or £1 108. per share, has been declared on the ordinary 
shares, as contrasted with 7 per cent., or £1 88. per share, in the 
preceding year. 

The Compagnie Internationale d'Orient of 48 Rue Namur, 
Brussels, which has an ordinary share capital of £400,000, is a 
general investment company mostly in connection with under- 
takings in the Far East. Among these are to be found the names 
of two banks, the Chinese Engineering and Mining Co., and two 
other mining enterprises, and several railways in China. Obliga- 
tions and shares are held in the Electric Traction Co., of Hong 
Kong, the Bingapore Electric Tramways, Ltd., and the Compagnie 
Générale des Tramways de Buenos Aires; whilst shares only are 
represented by participations in the Compagnie Frangaise de 
Tramways et d'Eclairsge Electriques de Shanghai (the French 
concession) the Shanghai Electric Construction Co. (the inter- 
national concession at Shanghai), and the Compagnie de Tramways 
et d'Eclairage de Tientsin. The company is also interested in 
obligations in the Tramways de Mexico, the Société Générale 
d'Entreprises an Canada and the Sumatra Caoutchouc Co. The 
accounts show a net surplus of £21,000 for 1908, which has allowed 
of the payment of a dividend of 5 per cent. on the share capital. 

The Société Parisienne pour l'Industrie des Chemins de Fer et 
des Tramways Electriques, of 75, Boulevard Haussmann, Parie, is 
representative of French investment companies. It has a share 
capital of £2,000,000, and is very largely interested in the Paris 
Metropolitan Railway, the Société d'Electricité de Paris, and the 
Jeumont manufacturing works known as the Ateliers de Construc- 
tions Electriques du Nord et de l'Est. The Société d'Elec- 
tricité, has large works at Saint Denis, and the kilo- 
watt-hours of consumption which in 1907-8 amounted 
to 33,864,000, are expected to exceed 54,000,000 xw.-hours 
in 1908-9. The Socicté Parisienne also bas investments in the 
Belgian Gas and Electricity Co. of the Hainaut, in Belgian and 
French tramways, the Tramways en Russie, the Cairo Electric 
Railways and Heliopolis Oases Co., and in other undertakings. 
Tbe net profits amounted to £132,000 in 1808, and these have per- 
mitted of the distribution of 6 per cent. on the share capital. 

The principal feature of the Belgian and French investment 
companies, of which only a few have been referred to, is that the 
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interests assured in other enterprises are, generally speaking, not of a 
temporary character, bat are representative of what may be termed 
permanent holdings in so far as the duration of the concessions 
owned by the individual undertakings is concerned. The oircum- 
stanoe is probably partly explained by the fact that some of the 
tramways or lighting works are initiated either in Belgium or 
France, or indicate the joint endeavours of promoters in both 
countries. But no general policy of buying shares or bonds for a 
rise, in order to sell at a profit, appears to be pursued, although 
such a method may be practised in isolated instances for com- 
paratively small parcels of securities. 


ARTESIAN WELLS. 
By W. H. BOOTH. 


Ix London the action of the Water Board reoently drew attention 
to the question of independent water supplies. For very large 
quantities it would not be desirable to attempt to secure water by 
means of an artesian well, though there are some few wells in 
London which yield something like 15,000 gallons per hour. 

Bat any place may count upon obtaining a sufficiency of water 
for boiler feeding purposes. Even а large generating staticn, if it 
has water for condensíng purposes unfit for boiler feed, may obtain 
ita make-up feed from a well. 

London is by no means an area of copious supply. 
The surface stratum next below the merely superficial gravels is 
the London clay. This, of course, is waterless. There are other 
sandy and clayey beds between the London clay and the chalk 
from which deep wells are supposed to draw their supply ; supposed, 
because it is probable that much of the supply really comes frcm 
the Thanet sand which overlies the chalk. The chalk surface is 
undulating, and, therefore, its depth below surface varies with the 
locality, and the yield of water is also very variable. There is one 
well defined urea of so-called dry chalk which extends from about 
Deptford, westwards to Newbury in Berkshire; the writer has 
proved the comparative dryness of this band of chalk at numerous 
points between and at those extremes. 

Though the London clay and the chalk beneath it are practically 
horisontal, this dry band does very much represent the edge of the 
so-called London basin, in so far as to tbe south of the band the 
water is much more copious and stands ata higher level and to the 
north it is also more copious, but partakes, as to leyel, of the general 
character of the London area over which there is a slow depressicn 
in progress, the water-level becoming lower every year. South of 
the dry band the water-level was till recently maintained, in parte, 
nearly 20 ft. above the surface. This seems to show that the dry band 
of chalk isa band of compression, past or through which water cannot 
travel from the southern outcrop in а northerly direction. Hence 
the overflowing of water from wells pierced on the south side of the 
dry band, one of which, well known to the writer, has been flowing 
since the year 1834. This well probably draws from the Thanet sand. 

It is a peculiarity of chalk wells when bored through the over- 
lying strata, that they yield water very much less hard ар that 
from boreholes put down into chalk which is bare that is, boreholes 
put down upon the surface outcrop of the chalk. The softness is 
attributed to the Thanet sand effect. 

Taking England generally, the dip of the various rocks is so great 
that the whole surface of the country is divided into a frequent 
saccession of dry and of water-bearing beds. There are, therefore, 
very good prospects at all places of some supply without boring to 
extraordinary depths. 

There are few spots indeed where the ordinary factory canrot 

obtain a supply, though there are places, of course, where the 
artesian engineer would hesitate to advise even the attempt to 
bore. 
Artesian borings divide themselves into two main claskes: (a) 
those bored directly into the water-bearing stratam upon ita 
surface outcrop and (0) those bored through the stratum, at 
the surface, into the water-bearing rock below. An example of the 
first would be a well bored on, say, the downs where the chalk is 
at the surface, while all the London chalk wells are examples of 
the second class. This second class cannot usually be depended 
upon to give the same free and copious yield as can the first clase, 
because the supply to the second class must of necessity travel 
down to the stratum either through the strata above or, when these 
are impervious, through the water-bearing stratum itself from its 
surface outcrop. As in the case of London wells, the outcrop may 
be miles distant, and the supply is limited by the resistance of the 
stratum to horizontal penetration. 

Speaking generally, water does not travel through the rccks by 
penetration of the actual substance of the rock. Chalk, for example, 
is by no means a freely pervious rock. The water travels by way 
of fissures or along the veins of nodular flints. Olay will not 
fissure permanently, and is, therefore, practically waterless. 
Fissures are produced in rocks by earth movements, and are 
formed in clay strata equally with rock strata, but in clay they 
automatically close owing to the plasticity of the material. Ina 
hard rock they do not close so completely, and form a ready passage 
for water. 

It is the work of the expert to estimate the probabilities ef a 
supply in any locality. One hears a good deal of the diviner's azt, 
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but it appears to be chiefly guess work, for the expert artesian 
engineer will diagnose a dosen cases with greater acouracy than the 
diviner. In contemplating the putting-down of a well, one must 
consider wbat is the stratum to be tapped ? How far is it below 
the surface? What is the superficial area of the rain-receiving 
outorop which feeds the rock? What is the level at which the 
stratum is drained? For this determines the water level in the 
bore hole. This is very important, since it might happen that the 
proposed stratum at the iutended site would be pierced through 
before the water horizon had been reached. In such a case the next 
lower stratum which was water-bearing might have to be tapped. 
On the water level much depends, If the water rises near the 
surface, it may be drawn by a surface pump, or it may be lifted 


out of the bore by an air-lift pump. But if the water level is far 


down, the air-lift pump demands a lot of power to work it, and also 
a bore hole very much deeper than the water level. A low level 
well will often require to be pumped by an inserted low level single- 
barrel pump, but a well to bold a pump must be much larger than 
if it has only to contain air-lift tubes. Thus each саге must stand 
on its own merits. It is very desirable that the above matters 
should be estimated with fair accuracy beforehand, because any 
error in estimating the water-level may completely change the 
subsequent plans as regards pumps. 

Bored wells should be lined with stout iron or steel butt-jointed 
aad socketed tubes. In a London well, these tubes will extend 
from the surface to a point 15 or 20 ft. in the chalk. It is in fixing 
them in to the chalk that well borers often exhibit carelessness and 
ruin the work by allowing the sand above the chalk to creep through 
to the bore-hole. 

In some rocks of a loose nature, the hole may require lining 
through the water-bearing horizon. In that case, the pipes must 
be perforated to admit the water. The writer hae bored wells 
which gathered their supply from three separate rocky strata, 
divided from each other by strata of clay. Buch cases require 
particular and careful treatment, so as to secure the maximum 
results; and it is very important that minute records of the stuff 
passed through should be kept by the foreman and submitted to 
the engineer, in order that the lining shall be designed for the best 
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PROCEEDINGS OF INSTITUTIONS. 


Electricity Applied to the Reduction of Waste. 
Ву A. B. GRIDLEY. 


(Abstract of paper read before the OLEVELAND AND DURHAM 
ENGINEERING SOCIETY.)| 


Durma the last 10 or 15 years, the electrical engineer bas almost 
entirely changed the leading industries on Tyneside, and great 
progress has been made on Teesside, although a public supply of 
electricity on a comprehensive scale was not seriously attempted 
there until 1907 ; several private plants have been superseded, and 
no fewer than seven central supply stations have been shut down, 
except for emergency use. The two main principles governing 
centralisation are decreased capital outlay per kilowatt, and the 
effect of the diversity factor. The big supplier has the advantage 
not only in the purchase of plant, but also in the reduction of coal, 
etores, labour and repairs, while the power user benefits by a 
reliable and cheap supply through duplicate mains from several 
interconnected generating stations. Although the supply of power 
to a colliery would seem difficult to justify, no fewer than 45 
collieries in the district are being, or about to be, sapplied from the 
public mains. 
enee on the North-East Coast shows that works whose 
i ns aggregate 120,000 Kw. can be supplied with 40,000 Kw. 
of plant; if these works had their own generating plant, about 
106,000 xw. would have to be installed, costing £3,180,000, whereas 
the supply authority’s capital outlay would be only £1,060,000. 
There is still in the district some 200,000 н.р. not yet electrically 
о , And, calculating on the same basis for the supply of this, 
there would be a capital saving of the order of £2,750,000. 

In addition to the saving of labour due to the concentration of 
the generating plant in large units, there isa saving in labour in 
the works anpplied ; one man can look after 1,000 нр. of motors of 
various sizes, and there is a saving due to the absence of 
coal and ash handling, &c. Mr. C. H. Mers has pointed 
out that if all. the colliery owners in the district purchased 
their coal from an outeide source, 1,750,000 tons of coal per annum, 
worth вау £500,000, would be set free for sale; aud Mr. Beilby 
states that if the power used in all our factories and mines were 
supplied from central stations, the coal used—sixty million tons a 
year at present—could be reduced by one-half, representing an 
annual saving of over £11,000,000, and materially prolonging the 
life of the British coalfields. The local Power Supply Co. having 
complained of the excessive charges for carriage of coal, the railway 
company showed that the demand for coal from the works supplied 
by the company bad fallen off to a trifling amount, while the coal 
consumed by the company was far less than the previous aggregate 
consumption of the works supplied. There is also a subetantial 
saving in water, which is of great importance to local authorities 
and their ratepayers. 

The use of electric power reduces waste of time, owing to the rapid 
acceleration obteined with electric motors, which is typically 
illustrated in the electrification of railways; this further results in 
inoreased mileage from a given amount of rollir g stock, a better 
service, and a greater volume of traffic. 
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The removal of boilers, engines, buildings, &., from works on 
their conversion to electric driving sete free a large amount of 
spaoe, which is frequently of great value; the electric motors sub- 
stituted take up very little room, and cau be mounted on walls or 
overhead, without occupying floor space at all. Mesers. Musgrave, 
of Bolton, now take 14 million units a year from the Corporation 
supply, and have reclaimed 2 acre of land formerly occupied by 
generating plant. 

The waste of energy in shafting, which in many mills amounts to 
from 30 to 70 cent. of the whole consumption, is greatly 
redaced by the adoption of electric motors. | 

Ву the reduction in capital outlay, the assessments for rates and 
taxes may aleo be reduced, and savings are possible in boiler, fire, 
accident and workmen's insurances—facts which are often ignored 
when а manufacturer is comparing his own costs with an offer from 
an outside source, as these charges are usually allocated to general 
establishment charges by accountants. 

The amount of waste in the form of exhaust steam, waste heat. or 
combustible gas in the Teesside district is very great; it has not 
hitherto been utilised, owing to the absence of a market for the 
continuous supply of energy necessary to its economical employ- 
ment. It is only by co-operation that the ideal of а 100 per cent. 
load factor becomes feasible; and this has now been accomplished. 
A network of mains stretches from Blyth, in Northumberland, to 
Loftus-in-Oleveland, through the Northumberland coalfield and 
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Tyneside, across the Tyne in two places, through the East Durbam 
Coalfield, to the Iron Miues District, with numerous branches, 
loops and connections with important centres. Eight power 
stations are in operation, and three others are under construction. 
Th» main regulating coal-fired stations are at Carville and Grange- 
town; the waste-heat stations at Blaydon, Weardale, Newport, 
Bankfoot and Tees Bridge, are, or will be, run at their full capacity 
day and night. There is now no difficulty in disposing of as much 
energy as can be generated from waste heat in the district, and 
the owner of the waste heat receives energy for his own use at the 
lowest rates, while a reliable stand-by is secured by the linking-up 
of each waste-heat station to the transmission system. While the 
erection of a number of small waste-heat stations appears to be 
in contradiction to the policy of centralisation, it should ve remem- 
bered that each of these stations is run constantly at fall load, so 
that there is a very large number of unite generated over which to 
spread the increased capital and operating charges, and at the 
same time the distance of transmission to the point of use is 
reduced. Although figures cannot be given, in no case has a pro- 

on co-operative lines been submitted to a waste-heat owner 
that has not ultimately been accepted by him. Theaccompanying 
diagram, fig. 1, shows the result of the system at the works of the 
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Weardale Steel, Coal and Coke Co., Ltd., the space between the 
upper and lower lines sbowing the energy sold to outside 
consumers. 

In addition to actual economies, benefits are derived from the 
increased output due to the adoption of electric driving, with ita 
higher speed and even turning moment; extensions of manufactur- 
ing plant are also facilitated, at small outlay. Perhaps the most 
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important point of all is the general supply of power at prices 
comparable with those charged in water-power localities, attracting 
new indvetries to the district, with the accompanying increased 
employment and prosperity. 

In discussing the price of electrical energy, both producers and 
consumers have drifted into the bad habit of reducing their calcu- 
lations to cost per unit. This, by itself, conveys no information of 
material importance; it must be accompanied by a definite state- 
ment as to load factor, total annual consumption, &c. It is this 
fact which is leading all suppliers of electricity for power purposes 
who really appreciate the economics of electricity supply to avoid 
the quotation of flat rates, as they may be unfair to both 
parties, A charge which is framed to cover, first, the capital and 
fixed costs, and secondly, the running or variable costs of giving the 
supply, is sound. Capital cost is of paramount importance. The 
varying conditions are met by a tariff based on a fixed cbarge per 
kilowatt or m.H.P. demanded—which demand is not peak, but 
an average taken over half-hourly periods— plus a running charge 
per unit consumed, as, for example, £1 per quarter per E. H. P. 
demanded, plus 3 or 25d. per unit. Such a tariff is embodied in 
fig. 2, which shows the average price per unit at different load 

rs, 


The Development of the Large Gas Engine.* 


THoucH Mr. Bechtel's recent paper on the above subject was 
largely ba:ed on his particular knowledge of the Nurnberg gas 
engine, it may usefully be read as showing the general status of 
large gas engines. In ord r to give an ides of the extent to 
which these are now employed, the author gives a table of 
engines of 1,000 B. H. p. and upwards. The total is about 
1,030,000 B. H. p. Nearly 850,000 of this is driven by blast-furnace 
gas, and 68,000 by coke-oven gas. Producer gas drives 36,000; 
town gas nearly 25,000; and natural gas—all in the United States 
— nearly 50,000. Driving dynamos, there are over 515,000 B. H. p.; 
blowing engines aggregate 404,000 в.н.р.; rolling mills nearly 
17,000; other purposes about 54,000 B H.P. Electricity, therefore, 
has benefited to the extent of one-half the total power developed, 
as Thwaite anticipated. Turning now to the countries where 
the large gss engine bas been chiefly developed, we find that 
Germany leads with nearly 482,000 B. H..; the United States, 
though late in the field, stands for 337,000 в.н.р ; Belgium possesses 
about 51,000 B R. p.; Great Britain, 24.986; France, about 55, 000; 


Austria а little over 25,000; other countries aggregate some 65,000." 


There is no reason why Great Britain should lag behind Germany, 
almost her equal iu iron production, for all the blast furnaces in 
Great Britain are close to great indnstrial centres requiring power. 
Moreover, the use of blast-furnace gas was first shown to -be 
possible by an Englishman, and the gas was first used in a gas 
engine in Scotland. The only reason must surely be sought in the 
supineness of those who might have benefited by what Germany 
has gained so much in carrying out. 

Mr. Merz is, we believe, on record as having endeavoured to show 
that with a gas-engine plant there must be also a steam plant asa 
stand-by. Mr. Bechtel points out in answer to tbis that on the 
Continent there are numerous works entirely denuded of steam 
plant. There is a steamless plant, for example, at Hayingen, where, 
when furnaces are started up, the blowing plant is driven by elec- 
tric motors from a plant several miles distant. Another steamless 
plant is that at George-Marienbütte, at Osnabrück. The works 
there sre all electrically-driven, the motive power being entirely 
gas; while at the Haspe works in Westphalia, producers have been 
erected to supplement an insufficient gas supply from the furnaces. 
Thus, there 1s no reason at all to maintain steam plant, and such 
statements are unfair, and show want of inquiry into facta. 

Then much is heard of the heavy upkeep of gas engines. At 11 
iron and steel works the annual costs of repairs and repair wages are 
only 1 to 2 per cent. of the first cost of the gas plant itself. The 
2 per cent. rate refers only to older plants. The following costs of 
repairs per kilowatt-hour are given with plant load factors of 
various degrees:— 


Cost per kw.-hour 


Load factor. in pence. 

57 per cent. -— 0:01000 

| 665 „ es 0:00875 
62:5 j) 0:01220 
330 „ es 0:01300 
66:0 уз vi 0 00640 


The average is 0°00851d. per unit. Thus, if so much as 2 per 
cent. be allowed for repairs and 7 per cent. for depreciation and 
4 per cent. for interest, the total charge for a 1, 000- B H P. plant will 
be 248. per B.H.P.-year and about 198. for a plant of 2,000 B H.P. 

About 1 gramme of oil per B H.P. per hour will rua the engine, 
dynamo and auxiliaries. This amounts to 2,111 gallons per year, 
at 18. 6d. to 18. 9d. per gallon. 

A 2,000-H.P. gas blowing plant ran during 19 months 13,639°5 
bours, and stood for 230°5 hours. The plant wages were £662; 
materials, oil, waste, &c., cost £665, and repairs £133; the total 
cost of running was £1,460, or 001284. per B.HP-hour. The 
stoppages were only such as were required for tap-hole repairs to 
the furnaces. 

The cost of attendance is to be determined by taking one un- 
skilled labourer as oiler for each tandem engine, and for two 
tandem engines together, or a twin taudem, one driver per shift. 
Tandem engines, *.e., engines with two double-acting cylinders, are 
built in sizes of from 400 to 3,000 B.H.P., and the wages cost is 


„The Nurnberg Gas Engine," by Richard Bechtel; paper read 
before the Birmingham Association of Mechanical Engineers. 


relatively smaller for the larger sizes. The manager of one of the 
largest ironworks reports that in his own experience the cost of 
upkeep and repairs has been considerably less for gas plant than 
for steam plant of the same output. In the face of all this evi- 
dence, there can no longer be any justification for refusing to 
accept modern gas engines on the score of uareliability. 

That there have been failures, goes without raying; but certain 
failures that have occurred have been almost invited, for they 
have been due to an improper choice of plant. Steam plant has 
been known to fail even when the engines have been copies or 
attempted copies of some well-proved design. With gae engines, 
as with steam engines, there are makers and makers, and it is 
the province of the engineer to select the rigbt maker. 

The author puts in a special plea for his own engine, to the effect 


that in all cases where the manager and staff have become familiar 


with the engine it has again been installed when an extension or 
alteration has become necessary. l 

Considering how immense has been the output of electrical 
machinery that the blast-furnace gas engine has brought about, it 
is a pity that our own ironmasters have done so little to help the 
electrical industry, and that the electrical engineer has in turn done 
80 little towards persuading the ironmasters out of their time-worn 
groove. That an awakening is now in progress, however, may be 
gathered from the foregoing abstract of Mr. Gridley's paper, which 
шо the vast possibilities of electrical development from 
waste heat. 


CORRESPONDENCE. 


Letters received by us after 5 р.м. om TUBSDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Samples with Tender. 


Among recent specifications issued for arc lamps was one 
in which 80 lamps in all were asked for, both alternating 
and continuous current. These lamps were to burn four in 
series, and the specification stated that four lamps of each sort, 
eight lamps in all, must be sent with the tender. It is 
therefore obvious that if there were 10 firms tendering for 
this contract, the total number of lamps supplied to satisfy 
the requirements for 80 lamps would be practically double 
that number. | | 

As you, Sire, have always taken up a strong position in 
regard to such improper clauses, we draw your attention to 
this matter in the hope that some way may be found to 
remove such unfair impositions from an industry which is 
already sufficiently handicapped. 

One of the Tenderers. 


[The samples would, presumably, have been returned, but 
the requirement in question was certainly unreasonable ; 
after two or three tenders had been selected, it might bave 
been in order, but not before.—Eps. E. R.] 


X-Ray Tubes. 
I am interested in the construction of a form of apparatus 


in which the maintenance of a constant degree of vacuum 


i8 essential, and shall be glad of any hints as to how this 
may best be ensured. 

Is the phenomenon of the degree of vacuum increasing 
with use peculiar to X-ray tubes, as distinct from other forms 
of vacuum tubes ; and, if so, why ? р 

. Jacey. 


Electrie Lighting Acts (Amendment) Bill. 


The argumenta put forward by ** Another Borough Elec- 
trical Engineer " I am afraid will not create much support for 
a Dill intended to grant such wide powers as are demanded 
by the proposed Electric Lighting Acta (Amendment) Bill. 

I always understood that the cry for statutory powers to 
do wiring work was based on the ground that it should be 
done on free wiring or instalment lines (otherwise as cheaply 
as possible) to compete with gas companies; it is news to 
me to learn that the powers are wanted to improve the 
quality of the wiring work as much as anything else. 

Perhaps * Another Borough Electrical Engineer" can 
explain how the work of these plumbers, decorators, &c., is 
passed and connected up to his supply if the same is not up 


to his tests and rules, a his remarks would have everyone 
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infer. A very large amount of wiring is done by this class 
of workman at prices which would not pay a municipal 
wiring department or the writer, but all the same it gets 
connected up, and the legitimate contractor has to face this 
competition. | i 

- * Contractor’s ” contention is that it is practically impos- 
sible for a municipal wiring department to pay at the wiring 
prices prevailing to-day, and I am sure anyone intimately 
acquainted with this branch of electric lighting will agree 
with him. | 

- * Borough Electrical Engineer" must live in some place 
unknown to the ordinary contractor, and I would advise 
him not to disclose his identity, otherwise his district may 
be invaded by a few more men anxious to find a spot where 
good work is appreciated, although probably not insisted on. 

The lines on which he runs his free wiring department 
in conjunction with his two real electrical contractors (who, 
by the bye, do not sell electric lamps) are distinctly unique, 
and I would ask him for what purpose he employs a staff of 
electricians when théy do not do the work they are specially 
engaged for? Free wiring by a corporation is to be done as 
cheaply as possible, consistent with a good installation, and 
surely a properly organised branch of wiremen, under the 
supervision of a competent engineer, ought to be able to do 
. an installation at a lower cost than any contractor could, 
especially as the former has only to avoid making a loss, 
. whilst the latter has to be sure of a profit. 

I am unable to reply to Another Borough Electrical 

Engineer's" question concerning the prospective electrical 
consumer who intends using gas for another year, as he 
puts forward no facts, giving only his own feelings on the 
matter; but even if there were dozens of these cases each 
year, and it was proved that in each case the consumer 
would have had electric light installed, it would be an 
expensive departure to install wiring departments to secure 
them. 
Borough Electrical Engineer" does not intend to see 
the strength of ** Contractor's” arguments; if the positions 
were reversed, and the former could see a possibility of his 
losing his living and his money invested in his business 
through unnecessary and unwarranted encroachments by the 
latter, then perhaps he would admit that the 4s. 2d. in the 
£ or the 1d. rate is hardly the point at issue. 

Municipalities do not need to speculate with the rate- 
payers' money by entering into this field, where competition is 
already £o keen that its effect is felt on the quality of the work 
done; their representatives, the borough electrical engineers, 
could, with beneficial results to their respective stations, 
devote a little more of their attention to the business they 
are expected to manage by maintaining a continuous and 
sleady supply, and by seeing that their consumers' installa- 
tions are fitted up as they should be. 

The materials used and the workmanship are seldom even 
superficially examined, and the test and the passing of the 
installation is left to the jointer and meter-fixer. | 

Repzatedly one can read in the daily papers of towns in 
darkness through burnt-out cables or machine breakdowns 
(faults which under proper management should not occur), 
and it is extinctions such as these which form the most 
powerful argument a canvasser has to meet when applying 
for new customers ; he ia not called upon to prove that his 
installation work will be done properly, but how will the 
electric light bill compare with the gas bill ? and can the 
supply be relied upon now? 

A large number of municipally-managed electric light 
stations do not pay for one or more reasons, and I think 
it is to be regretted that Borough Electrical Engineer 
and many of his colleagues should make such frantic efforts 
to start wiring departments when few contractors can even 
manage. to scrape along. To expect the majority of these 
stations to become remunerative by the simple addition of a 
wiring section, which would have to stand up against an 
army of established contractors, fighting in many cases for 
their lives, is, in my opinion, very bad business. 

I think if more of these stations were run by men with 
commercial as well as electrical experience, many of them 
would have a different tale to tell, and would not even 
attempt to hold wiring contractors responsible for the 
present state of their undertakings. 

Municipal finance is generally regarded with suspicion, 


and to most people who come in contact with it, the prospect 
of any addition to present operations is cause for alarm. 

As an illustration of what is going on to-day in the town 
from which I am writing, I will mention the following : 
The tramway department pays the electric light department 
(both municipal) about 20 per cent. more for its current per 
unit than an ordinary consumer can obtain it for for power 
purposes on certain rates; the tramway demand is a regular 
one, and can, of course, be estimated for in advance, yet a 
consumer with his uncertain consumption obtains better 
terms, and on lines such as these we must concede the 
wiring departments would be run and shown to pay. 

Borough electrical engineers are responsible for the 
existence of the jerry wireman, and it is surprising that 
they cannot bring themselves to acknowledge this fact ; if 
they wish to exterminate him, why not do it now with the 
weapons they are armed with? С 

Another Contractor. 


Failures of Exciters. 


I shall be glad to learn the many causes of this trouble, 
and how to remedy the same. The experience of some 
engineers who have had to contend with these difficulties 
would be welcome. S 


Н. 6. J. Barrow, | 
Colliery Manager. 
Maesteg, August 5th, 1909. 


TESTING CONDENSERS FOR LEAKAGES. 
| By "HARBBEE." 


EVERY year the number of condensing plante (chiefly 
surface condensers) installed is rapidly increasing, and 
competition is becoming keener between engine builders 
with regard to water consumption or pounds of water per 
B.H.P.-hour on the various engines. These tests are often 
carried to the third decimal place. | 

If this minute estimation is likely to continue, I think it 
high time we had it more widely known how simple, yet very 
reliable, testa can be made for leaky condensers. The 
makers’ usual practice is to put a light water pressure, first 
on cooling surface side and afterwards on condensed water 
side, at the same time carefully looking out for any water 
trickling through. 

The station engineer, if doubtful, will ran condensing plant 
for several hours with only circulating water going through 
the cooling surface, and carefully note if any condensed 
water is thrown up by the pump. Both of these methods 
for ordinary working conditions may suffice, but for a 
close competitive test they would not be to my mind 
gufficiently accurate, because I have known the behaviour of 
leakages to be very different when both waters are going 
through, than when one only is used. My contention is that 
a condenser, like any other machine, should be tested under 
its full-load working conditions, and so far as I know, there 
is no mechanical means of doing this, it is purely one for 
chemistry and, personally, I consider the silver nitrate test for 
chlorine or chloride to be the most suitable. | 

Even in the hands of an amateur it is possible to trace 
salt in water, although it may be only one part of salt to one 
hundred-thousand parts of water. Therefore the leakage, 
however slight, is quickly disclosed by the test mentioned. 

The water frequently used for cooling purposes is that 
generally known as surface water, drawn from rivers, canals, 
&c., and such is always found to contein, among other 
things, sodium chloride, or common salt, in variable quan- 


` tities. This, together with the fact that condensed water 


should never contain sodium salts, enables one to make a 
very reliable test for any leakage in a condenser. To carry 
out the test, we shall require a standard solution of silver 
nitrate, which can be purchased from any qualified chemist, 
or to those who care to make it themselves, the particulars 
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are as follows :—Dissolve 2:394 grams of pure recrystallised 
silver nitrate in distilled water, and make solution ,up to 
1 litre. We shall also require a solution of potassium 
chromate, made by dissolving potassium chromate in distilled 
"e 3 one part of chromate to 10 parts by weight of water. 

is 
indicator. The principle upon which the indicator depends 
is that silver combines with chlorine in preference to 
chromic acid, and that accordingly no red chromate of silver 
is capable of being formed во long as chlorides are in the 
water, bu& that red chromate of silver instantly forms the 
moment nitrate of silver is in the slightest excess. There- 
fore, if we take a sample of water known to contain 
chlorine salts, and into this drop, spot by spot, the silver 
"nitrate solution, a white precipitate of chloride of silver will 
form, and continue to do &o, until all the chlorine in the 
water has been precipitated. But, as will be seen upon 
making the experiment, there is a difficulty in observing the 
exact p at which the formation of the precipitate ceases, 
and this difficulty is overcome by the use of the colour 
indicator, potassium chromate. 

The details of analysis are as follows :—Measure ont care- 
fully 50 cubic centimetres of the condensed water, which 
should then be passed through a filter paper into a clean 
porcelain dish. To this add about half a dozen spots of the 
colour indicator, potassium chromate, at the same time 
stirring with a glass rod, the colour of the water then will be 
distinctly yellow ; this being &o, the silver nitrate solution, 
which should be contained in a properly graduated burette, 
is carefully dropped, spot by spot, into the water, which 
should be constantly stirred the whole of the time. 
observed, the first few spots will become red directly they 
touch the water and die away to a pale yellow on stirring, that 
is, if sodium chlorides are present. The dropping in of silver 
nitrate solution should be continued, as well as the stirring, 
until the water becomes permanently red. 

The very earliest moment at which the chromate of silver 
begins to form, or the redness becomes persistent, the addi- 
tion of silver solution should be stopped and the amount 
used read off from the graduated burette ; from this we can 
ascertain the quantity of salt present in the water. 

One cubic centimetre of silver nitrate solution practically 
corresponds to one grain of salt per gallon of water. If on 
adding the first one or two spots of silver nitrate solution, 
the condensed water (which had previously been coloured 
by indicator) becomes permanently red, it is quite certain 
that there is little or no salt in the water, consequently 
the condenser may be considered quite bottle tight. If, 
on.the other hand, it requires several cubic centimetres of 
silver nitrate solution to bring about a permanent red colour, 
then the condenser is certainly leaking ; to what extent may 
be judged by the quantity of salt found to be present. 


NAVAL VOLTAGES. 


ON board a warship it i8 necessary to fix some standard of 
voltage that will serve a variety of purposes. The e are the 
ship lighting, the various motors, the searchlights; and now 
even the gun and telephone circuits are beginning to derive 
their energy from the ship’s dynamo. 

The problem of settling what voltage is most suitable for 
general service purposes, is not quite so easy as it might 
appear at first sight. Until recently 80 volts was considered 
sufficient, but latterly it has been found necessary to increase 
this amount up to 200 and even more. 

The reason why so low a voltage was originally selected is 
to be traced to the introduction of the searchlight. When 
men-of-war were first supplied with dynamos, the sole raison 
d'étre of the dynamo was the searchlight ; accordingly all 
instruments were calibrated to suit the searchlight dynamo, 
the voltage of which was fixed by the requirements of an arc 
light, with the customary ample margin of safety to allow 
for contingencies. 

The arc light requires at least 40 volts to work ratis- 
factorily, was the argument ; there are certain losses to be 
allowed for ; also it may be desirable on occasion to burn 
the light at a distance from the ship, incurring further 


potassium chromate solution is used as a colour 


caution, ав behoved the pioneers of a rash exper 


As will be 


losses in the long feeders necessary. We can afford to be 
generous ; let us double the minimum voltage required. 
Accordingly s searchlight resistance was designed to 


‘absorb the surplus, and 80 volts became the standard 


pressure. | 

Later, when electric light was introduced as an alterna- 
tive to the © purser’s dip," it was necessary to proceed with 
iment. 

Eighty-volt lamps were chosen, to suit the ship's dynamo, 
and on rare occasions, when steam was raised in the ship's 
boilers, the officers basked in the luxuriant brilliance of the 
Ediswan lamp. Slowly the electric light crept through the 
stages of luxury and convenience until it became a necessity, 
and the lighting of the ship became perhaps the most impor- 
tant duty that the dynamo performed. True, it could light 
the searchlight when required, but that was now quite aside 
issue. 

Gradually experimental motors began to make their 
appearance. The manner in which the engineer had wrested 
the capstan from his grasp was always a sore point with the 
sailor, and it lay to the honour of the torpedo man to reclaim 
it. A cautious Admiralty at length presented the torpedo 
staff with an electric capstan to play about with. True, they 
refused to go to the expense of providing him with a really 
efficient toy, but since they placed it on the quarterdeck 
where it was not of much use to any one, this did not matter 
a great deal. If it was really required, the motor could be 
disconnected and bars shipped in the ordinary way for work- 
ing it by hand. 

The torpedo man, however, refased to be discouraged ; he 
made the best of circumstances, and, wading through an 
unmerciful amount of chaff, at length succeeded in getting a 
footing. Electric motors began to appear in all parte of the 
sbip. 

h the ammunition hoists, the turrete, and the ventilating 
plant step by step, hydraulic machinery and steam began to 
give place to electricity. Finally the boat hoist was re- 
captured from the engine room, after a stout resistance, and 
the engine-room staff was driven below, behind the 
armoured belt. The dynamos were further called upon to 
supply the initial current for wireless telegraphy—and all 
this on 80 volts. Through all its evolution from two poles 
to six, from gauze to cabon brushes, the Gramme ring, 
drum armature, lap winding and wave, the dynamo sang its 
old refrain, Forty volte for the arc light and forty to 
spare.” No matter that the distant glow lamps began to 
grow dim, and the motors ran slow. Larger cross-section 
in the feeders and lower voltage lamps, was the reply. But 
this sort of thing could not go on indefinitely. Desperate 
characters among. the torpedo staff urged a few more revolu- 
tions out of their dynamos and manipulated their instra- 
ments. It was whispered that voltmeters had come back 
to the dockyards registering as much as 5 volts under 
standard, and engineers began to complain about the coal 
consumed for the number of watt-hours logged. 

The matter was serious, and called for immediate action. 
Something had to be done, and the Admiralty decided to do 
it handsomely ; with unprecedented generosity they presented 
the torpedo staff with another 120 volts. | 

It was а big leap; the note of the dynamo b:came 
changed. The glow lamps, the motors, the wireless trens- 
former, was the cry, let the searchlights come in where they 
can. 

And now mark the irony of fate. The two searchlighte, 
one on either side of the bridge, have been multiplied by 
four; the wireless transformer has given place to a motor 
alternator. Busybodies are introducing low-voltage lamps 
of high efficiency which bid fair to oust the carbon-filament 
lamp, dynamo firing has superseded battery power at the 
guns, and even the communication system, fire control, bells 
and telephones are going to the dynamo for their energy. 
All these things demand low voltages, and what has been 
saved in lighter wiring may be more than counterbalance 
by weighty motor transformers, which are springing UP 
everywhere and occupying much valuable space within the 
armoured belt. | 

The time is not far distant when all guns will be 
electrically trained, more ammunition will have to be 
carried, and its supply by electric power will have to be 
acoelerated. Already electricity has displaced hydraulic 
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power in the turrets of опе of our latest warships. Every 
where electricity is in demand; the bigger the ship, the longer 
the wiring and the stronger the demand for a margin of voltage. 

What, then, is to be the terminal voltage of the. main 
dynamo? Оп what is it to be based? 
for thé searchlight is a cry which still makes itself heard, 
and cannot be disregarded ; 200 amperes is the least that 
must be supplied in the way of current, and with high 
voltages and eight arcs or more to deal with, a large surplus 
is no insignificant matter to handle. | 

The old-fashioned seamanship with its bundred uses for a 
‘single spar was built upon the solid foundation of experience 
and necessity ; it accepted an appliance for what it was 
worth, in the work for which it was designed, as a starting 
point, and then began to enlarge its field of application. 
The same spirit that saw in the spare topmast, a jury rudder, 
a lifting derrick, and a spare mainyard as well, has elevated 
the little searchlight dynamo to a far more dignified position. 
We live in an age of experiment and reform, but, though the 
older methods of advance by measured stages may have erred 


on the side of caution, they were founded on material 


solid to the core. 


LEGAL. " 


DEVONPORT CORPORATION v. DEVONPORT AND DisTRIOT 
: TRAMWAYS Co. 


JUDGMENT was given at Devonport Police Court on Wednesday last 
week in this case, which was reported in our last issue. 

Dr. G. A. Калк, in giving judgment, said there were two sets of 
summonses, one for non- running of the service of cars as required 
by the Corporation in the public interest, and the second 
for the non-supply of the workmen's cars, as specified and 
required. The Coort found against the defendant company, 
in both cases, and fined the company the maximum— £5 — and 
costs for the first day in tbe first set of summonses. "There were 
83 summonses of the same character following that, and in those the 
fine was 2s. 6d. and costs for each day. On the second set there 


were 71 summonses; the company would be fiued £2 and costs | 


for the first day for non-running of workmen's cars, and for the 
subsequept dates 1s. and costs in each case. 

On Friday Mz. T. H. GILL applied to the Bench to grant a special 
case for appeal in respect of the decision, for the determination of 
the King's Bench Division, as the defendants alleged that the 
decision that the magistrates gave was erroneous in Jaw. 


NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. 


30-Amp. Fuse-Switeh. 


The Ватпзн Егествіс CaLiBRATED Fuse Co, Harpenden, 
have sent us particulars of а Tuse-switch, designed for small 
capacities. It is manufactured only in one size, and can be fitted 


Fig. 1.—Bh:718H8 ELEOTRIO CALIBRATED F'usm-SwiTCH. 


with calibrated fuses up to 30 amps., 500 volts. The cast-iron case 
is securely fastened with a small brass clip, which opens with a 
touch of the finger, and when the box is opened the circuit is. 


Forty volts: 


Fig. 4.—ОювтАПЗ or THE Влмла OOUPLING. 


automatically broken. When replacing a fuse, no screws have to 
be touched, the fases beiog held in specially-designed phosphor- 
bronze clips. The operation of ‘renewing a fuse takes only one 
second. The cast-iron box is lined throughout with asbestos, and 
the slates are also insulated from the box by bushes. | 
The only part of the switch which has any tendency to went is a 
small leaf that makes contact between the main terminals and the 
fuse; this is readily renewed by the users themselves. Simplicity 
апа compactness are obvious features of the design. prs 


* Cantie”? Switches. 

The CaxTIE" Вуттсн MAnUrAcrugmd Co., of 67, Mount Street, 
Nottingham, send us particulars of their latest line in switches— 
the “ Cantie patent switch No. 3. The construction of this device is 
shown in the accompanying fig. 2. The switch is mounted ona 
strong non-hygroscopic china base, provided with fillets and a 
central division, which make it very difficult to touch a live part 
when the switch is off. The switch itself is of the knife pattern, 
bat, thanks to the ingenious arrangement at the pivot, the blade is 
given a longitudinal motion in the contact jaws as well as a radial 


motion, and snaps in ‘or out; there is no possibility of producing 
an arc. The contacts are of phosphor-bronze, with a smooth bend 
of new form, and are so designed that both front and back contacts 
break at the same time. The sweating thimbles for the cable ends 
fit closely into split holes, and cannot work loose when once 
tightened in position. The 25-amp. size here. illustrated has been 
tested at the National Physical Laboratory, and reported on as 
suitable for 500 volts; the insulation resistance was over 
100 megohms. 
The switch is also to be had mounted in a watertight cast-iron 
self-locking case, which cannot be opened unless the switch is off; 
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nor can the switch be роб on till the case is closed. "The joint ів 
made with tallowed asbestos in & groove, and the spindle is also 
packed with asbestos, while the lesd holes are tapped for conduit. 
Fig. 3 shows the watertight switch and fuse, the case just described 
кш enlarged to receive the two fuses. The connecting bars are 
of mica. 

We have examined samples of both the switches illustrated, and 


have no hesitation in expressing approval of the design. 


Bamag Elastic Couplings. 
Мв. C. A. Matruews, of 12, Newport Road, Chorlton-cum-Hardy. 


agent for the Bamag" couplings in the North of England and 


MEO 


Sootland, has sent us particulars of these devices. The coupling 
consists essentially of a pair of disks with axial holes /, tig. 4, near the 
circumference, into which are fitted studs of leather or rubber, e; the 
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torque is transmitted through these studs, which are in shear, the 
large radius being adopted to reduce the stress upon them. The 
studs are held in place by spring rings fitting into grooves, as at g, 
figs. 4. and 5. If desired, spring joints can be provided, as iu fig. 5, 
which permit of slight longitudinal movements of the shafts with- 
out allowing them to touch; this is especially recommended for 
electrical driving. In larger sizes the disks are made of cast-steel, 
up to 9 ft. in diameter, with a correspondingly increased number of 
studs ; a coupling of this size can transmit normally nearly 7,000 H.P. 


"s Ж м "Umm » 


Еа, 6.—ВАмА@а ELASTICC COUPLING. 


continuously, and weighs rather more than 7 tone. Sach couplings 
are suitable for rolling mills and haulage machinery, and have been 
used to transmit 5.000 н.р. at 108 R.P M., in an ironworks. Fig. 6 
shows the steel disks and the studs separated. | 

The couplings are suitable for reversing drives, and are readily 
unshipped when required, without moving the shafts; uncoupling 
can be effected by taking out the studs. Momentary overloads of 
100 per cent.can be carried, and 20 per cent. overload can safely 
be transmitted for half an hour. | 


BUSINESS NOTES. 


Consular Notes.—Japan.—The British Consul at 


Osaka reports that in the supply of electrical machinery, equip- 
ment, &c., there is active competition between British, American 
and German manufacturers. Until recently an American firm bad 
practically & monopoly in the district, but latterly British and 
German firms have secured contracte. With the opening up of 
electric railways and the oxtension of various electric light com- 
panies it is probable that large quantities of electrical machinery, 
&c., will be required during the next few years. Generally speak- 
ing, the engines and boilers in Osaka factories are of British make. 
At present there is considerable demand for boilers made by a 
British firm, who seem likely to secure a monopoly in the future. 
It is impossible for British manufacturers to secure contracts for 
machinery, &c., unless they have an experienced representative on. 
the spot, asa knowledge of local and personal considerations and 
the methods of tendering is absolutely essential. 

Portugal.—The British Consal at Oporto reports that consider- 
able attention is now being paid in Portugal to the matter of the 
utilisation of water-power. Some water-power is already being 
utilised for industrial and lighting purposes, and its development 
in the near future is likely to be considerable. The Consul states 
that, to the best of his knowledge, the Swiss and German manu- 
facturers of both turbines and electrical machinery have so far 
received all the orders that have been placed. 

Peru.—The British Consul at Iquitos reports that the installa- 
tion of wireless telegraphy of the German system known as 
Telefunken was completed on July 28tb, 1908, but was not 
opened for public service till September 15th. It bas proved very 
successful, but as the wireless stations only extend as far as 
Puerto Bermudez on the River Pichio, messages for Lima and 
Europe have to be sent thence by wire and telephone, and it is 
here that interruptions are continually occurring. However, it is 
understood that one or two more stations will be erected to ensure 
continual communication. The distance between towers is about 
300 kiloms, and their height varies from 45 to 65 metres. The 
price charged per word to Lima is 44 c. (about 104d.). 

Mozambique.—The British Consul at Beira, in a recent report, 
states that the installation of an electric light plant has been 
undertaken by a partnership firm consisting of an Italian and a 
Frenchman. The supplies have all been purchased in Italy. The 
street wires have y been erected, but further p ss is 
obstructed by the non-arrival of the dynamo from Italy. e use 
of electric light, if the installation is completed, is likely to prove 
an expensive luxury to the consumer. 

The British Oonsular Agent at Quilimane reports that during 
1908 commerce has benefited much through the opening of a 
British cable station at Quilimane which places that town in 


M 


direct communication with the outer world; the result is that 
telegrams now reach their destination, which was not always the 
case previously. 

‘Turkey.—The British Consul at Adana reports that electric 
appliances were in the past supplied by Germans, but there is no 
reason why British firms should not enter the market. There are 
two projects for utilising water power for light and power at 
Adang,\Tarsus‘and Mersina. Tarsus has already an installation of 
electric light set-up by a Swiss engineer. Of the two projects for 
light and power, details, as far as obtainable, 
have been sent to the Board of Trade. The 
other project—which the Consul fears is a 
rival one—is for 8,000 н.р. from water tur- 
bines some eight miles from Tarsus. The 
promoter is the owner of the new cotton 
mill at Tarsus. The Swiss engineer already 
on the spot has, the Consul believes, the 
order for the macbines should the con- 
cession be granted, but he does not know 
if the bargain is concluded. In addition 
to these large projects electrical appliances 
of all sorts will be wanted in the three 
towns when and if light and power arrive. 

Siam.—In a report оп the Western Siamese 
States, H.M. Consul states that the рова 
of rubber in Kedah are excellent, but only 
one estate has any trees of a tappable age at 
present. The majority of the trees are from 
two to four years old, but all are looking 
very well, even when planted in what would 
appear to be an uncongenial soil. The 
great difficulty which planters bave to con- 
tend with is the labour supply, as the local 
labour is unsatisfactory, and the Straits 
Government do their best in accordance with 
the agreement with India to prevent Tamil 
| coolies from migrating to Kedah where 
they are beyond the paternal care of the British Government. 
If Kedah is to become a protected State of the United 
Kingdom, the difficulty will doubtless cease to exist, and Kedah 
will obtain all the Tami? labour she requires. Another much-felt- 
want is a proper survey, and as a result, sound title deeds. 

The Azores.—The British Consul reports that in the sammer of 
1908, operations were commenced for the establishment of wireless 
telegraph stations at Ponta Delgada and St. Mary’s, and when 
these are completed, stations will also be opened on some of the 
otber islands. 

Italy.—The British Consul at Genoa reports that the Italian 
State railway has given the work of electrification of the Campasso- 
Busalla line to the Westinghouse Co. at Vado. This line carries 
the traffic from Genoa to Piedmont, Lombardy, the Venetian pro- 
vinces and Switzerland, and runs parallel to the other line, carrying 
similar traffic, as far as Ronco, where the two join. The length of 
the electric line will be 114 miles, and it will be a double track 
throughout. The steam power for the generating station will be 
supplied with boilers and with turbo-generators and &witchboards 
manufactured in England. For the four transformer sub-stations 
the switchboards will also be procured from England, while the 
transformers—four single-phase for each sub-station—will be manu- 
factured at Vado. Elsewhere in bis report the Consul states that 
a Marconi wireless station has been erected at the end of the Molo 
Vecchio at Genoa, but is not yet working. Adjoining is a work- 


shop for mounting and repairing wireless plant and apparatus; as 


it is the only one in the Mediterranean, the Consorzio has granted 
special facilities to Mr. Marconi. New electric grab and hydraulic 
cranes have been erected on the piers, which, effecting an economy 


in cost of discharge, are a profit to the Consorsio, so that it is pro- 


posed to order 13 more to be placed on the Caracciolo jetty when 
finisbed ; these cranes will be ordered in Berlin, whence the others 
came. с 

The British Vice-Oonsul at Savona reports that the electrification 
of the Savona-San Giuseppe Railway line, about 13 miles long, has 
been definitely decided on by the Italian State Railway. The steam 
electric central station will probably be built at Vado, a village 3 miles 
from Savona. The plant will consist of two turbo-generator groups 
of 5,000 Kw. each, producing an electric current at 13,000 volta, 
three-phase, 15 periods, carried to the line by two principal feeders, 
supported by iron poles with wire of ,& in. diameter. Four sub- 
stations will be erected. A decision has not yet been taken as to 
which overhead line system will be adopted. The electric loco- 
motives will be of the five-axle type, all coupled and provided 
with two three-phase motors with direct action at the tension of 
3,000 volts, 15 periods, These locomotives will have two normal 
speeds—one of 14 miles and the other of 28 miles—which will be 
obtained in the first case by inserting the two motors in cascade 
connection with each other, and in the second by connecting the 
two motors in parallel. The order for 15 of these electric looo- 
motives has been placed with the Società Italiana Westinghouse, 
and they are already being built at their works at Vado. The 
Savona-San Giuseppe line will carry the traffic from Savona to 
Piedmont, 38 goods and eight passenger up trains a day, and 18 
goods and six passenger down trains, will be run on this line; the 
maximum gradient to be met is of about 25 per 1,000. The 
ascending goods trains have a weight of about 400 tons, and will 
be hauled by two locomotives. 

Spain.—The British Consul at Corunna reports that the lighting 
of the town is undertaken by two companies, the Société d'Eclairage 
de la Corogne et Vigo and the Sociedad Co-operativa Electrica, 
which both receive their power from the same source—a stream near 
Puentedueme, near Ferrol Great competition existed between 
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these two companies by which the consumer benefited, but they 
have now come to an arrangement and work together. The lamps 
and fittings employed all come from Germany, and are supplied 
by agencies in Madrid, The number of lamps used annually is 
about 55,000, and they are nearly all of the bayonet-holder pattern. 

The British Consul at Gijon reports that the tramways in that 
town have been taken over by one of the Thomson-Houston com- 
panies, and are now being converted from horse to electric traction. 
No extension of the line worthy of mention is to be made at present, 
but as soon as the new Government road from Gijon to the port of 
Masel is open, it is proposed to run a line to that harbour. 

China.—The British Consul at Tientsin reports that, within the 
last two or three years, the system of tramways worked by the 
. Cie de Tramway et d’Eclairage Electriques de Tientsin, a Belgian 

company, has been considerably extended. Originally designed 
only to make a circuit round the Chinese city along the boule- 
vards formed by the demolition of the old city walls, with an 
extension along the Chinese Bund, the system was carried across 
the river to the Austrian concession by a bridge opened in 
November, 1906; and in May, 1907, an agreement was concluded 
with the Japanese concession for running the line through the main 
street of that concession and thus providing a direct route between 
the foreign settlements and the Chinese city apart from the route 
through the Russian, Italian and Austrian concessions on the other 
side of the river. Until this extension was carried out, the tram- 
ways did not pay, but it is now believed that their tuccess in the 
future is assured. There are between 8 and 9 miles open to traffic, 
nearly all double track. The receipts from the tramways alone 
&re given as £13,120 in 1907 and £19,400 in 1908, but the Consul has 
been unable to ascertain the coat of working. The electric lighting 
business of this company has also greatly increased. In 1907 the 
receipts were £4,680 and in 1908, £6,240. 

The British Consul at Chungking reports that the Ohung- 
king Electric Light Co., a Chinese company, started operations 
on & small scale in June, 1908. They are running 220 lamps 
of 16-0.р. each, and the dynamo is driven by a 5-in. belt from a 
small vertical engine of about 22 н.р. The company is now con- 


sidering tenders from various firms for the erection of a big piant : 


to light the whole city, and a piece of ground bas been boug 
side the Tai Ping Men on which to erect the plant. 

The British Consul at Wuhu reports that a Chinese company was 
formed there some two years ago to supply the town with electric 
light, and expected to commence operations early in April, 1909. 


United States.—The British Consul at St. Louis reports that 
the output of electríc cars during 1908 was not more than one-third 
to one-half of the usual number turned out. Passenger coaches for 
steam railway service have been one of the features of the industry, 
but during the past year only a few were manufactured. A lors 
of more than 50 per cent. is to be noted, approximate value being 
about £60,000. Of new cars made and those repaired, the business 
for the year amounted to not more than one-fourth its usual volume, 
or a total of about £1,200,000, making the car-building industry of 
St. Louis for 1908 about £1,800,000. | 

The British Consul at Baltimore reports that the Winchester 
and Washington Electric Railway Co. has constructed a dam 
of concrete across the Shenandoah River at Millville, Jefferson 
County, West "Virginia, about 10 miles south of Harper's 
Ferry. It is built on a rock foundation; its length is 1,000 ft., 
and it is 13 ft. in width at the bottom and 4 ft. at the top. 

The cost is given аб £61,700. It is used for furnishing power that 
operates an electric light and power plant which supplies Win- 
chester, Virginia and other places: knd as far as Harper's Ferry, 
over high-tension lines at 22,000 volte. The construction of the 
dam across the Susquehanna River at McCall's Ferry has ceased 
for the present, owing, it is ssid, to the money stringency. 

The British Vice. Consul at Richmond reports that there are 457 
miles of electric railway in operation in Virginia, of wbich 30 miles 
were constructed during the year 1907. The total earnings were 
£755,804, the percentage of expenses to earnings being 70:36. The 
average daily wage to the 3,581 employés was 7s. 7d. 

French West Africa.—The British Consul at Sekar reports 
that the total amount of rubber exported from French West Africa 


out- 


during 1907 was 3,713 tons, valued at 30,000,000 fr., equal to 


£1,200,000. The rubber industry has been seriously depressed 
during the last two years, prices in Europe having dropped from 
12°50 fr. (108.), to as low as 4:50 fr. (Зв. 74d.) per kg. The Ivory 
Coast and French Guinea are the principal rubber producers in 
French West Africa, and the crisis in the rubber industry was 
severely felt by merchants and importers of these Colonies, The 
price paid to the native gatherers of rubber, which in ordinary 
years was on an average 7 fr. per kg., was reduced during 1907 and 
1908 to 3 fr. per kg., an amount about sufficient to enable him to 
pay his taxes, but insufficient to allow him to purchase imported 
mantfactured articles. The chief exporting ports are Аввіпіе, 
ваш, Labon and Sassandra on the Ivory Coast; Conakry, in 
Guinea; and Ziguinchor, Dakar and St. Louis, in Senegal. The 
exports from Togo ‘and Portuguese Guinea amounted to 164 and 
А tons respectively in 1907, and. to 147 tons from the former in 
Brazil.—The British Consul at Santos reports that it ma 
be affirmed that the State of Sao Paulo Ша been the cradle 
of the utilisation of hydraulic power in Brazil for generating 
electricity; that at present turned to account, however, is but 
insignifi comparison with the immense undeveloped 
State гаса in the 5 large 
perty, and to a e extent still 
e oret The hydro-electrio stations constructed in 
the are that of the Tramway, Light and 55 


at Parnahybe, with a capacity of 8,000 R. r., and those of 


- capital. Until now no work has been 


other companies, vis.:—At Jundiahy, generating 1,000 KW.; 
Sorocaba, generating 1,000 xw.; Rio Glaro, generating 580 Kw.; 
Mococa, generating 500 xw. ; Peracicaba, generating 450 Kw. 

The important hydro-electric station in course of construction 
by the tos Dock Co. at the Italinga Falls near to Santos, 
which should be completed in a year's time, will transform and 
transmit electric energy of 3,000 Kw., which will be used in work- 
ing the cranes on the quay at Santos, and the supply of light and 
power to that city. The principal waterfalls surveyed, but во far 
not utilised, are :—On the River Parana: Urubu Panga 447,000 H р. 
On the River Grande: Patos 400,000 н.р, Maribondo 61,000 H P., 
Avanhandava 57,700 Hr. Itapura 40,000 нр, J uqueryquere 
40,000 H.P., Cruzes 40,000 H.P., Ilha Secca 40,000 H.P. 

The British Vice-Consul at Ourityba reports that the only exist- 
ing tramway line is worked by mule traction. The company has 
the concession to electrify the line and to extend it to neighbour- 
ing towns and villages. It is petitioning the State and municipal 
Government to assist by giving, a guarantee on the necessary 
begun. The most important 
enterprise in this branch of industry is the Empresa de Electricidad 
de Curityba, which possesses а concession for 30 years to supply the 
electric light to the capital. The company is German, and nearly 
all the material used is of German origin. It is doing well, and 
last year made 20 per cent. net profit on the capital invested. The 
same enterprise has another concession for 50 years, to explore the 
waterfall of Cayacanga, on the River I znassu, distant 40 miles from 
Curityba, for the production of electric light and power. There 
are several electric plants in other towns through the State, and 
others are in construction. They are generally built by Germans, 
and with German material. SA 

The British Consul at Porto Alegre reports that during the 
year 1908 the municipality completed. the installation of an 
electrio lighting system principally for tbe public illumination of 
the suburbs and p of the city not lighted by gas. A very 
limited number of private consumers is also supplied where gas 
cannot be obtained, bat the installation. is not arge enough to 
supply electric lighting in a general way. A concession for 
supplying electric light to private consumers within a limited sone 
of the city, was held by a native company (Fiat Lux), but expired 
in April, 1909, and the whole of the town and suburbs is open to 
all comers. | | 

Russla.— The British Consul at Odessa reports that, in spite of 
the Government approval of their scheme for the electrification of 
the Odessa tramways, the tramway company have not yet been able 
to begin work owing to fresh prelimioary difficulties. The tender 
of the Soc été Anonyme des Tramways d'Odessa was accepted for 
the construction of an electric supply station. A telegraph cable 
was laid from Sevastopol to Varna by a British firm during 1908, 
and it began work on August 2ad of that year. 

The British Vice-Consul at. Nicolaieff reports that although the 
Town Council decided in principle to grant a concession for the 
electrification of the existing horse tramways in May, 1908, nothing 
definite has as yet been settled. The Government has assigned a 
sum of money for the improvement of the existing telegraph and 
telephone communication between Nicolaieff and Odessa. This 
work should be undertaken during 1909. | 

The British Vice-Consul at Kharkov reports that an electric tram- 
way was built some years ago by the municipality to the goods station 
of the South-Eastern Railway, but in the rest of the town, and to 
the fine Central Railway Station, a Belgian company runs dilapi- 
dated horse tramwaye. The proposal of this company to introduce 
electrio traction on the condition of extension for another 31 years 


ok the existing concession is now being hotly discussed, but it is 


likely to be refused, although the municipality cannot provide the 
fands forthe improvement independently. 

The British Vice-Consul at Kherson reporte that the municipality 
are now discussing the terms of а toncession to French capitalists 
for building «lectric tramways in the town and to the railway 
station, of an aggregate length of about 114 miles. The electric 
lighting of the town and port was put into operation in March, 
19C9. A. | 

The British Vice-Oonsul at Bevastopol reports that the project 
of an electric railway to Jalta and the south coast, which has been 
under consideration for some years, is now coming somewhat more 
to the front. Surveys and estimates have been made, and three 
different routes are projected ; one is from Simpheropol to Aloushta 
and Jalta, another from Bachtchi-Serai to Jalta, and à third to 
Sevastopol by way of Balaclava and the south coast. The cost of 
the line, according to whichever route may be decided upon, is 
estimated at 10,000,000 to 15,000,000 roubles ‘(1,055,000 to 
£1,583,000). A society has been formed in Bt. Petersburg with the 
object of forming a share company of electric railways in the 
Orimea, but the necessary capital seems hard to find, and the 
Government seems disposed to grant a concession to a Russian 
company only. 

Simplex Lamps.—Messrs. SIMPLEX CONDUITS, LTD., 
inform us that they can now supply high-voltage lamps of 25 с.Р., 
suitable for burning direct on ciroaits from 200 to 250 volts. 


Annual Outing. — The employés of Messrs. Coxa 
WALEKEBS, LTD. had their annual excursion to Scarborough on 
Saturday, July 31st. 


Heywood Contract Arbitration.—The award of the 
arbitrator (Mr. S. L. Pearce) in the matter of the Heywood Oor- 
poration and Messrs. Whipp & Bourne, with respect to the contract 
for the supply of a balancer booster set, is against the Corporation. 


Russian Platinum Agreements.—A further stage in 
connection with the Russian pum question is reported from 
Paris as having been reached between the Compagnie Industrielle 
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du Platine and the Demidoff heirs. The negotiations between 
the two parties, which were suspended some time ago in conse- 
quence of legal difficulties, were recently resumed, and have led, 
it is stated, to the conclusion of an understanding between the 
company and M. Rstkoff, manager of the Russian undertaking, 
which only requires the settlement of details to complete the 
agreement. The understanding desired on both sides has been 
difficult to arrive at on account of legal considerations, as the 
Demidoff heirs are not ownera of the mine, but only have a pro- 
visional and poo-defined right of working, which can at any time 


be ended by the Russian Government under certain preliminary 


conditions. On the basis of the new arrangement it is now pro- 
posed, with the full consent of the Government, to conclude an 
agreement whereby the Compagnie Industrielle will take over the 
ore produced in the mine from the present holders, and this 
agreement would remain ia force in tbe cate of their 
successors. This agreement is to come into operation on the 
expiration of the existing contract between the Demidoff heirs and 
a London firm. By means of the agreement the French company 
is to obtain a more effective control over the market, especially as 
the company will then devote attention by improved organisation 
to the reduction of the thefts at the mine, which are declared to be 
extensive. The compavy will make large advances to the Russian 
undertaking by the creation of fresh bond capital, which will be all 
the more easily raised, as the existing bonds, excepting a small sum, 
have already been redeemed. 


Book Notices.—Llectric Storage Batterves fur Load 
"Peaks at Power Stations —In this little brochure, recently sent us 
by the D.P. Battery Co., Ltd., of Bakewell, an attempt is made to 
drive home certain facts and to expose certain fallacies in con- 
nection with the use of storage in electricity works. The undoubted 
fact, for instance, that a storage battery is the most reliable source 
of electrical energy that can possibly be installed is emphasised ; the 
readiness of manufactuters to undertake the maintenance of 
batteries at their full capacity at a rate of about 7 per cent. on their 
capital cost (on a 10-year basis) is proof of their durability, and 
while their efficiency, conridered alone, is admittedly only 70 to 75 
per cent., the effective efficiency is a totally different matter; for 
not only does the inefficiency of the battery affect only a small pro- 
portion of the total output (tbat constituting the “ peak ") but, in 
addition, the battery is usually charged under conditions which 
enable the cost of the charging energy to be reduced to a fraction of 
the usual generating cost, thus practically counteracting the 
inefficiency. Following the paper read last year by Mr. A. M. 
Taylor, and the discussion thereon, the company builds up a strong 
case in favour of the storage battery, and drives it home witha 
practical example of material reduetion of fuel consumption per 
unit generated by a Diesel cet, due to the installation of a battery. 

The Press Album. Elited by Thos. Catling. London: John 
Murray. 1909. Price 21s. net.—This handsome volume is a 
symposium by various well-known authors, artists and others, 
issued in aid of the journaliste’ orphan fund, which was founded in 
1892, and has done admirable work. The proposal to bring out 
tbe book originated at a Press dinner, and was warmly taken up on 
every band ; the only difficulty arose in connection with the title, 
with which, however, we see no reason to quarrel. The album 
(édition de luxe) is bound in white and gold, and has for frontis- 
piece a portrait in colours of His Majesty the King. The contents 
include many beautiful collotypes, half-toses and other iliustra- 
tions, some now published for the first time ; numerous autographs 
testify to the interest of distinguished men in various walks of life 
in the Orphan Fand, while the bulk of the contents consists of short 
stories, poems and essays by well-known authors. Apart altogether 
from its charitable purpose, the book is well worth purchase on its 
own merits, and we recommend it to out readers on the double 
basis—by buying it they will minister to their own pleasure, and 
will at the same time benefit the fatherless children on whose 
behalf it was produced. 

American Street Railway Investments. 1909 Edition. New 
York: MeGraw Pablisbing Co. $5.—This is the sixteenth annual 
volume of what is known as the American Electric Riilway Red 
Book. It is, as most of our readers are aware, a big volume of 
some hundreds of pages issued yearly by the publisbers of the 
Electric Railway Journal, and it is used mainly by bankers, 
brokers, capitalists, investors and others interested in street and 
interurban railway companies in the States. It contains many 
maps, and an shundsnce of general and financial information 
relating to more than 1,500 operating and controlled companies in 
the States aud Canada. | 

“ Proceedings of the Forty-second Annual Convention of the 
American Institute of Architects.” "'Annuary of the American 
Institute of Architects for 1909." Washington: The Institute. 


" Year Book of the Michiean College of Mines.“ 1908-9. 
Houghton, Mich.: From the College. 
‘Electrical Installations.” By Rankin Kennedy. Vol. V. 


1909. Price 7a. 6d. net per vol. 
1909. 


London: Caxton Publishing Co. 
“ Patents and Marks in all Republics of Latin America.” 
By Messrs. Leclerc & Co., Rio de Janeiro, Brazil. 


Stoker Contracts.—We have received a list of orders 
recently booked by the UNDERFEED STOKER Co. for stokers fora 
number of works and buildings, including the following :— 
General Post Office, Mount Pleasant; City of Carlisle Corporation ; 
City of Bath Corporation (repeat order). 


Bankruptcy Proceedings. — Under the failure of 
CHARLES SCOTT ENELL, civil and electrical engineer, 25, Victoria 
Street, S.W., the first meeting of creditors was held on Monday last 
at tLe London Bankruptcy Court, before Mr. W. Boyle, Official 


Receiver. The statement of affairs submitted by the debtor showed 
total liabilities £13,688, of which £8,588 is unsecured, and assets, 
" a doubtful book debt, E75.“ When before the Examiner, the 
dettor stated that up to 1895 he was employed on various electrical 
and incandescent-gas matters. In 1899 or 1900 he invented a gas 
lamp and sold the patent to a company registered as the Scott 
Snell Gas Lamp Oo., Ltd., with a nominal capital of £1,000,000. 
As vendor he received £9,000 preference, and £250,000 ordinary 
shares, and £4,000 cash, and he was appointed director at a 
remuneration of £500 per annum. The company had an existence 
of only three years when, owing to insufficient working capital, it 
was wound up by the Official Receiver in Companies’ Department. 
The assets realised insufficient to meet the claims of the debenture 
holders, and no dividend was paid to the shareholders. The failure 
of the company left him without means, and with an indebtedness of 
£8,000 to the London Joint Stock Bank. Since then he had spent 
his time in inventing things, but had earned very little, and had 
lived mainly on money borrowed from friends. The inventions 
included a steam boiler, now derelict; а bolt, which was pro- 
visionally protected, but of no value; a vacuum gas compressor, 
which he sold to the Vacunm Gas Compressor, Ltd., for £900 shares, 
also now of no value; and an apparatus for public amusement in 
the shape of a patent captive aeroplane. He sold the latter inven- 
tion to the Scott Snell Scenic Aeroplane, Ltd., but it happened 
that it had been anticipated, and the share consideration that he 
received was valueless. The debtor added that when he was a 
director of the Scott Snell Gas Lamp Oo., Ltd., and was worth 
£50,000, he bought an estate at Wimbledon for £38,000, the money 
being advanced by the London Joint Stock Bank on the security of 
his shares in the company and a mortgage on the freehold property. 
The bank are returned as unsecured creditors to the extent. of 
£3,000, owing to depreciation in the value of the property aad 
shares. The debtor attributes his insolvency to the failure of the 
Sott Snell Gas Lamp Co, Ltd. In the absence of any proposal, 
the case was left in the hands of the Official Receiver to be wound 
up in the ordinary course of bankruptey. | : 
The creditors of J. W. SYbENHAM, 65, Seymour Street, W., met on 
Tuesday, at the London Bankruptcy Court, before Me. Walter Boyle, 
Assistant OfficialReceiver, who reported tbat the debtor had stated 


. when before the Examiner that he had never been in businesson his 


own account, but had been engaged as an electrical engineer on the 
commercial side by various electrical companies. Whilst во engaged 
in Edinburgh he was led into dealings on the Stock Exchange, aud he 
owed £365 in respect of differences. He had no personal debts 
and no assets. In the absence of any offer, the case was left with 
the Official Receiver to be wound up in the ordinary course of 
bankruptcy. 

On the eame day the first meeting of creditors was held under a 
receiving order made against FonbvcE JamMEs SHERIDAN, 5, Ingram 
Court, Fenchurch Street, E.C., who assisted in the flotation of 
various electrical and motor undertakings. Mr. Walter Boyle, 
who again presided, reported that it appeared from the debtor's 


statements when before the Examiner, that this was his second 


appearance in the court. He was bankrupt in 1897 or 1898, with 
total liabilities £57,000; no dividend was then paid, and he 
had not applied for & discharge from those proceedings. He 
had since earned a living by assisting in the flotation of various 
public companies and in introducing businesses to pur- 
chasers. Among the companies which he had asissted 
to promote were the Electric Railways Oo, Ltd., which was 
registered about nine years ago, and had gone into liquidation : * 
the Brighton Electric Railway and Motor Roads, Ltd., and the 
Great Esstern Omnibus Co., Ltd. In the case of the Brighton 


. Electric Railways, he assisted with advice respecting the Bill in 


Parliament; the Bill was thrown out, and no company was formed. 
Tae Parliamentary Bill for the Motor Roads, Ltd., only reached 
the Standing O ders stage, and was abandoned, but the Great 
Eastern Omnibus Co, Ltd., was floated two years ago, and had 
become a flourishing concern. He, however, now had no interest 
whatever in it. He had been engaged in some other matters of the 
same nature, but they came to nothing. The present bankraptcy 
proceedings were brought against him by the assignee of a judg- 
ment debt, which he disputed, and had unsuccessfally appealed 
against. He now owed £1,509, and had no assets whatever. The 
present bankruptcy was due to the failure of the various enterprises 
in which he bad been interested. | 

In the absence of any offer the case was left in the hands of the 
Official Raceiver, to be wound up in bankruptcy. | 

W.T. GARNETT, electric cable and wire manufacturer, Bradford.— 
A second and final dividend of 94d. in the £ is payable on 
August 18th. 


Catalogues and Lists. —TuE HAGEN ACCUMULATOR 
Works, 41, Snow Hill, Holborn Viaduct, E O.— IIlust rated 
pamphlet, giving prices, dimensions and other tabulated figures 
relating to the Hagen accumulators in celluloid, ebonite, glass and 
lead boxes for motor- care, cycles, boats and other purposes. 

Messrs. HasnLAM & ScHoONTHEIL, Western Mail Ohambers, 
Cardiff.— New list of 10 pages, giving illustrations of a variety of 
their cast iron water-tight fiutings—single-light vertical, cluster, 
hand lamps, also cast-iron guards for bulkhead or sconce fittings, 
and fuse boxes. Prices are clearly indicated in close. proximity to 
tne illustrations. | ME 

THE UNITED ELxorRIC CAR Co, Lrp., Preston,—Illustrated 
pamphlet describing the Preston semi-convertible cara oloued: ear, 
an ordinary drop-sash car and a semi-convertible car combined. 
When the side lights are lowered, there is a clear opening of neatly 
4 ft.; when the top light only is lowered, there is a clear opehing 
of 14 ft. The sashes work in a very simple manner, and when 
lowered drop into a narrow pocket, no seating room being lost. 
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The roof is not affected-in any way, and the window arrangement 
can readily be adapted for aingle-deck or top-seat cars of the 
ordinary English design. The car illustrated is intended for South 
America and other countries where a semi-convertible is required. 

Messrs, Кворка & Jacokx, 11, Queen Victoria Street, E.C.— 
Leaflets relating to the Metaflect " lamp, new electric flashing 
signs, and new 25-0.р. high-voltage tantalum lamps. 

Mrssns. Вткминв Bros. Dynamo WosBxs, LTD., Tyssen Street, 
Dalston, N.E.—Pamphlets describing, with prices, carbon-filament 
lamps of various patterns, ineluding tubular and radiator lamps 
and coloured lamp varnishes; Siemens tantalum lamps, suitable 
for both direct and 4. 0. cireuitse, with adapters, fittings, &o.; and 
“wireless” electric light fittings, in which the clester body is 
supplied complete with internal connections ready made, according 
to requirements, The last-named list, No. 29n, shows a variety of 
wireless clusters, “ tantalum arcs,” lanterns and reflectors for indoor 
and outdoor use. | 

Ма. G. BRaUTIk, 8, Lambeth Hill. E.C.—Leaflet relating to the 
“ Eclipse" metallio-filament lamp, with particulars and prices. 

Messrs. NEeviLLE Kaye & Co., LTD., 231-2, Strand, W.C.—Illns- 
trated pamphlet drawing attention to the firm's electric lift gear, 
polley and overhead travelling cranes. 

Epmunpson’s ELBOTBICUTY CORPORATION, LTD , Broad Sanctuary 
Ohambers, Tothill Street, Westminster.— Thirty-two page pamphlet 
entitled '' Electric Light and Power," wherein the company gives & 
good deal of well-illustrated matter regarding electric lighting, 
heating and power installation work that it is prepared to under- 
take for country and town mansions, public buildings, factories 
and so forth. Восбіоп gas plants, small water turbine, oil and 
petrol sets are briefly outlined. A full and imposing list of some of 
the cliente for whom the company has installed electrical plant 
occupies a number of pages. The intention of the company to 
again develop this department of its business was referred to by the 
cheirman in his speech at the recent annual meeting. 

Messas. Francis & Sons, 41, Hampden Street, Bolton.— List 
relating to the Francis (patent) hand-feed arc and proscenium 
lamps for stage work. 


Condensing Plaot.—Tue MiRRLEES Watson Co., 
LTD , have recently received orders for a number of condensing 
plants, among which are the following :— | 


A. Williams, Mexioo.— Three sets of barometrio condensing plants, 88,500 lb. 
steam hour 


per . . 
Clifton and Kersley Coal Co., Lid.—Barometric condensing plant, 80,000 lb. 


of steam per hour. : 
Baldwins, Ltd., Port Talbot.—Surface condensing plant, 90,070 Ib. of steam 


hour. 
Ре rokan Hill, New South Wales.— Low level jet condensing plant, 10,000 1b, of 
steam 


our, : 
For Great Boulder Prop. Mines, Ltd.—Surface condensing plant, 21,100 Ib. of 


steem per bour. | | \ 

Chas. Walmsley & Co., Ltd., Bury.—Surface condensing plant, 15,600 lb. of 
steam per hour. d 

P. J. Mitchell, London, for Whitehaven Coal Co.—Surface condensing plant, 
13 000 Ib. of steam per hour (condenser only). 

The Linde British Refrigeration Co., Ltd.—Burface condensing plant, 8,000 
Ib. of steam hour. ЕХ d 

Boickow, Vaughan & Co , Ltd., Middlesbrough, for South Bank Turbo Plant. 
—Surfece condensing plant, 43,000 Ib. steam per hour, repeat order. 

Okura & Co., London, for Formosa.— Barometrio condensing plant, 36,250 10. 
of steam per bour. 


Dissolutions and Liduidations.—ThOMAS PARKER, 
Lrp.—The creditors of this company must send particulars of their 
debte, &e., to Mr. W. A. Nelson, the liquidator, Liobgate, Wolver- 
hampton, by August 28th. 

GENERAL ELECTRIO SIGN AND ENGINEERING CO, Ltp.—Oreditors 
must send particulars of their debts, &c., to Mr. E Hayes, the 
liquidator, 28, Basingball Street, E.O., by September 7th. . 

SHanps & WATERS, electrical engineers, 34, Uverdale Road, 
Ohelses.— Messers. Enoch Sharpe and Alexander Waters have 
dissolved partnership. Mr. Sharpe attends to debte. — 

J. Н. Horwzs & Co., electrical engineers, Newcastle-on-Tyne, 
also W. H. Horams & Sons, paint and colour merchant», &., and 
the CasrLz Brann Co. (paints, varnishes, colour, &c.).—Messre. A, 
J. H., Elwood and Leonard W. Holmes have dissolved partnership, 
Mr. L. W. Holmes retiring. The remaining partners will attend to 
debts. | 


Trade Announcements, — Messrs. STEWART AND 
MoDosALp, 245, Buchanan Street, Glasgow, inform us that they 
have commenced business at the above address as electrical 
engineers, &o., and will be glad to receive catalogues and lists from 
manufacturers and merchants, 

Мв. A. WHITTAKER, late with Whittaker's Aro Works, Rochdale, 
is abont to open business as electrical engineer and X-ray and 
medical apparatus maker at 34, Princess Street, Barusley, Yorksbire, 
and will be glad to have catalogues relating to all electrical werk 

d tools. d 
Мави J. & H. GREVENER, of Eldon Street House, E.C., are 
introducing special facilities for North of England customers, and 
are opening a branch at 40, Brazennose Street, Manchester, where 
special efforts are to be made to push the sale of their Arco-flame ” 
lamps, cables, watertight fittings, &c. Mr. H. J. Booker of their 
London office, bas been deputed to organise and open up this 
branch in cob junction with Mr. A. Albrecht, of the Newcastle office. 
Ample stocks will be held at Manchester and Newcastle. Northern 
clients are asked to take a note of the address. 

The 'OxxaGA " ELECTRIC Lamp Co., LTD, have now moved into 
their new factory premises at Palace Works, Crab Tree Lane, 
Hammersmith, W., where they are carrying out orders for all 
voltages of the “Omega” metallic-filament lamps. A circular 
announcing prices of stock lamps has been received. 


For Sale.—Certain electrical plant, a coal-cutter and 
other plant, &c., at Oonyer’s Colliery, Dewsbury Moor, Dewsbury, 
are to be offered for sale by auction by Mr. R. B. Balden. An 
announcement appears among our advertisements. 


*Metalik " Lamps:—Messrs. G. M. Boppy & Co, 


15, Gray's Inn Road, W.O., inform us that they are able to supply 
25-с.р. high-voltage “ Metalik lamps. 


LIGHTING and POWER NOTES. 


Belfast.—Street lighting occupied the attention of the 
Police Conimittee last week, owing to the proposals of a special sub- 
committee which had made certain recommendations as to experi- 


mental electric lighting, and the discussion which took place 


illustrated the rivalry which frequently exists between gas and 
electricity committees. Councillor Doran said that gas was being 
supplied at cost price, and (he assumed) that electricity would be 
supplied under cost. He asked how could the Council expect the 
Gas Committee under such circumstances to go on giving £15,000 a 
year to the rates, if they allowed competition of this kind? The 
Police Committee is not satisfied with the gas lighting of certain 
thoroughfares, but apparently this does not matter, if only gas is 
the illuminant. 


Bodmin.—At a meeting of the T.C. recently, the 
Council in committee reported having considered the application of 
Messrs. Meagor regarding a proposed electric lighting scheme for 
the town, and resolved that they be informed that the Council 
would be disposed to favourably entertain their proposals, provided 
they would submit details of a suitable scheme, and furnish an 
acceptable guarantee that they will be able to carry out a workable 
contract. The borough surveyor was authorised to confer with 
Messra, Meagor, if they so desired. 


Bradford.—The last year's operation (to March last) of 
tbe electricity undertaking showed a surplus of £2,142, as against 
£1,135 ia the previoos 12 months. Against thir, however, had to 
be set £1,491 for adjustment of liabilities on March 31st, 1908, 
and a scm of £1,200, rebate to the tramways department io conse- 
quence of the failure to provide it with transforming sub-stations. 
The general supply showed a drop of £217 during the year, but 
this was more than compensated for by an increase of £4,064 in 
bulk supply. . 


Brazil.—The American Vice-Consul at Santos reports 
that there ia a plan in the city of Joinville, the principal foreign 
trade centre of the Brszilian State of Santa Catherina, to build 
an electric railway to Lake Sagausso, an ocean harbour 10 miles 
distant, where vessels can enter successfully. At present Joinville 
freight is handled by barges via the port of San Francisco, but the 
ai dare condition of the river has caused the plans for the new 
me i 


Burslem.-—The assessment of the Corporation Electricity 
Works has been reduced from £1,180 to £1,000. 


Canada.—There is under. construction at Cobalt an 
11,000 н.р. power plant. Tbe works are being carried out by the 
Mines Power, Ltd., on the Matabitchoun River, 24 miles south-east 
of Cobalt, at a point where the river has a fall of 300 ft. The 
generating equipment consists of four units of 1,500 Kw. each, 
normal rating, and four turbines of 2750 нр. each at 600 R.P M., 
&lso two Pelton driven exciters. The hydraulic plant is being 
supplied by Jens Orten-Boving, of London. The transmission 
ів to static sub-ststions at Cobalt, Kerr Lake, and South Loraine, at 
44,000 volts, and will be carried over two three-phase circuits on 
separate pole lines, over a right of way 135 ft. wide. The trans- 
mist ion cable will be of No. 00 aluminium supplied by the Northern 
Aluminium Co., of America. These works are to supply power to 
the mines of Cobalt, and are éxpected to be completed in the 
autumn. 

A staff of Toronto engineers has been making extensive surveya 
for Simcoe Railway and Power Co. at Big Chute on the Severn 
River, 30 miles from Midland. It is expected that 4,000 H P. can 
be developed and distributed. . | 

The Nipisseng Power Co. is constructing ^ power plant on the 
South River, 19 miles ftom the town of North Bay, to supply 
tbai rapidly growing town with electric power. A 90 ft. head 
will be developed, giving about 1,000 н.р. The transmiss.on will 
be at 22,000 volts. 

The famous Heally Falls on the Trent Valley Canal will be 
developed by the Dominion Government by the construction of & 
dam on the canal ; the water will be taken through the upper canal 
cutting and at the first lock discharged into pipes to the power house 
below. A head of 76 ft. will be developed and power supplied to 
several towns on the lake front. 

Ассо ding to the Canadian Electrical News, a consolidation of all 
the electrica] development companies in and about the city of 
Quetec, is likely in the near future. The concern will be 
capitalised at $8,000,000. 


Consett.—The Durham County Electric Power Co. has 
applied to the B. of T. for consent to erect an overhead low tension 
tranamission line between the Co-opcrative Stores and the Theatre 
and Guardian Offices. 
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Continental Notes.—Norway.—In the report for 
1908, which has just been published, of the Christiania Municipal 
Electrical Works, there are many interesting details showing what 
progress has been made in Christiania, which has a popula- 
tion of about 230,000. The balance-sheet shows a total income 
of 1,323,360 kr. (£74,000) as against 1,164,861 kr. (£64,600) for 1907. 
The expenses including 288,585 kr. (£16,000) for interest, new 

lant, and extensions, are 692,612 kr. (£38,500), which deducted 
Боа the income leaves a profit of 630,740 kr. (£35,000) or 
216,898 kr. (£12,000) more than was estimated. The net profits 
amount to about 9 per cent. on the capital expended. In October 
the works increased their capacity by contracting for 2,000 Kw. 
from a pulp manufactory in the neighbourhood ; 36 large factories 
are being supplied from the works, apart from lighting and tram- 
ways. The maximum load on the direct-current system was 2,944 KW., 
and on the alternating system 1,950 Kw., and 1,020 kw. on the tram- 
ways. Extensions of cables during the year amounted to 926 km. 
(52 miles) for the p.c. system, and 39:57 km. (25 miles) for the 
alternating system. At the end of the year the total length of 
cables was 521:22 km. (316 miles) The number of sub-stations 
was 97, and in addition there were 16 kiosks. On December 31st 
last, 11,130 xw. was connected. The total capital spent on the 
whole plant at December 31st last was 7,034,071 kr. (£388,889). 


A factory has recently been started at Salterod, near Arendól, for 
the purpose of producing silicious iron by means of electricity. 
The raw materialjto be used is ssrap iron. The name of the com- 
pany is the General Electrometallurgical Co., with the head offices 
at Christiania. 

Rossta.—The municipal authorities of Koslov are considering a 
project for the establishment of a central electric lighting station in 
the town. 


SwEDEN.—Last week-end the workmen at the Stockholm 
electricity works went out on strike, and asa result the city was 
without the electric light. The tramway service was also suspended. 


Dublin.—The Corporation has agreed to a proposed loan 
of £18,650 for electrical purposes from the Royal Liver Friendly 
Society at the rate of £3 15s. per cent. per annum, repayment to be 
effected in 20 years. 


Glasgo 
T.C. and the Clyde Valley Electrical Power Co. for the laying of 
cables between Rutherglen and Cathcart. At a recent meeting of 
the T.C. Committee it was decided to give the company power, as 
requested, on condition that (1) the company undertook not to 
supply any energy off its mains within the city boundary, and (2) 
did not use the permission granted as an argument for getting 
authority to lay additional cables or to supply electrical energy 
within the city boundaries. Besides agreeing to the above condi- 
tions, the company has decided to remove its cables from the 
streets within the municipal area when required by the Corporation, 
and to pay a nominal rent of 10e. per annum to the T.C. 


Govan.—From the report of the. Electricity Department 
of the T.C., it appears that 2,877,979 units were generated and 
2,356,867 units were sold up to the end of the financial year ending 
May 15th, as compared with 2,653,794 and 2,161,494 respectively 
last year. The total revenue was £16,072, and the total charges 
£15,544, leaving a net probt of £528. On the total charges an 
increase of £464 was shown, while the net profit decrease was £100, 
of which £78 was due to bad debts. The accounts were considered 
satisfactory ia view of the prevalence of dull trade. 


Halifax.—The T.C. has reduced the price of energy for 
the tramways to 1,';d. per unit as from April 1st, 1908. 


Hastings.—In order to comply with regulations of the 
Home Department, the T.C. bas sanctioned tbe expenditure of 
£1,230 for new transformers at certain sub-stations. 


Hull.—4At the meeting of the Electric Light Committee 
some complaint was made that the Committee had been allowing a 
special discount to firms using electricity for motor purposes, and 
that firms were being supplied at less than cost price. Mr. Costello 
pointed out that an injustice was being done the users of electricity 
for lighting purposes. The chairman (Mr. Hanger) explained that 
the accounts for electricity for motor purposes were sent out 
monthly, and ditcount was allowed when the accounts were paid 
within 14 days. 


Japan.—A hydro-electric scheme is being carried out by 
a Japanese syndicate, by which the water from Lake Biwa will 
be deflected through a series of tunnels and canals to a power 
houee seven miles distant at Uji, some little way down the Uji 
River which forms the outfall of the lake. The Uji River Electric 
Co., Ltd., which is carrying out this scheme, has a franchise to take 
2,000 cb. ft. of water per second, and with the? head of 206 ft. 
which can be obtained, can develop some 40, C00 H.P., and with 
further hydraulic works 60,000 HP., which would be the largest 
power development in Japan. From Uji the company proposes to 
supply power to Kyoto, eight miles away, and to Osaka, 22 miles 
away, by means of aerial transmissions; it is also proposed to 
establish an auxiliary factory for the supply of electrical plant. 
The capital of tbe company is 12,500,000 yen; it is expocted that 
the works will take some three or four years to complete. 


Ww. —An arrangement has been come to between the 


Leigh.—4A correspondent states that the Chairman and 
Vice-Ohairman of the Electricity Committee are to confer with the 
Ohairman and Deputy-Chairman of the Gas Committee and with 
two members of the Council, with respect to the working of the 
two departments. 


Luton.—A I.G.B. inquiry was held on August 5th, 
relative to the application of the T.C. for a loan of £11,707 for 
electricity purposes. There was no opposition, but the inspector 
(Mr. H. R. Hooper) left open a question of £4,500 on the surplus 
aceount for future extensions, in order that he could see the finances 
and start clear on April 30th, 1909. Consequently the inquiry 
respecting this sum was adjourned sine die. 


Middlesbrough.—Last week-end the experimenta! 
lighting of Oorporation and Newport Roads by 20 Crompton arc 
lamps was commenced. The arcs will be in use until midnight, 
two incandescent lamps being substituted after that hour. 


Newport (Mon.).—The T.C. has arranged to give a 
supply of power to Messrs. Guest, Keen & Nettlefold and to Messrs. 
King & Co. when the cables are laid; lighting mains will also be 
put in. 


New South Wales.—The North Sydney Conneil has 


had under consideration an application from the Kirribilli 
Electric Lighting Co. for permission to erect pole lines with a view 


to supplying electricity in the locality. It was decided to defer the 


matter for a month, owing to opinions expressed in favour of 
municipal working. ; 


Oulton Broad.—The U.D.C. has decided to invite 
tenders for working the electric lighting order. 


Rosyth.—It has been decided by the contractors for the 
new naval dockyard works at Hosyth, on the Forth, to lay down 
plant to supply their own electrical power and light. For a time 
the idea was entertained of obtaining power from the Fife Electric 
Power Co. A large installation of electrical machinery is being 
arranged for. Ia addition to requiring power for the many electric 
cranes to be employed on the contract, there will bea great develop- 


ment of lighting, as much night work is on the contractor's pro- 


gramme. 


Southampton.—At а recent meeting of the T.C., Mr. 
Btreet, the electrical engineer, submitted a long report in regard to 
free wiring. He said that the Southern Free Wiring Co., which 
bad carried on work in the town, had, for reasons that had nothing 
to do with the Corporation, practically given up canvassing for new 
work, although, of course, the Corporation was still collecting the 
money due to it on account of existing contracte from sundry con- 
sumers, The method adopted was to charge 1d. per unit extra to 
all of the Free Wiring Co.'s consumers, which money was paid over 
to the company. He considered it much the best to leave the 
wiring work to the contractors, who had better facilities for doing 
it than the Corporation, as the class of men employed was quite 
different to that employed by the municipality. The whole of the 
necessary expenditure could be defrayed out of revenue or the 
reserve fund. Assaming that they invested £2,000 of their fund 
in free wiring, they could install about 2,600 lamps at a cost of 15s. 
per lamp, which was above the average cost of installation in 
Southampton. The revenue on this from sales of electricity at 
ordinary rates would beno less thau £600, to which would be added 
the extra cost for free wiring, which, say, at 1d. per unit, would 
amount to not less than £200. With assisted wiring, the revenue 
would be greater. They had the support of all the principal 
wiring contractors of the town, who saw in the proposal a consider- 
able increase of business coming to them. They would not hurt 
the builders who desired to wire houses as they were built, but, would 
be of assistance to them. A large number of ratepayers also wante 
the scheme. The Committee recommended the Council to obtain 
Parliamentary powers for the purpose suggested by the electrical 
engineer. An amendment referring the matter to the Parliamentary 
Committee was carried after discussion. 


Stretfurd.—Eighteen street lamps аге to be converted to 
electric incandescent lamps on the present columns at a charge of 
£1 per lamp. The charge for electric current to these and all 
similar existing lights is to be reduced from 45s. to 42s. 61. per 
lamp per annum. At the expiration of 12 months the matter is to 
be reconsidered with a view to а further reduction, if possible, to 
40s. per lamp. Id. per unit is to be charged the Tramways De 
ment for energy for three years, subject to adjustment according to 
the price of coal. 


St. Helens.—The Corporation Electricity Committee has 
decided to supply electricity to Messrs. Bickford, Smith & Co. 
Ltd., subject to a three-years’ guarantee and an annual consump- 


tion of £100, the company to provide a brick chamber for use 85 


а Bub-station. A similar supply is to be given to the Magnum Steel 
Co., Ltd., subject to an annual consumption of £300. 


Wimbledon.—4An electrical exhibition is to be held in 
the Baths Hall during 10 days in November next. Messrs. 
Babcock & Wiicox's chain-grate mechanical stokers are to be 
installed on two boilers at the generating station, at an estimate 
cost of £600. | 
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TRAMWAY and RAILWAY NOTES. 


Aberdeen.—Something of an unique description is to be 
ventured upon by the Corporation in connection with tramway 
fares. For the first time in Scotland the T.C. at their recent 
meeting decided to introduce a system of universal penny fares 
from the centre of the city to the various termini of tbe different 
routes, while tbe halfpenny fares are, with one exception, to be 
abolished—the exception being in Union Street—the principal 
thoroughfare in the city. This decision was arrived at after con- 
sideration of the annual report of the Tramways Committee. Mr. 
John Coutts, who submitted accounts, pointed out that the revenue 
from passenger traffic was £70,325, against £70,754 in the preceding 
year, a decrease of £429. The total working expenses amounted to 
£40,794, against £38,666 last year—an increase of £1,525. The cost 
of electricity for power increased from £8,971 last year to £9,564, 
explained by the fact that, while the rebate on the amount paid to 
the electricity department last year amounted to £741, the rebate 
this year was only £90—a reduction of £651. The balance of 
revenue after deducting working expenses amounted to £31,485 as 
compared with £33,261 last year, a decrease of £1,776. The total 
capital expenditure of the undertaking now stood at £318,593, and 
the mortgage loan debt amounted to £260,853 at May 31st last. Al- 
though they had beenable to put by avery substantial sum to reserve 
account, that account was not yet so high as it ought to be, because 


very heavy calls would be made on it almost immediately. He, 


therefore thought the Corporation should pursue a policy of caution 
and not make any alteration on the present fares which would 
jeopardise their present position. 

Canada.—Canadian engineers are considering the elec- 
trification of the Grand Trunk Pacific Railway from the St. 
Lawrence River to Monckton—460 miles—the electricity to be 
чере by harnessiog the Grand Falls on the St. John 

iver. 


Chesterfield.—The annual report on the tramways 
undertaking for the year 1908-9, shows a net balance on the work- 
ing of £600, as compared with £978 in the previous year; the 
surplus, was added to the reserve fund, which now amounts to 
£3,627. Some 2,481,321 passengers were carried, aud 293,380 car- 
miles run during the year, the results of which, considering the 
limitations of the system, undoubtedly reflect credit on the 
manager, Mr. Acland. | 


Continental Notes. — Germany. — The municipal 
authorities of Spandau (Brandenburg) have just acquired the 
electric tramways in the town from the Allgemeine Electricitats 
Ges., of Berlin, for the sum of £175,000. 


Eecles.— The Corporation has joined the Salford Oor- 
poration in an action against the South Lancashire Tramways Co. 


Eeuador.— According to the terms of a draft contract 
recently published, Mr. Julio H. Cardon is empowered to arrange 
for the construction of a 3-ft. 6-in. gauge electric railway from 
Babahoyo, capital of the province of Los Rios, to Balzapamba, in 
the province of Bolivar, with further powers to extend the line to 
Guaranda, capital of the province of Bolivar. The cost of con- 
struction is estimated at 1,380,000 American gold dollars (about 
£287,000), which amount will be guaranteed by the Government of 
Ecuador. The concessionaire will have the right to work the rail- 
way on certain terms for a period of 50 years.— Board of Trade 
Journal. 


Elland.—The U.D.C. has decided to call upon the 
West Yorkshire Tramway Co. to carry out its undertaking to 
extend the tramways between Elland and West Vale, which, under 
the Act, should have been opened in July. 


Fife.—After a delay of some years, the work in connec- 
tion with the laying of the line of tramways to connect Lochgelly and 
Cowdenbeath with Dunfermline has been begun. The contract for the 
supply of the current has been seoured by the Fife Electric Power 
Co., which is constructing an aerial transmission from ite station at 
Townhill, Dunfermline, to Cowdenbeath. The company basalso an 
order for additional dynamos of the latest type for the purpose of 
coping with the load which the tramways will impose. 
being constructed at Cowdenbeath to accommodate 30 cars. М 


Glasgow.—The plan adopted by the Tramway Depart- 
ment of placing boxes at the ends of the cars as a depository for 
used tickets, in order to keep the carsand streets tidy, has met with 
such success that their accommodation is quite insufficient, and it is 
now proposed to place an extra box at each end of the car. Many 
tons of tickets are collected every month, and these are disposed of 
at a profit by the cleaning department. Mr. Dalrymple, the 

er, is receiving inquiries from other large centres as to the 
system ; London, Birmingham, Manchester and other cities being 
anxious to solve the problem of keeping the cars tidy. 


Hull.— Reports have been prepared for the Corporation 
in connection with the: proposal to extend the Corporation electric 
car service to Hessle, a further stretch of five miles. 


Isle of Man.—A Ramsey man, named Knight, was 
killed on the Manx Electric Railway on Tuesday. He was em- 
ployed as conductor on the electric cars, and whilst crossing from 
the trailer to the closed car as the train was in motion, he fell 
between them. The wheels went over his body and inflicted fatal 
injuries to the head and lower limbs. He died in 15 minutes 
without gaining consciousness. | 


A shed is 


— 


Japan.— Mail intelligence fromthe United States says 
that the Department of Communication in Japan, under which the 
railroads are operated, is considering a plan for electrifying the 
railways of the island empire. The Japanese Government recently 
appointed a special commissioner to investigate electrical railways 
in England, Europe and the United States, and he is now about 
to make his report. In an interview the Oommissioner said that 
it would only be a short time before all the branch lines were 
operated by electricity, for the sake of economy. — 


..Leith.—An inspection of the new portion of the Council's 


tramways between Bonnington Terrace and Goldenaore took place 


on the 3rd inst., the members of the Council and officials subse- 


quently proceeding over the whole of the extension to Grauton and 
Newhaven, According to some remarks made by Bailie Hall, the 
portion of the new route open has yielded receipts of 10 07d. per 
mile, as compared. with 7d. per mile on the original system, and 
great things are expected of it. 


L. and Y. Electrical Lines.—Presiding at the general 
meeting of the Lancashire and Yorkshire Railway Co. on Wednes- 
day, last week, tha Chairman, Bir Geo. Armytage, said that though 
the total number of passengers carried showed a decrease, he was 
glad to say that residential traffic was still on the increase, and 
especially on the electrified lines between Liverpool and Bonth- 
port. They had decided to extend the electrification from Aintree 
to Maghull, and that work was now in progress. i 


Musselburgh.—The eastward extension of the Mussel- 
burgh Electric Light and Traction Co/s line, from Levenhall to 
Cockenzie, was inspected by the B. of T. last week and opened for 
traffic. The line will ultimately end at Port Seaton; at present 
it gives a continuous route, 11 miles long, with one change, from 
Edinburgh. After the official inspection by Col. von Donop; the 
directors of the company entertained the representatives of tle 
раг authorities on the route to luncheon at the Prestonpans Town 


Newcastle-on-Tyne,—At a meeting of the T.C. on the 
4th inst., the annual financial statement of the Corporation tram- 
ways undertaking was submitted and adopted without discussion 
or comment. This, says our Newcastle correspondent, is some- 


what surprising, as a warm debate was anticipated on the old . 


question of depreciation. The statement of accounts could not be 
regarded as strikingly satisfactory, for the absolute net gain on 
the year on an undertaking which has a capital expenditure of 
about one and a quarter millions, was £377. It isa fact that the 
reserve and renewals fund account shows an appropriation for that 
purpose of £7,557 from the profits of the year, but the same 
account shows also an expenditure for the year ended March 31st, 
1909, of £7,181. The items of enditure on the renewals 
account were: Batteries, £2,844; switchboard, £512; pumping 
plant, £2,989 ; permanent way, £834. The reserve fund balance is 
now £62,699 as against £62,323 for the preceding year. For the 
year the gross revenue had dropped from £211,318 or 11:50d. per 
car-mile for 1908, to E204, 123 or 11:42d. per car-mile, for 1909. 
The total working expenditure had increased from £116,852 
= 6:364. per car-mile, to £122,609 or 6:86d. per car-mile. The 
balance carried to net revenue account was £81,513 or 4°56d. per 
car-mile, against £94,466 or 5°14d. per car-mile for the preceding 
12 months. The net profits decreased from £19,477 or 1°06d. 
per car-mile, to £7,557 or 423d. per car-mile, and this latter 
sum has been in effect reduced to the £377 mentioned, because the 
system has not been maintained (as it is claimed has hitherto been, 
and would be, the case) out of revenue, but replacements paid for 
out of the reserve fund. 


Plymouth.—The tramways manager has submitted the 
following return to the Tramways Committee of the T.O. for the 
year ending March 31st, 1909. The income was £34,150, 
against £32,931 for the year ending March 31st, 1908. The expen- 
diture was £20,084, leaving a gross profit of £8,065, against £8,424 
last year. On the net revenue account there was an income of 
£9,323, of which £4,785 went to dividends and interest, and 
£4,429 to stock and mortgages redemption, leaving a net profit of 
£108, against £815 in 1908. 


Radcliffe.—The Electricity and Tramways Committee of 
the local D.C. is about to adopt a scheme for the carriage of goods 
from the railway station to the local mills and works through the 
medium of the tramway service. 


Sheffield.—The municipal tramways undertaking made 
a net profit of £36,635 during the year 1908-9, of which sum, 
£15,000 was devoted to the rates. | 


Southend-on-Sea.—The Т.С. has been granted a 


revival of powers for extending the tramways to Shoeburyness. 


Walsall.—The local Tramway Committee has reported 
adversely against the project for linking together the various 
mining villages of Brown Hills, Chase Town, Chase Terrace, Five 
Ways, Cannock, Wyeley and Newtown. 'The scheme, if carried 
out in its entirety, would cost £168,000, or about £12,000 per mile. 


Wigan.—Mr. James Slevin, the engineer and manager 
of tbe tramways undertaking, has been experimenting with a 
sprinkler, locally made, for disinfecting tbe inside of tramcars. 
The results have been very satisfactory. The disinfectant used 


dries immediately, and all germs are destroyed, Mr. Slevin is to 


report later upon the cost, 
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TELEGRAPH and TELEPHONE NOTES. 


Australia. —The Government of the Commonwealth 

state that their cables to Tasmania are laid from Flinders, Victoria. 
to Low Head, Tasmania, and the lengths are respectively 346,783 
and 344229 km. These are the two cables replacing those of the 
Eastern Extension, Australasia and China Telegraph Co., which are 
to be picked up. · | 


. Australian Telephone Service.—The telephone ques- 
tion bas reached an acute phase in Australia, where protest meetings 
such as were common in this country last year have been held, and 
the Government has decided to defer the introduction of the new 
tariff for a time, pending an actuarial inquiry by a committee of 
accountants as to the actual cost of the service. An inquiry has 
been instituted into the conditions of work at the exchanges, in 
which many complaints have been put forward on the part of the 
employés on the score of overwork, too little pay, petty tyranny, 
and so оп. Defective equipment and organisation formed the 
substance of many complaints, and if all the evidence given by 
the staff were accepted without qualification, the conclusion that 
the telephone svstem was in a chaotic state would be inevitable. 


Jamaica.—For the financial year 1907-8 the revenue 
from telegraphs was £6,489 8s. 8d., against an estimate of £6,600; 
£32 was spent on the maintenance of telegraph lines. The cost of 
official telegrams was £414 4s. 


London—Berlin.—It is stated that preliminary negotia- 
tions are proceeding between the interested Governments with a 
view to the establishment of a direct telephonic connection between 
London and Berlin. An inquiry on the subject, made by the repre- 
sentative of a Berlin newspaper at the Imperial Post Office in that 
city, elicited the statement that apart from the large- expenditure 
which such a scheme would involve, the question at issue was very 
difficult, as technical progress had not yet so far advanced as to permit 
of the construction and laying of submarine cables for telephone 
working of such lengths as would be necessary in this particular 
case. Another question was whether it- would be possible to secure 
the object ia view in a roundabout way by inducing a third country 
to become interested in the scheme, so that permission might be 
obtained to erect an overland line to the English Channel and 
thence to London. ` 


New Regulations.—The General Post Office has issued 
notices to merchants, stating that since the 1st ult. the new regula- 
tions passed by the Lisbon Telegraph Conference are in force. 
According to these, artificial words or groups of letters or trade 
marks must not contain the accented letters ii, á, a, é, fi, 0, ü, and 
in code words or trade marks ae, aa, a0, oe, ue will be counted as 
two letters each. In artificial code words or trade marks "ch" 
will count a8 two letters. 

Codes can be submitted to the British, German and French 
Administrations for approval, and owners may obtain a certificate 
of approval after this has been done. Cipher composed of letters 
and figures is not admitted, nor are combinations or alterations of 
proper words. 


Telegraphic Interruptions:— 


Tangier-Cadiz eee I eee gee. May 19, 1909 


Assab-Perim . . July 8, 1909 

Trinidad- D ‘merara . . Angust 6, 1909 
Dskar-Conakry... ... August 6, 1909 
Gibraltar-Tangier .. August 6, 1909 
Oueta-Tangier ... . August 7, 1909 


Melilla-Chafarioas PH га August 7, 1909 


Windsor Castle.—A complete new installation of fire- 
alarms has recently been installed at the Castle. There are 35 
alarm boxes, and when any one of these is operated, a distinctive 
number is sounded on a gong in the residence of each member of 
the fire brigade. 


Wireless Telegrapliy.—The Inter-Ministerial Commis- 
sion on Wireless Telegraphy has drawn up a Bill prohibiting the 
employ ment of any radio-telegraphic apparatus on French territory, 
ar on board of any French vessel, without State authorisation. 
Heavy fines are to be imposed in the case of persons who have 
caught and divulged radio-telegraphic or radio-telephonic messages, 

The Times reports that the Russian Military Department bas 
made some very successful trials with wireless telegraphy between 
St. Petersburg and Sebastopol, a distance of about 1,900 miles. 

The Halifax (N.8.) Herald states that Sable Island is no longer 
feared by ships, owing to wireless telegraphy, by means of which 
they are warned of their proximity to its dangerous coast. During 
the past year Sibie Island had to its credit the largest number of 
wireless messages handled during the year, viz., 8, 118 private and 
5 000 official communications. Not a single wreck cccurred near 
the island after wireless wasinstalled. The Canadian Government's 
marine signal sarvice is being very much extended. There are over 
20 wireless stations in Canada, of which five are situated on the 
Pacific Coast. The latter will shortly ba increased by two or three, 
the superintendent of the Government wireless stations having 
recently left for British Columbia with a view of installing new 
stations. During 1908 there were received and sent from the wire- 
less stations 13,549 private messages from and to steamers, 13,526 
sigaal service messages, and 38,532 messages between Government 
steamers and light stations. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—Ten 100-number switchboards for the Post- 
maater-General's department in New Sonth Wales. Bee “Official 
Notices" July 16th. 

New Sours Warzs.—Telephone material for the P.M.G. See 
“ Official Notices July 23rd. 


Ballinasloe. — September 10th. The Committee of 

ement of the Ballinasloe District Lunatic Asylum wants 

tenders for the supply and erection of overhead cables, See 
" Official Notices” July 30th. 


Belglum.— September 1st. Tenders are being invited 


by the municipal authorities of Ixelles, a suburb of Brussels, for the 


concession for the electric lighting of the district. 


Cleckheaton.—The U.D.C. wants tenders for the pur- 
Purus A ads battery regulating switches. See Official Notices 
у | 


Edinburgh.—September 4th. The Corporation invites 


. tenders for a motor-alternator and for an electric lighting installa- 


tion. See “ Official Notices" August 6th. 

Beptember 4th. Electric light inatallation at the new slaughter- 
houses, Gorgie, for the Corporation. Specitication (one guinea 
deposit) from Mr. F. A. Newington, electricity supply works, 
Dewar Place. 


France.—PaRis.— August 18th. The Under-Secretary 
for Posts and Telegraphs, 103, Rue de Grenelle, Paris, requires 
tenders for 75 stamping machines worked by electric motore. 


‘Leeds.—September 7th. Paper-insulated cables for the 
E.L. Department, See Official Notices to-day. 


I. ey ton.— September 7th. Public lighting lanterns with 
clock switches for incandescent electric lamps, for the U. D. C. See 
Official Notices” to- day. | 


London.—BarrERsSEA.—Avgust 21st. The. Council 
wants tenders for motors and controllers, p.c. flame and enclosed 
arc lamps, and motor and arc lamp installations. See ‘ Official 
Notices " August 6th. 

L.C.C.— September 14th. The L.C.C. wants tenders for *he 
supply and laying of 63 miles of 0:075 sq. in. three-core cable and 
46 miles of single core cable, telephone cables, &o.; the supply of 
50 tramway feeder pillars; laying 16 miles of stoneware ducts; 
and the supply of 440,000 etoneware ducte. See Official Notices 
August 6th. | 

PoPLAR —Beptember 8th. Electrical supplies for a year for the 
B.G. G. H. Lough, Clerk, 45, Upper North Street, Poplar, E. 


Plymouth. — September 2nd. Steam turbo-dynamo for 
the Corporaticn. See Official Notices” to-day. 


Rhyl.— August 21st. The U. D. C. invites tenders for a 
125 Kw. Diesel set and a 50-Kw. steam dynamo. See Official 
Notices August 6th. 


Russia.— September 18th. The municipal authorities 
of Bachmouth (Government of Ekaterinoslav) are inviting tenders 
for the concession for the public electric lighting of the town. 


Todmorden.—August 14th. The Corporation wants 
tenders for a 150-Kw. steam dynamo, switchboard, condensers and 
piping, and pump. See '' Official Notices " August 6th. 


Turkey.—The Ministry of Marine, in Constantinople, 
invites tenders for the supply of electrical apparatus for the 
Imp: rial fleet. Inquiries should be addressed to the Conseil de la 
Mariae, Constantinople.— B. of T. Journal. 


Wishaw.—Auguet 30th.  Three-wire р.с. switchboard 
for the Oraignevk sub-station for the Electricity Department. See 
“Offcial Notices” to-day. 


Yerk.— August 27th. The Corporation wants tenders 
for 18 deuble-deck electric tramcara and a watering car. See 
‘Official Notices" July 30th, 


— — 


CLOSED. 
Barnstaple.—The B.G. received the following tenders 


for wiring the workhouse for the electric light :— 


Mr. Malone, Barnstaple ‚ (accepted) £122 
Mr. Rippin, Exeter xs .. 120 


Baker & Co., Newport ee z Pu € m BE 130 
Bristol Electricity Co, se ee не" "К m .. 188 
Harris & Co., Exeter a аж xs e са T 141 
Messrs. Edmonds, London va д9 aa oe . 196 
Messrs. Pullen, Bradford .. T ea e^ oc 5, WI 
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Belfast.—The Electrical Committee: has accepted the 
tender of Messrs. Cowans, Ltd., for feeder panels for ty lighting 
switchboard, 


Bury (Lanes.).—The T.C. has accepted the tender of 
Messrs. Clarke, Chapman & Oo., of Gateshead, for three water-tube 
boilers, with superheaters and mechanical stokers, for the new 
power station. 


Canada.—Messrs. Jens Dd & Co. have just 
received the order for two water turbines (output 3,750 н.р. each) 
for the Calgary Electric Power Co., Calgary, Canada, The same 
firm have also received the order for four “Вб ving Patent" 
rovernors for four Francis turbines of 2,750 н.р. each for the Mines 
Power, Ltd. The consulting engineers in both cases were Messers. 
Smith, Kerry & Ohace, of Toronto, Winnipeg. 


China.—It is reported that the contract for the establish- 
ment of a telephone service in Pekin has been awarded to the 
Western Electric Co., the amount of whose tender was $150,000. 

SHancHar.—The Ohloride Electrical Storage Co., Ltd., hae 
secured an order for a 550-volt battery and an Ents booster, 
capable of handling 2 000-amp. peaks. 


Clacton - on- Sea,—The U.D.C. has accepted the tender 
ot Messrs. Johnson & Phillips; Ltd, for distributor cables, 
troughing, service cable and bitumen. : 

Clyde Naviration.— Tenders for 46 electric Sidon 
for Yorkhill and Rothesay, Docks, Glasgow, have been received ay 
the Clyde Navigation Trust. 


Darlington.—The Т.О. has accepted the tender of 
Messrs. Ferranti, Ltd., for a switchboard for the new turbo- 
generator; and that of the Whessoe Foundry Co. for pipe work. 


 Deumark.—The contract for the supnly of copper 
wire for the new municipal electrical works of Bergen has been 
viven to the Westphaelieche-Kupfer & Mescingwerke, in iet 
The contract in question amounts to 240,000 metres of wire, at a 
total cost of 90,000 xr. (£5,000). 


Dundee.—The “ D.P.” Battery Co., Li. of Bakewell,. 


have received au order for a storage battery of 50 cells for Dundee 
University College from Messrs. Steinthal & Boydell, Ltd., of 
Menchester and Bradford, who are supplying the whole of the 
electrical equipment of the college. 


Danfermline.—Mesers. John Munro & Co., Edinburgh, 
hava secured the contract for the eleotric ы of Dunfermline 
Technical School extension, at £258. 


Frauce.—La Société de la Canalisation Electrique, of 
Saint Maurice (Seine), bas just secured a contract from the French 
Posts апа Telegraphs authorities for the supply of 200 kilometres 
of telephone cable. 


Glasgow.—The Tramways Committee has recommended 
for acceptance the tender of the British Thomson-Houston Co., 
Lud, for controller arc shields. 


Hal/far—The T.C. has accepted the tender of the 
_ British Insulated and Helsby Cables, Ltd., for cables, at 2, 104. 


Hastings.—The Corporation has accepted the tender of 


Messrs. W. Cory & Son, Ltd., for the supply of 1,500 tons of the best 


Welsh smokeless coal for the electric light works, at 23s. 9d. per 
ton. The coal specified is Nixon’s Navigation large coal. For the 


supply of 1,350 tons of coke, the tender of thé Hastings Gas Co. 


has been accepted, at 178. 6d. per ton. 


Londov.—Snonkbrrok.— The B.C. has accepted Mr. 
William Boby's tender for a water-softening . for use at the 
electricity works. 


- Maidenhead.—The T.C. has accepted the tender of the 
Diesel Engine Co., Ltd., for a 150-xw. Diesel engine and generator, 
at £2504 16s, Messrs. Mirlees, Bickerton & Day tendered at 
43.038. 


Maidstone.— Regarding the note under this heading in 
our last issue, the Union Electric Oo., Ltd., inform us that they did 
not tender for any feeder or other cables for Maidstone. 


Salford.—The T.C. has accepted the following tenders 
for the annual supply of coal for the electricity works :— 


Clifton and Kersley Coal Co., Ltd.—20,000 tons washed slack, in boxes, in 


boats, 8s. 11d. per ton. 
A. Knowles & Sons, Ltd.—19,000 tons washed slack, in boxes, in boats, 9s, 


pet ton. 
Stretford. — The U.D.C. has accepted the following 
tenders:— 
W. T. Glover & Co., Ltd.—7464 yards of 0:2 cable, Ss. 83d. per yard. 
Beecroft &; Wightman. —600 yards troughing, 83d. per yar 


Callender’s Cable. and ‘Constzuotion Co., Ltd.—600: yards of OS cable, 228. 


. Tunbridge Wells.— The Т.С. has E the tender 
of Henley’s Telegraph Works Oo. Ltd., for cables. 


. Wallasey.—The U.D.C. has accepted the tender of the 
Premier Accumulator Co., Ltd., for a battery of 264 cells, booster 
plant, and maintenance for 10 years. 


Wolverhampton.—The Corporation jis i the 
following tenders for the electricity. department :— 


OE & Bailey, Stourbridge, £198, fire bricks for lining the steel 

chimn 

C. b Hartley, Sheffield, £110, labour, tools, and tackle in connection 
therewi 

' Electric Construction Co., Ltd., one IOO Kw. reducer set, at £208 105. 
and two low- tension switchboard panels, at £86. 


NOTES 
e 
E > 
ED 


Municipal Electrieal Contracting: Proposed Test 
Case.—From the current issue of the Electrical Contractor we gather 
that the Becretary.of the Electrics! Contractors’ Associsticn bas 
issued a letter to members asking for guarantee of support in the 
event of failure of the test case it has been decided to fight to test 
the legality of municipal electrical dontracting upon isolated iustal- 
lations without special Parliamentary authority. In announcing 
this fact our contemporary says:—''Partionlars of innumerable 
cases have been recsived, some of the most flagrant character, and 
Oounsel has advised the Law and Parliamentary Committee that 
corporations have no sach powers, and tbat an action would bé 
likely to be successful. A test case decided in favour of the 
contractor would act as precedent in other instances, and a growing 

abuse, which is making vest inroads into the contractors’ turnover, 
would be thus removed. Nevertheless, the possibility of failure 
must not be overlooked, and as any corporation we fight will have 
awple funds from the ratepayers’ purse at disposal, it is only 
reasonable to assume that in the event of an adverse judgment the 
costs will be heavy. The member whom we nominate to fight the 
test case would of course be petsonally responsible for the coste of 
the other side if the case went against him, and it is this event, and 
this only, that members are asked to guarantee provision for. Mr. 
Tate has already circulated suitable iorns to te filled in, but in case 
there is any member who bas not rereived one we enclose a copy 
with this number of the Eiccirical Contractor. You ara asked to 
guarantee any sum from £1 upwards. The amount of £3 has been 
suggested, because if each member guarantees tbis amount it is 


| considered that sufficient provision will have been made." 


Copper.—A writer in the Financial Times for July 80th, 
in the course of an interesting article on the copper outlock, 
attributes the continued maintenance of prices to the influence of 
the large copper interests. He takes the average prices of copper, 
noting that in 1908 the average price was £60 Os. 6d. per ton, com- 
pared with £86 1s. 8d. in the previous yearand £86 5s. 2d. in 1906 ; 
while in 1905 it was £69 2s. 6d., and, for the three years previous, 
in the “fifties.” Working to the average for tbe last 40 
years, excluding sensational movements due to artificial causes, he 
arrives at the conclusion that the normal value is between £60 and 
£70 per ton. Passing to production, the author considers the huge 
stocks; both here and in America, to be the direct results of over- 


prodaction, This, of course, is a natural outcome of extra high 


prices. The immediate course of values, says the author, depends 
—ontaide of manipulation pure and simple—upon the consumption. 

From statistics of the United States Copper Producers’ Association, 
he finds that deliveries for consumption and import are steadily 
increasing. According to the Association’s statistics, also, the 
stocks are unmistakably on the down grade. These, however, when 
analysed, do not appear to take into account that stocks in Europe 
are steadily accumulating. Oonsidering, then, that copper can be 
produced at £37 to £38 per ton, the author inclines to the view 
that the manufacturer is content to work at his full output, teking 
his profit on quantity. In conclusion, the author does not anticipate 
a rapid improvement in the engineering and shipbuilding trades, 
and points out that every £1 added to the price of copper stimulates 
the output, and ultimately reopens mines at present shut down on 
account of too expensive winning. 


Electrical Trades Union.—A meeting of the electrical 
workers of Liverpool and district was held on Friday evening in 
the Common Hall, Hackins Hey, when an address was delivered hy 
Mr. Robert Ferguson (organiser of the Electrical Trades Union), in 
which he described the present position of the union, and urged 
non-members to join it. А resolution was passed strongly con- 
demning the so-called workmen's registration scheme of the Elec- 
trical Contractors’ Association, and urging all electrical workers of 
Liverpool and district to become members of their own Trades 
Union, in order that it may be strengthened sufficiently to protect 
their interests and better the conditions of labour in the future. 


Inquiries,—A correspondent wishes to hear from British 
firms who specialise in electric head.lights and in electric carriage 
lighting for use on steam-driven trams, 
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Cable Dispute.—According to the daily Press, the 
Commercial Cable Oo. alleges that the Newfoundland Government 
has committed a breach of faith, by repudiating a contract made a 
few months ago, on the strength of which the American company 
invested £200,000 in the landing of a new cable at St. John's. The 
company has addressed a strongly worded letter of remonstrance to 
the Premier of Newfoundland. 


* 

Terrestrial Magnetism.—The magnetic survey yacht 
Carnegie, which has been built almost wholly without the use of 
iron, and has a displacement of 563 tons, will be engaged in making 
a magnetic survey of the oceans daring the next 15 years, with the 
object of correcting the magnetic cbarts at present available. 
According to Nature, her first voyage. will be to Hudson Bay and 
the North Atlantic Ocean. 


Electric Pumping for Irrigation.—The water for 
the great system of canals and ditches of the Mercedes, Tex., 
itrigation system is pumped from the Rio Grande by means of 


electrical energy which is supplied from a central power plant 


situated in the town of Mercedes, seven miles from the pumping 
station. The Mercedes enterprise will be one of the largest elec- 
trical pumping irrigation propositions in the world when the plans 
. are fully rounded out. Water will be supplied for more tban 
200,000 acres of land, situated in the valley of the lower Rio 
Grande. The central power plant at present generates at 6,600 
volte, the three-phase currente being transmitted to the pumping 
station, situated upon the bank of the river, seven miles distant, 
and operating an induction motor-driven pump, which has a capacity 
of 60,000 gallons per minute. The equipment of the central power 
lant consists of two generators of 300 Kw. each, and a 15-xw. 
ighting set for the town of Mercedes, when the main set is shut 
down. The main canal of this system is already completed for 
many miles across the valley land, and carries a stream of water 
145 ft. wide and 10 ft. deep. The canal is capable of being 
navigated by barges and boats. There are a number of other small 
electric pumping plants along the upper course of the Rio Grande 
River, particularly in the vicinity of Laredo, where a number of 
farmers receive electrical energy for operating their respective 
pumping stations from the electric power plant in the town.— 
Blestrical World. 


Producer Gas,—The principal constituent of producer 
gas being carbonic oxide, which is a very actively poisonous gas, it 
is necessary that its use be accompanied with special precautions. 
Death bas been caused of men in a cabin by gas that had found its 
way there through the earth; thus it is desirable that a gas produger 
plant should stand upon a sound and practically air-tight floor, 
and it is preferable that the plant should be covered by a roof only, 
and that it should not be shut in by side walls, though there may 
E roller shutters as a wind guard on the more exposed side of the 

ouse. 


The producers may very well be placed under a lean-to roof out- 
side the engine house. Ifa gas producer is to be housed inside a 
building, and especially if it is placed in a cellar, there ought to 
be an open chimney to serve as a ventilator, and a very direct air 
inlet from outside. The warmth of the producer will suffice to keep 
the chimney at work. Unless out of doors, the escape pipe for use 
when blowing up the producer on starting the fire, for example, 
should open to a chimney. Very small percentages of carbon 
monoxide in the air will produce frontal headache and sickness; 
long-continued breathing of extremely small amounts produces 
anemia, for the gas absorbs oxygen from the hemoglobin of the 
blood, changing or destroying the red corpuscles. Complete 
insensibility is produced by inhaling the gas in bulk. A single 
inhalation is sufficient, bat recovery would be rapid. . 

The curious fact about hemoglobin is that its combination with 
CO is more stable than is its combination with oxygen. Thus CO 
will ouet the oxygen, and the bemoglobin is then incapable of 
carrying oxygen to the tissues. Haldane says that when the per- 
centage of CO in air is 0°08, the hemoglobin will ultimately become 
half saturated with the gas. With 0°04 per cent., saturation will be 
one-third only, while with 0:16 per cent. the saturation will be two- 
thirds. So long as saturation is not complete, recovery is possible, 
and the removal of the victim into pure air before death enables 
the CO to be gradually eradicated, especially with the aid of oxygen 
and artificial respiration. 

The presence of CO is not apparent to the senses. A man may 
go а long way ina mine where it is present, and be unable to get 
back again. Fortunately, carbon monoxide is of less specific 
gravity than air, and does not introduce the further danger of 
accumulating in sunken places, as carbon dioxide does. Small 
animals such as mice, and also small birds, are particularly suscep- 
tible to carbonic oxide poisoning. If they thrive in a room con- 
taining a producer, this will be good evidence that there is no 
serious leakage in progress. 

In our climate there is no reason for & producer plant to be 
housed in from the cold, though when & plant is at rest any water 
vessels should be drained, and water supplies should be arranged to 
be shut off by taps,in a protected situation. "There remarks apply 
particularly to gas engine jackets, which should be drained even for 
short stoppages in frosty weather. In some localities it may be 
found necessary to provide means for warming up the cooling tanks 
sufficiently to provide a flow to the jackets. Once the circulation 
i8 secured, and the engine is running, the complete thawing out 
will be completed without further heat than that from the jackets. 


Appointments Vacant.—Shift engineer for Lanark 
County Council (Cambuslang). Practical instructor in electric light 
wiring and cable jointing for: the Northampton Polytechnic 
Institute. : 


The Inflaence of Silicon on the Electric and 
Magnetic Properties of Iron.—Dr. E. Kolben has recently 
carried out an important series of experiments on silicon and its 
effects on iron, and we take the following particulars of these 
from Elektrische Kraftbetriebe und Bahnen for July 8th. Pare 
silicon was found to have a specific resistance varying between 
043 and 08 ohm per cm. or 439 to 800 ohms for 1 metre length 
of laq. mm. section, the corresponding values for copper being 
‘017 ohm, for.iron ‘11 ohm, for arc lamp carbons 70 ohms, and for 
ordinary carbon 100 to 800 ohms. The temperature coefficient 
of silicon is extremely low, being between — 0002 and + ‘00006 
for 1° O., whilst for carbon it varies between — 0008 and + 0003. 
As regards magnetio and thermo-electric effects, silicon also stands 
somewhat by itself :— 


Thermo-electric 
Halt effect E.M F. 

Material. coefficient. against lead. 

Silicon, 99 95 vas i — 120 — 

` Silicon, 95 95 SA РЕ — 28 — 400 
Copper ee 228 — 0005 + 3:8 
Iron 2 5 - 4^ Oli + 17 
Tellurium ... a Sut + 532 + 503 


When iron is alloyed with silicon its effect on the specific 
resistance does not increase indefinitely with the 55 
but reaches a maximum with about 4 per cent. of silicon. e 
following results were obtained from a series of alloys made by 
the Bismarckhütte, the samples tested being in the form of 5 mm. 
sheets :— 


Reference letter x A B О D F 


Per cent. of silicon 
minimum ... d 026 1:07 2:28 — 35 
maximum ... see 3 1:64 3:15 8:25 3:53 
Specific resistance 
(ohm) dé „у wá 118 287 355 50 595 


resistance for 100? C. | 

temperature rise ... 41 19 14 75 5 
Tensile strength with 
' the minimum 


cent. of silicon ... 308 351 47:8 — 61 
Elongation aK 11 75 6 — 9:5 
Bteinmets hysteresis | 

coefficient 7... i5 0015 0014 001 0009 0009 
Hysteresis loss per kg. . 

of iron isa oa 2°5 2:2 1°65 1°45 1°45 
BEddy-current loss per . 

P. ds ea id 1:3 '8 "7 6 4 
Tota] iron loss per Kg. 3:8 3 2°35 05 1:85 
Flux density produce 

e ud ce | 17,600 17,900 ‚ш 16,700 16,400 

force H = 140 Pe 


It will be seen that the tensile strength is increased by moderate 
additions of silicon, whilst the elongation diminishes, The 
material was, however, found to be very variable, probably owing 
to slight differences in manufacture. Experiment has repeatedly 
shown that chemical additions to iron, such as the silicon in this 


case, do not greatly affect tbe hysteresis loss, but have a marked ' 


effect on the eddy-current loss. Thur, whilst the hysteresis 
coefficient a few years ago was normally about 0025, the highest 
value now considered permissible is about 0015. The eddy-current 
loss, however, is reduced to less than one-tbird of the older value. 
The alloys with the higher percentages of silicon are especially 
suitable for transformers, but are somewhat too brittle for use in 
the rotating parts of high-speed armatures Such samples as 
B or О, however, are quite suitable for the latter purpose. The 
ageing difficulty is entirely absent with an addition of as much as 
359% of silicon. p” 


Early Central-Station Practice.—In an interesting 
address recently delivered at the first annual convention of the 
Brooklyn Company N.E.L.A. Section, Mr. Caryl D. Haskins re- 
called some experiences of 21 years ago, when he was on the staff of 
the London Grosvenor Gallery central station. The station had no 
heavy-current ammeters, and the deficiency was supplied as 
follows:—A slot-like trough was cut in a block of wood, and 
terminals attached at either end of the slot, with a body of mercury 
connecting the terminals. This crude apparatus was calibrated 
against a Kelvin balance, using an ordinary glass-bulb thermometer 
immersed in the mercury, and in routine use the current passing 
through the instrument was determined by a reading of the 
thermometer. In the same plant knife-blade switches were used 
to handle the 2,200-volt circuits, and for use in switching there 
were provided pieces of 2-in. belting about 2 ft. long, each with & 
wcoden handle. The rule was to take the switch firmly in the right 
hand and the piece of belting firmly in the other, pull out the 
switch, and then “swat” the arc with the belting. Referring to 
early power service in tbis country, Mr. Haskins quoted the follow- 
ing rule established by a central station for testing recording 
meters on power service: —“ Examine the installation. Estimate 
the work being done by the motor in horse-powers. Multiply by 
746. Test the meter by the customary formula. If meter checks 
within 10 per cent., correct. If not, estimate the horse-power 
again.” — Electrical World. 


Vol 66. No.1,655,A0805-153,1000.] THE ELECTRICAL REVIEW. 


268 


A '*Non-Eleetrical" Fatality.—In the case of a 


lamp-trimmer employed by the Battersea Borough Council, named . 


Ernest Leonard, aged 36, who was supposed to have been killed by 
an electric shock, the Coroner's jury on August 10th returned a 
verdict of Death from natural causes," the man having died of 
heart disease. | 


An Open Letter.—Dear Mr. Zadkiel,— 


In the issue of Electrical Industries for the 4th inst., you state that 
the ELECTRICAL REviEW in making a commentary on the chair- 
man's speech at a recent annual general meeting, says: ' Much 
might be written of what the trade thinks of the Press. ý 
Facetic | We assert that we made no such remark in the article 
to which you refer, therefore the point is narrowed down to one of 
veracity. 

It seems to afford a fellow a heap of satisfaction to pull the 
trigger for himself and see if the shooting iron is loaded, and a 
lesson learned at the muzzle has the virtue of never being forgotten 


Parliamentary.—Torqvuay Tramways.—On Friday 
last week the Bill promoted by the Torquay Tramways Co, passed 
the Unopposed Bills Committee of the House of Commons. The 


measure provides for an extension of the company’s tramways from 


Torquay to Paignton. 


The Neasden Tarbines.—Just as we are going to 
press with the last pages a letter arrives from Mr. Newcomb 
Oarlton, managing director of the British Westinghouse Electric 
and Manufacturing Oo., Ltd., in which he asks us to correct an 
alleged inaccuracy in our report of the half-yearly meeting of the 
Metropolitan Railway Со. (Егис. Rev., August 6th, p. 226). He 
writes:— | 

“ You say :—Replying to a shareholder, the chairman said... . 
considering the fact that the British Westinghouse Co. were putting 
down fresh turbines for them at their own expense, &c. There is no 
doubt that Sir Charles M'Laren did not make use of the words in 
italics, since the statement is the direct contrary of the fact, Will 
you kindly publish this letter by way of correction." 

Unfortunately our representative who attended the meeting is 
away on holidays, and it is impossible to confer with him in the 
few moments remaining before the RrVmw must be on the 
printing machine. In his absence the shorthand notes are also 


inaccessible. 


Junior Institution of Engineers.— The summer 
meeting of the Junior Institution of Engineers opens to-morrow 
morning at Leamington, with a welcome by the Mayor ; ip the after- 
noon Warwick Castle is to be visited, and in the evening there will be 
a concert in the Jephson Gardens. umerous works in the neigh- 
bourhood are to be visited, as well as at Birmingham and Coventry, 
during the week. The Institution's summer dinner takes place on 
Friday evening at Birmingham, and on the following morning the 
Sammer Lane electricity works of the Birmingham Corporation 
will be seen, the afternoon being occupied with a visit to the elec- 
trical signalling apparatus of the Great Western Railway at Snow 
Hill Station. | 


A Japanese Deal at Seoul.— It is reported from 
Seoul that the American firm of Collbran & Bostwick, who own 
gold and copper mines in the north of Corea, and a bank in Seoul, 
have sold to the Japanese Gas Co. the Seoul electric tramways 
and lighting station, together with accessories, for the sum of 


£175,000. The purchase price does not include the shares of the 


former Emperor of Corea, of the value of £75,000. It is said that 
the time for the sale was very appropriate for the Americans, as the 
gas company was about to open ite works. The tramway is of great 
importance to the Japanese, as its acquisition places the whole of 
the traffic in the city and environs in their hands, 


Closed for the Holidays.—Messrs. Ferranti, Ltd., 
Hollinwood, announce that their works will be closed for the 
annual district holidays as follows:—Switch department, August 
98th to September 4th, inclusive; meter department, August 28th 
to August 31st, inclusive. The offices will be open as usual. 


Educational.—UNIVERsITy CoLLEGE.—Prof. J. D. 
Cormack has been elected Dean and Prof. J. A. Fleming vice-Dean 
of the Faculty of Engineering for the session 1909-10, which will 
begin on Monday, October 4th, Special and postgraduate courses 
have been arranged to meet the needs of the following classes of 
students :—(a) Postgraduates and engineers in practice; (b) others 
whose qualifications are, in the opinion of the lecturer, such as to 
enable them to follow the courses. Each course will include 
lectures and exercises, and the numbers will be strictly limited. 
The following are some of the special courses for next session :— 
“Steam Turbines,” by Mr. W, J. Goudie and Mr. E. G. Izod; 
“ Railway Engineering,” by Mr. H. Deaus, of the Great Western 
Railway ; " Roads, Street Paving and Tramways,” by Mr. W. N. 
Blair, borough engineer of St. Pancras; "Electrical Design," by 
Mr. H. M. Hobart. 


‘engineer and manager, was presented b 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELmOTRICAL Ruvisw posted as to their movements, 


Central Station Officials.—The Electricity Committee 
has recommended the Wolverhampton T.O. to appoint Ms. 
ERNEST BTUBE5s as technical aud general assistant at the eleo- 
tricity works at a salary of £160 per annum, in succession to Mr. 
H. A. Howie, who has accepted a situation under the Sheffield 
Corporation; Мв. J. 8. DUDLEY, present station superintendent, 
as maintenance engineer, at his present salary of £156; Мв. C. 
BELLHOUSB, ав boiler house superintendent, at £125; Мв. E. 
Еоврвв, the senior shift engineer, as engine room superintendent, 


` at £120; and Мв. F. C. Parr, as junior assistant, at £78. 


At the last meeting of the Bridlington Town Council the salary 
of the borough electrical engineer, Мв. A. J. BEOKETT, was in- 
creased by £25, with a further increase of £25 in 12 months to 
£300. The salary of the chief clerk of the electricity department, 
Mr. T. E. Mort, was increased by £13 to £117 per annum, with 
two further yearly increases of £6 10s., to £130 per annum. 

Mr. Morpy Lamas, borough electrical engineer, East London, 
Natal, bas intimated to the T.C. that he does not wish to continue 
in the service of the Council after the expiration of his agreement 
in November next. ps 

At the Bradford Corporation Electricity Works recently, Мв. 
Onas. W. Barr, chief assistant to Mr. Thomas Roles, city electrical 
the staff and employé: 
with a brass-mounted oak clock and а bash pipe on the occasion 
of his marriage with Miss Ida Potts, of Bradford. Mr. Roles, who 
made the presentation on behalf of the subscribers, spoke of the 
high esteem in which Mr. Salé was held in the department, aad 
several members of the staff cordially endorsed his remarks. Mr. 
Balt suitebly responded. 


Tramway Officials.—At the Tynewydd Hotel, Porth, 


Glamorgan, а smoking concert was recently held to celebrate the 


[ of the Rhondda electric tramways, 
Мв. H. J. Nresert, the engineer and manager of the undertaking, 
was presented with a large portrait of the entire staff and 
employés. 

The Keighley T.O. has appointed Мв. Err MuncaATROYD as tram 
ways manager. . 

The Morecambe T.C, has appointed Mn. E. WarLING as traffic 
manager of the tramways. ' 

Whilst watching the progress of the work of the renewal of the 
permanent way of the tramways at the junction of Babington Lane . 
aud St. Peter's Street, Derby, the manager of the Derby Corporation 
tramways, Mr. F. HARDiNG, was knocked down and run over by a 
tandem cycle. Mr. Harding was badly bruised on his right side, 
and also suffered from shock. 


anniversary of the opening 


General.—The managers of the new College to be 
opened in Dundee next month have appointed MR. Бовевт D. 
ABOHIBALD, B.Bc., A.M.I.C.E. and E.E., who is at present principal 
assistant to Dr. Magnus Maclean, Professor of Electrical Engineering 
in the’ Glasgow and West of Scotland Technical College, as lecturer 
on electricál and mechanical engineering. Mr. Archibald has sn 
excellent record as a student in the Glasgow University and 
Technical College, was trained in mechanical engineering with the 
Fairfield Shipbuilding Co, of Govan, and as an electrical engineer 
with Messrs. Mavor & Coulson, of Glasgow, and the Electric Con- 
struction Co., of Wolverhampton. With the last-named company 
he was assistant for the design of electrical plant for several 
years. 

Sanction has been given for the appointment of Lor. Н. C. 
HawTREY, Royal Engineers, as Adjutant of the London District 
Telegraph Companies, Royal Engineera, Territorial Force, and he 
will take up his duties about October 1st next. Mr. Hawtrey joined 
the “Scientific Corps in August, 1900, and he is presently 
employed with the Royal Engineers at Limerick. 

Ata meeting of the Council of the Leeds Local Section of the 
Institution of Electrical Engineers, held at the Hotel Metropole on 
May 17th, 1909, Mr. W. M. Rogerson, President, in the chair, it 
was resolved that, in view of the approaching marriage of the 
Honorary Secretary, MR. Нлвогр Dickinson, and as some acknow- 
ledgment of his valuable services in founding the Leeds Section of 
the Institution of Electrical Engineers, and as its first chairman, 
together with the keen interest displayed by him in the interests of 
the Section as honorary secretary, and as a tribute of the high 
esteem in which he is held by all the members, a suitable wedding 
gift should be presented to him. The presentation was made on 
Thursday, August 5tb, when an oraamental silver table centre 
was presented to him, along with the hearty good wishes of his 
fellow-members of the Society. 

At Glasgow, on Saturday last, the marriage took place of Mr. 
JAMES EDMUND Sayers, M.I E.E., consulting engineer, to Margaret 
Wilson, only daughter of the late Mr. T. C. Robertson, C.A., of 
Glasgow. 
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With reference to the announcement in our last issue regarding 

the appointment of Мв. Ben Ba1LEY, we are asked to state that he 
taken up the position of “engineer,” not “engineer and 

manager," to Messrs. J. & H. Grevener. | 
It is announced that Sm Н. Ba RIAS ro Surra, Secretary of the 
General Post Office, will shortly resign that office, he having, at the 
request of the Government, accepted the post of President of the 
National Bank of Turkey. Sir Henry is to proceed to Constanti- 
nople in September. | 

Wil Mg. Н. Тноветох Ownmxs, consulting engineer of New 
York City, kindly forward a note of the address where he is staying 
in London. Nu | 

Мв. Hnwuvy W. Үлери, manager of the Glasgow branch of the 
General Electrio Oo, Ltd., sails on А 19th for Australia, oh a 
tour of investigation on the company's behalf. 


OFFICIAL RETURNS OP ELECTRICAL 
COMPANIES. 


New Ignition Syndieate, Ltd. (91,175).—Issue on Joly 12th 
ef £500 debentures, part of series created November 12th, 1908, to secure £6,000, 
ebarged on the company's undertaking and property, present and future, 
ineluding uncalled capital. No trustees. Previously issued of same series, 


44, 000 

Neweastle-upon-Tyne Electric Supply Co., Ltd. (27.997).— 
Trust deed dated June 80th, 1909, to secure „500 debentare stock (with pewer 
to increase to & sum net exceeding half the nominal amount of the fully-paid 
eapital, if the share capital fully paid be increased beyond £1,875,000), charged 
on the company's electrical undertakings, subject to Acte and Provisional 
Orders relating thereto, certain freehold and leasehold premises and the 
company's general assets, except uncalled capital. Trustees: Right Hon. 
Visoount Ridley and W. Cunliffe. f 


North Metropolitan Electrical Power Distribntion Ca., Ltd. 
(61,593).—Partioulars of £20,000 debentures created-June 17th, 1909, filed pur- 
susant to Sec. 98 (8) of the Companies’ (Consolidation) Act, 1908, the whole 
amount being now issued. Property charged: The company's undertaking 
and property, present and future, including uncalled capital. No trustees. ; 


Potteries Electric Traction Co., Ltd. (57,968).— This corn- 

Ia annual return was filed on July 16th, when 945,000 preference and 

090 West валов hed been taken up out of a nominal capital of £6(0,000 
in £1 shares (300,000 preference). £498,840 has been been received on 178,840 
ordinary and 946,000 preference, and £65,660 is considered as paid on 66,660 
ordinary. Mortgages and charges: £246,000. 


Europe and Azores Telegraph Co., Ltd. (39,452) —This com- 

peus annual return was filed on June 94th when the entire ospital! of £200,000 

10 shares had been taken up. 2144.920 has been paid, and £55,680 is con- 
sidered as paid. Mortgeges and charges: Nil. 


Evershed & Vienoles, Ltd. (43,206).—This company's annual 
return was filed on July 8th, when the entire capital of £90,000 in £10 shares 
кел taken up. £30,000 has been received. Mortgages and charges; 


Robertson Flectric Lamps, Ltd. (39,316).— This company's 
annual return was filed on July 14th, when 6,750 shares had been taken up out 
of a nominal capital of £100,000 in £10 shares. 465,845 has been paid on 6,650 
shares, leaving £15 in arrears. £1,000 is considered as paid on 100 sharcs. 
Mortgages and charges: £10 000. 


. British Alumiaiam Co., Ltd. (41,104). — Two mortgages, 
charged on the company's undertaking and property, present and future, 
including uncalled capital, dated July 17th, 1909, and created by the receiver 
and manager for debenture stock holders, each to secure £20,000. Holders: 
(1) Sir Julins Wernher, Bart., L. Phillips, F. Eckstein and L. Breitmeyer 
(trading as Wernher, Beit & Co., at 1, London Wall Buildings, E. C.); and (2) 
W. H. and J. A. Morrison, 58, Coleman Street, E.C. 


Wolfram (Tungsten) Metal-Filament Lamps, J. td. (95312). . 


— Particulars of 240 000 debentures created April 80th, 1909, filed pursuant to 
Sec. 98 (8) of the Companies’ (Consolidation) Act, 1908, the amount of the present 
isene being £80,000. Property charged: The company's undertaking and 
property, present and future, including uncalled capital. No trustees. 


CITY NOTES. 


Yorkshire Electric Power Co. 


Tux directors in reporting on the progress of the company for the 
half-year from January lst to June 30th, 1909, state that the 
receipts from the sale of energy and for work charged out to con- 
sumers, &c., for the half-year ending June 30th last amount to 
£11,169 ; against, for the half-year ending June 30th, 1908, £8,698 ; 
and for the half-year ending June 30th, 1907, £4,700. The gross 
profit on the revenue account for the half-year is £2,599; against 
£1,250 for the half-year ending June 30th, 1908; and a gross loss 
of £403 for the half-year ending June 30th, 1907. After payment 
of mortgage interest the net revenue account shows a profit on the 
half-year just ended of £1,070; comnared with a profit for the 
corresponding half-year in 1908, of £363; and a loss for the half- 
year ending June 30th, 1907, of £1,211. During the half-year 
further agreements have been made with power users to an extent 
equal to the average of preceding balf-years; these include a 
number of contracts with collieries and other consumers on the 
Barnsley extension. The full benefit from these arrangement does 
not appear during the period under review. The demand for 
energy per horse-power connected has been low owing to the 
depressed state of nearly all the industries in the company’s area; 
notwithstanding the adverse conditions of trade there has been a 
steady increase in the use of the company's supply. Owing to 
these increases it will shortly be necessary to install further 
generating plant for which epace was reserved when the Thornhill 


power station was erected. The whole of the issue of £45,000 of 


: second mortgages has been applied for and allotted. The directors 


are glad to report that Mr. Walter Geoffrey Jackson has consented 
to fill the vacancy on the board, and they have appointed him under 
the powers conferred upon them, | | 


Tyneside Tramways and Tramroads Co. 


Tux halt-yearly meeting was held at Newoastle-on-Tyne on 10th 
inst., Dr. J. T. Merz, the chairman, presiding. The report to June 
30th showed that the surplus of receipts over expenses was £3,746, 
which, with the balance brought forward of £642, makes a total to 
the credit of profit and loss account of £4,388, and, after deducting 
interest on debentures, loans, &c., amounting to £1,142, there 
remains an available balance of £3,246. The directors propose the 
payment of dividend on the preference shares at the rate of 5 per 
cent. per annum, less income-tax, £574; dividend on the ordinary 
shares at the rate of 1 per cent. per annum, less inoome-tex, £669, 
PAK to reserve for renewals, depreciation and other contingencies, 

hus increasing the amount to £7,000, £900; and setting aside for 
the reduction of registration and formation expenses, £330, leaving 
to be carried forward, £773. The amount available for division 
shows an increase of £790 as compared with the corresponding 
period of last year. The traffic receipts are £748 better than they 
were last year, though the depression in the trade of the district 
continues. Of the unissued preference shares 92 were applied for 
and allotted during the half-year, leaviog 656 still unissued. 

The CHAIRMAN, in moving the adoption of this report, said the 
traffic receipts showed an increase of €748, against a decrease of 
£1,251 last year. The causes of that decrease bad not been really 
removed yet. It was true that the atrike which was unfortunately 
existing last year had been settled, but, at the same time, the 
depression in trade was still very great. It was doubtful if there 
was actually much more work doing on the river now than at the 
corresponding time of last year. They must not forget that they 
were reaping some benefit hy the stoppage of the river ferries, 
The tram-mileage was 338,790, against 332,100 in the nd- 
ing period of last year. This increase was almost entirely due to 
workmen’s traffic. The number of passengers carried was 147,676 
more than in the corresponding half-year, which had shown a decrease 
on tbe previous half-yearof 318,108. The receipts per car-mile 
were 8 26d., ав against 7:89d.; and the expenditure per car-mile 
5'84d. against 579d. The balance brought forward was £643, 
against £423 last year, and tbe balance carried forward was £773, 
against £728. The dividend that was proposed, compared with 
nothing last half-year. The depreciation fund had been increased 
from £5,500 to £7,000. In conclusion, he mentioned that the 
receipts for the first five weeks of this half-year showed an 
сее of £100, as against a decrease last year at this time 
of £211. 

Mg. G. E. HENDERSON seconded the adoption of the report, 
which was agreed to. | 


South American Light and Power Co. 


Тнв sixth annual general meeting of this company was held on 
Tuesday at the London offices, 6, Lloyd's Avenue, Mr. F. H. Jackson 
presiding. | 

In moving the adoption of the report (see ErgorRICAL REVIEW, 
August 6th, page 224) the OHAIBMAN said it would be seen from the 
profit and loss account tbat the reoeipts showed an appreciable 
increase over those of the previous year, an increase which was 
equal to 40 per cent. The result of the company’s progress was 
that Clause 16 of the agreement made with the Bahia Blanca and 
North-Western Railway Oo. in 1906 came into force. Under that 
clause the company paid to the railway company one-balf of the 
profits earned after deducting debenture interest up to £5,000, that 
was to say, they received half of any profits made by the company 
up to a total of £10,000. The pront made by the company this 
year was £10,816, but ont of that they had to psy the 
Bahia Blanca Co. the £5,000 to which he had referred, 
and the amount available for distribution was £5,274, М 
compared with £2,309. They had not been able to get rid of the 
dynamo which came into their possession when the Railway Co. 
took over the working of the company's business, but they bad 
written it down to such a low figure that they had hopes it would 
soon disappear from the books. The capital now issued was 
£113,000, of which the £13,000 was for capital expenditure, and 
which bad been paid for by the issue of shares to the Bahia Blanca 
undertaking. 

Mz. T. P. GASKELL seconded the motion. 

Replying to a SHAREHOLDER, the CHAIRMAN said the company were 
given to understand that the Bahia Blanca Co. were erecting s 18166 
station for the generation of electricity, and any further develop: 
ments of the company would not, therefore, have to be met by 
large capital expenditure. It was reasonable to suppose that the 
expenditure in the future would not be on a large scale. 

The report was adopted. 


South Metropolitan Electric Light and Power Со., 
Ltd.—The transfer books and register of members will be closed 
from August 18th to August 31st, 1909 (both days inclusive) for the 
preraration of warrants for interim dividends payable 3186 inst., on 
the 7 per cent. cumulative first preference shares and 6 per cent, 
cumulative second preference shares, for the half-year end 
June 30th, 1900. 
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Charing Cross, Euston and Hampstead Railway Co. 


Tum directors’ report states that during the half-yeat ending 
June 30th, 1909, the capital expenditure amounted to £145,799, 
representing the expenditure which at the close of last half-year 
remained chargeable to the capital expenditure account No. 4. 
The gross receipts on revenue account amounted to £105,183, being 
an increase of £16,300 on the receipts for the corresponding half of 
last ‘year. The working expenses amounted to £57,795, being an 
increase of £1,303. After providing for interest and rente, and 
reserving £3,000 for contingencies and renewals, there remains a 
balance of £18,813 available for ordinary dividend, and the 
directors recommend that a dividend at the rate of 1 per cent. per 
annum be declared. on the ordinary shares, payabie on August 
14th, leaving £2,691 to-be carried forward. The following table 
gives a summary of the working expenditure in comparison with 
the corresponding period of last :— 


Half-year ending — Inorease 

June 80, June 80, or Per 

1909. 1908. decrease. cent. 
Maintenance of way and works, &o... £4,058 £8,596 + £458 + 12°74 
Repairs and renewals of rolling stock 8,857 8,021 + 900 + 11:12 
Lift expenses - is à ге 4,981 5,581 — 600 — 10°75 
Train working and traffic expenses. 88,184 87,290 844 + 2°26 
Other items. oe е .. 2,408 2,161 242 + 11:20 
| £53,998 251,648 1,280 + 248 
Rates and trees. 468867 4,845 92 + 45 
Total . £57,096 E66, 498 1,802 + 2°80 


The following table gives a summary of comparative statistics for 
the first halves of the years 1908 and 1909 :— | 


Half-year ending | 
Increase. 


June 90, June 80, Per 

Passengers, including workmen 1909. 1908. cent. 

and season-ticket holders’ ET ке 19,198,689 — 2,790,048 diss 

journeys + 4 ee os ee 862, , ? + 8 
Passengers at workmen's fares.. 2,798,029 2,174,601 568,428 + 26°45 
Passenger receipts.. s . £100,787 £34,048 £18,189 + 19:07 
Average receipt per passenger.. 7:6°а. 1:678. Od. — 2°40 
Train-mileage RS "s sé 991.747 778,574 217,878 + 98:15 
Car-mileage .. d T .. 8,087,858 9,596,625 441,882 + 17:00 


Passengers (inclading season-ticket holders) carried since th 
opening of the railway :— : 


Half-year 80th June, 1907 (8 days) 421,466 
81st December, 1907 s ME 9,881 887 
80th June, 1908 .. za 19,132,639 
81st December, 1908 Y. ex ER е vis 13,015 363 
- 80th June, 1909 T ia - Es Vs si 7. 14,862 883 


Metropolitan District Railway Co. 


Тнв report of the directors for the half-year ending June 30th, 1909, 
which was submitted at the ordinary general meeting held on the 
11th inst., shows that the expenditure on capital account during the 
half-year bas been £34,959. Tbe company’s revenue continues to 
increase satisfactorily. During the half-year the gross receipts on 
revenue account have amounted to £273,318, being an increase of 
£25,419 on the receipts for the corresponding balt of last year. 
The workiog expenses have amounted to £148,096, being a 
decrease of £6,733. After providing for interest and other charges 
and setting aside £10,000 as a reserve for renewals, the net revenue 
account shows a credit balance of £19,108 13s. 6d., and the directors 
recommend that a dividend at the rate of £3 per cent. per annum 
declared on the 4 per cent. guranteed stock payable on 
Atgast 13tb. The following table shows the working expenditure 
in comparison with the corresponding period of last year :— 
Hal- year ended Half-year ended 


- 


June 30th, 1909. June 80th, 1908. 
Maintenance of way and works .. £21.844 219.682 i 
Mafnténsnce of rolling stock. .. ка ёа 25,287 20,778 
Train working and traffic expenses (including 
joint stations), after deducting the balance 
of accounts for work done for and by 
other companies Ks raid a 85 72,458 81,296 
Rates and taxes (including joint stations) 16,386 19,721 
Other items .. ie ie bs Y as 12,126 18,853 
Total £148,096 £154,829 


The following table gives a summary of comparative figures for 
the first halves of the years 1908 and 1909 :— 
Half-year ended Half. year ended In- 
June 30,1909, Jane 90, 1008. crease. 
No. of passengers, including workmen 


and season ticket holders’ journeys.. 82,949,896 20,626,586 8,898,509 
No. of passengers carried at workmen's 

fares .. д $5 m vs x 6,005,454 6,469,794 542,660 
Passenger or T is ‘ БҮЛЕШ ЖЕЗ a 5 £24,488 
Average receipt per passenger .. 85d. 1:86d. ec. ‘Old, 
Train-mileage on Dietrict Railway 1,557,559 1,448 347 109,912 
Car-mileage on District Railway 6,201, 788 . 5,944,783 956,956 


Lanarkshire Tramways Co. 


Тнв directors, in their report for the half-year ended June 30th, 
1909, state that the half-year’s working resulted in tbe earning of 
revenue amounting to £32,199 16з.; the expenses amounted to 
£17,686 12&, leaving & balance of £14,513 4s.; contributions to 
local authorities absorbed £794, aud interest on debentures, £608, 
leaving £13,111, which, with £865 brought forward from December 
31st, 1908, left a balance of £13,976 for distribution. The directors 
recommend a dividend of 5j per cent. per annum for the half-year 
on the share capital issued prior to Jannary 1st, 1909 ; also a divi- 
dend at the rate of 54 per cent. per annum on the issue of 3,500 


shares from due date of the instalments to June 30th, 1909, and 
that £5,282 18s. be carried to revenue new account. The directors 
regret to report that owing to continued trade the traffic 
receipts show a decrease of £1,764 as compared with the receipte 
for the corresponding half-year of 1908. The expenses, however, 
show a reduction of £1,306, mainly owing to the reduction in the 
car-mileage, to the price of coal being considerably lower, and to 
the fact that this half-year no legal expenses have been incurred iu 
connection with Parliamentary Bills affecting the company’s 
interests. The 3,5С0 shares offered for subscription in February 
last were fully applied for and allotted, and the construction of the 
extensions to Uddingston and. Newmains completed and inspected 
by the Board of Trade on June 29th last. e new capital has, 
therefore, been quite unremunerative during the past -year. 
Beveral additional cars have been purchased and are now in service. 
The directors will, as usual, provide for depreciation when the final 
accounts are made up at the end of the year. 


Continental Notes.—SwrTZERLAND.—The report of the 
Banque pour Entreprises Electriques, of Zurich, for the last 
financial year shows а net profit of £176,167, as contrasted. with 


: £174,396. A dividend at the rate of 10 per cent. is maintained. 


PorAwD.—La Com ie d'Electricite de Varsovie, of Warsaw. 
reporte a net profit of 240,204 roubles for the last financial year, as 
contrasted with only 178,683 roubles in the preceding 12 months. 
A dividend at the rate of £1 4s. per share is being declared. 


City of Buenos Ayres Tramways Co. (1904).—The 
directors have deolared a dividend of 1s. 8d. per sehera, less tax, 
e the three months ended June 30th. The dividend was the same 


Guildford Electricity Supply Co.,  Ltd.—The 
directors have declared an interim dividend on the preference share 
capital of the company for the half-year ending June 30th, 1909, at - 
the rate of 6 per cent. per annum. 


Consolidated Electrical Co., Ltd.—The directors have 
declared a dividend of 3 per cent. (711. per share), lees income-tax, 
on the ordinary shares for the year; £7,384 is carried forward. 


Telegraph Construction and Maintenance Co., 
Ltd.—Sir James Pender presided at the half-yearly meeting held 
on July 27th, and, in the course of his address to the shareholders, 
stated, according to the Times report, that the works were actively 
sa pager and the ships were at sea. The Colonia was laying a new 
cible and picking up an old one, and the Cambria was away 
replacing a broken cable, both ships being on the othar side df the 
Atlantic. They had fitted them during the last six months with 
the Marconi wireless apparatus, which they hoped might prove of 
use in the future. The transmission of news to a ship at sea was a 
special preserve of wireless telegraphy. As to their new vessel, 
the Telconia, the completeness of her arrangements had been. 
generally appreciated by experts. This year the company had 
made and laid a heavier type of cable than they had ever had to 
deal with before. It weighed 624 tons to the mile, and was 
designed to resist the crushing strain of icebergs grounding on the 
coast of Newfoundland. 


Stock Exchange Notices.—The Committee have 
appointed special settling days as under :— 


Wednesday, August 18th.—National Telewriter Co., Ltd.—77,089 preferred 
ordinary shares of £1 each, 198. 6d. paid, Nos. 80,001 to 107,089. З 


And ordered the undermentioned securities to be quoted in the 


Official List :— 


Anglo-Argentine Lr ds Co., Ltd —640,000 5 per cent. cumulative first 
preference shares of £5 each, fully-paid, Nos. 1 to 640,000; 500,000 5 per cent. 
cumulative second preference shares of £5 each fally-paiā, Nos. 800,001 to 
1,800.000; and £1,782,297 43 per cent. debenture stock, in lieu of the first, second 
and third preference shares now quoted. 

Application has been made to the Committee to appoint & special 
setting day in and to grant a quotation to— 

Newonstle- upon. Tyne Electrio Supply Co. Ltd.—Sorip, fully and partly 
paid, for £248,500 44 per cent. Consolidated first mortgage debenture stock. 


Prospectases.—Sahang Rubber Estates, Lid.—The list 
was to close on Wednesday in an issue of 40,000 ordinary sbares of 
£1 eacb. The company acquires the Boengei Sahang Rubber 
Estate, 3 miles from Pontianak, Datch West Borneo. Ont of 2,060 
acres, 230 are already planted with Para rubber, some 16,000 trees 
being 2 to 24 years old, and 7,600 from 17 to 19 months old. 

Beira Rubber and Sugar Estates, Ltd.—The list was to close 
yesterday in an issue of 150,000 6 percent. participating cumulative 
preference shares of £1 each. The estates to be purchased are on 
the Buzi-River, Beira, East Africa, and have a total area of 50,000 
acres. 60,000 rubber trees are already planted, and planting is to 
proceed af, the rate of 100,000 trees per annum. | | 

Pari Rubber and Produce Estates, Ltd.—'This company has been 
offering 39,947 shares of £1 each for subscription at par. 


National Boiler and General Insurance Co., Ltd.— 
The dividend and bonus for the year is 20 per cent. £9,000 has 
been added to current risk and reserve fund, £6,865 being carried 
forward. | 


Waste Heat and Gas Electrical Generating Stations, 
Ltd.— The directors have declared an interim dividend in respect of 
the half-year ended July 31st at the rate of 5 per cent. per annum, 
less income-tax. 
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Great Northern and City Railway Co. 


Тнк EARL or LAUDERDALE, chairman, pee on the 4th inst. 
over the half-yearly general meeting of the above company, held at 
Salisbury House, E.C. | 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
August 6th, page 227), the CHAIRMAN said the total receipts were 
£40,802, as against £46,476 for the corresponding half-year of 1908, 
a difference of £5,674. The working expenses were £21,040, as 
against £23,286, giving a saving of £2,246. The percentage, how- 
ever, was slightly higher, owing to decreased revenue, viz, for the 
half-year under review it was 51°56 per cent., against 50°10 per 
cent. for the. corresponding half-year. The result of the accounts 
was that they were short by £3,209 on their fixed charges. With 
regard to the general balance-sheet, taking it shortly, the 
capital account was £197,066 in debt, the same as last 
half-year, with available capital assets, £580,200. Revenue 

‘account was in debt £24,518, towards which there was а 
cash balance of £11,856; stores, £6,165; account due to 
company, £6,283; and accounts paid in advance and amounts 
adjasted £214. There had been a reduction of 80,472 car-miles, 
which was correspondingly greater than the decrease in traffic. 
The train-miles had, however, only decreased to the extent of 
4,164. Tbe reason these had not diminished to correspond with 
the decrease in traffic, was that tbe train service had been main- 
tained at a high level, although the trains had been shortened in 
length, thus reducing the car-mileage. There had been no material 
change in the position of the company as regarded capital, but they 
had since the lst inst., in conjunction with the City and Bouth 
London Tube, commenced to run an earlier service on Bunday 
mornings. It was on July 1st of last year that the Great Northern 
Railway Co. altered their train service which affected them so 
adversely, and on July 9th the electrification of the L.C.C. tram- 
ways to Finsbury Park was completed. : Since those dates there 
bad been no change in external conditions. The total traffic 
showed a decrease of 433,847 passengers. The falling off experienced 
in the previous year had continued, although to a less extent, for 
whilst in December, 1908, they showed a loss of 27 per cent., as 
compared with December, 1907, in the year under review, they had 
lost only 13 per cent. He had little doubt that during the 
current half-year they would show better results than they did 
last year. During the past half-year the board had been giving full 
attention to traffic probleme, and perbaps he might say that the 
tube railways of London were now working in close harmony by 
means of frequent meetings amongst the chief officials of the rail- 
ways, which led to joint advantages. As he explained at the last 


meeting, their fares were governed by an arrangement with the. 


Great Northern Railway. The necessary notice to terminate the 
arrangement had been given, and the required period had just 
expired. They had not yet made any alteration, owing to the dis- 
cussions which were in progress with that company, and which 
might obviate any necessity for doing so. Until those negotiations 
culminated in some understanding one way or another, they had 
refrained from making any changes. Meanwhile, the deficiency of 
£3,209 in their fixed charges had again been provided from the same 
source as on the last occasion. The time for extending to the Bank 
as sanctioned by Parliament, expired next August, and the 
directors were not yet in a position to say whether application for 
an extension of the period should again be made. In conclusion, 
the chairman referred to the death of the lafe secretary and the 
appointment of Mr. W. M. Ballingall to the office. 

Mr. CHARLES STEEL seconded the motion. 

Mr. FELL congratulated the board on the economies they had 
effected, but hcpelthey would persist in an effort to '' moralise " 
the Great Northern Railway directors. He trusted also that the 
L.C.C. would be brought to see the unwisdom of running tramways 
at fares which were unremunerative. 

The motion was then carried. 


Central London Railway Co. 


Sm Henry OAELRY (chairman) presided on August Sth, at the 
Holborn Restaurant, W.C., over the twenty- eighth ordinary general 
meeting of the above company. 

In moving the adoption of the report (see ELTCTRHICOAL REVIEW, 
July 30th, page 188), the CHAIBMAN said there was practically no 
change in the capital account. In round flgures they had £100,000 
of unissued capital, but with what they had put to reserve, and 
their daily receipts, they were enabled to keep going without 
issuing any further capital. The revenue would interest them 
chiefly because the circumstances of the times had rendered neces- 
sary some alteration in their dealings with the fares, and because 
also, through the weather, or the dullness of trade, or both, there 
had been a damaging effect on the receipts. Whilst the expenses 
remained practically unaffected, the receipts for the year were 
£20,000 less than in the corresponding period. The bald statement 
might, however, convey & more serious impression than the facts 
really justified. In the first place, in the previous year they had 
the exhibition traffic, and so far as they could ascertain, the traffic 
last year benefited them to the extent of £6,000. That traffic had 
practically been a net loss this year. A further striking fact, how- 
ever, was the loss of workmen’s traffic. As they knew, workmen 
were carried for any distance for 2d, and there was 
no question of the fare or the accommodation being respon- 
sible for the loss. They had lost 445,000 workmen passengers, 
and it could only be accounted for by a diminution of work, because 
there was no better means for them to get to it and no better 


AL REVIEW. 


attraction in the sh&pe of fares. The next and most important 
point was that of the fares for their general traffic. They found 
that week after week there was & very heavy falling-off in the 
general traffic, and especially in regard to short-distance pae- 
sengers. They took censuses to find out whether this was due to 
any accidental circumstances, and they examined the rival modes 
of conveyance, and they found that without doubt the means of 
locomotion in the streets were so numerous and so convenient, that 
passengers preferred to ride on a bus and pay 1d. rather than to 
descend to the railway and pay 2d. The board accordingly deter- 
mined to face the experiment of charging 1d. for any three stations. 
The results bad been that their trafüc week by week gradually 
increased, until within the last six weeks they found they were con- 
veying rather more tban double the number of 2d. passengers they 
had lost prior to the date at which they made the change. The 
consequence was that they had got the money back, but they 
had to carry double the number of passengers for it. They 
hoped, however, there was a gradual indication that the 
number of passengers would still further increase. They had 
not as yet had a sufficiently long experience to make calculations 
with actual certainty, and, therefore, they had withheld any 
announcement as to whether they would go on with these fares or 
not. Further, he would point out that as the result of the system 
of through bookings they had carried 3,000,000 of passengers, which 
was ap increase of rather more than 1,000,000 over the corres- 
ponding period. There were indications month by month that 
these facilities were appreciated by the public, and that the traffic 
would increase. At the same time,it must not be forgotten that 
they did not receive so large a fare as if people travelled altogether 
on their line and paid the local fares. Notwithstanding what he 
had said, they were able to pay 3 per cent. dividend as before, and 
to catry £40,000 forward, which was practically equal to the amount 
brought into the accounts. Therefore, they had not trenched on 
the savings they had in hand, and they had been able to maintain 


the dividend. The only other point was their Bill to extend to 


Liverpool Street, which had passed both Houses of Parliament, and 
was awaiting the Royal Assent. The result of the inquiry, aided 
as it was by the Great Eastern Railway Co. and the London and 
North-Western Railway Co., satisfied the board that there was no 
point so rich in promise and so full of traffic as that which centred 
round Liverpool Street. | 

LORD RaATHMORE seconded the motion. 

Answering questions, the CHAIRMANX said the company had tried 
to coax their competitors to adopt reasonable fares, and failed. He 
was told the 'bus traffic was not paying, so perhaps they would vet 
come to their senees. The buildings over the stations did not 
belong to the company, but were erected by private persons, who 
paid handsome ground renta. 

The report was adopted. 


Chilian Electric Tramways and Lighting Co., Ltd. 


Sig JULIUS WERNHER (Chairman) presided on August 5th, at 
1, London Wall Buildings, E.C., over the eleventh ordinary general 
meeting of the above company. 

In moving the adoption of the report (eee ELECTRICAL REVIEW, 
August 6th, page 224), the CRARMuAN said the operations of the coom- 
pany during the past year had shown an improvement both in the 
tramways and lighting departments. The tramways had shown 
increased earnings of £10,000, and the lighting department of about 
£8,000, and these results, he thought, wêre an earnest of better things 
tocome. They had carried over 7,000,000 more passengers than 
last year and supplied more current to the extent of one million 
pesos without satisfying all the demands, and both branches were 
capable of further development. If the return did not make a 
better showing, it was to a great extent due to the low rate of 
exchange, and he was sorry to say there was not much improvement 
this year. Last year he mentioned that Mr. Carl Miiller was 
appointed as managing director, and he proceeded to Santiago in 
February of last year, and remained till April of this year. During that 
period he completely reorganised both the tramway and lighting 
departments, and the results were beginning to show themselves 
in the improved character of the returns for the six months of the 
present year, both departments showing increased profits over the 
same period of last year. By the terms of the concession, the com- 


pany was entitled to double the tarif? at night, but that had been 


conteated by the municipality of Santiago; the arbitrators were 
called in and decided in the company's favour. The municipality 
were not satisfied, and asked for a decision of the courte, and again 
& verdict was given in favour of the company, and the result 
should have a favourable effect on the tramways returns, as for 
months past they had been deprived of what was lawfully due to 
them. They were still endeavouring to come toa final compromise 
with the municipality on the tariff and other matters. It was 
anticipated that the water power scheme would be in fall operation 
before the end of the year, and it ought at once to make ite 
influence felt in their operating expenses, and consequently 
increase their profits. Their coal bill had been enormous, and 
owing to bad transit facilities, notwithstanding all their care, they 
had been left with a very small supply of coal which had caused 
great anxiety to the staff. Since the departure of Mr. Miiller, Mr. 
Kolkhorst, who had been general manager of the Valparaiso tram- 
ways for some years, had been appointed general manager of the 
company. 

Ма. Lupwia BBREITMEYER seconded the motion, which was 
adopted without discussion, and £1,200 was granted to the directors 
as their remuneration. 
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Liverpool Overhead Railway Co. 


In presenting the half-yearly statement of capital and revenue 
accounts to June 30th, 1909, the directors have to report that the 
gross revenue receipts amount to £35,188 and the working expenses 
to £27,373. The number of passengers carried during the last two 
years is as follows:—Half-year ending December, 1907, 5,804,629 ; 
June, 1908, 5,367,286; December, 1908, 5,167,464; June, 1909, 
4,920,216. There has been a further shrinkage in passenger traffic 
during the past half-year, resulting in a reduction in the revenue 
of £2,487; this decrease in ёта; is mainly attributable to the 
depression in trade. The directors, by introducing a more frequent 
but less costly service of trains and effecting other small economies 
in working expenses, have made a saving of £8,138. The structure 
and the rolling stock have been maintained in effisient condition. 
The sum of £1,500 has been earried to the credit of renewal fand, 
which now amounts to £38,082. The directors have to record with 
regret the death of Sir Edward Lawrence, who was one of the 
original directors, and who has rendered to the company very valu- 
able service. The total revenue amounted to £35158 and the 
working expenses and transfer to renewal fund to £27,373, leaving 
£7,815, from which is deducted interest on mortgage debentures 
and on calls paid in advance (£4,329), leaving £3.486 ; this amount, 
together with the balance brought forward (£4,210), leaving avail- 


able for dividend £7,696. Oat of this balance the directors recom- - 


mend the declaration of a dividend at the rate of 5 per cent. per 
annum on the (1892) preferen-e sbares, less income-tax, leaving a 
balance of £4,696 to be carried forward to next half-year. 


Singapore Electric Tramways, Ltd. 


The ordinary general meeting of this company was held on the 
3rd inst. at the London оћ зев, 19, St. Swithin's Lane, ЕС, Mr. 
Edmund Davis presiding in the absence of Sir Frank A. 
Swettenham. 

The CHAIBMAN, in moving the adoption of the report (see ELEC- 
TBICAL Review, August 6th, page 224) said that in reference to the 
item creditors and credit balances on the debit side of the balance- 
sheet which stood at £6,701, that was a reduction of nearly £4,000 
as compared with 1907, when it stood at £10,603. Torning to the 
other side of the acconnts, on the tramway undertaking there had 
been an outlay of £12,884, or nearly £4,500 more than last year, 
though they had written off a little over £10,000, as against 
£18,000 in 1907. * That re-arrangement of the provision for deprecia- 
tion had been arrived at after careful consideration, and 
on the advice of the general manager, who had advised 
them that owing to the excellent condition of the plant, 
the reduced rate was justified. They had only £6,000 on 
loan against security to compare with £15,000 in 1907. Debit 
balances and stocks and stores, tickets, ccals and sundries were 
about the same forthe two yeare, and the balance of profit and loss 
account had been increased by £4,040, making the total under that 
head £16,217, which was caueed by the large amount debited to the 
profit and loss account from year to year by way of depreciation. 
The total receipts for the year were £917 less than in the previous 
year, and they had debited the profit and loes account with depre- 
ciation amounting to £10,233, debenture interest, 17,500, and the 
royalties payable to the Singapore Municipality, and the accounts 
showed a loss for the year of £4,040. The item, commission and 
discount, £740, was again heavy, but that was due to the 
lows incurred on the sale of subsidiary companies, and 
although they had been in communication with the Govern- 
ment, they had not, up to the present, been able to 
come to any satisfactory arrangement. The total traffic receipts 
amounted to £55985, or very nearly 4 per cent. less than 

in 1907; the receipts per car. mile being 6˙89d., as against 7 41d. in 
the previous 12 months, The falling off in revenue was due to a 
large extent to the depression in trade. The receipts for the 
current year up to July lst showed an increase over the correspond- 
ing period of 1908 of $7,070. The tramway expenses amounted to 
£36,086, or an increase of about 2:8 per cent., though the cost per 
car-mile was 3 99d., as against 407d, the reduction being due to 
the fact that 63,104 more car-miles bad been run. Turning to the 
other side of the business, the receipts from the sale of energy for 
lighting and power pnrposes showed a gratifying increase of $31,126, 
as against $15,999, or a little short of double the amount in 1907. That 
branch of the company's business was full of great potentialities, and 
AB connections were made the returns should increase largely. 
Up to April 30th of thie усаг the receipts showed an increase of 
48 per cent. when compared with 1908. The section of the tram- 
ways over the Singapore river bad not yet been completed owing 
to the bridge which was being built by the municipality not yet 
having been completed. The general expenditure at Singapore 
would in the future show a reduction, as they had made arrange- 
mente with their local agents whereby their remuneration would be 
greatly reduced. 

Bra CHARLES Ретвів seconded the motion, and the report was 


Baker Street and Waterloo Railway Co. 


Tax directors’ report for the half-year ending June 30th, 1909, states 
that the capital expenditure during the balf-year amounted to £71,880, 
representing the opens which, at the close of last half-year, 
remained ble to the capital enditure account. The 
share capital still remaining to be issued to the contractors under 
the construction contracte, amounts to £33,000. The gross receipts 
"en revenue acoount during the half-year have amounted to 


\ 


£91,510, bei 
responding half of last year. The working expenses have 
amounted to £42,224, being a decrea:e of £3,228. After providing 
for interest, rents and preference dividend and reserving £4 000 
for contingencies and renewals, there remains a balance of £18,304 
available for ordinary dividend, and the directors recommend that 
a dividend at the rate of 14 per cent. per annum be declared on the 
ordinary shares, and an additional dividend аб the rate of 14 per 
cent. per annum (msking 3 per cent. per annum in all) on the 
ordinary shares other than those held by the Underground Electric 
Railways Co. of London, Ltd., or their nominees, leaving a balance 
of £3,106 to be carried to next half-year’s account. The directors 
propose that the dividends shall be payable on Angust 14th. The 
following table gives a sammary of the working expenditure in 
comparison with the corresponding period of last year: 


Half-year ending А Рег 

June, 1909. Јосе, 1908, Inc. or dec. cent. 

Maintenance of way and works, &c. £2,996 29,564 + £432 + 16°85 
Repairs and renewals of rolling stock 2,989 3.687 — 748 — 20-99 
Lift expenses wa ie ee 80 4.207 4.619 — 412 — 892 
Train working and traffic expenses. 24, 787 27,514 — 2,789  —1011 
Other items Ss ae s si 2,906 2,693 + 23 + 791 
$87,884 £41,186 — 8,802 — 808 

Rates and taxes 4.890 4.817 + B + 169 
Total £42,234 £45,453 — 3,229 — 7:10 


The following table gives a summary of comparative statistics 
for the first halves of the years 1908 and 1909 :— 


Half-year ending Per 

June, 1908. June, 1908, Inc. cent. 

Passengers, incldg. workmen and ; 
season-ticket holders' journeys 14 825,065 12, 910,801 1,984,964 + 10:70 
Passengers at workmen's fares .. 1,922,589 1,874,140 48,899 + 9258 
Passenger receipts.. ad , £86,861 £79,869 £6,992 + 876 
Average receipt per passenger .. 1:464. 1'48d. Deo. 02d. — 1:85 
Train-mileage ^  .. a 7 687,202 522,406 114,796 + 21:97 
Car-mileage .. 1,918,662 1,710,196 148,486 + 889 


The terms of the agreement with the North-West London Railway Co.. 
referred to in the directors’ last half-yearly report, which provided for tbe 
railway from Edgware Road to 


Great Northern, Piccadilly and Brompton 
Railway Co. 


THE directors’ report for the half-year ending June 80tb, 1909. 
The capital expenditure during the half-year amounted to £169,488, 
representing the expenditure which, at the clote of last half-year, 
remained chargeable to the capital expenditure account No. 4. 
The gross receipts on revenue account amounted to £167,998, being 
an increase of £10,229 on the receipte for the corresponding half of 
last year. The working expenses amounted to £73,405, being а 
decrease of £1,579. After providing for interest, rents and prefer- 
ence dividend, and rererving £6,000 for contingencies and renewals, 
there remains 493, 792 available for ordinary dividend, and the 
directors recommend that a dividend at the rate cf 1 per cent. per 
annum be declared on the ordinary shares, leaving a balance of 
£8,352 to be carried to next half-year's account. The dividends 
will be payable on August 14th. The following table gives a 
summary of the working expenditure in comparison with the 
corresponding period of last year :— 


Half-year ending 

June 80, June 930, 
Я 1908. Inc. or dec. Percent. 
Maintenance of way and works, &c... £5,890 £4,285 + 41,655 + 89:08 
ipsis and renewals of rolling stock 4,696 6,06 — 859 — 710 
Lift expenses .. ae 85 Vs 7,158 7,480 — 827 — «91 
Train working and tra fflo expenses 11, 85 47,518 — 6,958 — 12°48 
Other items "m vi “© is 6, 8,1 + 2,888 + 89-81 
£65,829 267.455 — £3,126 — 816 
Rates and taxes 8,076 7,598 + '648 + 9:98 
Total ee oe ee e £73,405 874,983 = £1,578 = 2°10 


The following table gives a summary of comparative statistics 
for the first halves of the years 1908 and 1909 :— 


"A Half-year ending 
June 80, 1909. June 80,1908. Inc. Percent. 
Passengers, including workmen and 


season-ticket holders’ journeys . 19,155,888 17,446,477 1,709,406 + 9 
Passengers at workmen's fares 2,442,578 1,077,422 466,151 + 28 62 
Passenger receipts аа ox £151,078 142,111 438,962 + 6°31 
Average receipt per passenger 1:89d. 19Fd. дес. 06d. — 8:08 
Train-mileage T ee is .. 1,286,820 956.938 279 587 + 99:20 
Car-mileage.. a 2 з .. 8,671,514 8,742,607 dec. 70,996 — 1°90 


The number of passengers carried, including estimated journeys 
by season-ticket holders, is as follows: 


Half-year ending June 80th, 1008  .. T s 17,446,477 
3! " December Bist, 1908 oe ow. os 16,990. 50 
н Т June 80th, 1909 „ ee ee oe 18,165,58 


an increase of £7,982 on the receipts for the cor- _ 
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Fort- Receipts for | No. 
Locality. i migni the of: 
ended. fortnight.  |wks. 
e & 
Aberdeen ee ее Aug. 4 8,131 eS 619 9 
Ayr eo ee e [E] 7 999 = 61 12 
Bath a ee е [T] 4 9,981 + 45 81 
Belfast as |» 6 | 7,788 |+ 279 | 18 
Birkenhead.. „ 7 2,286 |— 58 18 
Birmingham Corp. July 8t , 18,701 |+ 167 | 18 
Blackburn ,» 2, — 161 | 17 
Bl I-Fleetw'd Aug. 7 8,648 + 47 5 
t Bolton ee of 1 9,210 е 290 18 
„ эз 4,282 |— 201 18 
ord ..|Joly 81| 9,789 — 810 17 
‘висе T Aug. 1, 1,218 |-— 68 | 18 
tol oe ae | s. 6 18, 587 |+.1,096 | .. 
Brit. Elec. Trac. Co. 
Airdrie .. .. | July 80 8917 6 80 
| Barnsley e e 97 80 835 — 88 9 
Barrow oe oe 3? 90 558 I 88 ГИ 
‘Cavehill .. А н 80 2147 7 os 
Devonport ee LI] B0 750 — 251 [1] 
Gateshead А a 30 | 2,064 sa - 
Gravesend А n 30 542 T 60 „ 
Greenock .. и 80 | 1,873 |+ 30] y 
Kidderminster ry | 30 268 — 87 99 
yr n 80 495 |— 12 n 
Metropolitan . „ 80 | 18,683 |+ 575 „ 
Middleton н 90 714 |— 123 5 
Mid. Joint Com'tee з 80 | 11,699 — 172 „ 
Oldham—Ashton н 80 1,166 = 56 " 
Peterborough ә ө 97 80 965 mue 95 [1] 
Potteries ee ee » 80 B.629 — 198 ” 
Rothesay ee LJ [I] 80 1,464 ä 160 LT] 
Bouthport. . » 30 720 — 50 „ 
B. Metropolitan » 80 1,715 — 178 ,, 
Swanses . » 90 028 — 86 ,, 
EM „ 80 905 |+ 110 „ 
eston-s-Mare „ 90 542 |— 100] „, 
Worcester » 90 643 — 18 „ 
Wrexham e|, 80 199 |— 23, „ 
Yorks. Wool. Dist. | „ 80 | 2.087 — 60 „ 
Miscellaneous .. „ 80 472 1 2|. 
Burnley oe . 2,689 185 
рш тыа T 623 29 | 19 
Bury ee os ee * 281 174 
in 115 ee Фе M { 
Carlisle ee 8 
Chatham and DEM 171 31 
Cork ee 12 | 81 
Croydon 98 | .. 
1Darlington А 28 | 19 
en - 42 | 18 
Dover. . ee ° 181 18 
1Dublin в • 988 | .. 
Dundee ee ° 185 1 
East Ham . . 76 1 
+Exeter ee 18 
al w T —1. 423 
gs е ae 
Huddersfield А РЕ ; 
ull ee ee 0 280 18 
Ilkeston  .. . 46 | 18 
Ipswich ee 41 | 19 
1 Kilmarnock 1111 
t Len'kshire Trm.Co 113 | 29 
Lancashire United 484 | 8l 
8 - 123 | 18 
4 Leicester 257 
ое ° А и 10 
ver pool Ф е Б - 
Ш.С. [] ee = + 4.125 oe 
London United .. —8,806 | .. 
Lowestoft oe ee 85 43 
+Manchester ee — 8,027 | 19 
+Newcaatle .. vs 10 
Newport - 41 | 18 
Oldham T 420 | 19 
Pontypridd .. oe ov 14 | 184 
Portsmouth. ae M 
Preston T 90 | .. 
Rotherham T 167 | 18 
Balford ee T —1,216 | 17 
i3heffüeld .. T — 822 | 18: 
Southampton:  .. — 216 | 18 
South on-Sea .. 228 | 18 
{South Shields  .. 111 | 17? 
Swindon e ee 52 ee 
eside ee ee 52 5 
allasey .. ec 96 | 174 
Ul og recede os 221 | 19 
ee 251 | 17 
8 ee 183 | 18 
Baker Bt.. Waterloo 525 5 
Oen. don Riy.. 8,800 | 5 
Char. +, Dus. Hamp. + 6&0] 5 
City & B. Lon, Rly, + 389| 5 
-Lucan Rly. — 18] 5 
G. N. and Oi . — 31 6 
A.N., Ру. & + 815 6 
L'pool Overb'd Biv. — 10| 5 
1Liandudno-Col. Bay — 8 |85 
Mersey Railway .. + 164 6 
Metropolitan Rly... + 692 
Met. District Rly... +1,470 | 5 
Anglo-Argentine .. +8,653 | .. 
fAuckland .. 41,503 | 28 
Bombay (B.E.T. jo ex 867 | 96 
8 Brisbane .. 12.114 
Вг. Columbia Rly. + 8,826 
Valcutta 6,406 |+ 157 | oo 


§CapeF lectricT. Ld. 
€Kalgoorlie, W.A... 
Madras oo ө, 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 


Melbourne.. ee ee ee ee 
Lisbon ee е 


erth (W. A). 
* Compared with the oorrespon ding period of 1908, 


3 Includes horse, steam and other receipts, 


Route 
Total to date, miles 
open. 
s б? Inc s 
14,142 = 897 ee ee 
4,804 — 232 | 8 | oe 
20,505 T 948 | .. | a 
71,182 |+ 8,015 | 87 
20,008 == 515 18:68 m 
116,628 |+ 3,949 | .. | .. 
19,857 — 628 18:97| .. 
1,815 ыы ВІ ve ee 
41,989 |— 990 | 28 
80,841 |— 224 |21:90| .. 
86,444 |+ 1,001 | 64'8| .. 
17,128 ee 9:5 е6 
ee 0 ee ee 
6,491 — 188 |865| .. 
?, ге eo oe 
6,716 — 550 5°87 ee 
9,626 P 182 oe ee 
10,989 = 9,554 8-85 ee 
29,728 |— 816 11255 
6,064 — 159 6:5 ee 
15,942 |+ 222 | 7°25! .. 
6.750 — 223 |672 | .. 
8,019 EVE 240 [E . 
5,004 |+ 151|.. | oe 
6,330 |+ 44| 2'9|.. 
180,718 |--14,019 | 22 , .. 
9,977 |j- 882 | 8j.. 
168,979 |— 2,270 | .. |... 
16,604 — 1,084 9:18 LY 
8,96 |— 305 | 5:81 |.. 
52,976 |— 1,448 | 29 | .. 
56578 |— 290 2705 
8,840 — 288 |8'17| .. 
,960 т 480 ee e 
895 |+ 452 [125 . 
6,521 |+ 166 | 8°76) .. 
8,384 5 64 8 ae 
8,004 |— 141 | 6575 | .. 
2,861 NES 146 ee 
26.811 |— 566 17 
6,0157 8 
5,084 — 168 | 6°63) .. 
21,073 |— 759 | 28:6 | .. 
86,838 == 910 ee ee 
5,108 — 212 vs 
24,696 |+ 1,179 14·98 61 
18,884 x 876 oe ee 
26,119 |— 99 | 11°25] 4-75 
3,558 258 
4.616 тт 4°86 ee 
8,660 |— 418 | 4°75| „ 
31,423 rd 54°96 ee 
3,852 — 613 | 15 
19,081 |-- 2,99 | 8:48 | 68 
6,212 |+ 514 65 |... 
162,011 ES 4,566 90:5 гб 
46,496 + 684 | 18 А 
2,449 — 219 РЕ же 
1,712 |— 24 |1056 | .. 
248 |— 86 4:95 .. 
,202 — 1,697 | 17-62) 1°18 
40,702 — 839 . 
120,855 |+ 227 | 61 . 
6,432 7 534 6 |. 
822,407 = 8.881 104 oe 
598,609 |--22,523 121 4'25 
187,490 —920,076 ee ee 
6,585 |— 785 8'5|.. 
282,798 — 4,557 |905| 6 
69,231 8 1.416 ee ee 
11,874 |— 882 | 14/5 | .. 
87,051 |— 2,650 12816 | .. 
7,963 |4-1,076 | Б°5 | 1:76 
10,902 |— 481 | 10 66 
82,622 |— 8,017 | oo `- 
108,787 |— 1,618 | 87 | 1:96 
19,643 |— a 
10,079 + 1,711 e@ oe 
9,975 I 56 oe ee 
2,384 + 100 ee oes 
16.725 |+ 413] .. 2 
12.957 A 1 9 se 
40 940 |+ 2,411 | 15 'B 
14,907 |— 908 | 12°6| .. 
15,480 |+ 950 | 6°26} .. 
26,180 |— 9,775 | 6°89; 55 
19,185 |+ 2,650 7.155 
15,421 |+ 976 | 1-8 . 
866 — 7 7 ee 
6,851 — 27 8:6 ee 
26,045 |+ 825 | 9°96; .. 
8,937 |—- 58 | 6B | 48 
1,544 + 1,628 ee е 
8,772 |+ 469 | 461 .. 
80,785 |+ 1,702 | 94:51 .. 
49,563 [T 4,757 | 94 | .. 
1.206.885 769,073 . | »o 
'96, 514 [718.296 22:8 Bl 


68,178 + 4,081 


ee ee ee 


96,138 . 
17,662 |+ 170 


43,966 |— ` 


§ One month, 


4 One week only, 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Markers in the Stock Exchange are mostly hard as regards prices, 
limp as regards business. The electricity sections synchronise with 
the other departments, and the principal divisions display a fair 
amount of strength. The telegraph list contains a number of small 
improvements. But the holiday spirit is very much in the air, and 
the closing of the Stock Exchange on Saturday week was announced 
amidst cheers. i 

Central London stocks are looking up again, and tbe su^cess of 
the company's policy of penny fares is no longer in doubt. 
Regarded as rather a bold experiment at the time of its initiation, 
а good many proprietors were inclined to oriticite the innovation 
as being likely to do the company more harm than good; but the 
event is apparently falsifying these objections, and the market has 
taken a distinct turn for the better, a rise of 2 in the Ordinary 
being the immediate outcome. 

Other tube issues are steady. The excellent reporte of progress 
lately published by the Underground Railways group has directed 
farther attention to the various Debenture stocks, amongst which 
Baker Street and Waterloo stands at 99, Great Northern and 
Piccadilly at 95 and Charing Cross at 93. Piccadilly Preference 
are 82. 

City and South London Ordinary is without change, and would- 
be buyers of the Preferences find much difficulty in getting the 
offer of any of the stocks. Of the old undergrounds, Metropolitan 
Consolidated is a trifle easier, while Districts remain at 173. After 
arousing a little interest in connection with the coal-trade dispute 
and its settlement, the Home Railway market has relapsed, as a 
whole, into its usual condition of stagnation. 

Anglo-American Telegraph stocks play the leading part in their 
particular market, and the Deferred has jumped up more than two 
points. There is a report current to the effect that the company 
has picked up the cable that for so many years has be«n lost, but 
& more prosaic explanation of the rise in the stock is that which 
credits the company with doing very good business at the present 
time. The Ordinary and Preferred are also better. 

Great Northern Telegraphs are firmer, notwithstanding the 
shrinkage in the profit for the last financial year. Direct United 
States shares recovered half their fall of a week ago, and Cuba 
Telegraphs are 2s. 6d. higher. Eastern Telegraph Ordinary 
hardened, ard “China” shares kept firm. A rise of 58. in Globe 
Preference shows that investors are not unmindful of the recent 
improvemert in Telegraph descriptions. 

Telephones sre quiet. National Telephone Deferred gained 3 of 
its deducted divjdend, but the Third Preference slipped back 
farther. American Telephone lost 4 of the sharp rise last week. 


The rubber market has been rather badly shaken by a slump 
occasioned through a rush of profit-taking. As with all markets 
that are at all limited in extent, a gentle pressure to realise was 
quickly converted into a kind of sauve qui peut, accelerated by the 
wild efforts of Mincing Lane operators to land the Stock Exchange 
with the shares. The little burst did not last long. and the market 
quieted down at the lower levels, which tempted new buyere. 
However, the incident provided rather a nasty jar for speculators 
who, rashly gambling with borrowed money, failed to time the 


slump, and found themselves in such position jthat they might Le 


called upon to psy differences of substantial amounts. 

In the hot weather, electric lighting shares are about the last 
thing that investors trouble about, so it is not surprising that the 
catalogue should show hardly a change worth noticing. There is a 
sprinkling of small declines. 

Mexicau-Canadians have swung upwards this week; there hag 
been a rise of 5 points in Mexican Light and Power Common. The 
Tramways Company shares are 14 up, Rio Trams keep about 904 
and Sao Paulo at 1504 are 3 better. Canadian General Preferred 
at 118 is up 1, but the Common has not moved from 123. Tramway 
shares generally are steady. British Electric Traction Debenture 
stocks have fallen further. London Uniteds are without change. 

The manufacturing group is quiet. Babcock gained m, armament 
shares are strong, and Henley's rose 5s. Telegraph Oonstructions 
are up again. Edison & Swan fully paid shares from £2 were 
marked down to 1}. In point of fact the latter price has more 
correctly represented the actual quotation for some time past, but 


the dealers prefer to treat their prices tenderly until obliged to put 
them down. 


Liverpool District Lighting Co., Ltd.—The directors 
have declared an interim dividend of 4 per cent. per annum, less 
income-tax, for the past half-year. 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


 TELEGBAPH AND TELEPHONE COMPANIES. 


Btock Basiness done 
Present NAME, or Dividends for the last обок | з week ended Rise * 1 
Issue. Share. four years. Aug. 8rd. Aug. 10th, MEAN Fall — per cent. 
1906, . | 1908, Highest Lowest. £ 8, d. 
25,000 | Amason Telegraph Uo Bhareg, Nos. 1 $o 95,000 10 i ES 1 Nil Nil 21— 84 21— 81 T | . . Nil. 
188,700 | Ро. do. Debs., Nòs, 1 to 1,250 Red. | 100 |695|5935,169, |5% | 92 — 96 63 — 96 X a +4 | 54-9 
$151,551, American Telephone Telegraph, Cap, Stock .. | $100 |74% |8% |B 8 % | 1464—1474 146 —147 116} * — | 6 810 
$58,000,000 || Do. Collat, Trust, 4% Bonds, 1 001 4 78.000] $1000 4% 4% % | 49% | 97 — 00 97 — 99 " гә | 4 010 
О А 
558,460 | Anglo- r NDS РА «ә Stock | 83% | 84% | 84% |2848. 58 — 60 59 — 61 59 on +1 5 6 2 
8,220,770 Do, 0. 6 Pref, e „Stock 6 5 6 6 | 6 % | 101 —102 102 —108 1024 1014 +1 5 16 6 
8,220,770 | ро, — do. Deferred Stock 4 1 19% | 8/- 171— 174 194 — 19 1974 Mal +24 2 0 0 
47,725 | Anglo- Portuguese Tel, б % Mort. Deb. Stock Red, | 100 5 % |6 & 5 % | 6 95 | 103 — 105 103 —105 x + z 415 8 
44,000 | Chili Telephone, Nos. 1 to 44,000 6 |8 - 856 1. 8 — 85 8 — Bj Bg T af 414 1 
2,481,850 | Commercial Cable, Sting. 500 year 4% Deb. Bk, Red, | Stock | 4 % 4% 4% 4% | 89 — 91 90 — 99 904 12 41 470 
16,000 Cuba Telegraph .* ee .. „* * * 10 b 5 6 5 6 % Rà— 88 ti = 9 ne ee + * 6 13 1 
6,000 Do. 10 % Pret, de id re * 10 0 10 10 10 % 17 — 18 17 — 18 oe T ә 5 11 1 
12,981 | Direct Spanish Telegraph, Ord. es 5 4 4 495,|4 9 23 — 8 m В; a * 5 3 8 
6,000 Do, do, 10% Cum, Prei. 5 10% 10% |10 % |10 % | 8i— 8 ER— 8 D T . 512 8 
80,000 Do. do. 44% Debs. .. «| 50 4 & 44% | 4495 | 44% | 99 —101 99 —101 T e. 816 B 
60,7101 | Direct United States Cable 90 |4 48% | 4395 | 43% | 128— 1% 12j— 19i 13 121 6 137 
43,500 | Direct W. India Cable, 44 Reg. Deb., 1 to 1,900, R. 100 .| 44% | 44% | 44% nt 99 —101 99 —101 р x: KS 4 9 1 
4,000,000 | Eastern Telegraph, Ord. Stock.. „Stock |79% [7 7 % |7 % | 125 —198 126 —129 1274 126 +1 5 8 6 
9,000,000 Do. Pret. Stock ..| 100 | 84% uae 63% | 84% | 844— 86) 814 — 86) 845 B42 .. 4 00 
1,896,706 Do. 4% Mort, Deb. Stock. Red. .. | Stock | 4 4 4% 4 9 | 1044—1064 1044 ~ 1064 105 T 815 2 
800,000 | Eastern Extension, Australasia, and China Tele 10 |7 1 795,795 | 11а— 12 114 — 12 111 114 519 2 
152,400 4 % Deb. Stock Stock 4 4 4% 4% | 102 —104 xd | 107 —104 1024 102 8 16 11 
200, 0001 ha & B. Afric, Tel, 4 % Mt p3 Mauritius | 95 4% 4% 4% | 4 9% | 100 —102 100 —102 10 4 818 Б 
181,127 | Globe Telegraph and Trust „ ве | 10 `1 9 629% | 5395 | 10ł— 103 101— 10{ 10% | 104 T 670 
181,127 Do. do, 6 % Pret... бе 10 |6% 6045 6 $ 6 % | 181— 184 134— 14 13 138 ror 145 9 
150,000 e Northern Telegraph * Copenhagen. . . 10 24% |20 % 20 % 18 95, | 26 — 27 264 — 273 267 261 Kd 612 4 
ifax an ermudas Cable, 4à % lst Mort. o 09 — 09 — 
10,000 Debs. within Nos. 1 70 1,900, Red. } 100 4% | 44% | 44% | 44% | 99 —101 99 —101 * А 69-1 
17,000 | Indo-European ne боо EN T se 70 25 118 95 |18 % |18 % |18 95, 513 — 534 514 — 534 * ә 6 16 
£41,880,400 | Mackay * mmon .. 90 T .. | $100 2 BA 4 4% | 80 — 84 80 — £4 * * 415 8 
$50,000,000 Do. 96 Cum. Pref, ,. ee .. | $100 4 4 4 4% | "4 — 79 74 — 79 T "9 | 6 58 
894,190 | Marconi's Wireless 8 de^ che “ate 1 N Nil | Nil | Nil a— 19 ia — {i 16/- T ер Nil 
72,680 | Monte Video Telephone Co.,Ltd. Ord, — .. .. 1 б & 6 % |6 2 6 96 tá—- 13 че 54 z z „ | $07 
86,492 Do. do. do. 5 Prei. 1 676 7545 3— i — 4 № = MESE 
9,225,000 National Tele hone, Pref. Stock өө өө ee | 100 6% |6%|6%(|69% | 106 —1074 106 — 1974 106 106 5 11 7 
8,725,000 | Ро, Det, Btock at, ge’ е ME' | 5 | 6 % | 6 % | 1224-124 123 —125 123; | 1223 ка | 416 0 
15,000 Do, do. 6 % Cum. Ist. Pref. .. ec 10 6 6 66 à 10 — 103 10 — 10; 5 11 8 
15,000 | Do. do. 6 % Cum. nd Pref, .. 10 |6 595,16 6 95 | 10 — 103 10 — 10; 5 11 8 
250,000 Do. do, 5 Non- um. Вга P., 1 to 950,000 b 5 2 b b & 5 96 54— 54 514— 5! 51 DR | yy 478 
2,000,000 Do, do, 54 Deb. Btock Red, „Stock | 84 84 BA 84% | 98 — 100 98 —100 98} 98 810 0 
1,983,593 Do. do. Deb, Stock Red. 100 4 4% 4 4 96 99 —101 93 —101 819 8 
179,818 | Oriental Telep, and Klos. 1 to 171,504, » fully p paid .. 1 1%|1 8 8 | 1%— 1 17 ly, 28/14 28/ 5 6 8 
50,000 о, 0. do, 6% Cum 1 46546 6 6% là— 1% 1 — lch 5 8 9 
99,100 Do. do. do. 4% Red. Deb. Stock 100 4 2 4 4 4 96 853 — 874 5 — 87 À 412 0 
99,400 | Pacific & 2 Tel., 4 95 Guar, Deb»,, 1 to 1, 000 10 4 495,|495|495]| 99 -101 09 —101 | 81:9 8 
11,8891 Reuter's ө өө «э 8 5% | b 5 5 % 7 — ek 71 — BÀ 73 418 9 
145,955 Telephone Co. of Egypt, 4 % Deb, Red, өө .. | 100 44% “a 44% | 44% | 99 —101 99 —101 ee | 
8,042 | Submarine Cables Trust . © eo eo | Corts 6 6 V 6 |6 95 | 130 —182 13) —133 | 41011 
120,000 | United River Plate Telephone -. es b 895|895|8 9$] .. 6$— 78 63 — 7 | 6 8 6 
40,000 Do. 595 Cum. Pref., Nos. 1 to 40,000 5 5 V 5 V 5 5% | bi— 5 58 — 64 Д 410 8 
80,008 | W. Coast of America, 1 to 80,000 & 58, 001 to 58, 008 24 Nil | 24% | 24 us là— 18 là— lg 22/6 4 10 11 
150,000 Do. 496 Debs., 1 to 1,500 guar. by Braz. Bub, Tel. 100 40 4% 4 4 % | 99 —101 99 —101 Md LN 819 3 
207,980 | Western Telegraph, Ltd., Nos. 1 to 207,980.. ^ 10 179517777 bs 184— 14 134 — 14 134 184 5 0 0 
800,000 Do, 4% Deb. Stock Red. ..| 100 4% 4% 4% 4% | 1024—1044 1024 —1C44 » ON 816 7 
88,301 | West India and Panama Telegraph .. - Д 10 Nil | Nil | Nil | Nil à— È — È Nil 
B4,568 do. 6% Cum. Ist Pret. | 10 |[59|89,|69,|695,| 8— 8 в —. 8 17139 
4,669 Do, do, Er Cum, 2nd Pref. T e 10 Nil | Nil |£26 15 96 8— 9 8 — 9 i 117 2 4 
80,001 Do, do, Debs., Nos, 1 to 1,800 à 100 | 69í(5| 5 96 | 5 96 | 5% | | 101 —103 101 —108 "m 417 1 
| | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
Anglo-Argentine Trams, 10 % Nom. " 
азо доо Angle Art b Nom, Com snd) & |89|89|99 0 % 9A— эд. | 9A— 9 | OH) 94 .. |ва 
978,99C Do. 4 96 Deb. Btock oe “+ ee ee T 90$ - 913 903— 912 91g 914 is 466 
882,857 | Auckland E. йол, d to b LY 1st моа, Deb, Stock ..| 100 |6 b 2 5 5 95 | 102 —104 102 —104 .. ‚. - 4 16 2 
оноуда) | Babcock & Wilcox, vi 1 |30 0 90 rt: 4j— 4 dg 6p 87/6 80/8 | + wi 4 911 
100,000 Do. do. Ses N^ 1 $0 100,000 s 1 6 6 0 6 1 1 = 1 ss SN 400 
60,000 | British йш шшш, d., 1 „ rec шу 6 |4 1 1 7 — - PN M 4 48 0 0 
Do. до, 7 Je Dum. Pret, - 2, | 172751477 H- 1 11— 14 ; : +a |1813 4 
60,100 Do. do. A“ 6 Cum. Pref, .. |. b 6 6 6 6 3 — B— 8 811 5 
Do. do. 4 96 Funding Certs. ee es 6 [| [| 4 4 N— 9)— af ee 6 14 8 
194,400 | Do. до. % Loch Leven Debs — .. 2d 649, | 53 93 — 96 98 — 96 A x 5)4 1 
600,000 | British Columbia E. Def. Ord. Stock ..  ..| 100 6 6 8 8 144 —148 144 —148 147 5 8 1 
400,000 ро. par Ord. Btock x eo | 100 b b b 6 119 —128 xd | 121 —125 123 1223 +2 416 0 
400,000 % Cum. Perp. Pref. 8 | 100 |6 Б b 6 107 —110 107 —110 be n 4 10 11 
289.000 1st Mort. Debs., 1 to 6,960 .. "m at 4 102 —104 102 —104 oe s 467 
He ваб . Power Debs., 1 to 9,200 100 : 4% 4 p шк adr 101 —104 1023 ВА . 481 
ee oe ee ee 1 aes өө * 
161,487 Cum. Pref. .. ws 10 6 6 8 14% 2 — 2} 2 — of P. : 6 M 0 
1,478,658 5 Perp. Deb. B Btock | 5 b b b 86 — 90 85 — 88 86j ; —A | 516 8 
538,906 ao 2nd Deb. Btock Red, 100 4) & 43 43 64 — €8 63 — 6! Mi —1 614 4 
10000 . б and Helsb эше, 5$. оз : : 0 ;- y: 7i— at 7 1 А А 690 
00,000 е еї, ее €— — 6 6 
600,000 | Do. do. 9 1st Mort. Deb. Red... | 100 wa 10  |109 - 156 = i EI 
904,961 а. 1 96 1 Mort. Debs. .. | 100 4 4 4% 44% | 91 — 96 91 — 96 oe > ie 4 18 11 
400,000 etingbonse 6 6 Prot een) 5 | Nol ум | NB | д д A— wh | Ni 
1,816,868 do. 4% Mort. Deb. Btook ' .. | 100 | 4 4 4 4 38 — 42 £8 — 42 T 
Em эре ly e coma c s PR SNB дый | = | = E З 
Do. L] LÀ * ee ee i 1 to ee ee oe 
140,976 | Brush cal Engineering, Ord. 1 to 106,81 .. | я |a% Nil Nal Nil 0— a | о RE. I. i 
. do. Non -· um. Vo as ^ өз 2 |6 Nil] Nil} мү 0— i 0 — ө 26 б ни 
195,000 ро. до. Perp. b. Btock Stock 4 48 — 48 48 — 48 ae 9 5 : 988 
238,000: Do. do, Perp. 2nd Deb. Btock.. | Stock 4 27 — 81 27 — 81 : o n 14 10 3 
191,610 | Calcutta Trams, 1 to 187, 5 |8 B 6 44% | 4— 4 4 4$ 97/6 e 2 419 4 
45,804 Do. 6 % Cum. Pref. Nos. 1 ю 29,890. . б |6 b б Ф 44— 5 41— 5 . T T 600 
850,000 Do. 44 96 1st Deb. Block. oo æ» | 100 tà 4 & 4 97 —100 97 —100 sie 410 0 
85,000 | Callender’s Cable ction shares e* o 5 15 16 16 15 % | 10 — 103 10 — 1 109, 104 AE 619 6 
60,000 Do. do. uS in. Pref. b b b 5 «4 61— t 6i— 6 dc 418 1 
800,000 Do. do. 33 51125 lst Mort. Deb. Stoch Red. Stock 4 4 h | 1044—1064 1044 —1 446 
491,298 | Cape E. Trams., 1 to РИ ! 0 il ЊБ ма 
660,000 meee to 450,000 1 |6 8 % 12 % |123% | lá— 2 lg— 2 89/3 | 39/- ae воо 
910,168 Do, M M Mo Mort, Deb, Stock 100 43 4$ “ | 104 —107 104 —107 ^i 814 9 
1,890,690 | Central London] Railway, eo e» | Btock | 6 4 8} 60 — 62 62 — 64 64 61 +9 5 1 7 
564,656 Do. do. 4% Pref, Stock ee „Stock | 4 4 4 4 88 — 85 88 — 85 4 14 9 
554,656 ро. do, Def. do.. Stock | 4 4 9 48 — 45 48 — 45 : 5 11 1 
1. av. u | Olty and South London Railway «„ „ 1 2b 110 81 — 82 81 — 8% B13 81 418 9 
85,000 | Crompton & Oo., Nos. 1 to 85,000 те 6 5%15% 1— 1 à- 1 .. |15 0 0 
b S e j e s 5 ** 8 * s — 93 so — 83 - Е 676 
* Unless otherwise stated, all shares are fully paid t A period of nine months, t From Manchester Share List 
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SHARE LIST OF ELECTRICAL COMPANIEB.— wa, 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. – (Continued) 


" Stock | Dividends for the Closing | Olosing Business done | Rise +; Present 


NAME, or 


| uotations Quotations week ended or Yield 
Issue, Share, | last four years, VUA 8rd, Aug. 10th. Aug. 10th, 1909. | Fall — Fall — per cent. 
| V „йы dd | ли. іе, | 1907. | 10063. cea dighest | Lowest. A 75 4 в. а. 
960,000 Dick Kerr & Оо. 1 to 260,000 .. ee 1 0 10 10 10% 1 і 12% — 9 v» t Р. 
805.000 | Do. do. "69% Cum. Prot., 1 do 806,000 " 1 (69595 x: 4352 | P „ше, . De d г 1 
271,080 Do. dc. 44 % Deb. Btock . 100 |4 | 4% | 44% Du AE Шу. Л e — . T1 
60,000 | Dublin United Trams. (1896), 6 % Pret., 1 to 60,000 | 10 6 % 6 95 | 6 96 P 1 1 . . 2 
99,261 Edison & Bwan Utd., “А '' shs., £8 på., 1 to 99, 261 5 4 | ae Ы: -— &— : e . .. MO 
17,139 Do, n shares, 01—017,189 .. Б | 4 24% | .. là— 24 l— 1 T - — | 2.55 
807,895 Do. Deb. Stock Red. 100 |49 4 „% (% | 68 — 79 г. Заар -- .. oe - RE 
67,720 Do. 5% and De Stock Prov. Certs. а] ра, | 100 5 % 6 L % .. | 8£— ВТ M — u a — Кт. di 7 
112,100 | Electric Construction, 1 to 112,100  .. 3 | Nil H | Nil | Nil \ ie wo 16 9400) 445 +o i 
81,890 Do. do. 1% Cum. Pret., 1 to 81,890.. E Т9 Т 14% % | 1%— l'h 1 — ve gee z z i50 
35,000 | General Electric Co, (1900), % Cum. Pref. ^ .. 10 | 5 % 6 E |. | Th 2 oo | ps ; 6.5 0 
200,000 Do. 4% Mort Deb. Stock | 4% 4 ‘$ 1% | 85 — 88 36 Ы Rete : fM 
78,000 | Gt. N. & City Ran. Pref, Ord, warts 19078000 | 10 | 4 4% | V | Nil T a 1 | Е га А e .. . 2-3 
80,000 | ^ Do. . ba bon Debe. . . Né 7 54 рО ва ав. аа |... | 5 | 4 
, ee ee 70 " 22 ве S 
40,000 | Henley's (W. T.), Telegraph Works, Ord, "p 5 15 * 15% ү: % ы 8 120 pim " 12 f, | +4 T3. — 
160.00 Bo. ER ‘ Mort. Deb. Stock | Stock | 4 4 de nti 1054 - 1074 1054 —107 12 | 15 - | 4.3 9 
50,000 | India-Rubber, Gutta-percha & Telegraph Works.. | 10 1 10 95 10 % |10 % | 144— 153 Hi" 15i 15i 15 . an e 
87,500 [Liverpool eee, ilway, Ord. e]. Nil | NU | 14 Nil í£— t - fa e — Жыш A 
10,000 + Do. Pref., fully paid * 10 6 : | 5 Н) P 5 —_ : 13 = pa .. | ** —i Nil 
—.— London нн x 0901), 1 to 0007 . ES. эз 10 - [н | $ s 11— 2 u- 73 ia > a Ln 
. о, „Ж 8 m “+ .. Р 
195,000 Do, do. Cum, Pref., 1 to 125,000 | 10 5 5 5 83% | 2— 9) 2— 24 45'- A — 15 0 0 
1,881,000 Do. do. Ist Mort. Deb. Stock. 100 4 | : | 95 495| e — т 68 — п 68) < 5 12 8 
5,782,062 | Metropolitan Consolidated V | % | „4% і % 403 — 3 ^ ep À E —4 4 4 $ , 
2,640,914 Do. Burplus Lands ee * * .. ee 100 2 | Me 2 А 2 0 65 эз b = 17: i * Nil 
8,285,000 Do, District .. „ „ Nil | Nil| 171— 5 11$— 17 ij à ERIS. 
891,897 | Metropolitan Electrio Trams., Ord, ..  .. .. 1 T | . .. | 44% — -= | ee e . Am 
814,016 Do, do. Detd... ES 1 Nil | Ni | ва. i à- i | й ў а { N : — $ 
598.500 ро, a No Ee ha Red, | 100 | 44% | md | 44% 4% | 95 — 97° 95 — 97 93 e. | 412 9 
$10,823,200 | Mexico Trams Co., Common Stock Sec ee | m pou | oe. DABEI 12411274 | 17% | 1954 | an | з. 
$9,000,000 Do. Ist Mort. 50-year 5% Gld. Вав, |  .. T e: ea % | 99 — 95 944— " | 95 £34 +14 | 5 3 
245,500 Potteries Electrio Traction ef se IX ee 1 1 a | : 4 96 Nil ài-— B ‚же | 19/3 | LI LE віт 1 
248,000 Бо, 4i Deb. F | m 43 ^ 5 4355 80 — 9° | ве B9. | Ep zd d Vx 
87,860 Telegraph Construction and Maintenance. | 19 15 7 15 Ф ne 15 % | 34 — 353 | 84) — 86 353 | 85 . | 210 9 
140,000! 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 4% 4% „ | 4 % | 994—1014 100 —1014 | .. .. +4 | 81810 
222 чаша Electric Railway, 5% Prior Lien T oe ee m ee ae T2 | у | А | ө as - " 4 
, onds. .. ee .. | ee „+ = . | ы T | ee . - PT E 
4,900,000 Do. d. ТЖ Income Bonds e T oc | ое es - 96 — 88 85 — 37 | 574 963 —1 эз» 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 | Б Nil Nil 10 % Nil 8— í | &— qe ф * 22 
66,060 | Do, 6 O.P., 80,001 to 80,000 & 126,001 to 141,666 E DONDO [6 6%| X- Pè 2à— 34 | 586 »i rf 118 5 | 
245,495 | Do. lst Mort. Deb. Stock .. | 14% 4% 4% 4% 76 — 80 | 76 — 80 784 788 | — 5 0 0 


ELECTRICITY SUPPLY COMPANIES. | 


15,000 Broml (Kent) E.L. & P., 1 to 15, 000 ee © 04% 5 Б 10 0 
10,000 "Do. do. 44 96 1st. deb, stock ..| 100 444 * ds 418 9 
90.449 Brompton & Kens, Elec, ГА. Вор, Ord. 1 to 30 20,000 6 110 % |10 10 M i. 8 
9,551 do. Cum. Pref. 5 71911207 7 i 4 | 
Central Hiectrio В y4 бше, Deb. Back ..| 100 4% 44 4 de 5 | 
80,000 | Charing and d ty Bupply às 6 5 6 5 5 96 eu : 
Do. do. do. а А 5 X dé 4 d^ 
80,000 Do, "5 City Undertaking” 44 Cum. Pri, b 1 * 5 210 
445,786 Do.. do. 4% Deb. Stock ° at 100 4% 4% 4% 4 819 8 
49,486 | Chelsea Eleotricity ly, Ord. T. ee b 6 % n 4 4 6 - - 
130.805 сиу of London Eie Lig ONE ini 388 10 (Sa lee MEZ |6 T 
o ес. — * * 
400, 0001 5 Cam. Pref. 1 to d $118) ll pa юю 37223 x: 408 
. „у „ " ee * * 
800,000 3 2nd. Db. 8tk., Prov. ‚| 100 4496 | 44% | 44 44 488 
50,000 | County of Po oe bs 5 4754 2 ik B 68 
50,000 1 о. йо. 5 % Pref. .. 5 5 15%! 5 b 96 7 210 
950,000 А do. do, 6 % lst Mtg. Deb. Stock vx a we E & 5 4 * 
40,000 | County of London Eleotrio Lighting, 1 10 6 b 5 5 6 i 3 
55,000 Deo 2 6 96 W 40,001 —60, 000 10 6 6 6 6 & : : a 
(J 0. . ee ee 
400,000 Do. А 4 4 and. Deb. Seck Btock qi zx 
80,000 | Edmundson's Electric ration, „Shares 6 4 il 1] і 
80, Do. do. as Cum. Pref, .. ЧА b 6 B Nil| Nil Nil 
: 480,500 Do. do. ae Ist Mort. Deb. Stk. 100 a 44% | 44 7 7 j 
$8,160,000 | Electrical Dev.Co.of ена 96 lstMtg.Gold Buds. $500 ў we е Ө 516 8 
10,000 | Folkestone, 1 to nM ee es фа Б bà 54 54% | 53 5 k- 4 
10,000 Do. 6 95 Cum. 1 io 10,009 ee ae 5 5 6 5 & 5 4 о 
90,000 Do. % 1st De Peta 1s eo e| 100 | 44% | 44% | 4390 | aa 410 0 
15,000 | Hove, 1 to 15, «à ee T b 9 9 96 | 84% à 511 6 
$1,376,000 | Kaministiquia Power Co. 5% Gold Bnds. T өө T oe oe эш КӨС 98 419 0 
21,000 | Kensington and 3 bridge RC Ord. 5 [10 10 10 % |8 do б Я 512 З 
90,000 Do. do. - Deben, Btk, Stock 4 4 4 & 4% 95 — 98 95 — 98 988 & és 4 1 8 
111,000 соон. Electric Supply Corporation ааа, ‚Ота, A 4 : 2 2 % Ha Д d- 2 А ВИ : т : 
282,255 Do. do: 4 96 1st Mort, Deb. Stk. Red. | Stock | 4 4h 4 5 98 — 87 93 — 97 s А 42 6 
E EE ua Electrio COUP 100 4 uice н — | : 10 8 oe : 55 m 14 92/6 92 1 E. 
. A77 11, .. ee fo . 
ош De ist Mort Deben Бю | e | ЕЕС 7 : EE 
0 n. em. — — B6 > * 
8,000,000 Mexican Electric ht mee 1st Mtg. Gold Bnds | T 5 5 | 5 do Ва — 84 84 — Ro BAR +1 517 8 
Do. Light and Power Co., Ltd., Common. ; $100 Pe e» .. | 84% | 65 — 69 10 m. if 10 45 4 ч 1 
612.000, 000 Do. 5% Ist Mtg. Gold Bnds. T Ф V не. 3 853— STA 85 — 87 868 — 3 5 1 
960,000 | Midland Electric e 44 96 1st моз, Deb, 100 ES ax 44% | 94 — 97 9i — v7 ^ š 412 9 
180,491 | Newocastle-on-Tyn ee 5 8 8 8 "d 48— bà 48— bå ee ee . 210 0 
181,500 5 Yo à MRE, | Pret to 131,500 . . nas 6 5 b 5 % | 6 48— 58 4u— 53 T 600 
ort etro ectric Power Supply Co., = es 
126,500 | 5 Mortgages (Red. bh Nos. 1 to 1,265 100 se ee .. ee 99 101 99 101 ee ee. 
10,852 | Notting Hill Electric Lighting. ee T ee 10 74 7% 7% 7 | 114— "a 11 -- 12 4$ — 4 516 8 
е Do ИННАА, ха ee eae 
' 119,694 | River Plate Elcty. Co. Ord. Nos. 1 to 120,507 1 c 123 6 & 8% | lam lj 177— lfs ‘ 5 7T Uu 
100,000 | Do. do. 6% Non Cum, Pref. Nos. 1 to 100,000 1 6 | 6 6 6 96 — 145 33— 131 К 510 4 
200,000 Do. do. 6% Deb. Stk. Red. ee 100 5 b 5 6 95 | 102 —105 192 —105 TE. dx 5 8 1 
40,000 St. James' and Pall Mall Electric Light, Ord 22 5 123 10 10 10 8 y Bb— 9 * 7 210 
20,000 Do. do. eb 20,061 to 40, 5 |1 1 1 To] T3 .1— 7 4 11 10 
150,000: Do. do. Btock Red, .. , 100 B " 085 83% | 84 — E8 8i — 88 ee we 819 7 
12,000 | Smithfield Markets Electric Бару, 0 Ord. .. |. 5 |4 il| Nil — 48 — È . ee ‘ Nil 
65,000 South London Electric Supply, je 8 4 |4 8 4 Ф 5 % i— чр B ; —& 1 618 4 
122,000 Bouth Met. Eleo, Lt, & Power, Ord. .. ee ee 1 24 24 24 24% = 18 YA— T^ ee ee 4 8 ll 
142,968 Do, do, 1 96 Pref. ee .. 1 7 7 7 ф 7 do 1 эы 173 ló-— lye ee 5 6 — 
224 520 Do. do. 43 9% let Deb. Вак, | 100 | 44% | 4496 | 44% |44% | 100—104 100 —103 ea d 461 
80,000 | Urban Electric Supply, Ord. $e ae 6 5 b 5 % | 5 % — 1 — 1 * 25 0 0 
60,000 Do. ы '5% Cum, Pret. 6 b b b 5 96 E as 2% là— 2 e - — 3 |1210 0 
275,000 Do. do. 44% lst Mort. Db. Btk. Red, | 100 44 44% | 44 44% | 76 — 80 70 — 80 р 3 512 6 
808,000 | Victoria Falls Power Co., Pret. 8 1 to 800,000 1 e ye a [ORS d£ B ]i— 13 18/14 : 5 6 8 
110,000 | Westminster Miectrio Supp! үм 18 & 19 9 1095 10 % | sè- » Mj 9i 9à ia A X ea 
81,279 Do. Cum. Pref, Re. b 6 44 44% | 44% 4i— 6 44— 5 y 6$ 4 8 9 
gase fu 5% es dlst Dec., 1906) | 
| 
* Unless otherwise stated, al! shares are fully paid, t Quotations on Liverpool Book Exchange. Interim Dividend. 
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REVIEWS. 


Theory and Calculation of Transient Electric Phenomena 
and Oscillations. By С. P. STEINMETZ. 
McGraw Publishing Co. 1909. Price $5. 


Prof. Steinmetz gave a course of instruction for a number 
of years to the Senior Class in Electrical Engineering 
at Union University. This book is founded on his 
lectures. | 

_A carefal perusal of it has convinced us that it will be of 
great value for many years to come as a storehouse of in- 
formation, to which the mathematician will come when he 
wants to discover the physical meaning of his equations, and 
to which the electrician will have recourse when he wants to 
find out the reason of puzzling phenomena. · It will also 
prove of particular value to that most deserving individual, 
the serious etudent, who wants to do real work in the world, 
and not to be a mere machine performing by rote operations 
which must to the half-educated mind appear similar to the 
rites of astrologers. 

The book is divided into four sections. The firet, which 
is entitled Transient Phenomena in Time,“ discusses 
phenomena similar to those of the rise of currents in circuits 
containing capacity and inductance. “ Periodic Transient 
Phenomena" are considered in the gecond section. Such 
phenomena occur in various types of interrupters, such as 
the one devised by В. Cohen, and in various types of 
rectifiers, such as the Ferranti and the mercury-arc 
rectifier. In the third section“ Transient Phenomena in. 
Space — problems which occur in long-distance transmission 
and in ion when subjected to alternating magnetising 
forces are дівсоєва. The theory given illumines the whole 
subject, showing a clear picture of the actual transition 
stages. Several of the problems in the last and most diffi- 
cult section, entitled ** Transient Phenomena in Time and 
Bpace," have been previously considered by Dr. Oliver 
Heaviside, more particularly those in connection with the 
reflection of waves, but the author’s method of discussing 
standing waves and free oscillations in long transmission 
lines is original and instructive. 

Each of the sections is almost complete in itself. This 
leads to a certain amount of repetition, but will probably 
be advantageous to most readers. In our opinion, a serious 
drawback to the book is the practically complete absence 


of references to other books and papers, which seriously dis- . 


counts the book from the teaching point of view. A highly 
original work like that under review is of far greater value 
than a mere compilation of undigested papers, no matter 
how valuable the individual papers may be, but there are 
many places in this book where a line or two giving the 
necessary references seems almost indispensable. Where the 
‘author can give an experimental justification of hbis 
theorem references, although sometimes desirable, are not 
essential, but when he enters into almot metaphysical 
calculations, we lose confidence unless we can find out how 
he obtains his figures. For example, on pege 73 an 
oscillating circuit consisting of two spheres each 0°45 in. in 
diameter, and separated by a 0'3 in. gap, is considered. It 
is stated that the capacity of the spheres against each other 
(this is the first time we have ever come across this phrase) 
is the hundred millionth of a microfarad. No reference is 
given, and so a large, and, in our opinion, a quite uncalled- 
for demand is made on the reader’s credulity. Formule for 
this case have been worked out by such well-known physicists 
as Kelvin and Kirchhoff; a reference to either of these 
would suffice. Possibly it would have been better to give a 
reference to the much more easily computed formule due to 
the writer of this review. 
The definitions of inductance and capacity given on 
9 and 11 are a little far-fetched, and must be regarded 
as shibboleths by the student. A brief résumé of some of 
the formule recently examined by the able mathematicians 
at the Bureau of Standards would help to remove this 
impression. On page 11 the electric strength of air is given 
as 60,000 volts per centimetre. This number is certainly 
not correct for large electrodes, and is not in accordance 
with our reading of the valuable experimental results obtained 
by the author and published a good many years ago. 


New York: | 


The empirical formula given by Fróhlich in 1882 (one of 
the few historical references given in the book) for the con- 
nection between flux and magnetising force is stated to give 
a parabolic curve.- This is a slip, as а hyperbolic curve is 
meant. In the first section an exceedingly interesting series 
of curves is given, illustrating excellently the initial distur- 


bances which ensue when a circuit is switched on: suddenly 


to the alternating-current supply mains. The ordinary 


author avoids the labour involved in these calculations. As 


there is nothing startlingly new to be found out, he contents 
bimeelf with giving more or lees vague word pictures of what 
happens. Here we see the actual phenomena at a glance. 
Pictures such as those given would have saved the reviewer 
weeks of hard thinking many years ago. 

On page 68, lines 10 and 11 from the foot of the page, 
occurs one of the very few slips in the book—five joules is 
given instead of 50, and a hundredth” is given instead of 
a “tenth.” On page 124 the sign = is omitted from 
equation (21). .On page 136 it should be stated that a 
==0°1 is the exact root of the cubic equation. We had 
started to find a closer approximation by Newton’s method 
before we found this out, On page 144 a discussion is given 
of the currents in circuits containing resistance, inductance 
and mutual inductance. We were surprised to find that the 
exceedingly interesting and important case when 
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is not, considered. | o m 

The last two chapters of the first section discuss the 
transient term of the rotating field and the short-circuit 
current of alternators. They are both of considerable 
practical importance, and contain much novel matter. 

Perhaps the most important subject discussed in the 
second part is arc rectification. A masterly analysis has 
been given, and the agreement between the theoretical and 
the actual shapes will convince electricians—if any real 
electricians need convincing nowadays—of the practical 
value of mathematics in engineering. This subject Prof. 
Steinmetz has made peculiarly his own, and he is to be 
congratulated heartily on his able contribution to the world’s 
knowledge. | | 

The third section is, perhaps, not quite as good as the 
second. We think that an account of some of Prof. 
Kennelly's work would have been appreciated by the reader. 


On page 279 the velocity of light ia stated to be 188,000 miles 


per second; if we remember correctly, Prof. Rosa's experi- 
ments make it 186,200 miles per second, and they are 
practically in agreement with the latest astronomical resulte. 
In the formula for the natural period of the line given on 
the next page there is no mention that the resistance of the 
line is neglected. The author gives the complete and 
correct expressions later on, but it would have been better 
to point out the limitations earlier. . 

The following extract, page 389, is very instructive :— 
* А long-distance transmission line has a definite natural 


‘period of oscillation, of a relatively low fundamental fre- 


quency, and its overtones, but can also oscillate with any 
frequency whatever, provided that this frequency is very 
high 


igh. 
This is analogous to waves formed in a body of water of 
regular shape ; large standing waves have a definite wave 
length, depending on the dimensions of the body of water, 
but very short waves, ripples in the water, can have any 
wave length, and do not depend on the size of the body of 
water." 

We appreciate very highly the author's formula for the 
self-inductance of an antenna. We think it a pity, how- 
ever, that the resulta were not given in terms of “sine ” and 
©“ cosine ” integrals, the values of which are tabulated in 
several books (vide ** Dale's Mathematical Tables," page 85). 
The new sil and col functions of the author can be put at 
once in terms of these, and are, therefore, unnecessary. The 
formule also would be in many places greatly simplified by 
introducing hyperbolic sines and cosines, which are now well 
known to engineers, and many tables of which are readily 
available. We like the author's method of calculating the 
power radiated into space. This will be of great importance 
in wireless work. 

On page 405, / is written for /; in formula (4). Mentioning 
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this trifle shows how carefully the proof readers have done 
their work, but in our opinion the wording could easily have 
been improved in many places. On page 406 we take it that 
the “ thermal" resistance ів the same as the ohmic ” resis- 
tance. On page 418 tables are given to show the increase 
in the effective resistance due to the skin effect. We notice 
that figures for a wrought-iron pipe are given, and we 
wonder whether the correct formula originally given by 
Heaviside, and independently verified by the reviewer, was 
used in the calculation. — If not, this table will need to be 
altered. 

The last section is very good, but the formule need 
very careful consideration. There is one minor statement 
on page 446 which we think needs amending. It is stated 
that the velocity of light is J/./L к. This is certainly true 
for two parallel wires, provided their resistivity is negligible. 
In this case VLK = vA р where А is the conductivity and 
р the permeability of both the metal and the air. Hence 
the velocity of light in this case at least is always equal 
to 1/ VX, and the limitation that both are unity is 
unnecessary. 

Engineers cannot have a better guide than Prof. Stein- 
metz. His engineering intuition and experience enable him 
to surmount mathematical difficulties which would prove 
insuperable to the mathematician with no extraneous guides 
to help him. This book opens a new chapter in engineering. 

| ; A. R. 


High-Speed Dynamo-Electric Machinery. Ву H. M. 


HoBanT and A. G. ELLIS. London: Chapman & Hall. 
Price 25s. 6d. net. 


This work deals with the design of generators for coupling 


to turbines. An important point which tbe authors 
make in their introductory chapter is that when designing a 
machine for a given output, the higher the speed adopted 
the smaller arid therefore less costly the machine ; further, 
that as the speed is increased, we finally arrive at a speed at 
which, owing to mechanical and other difficulties, the cost 
begins to rise again, so that for any given output there is a 
certain economic speed, and this speed is lower for con- 
tinuous-current machines than for alternators. This ques- 
tion of the economic epeed is one which the authors keep 
before them throughout the book. 


In the second chapter the coefficients of output, weight. 


and cost are treated. These coefficients are useful as a 
basis from which to start a design, and most designers now 
make a poirt of having a good collection of them. 

In the formula for the output coefficient, which is based 
on the linear dimensions and speed of the machine, the 
authors introduce two new values, a = the ampere con- 
ductors per unit of length of armature periphery, and 6 = the 
average magnetic flux density in the air-gap. 

The weight and cost coefficients are taken on the gross 
length of armature and the square of its diameter, and are 
principally useful for making rough comparisons, and 
possibly rough preliminary estimates of weight and cost. 

In the third chapter four methods are given for estimating 
the temperature rise of machines, the results of the four 
methods being plotted as curves. "These curves seem a little 
discordant, and it would be an advantage if the authors 
could see their way ta supplement them with some experi- 
mental figures. 

Chapter IV deals with materials, their magnetic and 
electric qualities, relative cost and mechanical strength, the 
latter an important point in high-speed electrical machinery, 
in which the centrifugal forces are eo considerable. 

The first four chapters form Part I of the book. In 
Part II the design of alternators is dealt with, the authors, 
for the sake of variety, departing from the usual custom of 
taking continuous-current machines first. In this portion 
of the book each detail of design receives the authors’ usual 
thorough treatment, and complete tabulated figures are 
given of several designs. The mechanical stresses in 
rotating field systems due to the centrifugal forces receive 
g chapter to themselves. 

Part III treats in an equally thorough manner the design 
of continuous-current machines. Owing to the difficulty of 
designing continuous-current generators of very high speed 


for large outputs, the authors pro a direct-current 
generating plant, in which a turbo-alternator supplies cur- 
rent to a rotary converter, which Bupplies the circuit with 
direct, current of the required voltage. 

In the final chapter brushes and brush-holders are treated, 
and the respective merita of carbon and copper brushes are 
discussed. This is a subject in which interest is beginning 
to be aroused, and it is not at all improbable that in the 
near future a return will be made to metal brushes in some 
form. d 
This book having apparently been written in the first 
place for American readers, the units of money are in dollars, 


 &nd the metrical system of measurement is used. The 


value of the book to English readers would: be somewhat 
enhanced if, in another edition, the measurements and 
quantities were given in English units also. 


Electric Lamps. By Maurice SoLoMoN. London: A. 
Constable & Co. Price 68. net. 


Mr. Solomon explains in the preface that he has been 
engaged in the manufacture of, first, Nernst lamps, then 
carbon-filament lamps, and finally, after a brief digression 
into tungsten filaments, arc lamp carbons, so it is evident 
that he is well qualified, as far as experience goes, to write 
this book. 

The first chapter discusses the aims and objecta of illu- 
mination. The second, entitled The Production of Arti- 
ficial Light,” treats of such interesting things as black-body 
radiation, emissivity and selective radiation. 

Chapter III is entitled “ Photometry.” The laws governing 
photometric measurements are very clearly explained, and a 
few typical photometer heads are described. We note that 
the flicker head is objected to, on the ground tbat it has 
not yet been proved to measure equality of illumination. 

Chapter IV—'* Methods of Testing — discusses distribu- 
tion curves, mean spherical candle-power, and so on. The 
unfairness of comparisons based on mean horizontal candle- 
power only is insisted upon, even for lamps of the same 
class, as their reduction factors frequently vary during life. 

The fifth chapter describes the process of manufacture of 
carbon-filament 29. the sixth chapter treate of Nernat 
lamps, and the seventh of metal-filament lamps. 

Chapter VIII is entitled The Electric Arc,” and is 
mostly a clearly expressed résumé of Mra. Ayrton’s historical 


researches. The next chapter, on Arc Lamp Carbons, is 


well written, and includes some very interesting tests and 
comparisons. 


Chapter X is about arc lamps, and Chapter XI briefly 
touches upon the magnetite arc, mercury-vapour lamps, and 


the Moore tube light. | | 
Finally, а chapter is devoted to discussing the relative 
merits of different types of lamp, especially with regard to 
cost of operation. 
Verdict : A mostly interesting book, clearly expressed, and 
written by one evidently familiar with his subject. 


ELECTRIC LAMP TAXATION IN GERMANY 


Тнв German Parliament has now approved the new taxes on 
electric lamps and gas mantles, which will come into operation at 
the commencement of October. It is estimated that this new source 
of taxation, of which details are given below, will yield an annual 
income of £1,000 000. 


ScALE OF Taxes on Lamps, 


Metallic-filament 
lamps, Nernat 
Carbon - fila - burners and other 
Consumption. ment lamps. glow lamps. 
4 в. а. 
1. Up to 15 watts see 8B 0 1] 
2. Over 15 watts to 25 watts 14 O 24 
3. „ 25 - 60 „ i 24 0 48 
4. „ 60 „ 100 „ | 3% 0 ^i 
5. „ 100 „ 200 „ ca 6 1 0 


Carbon-filament lamps which have a higher consumption than 
200 watts are subject to an additional tax of 3d. each for each 
further 100 watts or portion thereof, and metallic-filament lamps, 
Nernst burners, &c., are liable to a further impost of 4:84. per lamp 
for each further 100 watts or portion thereof. The tax on mantles 
for incandescent gas lighting is 13d. each. 


— 
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The tsx on pure carbons for arc lamps ів 7 2d. per kilogram, and 
ls. per kilogram for carbons made of carbon with illuminating 
admixtures or other carbons. Burners for mercury-vapour and 
similar lamps up to 100 watts are to be taxed at 1s. each, with an 
иы of 18. per lamp for each further 100 watts or portion 

ereof. 


The tax is to be paid by the manufacturer by the employment of | 


revenue labels on tbe packages, before the fioished and packed 
5 re moved from the rooms of the place of prc duotion. 

the case of imported articles, the tax has to be paid by the 
importer on clearing tbe Customs House, or, if this does not take 
place, it has to be paid within a period of three days after reception. 
The Federal Council will mske detailed regulatiorg respecting the 
amounts of the value of the revenue labels, their e, style, sale 
and the method of their use. The council will determine the 
conditions under which compensation is to be allowed in regatd to 
the amount of taxes paid in the case of revenue labels which have 
become unuseable; and labels which are not usd in the pre- 
scribed manner will be regarded as not used. The employment of 
revenue labels is not requisite if the taxable articles are notified 
for export under official supervision before removal from the rooms 
of the place of production. The payment of the tax can be post- 
pone’ or three months witbout guarantee, but it can be deferred 

r six months when a guarantee is given. Stock under a revenue 
seal can be considered as security. 

The manufacturer will receive compensation for the taxes in the 
case of articles which are placed at his disposal by the recipient as 
being uaserviceable. This can be granted in a lump sum, which 

will be calculated according to the taxation value of the revenue 
labels used by the manufacturer in the course of the year. 

Articles liable to taxation are only allowed to be placed on the 
inland open market from the producing establishments and from 
abroad when they are contained in completely closed packages, 
which cannot be opened without indications that can be recognised. 
Packing according to regulations bas to take place before admission 
to liability to taxation, and is considered as a part of the manu- 
facture. The Federal Ocuncil will determine tbe method of 
packing and the size of the admissible packages, on each of which 
the ex ntents are to be stated. In the case of incandescent electric 
lamps and mercury - vapour and similar lamps, the package is to 
indicate the number contained and the consumption in watte; in 
that of gas mantles, the number; and in that of arc lamp carbon», 
the weight of the carbons, their respective classes, whether pure 
carbon or carbon with illuminating admixtures, together with the 
designation of the packed articles (trade mark) and a denotation 
from which the revenue authorities can determine with certainty 
the person liable to taxation. In the case of imports, the packing 
can be permitted to take place inland under special measures 
' of security. The Federal Council is empowered to take special 
measures of security in regard to the retail trade of taxable 
articles. 

The question of exemption from compultory packing is vested in 
the Federal Council. It is provided, for instance, that in the case 
of ita being proved to be required, the council can release the 
manufacturer from the ccmpulsory packing and the use of revenue 
labels on the basis of special book-keeping and the otherwire 


requisite measures of security. Imports which are not intended to^ 


be placed on the market can also be exempted from the use of 
revenue labels and compulsory packing. 

The revenue labels are to be keot intact on the packages until 
the latter ate required to be opened for retsil sale or are handed to 
the purchaser. Opened or wholly or partly emptied packages are 
not allowed to be filled again with taxable articles. The retail 
sale is only permitted to take place with or out of the accessory 

Empty wrappers, withcut previous removal of the 
revenue labels, are not allowed to be returned either to manu- 
facturers or merchants, nor to be accepted or used again by the 
latter. Dealers who receive articles which are not packed in the 
prescribed manner, or which are not designated or provided with 
revenue labels, have to make a report to the revenue authorities 
within three days. 


ARBITRATION OR LITIGATION: 
[BY А LEGAL CONTAIBUTORB.] 


Tum Arbitration Act of 1889 has been in force for over 20 years. 
Dissatisfied with the tedious delays occaeioned by having recourse 
to the recognised tribunals of the land, commercial men sought for 
some tribunal, recognised by law, in which the numerous disputes 
arising in trade could be determined with the least possible delay 
and expenditure, and with impartial justice to all concerned ; and 
in answer to this appeal the Legislature passed an Act which 
recognises the Court of Arbitration as & tribunal of which the 
decrees can be enforced. It is true that thousands of arbitrationg 
take place in the courte of the year, to the satisfaction of the 
partics interested therein; snd it is also true that time and money 
are saved by recourse to the tribunals. But a glance at the law 
T is sufficient to show, in the first place, that courts of 
arbitration often lack that "finality of decision” so essential to 
every court ес and in cases where the arbitrator's decision 
must be regarded as final, and incapable of being reopened by the 
ро who thinks himself aggrieved, serious injustice is sometimes 
ne. | 


The statute to which allusicn has already been made was passed 


in order to reduce these evils as much ав poteible. Orcained to 
enable the parties to a commercial contract to have recourse to 
their own domestic forum, it gives power to any judge of the High 
Court to stay any action brought before him which has for its 
object the settlement of a dispute which should be submitted to 
arbitration. In this roundabout way the parties are compelled to 
seek justice, or, at any rate, a decision upon the questions at issue 
at the hands of their self-appointed judges. 

It is easy, of courte, to criticise the reference of matters to 
arbitration, and to suggest that parties are better advised to go to 
law; but cases are sometimes referred to arbitration witbout the 
consent of the parties. Thus, if a case which is coming before the 
courts in the ordinary way involves matters of long and com- 
5 scientific in quiry, the Judge will refer it either to an 

ffüicial Referee or else to arbitration, without the consent of the 
parties. We propose, however, in this article to confine ourselves 
to m cases in which arbitration is voluntarily resorted to by the 
parties. | 

One would have thought that the primary objects of an Arbilra- 
tion Act should be (a) to render the decision of an arbitrator final, 
except in cases of obvious injustice; (5) to compel parties to have 
recourse to tbeir agreed tribunal, however ocnstituted. Certain 
recent cascs, which it is proposed to consider, show that unless the 
parties give close attention to the wording of the submission clause 
in their agreement, one or other of them may find his right to call 
for arbitration defeated at a critica] moment. | 

A party to an arbitration—or, at any rate, the party against 
whom the award is made sometimes forgets that by fleeing from 
а court of justice to a tribunal of his own, he well-nigh forfeits all 
right of appeal. It is some consolation to a disappointed litigant 
that he can proceed to a higher court; the tirst reflection of a 
defeated party in an arbitration is that he is stopped from carrying 
his case any further. 

“ In references by consent the general rule is that, as the parties 
choose their own arbitrator to be the judge in the disputes 
batween them, they cannot, when the award is good on its face, 
object to his decision, either upon law or the facts.” Such is the 
conclusion arrived at by a learned text-book writer upon the law of 
arbitrations aud awards. Let us consider а few cat es which illus- 
trate the hardships inflicled by the rigorous enforcement of this 
doctrine. 

In a case which was heard in 1847, the plaintiff sued for the 
rice of goods sold and delivered. The defendant pleaded the 
tatute of Limitations, which, as iszwell known, prevents a claim of 

this kind being made after six years have elapsed. The arbitrator 
refused to abide by the law of theland. He decided in favour of 


~ the plaintiff for the full amount, and the Court declined to disturb 


his finding, apparently because the mistake was not manifest on the 
face of the award. 

In cases whe:e disputes are referred to one arbitrator, as dis- 
tinguished from those in which the tribunal consists of two or 
more members, a man voluntarily places his interests in the hands 
of one man, who may or may not be biased, and а mere suspicion 
that an arbitrator is biased does not invalidate the award. It 
not infrequently happens that disputes between building owner 
and builder are referred to the architect; while, io take a more 
pointed case, questions arising between a railway comp any and a 
contractor are often determined by the company's engineer. Far 
be it from us to suggest that any engineer of standing would allow 
his natural leaning towards his employers to sfiect his better 
judgment; but still there is an element of risk, which the con- 
tractor is almost compelled to undergo. To consider an instance: 
We recollect a case in which an agreement between a company and 
& contractor contained the ordinary clause, that any dispute should 
be referred to the decision of the company's engineer. A dispute 
arose, and the engineer, in a letter to the contractor, expressed an 
opinion upon it. The company proceeded to arbitration, appointing 
the engineer as arbitrator in accordance with the submission. The 
contractor brought an aciion. Mr. Justice Kekewich restrained 
the arbitration, on the ground that the arbitrator had committed 
himtelt beforehand, and had not kept an open mind. The Court 
of Appeal, however, discharged the injunction, and ordered the 
arbitration to proceed, on the ground that the engineer had only 
expressed his opinion as engineer, and that as the contractor bad 
submitted by his contract to, refer all disputes to the engineer, 
who would necessarily have to express his opinion on disputes as 
they arose, he must abide by his contract. 

In fact, as the ]aw at present stands, in order to vpset an agree- 
meet to refer to an arbitrator who, from his position, is neces- 
sarily interested, the party must attack the character of the 
arbitrator to the extent of showing that he will not act fairly ; 
and it has been decided that the mere fact that he will have to 
adjudicate on his own or bis son's professional conduct is not 
sufficient to upset the agreement to refer matters to arbitration. 

It cannot be denied, however, that the Courts always endeavour, 
as far as possible, to see that the spirit as well as the letter of an 
arbitration clause is attended to by the parties. Thus a policy of 
insurance contained a clause which empowercd the insurance com- 
pany to nominate an arbitrator. They nominated their own 
manager. The Oourt held that such a proposal was monstrous, and 
gave them seven days to appoint another arbitrator, or in default 
ordered rescission of the submission. 

Seeing that submission of all disputes to the arbitrament of one 
individual is open to these grave objections, business men are wont 
to select a tribunal of three, two of whom are appointed by the 
parties, and the third by the two so appointed. Whether the two 
arbitrators so appointed act as advocates or not, detracts but little 
from the efficiency of a court ro formed; for the third member, 
who is appointed by persons who have but an indirect interest in 
the dispute, will generally be quite impartial. 
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But what recognition has the Arbitration Act of 1889 conferred 
upon a tribunal of this kind? The answer to this question, whieh 
affects the construction of & ciause in nearly every charter party, 
serves to show that, to use the language of Lord Justice Lindley, 
there is a serious blot in the Act. | 

In order to understand the way in which the Arbitration Act is 
defective in this particular, it is necessary to go back a step or two. 
Art itration clauses refer disputes either (a) toa single arbitrator ; 
or (5) to two arbitrators to be selected by the parties, the arbitrators 
appointed having power to appoint an umpire in case of disagree- 
ment; or (c) to three arbitrators, the third of whom is appointed 
by the first two, who are themselves nominated by the parties. 

The Arbitration Act of 1889 (by Sub-secs. 5 and 6), makes pro- 
vision for cases in whicb the parties fail to agree upon an arbitrator, 
or in which one or other of them refuses to appoint his arbitrator. 
In such cases the party willing to proceed to arbitration may, after 
certain formalities, himself make the appointment; but, by an 
extraordinary omission, no mention is made of a Court consisting 
of three arbitrators. What must happen, supposing one party to 
an agreement of this kind fails to make an appointment? The 
discussion of this point in a recent case discloses a serious defect 
in the Arbitration Act of 1889; a defect, moreover, which practi- 
cally renders ineffectual every arbitration clause now in existence, 
which refers disputes to three arbitrators. To introduce this point 
in an intelligible manner, it is necessary to refer to a case which 
was heard in 1890. 

A charter party contained the following clause :—'' Should any 
dispute arise between the owners and the charterera, the matters in 
dispute shall be referred to three persons, one to be appointed by 
each of the parties hereto, and the third by the two so chosen; 
whose decision, or that of any two of them, shall be final; and for 
the purpose of enforcing any aware, this agreement may be made 
a rule of Court.” The Arbitration Act was in force at the time. A 
dispute having arisen, the shipowners gave notice to the charterers 
that they had appointed an arbitrator, and called upon them to 
appoint one also ; but the charterers took no notice, and appointed 
no arbitrator, The shipowners applied for and obtained an order 
that the charters should appoint an arbitrator upon the terms of 
the submirsicn, and this order was upheld by the Divisional Court. 
The charterers appealed. The Court of Appeal, consisting of Lords 
Esher, M.R., Lindley and Bowen, L.JJ., came to the unanimous 
conclusion that they bad no power to direct either party to appoint 
an arbitrator, and that the fact of the submission being made a 
rule of Court bad no bearing upon the question. They also decided 
that Sub-secs. 5 and 6 of the Arbitration Aet, 1869, bad no appli- 
cation to a reference to “three arbitrators as distinguished from 
two arbitrators and an umpire.” Upon this point Lord Justice 
Lindley said: “It certainly locks like a blot in the Act that, by 

eason of there being no provisicn as to three arbitrators as 
distinguished from two arbitrators, the submission should be 
irrevocable.” - 

The following conclusions can be drawn from the above саве: — 
(1) The Court has no power, whether by virtue of the Arbitration 
Act or otherwise, to order either party to appoint an arbitrator. 
(2) That the Arbitration Act, 1889, bad no application to a tribunal 
consisting of three arbitrators. (3) In a case where three arbi- 
trators are to be employed, the only remedy against a party 
who refuses to appoint an arbitrator is an action for breach of 
agreement. ` 

Whatever o*her theoretical conclusions may be drawn from this 
case, ita practical result was that the Court refused to enforce the 
settlement of di-put«s by arbitration, and the shipowners were told 
that they might sue for the breach of agreement to arbitrate. It 
would be interesting to see what damages would be awarded in 
such а case, and more interesting still to be informed upon what 
basis they would be calculated. : | 

Until quite recently the above cate has merely been regarded as 
a tatisfactory autbority for the proposition that the Court has po 
jorisdiction to compel eitber party to appoint an arbitrator. It 
has also been quoted in support of the statement that a reference 
to three arbitrators ie without the pale of tLe Arbitration Act, 
1889. A case which was decided in the summer of this year throws 
more light on the question, An action was brought by shipowners 
against cbarterers for freight alleged to be due under the terms of 
a charter party. The charter party contained an arbitration clause 
couched in precisely similar terms to thcse under discussion in.the 
former case. On the application of the defendants, who were ready 
and willing to appoint their arbitrator, and proceed to arbitration 
in accordance with the terms of the submission, Mr. Justice 
Bigham made an order under Sec. 4 of the Arbitration Act, 1889, 
staying the action. The thipowners appealed to the Court of 
Appeal (А. L. Smith and Vaughan- Williams, L. J. J.). After dealing 
with the case mentioned above, and havirg pointed out that it 
only decided that the Court bad no jy ower to compel.a party to a 
submission to appoint an arbitrator, Lord Justice A. L. Smitb, in 
alludiog to Sec. 4, said :—'' There is nothing in the words of this 
section to show that tbe section does not spply to а submitt ion to 
arbitration in which there are to be нее arbitrators. Nor is there 
anything in the definition of “tubmission” which is given in 
Sec. 27 of the Act to lead to such a conclusion. The present case 
seems to me to fall exactly within the provision of Bec. 4, and the 
learned Judge had jurisdiction to make the order against which the 
plaintiffs are now appealing.” Lord Justice Vaughan-Williams 
concmred, and the appeal was dismissed. 

There ів no reason to doubt that tbe above decision was correct, 
for a submission within the Arbitration Act means “a written 
agreement to aulmit present or future differences to arbitration, 


whether an arbitrator is named therein or not" But what an 


extraord int ry state of things results from placing the decision in 
this case side by side with that in the first case]! The question 


whether a reference to three arbitrators shall or shall not be 
enforced depends entirely upon the taste and fancy of one of the 
parties to the agreement, If he is of opinion that an action-et-law 
would better suit his purpose, he may refuse to appoint an arbi- 
trator, and the Court bas no power to compel him to do so; while 
his opponent, anxions to proceed to arbitration in accordance with 
hie agreement, cannot do so, but is compelled to issue his writ ina 
Court which it was his original purpose to avoid. 

City men have been driven to arbitration by the law's delaysand 
by dread cf the technicalities with wbich the wbeels of legal 

machinery are said to be clogged. Here was a statute which 

purported to establish tribunals unhampered by technical rules, to 
which both parties might be compelled to proceed. It now appears 
that no party to an agreement can з compelled to have recourse to 
a tribunal which, upon the face of it, appears to be the most satis- 
factory of all, and to which, moreover, he has solemnly agreed to 
go. Sarely this is a serious blot in the Arbitration Act of 1889. 

This anomaly becomes all the more absord when it is pointed out 
that a reference to two arbitrators and an umpire will bs enforced 
by the Courts. This tribanal, which is referred to in the schedule 
to the Arbitration Act, is unsatisfactory in the extreme. The 
schedule says: — If the reference ів to two arbitrators, they may 
appoint an umpire at any time within the period during which they 
have power to make an award.” Surely the method of procedure 
here prescribed is not well calculated to bring about the appoint- 
ment of an open-minded Court. Arbitrators named by the parties 
often seem to think, notwithstanding the objectionable nature of 
such a course, that they are to represent their respective nominators, 
and act rather as advocates than judges; while the umpire assumes 
that his active interference is not to commence until the others have 
differed fi: ally. References of this sort have been strongly con- 
demned by the judges themselves as being senseless and 
miechievour, founded on a totally wrong principle, expensive in 
their operations, and constantly ending in failure and disappoint- 
ment." On the other hand, upon a reference to three or more 
arbitrators together, when there ie no clause providing foran award 
made by less than all being valid, each of them must act personally 
in performance of the duties of his office as if he were sole arbitrator; 
for, asthe office is joint, if one refuse or omit to act, the others can 
make no valid award, As they must all act, so they must all act 
together—be present at every meeting and at the examination of 
every witness. And, even supposing that the decision of the 
majority is to be final and binding, their close attendance is assured, 
for the arbitrators appointed by the parties must ever watch the 
interests of their clients,“ and the umpire, who is «x hypothesi an 
impartial person, is not likely to absent himself for any sinister 
motive. And it has been decided that the decision of such a tribunal 
must be the result of their joint deliberations. | 

Allowing that the Arbitration Act has failed in this very 
important particular, it must be admitted that the danger which is 
likely to arise is not very serious, for, as a general rule, the parties 
will each be anxious to arbitrate and abide by the award of their 
own Court. ` 

Other signs, however, are not wanting to show that, although 
“finality” and “speedy justice" are the avowed objects of 
tribunals, the disappointed party is frequently compelled to return 
to the Supreme Court, and so to pile litigation on top of arbitration, 
without the added satisfaction of obtaining what he looks upon as 
justice in the end. Legal procedure, however we endeavour to 
simplify it, must always be attended with some troublesome rules, 
which too often escape notice until too late. т 

Let us вее how воше of the rules under the Arbitration Act work 
in practice. It is an established principle that an arbitrator cannot 
be directed by the Court ог. a judge to state a special case for the 
opinion of the Court under Sec. 10 of the Arbitration Act of 
1889, when no request or application to state a case has been made 
before the award has been made and the arbitrationconcluded. In 
& recent case, the Court took tbe opportunity of saying that an 
award will not be remitted for the reconsideration of an arbitrator 
upon the sole ground that he has made a mistake in law—the 
alleged mistake being that he had entirely omitted to consider or 
apply the ordinary rules of law as to the measure of damages. In 
considering the effect of Bec. 19 of the Arbitration Act, 1889, Lord 
Justice A. L. Smith said: '" What is the meaning of that section ? 
Without any authority upon the question, I should tay that it is 
applicable only to a case where the question of law is raised during 
the pendency of the reference, and that a party cannot wait, and 
then, after the whole matter has been decided and finished in the 
arbitration, ask that a special case shall be stated." And later 
on, he said: “I, for my part, have always understood the general 
rule to be that the parties took their arbitrators for better or for 
worse, both as to decisions of fact and decisions of law." | | 

The reporta of cases arising out of arbitration usually contain but 
a short statement of the facts of the dispute, and scarcely ever con- 
tain any note of the reasons put forward by arbitrators for their 
decision. This absence of any ratio decinendi from an award leads 
one to suspect that the judgment of a Court of lay arbitrators is not 
always based solely upon matters which are brought to light at the 
hearing by the partiesor their representatives; while & refusal on 
the part of arbitrators to state their reasons makes it doubly hard 
for a dissatisfied party to obtain a review of tbe matter in a 
superior Court. In a case which was heard in the Court of Appeal 
іп 1597, the directors of the Liverpool Corn Trade Association had 
acted as an appeal court for the final settlement of a dispute in 
connection with a delivery of corn, which had already been detér- 
mined by arbitration. The directors upheld the award, stating 
their reasons thus: After careful consideration of the appeal, and 
of the application to state a case for the opinion of the Court, and 
of the reasons for such application, I and my co-directors were of 


opinion that the award of the arbitrators should be confirmed, that 
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we were competent to deal with the case, and that there were no 
grounds or necessity for seeking the assistance of the Court.” 
This resolution was passed, in spite of the fact that application for 
& special case or for an adjournment had been made in order to 
allow one of the parties to bring a point of law before the notice of 
the Court. 

It may be that, if it is agreed on all hands that the award of the 
arbitrator shall be finally binding on the parties, however erroneous 
on points of law or fact, the arbitrators should be careful to 
avoid giving reasons, Upon this point the principle to be collected 
from the later cass is plain, vis., that the Courts will not look at 
anything for the purpose of reviewing the decision of an arbitrator 
upon the matter referred to him, except what appears on the face 
of the award, or some paper so connected with the award as to 
form part of it. We recollect a case which arose out of a dispute 
relating toa ship at sea, where the arbitrator delivered with his 
award a paper stating his reasons. The Court treated his statement 
as embodied in the award, which was eventually set aside on the 
ground that the arbitrator had acted on some marine law, and not 
on the law of England, in deciding the question of damages. 


ELECTROMOBILES FOR TRAMWAY, 
SERVICE. 


Tux rapid extension of automobile fire services in Germany has 
shown the electric car to be better adapted than any other car to 
serve as an auxiliary vehicle. Comprehensive comparative teste 
against petrol and steam cars, have demonstrated the superiority of 
electromobiles in this special field. 

Similar conditions to those of fire-brigade service prevail in con- 
nection with tramway operation, there being likewise a demand 
for cars which in the case any breakdown on the track will quickly 
arrive on the scene with the emergency crew and their tools. A 
specially advantageous feature in this connection, is that the care of 
electromobiles and their accumulators can be entrusted to men 
employed in other branches of the service who possess the necessary 
technical knowledge for their operation and maintenance. 

The cars described below have been designed and constructed by 
the Biemens-Schuckert Works as the result of their extensive ex- 
perience in tramway operation. 

The electrically-propelled tower car (fig. 1.) carries a substantial 
frame capable of being moved up and down by a side lever. This 
frame is mounted on a very stable chassis, which even at maximum 


Fra. 1.—ELECTRICALLY-PROPELLED Тотев WAGON, 


speed, and when traversing curves does not show any tilting ten- 
ency. On the frame is mounted a platform tarning on rollers, 
wbich affords a radius as large as possible. Its lowest level i3 3°17 m. 
and the highest 487 m. above the ground. A convenient ladder 
gives easy access to the platform. The interior of the frame con- 
tains a large case which serves for carrying tools and spare parte. 

Tbe car accommodates two men besides the driver. 

The ele:trically-propelled car represented in figs. 2 and 3, carries 
a large and stable standing ladder, which when extended is 5 m. in 
height. This ladder is readily erected or folded up, and allows any 
part of the tramway trolley wires to be reached. A number 
of auxiliary tools, such as capstans, levers, crow-barr, scissors, 
arc lampe, fire-extinguishing implements, &c., are provided for use 
in case of accident. 

Four seats are provided on each of the two lorgiludinal sides of 
the car forthe crew, as well as two beside tbe driver and tuo at 
the back, so that the car may carry as many as 12 men, 


Instead of fitting these seats outside the car, they may be arranged 
like those of a 'bus, in the interior of a special structure. 

The chassis is especially remarkable for the ease with which the 
battery, arranged in a readily accessible: position in front of the 
driver's seat, can be exchanged. Тһе single-motor system in 


~ 


LJ - 


Fic, 2.— ELECTRIC LADDER WaGcGoN; LADDER IN USE. 


this case allows of a more effectual protection of the motor 
against dirt and damage, while the efficiency of the motor on bad 
roads and steep gradienta, in spite of heavy loade, drops only 
slightly. This is due to the low ohmic resistance of the motor and 
the fact that the efficiency of the toothed gear rites as the load 
increases. , | 

Tests made on the motor have shown that its efficiency is well 
maintained in the case of considerable overloads, being as high as 
80 per cent. at 80 volts, with a torque three times as high аз the 


Fic. 3.—ANoTHER Foam or LappER Waaon. 


e 
normal figure. In the case of a lower working pressure (35 volta), 


the two halves of the battery being connected up in parallel, the 
motor is able safely to yield for short periods seven times its normal 


tor que. | 


Carbide ot Calcium.—The BRANDENBURG OaRBIDE 
AND Evecrriciry Wonks Co. has been registered at Berlin with a 
capita! of £175,000 to take over the undertakings of the Branden- 
burg Carbide Works and the East German Water Power Co. for the 
sum of £118,500 in shares. The balance of the share capital has been 
subscribed by various banks, includingthe Zurich Bank for Electrical 
Enterprises, In addition to continuing the proiuction of carbide 
of calcium and calcium cyanamide hitherto carried on by the 
Carbide Co., the new company will develop tbe hydro-electric 
works in the district of Schneidemiihl for the execution of contracts 
arranged by the East German Co. 


Centrifagal Pumps.—A further order which Mxssns. 
Jens OgTEN-BoviNG & Co. have received for centrifrugal pumps 
manufactured to their designs by Mesars. Willans & Robinson is 
for two pumps to deliver 200 gallons per minute against a head of 
535 ft. at 1,440 R.P.m. The main contractors for the work are the 
British Westinghouse Electrical 1d Manufacturing Co., Ltd., and 
the consulting engineers are M«sars. Rendel & Robertson. 
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WHAT IS THE “EXPRESSION” 
FOR “SUCCESS IN THE ELECTRICAL 
ENGINEERING PROFESSION?” 


By “ ARAMIS.” 


Іх all the numerous published letters and articles recently written 
by unsuccessful disappointed “engineers” bemoaning the want 
of sympathy on the part of the world in general, and of their 
individual employers in paiticular, not one such complainer 
has said anything about ** human qualifications." It seems 
to be firmly fixed in the minds of at least nine-tenths of the 
men who are striving to attain success in the engineering 
profession that all that is required is to have a natural 
liking for pulling things to pieces (either actually or verbally), 
to study a little mathematics in a fairly intelligent way, and 
to know enough about electrical science and kindred subjects 
to be able to argue in a stupid sort of way abont points 
which do not matter at all. On this knowledge they expect 
to attain to bigh positions. If they do rot, they say it is 


because they lack ii fluence; they never dieam that they . 


may lack ability, neither does it ever cross their minds that 
their knowledge may not be of the kind required. | 

The most difficalt subject they, as a rule, know nothing 
at all about—never even suepect its existence— but without 
a good working knowledge of this subject, they will never 
be able to show what they are really capable of in tke way 
of technical achievements. This subject is not taught in 
the technical institutions, nor is it heard of much outside 
them. To a few—the born leadert—it comes as a gift of 
Nature, but by careful study and observation it may be 
acquired by all, in a degree varying according to the ability 
of the student. This subject is a somewhat difficult one to 
define, but a perusal of what follows will show the reader what 
it embraces. It can, perhaps, be best expressed as.the French 
express it, by savoir faire," which is traditionally rendered 
into English by the word *'tact," but this is a very weak 
translation. Taking the two French words “savoir,” and 
“faire,” and translating each separately, their meaning in 
combination becomes clearer. “ Savoir "—**to know," to 
have a knowledge of,” to understand " ; and “ faire — 
** to do," “ to arrange," to manage." Their joint meanirg 
may thus be expressed by “to have в knowledge of 
management." 

It ів just this knowledge which these disappointeds ” 
have not. It is just this part of their education which they 
have neglected—thinking that technical education being the 
greater includes the lesser, whereas technical education is in 
reality iteelf the lesser ; consequently their estimate of the 
world and its ways is an inaccurate one, and their vision is 
blurred. They have neglected to get into right relationship 
with their fellows, consequently they are never able to give 
full expression to their technical ideas, becanse they are 
rever able to rice to positions where their technical know- 
ledge would be most useful. If, instead of going on study- 
ing hard at technical subjects which they may never want, 
these disappointeds, and others icllowing in their groove, 
would devote some of their time outside business to intelli- 
gently reading history, classical literature (which is not 
necessarily dry and uninteresting), biographies of great men 
in all professions, and other subjects which would give them 
some idea of the relation of man to man, and of men to the 
world, they would be doing something to make themselves 
happier, more usefal to themselves, and much more interest- 
ing to those outside the engineering business, who come in 
contact with them. Besides, they would be really in 
almost every case making a greater step towards the 
improvement of their positions, than if they continued tech- 
nical study entirely. Of course, it is not suggested that 
technical study should be given up, but only that less time 
should be given to it until such time as each individual sees 
there is some likelibood of profound technical knowledge 
being of real use to him. The reading of subjects in which 
man, and his ways and habits” are treated, will reflect 
itself in the reader's work, and improve bis relations with 
those people with whom he has to deal, either as superiqra, 
equals, or subordinates. Many a great man owes his life's 
guccees and the fortune and satisfaction it has brought with it, 


to his good relationships with other people, which have caused 
him to become a favourite and to be advanced from position 
to position, thus giving bim the opportunity he wanted to 
show what things he was capable of accomplishing. Itis Just 
the lack of this opportunity which the disappointeds com- 
plain of, but let them give up the study of volts and amperes 
for a time and turn to the study of their fellow-creatures. 
If they apply themselves ав assiduously to this study as 
they do to the study of technical subjects, they will find 


` themselves gradually becoming more and more able to make 


and improve opportunities for themselves, and it will give 
them that knowledge of savoir faire which at present they 
despise, but of which their ignorance is keeping them down 
in subordinate positions for which their technical know- 
ledge is already very much too great. | 
- Some time ago, in one of the American technical papers, 
a great engineer, who is connected in an administrative 
capacity with companies employing many thousand men, 
stated that it was his constant experience that it was very 
much easier to hire “engineers than men; by which 
he meant, as he went on to explain, that he found no want 
of technical knowledge among applicants or acting engi- 
neers, but nearly always defects in character, such as want 
of courage, initiative, ambition, imagination, tact, &c. 
These defects kept many otherwise brilliant engineers down 
in small positions. It is exactly the same with us 
here. Our “engineers” will persist in believing 
in technical education as the source of all gocd. 
Technical education, however, is only one of the many 
means by which men of strong character may attain succes. 
If it is only by various forms of technical education that great 
names ат d large fortunes are to be made, how does it come 
about that men can build up buge retail businesses from small 
beginnings, as Lipton, Whiteley and many others have 
done? Their businesses cannot have been built on profound 
technical knowledge. They have been built up by great 
masters of savoir faire, masters instructed by Nature. Their 
mastery of this subject has made their dealings eary and 
pleasant to both the public and their staffs. Great leaders 
have always been remarkable for the good relationships 
existing between them and their subordinates. Take any 
one of these complaining disappointeds and place him in 
charge of a few men, and it will almost certainly be found 
that he cannot get the best recults ont of his charge; he 
either drives those he should coax, and so coaxes thoee he 
should rule firmly that they soon start leeding him ; or, by 
his tone and manner, he stirs up little dislikes in every one 
of them, and turns the whole lot against him. | 
In any case, few, if any, of the men are satisfied, and doing 
their best. This applies to staff or workmen. With all 
their technical ekill they have none of that knowledge of 
which all management, either of staff or men, is the practical 
application. If they so easily stir up dislikes in subordinates, 
it is aleo highly probable that they equally stir up dislikes in 
those above them, but as these latter ere men of character, 
this has only the effect of keeping the man down, and there 
is no active manifestation of the dislike such as comes from 
below. Consequently it is never brought to the man’s notice 
that it is simply his want of tact, and ignorance of зато 
faire, that is keeping him back. The overtrained technical 
man is usually strongly given to forcing his own opinions 
down the throats of all those who have dealings with him. 
This, with his usual crass ignorance of anything not ''tech- 
nical,” causes him to be shunned and detested by all except 
those other technicians who are in his own groove. The study 
of humanity does not mean that he must become a Sccialist— 
if he studies the subject intelligently there will be no fear 
of his doing that—but it does mean that he will find more 
interest in his daily work, that he will gain tact, that he 
will soon begin to take the lead among the technical men 
he is working with; and this is the first step towards a better 
position. Why does such study do all this? Because, by 
broadening the mind and the outlook on life, by giving 
correct ideas cf man’s relations to man, it strengthens the 
character and gives it force, determination and energy : 
qualities rare among “technical” men, but without which 
no great success is possible. ; 
Force of character, by making a way for itself, increases 
the value of any knowledge with which it may be associated, 
for it is obvious that it is the knowledge of the capable 
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forcefal one that will be used, while the knowledge (perhaps 
greater) of the less energetic one will lie idle, and be of no 
more use to its possessor, or the world in general, than if it 
never existed. 

Force of character stands outside the brackets in the 
expression for success—all other qualifications are only terms 
inside them. Thus, for the benefit of those who only 
appreciate facta when set out in a formula— 

Success in the engineering (or апу other) profession 

z- Force of character (A +B+C+D+E+...), 

where 4 = Technical knowledge, | 
B — Practical experience, 
c = Natural aptitude, 
D = Commercial knowledge, and во on. 


M 


LEAKAGE CURRENTS. 


By "H.P.M." 


Моон has been said of leakage currents, and still a large 
field is left open to be explored; the disastrous results 
which have from time to time shown themselves, go to prove 
that a real does exist, and should be fonght with 
every care, for there are a good number of towns, whose elec- 
trical installations have been in use for some time and who 
have not in the initial stages of the undertaking been 
sufficiently acquainted with the dangers of these leakages to 
protect their mains, or take the precautions which have been 
taken in the more modern systems. | 

It is only intended in this article to give a short deacrip- 
tion of some of the damage its and causes, which have been 
observed by the author in actual practice. 

One case which was brought to his notice a short time 
ago had several interesting features. The was 8 
three-wire direct-current one; the cables, lead-covered and 


armoured, laid direct in the ground, the distributors being - 


three single cables ; the leads had been made continuous by 
bonding, the bonding being done by the clamping of the 
joint box on to the lead, by drilling the gland on the box 
slightly smaller than the diameter of the lead. 

In the course of time the tramways systems was elec- 
trified, and shortly after the troubles commenced on the 
ighting mains. Naturally the tramway return currents 
were blamed for this, and investigations were commenced on 
this basis, the result being that additional return feeders 
were laid, the return feeders being connected to the nearest 
point of the rails to the station ; but the troubles still con- 
tinned, the mains frequently breaking down to earth, services 
being burnt out, and general interruptions occurring; the 
earth currents gradually became larger on each occasion 
until as much as 600 amperes out of balance were obtained. 
This large out-of-balance showed clearly that the insulation 
of the neutral wire was in very bad condition, and it was 
afterwards found that no less than 18 absolute dead earths 
were cleared off from the neutral cable; this clearing of the 
faults on the neutral obviated the danger to the continuity 


of supply, for any | had then to return to the earthed : 


neutral at the station which was controlled by a resistance. 
After these neutral faults had been cleared up it was 
decided to search closely for the source of the trouble, for after 
the first hour of 600 amperes going to earth anything could 
be accounted for. It was obvious that the one great fault 
had been in neglecting to keep up a proper system of testing 
the neutral wire, which had, no doubt, broken down to earth 
some time previously to the faults occuring on the outers, and 
it was eventually found that a leakage current had been 
i ing on the leads of the cable due to the faulty con- 
necting up of the earth connection on the neutral wire at the 
station; this bad been coupled to the rail bus-bar of the 
traction system under the impression that it was at earth 
potential, whereas it was at a varying point between 5 and 15 
volts below earth the whole of the time the tramways were 
in operation, according to the amount of load which 
happened to be on at particular time, thus causing a 
local circuit as shown on fig. 1. 


The path of the carrent from the rails to the fault at the 
neutral would naturally be the path of least resistance, 
say at-a point where the rails and mains were brought close 
together, such аз а road crossing ; the leads of the cables then 
would carry a current of from 2 to 6 amperes (tested) to the 
neutral fault, and this current flowing along the leads and 
through the faulty bonding at the joint boxes, eventually 
burnt away the lead, amd thus brought on the faults. 

A great deal of damage may also have been caused prc- 
viously to the tramways being electrified by the neutral fault 
alone, for if the insulation of the neutral had been broken 
down, & local circuit would have been set up between the 


neutral fault and the earthed neutral at the station due to 
the difference of potential at the two points of the nentral 
according to the load; the author measured this leakage 
current up to 3 ampere in places where a small section of 
cable was used for the neutral. 

Another case which was brought to his notice was on a 
similar system — the troubles commencing shortly after 
the tramways had commenced, and due to the wrong con- 
nections: on the traction switchboard, the ammeter for 
measuring the current from rails to earth having been con- 
nected from the rail bus-bar and earth at the station as in 
fig. 2; the result was an additional return feeder along all 
conducting materials between the rails and the station, the 
chief conductor unfortunately being the leads of the lighting 
feeders. 

Another system with which the author is acquainted 
gave similar troubles, which were put down to tramway 
leakage. The matter was investigated, but it was some 
considerable time before the source of the current could be 
located ; it was eventually discovered that one of the return 


- feeders had been damaged just outside the cable trench, and 


was making a good earth connection, thus causing the earth 
to be used as a parallel return feeder. This points to the 
importance of keeping a careful test upon the retarn feeders, 
for the positive feeders quickly show when they are in 
trouble. . 

A case which came under the author’s observation was one 
in which the insulation of a lead-covered cable was found to be 
gradually dropping ; in this case it was a feeder, on a direct- 
current system, and it was at last considered necesgary that 
the cable should be inspected ; upon inspection it was found 
to be covered with a white corrosion. The feeder was lead 
covered, with a layer of impregnated jute on the lead, 
and was laid in a wooden trough filled with pitch. 
On examining the cable more closely, it was found 
that the corrosion was in layers corresponding to the 
wrapping of the jute covering, giving the appearance of 
the pitch being the cause of the trouble, and only attacking 
the lead where it could get between the layers of jute; but 
on further investigation, it was found that the corrosion was 
only taking place on the feeder where it was laid parallel to 
the distributors. In places where there were no distributors, 
no sign of any corrosion could be traced, but it may also be 
noted that in each case tramway rails ran parallel to the 
feeder, so that it appeared to be due to no effect of the 
return current from the tramways. On searching further into 
the matter, it was found that the neutral of the distributors 
alongside of which the feeder was laid bad several small 
leakages, this pointing to the fact that the corrosion was 
apparently due to this small current having some direct 
effect upon the lead, or else acting upon the lead due to 
some foreign matter in the compound with which the jute 
was impregnated, or else in the pitch. 

It will, therefore, be seen from the few instances given 
above that the troubles arise not from the cables in which 
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the danger is supposed to lie, but in those cables which, by 
reason of their being nominally at “earth potential," are 
treated with disrespect, and in a great many cases with 
contempt. 


WELDING RAIL BONDS. 


Евом the earliest days of electric traction with rail return, the 
bonding of the rails has been a troublesome and costly operation, 
and, sven whén carefully carried out on the most approved methods, 
t has always remained a possible and probable source of trouble 
and expense, owing to the liability for moisture to find its way 
between the contact surfaces and to corrode them, thus introducing 
Besistance into the return circuit to a serious extent. The only 
absolutely reliable method of completely obviating this trouble is 


Fia. 1.—ComBINATION OAR AND APPARATUS FOB ELECTRICAL 


I 


WELDING. 


that of actually welding the bond to th» rails ; this expedient has 
not up to the present been adopted in this country, so far ae we are 
aware, though the equivalent process of welding the rail jointa 
has been used to some extent, but it has been successfully em- 
ployed in the United States for rome two years, and the results 
have proved so satisfactory, we are informed, that the Forest City 
Co. has decided to introduce the system here, and has just issued 
a booklet in which particulars of the system are given. 

Two methods are employed, electric welding and copper welding, 
both ‘of which are fally protected by patents. The former process 
resembles that of electrically welding the joints of the rails, and 
is carried out with the aid of a small car, upon which the apparatus 
is mounted, consisting of a rotary converter with the necessary 
switchgear and the welding transformer; the converter also serves 
to propel the car along the track, a trolley pole baing provided on. 


Fig. 3.—'' РвотЕСТЕ Р” Bonp ELEOTRICALLY WELDED TO THE WEB 
OF THE Rat. 


the top of an iron framework, which carries the canopy and side 
curtains to protect the gear from the weather. In order to remove 
the car from the track when necessary to prevent interference with 
the ordinary traffic, a screw-jack worked with bevel gears and 
cranks is fixed under the centre of the truck, so that the car can 
be raised from the rails, turned round and wheeled off the track. 
The general appearance of the car is showa in fig. 1 herewith. 


When trolley current is not available, a petrol engine is employed. 
to drive the converter as an alternator. — 

The converter, which is rated at 18 xw., is fed with a current of 
about 20 amperes at 500 volts from the trolley wire, and supplies 
the transformer primary with single-phase alternating current; 
the secondary of the transformer is connected to the welding 
clamps, the electrodes of which consist of copper and carbon 
respectively (fig. 2). 

To perform the welding process, the surface of the rail is first 
ground bright at the place where the bond is to be applied, either 
on the web-or at the side of the head of the rail. The copper 
electrode is then applied to one side of the rail, and the copper 
bond, with its terminal enveloped in brass, is placed in position on 
the other side, after which the carbon electrode is pressed against 
the bond terminal and the current is switched on, amounting to 
about 2,000 amperes at 5 volts in the case of a No. 0000 bond. The 
resistance at the contacts between the carbon electrode, bond 
terminal, and rail causes these to attain a high temperature very 
quickly, and the operation of welding is completed in about one 
minute. Fig. 3 shows a protected bond thus welded to the rail. 


Fig. 3.—ELECTRODES IN POSITION ғов ELECTRICALLY 
WELDING Bonps TO THE RAILS. 


The copper-welding process is effected by pouring molten copper 
into a mould surrounding the bond terminal. The copper is melted 
in a smali furnace carried on a car, which may conveniently be а 
combination car equipped with the apparatus for both systems of 
welding, as in fig. 1, where the furnace is seen at the right-hand 
end, together with a small fan blower, which is driven by a belt 
from the converter. The mould is made of refractory material, 
and is provided with an enlarged chamber connected with the 
chamber containing the bond terminal by a narrow channel, эз 
shown in fig. 4. The rail having been cleaned, the bond and mould 
ate placed in position, and the molten copper is poured through the 
gate, impinging upon the end of the bond and the rail, and flowing 
into the adjoining reservoir. When the latter is filled, the copper 
backs up into the terminal mould and fills it; the object of the 
additional chamber is merely to contain the excess of co 
required to bring up the bond and rail to welding 
temperature. When the mould is removed, the block of 
copper in the chamber, shown in fig. 5, is cut off with a 
chisel, leaving the finished terminal thoroughly welded 
to the rail, as in fig.6. This process is especially suitable 

where very heavy bonds are required, as in the conductor 
‘and return rails of electric railways, which are bonded 
up to the full carrying capacity of the rails, or when 
welding feeder cables to the rails. | 
We are informed that some 40 welding cars of this 
type are in use in America, and the Forest City Electric 
Co., who bave recently removed into larger premises 
where they will have facilities for manufacturing the 
bonds and demonstrating the processes, claim that bonds 
thus made will remain permanently efficient, the copper 
being truly welded with the steel. The cost of bonds fixed 
by either of these processes, we learn, is no greater than that of bonds 
fixed in the ordinary way ; no bond holes are required, the bonds 
having no terminal shanks. Any of the standard types of bond 
can be welded to the rails. The short “ Protected” type of bond 
under the fish - plate is especially recommended, as it is economical 
both in copper and in resistance—the resistance of, say, two No. 0000 
bonds over the fish-plates being something like three times that of 
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Fia. 4.—Bomp Wires IN Мосгр, JN CoPPER-WELDING PROCESS. 


Fic. 6.—FimimsHED Вонр, AFTER CoTTING Away BUBPLUS METAL 
FROM THE TEBMINALS. 


tbe corresponding length of rail; with the welded joint the bond 
requires no inspection, and the fish-plate protects it from mechanical 
injury. 


The New Argentine Cable Question.—Some farther 
particulars relating to the agreement concluded between the 
Argentine Government and the Western Telegraph Co, for the 
laying of acable between Buenos Ayres and Ascension Island, on 
terms which are said to give the company a veiled monopoly of 
establishing cables touching the Argentine coast, have been 
forwarded to a German newspaper by a Buenos Ayres correspondent. 
It appears that the German Government made an inquiry on the 
subject, through the Argentine Ambassador in Berlin, and at the 
same time pointed out Germany’s right to the most-favoured-nation 
treatment. In reply, the Government of Argentina stated that the 
agreement did not grant a monopoly, and, moreover, protested that 
it was not compelled to listen to foreign claims in respect of any 
such agreement. It is not known what reply the German Govern- 
ment has given, but the Senate has now adopted the agreement 
without discursion, and the correspondent states there is no doubt 
that the Lower House will also do so. The Reporter of the Com- 
mission of Pablic Works, in introducing the authorising Bill in the 
Senate, referred to Clause 17, which is said to represent the alleged 
monopoly. This clause provides that if within a period of 25 years 
from the date of the notarial completion of the agreement, any 
undertaking should make proposals to the Government, which 
would appear advantageous to the latter for the laying of a new 
submarine cable between Argentina and another country, preference 
will be granted under the same conditions to the Western Telegraph 
Co. The Reporter stated that the preference embodied in the 
clause could only probably be directed azainst fresh English com- 
petition, as the British Government from the beginning would not 
be likely to permit a French or German cable to utilise a British 
possession as a landing place, and no nation other than England 
possesses its own islands within reach in the South Atlantic Ocean. 
But if Germany or France wished to undertake to lay a cable direct 
from Buenos Ayres to a point belonging to either of them on the 
African coast, the German or French Government would conversely 
in this case render it impossible for an English competitive com- 
pany to obtain a landing there, so that the Western Telegraph Co. 
could not compete in regard to such a cable. The correspondent 
remarks, however, that this alternative is incorrectly formulated, 
asit might be convenient for France or Germany to lay a cable 
from a Brazilian station to Argentina, and that in this event the 
Western Telegraph Co. could all the more easily hinder foreign 
rivalry on the ground of its preferential right, as the company bas 
common business interests with the cables passing via Brazil. 
Apart from this preferential right, the position of the company will 
become still more unassailable, as it receives by Clause 13 a 
monopoly of the transmission of all official cable messages, and of 
all those trans- marine messages reaching the State telegraph offices 
which do not expressly specify another route. The company is also 
granted exemption from import duties for all materials, freedom 
from dues for its cable ships, and exemption from all Btate, 
provincial and municipal taxes for the period of 25 years. The 
only return given by the company, the correspondent concludes, is 
a reduction of at least 15 centavos per word in the tariff for 
messages via Brazil, or the so-called Madeira line, but this oon- 
cession is illusory, as all large customers of the Madeira line, which 
в virtually identical with the new cable, enjoy a rebate. 


FOREIGN AND COLONIAL TARIFFS ON` 
ELECTRICAL GOODS. 


FRANCE—GUADELOUPE.—The duties are the same as fo 
France, with certain exceptions. Oertain octroi duties are 
also levied on imported goods, as follows:— 


Cement of all kinds ... '80 fr. per 100 kg 


Pipes and moulded articles of cement 1 is е 
Tars and bitumens ... -— ips "S | jį $i 
Heavy oils, petroleum, residues and other 
mineral oils . -— a е7 .. 6 5 is 
Iron or steel in bars, rails ... 60 „ ee 
á й ^ other ... m TON | i i 
Axles and tires of iron or steel "v 8 " 
Iron wire, even covered with other metals 7 „ " 
Copper in wire of all dimensions ... 15 » ги 
" „ on thread or silk ... 30 » M 
Electric incandescent lamps 10 % ad. val. 
Manufactures of cast-iron ... ses ...  Ofr. per 100 kg. 
Iron and steel tubes. xs ax D 10 Ф 
Copper tubes ... i з n se 18 gs PN 
Copper manufactures vite "si e. 16 i 
- Lead pipes and other manufactures "E. ee ee 
. Electrical.machinery and detached parts... 6 95 ad. val. 
Machines and machinery, other  ... * 3 c5 wi 
Boilers... б is Ame Ja "I. ii "m 
Railway carriages, fitted — .... ... , 20 fr. each. 


" "n not fitted T 5 be. = ей 
Telephone and telegraph apparatus 10 % ad. val. 

The following are free of octroi duty :—Articles of all kind 
imported by the Administration : instruments, cables, wire and othe 
materials necessary for the construction and service of telegrap 
and telephone lines subsidised by the Colonial Government 
turbínes, multitubular boilers, steam pumps, locomotives, truck 
rails, &c., under special conditions. 


. FRANOE—MADAGASCAR.—The same duties are levied as o 


goods imported into France, with some unimportant excep 
tions. 

FRANOE—MARTINIQUE.—The same duties are. levied on 
similar goods imported into France, with some unim- 
portant exceptions; in addition, certain octroi duties ar 
also levied on imported goods, as follows :— | 


Oastirton С. .. .. .. 50 fr. per 100 kg. 

Tron in bars, angle, rails, plates, &c. — ... 1 ^ 1 

Tin plate T m m .. 150 „ 15 

Iron wire, tinned, galvanised or not we 150 „ » 

Bteel in bars, rails, &c. de 85 p. | i i 

Copper and copper wire bs .. 065 „ M 

Machines and machinery of all ru As the metal of 
boilers, machine tools, &2. Е which composed. 


Railway sleepers of iron ... 50 fr. per 100 kg. 


FRANCE—MAYOTTE.—The same duties are levied as on similar 
| goods imported into France. ` 


è 


Large. Mexican Hydro-Electric Plant, — Manue 
Cuesta, of Guadalajara, who is at the head of the Chapala Power 
and Irrigation Co., which has just been organised with a capital 
stock of $8,000,000 Mexican money, says that the hydro-electric 
plant which the company will construct for the purpose of pro- 
viding water for irrigation will cost more than $2,000,000. It is 
probable that two of these power plants will be built—one to be 
located on the Santiago River near Guadalajara and'the other 
on a stream that empties into Lake Chapala. Transmission lines 
will be built to operate the pumps, which will be located upon the 
ghore of Lake Chapala, the water of which will be used to reclaim 
75,000 acres of land. The Government loan of $3,000,000, which 
was recently made to the company, is secured by a lien upon the 
land that is to be reclaimed on a basis cf $100 per acre. An 
additiona] loan of $2,000,000 has been made the company by the 
Caja de Prestamos, or Loan Bank, of this city. This money will 
be used to build about 110 miles of main irrigating canals and to 
establish three pumping stations. While the first unit of this great 
system of irrigation will provide for the reclaiming of 75,000 acres 
of land, the plans, when completely rounded out, will involve the 
irrigation of more than 500,000 acres. The Pimintel interests of 
the City of Mexico, which own the street railway, light and power 
gystems of Guadalajara, are associated with Mr. Cuesta in the enter- 
prise.— Electrical. World. ! 


Porcelain Ware on the Continent.—It is announced 
that the International Syndicate of makers of porcelain ware for 
electrical purposes, of Berlin, which is composed of German and 
Austrian firms, was compelled to release prices in the spring from 
the fixed rates, owing to the competition of outside makers, and thus 
left it to the syndicate constituents to arrange their own quotations 
individually. The contest which has taken place in the meantime has 
been so severe as to result in losses both to the constituents and the 
outside makers. Some of the latter are declared to have become 
involved in financial difficulties, whilst others have discontinued 
the manufacture of porcelain ware for electrical purposes. 
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NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. THOMPSON & Co., Elec: 
trical Patent Agents, 822, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed. - 


17.317. System for maintaining the electric circuit of metallic-fllament 
incandescent lamps burning in series on failure of one or more such lamps.’’ 
N. R. BoorH and J. Hamer. July 26th. 

17.326. Impr vements in or relating to hangers and the like for electrical 
conductors.'' „ M. Монро and RAILLESS стыс Traction Co., LTD, 

17,342. "Improvements in eleotrio furnaces."  AxTIEBOLAGET ELEKTRO- 
METALL. (Date applied for under Sec. 91 of the Act, August 1st, 1908, being 
date of application in Sweden.) July 26th. (Complete)  . 

17,8883. Improvements in or relating to electrical heating apparatus." A. F. 
Вкввү. July h. (Complete.) 

17.865. ‘Improvements relating to telephone apparatus.“ E. A. GRAHAM. 
July 96th. (Complete.) 

17,870. Improvement in and relating to the control of polyphase motors 
and the like." Brrrise THomson-Hovuston Co., LTD. TX gemeine-Elek- 
tricitita Ges., Germany.) July 26th. (Complete.) 

17,494. “Improvements in automatio electric piano players." G. E. HERMES 
and E. F. Pavenra. July ith. 

. 19,448. “Improvements in or relating to aro lamps." T. L CARBONE. 

(Date applied for under Sec. 91 of the Act, November 9th, 1908, being date 
of anplication in Germany.) July 27th. (Complete.) 

17150. "Improvements in wireless signalling." R: A. FessEnprx. (Date 
applied for under Sec. 91 of the Act, March 8th, 1909, being date of application 
in United States.) July 27th. (Complete.) 

17,459. "Improvements relating to the separation of substances by the wet 
magnetic process.” W. E. Аки. (F. Krupp, A.G. Grunsonwerk, Germany.) 
July 27th. (Complete.) : 

17.478. 1 in telephonic transmitters." Р. BSrTRAGIOTTI. 
(Date applied for under Seo. QJ of the Act, August 11th, 1908, being date of 
appli in United States.) July 27th. (Complete.) 

17.486. Improvements in or relating to the lighting of gas burners electri- 
cally" M. DELAGE and P. Wooa. (Application for Patent of Addition to 
No. 16,841, 1909.) July 27th. (Complete.) 

17,488. Appliance for preventing fraud in connection with electricity 
meters.“ G. BRRARDI. July 27th. Complete.) 


17,490. ‘Improved electromagnetio separator with rotating magnet drum." 
F. STRINERT and H. STEN. (Date applied for under Sec. 91 of the Act, July 
97th, 1908, being date of application in Germany.) July 27th. (Complete.) 

17,516, "Improvements in means for preventing overwinding and under- 
winding el cally-driven oranes, capstans, lifts and the like," H. WARDALE 
and W. R. 8rorgy. July 28th. 

17.520. Improvements in induction motors.“ J.H.Horwxs. July 28th. 

17,549. "Improvements in micro-receivers or translators.” P, STRAGIOTTI. 
(Date applied under Sec. 91 of the Act, August llth, 1906, being date of 
application in United States.) July 28th. (Complete.) | 

17,555. ‘Improvements in and relating to electrical and other recording, 
signalling, measuring instruments and the like.“ Е, 8. Несвтіжу. July28th. 

17,501. “ Improvements in and relating to electric fly switches.” O. J. 
Baker. July 28th. (Complete.) 


17,564. ‘Improvements in and relating to rotary converters." BRITISH 
F Co., LTD, (General Electrio Co., United States.) July 


17,010. "Improvements in balancers, auto-transformers and boosters for 
use on direct-ourrent systems.“ A.M. Тлүгов. July 29th. 

17,627. '' Electric incandescent lamps with metal-filament loops.” H. 
Kuze,. (Application for Patent of Addition to No. 15,017, 1907; date applied 
for ur der Beo. 91 of the Act, January 4th, 1909, being date of application in 
Germany.) July 29th. (Complete.) 

17,654. a in relay apparatus particularly intended for use in 
connection with telephonic and telegraphic systems." B. G. Brown. July 


17,668. " Improvements in high-tension magnetos." T. M. MUELLER. 
(Date applied for under Bec. 91 of the Act, August 4th, 1908, being date of 
application in United States.) July th. (Complete) 

17,664. “Improvements in magneto-electric machines." T. M. MUELLER. 
(Date applied for under Bec. 91 of the Act, Febru 25th, 1909, being date of 
application in United States.) July 29th. (Complete. | 

17,711. e EA теш ире to pendant electric light fittings.” S. K, 
THOMPSON, July 80th. 


17,189. “ provements in and relating to the automatic regulation of 
dynamo-electríc machines." H. M. Татгов and R. Н. Scorsox. July 80th. 

17,740. " 1 ements in flexible tubular conduit systems fcr electric in- 
stallations.“ G. Evans. July 80th. 

17,712. Improved apparatus for rectifying alter nating currents." E. 
G10 110. (Date applied for under Вес. 91 of the Act, April 29th, 1909, being 
date of application in Switzerland.) July 80th. (Complete.) 

17,758. ''Improvementa in and relating to the control of polyphase motors 
and tbe like." ALLGEMEINE ELEkTRiCITATS-GES. (Date applied for under 
Вес. 91 of the Act, July 3186, 1908, being date of application in Germany.) 
July 80th. (Complete.) 

17,769, ‘Improvements in and relating to condensing systems." A. Worr. 
(Date applied for under Sec. 91 of the Act, August Ist, 1908, being date of 
application in Germany.) July 30th. (Complete.) 

17,761. * Improvements in or relating to closed circuit transformers." 
ELECTRIC REDUCTOR Co. m.b.H. (Date applied for under Beo. 91 of the Act, 
July 31st, 1908, being date of application in Germany.) July 80th. (Complete.) 

17,766. Improvements in recording devices especially applicable for use 
with measuring instruments." British Тномвох-Носвтом Co., LTD. (General 
Electric Co., United States.) July 80th. (Complete.) 

17,714. '*Improvements in or relating to electric telegraphy.” 8. G. BROWN, 
W. Jupp and A. В. HAn DIE. July 80th. 

17,788. Improvements in and relating to devices used for recording а copy 
of an invoice, receipt, telephone message or the like," J, W. TUNSTALL. 
July 3186, А 

17,790. “Improvements in devices for indicating rise in potential of trolley 
standards or other metal work of electric tramcars.’’ A. IuBERY. July 8lst. 

17,798. Improved system of and apparatus for wiring buildings and the 
like for the distribution of electricity.“ SixTLEXJ Conpuirs, LTD., and L. M. 
WATERHOUSE., July 815%. (Complete.) 

17,112. "Improved method of controlling electrical quantities by means of 
sound waves and apparatus therefor.” F. J. CHAMBERS. July 8186. 

17.818. Improved method of controlling electrical quantities by means of 
sound waves and apparatus therefor.” Е, Ј. Снлмнквв. July 8lst. 
aeo i "Improvements in wireless telephony," F. J. CHAMBERS. July 

st. | 
P e „ Improvements in or relating to electric dry batteries.“ D. FULLER. 

uly 31st, 

_17,835. *' Improvements in electric magnets or solenoids for use with 
single-phase alternating currents." D. Bong, Т. H. J. Simmons and R. Way- 
боор & Co., LTD, July 8let. 


ý 1 0 " Improvements in reversible variable-speed dynamos.” H. LEITNER. 
u y 8 . ` 


17,863. '' Improvements in and relating to electric motors," D. MAGGIORA 
and M, SINCLAIR, July 8156 (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs, W. P. Thompson & Co., 822, High Holborn, W.O., and at Liver. 
pool and Bradford: price, post free, 9d. (in stamps). 


1909. 


SOLDERING OF THE METALLIC FILAMENTS oy ELECTRIO LAMPS TO THERM ELRO- 
TRODES. B. Marietti. 14,488. July 8th. (Date applied for under Inter. 
national Convention, July 8th, 1907.) 

STARTING SWITCH ғов ELECTRICO Morons. D. Timar and C. von Dreger. 14,513, 
1 AS 8th. (Date applied for under International Convention, August 19th, 

. i : 

Maenstic CLoTCHES. H. W. Ravenshaw, V. G. Middleton and W. E. Townsend, 

14,530. July 8th. 


REGULATION oy RELkorRIC Morors. British Thomson-Houston Co. and Garton. 
14,700. July 10th. 


PROCESS FOR RENDERING ARTIFICIAL STONE, MORTAR, PLASTER AND THE LIKE 
WATERPROOF, HEAT AND ELECTRICITY NON-CONDUCTING AND BOUNDPROOF. J. 


ELECTROMAGNETICALLY-OPERATED SwiroHEs. British Thomson-Houston Co. 
(General Electric Co.) 16,298. July 81st. 


STORAGE BATTERIES. J. Bimeler. 16,599. August bth. 


Spark DISTRIBUTORS FOR USE IN ELEOTRICAL IGNITION APPARATUS РОВ InTERNAL- 
Сомвовттон Encines. E. Denieport. 18,812, September 8th. 


HOLDERS, Воскетя, OR LIKE ATTACHMENT FrrTIXGS РОВ ELECTRIC Lamps, F. W. 


Bayliss. 20,877. October 8rd. 


MEASURING-INSTRUMENTS FOR ALTERNATING CURRENTS ACCORDING TO PAALZOW- 
RoBzNS'SBoLoMETBRIO PRIncripLe. H. Lux. 91,586. October 12th. (Rights 
under Sec. 91, Patents, &o., Act, 1907, not granted.) 


PORTABLE SwitcH OR KEY FoR ELECTRIC-FLASH SIGNALLING Punroasgs. A. C. 
Davey. 29,945. October 91st. 


UNIVERSAL JOINTS oR COUPLINGS ғов ELECTRIC Light FITTING AND OTHER 
Purposes. O. J. Thursfield. 25,279. November 25th. 


PURITA SIGNALLING SYSTEM. A. Blackall and T. Jacobs. 57,486. December 
th. к 


MEANS FOR INDICATING FAuLTY Leaps 1м TELEPHONE Excuances, Siemens 
Bros, & Co. (Siemens & Halske Akt.-Ges.) 108. January 2nd. 


ELECTRIC FLASH Lames. W. D. Whyte. 8,959. February 10th. 


ARMATURES FoR MaGneto-Inpuction Macuings. Firm of Robert Bosch. 3,511. 
February 12th. (Date applied for under International Convention, 
November 20th, 1908.) ; 


MULTIPLE-SWITCH STARTING Devices FoR EukorRIO Motors. H, E. Lake. 
(Cutler Hammer Manufacturing Co.) 8,517. February 12th. 


 Внект-Метлі, TELEPHONE Cases, C. E. Bilton. 9,999. April 27th. 


COMMUTATORS FOR Dynamo ELECTRIC MACHINES. Siemens Schuckertwerke Ges. 
11,904. May 90th. (Date appiied for under International Convention, 
July 31st, 1908. Application for Patent of Addition to No. 4,240/07.) 

Brush Ноцрквв ров DrNAMo-ELECTRIC MacHrwzs. Allgemeine Electricitáts 
Ges. 18,281. June 5th. (Date applied for under International Convention, 
June 6th, 1908.) 

ALTERNATING ELECTRIC CURRENT DISTRIBUTION Systems. J. S. Peck. 18,762. 
June llth. (Date applied for under Rule 18, July 15th, 1908.) 

ALTERNATING ELEcTRIC CURRENT DisTRisUTION BysTEMS. J. B. Peck. 13,768. 
June lith. (Date applied for under Rule 18, July 15th, 1908.) 


1908. 


TELEPHONE ExcHANGES. Siemens Bros. & Co. (Siemens & Halske Akt.-Ges.) 
1,270. January 18th. 


MACHINES FOR ELECTRICALLY WELDING CHAINS. Akt. - Ges. Stahlwerke 
Weissenfels vorm. Göppinger & Co. 2,642. February 8rd. (Date appli 
for under International Convention, February 8rd, 1908.) 


LiFk-GUARDS FOR ELECTRIO TRAMCARS AND THE LIKE VEHICLES, H. W. Johnson 
and W. Steele- Brown. 8,280. February lOth. . 


TROLLEYS OR Rotary COLLECTORS FOR ELECTRIC CABLES, J. J. Bennett, L. B. 
Estes and R. Evans. 5,018. March 166, 


APPARATUS FOR MEASURING ALTERNATING ErEcTRIO CURRENTS, 8. Guggen- 
heimer and P. F, C. Gossen, 5,418. March 5th. 


ELECTRICAL RESISTANCES APPLICABLE FOR ELkEOTRIC HEATING. COOKING AND 
OTHER Purposes. G. Cooper and Е. C. Sharp. 6,106. March 15th. 


TELEPHONE INSTALLATIONS. Siemens Bros. & Co. (Siemens & Halske Akt.- 
Ges.) 6,878. March 22nd. 


TRANSFORMERS FOR OPERATING Varour. F. Conrad. 1,690. March 80th. (раі 
applied for under International Convention, April 10th, 1908.) 


HzaTING Соп, Protecting DEVICES FOR WEAK-CURRENT ELEOTRICAL CIRCUITS. 
Siemens Bros. & Co. (Siemens & Halske Akt.-Ges.) 8,108. April 5th. 


Bwitcu-Piues FOR TELEPHONE ExcHANGES. Siemens Bros. & Co. (Siemens and 
e Halske Akt.-Ges.) 9,592, April 22nd. 


ELECTRIC AURAL INSTRUMENT FOR THE ALLEVIATION OF Dearngss. W. Н. Warn. 
8,210. April 13th. 


MANUFACTURE OF BopES OF METALLIC TITANIUM, PARTICULARLY FOR 811 1453 
· FOR ELECTRIC INCANDESCENT Lamps. C. Trenzen and F. R. Pope. 
July 18th. 


MANUFACTURE OF METALLIC FILAMENTS FOR ELECTRIC INCANDESCENT LAMPS. C. 
Trenzen and F, R. Pope. 14,853. July 18th. à 


ALTERNATING ELECTRIC CURRENT DISTRIBUTION SysTEMS. J. C. Peck. 15,047. 
July 15th, 


ARMOURED ELECTRIC CABLES. R. Y. Gray. 15,054. July 15th. 


CoIN-cONTROLLED MECHANISM FOR GAs, ELECTRICITY AND OTHER METERS 
Stoneham and S. Stoneham. 15,186, July 16th. 


METHOD AND MEANS FOR CONTROLLING OR BRAKING ELECTRICALLY-OPERATED 
MacHiNEBY. C. W. Birkett. 15,268. July 18th. 


REGULATION OR CONTROL OF ELECTRIC Motors. Johnson-L 
Traction Co. and W. A, Price. 16,275. July 18th. 


ELECTRIC DRIVING OF SPINNING FRAMES AND SIMILAR MACHINES. 
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THE NEWFOUNDLAND CABLE 


DISPUTE. 


0 


THE above has recently become quite a familiar heading in 
the daily Press, not. only in this country, but also in the 
United States, and under it have been ventilated the 
grievances of the Commercial Cable Co. and the Anglo- 
American Telegraph Co. in respect to their respective righta 
under concessions obtained in this Colony. The dispute 
apparently was presented from the company's side only, until 
the Commercial Cable Co. openly charged the Government 
of Newfoundland with repudiating a ** solemn contract," and 
this called forth areply from Sir Edward Morris, the Premier 
of Newfoundland, now in London, denying the allegations, 
and charging the company with unfairly publishing “ ап 
ez parle statement of the case without having published side 
by side the reazons—well-known to the Commercial Cable 
Co.—why the Newfoundland Government halted before 
giving their assent." 

A partial deadlock has, it appears, arisen between the 
company and the Government, the latter being unwilling to 


. grant to the former a monopoly of cable traffic passing over 


the Newfoundland Government lines for a period of 25 years, 
on the ground that it is unfair, harmful to competition and 
to existing interests of another company. However, the com- 
pany claim that the concession was given under the Seal of 
the Colony and the signature of the Governor, whereas Sir 
Edward maintains that the above condition could not be 
brought up for ratification before the Legislature without 
ample consideration, so that from this it would appear as if 
the concession had not yet gone through all its final stages 
before becoming absolute; hence we presume the cause of 
the dispute. 

It is, of course, only natural that the Anglo- American 
Co. should oppose the granting of a concession with exclu- 
sive rights, such as above described, to their very active 
opponents the Commercial Cable Co., who have already 
secured a landing at Port-au-Basque for the cable to Canso, 
worked in conjunction with their system, for if granted it 
would exclude the company from any local benefit apart from 
that derived from their own lines. 

It cannot be said that Sir Edward Morris is acting 
frivolously when he attempta to protect vested interests, and 
while the Atlantic companies enjoy practically equal con- 
ditions of working in Great Britain, it does not seem un- 
reasonable to work upon this basis in Newfoundland, 
especially as judging by the statement printed in another 
column, the Anglo Company is quite prepared to work on a 
basis of faircompetition. It cannot b2 unreasonable to permit 
persons or corporations to compete on an equal footing, 
and we hold that no injary should be inflicted on 
vested cable or other interests unless their owners 
give an indifferent, intermittent or bad service, maintain 
abnormal or high rates, or otherwise do not live up to the 
modern requirements and needs of the countries or places 
they connect. It is only right that under these last-named 
conditions concessionaires should give way, as it would not 
be proper for them to hamper the population in the race for 
a commercial exietence by charging exorbitant rates or 
clinging to old-fashioned and out-of-date methods—and we 
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have yet to learn that the Anglo-American Telegraph бо. x 


can be accused of this. : 


"When this latter company obtained exclasive privileges in 


Newfoundland, landing rights, &c., were not looked upon as 


a valuable concession, as nations were anxious to obtain the 


facilities offered by rapid communication, bit the days are 


changed, and such like monopolies. are of the past, besides 


being absolately contrary to the spirit of the Telegraph Con- 
vention to which Great Britain is an adherent. . 

The tendency of the present age is towards cheapness and 
the furnishing of as many routes as possible, and this has 
been proved not only by the laying of the Pacific Cable and 


the cables from Australia to Tasmania, but also by recent ` 


Conferences representative of responsible Home and Colonial 
opinion. ~ 

It will be recollected that the Report of the later- 
Departmental Committee on Cable -Communications, 1902 
(Cd. 1,056), dealt with the. subj ct of landing rights, which 
the members of the Committee looked upon as important 
privileges, and there is no doubt that in the case under 
review the privilege means much to the Commercial Cable 
Co., who, by diverting the cables from Canso to Newfound- 
land, will, on their own showing, be enabled to work their 
cables at a calculated increase of speed of 35 per cent. 

Ok course, if on the final conclusion of a bargain it is 
found that more is given than is received, nothing should 
be said or done to upset it, and although it is regrettable 
that any misunderstanding should have occurred, the New- 
foundland Government has given to the company the neces- 
sary land for landing the cables, which have been laid, 
landed, and opened for trafe as evidenced by the posters 
exhibited by the company, and the main object sought in 
the concession and by expenditure has been attained. Our 
Colonies are agitating for an Imperial Atlantic cable and 
the acquisition, by the Government, of the Canadian land- 
lines, and in view of this possibility alone it would seem a 
pity to deprive the scheme of any support it might obtain 
from a British Colony. 


To a very large extent, the old system 


Trial of trial and error has been discredited for 


and Error. 


jast as necessary at the present time as they have been in 
the past, experimental apparatus is now much more often 
satisfactory when first set to work. 

There has been, perhaps, more excuse for the inability to 
foresee adverse effects in connection with electrical machinery 
than with any other class of apparatus, but few will deny 
that mistakes are often made which might have been avoided 
had the designer made a more careful study of the data at 
his disposal. As regards the purely electrical design of 
dynamos, motors, &c., so much experimental work has been 
made public that there would appear to be little excuse for 
failure to obtain the results desired with the first trial 
apparatus. 
have not been dealt with to the same extent by scientific 
experiments, and many of the data available, having been 
originated at an earlier period, are not so easily looked up. 
For instance, bearings subjected to continuous downward 
preseure may often be found with oil grooves cut across 
their undersides, in the face of the experiments undertaken by a 
Research Committee of the Institution of Mechanical Engi- 
neers, which conclusively proved that oil will not enter 
through grooves in the pressure area. The power which can 
be transmitted by belting has been another stumbling block 
in the design of dynamos and motors, but the mistakes 
having mainly taken the form of unnecessarily large pulleys, 
the only effect has been to increase the cost. Неге again 
ample data are available from exhaustive experiments with 
belts and pulleys, which were published many years before 
they could be wanted in this connection. 

Many other instances of foreseeable errors will occur to 
everyone connected with the production of electrical 
apparatus. On the other hand, tome recent inventions have 
been entirely worked out on paper, a single experiment having 
sufficed to prove their utility. 


| the development of inventions or the 
preparation of new designs, and although trials and tests are 


The mechanical features, on tbe other hand, 


` 


The designer or inventor of the future will need a sound 
scientifie training, together with a full knowledge of pre- 


PONI. 
* dy 
M 


.. vious experimenta and developments in the line he intends 
to take up, the . for working out such a man's ideas 


being far less costly than those required by an equally fertile 


inventor lacking the above qualifications. 


II i$ often urged that our Eaglish con- 
struction work is too heavy. The Loco- 
| motive, the organ of the Great Hartford 
Boiler Insurance Co., of America, would not appear to be of 
this mind. | 

Taking 25 years of explosions in Great Britain, as given 
by the Board of Trade,. which includes as explosions, occur- 
rences of a most trivial order, inclading, we believe, once the 
melting of a fasible plug, the total of explosions is 1,705, of 
deaths thereby 697, and of injured persons 1,460. The annual 
average is 68:2 explosions, 27:9 deaths, and 58-4 injuries. 
In the United States, between January 1st, 1883, and Decem- 
ber 81st, 1906, there were 7,408 explosions, which killed 
7,144 persons and injured 10,874 others. Thus, in a year 
less there were four times the explosions and over tenfold the 
deaths. It is certain there is no such difference in the 
number of boilers. 

Then the American explosions are of a worse order, for 
each explosion kills an average of over double as many as are 
killed by British explosions, or 0°96 as against 0:41. The 
British statistics include many steam pipe failures; the 
American include none of these unless on the boiler side of 
the stop valve. | ` 

The conclusion drawn is that boilers are made here with a 
larger factor of safety, and there are excellent reasons for 
believing this to be so. On the other hand, it must not be 
overlooked that many boilers in America must be off the 
beaten track, and exposed to less careful handling than 
is the case in older, more settled, and more populated 
countries. But, with every allowance made, the danger 
of American practice must be admitted. Indeed, to read 
the rules of the U.S. Board of Supervisors of Steam Vessels. 
is enough to show that steam pressures are allowed that would 
not be considered safe here. An old copy shows that an 
American single-riveted boiler is allowed the usual pressure 
of a double-riveted boiler, and certain boilers were, upon 
this liberal allowance, allowed another 25 per cent. higher 
pressure. | | 

German statistica for 31 years are also brought forward to 
show only one explosion for 17 American explosions, and one 
death for 27 American deaths. In all probability the 
number of German boilers over the period named—1877- 
1907—would be much fewer than in either Great Britain or 
America. The Hartford Co., in America, has consistently 
striven to mend the state of affairs. It considers that the 
Board of Trade inquiry—after an explosion—is a good 
moral influence. It brings the causes of an explosion before 
the public eye and carelessness of boiler owners is exposed. 
Though an inquiry will not prevent the explosion which has 
already occurred, it will undoubtedly lead to the exercise o 
greater care and bring owners into line. е 

Тоо many boiler owners even yet regard boiler insurance 
and inspection as a means of shifting responsibility, 
and very properly so, but owners find they cannot 
shift responsibility unless they have acted on suggestions 
and advice, and put things in good order. It is regretted 
that there i8 no such authority in the United States to exert 
the same moral effect as results from our Board of Trade 
inquiries. People are apt to scoff at the Board of Trade 
inquiry, and we have to confess to witnessing a good deal of 
apparently wasted time and many silly questions by 
examining counsel. But the Press is present, and the men 
concerned tell their story; thus there is publicity 
and evidence of good or bad material or workmanship, and 
this all tells upon boiler-makers, plate makers, inspectors, 
attendants and owners, and leads on to greater safety. 

Every inquiry of importance spreads an influence through 
a given circle and acts as а spur in keeping men up to the 
top notch. 


Boller 
Explosions. 


* 
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TWO USEFUL CABLE-LAYING 
APPLIANCES. _ 


By О. A. SMITH, A. M. A. I. E. E. 


WHEN one is working in some remote part of the world, away 
from the large manufacturing centres where up-to-date 
appliances and tools can be obtained on short notice, he will, 


LJ * Dm 
Fid. 1. | 


as likely as not, resort to inventing, and make the article 
required for a given purpose himself. | 

It was because the author had to design his own “cable 
drum carriage" and a special “duct reel" for threading 
underground cable tubes with draw wires that he thought, 
perhaps, some of the readers of the REVIEW, who, being 
similarly placed, would like particulars of these home-made 
accessories, which, it is believed, while having some novel 
features, will prove to be of considerable service to the duct 
and cable-laying gangs. e | 

The drum carriage is essentially a pair of stout wheels 


with a detachable steel spindle as usual, but, as will be seen 


from the view, it has a special light frame body through 
which the spindle is threaded, and is provided with a pair of 
detachable shafte. It will be seen from the drawing, fig. 1, 
by the dotted lines, that the shafts can be attached to either 
end of the body, thus obviating the necessity of turning the 
vehicle round if required to be drawn in the opposite 
direction. ‘This has proved to be of no small advantage in 


` 


|] 
LI 
P 


the writer's experience, when, for instance, the carriage is 


run into an alley or becomes stuck in a rut, and it cannot be 
turned round to get it out, in which case all that is necessary 


is to alter the position of the shafts—the work of a 
moment. No doubt objection will be taken to having to 
thread the spindle through so many holes in rigging up, but 
the writer's contention is, that as the carriage is usually 


loaded in the cable yard or stores where the cable gangs meet for 


instractions, the same hands employed on the job can quickly 
and easily put the thing together, and the objection becomes 
lost in view or the great convenience*which the design offers 
when out on the work. As soon as the scene of the cable 
laying is reached, the shafts are detached by removing four 
pins, and the front or back end of the frame swung up out of 
the way as required. For those who wish to construct a 
drum carriage on this principle, the following measurements 
will be appreciated :—(See fig. 1, B v and x). 


Diameter of wheels ... T ns .. 12730 metres 

Length of body 838. "n e, 400 „, 

Width of body 995 1 UP: ә: 185 „ 

Length of shafts 320 „ 
Length of spindle 2 " 

Diameter of spindle... е: ses . 75 centimetres 

Diameter of holes in wheels ies n 80 „ 

Diameter of central hole B... vue. Slope 8'5 " 

Sise of square shaft holes ... A s 95 „ 

Distance between two end stays ... „% 680 10 


The dimensions of the ash or oak frame are 19 x 7 centi- 
metres. In the drawing, v, is a side elevation of the frame, 


Showing how it is strengthened by means of 6 millimetre 


iron plates bolted on, the bolts passing through angle plates 
set in the corners and on both sides of the stay pieces on the 


FIG. 3. f - 


inside of the frame. Fig. 1x shows an end view with the 
two shaft holes. A pair of chain-hook rings with eye bolts 
are fixed on either side of the shaft holes in the end stay 


ieces. 
Я Тһе steel spindle has, of course, а pin hole at both ends, 
through which the hold-all pins pass and are made secure. 
The other appliance, the duct reel, will be found in special 
cages when laying long runs of few ducts to be more service- 
able and certainly safer than the rodding process usually 
employed. It is a small and light contrivance and needs no 
attention, while the rods required for a run of, say, 125 
metres are weighty, and require two or three men to handle 
them, and are apt to separate in the ducte—a serious 
matter. 
Referring to fig. 2, the appliance consiste of a 
cylindrical hard wood plug w, if for round tubes, about 
30 centimetres long, turned up a little smaller than the 
diameter of the ducts, and with а conical-shaped head о to 
fit into the bevelled brickwork of the manhole. A hole of 
1 cm. dia. is made through the axis of the plug for a cord 
or line to pass, and let into the side of it, and fixed by screws, 
is an angle-shaped iron arm 4, to which is attached the reel R 
bya thin bolt with nut B. The reel disks are about 18 centi- 
D 


284 
metres in diameter, made from 3 millimetres sheet-iron, 
and then galvanised. The core is of wood 6'5 centimetres 
in diameter by 6'0 centimetres long, to which the disks 
are secured by radial screws. To prevent the reel from over- 
turning when the line is pulled, a semi-circular flat spring s 
bears against one of the disks, while a knob K is attached to 
the other, near the periphery, to rewind the line back like a 
fishing reel. All that is necessary then is to introduce. 
the wooden plug into the duct and pull the line forward 
as the ducta are being laid. 

The dimensions of the reel will enable several to be used 
side by side when laying a number of ducte in the same 
trench. When the next manhole is reached the cord is 
attached to the draw-wire to be left in the duct, and hauled 
back, at the same time being rewound on to the reel ready for 
the next section. | ` 

The size of reel given, with a cord of about 3 millimetres 
diameter, will hold about 135 metres, which should be water- 
proofed previous to use. 


^ 


COST OF LIVING IN THE FEDERATED 
MALAY STATES. 


By ONE WHO НАВ LIVED THERE. 


THE settlements forming the Colony of the Straits Settle- 
ments are Singapore, Penang, or Prince of Wales's Island 
(with Province Wellesley and the Dindings) and Malacca. 
The settlements are on the Straite of Malacca. 

The great bulk of the population are Chinese, Malays and 
Tamils, there being also Bengalis, Patanis, &c., and com- 
paratively few Europeans. | 

The climate of the Colony may be said to be quite uniform 
throughout the year, and the foliage is perennial, but owing 
to its dampness the climat: is very enervating, and it is hot, 
the average temperature indoors being 98° F. during the 
day, and much more of course in the sun, while at night an 
average temperature of 82° F. is experienced. 

To combat the heat and guard against sünstroke it is 
necessary to wear a thick pith topi (sun hat) and use a 
Chinese umbrella, and to protect the eyes from glare a pair 
of blue goggles are an advantage. | 

The houses sre mostly of wood raised from the 
ground on piers-and they are of the bungalow type, very 
spacious and comfortable. These are generally granted 
free by one's employer in the native States and, as a 
rule, a bachelor's quarters comprise one bedroom, with bath- 
room annexed, one sitting or drawing room, pantry 
and veranda; the kitchen, boys' rooms and stables stand 
away from the house. The houses are detached and generally 
stand in their own ground, being therefore quite private. 

Mosquitos are kept at a distance at night by sleeping on a 
bed surrounded by a mosquito net and care must be taken if 
one wishes for perfect rest, to Bee before retiring that none 
of these troublesome insects are inside. The sun rises at 
about 6 a.m. and sets at 6 p.m. all the year round, and if 
out-door work is to be done, it is well to be up and doing 
before the heat is too great. 

Early tea is usually served about 6.30 a.m., then comes a 
bath and dressing for breakfast, about 8 a.m. ; this usually 
consists of porridge, eggs and toast, ham or chicken as 
required, and tea or coffee. | 

After a morning at the office till about 12 p.m. (if 
not travelling) comes tiffin (or lunch) ; this meal is genérally 
made up of soup, curry, chicken and fruit, then after a short 
afternoon spell at the office till 4 p.m. comes a cup of tea, a 
bath and a change of dress for the evening, when dinner is 
served about 8 p.m. At this meal we again have soup, 
curry, chicken, pudding, &c., and fruit. There is not a 
great variety in the meat line, chicken being the only real 
form of meat to be relied upon except tough buffalo meat, 
which is most unpalatable. There are, of course, tinned 

meats to be bought if preferred. | 
One generally feels во done up after dinner that bed ів 
Bought about 9 p.m., and often earlier. 
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The general impression which the griffia (new arrival) 
receives is tliat everything goes on so slowly ; this is at first 
irritating, but ultimately one falls into the way of the East, 
and becomes equally easy going, and after all this is the only 
way to retain health and to achieve anything, for one cannot 
hustle in the East. The life is extremely quiet, especially if 
one is stationed on a tin mine or coffee plantation miles away 


from anyone and in the jangle, but in the towns things are 


not quite so bad. 

Taking things altogether in this country, I am convinced 
that one’s life is safer, and property, too, than in the towns 
at home, as if ordinary care is exercised there is not much 
thieving going on. 

Honse furniture is usually light, and can best be bought 
on the spot at some sale or other (or even new, the Chinese 
being fair carpentera and cabinet makers), while the floors 
are covered with small grass mats or rags ; these are removed 
daily when the boy sweeps the house, and the harbouring of 
scorpions and other objectionable vermin is thereby mini- 
mised, though bats continually fly through and -through the 
open windows and doors at night. : 

The clothing is also, of necessity, light, and one must be 
provided with a good equipment, including evening dress. 
Say for a start, to provide for one or two changes during the 
day :— | 

` 4 white drill suits at $3.50 (7в.) 
4 khaki suits at $4.50 (9s.) 
2 flannel suits, say, at $15.00 (308.) 
2 pairs white canvas shoes $2.50 (5s.) 
1 topi (sun hat) from $4 (8s.) 
6 Indian gauze singlets $2.50 (58.) ^ 


The above are all Chinese made (except singlets) in the 
native States, and are quite good enough for any one, 
especially the new arrival, as he will find out, but should 
European articles be wanted, then our European travellers 
pay periodical visits and meet one's requirements at 3 
greater cost, but my advice is that one should just purchase 
what is necessary, say two suits for the tropical part of the 
voyage out, and leave the rest to be made on the spot, when 
it is much cheaper. | 

The average daily garb consists of the following: а sun 
hat, drill jacket and trousers, singlet and white canvas shoes, 
nothing else except blue goggles and an umbrella, but these 
are optional though advantageous. 

Servants are either Chinese or Tamil, and can be had 
from $10 (£1) and upwards per month, but it is better for 
a bachelor to arrange with a boy to do the cooking and 
house work for about $15 (308.). Then one requires a 
water carrier to look after bathroom requirements and con- 
veniences at $2 (4s); he also works for others in the 
vicinity. A dhobi (washerman) will wash either for 4 cents 
(Id.) per piece or $1.50 (38.) per month. 

If one has a compound and a horse one requires a kabun 
(gardener) and a syce (groom); these can be obtained at 
about $9 (18s.) per month each. 

Travelling is done by ricksha at 6 cents per mile, or 
ghassy at 15 cents per mile, or by railway, and there are 
Government Rest Houses (hotels) en route for travellers, at 
reasonable rates. В ‚ 

A European does nob engage in manual labour їп this 
climate, his duties being chiefly supervisory in any capacity. 

The workers are Chinese, who are clerks, carpenters, 
jewellers, servants, cooks, storekeepers, and almost anything : 
Cirgalese, mechanics in railway workshops ; Tarile, servant, 
cooks, clerks and telegraphists, also chief labourers on r 
and railways ; Bengalie, policemen and watchmen, &c. | 

One does not see so much of the Malays ; civilisation 
seems to have caused them to retire into seclusion, though 
they make, in some instances, good clerks and interpreters. 

The coinage is the Mexican dollar, worth about 2s. sterling, 
but its value fluctuates with the silver market ; to-day, however, 
I think most Europeans are paid in sterling, and salaries paid 
depend upon the nature of the work, a very average salary 
with free house varying from £150 to $200 (£15 to £20) per 
month, and I should advise no one to take a billet under 
$150 per month with free house (a house will cost anything 
from $40 upwards per month, equal £4). — A 

To summariee the cost of living, I subjoin the following 
liat, which is bereft of luxuries and club expenses ;— 
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| i Per month. 

Ose house boy and cook (combined duties)... $15.00 . £1 10 0 
One water - carrier ses See sss 200 0 40 
One gardener... к? ss - ET 900 018 O0 
One washerman ... T" бк. is "- 1.50 озо 
One groom Soe ta ГЕ 9.00 018 O0 
Bread, 31 loaves at 4 cents ... 1.20 02 5 
Table food $1 per day (meat, &c 31.00 3 2 0 
Paraffin oil, per case, two tins ... 5.00 010 O0 
Jams, 25 cents per tin, six tins 150 0 3 0 
Condensed milk, 25 cente, 12 tins 3.00 ово 
Tea, Ceylon, 50-cent packet 100 0 2 0 
Buffalo milk, per month 100 0 2 0 

Per month $82.20 48 0 5 


Though the above is quite enough to go on with for the 
average bachelor, I also give a list of luxuries, 1.6. : — 


Beer or stout per bottle 40c. £0 0 10 
Whisky, Dewar ... T $1.20 0 2 0 
Gin, Old Tom т тя "T "T 90 0 110 
Aerated waters per day... ve re 85 1.20 0 2 5 
Excellent cigars, per 100 ae a 350 07 0 
Burmese cheroote, per 100 s ET ] 00 0 2 0 


The Straits Settlements mountains abound with plenty 
of good water, and, generally speaking, the place is fairly 
healthy to those who take reasonable care of themselves, 
though it is somewhat trying to ladies. | 

Single men are usually preferred, but no one should ever 
think of going to the Straits without a billet already secured, 
either in the tin mine or in Government service, for there is 
nothing more deplorable than a stranded European in a 
climaté of this kind. ' E 

Malay is the language, and it is understood by Tamils, 
Chinese, Bengalis ; it is easily learnt, and very useful. 


NOTES ON TRADE ABROAD. ` 


In pursuance of our policy of placing before our readers 
information that we are convinced may go far to assist them 
in maintaining, strengthening and extending their trade 
connections with Colonial and foreign markets, we commence 
in the following article a series of notes brought together 
from a number of sources. No doubt we shall touch here 
and there on topics for which we make no pretence to new- 
nes or novelty, but we need make no apology on that 
account, as our experience in matters of this kind has shown 
us that it is necessary to say the same thing again and again 
before it receives the attention that is its due. Moreover, 


not everybody sees the thing when it is written for the first 


time, and it is our hope that in reiterating some of these 
bygone pieces of advice and criticism, we may play the 

mpter to more than one spirit in the electrical industry 
who will profit by reason of the notes being new to him, 
however ancient they may appear to be to those who may 
have read similar passages with apathy and passed them 
over with incomprehensible negligence. 

To no one in this country has the increase in British 
electrical exports during the last few years been more 
gratifying than to the editors of the ELEOTRICAL REVIEW, 
for ceaselessly have we urged the supreme importance of 
British manufacturers, engineers and financiers doing every- 
thing within their power to stand boldly up against their 
electrical competitors in all markets, whether in the Far 
East or in Canada, in Sonth America or in “ the Antipodes.” 
Modestly we dare take а certain credit to ourselves for the 
greater activity of many ef our firms, and now once 
again we take up the same story, and urge these on to still 
greater enterprise, while we advise others to pull them- 
selves together, bringing ali reasonably available resources 
to bear in the same direction. 
prove to be well worth the candle if the undertaking be 
entered into with sufficient spirit and enterprise, and with 
the enlightenment that is theirs for the mere seeking, we 
are thoroughly convinced. 

The fact that the powerful electrical interests of other 
countries are hard at work must, of course, not be 
ignored, but it is too easy by far to allow oneself to be 
paralysed with an overwhelming fit of the nerves because of 
this foreign activity. Theelectrical manufacturing resources 


business must 


That the game will 


of these rival nations are very large, but во are those of this- 
country—they are, if all accounts be true, far in excess of 
our immediate: requirementa—and with the reputation of 
British manufacturing standing as high as we are continually 
being told it does in many foreign markets, we have a card 
of introduction which will at least gain for ns a gratifying 
hearing. And, however great the world's electrical manu- 
facturing capacity, it is interesting to study how great 
also are the immediate and prospective electrical needs 
of the world. It is idle to say that all the “ plums ” have 
been secured, and that there is little worth trying for now. 
They seldom, if ever, will be secured by those who do not 
make an effort to obtain them, and while we do not like 
the saying that “ electricity is in its infancy," we certainly 
do believe that the electrification of the world has only just 
begun. The future electrical trade of the world is as much 
with the British exporter as with any other if he will 
only take possession. We are glad to receive weekly 


. evidence that this lesson is being learned, and that here and 


there capable men are being dispatched from headquarters to 
establish suitable foreign organisations and secure business to 
fill up the vacant spaces in English factories. 

We are the more glad that this is being done, because 
alternating with these evidences of new effort Colonial 
visitors arrive and express to us here in unmistakeable 
terms their own and their fellow Colonials’ views 
concerning the lethargy of the British electrical. manu- 
facturer. It is positively their idea that we do not care 
whether we have their business, or whether it goes to some- 
body else. Is not the time fully ripe for a general effort to 
show them that we care a great deal more than they think ? 
The political advice so often given to us as Englishmen to 
“Think Imperially,” is too narrow a conception altogether 
for the present-day manufacturer. He, of all men, in his 
“Think Worldwide," Think Inter- 
nationally." Think Colonially, think Imperially, of course, 
but think also in Chinese, in Japanese, in Russian, in 
Portuguese, even think in the mind of the Fatherland, and 


of the States, for these, too, we can compel to buy from us in 


certain electrical lines if we only watch well the opportunities, 
take our courage in both hands, and make the things that are 
needed. In this subject we are optimists or nothing. We 
were optimists before, because of what we had heard and 
seen and experienced. We are optimists now for the 
additional reason that British electrical firms have begun to 
taste blood in the markets of the world, and have in their 
own books, and in their own works, very practical evidences 
that they are experiencing the same things that had come 
along our way. | 

The man who is interested in his export trade must be 
often brooding over a big map—not the small map of the 


British Isles that we sometimes see on the walls of factors 


offices with this, that and the other town marked off as the 
place where an agent ог a branch is located. That is all 
good and essential, of course, for the provinces must be well 
nureed, but the Home Trade man must keep that running 
smoothly, and always up to the pitch of excellence. The 
export man must have a map of the world, and other maps 
besides, of all the different continents and countries, and 
they must be used very much as the boy or military novice 
used his maps of South Africa during the Boer war, 
indicating by little flags, the advance from post to post as 
our forces went onward to victory. In too many offices are 
such maps absent! We believe that, if more of this obtained, 
together with much of the kind of thing it indicates, the 
exportation of electrical goods from the United Kingdom 
would advance at a far greater rate than it has yet been our 
pleasure to record. But the close study of the world mape, 
while it is bound to be always important, is also but an 
elementary part of the matter, for if our interest once 
aroused be not sustained and carried on to skilled organisa- 
tion and determined effort, if it end at a mere academic study, 
with little beyond a sigh at the vastness of the untilled soil, 
there will be no practical value resulting. We may slumber 
again and have to put up with a casual export order for a 
few small lines, or for one or two motors, where we might 
have had a large clientèle with substantial and frequent 
requirements for quantities of stuff, both large and small. 

t is not our intention to attempt to tell manufacturers 
how to set about establishing an export department. That 
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is not an overwhelming diffculty once the right spirit is 
there, for it is not as though Englishmen were strangers to 


export work, and there is no scarcity of men who have had, 


experience in such matters. There must be the right man 
or men abroad, and the correspondingly right men at home 
to see that correspondence, cables, inquiries and orders 
received are promptly and efficiently handled. The Export 


Department, further, is not one the expenditure upon which 


can be stinted. The employés will not be long in catching 
the “ wide world spirit once their superiors are thoroughly 
. imbued with it. It will extend right down to the small boy 
who will have a wonderful admiration for his chief as he 
searches the office bagket between or after hours for foreign 


pe. | | 

But without any further generalisations and with our 
world map open before us, and a pile of useful documents at 
our elbow, we will proceed to particularise on points that 
have been advanced by authorities. 

We have frequently been impressed 
with the value of the American Con- 
sular report, and have made a more 
| or less cloge study of these daily and 
monthly documents for some time past. As our readers 


Sources of Foreign 
Trade information. 


know, we make a regular practice of publishing extracts 


from British and some Continental Consular trade reports 
in our * Business Notice" es, and in the following 
notes we shall select, from the American reporta a variety 
of points worthy of electrical notice from Englishmen. 
The fact that they were written by those making a 
study of the world through American spectacles in order to 
assist the American trader does not deprive them of educa- 
tive value to the Englishman, for we can benefit by what 
our rivals are advised to do and by the corrections that are 
administered to them. Perhaps, indeed, we may be the 


better able to see where we stand ourselves, or ought to do, 


by perceiving the positions occupied and how they are held 
or lost by others. Farther, by observing the faults of 
others, we may be led to indalge in heart-searchings out of 
which nothing but good can come. While admitting the 
superiority of the American Consular report service in 
general, and wishing that our own Government would, as we. 
have frequently urged, double or treble its expenditure upon 
such efforts to assist our trade abroad, it would be an 
. unpardonable sin to overlook the usefulness of the Com- 
‘mercial Intelligence Department of the British Board of 
Trade. We doubt very much whether our electrical firms 
in search of assistance make all the use that they might do 
of this Public Department. The very raison d'éíre of these 
offices is to render such assistance, and we are sure that 
applications for information regarding the outer markets, 
if addressed to those in authority in Basinghall Street, E.C., 


and at the various provincial offices, will not be in the least . 


regarded as intrusions or trespassings, but will be courteously 
treated to the full limit of the official ability. Whileon this 
question of Governmental and Consular assistance, we may 
mention a suggestion recently forthcoming from the American 
Consul at Durban. He advised American exporters to file 
their cable addresses in consulates at a time of sending 
catalogues and price lists, and quoted an instance showing 
the usefulness of such a practice, or rather the folly of leav- 
ing it undone. A Natal firm desired to purchase a rather 
expensive plant, and they knew the name of the manufacturer, 
whose name was also found in various commercial directories 
in the consulate, but nowhere could the cable address be 


found. Other instances of a like kind had come under this - 


same Consul's notice. The importance of firms including 
their cable addresses with the other information in trade 
directories was also pointed out. It seems strange that such 
advice should have to be given to Americans, so proud of 
smartness and alertness, but it is one more interesting com- 
mentary on the similarity of the whole human family in 
proneness to err at times. The desirability for seeing that 
one’s foreign addresses are indicated in advertisements in 
trade journals was recently drawn attention to by one of our own 
Consuls in Australia, and was emphasised in the ELECTRICAL 
Review. We hope the point will not be lost sight of, so 
while touching on so many other matters, we name it here 

ain. 

Before leaving this part of the subject, we may mention 
that the Bureau of Manufacturers of the Department 


of Commerce and Labour has arranged for filing with 
United States Consuls a card index whereby the Consulates 
may forward the export of American goods. The Electrical 
World, in announcing the decision in June, said: “ Major 
John M. Carson, Chief of the Bureau of Manufacturers, 
announces that any manufacturer desiring to take advantage 
of the plan should communicate with him. No fee is to be 
charged for the service in sending ont cards to the Consulates. 
All that is required of the manufacturer is that he print his 
cards in the language of the country to which they are sent, 
and ір a prescribed and uniform size for assembling." . 

We quote this as an illustration of the extent to which 
“American Consuls co-operate in more or less a matter of 
detail in keeping traders informed. When we are given to 
blaming defecta in the Consular service provided by British 
representatives we, as traders, must see to it that we are not 
ourselves to blame in omitting to make full use of these 
representatives. The trader should let it be known what 
kind of information he is in need of, if he does not already 
find what he requires in the Consular reporta as published. 
Though there are of course limita to what can be done with- 
out a substantial increase in the Government financial allo- 
cations for this class of service, we believe that more might 
be done than is done at present if Consuls were more fre- 
quently appealed to. “4 

Another point of interest, and one to which the attention 
of the Government has lately been directed by questions in 
the House of Commons, is the nationality of our Consuls, 
and the effect that such may have upon the amount of zeal 
with which our trade interests are watched over. The case 
of Germany may be cited. Sir E. Grey, replying to Sir 
Gilbert Parker, said that the number of British Consular 
officers in the Fatherland was 34, of whom віх belong to the 
salaried service, and these salaried officers are all natural 
born British subjects. Of the remainder, however, only six 
were natural-born British subjects, 20 were born and had 
remained German subjecte, one was a naturalised British 
subject of German origin, and one a naturalised United 
States citizen of German origin. It was explained that 
office allowances were made for unsalaried services where the 
trade did not justify the appointment of salaried officers, and 
that British subjects were appointed where their services were 
available. Ona later date, farther questionings relating to 
our Consular representation at Kiel, and as to the possi- 
bility of having an English subject as unsalaried British 
Vice-Consul there, instead of a German subject as at 
present, led Sir E. Grey to say that the primary 
reason for appointing Consular representatives was to look 
after trade and commercial interests but they could not be 
appointed unless a foreign Government was willing to accept 
them. The Government could not ask for an appointment 
for special reasons in one place more than in another. No 
doubt we shall all feel that the interests of British trade are 
more likely to be well served by people of British blood and 
birth whose hearts are bound up with ours at home, but we 
believe it has been stated lately that the principal exporting 
countries are all in pretty much the same position in this 
respect. That it is recognised in high quarters as being 
undesirable would appear from the willingness to 
alter it when convenient opportunities arise. We believe, 
however, that it is a fact that the convenient opportunity 
is only the death or promotion of the existing ho der of the 
appointment. This inclines us to hope for many openings 
for promotions, for it is, to say the least, unsatisfactory that 
British trade should have to continue long dependent upon 
gentlemen who, however well intentioned, are hardly to be 
expected to go very far out of their way to assist the manu- 
facturers of another nationality. We fully recognise that 
other nations may suffer under the same grievances when 
they are dependent upon foreign-born representatives, but 
this only serves to emphasise the unreasonableness of the 
position as it now stands. We suppose the question of 
expense is largely responsible, for the salaried officers in 
Germany are all British, and it is only where the trade is 
not considered sufficient that unsalaried officers are good 
enough. If that be so, increase the vote and negotiate with 
other powers a mutual interchange of consuls without waiting 
for the death or promotion sentence. Special trade repre- 
sentatives in all the markets of the world are what this 
country needs; not“ ungalaried officials,“ but men adequately 
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paid for exclusively collecting trade information, advising 
manufa cturers, and replying to inquiries. No doubt the higher 
diplomatic agents may possess facilities and qualifications 
which shall fit them for doing us an important good turn 
because of the valuable opportunities they have for coming 
into close official and social intercourse with eminent 


individuals, but important as these are, might they not be 


supplementary to those of the special trade agent? The 
latter would still be a subordinate official of the former. 
There is something to be said in favour of information being 
collected by à man already engaged in trade in the particular 
vicinity, but human nature being what it is, there is also 
something to be said against it. An independent official in 
the service of the Home Country—that is the ideal, bat the 
cost! As to that, we have already stated that it would be 
an investment well worth the nation’s while. Governmental 
assistance of this kind is to our mind perfectly legitimate. 

No doubt there is some settled basis, some trade minimum, 
which decides whether a salaried or unsalaried official is to 
be allowed, and if that is so, then it means that British trade 
must first be privately developed up to a certain figure, when 
it shall have a salaried official to foster it. This may be all 
right to some minds, but would it not be somewhat wiser to 
go one better and let the British trading potentialities of a 
‘particular province, as well as what has been already 
achieved, carry weight? To extend British trade is the 
moment's need: once we have reached a respectable figure, 
ipu firms can do a great deal to maintain that figure year 

y year. 

Let it not be imagined that we desire the Consular service 
to do that essential pioneering work which private enterprise 
has done in the past, but there might be more of the latter if 
the former were more efficient, and an improvement in 
both directions would tend to lessen our home unemployment. 

We ought to add in this section that in addition to the 
facilities provided by the Board of Trade, there is a Statis- 


tical and Information Department of the London Chamber’ 


of Commerce, 1, 2 and 8, Oxford Court, Cannon Street, E.C., 
where, inler alia, it is possible to ascertain names of the 
principal agente and importers of electrical goods in certain 
countries, 


Not much has been written recently 


Packing for Export. in the Press on the importance of 

. machinery and apparatus being pro- 

perly packed. Is it because there is no room for improve- 
ment? We should like to be able to think so, but there 
still linger in our memory the letters that have been brought 
to our notice complaining of the complete hanging up of 
sadly-needed goods purely because inefficient packing has 
allowed some small part to be damaged in transit. The 
whole thing has had to lie hors de combat until a new piece 
arrived in response to an angry cable or a letter, the terms 
of which are better imagined than described.“ 
Consuls have belaboured American packers, and English 
Consuls have scolded our own, for shortcomings in this con- 
nection, and have shown how it is the easiest thing in the 
world to alienate support and to create false impressions. 
There are circumstances under which even poor stuff well 
packed is better than the best quality goods so packed that 
it is impossible to bring them into use when required. The 
packer is an employé of no mean importance, for remissness 
or incompetency on bis part may do untold harm. We 
have little doubt that among those who read this will be 
some who have a very lively recollection of trouble experi- 
enced, of reproofs administered, of diplomatic apologetic 
letters that they have had to write to wrothfal foreign 
clients. The expert packer must know his business—there 
is one way of packing oranges to come to England, and quite 
another of preparing electrical instruments for their journey 


to, say, India or some other part where climatic considerations: 


are of great congequence. We well remember reading a 
paper written by an electrical engineer in India, in which 
the seriousness of the question was dwelt upon. Such con- 
tributions, unfortunately, have a way of being forgotten all 
too soon, во we refer those who may be interested to the 
ELECTRICAL Review for August 2186 and 28th, 1903, 
where the paper was reprinted (“ Оп the Preservation of 
Instrumente and Machinery in Bengal,” by Paul Brühl, 
read before the Calcutta Section of the Institution of Elec- 
trical Engineers). With a view to arousing an interest in 


it remembered—addressed to 


American - 


this paper in the minds of those who never read it at the 
time, let up quote a few typical sentences :— ' 


As we all know to our cost, а good deal of mechanical injury is 


often done before the goods reach our hands. It is, of course, use- 


less to expect that the treatment accorded by porters and dock 
labourers or railway servants in Europe, or by coolies out here, to 
cases containing scientific instruments will be in any way different ` 
from the treatment meted out to cases of cotton goods or bales of 
jute. They will be banged about, dropped from heights varying 
from a fraction of an inch to 20 ft. or more, rolled down inclines 
and turned over regardless of any printed admonitions of the type 
of "this side up.” I do not know whether railway porters and 
dock labourers are more considerate on the Continent than they are 
in other parts of our globe. Perhaps they are. At least, that is 
what one would conclude from a printed label on a case which I 
received some time ч from a Berlin firm of scientific instrument 
makers. On the label there was a printed request—in German, be 
gentlemen," officials or 
otherwise, to kindly keep that side of the box with its face upwards. 
Now the first glimpse I got of that box was in the Calcutta Oustoms 
House at the moment when one of the “gentlemen” with dhoties 
round their loins and a blackened cloth round their heads was 
turning it over and over, round any and every direction for an axis 
of revolution, until every side had had its chance of being ' up." 
Hence the wisdom of the ru'e: "Do not expect any side of a 
packing case turned any way ; do not address people in & 

they do not understand, and do not indulge in the vain hope that 
human beings who cannot read are likely to aot according to 
printed directions.” I have seen some rather bad cases of break- 
ages, but luckily for us we on this side of the globe are not quite 
as bad as our brothers on the western hemisphere, where the most 
expeditious, though perbaps not quite the cheapest, method of 
breaking stones is to pack them in a strong box and send them by 
rail to the next town. 


Mr. Brühl then proceeds to discuss points that must be 
attended to in order to avoid breakage of instruments, in 
spite of rough treatment. We commend this paper and the 
discussion that followed upon it to the notice of all exporting 
firms, not only those interested in the instrument business, 
but those concerned with all other electrical departments 


who may pick up points of general value. 


A practical article on the export packing question as it 
affects the machine tool business appeared in an American 
contemporary (Machinery) not long ago, and it may, we 
nae be profitably quoted from here. It is pointed out by 
the writer— | 


That a box containing a machine tool worth a/substantial sum in 
pounds sterling is of no more importance to a stevedore than one 
containing dog biscuit. It is recommended that special note should 
be taken of the thorough way in which the accessory parts are 
cleated down, and the manner in which heavy parts are supported 
by the framing. The proper preparation of a heavy machine so as 
to withstand foreign shipment is costly of time, labour, and lumber, 
and much thought should be given to the design of package. It 
must be remembered that in lowering a machine into the hold of a 
steamer it is quite possible that the box will be suspended with the 
machine upside down, or, what may be worse, from one end if it is 
too long to go down the hatchways horizontally. No slender part 


. Should be in contact with the thin boarding, as a blow or heavy 


pressure may be transmitted to the part with bsd effect, Points 
that should be observed in packing machines for export are detailed 
as follows :— . 

1. Dismount all projecting slender parts to save space and to 
prevent breakage by side pressure. Saving of space is important, 
as 40 cb. ft. is reckoned a ton even if the actual weight is less. 

2. Avoid packages weighing more than 44 tons if possible. The 
freight rate is much higher for packages exceeding this limit than 
for lesser weights. Keep all weighte less than 2 tons if it can be 
accomplished without making assembly too difficult. 

3. Indismounting machines take into consideration ignorance of 
the parties receiving it, and avoid as much as possible dis- 
mounting parte that require careful adjustment for the successful 
working of the machine. 

4. Fill all the screw holes with wood or waste soaked in slushing 
oil, to prevent filling with dirt and rust. 

5. Tag all parts removed, giving their position or use on the 
machine 


6. Prepare a list of all the detached parts to accompany the 
machine, which will show if any part has been lost in transit or 
Oustom House examination. Assembled drawings or photographs 
are desirable also, to facilitate erection. 

7. Cover all finished parts with a reliable slushing oil to prevent 
rusting during transit. e salt air and dampness of the sea voyage 
will attack unprotected finished parts to an extent almost unbeliev- 
able by one baving known only the protection needed for land 
transport. 

8. Build the package with strong akids, floor, and framework, 
reinforced by through-bolte, if large, heavy machines are to be 
shipped without dismounting the frames from the legs. 

9. Support all heavy overhanging parts with cross girts from side 
frames, and pack accessory parts so that they cannot change position 
even if the case is overturned. | 
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10. Provide a waterproof roof and board the sides so as to resist 


driving-storms of rain or snow. Leave an opening 12 in. by 18in. . 


in one side, the cover of which can readily be removed for Custom 
House examination. Mark the screws holding the panel so 
that they will readily be found and removed without damaging the 


case. 

11. Mark the case with the gross and net weight, volume in cubic 
feet, port of destination, names of consignee and shipper, name, 
number, and capacity of machine ; also designate the top or bottom 
and the nails or screws that should be first removed in unpacking. 


Among other things to be borne in mind is the fact that 
not all foreign ports or landing places are provided with 
such ample and efficient crane equipments and other handling 
facilities as, say, Manchester, Middlesbrough, Hamburg. 
Also, in many of the mountainous districts in the interior of, 
say, India or Brazil, there is a complete lack of railway facili- 
ties, and the motor-car has not yet found its way there for the 
haulage of goods, so that mules or oxen, camels or elephants, 
or chains of native carriers, have to convey to their final 
destination packages, &c., that have been started from home 
by the smooth running of a modern electric crane. 

On this point an American Consul at Saigon, Cochin- 
China, after alluding to the gratifying improvement. recently 
noticeable in the packing of goods imported by the 
Philippines from the United States, adds, according to the 
Mining World (U.S.A.), that while it is not yet all that it 
may be, it is observed that more care is shown in the 
selection of stock for the casings. This is sometimes 
reinforced, as it always should be, with strap iron bands. 
The necessity for this is apparent to all who have watched 
the methods of handling, and especially trans-shipping 
freight by means of coolies. These, with a bamboo pole 
and piece of rope, carry in a most precarious fashion 
practically all sorts of merehandise brought to this region, 
and the package is liable to drop and burst at any moment. 
Another improvement noted is in the making of uniform 
packages instead of placing a number of miscellaneous 
articles in the same case.” 

Commenta of interest on the packing question were recently 
made by the American Special Agent Dennis, in Moscow. 
He says: In a long and most interesting interview with 
one of the oldest and most successful dealers in Odessa, he 
called my attention particularly to that oft-repeated com- 
plaint of careless packing. In one shipment of 24 machines 
19 of them arrived with a road wheel broken. One only 
needs to take a walk about the docks of any of these foreign 
ports to appreciate how absolutely necessary good strong 
packing is to ensure delivery of goods in saleable condition. 
When the time necessary to secure repairs for such breakages 
is considered, it really means carrying the implementa (agri- 
cultural) all the year unsold.” 

The American special agent at 
Moscow, whom ‘we have just quoted 
on the subject of bad packing, says 
that in the same interview the Odessa 
dealer called attention to the great lack of interest evinced 
by many manofacturers in the United States regarding letters 
of inquiry sent from Russia. In many cases no answer 
is received. In others the questions aeked are evidently 
answered by some one not at all conversant with the technical 
details of the business, and hence are of little or no value. 
He felt that the least the manufacturer could do was to convey 
the idea of his interest in the subject-matter of a letter 
received, and if it was not in a line of goods he made, he 
might at least suggest the name of some other maker who 
would be likely to take it up.” 

In view of the increasing importance of the Russian 
market from an electrical standpoint, and the desire that 
exists there to do business direct with English houses rather 
than through Germans first purchasing in this country, our 
electrical traders will do well to note these criticisms of 
American inattention. It appears that Americans already on 
the spot are prepared to give hearty support and assistance to 
other Americans representing non-competitive lines.“ who 
care to make an effort to secure a trade anywhere in Russia, 
“if they send the proper sort of representatives.” This 
equally applies, of course, to our own countrymen, for 
Englishmen are only too happy to welcome others of a like 
nationality, and they may be trusted to cordially render 
assistance so long as in doing so they are not cutting the 
ground from beneath their own feet, 


Inattention to 
Correspondence. 


We might enlarge on this point as 

The Proper Sort" of showing how important it is to send 
Representative. representatives of standing, “ the 
proper sort,” as the American agent 

says, with whom those already established there would have 
no aversion to hobnobbing. The “right man " fraternising 
with the man already possessed of valuable experience as to 
the people, their ways and customs, needs and predilections, 
might be able to learn just those things which would make 
him able effectively and diplomatically to negotiate for trade 
or for concessions. Some of our friends who have succeeded 
in establishing satisfactory connections in Russia for elec- 
trical specialities, advocate the appointment of Russian agents 
rather than sending out Englishmen, because the former 
knows the Russian game of business, the ropes,” as we 
say, better. That this will not hold in all gases we can 
readily believe, if for no other reason than that Englishmen 
who have lived in Russia for half their lives are doing a 
splendid business in particular trade lines. No doubt their 
long residence has brought increasing success as year by 
year they have won their way nearer and nearer to the 
Russian because of their close intimacy with him and their 
ever-improving knowledge of his methods and requirements. 


(To be continued.) - 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. om TOBSDAY cannot appear until 
the follows week. Oorr should forward their communi- 


cations at earliest possible moment. No letter can be published 
unless we have the writers name and address in our possession. 


Increased Output of Boilers. 


Referring to your article on this subject in your issue of 
July 9th, it is undoubtedly true that an increase in velocity 
of travel of the gases in a boiler will increase the efficiency 
of the heating surface,due to the fact that more of the 
particles of gas are brought in intimate contact with the 
surface of the boiler in a given time. The losses incurred 
in attaining this increase in velocity of the gases, however, 
far outweigh any gain thereby. 

Assuming а fixed rate of combustion, if the velocity be 
increased by increasing the volume of gas by dilution with 
excess air, the efficiency is very materially reduced, for the 
temperature of the farnace varies directly with the percentage 
of CO,, or inversely with the percentage of excess air, and 
the rate of absorption of heat depends upon the difference in 
temperature between the gases and the boilers. Again, still 
assuming a fixed rate of combustion, the velocity of travel of 
the gases can be increased by lengthening the path of their 
travel by increasing the number of baffles. 

By applying the laws enunciated by the U.S. Geological 
Survey, and quoted in your article, the increase in the number 
of baffles will increase the resistance, and, consequently, the 
* pressure drop between the grate and the chimney, 
leaving a proportionately smaller pressure drop” available 
for the grate. This, of course, would reduce the output of 
the boiler. 

Should we resort to mechanical draught to maintain the 
output of the boiler, we find that the weight of gas passing 
through the boiler varies as the square root of the “ pressure 
drop," consequently, the increase in “ pressure drop," due to 
the increase in baflling, will enormously increase the power 
required to operate the fan. Of course, under these con- 
ditions, an increase in output from the boilers would be 
inexpedient, as it would be attended by abnormal cost of 
operation of the fan. | 

The writer is quite prepared to agree with **Scrutator ” 
in his comments in your issue of July 30th, especially in 
regard to the slow unbaffled travel of the gases through a 
boiler of the Lancashire type, in which süch high efficien- 
cies are obtained. 

It may interest your readers to know that some of the 
largest plants in the United States have entirely removed 
the baffles from their boilers, which are of the B. & W. 
type, thus reducing the“ pressure drop" between the grate 
and the chimney to а minimum (see Proceedings, American 
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Society of Mechanical Engineers, December, 1906). These 


boilers are evaporating from 7 to 8 lb. of water per aq. ft. 


of heating surface per hour, at substantially the same effi- 
ciency as when, with chimney draft, they were evaporating 
from 3 to 4 Ib. of water per sq. ft. of heating surface. 
They have a ratio of heating surface to grate surface of 40 
to 1, and are burning a very poor grade of coal. The ter- 
minal temperature i8 150° to 250° F. above the temperature 
of the steam, and the flue gases show 15 per cent. to 16 per 
cent. of CO,. | 

These results are accomplished by the balanced draught 
system, which is now being introduced in Great Britain and 
on the Continent. By this system the damper in the smoke 
outlet of each boiler is automatically controlled by a 
gasometer damper regulator, which so far throttles the 
damper that atmospheric pressure is maintained in the 
farnace chamber at the fire door. This condition is main- 
tained automatically for all rates of combustion, the gasometer 
being actuated by the pressure of the furnace gases. 


The air for combustion is supplied by a type of centri- - 


fugal fan blower that delivers a constant volume of air for a 
given speed, at a pressure varying with the resistance. The 
speed of the fan (volume of air) is controlled by the steam; 
the pressure at which the fan delivers the air varies in accord- 
ance with the thickness of the fuel bed, and is just enough 
to overcome the “pressure drop,” atmospheric pressure 
being maintained at the fire door for all rates of com- 
bastion. | 

Careful tests in a plant of 5,000 H.P., which was being 
operated on the balanced draught system at 100 per cent. 
overdraft load, showed a steam combustion for the blower 
engines of less than 1 per cent. of the total boiler output. 

The writer has had tests made on upwards of half a 
million horse-power of boilers, and the results of these testa 
would tend to confirm the conclusions arrived at by the 
United States Geological Sarvey. We also believe Prof. 
Nicholson’s statement to be technically correct, but it is not a 
feasible method of increasing the output of a boiler. 

In order to successfully accomplish this result intelligent 
consideration must be given to the three fandamental laws 
laid down by the Commision. 


Embary McLean. 
London, EC., August 11th, 1909. 


Naval Voltages. 


One of the daftest effusions I have for some time read in 
your valued journal is that under the above title. Evidently 
the recent visit of the Fleet to the Thames, has enabled 
your contributor to visit some small cruiser or ап “ obsolete.“ 
The article is simply silly, and shows both an ignorance of 
modern ships,“ and of modern naval electrical matters. 


It is not worth while attacking the article in detail, but a . 


few remarks may be of interest. 

Primary voltages have been 60, 80, 100, and the present 
220; 200 has never been used, but 500, for arc lighting 
many years ago, had a brief trial. (The above is exclusive 
of submarines.) 

Your contributor’s knowledge of searchlight practice is 
about 20 years stale. A modern ship will carry 10 or 12, 
or 24 (ie, twelve twin) searchlights. There are several 
types. Wireless is a fairly recent innovation, and was 
taken back to 80-volt ships. There are probably 100 to 
150 motors, varying in horse-power from tiny j'-H.P. fans 
to 180-H.P. capstans. | 

Generators are both oil and steam (reciprocating or tur- 
bine) driven, are compounded, and arranged for parallel 
running, and are either 60, 105 or 210 Kw., with voltage 
and ampere margins. Lighting will probably total 1,200 
to 1,600 points, and has its peculiarities. There are a 
goodly number of arcs, exclusive of searchlights. 

Motor-generators, both А.С. ard р.о., will probably total 
20 to 30, and inclade interesting special machines. Other 
uses of electricity are telephones, bells, gun firing, gun tele- 
graphs, gun alarms, torpedo gear, wireless, heating, &c. 
Battery power has practically ceased to exist. Small 
secondary batteries have some uses. 

Apparatus is installed in many modern ships that would 
create a load of near 1,000 Kw. (this figure is, however, 
not attained either under peace or war conditions). 


In conclusion, may I ask does the contributor imagine an 
installation costing possibly £130,000, is produced in the 
amateurish haphazard way the article would suggest? If he 
would, or could, but get a real show round a modern ship, 
he would, I imagine, be a very surprised man, and would at 
least acquire a knowledge, enabling him to write common 
sense, and an article that was not an insult to shipbuilding 
firms and Admiralty. staffs alike. 

The influence of modern Admiralty practice is easily 
observable in very many works, but it must be stated that 


‘manufacturers do not nearly understand the curious con- 


ditions obtaining on a warship, and are inclined’ to think 
some specified requirements absurd, &c. Possibly some are. 


H. P. B. 


The Automatic Transformer Switch. 


In your last issue was published an article by ** Stadent " 
on the above subject. Without necessarily agreeing with 
the argument put forward, I think most people would agree 
with the first conclusion, viz., that the опу person who 
will benefit by an auto-switch would be the user of the &mall 


transformer. 


On the basis of the 500-watt transformer, with a no-load 
loss of 10 watts, it is shown that a saving of 238. per annum 
may be effected, assuming the supply at 4d. per unit. 

In practice, I think it would be found that the saving is 
more than this, for the average figure given by the trans- 
former makers fer no-load losses on this size of transformer 
is nearer 15 watts, and again the average price for electrical 
energy is higher than 4d. per unit. | 

Then, again, it must be understood that the no-load losses 
guaranteed by the makers are presumably correct figures, as 
indicated on an instrument suitable for such measurements. 
The ordinary house meter working at, say, 1/150 of its 
normal load, is certainly not a suitable instrument to 
accurately measure this small amount of energy, and I think 
it would be found that most meters read fast (some as much 
as 50 per cent. fast) under these conditions. 

Under the circumstances, I think that money spent on an 
automatic transformer switch shows a better return than if 
spent on a better quality iron in the transformer. 

As regards the reliability of the auto-transformer switches, 
it will be noted that some makers supply these with a glazed 
front, so that it is very easy for anyone to see at a glance 
whether the apparatus is in working order. 

There are many disadvantages in connection with the hand- 
operated switches, on the primary side of the transformer, 
for disconnecting the transformer from the supply mains 
when no lights are required, and when this is taken into 
consideration, there is much to be said for. the automatic 
transformer switch. | | 7 

The great drawback at present to the more general 
adoption of these auto-switches is the comparatively high 
price, which * Student" places at about £3 each, although 
there is at least one such apparatus on the market which 
may be obtained for 32s. 6d. (subject), and the writer has 
one of these installed which appears to be quite satisfactory. 
With a reliable auto-transformer switch at a popular figure, 
I think there can be no doubt as to the advisability of its 
installation, and it will be noted that the cost of the apparatus 


‘would be saved in less than 12 months. 


| Engineer. 
London, August 161^, 1909. 


The remarks by Student in your last week's issue on 
the above subject are undoubtedly interesting, and from the 


. supply engineer's point of view, will, no doubt, be fully 


endorsed, but from the standpoint of the contractor, who has 
to deal with the complaints of customers who are not saving 
the 60 per cent. or 70 per cent. во much advertised by metal- 
filament lamp and transformer makers, it will not appeal 
with equal force. | 

Users of transformers, such as hotels, &c., whose full load 
isa heavy one, but who, as ** Student" remarks, have use 
for only two or three lights during the daytime, would be 
well advised to have a small transformer capable of carrying 
the two or three lights referred to, the no-load losses of 


‘which would be negligible, and to have an automatic 


switch in use with the transformer carrying the big load. 
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It is not at all clear what “Student” means by 
“ exercising a little economy in the quantity of energy con- 
sumed.” 2 оова the percentage of losses on the large 
transformers will be slightly lower than on the smaller sizes 
up to 1 KW., yet the losses on, say, a 3-Kw. transformer will 
be anything from 40 to 70 watts. Assume an average 
of.60 watts loss, which is by no means unusual, this 
would, on the same lighting hours as estimated for by 
* Student," 1,170 watt-hours, and at 5d. a unit (which 
is more like the average cost of current than 4d.), be 


equivalent to £8 188. approximately lost during the year. 


It appears from this showing that a transformer switch cost- 
ing even, say, £4, would well repay the outlay. 

Your correspondent also makes no allowance for the loss of 
efficiency in transformers through ageing of iron ; of course, 
the best English made transformers do not age appreciably. 
On sizes up to 500-watt output, the cost of the transformer 
switch would take from one year to two years to repay, but 
that it will pay good interest on the capital outlay involved 
is obvious, even on the figures given by “ Student.” 

* Student" must have been very unfortunate in his 

gelection of an antomatic switch when he states that good 
working is a “ rarity.” 
_ The transformer switch used by the writer “ speaks ” for 
itself, as at the moment of switching on there is evidence 
of contact being made in the lighting up of the lamp, 
which, though in no way detrimental to the user, is satis- 
factory evidence that the switch is fulfilling ita fanction. 

Your oorrespondent's recommendation to use two-way 
switches, one in the hall and one upstairs, may have advan- 
tages, but the possibility of trouble and inconvenience 
would be much more likely under this system than with an 
automatic switch which can be ope from any room in 
the house. | 

_It would be interesting to know what the effect would be 
in the case of burglars, or illness, or fire, and all other 
occasions on which light is instantly wanted, if one had 
to run to the landing to turn the switch on. Student” 
atates that “we cannot afford to run risks,” but he could 


hardly look before he leaps if he has to go to the landing 


first to turn his light on. 

This being the case, it v pla to the undersigned that 
facilities for switching the light on at any point in the house, 
at any time of the day or night, which is the case when 
using an automatic switch of good construction, far out- 
weigh the slight disadvantage of a few shillings extra 
cost -over the two-way switch system, and, as before 
pointed out, there are a very large number of cases where 
transformers of from 1 to 5 Kw. output are in use in 
which the cost of the switch is repaid in much less time than 
а year. | 

In dein meters generally read very high at 10 watts or 
thereabouts when the power factor is so low, as with trans- 
formers on open circuit, 4.e., from 4 to 6. This occurred 
with the writer, who experienced an increase of about 100 
per cent. with a meter quite correct at average load. 


Climax. 


Samples with Tender. 

In last week'g issue, I notice above the signature of One 
of the Tenderers,” there appears a letter relating to the sub- 
mitting of sample arc lamps. 

As the communication in question is obviously meant to 
allude to the specification recently issued by the Swansea 
Corporation for the supply of arc lamps (88 not 80 as stated), 
it has occurred to me that the following information may be 
of intereat to your correspondent. 


I am strongly of opinion that in deciding tenders for 


certain electrical apparatus, the only fair plan is to be in a 
position to examine and test the actual article quoted for. 
Arc lamps, I consider, in particular come under this claes of 
apparatus. It has been my experience when inviting 
tenders for arc lamps to have a Jarge number of the manu- 
facturers asking to be allowed to submit sample lamps at 
their own expense, and it was this fact, coupled with the one 
above-mentioned, that decided me to make it compulsory for 
all firms tendering to submit samples, so that their tenders 
would receive the same consideration. 

Ав the lamps will have to be run four in series, I think 
you will agree it is more satisfactory to judge of the be- 


haviour of the lamps when burning under the actual con- 
ditions required, hence my reason for asking for a complete 
series of lamps, both D.C. and a.o. It is with sincere regret 
I now find that in attempting to bring about this 
fairness in judging the tenders, I am accused of the insertion 
of an * improper clause." 

I have pleasure in sending you herewith a copy of the 
general conditions and specification, and I feel sure, if you 
will look over same, you will agree with me that there is 
nothing “improper,” or in any way unfair to the firms 
tendering. I beg to submit that the merits or demerits of 
an arc lamp cannot be judged fairly without the lamp being 
actually examined and teeted, and my object in asking for 
samples from the tenderers was purely with the idea of giving 
each tenderer an opportunity of having his particular maké 
of lamp judged, not only by price alone, but after the details 
of construction, &c., had been investigated. 

: C. A. L. Prusmasn, 
Borough Electrical Engineer. 
Swansea, August 16th, 1909. 


We are glad to note that уоп have taken up the matter, 
in your last week’s * Correspondence" columns, of the 
unreasonable requirements mentioned in a recent arc lamp 
specification. 

We should be greatly interested if the engineer asking for 
these lamps would state how many firms tendered, and how 
many lamps were sent as sample:. 

The mere fact that eight lamps were required as samples 
does not convey an accurate idea of the total cost to the firms 
sending in these samples. The lamps were required to be 
fitted with special cases, an adequate number of carbons 
for testing purposes free of cost, automatic cut-outs, substitu- 
tional resistances and line resistances. : 

As no indication was given as to the length of time these 
lamps would be under test, it is possible that they 
would be returned in а condition unfit for issue as new 
lamps. 

The cost of preparing such lamps for tender would be 
quite prohibitive in view of the emall number of lamps to 
be eventually ordered. 

In cases of this sort, we think it would be well if, when 
advertising the specification, the onerous conditions for tbe 
samples required were clearly stated in the advertisement. 
This statement would certainly have prevented the pre- 


paration of an estimate in order to obtain the return of the 


guinea by 


Another of the Tenderers. 
August 17th, 1909. 


Testing Condensers for Leakages. 


I read with interest the article on this subject by 
“ Harbee in your issue of August 18th, and I admire the 
way he tests his feed water for salt. 

It is very important to be able to check the starting of 4 
leakage in a condenser when the circulating water is taken 
from a tidal river where the water is salt, but there is ai 
objection to all leakage tests as far as I know, and 
that ie, they do not give a continual record such 88 
would draw attention to a tabe going wrong, unless a test 
happened to be applied exactly at that time. It is more 
than likely the first indication would be the feed-water 
tanks overflowing, and perhaps the boilers priming, due to 
the large quantity of salt water drawn through the bad tabe 
by the air pump. 

Another leakage or logs in а condenser is а zm m 
vacuum, due to leaky joints, and more often due to dirty 
tubes. This loss in a turbine station, unless great care 18 
taken, may amount to a serious item in the economical 
running of the turbines. , 

It is a good plan to have a barometer in the engine 
room and a mercury column to each condenser ; also meant 
should be provided to take a weekly test of four hours 
duration, with 10-minute readings of the load on the 
turbine, vacuum in the condenser, temperatures of steam 
inlet, outlet, water inlet and outlet on the condenser, as b 
these means the engineer has a record of the working 
efficiency of his condensers. ‚ 

The writer has several large condensers under his 0818 
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the tubes of each condenser are brushed and steamed out 
about every four or five weeks, and a water test at.a pressure 
of 25 lb. per sq. in. applied on the outside of the tubes; 
this pressure is slightly above the circulating water pressure 
plus the vacuum: pressure, and shows up any leakage. 


Perhaps some reader could describe a reliable method of. 


detecting salt, and continually recording on a chart, similar 
to a volt or CO, recorder chart, the state of the feed water. 
William Middleton, A.M.I.E.E. 
Newcastle-on-Tyne,. ; 
August 16th, 1909. 


| Eleetrie Meters. 

We have noted with interest the article im your issue 
of June 18th by Mr. Rankin Kennedy, * Mercury Motor 
Continuous-Current Electricity Meters," and in your issue 
of June 25th, by Mr. W. Fennell, on ** Temperature Errors 
in Shunted Ammeters." | | 

Referring to the former article in regard to mercury 
motor-meters, we take the liberty of sending you under 
separate cover, descriptive matter in regard to the mercury 
motor-meters which we have made in this country for a 
number of years, as we believe this matter may be of 
interest, since our meters embody some of the improve- 
ments that Mr. Kennedy speaks of as desirable, and parti- 
cularly the separate brake feature. We would also draw 
your attention to the fact that we have perfected and have 
manufactured many thousands of А.С. watt-hour meters of the 
mercury-motor type, these being, so far as we know, the only 
ones manufactared. T 6 

Referring to the other article, by Mr. Fennell, we' beg to 
вау that we have devoted a great deal of attention to the 
matter of eliminating the error produced by thermo-electric 
effect in the junctions of resistance metal and copper or 
brass, in shunts with our large capacity D.C. meters, and 
have overcome this difficulty very satisfactorily by taking 
the shunt leads off the end blocks of the shunts through 
long strips of the same material as the resistance metal in 
the shunt, so that any heating effect setting up a thermo- 
electric potential between the alloy metal of the shunt itself 
and the end blocks, is off set by an opposing and practically 
equal potential eet up between the end block and the alloy 
strip leading. off from it to the shunt cable. By having 
this strip of sufficient length and properly proportioned to 
dissipate the heat transmitted to it from the shunt, there is 
„practically no thermo-electric effect set up between the strip 
and the copner in the cable where they are joined together, 
thus giving very satisfactory resulte with the combination of 
shunt and ampere-hour meter or watt-hour meter operated 
from it, even where considerable difference in temperature 
exists between the two ends of the shunt. 

Sangamo Electric Co., 
R. О. LANPHIER, Secretary. 
Springfield, Ill., U.S.A., 
August 6th, 1909. 


Technical Classes Wanted in the Daytime. 


It has occurred to me that those people who would 
possibly use the evening classes of our technical schools most 
are more or less debarred at present, owing to the fact of 
being оп “ shift work, as, for instance, the great number 
of power house and sub-station employés of our several large 
systems here in London. . 

Many men I have met have expressed the same surprise 
as.myself, that none of the metropolitan technical institu- 
tions cater for these men. | 

I am sure many would welcome any suggestion you would 
make as to the formation of such classes. 

Clifford C. H. Brazier. 
London, Augus! 11th, 1909. | 

[The difficulty mentioned by our correspondent has often 
come under our notice, and is well worthy of the attention 
of the educational authorities. But unless there is evidence 
of a widespread demand for a remedy, it is not likely that 
any active steps will be taken to provide it ; we shall! there- 
fore be glad to receive the names of any of our readers who 
are willing to take advantage of such classes, for our own in- 
formation, and if sufficient. support is forthcoming, we shall be 
pleased to do what we can to further the proposal.—Eps. E. R.] 
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PROCEEDINGS OF INSTITUTIONS. 


The Electrolytic Theory of the Cerrosion of Iron. 
By WILLIAM H, WALEER (Beston, U. S. A.). 


(Abstract of poper read before the IRON AND STEBEL Inerrrurs, 
| | May, 1909.) JE | | 
WHEN а salt dissolves in water, a certain proportion of the 
dissolved molecules are regarded as dissociated or broken up by the 
water into component parts called ions. These parts of molecules 
may be made up of a single atom, or a group of atoms, but, as 
individuals, differ from real atoms in that they carry relatively 
large charges of electricity. Water itself is somewhat dissociated 
into two ions oppositely charged—the tive hydrogen ion com- 
posed of one atom of hydrogen, and the negative hydroxy! ion 

composed of one atom each of oxygen and hydrogen. 

Ever metal when placed in water, or under such conditions that 
a film of water may condense upon it, tends to dissolve in the 
water, or, in other words, to pass from its atomic or metallic con- 
dition into ite ionic condition. As the atom of metal passes into 
the water, it assumes a positive charge of electricity, leaving the 
metallic mass from which it separated charged negatively ; this 
property or escaping tendéhcy of the metal is termed its solution 
pressure. It is obvious, however, that this action can continue for 
only a short time; owing to the fact that the mass of metal and 
solution are of opposite polarity, the electrolytic tension becomes 
so great that no more atoms can escape to the ionic state, and the 
solvent action ceases. 

When a strip of pure iron comes into contact with water, it sends 
into the water iron atoms in the form of positively charged ions. 
Hydrogen as a metal has a much smaller solution pressure th 
iron, and hence an equivalent number of hydrogen ions plate out 
on the iron strip (leaving the free hydroxyl ions with their 
negative charges to balance the iron ions with their positive 
charges), and an electric current flows from the iron by means of 
the iron ions to the solution, and by means of the hydrogen ions 
from the solution back to the iron again, thus comple the 
circuit. But the deposited hydrogen is a high insulator—a film of 
gas which offers a great resistance to the flow of the current. 
Hence, although in the case of the iron strip in water all the con- 
ditions for continuous solution are present, owing to the resistance 
offered by the deposited hydrogen film (called polarisation) the 
action must cease. | | Ж, 

The solution of the iron, in the first instance, depends upon the 
number of the hydrogen ions present. This number of ése 
ions, or the concentration of these ions, is increased by the addition 
of any acid. So weak an acid as carbonic increases the number, 
but to a relatively small amount; while a strong acid, like hydro- 
chloric or sulphuric, adds to the number to such an extent that the 
solvent action becomes violent, and the deposited bydrogen comes - 
off as a stream of gas. 

It was formerly thought that the action of oxygen asa factor 
necessary in corrosion was simply to oxidise the iron ions thrown 
into solution, and to precipitate them as rust. While it is true that 
this reactibn does take place, and is indeed the most striking 

.function that oxygen performs, it is in reality a secoudary one, 
which is simply incidental to corrosion and not a necessary part of 
the action. Its real accelerating effect is due to the fact that it 
depolarises the bydrogen which is set free by the reaction, and 
separates out on the metallic iron. 

Before iron can form rast it must first pass into solution, and in 
so doing cause an electric current to flow from the iron at that 

int to the iron at some other point; any circumstance which will 
aid the flow of this current will aocelerate the solution of the iron. 
In other words, any difference in potential which may exist upon 
the surface of the iron will in itself cause a flow of electricity 
which will result in a &olvent action on the iron, Such differences 
of potential inevitably result from a segregation or uneven distri- 
bution of any impurities which the iron or steel may contain. 
Hence we should expect that the speed of corrosion would increase 
in accordance with the percentage of impurities present. It has 
been found that a steel made under such conditions that the total 
impurities are reduced to not over 0°05 per cent. resiste corrosion to 
an extent equal to the iron of our forefathers. 

Bince iron can pass into solution only by assuming the ionic form, 
and having at the same time an equivalent amount of hydrogen 
pass from the ionic condition to the gaseous state, the speed of the 
reaction will depend upon the number of Nw ions present in 
the solution. The effect of free acids has already been noted; but 
the presence of any material, such as alum oF magnesium chloride 
when subjected to pressure, or other materials which by bydrolysis 
will form an acid, will also accelerate corrosion. | 

If, on the other hand, the hydrogen concentration be reduced, 
the corrosion of the iron will also be decreased. Such a condition 
may be most easily realised by adding to the water a strong alkali, 
which, owing to the presence of a large number of hydroxyl ions, 
decreases thereby the number of the hydrogen ions. 

This fact has an important bearing upon the question which has 
been lately much discussed as to whether concrete will protect iron 
from corrosion. Inasmuch as Portland cement, when it sets or 
bardens, liberates a large quantity of caustic lime, which is a strong 
alkali, and since good concrete is therefore saturated with this 
strong alkali, the anewer to the question must be in the affirmative. 
Iron or steel wil not corrode when embedded in concrete. But 
caustic lime is soluble in water, and poorly made concrete is not 
impervious to water. Therefore, if iron be embedded in concrete 
through which water at any time be allowed to percolate, this 
calcium hydrate will be slowly but surely dissolved and washed 
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away, and with it will disappear the inhibiting action of the con- 
crete, and iron embedded therein will surely rust. To ensure 
absolute protection of the reinforcing members of concrete con- 


struction, therefore, such concrete must be sufficiently dense and 


carefully made to render it practically waterproof. This is not an 
impossible condition. 

The fact that the presence of a metallic iron surface accelerates 
the corrosion of sinc has an important bearing upon the protection 
of such a structure as barbed wire fencing or any structure where 
both an iron and zinc surface are exposed. In making barbed wire 
fencing, for example, the wire is first galvanised and then wound 
into fencing, the cross wires forming the barbs being cut at an angle 
in order to make a pointed barb. This freshly cut surface of iron 
is thus exposed, and so furnishes juet the surface required for de- 
polarising the sinc surface, and thus greatly increases the rapidity 
with which the zinc coating will corrode. As the zinc coating 
recedes from the iron surface, the latter ruste on account of the low 


conductivity of the water film on the two, and hence the explana- 


tion of why deterioration of a barbed wire fence always starts at 
the barbs and travels from there along the strands. It also 
shows the necessity of protecting those places on a galvanised 
structure from which the zinc, from whatever cause, has been 
removed. 

Since oxygen is necessary to ensure the continuous removal оѓ 
the hydrogen film, it is obvious that if no oxygen be allowed 
to reach the iron through the water, no corrosion can take place. 
This fact teaches us much regarding the corrosion of boiler shells 
and tubes, Pitting may be entirely avoided if the air be removed 
from the feed water before its introduction into the boiler. This 
may best be done by the employment of an open feed water heater, 
or, what is better still, a feed water heater connected to the dry 
vacuum pumps of the condenser. If such treatment is not possible, 
the air may be removed from the feed water by drawing the water 
through a closed box containing scrap iron ; the oxygen in the water 
is then used up in corroding the scrap iron instead of the boiler 
tubes. Or, the oxygen in the water may be absorbed by feeding 
into the boiler with the water a very small quantity of an alkaline 
solution of a tannin material. Such a solution of alkaline tannate 
will break up under the pressure and temperature of the boiler, 
with a formation of a pyrogallate of the alkali, and this rapidly 
absorbs the oxygen. Soda asb, or rather alkali, is of course useful, 
but not because of its effect npon the oxygen content, but because, 


as has already been explained, corrosion is inhibited by thus 


decreasing the hydrogen ion concentration of the water. 

The author has shown that mill scale or magnetic oxide of 
iron is strongly electro-negative to iron. Since mill scale is 
insoluble in water and cannot of itself enter into the reaction, its 
only function must be analogeus to that of platinum or other 
insoluble conductor of this kind, viz., to furnish a surface on which 
the hydrogen liberated by the dissolving iron’can separate and be. 
catalytically oxidised to water again. This is also true of the black 
oxide protective coatings sometimes used upon iron and steel, as, 
for example, that of the Bower-Barf process. Just as is the case in 
mill scale, these coatings are very serviceable so long as the whole 
coating is intact. But as soon as a portion of the metallic iron is 
exposed, this portion corrodes all the more rapidly on account of 
the presence of the surface of scale on which the oxidation of the 
hydrogen and consequent depolarisation cango on. The inevitable 
result is that a pit forms at the exposed point and grows deeper 
and more marked in proportion as the scale is dense and closely 
adherent to the iron surface. Hence, if it were possible to remove 
the mill scale entirely from steam boiler tubes, for example, pitting 
would be largely eliminated, and the life of the tubés prolonged. 


Energy Consumption of Tramears. 
By В. S. PILCHER. 


(Abstract of paper read before the SCOTTISH “Tramway OFFICIALS! 
| ASSOCIATION a£ Aberdeen, May, 1909.) 


THE cost of electricity may decide the question of a profit or loss 
on the working of a tramway system. In Aberdeen the cost of 
energy averages 1°10d. per unit, and the energy consumed works 
out at 1 25 units per car-mile, making a cost of 1:37d. per mile run. 
The proportion of this to our working expenses is 23 per cent., or 
more than half the cost of wages. This large item of expenditure 
can be regulated to a very great extent by systematic supervision 
over the men. 

I believe the records of most towns in the United Kingdom and 
Ireland show an increase year by year in the consumption of 
energy per car-mile, chiefly owing to and car equip- 
ments becoming older, and the great addition there has been 
in recent years in the number of top-covered cars in use. I 
believe the increase through top covers 1s due, not so much to the 
actual weight of the cover, as to the extra carrying capacity of the 
car in wet weather, and in consequence, the greater number of stops 
that the car has to make in a given time. 

In Aberdeen the routes which use the most energy are not 
always those routes which have the steepest gradients; the speed 
of the car and the number of stoppages have a material effect upon 
the consumption. 

My own impression is that any system of electric tramways 
which has no special system of checking energy consumption, will 
use at least 5 per cent. more energy per car-mile than a system 
which has a systematic check upon its drivers. Five years ago I 
experimented on one of the English tramway systems with a view to 
saving energy, and by instructing the motormen in the series- 
parallel system of controlling motors and by showing how it was 
possible to save energy without decreasing the speed of cars, a 


reduction of over 7 percent. was made. In Aberdeen I started а 
similar system three years ago, which has been very successful, 
In the first place, each motorman is thoroughly instructed in the 


" series-parallel system of control by means of diagrams. The 


motormen seem to have great difficulty in realising how it is that 
parallel consumes so much more than series, and especially how the 
first notch in series and the first notch in parallel consume more 
than the second and third notches. 

Each man is instructed how to use the momentum of his car to 
the best advantage, and to keep up the same speed with less use 
of the parallel notches of the controller. The men are aleo i 
not to run their cars on parallel unless they have sufficient clear 
space ahead to get the full benefit in speed of the extra 
consumption. 

All the motormen are informed of the cost of energy, and it 
never fails to impress them, because they previously did not sppear 
to realise that electricity cost anything. 

After having been thoroughly instructed in the office, each man 
is given a printed instruction paper, which shows where he should 
be running in parallel and where in series, also where he should be 
coasting. He soon learns the instructions, and gets into the habit 
of abiding by them. All our drivers are kept to their respective 
routes, otherwise I could not expect them to know the routes so 
well. A tactful inspector is put on the road to see that the men 
carry out their instractions. 

Previously to this system being introduced into Aberdeen, the 
rise in energy consumption each year had varied between 6 and 
12 per cent, per car: mile; immediately it was introduced there was 
& reduction in the first year of 6 per cent. on the previous year, in 
addition to which the gradual increase was checked. Since then 
we have maintained the same consumption per car-mile for three 
years, and as we have been adding to the number of top-covered 
cars at the rate of six each year, I consider that this is equivalent 
to & gradual reduction. | 

During the last few months we have had a few ampere-hour 
meters in use, one meter being placed on each route, and there has 
been a further decrease in the consumption of energy. I intend to 
ask the Committee for one meter for each service car. The con- 
sumption of energy on each route is recorded, a sense of healthy 
rivalry thus being created between the men on each of the routes. 
Although these meters have only been in use for three months, they 
have already more than paid for themselves. The main point is 
to get the men interested in the subject, and when they understand 
they will certainly reduce the consumption of energy. 

In Aberdeen, simultaneously with the introduction of systematic 
supervision of the drivers, I noticed & great improvement in the 
time-keeping of cars; also, which is very important, there was a 
great reduction in motor troubles, the number of armatures iu for 
res being greatly decreased. The car repairs last year stood at 
‘86d. per car-mile, and, I believe, this is largely owing to the 
reduction in energy consumed. 


The Bristol Recording Pyrometer. 


By PEROx Lonamouis, B. Met., and THOMAS BWwIHDEN, B.Met. 
(Sheffield). 


(Abstract of paper read before the IRON ARD STEEL INSTITUTY, 
May, 1909.) | 


Tue Bristol low-resistance thermo-electric pyrometer is designed 
to meetthe severe conditions of ordinary shop use. Platinum thermo- 
couples have & comparatively short life when used in flues, gas 
mains, or similar situations, and even in oxidising atmospheres, 
such as annealing furnaces for the production of malleable cast-iron, 
the cost of the platinum thermo-couples, when continuously used, 
ia an appreciable factor per ton of castings annealed. One dis- 
tinguishing feature of the Bristol pyrometer is the use of an in- 
expensive thermo-element. The electromotive force of these 
thermo-couples is much greater than that developed by platinum 
alloys; hence, a Weston milli-voltmeter replaces the delicate high- 
resistance instrument essential to platinum couples. 

The thermo-couple wires are insulated by asbestos cord, and 
then coated with carborundum paint, further protection being 
afforded by means of a metallic tube. Tne couple wires are com- 
paratively thick (about No. 5 gauge), hence the difficalty arising 
from variations in the resistance of the thermo-element with 
varying temperature is almost eliminated. 

The various connecting cables are fitted with terminals of special 
design, by means of which it is almost impossible to connect up 
incorrectly. One couple actuates both indicator and recorder, 
hence the former is placed near the furnace, and the latter in any 
position accessible to the management. The switchbox included in 
the system contains compensating resistances, so that switching out 
either indicator or recorder does not affect the reading of the one 
remaining in the circuit, 

The recorder presents many interesting features. The records 
are made on a smoked chart, graduated in time and degrees C. or 
degrees F. The chart, set to correspond to the time of the day, 
is revolved by clockwork, and, at short intervals, is brought 
contact with the pointer of a milli-voltmeter actuated by the 
thermo-electric current. This vibration eliminates friction between 
the pointer and chart, but tbe intervals are so short that a continu- 
ous line results. The chart gives a 24-hours' record, and is entirely 
visible, so that at any time temperatures may be read directly from 
the recorder. The charts are subsequently fixed by soaking for a 
few seconds in a fixative, and, after drying almost spontaneously, 
are quite hardened, and may be filed for reference. The net 
electromotive force produced in any thermo-electric circuit is 
dependent on the difference in temperature of the hot and cold 


4 д " sd $4 dU 


Vol 68. Мо, 1,656, Avacs? 20, 1509. "THE ELECTRICAL REVIEW. 


208 


$unctions Many instruments are calibrated and supplied to read 
correctly with а cold-junction temperature of from 15° to 20* C.; 
others neglect the cold-junction entirely. Bristol has designed a 
unique “compensator,” which will automatically correct for varia- 
tions in temperature of the cold janction. This consists of a glass 
bulb with a short stem, into which two platinum wires are fused. 
These are in turn connected with the bore of the stem by a loop of 
fine platinum wire. The compensator is placed in the circuit at the 
cold junction, and it will be seen that, if the temperature rises, the 
mercury in the balb will rise up the stem, thus cutting out a certain 
portion of the platinum wire, and therefore reducing the resistance 
of the circuit. The compensator is so calibrated that for a given 
circuit the reduction in resistance just counterbalanoes the diminu- 
tion in electromotive force due to the rise in temperature of the 
cold junction. | 

The apparatus was set пр to record hot-blast temperatures of the 
No. 5 furnace belonging to the Sheepbridge Coal and Iron Co., 
Ltd., Chesterfield. A platinum thermo-couple leading to a 
Roberts-Austen pyrometer is permanently installed in the same 
blast main, but the two couples were some distance apart. 

The recorder commenced on May 26th, 1908, and shortly after 
commencing, the temperature read from the recorder was 610° C., 
against 615° O. by the Roberts-Austen instrament. The recorder 
worked well, and charts are to hand giving a continuous record of 
the blast temperature up to the end of July. During August the 
furnace was damped down owing to a strike. 

Comparisons made during the test run showed good agreement 
in readings obtsined. The instrument used by the authors was 
calibrated for a normal cold-junction temperature of 25° O., and 
had no compensator in the circuit. | 

The complete installation was removed to the authors' laboratory 
on Septomber 23rd, 1908, in order to restandardise, and thereby 
ascertain the effect of continuous exposure in a temperature range 
of 600° to 700° О. Visual examination of the thermo-couple and 
protecting tube showed no change in condition. Comparison with 
a previously standardised platinum-iridium thermo-cotple in а 
нын range up to 900° О. gave remarkably concordant 
resulte. | 

The results show that under the conditions described the thermo- 
electric properties of the couple have not been materially affected. 
Accuracy has been maintained, and the indications are that the 
couples will give extremely good life. The mechanism of the 
recorder is admirably suited to works conditions. The real trouble 
m the case of most recorders, that of vibration and shock, is 
practically overcome. 


TRADE REVIVING. 


OUR recent comments on the signs of trade revival, and our, 
quotation of the views expressed by different authorities on 
their own available evidences in that connection, showed a 
gradual return of that spirit of greater confidence and hope- 
fulness which is so necessary in order that new enterprises 
may be entered upon, old ones resumed, and a more exten- 
Bive interchange of manufactures may proceed between the 
traders of various nations. Since those articles appeared 
there have been issued two monthly returns of our imports 
and exports. The June returns showed an advance.of 
£5,585,963-in imports, and £764,836 in exports, with an 
increase of £1,936,293 in re-exports, as compared to June 
last year. The July figures show an advance of £3,547,573 
in imports as compared to the corresponding month of 1908, 
while the exports increased by £1,781,515, and the 
re-exports by £1,063,308. The electrical exports shared in 
. the increases in both months. From many foreign 
countries further reports have been received showing that 
trade generally is very substantially reviving, and the 
effects are being felt here. Important contracts have 
been booked by British works in the provinces, and new 
important shipbuilding and other undertakings of our own 
are actually placed or now being put out to tender. We 
make no attempt to prophesy, but we hope that this is but 
the small beginning of a real turn in the tide leading all 
the branches of British trade and manufacturing back 
gradually, and without any unwise forcing or booming, to a 
period of lasting prosperity for employers, and opportunities 
for honest and contented labour on the part of all classes 
of the community. 


- Middlesbrough.—4^A transporter bridge across the River 
Tees is about to be provided by the Corporation. The structure 
is being supplied by the Cleveland Bridge and Engineering Co., 
and is somewhat similar to the earlier bridges of this type at New- 
port and Widnes. The travelling car will be operated electrically, 
either from the-car itself or from the shore; it is designed to 
accommodate 600 passengers and one tramway car. 


. Amersham within their area; it gives 


PARLIAMENTARY. 


Tramways Confirmation Orders.—Oa Thursday of last week 
the Tramways Confirmation Orders Bill came before the Unopposed 
Committee of the House of Commons. Mr. Bonner Morris, of the 
Board of Trade explained that the Order confirmed provisional 
orders granted by the Board of Trade in the case of Bolton 
Oorporation for the construction of about 3 miles of tramway: 
Keighley Corporation just over a mile: Morecambe Corporation 
about 2 miles: Portsmouth ороо a mile,and the Whitworth 
U D.C. about 34 miles. The Bill was ordered to proceed. 


Electric Lighting Orders.—The Bill for the confirmation of 
orders granted by the Board of Trade in respect to certain towns, on 
Thursday of last week passed the House of Commons Committee on 
Unopposed Bills. The measure enables the Chesham Electric 
Light and Power Co. to include tke urbin district of Great Berk- 
hampstead and parts of the rural district of Berkhampstead and 
ower to the U.D.C. of 
Cleethorpes to extend the time with regárd to the construction of 
works authorised under their order of 1900; grants an Electric 
Lighting Order to tae Herne Bay U. D. C; extends the area of the 
Hindhead and District Electric Power Co. to include portions of 
the rural districts of Farnham, Hambledon, Alton, Watersfield and 
Midhurst, and grants a Provisional Order to Messrs. Christie Bros., 
of Chelmsford, in respect to Holsworthy in the county of D:von. 


Royal Assent.—The following Act; have received tho Roya 
Assent.— 


Electric Lighting Order Confirmation (No. 2) Act, 1909. 
York Town and Blackwater Gas (Electric Lighting &c.) Act, 1909. 
Preston, Chorley and Horwich Tramways Act, 1902. 
County of Durham Electric Power Supply Act, 1909. 
Southport and Lythain Tramroad (Abandonment) Act, 1900. 
Wallasey Tramways and Improvements Act, 1009. 
Foikestone, Sandgate and Hythe Tramways Act, 1909. 
Aldershot Gas, Water and District Lighting Act, 1909. 
Oxford and District Tramways Act, 1909. 

Gateshead and District Tramways Act, 1909. 

Central London Railway Act, 1909. 

Holywood Tramways Act, 1909. 

L.C.C. (Tramways and Improvements) Act, 1909, 

West Kent Electric Power Act, 1909. 

Torquay and Paignton Tramways Act, 1909. 


ENGINEERING CORRESPONDENCE. 


[COMMUNICATED. | 


A wBITEB in these columns recently touched upon some interesting 
points in the handling of correspondence on its reception, and it 
may not be out of place to enlarge the theme some what. Viewed 
in the light of several years’ experience of a bulky mail, in and 
out, it is fairly evident that this is a rather neglected item in the 
routine of a great many houses. А few instances may be cited; 
who with anything of a widespread connection does not know 
them? 

There is the one-man firm often a most desirable customer, be 
it said —who corresponds on his billheads witn bad ink, and worse 
pen; as his epistles are usually brief, he is to be preferred to, say, 
the head of the medium-sized concern who writes letters with his 
own hand. This gentleman is sometimes voluble, and one feels 
quite dazed after a page or two of it. Then we have the multi- 
graph book enthusiast; the trouble here is that the carbon paper 
is usually renewed with the book, and at about page 70 the com- 
munication is almost unreadable. Again, the hand-written missive, 
fairly written but press copied; the result is often fearful to 
behold, 

To come to the now more general type-written document, ag in 
the cage of hand-written matter, a great source of annoyance is the 
badly press-copied letter. There is no doubt that the best method 
of recording correspondence is by means of loose carbon copies, 
which are made by the one operation of writing. Probably the 
net saving in time is small, as the sorting and tiling of loose copies 
takes about the same time as copying and indexing in books. We 
are looking from the recipient's side, however, and the carbon- 
copy method ensures that the original written matter will be 
clean and legible. Asan abuse of this method may be instanced 


_the inquiry sent to two or three firms in common, and typed 


at one operation by means of carbon paper. This is all right if 
the paper is thin or of smooth texture; but some people revel in 
thick, spongy stationery, so that the second or third impression 
is often all but ble, Finally, assuming that the faults 
referred to are absent, a largo ais tsar of letters are made 
tedious to read by poor typing, arrangement, mistakes, erasures, 
alterations and so on. 

Now, we cannot judge a firm’s standing by their correspondence, 
for there are those who have elegant stationery and turn out neatly 
written letters, but leave their ordinary shareholders in the 
position of Mr. Micawber year by year. It is safe to say, however, 
that a letter smartly written, properly arranged, and easily read, 
will command better attention than one exhibiting any of the 
defects referred to. Such as the latter are not uncommonly put 
aside until some amount of leisure can be devoted to them. 

The point is well worth considering, and a good standard is easily 
attained. Much r:sts with those members of the firm who have 
cortrol of these matters; the provision of a reputable machine, 
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which should be kept in repair and cared for generally; also a 
competent and fairly well educated operator—this is where a good 
deal of the trouble originates, as quite a number of so-called typiste 
are deficient in common knowledge, and often untidy and careless 
in their work. р 

There is much variety in stationery. Printing has become guch а 
fine att in these days that nothing more need be said than that it 
should be poseible on receiving a letter totakein the sender'sname, 
address, &c., at a glance—this isthe beauty of the stamped heading, 
which is usually plain and compact. There is no doubt that what 
is known as quarto or large post is the most convenient size of paper 
for general use, as the typewriter then has full play and more equal 
wear, and quicker work is possible. It is also a comfortable size 
for the recipient to handle, and, not least of all, easiest to file away. 
As to texture, there are plenty of good papers on the market, and it 
is possible to write with a machine on almost anything. For 
general correspondence a firm's letter paper should be invariably of 
good quality, coupled with the other desirable features referred to. 

The all-important thing is the written matter itself, and what- 
ever be the nature of this, it is well worth giving a little attention 
to style and punctuation. It must be remembered that normally 
the letter is the accepted means of intercourse, and as such should 
be a creditable envay of the individual or combined interests it 
represents. Au excellent rule is to write on a single subject only 
in any one letter; this undoubtedly makes for prompt attention at 
the other end. Another useful and time-saving practice is to head 
each letter plainly with its subject; this will be appreciated if we 
suppose it is desired to refer to a letter from a fiem with whom 
there is a large correspondence. Much time is lost by having 
to read through several lines of a letter with no sub- 
ject heading, to find that it refers to, say, circuit-breakers, 
when the matter in question is reduction gear. 

In conclusion, the object of these few notes is to urge that as 
those doing business together usually aim for promptituds and 
accuracy, it is to their advantage to pay some attention to the 
points here mentioned. Perhaps the idea some writers of uncouth 
missives have in mind is that quickness of the hand deceives the 
eye! It might—ia any profession other than ours. 


STOREKEEPING FOR AN ELECTRICITY 
f WORKS. 


By “ INTERESTED.” 


DIFFERENT people have different ways of conducting their 
business; but when dealing with the stores of an electricity 
works, the multifarious goods which have to be handled 
necessitate one method, simple and effective. The following 
description of a system may prove of service to some 


No. 1.—Goops Requisirion Book. 


For i 
; . | Official 
works} Con- | order Manager's Remarks. 
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readers. It is simple to put into execution, and, whilst 
including all that is really necessary, nothing superfluous is 
added. 


Goods 


Date. required, 


Quantity. 
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No. 2.—STonEs ORDER DELIVERY BOOK. n 
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the system, and following is a narrative description of each 
explaining the purpose to which it is put, and its position 
as a unit of the whole scheme : — 

No. 1.—Goods Requisition Book. 

No. 2.— Stores Order Delivery Book. 

No. 3.—Stores Received and Issued Card. 

No. 4.—Stores Received Book. 

No. 5. — Stores Issued Book. 

At first glance these do not present a formidable aspect, 

but will be found quite suflicient for the purpose. Those 


readers who are brought into touch with card systems will 
notice that one set of cards only are used. Some people are 


No. 3.—8T70B8£8 RECEIVED AND IssUED CARD. 
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rather apt to overdo the card business, with the result that 
far too many cards are used, meaning a sacrifice of economy. 

No. 1.—Goos Requisition Book.—In this book the store- 
keeper entera any material or goods required to be ordered, 
either fornew work or to replenish the depleted stock. 
Whenever necessary the book is presented to the Chief for 
signature, and a strict rule is enforced to the effect that 
nothing is to be ordered withont first being signed for in 
this manner. After having obtained the required signature, 
the book passes on to the office for the official orders to be 


forwarded. Should the Engineer for any reason refuse to 


pass an item, the entry stands as a record of the storekeeper's 
requisition, which vindicates him in the event of trouble 


arising in the future owing to the necessary goods not being 


in stock when wanted for use. Ordering the goods, and the 
manner in which the storekeeper is informed of the material 
necessary for projected works, forms part of the office system, 
and is not dealt with here. | 


No. 4.—STORES Recrivep BooK. 
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No. 2.—^Sfores Order Delivery Book. — Each day it is the 
duty of the storekeeper to enter in this book full details of 
all orders sent out the previous day. By daily reference to 
the entries, deliveries overdue are noted, and a request is 
sent to the office for a letter to be forwarded hurrying 
forward the goods. This is an important book, and a real 
trouble-saver, as it ensures the goods being in stock when 
wanted. 

No. 3.—Slores Received and Issued Card.—Directly any- 
thing is received the storekeeper makes out one of these 
cards, giving details of the quantity, quality and size, and 
presents it to the head of the department responsible for the 
ordering of the same, whose duty it then is to examine the 
goods, and, if satisfactory, to sign the card, thus officially 
accepting the material. By this arrangement the store- 
keeper is relieved of any responsibility in the way of accept- 
ing wrong or inferior stores. The back of the card is ruled 
in such a manner as to allow entries to be made daily or 
weekly, as thé case may be, of issues, so that at any time the 
total on the back of the card subtracted from that on the 
front (the quantity received) shows exactly what amount 
should be in stock. A constant check is thus kept on 5 
goods, and when stocktaking time arrives it is only necessary 
take the cards and check each article, or number of articles, 
in stock, with the balance shown on the card. A little time then 


No. 5.—STORES IssuED Book. 


—]— ——————— — —äæẽ ia ааьан одан. 


Issued to Required for 
No Materials. | аг 


: | 
Lo 


spent in totalling up the amounts on the cards representing 
the stock in hand gives the value without delay, Again, 
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with these cards in use time is sayed when a request is 
received for particulars of anything in stock, as, by reference 


ta the proper card, the information can be obtained straight 


away, without counting or weighing the goods. At the 
same time, by making a note of the packing and cases 
received and returned on the cards, a record is always to 
hand for reference at any time. 

No. 4.—Stores Received Book.—When goods have been 
officially accepted, as mentioned above, full details are 
entered into this book also. It forms a permanent record 


of all deliveries, and is used for the purpose of checking the 


invoices. 

No. 5.—Sores Issued Book.—Everything issued from the 
stores, no matter how large or small, is entered in here at 
the time of leaving the stores. Once a day a summary is 
made up from the entries, and the daily totals duly recorded 
on the backs of the proper stores cards, as stated in No. 8. 

Strictly carried out, tbis system will be found to work 

well, and, above all, it has the advantage of simplicity. 
Whether or not the storekeeper gives a number to each size, 
. weight or make of goods, instead of writing the full descrip- 
tion every time, is of not much account here. The use of 
numbers or letters can be readily applied without in any way 
altering the system or affecting its working. Many different 
opinions exist as to the advisability of using numbers or 
letters to represent goods, but that is not a matter for dis- 
cussion here, and entails almost a chapter to iteelf. 


ELECTRIC CONVENIENCES IN THE 
‘MODERN POWER HOUSE. 


By W. 8. BURGE. 


Тнк interesting article which appeared under the above 


heading in your issue of April 9th, brought to my mind a 
recent conversation, in which I was assured that the last 
word had been said as regards power station design, and 
that we had arrived at a finality that left little soope for the 
inventive faculties of our station engineers. 

As your article makes evident, there is still fresh ground 
to be worked upon, and I would for a short space touch 
upon another view of the same subject, namely, the possi- 


bility of operating our central station plant under continua! 


test conditions, which can be the only possible way of 
meeting tha continuous steam and thermal losses that are 
always existent in even the best regulated stations. 

The data that would generally be necessary for running 
the whole station under continuous test are as follows :— 


1. Coal consumed by each boiler. 

2. Total coal consumption. 

3. Steam consumed by each engine. 

4. Total steam consumption. 

5. Make-up water required. ? 

6. Temperature of hot wells. 

7. Flue draught. 

8. Vacuum on each condenser. 

9. Atmospheric pressure. 

10. Station output. 
11. Possibly, unit output (where the complete unit system 

is in vogue). 

From the above.it will be evident, that nothing short of 
& system of operation entailing special instrumenta for giving 
this date, can successfully accomplish the operation of plant 
under continuous test conditions, and so, before proceeding 
further, it will be well to consider whether the expense of 
laying out a power station with a view to such a system 
would be warranted by the economy effected thereby. 

Taking the present-day methods of operation, most central 
gtation engineers realise that the best of prime movers and 
steam generators will only work at their highest efficiency 
when cosxed by the careful regulation of the various 
auxiliaries on which they are dependent. In many stations 
the steam units are occasionally subjected to an efficiency 
test, and on these occasions everything is most carefully 
looked to and adjusted. The condensers, bot-well 


temperatures, boiler feed, stoker feed, flue draught, &c., are 
all working in unison for the best possible economy, and the 
net result is often surprisingly good. A few weeks after this 
event the same plant may be working under the same con- 
ditions of Joad, but probably at a much lower efficiency. 
The reason for this is fairly obvious. While working under 
test, each piece of plant is made to give its necessary data, 
and all the regniation and coaxing is based on the informa- 
tion thus obtained, but when the plant is again working 
under ordinary conditions, the hourly readings of coal feed, 
feed-water temperatures, condenser discharge, flue draught, 
feed water, make up water, &c., are not recorded, and so the 
manipulation of the plant is purely a matter of judgment, 
and the result is equally a matter of conjecture. 

That there are continuous and recurrent losses in all 
power plant is only too true, and the very lack of sufficient 
data to make them continuously evident is apt to make one 
callous of their existence. It is simply the old care of 
familiarity breeding contempt. What station is there in 
which a large numher of small losses are not continuously 
going on ? How about low feed-water temperatures, boiler 
scale, air leakage through boiler settings, dirty flues, 
unnecessary radiation off steam ranges which might often be 
isolated but seldom are, hot drainage water running to 
waste, steam from small auxiliaries heating the air instead 
of the feed water? and many other sources of waste, each 
comparatively small in itself, but, when all taken together 
over the period of 12 months, surprisingly large; and I 
venture to suggest. that a system of operation that would 
bring these losses into continuous evidence, analyse them, 
and show conclusively when any were eliminated, would 
be the means of effecting a considerable saving in the 
coal bill. | 

One hardly likes to say that power station operation 
analyses are in a crude state, for fear of stirring ор а storm 
of indignation from station engineers; but as a case in point, 
I would merely say that there must be something wrong 
when there is still endless dispute as to whether live steam 


feed- water heaters do or do not effect any real economy, and 


yet this apparatus has been on the market in full uee for 
many years. 

The only remedy that euggests itself is to have all the 
necessary information for running under test continuously 
recorded, so that at any instant a complete analysis of thc 
working of the station may be seen. With the prerent 
methods of operation this is practically impossible, and tbe 
life of the charge engineer would be hardly worth living if 
it were seriously attempted ; if, however, we had a means for 
automatically registering the necessary data for these test 
conditions, the information gained thereby would be a 
valuable index as to the result of all regulations and adjust- 
ments to the plant, aud would show directly any errors that 
might occur. Further, the cost analysis of the station 
would be very much simplified—in fact, reduced almost to an 
automatic operation. 

Tn consideration of the above, the writer has for some 
years been working upon a system for operating central 
station plant under continuous test conditions, with a view 
to producing a machine to print automatically on a daily 
log-sheet, hourly and summation readings of all the neces- 
sary data for continuous test operation. The individual 
records of coal and steam consumption do not present much 
difficulty, but the question of taking automatic summation 
readings from them is certainly more difficult. "Thermal 
readings can easily be transmitted and recorded electrically , 
as may also flue dranght and vacuum readinge. When, 
however, it is attempted to print all these readings auto- 
matically on a daily log-sheet, serious complications arise. 
Another difficulty is that, were such a syetem put into 
operation, many details of the. power station would have to 
be designed with a view to adopting the system, and the 
general lay-out, including coal handling, condenser dit charge, 
feed-water piping, drain piping, &c., would have to be 
arranged to work in conjunction with it. ' 

In conclusion, | would say that here at least is scope for 
new and original work to which we might profitably give 
careful attention. From the electric generator to the net- 
work we are able to analyre and isolate with great exactness 
the very slightest fault, but in the engine-room and boiler- 
house there is surely room for further improvement. 
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BUSINESS NOTES. 


Annual Outing.—The annual onting of the employés 
of Messrs. STEGMANN & Co., of Clapham Junction, took place last 
Saturday week, the party journeyiog to Brighton in the first 
instance, where they dined at the Queen's Restaurant; in the after- 
noon various members of the party enjoyed themselves in boating 
aud visiting places of interest iu the neighbourhood. In the 
evening, after returning to Clapham Junction, the party wound up 
at the Invitation Hotel, where reveral members entertained with 
musical selections. | Е i 

Correction.—In our article describing ће “ Electric 
Lighting at Penrith” (Егиствтсаг, REgvrkWw, July 16th, page 114), 
we inadvertently described the producer plant as being of Crossley 
make. This part of the installation is, in fact, of the Whitfield” 
type, supplied by Messrs. Salmon, Whitfield & Co., Victoria Works, 
Kettering, only the gas engines being supplied by Messrs. Crossley. 


Consular Notes.—China.—The Belgian Legation in 
Obina reports that the imports into China of electrical materials 
and accessories during 1907 were valued at 1,168,436 Haikwan 
taels (about £200,000). At Shanghai in the same period the 
imports were valued at 406,950 Haikwan taels (about £65,000). 
The statistics do not give any details as to the nature and origin 
of thes» imports. In the provinces round Shanghai, and more par- 
ticularly in the town itself, & great quantity of electrical apparatus 
is being used, since in the foreign concessions particularly private 
and public lighting 1s chiefly by electricity. In the international 
concession electricity is supplied by municipal works. During the 


last summer these works supplied electricity to 3,736 electric fans . 
of various kinds and of about 170 Н.Р, and to 82 electric motors of 


a total of 530 н.р. Amongst these motors 40 are used for lifts, the 
others are used in connection with the cleaniag of feathers, the manu- 
facture of cement pipes, refrigerating apparatus, printing, fire 
pumps, &c. New installations are in course of construction which 
will utilise several hundred horse-power. The electrical works are 
in the habit of letting out motors' on loan. The cost of electrical 
energy is 1s. 3d. per unit. The lamps chiefly used in Shanghai 
are of the metal-filament class of most recent manufacture. The 
works supply current to 17,194 lamps of 8ce. In 1908 they sold 
2,991,586 units for private lighting, 445,143 for public lighting, 
3,805 for heating, 154,650 for motive power, 1,430,889 for traction, 
and 206,702 for use in the works, a total of 4,632,775 units. A 
piece of land situated along the Whargpoo has been purchased 
with the idea of erecting new electrical works iu 1910. 
Up to the present, motors, apparatus, lamps, boilers, &., have 
been chiefly supplied by English manufacturers. The muni- 
cipal works aleo supply current for the electrio tramways 
tramways installed by Bruce Peebles & Oo. The telephone is 
greatly used in Shanghai, and a strong company with a capital of 
1,000,000 Shanghai taels—the Mutual Shanghai Telephone Co.— 
serves the concessions and the Obicese town. The number of 
instruments in vse in 1908 was 2 550, and this number is daily 
increasing. In the French concession the electrical works have 
been taken over by а company which at the same time exploits the 
tramways and the waterworks—the Cie. Francaise de Tramways et 
d'Eclairage Electriques de Shanghai. The appsratus and the 
boilers for these works were supplied by French firms. The firms 
in Shanghai chiefly employed in the sale of electrical apparatus are 
Jardine, Matheson & Co., 27, The Bund; Arnhold, Karberg & Co. 
6. Kiukiaog Road; F. Pinfold, Nanking Road; Shangbai Electric 
and Abbestos Co., 4, Peking Road; Porter & Co., 14, Canton Road. 
The information given above shows the kiod of electrical apparatus 
chiefly used in Shanghai, but as regards prices it is impossible, 
under the circumstances, to give any definite information, since the 
houses engaged in the trade do not publish any catalogues stating 
the prices of the apparatus they sell  Tbey use mostly the 
catalogues of American and European houses whose goods they sell, 
using the same prices and taking as profit the commissions and dis- 
counts granted to them by the manufacturers. Competition is 
already very keen in the market, and the best quality only must be 
supplied if if is hoped to secure trade. 

As regards the North of China, the application of electricity is as 
yet very limited. The Chinese Engineering and Mining Co., of 
Tongshan and Liosi, have made installations at their mines; 
there are electric tramways at Tientsin and certain installations of 
electric light have been made at Peking, Tientsin and at the mines 
of Lincheng. At Peking the lighting of the Chinese town is carried 
out by a Chino-Japanese company using alternating current, with 
the exception of the Legation district which is lighted by a separate 
service with continuous current. At Tientsin the lighting of the 
Chinese town and the Austrian, Italian and Russian concessions, is 
carried out by the Compagnie des Tramways. In the French con- 
cession the exploitation of the lighting system is in the bands of 
the municipality. In the British and Japanese concessions private 
companies carry out the work, and the German concession is 
supplied by works in the hands of the Siemens-Schuckert Werke, 
of Berlin. At the mines of Lincheng the lighting system is of 
little importance. The lighting at Tientsin and at the Lincheng 
mines is by means of continuous current, whereas, at the Tongsban 
and Linsi mines the electrical installation is worked by alternating 
curreat with a tension of 2200 volts. The imports of electrical 
materials and supplies into  Tientsin in 1908 amounted in 
value to 176,000 Haikwan taels as compared with 110,000 
Haikwan taels in 1907 and 98,000 Haikwan taels in 1906. The 
companies utilisiing electrica! materials and apparatus in the North 
of China are — The Chinese Engineering and Mining Co., Ltd., of 
Tongchan and Linsi; Peking Chinese Chartered Electric Light Oo., 
Ltd., Peking; the Peking Electric Co., Ltd., Peking; the Cie. de 


vailing types of the country represente 


Tramways et d'Eclairage de Tientsin, Tientsin ; Usine Electrique 
de la Municipalité Francaise, Tientsin; Tientsin Gas and Electris 
Lighting Oo., Tientsin; Siemens-Schuckert Elektricitits Gesell- 
schaft Werke, Tientsin; the Tokio Tatemono Kaisha (Japanese 
concession), Tientsin; Les Mines de Lincheng, Ohemin de fer 
Peking-Hankow, Lincheng. At the present stage in the develop- 
ment of the use of electricity a considerable opening might be 
found in the North of China for electrical apparatus, chiefly for 
lighting purpores and spare parts for dynamos aud motors. In 
order to gain a footing in this part of China, it would be necessary 
to have au agent on the spot. This is the method adopted by 
foreign firms. 


* Tantalum Lamps Posters.—We understand that 
the “ Satisfied Consumer” design of posters and show cards used 
for advertising Tantalum lamps has not only appealed to the 
electrical trade in this country, but has found a ready acceptance on 
the Continent. It has been translated into Rassian, German, 
Spanish and Portuguese, in order that the same idea may be 
brought before the public mind of these countries. It will b: 


TARTAROBAS 
TAMTA А 


ч тА 


CURTIS  SAEKTPHSHECTBO 
YORE "c9 WANONORM AS 


Us. 


readily understood, however, that for different countries, an alters: . 
tion in the design is necessary, to bring it into line with the pre- 
We reproduce here for 
the benefit of our readers the Russian version of the ! Satisfied 
Consumer,” and it will be noticed that the design is similar to the 


English one, but is made t» appeal to the Russian idea of " Satis- 


faction.” 


Turin International Exhibition, 1911.—We bave 
received printed pamphlets in English relating to the General 
Mechanics (IV) and Electricity (V) groups for the International . 
Exhibition of Industry and Labour which is to be held at Turin 
from April to October, 1911, under the patronage of the King of 
Italy. The General Mechanics Section is to be sub-divided into 
two principal groups: (1) General motive machines, power- 
conveying appliances, lifting and carrying machines and their 
accessories; (2) operating machines for working metals, timber, and 
avy material employed in constructing machinery. The Electricity 
Section will have two main classes: (1) Mechanical generation and 
supply of electric power; (2) Mechanical utilisation of electric 
power; with the following other classes: Electric lighting, tele- 
graphy and telephony, electro-chemistry, electric power measuring 


. implementa, apparatus for scientific and experimental researches. 


We understand that intending exhibitors are desired to apply to 
local or District Committee, or to the Executive in Turin for 
general regulations, programmes, and application forms, Count 
Emanuele Costa di Polonghera is secretary to the Executive Com · 
mittee. | 


Trade Announcements.—Messrs. A. P. LUNDBERG 
AND Sons ask us to announce that Mr. H. Jackson is no longer 
representing them. 

Tap MIDLAND ELECTRIO MANUFACTURING Со „Т,тр., have appointed 
Messrs. Loxley & Co., Ltd., Cabinet Chambers, Basinghall Street, 
Leeds, as agents for Yorksbire. В 

Tas Acme ЕгествісАГ, Co. have commenced business as electric 
lighting, heating and power installation contractors at 248, Stanley 
Road, Bootle, Liverpool. 

Тнк MRTALLIC BEgAMLESS Ture Co, Lrp, of Wiggin Street, 
Birmingham, anvounce that they are now in a position to supply 
from stock 25-c P. high-voltage metallic-filament lamps. 

Messrs. SHIP CARBONS, Lr», announce the appointment of new 
officers as follows: Mr. James Veit, secretary ; Mr. F. B. Pell, sales 
manager. 


Bankruptcy Proceedings.— HERBERT SHUTTLEWORTH, 
electrical engineer, Cross Court, Briggate, Leeds.— First meeting, 
August 25th; public examination, September 14th, both at Leede. 

L. W. nx Grave, electrical engineer, 5 1st is 
the last day for the receipt of proofs for intended dividend by the 
Receiver, Mr. F. Stone, 47, Full Street, Derby. 
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Catalogues and Lists.— The Davis ELECTRICAL Co., 
LTD., 17, Moor Street, Charing Cross Road, W. O.—IIlustrated and 
priced leaflet relating to a new high efficiency lamp for 200 to 260- 
volt p.c. circuits, which is adapted from the Nernst principle ; also 
a priced leaflet regarding the Delco ” metal lamps. | 

Тнв ErscTBRICAL Oo., Lro., 121-6, Charing Cross Road, W.C.— 
18-page list giving general descriptive information, with tabulated 
data and prices, concerning: their three, two and single-phase 
induction motors up to 6 H.P., and starters and switches; also a 
folding card giving prices of Aegma metal-filament lamps, for from 
20 to 260 volts and from 5 to 400 c P. 

Messrs. Dick, Kerr & Co., LTD. Abchurch Yard, E.C.—New 
edition of their catalogue of crane motors and controllers. In the 
course of some 18 pages these manufactures are described and very 
fully illustrated photographically in the firm’s usual admirable style, 
the motors and their parta being briefly particularised, together with 
A schedule of rating and net weights and dimensional details, while 
the metallic shield blow-out controllers for crane and hoist work 
are similarly dealt with. | E 

AMERICAN ELEOTRIC Fuse Co., Muskegon, Mich., U.8.A.— Several 
lists describing respectively the Michigan spark coils, American 
black enamelled wire, the American igniter, and the Allen-Bradley 
rheostat and electrio controlling apparatas. 

Mzassas Lour Юивнінв & Co. 23, Newman Street, Oxford 
Street, London, W.— We have received from this firm a beautifully 
prepared catalogue of silk lamp shades suitable for all purposes. 
The illustrations are from actual photographs, and they have been 
executed in splendid style, showing the shades off most effectively. 
Among the special electric lines are sbades for pendants, for Osram 
and tantalam lamps, for table standards, candle fittings, floral 
electric sbades, and various other beautiful designs. | 

C. Son Wr, Neuenrade, Westphalia.—Two new catalogues 
(one in English, the other in German), describing his asbestos- 
woven net resistances. Well arranged tabulated particulars of dimen- 
sions, weights, &c., of resistance wires, also prices, &c., of rheostat 
and motor starter and resistance nets, resistance bands, controller 
resistance nets, woven wire resistance bands and grids, and electric 
heating nets are included, with illustrations. In the German cata- 
logue a number of heating and cooking utensils are shown. 

Ма. а. WurHRICH, Oswaldestre House, Norfolk Street, W.C.— 


Two illustrated leaflets containing descriptions of his latest. 


direct and alternating-current machines— c. motors and generators 
for small outpute (starters and regulators) and single, two and 
three-phase asynchronous motors for small outputs. 

Tas Вагтзн Тномвом-Ноозтох Co., Lrp., Rugby.— Price list 
No. 320 contains brief descriptive notes, with many illustrations 
and tabulated price information, relating to their B.T-H." tungsten 
lamp fittings and accessories. The fittings, which are suited to shop, 
ship, hall or club room lighting, bave been developed for the 
purpose of running these tungsten lamps in groups, so that a 
pue light, equal to that of a small arc lamp, but softer, can 

obtained without carboning and trimming troubles. They are 
made of copper or zinc with a standard of oxidised copper, and 
the globes w 
glass, ground on the inner surface. 


Private Meeting.—A. KEARTLAND (trading as A. 
Keartland & Oo.), electricians, 16, Birchills Street, Waleall.—A 
meeting of the creditors herein was held recently, when a state- 
ment of affairs was presented showing liabilities to trade creditors 
£280, cash creditors £50, and bank £65, making a total of £395. 
The assets totalled £224, and disclosed a deficiency of £171. The 
debtor, it appeared, started to trade in partnership with a Mr. 
Guest in 1905, but the partnership was dissolved in the Jaly of the 
following year, the dissolution being gazetted, and Mr. Guest 
receiving as his share for going out, the sum of three guineas. 
Since that time the debtor has carried on business under the style 
ot Keartland & Oo. The debtor's brother has prepared balance- 
sheets, and these show that a loss of £145 was incurred in 1907, 


while in the following year the loss was £270. In 1907 the debtor's . 


drawings from the business amounted to £178, but in the next year 
he only drew £65. During tbe present year the takings have only 
amounted to 24s. a week. The debtor put a sum of £1,000, 
which he received from his late father’s estate, into the business, 
snd thie money has disappeared. In reply to questions, the debtor 
admitted that he had been losing money practically from the start. 
It was eventually resolved that a deed of assignment should be 
executed to Mr. Poppleton, of Messrs. Poppleton & Appleby, 
together with a Committee of Inspection, consisting of three of the 
principal creditors. 


Japan-British Exhibition, London, 1910.—We have 
received from Mr. Charles I. Kiralfy, on behalf of the Committee 


of the Japan-British Exhibition, a copy of a letter signed by H.R.H. . 


Prince Arthur of Connsught, as honorary president, and his Grace 
the Duke of Norfolk as president, in which it is mentiohed tbat 
next year's Exhibition at the White City, Shepherd's Bush, is to 
he held under the auspices of tbe Imperial Government of Japan 
and with the cordial approval of the British Government. King 
Edward has recently expressed a hope that both the Japanese and 
British people will come forward to promote an undertaking which 


has for ite object an increase in the commercial prosperity of both 


countries, and the uniting still oloser of the bonds of fellowship 
which already existe between them. The Emperor of Japan has 
also telegraphed his congratulations on the inception of the Exhi- 
bition, and expressing his sincere wishes for the complete success of 
the undertaking. | 

His Excellency the Japanese Ambassador recently spoke of the 
intense interest taken in the Exhibition by the people of Japan, 
and of the large sum of money voted for it by the Imperial Diet. 


are supplied either plain or pocketed, are of flint 


The Lord Mayor of London bas pledged his official and nal 
support, and expressed the conviction that nowhere would more 
interest be taken in the Exhibition than in the City of London. 
It is stated that the full support of the London Chamber of Com- 
merce and of the Associated Chambers of Commerce of the United 
Kingdom is also assured. The hon. president and the president of the 
Exhibition request us to invite universal support for this specially 
important demonstration. | 
“The unique character of the Exhibition is sure to attract multi- 
tades of people, not only from Japan and the United Kingdom and 
the Oolonies and Dependencies, but from every European country 
&nd from America, and cannot fail to increase the commerce of the 
two nations and to creste new commercial channels between them 
and the rest of the world. We therefore trust that the manu- 
facturers and producers of this country, as well as those of the rest 
of the British Empire, will rise to the occasion by displaying the 
best of their respective productions in arts and industries, so as to 
make a representation worthy of this great opportunity." 


Dundee.—The Corporation invites offers for the purchase 
of two tramway locomotives. | 


Book № сев. — We are asked to state that at the sale 
of effects in re C. H. W. Biggs in bankruptoy last week, Messrs. 
8. Rentell & Co. Ltd., of 36, Maiden Lane, Covent Garden, 
W.C., purchased the stock of the following books :—'' Exercises in 
Electrical Engineering," by Magnus Maclean; “ Novice's Guide to 


. Electric Car-Driving,” by E. W. Elsley; The Electrification of 


Railways,” by Prof. Gisbert Kapp. 

" Steam Power Plant Piping Systems.” By W. L. Morris. New 
York: McGraw-Hill Book Co. ndon: Hill Publishing Co., Ltd. 
1909. Price 218. net. 

" Wireless Telephone Construction" By N. Harrison. London: 
E. and F. N. Spon, Ltd. 1909. Price 1s. 6d. net. 

^" Drawings for Medium Bised Repetition Work." By R. D. 
Spinney. London: E. and F. N. Spon, Ltd. Price 3s. 6d. net. 


Dissolutions and Liquidations.—THomas PARKER, 
Lrp.—A meeting is to be held at Lich Gate, Wolverhampton, оп 
Friday, September 17th, to hear an account of the winding up. 

JOBN BLAIEIB & Sons, brassfounders, electrical engineers, &c., 
Littlejobn and Union Streets, Aberdeen. Mrs. H. R. Blaikie, or 
Williamson, has retired from this business, which will be continued 
under the same name by Messrs. F. & D. B. Hislop. 


LIGHTING and "POWER NOTES. 


Aberdeen.—At а meeting of the Aberdeen T.C. the 
convener of the Electricity Committee— Mr. Henry J. Gray—pro- 
posed that the engineer be authorised to purchase, for hiring out, 
a further stock of electrical beating and cooking appsratus for the 
department. It was mentioned that the experiment had met with 
more success than was anticipated, and that all the revenue possible 
would be necessary to make up for a serious deficiency that was 
expected in the matter of consumption of current in consequence 
of the new lamps. Objection was made to the proposal by Mr. 
Robertson, who thought that a further inroad was being made into 
the province of the private trader. On a division Mr. Gray’s 
motion was adopted by 18 to 12. 


Amble.—At a meeting of the U.D.C., on the 11th inst., 
the question of lighting the town with electricity was considered. 
A special committee submitted a report, including a provisional 
estimate of expenditure and revenue, which put down the initial 
cost at £5,000, which would include site, buildings and machinery. 
It was decided to send out a circular to ascertain the probable 
demand for the electric ligbt, and upon the result of this vote will 
depend what course will be adopted. Amble is situated on the 
coast in North Northumberland, being seven miles S.E. of Alnwick. 
The population was 4,428. There are two collieries, and fish curing 
is one of the main industries. 


Barnsley.—A L. G. B. inquiry was held on August 10th 
into the application of the T. C. for a loan of £3,000 for E. L. 
purposes. There was no opposition. 


Cookstown (Co. Tyrone) .— The scheme for the elec- 
tric lighting cf this town was discussed at the last meeting of the 


Urban Council, and was postponed till the September meeting. 


Continental Notes.—Germany.—The Nisterthalsperre 
Gesellschaft is about to put downa plant at Hachenburg (Hessische- 
Nassau) to utilise certain available water power in the generation 
of electrical energy for lighting and power purposes. 

IrTALY.—AÀ company has lately been formed in Milan with a 
capital of £8,000, and the title La Societa di Elettricita di 
Abbiategrasso e Limitrofi, to supply electrical energy for lighting 
and power purposes to the little towns of Abbiategrasso and 
Casorate Primo, 


Dundee.—Work in connection with the submarine base 
is expected to be finished by the end of the month. The cables for 
the supply of electricity for power and lighting-are now laid, 
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Glasgow.—The report of the Electricity Committee 
recently published, contains a good many matters of interest. The 
year's working resulted in a gross profit of £140,771, from which 
interest and sinking fund absorbed £91,056, leaving a balance of 
£49,715 on the year—some £2,000 less than in the preceding 
12 months. The balance was applied to depreciation, which was 
written off capital account to the extent of £23,250, thus leaving a 
deficit of £3,544, which was made up from the reserve fund. The 
latter fund now stands at £19,281. While reduced charges, metal 
lamps aud bad: trade caused the revenue to fall some £8,000, as 
compared with 1907-8, this was more than counter-balanced by a 
saving on working expenees of £10,415. The deficit is accounted 
for by an extra £4,000 to sinking fund, and £3,108 for depreciation, 
as compared with the previous year. The taxation of the under- 
taking for the year amounted to £18,745. Some 32,736,058 units 
were sold, including 17,612,483 units for power purposes. In con- 
nection with the latter, 4292 motors, with a total horse-power of 
29,505 were connected, and of the power units sold, 4,716,263 were 
sold at 154. per unit, 980,996 at 1d., and 11,915,224 at jd. per unit. 
The bulk of the lighting units (8,192,411) were sold at 33d. per 
unit. Some 837 arc lamps were in use for street lighting, and 
there were 18,158 consumers at May 3186, 1909. © 

Tarhing to the power plaut, &c., the report states that the 
maximum load amounted to 21,585 Kw., being a-decrease of 2'7 per 
cent. on the previous year. Generstion, distribution, and manage- 
ment costs amounted to ‘564. per unit; rent, rates, taxes, interest, 
and sinking fund brought tbe total statutory expenditure to 1:36d. per 
unit, sgainst which the gross receipts amounted to 1-74. per unit. 

During the year the Port Dundas station generated 29,595,529 
units; Pollokehaws Road, 11,322,201 units; and Kelvinside, 
576,808 units. At the Port Dundas station, marine water-tube 
boilers, &c., and coaling plant were brought into use, also а fifth 
turbine set of 5,500 K. P.; making a total of 28,000 m.r. installed. At 
the Pollokshaws Road station, additional boilers were erected, and 
a third 5,500 н.р. turbine set, making 21,700 н.р. installed. No 


additional transforming plant was added to existing sub-stations, - 


but a new sub-station at s Road was brought into use, contain- 
ing 1,000 xw. of plant. Six large consumers have some 3,000 R. p. 
of transforming plant on their own premises, Ten miles of feeders 
and six of dístributors were laid on the north side of the river, and 
five miles of feeders and four of distributors on the south side, 
during the year. | 

At a recent meeting of the Electricity Committee, the 
engineer (Mr. Lackie) explained that the raduction of £495 13s. 6d. 
effected in the cost of attending to and repairing public lamps 
last year, was mainly due to improved switching apparatus in- 
vented and patented by two of his assistants (Mr. W. T. Calder- 
wood and Mr. H. MacE wen) and himself, and the Sub-committee, 
after consideration, agreed, in respect that the Corporation is 
exempt from any royalty on the spparatus used by it, to recom- 
mend tbat an honorarium of 100 guineas be ‘granted to meet 
expenses already incurred in patenting the apparatus, the sum to 
be divided between Mr. (‘alderwood and Mr. MacE wen. 

The Territorial Force of tbe city has asked the Electricity 
Committee for a reduction in the price of the electricity supplied 
tor lighting purposes, and the Committee bas instructed the 
engineer to advice the Association with the view of reducing its 
account for current by improved methods of lighting. No reduc- 
tion in price per unit has been made. | 


Gravesend.—The T.C. bas received from the L. G. B. 
sanction to loans of £3,250 in respect of excess expenditure, £1,800 
for mains, and £700 for services. 


Greenock.—It is reported that the accounts of the T.C.'s 
electricity department for the past year show a surplus of £1,035. 
In accordance with the recommendation of the Scottish Office, it 
was decided to make this sum the nucleus for a reserve fund. 


Haslingden.—The B. of G. has appointed Messrs. Peers, 
Copland & Cardin to prepare a scheme for electric wiring at the 
workhouse and new infirmary to utilise the supply by the Rawten- 
stall Corporation—tbeir remuneration to be an inclusive fee of 
50 guineas, such amount to include preparation of the scheme and 
sapervision of the same, travelling expenses and plans, &c. 


Ipswich.—The T.C. has arranged to supply current for 
seven years to the Admiralty telegraph station at Portman's Walk 
at 14d. per unit. The coneumption will be about 40,000 units per 
arnum, and the Admiralty will pay tbe entire cost of the surface 
cables, and £5 10s. per annum for maintenance. 


Kearsley (Lancs.).—The B. of T. has approved of the 
transfer of the U.D. Co.'s electric lighting order to the Lancs. 
Electric Power Co. 


Morecamhe.—The T.C. has decided to ask Mr. W. R. 
Wright, electrical engineer, L^ndon, to report on the condition 
of the electricity works. The outlook is brightened by the 
application for a supply from the New Morecambe Tower and 
Gardens Co. 


Northampton.—The Governors of the General Infirmary 
have decided to have the new Jaundry driven by electricity. This 
will save £750 on capital expenditure, and £90 per annum on the 
coal bill. | 


Partick.—'l'he T.C. ig to make extensions and additions 
to the plant at the electricity works, including the supply and 
егзсћігл of a 1,000.kw set, together with a condensing plant, 
cooling tower, and oil purifying plant, water-tube boiler, &c. The 
sum of £13,472 will be borrowed for electric lighting purposes. 


Perth.— Councillor Macnab, Convener of the Electricity 
Committee, states that Jast year's revenue, exclusive of the 
tramways, was £7,990 or more than double the first year’s revenue 
(1901-2). The estimated expenditure of £4 544 was £402 less than 


anticipated. Asto the current year's estimates, he estimated the 


revenue at £8,110. Having regard to the annual increase in the use 


of electricity, he believed the estimate erred on the safe side, and 


would be more than realised. That there would be some increased 
expenditure there appeared not to be much doubt. "The cost of the 
maintenance of the accumulators under & new contract had to be 
met for the first time. w 

The Corporation has fixed the price of electricity at 37d. per unit, 
the same as last year. 


Rossall.—The governing Љоду of the Rossall School 
(Lancs.) are carrying out extensive improvements involving a large 
expenditure, and including the installation of electricity for 
lighting and power purposes, anda very complete plant for heating, 
ventilating, and hot and cold baths. 


South Africa.—It is stated that the Germiston T.C. has 
entered into a three years’ contract with the Victoria Falls and 
Transvaal Power Co. for a supply of electricity for lighting and 
tramways purposes. The Oouncil has engaged Prof. J. H. Dobson, 
manager of the Jobsunesburg lighting and tramways department, 
to report on suitable schemes. 


Swinton and Pendlebury.—The U.D.C. has requested 
the Lancs. Electric Power Co. to continue the management of the 
E.L. undertaking fora further three months, pending consideration 
of the appointment of a manager by the Oouncil. | 


U.S. A.—Some interesting statistics relating to the Chicago 


Commonwealth Edison Oo.s distribution were recently given by 


Mr. D. W. Roper, from which it appears that in Chicago the output 
of 25-cycle energy bas increased 17,000 xw. per year during the last 
five years, while the use of direct current only increased at the rate 
of 3,000 Kw. a year. The average length of the direct-current 
fesders is 1,500 ft., and three-fourths of the copper used is in 
feeders and one-fourth in consumers services. Last year the maxi- 
mum load on the generating stations in 25-cycle energy was 


` 107,000 kw. Of this, some 40,000 k v. in the centre of toe city 


was furnished as direct current, 20,000 kw. being used in the 
business district—where the most congested part was a half-mile 
in States Street taking 5,000 kw. Overbead construction cost only 
4 or } of underground work in residentisl districts, though the 
maintenance was approximately the same for both. For each !b. 
of copper installed for all purposes during five years, 1 dact. ft. 
of conduit was laid ; the conduit costing 15 to 60 cents per duct. ft. 
The company has some 300 miles of transmission lines, &c., ard 
bnrn-outs average one a month. 


Widnes.—Following upon the town clerk's interview 
with а representative of the B. of T. relative to the carrying out of 
the E.L. order, 1901, the T.C. has decided that the advice of a 
qualified electrical engineer be obtained upon the scheme sug- 
gested by Mr. Isaac Carr, O.E., for carrying out the order. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—The revenue from passenger traffic on the 
Corporation cars last year was £70,735, a decrease of £429 over the 
previous year. Tbe total working expenses amounted to £40,794. 


The cost of electricity for power, increased from 48,971 in the 


previous year, to £9 564. 
Bolton.—The Tramways Committee, after lengthy de- 


liberation, has decided not to issue contract tickets on the tramways. 


Colwyn Bay.—Public pressure has compelled the U.D.C. 
to urge the tramway company, who work the electric tramway 
system connecting Colwyn Bay with L!andudno, to extend its 
line from the existing terminus at Station Road, Colwyn Bay, 
to the far end of Old Colwyn. The projected extension will add 
14 miles of track to the existing route, and open out a popalous 
and promising area. 


Doncaster.—The T.C. has decided to extend the tram- 
ways to the new colliery at Bentley. The colliery company will 
give the Council facilities for laying the lines, and will contribute 


£100 a year for two years towards the cost. 


Germany.—The Rhenische-Westfalische Electricitats- 
werke is preparing plans in respect of a projected electric tramway 
between Opladen and Langenfeld. 


Leeds.—The T.C. has a proposal in hand to install the 
trackless trolley system from the Oldfield Lane tram terminus 
througb the district to Lawns Lane near the Farnlcy fronworke. 
The distance is about a mile. In order to receive the consideration 
of Parliament next session, the Leeda Corporation must lodge its 
Bill not later than November. No suggestion has been mado that 
tbe Leeds Bill should centain any request for powers to carry parceis. 

(Continued on page 303.) 
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A SPANISH POWER-TRANSMISSION- PLANT USING 50,000 VOLTS. 


By Dr. ALFRED GRADENWITZ. 


The power-transmission plant recently installed between 
Gaucin and Seville, in Spain, is specially interesting because 
of the pressure (52,000 volts) and the 
distance to which the electrical energy is 
transmitted (125 km.). 

Power is derived from a waterfall on 
the river (Guadiaro, situated between 
Gaucin and San Pablo, in the province 
of Malaga, the gross head being 137 
metres and the net head 128'5 metres. 
The minimum amount permanently 
available is 1,500 litres per second, but 
there is available during eight months in 
the year 4,000 litres, The water is 
held up by an embankment 25 m. in 
length, from which a channel 5'7 km. 
in length (of which 1:1 km. is in 
tunnel) connects to a water compart- 
ment, designed for three penstocks, 
and 25 m. in length; the capacity of the 
water compartment is 360 cb. m., and 
the overflow embankment is 16 m. in 
length. 

Two pressure conduits, each 1 m. in 
diameter and 500 m. in length, carry the 
water to the power house; 200 m. of 


THe PENSTOCKS AND HEAD WORKS. 


their length is of armoured concrete (up 
to 50 m. pressure), while the remaining 
300 m. is made up of pipes, 6 m. in 
length, of Siemens-Martins steel with 
Bessemer steel flanges tightened by 
means of caoutchouc. 

Three Pelton wheels, of 1,500-H.P. 
capacity each, have been installed. These 
are of the horizontal-shaft type, with cast- 
steel vanes, and are arranged for auto- 
matic and hand regulation, and provided 
with oil governors. Each of them 
drives a 1, 300-K. v. A. three-phase gene- 
rator running at 410 RM.; two 
similar units of 100 H.P. each have 
been provided to operate the con- 
tinuous-current dynamos supplying the 
excitation and lighting current. 

In addition to the power sta- 
tion, four sub- stations are pro- 
vided, from which secondary lines for 
power transmission and lighting are 
branched off. 

The three-phase current is generated 
&& 40 cycles per second and 5,000 
volts pressure, which latter is stepped up 


by transformers to 52,000 volts for the transmission of 
power to Seville. 


INTERIOR OF THE ' EL CoRCHADO" Power STATION. 


Although the power house is designed for 4 units of 
1,500 n.r. each, only three have been so far installed. "The 
generators are of the rotating-field type, and are controlled 
by oil switchgear with maximum-time relays and reverse- 
current relays. 

Either of the two direct-current generators suffices for the 
excitation of the four main generators. The direct-current 
machines are each of 65 Kw. output at 110 volts and 
1,000 R. p. u. 

Seven single-phase transformers are provided (of which 
one serves as stand-by), and these are constructed for oil and 
water-cooling and controlled by oil-break switches, provided 
with maximum-time relays in the low tension, and with maxi- 
mum and reverse-current relaysin the high-tension circuits, the 
two switches being coupled together electrically. The low- 
tension switches are provided with mechanical and the high- 
tension switches with electrical remote-control. ^ Each 
transformer is of 600 K.v A. capacity, with a step-up 
ratio of 5,000/50,000. The reserve transformer can be con- 
nected up to any phase desired. 


—— 


* è 
ы e Zune. t 


1,300-k.v.4, PELTON WHEEL AND GENERATOR. 
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The two overhead lines, starting from the power house, 
for the transmission of energy, are provided with lightning 
arresters connected to the ground through water resist- 
ances. 

At the switchboard the generators, as well as the primary 
and secondary transformer windings, are connected up in 
parallel to bus-bars, two self-contained sets being provided 
for the two power-transmission lines respectively, which can 
be worked independently or in parallel. 

The power-transmission line is 125 km. in length, of 
which 18 km. are situated in the province of Malaga, 50 km. 
in the province of Cadiz and 57 km. ір the province of 


Switca PILLARS IN THE POWER STATION. 


Seville. The maximum altitude (770 m. above the level of 
the sea) is attained between the Atlantic and the Medi- 
terranean in the environs of Mount Berrueco, and the 
minimum altitude (11 m.) near the river Guadaira at 
Seville. The majority of the 1,550 poles constituting the 
line are built of U-shaped irons with iron-bracket diagonals 
and wooden cross beams. The average distance between poles 
is 80 m., but spans of 100 to 120 m. are by no means 
infrequent, and at certain places even 
200, 300 and 450 m. spans are reached. 

The power-transmission line consists 
of two sets of three wires, each of 
5'5 mm. diameter. Double wires аге 
adopted in the case of spans upwards 
of 90 m., and with spans exceeding 
200 m. the wires are suspended from 
iron cables. The wires are spaced 1 m. 
apart. 

The power-transmission line comprises 
35 wire crossings. 

Of the sub-stations, that at Villa- 
martin, situated at 55 km. from the 
power house, has two incoming and two 
outgoing lines, connected together inside 
the station. Horn lightning arresters 
(with liquid grounding resistances) and 
50,000-volt oil-switches, one being set 
apart for each line and the mutual con- 
nection of lines respectively, are pro- 
vided, the apparatus being mounted in 
armoured-concrete cells. 

The Utrera sub- station, situated 
94 km. from the power house, is 
similar in arrangement to the fore- 
going. The lines are protected by horn 
lightning arresters with liquid resist- 
ances and water-jet resistances, permanently connected to 
the ground. 

Six mechanically -controlled line oil-switches for 50,000 
volts are installed; also four single-phase transformers, 
water-cooled, one being a reserve. The primary pressure is 
47,000 volts, and the secondaries give 3,400, 3,500 and 
3,600 volts respectively. The capacity of each transformer is 
200 K.V.A. 

The transformer circuits are controled by oil-break 


TRANSFORMERS JN THE SEVILLE SUB-STATION. 


switches, with time relays designed for mechanical remote 
control with electrical releasing. 

A single conductor-system serves both for the light and 
power supply. Oil switches with time relays, as well as 
self-acting induction regulators, are provided in the out- 
going lines, the apparatus being arranged in armoured- 
concrete cells. 

The Dos Hermanas sub-station, situated at 112 km. from 
the power house, is arranged like that of Villamartin, but 
the oil switches are replaced by ordinary ones. It contains 


Her Rey 


ARMOURED-CONCRETE CELLS AND H. T. Bus-BAnS IN POWER 
STATION, 


one three-phase water-cooled transformer, arranged for 
47,000 volts primary, and 23,400, 3,500, 3,600 volts 
secondary pressures. Its capacity is 360 k. v. A. 

Armoured concrete cellwork is also employed in this 
building. 

The Seville sub-station, situated at the end of the line, 
that is, at 125 km. from the power house, is equipped for 
controlling the two three-phase incoming lines, and is 


/\ 


— 
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TYPICAL TRANSMISSION POLE. 


provided with the same type of switchgear as in the power, 


house, by which the lines can be worked independently or in 
parallel. 

One of the seven single-phase transformers serves as a 
reserve. | 

Each of the transformers is controlled by oil switches, 
coupled electrically to time relays in the primary circuits 


and to reverse-current relays in the low-tension circuits. 
The low-tension switches are designed for mechanical, and. 
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the high-tension switches for electrical, remote control. The 
capacity of each transformer is 600 K.v.A., the primary 
pressure 47,000 volts, and the secondary 3,500 volts. The 
reserve transformer can be. connected up to any phase 
desired. 

The switchgear is designed in duplicate, corresponding to 
the two lines; the apparatus is arranged 
in armoured - concrete cells. The 
switchboard contains ten panels for the 
secondary distribution lines, aud one 
for the voltmeters, phase-lamps and 
meters. The measuring instruments 
and checking apparatus of the incoming 
lines and transformers are arranged on 
switching desks. 

The secondary lines are branched off 
to loop bus-bars in two sets for the 
power and lighting, respectively, work- 
ing either independently or in parallel. 

The writer is indebted for the above 
particulars to the courtesy of the Oer- 
likon Machine Works, who constructed 
the whole of the plant. 


TWO NOVEL ELECTRICAL 
CRANES. 


THE accompanying views illustrate two 
interesting types of cranes which have 
lately been provided by Messrs. Bechem 
and Keetman (Duisburger Maschinenbau 
A.G.) at important German iron and 
steel works. The first view shows one of 
four overhead travelling cranes which have been provided at 
Messre. Thyssen & Co.’s works at Muhlheim-on-the-Ruhr. 
Each of these cranes is fitted with a revolving jib attached 
to the trolley, and has a span of 13:2 m., and a lifting 
capacity of 30 tons. The outreach of the revolving jib is 
4 m., £o that each of these cranes covers a working range of 
17 m. wide. The crane bridge is composed of box girders 
with parallel chords, stiffened by platforms, whilst the trolley 
with the revolvable jib runs on the crane girder. The 
driving gearing of the trolley consists of spur wheel reduc- 


YaRD TRAVELLER AT A GERMAN STEEL WORKS, 


tion gear; the movable jib is arranged on a ball-collar-thrust 
bearing, and is suspended from the trolley by means of a 
forged steel centre pivot. The design is such that at one end 
of this revolvable jib is the load hook, whilst at the other 
end, the counterweight and the driver’s cab are attached, 
space for the driver being provided in such a way that the 
operator constantly has the load in view. The tilting moment 
of the crane is taken up by an upper collar-bearing and a 
lower roller-bearing at the end of the guiding structure sus- 


pended from the trolley. The revolving movement of the jib 
is cffected by the teeth of a forged pinion meshing with the 
pins of a pin wheel rim fixed to the Jib. The lifting gearing 
is situated at the after portion of the jib, and serves at the 
same time as a counterweight. Spur wheel reduction gears 
are provided throughout and braking is effected by means 


ELECTRICAL TRAVELLER WITH REVOLVING JIB: CAPACITY 30 TONS. 


of an electromagnetic brake. The following are the motor 
capacities and the working speeds :— 


Lifting, 22 m. per minute 22 H.P. 
Traversing, 18 m. per minute 14:5 H.P. 
Revolving, 1 m. per minute 14°5 Н.Р. 
Travelling, 45 m. per minute 33 H.P. — 


The lower view shows a gantry crane of 5, 000-kg. lifting 
capacity, provided at the Rochlingische Iron and Steel 
Works, situated at Volklingen-on-the-Saar. As may be 
seen from the illustra- 
tion, one leg of this 
crane is equipped 
with a revolvable jib, 
which is operated by 
hand. The iron 
structures consist of 
lattice-work, and the 
trolley runs on the 
lower chords of the 
main girders. The 
distance between the 
Supporting legs is 
43°3 m., and the out- 
reach of the jib is 
13:7 m. The crane 
travels on eight wheels, 
arranged in pairs, and 
the pressure on the 
wheels is therefore well 
distributed. "The two 
crane travelling- motors 
are connected by trans- 
missions with a view 
to securing an even 
travel. Two wheels of each of the crane-legs are set in 
motion by means of spur gearing, and the shafting is 
provided with bearings, access to which is easily obtained 
by runways and convenient ladders. 


Boston Lighting.—Messrs. Crompton & Co., Ltd., have 
informed the T.O. that they intend applying for a provisional 
order for electric lighting. 
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ELECTRICAL CRANES АТ KERR, STUART 
AND cos LOCOMOTIVE WORKS. 


AT their new workshops at Stoke-on-Trent, Messrs. Kerr, 
Stuart & Co., the well-known locomotive builders, have in 
service an installation of one 5-ton and two 30-ton electric 
overhead cranes, all three constructed by Messrs. Royce, of 


Royce 5-тох ELECTRICAL TRAVELLING CRANE; KERR, STUART & Co.’s WORKS. 


Trafford Park. The span of the 30-ton cranes is 53 ft. 5 in., 
and of the 5-ton crane, 47 ft. 6in. All the cranes are of 
the three-motor type, a separate motor being used for each 
of the motions of hoisting, travelling and vraversipng ; but 
in the case of the 30-ton cranes the hoisting motion is pro- 
vided with a separate auxiliary barrel with rope and hook- 
block for dealing with loads up to 5 tons and lifting the 
same at a comparatively high speed. The two barrels are 
operated from one hoisting motor, and | 
are brought into gear with it by means 
of clutches, fixed so that they can be 
operated by the driver from his cage 


when the crab is brought up to the " Es 


cage end. When changing over from 
one barrel to another it is impossible 
for the hooks to run down, as small 
special brakes are provided to prevent 
this. The speeds for the 30-ton cranes 
are as follows :— 


Hoisting (main barrel) 


full load «< 5 ft. per minute, 
Hoisting (maiu barrel) 

halt full load  , . 74 ft. ú 
Hoisting (main barrel) 

light load ... ns c 2015 и 
Hoisting (light barrel) 

5 tons ii ne 20 EE is 
Hoisting (light barrel) 

light load ... e — 00415 1 


The travelling and traversing speeds 
are 150 ft. and 80 ft. per minute 
respectively. The various special 
features of the ** Royce” cranes are pro- 
vided, including riveted-up steel crab 
frame, machine-cut steel gearing, over- 
winding safeguard for the hoisting motion; 
automatic electrical solenoid brake 
for the hoisting motion, with hand-release device, which 
can be operated from the cage. Roller bearings are 
provided for the axles of the travelling and traversing 
motions ; the travelling motion of each crane is also fitted 
with a powerful foot brake, as well as the * Royce ” slipper- 
wheel device, which also can be used as a powerful brake 
for pulling the crane up quickly. The hoisting motion is 


fitted with the ** Royce " standard dead-slow device, by which 
a constant dead-slow speed is obtainable for either lifting or 
lowering. This device is very simple, is entirely under the 
control of the driver, and for wheeling locomotives, or where 
loads have to be moved fractional and exact distances, it is 
of the highest importance. When in operation, the load is 
lifted or lowered with perfect steadiness, and without any 
tendency to vibration or jerkiness. One of the special 
advantages of the two 30-ton cranes is 
that an especially heavy load up to 60 
tons can be dealt with if the cranes are 
brought together and the load slung 
between the two hooks. The 5-ton 
crane is also fitted with the * Royce” 
special features: the hoisting speed is 
the same as those for the 5-ton lift of 
the two 30-ton cranes; the travelling 
and traversing speeds are 250 ft. and 
80 ft. per minute respectively. All parts 
of the cranes, both mechanical and elec- 
trical, are of Messrs. Royce’s make 
throughout. 


Electrolytic Hydrogen for 
Balloons. — A very interesting plant for 
the production of hydrogen gas for balloon 
purposes by an electrolytic process has been 
installed at Fort Omaha, Neb. A balloon 
house has been erected at this fort for the ex- 
periments of the U.S. Army Signal Corps. 
Alongside this house is a building containing 
the hydrogen generating plant. Electrical 
energy for the operation of this plant is 
obtained from the Omaha Electric Light 
and Power Co. A 200-Kw. motor-gene- 
rator set has been installed, which con- 
sists of an induction motor direct-con- 
nected to a direct current generator wound to give a pressure of 
from 66 to 110 volts. The hydrogen is generated by electrolysis in 
cast-iron cells containing caustic potash electrolyte. There are 30 
of these cast-iron electrolytic cells, all connected in series. The 
voltage required varies according to the temperature of the cells, 
hence the wide range of voltage for which the generator is designed. 
The operating pressure when the cells are warmed up is 85 volts for 
the 30 cells, or 2:8 volts per cell. .The cells are rated at 1,500 
amperes. The output of hydrogen at 1,500 amperes is about 23 cb. ft. 
of gas per hour, or 690 cb. ft. for the 30 cells. Both of the elec- 
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Two 30-тох Royce TBAVELLING CRANES; KERB, STUART & Co.'s WORKS. 


trodes are of iron. The iron case of the cell forms the negative 
electrode from which the hydrogen is obtained. The positive 
electrode, which gives off oxygen, is in the shape of an iron 
cylinder in the cell. Hydrogen gas, which collects above the 
negative electrode, is piped to a 50,000 cb. ft. gas holder. The 
oxygen, which might easily be sold commercially to cover much of 
the cost of operating the plant, is allowed to escape iato the air, 
because Congress has seen fit not to authorise the United, States 
Army to sell this by-product. 
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TRAMWAY and RAILWAY NOTES. 


(Continued from page 298.) 


Glasgow.—The T.C. members and thg public generally - 


are expressing satisfac!ion at the decision of the Hovse of Commons 
Seleot Committee on the Glasgow Bill, in regard to the placing of 
the surplus revenue from the tramways undertaking to the common 
good fund, the question of whether the tramways were part of tbe 
common good fund—which at times of extension belped with 
finance—was raised by the Scottish Office, where it was held that 
the tramways were not the common good property. The practice 
hitherto has been for the trsmways department to hand over a 
fixed sum annually to the common good to wipe out its indebted- 
ness In 1895 a sum of £9,000 was given. This smount was 
gradually increased, and last year it rose to £50,000. The total 
sum handed over during 15 years, was £326,760. Now the whole 
surplus will goto the common good, and had this been in force last 
year, the sum transferred to that department would have been 
£66,275. The Soottish Office's principal contention was fora limita- 
tion of the annual amounta to be handed to the common good. fund, 
and in his report on the question, the Secretary for Scotland (Lord 
Pentland), points out that having regard to the large amount of 
the profits, their disposal should not be left to the unfettered dis- 
cretion of a Corporation. : | 


Holywood.—Much pleasure is expressed locally at the 
Royal Aesent baving been given to the Holywood Tramways Bill, 
which has for its object the construction of a line between Holy- 
wood, Co. Down, and the city of B»lfsst. The line will help to 
bring the two places into contact, and improve the trade of both. 


London.— According to the Times, the Central London 
T'ube extension to Liverpool Btreet for which Parliamentary powers 
have recently been obtained, will be begun at once. The other 
improvements mentioned in the company’s Bill are also to be 
carried out. 

A considerable amount of discontent is said to exist among the 
L. C. C. tramways staff who are working the Btreatham-Norbury 
extension, recently opened. The cause is said to be the transfer 
ticket system to the Croydon lines. ' | 

The Metropolitan Ambulances Bill came before the Grand Com- 
mittee of the House of Commons on August 17th, when it was 
decided, by 28 votes to 1, that the L O. O., and not the Metropolitan 
Asylums Board, sbould be the body to carry out the service. Sub- 
section 7 of Clause 1 ran as follows:—"'' To provide and maintain 
ambulances and other vehicles, and means of conveyance, to be 
drawn by electrical or otber. mechanical power, by horse or by 
hand." Upon the motion of Sir William Collins, the following 
words were added: — Provided that any electrical power used for 

moving such vehicle, shall be entirely contained in, and carried 
Along with sueh vehicle." | i. 

Mexico.—There has recently been considerable activity 
in the building of inter-urban lines in Mexico, and it has been 
announced that an American syndicate is planning a new line from 
tbe city of Guaymas to the ruburban towns of Aurora, San Joée, 
De Guaymas, and Empalme. This road will be abovt 16 miles 
long. There is also a Canadian syndicate in the field, and it is 
planning a line between Mexico City and Puebla. The proposed 

ne runs between the two volcanoes, Popocatepetl and Ixtaccibuatl, 
and parts of it will lie above the winter snow line. Power for its 
operation will be obtained from the electric plant of the Mexican 
Light and Power Co. at Necara.— Electric Traction Weekly. 


Neweastle-on-Tyne.— The report of the city engineer 


(Mr. О. R. B. Kirkpatrick) to the Tramways Committee, states: 
The expenditure on the general maintenapce of the tramway track 
for the year ended March 31st, 1909, was £7,313. The down track 
of Westgate Road was renewed at a cost of £494, and a new loop, 
forming a junction between Elswick and Westgate Roads, was con- 
structed av a cost of £341. The total cost for renewals was 
£1,403, included in which was £50 for the construction 
of an additional 20 yards of track in Heaton Road. All the 
tramway rails in stock, after treatment with bitumastic rolu- 
tion, have been stacked under a shed at St. Peter's. The expendi- 
ture for tLis item was £1,007, including the cost of shed. The laying 
of the track in Market Street extension and the junction at 
Pilgrim Street were completed, and the expenditure for the year 
was £3,097. A vehicle fitted with carborundum blocke had been 
engaged at night grinding the rails to remove corrugations, and with 
satisfactory results. The cost bad varied from 6d. to 1s. per lineal 
ysrd. 16 was found that immediately the corrugations were 
removed the maintenance on that section of the track was 
automatically reduced. 

Perth.—There is a deficiency of £1,500 on the tramways 
for the past year. The fares yielded £200 less than the estimate, 
and the expenditure bas been £100 more than expected. 


South Lancashire.—We learn that the South Lancashire 
Tramways Co. is negotiating with the Worsley and Little Hulton 
District Councils with a view to securing powers to contract 
additional tramways in those townships. The lines already in 
operation from Farnworth through Walkden to Swinton are proving 
remunerative. 

Taunton.—The Rowbarton extension of the Taunton 
tramways was inspected by the B. of T. on August 13th; the work 
has been carried out by Wm. Griftiths & Co., London. 


C. S. A.—The first 1,200-volt direct-current electric rail- 
way system in New England is to be constructed between Presque 
Isle and Washburne, Me., with an ultimate extension of 110 miles 


. says, is not likely to be accepted. 


to the Bt. Jobn River, according to an announcement recently 
made. The Aroostook Valley Railroad, affiliated with the 
Canadian Pacific Railway, is the promoter. The new road will 
be built for both passenger and freight traffic. Power will 
be. bought, according to the plans, from the Maine and New 
Brunswick Power Co. at Aroostook Falls. On the south, the new 
pon will connect with the Canadian Pacifio.— Electric Traction 
ly. 


TELEGRAPH and TELEPHONE NOTES. 


American Railway Methods.—The use of modern 
methods of handling telegraph business of railway companies is 


illustrated by the equipment of the general offices of the Santa 


Fé's coast line at Los Angeles. All departments are connected 
directly by pneumatic tubes with the telegraph office, 31 tubes 
being uaed for this purpose, states the Telegraph Aye. The system 
handles between 50-60000 messages and reports monthly, and is 


very snceessfu), doing away with the congested filing of business 


which occurred under the old system of messenger delivery and 
collection, and also expediting the bandling of messager. 


Canadian Wireless Stations.—Tbe United Wireless 
Co. hes made an offer to purchase the Canadian Government’s 
wireless stations on the Pacific Coast. The offer, the Standard 
The Dominion Government 
maintains a number of these stations in connection with the coast 
protection service, but has not as yet opened them to commercial 
business. | 


Jamaica Telephones.—The Jamaica Guardian states 
that the licence held by the Jamaica Telephone Oo. has been ex- 
tended by the Governor in Privy Council to April 30tb, 1910. The 
licence for the Vandeville and Montego Bay telephone service has 
also been extended to the same date. эз 


South Africa. — It is reported that the Transvaal 
Government has exteusive improvements in hand with the tele- 
graph and telephone services all over the colony, which will make 


it one of the best equipped in the world. It is suggested to link 


up every town, and main trunk lines are to be carried to every 
point where the railway lines cross the border, with a view to their 
ultimate extehsion to the coast ports when the other colonies are 
ready. It is regarded as certain that the Union Governmert will 
find telephonic communication between Cape Town and Pretoria 
absolutely essential. The scheme contemplates connections with 
farmhouses as well as the establishment of call offices at convebient 
centres. It is estimated that the cosst extersions will cost 
£250,000. A concentrator has already been installed in Johannes- 
burg to enable messages between minor offices to pase direct to 
their destination, without any necessity for taxing loff and re- 
transmission at central stations as heretofore. 


Telegraphic Interruptions and Repairs :— 
| Interrupted. Repaired, 


Tangier-Cadiz ee se ee e. May 19, 1909 
Assab-Perim ce @e ^ эе ee ee July 8, 1909 

- Trinidad-Demerara . Aug. 6, 1909 Aug. 18, 1909 
Dskar-Conakry ; Aug. 6, 1909 Aug. 14, 1909 
Gibraltar-Tangier .. Aug. 6,1 
Cuata-Tangier · Aug. 7, 1909 


Melilia-Chafarinas Je A Aug. 7, 1909 ‚ 


Corfu-Trieste $5 ae Aug. 16, 1909 


The Eiffel Tower Wireless Station: — According t 
the Duily Telegraph, this station will be re-equipped by the end of 


next month, and will then be used for regular transzission to the 


United States and Canada. Wireless meseages from New York are 


‚ now received or intercepted almost daily, and occasionally Canadian 


messages are received. 


The Madrid-Paris Telephone.—Negotiations for a 


through telephone communication between Madrid and Paris.are 
well advanced, and telephone lines have been definitely arranged 


for between Madrid and Bordeaux. 


The Telephonograph.—According to a daily paper, a 
Signor Pasquale, of the Italian Taranto Agricultural Bank, has in- 
vented a device bearing the above title, with the object of 
obtaining permanent records of telephone conversations, much in 
the same way as gramaphone messages are recorded. For business 
purposes such messages could be reproduced if desired. 


Trinidad Telephones.—The Trinidad Mirror of the 
21st ult. contains a leader on the subject of the telephone service 
in the island provided by the Trinidad Consolidated Telephones, 
Ltd., formerly the Trinidad Commercial Telephone Co., Ltd., which 
bas issued a circular in which it states that the same rates will 
be charged as heretofore, although Trinidadians bad hopes of their 
being reduced. The payment-in-advance system is strongly objected 
to because of the importance of obtaining service before paying for 
it. In conclusion, the Mirror hopes that wireless telephony will at 
some future date assist them in obtaining a reduction of rates. 


Wireless Telegraphy in the West Indies,—The 
Demerara Argosy states that experiments at the West India and 
Panama Telegraph Co.'s station have been steadily proceeding 
towards the proper attunement of the apparatus for communication. 
Up to the present, however, though the stations at British Guiana 
and Trinidad have been in speaking touch all the time, and 
messages have been exchanged, the correct pitch has yet to be 
attained. Atmospheric influences, principally lightning, have 
unfortunately been hampering the work а good deal, 


— — — — 
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The Newfoundland Cable Dispute.— The full text of 
the letter addressed to the Newfoundland Government by the 
Commercial Cable Co. came to hand last week too late for detailed 
attention. The company states that it has invested over a million 
dollars on the faith of the contract of February 18th, 1909, which 
did not contaia any provision requiring the approval of the Legis- 
lature. The contract required the company to pay the Government 
$4,000 annually as a fax on the cable, and an equal tax on the 
second cable which the company intended (and still intends, if the 
contract is observed) to lay. Or the other hand, the Government 
is to pay $4,000 a year to the company as compensation to the 
latter for extending its cable from the landing place to the City of 
St. Johns, and maintaining a profitless office there, free of cost to 
the Government. The contract provided also that supplies should 
be free of import duties, a usual provision, but this clause was 
violated, the company being charged $4,322.60 duty on electrical 
apparatus, 

The advantages tothe Newfoundland Government were that the 
cable messages collected by the Government on its landline system 
could be handed to the company. instead of traversing the whole 
length of the island and the Government's submarine cable to 
Nova Scotia, while the Government cost nothing in revenue, and 
the speed of transmission was increased. Lastly, considerable trade 
would have been brought to the island, especially if the company's 


cable steamer Mackay-Bennett was stationed at St. Johns, involving 


an expenditure of over $50,000 a year. The Government itself had 
asked the company to provide the direct cable connection, but now 
repudiated the contract, and thus, no doubt, pleased the Anglo- 
American Co., which was in competition with both the Government 
and the Commercial Co. The letter concludes with a protest 
against the repudiation of & solemn contract—an act hitherto 
unknown in the history of the British Government or its depen- 
dencies—and a denial of the Government's right to repudiate it. 
The other side of tbe question is voiced by Sir Edward Morris, 
the Premier, who is now in London, and emphatically denies that 
there has been any breach of faith on the part of his Government, 
or that it fails to recognise the contract made with its prede- 
cessors or is hindering the laying of the company's cable. Sir 
Edward goes on to say in regard to his Government: It did, 
however, refuse, without ample consideration, to bring before the 
Legislature for ratification this contract of 1909, principally for 
the reason that it was unfair and prejudicial in many respects to 
the Anglo-American Telegraph Co., Ltd., which is a cable company, 
and would create in favour of the Commercial Cable Co. a monopoly 


for 25 years of the transmission of all cable messages passing over 
-the Newfoundland Government landlines. The Commercial Cable 


Co., under its agreement made in 1905 with the Newfoundland 
Government, are now bringing in their cables. There is no objec- 


tion to this, as the Government, only a few weeks ago, gave them 


the land they require, but the Government have not felt justified 
not, however, without fully considering the matter) in ting 

y Aot of Parliament the further concession attempted to be given 
in the agreement of 1909, namely, a monopoly for 25 years and 
freedom from taxation, whilst taxing the Anglo-American Co. 
doing business on the same street $20,000 per annum.“ . ‘The 
present Newfoundland Government, who were only in office a 
few days when this legislation was asked for, were fully 
justified in taking time to consider the matter before embarking 
on legislation.) 

In a letter to the Secretary of State for the Colonies, under 
date July 8th, Mr. F. A. Bevan, Chairman of the Anglo-American 
Telegraph Co., gave his company's views on tbe matter. This letter 
states that by the agreement of February 10th, 1909 :—“ Clause 2 
extends the period of the Commercial Cable Co. 's 1905 agreement 
to 25 years from February 18th, 1909, and, together with Clause 3, 
confirms in specific terms the monopoly during that period to the 
Commercial Cable Co. (which is an American company) of all 
traffic from which the Government landlines, to the exclusion of my 
company (which is a British company), and whose landlines are 
also excluded from all business passing over the Commercial Co.'s 
cable " "The letter also shows that under Clause 4 the 
Government ів to pay the Commercial Co. $4,000 per annum in 
consideration of the advantages and facilities secured" by the cable 
extension to Newfoundland and New York; but, the letter points out, 
the Anglo-American Co. has already four cablesto Europe and fiveto 
the U.S., which are available for the Government. Moreover, the 
effect of the above subsidy is to remit to the Commercial Co. the 
landing tax of $4,000 per snnum, imposed by law, on each cable 
between the Colony and any place outside; the Anglo-American 
Co. pays taxes on five cables amounting to $20,000 per year. 


United States Telegraph and Telephone Statistics. 
—The third set of statistics recently published deals with the 
year 1907. Among other things, attention is drawn to tbe 
enormous single-wire mileage of commercial telephone and tele- 
graph systems, the large growth of the telephone, a8 compared 
with the telegraph mileage, and tbe difficulties in wireless develop- 
ment. Tabular statistics are given showing that there were 1,413 
telegraph systema, of which 25 were commercial landline and 
ocean cable, six wireless, and 625 railroad telegraph systems. 
There was a graud total of 15,072,220 miles of single wire in use 
by the telegrapha and telephones: of this, the telephone systems 
controlled 12,990,369 miles, and the telegraph systems, exclusive of 
Government telegraph systems, uecd 2,072,851 miles. Operating 
the telegraph and telephone systems, but exclusive of railroads and 
wireless, there were 22.996 companies, 22,971 being telephone 
companies. The ocean cable amounted to 46 301 nautical miles, 
all controlled by the commercial telegraph systems. The capital 
etock and bonds outstanding, par value, was $1,034,909,579, of 
which 8814, 616,00 4 was credited to the telephone systems, The 


total income was $236,045,615, of which the telephone concerns 
earned $184,461,747, expending $140,802,305; and the telegraph 
systems earned $51,583,863, expending $41,879,618. Of the whole 
number of systems in operation, the telephone formed 999 per 
cent. e. 

The difficulty in obtaining separate statistics regarding 
land and ocean telegraph systems is mentioned; the last 
census shows that these systems dealt with 103,794,076 
messages, which included 5,869,317 cable messages, and 29,110 
telegraph offices were in use. Of the 25 telegraph com- 
panies, 24 were incorporated; only 11 paid dividends on their 
capital stock, being the same as in 1902. There were six com- 
mercial wireless telegraph systems, having 122 tower stations (in 
1907) and these dealt with 163,617 messages. The capital 
involved was $39,450,000; the year’s income, $122,154; and ex- 
penses, $169,782. 

The Federal Government had installed wireless plant on 73 
naval vessels, aud in 44 shore stations. The shore stations (which 
are open to the public) sent 26.933, and received 34,073 meessges. 
The U.S. railroads operated 807,824 miles of telegraph, aud 52,518 
miles of telephone wire, requiring 33,441 telegraph offices, and 
30,115 telephones. These transmitted 5,923,483 commercial 
messages, and 258,589,333 messages on railroad business. It is 
inferred that the telephone will come into greater use for railroad 
work on account of ite speed and flexibility. | 


. CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— MELBOURNE.—2,550 common battery tele- 
phones and protectors for the P.M.G. See "Official Notices” 
Ballinasloe. — September 10th. The Committee of 
Management of the Ballinasloe District Lunatio Asylum wants 


tenders for the supply and erection of overhead cables. See 
** Official Notices” July 30th. 


Burnley.— The Guardians have decided to obtain 
tenders for the electrical work required for the new nurses’ home, 
and alterations at the Infirmary. 


Edinburgh.—September 4th. The Corporation invites 
tenders for a motor-alternator and for an electric lighting installa- 
tion. See Official Notices” August 6th. 

September 4th. Electric light installation at the new slaughter- 
houses, Gorgie, for the Corporation. Specification (one guinea 
deposit) from Mr. F. A. Newington, electricity supp!y works, 
Dewar Place. 


Germany —The municipal authorities of Wegscheid, 
Bavaria, are about to invite tenders for the establishment of a 
central electric lighting station in the town. 


Glasgow. — Electric lifts for new Mitchell Library 
Wa. B. Whitil, architect, 219, Bt. Vincent Street. 

Electric power plant for the Shieldhall works, of the southern 
district sewage scheme. The Engineer on Sewage Scheme Con- 
struction, City Chambers. 


Handsworth.— August 30th. Steam coal for the electric 
generating station of the U D.O.  F. A. Nixon, electrical engineer. 


Leeds.—September 7th.  Paper-insulated cables for the 
E.L. Department. See ‘Official Notices August 13th. 


Leyton.—September 7th. Public lighting lanterns with 
clock switches for incandescent electric lamps, for the U.D.O. See 
“ Official Notices” August 13th. 


Leyton.—September 7th. Electric light wiring and 
fittings for the Public Offices; extension for the U.D.O. See . 
' Official Notices ” to-day. 


London.—BarTEnsEA.—August 218. The Council 
wants tenders for motors and controllers, p.c. flame and enclosed 
arc lamps, and motor and arc lamp installations. See ‘Official 
Notices” August 6th. 

L.C.C.— September 14th. The L.C.C. wants tenders for the 
supply and laying of 64 miles of 0:075 sq. in. three-core cable and 
46 miles of single-core cable, telephone cables, &c.; the supply of 
50 tramway feeder pillars; laying 16 miles of stoneware ducts; 
and the supply of 440,000 etoneware ducte. See “ Official Notices 
August 6th. 

PopLAR.— September 8th. Electrical supplies for a year for the 
В.а G. H. Lough, Clerk, 45, Upper North Street, Poplar, E. 

September 1st.— Miscellaneous stores and electrical accessories 
for the Metropolitan Asylums Board. See “Offcial Notices" 
to-day. 

Pivmouth.—September 2nd. Steam turbo-dynamo for 
the Corporation. See Official Notices“ August 13th. 


Rhyl.—August 21st. The U. D. C. invites tenders for a 
125-Kw. Diesel set and а 50-kw. steam dynamo. See "Official 
Notices” August 6th. ( 
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West Ham.—September 2nd. Electrical fittings for a 
year, in e B.G. Thomas Smith, clerk, Union Road, Leyton» 
stone, N.R. 


Wishaw.—Avgust 30th.  Three-wire p.c. switchboard 
for the Oraigneuk sub-station for the Electricity Department. See 
“ Official Notices" Augcst 13th. 


York.—August 27th. The Corporation wants tenders 
for 18 double-deck electric tramcars and a watering car. Bee 
" Official Notices” July 30th. 


D ili 


: OLOSED. 


Gravesend.—The T.C. has accepted the tender of Mr. 
W. R. Wills for an automatic stoker for the electricity worke, at 
£215, | 


Hereford.—The T.C. has accepted the tender of the 
Blasberg Engineering Co., of Manchester, for a water-cooling tower, 
at £270. 


Liverpool.— Repeat orders for vertical Curtis turbines 
have been given by the Corporation to tbe British Thomson; 
Houston Co. 


Wallasey.—The following tenders for tramway stores has 


been accepted by the U D.C :— 


British Griffin Co.—Chilled iron wheels. 

J. Baker & Co.— Steel:tired wheels. 

National Rail and Tramway Appliances Co.— Brake blocks. 
Dick, Kerr, & Co.—Bearings, &c. 
Cammell, Laird & Co.—Axles. 


NOTES, 


* 


Condensing Water for Jet Condensers.—A corres- 
pondent writes as follows: — If the steam supplied to an engine be 
through a good separator it should enter the cylinder prac- 
tically dry. The only heat lost by the steam in its passage through 
the engine is that lost by radiation and tbat converted into work. 
That converted into work can be very closely calculated from the 
value 3 = 778 ft. lb. Under these circumstances tbe chemical 
method described at psge 235 appears somewbat supererogatory. 
The heat content of a pound of steam at initial pressure is known, 
and so is that of the exbaust steam at the final pressure. Then 
neglecting radiation, tbe initial beat less the heat eqvivalent of the 
horse-power should measure the final heat. There is no need to 
take into account cylinder condensation, for this is purely a local 
action in the cylinder, and does not imply any disappearance of 
heat. x 
Excepting for beat converted into work any steam which enters 
a cylinder must leave it as steam, for the total heat per pound of 


initial steam is greater than in a pound of final steam, and the 


final steam wculd be superheated were it not for the wetness due 
to performance of work. The wetness overcomes the superheat. 

Between steam at 180 lb. absolute and exhaust steam at 3 lb. 
absolute there is a difference of 70 thermal units, or 1 in about 17, 
or ray 6 per cent. The difference should fully counterbalance the 
radiation 1088, and leave only the wetness due to work done. The 
final steam may thus be assumed to contain 1,100 units above an 
ordinary injection temperature, as per steam table, which shows 
1,125°1 total heat above 32° for steam at 3 lb. absolute. If the 
injection is discharged at 100° F., and has gained, say, 40? F., the 
steam has lost 1,060 heat units. Then each pound of steam has 
heated up 1232 = 264 Ib. of water, and the ratio of steam to water 
is 10: 265. This seems a ше са quite sufficiently accurate for all 
practical purposes. It is open to such slight correction as may be 
made by anyone who wisbes to recognise the fact that 1° F. ina 

d of water is only equivalent to the thermal unit at one tem- 
perature, but this correction is hardly necessary. 

The method of Mr. Empson, as given in the ErExcrTRICAL 
Review of August 6th, is correct, but it does not distinguish 
between the steam discbarged from the engine and the water that 
has passed through as priming, and so does not appear to avoid 
the inaccuracy pointed out in Mr. Empson's first paragraph. If 
any water bas got by the separator, it will dilute the air-pump dis- 
charge, and will appear as st am in the calculation. Is there any 
necessity for such extreme accuracy in any case? If the hot well 
is too hot, would not more water be used. irrespective of the calcu- 
lation? “Bure,” said the Irish nurse, I don't need this (a tber- 
mometer) If the baby comes out red, the wather's too hot, ard if 
he comes out blue, its too cold !" 


The Norwegian Nitrogen Industry.— At the new 
works at Notodden, for the extraction of nitrogen from the air by 
means of tbe Birkeland-Eyde electrical process, which have been in 
full work for more than a year, nitrogen is now oxidised in 36 
furnaces, requiring 1,000 K. f. T. each. The products obtained are 
nitric acid, which in concentrated form is brought into the market 


in iron casks; calcareous nitre with 13 per cent. of nitrogen; and 
sodium nitrite, of which there was sold to German dye manu- 
facturers during the last year a quantity, amounting to the value of 
about 1 million kroner (255,555), and corresponding to one-third of 


the world’s requirements. Apart from the above products, it is 


intended to produce ammonium-nitrate in a factory, which is to be 
erected specially for this purpose. By co-operation with the 
Badische-Anilin and Soda Fabrikgesellschaft, the original company 
has succeeded in procuring the necessary capital for the purchase 
and harnessing of the Rjukan Waterfall and others. | 
Two separate companies have been formed, one under the name 
of the Norwegian Power Oo., with & capital of 16 million kroner 
(£888,889), and the other with the style of the Norwegian Salt- 
petre Works, with a capital of 18 million kroner (£1,000,000) ; & 
third company has also been formed, dealing only with transport, 
aud having a capital of 3 million kroner (£166,667). The total 
capital which up to the present time has been spent at the 
Notodden, Svälgfoss and Rjakan waterfalls already exceeds 
22 million kroner (£1,222,222), which, according to the estimates, 
will have to be increased to 54 million kroner (£3,000,000), when 
all the projected arrangements have been completed in about 
10 years’ time. Nothwithstanding many difficulties and mishaps, 
which occurred during the first year, the value of the producta · 
enous to 2 million Бозе (£111,111), and the net profits to 25 
per cent. ' i 


Institution Notes —MINING INSTITUTE OF SCOTLAND.— 
The members of this Institute, numbering 300, visited the collieries 
of the Lochgelly Iron and Coal Oo., Ltd., on Saturday, to inspect 
the electrical power generation and distribution system there. 
The Lochgelly Co , who own pits covering a coalfield fully 16 square 
miles in extent, have one of the most modern electrical systems ia 
the country, and a recent extension places it far ahead of any in 
the district. Until the end of last year the compány provided 
power and lighting for their various pits by means of numerous 
isolated continuots-current plante of low and medium pressure, 
but, deciding some time ago to generate in bulk at high pressure 
at a convenient centre and distribute to the different pits from 
there, plant has been obtained sufficient meanwhile to supply five 
of the pite and the worksnops on these lines, and the scheme is so 
resigned that the remaining pits, seven in number, will ultimately 
be included. The power is transmitted from the central power 
house by overhead lines to the distant pits by high-pressure three- 
phase current. The power station contains four Babcock & Wilcox 
boilers in two batteries, each boiler having 2,531 sq. ft. of heating 
surface. There are two Belliss & Morcom self-lubricating three- 
crank triple-expansion engines, direct coupled to two Bruce Peebles 
three-phase 50-period alternators, having exciters on tho same shaft. 
Each set is designed for a continuous output of 420 kw. on a 0'8 
power factor (and for 25 per cent. overload for periods of 2 ours 
at clear intervals of 6 hours) at 3,000 to 3,300 volts when running at 
875 R. P. u. The transformer stations are each designed to containtwo 
200 xw. transformers. To redeem the capital in 20 years the 
company hope to be able to deliver electrical energy to any pit in 
the coalfield for rather less than 0:3d. per Board of Trade unit, and 
with an increased load tbe cost may be even cheaper, owing to 
much of the capital expenditure already incurred belonging to 
possible, and, indeed, probable extensions. After the inspection 
the members were entertained to lunch, when Mr. George Mitchell, 
one of the directors of the company, exprersed the pleasure that it 
had given him to welcome them on behalf of the Lochgelly Ooal 
and Iron Co. He hoped that the day of jealousy amongst coal- 
owners was past, and that, in view of the competition which bad to 
be faced at home and abroad, anything that was good for them in 
the way of cheapening production, was also good for them to learn 
and teach. Mr. McLaren, H.M. Inspector of Miner, in thanking 
the company for their courtesy and hospitality, stated that, in his 
opinion, neither money nor brains had been spared to make the 
Lochgelly pits the first in Fife. He hoped that if any of the 
members had any old installation at any of their mines they would 
get rid of it at once, and install something like that at Lochgelly. 
ещ. & Caldwell, of Glasgow, were the engineers for 
the work. 


Legal.—PostMasTER-GENERAL v. RUSSELL.—In the 
City of London Court, before Judge Lumley Smitb, K C., on 
Tuesday last week, the Postmaster-General sued Mr. W. H. Russell, 
nurseryman, Haverstock Hill, to recover 15s. 7d. for tbe rent of an 
extension telepbone line. The defendant had several other lines, 
about which there was no dispute. Acoording to the report in the 
Standard, the defendant's manager said tbat the extension line 
was absolutely uselees from beginning to end. They never could 
get connected, although he tried to do so over 50 times. At last 
they asked the Postmaster-General to take the machine away, and 
wrote and said that no sensible man would ask them to pay rent 
for the extension. Mr. W. Bregnall, for Sir Robert Hunter, the 
solicitor to the Post Office, said that the extension worked all 
right at first, but there was no responsibility on the Postmaster- 
General to maintain it, or to keep it efficient. If there was any 
error or fault on the part of the engineers, the Crown were not 
responsible, as they were not liable for the faults of any of their 
servants. Judge Lumley Smith said that the contract was a very 
tight one, and he had had similar complaints before. The defendant 
probably did not read the conditions under which he was bound. 
The fact that the extension was out of order was no answer to the 
present claim, and the contract precluded the defendant claiming 
damages. The defendant had trusted to the good feeling of the 
Postmaster-General that he would do his best to keep the exten- 
tion in order, That was all. Judgment was given for the plaintiff, 


with costs. 
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Narben Bros. & THompson, Lrp., v. B. E. Вмттн.—А% Lincoln 
County Court on Tuesdsy, plaintiffs sued Samuel E. Smith, elec- 
trician, Lincoln, for the return of two electrical instruments, or 
£5, their value and damages for detention. Mr. E. E. Payne, 
giving evidence for the plaintitf company, stated that the instru- 
ments were sent to A. O. Smith, Ltd., Lincoln, on loan for exhibi- 
tion purposes in January, 1908. « great many were returned, hnt 
four, including the two electrical measuring instruments, were not. 
He saw the goo?s in defendant's premises on May 26th. Mr. J. G. 
Wiiliams, who appesred for plaintiffs, said that they were only 
suing for two, because they could only prove that two were in 
defendant's possession. Sir G. S. Baker made an order for the 
instruments to be returned iu a week, or, if not returned, a verdict 
for plaintiffs for £5. His Honour stated that he had a letter from 
the defendant asking that the case might be adjourned, as he had 
just received a telephonic message that his wife was seriously ill. 
On inquiry he was told that defendant had gone to Woodhall Spa. 


Rossall School Installation.—The Governors of 
Rossal] School have recently decided to make extensive alterations 
and improvements, including the installation of electricity. 
Mesers. Siemens ате the main contractors, and are using their new 
Stannos wire throughout. A Belliss-Biemens steam dynamo ів 
being provided, and the exhaust steam from this will be used in 
the calorifiers which are being installed to heat the school on the 
centralised hot-water system. A Westinghouse petrol set is also 
being put in. The whele installation is being designed and super- 
vised by Messrs. Lacey, Billar & Leigh, of Westminster and Man- 
chester. The work will be completed before the boys return at the 
end of the summer holidays. 


For Sale.—The Rhyl U.D.C. is offering for sale one 
165-Kw. D.C. steam dynamo, See our advertisement pages to-day 
for particulars. | 

We have received printed particulars of machinery, plant and 
tools, and other effects, of the Auto-Claw Co., Ltd., which are 
offered for sale by tender. They may be viewed on the premises, 
148-150, Curtain Road, E.C., any day up to August 21st, between 
10 a.m. and 1 p.m. Copies of the particulars can be obtained from 


Mr. James Todd, the receiver and manager, at 135, Wool Exchange, 


E.C. 


Colliery Accidents.—It is reported that on Thursday: 
last week, two workmen, David Thomas (46) and Owen Davies (24), 
met their death at the Oribbwr Fawr Colliery, near Porthcawl. 
They were proceeding to their work, and when leaving the tram, 
they slipped, avd, it is said, caught hold of an electric cable, from 
which they received a shock. One of them died instantaneously 
and the other a little later. . 

While working in Auchingiech Colliery, Obryston. on Sunday, 
James M'Mabo», a miner, met his death electrically. M'Mahon was 
engaged splicing a rope with the aid of a portable electric lamp. 
On teking the Jamp from the hook, he received a slight shock, 
causing him to drop tbe lamp, which burst, and apparently thinking 
that the current was thus shut off, he stooped to lift the remains of 
the lamp, when he received the shock which killed bim. 


Up-to-date Bell-Ringing.—The offer of T. C. Keay, 
engineer, for the installation of electric power in connection with 


the ringing of the Old Steeple bell, bas been accepted by the 
Dundee Town Council. ü no^ 


Appointments Vacant.—A salary of £104 yearly, with 
house, coals and light, is offered for an engineer to take charge of 
tbe installation at the large modern lunatic asylum at Bangour, near 
Edinburgh. Candidates must be experienced and fully qualified 
to take charge of the steam and electric plant. 

Foreman of electric light service for Dominica, West Indies 
(£150). Bee our advertisement pages for particulars. 


Mediterranean Push.—Messrs. Gent & Co., Ltd., send 
us the following letter, received by them from Malta, as the sequel 
to the amusing communication which was printed in our issue of 
July 16th, 1909, p. 102 :— 

„Mr. Gent and Co.. 

It is not the first time we had business with many English 
firms under the conditions submitted to you or proposed by them, 
besides many others, as Germans, French and Italians, and always 
came to a conclusion. 

" But, beg pardon, let us state that your well-known firm is one 
of those which we Maltese fellows since have been in the course of 
commerce never met across. 

“Thanking you at last for the great trcuble you had for publishing 
our letter in the ELECTRICAL REVIEW. 

" With many thanks, we remain, 
% MEDITERBANEAN FUSH. 

* N.B.—We beg this time to be kind again to publish our letter, 
and we will pay you for the expense." 


Electrical Employers’ Association of N.S.W.— 
According to an Australian newspaper, the above Association is to 
be formed in Sydney, with cftices at 23, York Street. What led to 
ita formation was the issuance in March last by the Electrical 
Trades Union of New South Wales of a log embracing conditions 
of Jabour, wages to be paid, &c., to the members of their union, 
and sending a copy to each of the firms employing electricians, 
suggesting that a conference be held between their representatives 
and representatives appointed by the employers, with a view of 
getting their special conditions accepted by the employers. It 
was quite imposrib!e for the employers individually to deal with 
this matter, and a meeting was convened by Mr. A. J. Hanson in 
order that the employers might be brought together to consider the 
matter. At one of the meetings it was felt to be very desirable 
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that an associ&tion of all electricalsemployers should be formed in 
order to deal with this particular subject, and with any other matters 
that might arise from time to time affecting the general welfare of 
employers in the electrical industry. On June 3rd it was decided 
that the Association should be formed, aud the following officers 
were elected :—President, Mr. E. J. Erskine; vice-presidents, 
Messrs. W. A. Gosche and A. J. Hanson; general committee, Messers. 
Forbes Mackay, J. E. Donoghue, Kendall, Waddell and Bell; 
treasurer, Mr. Н. R. Sharp; trustees, Messrs. Handley and Warren; 
secretary, Mr. R. Burgin. 


Copper.—The tendency of the market at present ia 
rather obscured. We are informed (U. S. Electrical World, July 
29th) that the managers of the Metal Exchange of New York have 
adopted the recommendations of a Committee which advises them 
to bring their system of selling copper into line with that in use in 
London. This involves quotations in tons of 2,240 1b., the grading 
of the copper under the term “ standard,” and the use of contracts 
worded as the London ones. 

The same paper records a sale to the Western Electric Co. of 
about 12,000 tons, though it does not make direct mention of 
delivery. Presumably, however, this is a trading sale. 

The trade boom appears to be setting in rapidly in the States, 
and would appear to have caused a reversal of policy in speculative 
circles, Indications hitberto bave been all in favour of a '*slump" 
in copper, to be followed by a sharp climb to high prices. In the 
face of a strong genuine demand in the States, however, it is diffi- 
cult to see how this can come about. 


Inquiries.—A correspondent wants a quantity of gas- 
heated thermopiles, and would like to meet with a maker of such. 

A firm is inquiring for makers of electrical hammers for boiler 
riveting, or if not obtainable, for makers of hydraulic hammers 
for the same purpose. 


Correction.— In the article on an © Electrically-Operated 
Fire Pump” on page 210 of our August 6th issue, reference is made 
to a “flexible cable of 60 sq. mm. section.” This should read 
“16 sq. mm.“; and two lines later for “3 x 60 sq. mm." read 
“3 х 16 sq. mm.” 


To Soothe a Savage Breast.—Although some of our 
electrical friends may now be tracking the wily grouse to his lair, 
there are many others left in empty (so-called) London, and to 
these we heartily commend a few evenings with the Moody- 
Manners Opera Company at the Lyric Theatre. This week 
these fine performers have given “Lohengrin,” “Madame 
Butterfly,” Carmen, The Mactersingers,” &c., and music 
lovers who patronise only Italian and German opera, because 
it ia the proper thing to do, will be pleasurably surprised and 
gratified with the superb singing and fine acting of the eminent 
vocalists Mr. Charles Manners bas gathered into his fold. Prin- 
cipals, chorus and orchestra alike are first class; the chorus, indeed. 
is quite a feature, especially in the male-voice department, 
and the wonderful verve displayed, combined with a remarkable 
ability to retain the pitch, is a revelation in operatic chorus 


‘singing. On two consecutive evenings we have been gratified to 


note that the courage and enterprise of Mr. Mennera have 
been rewarded with well-filled houses, and we hope that tbe 
recognition for which he bas for years so manfully striven will no 
longer be denied bim, for he deserves the hearty support of every- 
body to whom singing, acting, playing and scenic effects of the 
first order, appeal. | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ExLgorricaL Review posted as to their movements, | 


Central Station Officials.—On the occasion of his 
marriage, MR. Н. WiLsoN, mains superintendent, has been presented 
by the Maidstone electricity works staff with a marble clock. 

In celebration of the recent marriage of Mr. HABOT¾ůU DICKINSON, 
the manager of the Leeds Corporation Electric Lighting Depart- 
ment, a social gatbering of the officers and workpeople, togetber 
with their wives and lady friends, was held at the Grand Central 
Hotel, on Friday evening, 13th inst., when Mr. Dickinson was pre- 
sented with a grandfather clock and a silver tea and coffee service, 
and other articles subscribed for by the entire staff, numbering 237 
persons, During the evening musical selections were rendered. 


Tramway Officials.— Mn. Tuoxas MEDCALF, general 
manager of the Swindon Corporation Tramways, and formerly in 
the electrical department of the Burnley Corporation, was married 
on Tbursday last week, at Burnley, to Miss Alice Isabella Grey, 
daughter of Alderman Grey, cotton manufacturer, and chairman of 
the Burnley Corporation Electricity Committee. 


General. — Тһе directors of the Suffolk Electricity Supply 
Co., Ltd., and the staffa at Stowmarket, Diss, and Felixstowe, have 
presented a marble clock and a cheque for 10 guineas to Мв. FRANK 
ALLEN ‘accountant) on his marriage. 

Miss E. F. Lewis, supervising telephonist of the Northampton 
Post Office staff, who is about to be married to MR. WILFRID 
AUSTIN, of the staff of the Northampton Electric Light and Power 
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Oo., has been presented by the staff with an old Staffordshire china 


ten set and a silver-plated teapot. 

Мв. A. W. Вгалки is severing his connection with the firm of 
Mills, English & Co., Ltd., Swansea, with whom he has been asso- 
ciated for the last three years (previous to which he was borough 
electrical engineer at Monmouth), and has taken offices at 66, Wind 
Street, Swansea, where he intends to practise as a consulting 
engineer, devoting special attention to colliery and works 
equipment, ; n ` 

Recently at the Parish Church, Plumstead, nesr Cape Town, the 
wedding was solemnised of Мв. Сковок Моанвалр CLARKE, 
M.I.C.E., chief engineer in South Africa for Harper Bros. & Co., of 
London, and consultiog engineer to the Rand Mine Power Supply 
Co., and Miss May Constance Edwards, eldest daughter of Major 
J. P. Edwards, V.D., M.I.E.E., of Branksea, Wynberg, formerly 
chief engineer of the postal telegraphs in Oape Colony. 

It was announced in Wednesday's papers that Siz MATTHEW 
NaTHAN, G. O. M. G, will be appointed Secretary to the Post Office 
in succession to Siz Н. BABrsaTON Вмгтн, K.C.B., C. B. I. He will 
take по his new duties in January next on returning from Natal. 
The Times says that Lieunt.Col. Sir Matthew Nathan, R. E., 
G.C.M.G., was born in 1862, and has had a distinguished adminis- 
trative career. He entered the Royal Engineers in 1880, and 
served in the Nile and Lushai expeditions in 1885 and 1889. In 
1895 he was appainted seeretary to the Colonial Defence Com- 
mittee.. In 1899 he was entrusted with the administration of Sierra 
Leone, and subsequently was made Governor of the Gold Coast, and 
later of Hong Kong. He was appointed Governor of Natal in 1907. 

Mr. Frank бтслвт MILNE, who some time ago left the New- 
castle-upon-Tyne Electric Supply Co., Ltd., to take up an important 
appointment inthe Argentine in connection with the electrical 
department of the State Railways, has, in view of the rapid com- 
mercial expansion of the Republic, commenced business in Buenos 


Ayres as commercial engineer and agent for British railway, 


mecbanical and electrical engineering firms. Associated with him 
as British engineer and secretary is Mn. J. A. SgAGBB, AMICE, 
A.l.E.E., and sny firms desiring representation in Argentina 
»hould communicate with the latter gentleman at his office, Emerson 
Chambers, Newcastle-vpon-Tyne. | 


Obituary.— Носн Erar Harrison. — We announce 
with very deep regret that Mr. Hugh Erat Harrison, B.3c. 
(London), A. M. Inst. . E., M. I. E. E., F. C. S., the Principal of the 
Electrical Standardising, Testing and Training Institution, died 
on Tbursday, Augast 12th. Mr. Harrison was born at West- 
minster in 1359, and was educated at Uciversity College School. 
He matriculated in 1876, and entered University College, where 
he gained a Cloth Workers’ Exhibition in Chemistry and 
Physics in 1577. He studied for a short time in Paris, and subse- 
quently took his degree in 1880 with Honours in Experimertal 
Physics. In the following year he entered the service of the 
Anglo-American Brush Co., and subseqnently became managing 
engineer of the Sheffield branch of the Hammond Electric Ligkt 
and Power Co, Ltd. In 1882 Mr. Harrison organised and became 
Principal of tnis company's Electrical Engineering Ooliege in Red 
Lion Square, London, and when it was closed in 1885 he became 
a partner in the firm of Puillips, Harrison & Hart. On retiring 
from this firm he was appointed Clerk to the Research Committee 
of the Institution of Mechanical Engineers, bat it was in 1889 
that he carried out the work with which his níemory will be 
associated, viz., the organisation and foundation of the Electrical 
Standardising, Testing and Training Institution, Faraday House, 
London, of which he was Principal at the time of his death. He 
drew up the scheme of studies himself, and to the close of last 
term lectured to the students on ''Eiectrical Engineering." In 
addition he organised the Testing Department and superintended 
its work, and in connection with this he was appointed Board of 
Trade Electrical Inspector for Croydon, Tunbridge Wells, Ealing, 
Wimbiedon, Chatham, Godalming and Clacton. . From 1887-1901 
he was Assistant Examiner in Magnetiem and Electricity to the 
Board of Education, and he was one of the delegates sent by the 
Institution of Electrical Engineers.to attend the International 
Electrical Congress held at St. Louis in 1904. He at one time 
contributed largely to the technicai Press, and he has aiso 
written two small text-books for the pupils of Faraday House, 
one upon “ Graphics,” and another on Armatures (first part); 
he was engaged in the preparation of the second part of 
the latter at the time of his decease. He specialised very 
considerably in alternate current work, and in 1693 the 
Editor of Industries credited him with “perhaps the most 
important discovery in alternating current work during the 
last few years.” He was unmarried. Mr. Harrison was a man of 
wide reading, with a well-balanced mind and singularly clear 
jadgment. He was, however, reserved almost to shyness, and 
shrank instinctively from anything approaching publicity. Nervous 
to a degree and highly sensitive, he was nevertheless possessed of 
great tenacity of purpose and strength of will, and those with 
whom he happened to come into active opposition were often 
astonished at the force he disclosed. His favourite recreations 
were golf and yachting, and he was an excellent walker, and for 

ears made it a rule to walk at least 50 miles a week. Latterly, 
wever, due to weak health, he was lesa ative. Extremely fond 
of music, he at one time sang very well, and a few years ago he 
installed an organ at Susséx Place and played on it almost daily. 
One of his chief delights was curio hunting, especially in glass, and 
a competent judge expressed the opinion that his was the finest 
private collection of glass in this country. For reasons which we 
have mentioned above, he was perhaps not as well kuown person- 
ally as his position and abilities might have led one to expect, Lut 
to tcse who were intimate with him, his premature death has 


come as a terrible blow. Of no one could it more truly be said 
that those who knew him best loved him most.” The Faraday 
House Institution which he organised, developed and guided for 
nearly 20 years, will feel his loss acutely; his name had become 
synonymous with it, and the Institution of Electrical Engineers, 
who twice elected him a member of their Council, will feel the 
loss of his thorough learning and shrewd judgment. The funeral 
took place at Golder's Green on Tuesday, among those present 
being the Earl of Crawford, Chairman of the Governors of Faraday 
House; Mr. W. M. Mordey, President of the Institution of Elec- 
‘trical Engineers; Messrs. Robert Hammond, O. P. Sparks, 
W. R. Cooper, d. E. Kingsbury, Н. M. Hobart and Dr. Alexander 
Russell. | : 

WiLLIAM Forp STANLEY.— We regret to place on record the 
death, at the well advanced age of 81 years, of Mr. W. F. Stanley, 
whose name had for so long stood out very prominently among the 
scientific instrument makers of the United Kingdom, indeed of the 
world. It was some 55 years since he commenced business as a 
metal and ivory worker, and, according to the Times, two years 
later he brought out the first simple open stereoscope. For many 
years he bad been engaged designing and manufacturing all classes 
of scientific instruments for Government and other purposes, and 
he also wrote a number of text-books on the subjects in which he had 
so successfully specialised. He shared his success with the people 
of the neighbourhood in which he resided, for upon South Norwood 
he poured out his wealth with exceptional munificence. A public 
hall and art gallery, costing £13,000, the Stanley Technical Trade 
Schools, erected and equipped and amply endowed, representing 

many thousands more, and other gifts, led to Mr. Btanley having 
the honorary freedom of Croydon conferred upon him a couple of 
years ago, and to the unveiling of a clock tower in South Norwood. 

M. WiLsoN, SzgN.—Those who have had dealings with the 
Electrical Standards Laboratory of the Board of Trade will learn 
with regret of the death, after only one day's illness, of Mr. M. 
Wilson, sen. He had served in the R.E. as sapper for over 21 
years and held for seven or eight years the office of storekeeper 
whilst acting as laboratory assistant аё the Chatham School of 
Military Engineering under Major P. Cardew. He has held the 
office of assistant electrician and mechanic to the Board of Trade 
Electrical Standards Laboratory since its inception in 1890, and 
the wide range of practical knowledge which he brought to bear on 
bis duties made his services highly appreciated by all with whom 
he came into contact. | 

Sypmay HOLMES. — We regret to learn that Mr. Sydney 
Holmes, traffic superintendent of the Rhondda Tramways Co, was 
drowned on Saturday last. He was bathingiin the Bristol Channel 
а Penarth, when he got beyond his depth and was carried away by 
the current. | 
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NEW COMPANIES REGISTERED. 


4 


Dynamic Electrical Co., Ltd. (104, 436).— This company was 
registered on August 6th, with a capital of $100,000 in £1 shares, to acquire all 
orany of the undertakings, businesses, properties and assets óf the Dynamic 
Syndicate, Ltd., the Dynamic (French) Syndicate, Ltd., and the Mitcham Elec- 
tric Fan Co., Ltd., to adopt agreements with the said companies and the 
liquidators thereof, and to carry on the business of electricians, engineers, 
makers and manufacturers of and dealers in electric and other motors, fans, 
dynamos, tools, induction coils and other machinery and electrical apparatus, &c. 
The subscribers (with one share each) are:—C. pson, 34, Down Btreet, W., 
stock jobber; T. H. Weguelin, 18, Clifford Street, W., stock jobber; B. E. 
Weguelin, Coombe End, Kingston Hill, stock jobber; J. Fairbairn, 6, Broad 
Street Place, E.C., manager ; C. T. Treacher, 97, Ridgmount Gardens, Francis 
Street, W.O., estate agent; J. Berry, 6, Broad Street Place, E. O., secretary; A. 
Gocdlett, 6, Broad Street Place, E.C., chartered secretary. Minimum cash 
subscription, seven shares. The number of directors is not to be less than 
three or more than nine; the first are C. Simpson, T. H. Weguelin, and B. H. 
Weguelin; qualitication of first directors, one share; of other directors, £100; 
remuneration (except managing director) 4000 each per annum, free of income- 
tax (chairman, £250). 


General Accessories Co., Ltd. (104,464).— This company was 
registered on August 9th, with a capital of 23,000 in £1 shares (1,580 6 per cent. 
preference, 920 5 per cent. preference, and 500 ordinary), to carry on the business 
of manufacturers of and dealers in electrical goods of al! kinds, general mer- 
chants, warehousemen, factors and agents, &c., and to adopt an agreement with 
E. C. Friend. The subscribers (with one share each) are: A. T. Richards, 20, 
Hanbury Road, Hornsey, N., clerk; Miss M. M. Marlow, 49, Dewhirst Road, 
Brook Green, W. Privatecompany. The nnmber of directors is not to be leas 
tban two or more than five; G. X. Markt is permanent director and manager 
with £391 10s. per annum. Registered office, 148-160, Curtain Road, E.C. 


Laing Wharton, Ltd.(104,536).—This company was registered on 
August 12th, with a capital of £8,000 in 2,900 preference shares of £1 each and 
2,000 ordinary shares of 1s. each, to carry on the business of electricians, 
mechanical engineers, makers of and dealers in electricity, suppliers of light, 
heat and power, &c. The subscribers (with опе ordinary ehare) are :—W. R. 
Wildridze, 95, New City Road, Plaistow, clerk; J. W. G. White, 8, Harrcgate 
Road, South Hackney, N.E., clerk. Privatecompany. The number of directors 
is not to be less than two or more than five; the first are H. P. Allison and 
H. J. de Courcy Moore; qualification, one share, Registered by H. J. Moore, 
2, Gresham Buildings, Basinghail Street, Е.С, | 


* 

Geary, Adams & Co., Ltd. (104,463). —Тһів company was regis- 
tered on August 9th, with a capital of £3,000 in 21 shares, to adopted an agree- 
ment with F. C. Geary, and to oarry on the business of electrical installation 
and general engineers and agents, &c. The subscribers (with one share euch) 
аге:--Е. C. Geary, 20, Albany Koad, Wolverhampton, engineer; G. W. M. 
Adams, Bolton Road, Wedne-fleld, Staffs., secretary. Private company. The 
number of directors is not to be less than two or more than tive; the first are 
F. C. Geary and G. W. M. Adams (all permanent; no qualification required) ; 
remuneration as fixed by the company. Registered by Alfred H, Atkins, Ltd., 
21-8, Fetter Lane, Е.С. 
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Midland Electric Wire Co., Ltd. (104,571).— This company 
was registered on August 14th, with a capitel of £5,000 in £1 shares, to acquire 
the business carried on as the Midland Electric Wire Co., and to carry on the 
business of electric cable and insulated wire manufacturers &nd dealers. elec. 
triclans, engineers, &c. The subscribers (with one share each) are:—W, J. 
Levi, 154, Fosse Road South, Leicester, electrical engineer; Miss E. E. 
Levi, 154, Posse Road South, Leicester; G. A. Orme, 27, Abney Street, Leicester, 
secretary; H. W. Griffin, 23, Bt. Albans Road, Leicester, managing clerk; G. 
Hall, Pendene, Stoneygate, Leicester, део. Private company. W. J. 
Levi is manager. Registered by Rawle, Johnstone & Co., 1, Bedford Row, W.C. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Walter’s Electrical Manufacturing Co., Ltd. (94,800).—This 
company's annual return was filed'on July 2nd, when 10,507 shares had been 
taken up out of a nominal capital of £18,000 in 21 shares. £1 per share has 
been called up on 507 shares, resulting in the receipt of 4507. 10,000 is con- 
sidered as paid. Mortgages and charges: £2,600, 


Spanish Telephone Co., Ltd. (41,589).— This company’s annual 
return was filed on July 19th, when 8,600 ordinary and 671 preference shares had 
been taken up out of a nominal capital of £61,0C0 in 8,600 ordinary shares of £10 

ach and 1,250 preference shares of £20 cach. £20 per share has been called up 
on 671 preference, and £10 per share on 2,000 ordinary shares, resulting in the 
receipt of £83,120. £16,000 is considered as paid on 1,600 ordinary. Mortgages 
and charges: Nil. 


А] 

J. 6. White & Co., Ltd. (66,568).—This company’s annual 
re'urn was filed on July 19th, when the entire capital of £2°0,000, in 15,000 
preference shares of £10 each and 50,00 ordinary shares of £1 each, had been 
taken up. £10 per share hag been called up on the preference, resulting in the 
receipt cf 2150,700. £60,000 is considered as paid on the ordinary. Mortgages 
and charges: Nil. 


Electrolytic Alkali Co., Ltd. (64,360).—Particulars of £50,000 
first mortgage debentures, created July 12th, 1909. and secured by trust deed of 
even date (supplemental to a trust deed dated July 9th, 1904), filed pursuant to 
Seo. 93 (8) of the Companies’ (Consolidation) Act, 1008, the amount of the present 
issue being £40,160. Above supplemental deed also registered. Property 
charged: Certain freehold land, buildings, plant and machinery at Middlewich, 
and the company's other property, present and future. Trustees: Liverpool 
Mortgage Insurance Co., Ltd., 6, Castle Street, Liverpool. 


Cryseleo, Ltd. (58,218).—Particulars of £5,000 first and £5,000 
second debentures created by resolutions of June 26th, and secured by trust 
deeds dated July 11th, 1905, filed pursuant to Sec. 98 (8) of the Companies’ (Con- 
solidation) Act, 1908. the amount of present issues being £500 of each series. 
Property charged: The company’s undertaking and property, present and 
future, including uncalled capital. Trustees: A. Baker, Billiter House, Billiter 
Street, E.C. ; and H, B, Deacon, Kempston, Bedford. 


OITY NOTES. 


Great Northern, Piccadilly and Brompton 
: Railway Co. 


Tax twenty-cécond half-yearly meeting of the above company was 
held on August 12th, at Hamilton House, under the chairmanship 
of Six Gro. S. GiB, who, in moving the adoption of the report 
(see KLICTRICAL Review, August 18th, page 267), said the issue of 
share capital to the contractors had now been completed. £75,000 
of debenture stock was issued to tbe contractors during the past 
balf-year, and there remained about £227,000, the bulk of which 
would remain unissued, representing the capitalised valae of rent 
charges created. The number of passengers carried had been 
19,155,883, an increase of 1,709,000, or 9:8 per cent. The increase 
in two years had amounted to the very handsome percentage of 
604. The local traffic was 68j per cent. of the total, and the 
increase in that branch had been about 24 per cent. The through 
traffic was 314 per cent. of the total, and the increase in that branch 
had been 304 percent. The gross revenue was £157,993, an increase 
of £10,229, or 69 per cent. He had practically no comment to 
make on the working expenses, which showed a decrease of £1,578. 
They ran an increased number of trains, and a decreased 
number of cars. The service was working with the 
greatest regularity and success. They only wanted more 
revenue, and that was comipg as fast as one could reasonably 
expect it. The net revenue balance was £84,588, out of which the 
directors had set aside £6,000 as reserve for contingencies and 
renewals. After providing for the preference dividend, the directors 
recommended the payment of a dividend of 1 per cent. on the 
ordinary shares and the carrying forward of £8,352. A great deal 
of new and useful experience was being gained in the working of 
the railway. No one could say beforehand what kind of movement 
woald take place, and to what extent they would succeed in attract- 
ing short-distance passengers, and it was satisfactory to note the 
increase in the number of passengers who paid the larger fares. 
They carried 34 millions of local passengers who paid 3d. during 
the half-year, and the increase in that branch of their traffic was 
12 per cent. The increase in the number of passengers who 
travelled at 2d. fares was only 1°59 per cent., so that it would be 
seen they had a good increase in the number of those who paid the 
larger fares. They also found they got quite a considerable 
number of short-distance passengers. They had carried 22 
millions at 1d. and 1$d., which was nearly 24 per cent. of 
their local traffic, excluding workmen. No doubt these 
fares were too low, but if one could not get more, the traffic of 
these 14. and 14d. fares did at least add to the revenue. They had 
lately taken out a statement showing the average distances that 
their passengers travelled. It was a week's account of a week's 
traffic, and it went to show that those passengers who paid 1d. per 
fare travelled on the average '85 of a mile. Passengers who paid 
14d. fares went 1:27 miles, so that the rate per mile paid by those 


«Ф 


passengers was 1:17 and 1°18 respectively. Taking the whole of the 
traffic, through and local together, the average nce travelled 
was 2'9 miles. The average recepts for through passengers, taking 


. the whole length of the journey, was abont 2:08d. Of course, some 


of this had to be divided between the various companies, so that 
their share had been about 1:664. The average receipte for the 
whole of their traffic were 189d. | 

Іовр GEgoRGE HAMILTON seconded the motion, and the repor 
was adopted without discussion. 


Mersey Railway Co. 


Тнв directors’ report for the half-year ended June 30th, 1909, states 
that the train-mileage ran during the half-year was 384,962 miles, 
as compared with 408,184 during the corresponding six months of 
1908. The passengers conveyed were 5,818,759, as against 5,719,572, 
exclusive of season-ticket holders. The total receipts from all 
sources were £53,228, as compared with £51,784. The working 
expenses, exclusive of the charges for pumping, ventilation and 
lifts, have been £30,810, equal to 57:88 per cent., as against £33,075, 
«qual to 63:87 per cent. for the corresponding six months. These 
charges for pumping, ventilation, and hydraulic lifts, for the past 
half-year amounted to £3,660, equal to 6:88 per cent., as compared 
with £4,070, or at the rate of 7:86 per cent. for the corresponding 
period of 1908. The London office has now been closed, and the 
whole of the staff connected with the administration of the com- 
pany has been concentrated at the general offices at the Central 
Station, Birkenhead. The period during which the payment of 
interest on the debenture stocks (other than the new first perpetual 
stock) is contingent on the revenue available in each separate year, 
and the holders of each of these stocks are entitled to appoint a 
director, will expire on December 31st, 1910, and the directors 
recommend that an application should be made to Parliament 
during the present session for a further extension of the period. In 
view of the progress which continuestobe made in the development 
of the traffic and the reduction of the expenditure, the directors are 
unanimously of opinion that in the interest of all the classes of 
debenture stock holders and also of the holders of the preference 
and ordinary stock, it is desirable to continue the existiog arrange- 
ment and maintain the credit of the undertaking. They hope at an 
early date to submit proposals for that purpose. 


Liverpool Overhead Railway Co. 


THE half-yearly meeting was held at Liverpool on Tuesday, Bir 
W m. Forwood presiding. 

The CHarRMAN, in moving the adoption of the report (Ermo- 
TBICAL' REVIEW, August 13th, page 267), said that there was a 
further shrinkage in revenue, amounting to £2,487, which was 
mainly, if not entirely, due to depression in trade. On the other 
hand, the reduction in the working expenses had saved £3,138. 
This had been accomplished mainly by a more frequent, but less 
rapid, and therefore less expensive train service. The directors 
had also effected other economies, small in themselves, 
but in the aggregate amounting to a considerable sum. They 
had not sacr.ficed efficiency for economy. The economies had 
mainly been effected in running expenses, and not in the cost of 
repairs and renewals. The railway and rolliog stock had been well 
maintained, and had not been allowed to run down. He was not 
confident that they would ever be able to restore their fares to their 
formerlevel They were governed by the fares charged upon the 
Corporation tramways and the Lancashire and Yorkshire Railwsy. 
It was one of the evils of a municipal trading concern like the 
tramways, that they must be worked upon popular lines, rather 
than upon business principles. There had been a severe depreesion 
of trade, which had greatly affected the Liverpool Docks. A 
recovery, however, was already in progress. In America the rising 
tide in trade had set in vigorously, and it could not be long before 
it reached this country. He could see no reason why their traffic 
should not shortly be again as large as it was four years 
Liverpool, after all, remained the greatest port in the Empire; it 
was to-day the only commercial port in the United Kingdom, which 
a modern Atlantic liner conld enter, and was the nearest port to 
the great manufacturing centres. The outcome of their half- 
year was that they carried a balance to their net revenue 
account of £7,601. To this they added the balance brought in from 
last half-year of £4,210, and interest £214, making the total avail- 
able £12,026. Deducting interest payable upon their mortgage 
debentures £4,171, and interest payable upon calls paid in advance, 
they had left a balance available for dividends of £7,696. They 
proposed to pay interest on the 1892 preference shares at the rate of 
5 per cent., which would require £3,000, leaving £4,696 to be carried 
forward. They had carried £1,500, as usual, to the credit of the 
renewal fund, which now amounted to £38,082, and they bad 
thought it wise to strengthen their contingent fund by crediting it 
with £200. 

Мв. G. Н. Roserrson seconded, and the report was adopted. 

It was resolved to pay a dividend of 5 per cent. on the prefer- 
ence shares, ` 


Direct Spanish Telegraph Co., Ltd.—The board have 
decided to pay, in addition to the dividend at the rate of 10 per 
cent. per annum on the preference shares, an interim dividend at 
the rate of 4 per cent. per annum, free of income-tax, on the 
ordinary shares, both for the half-year ended .June 30tb, 1909, and 
payable on October lst next. 
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Baker Street and Waterloo Railway Co. 


Big Gro. 8. GiBB (chairman) presided on August 12th, at 
Hamilton House, over the twenty-second half-yearly general meet- 
ing of the above company. | 

In moving the adoption of the report (see ELEOTRICAL REVIEW, 
August 13th, page 967) ‚ he said the accounts showed a considerable 
improvement in all the main features to which one looked in 
studying railway accounts. Their receipts had gone up, their 
expenses had gone down, and they were able to double tne small 
. dividend which was declared in the first half of 1908. The capital 
account was not now of much interest. It showed capital expendi- 
tare of £71,880, but that merely represented the balances issued to 
contractors. They had carried 14,300,000 passengers, which was 


an increase of nearly 11 per cent. over the corresponding half of . 


1908. The increase had mainly occurred in through passengers. 
Through passengers in the June half of 1908 were 363 per cent. of 
the total, and they were now 40} per cent. The through traffic 
did not yield quite so much money as the local, as they bad to 
divide the receipts with the other companies concerned, but it was 
to the increase of through traffic, due to the co-operation of all the 
companies in their efforts to establish the habit of underground 
traffic, that they looked for considerable advantage in the future. 
The average payment by through passengers came to 2 8d., aud the 
company’s share of that was 1:34. The average of their local traffic, 
including workmen, was 1'548., and the average of the 
total traffis, both through and local, was 146d. Taeir principal 
exchange was with the Piccadilly Tube, with whom they exchanged 
abo it 14 million passengera, Next came the Central London 
Railway, with whom they exchanged 1} million; next the Metro- 
olitan Railway, with just over 1 million; and then the City and 

zuth London, with just under 1 million. The gross revenue was 
£91,510, an increase of £7,951, or 956 per cent. The working 
expenses, notwithstanding the increase of car-mileage, showed a 
de:rease of £3,228, of which £2,100 occurred under the head of 
train-working, and was largely due to the decreased price of 
electric current, which, again, was due to the decreased price of 
coal. They had that year put £4,000 to reserve, as the board 
thought the time had come when they should establish a fund for 
contingencies and renewals. After that reserve, there remained a 
balance of £18,304, out of which the directors recommended the 
payment of the 4 per cent. preference dividend; dividend of 
1j per cent. on the ordinary shares; and an additional dividend of 
14 per cent. on the shares held by shareholders other than the 
Underground Co.—that company having consented to waive tte 
claim to their dividend. This left £1,305 to be carried forward to 
the next half-year. The total working expenses worked out at an 


average of 71d. per passenger, which was an exceedingly low figure. 


It was interesting to consider that figure as showing that the large 
number of passengers they carried at 1d. and 14d. fares did make 
some slight contribution to the company. They were aware that 


the company was authorised to extend the railway from Edgware 


Road to Paddington. Originally it was proposed to have a 
terminus in Bishop’s Road and then the plans were altered to have 
the terminus in Praed Street. There was an idea with some people 
that the Bakerloo Railway should be debarred from extending the 
line beyond Paddington. He confessed when he looked into the 
matter it seemed unwise and unfair in the interests of both the 
company and the public that a permanent physical barrier should 
be placed in the way of further extensions beyond Paddington. He 
would not like to express at that time the desirability of such an 
extension, but the company ought to be perfectly free in a matter of 
that sort. He did not think the construction of a short length of 
line between Edgware Road and Paddington would be profitable, 
for the idea that a large trunk line yielded a large traffic to a line 
like theirs was quite a mistake. A much better gathering ground 
was a populous well built district. After careful consideration, there- 
fore, the board had no hesitation in recommending the abandon- 
ment of the existing powers for the Paddington extension. The 
North-West London Railway Co. was authorised to make a 


tube railway from Victoria to Cricklewood, but had come to ће 


conclusion that the line from E Road to Victoria could not 
pay—a conclusion which he personally thought a wise one. The 
promoters approached them with the statement that they wished to 
abandon the piece of line from Edgware Road to Victoria 
and to construct a line from Edgware Road to Brondesbury 
if the Bakerloo Co. would work that piece of line as a continuous 
line with theirs. The details were very carefully worked out, and a 
working agreement was settled. The Bakerloo was to have nothing 
to ido with the construction of the line, but was to give an 
annual contribution out of the through receipts, and the line was 
to be worked as an extension of the Bakerlco Railway. The 
financial result, they estimated, would bave shown a payment to 
the Bakerloo line of something like £25,000 to £80,000 a year. 
That line would, be thought, have been a much more valuable 
feeder than the Paddington extension. The promoters’ Bill was, 
however, rejected. He did not suppose this would be an end of 
the matter. He understood that the promoters were considering 
what they should do, and it was clear there was a very active desire 
on the part of the inhabitants of the district that the Bakerloo line 
should be extended to this district. If the scheme was again 
brought forward they would welcome it, and would be prepared to 
arrange a similar working agreement with the promoters. This 
might not occur next session, but he did not know. He saw that 
the L.C.O. were considering the promotion of trams down the 
Edgware Road, but whether they would pass Parliament no one 
knew. Some years ago а similar proposal met with great opposi- 
tion on the part of the promoters, and was rejected. In 
any case, so far as that company was concerned, it was 
clearly their right policy to keep themselves quite clear for any 


^ 


development which might occur, As they knew, the Underground 
Co. guaranteed 3 per cent. on their shares during construction, 
and, of courae, the abandonment of the Paddington extension would 
terminate the guarantee. It was clear, however, that the company 
must look to its permanent interests, and these would be best served 
by such abandonment of the extension. 

Мв. А. WIvuis seconded the motion. 

A BHABBHOLDEB asked if the company got the advantage of any 
improvements in the cost of generating electric current by the 
Underground Co. 

The CBAIRMAN said they did во, 

The report was then adopted. 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and 
to grant a quotation to— Р 

British Columbia Electric Railway Co., Ltd, —F'urther issue of £500,000 41 рег 
cent. perpetual consolidated debenture stock, v эмы 
and to allow the following securities to be quoted in the Official 
List — 

Bombay Electric 8upply and Tramways Co., Ltd. —£160,000 5 per cent. second 
mortgage debentures, in lieu of the sorip now quoted. s 

Mexico Tramways Co.—4£1,250,900 6 per cent. 50-year mortgage bonds, m lieu 
of the scrip now quoted. 


Oriental Telephone and Blectric Co., Ltd.—Further issue of £50,000 4 per 
cent, redeemable debenture stock. 


Liverpool District Lighting Co., Ltd.—An interim 
dividend, at the rate of 4 per cent., has been declared for the past 
half-year. 


Mctropolitan District Railway Co.—Sir George Gibb, 
presiding at the half-yearly meeting held at Westminster Palace 
Hotel on August 11th, expressed sstis'action at the results shown 
in the report (see ELRCTRICAL Review, August 13:h, page 265), the 
passengers carried having incrsased'by 11:22 per cent. as compared 
to the corresponding half of the previous year. That improvement 
occurred nearly all over the system. The passenger receipts at 
£254,000 exceeded by £10,900 the receipts of any previous half- 
yesr. Season ticket receipts were up by 34 per cent. The average 


receipt per passenger was 185d. The car-mileage had increased by 


64 percent. An expenditure uf £5,600 upon the alteration of the 
air-worked doors to doors having handles, had made it possible to 
dispense with an excessive number of staff on the trains; these 
men had been absorbed into the general staff. The new doors were 
satisfactory and economical, for on the present car-mileage, air- - 
worked doors would have cost an additional £8,000 per annum. 
There was a net eaving of £8,545 in the cost of current this half- 
year. The accumulated deficiency on the 4 per cert guaranteed 
stock was about 20 per cent. of the nominal value of the stock, and 
the b-ard was now engaged considering a scheme, based on mutual 
concessions of the guaranteed and first preference stockholders, for 
capitalising the deficiency. A meeting will be called later to 
consider this scheme, with a view to promoting a Bill in 
Parliament. n 

Crossley Brothers, Ltd.—The Financial News says 
that the directors have declared an interim dividend of 2 per cent. 
(actual), against 24 per cent. (actual) a year ago. 


Chloride Electrical Storage Co., Ltd.—A financial 
daily says that the directors recommend a dividend for the past 
year of 10 per cent , placing £5,000 to reserve and carrying forward 
£14,200. 


Northampton Electric Light and Power Co., Ltd. 
—The directors have declared an interim dividend of 44 per cent. 
per annum (62d. per share), less income-tax, оп the "B" ordinary 
shares for half-year, payable 17th inst. 


North Metropolitan Tramways Co., Ltd.—Mr. G. 
Richardson presided at Electrical Federation Building on 13th inst., 
over the annual meeting of the-above company. He said that 
there was no alteration in the position since the last meeting. In 
the next report they might be able to recommend a small dividend. 
Mr. J. Devonshire seconded the adoption of the report. 


Electric Sapply Co. of Victoria, Ltd.—The report 
for the year ended March 31st shows, after payment of debenture 
and other interest, a credit balance of £7,760, and, with the amount 
brought forward, there is an available total of £16,342. Deducting 
the preference dividend to March 31st, 1908, and £3,962 for deben- 
ture stock redemption account, there remains (says the Times) a 
balance of £4,581. The dividend on the preferenoe shares to 
March 31st, 1909, amounts to £8,230. 


Switzerland.— The report of Messrs. Brown, Boveri and 
Co., of Baden, for the last financial year shows a net profit of 
£100,112 as contrasted with £94,058 in the preceding 12 months.) 


Lanarkshire Tramways Co.—The sixteenth ordinary 
general meeting of this company was held on Wednesday, at the 
London Offices, 83, Cannon Street, Mr. A. R. Monks, presiding. 
The Chairman formally moved the adoption cf the report (see 
ELECTRICAL Review, August 13tb) which was seconded by Mr. 
H. O. Levis and carried. 
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MARKET QUOTATIONS. 


Wednesday, August 18th. 


ore 
CHEMICALS, ас. , Pho line ones. 
a Acid, 5 ne S percwt. 6/- 
а „ Nitric Hs " as es We o, 23J- 
а ,, Охајіс ee oe ee ae Т] W / 
a. Bulphurie is - i 5/6 
a Ammoniac, Sal a E 42}- Бе 
А Ammonia, Muriate (crystal) .. рег ton p E 
ee oe [T] oe 
: Bleaching powder . oe ee ee 197 £5 10 
a Bisulphide of eaten T ss a £18 
a Borax. ; s Pr са $i £16 Мк 
а Ferro- Silicon ^ NS ae is £12 T 
a PARS Sulphate .. ЕУ ex vi £18 10 M 
a Lead, Nitrate v 225 ^ £26 10 £1 inc. 
a, White Sugar Е és 17 429 10 Vx 
а „  Peroxide .. es ex $5 £82 
a Methylated Spirit .. per gal. 2/6 
a Potassium, Bichromate, in casks per Ib. gad. a 
a Potash, Caustic (75/80 %) .. рег ton 20 ex 
a »" Chlorate .. . ee per Tb. 1 е • 
а ^». Perchlorate ee "m т 81d. 
a Potassium, Cyanide is Big js 7d. x 
а Shellac А và .. percwt. 74/- 48. inc. 
а Sulphate of Magnesia a .. per ton £4 10 E 
а Sulphur, Sublimed Flowers. ji £6 10 
a i Recovered m se ра 25 10 
а әз Lump .. 5s $5 £5 
& Soda, Caustic (рце 70 *) i £10 15 
а ^» lora .. per lb 86а. 
аг. Cr Pus А .. per ton £3 5 
a Sodium Bichromate, casks .. per lb. a ` 
a „ Cyanide (basis 100 %) .. j 1d. " 
METALS, ас. 
b Aluminium Ingots, in ton lots. per ton £80 £10 inc. 
b T Wire, in ton lots "m i £112 КИ 
b Sheet, in ton lots . is £120 s 
9 Babbitt' s metal ingots ^" : £50 to £136 inc. 
c Brass (rolled metal 2 to 12" basis) per lb. 72d. $5 
c „ Tube (brazed) i ds А ва, дее 
є " „ (solid drawn) a » Tid. s 
„ Wire, basis zs ss i 62d. - 
с Copper Tubes (brazed) .. ss a “а. Се 
с 3. » (solid drawn x ER 81d. d 
£ „ Bars (best n .. per ton 472 £1 inc. 
gz „ Sheet ks "m н £72 £1 inc. 
g „ Rod. z% a 472 41 ine. 
€ » (Eleotrolytic) Bars ке 261 10 £1 6 inc. 
е * " Bheets .. 70 478 41 inc. 
e " M Rod vis n £66 £1 inc. 
e „ ‘i H.C. Wire per lb. ёа. èd. inc. 
f Ebonite Rod s Ех T ‘i 3/3 E 
f 1$ : Sheet oe ee es " 8/- 
n German Silver Wire 5% ek 1/6 
h Gutta-percha, fine.. 9 8 vs h 6/6 to 6/6 = 
A India-rubber, Para fine .. ate й 8/3 lid. dec. 
] Iron Pig (Cleveland warrants) .. per ton 50/5 10d. inc. 
„ Wire, galv. No. 8, P.O. qual. We 414 ig 
g Lead, English Ingot we " £12 15 to £12 17 6 T 
m Manganin Wire No. 28 . ee рет lb. 6/6 1/6 dec. 
« Mercury .. per bot. £8 6 "7 
d Mica (in original cases) small .. per lb. 6d. to 1s. M^ 
4 n " „ medium » 2/6 to 4l- * 
„ large ^h 4/6 to 8/6 is 
p Phosphor Bronze, plain castings M 1/ to 1/14 inc. 
p з » rolled bars & rods НЯ 1/14 to 1/8 - 
p n „ rolled strip & sheet X 1/24 to 1/6 3 
o Platinum. ae .. рег ox. 9/- variable. 
e Silicium Bronze Wire .. per lb. ' płd. ba 
r Steel Magnet, in bars ee .. рег ton £55 si 
z Tin, Block (English) oe T - £188 10 to £184 10 £2 inc. 
„ Wire, Nos. 1 to 16. ee per lb. 1/84 bb" 
р White Anti-friction Metals :— 
“White Ant" brand. per ton £35 to £60 os 
k Zinc, Sh't (Vieille Montagne bnd. ) - £25 10 vx 


Quotations supplied by 


h Edward Till & Co, 

4 Bolling & Lowe. 
~ k Morris Ashby, Ltd. 

Richard Johnson & Nephew, Ltd. 

m W.T. Glover å Co., Ltd. 

a P. Ormiston & Sons. 

o Johnson, Matthey & Co., Ltd. 

p The Phosphor Bronze Co., Ltd. 
r W. F. Dennis & Co, 


a G. Boor & Co. 

b The British Aluminium Co., Ltd, 

c Thos. Bolton & Sons, Ltd 

d F. Wiggins & Bons. 

e Frederick 8mith & Co. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., L 


g James & Bhakspeare. 
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Prospectuses. — Membakut Rubber, Vd. — 100,000 
guaranteed shares of £1 each have been offered for subscription at 
par. The concession consists of 6,000 acres near Beaufort, in 
British North Borneo, whereon Para rubber is to be cultivated. 
The Government guarantees 5 per cent. dividend for the next six 
years, and will not charge any export duty on rubber grown on 
the estate for 50 y ears from 1905. 

Sendayan F. A. d.] Hubber Co., Ltd.—40,C00 shares have been 
offered at par. It is estimated ‘that on the 820 acres already 
planted with Para rubber, there are 135,500 trees ranging from 
eight months to nearly three years cld. 


Charing Cross. Euston and Hampstead Railway. 
—The 26th ordinary balf-yearly meeting of tbis company was held 
at the offices, Hamilton House, Victoria Embankment, on Thursday 
of last week. Sir George Gibb presided over the proceedings, 
which were purely formal, and the report was adopted. 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Iw some few departments of the Stock Exchange there is a fair 
amount of business going on. Easy money tends to divert capital 
into the investment markets. American Rails are having wild 
bursts of excitement—and Anglo-American Telegraph Deferred 
thereout draws no small advantage. Rubber shares are fairly 
animated, with prices moving irregalarly. And the Canadian- 
Mexican group is good. 

Of this week’s new issues, the most interesting in at least one 
respect is the Membakut Rubber, Ltd. The company receives a 
guarantee from the Government of British North Borneo of a 
minimum 5 per cent. dividend for six years, after which the 
shareholders who desire to get out will have the right to sell the 
shares to the same Government at par, the purchase to be satisfied 
either by cash or the issue of certificates bearing 5 per cent. 
interest. The novel departure opens up all kinds of future vistas, 
and the speculative fancy wonders what shape of attraction will 
come next. The chairman of the Membakut Rubber, Ltd., is also 
managing director of the British North Borneo Company. 

Following up a substantial rise last week, Mexican Light and 
Power common stock has gained a further 2 points, and the 
Preferred and 5 per cent. bonds are both 1 better. Mexico 
Tramways rose 33, though the company’s 5 per cent. bonds are 
à down. Rio Trams, at 933, showed an advance of 3, and Sao 
Paulos put on 1 at 1514. Canadian General Preferred is 14 higher 
at 1193, the Ordinary remaining at 123. 

This change in the market within a fortnight is due as much to 
bear;purchases as to investment support, although the latter, 
encouraged by the substantial fall that had taken place, was not 
wanting. The chief volume of business is in Rio Trams and 


Mexican Light and Power Common, the rest of the market 


obediently pursuing the paths of prices marked out by the two 
leaders. 

The re-arrangement of the Arglo-Argentine Tramways capital is 
now practically complete, and a steady trade has developed in the 
First and Second Preference shares of the company. The respective 
prices are 4}; snd 4$, while the 4 per cent. Debenture bas risen 1] 
this week, standing now at 924. The 44 per cent. Redeemable 
Debenture atock is 954 middle. United Electric Trams of Monte 
Video are quiet at 51, and the 6 per cent. Cumulative Preference 
were done at the ваше price the other day. А seller of British 
Electric Traction 5 per cent. Perpetual Debenture got 66 for his 
stock. British Columbia Electric Tramways Deferred is a point 
harder, and Calcutta Trams are slightly better. 

Sensational fluctuations in Anglo “А” аге the outstanding 
feature of the Telegraph market. At one time the price was 
whirled up to 208, to return below 20. That the prosperity of 
United States trade and tle activity in the American Railroad 
market are jointly influencing good traffics over the cables there 
can be по doubt, but whether Anglo “A,” on dividend merits, will 
be worth more than 20 for some time to come is open to question. 
The company's Ordioary and Preferred stocks are both a point 
higher. Other American cable companies' issues have not moved, 
and this is by some people construed as meaning that there may be 
more in the Anglo A" rire than meets the casual eye. 

Eastern Telegraph stock rose 3, upon a little steady buying by 
investors. On the other hand, Eastern Extension shares are 
z lower, which ғеешв paradoxical, since the two generally, and 
appropriately, move in company. Alterations in the rest of the 
telegraph list are mainly confined to a few rises of about 4 each in 
some of the Debenture stccks, and telephone descriptions are also 
quiet. United River Plate Ordinary rose a small fraction, and 
National Telephone 4 per cent. Debenture went a trifle. over par. 
American Telephone fell a point. 

The Railway division is fairly firm, and there are a few riser, of 
no particular significance. City and South London has improved, 
and the quiet advance of Central London Ordinary stock continues, 


aliowance being made for the dividend. The prospect of an . 


Anglo-Japanese Exhibition at Shepherd's Bush next year, under 
direct patronage of royal and other powerful houses, encourages the 
hope that the summer of 1910 should be à very good one for the 
Central London and the Metropolitan Railways. Metropolitan 
Consolidated is steady at 40]. but Districts yielded 3 on the hottest 
day, when it was observed that London General Omnibus stock 
rose 2. Even now the price of the latter is only half a dozen points 
above the quotation for Districts, and the chances of a dividend on 
either look equally rosy. Metropolitan Pre-ordinary stocks are 
hardening in value, and to obtain the offer of any amount of stock 
becomes more and more difficult. 

Electricity Supply shares suffer from the usual dog-days de- 
pression. Brompton Ordinary are 10s. down, of which 4s. 64. is 
accounted for by the dividend. The deductions from Charing 
Cross shares have been accompanied by no change in the nominal 
prices, and Metropolitan Ordinary, er 26, 6d., are left at their 
previous level. Chelseas have risen 5s. Newcastle-on-Tyne shares 
were marked down to 4}, but there is no real market in the shares. 

Manutacturing varieties remain strong, and where movements 
occurred they were mostly rises. Callender’s and Henley's are 
better. Castner- Kellner's recorded a small advance, The rest of 
the shares in this department are not altered nominally, but 
actually they are a little firmer on balance. 


v 
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| РТ .  Olosing Closing 
MAME, | “or | Dividends for the last | tions | Quotations 
Bhare. four years. ug. 10th. | Aug. 17th. 
Telegraph Co.'s Nos. 10 No | Nil | Nil | Nil $1— 8 
Debs. . 1 to 1,260 .| 100 6 6 6 8 7 93 — 96 s 8423 
Telegreph, : . | 9100 84, 8 |B% | 146 —147 —i |69 
» Trust, 6% о 70 2,000 ] g1000 |19 |49 14% 149%! 97 — 09 4. | 40 
ee e ee ee Stock 27 У 8) £8 4s. 59 == 61 +1 b 4 8 
a O. D Prei. eo „е | Book > | 6 е 102 —108 +1 515 5 
8,920,770 | Do. do. do,  Delerred — .. . Stock 51 . | „198— 192 *à|204 
41,726 Tant Tel., 6 % Mort. Deb. Btock Red, | 100 41 6 96 | 108 —106 + 4 414 9 
44,000 os. 1 to 44,000 б AT: | 8— 8 e | 4M 1 
9,431,860 Commerelal Gable, Bib Bing. 600 year 4% Deb. Bk, Red, | Stock | 4%) 4% |4% | 4 90 — 92 ~ 47 0 
18,000 Cube Telegraph ee ee ee ee ee ee 10 * a 6 6 t1— 9 ee 6 18 4 
6,000 Do. 10 96 Pref, eo ee ee ee 10 1 y . 10 10 19 — 18 ee б ll. 
19,981 | Direct Telegraph, Ord. „„ өе өө 6 4 © 514 4 21 — a is 6 8 8 
6,000 Do. do. 10 Oum. Pret, oe b 10 ^ ] 10 10 Ей — ee 8 12 8 
| 89,000 Do. do. 1à be, ee ee 50 ‚у . 99 —101 ee 8 16. 8 
60,7101| Direct United States DCN 90 2% : 1: -— 194 .. |.6 187 
48,500 | Dtrect W. India Oable, 44 & Reg. Deb., 1 to 1,800, R. | 100 4% 1 99 —101 . 14 9 1 
6,000,000 Eastern , Ord, ee еә еә ee Stock 1 ; D 1 1 126 —199 48 b 6 l 
2,000,000 Do. АЛ ee oe ee 100 Ay . 84 hay oe 4 00 
1,806,906 ^ po. 4% Mort. Deb. Sock. Red. .. | Stock | 4 % » 14 4 1044—1 КЕ 815 3 
800,000 | Eastern 14 10 7% 511 1 11$— 12 — i 5 17 11 
952,400. 4 96 Stock | 4 & >| 4 4 102 —104 .. | 8 16 Ц 
181,197 Globe Telegraph and ee ве өө ее 10. 6] 5 10} А Б 7-0 
181,197 p Do. do. теси ee ee 10 45 eg 6 14 . 4 59 
150,000 B Neef J igt Mort, Eia 10 |96 18 — T . 619 « 
= p Debe, within Nos, 101,90, Had. V d ae 
— Mackay Compan . ee „ вә 8100 3 4 $ 80 — £4 T 415 8 
Do. à о, 4 Cum. Pret, өө ee oo 100 4 4 74 — 79 — Б 2 
894,190 Marconi's W 968 өө oe ee ee 1 N Nil = ee Nil : 
; 9,680 | Monte Video Telephone Oo., Led. Orx ed. 1 b % 6 ec 607 
. 86,493 Do. do. 5 % Pref, oe 1 |5% 5 m 618 8 
` 9,935,000 | National N Pref. Stock оо c „„ 100 |6 % 6 106 - 197 RE 611 7 
А 8,725,000 Do. 0. Def. Stock ee ee ee 100 6 * 6 193 —195 ee 4 16 0 
15,000 Do. do. 6 саш. ш кте, эө ee 10 6 * 6 16 — 19 e» 511 8 
15,000 Do. do. 6 Саш. $n Pret. ec . 10 6 * 6 10 — 1 . 611 8 
250,000 | Do. do, 6 96 Non-oum. 8rd P., 1 to 900,008 8 5 & b — SH Р 478 
- 000,000 | Do. а 84 : Red.. | Btook | 84% 8) —100 .. | 810 0 
150 8 | оюнан Teles and les 1 20 MIS telly Feld. 4 7 84| наг *À | $6 8 
А en *. 60. ee ^ ea 
-` 50,000 Do. do. do. Prell P T i 14 6 1 ix T 5 8 0 
1 88.405 Pacific в European Tei 44 Debra 1 to 1,000 10 |44 4 99 —101 а à 18 10 
M e T UAE, m А = + 
PI 11.8808 Reuter's oe oe 8 . 5 706— 8 е 4 18 9 
< 15,955 | Telephone Oo. of ‚© 95 Deb. Red, .. .. | 100 4% 4 99 —101 +4 48 8 
—＋ 8,042 | Submarine Cables es. c в | Cert. | 6 X 6 180 —188 T 4 10 11 
"ye? 130,000 | United River Plate Tele hone .. 6 8 % "M m 1 + 5| 5 11 4 
- *F 49,000 Do. b um. Pref, Hos, 1 io 000 b b % 5 96 6 T .410 8 
"ue 89,008 W. Coast of America, 1 to 80,000 & b8,001 to 68, $$ | N e| H— 1 s | 4101 
- > 380,900 4 96 Debs., 1 to 1,500 Eras. Bab. Tel 100 4 4 9% | 99 —101 +4 8 18 10 
. 997,990 Westar п Telegraph, Ds osi Ag rede T 10 |7 is 184— 14 = 5 0 0 
> 800,000 tock Red, ..| 100 |4 4 % | 1024—10 .. | 816 7 
. 2, 88,891 West India and Panama T drach ry е 10 N Nil А NI 
: » 86,508 Do. do. 6 Cum. 1st f. ee ee 10 6 e 6 8 — ae 713 
p^ Do. do. 6 Cum. 2nd Pref. ee ee 10 15 8 — 9 ee 17 9 4 
"A | Do, do. Debs., Nos. 1 to 1,800 ee | 100 696 9616 101 —108 - | 411 1 
xd . | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
640,000 pute: Trams, 5 % Cum. 1st I ою Я | | | 431— 41 96/10} | 95/- 558 
500,000 Do. 2nd Pref., 800,001 to 1,800, 000 | 5 T .. | 4—44 a 00/. а У 460 
Do. T3 beb. Stock + is T ee 4% | 901— 91 92 — 93 92 91g +14 416 2 
Auckland E. Trams, 5 % l: 1st Mort, Deb, Btock 100 695,|569595,/595| 5*5 | 102 —104 102 —104 i co |) we 4 911 
200,000 | Babcock & Wilcox, 1 to 580,000. А 1 |20 Ф 20 % 20 % |20 95 | 4&— 6j. | 4f— 45 $ 400 
Do. do. 6 % Cum. Pret., 1 to 100,000 85 1 6 Ф 6 | 6 % li— 14 li— d is 48 0 0 
60,000 | British Aluminium, Ord., 1 to 40,000 ..  ..  .. 8 |1 $ 1% |7% | 7196 — 1 1- .. |1818 4 
60,000 | Do, do. 195 Cum. Pref. .. ee 5 1981715 i$ li— 14 135— 14 „% | BH..5 
40,100 | Do, do, "A" 696 Cum. Pref, es b 6% 6 6 6 З — 3% З — 84 * 5 14 3 
12.897 Do. do, 4% Funding Certs. .. -— 5 4% 4% 45 | 4 96 24— 33 94— BA , | * 514 7 
124,400 Do. do. 54 % Loch Leven Debs, ee 100 .. | 5396 53% | 54% | 93 — 96 98 — 96 $i ES * 5 7 5 
600,000 | British Columbia E. Rail Def, Ord. Btock .. és 100 6 & 6 |8% |8% | 144 —148 145 —149 1484 148 | +1 416 0 
400,000 Do, Pref, Ord. Stock ө T өө 100 Б 5 5 6 121 —125 121 —125 123 "T Wr 4 10 11 
400,000 | Do, 6% Cum. Perp. Pref. Stock. | 100 |6%/56%/|65%| 6% | 107 —110 107 —110 1094 D^ Se 467 
233,000 Do. 44 95 1st Mort, Debs., 1 to 6,250 . | 40 44% | 4396 | 5 ile 102 —104 102 —104 Y SLE Б "WE AP | 
212,600 Do, 4 Vancouver Power Debs. 1 to 2, 200 | 100 d | 44% | 44% | 4495 | 101 —104 101 —104 s Nil 
188,800] | British Electric Traction - 10 8 % | Nil | Nil | Nil à— 1 à— 1 = 6 0 0 
161,487 ро, до. 6 Cum. Pref. ea 10 6 % | 6 & B 96 | 14% 2 — 24 2 — 74 T * 5 16 8 
1,478,658 Do, do, 5 % Perp. Deb. Stock .. Stock 5 96 | 5 50 5 | 85 — 88 85 — 88 864 85 614 4 
628,986 Do, йо, 44 % 2nd Deb. Stock Red, | 100 3 44% | 44% | 44% | 63 — 67 68 — 67 Mw is 6 9 0 
100,000 British Insulated and Helsby Cables А b 8 10 10 % 1:0 % Ti— 727 72— 73 78 411 8 
100,000 Do. do, 6 95 Cum. Pref. Б 69% 16% 16% 6 6&— 64 6$— 64 6,5 4 411 
600,000 Do. do. 44 96 1st Mort. Deb. Red. 100 44% | 44% | 44% | 44% | 103 — 106 103 —106 ae 4 18 11 
904,911 —— рах 4 Га Mort. Debs. i 100 44% 445 44% | 44% | 91 — 96 91 — 96 4 на 
tish Westinghouse 6 ef., 1 to 200,000 an Би Менә ү; =~ » ыз” хе | 
400,000 | { 255 001 tc 475,00] 5 Nu N Ni | NU | д— у A А 6/3 4 
1,016,358 Do. Мон. Deb.Btock .. | 100 4% 4% 4% 4% | £8 — 42 — 42 А Nil 
50,000 || Browett, Lindley ёё” А ee oo | 1 | Ni, Nil | Nil, Nil ta— +h = tA P Nil 
60,000 |: Do. do. 8 Cum. Pref, . 1 | Nil, мі) Nil | Nil | 14/6 to 15/6 1 * "s [6 EN Nil 
140,976 Brush Electrical Engineering, Ord., 1 to 106, 781 . 2 | 24% | Nil, Nil! Nil 0— 8 | ee oo | Nii 
000 Do. do, Non-cum, 6% Pref. .. 2 69| Nil | Nil| Nil 0— 8 —- t * 9 8 8 
125,000 Do. do. 43 Регр. Deb. Stom. | Stock | um 44% | 44% | 44% | 49 — 48 43 =, | 43 oe | 14 10 2 
195,000 Do. do. 96 Perp. 2nd Deb. Btock.. | Btock 4496 | 445 d 44% 27 — ЗІ 27 — 81 va К * 412 2 
187,610 | Calcutta Trams, 1 to 187,610 .. b 8 8 6 44% | 44— 44 4,9 — 4H 97/44 | oe +515 0 0 
45,804 Do. 6 % Cum. Pref., Nos. 1 to 99,830. . b 5 5 5 % 4{— 5 44— 6 és PA ie 410 0 
B60,000 Do. 44% 1st Deb. Віоск.. _. ‚| 100 44% | 44% | 44% | 44% | 97 —100 97 —100 993 99 6 16 6 
86,000 | Callender's Cable Construction shares 5 15 % 15 9% 15 % |15 % | 10 — 102 ИҢ - 11 108 10} + 3 418 1 
40,000 Do, do, 6% Cum. Pref. Б 5% | 5 „ 5 5 64 — БВ | 577 exu 44 6 
800,000 Do, do. 44% lst Mort, Deb. Btock Red. Btock | 44% | 44% | 44% | 44% | 1044 —1064 1041 “1065 R | Nil 
491,299 | Cape E. Trams., 1 to 491,299 .. . 1 Nil | Nil | Nil | Nil i- d &— Dx с, qu 60. 
450,000 | Castner- Kellner L TWO : М 450,000 .. 1 6 % | в % |19 1230 lá— 2 112— 2 d 40/6 40- | + $4 о 
910,158 Do. lst Mort, Deb. Btock | 100 | 44% 44% | 44% | 4 95 | 104 —107 105 —108 = i Кт. 314 1 
1,890,690 | Central anion “Найма, rà. Stock. „Stock 4% | 4% 8 9 | 8% | 62 — 64 61 — 63 613 = 5 8 2 
554,655 Do, do, 4% Pref, Btock .. „Stock |4% 4 |495,|4 9 | 88 — 8 81 — 88 = =й 416 2 
564,655 Do, do. Det. do Stock 4 4% 2% | 24% 13 — 45 48 — 45 | 44 ll 1 
LS | City and South London Railway - өө те liie y 14% | gh% | 2% | 14% | 81 — 82 BlA— 824 827 13 112 4 
85,000 а рутер а 15 | 94% | 5 bid dd )-— 1— 1 = 15 0.0 
B or eg. Debs., 1 to н P А 
1000004 —— goo ot £100, and 901 to 11,000 of 450 Hed. } | 90—$98 | .. 6 76 
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SHARE LIST OF ELECTRICAL COMPANIES. -(0estinued,) | | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oontineed) 


Present Bock | Dividends for the ee | aeree T 
| NAMB, or ; Quotations Quotations week ended Yield 
_ imu Share. last four years. Aug. 10th, Aug. 17th, | Aug. 17th. 1909. Fall per cent, 
900,000 * t. 10 Г] 190. 1908. а 5 n 
Dick, Kerr & Oo. 1 to 960 us AS. 1 [10 10 % 10 
08.000 д0, е СГА v 1 |6% 6 x: 5 ка 4 16 0 
271,080 é 4 96 Deb. Stock .. és .. | 100 £3 4 z 4765 
60,000 Dublin United 6 * Pref., 1 to 60,000; 10 | 6 6 6 *- — | 478 
99,961 | Edison & Swan Utd., “А '' shs., гарат юж) Б 4 4 |a% | 1 oe 00 
15.180 ; ' shares, 019, x 4% | 48% | 23% | 23% 8 6 8 
67,720 Do. 5% ind De Block Prov. Corte. all pa. 100 |5 6 5 5 & d. 5 U 4 
112,100 | Eleo 1 0 119,1 А 9. | Nü | NÜ | Nil | Ni 25 Nu 
,800 do. 7% Cum. Pref., 1 to 81,890.. я |1 1 1 1%, , 913 1 
96,000 | General Electric Oo. ( ,U . Pref, s. 10 |5 5 5 5% 85 650 
"800,000 do тё Deb. .. Stock 4 4 1 4% vs 4101 
78,000 | Gt, N. A Rail. Pref. Orå. RAN 4 J T o 78,000 10 |4 4 4% | Nil ya 618 4 
96,000 | Greenwood emer ao Pref, $$. "WA 1 7 7 a - 610 8 
80,000 б Debs. **| 10. |5%|5% 15955165 . 4 1610 
2 Henle eg (W. 405 Teegreph Works, Ord, .. d. ев б 15% |16 i 15 ti : xi 18 
160,000 Do. 5 Mort. Deb. Btoók Stock 4 d . 439 
60,000 | India-Rubber, en percha ph Works.. 10 1 10 10 10 % +3 | 613 4 
81,000 Liverpool Overh way, ee | 10 Nil | N à Nil v Nil 
10,000 |+ Do. do. fully paid .| 10 [s 5 5 5 7 .. |1000 
600,070 | London United Trams. „йө, pr | 10 |89 37 |в Nil ч Nil 
899,960 Ó do. 008 to <] 10 189 8518 Nil is Nil 
: 195,000 Do. do. + and Pref., 1 to 195 10 |5 5 5 410 — 1 |15 8 4 
1,881,000 Do. do. 4% 1st Mort. Deb. . | 100 |4 4 ү 4 А 5 12 8 
6,189,062 | Metropolitan Consolida 3 1 Je — | 146 
2,640,914 „ Surplus Land.  ..| 100 d, — |421 
"d M liten District ee "Оға ee ee ее um il il 1% — i Nil 
» etropo Electric Trams. s ee e e ee ee ee — oe 
814,016 : do. : AD: ; 1 | Nọ | Nü Nil ES e Nü 
ee Be tS E IS: ЕЧ 
$10,823,200 | Mexico Trams Co., Common Stock e е » EM is +94 oe 
$9,000,000 Do. 1st Mort. 50-year 6% Gid. Вав, | .. „ +14 | 6 2 0 
945,500 | Potteries Electric Traction es ee 1 14 4 4 Nil " T 
945,500 Do. 6% Cum. Pref. .. of .. 1 |6 6 5 5 2 6 17 11 
945,000 Do. 44% Deb. Stock .. . .. oo | 100 | 44% | & 43 i 5 12 
87,860 Telegraph Consta on and Maintenance . 19 |59, 15 ( 15 | 210 9 
140,000! 496 Deb. Bds., 1 01 Red., 1900 100 4 4 4 4 25 8 18 10 
1380 800 Underground Electric Railway, 6% Pr or Lien .. xs is M e | 5 ds 416 7 
‚000 Do. те ee es ea ee ee 43 +1 5 1 2 
4. 900, 000 Do. Income Bonds e: is e i "E “з T 
66,666 | Willans & Robinson, 1 ,000 & 80,001 to 116,066 б ми. Nil 10 Nil os vs 
66,666 Do. 6 A 000 & 195,001 to 141,686 1 Nil: .. |6 6% . 118 5 
945,495 рото Оле p: 4% 4% 4 „ 4 4 600 


15,000 | Bromley (Kent) E.L. & P., Lio 15,00, Wd. ee x. 4 4 4 з F Р 610 0 
70.(00 do. tà % ist. deb. stock 100 443 d d 08: 96 1 08: os 2 s e | 418 9 
80,449 | Brompton & Kens, m^ Lt. P., Ord., 1 to 90,000 6 10 4 10 % 10 8 — p? 7à— 8 xd ; 660 
9,51 Do. T% Cum. Pret, 5.19% 1 1 8 — 8} 74- 8xd 7i ; de 476 
886, 16 EN marty ad a Deb. Stock .. 100 | 4% 4 4 97 —100 97 — 100 y ix s3 818 5 
B0, 00 | Charing Cross кону ваар. 8 159 5 5% 4— 43 4— 4 vs . : 611 1 
B0, 00 i 6 44 43% | 4— 5 43— 5 9034 410 0 
80, 00 Do. n Vndertaxing ^ b Cum. Fri. 6 4% % — 4i — 4 $ vs : 6 110 
- 445, 86 Do. 4% Deb. Stock Red. ..| 10 [44 4 4% | 96 — 99 96 — 99 кі 5 . | 819 3 
49, 86 Chelsea Blectricity Bappi Ord.  .. sé 5 16% 44% 4à — 8 vs 691 
1%, 00! Ца b. Stock Red. Stock 4% 4 100 —108 100 —103 t ee e oe 4 1 б 
90,5... | City of London Elec. Ligh g, Ога. 40,001—110,608 | 10 6 & |6% |6 6 10g— 104 l0à— 101 102 591 
40,000 Do. 6 % Cum. ‚1 10 |64 |64 6 6 113— 129 112— 193 » 413 4 
400,0001 Do. 5% Db. Stk., Sorip.(iss.at115)allpd, | .. 5 15415 5 121 —12 121 —194 408 
800,000 2nd. Db. Stk., Prov. Cris., all pd. | 100 | 44% X | 44% | 44 —102 99 —102 ; 483 
50,000 | County of Durham cal Power, Ord. .. 6 47 152 y 9j— 8i es 2s 8 6 8 
50,000 Do. o. do. 5% : 5 V 5 |5 5%} B— — 83 2: 73M 
950,000 do. do. 5% lst Mtg. Deb. | Stock | .. | .. | 5 — 9 994— 954 | ae SQ. | 649 
40,000 8 of London Electric Lighting, Ord. 1—40,000 5 695,165 b 38— 7j— Bs 613 
65,000 do, 6 % Pref., 40,001—60,000 | 10 6 J 6 „6 J 6 10- 11 104— 11 691 
Do. do. Deb. ж uec 4 108 —106 108 —106 1053 : 4 4H 
400,600 Do. do. and. Deb. Stock 4 100 —108 100 —103 is > 4 15 
. B0,000 EAmundson's Electric Corporation, Ord. a..| 5 4 il — — ie s Nil 
. - 80,000 7 do. f. 69% |8 Nil| Nil Е : a Nil 
490,500 Do. do. 44 % lst Mort, Deb. Btk, | 1 4% | 4405 | 48% | 44% | 68 — 61 58 — 61 — 143437 
$8,150,000 | Electrical Dev. Co. of Ontario, 6% latMtg.Gold Buds. $500 | .. | .. | |в B44— 8ia— 864 87 854 616 8 
10,000 Folkestone, 1 to 10,008 ee ее 5 5a 5 bà 64 4 zd 1$— bà oe eo 6 T 4 
10,000 Do. 5 Cum. Prel., 1 60 10,00  .. .. 5 |6 5 5 5 b — Ба 5— à es vs 410 9 
90,000 Do. 4p lst Deb. Block  .. .. .., 100 4 97 —100 97 —100 » a . | 410 0 
15,000 | Hove, 1 to 15 de AS. e t б 195519 Hi 7à— "à | "à— 7g = „ | Sil 6 
$1,376,000 | Kaministiquia Power Co., 5 % Gold Bnds. ..  ..| .. "ag mer Mog Г 98 —101 98 —101 . 419 0 
21,000 | Kensington and Enightebridge Electric Ord. ге 6 [10 10 10 8% 68— "à 68— € d — i 516 4 
90,000 Do. do. do. 4% Deben. ВЕК, Stock 47 4K 1 | < 95 — 98 95 — 98 "s 4 18 
111,000 | London Blectrio Supply uh ted, Ord. 8 44 |44 ½ 8 12— 7 M- 2 416 0 
682255 | ро, moore! 5 % 1si Mort, Deb. Bk. Red. | Btock i 14 93 — 97 98 — 97 123 
200,000 | Me ectric Bupp! "à 04,18 Б 4j— 4 4j— 4 87/6 
76,191 “to, un, Bre 1 108 is В 4205 : 4- 55 x 410 0 
985,000: Do. tot Mort. Beben Stack nn ere 44% | 105 —108 105 —108 n 4834 
98,0001 Do. Mort. Deben. Stock Redem, | Stock B sy - E3à — B6 к К 4 01 
5,000,000 | Mexioan Bleotrio Light Co., 5% let Mtg. Gold Врав | 64 54654 5% | 8 — 8 884— 84 m 517 8 
18,586,000 | Do, Licht and Power Со., Ltd., Common .. $100 |. |. |. % 70 — 74 72 — 76 75 32 | ча [14 1 
$2,400,000 | Ро. do. 7% Cum. Pref. Btk, | Bock | .. | .. | .. 7% | 105 10 106 —110 1 4011619 
$12,000,000} Ро. do. 5% Ist Mtg.GoldBnds,| .. "- am NNI 85 — 87 85 — 88 87 87 +1 | 618 8 
950,000 | Midland Electrio SCC 44 % lst Mort. Deb. 100 | 44 4% | 44% | 94 — 87 94 — 97 І . | 432 9 
180,491 | Newcastle-on-Tyne 87,600 4. | 6 [в ва вао 48— 53 1— 4 x a |-8|3257 
181,500 x thee — 5 % Prel., 1 to 187.500 c 5 6 5 4 5 & 505 18 — ök 42 — Н, к . 600 
[*) e 1 ectric rower Bu 0. 
126,500 ши 5 Mortgs ges (Red.), Nos. рві Co. 100 oe | ee | oe | ee | 99 — 101 99 —101 : : | i 
10 1 өс 0 18 S. ee ee ee 10 1l — 19 ll — 12 ee ee 
30000 Oxford, 1 to 96 and 407 to 20,810 ee ев os 5 n n 1 1% — 6 — ki ee 6 1 ^ 
50000 | Do. 496 Deb. Stock ..| 100 |44149 14 | а | 95— r 95 — #8 Hi i an e 
119,694 | River Plate Eloty. Со. Ord. Nos. 1 to 190,501 1% 6 % 8 „ 1&— im | 14— Ids 573 
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SOME LEGAL QUESTIONS RELATING TO 
ELECTRIC FITTINGS AND METERS. 


[FROM OUR LEGAL CORRESPONDENT. | 


Ir is proposed in the present article to discuss some of the 
questions which are often arising in relation to fittings. 


They may belong to the company or to the consumer, and nice 


legal problems occasionally arise as to the right of inspection 
and so forth. 

Sec. 24 of the Electric Lighting Act, 1882, provides that 
any officer appointed by the undertakers, may at all reason- 
able times enter any premises to which electricity is, or has 
been, supplied by the undertakers, in order to inspect the 
electric lines, meters, accumulators, fittings, works, and 
apparatus, for the supply of electricity belonging to the 
undertakers, and for the purpose of ascertaining the quantity 
of electricity consumed or supplied, or where the undertakers 
are authorised to take away or cut off the supply of elec- 
tricity from any premises, forthe purpose of removing any 
electric lines, accumulators, fittings, works or apparatus 
belonging to the undertakers, repairing all damage caused 
by such entry, inspection, or removal. The powers conferred 
by this section must not, however, be arbitrarily exercised. 
Due notice of an intended visit should be given, for it was 
decided in Brompton, &c., Electricity Supply Oo. v. Shad- 
forth (ELECTRICAL Review, July 24th, 1903), that where 
& consumer refused to allow inspectors to come into her house 
unless she received previous notice of their visit, an 
injunction ought not to be granted to restrain her. Electric 
fittings are also protected from distress for rent. Thus, by 
Sec. 25 of the Electrio Lighting Act, 1882, where any 
electric lines, meters, accumulators, fittings, works, or 
apparatus belonging to the undertakers (i.c., the local 
authority or company supplying electricity) are placed upon 
any premises for the purpose of supplying electricity, they 
shall Бе subject to protection. In the ordinary way they 
might be seized by a landlord whose rent was in arrear ; but 
this section provides that they shall not be subject 
to distress, or to the landlord’s remedy for rent of 
the premises where the same may be, nor be taken 
in execution under any process of a Court of law 
or equity, or apy proceedings in bankruptcy against the 
person in whose possession the same may be. This affords 
considerable protection to the undertakers. Very often when 
a tenant does a moonlight flit the only articles of veríue left 
on the кое are the electrical fittings, which the landlord 
would be glad to sell in order to satisfy some part of his 
claim for rent outatanding. 

Bat what are fittings within the meaning of this section ? 


Wires, and pipes through which wires are carried, naturally 


come under this heading, but there are other things not во 
easy to classify. It was decided under Sec. 14 of the Gas- 
works Clauses Act, 1871, which is similar to the above, that 
а gas stove let for hire is a “ fitting for the gas ” within the 
meaning of that section, and is therefore not subject to 
distress for rent (see Gas Light and Coke Co. v. Hardy, 
1886, 17 Q.B.D., 619). It would seem to follow from this 
that electric stoves, kettles, motore, fans and electric irons, 
if hired out, by the supply authority to the consumer, would 
not be subject to distress by the landlord. 

A nice question may sometimes arise as to whether electric 
fittings let on hire by the supply authority vest in the 
trustee in bankruptcy of the consumer. The law of bank- 
ruptcy provides that goods which are in the order and dis- 
position of the bankrupt, with the consent of the true owner 
at the date of his bankruptcy, shall vest in the trustee for 
the benefit of the creditors. And this is right ; for credit 
is naturally given to a man upon the strength of the goods 
which he has on his premises. But where it is well known 
that certain classes of goods are customarily lent on hire, 
the presumption that they belong to the bankrupt does not 
"arise; For instance, the custom of hotel keepers to hire 

. furniture is so well known that such furniture does not vest 
in the trustees in bankruptcy of the hotel proprietor. It 
has long been the practice of the gas companies to hire out 
gas stoves to consumers; and questions arise from time to 
time as to the power of local authorities supplying elec- 


` tricity to deal tn fittings. It is common to find in the 


Acta of local authorities a special clause enabling them to 
gell, hire, let, but not to manufacture lamps, meters, electric 
fittings, &c. The terms of such clauses vary somewhat. In 


. the Nottingham Corporation Act, 1899, Sec. 4, the power 


conferred is to provide and let, &c., but not manufacture, 
* Jamps, meters, electric lines, fittings, apparatus and things 
for lighting and motive purposes for which electric energy 
can or may be used, or otherwise necessary or proper for the 
supply, distribution, consumption or use of electrical energy." 
The Manchester Corporation (General Powers) Act, 1898, 
after the usual wide powers, contains these words : * Elec- 
trical motors and apparatus for the use of electricity for 
motive power and other purposes.” The Halifax Corporation 
Act, 1898, is even wider in its terms. It authorises the 
Corporation “ to purchase, hire, sell, let on hire, or otherwise 
deal with dynamos, electric motors, accumulators, meters, 


burners, arc and other lamps, fittings, wires, plant, engines, 


conductors, machinery, apparatus and appliances for and in 
relation to the production, supply, distribution or utilisation 
of electricity, or required or used for or in connection with 
their electrical works and undertaking. . . ." = 

The case of the Attorney-General v. the Mayor, &c., of 
Barnstaple (ELEC. Rev., Vol. 52, p. 766) showed clearly 
that it is not competent for an electrical company supply- 
ing electric light to supply electric fittings without an 
express provision to that effect in the Act under which they 
work. It appeared that in 1900 the defendant Corporation 
obtained from the Board of Trade a provisional order. In 
the summer of 1902 they circularised the ratepayers, and . 
gave out that they were prepared to supply electric fittings, 
and fit them up in private houses. Two ratepayers moved 
the Attorney-General to bring an action, and as a result of 
the litigation, the Corporation consented to the following 
order : * The Corporation undertake not to do any further 
installations for customers, or to expend any further moneys 
on private installations except in pursuance of obligations 
already entered into." | 

The question whether a tenant for life has power to lay 
down and charge out of capital for electric plant put in by 
him has been considered in many cases. In re Lord Lecon- 
field’s Settled Estates, which was heard by Mr. Justice 
Kekewich some years ago, а summons was teken out under 
the Settled Lands Acts by the tenant for life in possession 
of the certain settled estates in England, asking that the 
trust might be directed to apply certain capital money in 
their hands in recouping the applicant the following sums 
expended by him out of his own moneys: — (1) 
£4,891 19s. 7d. for the construction of a new drainege вув- 
tem for the principal mansion house; (2) £3,299 9s. 10d. 
for the erection of an engine house for the engines which 
Supplied the principal mansion house with electric light. 
The Settled Lands Act, 1882, Sec. 25, provides that, im- 
provements authorised by the Act to be made with capital 
trust moneys are works for (Sub-Sec. (1)) drainage, and 
(Sub-Sec. (2)) saw mills, scutch mills and other mills, water- 
wheele, engine houses and kilns, which will increase the 
value of the settled land for agricultural purposes, or as 
woodland or otherwise. It was held that, assuming that 
the engine house would increase the value of the settled 
land, taking settled land to include the principal mansion 
house, yet it would not increase its value “ for agricultural 
purposes or as woodland or otherwise " within the meaning 
of Sub-Sec. 12, and that its expense could not therefore be 
allowed out of capital moneys; but it was held also that 
the cost of the new drainage system could be allowed, for it 
was not a case of mere addition but a completely new syetem 
and a permanent improvement. This decision appears to 
be somewhat incomprehensible to the non-legal mind. The 
tenant for life was allowed to spend a considerable sum of 
money on the drains for the house, but was not permitted to 
put down an electric lighting plant. 

Yet, in the existing conditions of modern society, it is 
almost a sine qud non that a country gentleman’s house shall 
be properly lit. A-glance at the date of the Settled Land 
Act is sufficient to explain this anomaly. That measure 
was passed in the same year as the first Pablic Electric Light- 
ing Act. At that time, electricity was only in its infancy, 
and the fact that it has long since come to stay, and that, as 
a source of light, it is practically a common necessity, ought 
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to afford sufficient justification for an amendment of the 


Settled Lands Act. . A short section might easily be drafted, 
which would give the Court power to decree that a tenant 
for life may spend part of his capital on electric lighting. 
The point was again raised in the case of in re Blagrave’s 
Settled Estates (ELECTRICAL REVIEW, Vol. 52, p. 383). Mr. 
Justice Joyce held (following Mr. Justice Backley in re 
Clarke, 1902, 2 Ch., 327) that this was not an improve- 
ment which could be paid for out of capital within the mean- 
ing of the Settled Lands Act (Sec. 25). When the case 
came before the Court of Appeal, this decision was upheld, 
but Lord Justice Cozens-Hardy threw out the interesting 
suggestion that it would be desirable to extend the Acts 
so as to allow provision to be made for supplying gas or 
electric lighting to a mansion house. This, however, was 
a matter for the Legislature, not for the Court, to decide. 
Under the heading Electric Fittings, the questions affecting 
the validity and effect of the free-wiring agreement appears 


to fiad a proper place. In the London Electric Supply Cor- - 
poration, Ltd., v. Priddis (18 T. L. R. 64) an agreement made 


between the plaintiffs, the National Electric Free Wiring 
Co., Ltd., and the defendant on February 17th, 1898, con- 
tained (inler alia) the following clauses: (2) The Wiring 
Co. will in а proper manner and in accordance with the 
regulations of the fire insurance companies, and free of coat to 
the consumer, furnish and fit up on the said premises the 
necessary wires and fittings for electric lighting, hereinafter 
called the installation.“ Clause 4 gave the defendant an 
option of purchase in a certain event. Clause 7 provided : 
* The consumer shall until purchase as aforesaid pay quar- 
terly to the supply company for the use of the installation 
34. per Board of Trade unit for every unit of electrical energy 
supplied to the eaid premises, and the minimum payment in 
any year shall be 18. for each 8-c.P. lamp or its equivalent 
installed.” Olause 8 contained a proviso for recovery in 
case of non-payment. The defendant used no electricity 
supplied by the plaintiffs from Jane to September, 1900. 
They sued in the Oounty Court for the sum of £1 68. 9d., 
being the minimum provided by Olause 7 supra. It was 
held, on appeal, that the installation had clearly been put 
in on the terms that the customer should have the right to 
purchase after five years, and that during those years he was 
liable to pay a minimum rent, whether he used the current 
or not. The case was sent back for a new trial. 

. OF all electric fittings to be found on the consumer's 
premises, the meter, which is usually hired out to him by 
the oompany, is likely to be productive of the greatest amount 
of trouble. : 

The register of a gas meter is рейлӣ facie evidence of the 
quantity congumed, and two justices are empowered to settle 
differences between the company and the consumer. (See 
34 and 35 Vict., C. 41, Sec. 23.) In the case of the Gas 
Light and Coke Co. v. Oree, 1897, 61 J.P. 699, it was laid 
‚ down that where the only evidence of the amount is afforded 
by the meter, the Court will be unwilling to go behind it. 
There is no reported case in which a complainant has 
challenged the accuracy of a meter by appealing to an 
independent authority. / 

In the case of electricity supply, the meter register 
is still more conclusive. If any difference arises between 
any consumer and the undertakers as to whether any meter, 
whereby the value of the supply is ascertained (whether 
belonging to the consumer or to the undertakers), is, or is 
not, in proper order for correctly registering the value, or as 
to whether the value has been correctly registered by the 
meter, that difference is to be determined upon the appli- 
cation of either party by an electric inspector, or, where the 
local authority are the consumers, by an inspector appointed 
by the Board of Trade. The inspector has jarisdiction over 
the costs of the inquiry, and his finding is conclusive and 
binding on the parties. Subject to the inquiry, the register 
of an electric meter is conclusive evidence of the value of 
the supply in the absence of fraud. (Electric Lighting 
(Clauses) Act, 1899, Sec. 57.) 

As to the finality of the decision of a Government inspector, 
it is worthy of note that in the case of the Wandsworth and 
Patney Gas Co. v. Rye (31 Sol. J. 633) the accuracy of a 
gas meter, sworn to be perfectly accurate by a Government 
inspector, was successfully disputed, по» by the production 
of any expert evidence, but merely by the sworn testimony 


of the plaintiff and his servants, who deposed that less gas 
had been used in the quarter immediately preceding that for 
which the company sought to charge. The authority of this 
decision, which comes from an inferior court, is doubtful. 
Should the methods of supply and charge be altered, 
undertakers are bound to defray the expense of providing 
new meters to their consdmers (Electric Lighting (Clauses) 
Act, 1899, Sec. 58.) It sometimes happens that a serious 
defect in a meter remains undiscovered over a long period of 


time. The consequence is that a consumer may be over- 


charged or—as more rarely happens—considerably under- 
charged for the amount of gas or other commodity consumed 
by him. In such circumstances there is authority for saying 
that, in so far as any claim is not barred by the Statate of 
Limitation (which prevents a debt being recovered after a 
lapse of six years) the injured party is entitled to redress. 
In the case of the South Metropolitan Gas Co. v. the Mayor, 
&c., of Bermondsey (the Times, May 18th, 1901), an action 
was brought to recover the sum of £884, the price of gas 
supplied to the Commissioners of Baths and Wash-houses in 
Rotherhithe (the predecessors of the defendante), from 1894 
to 1900. Owing to the fact that the dial of the meter in 
use during that period was misleading, the amount of gas 
charged for was but one-tenth of the actual amount con- 
sumed. The mistake had existed since 1885, but the claim for 
arrears which had accrued prior to 1894, was barred by the 
Statute of Limitations. The defendants admitted the mistake, 
but sought to escape liability on the ground (inéer alia) that 
they could not make or levy a retrospective rate for the 


purpose of discharging the debt, nor could they apply the 


moneys in their hands derived from current rates in pay- 
ment thereof. This defence, however, did not prevail, and 
they were held liable for the arrears which were not barred 
by the statute. | 

A meter belonging to the undertakers which is placed 
upon any premises not being in the possession of the under- 
takers for the purpose of supplying electricity is not subject 
to distress for rent ; that is to say, the coneumer's landlord 
could not distrain upon it. The same rule applies to 
* electric lines, accumulators, and fittings " (Electric 
Lighting Act, 1882, Sec. 25). Fittings," as applied to the 
property of a gas company, have been held to include a gas 
stove (Gas Light and Coke Co. v. Hardy, 17 Q.B.D. 619). 
An electric stove or an electric motor would probably come 
under the same heading, and would, therefore, be protected. 


REVIEWS. 


Heavy Electrical Engineering. By Н. M. Hopart, M. Inst. C. E. 
M.I.E.E. London: Constable & Co. Price 168. net. 
This i& probably the best book on electrical engineering 

considered in its broadest aspect that has been published. 

It is the work of a man of wide experience and reading, 

accustomed to minute observation and accuracy of 

statement. 

Not only are the 300 odd pages fall of valuable inform- 
ation, but the sequence of the facts and data is very well 
arranged. There are none of those irritating gaps in the 
general argument, met with in some text-books. Tables and 
curves run up to No. XCVIII and fig. 188 respectively, 
and they are not flung at the reader in pocket-book fashion, 
bat are marshalled in correct order, giving just the inform- 
ation necessary to make each link in the chain of argument 
quite clear. The book treats of the more difficult problems 
of electrical engineering, and yet the mathematics used are 
quite simple; in only one instance, and that a quotation 
from Jona's graded cable paper, is there a reference to the 
calculus. | | 

As with other books by the same author, the whole of the 
measurements and quantities, &c., are given in the metric 
system. Feet and inches, pounds avoirdupois, gallons, &c., 
are rigidly excluded. | 

A very useful feature is the way in which every calculation 
is resolved into the electrical engineer’s unit of energy— 
namely, the kilowatt-hour or “kelvin.” It seems odd at 
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firs& to think of problems in connection with economisers, 
condensers, steam piping, boilers, &c., in kilowatt or 
kilowatt-hour units, but there can be no question of the 
convenience of the method. 

The mechanical engineer whose work does not bring him 
into touch with electrical matters, will find in this book 
much up-to-date information on purely mechanical appliances. 
The reason is, that in laying out large power stations, 
such as those of Glasgow, the Central London, Brimsdown, 
Neasden, Greenwich, Chelsea, &c., the electrical engineers 
have had opportunities of working out some big mechanical 
is gg problems, | 

e first six chapters familiarise the reader with results 
that can beobtained from the pieces of apparatus that make 
up а power station, and Chapter VII explains how to com- 
bine them for efficient service. 

Then follows & most interesting section on high-tension 

wer transmission, and the last two chapters, covering 
nearly 100 pages, treat of electric traction calculations, 
traction motors and the electrification of railways. 

The illustrations are exceptionally clear, the curves are 
fally described by their titles, and where necessary a series 
of curves are given on one sheet, instead of having one curve 
sheet with a number of lines jumbled together. 

Mr. Hobart is an international engineer, hís experience 
having been gained in the United States and Germany, as 
well as in this country. Therefore, when quoting statistics 
he takes data from all countries. Some of his percentages 
for power stations, &c., may be here quoted :— 


| AVERAGE OVERALL EFFIOIRNOIES or STATIONS. ^ 
Between 1:0 and 51 millions of f Great Britain 


49 
EW.-hours per year. Abroad Без . . 6:0 & 
Between 18 and 56 millions of | Great Britain ... 9 9 
xw.-hours per year. Abroad ... s . 90 95 


 Атввлав Transmission LOSSES. 


stations 8 
Lose in feeders ... ges "udis ace 12% 3 Ф 
„ accumulators ... iss sa 79 . 9 
T] transformers eee 009 ecc — 17 r^ 
»  Gistributors  ... asa sae 6% 8% 
25 Y 31 * 
In 22 large towns of Great Britain, for every 1,000 
inhabitants there are 800 8-c.P. lamps, or their equivalent, 


connected, and the average KW.-hours per lamp per year 
work out at 17 at the customers’ meters. 

The demand for electricity in 26 Continental power 
stations is 15 kw.-hours per inhabitant. 

Averaging the tramway returns for 17 cities in England, 
gives 18:4 car-kilometres per inhabitant, and a consumption 
of 0°87 Kw.-hour per car-kilometre. | 

When dealing with electric generating plant, Mr. Hobart 
forecasts the dimensions of a 20,000-KW., 20,000-volt, 25- 
cycle, 250 R.P.M., three-phase alternator, and as he is 
such a well-known and bold designer, particulars may be of 
interest. It will have 12 poles, a rotor diameter of 4 metres 
and length of 2 metres. The length over the stator windings 
will amount to some 3 metres, and the external diameter 
over stator windings to 5 metres. This alternator will require 
15 tons of copper, 135 tons of electro-magnetically effective 
iron and 150 tons of materials for the mechanical parts. 
This aggregates 350 tons, or 17°5 kg. per kilowatt of rated 
output. 

e writes vigorously regarding an inspector’s duties, and 
referring to the importance of insulation testing, says, The 
studied attempt on the part of large manufacturers and 
their subservient engineers to di it the practice of sub- 
jecting machines to high-voltage insulation tests, and to 
substitute low factors of safety in specifications to which 
they tender, should not be permitted to succeed.“ 

Some contractors are inclined to browbeat any inspecting 
engineer who acta right up to his client's interests, and they 
. will go to any length to render untenable the position of a 
conscientious inspecting engineer. The writer can subscribe 
to this in regard to one firm in this country, and the 
explanation is partly found in Mr. Hobart’s next sentence, 
„Thus the contractor may be an influential shareholder in 
the company for whom the client is acting, or the client in 
some other capacity may be dependent upon the contractor 


running, also 


more than 


for a considerable proportion of the business turned over to . 
bim in this other capacity." Such relations are far from 
rare, and where they exist the business is'a farce, во far as 
relates to specifications and testa. Р 


The author's idea of а short-circuit test of an alternator is to 


adjust the field excitation to give normal voltage and then 
abruptly short-circuit the terminals of the three windings. 
For an instant a current several times (often six times the 


. normal) will pass, but this will rapidly decrease to about 


three times, and remain constant at that. If the stator end 
connections have not moved after such a test, the machines 
can be relied on to sustain no mechanical injury as а result 
of short circuits on the line. It would also ensure against 
injury when thrown into circuit with other machines when 
its own phase differed from the other, as inevitably occurs at 
times. | | 

Mr. Hobart favours a low periodicity, especially for low- 
speed gas engine sets. He points out that the slow-running 
gas engine requires great fly-wheel capacity to ensure parallel 
is а logs of several per cent., 
amortisseurs have to be fixed on the alternator poles. He 
considers that the difficulty can be largely overcome by 
adopting a low periodicity. Whilst it possesses no special 
disadvantages, it leads to a better design of generator with 
fewer poles and higher efficiency, also to better conditions in the 
transmission line and at the sub-station. _ He says the per- 
sistency in refraining from low periodicities when justified 
by circumstances such as the parallel operation of polyphase 
generators from gas engines, and even from large slow-speed 
steam engines, is really a remarkable phenomenon in modern 
electrical engineering, but there are at length signs of a more 
satisfactory attitude on this question.” 

Dealing with the question of sub-station machinery, Mr. 
Hobart makes a point in favour of motor-generators against 
rotary converters, by noting that the latter require more 
copper in the mains. Synchronous motor-generators will 
carry high overloads at much less than normal voltage. In 
the rotary converter, the commutator voltages cannot be 
maintained high when the drop in the tranamission line is 
great, nor can freedom from “ surging ” or ** hunting " then 
be ensured. Ru : 

Mr. Hobart is refreshingly outspoken throughout the book, 
and is especially severe on those who, he says, have not the 
remotest approach to broad knowledge, or the energy to 
exercise their own reasoning faculties. Such are hardly 
figure-heads desirous, on the one hand, of being en 
the side of the most fashionable engineering fads, so soon as 
there is no longer any doubt of its being fashionable, and on 


: the other hand, hesitating to depart from the cut-and-dried 


practice of years’ standing, which makes the preparation of 
plans a mere matter of copying.” | | 

Again, dealing with what he calls “ forced ideas”: the 
natural idea may be likened to a plant growing under 
favourable conditions and adapting itaelf to its environment ; 
the forced idea may be likened toa plant raised in a hot- 
house with the exclusion of such conditions as might have a 
tendency to prevent its development. He cites the single- 
phase railway system and extra high-pressure continuous 
current transmissions as ** forced ideas." 

Mr. Hobart shows that for equal weight and equal speed 
the single-phase motor has only sbout half the power of a 
continuous-current or three- motor, and that of the 
three, the last-named gives the greatest power for a given 
weight. Theaccessory apparatus for single-phase also weighs 
much more, and together they necessitate heavier trucks 
and brake gear and greater maintenance charges, &c. 

He makes references to the L.B. and S.C. Railway elec- - 
trification which are not complimentary, and says that it is 
costing at least 50 per cent. more than would have been the 
case if the continuous-current system had been adopted. 
The operating costs will also much exceed what could have 
been attained with continuons current. He gives many 


. figures to prove his contentions, and the single-phase mon- 


strosity, as he calls it, in heavy leaded type, is smitten hip 
and thigh, through about 50 pages. 

The author considers that for long-distance non-stop runs 
the steam locomotive will hold the field for a long time to 
come, but that there is a wide field for the electrification of 
urban, suburban and inter-urban sections. He says: It 
is highly desirable that railway people should realise that a 
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larger number of electrical engineers dissociate themselves, 
though rarely openly, from the claims put forward by the 
single-phase school. This is important, for the reason that 
there is a wide range of railway work when electric operation 
is of demonstratable advantage if undertaken on sound lines." 
Regarding the three-phase system, he says: It must 
also be kept in mind that the three-phase system can by no 
means be ignored as a determinant on the situation; in fact, 
for long-distance, non-stop runs it has points of superiority 
over any other system of electric traction as yet put forward. 
But at present it is with the object of obtaining better 
speed and shorter headway with frequent stops, and the 
more intense utilisation of termini, that resort will be made 
to electrical methods.” E. K. S. 


Radio-telegraphy. By C. C. F. Monckton. London: 


Archibald Constable & Co. Price 6s. 


It is not to be expected in the present limited state of 
exact knowledge of radio-telegraphy in its various aspects 
that any text-book on the subject will fully elucidate such 
problems as are involved in ranges of communication between 
various types of stations, conditions of interference and non- 
interference, relative efficiencies of the various methods of 
transmitting and receiving or of the different types of 
апќеоп and a host of other questions of much practical 
importance. Precise measurements bearing on these points 
are much wanted. Hence such information of real practical 
utility as can, at present, be recorded, merely serves to empha- 
sise the dearth of real engineering data in many diverse 
directions. So much attention has been given to the develop- 
ment of new systems, new methods of transmitting and 
receiving and to the extension of distances of communication, 
that systematic measurement has, to a large extent, 
been neglected, ‘or, at any rate, is yet unpublished. 
In the work under review there has been a serious 
attempt to bring out all that is available in the way of 
useful practical information. Hence the book is one of the 
most practical expositions on wireless telegraphy that has 
yet been produced, and will give to the engineer some at 
least of that practical guidance which is usually looked for 
in vain. The matter contained is, in the main, reliable and 
well ordered, thongh it is perhaps unavoidable that many of 
the statements made are open to difference of opinion, if not 
to criticism. The opening chapters deal with general 
principles ; electrostatics, electromagnetism, and electric 
wave production. A good method of explanation has been 
attempted, but the rendering is somewhat involved, and 
likely to be difficult of appreciation by the student. 
Referring to wave propagation, the author makes a point 
of the tendency of waves to be tilted forward in the 
direction in which they are travelling by reason of the 
retardation of the lower portions associated with the surface 
of the ground. "This is in contrast with generally accepted 
ideas in which the assumed tendency is rather a backward 
tilt dae to the action taking of the characteristics of 
an expanding hemisphere, and it will require stronger 
reasons than those given on pages 66 and 67 to make the 
author's view convincing. Dealing with the propagation of 
waves from the point of view of expanding fields of force, 
there appears to be a lack of finish in the method adopted on 
page 68. It would appear that the student is to picture a 
succession of magnetic fields of constant density passing a fixed 
point. The omission is that it is not brought home to him 
that the number of lines of force per wave (/.e., the density of 
field) must diminish as the wave expands, otherwise the wave 
would gain energy as it progressed. The point is not a very 
important one, but it is one of those details which are always 
omitted in this method of picturing wave propagation and 
which tend to detract from the value of an otherwise correct 
and useful conception. On page 65 appeara a repetition of the 
fallacy that rarefied air is a good electrical conductor. 
Rarefied gases do not conduct unless they are ionised or the 
electrical stress exceeds a certain critical value. On page 54 
the author stumbles against a much misunderstood aspect of 
wave propagation—viz., the question of phase displacement 
of the electric and magnetic fields in the wave 
proper. It does not appear to have appealed to most writers 
on the subject that there is an essential difference between 


oscillations and waves, and that in a wave proper no 


difference is possible, otherwise the various points of dis- 
turbance would continue to oscillate after the passage of the 


wave. 


On the whole, however, there is much to be commended, 


and little to criticise seriously in this work. 


THE MEASUREMENT OF THE INSULATION 
RESISTANCE OF A LIVE THREE-WIRE 
| SYSTEM.* 


By Dr. GISBERT KAPP and рв. DENNIS COALES. 


Tax well-known Russell test gives the combined insulation resist- 
ance of the three wires, but not that of each wire separately. It, 
moreover, necessitates interrupting the earthing connection whilst 
the test is being made. This is not necessary in Froehlich's 
modification, but Froehlich's method, however, also does not allow of 
a separation of the joint conductivity of the three faults into its 
three components In the present communication we propose to 
describe a method whereby this separation can be made, but before 
entering into this subject we shall describe two methods for finding 
the joint fault resistance, which do not require the earthing oon- 
nection of the middle wire to be broken. The joint conductivity 
foand by either method includes that of the earth connection, but 
as this is generally known, or can be ascertained at any moment by 
reading the earthing ammeter and the voltage to earth of the 
middle wire, the necessary correction to get the true fault resist- 
ance of the system can easily be made; bat the accuracy of the 
determination is marred by the presence of а low earthing resist- 
ance, and this should, therefore, be temporarily increased to a limit 
determined by the permissible voltage between the nentral wire 
and earth. 

1. AMethod.—Let in fig. 1 a b represent a potential slide, the resist- 
ance of which need not be known. The ends are permanently 
connected to the outer wires 1, 2, and the slider is connected 
through an ammeter a to earth. The middle wire is connected 
through a voltmeter v of resistance p to earth. R is the usual 
earthing connection with its ammeter 40. To measure the total 
fault resistance push the slider into such a position that A reads 


Fic. 1. Fia. 2. 


zero, and note the reading of v, which we shall calle. Then push 
the slider into such a position that v reads zero, and note the 
reading on a, which we shall call i. The fault resistance is then— 


е 
Бе i — ep (1) 

2. Methol.—The middle wire has besides its usual earth connection, a 
connection witha graduated resistance with sliding contact, and the 
latter is connected to earth through a low-reading ammeter (fig. 2). 
To make a test, set the slider so that the pointer of the ammeter 
reads a little uader half its total range, and note the 5 
resistance in circuit between the slider and middle wire. this 
be p and the current i. Then shift the slider so as to reduce the 
resistance to such a value p, that the current is exactly doubled. 
This will briag the pointer to near the end of the scale. Thus both 
currents can be read with great accuracy. If r із the resistance of 
the ammeter the combined fault resistance ig— 


Гер = 2р в (2) 


These methods have the advantages of being very simple and 
requiring no complicated calculation, that they do not interfere 
with the earthing connection, and that they can be applied at any 
point of the system—for instance, in the engineer's office instead of 
at the switchboard, as is necessary with the Russell teat, 

Since all the methods for finding the fault conductivity proposed 
up to the present give the sum of the conductivities, it is obviously 
hopeless to try separating them by the use of additional artificial 
faults. We must intrcduce a new element into the test, and this is 
a slight variation of the difference of voltage between the two sides 


* Abstract of original communication to the Journal of the 
Institution of Electrical Engineers, 
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of the system. This may be done, since the Board of Trade allows 
а variation of + 4 per cent. in the pressure on the consumer's 
premises; and if the test be made at a time of minimum load, this 
means also 4 per cent. variation of bus-bar voltsge at the station. 
Thus if normally the consumer's voltage is 250 on each half of the 
system, it will be permissible to adjust by means of the regulating 
cells or the balancing set the voltsge to 240 on the positive and 
260 on the negative side, and then change the differance so as to 
get 260 on the positiveand 240 on the negative. We obtain thus a 
change of 20 volts in the value of Ei and Fz, and some change in the 
value of e. By observing these changes we are able to determine 
the fault conductivities separately, as shall now be shown. 

Fig. 3 represents the apparatus we use for the purpose. The 
outer wires are connected to the terminals 1, 2, and the middle 
wire is connected to o. vis a voltmeter capable of reading the 
pressure between the two outer wires. It is provided with a switch 
so that it may also be used to measure the pressure between one 


Л 
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Fra. 3. 


Fra. 4. 


outer (say the wire 1) and the middle wire. a is the low-reading 
ammeter used in connection with the test according to method 2 
described above, and p is its series resistance. This is not altered 
during the test. The pressure between the two outer wires is also 
kept constant, but x; and н, are varied so that B = EI + E: = Ei + 
Ej; By’ — E; = 8 — Ey being the permissible variation of about 
8 per cent. of the declared pressure. Let x be the combined con- 
ductivity of the three faults and the ammeter with its series resist- 
ance. Let x; and E; be the voltages to middle wire of the two 
outers and e that of the middle wire to earth. Let the fault resist- 
ances be /з, / and fo respectively, the latter including the earthing 
resistance. Let the conductivities be c;, ca and co. 


Big — Ea ca eK 2 O i5 (3) 
I ei — EI ca TK MO O.. . . (4) 
(m' — Ei) а + (1 — Ez) ca + (€ — е)к = 0 
(m'— B) ei + (n — i) c +(e — е)к = 0 . . (5) 


€ + с. = 5 
| E) — Е 
Since c = а + e + co is known from the test made according to 
method (2), we find the conductivity of the fault on the middle wire 
from its conductivity — 
e— е! | И 
Ei re Ei e о ò o ө œ (6) 
To get the other two conductivities we proceed as follows :— 


Datermine c; from equation (5) and insert in (3); this gives— 


RE) sm 


Determine ei from equation (5) and insert in (3); this gives— - 


= Ei e 75 e 16 ) e e s . a 
A x (Rr TU .* (8) 

This test also need not be made at the switchboard, but can be 
made at any point on the system. The two instruments may be 
fitted up in the engineer's office, and all tbat is required is to give 
the switchman instructions to shift the voltage between middle 
wire and outers by a slight amount. It is not necessary that the 
difference sbouli be exactly 4 per cent., anything vetween 3 and 
4 per cent. is sufficient for an accurate test, but it is important 
that the voltage over the outer wires should be unaltered during 
the few minutes required for the test. 

On consideration of the formule Nos. (7) and (8), it will be 
observed that the values of the fault conductivities of the outer 
mains depend for their accuracy upon the determination of the 
small differences between the large voltages =,’ and zi. To render 
this measurement sensitive, two methods may be employed ; (a) in 
which a voltmeter having an initial spring tension, and, say, of 


co c - K 


10,000 ohms resistance, reading from 230 to 270 volts, is used; (b) 


iu which a low-reading voltmeter is connected to a sliding contact 
(see fig. 4) on a slide wire connected to the outer mains, the other 
terminal of the voltmeter being connected to the middle wire. 
Both these methods may be extended to the measurement of the 
voltage between tbe middle wire and earth upon the same instru- 
ment. When the insulation of the outer mains is high compared 
with that of the neutral main, and especially when the earthing 
jesistance is low, the value of (е — ) is very small compared 
with e. That is (о say, a given change (Е, — ) in the mains voltages 
produces a small change on the voltmeter reading tetween the 


and two keys, as in the diagram (fig 


neutral and earth, and therefore for this reading also a voltmeter 
with initial spring tension is desirable. 

By means of varying the series resistance of such a voltmeter, we 
can in the usual way change the value of its readings as we like, 
and so one voltmeter may be used to measure sensitively both 
Е’ — E; aud e — e’. 

If, for example, with total resistance of 10,000 ohms a voltmeter 
reads from 230 to 270 volts, then by altering this to 100 ohms it 
will read from 2:3 to 27 volts. Such an instrument should be pro- 


Жан u 
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Mains vcltages 


vided with a rheostat having two sliders, two rows of contacts, 
5), each contact being marked 
with the vclts per division on the voltmeter. The resistances 
between the contacts should be chosen so as to enable all voltages 
to be measured between, say, 90 and 120, 190 and 230, 240 and 260 
on the upper row; and between 0'2 and 15 on the lower row. B v 
is a reversing switch, ki and K, are keys connecting the voltmeter 
to the outer wires and earth respectively. | 

The instrument represented in fig. 5 may also be used to make 
the test of the combined fault by the methods given above, pro- 
vided that the value of one scale division in amperes is kuown. 
We thus have an instrument which enables the fault resistances 
of each of the three live mains of a three-wire system to be 
determined. | 


TRADE STATISTICS OF MEXICO FOR 1907.8. 


The following statement of the imports of electrical and other 
materials into Mexico during the year ended June 30th, 1908, is 
taken from the recently issued annual trade statistics; figures for 
1906-7 have been added for purposes of comparison, and notes of 
any increases or decreases are given : — | 


Peso — 4s. | 
1906-7, 1907-8. 1отеме or 
| Pesos. Pesos, Pesos. 
Copper, brass, bronze, dc, wire, | 
covered with various materials.— 
From German 124, 800 186,700 + 61,900 
» Austria з oe 7,100 8,200 + 1,100 
» United States 461,900 641,600 + 179,700 
» Great Britain 1,800 2,300 + 500 
» Other countries 1,100 1,900 + 800 
Total 596,700 840,700 + 244,000 
Bare copper, brass, bronze, dc., wire, | 
wp to 2 mm. diameter.— | 
From Germany  .. 9,400 12,100. + 2,700 
» United States ; 6,200 8,700 + 2,500 
„ Great Britain ios 3,400 2800 — 600 
„ Other countries mM 1,000 2,500 + 1,500 
Total 20,000 - 26,100 + 6,100 
Bare bronze, copper, brass, d'c., wire, 
more than 2 mm, diameter.— 
From Germany ixi 27,100 169,900 -- 142,800 
» United States .. 213,900 336,300 + 122,400 
» Great Britain а 1,600 1400 —  . 200 
„ Other countries 400 300 — 100 
Total 243,000 507,9.0 + 264,900 
Cables, not armoured, of copper, brass, 
„ £c., covered with various materials, 
and bare cable.— V 
From Germsny  .. vds 35,900 44,500 + 8,600 
„ Great Brit zin 34,900 86,900 + 52,000 
„ Other countries 5,100 2,700 — 2,400 
Total .. 828,900 84500 — 243,800 


Cables armoured, covered with various 
insulating substances.— 


From Germany. .. 182,700 81,700 — 101,000 
„ United States . 83,400 195,900 + 72,500 
„ Great Britain 58,000 62,600 + 4,600 
„ Other countries 5,800 2,100 — 3,200 

Total .. 299,400 272,300 — 27, 100 
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1906-7. 
Резов. 

Lead tubing, sheets, 4c. — 
From Germany  .. “ 14,900 
» United States 63,900 
» France сан js 1,500 
„ Great Britain va 3,900 
п Other countries... 700 
Total ... 83,900 


Iron and steel wire more than 1 mm. dia — 


From Germany  .. e 57,000 
„ United States з 


358,900 

» Great Britain A 8,6C0 

„ Other countries 4,400 
Total eee 428,800 

Iron and steel wire 1 mm. dia or less.— 
From Germany  .. Es 17,509 
„ United States 49,500 

„ Great Britain 4,400 

„ Other countries... 500 
Total 71,9C0 


Posts, cross-pieces, £c., of iron or steel, 
for transmission of electricity.— 


From German i 45,700 
» United States 254,900 
» Great Britain ii 39,800 


„ Other countries — ... 3,000 


Total eee bi 943,400 
Rails and parts thereof, for ratlways.— 


From German .. 822,200 
» Belgium re .. 308,900 
» Spain T 934,500 
" nited States 2,988,900 . 
» Great Britain 291,9C0 

» Rusia . .. -— — 
„ Other countries ... 8,800 
Total ... 4,655,200 


Wire, of iron or steel, covered with 
cotton, linen, silk and paper.— 


From Germany  .. 80) 
» United States 1,500 
» France "ew 1,400 
” Great Britain eee ́ꝶ 100 T 
» Other countries — 
Total 3,800 
Ooal.— 
From Germany... se €3,500 
» Australia 65,000 
n» Oanada is 46,000 
„ United States 5,167,400 
„ France us .. 154 700 
» Great Britain *. 1,089,300 
F) ры eee eee 82,600 
» Other countries © 11,600 
Total ... 6,680,100 
Graphite.— 
From German iod 700 
» United Btates 12,800 
» Great Britain 1,100 
» Other countries 600 
Total .. 14,700 
Scientific instruments and apparatus. 
From Germany  .. aes 86,100 
» United States 190,900 
” France eee 76,500 
» Great Britain " 8,000 
» Other countries T 8,100 
Total .. 369,600 
Arc lamps.— 
From German ds 31,900 
„ United States sas 47,900 
» France - is 3,300 
» Great Britain 185 100 
» Other countries 258 900 
Total _ 84,100 
Cars and carriages for railways.— 
From Germany 37,200 
» United States 4,412,500 
» Great Britain 17,300 
н Other countries 16,100 
Total oes 4,483,100 


1907-8. 
Pesos. 


5, 100 
45.700 


12, 200 


7,700 


6,952,900 


800 
14,300 
1, 800 
900 


17, 300 


112,100 
169,800 
84,500 
13,000 
10,800 


390,200 


114,900 


27,800 
3,255,100 
197,100 


3,485,100 — 
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Increase or 
decrease. 
Pesos. 


9,800 
18,200 
10,700 

4,800 

100 


12,400 


177,900 
28,600 
7,400 
500 


214,400 


6,400 
4,200 
1.200 
1,900 


5,800 


74,300 
52,200 

~ 13,300 
7,900 


147,7C0 


62,100 
94,600 
8,000 
921,400 
634,200 
722,800 


26,500 


2,353,600 


100 
1,000 


100 


1,200 


29,800 
258,6C0 
102,800 
868,400 
154,700 
991,600 

69,600 

11,300 


272,800 


9,400 
1,157,400 


+} 179,800 
5100 — 


11,000 
998,000 


1906-7. 
Pesos. 
Machines of all kinds for agriculture, 
mining, industries, ёс, not specially 
mentíoned.— - 


From Germany  .. .. 2,248,800 
» Austria sis es 1,000 
99 Belgium “wee eee 56,800 
» Canada NS ss 4,600 
»  Spsin.. з ..  118,1C0 
» United States . . 20,140,600 
» France d ve 484,300 
» Great Britain 2,884,100 
» Holland әз .. , 500 
„ Italy bos тз 49,800 
„ Norway 20,400 
„ Sweden ses , 86,900 
„ Switzerland. Vis 159,600 
, Other countries 5,700 
| Total .. 26, 250.600 
Detonators of all xinds.— 
From German ess 85,700 
» United States iss 91,600 
„ Great Britain mae 2,400 
„ Other countries... 2,300 
Total 1385, 000 
Fuses for mines. 
From Germany  .. 47,100 
» United States 203,100 
» Great Britain 74,300 
» Other countries 12,700 
Total ... 337,200 
Mineral tar and asphalt, — 
From Germany 5,000 
„ United States З 133,600 
„ Great Britain 226 10,300 
„ Other countries... 13,800 
Total 162,700 


Insulators of glass, porcelain, 4c. 


From Germany  .. 31,600 
„ United States 136,890 
» Great Britain 800 
» Other Countries 5,100 
Total . 174,300 

Sulphuric acid.— 
From United States 63,900 
» Great Britain iie 100 
„ Other countries (dá 300 
Total 64,300 


Iacandescent electric light bulbs, contacts, 
tnterruptors, commutators, ꝙc.— 


From Germany 166,500 
» Austria Т 27,700 

„ United States 353,500 

н France ^ in 7,500 

„ Great Britain га 18,500 

» Holland ш an 1,100 

» Sweden iss s 9,200 

» Other countries 400 
Total ... 579,400 


POWER CHARACTERISTICS OF 


TUNGSTEN FILAMENT.” 


By CHARLES P. STEINMETZ, 
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As in the tungsten-filament incandescent lamp the resistance 
increases with the temperature, the power consumption varies at 
a rate which is less than proportional to the square of the im- 


pressed voltage. 


It, therefore, was interesting to investigate 


experimentally the manner in which the power consumption 


increases with increase of voltage. 


In pursuit of an extended investigation on the radiation 
law of the tungsten filament, a series of tests had been made 
with special care on & number of modern tungsten lamps, ex- 
tending over a wide range of candle-powers. Taking the тоова 
very quickly, by experts especially trained in photometric work, 


* Electrical World, July 8th, 1909. 


ít -waa poasib:e to reach 10 times tho rated candle-power of the 


lamps, without any -appreciable impairment or change of the 


filament or blackening of the globes, as evidenced by the lamp 


showing іа original candle-power and efficiency after the test 
For these data the writer is indebted 
Harrison Lamp Works. ‚л 


Analysing the relation between the power consumption and the 


impressed voltage, the interesting result was found that the power 
-congumption varies proportional to the 1:6 power of the voltage— 
that is, follows a law analogous to that of the hysteresis loss in iron 
in an alternating magnetio field, and thus can be expressed by the 
-equation:— | | 
A w= c evt, g 

The following table gives in the first four columns some of the 
observed values of candle-power L, impressed voltage e, and current 
4 of one of these lamps, a 32-0. . 40-watt lamp. The fifth column 
gives the watts w, derived by multiplying volts and amperes. The 
values of this column can be expressed by the equation :— 

| w = 00235 eis. 

In the sixth column of the table are given the values calculated 
by this equation of the 1:6 power, and in the last two columns the 
differences between observed valuss of power w and values calcu- 
lated by the 1:6 power law. As will be seen, the difference in no 
case reaches 1 per cent. i 


No. of L e i w Watts Differ- .- 
test. С.Р. Volts. Amps. Watts calculated ence. o5 
1 2 49°6 *24 12:25 1231 — 11 — 9 
9 4 6 974 16°83 16°26 — 07 — 4 
B 8 70:6 802 91:85 21:48 + 05 + ‘2 
6 13 85:8 = 28 91 28 89 — ‘02 — 1 
- 9 82 108-8 * 89°26 89-45 — Ol — 0 
15 64 126°6 429 64:81 54:40 4. *00 +2 
19 138 157 489 76:77 76°68 — 49 — 1 
95 956 196 556 109 00 1094 + 40 + 4 
n e, 820 212 580 122 ˙9 124:0 + 1°10 + °9 
98 ee 81 08 8 “880 99 45 — ome + 9 


In the accompanying illustration is shown the curve of 1:6 power 
-with the observed values of power marked by crosses. As will be 
seen, the coincidence is so close as to give no noticeable deviation 
in the scale of the curve. 

About 18 years ago the writer observed that the relation between 
the power loss in iron in an alternating magnetic field and the 
magnetic density can, with good approximation, be empirically 
expressed by a law of 1:6 power:— 

w = 7 Bl, 

This law of hysteresis is still an empirical law, and all attempts 
to derive it rationally from theoretical considerations have thus 
far failed. It therefore is especially interesting to observe the 
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same law of the 1:6 power, showing the relation between the con- 
sumption and voltage of tungsten lamps, especially as in the 


n lamp the law of the 1:6 power is not only an empirical : 


isw, but can rationally be derived as a theoretical conclusion from 
the temperature Jaw of metallic resistance, 


r= ат, 
and the normal radiation law, 
в = b T$, 
where T = absolute temperature and в = total radiation power. 


s ELECTRICAL INSTALLATION AT 
SELFRIDGE'S. 


Тнв problem of lighting a large store, such as Messrs. Selfridge'e, 
із one requiring considerable technical skill and long experience. 
A much higher standard of illumination is demanded by the public 
than is considered sufficient for ordinary buildings, and the function 
of the engineer is to provids an adequate amount of light, without 
gla , and with due regard to cost. The consulting engineers for 
Belfridge installation were Messrs. Wallis-Jones & Dent, of 
BO, Queen Ann's Gate, S.W., and the contractors were Messrs. 
Maloolm & Allan, of Glasgow. For the general lighting of the 
principal departments 286 Westinghouse enclosed type arc lamps 
are used; most of the lamps have special cases, of Corinthian pillar 
gente finished in Pompeian green, and large diffasing opalescent 
globes. - i 
The lamps are hung from the ceiling by special chains, in which 


Mr. F. C. Marshall, ot the 


the electric conductors are concealed, and are at a sufficient height 
to give brilliant illumination, while being well above the ordinary 
line of vision. In addition to the arc lamps, there -are 
about 6,000 incandescent lamps, mostly of the metallic-filament 

. These are generally carried by ornate fixtures in various 
styles to suit the particular scheme of decoration adopted in 

erent parts of the building. 

Electric lamps are also extensively used for lighting the glass 
showcases in which are displayed: The lamps are fitted in 
special trough reflectors, which wholly conceal them from view and 
direct the light on to the merchandise. : EQ dou 

One of the most importaat features of the installation is, of 
course, the method of illuminating the large shop windows, 

In modern high-class establishments, the use of powerful 
unshielded arc and incandescent lamps for this purpose is rapidly 
becoming extinct, and merchants are gradually coming to realise 
that the function of artificial light is not to illuminate the pave- 
ment outside the shop or dassle the eyes of the would-be customer, 
but to display the goods so that their colour, design and other 
qualities may be seen to the greatest advantage. In fact, sho 
window lighting should b3 so designed that the effect produce 
is that of a well-lighted theatre stage. The windows at Messrs, 
Selfridge's are, wherever possible, lit entirely by concealed incan- 
descent electric lamps, fixed in special adjastable mirror reflectors 
a'ong the top of the window, by which the articles on show are 
brilliantly illuminated, while the eyes of those who ara inspecting 
them are shielded from all glare. 

Provision has also been made for illuminating the exterior of 
the building on special occasions, connecting boxes being fitted at 
various points from which temporary wires may be carried in any 
direction. 

The installation of the electric wires has been carried out in 
accordance with the latest practice. Solid-drawn, heavy-gauge, 
screwed steel tubes are everywhere used for protecting the con- 
ductors from mechanical injary, these being placed in position 
during the construction of the floors, and entirely buried in con- 
crete; special precautions were taken to protect them from corro- 
sion. Tne lights are controlled from switch and fase distribution 
boards in iron cases, concealed from view but easily accessible, 
additional local switches being fixed where needed. 

Current is obtained from the continuous-current mains of the . 
St. Marylebone Borough Council, at a pressure of 480 volts, by 
means of four independent feeders and seven service cables, so that 
the risk of interruption of the lighting and power servie is reduced 
to a minimum. The service mains are carried to a Jarge main 


‚ switchboard in the third basement, to which 36 lighting and 


2) power circuits are connected. The lighting circuits are fed at a 
pressure of 240 volts, and also some of the small electric motors. 
Large motors are supplied at 480 volte. . е 

^ The building is equipped with nine Otis electric passenger lifts, 
designed to travel ata speed of 176 ft. per minute, and capable 
of each carrying 15 persons. In addition, there are two goods 
lifts of 5,500 lb. capacity each, and running at 150 ft. per minute. 
Each lift is operated by a special controller inside the car, and 
provision is made to enable the lift to be run at the maximum or 
slower speed. Signals are fitted on each landing to indicate the 
approach of any lift io either direction. 

There are algo numerous electric motors installed for a variety 
of purposes, euch as pumping, ventilating, air compressing, pattern 
cutting, ice breaking, knife cleaning, hair drying, &-. | 

In an establishment of this sise it is of great importance to ъз 
able readily to ascertain the whereabouts of the principal members 
of the staff. This is accomplished by an ingenious system of 
signalling by four electric lamps of different colours, fixed in 
various parts of the building, each combination of lamps cor- 
responding toa different person. In the telephone exchange four 
switches are fixed, by means of whivh the lamps can be lit 
simultaneously at every sigoalling point, in any desired com- 
bination. The departmental manager on seeing th» lamps alight 
in a given combination then rings up the telephone exchange from 
the nearest point and is at once placed in direct communication 
with the inquirer. EE MN. i 
. The telephone exchange is equipped for 20 public service lines 
and 160 local stations, but provision is made for 60 public lines 
and 400 stations. Portable telephone instrumenta are provided in 
the restaurant, which may be connected to the telephone wires at 
54 different points, and used at any table. 

An installation of 60 electric tell-tales, to record the patrols of 
the night watchmen, is also provided, with portable telephones at 
two points for communication between an inside and outside 
watchman. 

Electric clocks worked on the synchronome system are used 
throughout the building, the equipment consisting of one master 
clock operating 19 dials by mans of half-minute impulses. The 
master clock is syn zhronised electrically with Greenwich mean 
time every hour. In conjunctien with the clock system, a special 
signalling apparatus is used for ringing belle a‘ fixed hours each 
day to indicate to the staff the times of beginuing and leaving 
off work. ; 

This brief description will afford some idea of the extent and 
variety of purposes for which electricity is brought into us» in a 
modern business establishment. 

Among the contractors who supplied materials for the 
electrical installation are the following :—Lifts, The Otis Elevator 
Oo., Led; arc lamps, British Westinghouse Oo., Ltd.; fittings, 
Veritys, Ltd., Spital & Clark, General Electric Co., Ltd ; telephone 
installation, National Telephone Co., Ltd.; clocks, 5; nchronome 
Co.; main switchboard, Johnson & Phillips, Ltd.; switch and fuse 
boards, J. H. Tucker & Co., Ltd.; ventilation work, Ashwell and 
Nesbit; Grinnell sprinklers, Mather & Platt, L'd. 


Sa, 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


FRANCE—NEW OALEDONIA.—The same duties are levied as 
on similar goods imported into France, with some excep- 


tions, of which the following are a few :— 


Cast-iron, rough ET ied - кө А .. free 
Iron in bars er ыз sas ee .. free 
Oopper, pure or alloyed, in ‚ pigs, plates, hammered 

or beaten ... sae 6 Mu vus ds .. free 
Boilers... s is des S .. free 


In addition to the ordinary import duties, certain octroi duties 


are also levied on imported goods, as fcllows:— 


Heavy oils and other mineral oils... 1 fr. per kg. 
Metals... i sue 8 ji sisi .. 5% gd. val. 
Manufactures of metals Tr we OD " 


20 
- India-rubber and gutta-percha goo des wo 55 „ 


FRANCE—RÉUNION.—The duties are the same as those in 
France, with certain unimportant exceptions. The following 


octroi duties are also levied on imported goods :— 


Earthenware pipes, tiles, &c. ... ES .. 8 fr. per 1,000 
Faience, poroelain, pottery and glassware .. 6 V ad val. 
Mineral oils... exe isi ses i ...10 fr. per 100 kg. 
Machines өз ы a s .. 1% ad val. 


Marble, worked — ... E - T ee 10% „ 
Metals, and manufactures thereof :— | 


Of steel, tinplate, copper or tin .. 6 fr. per 100 kg. 

Of iron, sheet, lead or zinc ... 905 . . 8 fr. T 

Of cast iron see уз re . . 2 fr. a 

Cast-iron pipes ixi А se *. 19% ad val. 
Products not specially mentioned i ue 4955 n 


FRANCE—ST. PIERRE ET MIQUELON.—Tte duties are the 
same as on similar goods in France, with certain unimportant 
c xceptions. 


FRANCE- SOMALILAND.— No duties are levied on electrical 
and similar goods imported into Somaliland. 


FRANCE — TAHITI and DEPENDENOIE£S.—The following 
duties are levied :— 
Metals, raw: iron, steel, copper, zinc, lead, tin, 
and constructional iron a sins ...12 fr. per 100 kg. 
Metals worked and ready for use - . . 13% ad val. 
Galvanised sheets ... sis re is sx 


9 n 
Lamps for hanging ... 28 € ps % 18 0 qi 
Agricultural or industrial machinery, machine 

tools and accessories sia si eii Free. 

Motive machinery for navigation or locomotion т 
Pumps, suction w iss nm .. 8% ad val. 
Bitumen, solid or liquid ... 985 "T ies on СЫН 
Oement Т eos i in 1:50 fr. per 100 kg. 


Porcelain, faience and pottery ... 925 "m 
Glassware, crystal were of all kinds  ... an LOR a 
Goods not specially mentioned ... EM 4c BH. н 
The following are free of duty :— Articles imported on account 
of the Colonial Government or the municipalities; gasoline and 
troleum for heating purpose, for machinery to be used in 
ocomotion, navigation, agriculture or industry. 


NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mxrssns. W. P. THOMSON & Co., Elec- 
trical Patent Agente, er eir Holborn, London, W.C., and at Liverpool 


and Bradford, to whom all inquiries should be addressed. 


17.888. Im rovements in electric - driving mechanism for clockwork.” L. 
. WEBBER and H. V. WEBBER (trading as Webber & Sons). 


WxBbEnR, F. 


August 8rd. 

17,895. "Improvements in electric flashers." С. H. Juxxs-BROwK. 
August Brd. 

17,917. * Improvements in electrical terminals.“ В. K. THOMPSON. 
August 8rd. i | 


17,926. “ Improved means of balancing and starting electric rail cars," M. 


CHURCHILL-SHANN. August 3rd, 


17.992. Improved process and apparatus for wireless operation of awitches 
and other apparatus at a distance by sound waves and cther vibrations.“ G, M. 
KARBoLYi, E. KLVr ATU and C. BERGER. (Date applied for under Bec. 91 of the 
Aot, May 12th, 1909, being date of application in Hungary. August 8rd. 


(Complete.) 


17.960. Improvements in or relating to metal. filament lamps.“ FELTEN 
AND GUILLEAUME-LaHMEYER-WERKE AkT.-GEs. (Date applied for under Вес. 91 
of the Act, January 4th, 1909, being date of application in Germany.) August 


8rd. (Complete.) 


17962. ''Improvements in lamps, electric and acetylene, for cycles, motor- 


cycles, automobiles. carriages and the like." R.W.Overy. August 4th. 


17,994. ''Stop for the jack springs of telephone exchanges." BIEMENS Bros. 
AND Co., LTD. (Siemens & Halske Akt.-Ges., Germany.) August 4th. (Com- 


plete.) 

17,998. ''Bafety indicator and control for electric lifts," P. T. Kenny. 
August 4th. 

17.999. Metal moulding for encasing electric wires.“ P. T. KENNY. 
August 4th. 


18.005. Electric control of clocks." SIEMENS Bros. & Co., Lip. (Siemene 


aud Halske Akt.-Ges., Germany.) August ith. (Complete) 
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18,007. "Improvements in the manufacture of trolleys for use in electri?’ 


railways, tramways and the Jike.” A. Remen. August 4th. 
18,012. “Improvements in and relating to switobes." C. ZEE, August 4th. 
(Complete.) 


18,096. *'' Improvements connected with cirouit-breakers for electric welders - 


and the like.“ B. Jzvonsand V. D. GREEN. August Sth. 

18,098. ‘Improvements in and relating to secondary batteries.“ F. R. 
Lewis. August 5th. 

18,118. ‘Improvements in electric furnaces for the continuous manufacture 
of glass.” М, Влсудакои. August 5th. ( Complete.) 

18,221. “Improvements in and relating to electrio switches and the like.” 
M. B. FrzLD and Fereranti, LTD. August 6th. 


18 298. " Eafety electric connector plag.” J. F. CONRADI and E. 8. CONRADI. 


Augu t 1. 

18,268. “Improvements in or relating to automatic electric switcher, elec 
tricity meters, and similar apparatus where operating or controlling coils are in 
ei: cuit whilst tbe apparatus 1s in use.“ F. C. Daxxarr. August 7 


PUBLISHED SPECIFICATIONS. 


Oopies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Тномрвох & Co., 822, 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


WINDING MACHINES MORE ESPECIALLY APPLICABLE Fok WINDING Cors or WIRE 
гов 5 PuRPOSES. E. A. Wilderspin and E. В. Hough. 15,058. 
uly ; 


ELECTRIO MoToR-GENERATOR SETS FOR SUPPLYING ARC LAMPS FOR SEAR HLIGHTS 
AND FOR OTHER APPARATUS. British Thomson-Houston Co. (Allgemeine 
Elektricitáts Ges.) 15,130. July 16th. (Application for Patent of Addition 
vo No. 4,879/06 


ELECTRICAL CoNTAOTS FOR USE IN RarLway SIGNAL Systems. С. P. Finnigan. 
16,494. July 91st. 


ErLnkcTRIO FURNACES FOR THE TREATMENT OF ORES AND THE LIKE. R. E. D. 


Kilburn. (E. Oesterle.) 16,645. July 28rd. 
MAGNETIC SEPARATORS. R. E. D. Kilburn. (E. Oesterle.) 16,646. July 28rd. 
ELECTRICALLY-HEATED HAND Івомв. H. J. Read. 15,074. July 28rd. 


ELECTRIC RELAY Systems AND RELAYS THEREFOR, E. Raymond-Barker and A: 
Orling. 15,858. July 25th. 


SUPPORTS FOR CONTACT Рїоув ов ELECTRIC-CuRRENT COLLECTORS FOR ELECTRIC 
Raitways. M. E. Curwen. (J. G. Brill Co.) 16,805. August Ist. 


ARC-CowrRoL MECHANISMS FOR PROJECTORS, SEARCHLIGHTS AND THE LIKE 
British Thomson-Houston Co. (Gen. Elec. Co.) 18,723. August 8th. 


TELEPHONE CURRENT - TRANSMITTING, RETRANEMITTIXG дир  REINFORCING 
APPARATUS. J. E. Kingsbury. (Western Electric Co.) 17,048. August 1&b, 


BHADE-HOLDERS FOR INCANDESCENT ELECTRIC AND OTHER Ілонтв. W. А. Gt 
Hill. 17,706. August 94th. 


ELECTRIC CIncurr Breakers, British Thomson-Houston Co. (Gen. Elec. Oo.) 
19,689. September 17th. 


SHADE CARRIER FOR ELECTRIC, INCANDESCENT AND OTHER LAMPS. J. Nelson and 
Drake & Gorham, Ltd. 19,705. September 18th. 


Ixpuction Cons AND Твлквғовмевѕ. Н. F. Bigge and F. R. Butt, 19,880. 
September 22nd. (Postdated February 10th, 1909.) 


MEANS OF CONVERTING EXISTING PETROL OMNIBUS CHASSIS INTO ELECTRIC 08 
PzTROL-ELECTRiC VEHICLES. W. A. Stevens. 20,210. September 25th. 


OvzRLoAD CiBcviT Breakers. Siemens Bros. Dynamo Works, Ltd. (Siemen 
Schuckertwerke Ges.) 20,2€8, September 26th. 


ELECTRODES FOR Accuautators. H.J. Haddan. (Nya Ackumulator Aktiebolaget 
Jungner.) 21,004. October 5th. 


TELEPHONE INSTRUMENTS, W. Aitken. 21,406. October 10th. 


MERCURY AND OTHER VAPOUR ELECTRIC Lamps. H. A. Kent, H. G. Lacell and 
Silica Syndicate, Ltd. 21,884. October 1€th. 


Dry REzINCABLE Gatvanic CELL. Е. Weatheril. 99,699. November б. 


MAGNETO-IGONITION DEVICES FOR USE IN CONNECTION WITH IXxTERNAL-COMBUSTION 
ExcGixzs. Mulholland. 24,408. November 18th. 


MEANS FOR MOUNTING OR SUPPORTING TELEPHONIC INSTRUMENTS. T, E. Winter 
bottom. 25,122. November 218+. 


SECONDARY BATTERIES. Van Raden & Co. and M. Metz. 95,478. November gri 


Тімв RzLAY ғов ELEOTRIO CummrNTs. D. Timar and R. Ziegler. 3990 
December 12th. Е 


1909. 


Мклхв ғов Mounting ELECTRIC Lamps. H. Girard. 425. January Tib. 
(Request under Seo. 19 not granted.) 


PaNDuLUM ELECTRICITY METERS. Fery. 687. January llth. 
INCANDESCENT ELECTRICO Lamps. E. Bohm. 8,897. February 15th. 


TELEPHONE FXCHANGER. Siemens Bros. & Co. (Siemens & Halske 
4,594. February 21th. 


ELECTRIC Propvotion or Inox AND STEEL AND OTHER METALS, AND FURNAGH EM 
CARRYING OUT THE SAME. Aktiebolaget Elektrometall. 6,088. March 
(Date applied for under Inteinaticnal Convention, August lt, 1908.) 


Wonkix OF ELECTRIC ARCS IN SERIES. H. Pauling. 6,429. March 17th. 


OVERHEAD CONDUCTOR FROGS AND CROSSINGS FOR ELECTRIC Tamina! 9 0 
Venning. 7,795. April 186, (Date applied for under Internation 


vention, April 120, 1908.) 


INDICATORS OPERATED BY ALTERNATING CuRRENT. Felten & 
Lahmeyerwerke Akt..Ges. 8,191. April &th. (Date applied 


Akt.-Ges 


illesume 
P or under 


International Convention, July 11th, 1908.) 8570, 
Time RELAY ғов ELECTRIC Currents. D. Timar and R. Zieg er-. 
April Sch. 


'TELEGRAPHIC Receivers. A. Pictet. 10,450. May 3rd. 


oTHEs 

BAFETY AND ANTI-INDUCTIVE APPLIANCES FOR TRLFIHONE, TELEGRAPH ОЁ plied 
ELECTRIC Conpuctina Wires. E. Hall. 12,869. June Ist. 

for under International Convention, May £9th, 1908.) gH 


Bi 
APPARATUS FOR CONVERTING ALTERNATING POTENTIAL DirrenENORS f. (Daté 
CONTINUOUS POTENTIAL DIFFERENCES. R. Delon. 18,450. dune plicatioD 
applied for under International Convention, June 18th, 1909.) (Ap 
for Patent of Addition to No, 1,070 of 1900.) 


High Holborn, W.C., and at Liver 
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WEAR-AND-TEAR OF TRACK. 


CARDIFF tramways have been very much in the public eye 
lately, chiefly because a certain section of the Committee 
thinks that it is more capable of managing the system than is 
the manager himself. A highly successfal business for some 
years, these tramways have proved that they are not exempt 
from the common ills, and it has been evident for some time 
that meeting properly the depreciation and renewal charges 
will вор up the over-spill of profits which used to go to the 
relief of the rates. 

The latest and the most grievous tribulation to afflict the 
Cardiff Tramway Department is disease of the track, and 
the reports of the manager, who is also the engineer, were 
80 serious, and called for the expenditure of so much money 
in order to set things right, that a second opinion was 
demanded, and Mr. Howard Smith was instracted to examine 


and report. As one might suppose, his diagnosis and 


recommendations do not differ materially from those of Mr. 
Ellis, and it is only too clear that the track will be a heavy 
drag upon the progress of the tramways for some time 
to come. 

None of the lines are 10 years old, and it may be said that 
the average age of the 30 miles is not more than 8 years, yet 
not only are the rails worn out, but a considerable portion of 
the permanent way itself needs renewal. This is rather 
a blow—if any further killing were necessary—to the once- 
prevalent idea that the life of track under electric traction 
would be 15, 20, or even 25 years. The decrepitude of the 
earliest electric lines before the lowest of these figures was 
reached should have served as a check to the most sanguine 
promoter, especially when the comparatively light service on 
these pioneer lines was taken into account. Constructional 
methods have improved considerably since those days, but 
they seem to be only now on the point of overtaking 
the ever-increasing destructive effecta of heavier service 
conditions. 

It appears that the average density of car service over 
the Cardiff system is greater than that of any fairly 
comparable system in the kingdom, and corrugated rails 
have played a more than usually important part in the 
general decay of the track, while the boggy nature of the 
sub-soil in places, and the large number of sharp curves, 
have helped to produce the present state of affairs. 

An article in the Light Railway and Tramway Journal 
of June 11th indicates a hopeful remedy for excessive rail 
wear, drawn from experience on the London underground 
railways. On the Circle sections the standard steam rail 
has worn in an astounding fashion under electric traction, 
a peculiar side wear being particularly noticeable. Rails in 
dry tunnels which under electric traction might have been 
expected to last five years have had to be removed in two 
years, and even in five months, while the life outside tunnels 
has dropped from an expectation of 12 years or more toa 
realisation of five years or leas. 


[321] 


322 


THE ELECTRICAL REVIEW. Vol. 65. No. 1,657, Avacs? 27, 1909 


On the District Railway heavy side-cutting at curves has 


been experienced, and it was thought that this might be 
overcome by increasing the superelevation, but the results 
of experiments showed that the evil was intensified rather 
than diminished. | | 

On both those lines rails with high silicon contents have 
raised the average life by 30 per cent. or more, and the use 
of a check rail much harder than the running rail has 
nearly eliminated side wear. 

The specification of the rails, which are manufactured 
under the Sandberg patents and Bessemer process, is as 
follows :— 


Underground 
District Railways ot 
Railway. ndon. 
Per cent. Per cent. 
Silicon ... те ih . . 35 to 45 1 to 2 
Manganese (not to exceed) ... 80 8 to 1 
Phosphorus  .. ‘es sae C307 07 
Sulphur . 07 075 
Carbon . 45 to 55 5 to 6 


Mr. A. R. Cooper makes a most interesting addition to 
our knowledge of the causes of excessive wear on rails used 
under electric traction. This wear has been very marked 
on the Metropolitan and the District lines, which were 
converted from steam to electric traction without altering 
the characteristics of the permanent way; but the track of 
the tube lines was designed especially for electric service, 
and it is giving excellent results. We may remind our 
readers that the peculiar characteristic of Mr. Chapman's 
design lies in the sleepers being free to move vertically at 
the ends. Usually they are packed solid for their whole 
length, but on the underground electric railways the track 
really consists of a centre-bound road, the ends of the 
sleepers being supported by the initial packing only, and not 
beaten up, so that they depress some ү% in. when trains pass 
over them. This spring in the track appears to counteract 
the punishment which the rails would otherwise receive. 

On the Piccadilly Railway, which has a number of sharp 
curves, not a rail has been changed, or even turned, 
although in use for 2} years, and there is none of that 
battering or corrugation on curves which has been such a 
nuisance on the District and other electrified railways. 

In connection with the life of track it is germane to 
mention the scheme for determining the allowances to be 
granted for fair wear and tear on tramways, gas, water and 
electricity undertakings, which has been agreed upon, after 
long negotiation, between the Board of Inland Revenue and 
a special committee of the Tramways and Light Railways 
Association. 

An abstract of this scheme appears in another part of this 
issue, and it is only necessary here to compliment the 
Association upon their work and its results. 

The method of classifying permanent-way on the basis of 
average car-mileage per mile of track per annum, then 
saying that 16 years is the life of track used to the extent 
of under 50,000 car-miles per mile per annum, and so on, 
seems to be the best that could be adopted under the 
circumstances. Whether the life assumed in every class is 
not too long is a matter of opinion, and for the present we 
are inclined to think that it is. 

In the case of overhead equipment on tramways, and of 
conduita on lighting systems, no allowance is to be made for 
depreciation, but the annual expenditure on repairs and 
renewals may be allowed as working expenses. 


It is to be noted that this scheme has been drawn up for 
the sole purpose of income-tax assessment, for which it is 
necessary that allowance should be made for depreciation. 
Hitherto, we suppose, every undertaking has had to fight ite 
own particular. battle every year with Somerset House, but 
henceforth everyone knows where he is, and it is to be 
hoped that everyone is satisfied. 

We do not gather that this agreement with the Inland 
Revenue will have any effect outside its direct purpose, but 
much use might be made of its provisions in making out the 
public balance-sheets of corporations and companies. 


THE Official Circular of the Tramwaye 
and Light Railways Association for July 
contains the translated discussion on 
Mr. A. Busse's paper bearing the above title. | 

It appears that every line of importance which contributes 
members to the Union Internationale and to the German 
Tramways Association has experienced corrugation, and the 
general opinion is that its appearance is connected closely 
with the introduction of electric traction. Many well-known 
Continental engineers joined in the discussion, but it will be 
sufficient to reproduce the concluding remarks of Herr M. 
Koehler (Berlin) :— 


Ball 
Corrugation. 


This discussion has had a singular effect upon me. Barely an hour 
ago I was fully convinced that we had at last got the microbe of 
corrugation tightly by the throat, and I was going to propose to 


have it christened ''Petersenius." But this hope is shattered, and 
I am forced to regretfully acknowledge that the question remains 
unsolved. Many are the reputed causes, and we are not even able 
to apportion to each its proportionate degree of importance. 
Nothing remains, therefore, but to undertake renewed investi- 
gations. I move that the discussion be closed for the present, and 
I proposs that the question be brought up again at our next 
congress. I further propose that the present members of the 
committee who have been at such great pains to place before us all 
known facte bearing on this question be invited to continue their 
labours in the interests of all concerned, and I look forward to our 
next congress with the assurance that they will by that time have 
reached more definite conclusions. (This was carried unanimously.) 


A SHORT time ago reference was made 

The St. Peters- in this journal to electric tramway pro- 

Бай dod posals spbmitted by international firms 

ui: regard to the network in St. Petersburg. 

It now turns out that a scheme was presented to the 
municipal council a few months ago by the Allgemeine 
Elektricitiits Gesellschaft, the Siemens & Halske Co., and 
the British Westinghouse Co., offering to take over the 
tramways hitherto laid by the municipal council, the 
generating station and the rolling stock, &c., for the sum of 
20,000,000 roubles (£2,000,000). The companies also 
proposed to assume the obligation to extend the network by 
the expenditure of a further amount of £3,000,000. The 
scheme is said to be financially supported by the Deutsche 
Dank, the Belgian Société Générale and the British 
Westinghouse Co., and an agreement exists between the 
manufacturing firms во as to exclude mutual competition. 
It was recently reported from St. Petersburg that the 
negotiations between the interested firms and the municipal 
council would be resumed during August in view of the 
expected presence in the Russian capital of the responsible 
representatives of the council, and that the realisation of 
the scheme was highly probable, having regard to the 
circumstance that the city authorities were under the 
necessity of devoting a large expenditure to the improvement 
of the system of supply of potable water. An inquiry 
made in competent quarters in Berlin a day or two after the 
publication of the report elicited, however, a statement to 
the effect that nothing was known of the proposed 
resumption of negotiations in August, which was declared 
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to be an inappropriate month. It was added that the 
principles of the scheme have by no means been settled, but 
that it has now again become doubtful whether the 
companies will acquire the tramways from the city and work 
them. The possibility has to be reckoned with that the 
municipal council will retain the working in its own hands 
and also have the extensions carried out, in which case the 


companies in question would be taken into consideration. 


The main difficulty arises from the question as to the raising 
of the necessary capital, and it was this factor in the situation 
which formed the original motive for the suggested transfer 
of the undertaking to private enterprise. 


which takes an interest in matters elec- 
trical was startled to hear of the terrible 
accident which occurred at the villuge of Oliginate, a town- 
ship of 2,000 inhabitants on the left bank of the Adda 
River, a few miles south of Lecco, Lombardy. It appears, 
from the numerous newspaper reports, that during a farious 
thunderstorm some high-tension transmission. wires broke, 
and, in falling, came into contact with low-pressure dis- 
tributors, with the result, apparently, that in numerous 
instances the wiring and switches in the houses started to 
fuse and barn up. The wiring, evidently of the surface 


type, fell about the rooms, catching the inmates in its coils, · 


with disastrous results, as from this and from attempts to use 
switches, a dozen people were killed outright and about 
30 received severe shocks and burns. 

It is significant that the casualties occurred almost 
exclusively in the houses of the lower classes, where the 
installations were evidently crude, and that in the better 
class villas no serious results occurred. The Orobia 
Electricity Co., of Lecco, whore circuits were concerned, 
supplies over a hundred villages round Como. In the 
absence of technical details, one can only conclude that 
the contempt bred of familiarity led to the neglect of what, 
in this country, would Бе regarded as elementary pre- 
cautions ; indeed, it is somewhat surprising and reassuring, 
if anything, when one considers the free-and-easy methods 
adopted in some parts of the Continent, that similar 
accidents have not occurred more frequently. 

It is somewkat curious thas not so many miles away—in 
Geneva, to be exact— a disastrous explosion occurred at the 
municipal gas works, on Monday afternoon, killing 18 men 
and injuring a great number of others, besides wrecking the 
property in the vicinity. 


OUR esteemed contemporary, the Builder, 
London’s А h Na e i iti 
Electric Light is much concerned as e incopgruitics 
Standards, in design of the London electric light 
standards. Indeed, our friend has toured 
through certain main thoroughfares, note-book in hand, and 
emphasises its remarks by rough tketches of its pet aversione. 
Talking about arc lamp standards, our contemporary says 
“ they are very mach in want of a lift up out of the hands 
of the engineering ornamentalist "— but why “ engineering 
, ornamentalisb"? Surely our contemporary is aware that 
many of these admittedly ugly standards are produced wholly 
and solely on the initiative of the municipal powers that 
be, the city architect, borough surveyor, civic council, &c. ? 

Moreover, we doubt whether the so-called engineering 
ornamentalist might not more accurately be classed as an 
architectural ornamentalist ; certainly there is no engineering 
involved in designing a cast-iron lamp standard, and few 
engineers who have to pay for such things care for expen- 
sive and superfiuous ornamentation, especially where this 
obstructs the light. 

But even were the design of lamp standards in main 
streets left to qvalified architects, with a view to their 
harmonising with their surroundings, what could the 
designer do in, say, Fleet Street, with its remarkable 
collection of architectural ugliness ? 


Last week tbat portion of the world 


TARIFFS FOR DOMESTIC CONSUMERS. 


Br F. FERNIE. 


PERHAPS the object of any municipal electricity supply 
scheme is to give a supply of electricity to the greatest 


possible number of people at the cheapest possible rate. The 


“ maximum demand ” system of charging divides the total 
costs of the supply amongst the consumers more equitably 
than any other system. Such a system, however, does not 
necessarily mean that the greatest possible number of con- 
sumers will be obtained, for if there are a certain number 
of consumers who will be obtained whether they are charged 
cost price or over cost price, it is obvious that, by charging 
these people above cost price, the station can afford to supply 
a certain number of people below cost price. There are thus 
three classes of consumers to be considered :— 

1. People who will (unconsciously) pay more than cost 

rice. | | 

2. People who will pay exactly cost price. 

8. People who can only be obtained as consumers by 
charging them under cost price. 

The greatest possible number of consumers will be obtained 
by making Class 1 pay more than cost price, for then a pro- 
portion of Class 3 will also be obtained. Any tariff, then, 
that aims at obtaining the maximum number of consumers, 
must во balance things that the sum of consumers in Classes 
1 and 8 is a maximum. The majority of the consumers 
connected to any undertaking belong to Classes 1 and 2, 


and if they properly realised matters, it is probable that all 


шоре supply tariffs would be on the maximum demand 
principle. | 
The overcharging of a proportion of the consumers would 
appear to be sound, only so long as the new undercharged 
consumers attracted were such as tended to improve the 
station load factor. In this way the all-round cost per unit 
would be lowered, во that Class 1 might eventually be charged 
a lower rate per unit than the original cost of supplying 
them. On the other hand, if the overcharging of some 
consumers attracted only such consumers as tended to 
lower the station load factor (¢.7., early closing shops), then 
the policy would appear tobe unsound. The price of any manu- 
fixed charges If 
No. of articles made 
a large sale depends on a low price, then any trading concern 


factured article depends on the ratio 


. must sell at a loss at first in order to reach the large sale. 


It is possible that the metallic lamp difficulty could be 
counteracted in some cases by reducing the charge for 
power (heating, &c.) instead of increasing the charge made 
for lighting. 

The cogt of an electricity supply business may be divided 


into four parts :— | 


1. The “fixed charges, which depend on the maximum 
demand on the station. 

2. The "running" costs, which depend on the number 
of units gold. 

3. The “service” costs, which depend on the number of 
consumers. 

; 4. The “ preparation costs," which depend on the load- 
actor. | 

The service costs include the interest, &c., charges on, arid 
the maintenance of, the service cables, cut-outs, meters, &c. ; 
all those parta of the salaries and office expenses which are 
connected with the reading and testing of meters, the 
preparation and collection of consumers’ accounts ; part of 
the management charges and preliminary expenses. 

It may also be argued that part of the interest and sinking 
fund and the maintenance of the mains depend on the 
number of consumers. For the greater part of the cost of 
the mains depends on their length, and the length of mains 
laid varies with the number of consumers supplied (not 
necessarily so, but true in practice). 

The maintenance of the mains depends entirely on their 
length, and the number of units lost in distribution partly 
on their length. The section of copper used depends on 
the maximum load, as well as upon the length. The whole 
cost of the mains cannot in any case depend entirely on the 
maximum load, since the cost of the trench work, the pro- 
tection of the copper conductors, and the Aries ju of 
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roads, would be nearly the same whether the mains had to 
transmit 100 KW. or 1 KW. 

If it be admitted- that half of the mains are true 
* gervice " coste, then the service cost per consumer will be 
quite a considerable amount. People who ougbt to be large 
consumers—those who live in comparatively big houses— 
involve a lafger “ service cost than people living in smaller 
houses; for the length of mains necessary to supply a 
given number of consumers in a road depends on the front- 
age of the houses. Thus three houses, each with a frontage 
of 50 yards, require 150 yards of mains, whereas three 
small houses together, forming part of a row, might require 
only 30 yards of mains. The length of service leads would 
also be greater in many instances in the case of the larger 
houses. Against this must be set the ordinary commercial 
advantage of doing a large turnover with one customer 
instead of with a number. , 

On the “ maximum demand” principle, consumers with 
similar load factors should pay at the same rate per unit, 
independently of the number of units actually used, but if 
the service cost consumer be recognised as at all com- 
parable in amount with the fixed charges per KW. of maxi- 
mum demand, then the number of unita used must be taken 
into account, and, of two consumers, the one who uses the 
largest number of units should be charged, on this account 
alone, at a lower rate per unit thau the other. 

Experience with the * maximum demand " system shows 
that nearly all domestic lighting consumers have very similar 
load factors ; aleo, this system does not **slide " much when 
fairly reasonable load factors are reached, so that a flat rate 
per unit may fairly be applied to such a class. The unfair- 
ness of a flat rate occurs when it is applied both to this class 
and to very low load-factor consumers such as early closing 
shops and offices. 

The effect of the diversity factor on the сові of supplying 
a consumer depends on what proportion the service charges 
bear to the total standing charges. The more standing 
charges that are put down as service charges the less will 
be the effect of the diversity factor. | 

The curve 4, in the figure represents the cost per unit of 
supplying a consumer on the * maximum principle,” with the 


PENCE PER UNIT 
a 
о 


МЫ 
Т 


200 
мо OF UNITS 


НҮРОТНЕТІСАІ, Oost CURVES. 


following assumptions :—Maximum demand of ‘consumer = 
$ KW. ; cost рег KW. of maximum demand (including service 
charges) = £10 per kw.; running cost = Id. per unit; 
diversity factor = 1:5. в, represents the cost of supplying 
a consumer with a maximum demand of 1 Kw. under the 
same conditions. For a 10 per cent. load factor the cost 
per unit is jast under 24d. А; (which coincides with Bi) 
and в, represent the cost per unit for the same consumers, if 
the cost per kW. of maximum demand were £5 and the cost 
per service £5 (the service cost is purposely exaggerated). 
The cost of supplying a with a load 10 per cent. load factor 
is now just over 4d. per unit, and в just under 3d. per unit. 
If a flat rate of 31d. were in force, the B people would pay 
too much and the A people too little, and this would be quite 
reasonable if the average service costs of large consumers 


were greater than the service costs of small consumers, and 
if it is desirable to make some consumers pay too much for 
the common good. Of course, in the particular (exaggerated) 
case taken, anyone using less than 300 units would be hope- 
lessly undercharged. 

The service coste, in many special cases, can be made very 
small indeed, for small premises. If the average load factor 
of the class congidered was found to be 10 per cent., the flat rate 
might be based on a load factor of 8 per cent., say; then 
B should pay just under 34d. and a 5d. per unit. To brin 
this right for a 10 per cent. load factor, B should be char 
687 units at 42d. and 193 units at ld. 4 should 
be charged 343 units at 4:24. and 97 units at 1d. This 
would give an average price of 34d. for 10 per cent. load 
factors. The number of units that any consumer had to use 
before getting the reduced price, might be made to depehd 
on ће rental of his house. By this method a consumer who 
did not use the average number of units of his class would 
(correctly) pay & higher rate for them, although hie load 
factor might be the same as the average. Although theload 
factors of domestic consumers are very similar, yet the 
number of units used by similar houses is sometimes very 
different. Consumers who used more than the average would 
have the benefit of a correspondingly lower rate. It would 
be unlikely for any house to use more than the average 
number of units and yet have a much lower load factor than 
similar houses. 

The difficulty of two rates and two mbters for power and 
lighting would be overcome, if the reduced rate for lighting 
was made equal to the power rate. Some such method as 
this would have much the same advantages as that iu force 
at Norwich, bnt it would be less harsh on those consumers 
who wished to make only a limited use of electricity. A 
consumer who was undercharged for his lighting would be 
overcharged for his heating, if he bad any. ‘The special 
wiring involved by the use of two meters is a very real draw- 
back to the more extended use of domestic power appliances. 
The year might be made to start at the September quarter 
so that the heaviest bill would correspond with heaviest 
quarter’s consumption. 


RECENT PROGRESS IN ARC LIGHTING. 


Іх а lengthy article in the Z. T. Z. for April 15th and 22nd. 
Dr. B. Monasch gives an interesting comparison, illustrated 
by recent tests, of the various types of arc lamps at present 
in w-e. 

Up to about the year 1895, the only available arc lamp 
was the ordinary open one with vertical superposed pure 
carbons. The only advances made up to that time since 
1879 were confined to improvements in mechanism and 
standardisation, leading to reduced cost. The price of a 
lamp in the eighties was about £17 103, while the same 
type of lamp sells to-day at about £3. Series, shunt and 
differential lamps were in use, and the light obtained was 
white with a slightly blueish tinge. А 15-ampere lamp 
burning two in series on 110 volts, gave about 1,500 hemis- 
pheric Hefner с.р. without the globe, and used 18'or 20 mm. 
of carbon per hour, the specific consumption being about 55 
watt per hemispheric c.r. This type of lamp is still on the 
market, and even this year an order for 600 of them was 
given by a large Berlin establishment, chiefly because of the 
absence of injurious vapour and the whiteness of the light. 

By careful design of the differential gear, it has now 
become possible to burn such lamps three in series on 110 


volts without any starting or steadying resistance. The 


starting current may reach three times the normal value, but 
steady burning is attained ia 30 seconds. 


In 1895 the enclosed long-barning arc3 introduced from 


America, came into competition with the open arc. The 
high cost of labour in America had led to the widespread 
ute of the enclosed lamps, as they avoided the daily trim- 
ming required by the open arcs. ‘The enclosed lamps burnt 
singly on 110 volts (70 or 80 volts on the lamp) for 150 
hours, or, in extreme cases, for 350 hours with a single piece 
of carbon. The specific consumption, however, rose to about 


- 
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1 watt per hemispherical candle-power with a clear glass 
inner globe and no outer globe. The greenish aureole pre- 
sent in the arc burning in air is absent in the enclosed arc, 
and the light is, therefore, blue or violet. The direction of 
maximum light emission is favourable to uniformity in street 
lighting, as it occurs only 10° or 20° below the horizon, 


Fic. 2. 


instead of about 45° to the horizon, as in the open lamps. In 
America the 4 or 6-ampere enclosed arc is consequently still 
in general use for street work. 


The dense coating of the inner globe after, say, 200 hours, | 


together with the dusty appearance of the outaide, hae, how- 
ever, led to the intermediate type of lamp which, although 
enclosed, is fitted with thin carbons, which burn for abont 
22 hours only, but gives more light than the older enclosed 
arcs, The 6-ampere lamp of this type with 7 mm. carbons 
gives 1,100 hemispherical Hefner c.r., and the 5-ampere one 
Bn mm. carbons gives 725 c.r. with a single clear glass 
glo | 

The light is not во blue owing to the white heat attained 
by the thin carbon ends, and these thin carbons also give a 
much steadier light. 


In 1900 Bremer came into the market with a lamp which: 


opened a new era in arc lighting. He mixed various 
luminous salte, chiefly calcium fluoride, with the core of his 
carbons, and attained a great increase in light emission. The 
heavy deposit given off by these chemical carbons, pre- 
vented the old vertical carbon arrangement being employed 
any longer, and Bremer went back to an old 1880 type lamp 
with inclined carbons. Mach trouble was found with the early 
chemical carbon or flame arc lamp, but in the course of a 
few years, the mass of experience collected by the various 
makers eventually led to a satisfactory lamp having a specific 
consumption of about 15 watt per hemispherical Hefner 
candle-power, without globe, and taking 45-47 volts. The 
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Ка. 34.—OrEN TYPE Авс WITH VERTICAL CABBONS, + 20 мм. 
AND — 14 MM, WITHOUT (LoBE. HEMISPHERICAL HEFNER 
СР. = 1,600. 15 Amps., 44 Уогтв. 


Ета. 3B.— OPEN TYPE Авс WITH VERTICAL CARBONS, + 20 MM, 
AND — 14 MM., WITH OPALINE GLOBE (20% Loss)  Hzwt- 
SPHEBICAL С.Р. = 1,200. SPHERICAL O.P. = 762. 15 AMPS., 
44 VOLTS. 


Fic. 3c.—CuBvE o» IrLuwINATION 1 M. FROM THE GROUND, IN 
LUX, РВОМ THE ABOVE LAMP SUSPENDED 8 METRES FROM THE 
GROUND. 


recent 20-ampere lamp of this type installed in some of 
the principal Berlin streets gave 5,050 hemispherical C.P., 
with clear-glass globe and white light carbons. By suitably 
Ventilating the globes, the harmful effect of the white 
deposit given off by the carbons is minimised, both as regards 
the mechanism, and as regards the obscuring of the globe. 


. required for 


The reduction in light from this cause, after burning for 18 
hours, is under 5 per cent. Owing tothe thin carbons which 
must be used for a steady light, exceptional lengths are 
these lumps, an 18-hour burning period 
requiring two carbons each 25 in. long. 

Flame lamps using a special form of carbon, due to the 
Planiawerken, have recently been arranged for.burning three . 
in series on 110 volta or six on 220 volts, without starting or 
steadying resistance. The rush of current at starting reaches 
twice the normal value. 

Most of the flame lamps in use employ a carefully designed 
and tested regulating gear, but in the earlier typesso much 
trouble was caused in this mechanism by the white deposit 
given off, that Beck and others introduced simplified Jamps 
without mechanism. Beck provides one of his carbons with 
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Fic. 44.— FLAME ARC WITH INCLINED CABBONS, + 11 MM. AND 
— 10 xw. wirsouT GLOBE.  HzMw.sPHEBICAL HEFNER C.P 
, = 4,100. 15 Amps., 47 Vorrs. 


Fic. 4B.— FI Au ABC WITH INCLINED CARBONS + 11 MM. AND 
— 10 MM., WITH OPALINE GLOBE. HEMISPHERICAL O.P. = 
3,380. SPHERICAL CP. = 1,915. 15 Amps., 47 VOLTS, 


Еа. 40.— CURVE OF ILLUMINATION 1 M. FROM GROUND, Lamp 


8 M. FROM CLROUND. ; 


a thin rib of carbon all along its length. This rib rests on 
a shoulder and gradually, owing to the heat of the arc near 
it, 16 consumes away and lets the carbon drop, and, since the 
two carbons are geared together, the feeding of the arc is thus 
effected. 

Janecek builds a lamp on the principle shown in fig. 1. 
An iron strip, out of which teeth have been stamped, is let 
into the anode carbon. The teeth rest in turn on the porce- 
lain projection А, and as they become heated by the arc they 


—— 
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Fic. 54.— ENCLOSED ARO Lamp WITH CLEAB Grass INNER 
GLOBE AND OPALINE OUTER GLonE (30% ross) Hours оғ 
Bogsninc = 110. CABBONS = 13 MM. FOB BOTH + AND —. 
HEMISPHERICAL C.P. = 800. SPHEBICAL C.P. = 511. 74 AMPS., 
80 VOLTS. 


Fia. 5в.— CURVE oF ILLUMINATION 1 M. FROM GROUND. 
Lamp 8 M. FROM GROUND. 


bend back and allow the carbon to fall gradually until the 
next tooth, which is still stiff and straight, reaches A and the 
process repeats itself. : 

For working two lamps in series on 110 volts, a Nernst-type 
iron-wire resistance in hydrogen is employed as steadying 
resistance. | 

In general, however, these lamps without regulating 
mechanism must be considered as falling short in quality of 
those with the mechanism. They are too much dependent on 
the physical qualities of the carbon ribs, &c., to be selected in 
cases where reliability of action and constancy of light are of 
importance, even although they are naturally somewhat less 
expensive. 
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After flame lamps had come into widespread use, T. L. 98:9 lux, the minimum is :8 lux, and the average is 


Carbone introduced pure carbon lamps with inclined carbons | . ; max.- min.; 1. 
taking 75 to 80 volts. These stood between the ordinary 6:96 lux, so that the irregularity factor, Eo ig 141. 
E bon open arc and the enclosed arc. The hours of Phe consumption for 1 lux average“ illumination is 1 19 watts. 
urning were only slightly in excess of those of flame arcs, Carve II is for the Blondel arc with ** T. B." carbons. 
во that no great, demand for this lamp existed. The max., min. and average illuminations are 45°3, 1:6 and 


The next advance was made by Blondel who employs 
vertical carbons with special chemical treatment which gives 
the economy of the flame arc coupkd with considerably 
increased hours of burning. 

Blondel's carbons are distinguished from ordinary flame 
carbons by having a much greater proportion ($ in place 
1) of core diameter to outer diameter of carbon, as shown in 
fig. 2, where 4 shows the proportion of flame arc carbon and 
B shows Blondel's carbon. By this means the arc is always 
formed on the core substance instead of jumping to the pure | 
carbon shell sometimes and go leading to an unsteady light. uA 
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Fia. 64.—BrosprzL Авс Lame wrrH “Т. B." CABBONS, + 20 мм. — * d | 
AND — 18 MM. IN DIAMETER, WITHOUT GLOBE. HEM sPHEgI- 0 4 8 12 16 20 24 98 c: 16 чо 44 чу 22 56 00 

CAL C.P. = 4,100. 15 Amps, 40 VOLTS. Meter 


Fic. 7.—IrrLvMINATION CURVES FOR LAMPS, 8 M. ABOVE 


FiG. 65.—BrospEL Авс Lamp wiTH "T. B." САввОК5 + 20 MM. GROUND AND 60 M. APART. 


AND — 18 мм. IN DIAMETER, WITH OPALINE GLOBE., HENI- 


SPHERIOAL С.Р. = 3,520. SPHERICAL C.P. = 2,090. - 6'8 lax. The irregularity factor is 6:4, and the energy 
consumption per average lux is 121 watts. 

Curve III is for the ordinary open arc lamp with vertical 
carbons. The max., min. and average illuminations are 
15°7, 5 and 2:3 lux. The irregularity factor is 6:4, and the 

The Blondel arcs are arranged for 30 to 40 volts and can energy consumption is 353 watts per average lux. 
be burnt 2 or 3 in series with a small steadying resistance Cuive IV is for the enclosed arc. The max., min. and 
on 110 volte. The vertical arrangement of the carbons average illuminations are 6:3, · 45 and 1:5 lux. The irre- 
allows greater diameters to be used than in inclined carbon gularity factor ig 3:9. | | 
lamps. The 15-ampere lamp with а 20-mm. upper and The energy consumption is 550 watts per average lux. 


Еа. 6¢.—Corve СЕ ILLUMINATION 1 M. FROM GROUND. 
Lame 8 M. FROM (BOUND, 


9 
94 

20. ‚ыб >” n 

<a C ow, зн у 5 : 


may oye чит 44^ 


2 


| 

A 

| 

ils 
Fia. 8.—INvERTED Lamp with DIFFUSER. Fic. 9.—F.unm весикт A.E.G. Авс Lames. 

18 mm. lower carbon burns for 22 to 24 hours with a length It will be seen that the Blondel arc gives the best all- 
of each rod of 12) in. For the sake of comparison, Dr. round results for street lighting as regards uniformity 80 
Monasch gives a series of candle-power and illumination ^ consumption, although the enclosed arc also gives 
curves for lamps of the various types, each including steady- ^ uniformity. РЕ 7 
ing resistance, consuming 825 watts, je., the same con- Turning next to the question of inside lighting, a 
sumption as the ordinary open type direct-current 15- author discusses the recent advances in indirect illuminatic 
ampere arc burning two in series on 110 volts. by means of reflection from the ceiling or from ? 


In fig. 7 the curves of illumination 1 metre above the reflectors, with inverted lamps. In some cases good resulte 
ground are shown for these various lamps (with opaline — — = — em 
globes) on the assumption that they are suspended 8 m. * In these curves the " average illumination" has been taken 45 


from the ground and 60 metres apart. | eee the height of a cylinder whose develo surface is of the = 
Curve I is for the flame arc, the max. illumination is area and rame base length as the actual curve of ill | 
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are obtained with semi-indirect lighting, using inverted 
lamps, but letting some of the light fall through a strongly 
diffasing glass globe, whilst the rest is reflected from the 
ceiling (fig. 8). | 

The following results have been obtained by the author 
and Dr. L. Bloch :— 7 | 
Жаш соашар; 


average lux and 
. Average illumina- ^ per 100 sq. 
tion in lux 1 metre metres of floor 


Arrangement of lamps. above the ground. · space, 

Quite indirect lighting with 

the + carbon below ... 80 to 100 12 to 22 
Qaite indirect lighting with 

° the carbons as usual 

carbon above is bQ to 70 18 to 30 
Bemi-indirectlightiog ... 30 to 60 15 to 35 
Ordinary direct lighting. 60 to 70 16 to 26 
Nernst lamp lighting ега 56 44 
Carbon - filament incandes- 

cent lamp lighting à 40 80 


The best results as regards energy consumption can thus 
be equalled by quite indirect lighting, but care must be taken 
to maintain the reflecting surfaces in a clean and efficient 
condition. 

In conclusion, the author refers to the gradual suppression 
of the highly ornamented arc lamp by the more simple and 
serviceable modern designs. In fig. 9 are ehown four recent 
simplified designs of the A.E.G. 


CLAUDIUS MAXIMUS. 


* 


Bv A. K. 


“From Claudius Maximus, in all things to endeavour to 
have power of myself, and in nothing to be carried about ; 
to be cheerful and courageous in all sudden chances and 
accidents, as in sicknesses : to love mildness and moderation 
and gravity: and to do my business, whatsoever it be, 

“thoroughly, and without querulousness. Whatsoever he said, 
all men believed him that as he spake, so he thought, and 
whataoever he did, that he did it with a good intent. His 
manner was never to wonder at anything ; never to be in 
haste, and yet never slow : nor to be perplexed, or dejected, 
or at any time unseemly, or excessively to laugh : nor to be 
angry, or suspicious, but ever ready to do good, and to for- 
give, and to speak truth ; and all this, as one that seemed 
rather of himself to have been straight and right, than ever 
to have been rectified or redressed ; neither was there any 
man that ever thought himself undervalued by him, or that 
could find in his heart, to think himself a better man than 
he. He would also be very pleasant and gracious.” 

Thus writes Marcus Aurelius, in recording What, and 
of whom, whether Parents, Friends, or Masters; by their 
good examples, or good advice and counsel, he had learned.” 

I suppose Claudius Maximus was an ancient Roman. I 
know a modern ip iren an electrical engineer, whom 
I regard as possessing the characteristics mentioned in the 
eulogium written by Marcus Aurelius, which I have quoted. 
He has gone to be a prince in his own right, and the place 
that knew him is filled by another. 

The type and number of the applicants for his vacant 
chair is evidence that the supply of good men is still greater 
than the demand for them. I discussed this matter last 
October in this paper, and endeavoured to show that there ia 
an alternation between good times and bad, which causes 
conditions such as those which obtain at present to recur 
periodically. Those of us who have been able to get into 

itions in which we can wait comfortably for opportunities, 

ave much cause for thankfulness at our good fortune. 
Even if we sometimes feel a bit groovy,” rather sick of 
things, perhaps not least sick of ourselves, we may, I think, 
take comfort in this reflection that things have been getting 
worse and worse for so long, that there must be an improve- 
ment soon. ‘The inflax of new men from the colleges is less, 
and, as I said before, this in itself will cause in time a 
lessening in the number of men available. To point out that 
there is need for very great patience on the part of those 


deciding to enter the electrical profession is not to strike a 
severer note (to adopt the phr&seolozy of your correspondent 
“ Interested,” who might, I sometimes think, sign himself 
“ Interesting " instead) than is warranted by the facts of ће 
case. Nobody who is familiar with these facts will den 
that the profession is fall of good men who find the utmust 
difficulty in moving. 1 have seen with satisfaction the 


transfer of the correspondence tuition advertisements to a 


position apart from the Situations Vacant" in this paper. 
I foretell, further, a reduction in their number, Things 
which decrease the import. of new goods, or new men, must 
eventually result in a raising of the prices of goods, or men, 
already in the market. 

If I'continue to write in this strain some will think I am 
a Protectionist. That would not be true. 1 merely desire 
to improve the quality of the damped goods, and to prohibit 
entirely the importation of the useless and unfit. That the 
outlook is rather dall just now I admit, but that it is 
threatening to become worse, I deny completely. Those who 
think a sort of glorified trade unionism is ‘necessary before 
improvement can result have mistaken the hour of the night ; 
it is already morning. - | 

One cause of bad conditions is to be found, I think, in the 
fact that so many electricity committees and similar bodies, 
who are the customers for the abilities and knowledge we . 
have to sell, do not really possess the ability themselves to 


‘choose their goods. Those who go to make up the hetero- 


geneous company composing these gatherings must know in 
their own hearte, if they will but give themselves two penny- 
worth of honesty, that they are not the right people to run 
an electricity undertaking. Knowing this, it is too fre- 
quently the case that they retire within the walls of their 
pride, and decline to adopt the well-reasoned advice offered 
them, in order to show their authority. In such circum- 
stances very few men can afford to take the heroic course of 
resigning an appointment held under such very unsatisfactory 
conditions. 

Raise the quality, then, and weed out the undesirables, 
and conditiong will improve. Pay will become better, and 
the market will become brisk once more. Then the influx 
of men will begin again, but I hope that by that time we 
shall have some qualification test, without which no man 
will be able to call himself an electrical engineer, so that 
conditions could never again become as bad as they are now, 
and have been for some time past. 

We must begin soon to rise on our curve, and try to 
decrease its amplitude. In the words of a poet who desires 
to remain anonymous :— 

No straight-line law thy varied moods obay 
Nor simple sinusoidal, so I find— 
The logarithmic decrement must play 
A leading part 
Within thy heart, 
Or soul, or mind. | 

He was addressing an English May, which had been un- 
commonly offensive at the beginning, but was improving, as 
June approached, to steadier weather conditions. —Afulatis 
mutandis we may address the verse to the Presiding (renius 
of our profession, who directs electrical destinies. · 

Meanwhile, we must, like Claudius Maximus, be 
cheerful and courageous,” “never wonder at anything,” 
and “be pleasant and gracious." That, in itself, will tend 
to improve each one of us, and in time the improvement we 
make in ourselves, will spread to others, raising the general 
quality in the manner which I have shown to be so 
desirable. 


Copper.— Despite the predictions of the pessimist, visible 
supplies continue to increase and the hitherto absurd figure of 
100,0CO0 tons seems almost within sight. Messrs. Merton's mid- 
monthly return shows 80,852 tons, of which 67,455 tons are actually 
in the United Kingdom. Analysed figures give American supplies 
rather lower, Spain 1,373, or higher for mid-month, Australia about 
average, Chile lower; in general, as one might expect, there is a 
le:s brisk intake owing to the large stocks, So far, however, there 
are no re-shipments to the States. 


The Selfridge Installation.—In connection with this 
matter, to which we referred last week, the Synchronome Co. 
inform us that their original installation of 19 clocks has now been 
extended to 94. 
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CORRESPONDENCE. | 
Letters received by us after 5 Р.м. om 'TUBSDAY cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in our possession, 


Electric Miners’ Lamps. 


Mr. F. Pritchard, of Messrs. Ellis & Ward, electrical 
engineers, Birmingham, recently brought to my notice an 
article on electrical miners’ lamps, read by my late principal 
and tutor, Mr. S. F. Walker, before the Institution of Elec- 
trical Engineers in 1901. 

It may appear not a little strange to rake up a subject 
dating so far back, but in view of the greater possibilities 
which the metallic-filament lamp has created, I am of 
opinion that one or two amendments to Mr. Walker's paper, 
and a few additional details of the working of the Sussmann 
lamp, would be of value to those interested in this branch 
of the electrical industry. Having been connected with the 
Sussmann Lamp Co., I took part in the working of a plant 
of 600 electric lamps at Merton Colliery, County Durham. 
I also installed a plant consisting of 300 lamps at another 
colliery, belonging, I believe, to the Durbam Joicey group, 
situated at Fence Houses, in the same county, and later put 
down an experimental plant at Hyde Colliery, near Man- 
chester. 

At the outset, the results at Merton Colliery were very 
bad, the failures being nearer 30 per cent. than 4:25 per 
cent., as given in Mr. Walker’s paper. The failures 
were chiefly from battery troubles, due to defective 
positives, carelessly made and dirty connections. The next 
source of difficulty was the bulb item. The lamp used 
was eventually given up in favour of the French James lamp, 
which averaged 800 hours’ life. In fact, the James lamp 
was во successful, that at Fence Houses no other make was 
tried. | 

What contributed largely to the ultimate euccess of the 
Sussmann lamp was the ability of the assistante to detect 
the appearance of the “ star ” on the filament when lighted. 
This put an end to Jamps going out in the mine on account 
of filaments breaking. The star would invariably appear 
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Miners’ LAMP FAILURES Юовіхо 12 WEEKS. 


on the filament about 10 to 20 hours before the breaking 
point had been reached, when the bulb would be replaced by 
а new one, thus avoiding the chance of its breaking during 
working time. 

The intensity of light along the“ unstarred " part of the 
filament was, of course, less than on the “ starred ” portion, 
which was caused by a particle of carbon having become 
disintegrated. Another item of importance was the adop- 
tion of acidulated water to replace loss in the cells from 
evaporation, bubbling over when on charge and other causes, 
instead of plain water, the trouble being, in the case of 
plain water, over dilution of the electrolyte. "The cella, it 
must be borne in mind, were entirely enclosed save for vent 
holes, aud being made of ebonite, the plates were out of 


view. After some six months, resulte were favourable, the 
percentage of failures from all causes having fallen to about 
5 per cent., and later, in the light of further experience, 
results rapidly improved. 

At this time I proceeded to install a plant of 300 lamps 
at Fence Houses, and these-were highly successful. In fact, 


I was informed by the management that the question of 


installing electric miner’s lamps throughout the whole of 
the collieries belonging to the group was under diecussion. 


I enclose curve showing the results of 12 weeks’ working, 


the curve indicating the percentage of failures from all 
causes. The adoption of metallic filaments would mean 
increased efficiency, and a lighter accumulator could be used. 

The Sussmann lamp is by far the most useful pattern 
on the market. Suitable for the miner in many ways, it is 
equally adapted for rapid manipulation when being given 
out to the men, or when being received at the end of the 
shifts, when the battery has to be taken out, the case and lamp 
glass cleaned and placed in its position on a rack, and all the 


batteries charged, as fast as the miners come out of the 


mine. The locking arrangements, by means of lead rivela, 
leave little to be desired in practice. The miners will not 
have internal reflectors, and any lamp which does not illu- 
minate all round will not be successful. 

To protect the lights from the eyes of miners when 
walking in and out, or around about the mine, a tin shield 
is used. The Sussmann Company were compelled, under 
pressure from the miners’ representatives, to remove the 
internal reflector from the lamp. 

Under modern conditions, there should not be the slightest 
difficulty in making electrical miners’ lamps a commercial 
success, with failures on an average not exceeding + per 
cent. The lamps could be run for less than 44d. per lamp 
per week ins installations of 300, while for installations of 
600 lamps more favourable rates could be obtained. 

Positives of the Planté type should be used, with Faure 
negatives; also with metallic filaments, lamps to run at 
3°9 volts with detachable reflectors fitted on case. 
Sussmann lamp could be made highly successful under these 
conditions, and would weigh less than when designed for 
carbon filaments. 

With regard to gas-detecting apparatus, I am convinced 
this would be of little service, and as for primary battery 
electric miners’ lamps, I feel bound to express the opinion 
that they would prove impracticable in working on a large 


scale. 
T" Gjraldus Jones. 
Birmingham, August 18th, 1909. 


X-Ray Tubes. 


The query of your correspondent “ Jacey” could be 
replied to more intelligently if there were some indication 
given as to the contents of his vacuum chamber, and the 
action taking place therein, when his apparatus is in opera- 
tion. 

His letter suggests that he is working at something in 
the nature of a Geissler tube, and in such apparatus he 
find that it is practically impossible to maintain a constant 
degree of vacuum, probably owing to the ionising action 
associated with the discharge between the electrodes which, 
theoretically should, and does, tend to increase the degree of 
vacuum. 

Does “ Jacey " wish to use leading-in wires, and if £0, 
what current must they be capable of carrying ? 


C. Or me Bastian. 
August 18th, 1909. 


Samples with Tender. 


We also are glad to note that the very unreasonable 
requirements of the Swansea arc lamp specification 816 
being aired in your “ Correspondence " columns. We most 
certainly should not have applied for the specification and 
paid our deposit had we known beforehand that eight lamps 
had to be sent as samples 2.7% the fender, and looking 8t 
the matter from the point of view of the whole of the 
electrical trade, it is almost certain that the coat to th 
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various manufacturers who tendered was more than the 
profit (if any) which will be made. on the order. Each 
tenderer bad to submit eight special lamps (and the “ must "' 
was emphasised in the specifieatio л), including carbons, 
cut-outs, &c. As detailed by * Another of the Tenderers,” 
they had to bear the cost of carriage both ways, and in our 
case one of the lamps was returned in pieces, one or two 
globes were broken, and every lamp will have to be done up 
before being sent out again. | | 

It seems to us that Mr. Prusmann makes out a very poor 
case indeed in his letter, it being a plaintive kind of epistle, 


saying © Please, sir, I did it for their good and now they rate 


at me.” If Mr. Prusmann had specified that two or three 
of the lowest tenderers would have to send samples, and 
that these would have to be approved by him before the 
order was placed, we do not think any firm would have 
grumbled ; but the electrical trade does not live on losses 


(what does it live on ?), and the Swansea arc lamp order has 


been a loss to the trade as a whole. 
August 20th, 1909. 


A Third Tenderer. | 


Testing Condensers for Leakage. — 


I have been much interested by the correspondence on 


this subject, partly, perhaps, because Harbee's ” method was 
substantially given in a paper on “ Water-tube Boilers "— 
written by myself about two years ago—but chiefly becaute 
the problem stated by Mr. Middleton is one to which I was 


compelled to devote serious attention at that time, and which 


I think I may claim to have solved. | 

Like him, I have condensers under my charge which draw 
their circulating water from a salt supply. Up to two years 
аро I had experienced considerable trouble with leaky tubes 
which were apt.to start leaking at any moment, and would 
quickly pass enough salt into the feed water to cause very 
serious priming. I had for some years used the silver nitrate 
test two or three times on every shift, but this involved con- 
siderable trouble and was besides insufficient, as I found that 
in bad cases enough salt could be passed into the system in 
half an hour to give rise to priming, which, among other 
things, necessitated washing out all the boilers on the line. 

This being so, it was essential to devise an automatic 
method of instant detection of leakage, and I at length 
perfected an apparatus which will detect any such within 


two or three minutes of starting, and which can be adjusted 


to show. any desired degree of leakage from 1 grain per 
gallon upwards. I have had it in continyal operation for 
about 18 months, and it has never failed. | 
I may say this has been taken up and will shortly be pu 
on the market by one of the best known firms of steam and 
fuel specialists. | 
i R. Somerville Bayntun, A. M. I. C. E., 
A. M. I. Tech. E., A. M. I. E. E. 


Birkenhead, August 28rd, 1909. 


Naval Voltages, 


A correspondent, writing onder the initials “ H. P. B. | 


in severely criticising an article entitled ** Naval Voltages,” 
bas allowed his indignation at what he considers.an insult to 
shipbuilding firms and Admiralty staffs alike, to carry him 
rather wide of the point. HEN 

As a matter of fact, the letter, which is a rough summary 
of the electrical equipment of one of our latest battleships, 
bas very little bearing upon the article in question, which 
bas for ita subject matter the gradual growth of electricity 
in the Navy from the time when its principal use was to run 
the searchlight. Why the contributor’s knowledge of 
modern ships and modern electrical matters should be so 
vigorously attacked is not quite clear, unless it be in order 
to provide an excuse for putting forward “ Н. P. В.'в” own 
knowledge of the electrical equipment of the very latest ty 
of battleship. To imagine tbat the majority of ships in the 
. Navy at the present time are built upon the lines of the 
latest type, is quite an erroneous view. 

As a matter of fact, the letter describes the electrical 
equipment of the Navy as it may be expected to be in a few 
years’ time, when the 80-volt ships have gcne to the ecrap- 


heap. The reader who wishes to see matters as they really 
are would scarcely be content to visit the latest show ” 
ship in the Fleet without also going on. board other types 
which stand in the majority. | 

Here he would find that the standard of 80 volts pre- 
dominated; tbat only in the latest types were twin search- 
lights fitted; that the searchlight equipment was what 
H. P. B." seems to consider about 20 years etale; that the 
goodly number of arcs reduced itself down to two for 
general purposes and four temporarily rigged on such ooca- 
sions as ccaling ship at night. Batteries he would find 
largely in use for communication purposes. He would learn 
that wirele:8 telegraphy bad been in use in 80-volt ships long 
before the higher standard of voltage had appeared, and if 
he took the trouble to inquire in the dockyards, he would 
learn that the voltage still remained at 80 in the great 
majority of ships, but had taken a sudden leap in the later 
types, and bad not risen by gradual stages at all. Doubtless 
the new standard was not fixed without due consideration of 
its advantages, and it can hardly be seriously imagined that 
it would be chosen іп any haphazaid manner. | 

Altogether, * Н. P. B." seems to have gone out of his 


. way- to interpret the article into an attack upon Naval 


progress in electrical matters, and in order to strengthen his 
criticism, has found it neceseary to employ personal invective, 
which in itself is not a logical form of argument. | 


The Writer of the Article. — 


Technical Classes Wanted in the Daytime. 

-Replying to your correspondent Mr. Brazier, I have for 
tome years been attending evening classes, but, owing to 
being on shift work, have had: extreme difficulty in 
keeping pace with other students, due to unavoidable absence 
every third week. ED m К 

I know. of many “shift” men who would welcome any 
arrangement whereby they could attend regular classes. 


Esdaile Wyatt. T 
August 20th, 1909. | | 


I am glad to see that such an influential journal as the 
ELECTRICAL Review is willing to take this matter up 
seriously. We hear of the educational authorities speaking 
of compulsory continuation classes, and the essentiality of 
technical education in all trades; we are told, and rightly 
80, too, that, Germany's success and advancement is not due 
to her big army or ber navy, but due to her advancement 
in technical education. This being so, I think that the 
governing bodies of the several colleges in London should 
come up to the scratch and show their earnestness to give 
every facility to those who are anxious to receive technical 
education, but who are handicapped owing to the nature of 
their work. | "MEN 

In'my opinion, it is hardly probable that all obstacles 
which confront the shift worker can be entirely removed. 
For instance, there are three shifte— morning, evening and 
night shift ; now, assume that these classes are held from, 
say, 9 a.m. till 12 noon, it is quite obvious that one of the 
* shifts" will be absent once every week, which means that 
a student could only attend two weeks out of three. 

To make these classes anything like a success, the courses 
would have to be graduated similar to the present day and 
evening classes, as an elementary student would not benefit 
much by taking an advanced course, and likewise an 
advanced student could not be expected to take an 
elementary course. At first sight this may appear of 
necessity to incur a great additional expense on the governing 
bodies of the different colleges. But I suggest that these 
(shift) day students could attend the lectures given to the 
present day students, according to the particular course or 
class they proposed to take; this would eliminate the 
necessity of employing additional teachers. I feel sure, if 
the governing bodies carefully studied the courses (times of 
lectures, &c.) they offered, there would be a great number 
of men, who are at present bandicapped, avail themselves of 
this opportunity. | 


| J. W. Houghton. 
August 28rd, 1909. 
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Increased Output of Boilers. 


Referring to Mr. Embury McLean's letter, it is not clear 
, how his method of fitting an automatic damper regulator to 
baffle the gases from boilers using for draught can 
increase the output of boilers. On referring to my copy of 
the Proceedings of the American Society of Mechanical 
Engineers in December, 1906, I see that Mr. McLean gave 
several instances where boilers burning soft coal with natural 
draught showed increased duty and a money-saving when 
burning the cheaper fuel, rice or buckwheat anthracite, with 
forced draught ; also that Prof. Kent then said :— 

I find here Mr. Embury McLean's discussion on balanced 
draught. I do not think it is a fair test to take an ordinary boiler 
and get a very low result, far below what one ought to get with 
that boiler in the usual conditions of everyday practice, and then 
publish that result in comparison with a fairly good result obtained 
from the same boiler when fitted with some patented appliance, 
claiming that the apparent saving in fael is due to the use of that 
appliance. 

Mr. McLean's last letter says nothing about changing 

from soft to hard coal; but in the instance he gives, of 
boilers formerly evaporating 3 to 4 lb. and now evaporating 
7 to 8 lb. water per square foot of heating surface, it is 
noteworthy that the ratio of heating surface to grate surface 
is a8 low as 40 to 1. mat a! 
It is obviously just as easy to get 8 Ib. evaporation on the 
40 to 1 ratio as to get 4 Ib. evaporation on boilers with а 
ratio of 80 to 1, or to get 6 lb. with a ratio of 60 to1; the 
identical fuel would be burnt in each case on the identical 
furnace. : 

No evidence is given of the claim of 15 to 16 per cent. of 
CO; in flue gases, but it is common knowledge that such a 
result is only possible with regular mechanical firing as well 
a3 correctly regulated draught and a good mixing method. 
Any attempt to cut down the air so near the theoretical 
minimum, with intermittent hand firing on grates, inevitably 
involves fuel being wastefully burnt to CO through deficiency 
of air when firing. 

Balanced draught, using two fang, bas been used for many 
years, and it is credibly claimed that air leakage with forced 
and induced draught combined, is less than with induced 
draught alone. | 

But with forced draught, correctly applied, nothing can 
be gained by throttling the exit gases by an automatic 
damper regulator; there i8 no occasion for retarding the free 
outflow of gases (as Mr. McLean admits in the case of 
Lancashire boilers). It is doubtful if it is worth removing 
the ordinary baffles of a water-tube boiler, if this necessitates 


throttling the exit gases at the damper, with the risk of 


back-diaughta if the automatic device gets out of order. 
Regulation of draught alone, as advocated by Mr. McLean, 
i8 no gubstitute for correct regulation of fuel and air together, 
and the latter method is widely used both in Europe and 
America, 
Scrutator. 


Automatic Transformer Switch. 


Your correspondents, “ Engineer and Climax,“ seem 
azreed that the automatic transformer switch is de- gned to 
overcome the defecta in bad transformers and inaccurate 
supply meters. If this be the case, surely it would be Letter 
to get at the root of the evil. 

In the article it was not suggested that 4d. per unit was 
an average price for current. An examination of the 
" ELECTRICAL REVIEW List of Supply Works" will show 
that it is impossible to get at the average price paid for 
current in the United Kingdom. Even did we know the 
figure it would be useless; for every proposed installa- 
tion of an automatic switch must be judged on its own 
merits and circumstances. 

* Engineer " apparently infers that а “ glazed front has 
been put in some switches, as their indifferent working is 
anticipated. It should be pointed out that an auto-switch 
must work perfectly. 

Time alone will show whether manufacturers are able to pro- 
duce an apparatus at a low price which will work with absolute 
reliability with во small a current; for unlike a clock, 
supply meter or similar apparatus, the switch has an 
appreciable amount of work to do. 

If the switch is perfect, it is useful; if anything from 


perfect, it is useless. A single failure of a switch in the 
majority of cases would be sufficient to condemn it for 
all time. 

The calculations of Climax are based on transformers 
of over 1 Kw., whereas the view taken in the article, and 
to a certain degree upheld by “ Engineer," is that there is 
little or no demand for an auto-switch for a transformer of 
more than 1 KW. ; also, in an installation of the order of 
8 Kw., the lighting hours will probably be entirely different 


to the ordinary private house or small shop lighting hours. 


As explained in the article, the mere fact of “ Climax’s” 
lamp having lighted does not prove that the transformer 
switch has spoken.” The effect of burglars, illness, or fire, 
also mentioned by “ Climax,” would certainly be very 
interesting, but it is extremely doubtful whether instant 
light would ameliorate matters. 

The transformer, unfortunately, is a necessary evil. Will 
the addition of a delicate and somewhat complicated 
apparatus neutralise this? Two wrongs do not always 


make a right. 
Student. 


I have read with much interest Student's letter re the 
above, and the criticisms of Engineer and Climax,“ and 
the figures they quote seem to prove conclusively that 
automatic s iode have the advantage over “all-day” 
open-circuit losses, provided the former are reliable. My 
own experience does not prove in their favour, but I 
certainly think that the troubles which are usually met with 
in new electrical contrivances will soon be overcome. 

I would like to point out, however, that the figures quoted 
for transformers are abnormally high. For instance, 500-watt 
coils are shown as having an open-circuit loss of 15 watts 
actual, the makers’ figures being 10. Now these figures are 
ridiculous, and show that the writers are not conversant 
with the present market; 12 months ago the losses stated 
would have been about right. | 

Nowadays you can buy an auto-ttansformer for 500 watts 
for 27s., with a no-load loss of 5 to 6 watts, and this is 
guaranteed and never exceeded. I have assumed the ratio 
to be 4 to 1 up to 250 volts primary, periodicity 50. Of 
course, at 2 to 1 the output for tame loss would be 
750 watts. Also, you can buy 3,000-wa%t transformers for 
508. to 553. with a 25-watt iron loss (2 to 1). 

These figures (which I am prepared to stand by) will 
put a different complexion on the matter, and, I think, help 
the case for auto-transformers. 

* Engineer" remarks that the ordinary house meter will 
often read 50 per cent. fast with a small amount of 
energy passing, but I know for a fact that а lot of meters 
now installed will not “start up” at all, although I would 
not like to give this as an argument in favour of 


Iron Losses. 


Inquirer“ J. W. G.“ has not sent his name and address. 


MAGNETIC TESTS OF COMMON AND 
SILICON STEEL.* 


A CIRCULAR issued under the date of June lst by the Bareau of 
Standards, Washington, on the subject of magnetic testing, sets 
forth the scope of the Bareau in this line of work, and includes a 
description of the methods employed and a schedule of fees. 
Two tables are printed in the circular which give the results of 
the magnetic tests of ordinary steel and of silicon steel. It is 
pointed out that ordinary sheet steel in common use varies very 
widely in its magnetic qualities, and that the quality is not closely : 
related to the cost. While the watt loss when tested with 
alternating current varies in the case of ordinary steel from 1°25 
to 2:36 watts per pound for sheets of No. 29 gauge, at а freqaency 
of 60 cycles and a magnetic induction of 10,000 gausses, silicon 
steel varies only from 0°66 to 1 watt per pound under the same con- 
ditions. Ia addition to this variarion, there is a great difference 
io the constancy of magnetic properties with time. Some metals 


* N.Y. Electrical, World, 
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show very decided ageing, which in one case amounted to as much 
as 67 per cent. in 500 hours; other specimens, including most 
silicon steela, show little or no variation with use. 

As to the commercial significance of the tests, the design of a 
б-ку. transformer is taken for an illustration, If, instead of 
material showing & core loss of 45 watts, another showing a core 
loss of 32:2 watts is taken, the saving in operation for 8 760 hours, 
or one year, amounts to 112.kw. hours. At а cost of 1 cent per 
Kw.-hour, this amounts to $1112, which at 10 per cent., allowing for 
depreciation as well as interest, represents & capital of $11:20; in 


other words, the buyer could, with advantage, pay any amount up 


to $11 more for the sake of getting better material in his core, and 
the manufacturer could pay 28 cents per pound more for the 40 lb. 
of material used. If the better silicon steel were to cost 2:8 cents 
more than the other (wbich is improbable), the difference, in cost 
of the steel would be $012, and the user would each year save 
100 per cent. of extra cost. | к 

The comparison between the power silicon steel and the ordinary 
steel is even more marked. In а case cited the difference in core 


loss would be the equivalent of $745 per year, thus practically 


reducing the value of the transformer by 824 50; yet the difference 
in cost of the material is only $270 if the price of silicon steel 
delivered at the factory is taken at 73 cents per pound, and that of 
ordinary steel at 3j cents per pound, assuming 40 lb. to be 
necessary. 


INCOME.TAX ASSESSMENT. 


ALLOWANCES FOR DEPRECIATION, 


Tun following is an abstract from the official arrangement made 
between the Tramways and Light Railways Association and the 
Board of Inland Revenue with respect to allowances for deprecia- 
tion in electric tramway and lighting undertakings for the purpose 
of income-tax assessment. This scheme applies to municipalities 
as well as to compa ies :— 


Tramways. 


PEBMANENT-WAY.-— ALLOWANCE FOR MAINTENANCE TO.CovEB 
DEPRECIATION. 


Life, 


1. The life of the permsnent-way is to be taken as 12, 14, or 16 
ears, according to the traffic thereon. The classification is to be 
d on the average car-mileage per mile of track per annum of 
the financial year preceding the year of assessment, vis. :— 
(1) Not exceeding 50,000 car-mile per mile of track—16 years. 
(2) Over 50,000 and not exceeding 75,000 car-miles per mile of 
track—14 years. 
(3) Over 75,000 and not exceeding 125,000 car-miles per mile 
of track—12 years. 
(4) Over 125,000 car-miles per mile of track—special con- 
sideration. 

2. Where there are special circumstances, such as exceptional 
gradients, and the compulsory use of wood-paving, &c., tending to 
show that the car-mileage does not fairly represent the wear-and- 
tear of the track, each such case is entitled to special consideration. 


Cost of Renewals, 


3. The cost of renewals, including setts or other paving, but 
excluding concrete foundations, should be taken at £4,400 per mile 
of single track until the general renewal of the track takes place. 


Basis of Computation of Depreciation Allowance, 


4. No allowance should be made in computing the assessable 
profits in respect of any expenditure on repairs or maintenance of 
the permenent-way, but the allowance for depreciation should be 
computed at such a sum per annum as will in the aggregate, over 
the determined life of the permanent-way, be equal to the cost of 
renewal as above fixed, plus the estimated repairs for that period :— 

Cost of renewal per mile as above ... M" . . £4,400 
Add, for example: 
Estimated cost of repairs at £100 per mile per 
annum, for an undertaking with a life of 
16 years ... РУ iss А T ewe 1,600 


£6,000 


375 


5. The amount to be added in respect of ordinary repairs should 
be determined by taking the actual average expenditure as shown 
in the accounts of the undertaking for the last three ycars, or such 
period less than three years, as the undertaking has been in 
existence. 

6. Repairs under this head should be understood to include 
renewals of special track-work at junctions and cross-overs, which 
occur A6 frequent intervals. 


Periodical Adjustment. 


7. Inasmuch as the expenditure on repaira is expected to increase 
as the track begins to wear, in which case the figure to ba adopted 
under this head, which is to be hased on past experience, will be 
unsatisfactory, the amount of such estimate should come up for 
revision at the end of every five yeara, and an adjustment should 


Amount to be allowed per annum in lieu of 
depreciation, eth. ix ; 


be made by increasing or diminishing the allowance as the circum- 
злу require, having regard to the basis of calcalation outlined 
above. 

8. A strict acoount should be kept by the corporation and the 
surveyor of the annual allowances and of the actual expenditure on 
repairs and renewals; and at the end of 10 or 15 years (i.e, the 
second or third revision), or at such time as the general renewal of 
the track shall have taken place, the amount to be annually allowed 
should be reconsidered and increased or diminished for succeeding 
years as the ascertained facts shall show to be necessary, provided 
that under no circumstances shall the allowances for previous years 
be re-opened. 

9. All expenditure on extensions and improvements should be 
excluded from the working expenses for income tax purposes ; and 
the necessary additional allowance for deprec ation on the lines 
suggested above (i. e., mileage) should be at orce allowed on such 
expenditure, and added to the sum already allowable. 

10. The allowance of £4,400 for renewal of permanent-way 
mentioned above is intended to apply to the overhead trolley 
system. Special arrangements should be made, on the lines of the 
foregoing, in the case of the conduit, surface contact, or other 
system. The number of such cases is very small. As the circum- 
stances vary very considerably in each case, the amount to be 
allowed for renewals should in‘ the first instance be arrived at by. 
arrangement with the Chief Inspector of Taxes. 


Cables. 


11. In addition to repairs, depreciation should be allowed at the 
rate of 3 per cent. per annum on the written-down value. 


Overhead Equipment—i.e., Trolley Wires and Connections. 


12. No depreciation should be allowed; all expenditure on 
maintenance and renewals should be charged as working expenses, 
as and when incurred. ; 


Cars and vther Rolling Stock. 


13. Subject to the ensuing clause, expendi'ure on maintenance 
and renewals should be treated as working expenses, and allowed 
in lieu of depreciation.  . 

14. Depreciation, however, should be allowed in lieu of renewals 
where the circumstances justify such an allowsn-e, provided that 


а Strict account is kept of all renewale, and tlat if such renewals 


are charged to revenue account they shall be shown separately in 
such account and added back in computing the assessable profits. 
15. The allowance in such case should be 7 per cent. per annum 
on the written-down value. | 
16. In any case, the annual expenditure on repairs is to be 
allowed as a deduction in computing the assessable profits. 


General Plant and Machinery, 


17, All other plant and machinery, including standards, brackets, 
and workshop tools, but excluding Joose implements, office farni- 
ture, and small articles which require frequent renewal, should be 
bulked together and depreciation allowed thereon at the rate of 
5 per cent. per annum on the written-down value, in addition to 
the cost of repairs. А 


Electrle Lighting Undertakings. 
Cables. 


21. In addition to repairs, allowance for depreciation may be, 
granted at the rate of 3 per cent. per annum on the written-down 
value. 


Plant and Machinery. 


22. On all other plant, exclusive of loose tools, meters, and office 
furniture, depreciation may be allowed at the rdte of 5 per cent. 
per annum on the written-down value, in addition to the cost of 


repairs. 
Conduits, 


23. No allowance should be made for Mii tape TET but annual 
expenditure on repairs and renewals may be allowed as working 
expenses, as and when incurred. 


Meters, Loose T'ools and Office Furniture. 


24. No allowance should be made for depreciation; but aunual 
expenditure on repairs and renewals may be allowed as working 
expenses, as and when incurred. | 


GENERAL. 


26. In all cases where depreciation allowances are granted, a 
strict account should be kept of the annual expenditure on 
renewals (and repairs in the case of tramway tracks), inclading 
replacements due to obsolescence, and of the amounts allowed for 
depreciation and obsolescence, whether under this arrangement, 
or under any arrangement made prior hereto, and a readjustment 
should be made for the future, if necessary, at the end of every 
five years, as detailed under Tramways (Permanent Way), subject, 
however, to the special provisions applicable to Tramways (Per- 
manent Way). 

26. Where depreciation allowances other than those for the 
permanent way of tramways are granted, renewals should be 
carefully distinguished, and, if charged against revenue, they 
should be notified to the surveyor, in order that they may be 
added back in arriving at the income-tax liability. 

27. Written down value" means original prime cost, plus 
subsequent additions, less all allowances actually granted by the 
revenue in respect of wear and tear. 

28. These proposals are to take effect for the year 1908-9, and for 
years preceding in cases where claims of depreciation are at the 
present time awaiting settlement. " 
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29. The computations necessary for any future adjustment 
should be duly made, agreed and recorded each year, whether the 
accounts for the particular year under review show any assessable 
income-tax liability or not. 

30. Where, in any cases, allowances for depreciation have been 
made which are now to be discontinued, and they have not been 
exhausted by renewals already effected, the amount of such 


unexhausted allowances should be determined by agreement 


between the surveyor and the corporation or company, and 
deducted from the expenditure on future renewals as and when 
they are effected. | 

31. All cases of dispute should be referred to the Board through 
the chief inspector of taxes. 


NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


. A New Arc Lamp Winch. 


The NonTH-WESTERN ÉLEOTBICAL АРРІЛАНОЕ Co., of Cathcart, 
Glasgow, who, as our readers are aware, are manufacturers of arc 
lamp gear and aocessories, have recently placed on the market an 
arc lamp winch of considerable merit. 

Our illustration shows all the parts of this winch, in which a 
coiled spring replaces the frequently numerous parts in the ingenious 
winches to which our readers may have noticed references in these 
columns during the past year or two. The winch is self-sustaining, 
and direct winding and unwinding; it gives а sensitive feel, thus 
preventing overstraining of ropes; it aleo allows rapid winding 
and unwinding, and freedom from sudden jars. Its simplicity isa 
great point in ita favour; no adjustment being required for varying 
weights between 2 and 100 lb. 

Oar London readers will be able to examine this new winch as 
also the several other types which the North-Western Oo. have 
placed on the market, at the headquarters of the Globe Electric Co., 


— ~ — + 


Fic. 1.—Тнни FixATOB Аво Lamp WMC. 


11, Farringdon Avenue, E.C. The Globe Electric Co. have been 
appointed sole agents for the North-Western Co., for London and 
provinces South of the Midlands, as well as for export work. 


„% Whipall? Electric Tire Pump. 


The rapid and continued increase in the number of motor vehicles 
has created an urgent demand for a reliable power-driven tire 
pump, as the hand pump is altogether inadequate in establishments 
where the expeditious turning out of cars is a necessity. The 
“ Whipall electric tire pump supplied by Мв. E. E. Cox, 77, St. 
Jobn's Road, Bootle, has been specially designed and put on the 
market to meet this demand. As will be seen from fig. 2, the 
apparatus consists of an electromotor geared direct to a recip- 
rocating air compressor, mounted on a substantial cast-iron base, 
and entirely enclosed in a strong iron case. Amongst the special 
features of this pump are the oil filter or arrester, which the makers 
inform us effectually prevents any trace of oil from passing into the 
tires (a point of vital importance) and which we understand is easily 
cleaned and adjusted ; also to obviate the risk of tires being strained 
or damaged, an automatic adjustable safety valve is fitted, to act at 
any predetermined pressure, as shown on a gauge, visible on the 
outside of the containing case. Both the filter and gauge are 
readily accessible. The air tube is provided with a patent connector 
fitting any tire valve, the connection being made by simply 
pushing the connector over the valve nozsle, without the necessity 
of screwing, thus saving what is often very valuable time. 

The set is supplied with an ample length of steel armoured 
780 twin cable, fitted with bayonet or pin plug adapter, and 
switch. 

The outfit is specially designed to stand rough usage and is 
practically fool-proof, quite portable, and supplied for all voltages. 
The motor is made to stand heavy overloads such as would be caused 
by choked tire valves, and is capable of fully inflating the standard 
5 tire in 90 seconds on an energy consumption of about 

wa 


As u quick, reliable and ready means of tire inflating, the makers 
claim that their pump is unequalled by any other apparatus at 


Еа. 2.—ТнЕ "WnIPALL" ELECTRICO TIN Pump. 


present on the market, ard the advantages of the electrical drive 
are obvious. | 


An Oil-Immersed Motor-Starter. 


We illustrate a new type of motor-starter now being put on the 
market by Messzs. REYBROLLE, of Hebburn-on-Tyne. It has been 
found that there is a considerable demand for small capacity 
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Еа. 3.—8MALL OIL Іммвавер MOTOR STARTER. 


starters, at a price, at which the firm cannot supply their patent 
resistance type, and this new design has been produced to meet the 
case. 
These oil-immersed starters are made in two sizes only, namely, 
up to 4-H.P. and up to 2-н.р., and, as the 4-н.р, starter is only 93 in. 
higb, it is clear that the design is particularly compact. 

The resistance consists of wire immersed in oil, and the starter 
can be operated 15 or 20 times an hour, without injury. An impor- 
tant feature is, that all the contacts are placed in a strong magnetic 
field, and owing to the entire absence of sparking, ‘no trouble is 
experienced due to blackening and burning of the contacts. 

The preaent design provides for no-voltage release only, as 
Messrs. Reyrolle have found that the demand for double automatic 
starters in these small sizes is decidedly limited. The design is 
simple as well as cheap, and capable of rapid prodaction in 
quantities. | 

Simplex Porcelain Fuses. 


Mzssns. SIMPLEX Coxporrs, LTD., are energetically pushing the 
supply of distribution boards, fuses and fuse wires. In the latter 
direction special efforts are being made to meet the very large 
demand which exists. Our illustration, fig. 4, shows a large 
extruding press, weighing considerably over 10 tons, which has 
recently been installed at their Garrison Lane works for the 
purpose of the manufacture of fuse wire. The working pressure on 
the ram is 400 tons, and the press is fed by a vertical pump working 
at a pressure of 2 tons to the square inch. The press has been 
speci бше with a view to the peculiar requirements of 

€ case. e fitting of special safety valves and facilities 
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for rapid recharging with metal alloy, from which the fuse wire is 
made, contribute to make it one of the most up-to-date extruding 
presses yet designed. The molten metal is poured into a con- 
tainer, and maintained in liquid form by means of gas rings, The 
control is simple and effective, and the pump actuating the press is 
driven by an electric motor. With the latest and most up-to-date 


Fra. 4.—-5РЕСІАГ, Press ғов PRODUCING SIMPLEX Fosz WiRBB. 


improvements, the firm claim to be able to supply fuse wire at 


strictly competitive prices, and to undertake large contracts for 


same. 

A new form of fuse carrier, just introduced, departs only slightly 
from the standard design at present so popular. The fase will fit 
any type of board of standard dimensions, and permits fuses being 


Fig. 5.— IN DICATIN&d PoBCEKLAINR Fuse Baipas. 


easily and safely renewed by unskilled persons. In our illustration 
of this fuse carrier the indicator, coloured red, is shown on the 
front at the hole on the front view when fuse is blown. The fuse 
wire is carried at the back, well ont of the way, and the spring of 
the indicator is attached to the fuse wire by means of a hook 
provided. Two wing nuts bind down the fuse wire, and render 
. replacements an easy matter. 


An American Ground Clamp. 


The improved Blackburn Ground Clamp is being introduced into 
this country by the BUREAU OF AMERICAN MANUFACTUREBS, of 
17-20, West Smithfield, E.C.; on the other side it is used for con- 
nectiug ground wires to pipes. 


Fids. 6 anD 7.—BLACKBUBN GROUND CLAMPS. 


The illustrations show the arrangement, which consists of 
a flexible metal strap, which can be cut to any required length and 
looped round thepipe ; the screw isthen inserted cide ig convenient 
holes and tightened up against the pipe, the gro wire being 


subsequently secured by the nut shown. It is claimed that the 
strap chafes the pipe when bsing tightened and thereby secures 
good electrical contact. 

Special shoes are provided, if desired, for insertion between screw 
and pip», to prevent injary to the latter. 


Combined Wall and Lamp Plug. & 


Mzssns. Jones & МЕхлкїн LTD, of 28, Birkbeck Bank 
Chambers, Holborn, W.O., have recently placed on the market an 
ingenious combination wall and lamp plug, which we illustrate 
herewith in its double capacity. 

The essential feature of the device is the central sliding ebonite 
block which carries the contacts and pins for the lamp socket (fig. 9), 
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Fics. 8 & 9, —Tux “ PRRFECT" СомвіхЕир WALL AND Lame PLUG. 


and which when pushed home (against two springs) ani secured in 
exactly the same way as a lamp, causes two split pins to project for 
use with wall sockets &c. (fig. 8). The illustrations show clearly the 
nature of the fitting, which is solidly and carefully constructed, and, 
moreover, moderate in price. | 

It is known as the Perfect combined wall and lamp plug and 
is being patented by the makers, _ | 


TEMERE 


` 
` 


BRITISH ASSOCIATION MEETING AT 
WINNIPEG. 


Address by Pror. Вів J. J. Тномзом, M.A., LL.D., D. Sc., F. R. S., 
President. 


(Delivered on Wednesday, August 25th.) 


TWENTY-FIVE years ago a great change was made in the practice of 
the British Association. From the foundation of our Society until 
1884 its meetings bad always been held in the British Isles; in that 
year, however, the Association met in Montreal, and a step was 
taken which changed us from an intular into an Imperial 
Association. 

This year, for the third time in a quarter of a century, we are 
meeting in Canada. As if to give us an object lesson in tbe growth 
of Empire, you in Winnipeg took the oppcrtunity at our first 
meeting in Canada in 1884 to invite our members to visit Manitoba 
and see for themselves the development of the Province at that 
time. Those who were fortunate enough to be your guests then as 
well as now are confronted with a change which must seem to them 
unexampled and almost incredible. Great cities have sprung up, 
immense areas have been converted from prairies to prosperous 
farms, floutishing industries have been started, and the population 
has quadrupled. As the president of a scientific Association I hope 
I may be pardoned if I point out that even the enterprise and 
energy of your people and the richness of your country would have 
been powerless to effect this change without the resources placed at 
their disposal by the labours of men of science. 

I have had the privilege of having as pupils students from your 
Universities as well as from tbose of New Zealand, Australia and 
the United States, and have thus had opportunities of comparing 
the effect on the best men of the educational system in force at 
your Universities with that which prevails in the older English 
Universities. As the result, I have come to the conclusion that 
there is a good deal in the latter system which you have been wise 
not to imitate. The chief evil from which we at Cambridge suffer, 
and which you have avoided, is, I am convinced, the excessive com- 
petition for scholarships which confronts our students at almost 
every stage of their education. The colleges in the University of 
Cambridge alone give more than £35,000 & year in scholarships to 
undergraduates, and I suppose the case is much the same at Oxford. 
The result of this is that preparation for these scholarships 
dominates the edpcation of the great majority of the cleverer boys 
who come to these Universities. The preparation for the scholar- 
ship too often means that about two years before the examination 
the boy begins to specialise, and from the age of 16 does little else 
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than the subject, be it mathematics, classics or natural science, for 
which he wishes to get a scholarship ; then, on entering the Univer- 
sity, he spends three or four yeare studying the same subject before 
he takes his degree, when his real life work ought to begin. 
has his training fitted him for this work? Though he has acquired 
knowledge, the effect of studying one subject. and one subject 
only, for so long a time, is too often to dull his enthusiasm for 
it, and he begins research with much of his early interest and 
keenness evaporated. Now there is hardly any quality more 
essential to success in research than enthusiasm. Research is 
difficult, laborious, often disheartening. 

I am convinced that no greater evil can be done to a yourig man 
than to dull his enthusiasm. Ina very considerable experience of 
students of physics beginning research, I have met with more— 
many more—failures from lack of enthusiasm and determination 
than from any lack of knowledge or of what is usually known as 
cleverness, | 

The premature specislisation fostered by the preparation for 
these scholarships injares the student by depriving him of adequate 
literary culture, while when it extends, as it often does, to special- 
isation in one or two branches of science, it retaris the progress of 
Science by tending to isolate one science from another. The 
boundaries between the sciences are arbitrary, and tend to dis- 
appear as science progresses. 

Again, the specialisation prevalent in schools often prevents 
students of science from acquiring sufficient knowledge of mathe- 
matica; it is true that most of those who study physics do some 
mathematics, but I hold that, in general, they do not do enough, 
and that they are not as efficient physicists as they would be if they 
had a wider knowledge of that subject. There seems at present a 
tendency in some quarters to discourage the use of mathematics in 
physics; indeed, one might infer, from the statements of some 
writers in quasi-scientific journals, that ignorance of mathematics 
is almost & virtue. If this is so, then surely of all the virtues this 
is the easiest and most prevalent. i 

Two points of view are better than one, and the physicist who 
is also a mathematician possesses a most powerful iastrament for 
scientific research with which many of the greatest discoveries have 
been made; for example, electric waves were discovered by 


mathematics long before they were detected in the laboratory. 


He has also at his command a language clear, concise, and universal, 
and there is no better way of detecting ambiguities and dis- 
crepancies in his ideas than by trying to express them in this 
language. Again, it often happens that we are not able to 
appreciate the full significance of some physical discovery until 
we have subjected it to mathematical treatment, when we find that 
the effect we have discovered involves other effects which have 
not been detected, and we are able by this means to duplicate the 
discovery. | 

Pare mathematicians have been indebted to the study of con- 
crete problems for the origination of some of their most valuable 
conceptions. Most of us need to tackle some definite difficulty 
before our minds develop whatever powers they possess, and I think 
the moral to be drawn is that we should aim at making the educa- 
tion in our schools as little bookish and as practical and concrete as 

ossible. 
E It is posaible to read books, to pais examinations, without the 
higher qualities of the mind being called into play. Indeed, I 
doubt if there is any process in which the mind is more quiescent 
than in reading without interest. 

I think it was Helmholtz who said that often in the course of a 
research more thought and energy were spent in reducing a 
refractory piece of brass to order than in devising the method or 
planning the scheme of campaign. This constant need for thought 
and action gives to original research in any branch of experimental 
ecience great educational value even for those who will not become 
professional men of science. I have had considerable experience 
with students beginning research in experimental physics, and I 
have always been struck by the quite remarkable improvement in 
judgment, independence of thought and maturity produced by a 
year's research. Research develops qualities which are apt to 
atrophy when the stadent is preparing for examinations, and, quite 
apart from the addition of new knowledge to our store, is of the 
greatest importance a8 & means of education. 

It is the practice in many universities to make special provision 
for the reception of studenta from other universities who wish to 
do original research or to study the more advanced parts of tbeir 
subject, and considerable numbers of such students migrate from 
one university to another. Ithink it would be a good thing if tbis 
practice were to extend to students at an earlier stage in their 
career; especially sbould I like to s:e a considerable intercharge 
of students between the universities in the Mother Country and 
those in the Colonies, 

Tne period which has elapsed since the Association last met in 
Canada has been one of almost unparalleled activity in many 
branches of pnysics, and many new and unsuspected properties of 
matter and electricity have been discovered. The hiatory of this 
period affords a remarkable illustration of the effect which may be 
produced by asingle discovery; for it i3, I think, to the discovery 
of the Rontgen rays that we owe the rapidity of the progress which 
has recen'ly been made in physica, A striking discovery like that 
of the Roatgen rays acts much like the dissovery of gold in a 
sparsely populated country; it attracts workers who come in the 
firat place for the gold, but who may find that the country has other 
products, other charms, perhaps even more va.uable than the gold 
itself. Tae country in which the gold was discovered in the case 
of the Reatgen rays was the department of physics dealing with 
the discharge of electricity through gases, a subject which, almost 
from the beginning of electrical ecience, bad attracted a few 
enthusiastic workers, who felt convinced that the key to unlock the 
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secret of electricity was to be found in a vacuum tube. It is not to 
the power of probing dark places, important though this is, that the 
influence of Röntgen rays on the progress of science bas mainly 
been due; it is rather because these rays make gases, and, indeed, 
solids and liquids, through which they pass conductors o£ 
electricity. 

The study of gases exposed to Róntgen rays has revealed in auch 
gases the presence of particles charged with electricity ; some of 
these particles are charged with positive, others with negative 
electricity. 

The properties of these particles have been investigated; we 
know the charge they carry, the speed with which they move under 
an electric force, the rate at which the oppositely charged ones 
recombine, and these investigations have thrown a new light, not 
only on electricity, but also on the structure of matter. 

We know from these investigations that electricity, like matter, 
is mo.ecular in structure, that just as a quantity of hydrogen isa 
collection of an immense number of emall particles called mole- 
cules, 60 a charge of electricity is made up of a great number of 
small charger, each of a perfectly defiqite and known amount. 

The great advantage of the electrical methods for the study of 
the properties of matter is due to fact that whenever a particle is 
electrified it is very easily identified, whereas an u 
molecule is most elusive; and it is only when these are present in 
immense numbers that we are able to detect them. 

We can by the electrical method detect the presence of three or 
four charged particles in a cubic centimetre. Rutherford has 
shown that we can detect the presence of a single a particle. Now 
the particle is a charged atom of heliam; if this atom had been 
uncharged we should have required more than a million million of 
nam instead of one, before we should have been able to detect 

em. 

We have already made considerable progress in the task of dis- 
covering what the structure of electricity is. We know that 
negative electricity is made up of units, all of which are of the same 
kind ; that these units are exceedingly amall compared with even 
the smallest atom, for the mass of the unit is only ү, part of the 
mass of an atom of hydrogen; that its radius is only 10—:? centi- 
metre, aud that these units, ‘‘ corpuscles” as they have been called, 
can be obtained from all substances. The eise of these corpuscles 
is on an altogether different scale from tbat of atoms; the volume 
ofa corpuscle bears to that of the atom about the same relation as 
that of a speck of dust to the volume of this room. Under suitable 
conditions they move at enormous speeds which approach in some 
instances the velocity of light. The whole of the mass of the 
corpuscle arisés from its charge. 

We know a great deal about negative electricity ; what do we 
know abont positive electricity? In the first place, we find that 
the positive particles—" canalstrablen "—discovered by Dr. Gold- 
stein, which are found when an electric discharge es through 
a highly rarefied gas, are, when the pressure is very low, the same, 
whatever may bave been the gas in the vessel to begin with. 

Some experiments made lately by Wellis:h, in the Cavendish 
Laboratory, strongly support the view that there is a definite unit 
of positive electricity independent of the gas from which it is 
derived. These and similar results lead to the conclusion that the 
atoms of the different chemical elements contain definite units 
of positive as well asof negative electricity, and that the positive 
electricity, like the negative, is molecular in structure. 

The investigations made on the unit of positive electricity show 
that it is of quite a different kind from the unit of negative. The 
mass of the negative unit is exceedingly small compared with any 
atom; the only positive units that up to the present have baen 
detected are quite comparable in mass with the mass of an atom of 
hydrogen; in fact, they seem to equal it. This makes it more 
difficult to be certain that the unit of positive electricity has been 
isolated, for we have to be on our guard against its being à much 
smaller body attached to the hydrogen atoms which happen to be 
present in the vessel. If the positive units have a much greater 
maes than the negative ones, they ought not to be so easily 
deflected by magnetic forces when moving at equal speeds; and in 
general the insensibility of the positive particles to the influence of 
a magnet is very marked ; though there are cases when the positive 
particles ate much more readily deflected, and these have been 
interpreted as proving tbe existence of positive units comparable 
in mass with the negative ones. I have found, however, that 
in these cases the positive particles are moving very slowly, and 
that the ease which they are deflected is due to the smallness of 
the velocity and not to that of the mass. At present the smallest 
positive electrified particles of which we have direct experimental 
evidence have masses comparable with that of an atom of 
hydrogen. | 

A knowledge of the mass and size of the two units of electricity, 
the positive and the negative, would give us the material for 
constructing what may be called а molecular theory of electricity, 
and would be a starting-point for a theory of the structure of 
matter; for tbe most natural view to take, as a provisional 
hypothesis, is that matter is just a collection of positive and 
negative units of ele tricity, and that the forces which hold atoms 
and molecules together, the properties which differentiate one kind 
of matter from another, all have their origin in the electrical forces 
exerted by positive and negative units of electricity, grouped 
tegether in different ways іо tbe atoms of the different elementa. 

Ав it would seem that the units of positive and negative 
electricity are of very different sizes, we must regard matter as 
& mixture confaining systems of very different types, one type 
corresponding to the small corpuscle, the other to the large positive 
unit. 

Since the energy associated with a given charge is greater the 
smaller the body on which the charge is concentrated, the energy 
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stored up in the negative uscles will be far greater than that 
stored up by the positive. e amount of energy which is stored 
up in ordinary matter in the form of the electrostatic potential 
energy of its corpuscles is, I think, not generally realised. All 
substances give out corpuscles, so that we may assome that each 
atom of a substance contains at least one corpuscle. From the size 
and the charge on the corpuscle, both of which are known, we find 


that each corpuscle has 8 x 10 ergs of energy; this is on the 
supposition that the usual exprersions for the energy of a charged 
body hold when, as in the case of a corpuecle, the charge is reduced 
to one unit. Now, in one gramme of hydrogen there are about 
6 X 10? atoms, so if there is only one corpuscle in each atom, the 
energy due to the corpuscles in a gramme of hydrogen would be 
48 X 10!5ergs or 11 x 10? calories. This is more than seven 
times the heat developed by one gramme of radium, or by the 
burning of 5 tons of coal. Thus we see that even ordinary 
matter contains enormous stores of energy; this energy is, for- 
tanately, kept fast bound by the corpuscles; if, at any time, an 
appreciable fraction were to get free, the earth would explode and 
become a gaseous nebula, : | 

The matter of which I have been speaking so far is the material 
which builds up the earth, the sun, and the stars, the matter studied 
by the chemist, and which he can represent by a formula; this 
matter oocupies, however, but an insignificant fraction of the 
universe, it forms but minute islands in the great ocean of the ether, 
the substance with which the whole universe is filled. 

The ether is not a fantastic creation of the speculative 
philosopher; it is as essential to us as the air we breathe, For we 
must remember that we on this earth are not living on our own 
resources: we are dependent from minute to minute upon what we 
are getting from the sun, and the gifts of the sun are conveyed to 
us by the ether. To the sun we owe not merely night and day, 
springtime and harvest; it is the energy of the sun, stored up in 
m waterfalls, in food, that practically does all the work of the 
world. 

How great is the supply the sun lavishes upon us becomes clear 
when we consider that the heat received by the earth under a high 
sun and a clear sky is equivalent, according to the measurements 
of Langley, to about 7,000 н.р. per acre. Though our engineers 
bave not yet discovered how to utilise this enormous supply of 
power, they will, I have not the slightest doubt, ultimately succeed 
ín doing so; and when coal is exhausted and our water-power 
inadequate, it may be that this is the source from which we shall 
derive the energy necessary for the world's work. When that comes 
about, our centres of industria] activity may perhaps be transferred 
to the burning deserts of the Sahara, and the value of land may be 
determined by its suitability for tbe reception of traps to catch 
sunbeams, | 

This energy, in the interval between its departure from the sun 
and ite arrival at the earth, must be in the space between them. 
Thus this space must contain something whicb, like ordinary matter, 
can store up energy, which can carry at an enormous pace tbe energy 
associated with light and heat, snd which сар, in addition, exert 
the enormous stresses necessary to keep the earth circling round tbe 
sun and the moon round the earth. 

The study of this all-pervading substance is, perhaps, the most 
fascinating and important duty of the physicist. 

On the electromagnetic theory of light, now universally 
accepted, the energy streaming to the earth travels through the 
ether in electric waves; thus practically the whole of the energy 
at our disposal has, at one time or anotber, been electrical energy. 
The ether must, then, be the seat of electrical and magnetic forces. 
We know, thanks to the genius of Clerk Maxwell, the founder and 

irer of modern electrical theory, the equations which express 

the relation between these lorces; although, for some purposes, 

. these are al] we require, yet they do not tell us very much abont the 
natare of the ether. 

Is the ether dense or rare? Has it a structure? Is it at rest 
oF in motion? are some of the questions which force themeelves 
üpon us. du К ow E 

Let us consider some of the facts known about the ether. When 
light falls on a body and is absorbed by it, the body is pushed 
forward in the direction in which the light is travelling, and if the 
body is free to move it is set in motion by the light. Now it is a 
fundamental principle of dynamics that when a body is set moving 
in a certain direction, or, to use the language of dynamics, acquires 
momentum in that direction, some other mass must lose the same 
amount of momentum ; in other words, the amount of momentum 
in the universe is constant. Thus when the body. is pushed forward 
by the light some other system must have lost the momentum the 
body acquires, and the only other system available is the wave of 
light falling on the body; hence we conclude that there must 
have been momentum in the wave in the direction in which it is 
travelling. Momentum, however, implies mass in motion. We 
conclude, then, that in the ether through which the wave is moving 
there is mass moving with the velocity of light. The experiments 
made on the pressure due to light enable us to calculate this mass, 
and we find that in a cubic kilometre of ether carrying light as 
intense as sunlight is at the surface of the earth, the mass moving 
is only about one-fifty-millionth of a milligramme. We must be 
careful not to confuse this with the mass of a cubic kilometre of 
ether ; it is only the mass moved when the light passes through it; 
the vast majority of the ether is left undisturbed by the light. 
Now, on the electromagnetic theory of light, a wave of light may 
be regarded as made up of groups of lines of electric force moving 
with the velocity of light; and if we take this point of view we 
рал prove that the mass of ether per cubic centimetre carried along 

oportional to the energy pusseeted by these lines of electric 
fem per bubic ceritimette; divided by the tive 6t the velocity of 
light, But though lines of eléttrio forte (ote of thé ether 


along with them as they move, the amount so carried, even in the 
strongest electric fields we can produce, is but a minute fraction of 
the ether in their neighbourhood. 

This is proved by an experiment made by Sir Oliver Lodge in 
which light was made to travel through an electric field in rapid 
motion. If the electric field hed carried the whole of the ether 
with it, the velocity of the light would have been increased by the 
velocity of the electric field. As a matter of fact no increase what- 
ever could be detected, though it would have been registered if it 
had amounted to one-thousandth part of that of the field. 

The ether carried along by a wave of light must he an exceed- 
ingly small part of the volume through which tbe wave is spread. 
Part of this volume are in motion, but by far the greater part ia at 
rest; thus in the wave front there cannot be uniformity, at some 
parts the ethen is moving, at others it is at rest—in other words, 
the wave front must be more analogous to bright epecks on a dark 
ground than to a uniformly illuminated surface. | 

Tbe place where the density of the ether carried along by an 
electric field rises to its highest value is close to a corpuscle, for 
round the corpuscles are by far the strongest electric fields of which 
we have any knowledge. We know the mass of the corpuscle, 
we know from Kaufmann's experiments thet this srises entirely 
from the electric charge, and is therefore due to the ether carried 
along with the corpuscle by the lines of force attached to it. 

A simple calculation shows that one-balf of this mass is contained 
in a volume seven times that of a corpuscle. Since we know the 
volume of the corpuscle as well as tbe mass, we can calculate the 
density of the ether attached to the corpüscle; doing во, we find it 
amounts to the prodigious value of about 5 x 106!^ or about 2,000 
million times that of lead. Sir Oliver Lodge, by somewhat 
different considerations, has arrived at a value of the same order of 
magnitude. 

Thus around the corpuscle ether must have an extravagant 
density ; wbether the density is as great as this ih other places 
depends upon whether the ether is compressible or not. If it ів 
compressible, then it may be condensed round the corpusoles, and 
there have an abnormally great density ; if it is not compressible, 
then the density in free space cannot be less tban the number I 
have just mentioned. | 

With respect to this point we must remember tbat the forces 
acting on the ether close to the corpuscle are prodigious, If the 


‚ ether were, for example, an ideal gas whose density increased in 


proportion to the pressure, however grest the pressure might be, 
then if, when exposed to the pressures which exist in some 
directions close to the corpuscle, it had the density stated above, 
its density under stmospheric pressure would only be about 
8 x 10 16, or a cubic kilometre would have a mass lees than a 
gramme; во that instead of being almost incomparably densér than 
lead, it would be almost incomparably rarer than the lightest gas. 
I do not know at present of any effect which would enable us to 
determine whether ether is compressible or not. And although at 
first eight the idea that we are immerred in a medium almost 
infinitely denser than lead might seem inconceivable, it is not so if 
we remember that in all probability matter is composed mainly of 
boles. We may, in fact, regard matter as possessing a bird-cage 
kind of structure in which the volume of the ether disturbed by the 
wires when the structure is moved is infinitesimal in comparison 
with the volume-enclosed by them. If we do this, no difficulty 
arises from tbe great density of the etber; all we have to do is to 
increase the distance between the wires in proportion as we increase 


the density of the ether. 


Let us pow consider how much ether is carried along by ordinary 
matter, and what effects this might be expected to produce. 

The simplest electrical system we know, an electrified sphere, has 
attached to it a mass of ether proportional to ifs potential energy, 
and such that if the mass were to move with the velocity of light 
its kinetic energy would equal the electrostatic potential energy of 
the particle, This resultcan be extended to any electrified system, 
and it can be sbown that euch a system binds a mass of tbe ether 
proportional to ite potential energy. Thus a part of the mass of 
any system is proportions] to the potential energy of the system. 

The question now arises, Does this part of the mass add 
anything to the weight of the body? If the ether were not 


subject to gravitational attraction it certainly would not; and 


even if the ether were pond erable, we might expect that as the 
mass is swimming in a sea of ether it would not incresre the 
weight of the body to which it is attached. But if it does 
not, then a body with a large amount of poterti»*l energy 
may bave an sppreciable amount of its mass in д form which 
does not increase ite weight, and thus tbe weight of a given mass 
of it may be less then that of an equal mass of some substance 
with a smaller amount of potential energy. Thus tbe weights of 
equal masses of these substances would be different. Now, experi- 
ments with pendulums, as Newton pointed out, enable us to 
determine with great accuracy the weights of equal masses of 
different substances. Newton himself made experimenta cf this 
kind, and found that the weights of equal masses were the eame 
for all the materials he tried. Bessel, in 1830, made some experi- 
ments on this subject which are still the most accurate we pcasers, 
and he showed that the weights of equal maeses of lead, silver, iron, 
brase did not differ by as much as one part in 60,000. 

The eubstances tried by Newton and Beseel did not, Lowever, 
include any of those substances which possess the marvellous 
power of radio-activity ; the discovery of there came much later, 
and is one of the most striking achievements of modern physics. 

These radio-active substances are constantly giving out }лтре 
quantities of heat, presumably at the expense of their potential 
energy; thus when there substances reach their final non-radio- 
active state their potential energy must be less than when they 
wér& füdio-Éclive. Prof. Rutherford's meazurements show that 
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the energy emitted by one gramme of radium in the course of its 
degradation to non-radio-active forms is equal to the kinetic 
energy of a mass of th of a milligramme moving with the 
velocity ot light. 

This energy, according to the rule [ have stated, corresponds to 
а mass of -th of a milligramme of the ether, and thus a gramme 
of radium in its radio-active state must have at least nzth of a 
milligramme more of ether attached to it than when it has been 


degraded into іле non-radio-active forms. Thus if this ether does 


not increase the weight of the radium, the ratio of mass to weight 
for radium would be grester by about one part in 13,000 than for 
its non-radio-active products. 

I attempted several years ago to find the ratio of mass to weight 

for radium by swinging a little pendulum, ths bob of which was 
made of radium. I bad only a small quantity.of radium, and was 
not, therefore, able to attain any great accuracy. I found that the 
difference, if any, in the ratio of the mass to weight between 
radium and other substances was not more than one part in 2,0°0. 
Lately we have b3en using at the Cavendish Laboratory a pen- 
dulum whcss bob was filled with uranium oxide. We have got 
good reasons for supposing that uranium is a parent of radium, so 
that the great potential energy and large ethereal mass posses:ed 
by the radium will be also іа the uranium ; the experiments are 
not yet completed. It is, perhaps, expecting almost too much to 
hope that the radio-active substances may add to the great ser- 
vices they have already done to science by furnishing the first case 
in which there is some differentiation in the action of gravity. 
. As our knowledge of the properties of light has progressed we 
have been driven to re ise that the ether, when transmitting 
light, possesses properties which, before the introduction of the 
' electromagnetic theory, would have been thought to be peculiar to 
an emission theory of light and to be fatal to the theory that light 
consists of undulations. 

Take, for example, the pressure exerted by light. This would 
follow as matter of course if we supposed light to be small particles 
moving with great velocities, for these, if they struck against a 
body, would manifestly tend to push it forward, while on the undu- 
latory theory there seemed no reason why any effect of this kind 
should take place. 

Indeed, in 1792, this very point was regarded es a test between 
the theories, and Bennet made experiments to see whether or not 
he could find any traces of this pressure. We now know that the 
pressure is there, and if Bennet's instrument had been more sensi- 
tive he must have observed it. It is perhaps fortunate that Bennet 
hai not at his command more delicate apparatus. Had he dis. 
covered the pressure of light, it world have shaken confidence in 
the undulatory theory and checked that magnificent work at the 

inning of the last century which so greatly increased our know- 


ledge of optics. 

I now pass to a very brief consideration of one of the most 
aportant and interesting advances ever made in рун», and in 
which Canada, as the place of the labours of Profs. Rutherford and 
Soddy, has taken a conspicuous part. I mean the discovery and 
investigation of radio-activity. Radio-activity was brought to light 
by the Röntgen rays. One of the many remarkable properties of 
these rays is to excite phosphoressence in certain substances, 
including the salts of uranium, when they fall upon them. Since 
Ro itgen rays produce phosphorescence, it occurred to Becquerel to 
try whether phosphorescence would produce Rö itgen rays. He 
took some uranium salts which had been made to phosphoresce by 
exposure, not to Roitgen rays but to sunlight, tested them, and 
found that they gave out rays possessing properties similar to 
Roatgen rays. Further investigation showed, however, that to get 
these rays it was not necessary to make the uranium phosphoresce, 
that the salts were just as active if they had been kept in the dark. 
It thus appeared that the property was due to the metal and not to 
the phosphorescence, and that uranium and its compounds possessed 
the power of giving out rays which, liks Roatgen rays, affect a 
photographic plate, make certain minerals phosphoresce, and make 
gases through which they pase conductors of electricity. 

Shortly after Bscquerel's discovery of uranium, Schmidt found 
that thorium possessed similar properties Then Monsieur and 
Madame Curie, after a most difficult and laborious investigation, 
discovered two new substances, radium and polonium, possessing 
this property to an enormously greater extent than either thorium 
or uranium, aud this was followed by the discovery of actinium by 
Debierne. Now the researches of Rutherford and others have led 
to the discovery of so many new radio-active substances that any 
attempts at christening seems to have been abandoned, and they 
are denoted, like policemen, by the letters of the alphabet. 

Mr. Campbell has recently found that potassium, though far 
inferior in this respect to any of the substances I have named, 
emits an appreciable amount of radiation, the amount depending 
only on the quantity of potassium, and being the same whatever 
the source from which the potassium is obtained or whatever the 
elements with which it may be ia combination. 

The radiation emitted by these substances is of three types known 
asa В and y, rays Thea rays have been shown by Rutherford to 
be positively electrified atoms of helium, moving with speeds which 
reach up to about one-tenth of the velocity of light. The B rays 
are negatively electrified corpuscles, moving in some cases with 
very nearly the velocity of light itself, while the y rays are un- 
electrified, and are analogous to the Rontgen rays. 

The radio-activity of uranium was shown by Crookes to arise 
from something mixed with the uranium, and which differed 
sufficiently in properties from the uranium itself to enable it to be 
separated by chemical analysis. IIe took rome uranium, and by 
chemical treatment separated it into two portions, one of which 
was radio-active and the other not. 

Next Becquerel found that if these two portions were kept for 
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several months, the part which was not radio-active to begin with 
regained radio-activity, while the part which was radio-active to 
begin with had lost its radio-activity. These effects and many 
others receive a complete explavation by the theory of radio-active 
change which we owe to Rutherford and Soddy. 

According to this theory, the radio-active elements are not рег. 
manent, but are gradually breaking up into elements of lower 
atomic weight; uranium, for example, is s'owly breaking up, one 
of the products bsing radium, while radium bresks up into a radio- 
active gas called radium emanation, the emanation into another 
radio-active substance, and so on, and that the radiations area 
kind of swan’s song emitted by the atoms when they pass from one 
form to another; that, for example, it is when a radium atom 
breaks up and an atom of the emanation appears that the rays 
which constitute the radio-activity are produced. 

Thus, on this view the atoms of the radio active elements are not 
immortal, they perish after a life whose average value ranges from 
thousands of millions of years ia the case of uranium to a second or 
so in the case of the gaseous emanation from actinium. 

When the atoms pass from one state to another they give out 
large stores of energy, thus their descendants do not inherit the 
whole of their wealth of stored-up energy, the estate becomes less 
and less wealthy with each generation; we find, in fact, that the 
politician, when he imposes death duties, is but imitating & pro- 
cess which has been going on for ages in the case of these radio- 
active substances. 

Many points of interest arise when we consider the rate at which 
the atoms of radio-active substance disappear. Rutherford has 
shown that whatever be the age of these atoms, the percentaze of 
atoms which disappear in one second is always the ваше; another 
way of putting it is that the expectation of life of an atom is 
independent of ita age—that an atom of radium 1,000 years old is 

ust as likely to live for another thou:and years as one just sprung 
into existence. 

Now this would bə the case if the death ot the atom were due to 
something from outside which struck old and young indis 
criminately ; in a battle, for example, the chance of being shot is 
the same for old and young; so that we are inclined at first to 
look to something coming from outside as the cause why an atom 
of radium, for example, suddenly changes info an atom of the 
emanation. But bere we are met with the difficulty that no 
changes in the external conditions that we have as yet been able to 
еее have had any effect on the life of the atom; as far as we 

ow at present the life of a radium atom is the same at the 
temperature of a furnace as at that of liquid air —it is not altered 
by surrounding the radium by thick screens of lead or other dente 
materials to ward off radiation from outeide, and what to my mind is 
especially = нар it is the same when the radium ie in the mos 
concentrated form, when its atoms are exposed to the vigorous 
bombardment from the rays given off by the neighbouring atom 
as when it is in the most dilute solution, when the rays are absorbed 
by the water which separates one atom from another. This last 
result seems to me to make it somewhat improbable that we sball 
be able to eplit up the atoms of the non-radio active elements 
by exposing them to the radiation from radium; if this radiation 
is unable to affect the unstable radio-active atoms, it is somewhat 
unlikely that it will be able to affect the much more stable non- 
radio-active elements. 

The evidence we have at present is against a disturbance coming 
from outside breaking up the radio-active atoms, and we must 
therefore look to some process of decay in the atom itself ; but if 
this is the case, how are we to reconcile it with the fact that the 
expectation of life of an atom does not diminish as the atom gets 
older? We can do this if we suppose that the atoms when they are 
first produced have not all the same strength of constitution, thst 
some are more robust than others, perbaps because they contain 
more intrinsic energy to begin with, and will therefore have а 
longer life. Now, if when the atoms are first produced there are 
some which will live for one year, some for ten, some fora thousand, 
and so on; and if lives of all durations, from nothing to infinity, 
are present in such proportion that the number of atoms which 
will live longer than a certain number of years decreases in 4 
constant proportion for each additional year of life, we сап easily 
prove that the expectation of lite of an atom will be the same what: 
ever its age may be. On this view the different atoms of a 18010" 
active substance are not, in all respecta, identical. 

The energy developed by radio-active substances is exceedingly 
large, one gramme of radium developing nearly as much energy us 
would be produced by burning a ton of coal. This energy is mainly 
in the a particles, the positively charged heliam atoms which are 
emitted when the change in the atom takes place; if this energy 
were produced by electrical forces it would indicate that fe 
helium atom had moved through a potential difference of about two 
million volts on its way out of the atom of radium. The source С 
this energy is а problem of the deepest interest; if it arises from 
the repulsion of similarly electrified systema exerting forces Met i 
ing inversely as the square of the distance, then to get the requisite 
amount of energy the systems, if their charges were compara 
with the charge on the a particle, could not when they 
further apart than the radius of a corpuscle, 10—13 cm. If we корр, 
that the particles do not acquire this energy at the explosion, i 
that before they are shot out of the radium atom they move 
circles inside this atom with the speed with which they me 
the forces required to prevent particles moving with this Mon 
from flying otf at a tangent are so great that finite charges of ake 
tricity could only produce them at distances comparable with 
radius of a corpuscle. uld be 

One method by which the requisite amount of energy P ljuded 
obtained is suggested by the view to which I have already Keren 
—that in the atom we have electrified systems of very di 
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one small the other large; the radius of one type is compar- 
able with 10—13 cm., that of the other is about 100,000 times greater. 
The electrostatic potential en zinlithe (smaller bodies is enor- 
mously greater than that in the larger ones; if one of these small 
bodies were to explode and expand to the size of the larger ones, we 
should have a liberation of energy large enough to endow ana 
particle with the energy it possesses. Is it possible that the positive 
units of electricity were, to begin with, quite as small as the 
negative, but while in the course of ages most of these have passed 
from the smaller stage to the larger, there are some small ones 
still lingering in radio-actíve substances, and it is the explosion of 
these which liberates the energy set free- during radio active 
transformation ? 

The physiological and medical properties of the rays emitted by 
radium form a field of research in which enough has already been 
done to justify the hope that it may lead to considerable alleviation 
of human suffering. It seems quite definitely established that, for 
some diseases, notably rodent ulcer, treatment with these rays has 
produced remarkable cures; it is imperative, lest we should Фе 

ing over a means of saving life and health, that the subject 
should be investigated in a much more; systematic and extensive 
manner than there has yet been either time or material for. Radium 
is, however, во costly that few bospitals could afford to undertake 
pioneering work of this kind. Fortunately, however, through the 
generosity of Sir Ernest Cassel and Lord Iveagh, a Radium Insti- 
tute, under the patronage of His Majesty the King, bas been founded 
in London for the study of the medical properties of radium and for 


the treatment of patients suffering from diseases for which radium . 


‘is beneficial. 

The new discoveries made in physica in the last few years, and 
the ideas and potentialities suggested by them, have had an effect 
upon the workers in that subject akin to that produced in litera- 
ture by the Renaissance. Enthusiasm has been quickened, and 
there is a hopefal, youthful, perhaps exuberant, spirit abroad which 
leads men to make with confidence experiments which would have 
been thought fantastic 20 years ago. It has quite dispelled the 
pessimistic feeling, not uncommon at that time, that all the 
interesting things had been discovered, and all that was left was to 
alter a decimal or two in some physical constant. There never 
was any justification for this feeling, there never were any signs of 
an approach to finality in science. The sum of knowledge is at 
present, at any rate, a diverging not a converging series. As we 
conquer we see in front of us regions full of 
interest and beauty, but we do not see our goal, we do not see the 
horison ; in the distance tower still higher peaks, which will yield 
to those who ascend them still wider prospects, and deepen the 
feeling, whose truth is emphasised by every advance in science, 
that '' Great are the Works of the Lord.” | 


On Clark and Weston Standard Celis. 


By Н. L. Bronson, Ph.D., Assistant Professor of Physics, and 
A. N. SHaw, B.A., Demonstrator of Physics, McGill University, 


Montreal. 
(Abstract — Section A.— Winnipeg.) 


THIS paper deals mainly with fhe accuracy and reproducibility of 
Olark and Weston cells, and it is hoped that it may throw further 
canard the value of the cell as one of the two legal electrical 


The work has been very much facilitated by the courtesy of the 
Bureau of Standards at Washington, where one of the authors, at 
the suggestion of Dr. H. T. Barnes, spent some time in the summer 
vacation of 1908 in studying the construction of modern standard 
cells, At the invitation of Dr. F. A. Wolff, we have been glad to 
actively co-operate with the Bureau in the work it has been doing 
along these lines. | | 


I. The Reproducibility of the Cells when prepared according to the 
Specifications of Wolff and Waters. 

The mean of 15 Clark cells made in this way differed, a few 
weeks after their construction, from the mean of the reterence cells 
of the Bureau of Standards by less than 14 microvolts, The average 
deviation of our cells from their own mean was not more than 13, 
while the maximum deviation was only 31 microvolta. 

In the case of the Weston cells tie figures were similar, but 
showed somewhat better agreement in every case; the difference 
between the mean of 13 cells and the mean of the reference cells at 
the Bureau of Standards being in this case 4 microvolts, the average 
deviation of the cells from their own mean being 8, and the maxi- 
mum deviation being 22. 

Some of the Clark and Weston cells were made in Washington 
by one of the writers, and subsequently transported to Montreal. 
A means of direct comparison with the values of the cells at the 
Bureau of Standards was thus obtained. This comparison has 
recently been checked by a second interchange of cells. 

We have aleo bad in our possession six Weston cells made at the 
National Physical Laboratory in London. One of these was 
damaged in transit; the mean of the other five differed from the 
mean of our other cells by only 5 microvolts. 


II. The effect of Introducing Slight Simplifications into the Pre- 


paration of Materials. 


About 25 cells were constructed in order to examine the effects | 


of slight simplifications in their preparation. It was found that 
the ingredient of main importance is the mercurous sulphate, which 
must always be prepared with great care. When unpurified 
mercurous sulphate was used in a cell, the average electromotive 
force was found to be from 300 to 500 microvolts higher than that 


of the normal cell. The purification of the sinc and cadmium 
salts is not so important, and as the processes are somewhat 
tedious, especially in the case of cadmium sulphate, it is interesting 
to see what accuracy may be obtained with various samples of 
chemically pure commercial sulphates. It was found that no Olark 
cell made with this modification differed by more than 50 micro- 
volts from the mean of our normal cells, while no Weston oell 
differed by more than 100 microvolts. Such cells are therefore 
sufficiently accurate for all practical work. | | 
The presence of basic oxide, oil or small quantities of organic 


` impurities was found to exert only a very small influence on the 


electromotive force. 


III. The Relative Value of Cells set up according to the Board of 
Trade Specifications and those set up according to the Specifications of 
Wolff and Waters, 

Ten Clark cells of the old test-tube crystal” type were prepared 
from a number of different samples of chemically pure commercial 
materials, for the purpose of ascertaining how much they differed 
in voltage from those set up according to the modern specifications. 
The average electromotive force of these cells during the first 75 
days, neglecting the first day, was 0°31 millivolts higher than the 
mean of our normal cells. The average deviation of these cells 
from their own mean was considerable, about 0°06 millivolt, which 
suggests that there might be a possible variation of three or four in 
the last figure of the mean for different batches of 10 cells set up 
with different materials. It is therefore in good agreement with 
the value (0:00030 volt) given by Wolff and Waters. | 


IV. The Ratio of the Electromotive Force of the Weston Cell to that 
of the Clark. | 

The determination of this ratio, which had also been obtained at 
the Bureau of Standards, was made with the object of furnishing a 
further check on the reliability of the comparison between our cells 
and those of the Bureau, and to give added assurance that no errors 
had been introduced by transportation. 

Five Clark cells were connected in series and placed in opposi- 
tion to seven Westons similarly connected. The difference between 
the two sets was then measured on a Kelvin-Varley slide by the 
usual potentiometer method. 

The ratio obtained was 0 716,953, which differs from the ratio 


' 0716,958, determined by Wolff and Waters, by only seven parts in 


a million. This difference, small as it is, is entirely accounted for 
by the small differences, as ascertained by direct comparison 
between our celis and those made at the Bureau of Standards. 


BUSINESS NOTES. 


Manufacture of Telephones in Australia.—Mail 
advices from Melbourne received this week, state that the Postal 
Department is calling for tenders for the supply of 5,000 telephones 
of Australian manufacture. One of the conditions ie that any 
design or pattern submitted will be considered by the Department, 
but реген will be given to instruments conforming to the 
sealed pattern. The latter is similar to the Eriosson type without 
any distinguishing name. On July 15th, Messrs. О. О. Beale and 
Co, Messrs. Btraeker & Hipsley, of Sydney, and other electrical 
manufacturers, waited on the Postmaster- General. They con- 
tended that the adoption of the Ericsson type as the standard was 
not wise, as a manufacturer in Australia might lay down a plant 
for the manufacture of that class of instrument, which later 
improvements might render obsolete. There were already many 
improvements, they said, on the Ericsson instrument. If tenderers 
were allowed to submit the most up-to-date patterns they could 
manufacture, they said, the industry was more likely to be 
established on a firm basis in the Commonwealth. Sir John Quick 
promised to consult the officers of the Department as to whether the 
form of tender and specifications could be revised in the direction 
desired by the deputation. 


Canadian Tariffs,—The Canadian Customs authorities 
have recently given a decision to the effect that “commutator bars 
of copper cut to form for electrical apparatus” are to be classified 
under No. 453 of the Tariff, the duty being 14 per cent. on British 
goods, and 274 per cent. ad valorem on those of foreign 
manufacture. 


Book Notices.— Journal of the I.E.E.” No. 196, 
Vol. 43.—This volume contains the following papers:—" Large 
Gas Engines for Generating Electric Power,” by L. Andrews and 
R. Porter; " Dielectric Strength of Compressed Air,” by E. A. 
Watson; “ Kapp-Hopkinson Test on a Single p.c. Machine,“ by 
Dr. W. Lulofs ; " Fly-wheel Load Equalisers,” by J. S. Peck; and 
“ Safety of Working Electrical Plants in Ooal Mines," by S. A. 
Simon. London: E. and F. N. Spon, Ltd. 1909. Price Бе. 

" Metallurgy of the Common Metals (Non-Ferrous). By A. Н. 
Sexton and J. B. G. Primrose. Manchester: Scientific Publishing 
Co. 1909. Price 7s. 6d. net. 

"Engineering Units of Measurement.“ By J. Ramsay. 
London: Bimpkin, Marshall, Hamilton, Kent & Co., Ltd. , 1909. 
Price 18. net. i j 


Theft of Platinum.—For stealing platinum to the 
value of £173 from the India-Rubber, Gutta-Percha and Telegraph 
Works Co., Silvertown, George Freakley, chief clerk in the 
instrument department, was sentenced to six months’ hard labour. 
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Dissoluííons and  Liquidations. — OZONISATION 
SYNDICATE, LTD. -The creditors and shareholders of the Ozonisa- 
tion Syndicate, Ltd., of Cecil Chambers, Strand, and Craig's Court 
House, Craig's Court, Oharing Cross, S. W., met on Friday, Auzu t 
20th, at the Carey Street offices of the Board of Trade, Lincoln's 
Inn, W.O., Mr. W. J. Warley, Official Receiver, presiding. The 
accoun's filed under the liquidation showed an unsecured debt, 


£386 ; asrets, £6, and a deficiency of £879, as regards shareholders. ` 
According to the observations of the O ‘ficial Receiver, the company, . 


which is stated to have been promoted by Mr. Maurice Balis- 
Sahwabe, was registered on December 18th, 1907, with a nominal 
capital of £500 in £1 shares, and was formed to acquire patents for 
the manufacture, by a cheap process, of aluminium, armour plate, 
&c., and for the purificatiou of liquid solutions. : By the purchase 
contract which was ent «d into о: December 27th, 1907, the com- 
pany aquired from Meaare. Murphy, chwabe. and Leslie Watney, 
all their rights and interests in certain patents stated to have been 
applied for and which included the Eaglish and foreign (excepting 


the Canadian and American) rights for an electric purification pro- 


cess for liquid solutions. The consideration for the sale was fixed 
&t £492 in fully-paid sbares of tbe company, of which 246 were to 
be allotted to Mr. Schwabe, and 123 each to Messre. Murphy and 
Watney. Thecompany further agreed to form a company with a 
capital of not less than £20,000, and to sell the English rights to 
-Buch new company for £11,992, as to£4,000 in cash and the balance 
in fully paid s of the new company. Of this consideration, 
Mr. Murphy was to receive £3,000 in cash, and £4,992.in fully-paid 
shares, and Messrs. Schwabe and IL. Watney £500 in cash and 
£1,500 in fully-paid shares, each. It is understood that Mr. 
Murphy was the inventor of the patents, and that Mr. Schwabe was 
to receive his portion in consideration of his undertaking to pro- 
mote the new company and raise the capital required to 
work tbe pro-esses. r. L. Watney is stated to have bren 
entitled to a-p.rtion of the purchase price as consideration 
for obtaining financial assistance from Mr. R. Watney. 
. The purchase consideration ‘of 492 shares was duly paid. 
The Ozone Purification Co., Ltd. (the intended new company) was 
registered on Dscember 20th, 1907, with a nominal capital of 
£20,000 (its first directors being Messrs. Murphy and Schwabe, Mr. 
Nicholls afterwards joining the board), and an agreement was 
entered into between the two companies on December 27th, 1907, 
for the sale of the English rights in the patents to the Purificati n 
Co. in terms of the company’s purchase contract of the same date. 
According to returns of allotments made to the Registrar of Joint 
Stock Companies 7,992 shares of the Purification Co. were allotted 
as fally paid to the original vendors. No part of the cash con- 
sideration of £4,000 payable by the Purification Co., however, 
appears to have been received. In consequence, it is stated, of Mr. 
Schwab's failure to carry out his undertaking to raise funds, he, 
by an sgreement with Mr. Murphy of Febraary 10th, 1908, to 
which the two companies were also par! ies, agreed to retire, aud in 
consideration of being released from all liability in regard to the 
‘syndicate transferred his h ‘dings of shares in the two companies to 
Mr. Murphy. The two companies арргаг to have been financed by 
Me. Reginald Watney, who states that he made advances to the 
«x'ent of £500, part of which has been repaid to him. The failure 
of the compsny is attributed by Mr. Reginald Watney to its 
inability to make use of the secret jp o-esses owing to 
Mr. Murphy's absence frm the country. Upon inquiry at 
the Pitent Office, the Official Receiver was informed that 
only one patent vis, that for an improved el: trode, for use in 
purifi ation of water and other liquids, had been granted, and that 

т. Murphy was the registered proprietor of the same, no assign- 
ment hav: g been made to the company. In the absence of a 
quorum, t^4 meeting of creditors was formally adjourned for a 
week, but t^e shareholders passed a resolution for the matter to 
remain іа th: hands of the Oficial Receiver, who will therefore act 
as a liquidator, without a committee of inspection. 

Derr Leaps ELRCrRIO fransmraston Co., Lrp.-—A meeting is to 
be hela at 20, Coptha!] Avenue, E U., on September 22 ad, to hear 
an account of the wind ing up from the liquidator, Mr. E. 8. Rawson. 

Evy ELECT8ICAL AND GENERAL AGENCY, 24, Hatton Garden, 
Trondon.— Mesers. D. Santoni and K. Fiedler have dissolved 
partnership. 

ЕмрівЕ Lusricating Co, Lrp.—This company is winding - up 
voluntarily, with Mr. W. H. Cochran, 51, North John Street, Liver- 
pool, as liquidator. 


Stolen Tams.—On August 20th at the City Police 
C.urt, Manc' ester, G. H. Withers aud R. J. Brocklebank, were 
charged with stealing a box of tantalum lamps, the property of 
Mesers. Drake & Gorham, Itd., Manchester. According to the 
police evidence, tli? prisoners’ own story was that their plan of 
a tion was for With-rs to conceal hims If on the premises until 
they were clos*d for (he day, when be would get a signal from 
Bro:klebank, in“ iat eng that it was safe to leave with the stolen 
pı pertv. The prisoners were remanded until yesterday in order 
to enable the poli-e to complete their inquiries. The Manchester 
Er niny News says that during the last 18 months, some 6 000 
*^'italum lamps, valied at from £590 to £600, have been stolen 
from the same firm's premises, toe last occasion being between 
14:6 Saturday and Munday week, when 100 lamps were taken. 


Bankruptey Pro^cedings,— HERBERT SHUTTLEWORTH, 
Oross Court, B iggate, Leeds, electrical engincer.—The gross 
liab.lities are put at £475, of which £465 are expected to rank. 
The s3ets are estimst-d at £34. The causes of fai! ire are 
accri, d to bad trade and competition. The debtor, who is 27 
ye. s cf age, was up to February, 1906, a journeyman e ectrician. 
At toe time mentioned he commenced business as an electrical 


engineer and contractor on a loan of £20 from his father, who had 
since advanced money up to a total of £160, all of which was still 
owing. In addition, his father, in June, 1908, guaranteed a bank 
overdraft of £200, and the debtor is owing thereon £197. Accord- 
ing to the debtor, the business had not ypaid at any time owing to 
irregular trade and competition. He states that he took stock 
roughly in January last, and the statement then made out, but not 
preserved, sbowed a small surplus taking stock at cost, but leaving 
out the amounts owing to his father and the bank. In July he 
was sued, when he executed а deed of assignment, and at a meet- 
ing held on the 16th of that month a statement was submitted 
showing liabilities £483, assets £100, deficiency £383. An offer of 
bs. inthe £ was refused, and the principal trade creditors filed a 
petition. Debtor, who is unmarried, lives with his parents. He 
has kept a full set of books, but they are not fully posted, and the 
cash-book is not balanced. The creditors include :— 


Electric and General Stores Co., Leeds vs us . 411 
ә London, City and Midland Bank, Leeds  .. 297 
J. Shuttleworth. Wakefield 10 a 54 T ee 
Biemens Bros. Dynamo Works, Ltd., Manchester... x 10 
Soattergood & Johnson, Leeds T da vs T 


Cessio.—MESSRS. ALEXANDER ANDERSON & Co., elec- 
trical engineers, 18, Laird Street, Greenock, are to be examined in 
the Court House, County Buildings, Greenock, on September 8tb, 
at 11.15 a.m. у 


Private Meeting. — J. D. Jones & Co., electrical 
engineers, 5, Midland Crescent, Finobley Road, N.W.—A meeting 
of the creditors of the above was held on 17th inst., when a state- 
ment of affairs was presented showing liabilities £424, and net 
assets £88. The estate, therefore, showed a deficiency on paper of 
£336. It was reported that the debtors, J. D. Jones and J. 
 Beddington, started trading in 1906 with a small capital, con- 
tinuing untillast year, when the partnership was dissolved, the 
dissolution being duly gazetted. The consideration that Beddington 
had on leaving the concern, was to have been £52, but he only 
received £8 10s., thus leaving him to rank as a creditor against the 
estate for £43 10s. The matter was fully discussed at the meeting, 
the creditors being of the opinion that the debtor should make 
some offer of composition. The debtor's solicitor, however, thought 
it was not ible to get any offer, and suggested that the estate 
should be dealt with under a deed of assignment, The creditors 
did not approve of tbis, however, and resolved that if an offer of 
4s. in the £ was not forthcoming within 14 days, the debtor should 
‘be requested to file his petition in bankruptey. The following are 
creditors:— — . | | 


Edison & Swan, Ltd. .. £44 Electrical Fittings Co. ., . £10 


Ellis, Simpson & Baunders .. 98 Cash creditors :— 
Erneet Roberts Ыз T .. 26 t" Bankers Ps dx . 98 
Falk, Stadelmann & Co. .. .. 99 Beddington, J. vu $8 .. 48 
Sloan Electriog! Co... "T .. 16 Bundry creditors :— 
Thomas, F., & co. .. 12 Rent Sic oov 225 .8 
Farringdon Eng. Co. к .. 10 Rates s E „ eN 
Hands, А.С... .. .. .. 10 Fully-secured creditors .. .. 9 
.Galswortby, Ltd. x .. 10 

Trade Announcements. — THE E. M. F. Masc- 


FACTUaING Co announce that they have amalgamated their 
interests with those of Mr. O. H. Bishop, for many years sales 
manager of the Edison & Swan United Electric Light Co., Ltd. 
Mr. Bishop, besides identifying himself financially, will devote his 
entire time and energies to the company as joint managing director, 
with Mr, Bein and Mr. Grose. The firm bave also acquired the 
electrical manufactory and electrical business of Мг. T. Н. Satch- 
well, Victoria Works, Walsall, near Birmingbam, a manufacturer 
of special fittings for ship, street, mill and car lighting. The 
amalgamation will in future be koown as the E. M. F., Ltd., under 
which name it bas been registered. All accounts outstanding and 
owing will be taken over by the new firm, and will be settled in 
the ordinary way. The company will continue to make a leading 
feature of high-grade incandescent lamps, metal and carbon, and 
particular attention will also be devoted to mill, ship, car and 
street lighting fittings, high and low-teneion switchboard work, 
switchgear and circuit breakers, lighting accessories, cables, and elec- 
tric heating and cooking apparatus. 

Тнк Gross Егкствгто Co, Lrp., 11, Farringdon Avenue, E.C., 
bas been appointed sole agents for the North-Western Electrical 
Appliance Co., ot Cathcart, Glaegow, for London and provinces 
south of the Midlands, also for export work. ` 

An Australian exchange states that Mxssns. LAWRENCE AND 
Hanson, electrical contractors and manufacturers, have opened & 
branch office at Wellington, N.Z , in charge of Mr. H. F. Vickery. 

Тнв BRITISH GBIFFIN CHILLED IRON AND STEEL Co, LTD., 
us to state that the fire which cc^urred at 139, Cannon Street, E. O., 
on Sunday last will їп no way affect their business. On and after 
September let their London address will be 81, Cannon Street, 
E.C. 


Works Visit.—Thirty members of the Dewsbury and 
District Association of Engineers, wishful to see for themselves 
the “Bennis” coking stoker, made a visit of inspection to tne 
firm's works at Little Hu ton, Bolton, on Saturday last. 
were conducted through the various departments by Mr. А. M 
Beunis, M. I. Mech. E, A. I. E E, and members of the staff. Iuter 
was evoked by the new patent sbovel arm gear, an improvemen 


which has been recently introduced to the sprinkling stoker. m 
new shovel arm is balanced, self-oiling and detachable. 125 


additional arm gives extra strength, and ensures a dead - 
throw. 
(Continued on page 344.) 
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ELECTRICAL COLLIERY INSTALLATION IN FIFESHIRE — 


IN June last Mr. John Paul read an 
interesting paper before the Mining 
Institute of Scotland on electrical 
matters connected with the Lochgelly 
Iron and Coal Co.’s pits in Fifeshire. 

This company has 10 pits distributed 
over an area of 16 sq. miles, and 
raising about 1,250,000 tons of coal 
per annum. 

Originally a number of isolated plants 
sufficed for what was principally light- 
ing work at these pits, but in 1907 the 
increased possibilities in electric driving 
led the company to review the whole 
matter, and after consultation with 
Messrs. Sayers & Caldwell, of Glasgow, 
it decided to go in for central gene- 
rating plant with high-pressure distri- 
bation to suitable points. 

It was decided to deal with five pits 
and the workshops in the first instance, 
and a study of the working conditions 
showed that between 6 p.m. and 6 a.m. 
the estimated maximum load would be 
613 B.H.P., and during the remainder 
of the 24 hours, 761 B.H.P. 

. Asite for the power house was decided 
on at the Nellie pit, and this pro- 
vided for three 
450-KW. sets and a 
.1,000-Kkw. exhaust 
or mixed - pressure 
turbo- generator. 
Condensing plant 
was included in the 
proposals, not with 
a view to econo- 
mising fuel (which 
costs 2s. 9d. per ton 
bandled), but to 
obtain good feed 
water and reduce 
capital expenditure. 
As regards the 
steam supply, super- 
heating and high 
velocity of steam in 
the main were 
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SWITCHGEAR, MoToR-GENERATOB, AND Local. SUB-STATION IN THE POWER STATION, 


WATER-TUBE BOILERS FOR THE ELECTRICAL PLANT. 


adopted, in view of 
the boilers being 
some 200 ft. dis- 
tant from the gene- 
rating plant. 

Four Babcock 
boilers in pairs have 
been added to the 
existing Lancashire - 
boilers at the Nellie 
pit, and these are 
constructed for 
200 10. pressure, 
although worked at 
180 lb. Each 
boiler is fitted with 
a chain-grate stoker 
and internal super- 
heater to give 
100° Е. superheat ; 
the expected maximum evaporation 
with wet dross and gum is about 
10,000 lb. per boiler. 

For boiler feed purposes, three single 
direct-acting steam-driven pumps are 
installed, made by Andrews & Cameron, 
of Kirkintilloch. 

At the present time, two Belliss and 
Morcom  three-crank  triple-expansion 
engines, direct-coupled to Bruce Peebles 
three-phase alternators, are provided 
in the power house. The alternators 
are 50.period machines, generating at 
3,300 volts and giving 420 KW, on a 
‘8 power factor, and at 375 R. P. M.; they 
are provided with exciters mounted on 


- the main shafts. These sets will carry 25 


per cent. overloads for periods of two 
hours at six hours’ intervals, either 
exhausting into the condenser with a 
26-in. vacuum or to atmosphere. 

The engines are supplied with steam 
at 160 to 180 lb. pressure and 470° to 
500° F.; both sets on test gave a steam 
consumption of about 18:3 lb. per KW.- 
hour with a load of 422 KW., steam pres- 
gure 159 lb. and vacuum of 25 in. 
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The engines exhaust through atmospheric valves and 
Beckett oil separators into an 18-in. cast-iron collecting 
main, feeding a Ledward & Beckett evaporative condenser 
outside the engine house; the condenser consists of 336 
corrugated pipes in 14 coils of 24 pipes each. A film of 
water is maintained over these pipes by a 3-H.P. motor- 
driven centrifugal pump, this requiring the circulation of 
10,000 gallons of water per hour, of which 800 gallons is 


H.T. PANELS IN Power STATION, 


evaporated and made up afresh. The adoption of surface 
condensers would have involved four times as much 
circulating water, and, in addition, elaborate cooling 
arrangements. 

Accessories to the condenser are a three-throw Edwards 
air pump, gear driven by a three-phase motor and a force pump 
for delivering the water passed by the air pump to tbe Harris- 
Anderson feed-water purifier, shown in one of our views. 

As regards the power house switchgear, the H.T. portion 
consists of four generator panels and six feeder panels, only 
two of the former and four of the latter being at present fully 


Nellie pit-head, and the offices and shops; and the other 
the air pump, condenser, and centrifugal pump motors. 
There is also a continuous current panel controlling the 
200-volt lighting supply from the motor-generator already 
mentioned. 

All the switch apparatus except the measuring and indi- 
cating instruments and the handles of the oil switches are 
contained in screened cubicles. 

Fixed to the sides of the brick piers, within which the 
main panels are accommodated, are the synchronising bus-bar 
voltmeter and earth-detecting panels. 

Each generator panel contains a three-pole oil switch 
with automatic reverse power trip gear, indicating wattmeter, 
ammeter, &c., and the exciter pillar is arranged in front. 
The feeder panels each carry a similar oil switch with over- 
load and out-of-balance trips, indicating wattmeter, ammeter, 
and integrating wattmeter. 

The L.T. three-phase panels are also fitted with similar oil 
switches ; there are no fuses on any of the three-phase panels. 
A 10-ton traveller runs the whole length of the power house. 
The н.т. distributing system consists of overhead lines from 
the power station to the Mary and Newton pits to the south- 
west, to the workshops and the Jenny Grey pits to the 
south-east, and sundry lengths of lead-covered and armoured- 
paper cables under the North British Railway track and 
from the power house to the adjacent terminal pole. The 
general plan (p. 341) gives an idea of the extent of this 
portion of the work, the heavy dotted line indicating the 
two lines now in operation, the dotted line from the Jenny 
Grey pit to the Dundonald colliery, the extension not 
yet at work, and the chain-dotted lines further ex- 
tensions, which may or may not be realised. The point, 
however, of the interconnected network, completed аз 
shown by these chain-dotted lines, is that in con- 
junction with the special arrangement of isolating switches 
in the several transformer stations, any section of line, 
excepting that from the Newton pit to the south, could be 
made dead (for repairs or other purposes) without interfering 
with the supply. The earthing guards have been arranged 
for operation with the supply from either direction, in view 
of this linking up. 


L.T. PANELS IN TRANSFORMER SUB-SIATION. 


equipped. The feeder panels in use supply (1) the trans- 
former for the Nellie pit ; (2) the transformer for the power 
house motors; (3) the overhead line supplying the Mary 
and Newton pits; and (4) the overhead line supplying the 
workshops, Jenny Grey pits, and the Dundonald colliery. 
There are, in addition, two panels dealing with L.T. three- 
phase current from the power house transformer. One of 
these controls a 50-Kw. motor-generator supplying continuous 
current at 200 volts for the lighting of the power house, 


H.T. PANEL IN TBANSFORMER SUB-STATION. 


All cables and apparatus in connection with the overhead 
lines are protected from the effects of lightning, and a 
pressures from other causes, by spark gaps ; and public agi 
and positions in the vicinity of the pits are guarded 57 
adequate cradling. 

A good idea of the line construction can be obtained from 
our views. , 

The transformer stations are each designed to contain ; 
200-Kw. transforme:g (‘8 power-factor), and the necessary 


two 
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switchgear, but contain only half their equipment at present. 
'The transformers (by the British Electrical Transformer Co.) 
are oil-cooled and wound to transform from 3,000, 3,150 
and 3,300 volts, to 525 volts, these ratios being arranged to 
. compensate for the varying line losses at different points. 

The transformer full-load efficiency is about 97 per cent. 
The switchgear in the transformer houses is of Ferranti type, 
comprising a high and low-tension panel for each trans- 
former, with auto-oil switches, instruments, energy meter, 
&c.; the gear is designed to automatically cut out a faulty 
transformer, and on the high-tension side space has been 
left for a high-tension feeder panel in case it is desired to carry 
high-tension supply down the shafts. On the low-tension 
side, three 200-Kw. circuits are provided. 

The shaft and in-bye cables are three-core bitumen 
insulated and filled, and double armoured with galvanised- 
Steel wires ; they are supported in the shafts at intervals of 
40 to 50 ft. by cleats of special design, and suspended in-bye 
by hempen slings. Electrical continuity of the armouring 
throughout each network is effected by substantial armour- 
clamping rings, and the whole is efficiently connected to the 


PLAN OF ABEA SUPPLIED, SHOWING OVEBHEAD 
TRANSMISSIONS, &c. 


best earth obtainable on the several systems. These cables 
were supplied by Messrs. Johnson & Phillips, as also were 
the in-bye switchboards. 


View OF IN-BYE SWIICHBOARD. 


The latter are of very substantial construction, and are 
designed for underground conditions. Arrangements are 
also provided on each board by means of auto-transformers 


for the supply of current to 50 lamps. One of our views 
shows one of these boards in position. 


The sub-circuit fuseboards are of heavy mining type, with 


WarER-PuRIFYING PLANT AT THE POWER STATION. 


porcelain barrel fuses, and have all connections on the front 
of the slate panels ; they are enclosed in cast-iron cases with 
armour anchor rings, and the lids of braced iron plate are 


Pitan SHOWING ARRANGEMENT OF TYPICAL SUB-STATION. 


hinged and secured by wing-nuts. They were supplied by 
Messrs. Harland, Bowden & Co. T 

Motors have been supplied by the B.T.-H. Co., Mavor and 
Coulson, and the British Electric Plant Co. for haulage, 
pump, and fan drives, and include both the slip-ring 
and squirrel-case types, with control panels and starting 
switch gear suitable to the particolar requirements of 
each drive. 

Coal-cutters have bcen supplied by two Motherwell 
firms. 

The pits at present outside the area of the three-phase 
supply are the Minto and the Raith group, the latter com- 
prising the Dora, Gordon and Lochhead pits. 

The Minto pit is provided for by two steam dynamos of 
100 Kw. capacity,and one of 250 KW., generating continuous 
current at 500 volts. n 

The Raith group is supplied by two combinations of 100 
KW. capacity, which are exact duplicates of the first-named 
sets at the Minto pit. These are located at the Dora pit, 
and serve the Gordon and the Lochhead pits in addition by 
overhead transmission lines. 

All these pits have small 200-volt generators for lighting 
purposes. - 

As to the outlay, it may be taken that the generating 
costs, based on the load diagram (p. 342), plus the capital 
charges namely, interest on capital, and sinking fund to 
redeem.the capital in 20 years, will enabie the company by 
the equipment described to deliver electrical energy at any 
point in the coalfield for something less than 0:84. per unit; 
and that with an increased load the cost per unit will be 
even cheaper, owing to the fact that much of the capital 
expenditure already incurred really belongs to possible 
extensions. 

In conclusion, we are indebted to Messrs. Sayers and 
Caldwell for assistance in producing this article. 
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THE ELECTRIC AUTOMOBILE. 
| — [coxrRIBUTED.] 


WHEN the perfect accumulator happen into our existence, 
of courae electric motor-cars will at once supersede petrol 


ESTIMATED 24-HOUR LOAD, FOR PRESENT REQUIREMENTS ; 
LocHGELLY Co.'s INSTALLATION (р. 339). 


vehicles in the majority of cases ; that is, they will prove 
superior in actual working and not merely in the columns of 
daily newspapers. Meantime, their field is very strictly 


AN OVERHEAD TRANSMISSION, LocHGELLY Co.’s INSTALLATION. 


limited to working in towns or near an economical source of 
electric supply, and, moreover, within a comparatively small 
radius in miles of such charging stations. 

What advantages do they offer to- 
day as compared with petrol vehicles ? 

Firat of all, apart from the battery, 
there is much less to go wrong or need 
frequent repair. Motors and reduc- 
tion gear have been familiar objects for 
along time now in tramway and other 
power developments, and we know from 
experience wherein lie, their possible 
weaknesses, which can be, and are, 
accordingly guarded against by the de- 
signer and manufacturer. 

A simple controller of the type 
required for motor-car work is not much 
more than a compound switch, and costs 
much less than the speed change-gear 
box. The differential can be avoided by 
the use of two small motors instead of 
one large one. | ery} 

As for driving and looking after a car, 
the type of man considered necessary for a 
petrol vehicle is one who has had one or 
two years’ special training, who is some- 
thing of a mechanic by instinct as well as experience, and 
who asks and expects a wage of from 35s. weekly to any- 
thing the car owner cares to be persuaded is the man’s value. 

With electric automobiles—again apart from the battery 
the driver can be of a much less skilled type; he has 
practically to steer the car and turn a handle—work that 


Linc Kar 


should be well paid at 25s. a-week, since he may bea younger 
man of far less experience. 

The comparative ease and quietness of running in the case 
of an electric car will naturally be less pronounced now, in 
these days of four and six-cylinder petrol cars of high power, 
than it was before the internal combustion engine made such 
strides ; but, even to-day, it is the electric automobile that 
attracts attention for the silent way in which it roils along, 
not perhaps so speedily as the petrol car, but with really 
more comfort to the passenger who does not need to be at 
the other side of nowhere in considerably less than no time. 

What are these advantages going to cost a user as compared 
with the expense of running a petrol car? It is not much 
good emphasising the excellent features of electric cars if 
they only come within the reach of the wealthy and the 
few; they must show themselves adaptable for general 
employment if the business is to grow, and it is an open 
question whether this is at present possible. s 

Some figures have been shown to us in connection with 
this point that have considerable interest, as they deal with 
the application of the iron-nickel accumulators of the much- 
vaunted Edison type; but, taken as a whole, they do not, 
unfortunately, enable anyone to draw at once a very strong 
and overwhelming conclusion in favour of electric auto- 
mobiles. The assumption is made of a heavy car to carry 
five passengers and the driver, and fitted 
with a double landaulette or limousine 
body. Its first cost is given as £775, 
including the battery and all complete 
ready for the road. 

Allowing £185 for cost, of the battery 
and tires, there remains £590 to represent 
cost of the chassis with motor, &c., also 
the body and fittings, and depreciation 
thereon is allowed at the rate of 15 per 
cent. per annum—amounting to, say, 
£88. 

Battery depreciation is reckoned at 
only 50 per cent. per annum on a mile- 
age of, say, 6,250 ; and 10 per cent. of 
the first cost is credited for the old 
cells when returned. This gives an 

annual depreciation for the battery of 
aboüt £67, which is equal to about 
2:5d. per mile. With such an allow- 
ance in a private car that has plenty 
of rest intervals, how is a rate of only 
2d. per mile with lead batteries to be 
justified in the case of heavy motor-'bus work? Yet this is 
claimed to be sufficient by the Electrobus Co. 

The iron-nickel accumulator being provided with an 


Views OF OVERHEAD LINE, CRADLING AND SUB-STATION, LocuGELLY Co.'8 


INSTALLATION (p. 339). 


alkaline electrolyte, it is necessary to fill up tbe cells 
periodically with distilled water in order to prevent the 
intrusion of acids. The annual cost of this is estimated 8 
about £2 10s. | e a 
Power or recharging current will, of course, entail a WU 
varying expense. Assuming an average daily mileage ? 
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22, or about 6,250 per annum, about 125 charges per 
annum would be required; and for a 64-cell battery about 
30 Kw.-hours per charge. Two estimates are given of 
the cost of current—one where the price per unit is about 
1:92d., and the other, about 6d. In the first, the annual 
cost of current is given ав £30; in the second, £9 15s. 

Renewals of tires account for at least 
£50 perannum ; repairs of chassis, body, 
&c., estimated at, say, 3 per cent. of 
cost are £18; oil, grease, and cleaning 
may be put down as requiring, say, £5 ; 
and driver’s wages are averaged at £80, 
which is on the high side. | 

The total costs amount to £340 per 
annum where the electric supply is taken 
at the higher figure; and £320, at 
the lower rate. 

In these figures, it must be said that 
full allowance is very wisely made 
throughout, and they may be regarded 
as a maximum cost for the mileage 
given, and for reasonable care іп 
working. They do not, however, 
give any extraordinary saving as com- 
pared with the average cost of a 
similar petrol car under like conditions, 
and although a small economy is possible, 
one would wish to see the difference 80 
marked, that no doubt could exist in 
the mind of a prospective user. 

Let us assume a first cost of, say, . 
£800 for a petrol car; depreciation on this would be at 
least 20 per cent. per annum, or, say, £160. | 


Petrol for the same mileage would cost not less than £25 ;. 


wages may be put at £102; tires the same, t.e., £50, 
although their wear and tear is found to be considerably less 
with electric cars, owing to the more even torque; car 


repairs, oil, grease, and sundries, may be taken at £45, 


which makes a sum total of £382. 


CouPARATIVE CosTs— ELECTRIC AND PETROL OARS. 


Electric. Petrol. 
Depreciation of car ... .. £88 £160 
„ „ battery T" 67 — 
Distilled water zi sss 2 — 
Oharging current or petrol ... 30 25 
Tires. ini m Pus 50 50 
Repairs ... ve ves n 18 40 
Oil, grease, &c.... bag ies 5 5 
Driver's wages... ses Ж 80 102 
£340 £382 


A saving of £40 ог so is, of course, a consideration, but 


not nearly enough to cause a prospective user of one car only 


to decide upon electricity instead of petrol, in view of the 
extremely limited field of the one and the universal range of 
the other. For town work, however, the showing is good 
enough to warrant marked progress in this type of car, and 
we trust to see some rapid advances during the next few 
years, if all the reports one hears are well founded. 


HOW TO CHARGE FOR ELECTRICITY. 


“What's in a name?" said the great. dramatist, and we 
reply, А good deal more than some people think." Here is 
an instance, for example, in the “telephone” system of 
charging for electrical energy, which is in principle the 
same thing as the well-known maximum demand, but 
with a name designed for making the public more readily 
understand it, than has been possible under the technical 
explanations, which the “man in the street," who was not 
an electrical engineer, never could grasp. 

The gas consumer, who has to be converted to the use 
of electricity, knows by experience that the number of 
feet of gas passing through his meter costs him so much 
per 1,000 all the year round, whether he takes little or 


much, and that he can, if he take the trouble, watch the 


and that the total cost is therefore 
10,000 


consumption by reading the dials on the meter. He is not 
troubled with any scientific explanations as to the provision 
for standing charges, or cost of labour and material expended 
in production of the gas, and if you tried to explain that the 
establishment charges on a factory are represented by 8 on 
10,000 articles per annum, and the cost per article by R 
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u, the 


explanation would not be likely to forward your business. 
You might as wel try to make & gas consumer understand 
how to measure a foot of something invisible. | 

There is simplicity in the telephone ides, because the 
public.are familiar with the charge of a fixed prioe per 
annum and Id. per call, во Mr. Seabrook says we will do 
the вате; you shall pay so much a year, according to the 
extent of your requirements, and 14. per unit. The diffi- 
culty will be in explaining how the fixed annual charge is 
arrived at, as it will differ according to the character of the 
installation. | 

Dealing with the small ordinary consumer, under the 
* telephone ” system the proposed annual fixed charges may be 
based upon the candle-power of the lamps installed. Assume 
that a typical consumer has in his house 750 С.Р. of metallic- 
filament lamps, or 250 С.Р. of carbon-filament lamps, they 
would, in either case, require the provision of 1 Kw. of 
power, and the telephone system of charge would be £14 
per annum, and 1d. per unit for all units consumed. £14 
means for one KW.-hour, a guaranteed maximum demand 
or fixed payment for 3,360 units per annum at ld. per 
unit, besides the charge by meter of 1d. per unit for all 
current consumed. | 

In Mr. Seabrook’s elaborate report to the Marylebone 
Electric Supply Committee he explains the proposed tariff 
by pointing out that 750 c.P. in metal-filament lamps is 
equal to 1 KW. of “maximum demand" or power 
required," and consumes one unit per hour, and the same 
is required for 250 с.р. in carbon-filament lamps, one 
ordinary four-lamp radiator, two ordinary flame-arc lamps, 
four electric irons, or 16 small fans. He estimates that 
750 c.P. would be approximately the ** maximum demand ” 
or “power required” of а 1,100 or 1,200 с.р. lighting 
installation. 

Tariffs are specified for all classes of consumers, from 
200 Kw. © power required down to 4 KW., the minimum 
fixed annual charge ranging from £900 to £1 88, with pro 
raía per KW. or part thereof per annum, and 1d. per unit 
for all unita consumed. 

The annual charge is payable in advance, and adjusted 
from year to year by ће “ power required for the previous 
year, and necessary adjustments are provided for increase or 
decrease of installations after the annual payment is fixed. 
* For example, a consumer whose ‘power required’ for the 
past 12 months has been } xw. would have the option 
of paying £7 down, plus ld. per unit for all units con- 
ш | at ‘annual charge holds good for 12 months. 
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- At the end of the 12 months the ‘annual charge’ is again 
fixed for the ensuing 12 months. If the ‘ power required ' 
has gone up or down during the year, the ‘annual charge’ 
will be altered accordingly for the next year.” 

In the case of small consumers, a special tariff is fixed for 
heating, cooking and other uses of electricity, excluding 
lighting and motors, as follows :— 


Fixed annual 
charge. 


Power 
required. 


2 CO В he erati ap 
Nee HOO о 
9880808080808 


5 „ and upwards 


and 1d. for all units consumed, payable weekly, monthly or 
quarterly, as the Council may require. 

This scale for hehting and other uses of electricity only 
applies where the lighting of the premises is exclusively by 
electricity from the Council's mains. 

Among the advantages of the system is that only one 
meter is required ; risk of bad debts is reduced by the pay- 
ment in advance ; one set of wiring only is necessary, even 
where lighting, heating and cooking are all mixed up. 

Mr. Seabrook does not believe in the flat-rate system of 
charge unless various classes of supply can be grouped, and a 
different flat rate fixed according to load factor, which would 
not be practicable. 

In dealing with power demands for factories, the “ tele- 
phone” system of charge is common enough. | 

For large consumers the Marylebone tariff is as follows :— 


Minimum fixed 


Power required. annual charge. 


£ s. d. 

200 Kw. at £4 108. per кү. ... 8 .. 900 0 0 
175 „ 44 178. 64. „ ... . .. 853 2 6 
150 „ 45 5s. We ai tee .. 787 10 0 
125 » £5 12s. 6d. 99 #06 eee ooe 708 2 6 
100 „ 6 „ e sv .. 600 0 0 
75 » £6 10s. 9) eee eee | eee 487 10 0 
50 „ £7 ЖЫШ. i . . 850 0 0 


Additional Kw. pro rata per Kw. or part thereof per 
annum, and 1d. per unit for all units consumed. 

Zerms.— Теп years' contract, and exclusive use of elec- 
tricity for lighting and power (motors) The Kw. charge 
payable annually in advance. 

As an example of this tariff, a consumer of 200 Kw. 
“ power required" would pay £900 annually in advance, 
and £4 108. per annum for every Kw. above 200 KW., plus 
ld. per unit for all units consumed. 


BUSINESS NOTES. 


(Continued from page 338.) 


Catalogues and Lists.—Mxssns. Previre & Co., 2, 
Crosby Square, London, E.C.—16-page pamphlet, entitled 
"Trinidad Lake Asphalt,” in which a great deal of interesting 
information is set forth regarding the concession for working the 
Pitch Lake, for which the Government has just granted a renewal, 
also concerning the constituent parte of the asphalt, the solubility 
of the latter, and other points. | 

Mn. James FERGUSON, 61, Pollok Street, Pollockshawe, Glasgow. 
—16-page illustrated catalogue, setting forth particulars of Ferguson 
automatic circuit-breakers, quick-break knife switches, replacement 
bridges and fuses, ironclad distribution boxes and other manu- 
factures. . 

Мв. S. N. BaaysHaw, 2, Mulberry Street, Hulme, Manchester.— 
In response to requests that bave been received for copies of the 
(1) Decimal Equivalents, (2) Millimetre Equivalents, (3) Centigrade 
and Fahrenheit Comparisons, appearing in his various catalogues, 
Mr. Brayehaw bas prepared a considerable quantity of these in 
serviceable form, mounted on cards, varnished and strung for 
hanging up. We have received s set with the firm’s name 
printed on very simply and unobtrusively. A set of the three 
cards will be sent free to anyone who would find them useful either 
for shop, office or drawing: office use. 

Messrs. Donovan & Co., Barwick Btreet, Birmingham.— Price 
leaflet of 600-megohm grade non-Association cable; also an illus- 


trated price list of porcelain and brown-ware insulators and 


' gundries, 


Messrs. Perr & Oo., LTD., Lord Street Engineering Works, 
Leeds.—Leaflet on the use of disk grinders, with prices of 16 and 
18-in. machines, also 12 and 14-in. sizes for bench or stand, 

Тнв A. E. d. ErrcTBICAL Co., or Sourn Arnica, Lrp, Caxton 
House, S. W.—Illustrated list (20 pp.) giving particulars, weights, 
prices, &c., of a variety of electric heating and cooking apparatus— 
water heaters, kettles, heating plates, workshop heating tables, 
hair-drying, soldering, and sealing apparatus, and cigar lighters, 


Pumping Machinery for Alexandra Docks, Newport. 
— The contract has just been settled for an interesting Pumping 
plant for the new Alexandra Docks of the Newport Docks Co. The 
pumping plant proper consists of two main pumps coupled direct to 
two triple-expansion steam engines, two separate 500-k w. generating 
sets being installed for lighting and power purposes. These pumps 
will be capable, when working simultaneously, of pumping 50,000,000 
gallons of water from the River Usk into the dock extension in a 
period of five bours, the average quantity of water delivered during 
this period by one pump being 80,000 gallons per minute. Owing 
to the big quantities and comparatively low heads the pumps are 
dealing witb, the average speed will be 90 вр.м. The same pumps 
will be used for emptying the graving dock which will be buit at a 
future date. In this case the pumps will work against a total head 
of 42 ft., and will each deliver an average quantity of 100,000 
gallons per minute, running at speeds varying from 90 to 120. The 
maximum power required by each pump during tbis period will be 
between 1,100 and 1,200 B. H. p., placing them, it is claimed, amongst 
the biggest dock pumps built. 'Two schemes differing in principle 
bave been carefully weighed with regard to this pumping plant. 
The question was whether the psmps should be driven direct by 
steam engines or whether electrically-driven pumps should be 
installed, and it was decided that the direct steam-driven pumps 
would give much greater economy under the existing conditions. 
This is due to the fact that steam engines are more adaptable to 
the different loads at the respective speeds which must be provided 
for in view of the varying heads against which the centrifugal 
pumps have to work. The main contractors for the whole of the 
Scheme are Messrs. Cole, Marchant & Morley, of Bradford, while 
the pumps are being built to the designs of Messrs. Jens Orten- 
8 & Co., of London, E. O., by Messrs. Willans & Robinson, of 

ugby. 


Germany.—A new company has recently been formed in 
Hamburg with a oapital of £15,000 and the title Die “ Telram” 
Glublampenwerke Gesellschaft, to manufacture a new metal- 
filament lamp known ав the Telram.“ 


Fire.—An outbreak of fire occurred late on Saturday 
night at the works of the Baus ELECTRICAL Еногхвивтхо Co. 
at Loughborough, in the core drying shed next to the moulder 
department, and soon after the arrival of the brigade the roof 
of the building collapsed. There was, however, very little 
woodwork about the place, and the firemen kept the blase within 
bounds, and were able to leave the place after two and a-half 
hours work. They had the assistance of the Falcon Works 
brigade, under Mr. Porter, and plenty of water was available, 
but the men were hampered by the darkness and by the clonds of 
steam as the water reached the heated steel work. The out 
break, it is thought, was due to the overheating of the drying flues. 


Annual Sports.—To-morrow, Saturday, the fourth 
annual sports of the ROBERTSON AND Оввам SOCIAL AND ATHLETIC 
Oxvs will be held at the Latymer Upper School Ground, Ducane 
Road, Wood Lane, Shepherd’s Bush, commencing at 2.30 sharp. 


LIGHTING and POWER NOTES. 


Australia.—At a recent meeting of the. Electrical 
Association of Victoria, Mr. H. R. Harper gave some details of the 
Melbourne City Council's electricity supply, and general progress 
in Victoria. He said that 21 electric supply orders had been 
iesued ; the total capital expended on generating and distributing 
plant, including tramways, approximated £1,600,000, and the 
capacity was about 16,000 xw. of which 11,000 kw. was in the 
Metropolitan area. The gross revenue was about £250,000. British 
towns were about 80 per cent. shead of Melbourne as regards 
electrical connections per inhabitant and 45 per cent. ahead 8$ 
regards amount sold. Many Melbourne suburbs had no supply, 
including Howthorn, Williamstown, Footscray, Port Melbourne 8D 
Brighton, which had orders. Melbourne, with a population of over 
balf a million, had a supply available for 260,000. Excluding power 
stations there were 20,000 н P. generated by steam, 4,000 Н Р. by o 
and gas, and 4,000 E.. in electric motors, being utilised in Mel- 
bourne. 

The Electricity Committee of Pyrmont, N.S.W., has adopted 
plans for erecting a new generating station, at an estimated cost 0 
£30,000. The new building is to be similar to the existing pa 
but providing larger coal storage. A further proposal to pen 
tenders amounting to £44,547 for a 4,000 kw. tarbo-generator plan 
was considered, but in view of other tenders for higher-speed p 
having been submitted, at £32,354 (which, however, did not оошу 
with the cngineer'e specification as to speed), it was eventua t 
decided to refer the matter back for the city eleotrical engineer 


- report. 
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Acton.—The annual abstract of the accounts of the 
Council for the year ended March 31st, 1909, shows that, although 
70,597 units were sold more than last year, the total income was 
less by £118. This is accounted for by the diecontinnation 
of the electric street lighting early in the year, the charge for 
which was at the rate of 4d. per unit, and the increase in the 
number of power units sold. The average selling price per unit 
this year was 3°33d., as against 3:88d. last year. Another effect of 
discontinuing the electric street lighting was to increase the pro- 
duction costa per unit sold, as the maximum demand on which pay- 
ment was made to the Metropolitan Electric Supply Co. for the 
fall year included the street lighting demand, which was only con- 
tíaned during the first six weeks of the year. The total cost to the 
Geancil of esch unit sold, exclusive of loan charges, was this year 
3514. and last year 3:48d. The deficiency, after providing for tre 
repsyment of loans and interest, was £4,943, as compared with a 
deficiency of £2,934 in the previous year. 

The Electricity Committee on Monday night decided that a two- 
rate system of charging for electricity supplied to shopkeepers 
should be adopted, the price to he 7d. per unit for a supply used 
during a certain two hours of the evening, and 3d. per unit at all 
other times. | 


Brazil.—The cotton mills of the Companhia Americana 
at Rio de Janeiro are now being operated by electricity; the 
necessary power—about 1,350 n.P.—being supplied from the central 
station of the Rio de Janeiro Tramway, Light and Power Co., Ltd. 
The same undertaking is also supply ing 800 H.P., to the cotton 
mills of the Fabrica Carioca. This only represents about balf of 
the company’s requirements and arrangements are in band for the 
electrical operation ofithe whole of tbe plant. 

The Diario Oficial of July 21st contains a copy of a dec-ee 
transferring to the Companhia Brazileira de Energia Electrica the 
concessions granted to Senores Guinle and Cia. for the installation 
of electrical works at Alberto Torres, and the appropriation for 
electrical purposes of the water of the Rio Itapanbau, in the State 
of Rio de Janeiro.— Board of Trade Journal. 


Brumby and Frodingham.—The U.D.C. has referred 
to a Committee an electricity echeme whereby it is proposed to 
take energy in bulk from the Frodingham Iron and Steel Co. at 
14d. per unit. The cost of the installation is estimated at £2,500, 
and the suggested charge to consumers is 6d. per unit. 


Canada.—In connection with the new hydro-electric‘ 
power line which is being built by the Provincial Government of 
Ontario, the construction of the stations at Dundas and Niagara is 
already proceeding at а good rate, and it is anticipated that they 

will be completed by December. The towers and telephone lines 
on the ronte of the transmission line are being rapidly put up. 
Two construction gangs are now working on the erection of towers, 
and a third will be added this week, when it is expected that it 
will bs possible to erect 15 towers per day. 

The large power companies at Niagara Falls are showing the 
most bitter ility towards the Ontario Government's power 

licy, making desperate efforts to have the Power Bill disallowed 

the Federal Government. Only a short time ago a delegation 
from the power companies waited on Sir Wilfrid Laurier, impress- 


ing on him their arguments for disallowal. They assert that the 


Act is ultra vires insomuch as it conflicts with vested intererts. 
They argue that millions of dollars have been expended at Niagara 
by private power companies on the assumption that there would be 
no Government competition. Capital was obtained, mostly in 
England, to build the great works at the Falls. They argue tbat 
it is not fair to the shareholders, who put up their money in good 
faitb, not dreaming of competition from the Provincial Government, 
Now, they eay, that the several works have been completed and 
placed in practical operation, the Government steps in to build a 
transmission line in order to supply the south-western half of 
Ontario with power at cost. Whatever there may be in the arguments 
of the power companies, the Federal Government will certainly not 
disallow the Act nor interfere in any way with the power policy 
of Ontario. The people of Ontario are hailing with joy the advent 
of the Government’s power policy, and the disallowing of the 
Act by the Federal Government, and the consequent stopping of 


the provincial power scheme, would create a rebellion in Ontario. . 


Continental Notes. — ITALY. — The Ascoli-Piceno 
hydro-electric installation on the Tronto River had its origin in 
a small supply for mill work, which some years ago was utilised in 
a reaction turbine of 200 B. P., driving a tbree-pbase alternator at 
240 volts, the pressure being raised in transformers to 15,000 volts 
for transmission: more recently in 1906 а canal was constructed to 
ensure a larger supply of water at all times. The total length of 
the new canal is 4,500 metres, and the disobarge takes place where 
there is a difference in level of 40 metres between the head and 
tail races. The down-take pressure pipes are built up of riveted 
sheet- steel; the total length of the down-take is 71 metres. Three 
turbines, each constructed to give 620 нр. at 600 R P. r., have now 
been instálled. They are coupled with an elastic coupling to the 
alternators. The alternators are all identical, star wound for 3 000 
volts and 50 periods, with exciters mounted on the same shafts. 
The cables are taken to the eontrolling apparatus which is fixed in 
& compsrtment near the machine. The energy is raised to 15,000 
volts, at which pressure it is transmitted to Ascoli-Piceno. There 
are three transmission lines, two of 3 5 mm. and one of 4:5 mm., the 
Jine being suitably protected with lightning arresters, both the 
Gola type and the Siemens type being used. The poles are usually 
of chestnut wood, 10 metres in height and 35 metres apart. At 


the distapt ond of the lipe the pressure is reduced to 240 volts for 


distribnflon -. 
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Sram.—The municipal authorities of Mansilla de las Mulas 
(Province of Leon) have recently granted a concession for the 
electric lighting of the town during a period of 20 years. 

TuBKEY.—It is announced that the Turkish Ministry of Public 
Works has appointed a Commission to draw up the terms for a 
concession for the establishment and working of a large central 
electricity generating station in Constantinople. 

SwWRDRR.— The Drags Aktiebolag has decided to put down a 
plant to utilise certain available water power on the River Motala 
in the generation of electrical energy for lighting and power 
purposes at its cloth manufacturing mills at Norrkoping. | 


Cowdenbeath.—The T.C. has decided to apply for a 
provisional order for the extension of the burgh, and to embrace 
also electric lighting. The Fife Electric Power Oo, intimated to 
the Council some time ago its intention of applying for power to 
supply electricity within the burgb, and the Council now proposes 
to ask it to withdraw the name of Cowdenbeath from the order. 


' Dudley.—AÀ L.G.B. inquiry was held on Friday lest 
relative to the application of the T.C. for loans of £6,000 for 
buildings and plant and £5,693 for cables. There was no opposition. 


Glasgow.—Many interesting comments were offered 
when the annual report and accounts of the electricity department 
came before the T.C. for approval. The convener, in explaining 
the decreased revenue and the deficiency (reported in last week's 
Review), pointed ont that while that was partly due to depression, 
they attributed a considerable amount of the shrinkage to the 
benefaction bestowed in the reduction of rates conceded to certain 


classes Of consumers and, in the second place, to the introduction 


and very extensive use of metal lamps. They were glad to think 
that there was a prospect of securing from the B. of T. protection 
against undue competition. Mr. Cosh considered it a very great 
injustice that wealthy people who required electricity for power 
purposes should be rupplied with that commodity at a price con- 
siderably less than cost, and that shopkeepers should bave to pay 
344. for what cost 14d., while other people got it for less than 1d. 
Mr. P. S. Stewart contended that, were it not for the large user, or 
firms using power, electric liyht womld be very much dearer for 
shopkeepers. Mr. W. F. Anderson thought it too bad that the 
average consumer was compelled to burn his light for 700 hours 
before he got the reduction to the 2d. It was from that class they 
got the sum of £119,000. 


Hay.—The U. D. C. has formed a Committee to consider 
ght ut upon the possibility of adopting a scheme of electric 


Kettering.—A L.G.B. inquiry was held on August 18th 
into the application of the U.D.O. for a loan of £2,000 for 
electricity purposes, vis , mains extensions, meters, public lighting, 
and the provision of two mechanical stokers. There was no 


opposition. 
Kirkcaldy.—The Т.С. is asking the consent of Dysart, 


an adjoining burgh, to ioclude in a provisional order powers to 
supply electricity for lighting purposes in Dysart. 


Londonderry.—In consequence of applications for power 
and lighting, the electrical engineer bas been authorised to report 
on necessary extensions and the estimated cost. | ke x 


Loughborough.—The accounts of the electricity depart- 
ment for the year ended March 31st last showed a profit on revenue 
account of £547, but owing to the heavy charges for loans, a grant 
of £1,500 had to be made from the general district fund, and an 
adverse balance was carried forward of £2,346. The total amount 
borrowed on the undertaking is £30,900. 


Mansfield.—The T.C. has applied to the L.G.B. for a 
loan of £300 for water softening plant, and £200 for economiser 
extension at the electricity worker. 


TRAMWAY and RAILWAY NOTES. 


Belfast.—At the weekly meeting of the Tramways and 
Electrical Committee the manager of the tramway system, Mr. 
Nance, recommended the abolition of the tramway centre poles in 
the interests of street traffic regulation. This was referred to the 
electrical engineer for report. A sub-committee was appointed to 
go into the question of the threatened litigation with Mr. Harrison 
over the Holywood tramway question and also to go into the pro- 
posed working of the Holywood line, the Bill for which has passed 
into law. 


Canada.—A new electric railway will soon be commenced 
from Morrisburg to Ottawa. The company has been incorporated 
with a capital of £200,000. The power plants will be located at 
Morrisburg and Billings Bridge, Ottawa. Another line contem- 
plated, called the Belt Line Electric Railway, covers practically | 
the same route; but the Corporation of Metcalfe, in Carleton 
County, proposes to give the right of way to the company that * 
begins work first. 
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Chile.—According to Reuter, the Government has decided 
on the electrification of 1,150 km. of railway, beginning as an 
experiment with 184 km. 


China.—A scheme ison foot to construct an electric tramway 
from Swatow to the district city of Cheng-Hai, a distance of about 
10 miles. According to the prospectus, the capital is to be $300,000, 
in $5 shares; the latter, however, are not being taken up readily. 
Two large river branches would require to, be bridged, but other- 
wise the construction of the line would present no difficulties.— 
Board of Trade Journal. 


Continental Notes.—Russri.— Three new lines of 
electric tramways have just been completed and put in operation in 
the town of Saratov. There are now 26 km. of electric tramways 
at work in the town; there are still two lines to be converted to 
electric traction, of wbicb one is nearing completion. 

It is stated that negotiations in regard to the tramway reorganiss- 
tion in Bt. Petersburg are being actively pursued by an inter- 
national syndicate consisting of the A.E.G., Siemens & Halske, 
and the British Westioghouse Co., backed by the Deutache Bank. 
Later reports mention competition by a syndicate headed by the 
Société Parisienne Electrique. The matter is referred to elsewhere 
iu our columns, 

Сивмлнү. — ‘The Rheinisch - Westfslische Electricitätswerke 
Gesellschaft, of Essen, has secured а concession from the Provincial 
Government authorities of Solingen for the construction and 
working, during a period of 60 years, of five lines of electric 
tramways in the district. i 

ITALY —A company bas just been formed in Brussels, with a 
capital of £200,000 and the title La Société des Tramways de 
Palermo, to construct and work a system of electric tramways in 
the town of Palermo, Italy, as also a line connecting that place with 
Mondello, a distance of 10 km. 


Glasgow.—The Postmaster-General has again communi- 
cated with the department a proposal to place small letter-boxes on 
cars. The Sub-Committee cannot see their way to recommend the 
T.C. to approve of the proposal. 


Iikeston.—According to a correspondent a strike of 
Corporation tramway employés is threatened, the men having 
applied for an increase in wages, which has been refused on the 
ground that the pay is equal to that given in other towns of equal 
size. Farther, it is stated that the Ilkeston tramways are nota 
paying concern. 


Kirkcaldy.—The agreement between Kirkcaldy and 
Dysart T.C. regarding the proposed extension of the Kirkcaldy 
tramway system to Dysart has been slightly altered, but it is 
believed it will now be acceptable to all parties. 


Liverpool.—The tramways department of the Corporation 
carried out some smart work on Saturday nigbt and Sunday in 
` taking up and relaying the track with new double seta of rails, in- 
cluding junctions and points supplied by Hadfields, at the junctions 
of Dale Street, Castle Street and Water Street, where the main 
tramway traffic of the city converges. During Sunday the running 
of the trams at this spot was diverted, but the usual traffic was 
resumed on Monday morniog. 


London.—The evening of August 23rd saw the last of 
the Highgate Hill cable tramway —the first of its kind laid down 
in Europe— which is to give way to the electric car as soon as 
rebuilt by the L.C.C. The last few journeys were marked by a 
great demonstration on the part of the inhabitants living near, 
who crowded the cars, let off fireworks, «nd sang “ Auld Lang 
Syne." " NON 

Following the example of the District Railway, the Charing 
Cross and Hampstead tube line is being provided with & morning 
and evening service of non-stop trains. 


Morecambe.—The T.C. has decided to double the 
tramway track to afford grester facilities for the working of tbe 
system. 


South Africa.—At a special meeting of the East 
London T.C. held on July 28th, it was resolved to re-lay the tram- 
tramway track at an estimated cost of £8,500. Recent attacks on 
the electrical engineer, which led to his resignation being ten- 
dered, have caused much public feeling, and a petition is being 
largely signed asking tbe Council to retain bis services til] the 
reorganieation scheme is completed. 

At the last meeting of the Johannesburg T.C., the question of the 
alteration in tramway fares came up for discussion. The Committee 
reported against the proposal of the introduction of 14d. stages bv a 
majority of one, 80 that the fares will remain as at present. The 
fact that last year the tramways showed a profit of £40,000, and that 
a larger profit was anticipated this year led to a demand by a great 
many for the reduction, but the fact of the heavy losses in previous 
years carried greater weight. 


Wallasey.—The Dill providing for the construction of 
the extended tram route to Wallasey village from Seacombe having 
just received the necessary sanction, the U.D.C. will at the next 
Council meeting consider the question of the method of putting its 
powers into effect. In the Committee there is a controversy raging 
as to whether the Council should undertake the work or whether it 
should be let out to contract. The tramway system already in 
operation was constructed by the Conticil's own department, 


TELEGRAPH and TELEPHONE NOTES. 


Brazilian Wireless Stations.—The Government con- 
templates the erection of a high-power wireless station on Fernando 
de Noronha, as well as & small installation to communicate with 
Pernambuco. Another station will be erected on Babylonia Hill, 
Rio de Janeiro, 


Cable Interruptions and Repairs :— à 
Interrupted. Repaired, 
Tangier-Cadiz А га 5% . Мау 19,1909 
Tourane-Amoy js vs га ; 


. June 17, 1909 
Assab-Perim .. 1909 


Gibraltar-Tangier .. Ls bs .. Aug. 7, 1909 
Melilla-Chafarinas .. 25 .. Aug. 7, 1909 
Cueta-Tangier et zs "e .. Aug. 7, 1909 
Corfu-Trieste оо ee oe 2 2 Aug. 16, 1909 Aug. 23, 1900 
Dakar-Conakry ee ee ae Кх] Avg. 20, 1909 


Fire at a Marconi Station.— According to the daily 
papers, a fire occurred at the Marconi wireless station at Glace 
Bay, on Saturday last; the repairs will occupy six weeks, and mes- 
sages are being sent vía Cape Cod in the meantime. 


Indo-Burmah Telegraphs.—The work of improving 
the telegraph between India and Barmah, started two years ago, is 
nearly complete.. The Chittagong line and that via Assam have 
been overhauled; the latter is now the main route. The Brahma- 
putra is crossed by an overhead suspension, and the only submerged 
cable is at the Ganges crossing. It is stated that the line will not 
be quite satisfactory until it is possible to run it,along a railway. 


Portsmouth Municipal Time.—The Telephone Com- 
mittee bas under consideration a proposal to take £300 from the 
reserve fund for the provision of a Magneta clock system in the 
ка: It has been decided to apply for the sanction of 
the L.G.B. 


Rand Telephones.—The installation of telephones on 
the Witwatersrand Gold Mines is likely to become very general iu 
application, and since the recent adoption of an underground tele» 
phone eystem in the sbafts and various drives of the Roodepoort 
Central Deep Gold Mine, it is rumoured that a telephone installa- 
tion will be generally carried ont on tbe Randfontein estates. 
There is also a probability of the Langlaagte Gold Mine following 
suit, as well as various other mining properties. 


South African Wireless Stations.—Reuter's Agency 
announces tbat active steps are being taken to erect wireless 
installations along the South African coast. The Government of 
Natal are in treaty with the Home Government with the idea of 
erecting euch a station on the bluff at Durban, and the scheme will 
be extended to a system of atations between Cape Colony and 
Delagoa Bay. 


Spanish Telegraphs and Telephones.— Le Bolehn 
Oficial del Cuerpo de Telegrafos of Bpain publishes a law according 
tu which the Government of Spain has been authorised to spend 
10,000,000 pesetas in the reorganisation and development of the 
telegraph and telephone services. Of this sum 1,895,670 pesetas 
will be expended on landlines, 2,116,000 on submarine cables, an 
106,026 on telephone instruments. 4,618,607 pesetas will be allo. 
cated to the extension of telephones and telegraphs, and will 


include the cost of connecting 382 offices. where there sre mere that 


4,000 inhabitants, with the telegraph system, and 846 officee, where 
there are less than 4,000 inhabitants, with the telephone system, М 
well as 1,235 localities where the inhabitants number less that 
2,000. The remaining 1,263,096 pesetas will be devoted to the 
construction of telegraphs to places willing to furnish then 


. poles, and it is calculated that of these there are 1,935.— Journal 


Teélégraphique. 


Telegraphic Interference.—The Western Union, the 
Postal Telegraph and Cable Co., and the Lake Shore and Michigan 
Southern Railroad Co. have been proceeding against the Chicago, 
Lake Shore and Sonth Bend Traction Co., claiming that the alter 
nating current which is used to work the cars of the traction com 
pany seriously interferes with the working of the telegraph com- 
panies’ wires, rendering them at times useless between Chi 
and New York. The telegraph companies’ suit was for an injane 
tion, but the judge decided against them, and an appeal bas now 
been lodged. The system of the traction company consists sits 
single-phase road 774 miles long, with operating potential ОП the 
trolley wire of 6,600 volts. For some part of the way the lines 
of the various concerns run parallel. — Telegraph Aye. 


Wireless Communication with Balloons.— Toe 
Ariterhrift fuer Schirachstromtechnik refers to experiments made, h 
in Belgium with wireless in communicating with balloons whic 
recorded signals from the Eiffel Tower and the Palace of J ustice 
Brussels. This, the journal states, will be of great benefit to ser 
navigators, wbo will not only be able to furnish observation’ sg 
land without descending, but will also be able to reæeive ak 
fot their journey or meteorological warnings, enabling them 50 
safety before the approach of storms. 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia,— MELBOURNE.—2,550 common battery tele- 
phones and protectors for the P.M.G. See “Official Notices” 
August 20th. А. 


. Ballinasloe. — September 10th. The Committee of 
Management of the Ballinasloe District Lunatic. Asylum wants 
tenders for the supply and erection of overhead cables, See 
“ Official Notices " July 30th. 


" Belgium.—September 1st. La босиб Nationale des 
Chemins de Fer Vicinaux, of Brussels (14 Rue de 1а Science) is 
inviting tenders for the contract for the supply and erection of the 
overhead equipment of the Trazegnies-Anderlues electric railway. 


Brazil.—October 5th. "Tenders are being invited by the 
municipal authorities of Corumba (Province of Matto-Grosso) for 
the establishment of a central electric lighting station in the town. 


Edinburgh.—September 4th. The Corporation invites 
tenders for a motor-alternator and for an electric lighting installa- 
tion. Bee “Official Notices” August 6th. 


Handsworth.—Auguet 30th. Steam coal for the electric 
generating station of the U.D.C.  F. A. Nixon, electrical engineer. 


Leeds.—September 7th. Paper-insulated cables for the 


E.L. Department. See ‘Official Notices” August 13th. 


Leyton.—September 7th. Public lighting lanterns with 
clock switches for incandescent electric lamps, for the U.D.C. See 
“ Official Notices” August 13th. 

September 7th. Electric light wiring and fittings for the 
Public Offices; extension for the U.D.O. Bee “Official Notices * 
August 20th. 


London.—L.C.C.—September 14th. The L. C. C. wants 
tenders for the supply and laying of 63 miles of 0:075 sq. in. 
three-core cable and 46 miles of single-core cable, telephone cables, 
&c.; the supply of 50 tramway feeder pillars; laying 16 miles of 
stoneware ducts; and the supply of 440,000 stoneware ducta. See 
“ Official Notices" August 6th. ; 


PaPLAR.—Beptember 8th. Electrical supplies for a year fer the 
B.G. G. H. Lough, Clerk, 45, Upper North Street, Poplar, E. 

Beptember lst.—Miscellaneous stores and electrical accessories 
for the Metropolitan Asylums Board. Bee "Official Notices“ 
August 20th. 


L C.C.—September 218. Two 500-&w. and 150 xw. motor- 
generators, also high and low-tension switchgear, for sub-stations ; 
steam and other piping, valves &c., for Greenwich gene*atin g station. 
. Bee Official Notices“ to-day. í 


Plymouth.—September 2nd. Steam turbo-dynamo for 
the Corporaticn. See "Official Notices” August 13th. 


Servia.—September 14th. The Servian State Railways 
authorities in Belgrade are inviting tenders for electrical plant. 
required in connection with the new installation at the Begme 
mines. The plant required comprises a winding engine, centrifugal 
pumps, signals, and the necessary electrical conductors. 


Spain.—September 2rd. The Artillery Authorities at 
Seville are inviting tenders for the supply of a 15-xw. continuous- 
current dynamo and an 18-u.P. electric motor. 


Warrington.— September 10th. Electrical requisites. 
for six months, for the B. d.; A. Bottomley, clerk, Bewsey Chambers 
Warrington. | " 


West Ham.—September 2nd. Electrical fittings for a 
Jenn е B.G. Thomas Smith, clerk, Union Road, Leyton- 
ne, N.E. | 


; Mis st ie оода 30th. Three-wire D.C. switchboard 
or the Craigneuk sub-station, for the Electricity D t : 
" Official Notices" August 13th. 3 M cQ не 


CLOSED. 


Dandez.—Messrs. Maxwell, Son & Co., Dundee, have 
secured the contract to install electric light in ccnnection with the 
Bubmarine base, The contract comprises the illumination of the 
officers’ quarters, outbuildings, and lavatories, and the providing 
of extra lights round the dry dock. The same firm are to carry 
out the installation in connection with the Corporation’s new 
Central Room. = mE | 


Glasgow.—The Tramways Committee has recommended 
the following offers for acceptance :— 
. A Bteel traction poles.— Wilson's & Union Tube Co., Ltd. 

Phono trolley wire.—Equipment & Engineering Co., Ltd. 

Н D. copper trolley wire.—Standard Cable Manufacturing Co., Ltd. 

Switch panel.— British Westinghouse Electric and Manufacturing Co., Ltd 

When the recommendation of the Libraries Committee that the 

offer (£2,799) of Messrs. Allan, Arthur & Ure for the electric 
ligbting of the new Mitchell Library came up for confirmation at 
the Town Council meeting, a discussion arose as to the method 
by which the tenders had been obtained. Mr. Battersby, the 
convener, explained that the Committee had been advised by their 
own electrical experts that the most satisfactory way was to take 
six or seven firms who did that class of work and provide them 
with specifications. That course was followed. Seven firms were 
invited to tender, six did во, and the lowest offer was that of Messrs. 
Allan, Arthur & Ure. Mr. M'Millan moved that the minute be 
taken back. He characterised the Committee's action as unfair, 
and held that public work should be put upon the public market. 
The minute was, however, subsequently approved. 


India,—An Indian exchange says that the Bengal-Nagpur 
Railwsy Co. have ordered for trial purposes 100 cells from the 
Obloride Electric Storage Oo., Ltd. 


London.—The following tenders have been accepted for 


the Government Departments named :— : 
` War OFFICE, — 

Electric cable.—Callender's Cable and Construction Co., Ltd.; W. T. 
Henley's Telegraph Works Co., Ltd. ; Hooper's Telegraph and India- 
Rubber Works, Ltd. ; India-Rubber, Gutta Percha and Telegraph Works 
Co., Ltd.: Johnson & Phillips Ltd.; Siemens Bros. & Co., Ltd. 

Copper conduetors. W. F. Dennis & Co. | 

GENERAL Post OFFICE, 

House telephone apperatus.—Gent & Co., Ltd. 

Cable (paper core).—Henley's Telegraph Works Co., Ltd, ; British Insulated 
and Helsby Cables Ltd. | : 

Cable, submarine.—-Siemens Bros. & Co., Ltd. 

Bell receivers.—General Electric Co., Ltd. 

Portable telephones.— British L. M. Ericsson Manufacturing Co., Ltd. 

Wire, copper, hard drawn, 800 Ib.— British Insalated and Helsby Cables 
Ltd.: T. Bolton & Sons; R. Johnson & Nephew, Ltd.; Shropshire Iron 
Co., Ltd. ; F. Smith & Oo., incorporated in the London Electric Wire 
Co. and 8miths, Ltd. : 

Electric lifts at Post Office telegraph stores, Cherry wood Road, Birmingham. 
A, and P. Steven, Glasgow. 

Telephone service and equipment, extension at Ealing Telephone Ex. 
change.—Western Electric Co, | 


Manchester.—The Corporation Tramways Committee 
has placed a contract with Mr. William Stabway for a 40-45 н.р, 
Rynkaield petrol motor-car for use as a tower wagon. 


. Middlewleh.—The Electrolytic Alkali Co., Ltd., have 
laced an order with the Key Engineering Co., Ltd., for a 500-н.р. 
brhardt & Sehmer gas engine for driving an electric generator at 


. Yheir works. 


 Rawtenstall.—The T.C. has accepted the tender of 
Mr. J. W. Kidd for the installation of the electric light at the 
Municipal Offices. 


1 . • 

Sheffield.—The Education Committee on Monday accepted 
the tender of Messrs. Hall & Matthews, of Sheffield, for inste ling 
the E.L. at the new hostel, at £127. That of the Corporation Elec- 
tricity Department, at £155, was recommended for acceptance. 
There were 13 tenders, the highest being £328, and the lowest £94! 


7 


NOTES. 


Parliamentary.<—Tue ELECTRIC Licatine Acts 
AMENDMENT) Вих, —The House of Commons again debated this 
ill on 20th inst., and, after making further amendments, allowed 
16 to ba read a third time. The following addition was made to 
Clause 6 :—“ (4) Nothing in this section shall enable the Board of 
Trade, without the consent of the undertakers within whose area of 
supply the premises are situate, to give such permission as aforesaid 
to any undertakers where the last-mentioned undertakers are by 
any Act of Parliament specifically prohibited from supplying eleo- 
tricity within the area of the first-mentioned undertakers.” 

Clause 24, as we gather from the Times report, was struck out, 
and an amendment was made to Clause 26, stating that the expres- 
sion “ undertakers” meant any local authority, company cr person 
authorised to supply electricity “to whom the E.L. Acts apply.” 

Тнк LON DON ELECTRIC SuPPLY BILL —In ‘his Slaughter of 
the Innocents” announcement last week, Mr. Asquith stated that 
‘the London Electric Supply Bili would have to be withdrawn. 


Points in Favour of the Eleetromabile.—In a 
leaderette appearing in the New York Electrical World under the 
title “Tre Blessed Noiselessnes of the Electric Vehicle," our con- 
‘temporary interestingly and effectively sings the praises of the 
electromobile in the following words :— 

"If the noise of machinery means waste, as engineers contend, 
‘the ordinary gasoline automobile must be a wasteful device 
indeed. In the campaign against the noise of city streets the 
: gasoline car is often a conspicuous offender, and it contrasts 
most unfavourably with the latest types of electric vehicles, 
which are almost noiseless. Imagine a darkened upper room ina 
‘city house in which a father is anxiously regarding a sick child. 
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The curtains are drawn, but the windows must be left open to admit 
the summer air. The doctor says that the little sufferer must have 
rest and quict, and the parents are doing their best to secure this 
condition without removing their little one from the comforts of 
home. There are flowers the room, and the restfal hum of an 
electric fan is heard. The child has fallen into a troubled sleep, 
and the father is regarding her anxiously. Suddenly, whir-r-r-r, 
chug, cbug, chug—the distracting noise of a big gasoline automobile 
is heard outside. It sounds like an explosion and is continued for 
some time. The patient jumps up with a start; its dearly bought 
rest has vanished, and slow tears course down the cheeks of the 
child. The father has an impulse to_tear that machine intoa 


thoueand fragments if he could get atit. This is no imaginary | 


picture, but fact. | Р 

"No such charge ав this сап be bronght against the electric 
machine. ‘Joy ridera’ make no use of the electric vehicle. The 
speed mania does not seizs hold of those who manage the safe 
‚ and sane electric car. The latter does not drip gasoline on the 
street, neither is it characterised by an offensive odor. Quietly, 
steadily, but with strength and power, electricity does its work 
whether in propelling the carriage which a woman or even a child 
may operate, or driving the attractive delivery wagon or the heavy 
truck. The opprobrium which attaches to the reckless driving of 
automobiles is directed almost entirely against the gasoline cars, 
and rightly so, for very few accidents are to be attribufed to the 
easily controlled machines of the electric type. Ina few places in 
this country automobiles are forbidden the privileges of the street 
within municipal limits; but it will be well for the exasperated 
city anthoritiesto make a distinction in favour of the electric vebicle, 
for it is not that type of car that has brought reproach on auto- 
mobilism." 

The virtues of the electric vehicle have been recognised by the 
powers that be in England by allowing electric carriages to be run 
in the parks at hours when cars using other forms of power are 
prohibited—much to the chagrin of those interested in the non- 
electric automobile trades. But with all this governmental 
patronage the electromobile does not make anything like the 
headway that it should do here. On the point of noiselessnese, the 
annoying “ whir-r-r-r, chug, chug, chug " of the doctor's own motor- 
car is not unknown to render his prescription of “ perfect quiet” 
unavailing at times. The motor-car is undoubtedly a boon to the 
medical man—but it ought to be electric ! 


Appointment vacant.—A manager is wanted for the 


Ilkeston tramways and electricity department (£200). See our 
advertisement pages to-day. 


Electrical Fatalities.—A boy aged six took a short 
cut across the N.E. electric railway one day last week while retarn- 
ing from school, when he fell on the live rail where he lay until an 
electric train threw him off. ‘‘ Accidental death whilst trespassing 
on the electric railway " was the verdict of the jury. 

On the 19th inst. an inquest was held at Pyle, Glamorgan, into 
the death of Owen David and David Thomas, two colliers, wbo 
were killed recently at the Cribbwr Fawr colliery by touching the 
live armouring of & cable. According to the daily Press, Mr. Robert 
Nelson, Home Office expert, expressed the view that the accident 
was caused by inefficient earthing, and he suggested an improve- 
ment. Another witness, Joseph Llewellyn, said he saw David 
clasping the electric cable, and rushed forward. He caught hold 
of bim by the waist and dragged him away. As he was doing 80 
their faces came in contact, and witness received a shock which 
rendered him unconscious. 


Engineering Day at the White City.—We have 
received particulars of arrangements that have been made for 
holding an Engineering Day at the Imperial International Exhi- 
bition at Shepherd's Bush on Saturday, September 4th. Mr. W. 
Worby Beaumont is the cbairman of the Joint Organising Com- 


mittee and Mr. W. Yorath Lewis is honorary secretary. The affair 


is being organised by the General Mechanical Engineering Com- 
mitiee, the Mining and Metallurgical Committee, the Building and 
Engineering Construction Committee, the Institute of Marine 
Engineers and the Cornwall Mining Committee. 'The Lord Mayor 
of London will preside over the proceedings. The programme in- 
cludes а round of visits for inepecting the constructicn and operating 
mechanism of the Flip.Flap, the Wiggle-Waggle, the Witching 
Waves and whatever else you will in a long list, including such 
prosaic things as gas engine plants driving printing machinery and 
refrigerating plant, and the electrical sub-station; the exhibits in 
the Machinery Hall and other objects of engineering interest that 
have been brought together for the occasicn will be on view. 
Between the hours of 2.45 p.m. and 7 p.m., no fewer than half a 
dozen papers and lectures will be delivered in the Congress Hall, 
as well as there being half-an-hour’s interval for a reception at 5 p.m. 
by the Lord Mayor. In these discourses, Mr. A. Steiger will 
talk of Water Power and Turbines”; Mr, J. McLaren will 
dilate upon “The Extended Uses of Electricity on Board Ship”; 
“The Treatment of Marine Boilers on Long Voyages,” will be 
the theme of Mr. H. Ruck Keen; “Large Gas Engines” will be 
lectured about, with lantern elides, by Mr. Percy R. Allen, and 
the two remaining subjects relate to drawings by, and for, engineers 
and architects. The last paper is, according to programme,” to 
commence at 7 p.m., after which, at 7.45 p.m., there is to be a great 
“Engineering Day Banquet,” for which tickets up to 500 are 
obtainable for 58. each; anybody desirirg to purchase tickets should 
apply to Mr. Lewis at the Exhibition; and as the printed pro- 


gramme says that a large number have already been applied for, 
you bad better write soon, 
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From all the foregoing, we are told, it is hoped that “some 
good may result in thus starting a movement which might well be 
extended with the object of securing concerted action and more 
effective results by the numerous technical institutions.” We are 
also told that “the ideaof, in this way, endeavouring to bring 
tcgether the members of the numerous societies relating (o 
engineering seems to be heartily approved by several sections of 
the engineering community." This is an admirably guarded and 
qualified statement. The “architectural features of the remark. 
ably beautiful buildings" are mentioned in the list of attractions 
for this day as appealing to architecta and thoae interested in the 
building trades. “All interested in engineering work are cordially 
invited to attend, with their friends, including ladies,” and so we 
suppose are all and sundry who care to pay for admission to the 
Exhibition. From what we have given above, it will be seen that 
those who desire to do so can spend a very busy Saturday half-holiday 


-on September 4th, and if they have time, can think something about 


that question of more concerted action. We observe from the 
daily Press that the Institutions of Civil and Electrical 
Engineers and the M.E.A. are to be represented as 
irstitutions, but the programme does not say anythiog about these 
organisations, and we are not aware that the Institution of Elec 
trical Engineers as a body is in any way identified with the event, 
whatever may be the part played by individual members. 


Legal.—In re Тнк Рноврнов BRONZE Co., Lrp.— 
BRucE v. Тв Company.—In the Vacation Court on Wednesday 
last this debenture-holder's action came before Mr. Justice 
Hamilton on a motior by the plaintiff for the appointment of a 
Receiver and manager of the defendant company. Counsel for the 
plaintiff stated that he had come to an arrangement with the defen- 
dant company, who were willing that his Lordship should at once 
pronounce the usual debenture decree. Under those circumstances, 
with hia Lordship’s sanction, it was proposed to take the usual 
order for accounts and inquiries and for the appointment of a 
Receiver and manager. He asked that the gentleman appointed 
should have liberty to act at once and to appoint a sub-manager. 
His Lordship made the order as asked. 


Inquiries.—Names are asked for of manufacturers of 
Rhcostene and Resista resistance materials. 


Anglo-Japanese Hydro-Electric Power Scheme.— 
Our correspondent at Ottawa, Canada, writes :— 

“The Canadian Trade Commissioner at Yokohama, Japan, 
advises the Department of Trade ard Commerce here, that there 
will be established in London а company which will undertake the 
work of floating & loan in order to supply funds to the Anglo 
Japanese Hydro-Electric Power Co. From the statement made by 
Mr. Sonoda, Mr. Masuda, and Baron Shibusawa and Marquis 
Katsure, it has, however, been ascertained that the aforesaid com- 
pany will be established in Canada under the Canadian law. The 
Commissioner says that Marquis Katsura asked these financiers tbe 
reason wby London business men had chosen Canada instead of 
London, and that Mr. Sonoda explained that in England the 
registration fee was excessive, whereas in Canada, which en- 
courages industrial enterprises, the various taxes, including regit- 
tration fee, were insignificant, and that, moreover, the Canadian law 
recognised the establishment of a company whose object it was to 
advance loans. These facts had induced the British capitalista to 
choose Canada for the establishment of the headquarters of the 
company. 

“The views expressed by the promoters are that in accordance 
with the demands of the age а hydro-electric enterprise should 
Le inaugurated by means of foreign capital, so that the Govern. 
ment is not likely to object to the echeme. Apparently the 
Government welcomes the enterprise. Sir Edward Strasssy, 
accompanied by an expert, goes to Japan from London some time 
this month, when they will inspect several rivers capable of being 
utilised for the generation of electricity. The subscribers may be 
entitled to become shareholders of the Canadian Co. and of the 
Anglo-Japanese Hydro-Electric Co., which will be established in 
Japan at the same time.” 


Information Wanted re Life in Aden.— Ignora- 
mus” writes:—" Having regard to the bad state of things in this 
country, and seeing the large number of engineers who now 
situations abroad, I have under consideration the offer of & 
in Aden. May I trespats upon your valuable space in the hope that 
among your numerous readers there may be one who has had experi: 
ence of this part of the world and who will be generous enough 
to give me some information as to (1) the cost of living; (2) the 
cost of clothes and other necessities; and (3) the sort of climate to 
be expected,” 


He Applied for a Reward.—We are indebted to an 
Australian correspondent for the following copy of an erst 
letter received by him from one who, out of the fulness of b 
heart and the inner recesses of his fertile brain, desired to confer n 
boon upon his fellow countrymen in Australia—for a reward. 
we are sorry about is that our correspondent did not send us & copy 
of his "gympathetic" reply! We believe that the extermination 
of rabbits electrically has been suggested and tried at Landes 
already. That remark about the "stored electricity promised DY 
Edison Co." is gcod, and seems to stamp the writer as not lie 
euch a child in electrical matters as some parts of his appeal mig 
lead one to suppose :— that 

" Dear Sirs, I note from the Bega” Budget a paragraph cit 
your firm are “exponents” of all that can be done b elect all, 
heating and iron to driving à motor or lighting a palace. 
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the idea came into my head that electricity might be utilised to 
kill rabbita, and I applied to the Premier for a reward for the 
scheme, Oan you assist mein any way. My idea was to run two 
parallal lines of wire on insulating cups about 4 in. apart, under a 
fence about 4 io. from the ground, and that rabbits passing under 
would join the circuit and be killed. 

" Some people say the plan was tried years ago and failed (if so, 
I never heard of it), others that the wires would be dangerous to 
human beings (but the wires need not be long, say, 200 yd., and could 
easily be guarded during three or four bours after dark). Others 
say the wires could not be charged sufficiently owing to excessive 
leakages (I am not aware if this is so). | 

" Oan you tell me if it can be done, and if it would be very 
expensive. І note that a dynamo is not a very costly thing, but 
there may be other reasons I am not aware of, such as weight, 1 cwt. 
Doubtless there would arise a considerable demand for dynamos, 
and this might be worth the attention of your firm. My view was 
that each instrument should be handled by a Government expert, 
and moved from place to place to kill rabbits. — 

“Trusting you will give me a sympathetic reply, I remain, Sirs, 
yours faithfally, —— | | | : 

“Р.В. Would the stored electricity promised by Edison Co. be 
likely to be of assistance ? " 


Accident.— While fixing electric light wires at the new 
Council Secondary Schools at Croydon on 18: inst., the scaffolding 
collapsed, and two men (Edwards and Price) employed by Mr. 
Ernest Price, electrician, were thrown to the ground. They were 
both removed to the hospital with broken legs. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 

Ode oe ee, р азн er d 
electric tramway railway officials, to keep readers of the 

ELBEOTBICAL Review posted as to their movements, 


Central Station Officials,—On 19th inst. Mn. Е. E. 
Newton, mains superintendent, was recently the recipient of a 
barometer, bearing a suitable inscription, given by the staff of the 
electricity department, Partick, Glasgow, on the occasion of his 
marriage. Mr, Sillery, burgh electrical engincer, made the 
presentation, and Mr. Newton replied. 


Tramway Officials.—The Corporation tramway staff at 
Portsmouth has presented a set of silver fish knives and forks to 


Мв W. R. Braven, general manager, and Mrs. Spaven, on their 


silver wedding. 

In this column last week Мв. МкрсАг was incorrectly described 
as general manager of the Swindon Corporation tramways. His 
title, we understand, is tramways manager.“ 

Ма. J. K. NonTH, late tramway manager at Rawtenstall, haa 
been presented by the employés with a framed photcgraph of 
themselves. 


General.—As noted elsewhere in this issue, MR. O. Н. 
ВївнОоР, for many years, and until recently, sales manager to the 
Е iison & Swan Co, has now joined his interests with those 


of the E. M. F., Ltd., of Ironmonger Lane, E. O., of which company 


he has become à director. We are asked to state that he will 
welcome communications at the above address from old friends and 
supporters. 

Mn. T. Томтлнвон, 16, Beresford Place, Dublin, is now honorary 
secretary of the Dublin Section of the Institution of Electrical 
Engineers. э. 

Мн. C. G. Tarvert, sole partner in the firm of Green & Trevett, 
electrical engineers, Cape Town, having taken up a position on the 
engineering staff of the Rand Mines Power Supply Co., Johannes- 
burg, the business of the firm has been taken over by Mr. E. A. 
Suaw, A. M. I. E. E., the manager of the late firm. 

The London Gazette contains the following notices regarding 
appointments in the Territorial Force (Royal Engineers) :— 

London District Telegraph Companies, Royal Engineers (Army 
"Troope).—LizvuT.-Cor. A. Bars is granted the hon. rank of Colonel 
(March 31st, 1908). 

Northern Cable Telegraph Company, Northern Command Tele- 
graph сушр Royal Engineers (Army 'l'roops).—C. Waicut to 
be nd Lieutenant (July 2ad). 

Electric Lights Company, Cinque Ports (Fortress).—H. U. 
1 to be Second Lieutenant (to be supernumerary) (July 

Cornwall (Fortress)—Mason and Hox. Їл®ст.-Сог. C. H. 
PavmTEB, Retired List, Militia (Major, retired рау), to be Major, 
with the hon. rank of Lieut.-Col. (June 23rd). 

Electric Lights Oompanies, Hampshire (Fortress).—Szconp 
Lizor. R. Guest resigns his commission (July 7th).” 

The Australian Mining and Engineering Review reports that Mr. 
A. FALEENBACH, A. M. I. U. E., who has been for the last three and 
a-half years chief electrical engineer af the Deep Leads Electric 
Transmission Co., Ltd., Charlotte Plains, Victoria, has resigned to 
take up a similar position with the Ross Goldfields, Ltd., Hokitika, 
New Zealand, where a plant is being erected for the transmission 
of current from Kanieri Forks to the mine at Ross, a distance of 
25 miles, the transmission pressure being 24,000 volts. Mr. 
Falkenbach left for New Zealand at the end of July. 

The Times correspondent at Teheran, in reporting the 
kidna of Атли Waranr, of the Imperial Bank of Persia, 
by while travelling between Kerman and Lead, states that 


\ 
Mr. James, of the Indo-European Telegraph Department, who was 
working on the line, went to Mr. Wright's assistance, and effected 
his release on Saturday. Both, however, are still in an awkward 
situation, as the road in either direction is infested with robbers.” 
Later information reports that they are in a perilous position. 

On the occasion of his retirement on a pension after 43 years’ 
service, Мв CHARLES Роон, chief telegreph department of the 
Newark G.P.O., has been presented by the inside and outdoor staff 
with a barometer. 

Мв. Vincent S. ALLPRESS, M. I. C. E., consulting electrical and 
mechanical engineer, asks that in future all letters and corres- 
pondence, &c.,should be addressed to him either at 39, Victoria 
Btreet, Westminster, or to Southwick, Sussex. 


Obituary.—The death of THOMAS LIVESEV, late parcel 
clerk to the Blackburn Corporation tramways, by whom he bas 
been employed for the past seven years, took place on Sunday, 
August 15th, after only a few days’ illness, of pneumonia. Wreaths 
were contributed by the inspectors, drivers, and conductors, and the 
parcel and clerical staffs. The funeral took place on the following 
Thursday, when about 60 drivers, conductors, and parcel boys (in 
uniform) walked ahead of the hearse to the cemetery, as a mark 
of esteem for the deceased. | 

Мв. Ногмев (WiLLIAM, not SvpsEY), whose death from drown- 
ing was alluded to in our last issue, was not traffic superintendent 
under the Rhondda Tramways Co, baing a motorman in their 
service, Мв. Ово. E. Roppy is the company’s traffic manager and 
superintendent. We are pleased to insert this correction. 

The death is announced of Мв. Јонк WirnsoN, of the Dundee 
Corporation elestrical department. Death took place suddenly 


on 17th inst. 


Au evening paper says that Мв. Howagp THURSTON, who held a 
position in the service of the Eastern Telegraph Co, bas been 


found shot on the western coast of Africa. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Imperial Lamp Works (Brimsdown), Ltd. (107,306).—Par- 
ticulars of £40,000 debentures created August 4th, 1909, filed pursuant to Sec. 93 
(3) of the Companies' (Consolidation) Act, 1908, the amount of the present issue 
being £15,000. Property charged: The company's undertaking and property, 
present and future, including uncalled capital. No trustees. . 


—— 


CITY NOTES. 


L 


Dublin and Lucan Electric Railway Co., Ltd.— 
Mr. W. Mooney moved the adoption of the half-yearly report at 
the meeting held on August 19th. He said that the affairs cf the 
company continued in a prosperous condition. Tae receipts were 
£3,351, or 8 per cent. (£242) better than for the corresponding 
period of 1908. The expenditure was less by £108. The line and 
rolling stock had been maintained in the highest state of efficiency, 
and the goods and passenger traffic had been carried on with the 
utmost regularity. There was a regular half-hourly service from 
both ends of the line, with occasional specials. Their goods and 
parcels traffic had deve loped largely, and he hoped would continue 
to grow. The preference dividend required £475, £250 had been 
placed in further reduction of electrical equipment debt, and £429 
was being carried forward. They were applying for an Order in 
Council sanctioning the working of a portion of the proposed 
extension from Lucan to Leixlip. The report was adopted. 


Cland Hamilton, Ltd.— At the general meeting, 
held in Glasgow, Mr. Alex. J. Fergusson, C.A., chairman, presided 
and moved the adoption of the report, which recommerded a divi- 
dend of 6 per cent. on the ordinary capital of the company, after 
making provision for depreciation, carrying substantial amounts to 
the various reserve funds and pay ing the dividend on the 5 per cent. 
preference shares. Mr. Geo. M'Gregor seconded, and the proposal 
was adopted unanimously, Mr. Alex. J. Fergusson was re-elected a 
director. | 

Blackpool and Fleetwood Tramroad Co. — The 
half-yearly meeting was beld on Thursday last week. The accounts 
showed receipts to be £11,794, on the revenue account the charges 
being £8,162. The sum of £4,657 had been spent in the purchase 
of materials for the renewal of six miles of single line. A dividend 
"d 4 per cent. was announced, £1,250 being placed to the reserve 

und. 

Prospectus.— Sungei Liang Rubber Co., Ltd.—This 
company has been offering 35,000 shares of £1 each for subscription 
at par. The company acquires rubber estates in the State of 
Pahang, Malay States, whereon 32,000 trees are planted. 


Ascot District Gas and Electricity Co.—The directors 
have declared an interim dividend of 5 per cent. per annum (5s. 
per share), less income-tax, for the past half-year. 

Aberdeen Suburban Tramways Co., Ltd.—For the 
half-year ended July, 1909, the directors recommend a dividend of 
2 per cent., carrying forward £527. 

United Electric Car Co., Ltd.—A dividend of 23 per 
cent, on the ordinary shares for the year is announced. 


f 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 


Fort- Receipts for | No. Route 
Locality. night the of | Total to date. miles 
ended. fortnight.  |wks. open. 
Ey —- ane ee ene 7˙*˙ 2 Jo. 
fa 11 17 — 805 En 
eon ee oe • + 1 7, 1 тт" ee ee 
5 д 6/14 | 5818 — 225 8 |.. 
iruct xl X 183 88 | 25,468 |+ 1,097 j.. |. 
Belfast = E 571 | 19 78,951 |+ 8,586 | 87 oe 
Birkenhead. . M 78 | 20 22,326 |— 442 |18°68 .. 
Birmingham Corp. 88 20 | 199,201 |+ 8,497 | .. | + 
Blackburn . - 91 21 : — 852 18:97! .. 
Blackpool-Fleetw'd 21) | 7 11,482 |+ 130 je 
F ві 2 | 4959 — 790 | dà | .. 
Bradford 612 19 | 97470 4 1,671 59 .. 
Brighton wis oe 188 | 21 21,913 + 9-56 | .. 
Bristol oe ee 1,884 . oe ee ee е6 
rit. Elec. Trac. Oo. 
patie „ 22 336,987 — 115|865 .. 
Barnsle ß 32 n 5,831 |— 71 . 
Barrow F/. 8 n 7,370 |— 560 |587| 
Cevehill B" 28 „ 2819 — 154 |. 
Devonport ee 298 | s 11,880 |— 9,847 | 8:85 | .. 
Gateshe " 5 [Y] 81 ,852 — 810 1 W ee 
Gravesend es 14 29 ,633 — 172 6:5 ee 
Greenock zø 174 » 17,878 T 897 7:95 ee 
Hartlepool 57е 18 | Т] 7,446 — 204 6 72 ee 
Kidderminster ee 8 T 8,475 — 238 ee 
Leamington ee 27 [T] 5,558 + 118 ee ee 
1 42 „ 6.875 . 85 29 
Metropolitan ee 935 [T] 169,289 + 15,014 22 
Middleton 19 „ | 10816 88188 
Mid. Joint com' tee 207 „ | 182,186 — 4,478 | .. 
Oldham Ashton EQ „ | 17,895 — 1,184 | 9°18 
Potteries ee 24 Т 56,618 — 1 ‚419 29 
Rothesay e ee 99 Т 6 860 — 201 2°75 
Southport. . eo 5 17 9.389 —— 284 8 7 
B. Metropolitan 109 | „ | 25,291 |— 589 .. 
Gwapsea е ә ee 22 9*9 80,642 + 474 1 5 
odd 250 „ | 7,529 |+ 418 | 8°76 
Weaton-s-Mare .. 161, , 4,681 |+ 216 8 
Worcester 51 $9 B,893 — 90 56°95 
Wrexham oe 8 » 8,110 — 148 ee 
Yorks. Wool. Dist. 97 n 98,862 |— 468 | 17 
Miscellaneous ee 26 [I] 6,628 + 98 ee 


Burnley oe ee ee ee ве ee 
Burton-on-Trent .. 16 | 21 5,662 |— 147 | 6:68 
Bury.. ee ee 169 | 194 | 98,768 |— 690 | 22°6 
Cardiff ee Д 1,010 20 44,966 + 812 ee 
Carlisle oe ee 12 88 5,495 теа 224 oe 
Chatham and Dist. 812 | 38 TI | 1,483 14°98) . 
Cork .. ee ee 65 | 88 14,473 — Bll|.. 
Croydon . 168 | .. 28,170 |+ 122 | 11°25 
Darlington . 2 | 90 8,747 — 250 | .. 
Darwen T . 5 | 20 5,167 |— 220 | 4°86 
+ Dover .. А 18 | 20 4,818 |\— 477 4˙75 
Dublin "x А 1,087 | .. 48,957 |+ 817 54.25 
Dundee ox ° 135 n 13,852 — 613 | 15 
East Ham .. T 222 21,153 |+ 2,905 | 8:48 
+Exeter is as 80 | 18 6,212 T 514 | 5:6 
Glasgow ee * 882 ee 196,709 mE 8,420 90:6 
Hastings oe Е 28 ee ее ee ee 
Huddersfield А Fs A e ie 2 
Hull .. eo oe 588 | 20 51,811 |+ 1,219 | 146 
Ikeston M oe 16 | 30 2,758 — 2022 
jlpswich œ.» 65 | 20 8,268 |+ 87 | 10°6 
Kilmarnock 2 7 | 14 9,198 |— 82 | 4°26 
4 Lan'kshire Trm. Co. 118 | 20 ,202 |— 1,697 |17°62 
Lancashire United 68 | 88 | 48,929 |— 148 
Leeds "m - 1,849 | 20 | 135,518 |+ 1,549 51 
Leicester oe ee | + 205 | .. ee ee oe 
1Leith MS - + 331 18 8,595 |+ 934 6 
Live | AE T + 665 | 32 | 845,516 |— 2,766 | 104 
1L.C.C. as es — 882 .. | 672,818 |+21,641 | 121 
‘London United .. — 8941 | .. | 202,901 |—20,961 | .. 
Том вію .. — 61,47 8,190 |— 1,020 | 8'5 
Manchester ee 2'— 819 21 | 313,415 — 8,792 | 9075 
+Newcastle .. oe + LAT] .. 16,996 |+ 1,278 | .. 
Newport T — 41 | 18 11,874 |— 382 | 14:6 
Oldham e T — 259 21 40, — 2,918 |28'75 
4 Pontypridd. . ee кет 1 193 8, t 1,063 5:5 


Portsmouth.. а 


Preston ee Фе + a ee . 
Rotherbam T — 63 2 12,099 |— 545 | 10 
Balford a» ° + 181 19 92,345 — 3,805 | .. 
Bheffleld ee ee — 185 214 120,570 ES 1,580 87 
Southam , + 143 20 92,992 — 540 | .. 
Southend-on- Sea + 220 20 11,987 |+ 1,982 | .. 
Bouth Bhields T + 94 12,065 + 33 
Swindon ee ee ‘ + 16 . ee ee . 
eside oe ee + 108| 7 9,391 |+ 208|.. 
allas e T + 110 | 19} | 19,081 + 623] .. 
Walthamstow "T + 160 20 14,531 |+ 152 9 
West Ham .. ee + 215 | 19 46,095 |+ 2,696 | 16 
— 46 20 16,582 |— 876 | 126 


Wolverbamp T 


Baker Bt.-Waterloo — 85 
Oen. London Rly... 


7 
7 

Char. +, Eus. Hamp. + 635 7 95,845 |+ 8,935 | 7.15 
с & В. Lon. Rly. + 983| 7 21,463 |+ 1,259 | T'8 
Dublin-Lacan Rly. š+ 13 7 1,214 |+ 6| 1 
G. N. and City Rly. + 6,17 7,502 |— 382 | 86 
NH. N., P'y. & Brmtn. — 70 1 84,535 + 755 9:25 
L'pool Overh'd Rly. + 72 7 11,985 19 | 6:8 
Llandudno-Col. Bay + 136 | 38 10,001 |+ 1,761 | .. 
Mersey Railway .- + 410] 7 13,410 |+ 503 | 4°6 
Metropolitana Rly... + 215 83 | 130,440 |+ 1.917 | 94:6 
Met. District Rly... + 503 7 66,555 |+ 6,260 | 94 
Anglo-ArgeDtne .. 2 47,621 | 82 1, 24.697 76,094 | .. 
§Auckland . ve 41,508 28 96,514 |4 18,296 | 22:8 
Bombay (B.E.T.) .. 22 + 157 28 72,116 |+ 4,262 
Brisbane NE oe 0 16.140 + 2.114 ee oe ee ee е 
&Brit.Columbia Rly. 41,865 (48,426 | .. ee ee se 
Ualcatta s sè , 6,625 |+ 230 oe i» vs 
$CapeElectric T.Ld. 11,208 ee oe es ee oe 
8 Kalgoorlie, W.A... 3,509 e 80 26,138 ES 20°5| .. 
Madcas oe ee НЧА 1.278 + 103 B2 15,910 + 273 "T в 
$Melbourne.. ens . es es ee ee ee ee 

Li:bon ee ee ee ee ee ee ee ae ee ee 

ersh (W.A.) eo | » 2,646 1+ 98 | 33 46,601 |+ 22 | 28 


* Compared with the corresponding period of 1908, t One week only. 
1 Includes horse, steam and other receipts. § One month. 


STOCKS AND SHARES. 


: Tuesday Afternoon. 

Wirntn the next two or three weeks the holiday season will be 
finished, and “ the publio” returned to town once more, Business 
is expected to show signs of awakening vitality in the middle of 
Beptember, and here and there around the markete are already to be 
found indications of a little more general interest in stocks and 
shares than has been the case lately. That people are coming back 
from their holidays is patent, even in the Stock Excbange, where 
many of the principal featares are sunburnt and tanned. — 

Home Railway stocks are amongst those to which barely a flicker 
of public attention is directed. The dealers sorrowfully admit 
that theirs does not deserve the dignity of being called a market— 
a word implying trade, activity and basiness. The man who has 
an order in a few thousand of stock is regarded as a curiosity, 
almost an anachronism, and the daily records of mcvements in 
Home Railway stocks are, on the whole, a pitiful exhibition of 
small shrinkages. 

Metropolitan Consolidated has gone down with the rest of them, 
and shows a loss of 15s. Central London Preferred certainly bas 
replaced its loss of 2, thanks to a retail buying order. Other 
alterations in electrical rails there are none. The Tube Debentue 
atocks have bardened, and Bakerloo Fours have attained, at last, 
the level of 100. Oharing Oross Debeuture improved to 931, Great 
Northern and Piccadilly Debenture to 954. That both will 
go ultimately to par there seems to be little room for doubt. 

Electricity Supply shares are a good second to Home Railway 
stocks, and, indeed, it may betrue to say that the latter themselves 
are less dormant than the former. Charing Oross Preference and 
Metropolitan Ordinary eased off a trifle, and Westminsters, of both 
kinds, are à higher. South Metropolitan 44 per cent. First 
Debenture stock gained 2. There tLe story ends, and in this 
barren recital can be found no such cause for complaint as reached 
.us the other day from a Stock Exchange reader. He declared that 
it was impossible to pick up the paper without finding а grow! at 
market methods, such as the quotation of prices at unduly large 
margins, the retention of others at levels which did not fairly 
represent the market values, and so on. The touching upon such 
points, however, is surely part of an observer's duty, and if the 
market were to do more than to command that we should bless 
Sempronius must deserve it. To descend :— 

The Mexican power greup has eased off again, and Mexico 
Tramways stock is 4 pointe down, while Mexican Light and Power 
lostl. Basiness in Rio Trams has fallen off a good deal, and the 
price is lower at 92; the 5 per cent. bonds at 944 have commanded 
more interest just lately. Sao Paulos went back a little to 1494. 
Canadian General Ordinary at 1243, shows a rise of 1j, the 
Preferred at 1194 being without change. Monterey Light, Hes 
and Power 5 per cent. Debenture kept at 893, the disastrous fire in 
the town making no difference to the price, 

Anglo-Argentine Trams retain their strength, and Calcnttas sre 
steady. British Columbia Electric Railway Deferred continues to 
mount, and Cape Electric Trams created a mild surprise by moving 
up from 5s. to 7s. 6d. British Electric Traction Ordinary are, in 
Stock Exchange phraseology, a ha'penny harder, and there is 20 
movement in London United Trams. 

Advances have occurred in Amazon Telegrapbs and Anglo- 
Americans, a few Debenture stocks also hardening. The quiet 
improvement in the fixed-interest stocks is all the more worth 
noticing, because the movement has been going on quietly for юше 
time past. Marconi's shares have not been affected by the unfor to- 
nate accident to one of the company’s statione. Natio 
Telephone issues are firm, with 5s. rises in. the First and 50000 
Preference shares. 

Manufacturing shares continue very steady. The British Insulated 
and Helsby Cables Co. has declared an interim dividend at ap 
of 8 per cent. on its Ordinary shares. Oromptons аге better, an 
Armament shares show a tendency to improve. Rubbers are А 
good market. m 


p RS RR E E Rt d 
pessum — End 


American Telephone and Telegraph C he firit 
Financier states that the earnings of this compsny ort deny 
seven months of 1909 are as follows Gross, $17, 15000: ol 
after payment of interest, $13,463,000; net, after paya анов 
dividende, $5,832,000. In 1909 all maintenance and аерге" y 
is charged against expenses monthly, instead of being P м 
provided for by ап extraordinary charge in f 
heretofore. 


British Insulated and Helsby Cables, m 


directora announce an interim dividend at the rate 8 pet 
per annum. 


e | | # 
. \ 
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TELEGRAPH AND TELEPHONE COMPANIES. 


800 Basiness done 
' ; Closing Closing | k ended | Bise 4| Present 
NAMB, >. or | Dividends for the ‘ast otations tations | Week e or Yield 
i Bhare, | four years, Zug- lm. | dog. 24th. Aug. 20, | Fall — per cent. 
96,000 | Amazon Telegraph Co.'s shares, Nos, 1 to 35,00 1 n | ON | ONT к 2 5} 21— 88 iiio +3 Nl. 
е @ B 08, Г, — oe e 
re Do. do. 596 Debs, Nos. 1 to 1,950 Red, | 100 6 F: F: 5 % | 98 — 96 98 — 98 vs T 6 4 
181,551,400} American Telephone Telegraph, Сар. Stock .. | $100 8 8 8 % | 145 —146 144 —146 Ke —4 | 6 9 
@50,000,000 | { Do. Collat, Trust, 4% Bonds, . to $6,000 and) | $1000 | 4 9, 4% 4% 4 | 91 — 9 97 — 99 „|... |40 
558,460 Anglo-American Telegraph oe ve ee ee Btock 8] 81 4s. 60 — 62 = oat ee + 6 8 0 
5 ns | 20; было Tel % Mor Bob. Seck Бей, | 10 5% 8 54 6x 10 E 1084 "1064 — iH 
, O- 689 0 ort. e 0 = S ee ee 
44,000 Oni melee ene Nos. 1 to 44,000 F 5 |8 8 8 % 8 — — à 414 1 
2,481,850 Commercial Cable, Sting. 600 year 4% Deb. Bk. Red. Stock | 4 4 4 90 — 92 90 — 92 : " 470 
16,000 | Cuba Telegraph .. .. cof cf eco | 10 |5 Б 6 81— 9 83- 9 is D 618 4 
14881 Do. БЕ [I "ll oe Fi ш p 4 17 =, 18 " — 18 ee ee : E 8 
6:000 De doe 16% Oum, Pret, 1 Б 10 4 hog 10 & 10 8 - a Өй — 81 22 . | 619 8 
80,000 5 Do. do. Debs. ee ee 60 4 4 96 44% 44 99 —101 99 —101 oe ee 8 16 8 
60,7101] Direct United States Cable .. .. „ 90 48% tte 4 124 — 183 192—1 12 йа 618 7 
43,500 | Direct W. India Cable, 4$ % Reg. Deb., 1 to 2,900, B. | 100 4 44% 4 44% | 99 —101 904 —1013 .. +4 | 48 8 
3:00 000 r . SG: eke res a Block 1 1% 7% 7% | 199 —182 ы n 13) e 5 6 1 
ee ee ae B — -m ee е 
1,896, 06 Do. 4 % Mort. Deb. Stock. Red. .. | Stock 4 rg ra 4 104-109 104 E 195 i 815 2 
800,000 | Eastern Extension, 10 |1 7 7 7 114— 1 lig— 11 113, : 61711 
162,400 Do. 96 Deb. oe оа о. ock | 4 4 4 4 & 102 —104 109 —3104 . I , B 16 11 
00,009 | { Pest. & B, Atrio, Tel, 4 % Mt Ti, Maurice]! gg |4% |a% |49 44 100 —10 100 —102 e] e [818 в 
181,197 | Globe Telegraph and Trust .. .. „ ..| 10 5 10;— 1 1—1 10,5 570 
181,19] Do. do. 6% Pref... .... 10 85 5 y: 675 6775 2 — 145 13% — 14 144° + { 4 411 
150,000 | Great Northern Telegraph, nhagen..  .. 10 24% |20 96 |20 e 18 96 — 21 26 — 7 T — 618 4 
10,000 |{ Halifax and Bap, Само, @ % МА Mort.) | 100 4% 44% | 43% | 44% | 99 —101 994 ~1013 e | +4] 488 
17,000 European Telegraph e e e ав пва 18 % [18 95 |18 614— 584 614 — 534 it . |61 6 
1,880,400 Mackay Companies oe ee rx) ee 2400 9 84 4 4 80 — 84 80 — 84 eo ee 4 15 8 
9 ро. o. 4 Cum. Pref, ry) Se ee ! 4 á á 4 74 =” 78 14 == 19 ee ГЕЈ b 2 
824,190 | Marconi's Wireless Telegraph... .. 0. es 1 IN N Nil | Nil { — — H 14/8 vs Ni) 
Monte Video Tel phone Co., Ltd. Ord. ee ee 1 b 6% | 6 6 Е ee ee 6 0 7 
86,493 Do. О, do. B & Pret. eo 1 b 5 "b b 37 ==. ee ee 6 18 8 
3,295,000 | National Telephone, Pref.Btook ..  . ec | 100 |6 6% |6 6 106 —107. 106 —1074 1063 . 511 7 
8,725,000 | Do. i ‚ Btock „ „„ 100 5 55516 6 198 —195 28 —195 е 416 0 
16,000 | Do, do. 6% Cum. ist. Pref. .. ..| 10 |6 695,16 6 10 — 1 7. аа 1 $ + 610 4 
15,000 Do. ra Oum, $nd Pref, $e 10 H 5% 6 de: D i-o са + 6 10 4 
950,000 0. on- um. " 250,008 y — — is 
*.000,000 | Do. o. d. Stock Red. Stock | 84% | 84% | 849%, | 84% — 100 93 —100 не 810 0 
11794015 oia tal Telos and Hl УИ, fully paid Eu 187123337 1 M Oe =н „ 
en е 80. ee * o oe "P 
. 60,000 Do. do. do. 8 Oum, Рге Se 1 6 692516 6 1 1 1 1 et wa 580 
99,108 Do. do. do. 4% Red. Deb. Btock .. | 100 4 1714 4 — 87 853 — 87 854 +4 41t 5 
99,400 | Pacific & European Tel., (% Guar, Deby., 1 to 1,000 10 | 4 4% | 4 4 99. Ңң —10; T T 8 18 10 
11.280 Reuter’s ee эе eo ee ee ee ee 8 b 5 * b b 1 ә e 1 == oe ° 4 18 9 
145,955 | Telephone Oo. of t, 44 % Deb. Red. ..  ..| 100 | 44% | 4435 | 44 ma 99) —10'à 100 —102 1602 1 |4 8 8 
3,042 Bubmarine Cables $.. ee ee ее oe | Cort, 6 69,516 6 96 J30 —182 180 —188 ae "P 4 10 11 
190,000 United River Plate Tele hone.. ee ee eo 6 8 8 y. 8 ee 6 = Tre 6 — Т 633 А 6 11 4 
40,000 š 5 ‚ Prof., Nos. 1 to 40,000 6 b 5 | b 5 96 — ө e 410 8 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 9) | Nil | 23% | ag |... | 1 i: i 4 10 11 
150,000 Do. 4 96 De [I] 1 to os quac: by Bras. Sub. Tol. 100 4 4 "b 4 96 1 96 —101 98 —1014 ee ee 8 18 10 
391,980 | Western Telegraph, Ltd., Nos. 1 to 20% 0. 10 |1 7961179] .. 4 188— 15] 1833 — 5011 
800,000 Do. „ 4% Deb. Stock Rea. 100 |4%4%|4%|4% 104—104 | 1023 —104 s .. | 816 7 
88,831 | West India and Panama Telegra ae as Бо 10 N N Nil | Nil - we Nil 
04,568 Do. do. 6 Cum. 18+ t. ee [I 10 "utt SP 6% 8 — 8 . 1 1 2 
4,069 do. 6 Cum. 2nd Pref. ee ee 10 N £2 15 % 9 8 т. 9 ° е ee 17 2 4 
B0,0001 Do, do. 6% Debs., Nos, 1 to 1,800 oe | 100 | 5 % | 5% | 5% 101 —108 | 101 —108 Vs A | 117 1 
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i Е 0 Y wo | | | 
640,000  { Anglo-Argentine Trams, 5 % Cum. 1st 1 p^ b | | hie uL | 4H— 438 97/6 | 95- | .. |518 
500,000 Do. 5 % 2nd Pref., 800,001 to 1,200,000 | 5 modu. ШЕЛ РГ 4 4— 413 — MY = 5 6 8 
978,230 Do. 4 % Deb. Stock ae ee T TOM M уе ЖЕЕ ҮС 92 — 93 | 94 — 93 923 | 924 | 23 4 6 0 
832,887 | Auckland E. Trams, 6 % Ist Mort, Deb, Stock. | 100 | 5% | 56% 5% |5% | 102 —104 | 102 —105 m" dos +4 415 3 
880,000 | Babcock & Wilcox, 1 to 530,000.. ve a és 1 120 % 20 20 % 20 % | 45.—- 4% 4fa— Ora - T 4 9 1l 
100,000 | Do. do. 6 95 Cum, Pref., 1 to 100,000 .. 16575666 ld— 14 | gm M ба? 4] 400 
60,000 | British Aluminium, Ord., 1 to 40,000 ee T 6 [777757777 1— 4 | — d + | 48 0 0 
60,000 | Do. do. 1% Cum. Pref, .. 5 11917179177 12 — JM 18 — 18 | 83,9 ps d DADA © 
40,100 | Do, BE. oU Á" 6 Cum. Pref, 5 6 6 6 6 3 — 84 9)— 3934 | 66/1CÀ a Oh 34319 9 5 
12,897 Do, do, 4% Funding Certs. .. * 5 14 4% 1% 4% 2%— э 24— 33 NT “A ig 514 8 
124,400 Do. do, 96 Loch Leven Debs, * 100 oe | 5396 | 64% | 64% | 93 — 96 | 95 — 98 net — +9 519 3 
600,000 | British Columbia E. Rail Def. Ord. Stock $ 100 6% 16% 189% 8 965 | 145 —149 | 146 —LEO ae +1 5 6 8 
400,000 Do, Pref, Ord, Stock - oe ee «es | 100 5 „ 5 / 5 % 6 „ | 121 —125 121 —125 123 2 * 4 16 0 
400,000 Do. 6% Cum. Perp. Pref. Stoceecͤekn  ..| 100 5 „ 5 F 5 / 5 95 | 107 —110 108 —11ʃ 109 1083 i1 410 1 
233,000 Do. 4 1st Mort. Debs., 1 to 6,250 .. — 40 | 44% | 44% | 44% | 4496 | 102 —104 | 102 —104 1023 ee * 46 7 
212,600 Do, 4 Vancouver Power Debs., 1 to 2,200 | 100 “ae | 44% | 44% | 44% | 101 —104 | 101 —104 M a. 8-7 
188,801 | British Electric Traction са V * is 10 895 | Nil | Nil | Nil à— jf — 13 | 10 Nil 
161,497 . do. 6% Cum. Pref. .. ee 10 6% | 695 | 8 95 | 14% | 2 24 à — 23 | 47/6 |600 
1,178,658 Do, do, 5 % Perp. Deb. Btock  .. | Btock | 6 95 | 595, | b 95, | 695 | 85 — 88 | R5 — 88 £5] | 516 8 
‚986 Do. do. 44 % 9nd Deb. Stock Red. | 100 | 44% | 44% | 44% | 44% | 68 — 67 | 63 — 6! 6 14 4 
100,000 | British Insulated and Helsby Cables „ ol 8% 10 , 10 % 0 % T- т 7Ti— 13 78 74 690 
100,000 Do. do, 6 95 Cum. Pref. F эл Б 6%|69 |6%|6%| 6à— 61 | 6à— 64 6 2, > 411 8 
000 | Do. do. 4496 lst Mort. Deb. Red... | 100 | 44% | 44% | 44% | 44% | 103 —106 | 103 —196 1014 | 101 4 411 
904,94C7 gom d me tt Y H % Ast Mort. Debs. .. | 100 de 44% | 44% | 449 91 — 96 91 — 96 * * S 4 18 11 
in use ref., 1 to 2 a Эд # : 4 = ён | 
400,000 { Nn eee 6 5 395,001 tà 416,000 ] 6 Nu Nu NU | NJ) | A— W 1 з 5/3 6) ae Nil 
1,016,858 Do. do. 4% Mort. Deb. Stock . | 100 41 4% 41% 4% | 38 — 49 98 — 42 T T к 910 6 
000 |;Browett,Lindley & Co., Ота, .. .. .. .. 1 мі Nil| мі) Nil| &— th É— th » » = Nil 
60,000 |: Do. do). 6% Cum.Pref. ..  .. 1 Nil | Nil | Ni! Nil! 14/6 to 15/6 | 14/6 to 15/6 * x © Nil 
140,976 | Brush Electrical Engineering, Ord., 1 to 105,781 .. 2 23% | Nil | Nil | Nil 0— } 0— 8 ^ ә Ba Nil 
200,000 Do, do, Non-cum, 6 96 Pref. .. an 9 6%! Nil Nil Nil 0— à 0 — № ‚ә BE = 2 Ni 
125,0001 Do. do, 4 96 Perp. Deb. Stock «+ | Btock | 44% | 44% | 44% | 44% 48 — 48 48 — 48 | 9 88 
125,0001; Do, do, 44 % Perp. 2nd Deb. Stock.. Stock “te te 44% | 44% 7 — 81 27 — 3l T | 14 10 2 
187,610 | Calcutta Trams, 1 to 197,610 .. „ә T "A 6 8 8 |6 9% | 449 | 4.—– 41H 477 — 438 98/9 | | 414 9 
45,804 Do. Б 95 Cum. Pref., Nos. 1 to 29,980. . 6 65 5 V 6 V 5 96 4j— 5 41— 5 " OE teo 5 0 0 
850,000 Do. 4à Ist Deb. Stock. $e e. | 100 44% | 44% | 44% | 449% | 97 —100 97 —100 | 98$ | 98} Ф 41) 0 
85,000 | Callender's Cable Construction shares 25 | 6 115 9 115 15 % 15 102— 11 101— 11 10,5 ip " Meg A 
40,000 Do. do, 5 Cum. Pref, .. e» "m 6 5 „ 5 % 5 % 654 — bg 541 — 68 IM Aa 8 418 1 
800,000 Do. do, 44% lst Mort, Deb. Stock Red. Stock | 44% | 44% | 44% | 44%, | 1044 1063 1 44 —1064 wea di. uU Ж NT EC 
491,223 | Cape E, Trams., 1 to 491,222 .. Me er ae 1 Nil | Nil! Nil | Nil àk— d 1— 4 i^ " ＋ 3 Nil 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. 2 - 1 6% | 8 % 12 % 123 114— 2, liz— 23 e a в 0 6 
210,158 Do. do. “% lst Mort, Deb, Stock | 100 44% | 44% | 44% | 4 105 —108 105 —108 1051 * 3 14 1 
1,590,890 | Central London Railway, Ord. Stock өө Stoch | 4% 1 4 9 | B 95 | 3155 61 — 63 | 61 — 68 624 A 5 3 2 
654,655 Do, do, 4% Pref, Stock ., e. Stock 4 (4 |4% 81 — 83 88 — 85 85 - ке 4 16 
554,056 Do, do. Det. do. oe | Btock 14% $95 | 2 96 | 94% 13 — 45 | 43 — 45 ; 11 
1,401,000 | City aud South London Railway "HA e+ Stock | 14% | gh% | Æ% | 149 814 ~ 324 814 — 823 313 81) 4 12 
85,000 Pas UN үүт Е ИА" B | 5% 5% 15% |5 % j— 1 g- là 17 | ES [19 t 
f о, B ort, Heg. Debs., 1 to ie d Е - ; 
100,0001 | | 000 of £100, and 901 to 11,009 of £50 Red, e |59 5 * 5 6 9—93 | 90 — £3 T z | 5768 
* Uniess otherwise stated, ali shares are fully paid , t А period "* nine months, From Manonester Bhare List 
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SHARE LIST OF ELECTRICAL COMPANIES, (Unsnuea,, 
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Btoc Closing Olosing Business done $ 
Present NAME ссе Dividends for the Quotations Quotations | week ended | or Yield 
Iasue, i Bhare. last four years, Aug. 17th. | Aug. Hth. Ang. 24th. 1909. | Mall — | per cent, 
$ 1906. 1506, | 1907. | 1908 ш HunesijLowest| |46 a 
260 Dick Kerr & Oo., 1 to 280,000 . 1 109% 10 10 % 10% 1} 18 — R 98/86. |... — | 8-0-8 
керю Do. do. 47 Qum. Pref., 1 $0 806,000. 10 4% а “ae 43 100108185 —109 $i е — 47 
9 . C. 3 Я E : 
60,000 | Dublin United Trams. (1806), 6 % Pret. 1 to 60,000 10 8 4 А A A "1 I 134 8 ee м 4 4 
99,961 | Edison & Swan Uid., HA shs., 48 58 pd. 1 to 99,261 | Б 4 ‘ 1 1— 1 i 15 E: роо 
9705 Bo. Pad. d simus "we 17 % % lee | e — тв 08 — Ty к Be a IE 
67,790 Do. 5% эла 4% Dab, Buck Prov. 1 apt: 100 5 NN 6 5 % 85 — um a= dt ° ее oo m 
ET BOO crar m Tx n Pret 1 to 81,800 2 17 77% T9, 74 i- 13 11 — ц ! to | ae | BR 
8 General Electric Oo. (1900), 5 Cum. P et. E 5 : D : у 1 E A. ait 88 75 es T i ela 
78,000 | Gt. N. & Ci Rall. Pref. Ord. ЙА” (ts Y to 78,000 10 4 - 4 Nil А — 102 Tm 15 М $4 — : * 
80.000 a Ge ы ун ле 4| deu | is | 5 * | 109 —108 103 —1 2s 8 415 15 
on Henley's W. T.), Tele graph Works, Ord. . (i^ Tes : 15 15% 15 T 12 = 13} pu 198 [n s + а Ч 
150,000 Do: do. Mort. Deb. Stock | Stock 4 4 dd 105 ae EU Su ia " ғ : г A 
60,000 | India-Rubber, Gutta-percha elegraph Works.. 10 1 på t0 10 % — 153 ж 10 Le 
10,000 iiid: аный байта; Pret fully paid >, 0 8 % ва р 59 1 44— 5 б Fi . 11000 
800,070 London United Trams, rcu Res ойт. ee oe 10 : н 4 T тра 21 + 2) eo ee . > d 
e 0. е 33 1 ee ee ee 
are А do. 6 96 Cum. Pref., 1 to 195 000 10 5 5 5 3$ lg- 15 i 718 НА "e zs " 1 : 
1,831,000 do, 49 lst Mort Deb, Вюск.. | 100 |4% 4 1% 00 — 10 а а 36 4 
6,782,062 Metropolitan Consolidate ‘ e. wv. oe | 100 96 | 4% 2 — 805 н E 605 651 a 
2,640,914 Do. Surplus Lands ee ee ев ee 100 3 % 17 ай 17 17 > 17 174 17 e tes E ND 
8,285,000 Do. District . e ee ee ee 108 u il 1 a à "nid ee 
801,837 | Metropolitan Electric Trams., Ord. .. ; è 1 T RE T “4% 38— 33 12 Sas po ww s n 
814,016 Do. do. tee ee 1 Nil il Nil il 1 1 = m ee * 9 ee 6 3 1 
600,000 Do. do. b „ Pref. 1 |6 4 ‘ad 5% 5 ro oi^ de .. EET 
10,55: 000 Мех Trams € 85 ‘ ee FE» 128 —131 194 —197 1588 | 1953 | 2 is 
э e 100 0 mmon ee ect ee ee ee a 
000,000 Ist Mort. 60-year 50% did. Bas. - © |4: „ |695| 96 — +8 9 - » 91$ 964 $ 587 
945, Potteries Rlectrio Tra: tion — .. vi we ә» 1 4 - 4 Nil 1— а ne К к 
945,500 Do. 6 % Cum. Pref. ee se ee 1 6 5 5% 86.— " 88 — 89 oes ee 5 1 9 
345,000 в 44% Deb. Stock .. .. 100 4 185 4 4à ia cM ER ш " TE 
87,850 | Tele h Donau Mon and Maintenance .. .. I3 [16 A U 15 iM Zod e 1 E ^ A 
140,001 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 4 4 4 T 10 ie 02 T | 1034 WE Tue 
2,000,000 cu^ Electric Railway, 5% P: Prior Lien. . | (1 2 
8. ee ee ee ee ee ee es е ~ TS" 
ООО ООО Do. Income Bonds ER . i " ба 85 — 87 86 — 38 883 368 +1 55 
Ss e E | E ЖМА сы E | ae тт, 
248,490 А 4 iu Mort. Deb, igi ee "T 4 96 | 49614 4 £ 16 — 80 16 — 80 у 5 0 
ELECTRICITY SUPPLY COMPANIES, 
| | 510 0 
000 | Bromley (Kent ЕЕ. & P., 1 to 15,000 ee. „ 35 | 6896 44% e 935 43 oe va #8 
70.000 ( ) ы ap deb. stock 2e 100 44 L^ d n d 9 ee eo * * Н 
аы аа с ЧИНЕ НЕЧЕ ЗЕЕ ЕЕН 
896, 76 | Central Electric Bupply 4 % Guar. рер. Btock — 100 3522253 97 -100 т 10 s 9 e |885 
85 00 De. 5 ae 6 рт ard. Pref. б apr 4 43 — x — 4 90/74 ; 74 | 4124 
L] 0. . L] . . LJ ee 
80. 00 Do, “Ci Urderteking " 96 Cum. Prt, 6 n 45 4 de A. 4g 18 — ont ss T m п 
©, 58 | Cholace El otio Bappy, OR ` ** 37 47 ‘ mart 98— 43 їз 4. 571 
49, e 6 upp! y oe * "b * 2» ee ec 
"m. 00: 41 % Deb. Stock Red. Stock | 43% a4 1 40 100 —103 p mor TES ^ ‘ 1 s 
ms | City of London Bice Lab Ord. doi UM ш 4 iei шор ee | n| jc ri 
* um. e К, А т m- ee ©, . 4 0 8 
600, (00l ро, 5% Db. Stk., Во (iss. at 115) all pd. «5 5 159% 15 5 191 —194 191 —124 ` ба . 
800,000 44 % 2nd. Db. Sorip. (as. ві 116) alpa. 100 (| 44% | 4396 | 4 ag 99 —162 99 —102 ie Que ЕА : { : 
,000 Ооо: of Durham . Power, e E rd í р H % : * : 5 4 "m bt i sé ee 26 7 910 
0. о, el. .. * p. — — oe ee 6 
000 Do: ao. s b 96 Шш no "t 59 6 ô "a 8 m= "i 1 95 . eo ee ч i : 
, t nd iniu T —40, жаі т е О 
85.000 County - d. о, Prel. 40,001 —60,000 MER AEN е5 6 : 10 п 105 156 103 i04 XL 
Do. b. e» ae == == es ee e 
400.000 Do. s Ф 2nd. Deb. Stock .. | Btock 4 4 4 100 —103 100 —108 e vi К 4 К [ 
80,000 ES: ca e me Rieciri 07e Cum. Pre Ош; Shares. р : : 0 ty i- a ii | Я эз * Nl 
80,000 в f. ee ee ee [EJ 
480,500 Do. 44 In Mors Deb. Stk, | 100 | @ ud 4% | 4 58 — 61 бв — 61 e е EE 
$8,150,000 | Electrical Dev. Co.ot Ontario, 595 18tM tg.Gold Bnds. | $500 ЕЯ Se — 16 : — : — f . ze +14 $14 
10,000 | Folkestone, 1 to 10,000 ee ee 6 55 55 53 53 $ bà * à F өзә 42 TT 
10,000 Do. 5 % Cum. Pref., 1 $0 10,008 ев ee 6 b 6 b 5 — 56 97 102% eo ee ее 4 0 
90,000 Do. ist Deb. Btock oe ec ee 100 & Hi d 97 ipe "à — 7 °з ee oe 5 11 6 
15.000 Hove, 1 to 16 ee ee 5 g 9 10 98 ois 93 ee oe 4 19 0 
$1,976,000 Kaministiquia Power Co., 596 Gold Bnds. oe ee pe ee ee ee 5 x == = t 1 ee . 5 16 4 
20.00 5 48 Ele! d. Deben, Bik. Bock 4 44 [4 $ 4 98 — 935 90 — 96 2: ^ 418 
80 о. е n, в — Я — : ee ee 
111.00 London Electric Supply tion, Limited, Ord. 8 |4 4 99 | З % 9 — 4 14— 4 З К d d ч 
70,000 Do. do. 6 Pref. ev | b 6 6 6 6 98 a 9 99 — 97 oe ee ee 4 3 6 
£82,855 do. 4 96 1st Mort, Deb. Stk. Red. | Stock 6 44 P — 97 n 1 a" э i 516 
,000 Metroyolan Electrio Supply, 1 to 100000 oo ое | р 10 8 9 d- a i 18 {7% | 8b. — & mam 
2850001 Do. ist Mort. Beben. Stec 4 j e 105 —108 105 —108 ó E Xi 
,0001 Do. Mort. Deben. Stock Redem. Btock 96 834 — 86. Pic B ee ee ee b 17 В 
$6,000,000 | Mexican Electrio Light Co, 50% lst Mtg.Gold Впйв|_.. |59 |59 | 5 169 | ви 8 71 — 844 % fe | | ome 
$ 18,685,000 Do. Light and Power Co., Ltd., Common. | $100 ès os . . | 88% 72 — 76 71 Sio i 1124 — 37 5 
$3,400,000 Do. do. 796 Cum. Pref. Stk. | Stock ee ee „ә 1 106 —110 p^ — 80 082 08 T 518 8 
612,000, Do, do. 5% 1st Mtg.Gold Bnds, ws T -. | 5 80 — 88 80 — 87i 87 413 9 
960 Midland Electric Oo сарса 44 96 1 моң, pex 1 о ү - а% ste “ = 1 4 Z^ ex E 215 7 
1505) aider deed ut Pref., jas 187,600 . ү m :| 6 b 6 b 2 5% 4d— Б 48— 54 é és 600 
North Metropolitan Electric Power Bupply Co. e —101 — 101 . S 
126,600 || ^? C о Mortgages (Red.), Nos. 10 750 100 | 99 —10 99 E е 
„ 10,852 | Notting Hill Electric Lighting... ee 10 1 Tà 7% 7 96 n — 12 18 — 8 1 T 518 
90,000 Oxford, 1 to 96 and 407 to 90,810 с ш 6 |1 1 1 85 of = б i-o : | e [S518 
"A | Rives El oS OF d. Nos. 1 to 120,50 .. “1 : à 3 5 Ti l&— 12 lA— lj AP 578 
T ee 14— a — б sid " 
100,000 e Pinte Ei © ooo Non Cum. Pret. Nos. 1o 100,000 69% 16% 6 95 | 6 96 là n- 14, 90/6 Е 3 : 
200,000 | Do. do. 6% Deb. Stk. Red. ss 100 5 | 6 5 | 5 % | 102 —105 192 —105 i МТА Е 1 $10 
40,000 | Bt, James’ and Pall Mall Electric Light, Oord. 6 [124% |10 % |10 % 110% | 8)— y 85— 9 xx 4 10 
19,000 Do. do. 1 96 Pref. 30,081 to 40,080 6 q 7 7 7 2 7— "à 7— 73 ! X 319 7 
150,000: Ро. do. Deb. ck Вей. ee 100 8 s p? 84 А B4 — £8 81 — 88 oe Nil 
12,000 | Smithfield Markets E c Bux m Ord. .. m b 4 il| Nil fa— +8 f H : y 613 4 
65,000 | South London Electric Supply, - ee 4 4 8 495, 5 26 28— 8 — 8 š Я 4 81 
120,000 Bouth 335 Elec. Lt. оне, Ord. Pret. ee ee > n и 70 o 18 — 1 a a 175 A Ron 5 6 в 
L] e ee — та ee ae 
nd Do. do. 44 9 1s» Deb, Bik, | 100 | 49% | 49% | 49% 4 | 100—104 102 —105 e +14 E. : 0 
80,000 | Urban Electric Bupply, Ord... e| 6 15% 16% 159% |5% — 1 — 1 is — 13 10 0 
60,000 O. 5 % Cum. Pret. ee oe 6 5 Б 6 5 95 1 — -2 МЫ эш 2 es ee 6 11 1 
275,000 Do. do. 44% 1st Mort. Db. Stk. Bed. 100 4% | 4490 | 426 | 44% | 77 — 8l 17 — 81 is 5 $68 
000 | Victoria Falls Power Co., Pret. Noe. і 5 1 e | oe | . (5S! H— ! . à Д 8 
110,000 Westminster Feet e іо Supply, Ord 5 1) & 12 » 10 & 1095, В4— 9 — + { 480 
279 Do. 4% 6 | 6 44% | 48% | 44% | 15— 6i 5 — 6 : у + 
duced Toii 5% dh n Deed Q6) E 
; осаат 53 
* Unless otherwise stated, ali shares are fully paid. t Quotations on Liverpool Stock Exchange, Interim Dividend, 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JULY. 1909. 


ALTHOUGH the returns for export business during July reached an the previous month. The re-exports, at £12,577, were approxi- 


extraordinarily high value, it will be seen that this was dus entirely mately £500 better than in June. 


to the spasmodic rise in telegraphic-exports, whish attained to Naturally the telegraphic section of the exports is the most bulky 
something like 10 times their normal value. in the return; electrical machinery exports of all kinds were practi- 

Actually the exports amouated in valus to £501,749, as compared cally as good аз in June, and the telepbonic exports were some 
with 2270268 in June, but this half million total included £255,095 £12,000 better than in that month. Machinery and carbon imports 
worth of telegraphic material—one item of £184,011 goiag to the show a large increase, but the value of telephonic and telegrapbic 
States—and exclasive of this, £246,663 worth ot gensral business material coming in was mach less than in June; lamp imports 
remains (which is comparable with previous yeara' returns). This remained steady. The United S'ates, Japan, Brazil, Canada, and 
latter total is somewhat less than іа the June return. India were prominent purchssers, while among the increasing 

The imports have been steadily improving during the past three number of importers which find a place in the returns, Germany, a3 


months, and the July total of £161,190, compares with £158 119 in usual, heads the list with £92,708. 
slp Exports of British and Irish Electrical Goods from the United Kingdom. 


т 


| 

1/63; 865 42: 730, 472 2,660 5,801 574 55 1,625 645 14,92. 
| ! 
| 


e $ | e a 
à „| 38. S. & E . К Bol $E 333 „ 
a [ 8 R a 2238 = 

Ce ы б. Жы ig ЕЕЕ b e „ 4 НЕ 

Country receiving exports and importing. EEE EEE 52 g 7 $3 ЕЗ =] 8 |8 FF 8 

F | ga | 398 | 828 | Be E 85 $53 $8 | à FEE SZA | e 

« 9-28 = oa 99% 8 8 

i aide areata a] ка aige 

| : | | | | | | A К, 

" | £ ½ e £ £ е ете 1а el аа 
v— — Denmark „ 159 7 78, .. б 4063 80 .. | .. 28 349 4884 
Gering... es 0e 93 154 63 T 222 1,022. 13 20 250 4,137 

heri (e юз o» ав ові 7 15. 31 528 11 5 41 2,078 
um se | 885; 459 74 80 277 18897) 5 31. 262 26, 3,639 
Frapce and French West. ‘Africa and Iodia ... 199 20 237. 374 в. 2,7% „ 60 355 3,323 

Portugal " "A 99! .. | д4! 13 71 4 4! V 147 262 
Spain and Canary Isles... * . 171 22 104, .. 296 20 12 27 15 479 1,146 
Italy, Switzerland and Austria-Hungary. .. 114 86: 20 51 755 1441] . JUGE eee 289 2754 
Greece and Turkey ~ GE west 3 03 8. 131. бї m 11] 134 717 
Channel Isles, Gibraltar, Cypras and Malta... 69 81 6 51 21 623 — 12. 14456 15319 
U.S.A., Philippines and Cuba . ee. wate jd 393; .. ! 80' 8 30 158,717 ... im 18 ... 184,011 103,297 
Canada and Newfoundland 2953 890 836 696 287 | 3,074 3 323: .. 3.788 22,247 32,404 
British West Indies and British Guiana .. 111 45 411k BB 1-... «m 52 24 289 
Mexico, Colombia, Panama, Venezuela and | | | | ! 

Ecuador 9.116 742. 10 25 50 5 1.771 2809 
Pera and Urugua . 132 1.685 172 179. 294 | 3 — 76 237 2,778 
Chill. 128 266 261 96 1345) .. : 144 108 281 69 2,688 
Brasil... "m T e i e| 249 1 5,157 330 367 352 9,904 865 371 10 1,997 23,147 42,749 

tine eee eee 606 eee 600 
2d | 


Egypt iM. — d 91 59 1; 117 P 145 2. 196 .. | 348. 246 1.135 
British West Africa and St. Helena | 8 6333. 106 2 3,075 | „ ie 7 cxx 539995 10. 4,166 
Azores, Madeira, Port. East and West Africa ' 134, 376 91 32, 37 64. 15 115 1,446 
Саре of Good Hope ee a. 652 1085. 52 115. 186 1,201 |. 445 .. 7 4 68 3,807 
Natal... 592 3,271 130 316 314 4,361 | aec. n6 89 81 9,270 
Zauzibar, Brit. ES uto и T and Aden | 26 236 2 133 27 293 5 es JO 12 109 456 1,304 
Rhodesia, Orange River Colony and Transvaal, 1,039 1,094 33 468 18 1,038 93 229 .1,589 53 5,652 
China and Sia n.. 261 2,160 114 84 40 1.417 682 172. 9 3,059 7,998 
Japan es 488 11,950 1.025. 355 14,495 9,4090... 11304 686 49,772 
Java and Dutch Borneo— eR 8 45 28 , ... „ "T d^ See tee wu. 76 
Inda  ..  .. .. . o e 18572 T 866 1,524 654 7,111 |4,239 3,394 450 167 758 27,913 
Ceylon 15 157 74 131 tes 502 | ... B4 ouo os 20 983 
Btraits Settlements and Fed. Malay States .. 217. 1286 281 143 186 529 110: 108  .. 115 111 3,386 
Hong Kong i4 ie “шз Сш E 260 290 164 212 379 847 1.600 13 34 11 21 3,771 
N | | | f T 
West Australia. „ 1,641 585 41 59 200 671 40 | 572. 200 18 4,027 
South Australia „ с йк we . 134 79. 91 ..' 2616| .. | 56 .. 11,571. .. 4.647 
Victoria "e es 05e 727 3,256 175 256 145 3, 590 251; .. 5,464 125 13,959 
New South Wales dus и TS 2 976 238 532 1,355 ii 2,124 2,574 766 , ... 11,189 | 32 10,161 
Queensland ——— d VM MM 88 | I9] %% D ж. O, 5 
Tasmania .. " WV wur c f. дш IBS 9 bo s 7444. „ 946. 1.714 
New Zealand 2 oe | 582 2,40 457. am ы 2,724 | 300 485' .. | 952: 367 8,652 
— - „ n —HÓ€ 
, Total, E 14, 354 47,169 6,418 8,581 5,717 | 96,814 25,794 8,265 | 949 32,604 | 255, 096 501,749 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
£ | £ & | £ | £ & | & £ £ £ £ 
Norway, Bweden and Panes "E | 97 394 34 358 42 2,933 3,158 
Germany ..  .. „ we oe] 616 9490 1,968 30,388 2,767 28,615 286 | 597 | 6,482 12,100 92,708 
Holland ... P iss E. cu г „ 2.610 198 2,636 d: 91 . 99 5,604 
Belgium .. .. ^. 0 0 00 154 11, ste 312 10 37 | 3,238 Bn 2 125 422 8.032 23,648 
France... .. .. se . 70 1,031 1,425 680 278 3 994 12,618 333 7,432 
Bwitserland „ 17 588. 37 314 a 14 107 547 
Austria-Hungary 488 12 720 30 342 41 1,609 36 3,378 
Italy % а чи аё 54 2.954 12 24 68 .. iis 186 3,298 
United States. 1,150 10 |1017 | 1,213, 145 | 8,798 8.250 438 80 132 21,238 


Total, £ | 1,990 . 24,528 3,740 36 480. 3,720 42, 177 11,277 2,553 111,858 23,188 161 
Additional imports: Spain, lamps, £100 ; carbone, £27. Portuguese East Africa, goods, £15. Victoria, electrical machinery, £37. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


| £ £ £ £ £ £ £ £ £ £ | 
Various countries, mainly as above ae 2000 | 280 | .. | 2,688 9,183 298 | 663 3,476 | 
Tozar Ехровте : 4 501,749. Тоталі, Бв-Юхровтв: £12,577. ToTAL Imports: £161,190. 
Nors.—The amounts appearing under the gii headings are classified according to the Customs returns. The firet and 
oolvmns contain many amounts relat " goods" otherwise unclassified, the latter, doubtless, consisting of similar 


Walde to those appearing in et columns 
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THE ELECTRICAL INSTALLATION 
AT THE NEW VICTORIA AND ALBERT 
MUSEUM. 


In June of this year, jast 50 years after the opening of the 
old museum, the new buildings of the South Kensington 
Museum, the largest collection of applied arts in the world, 
were declared open by their Majesties, the King and Queen, 
with due State ceremony. 

The general scheme of the electrical installation at the 
Museum was designed by the Engineering Division of H.M. 
Office of Works, to meet the requirements of the architect 
and the Board of Education, as represented by the museum 
authorities some three or four years ago. The original 
Scheme has been modified from time to time during the 
progress of the work, to meet the views of the Committee of 
Arrangement and the newly appointed Director of Art, 
including also such changes as were necessitated by structural 
alterations, and those required for the adoption of metallic- 
filament lamps when these became available. 

The supply of current for the building is taken from the 
Kensington and Knightsbridge Electric Lighting Co., Ltd., 
on the three-wire continuous-current system, at 200 and 
400 volte. The three cables are brought into the building 
at two separate meter rooms, коше 180 yd. apart. In each 
of these rooms the supply is then divided to feed a power 
switchboard at 400 volts and two lighting switchboards at 
200 volts, one in each room on the positive and one on the 
negative side of the three-wire system. The power boards 
have a main panel and three or four circuit panels respec- 
tively, the current being metered before arriving at the 
switchboard. The four lighting boards have each one main 
and six circuit panels, the latter being, for the sake of 
uniformity, all of 200 amperes capacity. In this case (to 
meet the wishes of the supply company who considered the 
large size meters, which would otherwise have been neces- 
вагу, undesirable) the current has been metered at each 
circuit panel and not before reaching the main bus-bars. 
On entering the switch room the cables are divided, the 
neutrals being laid in a trench in the wood block floor and 
the live poles carried overhead on a shelf. Each circuit 
panel consists of two distinct slabs carrying р P. knife switches, 
tandem-coupled, and fuses of the hand-grip type. The 
panels are of white Sicilian marble 13 in. thick, mounted on 
an angle-iron frame; they were made and erected by the 
Westminster Engineering Co, Ltd. The instruments, 
recording and other, are of Nalder Bros.' manufacture. 

From the circuit panels of the lighting boards paper- 
insulated, lead-covered cables, made by W. T. Glover & Co., 
Ltd., of which there are in all some 3 miles, the largest size 
used being 91/13, run to main faseboards at various pointe on 
the lower ground floor, such boards having usually four D.P. 
ways controlled by hand-grip fuses. These ways feed, 
through lead-covered rising mains, the distribution boards on 
each of the four floors in that section of the building, from 
which the lights themselves are switched on and off. The 
distribution boards have 10-ampere ways throughont with 
D.P. fuses, the stoneware holders of which have bridge 
threadings, and в.р. Diamond-type, quick-break switches 
mounted on white marble panels. All the circuits have the 
lights they control indicated on a white label fixed above the 
switch. 

The sizes of mains and circuit wires have been calculated 
so that the fall of potential between the meter rooms and the 
most remote circuit (say, 700 ft. run) when full load is 
passing, does not, exceed 1:5 per cent. "The maine from the 
power boards run direct to the D.P. switches of the motors. 

The power installation consists of four 45-H.P. motors, 
and four electric lifts, on the 400-volt supply. "There are 
also 14 30-in. ventilating fans, and one small pump in the 
boiler house, which are driven from the 200-volt mains. 
The 45-н.р. motors, only two of which are in use at any one 
time, are for driving, by belt, the large fans of the Plenum 
ventilating and heating system. They were made by 
Messrs. Newtons, Ltd., of Taunton. 

Of the lifts, two for 1,500 lb. are for the use of the general 
public; it is believed that this is the first time such a con- 
venience has been provided in any public museum. ‘These, 
with a smaller lift for office use, were installed by the General 


Electric Co. The fourth lift is also for office use, but is 
provided with push-button control, instead of requiring an 
attendant to operate it from the cage, as do the others. This 
lift has been made and erected by Mesers. R. Waygood and 
Co., Ltd. All the lifts have both electrical and mechanical 
locking gear on the doors. The total travel of each public 
passenger lift is 83 ft., at a speed of 180 ft. per minute. 

The contractors for the general installation were Messrs. 
T. Clarke & Co., of 129, Sloane Street, under the supervision 
of H.M. Office of Works. The wiring throughout is 2,500- 
megohm grade, and is drawn into galvanised, heavy gauge, 
ecrewed conduit. It is interesting to note that the teat of 
the whole of the wiring before the erection of fittings, both 
poles to earth, was 1:7 megohms in No. 1 switch room, and 
1:6 megohms in No. 2 switch room. There are in all about 
1,700 points. 

The tubing throughout the public galleries is chased into 
the floors and walls, traps being arranged in the wood-block 
flooring, and, occasionally, in the fibrous plaster cornices, to 
give access to the draw-in boxes. 

In addition to the general lighting of the galleries, a 
special pilot light circuit has been arranged, fed directly from 
the main bus-bars, for the use of the night police or in case 
of emergency. These lights are controlled by local switches 
instead of from the distribution boards. As there is usually only 
one such light for each gallery or flight of stairs, it will be 
readily understood that very long and expensive runs were 
entailed by this circuit. Those pilot lights which are 
adjacent to fire alarms are provided with ruby shades. 

As a general rule it may be said that the architectural 
courts and the textile galleries are lighted by arc lamps and 
the wood-work, ceramic and engraving sections by metallic- 
filament incandescents. 

The arc Jamps are all of the enclosed type, burning two in 
series on the 200-volt circuit. There are approximately 140 
8-ampere and 200 9-ampere lamps in use, the order for 
these being divided between the Westminster Engineering 
Co. and the Maxim Electrical Co. The majority of the 
8-ampere lamps are provided with counterweights, of 8 
simple pattern, for convenience ір trimming, and the lamps 
which come near the bridges and balconies have oblique 
metal reflectors to shade the light from the eyes of the 
people on the first floor. The counterweights are suspended 
from the iron terminal-boxes by six-core insulated flexible 
cable : each core consists of nine strands of copper and three 
of steel wire wound on a centre of string, and the whole six 
are twisted round a seventh core of string. The insulation 
is cotton, pure rubber and braid. The flexibles pass round 
box wood pulleys and are attached to a special cross-arm on 
the top of the lamp resistance. It should be said that in the 
cage of both the large and the small lamps, the line resist- 
ance forms the top part of. the lamp. The terminal boxes 
are filled in with paraffin wax to prevent moisture accumulat- 
ing in them from the steel work of the roof. 

Owing to the way in which the old and the new buildings 
are sandwiched together, the difference in lighting is very 
noticeable in many adjacent galleries; particularly so 12 

assing from the Octagon Court, in which at present various 
oan collections are on exhibition, into Gallery 41, formerly 
the Science Library. The latter is still lighted by means 
of 10-ampere Siemens “ Differential" open-type arcs, four 
in series on 200 volts, which have been in use since 1883. 
Much of the wiring in the old Museum is surface work on 
the tree system, the building having been a pioneer in 
electric lighting, as some of the galleries were so lighted 88 
long ago as 1878. The re-wiring and better lighting of 
this part is now being taken in hand, but it will naturally 
occupy & considerable time. 

A very objectionable feature presente itself in many 
galleries, and especially in the large textile courts, due to the 
reflection of the lights in the huge sheets of glass w 
which the exhibits are protected. The Holy carpet in the 
West Central Court presents a particularly flagrant example 
of this, either when viewed from a distance of a few feet or 
with the full 30 yards of the Court intervening. 
unfortunate effect is, however, not, confined to the hours of 
artificial light, for throughout the day the white columns 
and floors behind the spectator are equally troublesome. 

The greater part of the incandescent lighting is 88 
follows: a double row of six-light fittings in the 30-ft. 


` 
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каспа. ог a single row of one-light high с.р. pendants in 
the narrower rooms and passages. 

The six-light fittings, of which there are upwards of 270, 
consist of a flat bronze ring suspended by chains from an 
inverted bowl -containing the mechanical connections, the 
hook being screwed by means of a stitrup-piece on to the con- 
duit, which, therefore, carries all the weight. The six lamps 
are each 28-watt, 100-volt, spherical, obscured, metallic- 
filament lamps under a 6-in. “saucer” opal shade. The 
lamps directly opposite to one another on the ring are wired 
in series. The rings hang at a height of 9 ft. from the floor, 
this having been found to be the best height for lighting the 
majority of the centre cases. The single-light flexible pendants 
are also screwed to the conduit, and have similar porcelain 
mechanical connectors covered by a bronze bowl. The lamps 
used in these pendants and also in most of theone-light brackets 
are 100 -C. P. or 50-C. P. 200-volt Osrams, under 10 in. x 3 in. 
conical opal shades. The bronze fittings were supplied by the 
General Electric Co., Ltd., with the exception of the eight 
special ceiling fittings on the main staircases, fitted at, present 
with 200-с.р. obscured Osram lamps, which were made by 
Messrs. G. Forrest & Son. А 

Only two of the galleries have as yet been fitted with the 
new gun-metal wall cases, but plug circuits with flush wall 
plaga about, every 6 ft., and 8 ft. 6 in. from the floor, have 


been run for abont 2,000 lineal feet of these. Each plug 


supplies two reflectors, wired in series, with 28-watt metal- 
filament lamps for supplying top lighting for the cases. 
Internal lighting of cases is avoided, as the cases may only 
be unlocked in the presence of one of the keepers of the 
particular department, which arrangement, would render the 
lamps and wiring not readily accessible. 


In one corridor on the first floor, in which textile exhibita - 


in high cases are arranged down the centre, it has ben 
found necessary to use two-light electroliers, having a spread 
of abont 4 ft., so that the sides of the cases may not be 
ee into shadow by the lights hanging immediately above 
them. | 

In the case of various large exhibits, as, for instance, the 

Santa Chiara Chapel in the Eastern Architectural Hall and 
the Sizergh and other panelled rooms in the Woodwork 
Section on the ground and lower ground floors, special 
lighting has been provided. This work, together with the 
erection of all the fittings and arc lamps, was also carried 
out by the wiring contractors, Messrs. T. Clarke & Co., 
under the direction of H.M. Office of Works. 
There are, in addition, some 300 plain pendants and other 
fittings for the lighting of the boiler house, the new offices, 
stores, hot-air ducts, &c., bringing the total number of 
incandescent. lamps in the new installation up to nearly 
3,000 of sizes varying from 8 to 200 C. p. 

A fire-alarm installation of 22 points has been installed, 
and, as the number of positions in the old museum was 
found to be inadequate, the extension of this is being under- 
taken at the same time, the number to be increased from six 
to over 30. Temporary instruments with Pull” contacta 
and telephones have at present been fixed to ring simul- 
taneously in the Fire-picket Room and the Police Room, 
from which a call for the Metropolitan Fire Brigade can be 
given if needfal. This work, together with the extension of 
the night watchman’s tell-tale clock installation, has. been 


carried ont by the Engineering Division of the Post Office. 


The bells required for the new cffices have been fixed b 
Messrs. Comyn, Ching & Oo. | 


NOTES ON TRADE ABROAD. 


(Continued from page 288.) _ 


An American Consul in France in 

How to deal with the calling attention to the excellent field 
French Northern Market, offered by the French department of 
the North, hammers away at an old, 

but often disregarded, suggestion. American goods, he says, 
cannot be sold by catalogues and correspondence alone. 
* Neither catalogues nor correspondence should be sent to 
foreign business houses if not in the language of the 
country, as merchants are loath to buy goods the exact 


merits of which they do not know, and are often not able to 
make out when measurements, prices, &c., are given in the 
English language." The advice here given has been dis- 
regarded in the French market by Americans, and our own 
manufacturers have been told the story again and again from 
other parts of the world. We also know that French and 
German manufacturers are not at all over-anxious on the 
point, for we receive here, in the course of the year, a good 
many catalogues written from start to finish in a foreign 
language. If this American Consul be correct, we, as 
Englishmen, have some reason to plume our feathers as we 
contemplate our position in the North of France, for he 
tells his fellow-countrymen wherein we give them points :— 
In manufactured goods in general the market seems to 
be monopolised by England and Germany. This ia wholly 
due to the systematic efforts of the manufacturers of those 
countries who have agents here who perfectly understand 
the language and the system in which the people are 
accustomed to do business ; who carry samples of the goods 
they sell, and are prepared to give prompt information in 
regard to prices and terms of payment. Should the 
American manufacturer wish to have his share in the busi- 
ness, he must adopt the same measures as his foreign com- 
petitors.” | 
Coming from the general to the particular, we find this 
Consal advising Americans to devote great attention to the 
coming electrical requirements in and around Roubaix, 
where large central stations have been installed, and are now 
supplying mille, industrial establishments, cefés, private 
*houses and workshop installations. The sale of small electric 
fans for offices, cafés, and large stores would be greatly 
increased there if the price were not so high. Then after 
making an interesting circuit of many other lines of manu- 
factures the reporter returns to his first point, and hammers 
home the warning that ‘circulars, printed matter and 
correspondence in English, will be time and labour lost. 
Have all printed matter in French, giving prices and stating 
the measurements in the metric system.” He adds: “ In 
sending circulars, &c., write to the firm in their language, 
explaining fully the article for sale, and quote, if possible, 
prices delivered in their city. Probably a trial order will 
result, and with this as a reference other firms should be 
written to or visited if possible.” Tariff alterations not- 
withstanding, British electrical firms looking for an extension 
of business connections in Northern France should digest 
the foregoing advice, and see if they are among the careful 
ones whose example the American Consul holds up for 


emulation. If they are not— verb. sap. mE 
| Though  indisposed generally to 
f.o.b. or C. i. f.? accept the charges hurled at the heads 


| of British firms employing methods 
Which were out of date compared with those of yourger com- 
mercial competitors, the editor of the Chamber of Commerce 
Journal confesses in his June issue that instances are occa- 
sionally brought under his notice which would almost secm 
to justify the severe and sweeping criticisms referred to, 
unless it be remembered that it is unsafe to deduce general 
conclusions from what may be merely isolated instances :— 


For example, a correspondent abroad informs us that he recently 
asked a number of leading British firms in their particular trade 
for catalogucs and prices of a certain article. In reply, one firm 
wrote that they cculd not quote a price f.o.b. the foreign port. 
Apparently the term f. o. b. the foreign port" was a clerical error for 

f. 0. b. London.” Anyhow, such clerical errors ought not to occur when 
corresponding with customers thousands of miles away. Again, 
what possible reason can there be to prevent a firm from quoting a 
c.i.f. price, if required? At all events, such a firm would be at a 
very serious disadvantage abroad compared with one which is ready 
to do so. Another firm was even less explicit, and merely quoted 
for delivery at this address," which was a street in the outekizts 
ofalarge city. It is obvious that such a quotation is absolutely 
useless to a foreign customer who cannot have any idea of the cost 
of transport from factory to steamer. What possible chance can 
wach a firm have in competition with a more up-to-date house which 
quotes c.i.f. terms, or f.o.b, the export steamer? Yet a third firm 
forwarded a catalogue of different goods altogether from those 
asked for. Further, all firms stated that the packing would be 
extra, but not one of them vouchsafed the least idea of what such 
charges would be. As we have said before, we hope and believe 
that methods, or lack of methods, such as those to which we have 
alluded are the exception rather than the rule amongst British 
firme. Still, it cannot be too strongly impressed upon firms seeking 
export trade that they should in all cases give a probable buyer, in 
the first instance, the fullest information to enable him to arrive at 
the exact price he will have to pay for the goods, in order to avoid 
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vexatious and unnecessary delays, which may even result in the 
loss of the business. | 
The importance of this point has lately been impressed upon 
us very strongly by an electrical friend from China now on a 
visit to this country. He says that when houses in China write 
home to England for quotations for machinery and electrical 
manufactures, it is absolutely useless for our firms to post or 
wire back prices that are not c.if. Obviously it is far more 
difficult for the man in China to ascertain the charges than 
for the home firms, who possess the necessary particulars of 
the goods, are accustomed to export shipping, and are in 
touch with the shipping company. An inclusive price for 
the whole of an inquiry enables the recipient of the tender 
to know exactly where he stands in regard to the matter— 
whether he be ready to order straightaway on the receipt of 
price, or whether he have to tender again to his own client. 
We know it is said that it is sometimes impossible 
for the Britisher to quote c.i.f., because of the inability 
or indisposition of shipping authorities to co-operate, 
and he has to give way to the American and German 
who manages to do so. All we can say is that 
wherever it is not absolutely impossible, the c.i.f. quotation 
should be given. The trouble will be well repaid. The 
same weakness was also alluded to in Mr. Grigg's celebrated 
Canadian report, referred to later in these notes. He showed 
how the scale had often been turned against British goods, 
and in favour of the German, in Canada by negligence of 
this matter. Strange that our manufacturers should occasion 


such a frequent source.of irritation and annoyance as Mr., 


Grigg showed it to be. 

The manufacturer is often guilty of 
Catalogue Preparation. paying too little attention to the con- 
venience of the purchaser when pre- 
paring his lists and catalogues. It is in all conscience 
short-sighted policy to spoil the ship for a ha'porth of tar. 
Many lists are beautifully got up and handsomely illustrated, 
but either through some oversight or short-sightedness or an 
unwillingness to take a little more trouble or spend just a 
few extra pounds, the entire efforts of an export or publicity 
department may be defeated. The technical man must 
learn to stoop from his high estate in his endeavours to 
meet the wants of a man who is “ only commercial ” and to 
a very large extent non-technical. In considering this point 
in relation to the Eastern Market, the American Machinist 

а couple of months ago wrote editorally as follows :— 


Suggestions have been made tb at trade lists or catalogues of 
many every-day mechanical appliances would be no worse if drawn 
up with more regard to the convenience of non-tecbnical com- 
mercial men. Especially for the Eastern market, mercbants have 
often to indent for workshop supplies, the details of which are, in 
the nature of things, unfamiliar. The Sheffield file list might be 
mentioned, Quite a number of different styles of files are similarly 
priced, the variations in cost being governed by tbeir length; but, 
although prices are named for lengths from 1 in. to 24 in., no 
indication is given as to the mort generally suitable length of, say, 
round, square or three-sided files in proporticn to tLeir diameter, 
or width acrcss flats. The sheffield file list and the standard tube 
lists have bsen so long and widely accepted that it is, perhaps, too 
much to hope that the basis prices should be written down so that 
they should much more nearly represent actual prices. Then rope 
for use in pulley blocks, scaffold'ng, &c., will sometimes be sized by 
girth, sometimes by diameter, and, whilst re quisitions will naturally 
call for given lengthe, the catalogues will name pricea by the pound. 
To get at the approximate length per pound will entail a bunt 
through enginecrs’ hand books not always at the elbow of general 
merchants. Again, the wide discrepancies in the price of different 
ty pes of self-sustaining lifting blocks are sufficient to puzzle a non- 
technical inquirer, but, if the mechanical efficiency of each type of 
block were given, tbe reason for the variation would be apparent. 
Illustrations of bevel or angular milling cutters are sometimes 
given, together with the information tbat they are supplied either 
right or left band, but no definition of right or left hand is given, 
nor how the angle is measured. Ordinary self-interest would lead 
to the purchaser’s task being made as easy as possible. 


Firms interested in the electrical 
requirements of Australasia will 
naturally desire to be placed in 
possession of information regarding work that has already 
been accomplished there. During the past few months we 
have published in the ELECTRICAL Review descriptions of a 
number of electricity works and the only electrical manu- 
factory of any importance, from the pen of Mr. Ј. H. Davies. 
Other plants at Kalgoorlie, Perth, and in other parts of the 
Continent, have also been described in earlier issues. The 
last tables of Australian electrical works, with their 


Australia. 


publication work that has ever ap 


engineera and voltages, compiled by the Australasian Hard- 
ware and Machinery, was reprinted in our issue of November 
3rd, 1905. In addition, the usual brief particulars of 
aystems of supply, voltages and во forth, are given in the 
Universal Electrical Directory in the Colonial and general 
classified section, under the heading “ Electricity Works.” 

We have now before us the largest piece of purely electrical 
either in, or in 
regard to, Australia. It is entitled Electrical Progress in 
Australia,” and was issued as a special number of the 
Australian Mining Standard and Electrical Record. The 
object of the editor has been to post up all concerned 
in the progress of applied electricity in Australia, and on the 
merits of the Australasian market for electrical supply, and 
to enlist the close attention of engineering firms in the van 
of progress. As it is always very useful to know what men 
at the hub of things think of the position and prospects, let 
us quote the opening remarks of our contemporary’s intro- 
ductory review :— | 

“Electricity is in favour throughout Australasia for 
practically all the purposes to which it can be applied. 
That vast field for electrical enterprise is, therefore, 
open for exploitation in every direction. It is of vast 
proportions, and there is any amount of room for the 
development of all kinds of projects. Saggestions for its 
introduction are already listened to. In scores of cases 
where installations have been set up, year after year planta 
are increased and services augmented. Probably in no part 
of the world occapied by under 6,000,000 people, do better 
prospects present themselves for electrical enterprise. An 
ordinarily carefal survey of what has been done, is being 
done, and will probably soon require to be done, with elec- 
tricity in Australasia, convinces the critic that this is the case, 
whilst the strength of his conclusion is reinforced by 
remembering that the temperament of the Australasian 
peoples ів to be up-to-date, at any reasonable outlay.” T 

ur contemporary then proceeds to give illustrated articles 
on all kinds of electrical installations that are working in 
Australia, New Zealand and Tasmania for lighting, power, 
traction, coal, lead and silver mining work, also hy 
electric systems. Photographs also appear of a number of 
leading men—some of them old familiar friends—in the 
Electrical Association of New South Wales and the Electrical 
Association of Victoria. 

Other literature that has lately reached our hands con- 
cerning this part of the world includes a. Handbook of 
South Australia; Progress and Resources," by David J. 
Gordon, issued by the Government of South Australia. The 
chief object in view in publishing the volume is to guide 
immigrante, tourists and settlers, and that being so it mast 
necessarily contain also an account of the leading industries. 
These are particularited in this book with notes on their 
growth, information being also given of the resources of the 
State, with the idea of indicating the scope for indus 
expansion. For the worker there are notes on the cost of 
living and the wages paid for skilled and unskilled labour. 
Manufactories exist there for various non-electrical purpose, 
and in this connection we observe it stated that “a winding 
engine for mining purposes, recently manufactured by 8 
South Australian engineering firm for Broken Hill, is credi 
with having a world’s record for hauling power. Under 
Legislation of the year 1907, boards were created in reapect 
to certain trades for the regulation of wages, and the prin- 
ciple of the eight-houra system is in general operation 
throughout South Australia. For the past 40 years there 
has been in existence a South Australian Chamber of Manu- 
facturer, which circulates literature, holds meetings АП 
exhibitions, and in other ways endeavours to promote We 
development of South Australian manufactures and products. 
A book of this description is of quite as much value to the 
English ex porter as to the intending emigrant, for a gen 
knowledge of the countries with which one does business 18 7 
interest and service, even to the electrical man. In the classi 
fied:list of imports we find that among the goods imported Ш 
1906 and 1907 there were the following :— 


1906. 1907. 
Ind ia- rubber good £32,825 38,194 
Iron and steel m 207,239 375,089 
Machinery :— Agricultural 46,181 109,499 
Other eo us. . .. — 961,631 324,316 
Metals, manufactures oft .. 906,685 . а 
Tools of traded (2 43,515 57, 
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In the exports sections the principal item of concern here 
is copper, nearly all other lines being agricultural and such 
like produce. In 1906 the copper ingots exported were 
2,829 tons valued at £236,526, the figures in 1907 increas- 
ing respectively to 3,739 tons, valued at £335,579. The 


copper in matte in 1906 was 1,135 tons, valued at £88,314, 


. but in 1907 it was only 233 tons valued st £22,363. In 
regard to the employment of the people, 49,161,0r 18:57 per 
cent., are engaged as ** primary producers," 6,301 of these, or 
1:774 per cent., being engaged in mining industry. The 
industrial occupations employ 24,924, or 6°87 per cent., in 
manufacturing ; 8,834, or 2°44 per cent. in building and 
construction, and ** indefinite " accounts for a further 7,473, 

‘or 2-06 рег cent. It may be interesting to mention here 
as indicating how wages ran, the following figures prepared 
in September, 1908, by the Government Labour Bureau :— 


Boiler makers, 10s. per day; brass finisbers, 88. 61. to 10s. per 
day ; coppersmiths, 9s. to 104. per day; fitters and turners, 10s. 
per day; ironmoulders, 10s. per day ; pattern-makers, 93. to 10s. 
per day. 


Reference should also be made to Mr. B. H. Morgan's 
pee on “The Trade and Industry of Australia,” 
(Eyre & Spottiswoode, London, 6s.), in which as a result of 
his tour in foreign parts as Commissioner on behalf of a 
home Mannfacturers’ Association, and of his conference 
with Government authorities, Chamber of Commerce repre- 
sentatives and others, he was enabled to bring together a 
large volume of information—much of it of general value for 
reference—on the state of, and openings for, trade, and the 
condition of local industries in Australia and New Zealand. 

He writes that he found an “ unmistakeable desire— 
indeed I might even say eagerness—to improve the trade 
relations with the Mother Country," and leading import- 
ing and distributing houses” in the Commonwealth were 
“ willing to give every possible information with a view to 
increasing British trade." Space precludes our entering 
upon the ground covered in any detail, but we observe that in 
his chapter on ** British and Foreign Trading Methods," he 
describes the three charges of want of enterprise,” want 
of adaptability,” and ** bad packing,” levelled-at the British 
manufacturer in British Consular reports, as being ** more appa- 
rent than real,” and as being ** popular complaints " which 
have been ** uttered with untiring monotony during the past 
decade,” and which are unsupported by Congular details. Mr. 
Morgan “did” the Australian Commonwealth and the 
Dominion of Canada in a few months, leaving England in 
February and arriving back here again in July, 1908, and he 
says that he “ did not find many instances of want of enter- 
prise, want of adaptability, or bad packing " in travelling 
through Australia and New Zealand. May be on a flying 
visit he was otherwise occupied, but he does not omit to 
report in detail a number of “individual cases" that he 
came across. It may be possible to obtain a correct 
impression of a large part of the world in a few months, but 
we ourselves cannot ignore the remarks that are made to us 
by men hailing from countries in which they have spent 
years obtaining a specialised knowledge, and in this respect, 
whatever may be our opinion of Consular reports in general, 
we find that the men coming from the heart of things confirm 
the Consular charges of want of adaptability in meeting the 
general and electrical requirements of foreign markets, and 
want of enterprise on the part of some long-established buying 
houses abroad and manufacturers at home, while we have 
already said enough on the question of bad packing, as have 
also some of our contributors abroad. We wonld like to 
quote, however, the statement made to Mr. Morgan by one 
of the largest hardware distributing houses in Melbourne :— 
“ American manufacturers are, as a rule, very much better 
packers than British." This does not look as though the 
utterances of untiring monotony " were far wrong 

He quotes one testimonial to the improving packing 
methods of the British, and follows it with a number of 
eases to the opposite effect showing the superiority of 
American methods ; one instance cited relates to a consign- 
ment of English lighting glassware, 50 per cent. of which was 
broken. This and other cases seem to us to provide the 
omission of details that the Trade Commissioner says is 
observed in the Consular reporte, Mr. Morgan blames the 
shipping companies for breakages, the shipping companies 
Ietort—you must pack better. 


He says The British manufacturer is rather slow in his 
methods, and he will not make medium and low class goods. 

. . 5. . We undoubtedly make a mistake in sacrificing 
everything. for quality." What is this, then, but lack of 
adaptability ? —and lack of adaptability is more or less lack of 
enterprise. This, it is said, will always tell against him in 
& new country where the foregoing characteristics are 
specially called for, as is the case in some branches of 
Australasian trade." Quite во, that is precisely what the 
Consuls have “ uttered with untiring monotony.” What 
Mr. Richard Grigg said in regard to Canada (see ELECTRICAL 
Review, March 138th, 1908, p. 457, and Jaly 16th, 1909, 
p. 94) and what Blue Book Cd. 3867 said of New Zealand 


(see ELECTRICAL Review, June 18th, 1909, p. 990), is, we 


believe, worthy.of close study. 

The Times in its Financial Supplement recently com- 
тепсей a series of articles on “ British Oversea Trade.” 
The second of these articles relates to the Australian markete, 
and is written by a Sydney correspondent. He says that in 
many lines the United Kingdom is losing ground in 
Australian trade, but in other lines she is maintainiag or 
improving her position. The position of the United 
Kingdom is a predominant one, and the principal foreign 
competitors are the United States and Germany, but even 
then the exports from other British possessions in 1907 to 
Australia, practica'ly equalled in value those from the 
United States.” He says, Perhaps the best way for the 
foreign manufacturer to secure a footing is to introduce a 
novelty ; he is sure to find England a slow copyist. Then, 
too, the Mother Country does not care for the cheap 
trades . . . . It is all very well to say that these cheap goods 
are rubbish and deareatin the end. If we want showy stuff 
we have to be humoured. The question of quality is our 


affair.“ The English exporter is shown to lead strongly in 


most metal and machinery lines, but he does not do so in, 
inter alia, lampware, electrical machinery, mining machioery. 
An English shopkeeper is instanced who made an effort to 
place business in England: Some orders he gave were 
badly packed and badly executed. That, of course, is his 
version. Bat he went to Germany and bought extensively." 
Many British lines have preferential treatment, but how 
does the foreigner obtain a footing ^" Answering his own 
question, the Times writer says: There can be no question 
that the foreign heavily subsidised shipping linea to 
Australia are a material assistance if they carry the goods 
very cheaply. . . . Often the foreign agent will sell without 
profit, or even at a loss, to secure a footing, and he will sell 
small lines and take much trouble with them.” This very 
interesting article is concluded in the following terms :— 
There is no doubt the Briton is often a slow competitor, and does 
not care to disturb his groove. Не does not take a hand in ths 
factory as he once did. But he is also handicapped by high rail- 
way freights in England, by shipping freights higher than the 
foreigner often pays, and by Government departments which have 
not the mercantile adaptability. Still, the manufacturer must 


learn and know for himself. In many lines the British manu- 


facturer is quite up-to-date, and does well here. Bat where foreign 
competition succeeds there are good reasons, and they should be 
taken to heart. Tae British maker who is losing ground should 
come and see for himself. i 


These words were not written particularly concerning the 
electrical indastry, but we earnestly urge British electrical 
manufacturers to indulge in a little self-examination and see 
whether the criticisms are in any degree deserved by them, 
and if they are, apply the remedy. 

This sub-title, to say the least of it, 

Some Export Trade is expressive. It serves to warn the 

Humbugs.“ aspiring exporter that he must ** watch 


out," апа not be led into entrusting . 


the interests of his firm to the first euthusiastic zealot who, 
with a profusion of big promises and self-advertisments, offers 
his services. The words formed the title of an instructive 
address delivered not a great while ago before the American 
Cotton Manufacturers’ Association, by Mr. E. N. Vose, who 
warned his hearers against the syndicate agent" as the 
commonest type of the class. We quote some extracts from 
Mr. Vose's address from the American Electric! Record for 
the edification and warning of British electrical exporters. 

It is by no meana unusual fora group of manufacturers in closely 
related lines, cr perhaps residing 1" Łe same city or belonging to 


the same club, to form a little syndicate or organisation for the 
purpose of sending а salesa.. abroad to represent them all jointly, 
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This plan is фер and entirely practicable. The humbug who 
seizes upon this idea reverses it. Instead of the manufacturers who 
form this "syndicate" working together and hiring the foreign 
salesman who seems to them most capable, the agent makes his own 
arrangements with each manufacturer separately. Instead of con- 
fining the syndicate to four or five closely related lines—such as 
clocks, watches, silverware, and jewellery—he calls upon anybody be 
thinks he can get and cheerfully undertakes the representation of 
watches, steam engines, hair restorers and sulky plows, and as many 
other lines as he can run across, While u:ually asserting that he 
intends to have at most only 10 firms in his syndicate, the agent 
often secures that number in a ringle city and then goes on for 
more, telling each new victim that his firm is the last one needed 
to complete the enterprise. As the agent has no intention of 10 
much as attempting to secure business for his clients, it is easy for 
him to make big promises. It is the folks who intend to keep 
their word who are hampered by having to keep within the prosaic 
limits of probability. The thing to do, when such syndicate agents 
come around is simply to put their statements to the test, insist on 
knowing the name of every firm composing the syndicate, in- 
vestigate the agent's credentials and antecedents, and, in a word, 
treat the whole proporition jast as you would if it related to 
domestic trade instead of foreign. There is no hocus-pocus about 
export trade that prevents the ordinary rules of business and of 
common sense from beirg applied to it. 

An ingenious variation on the syndicate idea is that of the 
species of humbug who proposes to sell the manufacturer's gcods 
strictly on a commission basis with a small salary to cover expenses. 
As the salary is to be deducted from the amount of the first order, 
and is not due if ttere are no orders forthcoming, the manufacturer 
considers himself quite safe in signing this contract, and cases have 
even been known where men who have been victimised by the 
syndicate game have been victimised a se-ond time by this clever, 
and apparent]y innocent, scheme. 

What happens, however, is this. The swindler disappears with 
his contract in his pocket, and for a year or so no more is beard of 
him, and he is well-nigh forgotten. Then an order is received from 
some distant point through his New York representative. The 
goods are shipped as directed, but instead of a remittance the 


manufacturer receives a neat little “statement” showing that his - 


account with his forgotten agent stands somewhat as follows: 


To 19 months’ salary at $50 per month, as per contract .. 8600 
To commission оп sale at 10 per cent гә io, “Cae ae 60 


ee ee ee ee $660 
АС ae ee oe 600 


— — 


By merchandise, as per invoice 


Balance still due vue Я A ЖЕ га $60 


While the cool request for another 60 dollars or co is usually 
ignored, the manufacturer really has no redress in a cate like this. 
The goods are beyond recovery, and are, of course, sold before this 
" Statement" is ever rendered, while if the humbug were caught 
which is also difficult —his "contract" would probably protect him 

nst a criminal charge, and his utter lack of resources renders a 
civil suit uéeless, The only way to avoid such expensive experi- 
ences is to act toward such propositions as toward syndicate 
schemes—rigidly investigate everything, and reject ats>lutely 
those that show the lightest ground fcr suspicion. 

The very latest wrinkle ia the line of export agent humbuggery 
hails from Egypt, although a somewhat similar scheme bas been 
tried elsewhere. A firm in Egypt made a contract with an 
American manufacturer whereby it was granted the exclusive 
agency of the manufacturer’s goods for that country, the contract 
to run for two or three years unless formally terminated. As no 
orders were ever received, the American ccncern decided that its 
agent had gone ont of business or was unable to effect any sales, 
and allowed some of its products to go to another Egyptian firm. 
The "exclusive agent" seems to have been waiting for thig very 
thing to happen, for he immediately pounced upon the manu- 
facturer with a suit for 50,000 fr. damages for breach 
of contract. The case went to the plaintiff Ly default, 
and he secured the full amount demanded and coste, 
together with a Court order autkorising him to seige the defen- 
dant’s goods or property in any part of Egypt. The result of this 
piu was not so serious in point of actual loss, since the goods 

hus seized amounted to only a few huudred dollars in value, but 


this manufacturer now finds himself barred out of the Egyptian - 


market indefinitely, while his competitors may be getting a firm 
foothold there. The same scheme in France or Mexico or any 
large buying market might result in very heavy loss both in con- 
fiscated goods and in trade. It is rarely worth while to contest 
such cases, since local Courts will almcst invariably favour the 
plaintiff, and foreign lawyers are usually troublesome and expen- 
sive. It is extremely difficult to prevent a few packages of one's 
goods from getting into a country tied up by such an exclusive 
contract, even when the utmost care is taken to do во, since 
merchandite often travels by roundabout channels, 


(To be continued.) 


French Railwsys.—The eventuality of the conversion 
of French railways to electric traction has induced the Compagnie 
Thomson-Houston, of Paris, with the co-operation of the A E G., of 
Berlin,and various banks, to decide upon the formation of a company 
with a capital of 4200,000 as a kind of trust in connection with any 
schemes which may be brought forward. In this way the German 
company hopes to secure appropriate and adequate representation 
when any proposals are in contemplation. 


REVIEWS. 


Radio-Activity and Geology. By J. J. JOLY, Sc D., F.R.S. 
London: Constable & Co. Price 7s. 6d. net. 


This most interesting work, of some 800 pager, is an 
extension of Dr. Joly's presidential address to Section C of 
the British Association in 1908. It contains chapters dealing 
with radio-active measurements, together with some nine 
other chapters dealing with the influence of radio-activity on 
terrestrial history. 

The Age of the Earth " and the state of ita interior is a 
fascinating subject for speculation. Sofar as the writer is 
aware, no one except Lord Kelvin has succeeded in giving 
an estimate of the earth’s age, free from very grave un- 
certainties. The methods adopted have been (a) geological, 
based on rate of denudation of rocks, or quantity of sodium 
in the sea; (ö) physical, Kelvin's method, based on the fact 
that the present temperature gradients are regarded as due 
to escaping heat from the earth’s interior, the earth originally 
being supposed to have been in a highly heated condition. 

Now, however, owing to advances in radio-active research, 
we have a school of scientists who ask us to believe that the 
earth is not necessarily a cooling body, but that its losses of 
heat may be made good, and even its original store of heat 
accounted for by the presence of radio-active substances in 
its constituents. 

Before accepting such a doctrine it is well to look into the 
facts a little closely. 

Uranium, the supposed parent of radium, has never been 
experimented upon in the laboratory. Radium has been 
experimented on, and it is found that its changes are inde- 
pendent of pressure and temperature, within the limita at 
our disposal. It is therefore assumed by those scientists 
that uranium when buried under immerse depths, and st 
great temperatures, still behaves in the same way as it s 
supposed to behave — viz., still remains the parent of 
radium, and undergoes radio-active change. The radio- 
active changes being wholly atomic, there changes Ме 
supposed independent of external conditions of every 
description. | 

Next, the rocks containing uranium are of great density, 
and at first sight one would suppose that we might expect 
to find them concentrated at or near the centre of the earth. 
Observations, however, of temperature gradients reveal the 
fact that the radiam in the earth’s interior is much more 
sparsely distributed than on its surface, and the conclusion 
is arrived at that theré is a layer of ** radium-rich " material 
in the earth's surface extending to a depth of 30 miles or 
so. Beneath this the radium deposits are much less rich. 

Further, we have in this volumean attempt to account for 
the observed underground temperatures in the Simplon and 
St. Gothard tunnels, and perhaps this is the chapter which 
will strike the general reader as the most unsatisfactory of 
the lot. In this case certain temperatures at different points 
in the tunnel are observed which do not at all agree with 
the radio-active content of the rocks (see page 86). 

Of the various chapters, thoee on ©“ Radio-Activity and 
the Interior of the Earth,” and ** Uranium and the Age of 
the Earth,” seem the most interesting. | " 

The chapter on the ** Radio-Activity of the Atmosphere, 
discusses the presence of helium in it. As is well know, 
the amount of helium seems relatively enormous, and co 
not have accumulated in this geological epoch. It is hinte 
that this helium may be the accumulations of pre-geolog!c 
times, and here it seems we аге in quite as bad a state 88 the 
geologist with his bank of time. i 

Entrancing as it may appear to account for the earth? 
age, &c., most of the hypotheses piled one upon the other 
being quite unprovable, it will, of course, be noticed that 
such calculations cannot possibly be regarded in the same 
way a8, say, Lord Kelvin’s estimate of the earth’s age k 

Nevertheless, Dr. Joly has written a delightful boot 
which will be welcomed by everyone interested in this 
latest phase of ecientific progress, and the general reader, 07 
the geo'ogist, unacquainted with radio-active measurement 
will find some explanatory chapters. There are also Mat he 
matical Appendices at the end of the book in which t 
method of calculating underground temperatures due 
radio-activity is simply. explained. 
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On 100 we notice a printers’ error, ** potentional ” 
miatea of * potential," otherwise the book seems quite 
flawless in this respect. 

We cordially recommend a perusal of this work to all those 
interested in these up-to-date speculations. 


Electric Railway Engineering. By H. F.  PARSHALL, 
M. Inst. C. E. and H. M. HORART, M.I.E.E. London: 
Archibald Constable & Co. Price 4 28. net. 


A large quarto-sized book of 450 pages, treating, in a 


most exhaustive manner the various problems connected with 


the application of electric power to heavy railway work, as 
distinct from tramways. It is a fine example of the printer's 
art, and the illustrations, curves, tabular date, &c., are 
presented in such a way as to make the book a most valuable 
one for ready reference as well as a book to read steadily 
through. 

The subject matter is divided into three parts. The first 
treats of The Mechanics of Electric Traction; Tractive 
Resistance and Force: Acceleration; and Studies of 
Characteristics of Motors and Load Curves, The second 
part describes Generating Plant, Details of High-Tension 
Transmissions, Sub-Stations and the Third Rail and Over- 
head Wire Methods of Conveying Current to the rolling 
Stock. The third is concerned with rolling stock, Loco- 
motives, Trucks, and includes a Comparison of a Single- 
Phase and Continuous-Current System. 

The authors take a series of established facts and connect 
them together with subject matter written in a clear style. 
They have very definite opinions on a number of debateable 
points, and they state them in unmistakable language, where 
perhaps others would have written ambiguously. 

rding the scope for railway electrification, they are 
of opinion that the field, at present, is on urban and suburban 
lines. They admit straight away that, except in the case of 
exceedingly dense and steady traffic, the cost of working by 
electricity will, apparently for a long time to come, be greater 
than that of working by steam. 

Many electrical engineers, and especially those few who, 
like the writer, have served their engineering apprentice- 
ship in a locomotive-manufacturing. works, will be able to 
subscribe to the authors’ reference to the excellencies of the 
steam locomotive. They say, “In the application of 
electricity to long-distance lines, it is to be steadily borne in 
mind that the steam locomotive has demonstrated itself to 
be the most efficient self-contained machine, considering ite 
varying functions, that the engineer has yet devised. To 
compete with this machine, every appliance entering into 
the electric traction installation must compare from every 
jon of view as regards efficiency with this most highly- 

eveloped and perfect, mechanism." е 

Standardisation has been опе of the great elements of 
success in steam railway working, and the future growth of 
. electric traction will be slow until the standardisation phase 
has been reached. At the present time there exists a wide 
difference of opinion among engineers regarding the com- 
mercial advantages of alternating and continuous-current 
motors for traction. The authors make it quite clear that 
they do not favour the single-phase system, and they say “ we 
are satisfied that a careful comparison of the two types at the 
present time is decidedly to the advantage ef the high- 
tension continuous-current motor.” 

. Acceleration is very exhaustively dealt with, the separate 
sets of curves in this chapter alone numbering over 200. One 
set of curves shows the limits of attainable average and schedule 
speeds. Thus, for a 1-mile run between stops, an average 
speed of 45 miles an hour is practically unattainable. Such 
an pila speed with one stop per mile, and a duration of 

n 


20 geconds per stop, involves a total of 
45 x 20 
— 60 == 15 minutes 


out of every hour during which the train is at rest. 
corresponding schedule speed is therefore— 
60 — 15 : 
60 * 45 =e 38:8 miles per hour. 


In practice a schednle speed of 30 miles an hour repre- 
sents the upper commercial limit. 


The 


The accelerating gradients of the Central London Railway 
contribute as much as one-fourth of the energy supplied to 


the train, and similar retarding gradients assist the brakes 


when stopping. 

Table XII is important, because it gives the recoverable 
energy per ton-mile in percentage of total energy expended at 
axles per two-mile run from start to stop, and with an average. 
speed of 30 miles an hour. If the maximum speed at com- 
pletion of acceleration is 60 miles, the recoverable energy is 
70 per cent., whereas with maximum speeds of 35 and 31 
miles it is 50 per cent. and 48 per cent. respectively. 

From their own testa the authors say that for relatively 
low schedule speeds and infrequent stops the advantage of 
employing regenerative control is very slight. On the other 
hand, a high schedule speed with frequent stope permits of 
much greater advantages than is generally realised. They 
give a practical case where it works out at 25 per cent. of 
the energy input to the train. 

The largest chapter in the book deals with characteristics 
of electric railway motors,.and if there is anything more to 
say on the subject than the anthors have stated, then it, 
must surely deal with the colour and thickness of the paint. 
There are over 100 carves in this chapter and 22 tables. 
Table XX gives some excellent information regarding five 
alternate methods of motor control. Parallel control gives 
an efficiency, during the period of acceleration, of 42 per 
cent., and series-parallel control, with an infinite number of 
steps, can only attain to 65 per cent. 

Discussing the question of steam prime movers, the authors 
thus sum up the matter. For a large installation with large 
units a slow-speed engine or steam turbine would be more 
suitable than a high-speed reciprocating engine. The former 
should be used if the facilities for condensing are limited, and 
the turbine if there is abundance of condensing water at a 
convenient level not involving much extra power in lifting. 

the case of a small installation, where the size of the 


units is under, say, 500 Kw., the high-speed reciprocating 


set would be found more suitable than a slow-speed set; 


and if the condensing facilities are limited a steam turbine 
is out of the question as against a high-speed set. 

A noteworthy feature of this chapter on generating plant 
is the tabular data of overall thermal efficiency of power 
plant. Table XLI shows the possible commercial efficiency 
of a steam plant, varying with size of unit and load-factor, 
and the values given are such as the station engineer should 
obtain, provided he has all the advantages of superheat, 
ample condensing water, pressure, &c. If any specific 
advantage is absent, such, for instance, as superheat, or if 
the station is placed so that the amount of condensing water 
is limited, or if it has to be lifted to a considerable height, 
then the value of such deficiency can be readily calculated, 
and the necessary corrective can be applied to the figures in 
the table. 

The chapter on the distributing system contains an 
amount of practical information, the preparation of which 
must have involved considerable research and experiment. 
Table LX XVI, for example, gives the dip and span of sus- 
pension cables for different ranges of temperature. Also, on 
page 270, there is valuable data on the resistance of steel 
rails, according to the amount of carbon, manganese, 
silicon, phosphorus and sulphur present. Table LX XXII 
gives the resistance, reactance and impedance of bull-head 
ateel rails, and a very important table, LXXXVII, gives 
the total impedance per mile of circuit, consisting of over- 
head conductor and rail return. Leakage from track rails 
is also exhaustively dealt with, and it is a matter likely to 
assume some importance if single-phase traction comes to be 
adopted. 

Needless to say, all the leading electric railways in the 
world are described, or reference made to their principal 
features. The authors have most to say about continuons- 
current railways, but that is natural, as the majority of 
railways are worked on that system. The advocates of single 
and three-phase railways have, however, nothing to complain 
of in the way auch railways are dealt with. Whatever be the 
merita of the various systems, this book places on record in a 
handy form, the details of much fine original engineering 
work carried out by electrical engineers during the last 10 
ma It is a record the profession, throughout the world, 

as every reason to be proud of. E. K. 8. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


FRANCE—FRENCH WEST AFRIOA.—In the French possessions 
. in West Africa situated outside the zone dealt with in the 
Treaty of 1898 with the United Kingdom—that is to say, 
in Senegal, French Guinea, Upper Senegal, Niger and 
Mauretaine—a duty of 12 per cent. ad valorem is levied on 
electrical and similar goods. In the other French possessions 
in West Africa—viz., the Ivory Coast and Dahomey—the 
duty is 10 per cent. ad valorem. The value on which duty 
is calculated is the value of the goods at the place of 
importation, as fixed by the official at the port of importa- 
tion, or the value as shown by the invoice and increased by 

25 per cent. 


GAMBIA.—The following goods are admitted free of duty :— 
Machines for industrial purposes ; mills for grinding, sawing, 
raising water, or any such as are set in motion by electricity, 
steam, horse, wind or water power, and all parts of the said 
millis; pipes; scientific instruments and apparatus; steam 
engines or any part of a steam engine; articles of every 
description imported for the use of the Colonial Govern- 
ment ; all bona fide telegraph materials landed for the use of 
the African Direct Telegraph Co. 

Electrical and similar goods not specially mentioned are 
dutiable in general at the rate of 5 per cent. ad valorem. 

The value of goods liable to ad valorem duty is to be taken 
as the invoice value, less trade disoount, freight, insurance, 
and value of packages. 


NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) 


Compiled ressly for this journal by Messrs. W. P. Тномрвох & Co., Elec- 
trical Patent Agents, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


18.310. Improvements in electric advertising signs.” Н. H. CLEMENTS. 


Augast 9th. 

18,396. “Improvements in switch plugs for telephone exch . BIRMENS 
Bros, & Co., . (Application B patent of addition to No. 9,502, 1909. 
August 9th.) (Complete). А 

18,898. Im ements in flame arc electrico ) . Siemens SCHUCKERT- 


тквкк G.m.b.H. (Date applied for under Sec. 91 of the Act, August 11th, 
1908, being date of application in Germany.) August 9th. (Complete.) 

18,866. “Improvements in or relating to what js known as photo-telegraphy.“ 
T. T. Baxr. August 9th. 


18,402. ''Improvements in telephonic tranemitters or microphones.” 
G. А. NussBAUM. August 10th. 


18, 4056. Improvements in electric clocks." F. Horx -Jonxs. August 10th. 
18,409. "Improvements in and relating to electric insoles for shoes, boots 
and the like." O. RAMPELDERGH. August 10th. (Complete.) 


18,490, '' Improvements relating to magnetic separators.” A. P. HUTCHINSON. 
August 10th. 


18,488. ‘Improvements in the electro-chemical production of phosphatic 
fertilisers.” G. Levi. August 10th. 

18,496. "Improvements іп or relating to wireless telegraphy." V. Colin 
and M. Jxaxcx. oe applied for under Sec. 91 of the Act, April 17th, 1909, 
being date of application in France.) August 10th. (Complete.) 


18,449. '' Improvements 5 0 the parallel driving of electrio gene- 
rators and prime movers." D, BERTS, A. R. BxLLAMY and C. JAMES. 
August 10th. 

18,456. ‘Improvements in telephone exchanges.”  Bigxxkxs & HALskE 
AxT.-GQxs. (Date lied for under Sec. 91 of the Act, Ootober 2nd, 1908, 
being date of application in Germany.) August 10th. (Complete.) 


18,457. '* Improvements in ignition devices for internal combustion engines.’ 
R. BoscH. (Application for patent of addition to No. 96,485/07. Date applied 
for under Sec. 91 of the Act, September 17th, 1908, being date of application in 
Germany.) August 10th. (Complete.) 

18,469. Improvements in and or connected with electrodes for arc lamps." 
F. M. Lewis, August 10th. 


m tt Improvements in electrical switches." J. H. Tucker. August 
llth. 


18,484. “ Improvements in balancers, auto-transformers and boosters on 
direot current system." А. М. TarLon. August lith, 

18,99. ''Improvements in electric traction." E. G. Pixx. August llth. 

18,500. Electric circuit closer for use with railway switch points, point 
locks, signals, train stops, gates and the like." A. H. Јонмвох. (Date applied 
for under Rule 13, December 18th, 1908. An invention comprised in applica- 
tion No. 27,554, dated December 18th, 1908.) August llth. 


18.511. Electric burner for heating water to pronos superheated and 
ordinary steam for motor cars of all descriptions and motor boats." G. E. A. 
HorpswoRTH. August llth. 


18,622. "Improvements in or relating to systems for telegrapby and tele- 
phony.” J. Peary and В. G. Brown. August llth. 

18,594. ‘Improvements in transmitting apparatus for wireless telegraphy.” 
Q. Marcon! and Marconi’s WIRELESS TELEGRAPH Co. 


18,584. Multiple distribution for ignition apparatus.” Firm R. Bosch. 
(Date applied for under Sec. 81 of the Act, July 20th, 1909, being date of applica- 
tion in Germany.) August lith. (Complete.) 

18,583, ‘Improvements in and relating to electric mechanism for writing 
and colour changing signs.“ R. F. VENNER and R. C. GiaEsBACH. August 12th, 


18,590. '' Means for preserving or protecting the lead supports of the posi- 
tive electrodes of secondary or storage batteries from peroxidation." Р. 
Magino. August 2th. (Complete.) 


18,594. '' Improvements in or relating to communicators for dynamo.electric 
machines.“ P. A. Lancs. August 12th. 

18.624. Improvements relating to electrical devices for controlling move- 
ments from a distance." P. Үкү. (Date applied for under Вес, 91 of the Act, 
August l4th, 190%, being date of application in France. August 12th, 
(Complete.) 

18,636. “Improvements in arrangements for charging and discharging 
accumulators or secondary batteries.“ A. M. TAxLR. August 13th, 


18,665. "Improvements in switch mechanism for small electric lighting 


nstallationg,"" C. A. VANDERYELL and A. H. Mipcusy. August 18th, 
Complete.) 


18,675. ''Improved automatio switch gear for the remote control ot electric 
motors," M. T. Mepway and M. D. Scorr. August 18th. 

18,687. Improved switch for controlling electrical cirouits." T, J. Rom 
and E. Вовкк. August 18. (Complete.) s 

18,690. ‘* Improvements іп and relating to insulators for telegraph, telephone 
and like wires.“ А. М. Bounxx. August 18th. (Complete) 

18,691. Improvements in and relating to oounting trains for electricity 
meters and the like.“ W. HAMILTON and FERRANTI, LTD. August 18th. 

18.755. Improvements in electrical timing mechanism for clocks and the 
like." F. H. M. Тномлв. August l4th. 

18,756. Improvements in or relating to electric lamps and galvanic bat- 
teries.” F. J. TuRQUVAND and W. A. TuRqQUAND. August 14th. 

18,758. Improvements in means for lating the sensitiveneas of the 
ttipping devices employed in connection with the automatic operation of elec- 
trical switches." P. HERO., August 4th. 


18,771. ‘Improvements in or relating to electrical or electrically-operated 
fire alarms.” W. LEAKE and A. V. RusHwoBTR, August 14th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs, W. P. THoMPSON & Co., 822, High Holborn, W.O., and at Liver- 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


ELECTRICITY METERS AND OTHER MkAsuRING INsTRUMENTS. G. Hookbam. 
16,802, July 9bth. (Cognate application No. 219/09.) 


Sounprroor Box FOR TELEPHONES AND OTHER Purposes, W. H. Colwill and H. 
Horswell. 16,755. Augusti0th. 


TELEPHONE EXCHANGE BYSTEMS AND APPARATUS THEREFOR. J. E. Kingsbury. 
(Western Electric Co.) 17,209. August 15th. | 

Pacrrmee INCANDESCENT ELECTRIC Lamps. M. I. Cooper. 17,978. August 37ih. 

REGULATION OF THE SPEED oF ErnkEcrRIO Motors. Siemens Bros. Dynamo 
Works. (Siemens Schuckertwerke Ges.) 18,017. August 27th. 

THRRE-WIRE TELEPHONE Systems. F. J. Dommerque. 18,083, August 27th. 

Evzoraic Starting SwitcHEes USING Liquip Resistance. Sandycroft Foundry 
Co. and T. M, Dutton, 18,628, September 4th. 

ErLxorRicAL Ienrriox Devices. E. Denieport. 18,811. September 8th. 

ELECTRICAL Drarvine Gear. G. F. O. Pollet. 29,877. October 8186. 

MEans ron HOLDING GLOBES OR SHADES IN THE GALLERIES OF ELROTRIC LIGHT, 
Gas AND OTHER FiTTINGS. Falk. 22,964. October th. 

MANUFACTURER or ELzcrRic Conpucrors. P. MoGahan. 28,007. October 29th. 
(Date applied for under International Convention, November 8th, 1907.) 
Ввовн GxAR ron DyNAMO-ELEkOTRIO MACHT. P. L. R. Fraser and Tudor 

Accumulator Co.) 28,709. November 6th. 
INTERCOMMUNICATIOM TELEPHONE Systems, G. Burney and J. Brinkmann. 
тшд Г 25th. (Application for Patent of Addition to No. 
à " 


BHADE Devices FOR INCANDESCENT ELEOTRIC LAMPS. C. W. Frauenlor. 27,528. 
December 18th. 


1909. 


INSTRUMENTS FOR MEASURING THE DECREMENT OF ELECTROMAGNETIC OSCILLA- 
TIONS.  Marconi's Wireless Telegraph Co. and H. J. Round. 186. 
January 4th. 

ALTERMATING-CURBENT MaoNErS ғов RESONANCE APPARATUS. G. G. M. 
Hardingham. (Hartmann & Braun Akt.-Ges.) 2,016. January 27th. 

I@nNITION INDICATOR FOR A MULTI-CYLINDER INTERNAL-COMBUSTION ENGINE, 
PARTICULARLY FOR Motor-Cans. H. H. Mattonet. 8,408, February lith, 

SWITCHBOARD EQUIPMENTS: FOR TELEPHONE ExcHANXGES. F. F. V. Johannsen. 
8,539. February 12th. 

DiRECTED WIRELESS TELEGRAPHY. E. Bellini and A. Tosi. 4,801. February 
96th. (Date spplied for ander International Convention, March Т, 1963.) 

WiRELESS TELEGRAPHY. 8. Eisenstein, 5,678. March 8th. (Application for 
Patent of Addition to No, 10,019/08.) 

Friction CouPLIiINGS ADAPTED FOR Usk WITH ELECTROMOTORS ғов Dnrvino 
MacHiNE TooLs AND THE LIKE. P. M. Justice, (Soo. Anon. Electricité 
Electromecanique.) 6,850. March 22nd. 


кысыш Асаш ыш Furnaces, Gröndal Kjellin Co. and J. Harden. 8,194. 
pr А 


. POLARISED MORSE SOUNDERS AND INK WRITERS. С. С. Vyle. 8,583, April 8th. 


ELECTRICALLY-OPERATED CRANES, LIFTS AND THE LIKE. Allgemeine Elektricitáta 
Ges. 8,156. April 7th. (Date applied for under International Convention, 
April 8th, 1908.) (Application for Patent of Addition to No. 17,629/C8.) 


Wireless Telegraphy in China.—A Shanghai corres- 
pondent of a German newspaper reporte that a wireless telegraph 
installation was recently erected on the new building of the English 
Palace Hotel in that city, for the purpose of establishing com- 
munication wit} incoming and outgoing ships via Wasung. Imme- 
diately on the apparatus being brought into use, on the opening of 
the new hotel in July, the Chinese Government lodged a protest 
against it on the ground that wireless telegraphy was a State monc- 
poly which could not be granted to private individuals, The 
owners of the hotel, and the British authorities on their behalf, 
sought to maintain the British claim, but they finally had to give 
way after the Government expressed readiness to buy and remove 
the installation. The objections of the Chinese are explained, the 
correspondent states, by the experiments which the Government 
recently made with systems of wireless telegraphy, and by the 
value which would be attached to an extension of euch a network 
throughout that enormous empire. Owing to the great distances 
the existing overland telegraphs are worked at great cost, especially 
as they are almost exclusively carried along the river valleys and 
are subject to conetant floods and breakages, whilst the wires in 
various districts have to be guarded by military in consequence of 
the attitude of the population. In the circumstances, the intro- 
duction of a State system of wireless telegraphy would be of extra- 
ordinary value to China, and this belief led to the experiments 
already mentioned. 1% is said that a German system has proved 
to be the best, and has the most prospect of being introduced in 
China. 
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ELECTRICITY AND THE 
« MAURETANIA.” 


A PLEA FOR RECOGNITION. 


THE remarkable regularity with which the Mauretania has 
recently made and remade record voyages to and from 
America has astonished the lay mind and surprised the 
engineer. The former, with its characteristic docility in 
accepting without question what jt is given, believes that 
the change of propellers when the boat was overhauled at 
the end of last year was the cause of the sudden access of 
speed, but the engineer would fain have some better reason. 
À boat of this size which has scarcely exceeded 23 knots 
since it left the builders’ hands does not, acquire a normal 
speed of 26 knots by aslight modification of the construction 
of the propellers, which were originally the outcome of the 
ingenuity of the foremost designera and could not well be 
materially improved upon. The simple fact is that the ship 
has all along been capable of this great speed, as proved by 
the official trials, when an average of 26'5 knote was obtained 
on a 48 hours’ trial, and the reason that it had not since 
been reached was either that the engineers had not become 
fully conversant with the efficient working of the machinery 
or else that they had received orders not to put it to the teat. 

Without in any way reflecting upon the abilities of 
the engineers, it must be admitted that they did not seem 


to have grasped the great possibilities of the various 


auxiliaries on the ship ; and it is attention to these auxiliaries 
which determines the ultimate fulfilment of the designers’ 
ideas. | 

As is now well known, practically all the auxiliary machinery 
on the Mauretania is electrically driven (see ELECTRICAL 
Review, April 3rd, 10th and 17th, 1908), and it is equally 
well known, especially among electrical engineers connected 
with shipwork, that marine engineers have a stubborn and 
conservative objection to anything other than the steam-driven 
When, 
therefore, an electrical installation of more than 2,000 H. P. 
was thrust upon them with practically no qualified electri- 
cians on board to enlighten them as to its proper usage, they 
naturally felt some trepidation, and had little desire to 
attempt any record speeds. 

Perhaps it is not quite evident why the speed of “the ship 
should entirely depend on the auxiliary plant, and in explana- 
tion it must be said that practically all fast boats require a 
relatively enormons quantity of steam at high pressure, 
which can-only be obtained from the boilers when high-power 
forced-draught fans are employed to supply air to the 
furnaces, and a slight diminution in their output has an 
immediate effect on the steam pressure of the boilers, and 
consequently on the speed of the engines and propellers. In 
the case of the Maurefania the forced-draught fans are 
electrically driven, the number of motors being 16, each of 
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50 н.р. when running at a speed of 450 m.P.M. In order 
that the boat may steam at 26 knots, which is obtained 
with а propeller speed of 185 to 190 B. P. M., a boiler pressure 
of 180 lb; per square inch is necessary, requiring the full 
power of the forced-draught fans. It is evident, then, that 
the working voltage for which they have been designed 
should be maintained at the terminals of the fan motors, 
which means that the speed of the electric generating 
engines must be kept up, and it was the failure to recognise 
the essential importance of this point that led for so long to 
the disappointing performance of the Mauretania. 

The dynamos are of 500 н.р. each, and are turbine-driven, 
the steam being obtained either as a branch supply from the 
main steam-pipe for the propelling turbines or direct from 
the boilers, as may be desired. The exhaust steam is taken 
to the direct-contact feed heater, where it is used for raising 
the temperature of the boiler feed water, and the turbines, 
therefore, work against a back pressure. There are now 
two causes which may reduce the speed of the turbo- 
generators, lower the voltage, and hence indirectly diminish 
the speed of the ship by the consequent slowing down of 
the forced-draught fans: (1) the steam pressure (at the 
turbine stop-valve) may be low, or (2) the exhaust pressure 
may be high. | 


It might be imagined, with some reason, that a decrease’ 
in steam pressure would have its effect primarily upon the . 


main turbines, but, curiously enough, this is by no means the 
сазе, and it was here that the first mistake was made. All 
the steam from the boilers was led into one main pipe, which 
supplied the main turbines, and from this a branch was 
tuken to the turbo-generators, which therefore received an 
amount inversely dependent on the demand of the former. 
If, then, the main stop-valve was opened slightly, a larger 
qnantity of steam passed through, and less was available for 
the turbo-generators, whose speed oonsequently fell, pro- 
ducing, as explained above, a reduction in the speed of the 
: propellers. 

The next trouble which arose was in the management of 
the feed water to the boilers. If its temperature fell, 
steam could not be raised rapidly enough and the pressure 
fell, and the main turbines slowed down. The engineers 
then used to adopt the apparently obvious expedient of 
closing the exit valve controlling the amount of exhaust 
steam entering the feed-heater from the turbo, which 
undoubtedly caused more steam to condense and the 
temperature of the feed water to rise. Unfortunately, 
however, it also put a back pressure of perhaps 10 to 
15 lb. per square inch on the turbo-generators, which, in 
the alrendy low state of steam pressure, brought about a 
reduction of speed, with the same disastrous results as 
before. 

These points have now been realised by those in charge 
of the ship's machinery ; the entire dependence of the 
boat's speed on the electric generating plant is thoroughly 
understood, and one of the first considerations is to keep 
the voltage up to its normal value at all costs. Never 
before has it mattered seriously if it dropped 10 or 15 per 
cent.—the only result was a dim light and the slowing down 
of а few unimportant motors— but on the Mauretania it is 
vital. 

The steam to the turbo-generators is now an independent 
supply, which does not diminish just when it is required to 


be augmented, i. e., when the ‘main turbines аге opened ont. 
The back pressure is no longer increased immediately the 
feed water falls in temperature, which is but a jump from 
the frying pan into the fire. The turbo-generators were 
designed to run at 1,200 revs. per minnte with a steam 
pressure of 150 Ib. per square inch und a back pressure of 
10 Ib. per square inch, and they are now given a chance of 
working under these conditions. If the steam pressure 
drops, the buck pressure is lessened, not increased, with the 
apparent paredox that the boiler pressure rises. The 
manipulation of the machinery is seemingly so simple, and 
actually so complex, that the most satisfactory resulta caunot 
be obtained by following any set rules; it is really a matter 
of trial and error, and success has at last been obtained by 
careful observation. . 

It is strange, on the face of it, that such apparently smali 
details should be the means of converting a 23-knot boat 
into one of 26 knots; but it is no exaggeration to say that 
the records of the Mauretania are entirely due to a better 
understanding of the electrical conditions. 


TE Muntcipal Journal is angry with the 

Electric ^ Incorporated Municipal Electrical Associ- 

Lighting Acts ation. In the issue of August 27th in an 

асе ent) editorial notice we read— We are as 

: unable to understand the weakness of the 

Board of Trade as to appreciate the subtleties of the Incor- 

porated Electrical Association's diplomacy.” One would 

almost imagine that the Incorporated Municipal Electrical 
Association was in league with the lawyers." | 

Our readers will scarcely need to be reminded that in Ше 

original Bill, Clause 16 gave power to local authorities, as 

undertakers, to provide lamps, meters, electric lines, fuse, 


switches, fittings, lampholders, motors, and other fittings 


for lighting and motive power. It was considered, and in 
our opinion rightly considered, that such a clause would 
give an unfair advantage to municipalities and permit them 
to place themselves in competition with electrical con- 
tractors, who might have to provide their share of the rates 
to cover any loss that might be sustained in this branch of 
municipal trading. Owing largely to the vigorous action of 
the Electrical Contractors’ Association, this clause was 
amended during its passage through the House of Lords, 
во that it would be necessary for municipalities to employ ал 
electrical contractor to carry out work which is generally 
understood to come within the sphere of electrical com 
tracting. In view of the fact that many municipalities were 
opposed to municipal electrical contracting, it was assum 
at the time that the Bill as amended would go through, but, 
owing chiefly to the action of the Incorporated Municipal 
Electrical Association, this has not been the case, Indi- 
vidually, the members of the Municipal Electrical Association 
do not, we think, agree with the principle of municipe 
trading, and in opposing the Avebury amendments, they 
did so professedly, not because they wished their a oat 
to carry out contracting, but merely because the ls 
have the power to do во, во as to prevent scamped or ghoddy 
work by incompetent contractors. We take leave to d 
gratulate them upon their good intentions. The effect 0 
their opposition, however, has been that Clause 16 has been 
dropped altogether, so that the position of municipal elec- 
trical trading remains as it was before. There is, however, 
no doubt that the agitation against municipal trading x 
had, and is having, ite effect, and it is significant that pen 
Bills relating to municipal electrical undertakings have E 
been passed either after the deletion of the clauses #010 
give municipalities power to supply fittings, oF after 
contractors’ clause haa been inserted. 


— 
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^ Engineering Tus 
ng'neering = Section 


Day ? at the 
White City. 


Committee of the Engineering 
of the White City, and Mr. W. 
Yorath Lewis, who has acted as the 
honorary secretary of the Organising 


Committee in connection with the above event, are hoping 


for a successful day to-morrow, Saturday. Much organising 
skill aud energy has been put into the arrangemente, and 
it is desired that for engineers, electrical or otherwise, in 
London or outside, all roads and railways shall lead to 
Shepherd’s Bush, for the purpose of hearing the papers 
and inspecting the objects of engineering interest alluded 
to by us last week, or for doing a little bit of both, 
and winding up with the great fraternising banquet, 
where every ‘course shall be flavoured with a desire 
for securing concerted action between, and more effective 
results by, the numerous technical institutions. We 
understand that applications for dinner tickets have 
been received from all parts of the country. Prodigious 


. efforts have been made to popularise the event, some 


20,000 programmes hàving been issued to membera of 
about 30 technical societies. We are asked to remind 
iutending visitors to be sure and take 1s. with them, 
a3 they cannot get into the Exhibition without it. 
The only other thing that has to be paid for is .the 
banquet—the programme and its accompanying advertise- 
ments are all given away free gratis for nothing. Levity 
apart, however, there is much good in the idea that engineers 
would be better men if they fraternised more, and this event 
may afford engineers an opportunity of meeting old friends 
in the great engineering brotherhood, and making new 
acquaintances. Who knows bnt we may find the humblest 
member of the Charge Engineers’ Association hobnobbing 
with the President of the Civil or Mechanical Engineers ! 


Tue Presidential address of Prof. Sir 
J. J. Thomson to the British Association, 
of which an abstract was published in our 
last issue, and the address of Prof. E. Rutherford, which 
is similarly dealt with elsewhere in this issue, may be taken 
together as a masterly summary of the present state of 
knowledge regarding the nature of electricity, on the one 
hand, and the ultimate constitution of matter on the other 
questions which, it is hinted, may eventually prove to be 
essentially identical, though we are still far from anything 
like certainty on this point. 

Nothing in connection with these addresses can be more 
striking than the immense range of physical magnitudes 
involved. For example, we are told that the radius 
of the unit of negative electricity is 10-186 cm., and its 
mass is 17 part of the mass of an atom of 
hydrogen, while the number of molecules of hydrogen con- 
tained in 1 cubic centimetre under normal conditions is no 
leas than 277 x 10. These figures are easy to write and 
read ; bat what impression do they convey to the mind ? 
It is, perhaps, possible to form a conception of the com- 
parative magnitude of numbers up to the order of hundreds 
of millions—we are accustomed to such figures in connection 
with statistics of population, annual revenue in pounds 
sterling, output of coal in tons, and so on; but when we 
are confronted with magnitudes exceeding one thousand 
millions, it is questionable whether any definite impression 
other than that of vague immensity is left upon our minds. 
What, then, are we to think of the number of molecules in 
1 ст.2 of any gas—viz, 27,700,000,000,000,000,000 ? 
The mass of each of there molecules, in the case of 
hydrogen, is 3,400 times that of the negative unit of 
electricity. 

Again, in 1 gramme of hydrogen there may be, on the 
basis of one corpuscle per atom, a store of energy equal to 
that developed by the burning of 5 tons of coal; if an 
appreciable fraction of the energy stored in matter were to 
get free, *the earth would explode and become a gaseous 
nebula ! " 

The density of the ether attached to a corpuscle is calcu- 


What is 
Electricity ? 


lated to be 2,000,000,000 times that of lead ; and if ether 
is incompressible, it must possess this density throughout 
the whole of space. What physical conception can possibly 
be formed of such a condition ? We are not much helped 
by Sir J. J. Thomson’s cheerful suggestion that matter is 


composed mainly of holes; that it possesses a “bird-cage 


kind of structure,” and that we may increase the distance 
between the wires as we increase the density of the ether ! 

In making these comments, we do not wish to be under- 
stood to throw doubt upon the credibility of the remarkable 
statements and statistics put before us by these great leaders 
in physical science. Their conclusions are based, not upon 
isolated or random observations, but upon a logical series of 
investigations conducted by different ecientists—of whom, 
we are proud to say, our British representatives have ever 
been found in the front rank—upon experiments which can 
be repeated as often as desired, and confirmed to 
demonstration. Upon such substantial foundations has 
the modern theory been upraised, that it is impossible 
to dispute the definite conclusions arrived at with- 
out first disposing of the experimental observations ; “ seeing 
is believing "—and when, for example, it is possible to 
detect the presence of a single a particle, and to count one 
by one the number of particles expelled, by different and 
absolutely independent methods; when investigations of 
entirely different characters, conducted by different observers 
in different countries, all lead up to the same conclusions, it 
is impossible to doubt the validity of the results, however 
difficult it may be to form any idea of their physital signi- 
ficance. There are, however, serious difficulties in connection 
with the popular reception of these modern discoveries, 
and these were emphasised by leading articles in 
the Times and the Daily Hail last week, in both of which 
more or less open ridicule was poured upon some of the 
statements made at Winnipeg. 

Sir Oliver Lodge, replying to these in the Times of 
August 31st, protested against the tendency on the part of 


the lay Press to stigmatise the latest results of physical 


science as “mere speculation,” and pointed out that the 
election of a man to the post of president of a great 
scientific organisation, implying that he possessed the confi- 
dence and approval of his co-workers, ought to ensure that 
his deliberate statements should be received as presumably 
the best and safest exposition of the. state of knowledge in 
his particular subject, and therefore worthy of .respectful 
consideration. The rejéction by the ignorant of what they 
do not understand is inevitable, except in cases where 
habit exerts an influence; even the most dense person, for 
example, must admit the existence of gravitation, though not 
even the cleverest scientist has yet found the explanation of 
that phenomenon. But influential journals ought frankly to 
accept the utterances of our greatest investigators as seriously 
put forward on solid grounds, and as embodying their con- 
sidered judgment and belief; let them refute the arguments 
or attack the evidence if they will, but merely to scoff at 
statements because they have not digested the evidence, 
and therefore cannot appreciate their weight, is an unwise 
and unworthy course to follow. 

There is a curious hiatus in the chain of facts brought 
forward at the B.A. meeting—while the corpuscle or 
electron has been identified with the indivisible unit or. 
atom of negative electricity, and its dimensions have been 
ascertained, far less is known regarding the unit of positive 
electricity. Indeed, there wes a set discussion on the 


question whether a positive unit exists, the report of which 


will be awaited with interest. It appears that the positive 
electron, if it exist, possesses mass about equal to that of an 
atom of hydrogen, and is 100,000 times larger than the 
negative electron; Sir J. J. Thomson suggests the possi- 
bility that the positive units were originally as small 
as the negative, but that most of them have ex- 
ploded" and expanded to the larger size, while there 
are still some small ones lingering in  radio-active 
substances, and liberating by their explosions the energy 
set free in radio-active transformations. We are here, how- 
ever, admittedly in “speculative” regions. There is 
obviously a vast field of work open to research, and we may 
confidently look forward to future discoveries of immense 
interest and importance in this fairyland of the ultra- 
infinitesimal, b 
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METALLIC-FILAMENT LAMP TRANS- 
| FORMERS. 
CONSIDERATIONS REGARDING THEIR TECHNOLOGY AND 
ECONOMICS. 


By L. OROUOH. А 
Tux manufacture of the small transformer of from 1 to 
5-KW. capacity has developed into a large industry during 
the past few years, mainly owing to the increasing use of 
this apparatus with the metallic-filament lamps, though the 
transformers are also considerably used.for arc lamps and 
general testing purposes. The application to metallic- 
filament lamp circuits is,- however, by far the largest in 
extent, and it is with this service that the present article 
exclusively deals. | 

As is well known, the early electricity supply under- 
takings delivered energy to the consumer at 50 or 100 volts 
in most cases. With the demand for increased illumination 
and the development of the carbon-filament lamp came 
insistent requests for a higher supply voltage. Though this 
was favourable: to many stations by greatly increasing the 
distributing capacity of their cables, the capital cost of the 
conversion to higher pressures bore very heavily on most 
undertakings. The alteration was, however, practically 
complete several years ago, when, not long after its accom- 
plishment, metallic-filament lamps began to achieve that 
popularity which is now so widespread. These lampe wete 
the original pioneers of electric lighting in the form of 
platinum-filament lamps, and had been discarded for many 
years by inventors in favour of carbon lamps. E 

It being almost impoesible to make 200-volt metallic- 
filament lamps of less than 80 C. P. from the materials at 
present available, it is now customary to either run two or 
more low candle-power low-voltage lamps in series or supply 
them from an auto-trànsformer, the latter method being 
preferable, but of course only applicable to alternating 
current supply. The old low-voltage supplies, so con- 
demned in the ‘days of the carbon-filamant lamp, can pro- 
bably never be re-established, if only owing to the capital 
cost and the increased section of distributing cable that 
would be required, but the consumers in the few districte 
where low-voltage generation still persists are, indeed, 
fortunately placed. New undertakings, whether private or 
pablic, should certainly be arranged for a pressure not 
exceeding 50 volta unless 4.c. be employed, in which case 200 
—250 volts enables economical distribution, and the main 
pressure can easily and efficiently be reduced by house auto- 
transformers. lf a high percentage of the load on 
the new station be power," then, even with D.C., where 
ашан are impossible, low voltage cannot be 
As most systems now generate at 200—260 volts for 
lighting purposes, the ratio of lighting transformers for 
metallic-filament lamps is usually 2:1, 4:1 or 8:1, 
corresponding to secondary pressures of 100, 50 or 25 volts 
respectively. For ordinary household purposes, 25-volt 
lamps are preferable on account of their robust filaments 
and the possibility of obtaining 10 or 16-c.P. lamps at prices 
little above those of the best carbon lamps. The householder 
can then obtain the same light as he obtained by his 
previously existing carbon lamp installation, but at from 
one-third to one-quarter the energy cost. The economy of 
metallic-filament lamps is then much greater and more 
readily appreciated than when high candle-power lamps have 
to be installed, which, despite their high efficiency, consume 
nearly as much, if not more, energy than the carbon lamps 
replaced, on account of their far higher candle-power (as 
stated, a high-voltage metallic-filament lamp must have from 
two to three times the candle-power of a high voltage. 
carbon lamp). The much higher candle-power of high- 
voltage metallic-filament lamps is frequently trying to the 
eyes in room lighting, and besides detracting considerably 
from the possible saving were only the requisite candle-power 
obtained, discourages the average householder from using the 
new lamps, for, in most cases, he is a short-sighted and 
rather obstinate person in matters concerning the mysteries 


of electric lighting. The intangibility of electricity awaken 
in his breast the deepest distrust of everything connected 


with that commodity. | - 

Types und Requirements of Transformers.—The trans- 
formers used in lighting circuits are almost invariably of the 
auto-transformer type—t.e., the voltages required are tapped 
off from a single inductance shunted across the mains : no 
double winding—primary and secondary, in the ordinary 
sense—is employed. The importance of high efficiency in 
such service as the present one cannot be over estimated. 
The no-load losses must be as low as possible or the 
magnetising current will total such an amount of energy ав 
will remove much of the economy of the higher efficiency 
lamps. The lamps being in use only a few hours daily, the 
question of the “no-load” current of the transformers 
supplying them assumes great importance. In some cases 
it is possible to switch off the lighting circuit during the 
day thus avoiding this source of loss, but in most cases it is 
inconvenient to totally cut off the lighting ; an intermediate 
course is to run a separate circuit, supplied by a smaller 
transformer, to those parte where light is required during 
the day (basements, &c.) or if the day lighting needed in 
these places is only intermittent and only a few lamps are 
concerned, carbon lamps run direct from the mains might 
well be employed. 

It is equally important that the efficiency of the trans- 
former on load should be high, and it is usually advisable 
to secure maximum efficiency at about 3 full load, the 
efficiency at half and full load being less by about 4 per 
cent. (see also efficiency data later). 

The construction of the transformers must be mechanically 
very strong and rigid, the latter quality being essential for 
silent running, though it is to be noted that the mechanical 
strains set up by rigid bolting are apt to cause ageing. Only 
the best iron and copper should be used in the constrnction 
of the core and coils, parsimony in the design of such 
apparatus being very ill advised. | 

Ample material should be employed in all parts, and, 


since the whole must be entirely enclosed во as to be damp- 


proof, special care must be taken to provide ample cooling 
surface. A frequent procedure in the best designs is to ue 
fire-proof heat-conducting material between the windings ; 
this conaiderably increases the maximum safe loading by 
aiding the cooling of the whole. The temperature limit ia 
the cores of auto-transformers is about 80° C. ; above this 
temperature, rapid ageing is liable to occur. The temperature 
actually attained should be rather lower than this limit in 
most cases owing to deterioration of the insulation which 
otherwise occurs. This restriction is not rigid since some 
insulating materials can be run up to 150? C. 

The iron section should be liberally proportioned and 
disposed as symmetrically as possible, while the metal iteelf 
must be thoroughly aged before use (good modern trans- 
former iron has comparatively slight tendency to age). Tbe use 


Fic. 2. 


of special transformer iron reduces the no-load losses by 
some 40 per cent., but increases the cost of the apparatus 
by about one-third, and since the light losses are in any 688 
small, it is only in large installations—such as shop- lighting, 
where the transformers are not switched off during the day— 
that the use of very special materials is really justified. — 

As with ordinary transformers, there are two man 
patterns of auto-transformer, the core and shell types. A 
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very representative design for a core pattern of transformer 
is shown in fig. 1, light sheet metal enclosure being adopted 
for the smallest units; for larger sizes the more substantial 
construction of fig. 2 is adopted. Another form of winding 
is indicated in fig. 3, while the method of enclosure shown 
in fig. 4 is very neat. Cast-iron cases are standard con- 
struction, and may assist the normal magnetic circuit, 


though they must not be depended on in the least to do so. 


Easy inspection and repair access should be provided, 
cylindrical coils are preferable to rectangular shapes in 


Fig. 8. 


general owing to the greater copper and space economy and 
consequent shorter iron paths. By the auto- transformer 
construction, one of the greatest difficulties in the design of 
small traneformers of the ordinary type, viz., high magnetic 
leakage, is avoided. 

Whatever the type of core and coil, there are two vitally 
different arrangements of the secondary circuit, the difference 
referred to is apparently slight (see figs. 5 and 6), con- 
sisting as it does in the omission of a second L.T. circuit 
across the points AB in fig. 5. This difference, however, 
bas a great effect on the rating of the transformer, since the 
utilisation of the second 1. T. circuit increases the total load, 
that can be safely dealt with by the set, at least six-fold. 
The transformer is said to be of the “ balanced " type if 
connected as in fig. 6, and of the simple" type if connected as 
in fig. 5. In fig. 6 the transformer feeds what is practically an 
A.C. three-wire system, the transformer exactly replacing the 
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balancing motor-generator of a D.C. three-wire supply in во 
far as it deals only with the out-of-balance current. Thus 
by ranning a third wire round the existing lighting installa- 
tion (in most cases the existing leads are large enough for 
the new conditions, and the third lead may be of the same 
section), and installing a ** balanced " auto-transformer, the 
full benefit of metallic-filament lamps can be reaped. In 
addition, a considerably smaller and cheaper transformer 
can be employed than is otherwise necessary. The lamps 
in fig. 6 are essentially connected in series across the mains, 
but without that difficulty of ** pairing," and curtailed life 
consequent on uneqnal “ pairing," which is so marked if 
simple series connections be adopted. "The load on each 
"leg" of the transformer may safely rise to three times 
the maximum carrent that may flow through its winding, 
procided that the out-of-balance current between the leys does 
not exceed the normal full-load current of the transformer. 
In many cases a much higher loading is allowed, and so long 
us due care is taken to balance the two sides of the circuit 
sufficiently closely (a rather awkward problem in some house 
installations), the increase of rating is quite legitimate. 


The usual rating of balanced transformers is six times 
that of the same apparatus used as a “ simple " transformer, 
always providing the higher loading be divided equally 


_ between the two circuits supplied. 


For high efficiency and low cost of installation the 
“ balanced " is obviously far superior to the “simple” 
auto-transformer, since the maximum losses are only those 
due to the full load of the transformer when the total load 
supplied is six or seven times the latter. The cost of instal- 
lation is also only that of a transformer capable of dealing 
with the ont-of-balance current. The efficiency of a 
“ balanced " auto-transformer may be kept well above 99 per 
cent., whereas that of a “simple” eet rarely exceeds 98 per 
cent. To supply a total load of 85 amperes а balanced 
auto-transformer with a maximum current capacity of 
5 amperes may be safely used if the load be connected up 
properly. Whereas the cost of the 5-ampere apparatus is 
£1 13s., that of the 35-ampere “simple " auto-transformer 
is £3 5s. (assuming a 200-volt/25-volt ratio and 40 ~ per 
second) ; the economy, apart from higher efficiency, is obvious. 
The rating of an auto-transformer, whether of the balanced 
or simple type, may be increased 25 per cent. above the 
normal value, as estimated above, for short periods. It is, 
therefore, on account of the increased magnetising current, 
unwiee to install an unduly large transformer. 

Efficiency Considerations.— The practice of regarding small 
auto-transformers as toys is rapidly disappearing, and the 
greatest attention is being paid to securing a high efficiency 
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and reliable construction for this apparatus. The difficulty 
of obtaining high efficiency in small transformers is well 
known, and is graphically shown in fig. 7, which illustrates 
the rising efficiency with increasing capacity of apparatus. 
Thus the efficiency of a 200-watt 8/1 transformer is 93 to 
94 per cent., and of a 3,000-watt 8/1 geb, 96 to 97 per cent. 
As already explained, } full load is chosen as the point of 
maximum efficiency by some makers, } per cent. decrease 
being allowed at half and full loads. The curves of fig. 7 
also show the fall in efficiency as the ratio of transformation 
increases, the latter point being further illustrated by the 
following figures, which aleo show the agreement between 
the products of two standard makers A and B, using quite 
different mechanical arrangements of: their transformers :— 


Efficiency at Efficiency at half Efficiency at 
full load. oad. three-quarter load, 
900 volts re- Maker Maker Maker Maker aker 
duced to A. B. A. B. A. 
100 volts ... 96 00 97 50 96:00 93°50 96°50 
50 „ ... 9500 95˙00 95˙00 94:50 95:60 
25 „ „ 9475 94:00 94 75 93:00 95:25 


Note that A aims for highest efficiency at three-quarter 
load, while B obtains highest efficiency at full load; prob- 
ably A's is the wisest principle, but there is little to choose 
between the makers in result since, though B has a 1 per 
cent. higher efficiency in the 200/100-volt sets, A is 1°25 per 
cent. better in the 200/25-volt units, which are the most 
useful in ordinary lighting service. 

Fig. 7 covers the whole range of capacities made by a 
certain firm, and from this it will be seen that the higher the 
ratio of transformation the smaller the smallest unit made ; 
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. thus with an 8/1 ratio the smallest transformer has a capacity 
one-half that of the smallest 2/1 transformer. The efficiencies 
referred to above are those of “simple” auto-transformers, 
from which the net efficiency of a balanced transformer 
circuit on a given load can readily be calculated, and will be 
found to exceed 99 per cent. in most cases. | 

The voltage regulation from no load to fall load should 
not exceed one volt in lighting transformers, and this figure 
is a reasonable one for specifications. | 


(To be continued.) 
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POLE TESTING. 
By 8. M. POWELL. 


Tur deflection of a simple cantilever, loaded either by a 
uniformly distributed or by one or more concentrated loads, 
theoretically varies in direct proportion to the total load, 
the equations applicable to the two cases being respectively 
1 W /3 and 3 1 
| SOBOURI. ? BI? 

where 3 = deflection, w = total load, 7 = length of canti- 
lever or “arm” of load in the two cases, E = Yonng’s 
modulus, I = moment of inertia of section of cantilever. 
The formule are very closely satisfied by ordinary 
single telegraph or telephone poles ; the former being used 
in making calcnlations relevant to wind pressure, and the 
latter when estimating the effect of wind pressure on the 
lines, this being transmitted to the pole as a concentrated 
load by the cross-arms. Where А poles are used, the deflec- 
tion for a given load applied transversely to the length of the 
line is naturally much less than in the case of single poles 
(the ratio varying from 30 to do, and being usually about 30). 
Moreover, the deflection no longer varies directly with the 
kal, but, roughly, in accordance with a law, ò = K 1": 

where 3 = direction, K = constant, L = load, and n = a 
` numerical index constant {cr each particular case, and usually 
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lying between 1 and 2. From curves obtained during experi- 
ments on poles, the writer found that the index » and con- 
stant K had the values given in the table, the poles tested 
being 36 ft. A poles, loaded 2 ft. from the apex, with loads 
varying from 500 to 6, 000 lb. The relation between 
deflection in inches and load in pounds is given by — 


EK. А Р ; (1) 
where for a “ spread " of— 
2 ft. at the pole base n = 1'262 and к = 389 x 106, 


3 „ Т 17 n = 1172 , Е = 646 х 107°, 
4 „ у » n = 1650 „ к=81 x 10-5, 
6, $i i) п= 1612 , K=78 x 10-5. 


The details of construction of an a [ole have a very 
important influence on its strength as a whole, hence the 
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following notes may be useful. The tops of the poles are 
* gcarfed to about two-thirds their original diameter for a 
length of 1 ft. 6 in. to 2 ft, 6 in. ; the amount and inclina- 
tion of the scarfing determines the spread of the poles 
at their base (standard spreads are 2 ft. to 6 ft., 4 ft. being 
normal). Two tie bolts hold the tops of the poles together, 
these being 1 ft. and 3 ft. from the top respectively. The 
cross-arms very considerably strengthen the joint, since they 
are bolted to both poles. Angle strips, as in fig. 1, also 
strengthen the construction very considerably. An oak 
block в, fig. 1, is necessary to prevent slipping of the top 
joint-on the application of a side force to the pole. A dis- 
tance tube and bolt, or diagonal tie straps, placed abont 
10 ft. above the ground, and a sleeper block 6 to 9 ft. long 
and 8 in. x 4 in. to 10 in. x 5 in. section bolted to the 
poles 3 ft. from their butts complete the construction. 

In spite of the above precaution against slipping at the 
top joint, a certain amount of give is unavoidable, but must 
be very limited for satisfaetory behaviour in practice. The 
curves in fig. 2 show the results of tests conducted on a 
36-ft. A pole, loaded 2 ft. from its tip. The inches of slip 
at the top joint on the application of a given load to poles 
similarly constructed except as to *‘ spread ” (i e., angle in- 
cluded by the axes of the component poles) are plotted for 
loads of 1,000, 2,000, 3,000, 4,000 and 5,000 lb. succes- 
sively. A certain amount of inconsistency between points 
is naturally obtained in such teste, since successive points are 
observed from different poles inevitably differing slightly in 
their inherent mechanical properties, but by conducting a 
number of tests and averaging the results the information of 
fig. 2 is obtained. These curves show that as the angle 
between the poles increased, the liability to slip at the top 
joint rapidly becomes negligible. — 

The stresses on the poles at the ground level, and 5 ft. 
above the latter (these being standard points of reference in 
pole calculations), due to a wind pressure of 30 Ib. per sq. ft. 
(this being taken as the maximum force of the severest gale 
likely to be encountered on ordinary systems), are shown in 
fig. 3. "These resulta allow for the taper of'the poles (about 
1 in 120), and assume a cylindrical surface to have a 
coefficient of resistance = half that of an equal plane 
surface. The curves refer to a considerable range of lengths 


* 


&TRESS—Lbe. PER 80. INCH 


MEIGKT OF POLE ABOVE GROUND 


A = 10-іп. poles. в = 20-in. poles. 

Full lines = stress due to B.M. at ground. 

Dotted lines - stress due to B.M. ö ft. above ground. 

Case I Parallel poles. Case II = Top dia. only half 
ground dia. Case III = Tapered to point, 


Fic. 3. 


and assume а uniform ground diameter of, say, 10 in. for 
poles up to 40 ft. long, and, say, 20 in. for poles 40-85 ft. 
long (these lengths being the projection above the ground : 
from 5to 9 ft. have to be buried according to the size of 
the pole). Actually the pole diameters vary gradually as 
the length increases, and not in steps as here assumed, but 
the assumptions made are necessary for the present 
purpose, and enable ready approximation to actual 
conditions. Three types of pole are assumed, including 
the extreme types possible, and one with a taper = 
mean of the extremes (sce key to fig. 3). The dotted 
horizontal straight lines in fig. 8, show the maximum 
working stresses permissible for timbers having the various 
ultimate compressive strengths shown, and allowing а factor 
of safety of 8. In telegraph and telephone practice a factcr 
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of safety of 8 and maximum wind pressure of 17 Ib. per sq. ft. 
are the common basis of calculation, while for large poles. 
aud always for power transmission poles, a wind pressure of 
30 lb. per sq. ft. and a factor of safety of 10 must be 
allowed for. 

Much more might be written on this important subject 
did space permit, but the reader may be referred for more 
specific details to the G.P.O. tests and requirements issued 
to contractors, and to Mr. C. Wade's Institution of Electrical 
Engineers’ paper of May, 1907—the present article being 
intended to give currency to a few novel methods of 
regarding the laws governing the subject. | 


— и 4 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. Om TUESDAY cannot appear until 
should forward their communi- 
possible moment, No letter can be published 
unless we have the writer’s name and address in our 


Storekeeping for an Electricity Works. 


May I offer a few remarks on Interested'g " system of 
storekeeping. 

1. Is his goods requisition book necessary? I find a 
carbon copybook simpler, and just as effective. 

2. The same with his stores order delivery book. A copy 
of the official order written in a ruled foolscap book, using 
the double page, will give one all the information needed ; 
and by simply booking the date opposite each item as 
received, a glance will show at once all orders sent off, 


received and outstanding. A tick over the order number 


will show invoices received and outstanding. 

3. The stores received and issued card should not be kept 
by the storekeeper, for obvious reasons. The card, if allowed, 
is not so simple as it might be, and it would be a great 
disadvantage to use a card for each item as received. Surely 
the storekeeper would have a thorough knowledge of elec- 
trical materials ? 


4. Are the rate and priced invoiced spaces in the stores 


received book of any value to the storekeeper, and should this 
not be part of the office work ? I should think all goods 
received and passed by the storekeeper would be official, and 
he should also be responsible for all goods passed by him. 

5. The £ s. d. column in the stores issued book is of no 
value to the storekeeper, for the same reason as No. 4. I 
am afraid Interested would find it rather difficult with 
the number of books he mentions to keep accurate account 
of all stores received and issued by him. : 

o W. R. 


August 28th, 1909. 


Electric Lighting Acts (Amendment) Bill, 


The above Bill hae apparently passed through the Houge 
of Commons (with amendment), but as to the exact nature 
and scope of the amendments, any person interested may 
well be left in a somewhat perplexed condition. 

Might I point out that the electrical journals in their last 
issues apparently have very mixed ideas as to what actually 
took place in the House of Commons, and as to the additions 
and deletions that were effected. 

One paper informs us that the Bill “has passed third 
reading in the House of Commons, and now only awaits the 
Royal Assent.” This infers the passing of the Bill in toto 
as it came from the House of Commons Committee. It, 
perhaps, suggests reform in procedure also. 

Another prominent journal mentions amendments to 
Clauses 6 and 26, and the deletion of Clause 24, but says 
nothing as to Clause 16 (the wiring clause); so that this’ 
clause apparently still existe. 

Still a third journal mentions alterations to Clause 6, and 
excision of Clause 24, and, in addition, an amendment in 
favour of water companies to Clause 25, which has not 
been mentioned by the two previous journals. It also 
suggests possible action of the House of Lords with reference 
to the (apparently yet existing) wiring clause. 

In another paper we are informed that the Bill has 
passed its third reading, and the same paper suggests 
disaster to the wiring clause in the House of Lords, 


Soin four papers we are led to infer, at auy rate, that the 
Bill, with Clause 16 still in, his passed the House of 
Commons. 

Uafortunately, another prominent journal says definitely 
that the wiring clause was deleted. It gives us a new 
clause as to unfair competition, and amendments to Clauses 
6 aud 25, also the deletion of Clause 24. One other journal 
takes substantially the same view. | | 

Perhaps the editor would be willing to enlighten us all as 
to the real facts of the case. At present I am not clear as 
to whether Clause 16 has, or has not, passed the House of 


Commons, but having in mind the views of the majority of 


the papers, I take it that the clause is going forward to 
the House of Lords. Anyway, information as to what took 
place in the Honse of Commons in reference to this 
unfortunate Bill seems somewhat mixed, and one can only 
think that the germ of sleeping sickness, or the pyjama 
microbe, so active of late in the House of Commons, has 
spread, and infected our usually reliable journals. 


Norman Staniland, ` 
Hornsey Electricity Works. 
August 30th, 1909. 


[Clause 16 was struck out in order to avoid endangering 
the passage of the remainder of the Bill. We refer to the 
matter in a leaderette to-day.—Eps. E. R. 


Electric Miners’ Lamps. 
Mr. Giraldus Jones’s letter in your current issue is, I 


— 


think, of general interest to all engineers following the rapid . 


application of electricity to many branches of colliery 


practice. | 

It so happens that I have special knowledge of the 
installations of electric miners’ lamps which he refers to, 
as I was myself in charge of those and similar organisations; 
and I think Mr. Jones's resuscitation of the matter is very 
opportune. | 

There are, however, one or two points in which I can, I 
think, correct Mr. Jones :— E 

1. The colliery he refers to near Fence Honses, Durham, 
belongs to the Lambton, and not the Joicey group. 

2. With regard to the lamp bulbs, those ultimately fonnd 
the most reliable were of Ediswan British manufacture, and 
not the French lamp. 

3. Respecting the demand for gas-detecting apparatus, I 
am constantly informed by colliery managers and others that 


in electric lamps the lack of gas-detecting capacity stands in 


the way of their general adoption. To overcome this diffi- 
culty the writer has protected an important improvement to 
a well-known type of gas indicator ; thereby the main 
objection hitherto experienced is effectually removed. 

Mr. Jones's statistics respecting bulb failures are most 


instructive, and the results were afterwards improved upon 


to the added reputation of the whole scheme. 


The remainder of Mr. Jones's remarks are also corroborated 
by further experience with the Sussmann lamp. 


With regard, however, to the adoption’ of metal-filament 
lamps, it must be borne in mind that oil lamps have them- 


selves improved since 1901, and as the colliery manager 
expects a considerable increase of light over older lamps, 
only a portion of the margin created by the higher efficiency 
of the metal-filament lamp is available for the reduction 
of the battery weight. ; 

A lamp of my own design gives increased light and 
decreased weight, and is made at à much lower cost than the 
lamp referred to in Mr. Jones's letter. Furthermore, 
necessity for absorbent of the acid is removed in my lamp, 


. and the full efficiency of a wet battery is secured, while all 


connections are insulated and enclosed, and the lamp used 
safely in any gaseons mixture or non-corrosive liquid. 

The wear and tear is reduced very considerably, and the 
labour required for maintenance is much less, and an effective 
indicator for any of the gases found in coal mines can be 
fitted to the lamp or operated independently, as desired. 
This problem was attacked owing to loss of business in one 
instanoe through the intermittent occurrence. of CO, at the 
working face, 
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A well-known illuminating journal has just accepted an 
article written by myself epitomising the relative advantages 
of all forms of colliery illuminations. 

Electricity is proved to be both the safest and most 
economical in general, and some form of self-contained hand 
lamp the most convenient. | 

It is estimated that with а suitably designed electric hand 
lamp, the cost of running 2,000 lamps, including interest on 
capital, labour and renewals, would be between 1:04. and 
1:24. per lamp per week of 48 hours. | 
It should be remembered that in calculating comparative 
data, the oil and acetylene people ignore the tremendous loss 
of life and money that too frequently resulte from faulty 
construction or working of oxygen-consuming illuminating 
apparatus. ö 

The arguments for filament lamps against non-electric 
flame lamps are, of course, too familiar to require repetition, 
but in view of the rapid and wide-spread adoption of 
electric power in collieries, I think any device which assists 
colliery managements and facilitates the further introduction 
of electrical methods is worth discussing in your valuable 
columns. 

I shall welcome any information respecting reliable means 
of indicating percentage of deleterious gases in colliery 
atmosphere, and at the same time informing the owner or 
engineer of the denomination and locality of such gases. 


. Fred. J. Turquand. 
Albion House, London, W.C. : 


Samples with Tender. 


With reference to Mr. Prusmann's letter in your issue of 
. the 20th inst., we note he states it is his opinion that in 
deciding tenders the only fair plan is to be in a position to 
examine and test the actual article quoted for. 

Does Mr. Prusmann seriously consider that he can satisfy 
himself by a few days’ test that an arc lamp is going to be 
satisfactory in practice, when it takes most arc lamp manu- 
facturers a year’s much more thorough and critical testing 
to enable them to put an arc lamp on the market with any 
degree of confidence ? 

We should therefore suggest that Mr. Prusmann, instead 
of putting the whole industry to such an expense as referred 
to by ** Another of the Tenderers,” should ask those firms 
to tender who have previously manufactured similar lamps 
to burn under similar conditions, who will guarantee their 
satisfactory burning, and state where such lamps are 
installed. He would then be sure of getting lamps which 
are satisfactory in practice. — Instead of this the manufac- 
turer, in sending these sample lamps, is in the dark as to 
whether his lamps bave not been rejected on account of the 
merest detail which could be altered to suit an engineer’s 
preference, and this in spite of the sample lumps burning 
satisfactorily. i 

Another Tenderer, 

August 24th, 1909. 


"Automatic Transformer Switch. 


, 


In reference to the letter of Engineer“ relative to the 
above, and published in your issue of August 20th, it would 
undoubtedly pay to instull au automatic transformer switch 
when dealing with a transformer of about 500 watts, 
especially with current at the average price of 5d. per unit. 
The transformer iron losses will certainly not decrease ав 
time goes on, but rather the reverse, owing to the ageing 
effect. This effect is still further increased by the frequent 
fast reading of the meter. As “ Engineer" points out, the 
present high price of the switches prevents them from being 
adopted in small installations, where the cost is out of all 
proportion to the size of the installation. The reliable 
switch at the figure mentioned (32s, 6d.) by “ Engineer " 
would pay for itself in a very short time. I shoulg be very 
glad, however, to hear more abont the design and method of 
working the switch referred to, as [ have failed to find ary 
reference to it in any of the technical journals. 


Enquirer. 


Technical Classes Wanted in the Daytime. 


Under the above heading in the current number of the 
ELECTRICAL REVIEW, two correspondents have drawn 
attention to the need for combined evening and day classes 
to meet the special requirements of shift engineers. 

Many of us who are engaged in technical training have 
for some years past felt a keen desire to assist such a useful 
body of men who labour under exceptional disadvantages. 

May I be allowed to state that the governing body of 


the East London College has for some time past endeavoured 


to meet this need in the subject of electrical engineering. 
As head of the department devoted to this subject for the 
past three years, I have had shift engineers studying in the 
evening and attending every third lecture in the morning 
at the same time, and in the same classes as the day 
students. This has been done both in the elementary and ad- 
vanced grades. By this means the difficulty mentioned by 
your correspondent, Mr. Houghton, is overcome, and a 
connected course obtained. 

I may say that these arrangements have been appreciated 
by those shift engineers who have taken advantage of them. 
They will be continued during the ensuing session. 


J. T. Morris, 
East London College, August 30th, 1909. 


With reference to the correspondence running in your 
valued organ, might I suggest some arrangement whereby 
a Technical Institute would let shift” men take lectures 
with the evening students, and the 3 p.m. to 11 p.m. ehift 
men do laboratory work with the day studente. Any slightly 
increased cost of such classes would, I feel sure, be met by 
the large number of “shift” men who wonld take up the 
classes once the scheme became known. 

I cannot bat feel, like Mr. Brazier and those who have 
replied to his letter, that it is time something was done for 
the large and increasing number of shift °’ men. 


A. E. Tridgell. 
London, Auyust 30/7, 1909. 


[We have received a considerable number of communice- 
tions on this subject, all emphasising the need for some such 
provision as that mentioned by Prof. Morris, and we shall 
now bring the matter to the notice of the various authorities, 
in the hope that they may be able to make the desired 
arrangements.—Evs. E.R. | 


BRITISH ASSOCIATION MEETING AT 
WINNIPEG. 


Abstract of Address to the Mathematical and Physical. 
Section by Paor. E. RorgRRTORD, M.A., D. Sc., F.R.S., President 
of the Section. 


THE rapid advance of physics during the last decade has not only 
given us a much clearer conception of the relation between elec- 
tricity and matter and of the constitution of the atom, bnt has pto- 
vided us with experimental methods of attack undreamt of s few 
years ago. At a time when, in the vision of the physicist, the 
atmosphere is dim with flying fragments of atoms, it may no 
out of place to see how it has fared with the atoms themselves, 
and to look carefully at the atomic foundations on which the great 
superstructure of modern science has been raised. Every physicist 
and chemist cannot but be aware of the great the atomic 
hypothesis plays in science to-day. The idea that matter consists 
of a great number of small discrete particles forms practically the 
basis of the explanation of all properties of matter, From the 
point of view of modern science, the atomic theory dates from the 
work of Dalten about 1805, who put it forward as an explanation of 
the combination of elements in definite proportions, By the eee 
of the chemists matter was shown to be composed of a number 0 
elementary substances which could not be further decomposed by 
laboratory agencies, and the relative weights of the atoms of the 
elements were determined. On the physical side it was shown 
the properties of gases could be satisfactorily explained on the 
assumption that a gas consisted of a great assemblage of minute 
particles or molecules in continuous agitation, colliding with eac 
other and with the walls of the containing vessel, 

It nas beea generally coasidsred that a decisive proof of the 
atomic structure of matter was in the nature of things impossible, 


t 
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and thet the atomic theory must of necessity remain an hypothesis 
unverifiable by direct methods. Recent investigations have, how- 
ever, disclosed such new and powerful methods of attack that we 
may well ask the question whether we do not now possess more 
decisive evidence of its trath. 

Since molecules are invisible, it might appear, for example, an 
impossible hope that an experiment could be devised to show that 
the molecules of a fluid are in that state of continuous agitation 
which the kin&tic theory leads us to suppose. In 1827 the English 
botanist Brown observed by means of a microscope that minute 
particles like spores of plants introduced into a fluid were always 
in a state of continuous irregular agitation, dancing to and fro in 
all directions at considerable speeds. | 

The character of the Brownian movement irresistibly impresses 
the observer with the idea that the particles are hurled hither and 
thither by the action of forces resident. in the solntion, and that 
these can only arise from the continuous and ceaseless movement 
of the invisible molecules of which the fluid is composed. Strong 
additional confirmation of this view has been supplied hy the 
very recent experiments of Perrin, who found tbat, within the 
limit of experimental error, each small particle had the same 
average kinetic energy of movement as the molecules of the 
solutions in which they were suspended; in fact, the particles in 
suspension behaved in all respects like molecules of very high 
molecular weight. Whatever may prove to be the exact explana- 
tion of this phenomenon, there can be little doubt that it results 
from the movement of the molecules of the solution, and is thus a 
striking if somewhat indireot proof of the general correctness of the 
kinetic theory of matter. | 

From. recent work in radioactivity we may take a second 
illustration which is novel and far more direct. It is well known 
that the а rays of radium are deflected by both magnetio and 
electric fields. It may be concluded from this evidence that the 
radiation із corpuscalar in character, consisting of a stream of 
positively charged particles projected from the radium at a very 
high velocity. From the measurements of the deflection of the 
rays in passing through magnetic and electric fields the ratio e m 
of the charge carried by the particle to its mass bas been deter- 
mined, and the magnitude of this quantity indicates that the particle 
is of atomic dimensions. s 

Rutherford aud Geiger have recently developed a direct method 
of showing that this radiation is, as the other evidence indicated, 
discontinuous, and that it is possible to detect, by a special electric 
method, the passage of a single « particle into a suitable detecting 
vessel. The entrance of an a particle through a small opening was 
marked by a sudden movement of the needle of the electrometer 
which was used as a measuring instrument. In this way, by counting 
the number of separate impulses communicated to the electrometer 
needle, it was possible to determine by direct counting the number 
of a particles expelled per second from one gramme of radium. 
But we can go further aud confirm the result by counting the 


number of c particles by an entirely distinct method. Sir William’ 


Crookes has shown that when the a rays are allowed to fall upon a 
screen of phosphorescent sinc sulphide, a number of brilliant 
scintillations are observed, It appears as if the impact of each a 
icle produced a visible flash of light where it struck the screen. 
sing suitable screens, the number of scintillations per second on 
а given area can be counted by means оѓ а microscope. It has been 
shown that the number of scintillations determined in this way is 
equal to the number of impinging « particles when counted by the 
electric method. This shows that the impact of each a particle on 
the sinc sulphide produces a visible scintillation. "Tnere are thas 
two distinct methods—one electrical, the other optical—for detect- 
ing the emission of a single a particle from radium. The next 
question to consider is the nature of the a particle itself. The 
general evidence indicates that the a particle is a charged atom of 
helium, and this conclusion was decisively verified by Rutherford 
and Royds by showing that helium appeared in an exhausted space 
into which the a particles were fired. The helium which is produced 
by. radium is due to the accumulated a particles, which are so con- 
tinuouely expelled from it. If the rate of production of helium 
from radium ie measured, we thus have a means of determining 
directly how many a particles are required to form a given volume 
ofhelium gas. This rate of production has recently been measured 
accurately by Sir James Dewar. - 

Knowing the density of helium, it at once follows that each atom 
of helium has a maes of 6'8 x 10—24 grammes, and that the average 
distance apart of the molecules in the gaseous state at standard 
pressure and temperature is 3°4 х 1077 centimetres. 

The above result can be confirmed in a different way. It is 
known that the valne of e/m for the a particle is 5,070 electro- 
magnetic units. The positive charge carried by each a particle 
has been deduced by measuring the total charge carried by & 
counted number of a particles. Its value is 9'3 x 10—10 electrostatic 
units, or 3'1 -x 16-? electromagnetic units. Substituting this 
number in the value of e/m, it is seen that m, the mass of the a 
particle is equal to 6'1 x 10—2: grammes—a value in fair agree- 
ment with the number previously given. 

The experiments, taken as a whole, appear to me to give an 
almost direct and convincing proof of the atomic hypothesis of 
matter. By direct counting, the number of identical entities 
required to form a known volume of gas has been measured. 
May we not conclude that the gas is discrete in structure, and 
that this number represents the actual number of atoms in the 


? 

We have seen that, under special conditions, it is possible to 
detect easily by an electrical method the emission of a single a 
particle—ic., of a single charged atem of matter. This has been 
rendered possible by the grest velocity and energy of the expelled 
a particle, which confers on it the power of dissociating or ionising 


the gas through which it passes, It is obviously only possible to 
detect the presence of a single atom of matter when it is endowed 
with some special property or properties which distinguishes it from 
the molecules of the gas with which it ig surrounded. There is a 
very important and striking method, for example, of visibly 
differentiating between the ordinary molecules of a gas and the 
ions produced in the gas by various agencies. O. T. R. Wilson 
showed in 1897 that, under certain conditions, each charged ion 
became & centre of condensation of water vapour, so that the 
presence of each ion was rendered visible to the eye. Sir Joseph 
Thomson, H. A. Wilson and others have employed this method to 
count the number of ions present and to determine the magnitude 
of the electric charge carried by each, 

The devdlopment of the kinetic theory of gases on a mathe- 


matical basis at once suggested methods of estimating the number 


of molecules in a cubic centimetre of any gas at normal pressure 
and temperature. This number will be denoted by the symbol x. 
A very interesting method of determining the value of x was 
given by Lord Rayleigh in 1899 as a deduction from his theory of 
the blue colour in the cloudless sky. Lord Kelvin in 1902 recal- 


culated the value of N on the theory by using more recent and 


more accurate data, and found it to be 247 x 10. The newer 
methods allow us to fix the value of N with much more certainty 
than was possible a few years ago. The value н = 256 х 10° has 
been obtained by the direct method of counting the particles and 
determining the corresponding volume of helium produced. 
Another very simple method of determining N from radio-active 
data is based on the rate of transformation of radium. Boltwood 
has shown by direct experiment that radium is half transformed in 
2,000 years. From this it follows that initially in & gramme of 
radium ‘346 milligramme breaks up year. Now it is known 
from the counting method that 3:4 x 10!° a particles are expelled 
per second from 1 gramme of radium, and the evidence indicates 
that one a particle accompanies the disintegration of each atom. 


Consequently the number of a particles expelled per year is a 


measure of the number of atoms of radium present in ‘346 milli- . 


gramme. From this it follows that there are 3:1 x 10% atoms in 
1 gramme of radium, and taking the atomic weight of radium as 
226, it is simply deduced that the value of x is 3'1 .х 10”. 

The study of the properties of ionised gases in recent years has 
led to the development of a number of important methods of 
determining the charge carried by the ions produced in gases by 
a rays or the rays from radio-active substances. On modern views, 
electricity, like matter, is supposed to be discrete in structure, and 
the charge carried by the hydrogen atom set free by the electrolysis 
of water is taken as the fundamental unit of quantity of electricity. 
On this view, which is supported by strong evidence, the charge 
carried by the hydrogen atom is the smallest unit of electricity 
that can be obtained, and every quantity of electricity consists of 
an integral multiple of this unit; The experiments of Townsend 
have shown that the charge carried by a gaseous ion is, in the 
majority of cases, the same as and equal in magnitude to the charge 
carried by a hydrogen atom in the electrolysis of water. From 
measurement of the quantity of electricity required to set free 
1 gramme of hydrogen in electrolysis, it can be deduced that 
N e = 1'29 x 10! electrostatic units where м, as before, is the 
number of molecules of hydrogen in 1 cubic centimetre of ges, and 
ethe charge carried by each ion. If e be determined experi- 
mentally, the value of m can at once be deduced trom this relation. 

The first direct measurement of the charge carried by the ion 
was made by Townsend in 1897. When & solution of sulphuric 
acid is electrolysed, the liberated oxygen is found in a moist 
atmosphere to give rise to a dense cloud composed of minute 
globules of water. Each of these minute drops carries a negative 
charge of electricity. The size of the globules, and consequently 
the weight, was deduced with the aid of Stokes formula by obser v- 
ing the rate of fallof the cloud under gravity. The weight of 


.- 


the cloud was measured, and, knowing the weight of each globule, © 


the total number of drops present was determined. Since the total 
charge carried by the cloud was measured, the charge e carried by 
each drop was deduced. The value of ¢, the charge carried by each 
drop, was found by this method to be about 39:0 x 10—10 electro- 
static units. The corresponding value of x is about 4'3 x 10". 

We have already refeired to the method discovered by C. Т. R. 
Wilson of rendering each ion visible by the condensation of water 
upon it by a sudden expansion of the gas. The property was 
utilised by Sir Joseph Thomson to measure the charge e carried by 
each ion. When the expansion of the gas exceeds a certain value, 
the water condenses on both the negative and positive ions, and a 
dense cloud of small water drops is seen. J. J. Thomson found 
e = 3'4 x 10—10°, Н. A. Wilson e = 3'1 x 10—10, and Millikan and 
Begeman 406 х 10—10, The corresponding values of м аге 38, 
4'2, and 9:2 x 10! respectively. This method is of great interest 
and importance, as it provides a method of directly counting the 
number of ions produced in the gas. An exact determination of 
e by thie metbod is, however, unfortunately beset with great 
experimental difficulties. 

Moreau has recently measured the charge carried by the nega- 
tive ions produced in flames, The values deduced for ¢ and N were 
respectively 4'3 x 10 and 30 x 10”. 

Ehrenbaft studying the Brownian movement in air shown by 
ultra-microscopic dust of silver, in a recent paper (1909) has shown 
that each of these particles carries & positive or negative charge. 
The size of each particle was measured by the ultra-microecope, 
and also by the rate of fall under gravity. The cbarge carried by 
each particle was deduced from the measured mass of the particle, 
and its rate of movement in an electric field. The mean value of 
e was found to be 4'6 x 10—10, and thus N becomes 2774 X 10??, 

A third important method of determination of N frc m radioactive 
data was given by Rutherford and Geiger in 1908. ‘The charge 


+ 
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carried by each a particle expelled from radium was measured by 
directly determining the total charge carried by a counted number of 
a particles. The value of the charge on each a particle was found 
to be 9:8 х 10-1, From consideration of the general evidence, it 
was concluded that each « particle carries two unit positive charges, 
во that the value of e becomes 4 65 х 10-9, and of N 277 x 10”, 


This method is deserving of considerable confidence, as the measure- 


ments involved are direct and capable of accuracy. 

From tbe theory of the distribution of energy in the spectrum 
of a hot body, Planck found that е = 4°69 x 10, and N = 2 80 x 1010. 
This theoretical deduction must be given great weight. 

When we consider the great diversity of the theories and methods 
which have been utilised to determine the values of the atomic 
constants e and x, and the probable experimental errors, the agree- 
ment among the numbers is remarkably close. This is especially 
the ease in considering the more recent measurements by very different 
methods, which are far more reliable than the older estimates. I 
place some reliance on the radioactive method previously discussed, 
which depends on the charge carried by the a particle. The value 


obtained in this way is not only in close agreement with the theo- 


retical estimate of Planck, but is in fair agreement with the recent 
determinations by several other distinct methods. We may conse- 
quently conclude that the number of molecules in a cubic centimetre 
of any at standard pressure and temperature is about 277 x 
1019, and that the value of the fundamental unit of quantity of 
electricity is about 465 x 10—10 electrostatic units. From these 
data it is a simple matter to deduce the mass of any atom whose 
atomic weight is known, and to determine the values of a number 
of related atomic and molecular magnitudes. 

There is now no reason to view the values of these fundamental 
constants with scepticism, but they may be employed with con- 
fidence in calculations to -advance still further our knowledge of 
the constitution of atoms and molecules. There is every reason to 
believe. that the values are already known with reasonable cer- 
tainty, and with & degree of accuracy far greater than it was possible 
to attain a few years ago. The remarkable agreement in the values 


of е and N, based on so many different theories, of itself affords ex- ` 


ceedingly strong evidence of the correctness of the atomic theory of 
matter and of electricity, for it is diffi:ult to believe that such 
concordance would show itself if the atoms and their charges had 
no real existence. 

There has been a tendency in some quarters to suppose that the 
development of physics in recent years has cast ‘doubt on the 
validity of the atomic theory of matter. This view is quite 
erroneous, for it will be clear from the evidence already discussed 
that the recent discoveries have not only greatly strengthened the 
evidence in support of the theory, but have given an almost direct 
and convincing proof of its correctness. The chemical atom as a 
definite unit in the sub-division of matter is now fixed in an im- 
pregnable position in science. Leaving out of account considera- 
tions of etymology, the atom in chemistry has long been considered 
to refer only to the smallest unit of matter that enters into ordinary 
chemical combination. There is no assumption made tbat the 
atom iteelf is indestructible and eternal, or that methods may not 
ultimately be found for its sub-division into still more elementary 
units. The advent of the electron has shown that the atom is not 
the unit of smallest mass of which we have cognisance, while the 
atudy of radioactive bodies has shown that the atome of a few 
elements of high atomic weight are not permanently stable, but 
break up spontaneously with the appearance of new types of 
matter. These advances in knowledge do not in any way invali- 


‘date the position of the chemical atom, but rather indicate ita 


great importance as a sub-division of matter whose properties shonld 
be exhaustively studied. 

The proof of the existence of corpuscles or electronr, with an 
apparent mass very small compared with that of the hydrogen 
atom, marks an important stage in the extension of our ideas of 
atomic constitution. This discovery, which bas exercised a pro- 
found influence on the development of modern physics, we owe 
mainly to the genius of the President of this Association. The 
existence of the electron as a distinct entity is established by 
similar methods and with almost the same certainty as the 
existence of individual a particles. While it has not yet been 
found possible to detect a single electron by its electrical or optical 
effect, and thus to count the number directly as іп {е case of the a 
particles, there seems to be no reason why this should nut be accum- 
plished by the electric method. 

Experiment has shown that the apparent mass of the electron 
varies with its speed, and, by comparison of theory with experi- 
ment, it has been concluded that the mass of the electron is entirely 
electrical in origin, and that there is no necessity to assume a 
material nucleus on which the electrical charge is distributed. 
While there can be no doubt that electrons can be released from 
the atom or molecule by a variety of agencies, and, when in rapid 
motion, can retain an independent existence, there is still much 
room for discussion as to the actual constitution ^f electrons, if 
such a term may be employed, and of the part they play in atomic 
structure. There can be little doubt that the atom is a complex 
system, consisting of a number of positively and negatively-charged 
masses which are held in equilibrium mainly by electrical forces; 
but it is difficult to assign the relative importance of the róle 
played by the carriers of positive and negative electricity. While 
negative electricity can exist as a separate entity in the electron, 
there i8 yet no decisive proof of the existence of a corresponding 
positive electron. It is not known how much of the mass of an 
atom is due to electrons or oer moving charges, or whether a 
type of mass quite distinct from electrical mass exists, A dvan ze 
in this direction must be d-.!4red until a clearer kaowledge is 
gained of the character ands: utore of positive elestricity and of 
[ta relation to the negative viectton. 


The general experimental evidence indicates that electrons play 
two distinct róles in the structure of the atom, one as lightly 
attached and eatily removable satellites or outliers of the atomic 
system, and the other as integral constituents of the interior struc- 
ture of the atom. The former, which can be easily detached or set 
in vibration, probably play an important part in the combination of 
atoms to form molecules, and in the spectra of the elements; the 
latter, which are held in place by much stronger forces, can only be 
released as a result of an atomic explosion involving the disinte- 
gration of the atom. For example, the release of an electron with 
slow velocity by ordinary laboratory agencies does not appear to 
endanger the stability of the atom, but the expulsion of a high- 


. Speed electron from a radioactive substance accompanies the trans- 


formation of the atom. 

The transformation of the atom of a radioactive substance appears 
to result from an atomic explosion of great intensity in which & 
part of the atom is expelled with great speed. In the majority of 
cases, an a particle or atom of helium is ejected, in some cases a 
high-speed clectron, while a few substances are transformed without 
the appearance of a detectable radiation. The fact that the a 
particles from a simple substance are all ejected with au identical 
and very high velocity suggests the probability that the charged 
helium atom before its expulsion is in rapid orbital movement in 
the atom. There is at present no definite evidence of the causes 
operative in these atomic transformations. 

Since in a large number of cases the transformations of the atoms 
are accompanied by the expulsion of one or more charged atoms of 
helinm, it is difficult to avoid the conclusion that the atoms of the 
radioactive elements are built up, in part at least, of helium atoms. 
It is certainly very remarkable and may prove of great significance, 
that helium, which is regarded from the ordinary chemical stand- 
point as an inert element, plays euch an important part in the 
constitution of the atoms of uranium, thorium and radium. 

Qaite apart from the importance of studying radioactive changes, 
the radiations from active bodies provide very valuable informa- 
tion as to the effects produced by high-velocity particles in 
traversing matter. The three types of radiation, the a, f and у rays, 
emitted from active bodies, differ widely in character and their 
power of penetration of matter. Thea particles, for example, are 
completely stopped by a sheet of notepaper, while the y rays from 
radium can be easily detected after traversing 20 centimetres of lead. 
The differences in the character of the absorption of the radiations 
are no doubt partly due to the difference in type of the radiation 
and partly due to the diff rences of velocity. _ | 

The character of the effects produced by the а and 8 particles is 
most simply studied in gases. The a particle bas such great energy 
of motion that it plunges through the molecules of the gas in its 
path, and leaves in its train more than 100,000 ionised or 
dissociated molecules. After traversing a certain distance, the « 
particle suddenly loses its characteristic properties and vanishes 
from the ken of our observational methods. It no doubt quickly 
loses its high velocity, and after its charge has been neutralised 
becomes a wandering atom of helium. The ionisation produced 
by the a particle appears to consist of the liberation of one or more 
slow velocity electrons from the molecule, but in the case of 
complex gases there ів no doubt that the act of ionitation 18 . 
accompanied by a chemical dissociation of the molecule itself, 
although it is diffizult to decide whether this dissociation 18 8 
primary or secondary effect. The chemical dissociation produ 
by a particles opens up a wide field of investigation, on which, в 
far, only a beginning has been made. | 

The 8 particle differs from the a particle in its much greater power 
of penetration of matter, and the very small number of molecules it 
ionises compared with the a particle traversing the same path 10 
the gas. Itis very easily deflected from its path by encounters 
with the gas molecules, and there is strong evidence that, unlike 
the a particle, the 8 particle can be stopped or entrapped by à 
molecule when travelling at a very high speed. - 

When the great energy of motion of the a particle and the 
small amount of energy absorbed in ionising a single molecule sre 
taken into consideration, there appears to be no doubt that 
the a particle, as Bragg pointed out, actually passes through the 
atom, or rather the sphere of action of the atom which lies in iti 

ath. 

4 There would appear to be little doubt that a careful study of 
the effects produced by the a or В particle in passing through 
matter will ultimately throw much further light on the constitution 
of the atom itself. It can be shown that the deflection of the « 
particle from ite path is quite perceptible after passing through 
very few atoms of matter. The conclusion is unavoidable that the 
atom is the seat of an intense electric field, for otherwise it won 
be impossible to change the direction of the particle in passing 
over such a minute distance as the diameter of a molecule. 

In conclusion, I should like to emphasise the simplicity and 
directness of the methods of attack on atomic problems opened up 
by recent discoveries. Ав we have веер, not only is it a simple 
matter, for example, to count the number of a particles by the 
scintiilations produced on a zinc sulphide screen, but it is possible 
to examine directly the dcfl:ction of an individual particle 10 
passing through a magnetic or electric field, and to determine the 
deviation of each particle from a rectilinear path due to encounters 
with molecules of matter. We can determine directly the mass of 
each a particle, its charge, and its velocity, and can deduce at once 
the number of atoms present in a given weight of any known kin 
of matter. Ia the light of these and similar direct deductions, 
based on à minimum amount of assumption, the physicists have, 
think, some justification for their faitn that thoy are buildiag ОП 
the solid rock of fact, aud not, as we are ofton во solamaly 7020 
by some of our ecientidg brethren, on the shifting sands o 
imaginative hypothesis. 
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Mercurous Sulphate for Standard Cells. 
By OHARLIS J. J. Fox, B.Sc., Ph.D. 
(Abstract— Section В.) 


lr is now well established that the chief cause of inconstancy 
in cadmium cells is usually irregularity in the mercurous 
sulphate. F. E. Smith has investigated this matter pretty exhaust- 
ively, and has suggested four different methods for preparing 
reliable Hg,SO,. The present author wishes to suggest a fifth 
method which he has used, and which for simplicity and reliability 
seems to be superior to any of them. 

There is no difficulty in purchasing Hg;SO, which is quite free 
from foreign metals. Bat these commercially pute preparations, 
taken as they are, are unsuitable for use in standard cells because 
they have usually been precipitated from the nitrate solution in 
the cold, and are therefore not well crystallised; free nitrate and 
basic sulphate are also present. But if commercially pure Hg,SO, 
be heated together with a little pure Hg and dilute HSO. for a 
day or so at 120° to 150° in either a cealed tube (1 to 2 mm. walled 
tubing) or bottle with wire-bound stopper, and occasionally 
agitated, a white crystalline preparation will be obtained even 
from a specimen of Hg, SO. which is initially discoloured almost 
black. On opening the tube or bottle it will usually be noticed 
that the pressure has risen а little, and that there is a trace of NO, 
formed ; a little care should therefore be employed if there is more 
than a trace of nitrate in the original Hg S0. But the Hg$80, 
obtained in this way is itself free from nitrate, especially if 
the H4SO, be filtered off and renewed during the heating process; 
it is also, of course, quite free from baric salt. It is filtered off, 
ground up in a morta? with one or two successive quantities of 
diluted Н,80,, and then with several quantities of saturated 
cadmium sulphate solation; it is filtered off in a Biichner fannel 
after each washing. In this way it is possible with very little 
trouble to prepare quite large quantities of very reliable, well 
crystallised, white Hg498O, in every way suitable for standard cells. 

By heating with HCl and Hg, it is also a very convenient 


method of preparing crystalline calomel; but in this case the 
heating takes about twice as long, owing to the small solubility of 


calomel compared with Hg4S0,. ; 


New Method of Prodacing a Cadmium Arc. 
Ву T. Martın Lowry, D.Sc, F. C. S. 
(Abstract — Section. B.) 


Ix order to prodnce a cadmium spectrum of sufficient intensity for 
polarimetric work, advantage is taken of the favourable properties 
of the silver-cadmium alloys. On account of their isomorphism the 
two metals form an excellent series of alloys which are characterised 
by good mechanical properties and very high melting points, (An 

oy with 60 ebur Od meltsas high as 700°C.) In striking 
contrast to the behaviour of the pure metal, the alloy gives a steady 
arc which can be kept true to centre by rotating the electrodes in 
рр directions. The spectrura shows the silver as well as the 

mium lines, but these are so far separated that even with a low 
resolving power the alit of a spectroscope can be opened to its full 
width without any overlapping of the brilliant blocks of light 
which take the place of the usual lines.“ | 


A NEW RECTIFIER. 


Тнвосан the courtesy of the Premier Ampero Electric Co., 
of Premier House, Dover Street, W., we were recently 
enabled to inspect an apparatus which they are introducing 
for converting alternating into continuous current, and which 
is built on distinctly novel lines. 

The general appearance of the device will be gathered 
from our view, and its mode of operation will be better 
understood by reference to the diagram. 

This apparatus, known as the Premier Ampero rectifier, 
has been designed to meet the demand for a really efficient 
apparatus in the smaller powers, and the efforta of the 
mventors have centred on the production of something 
compact and simple, and which would work anywhere with- 
out special fixing. 

Ita method of operation is based on the fact that if two 
secondaries of a transformer are alternately put into circuit 
at each half period, the induced current feeding the 
secondary circuit will be unidirectional. 

An apparatus built on these lines ought to be particularly 
efficient, as there should be practically no loss except the 
ordinary small loss of a well-built transformer, and we 
understand that practice bears out this anticipation, as tests 
made with the apparatus show a loss of only 5 per cent. to 
6 per cent. on the reotifier, and this includes the energy con- 
sumption of the fleld-magnet coils used to effect the switching 
in and out of the two secondaries mentioned. 


The apparatus put on the market consiste of two parts :— 
(1) A transformer wound with two secondaries in series, or . 
an auto-transformer with a middle point which acts as a 


Tus PREMIER AMPRRO RECTIFIER. 


phase divider ; and (2) the rectifier. In our diagram A, a’ 
are two small field magnets, and B an oscillating armature 
pivoted at the centre; the armature is wound with two coils 
F, F’ and excited by direct current, taken from one of the 
cells to be charged; the current consumption of this is 
insignificant, being only 0-4 ampere. If the apparatus is 
used for a purpose other than charging accumulators, a small 
cell is provided for this excitation. 

The two magnets 4, a’ are fed from one of the secondaries, 
and wound so as to have similar poles facing both ends of 


SECONDARY PRIMARY SECONDARY 


Юілавлм OF CONNECTIONS. 


the armature. The latter carries a contact piece E, which, 
as the armature oscillates, makes contact alternately at H, H’. 
Two springs K, K“, bearing on two regulating screws J, J’, 
are provided for tuning up the apparatus. The two small 
со ашота 1, L’ overcome any tendency to sparking at the 
contacts, although as the make and break takes place at zero 
current, there is no tendency to sparking normally. | 
In operation, as the armature excitation is by means of 
direct current, and fixed opposite polarities exist at either 
end, the armature receives an oscillating motion correspond- 
ing to the rapid change in polarity of the magneta a, A', due 
to their alternating-current excitation ; this oscillation 
alternately produces contact between G, H and d', н’, cutting 
in and out first one transformer secondary and then the 
other, the induced currente feeding the outgoing circuit 
being always in the same direction. The field magnet 
excitation requires some 4 watts. Е 
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On the ‘occasion of our visit the rectifier was converting 
85-cycle А.С. into direct current, and charging several igni- 
tion cells, for demonstration purposes; the apparatus is 
obviously well fitted for this class of work, being much more 
efficient than the small motor-generator. Moreover, the 
device itself acta as an automatic cut-out, and in case of 
failure of the primary supply breaks the accumulator circuit, 
and so prevents back discharging. _ | 

We understand that the apparatus will work on any 
periodicity in ordinary use; it starts and runs at any load, 
requires no attention, and compared with the mercury arc or 
electrolytic types of rectifier, it is an obvious simplification. 
The 120-watt size only weighs 20 lb., and the 240-watt 
size 35 Ib. : NE 

In ita various forms, it is being adapted for charging 
accumulators, electroplating, driving direct-current motors, 
lighting, medical work, &c. 


NOTES ON TRADE ABROAD. 


(Continued from page 358.) 


Our New York namesake quotes 
S. Kondo, chief of the Electrical 
Department of the Japanese Depart- 
ment of Communication, as saying 
that in a very short time all the railroads in Japan will be 
operated by electricity, although the conversion of the main 
lines from steam to electricity is not immediately contem- 
plated. He says: The element of economy is the greatest 
consideration, and so far as it is possible to utilise water 
power in the operation of branch lines, construction of 
plants for the operation of the roads will be begun imme- 
diately.” Mr. Kondo has lately been on a tour of Europe 
and the United States studying electric railway matters. 
He has probably reached his home in Japan by now. We 
are not sure whether he made a point of investigating 
electrical matters in these islande, but we can presumably 
leave it to British manufacturers of electric railroad 
requirements, and water, steam and electric plant, to keep 
him acquainted with what they are able to do, so that when 
he is giving out his Department’s requirements they may 
receive fair consideration and correspondingly important 
contracta. We sometimes have it put pretty definitely 
before us that in China the time ‘is not ripe for railroad 
electrification—with that point we shall deal in a later 
issue in certain references that will be made to China as a 
field for British electrical enterprise—but we have it very 
plainly. told that the time is “right here" in Japan for 
certain branchlines. Mr. Kondo's remarks regarding the use 
of water power in this connection serve to once more urge upon 
British engineers the great, need that there is for fitting them- 
selves more and more to meet the hydro-electric requirements 
of the whole world. It is often said that British electrical 
engineers do not understand this important department 
—only during the past few days has a visitor remarked 
that we have no hydro.electric experts in England— 
and it certainly seems to be a fact that we have lost 
much good business because other countries regard us as 
lacking in experience of this particular kind. It is idle to 
pretend that the complaint is groundless, for we have been 
more or less at a disadvantage because the lack of waterfalls 
in the United Kingdom has not made it a very promising field 
in which to specialise, so far as the home needs are concerned, 
but we must not let it be imagined that we are by any means 
ignorant of hydro-electric engineering matters. Is it not a 
fact that British electrical engineers, such as the late Lord 
Kelvin and Prof. George Forbes, were in ** at the birth” of 
the Great Niagara l'ulls undertaking showing the ** how ” of 
the scheme, and its engineering details? Then we early 
utilised the Falls of Foyers in the manufacture of aluminium; 
we have in Scotland the important Loch Leven installation 
carried out so recently for the same company—the British 
Aluminium Co., Ltd.; we have utilised Welsh water powers 
for another aluminium company; something British has 
also been done at Mussoorie, and, in addition, of course, 
there are many small plants which do not rank highly 


Hydro-Electric - 
Possibilities Abroad. 


enough to call for specific mention. We should have done 
a great deal more as British engineers had it not been for our 
abundant supplies of cheap and good coal, and had there 
not been an æsthetic hyper-sensitiveness among some of our 
people regarding possible disfigurements by pipe lines and во 
forth. The hydro-electric question has forced itself to the 
front in other countries because of the paucity of their fuel 
supplies and because of the existence of big water falls. These 
comments are offered more by way of excuse than of justification. 
We have been too busy in years gone by thinking about thesmall 
lighting stations with steam engines as prime miovers, or in 
thinking about the profits on the sale of electric switches and 
lamps, or the losses on electric wiring contracts, to really take 
а good look abroad as to the future requirements of other 
races and other countries, and to prepare ourselves for meeting 
these needs. Our Swiss, American and German competitors 
in elaborating and execnting schemes for the utilisation of 
their own natural forces, or those of countries just over their 
borders, have in the past been preparing themselves, and 
their own manufacturing equipments, staffs and abilities 
for doing what other countries possessing water falla, but 
no manufacturing or designing facilities, required. Ib was во 
in the case of India when Americans found their 
way there in connection with the Cauvery Falls system for 
furnishing electric power to the Mysore Gold Fields and 
district. We felt it necessary nine years ago to emphasise 
the importance of this matter in an article on Elec- 
trical Development Schemes for India " (see ELECTRICAL 
Review, November 2nd, 1900). This is what we said then 
—how much of it ought to be said in still plainer language 
to-day ? | | о 

In course of time no doubt the rivers of India will be 
made to render great service in connection with the various 
industries, by being utilised for the generation of electrical 
energy for lighting, traction and power work. 

* Doubtless numerous other schemes of a similar kind 
have been suggested or drawn up, but, &o far as we 
are aware, practical operations have only been commenced 
upon one undertaking; we refer to that for whose 
purpose the Canvery Falls are to furnish the power, 
and for which, may we significantly add, the large 
electrical machinery and equipment contracts are to be 
carried out by American electrical works. Of course, we 
are all desirous that India shonld secure at the earliest 
possible moment all the benefits which electrical science and 
engineering are able to confer upon her in the development 
of that vast continent by the up-to date utilisation of her 
natural forces ; but even while bearing that desirability in 
mind, we shonld be exceedingly sorry to see work of such 
enormous importance and of so vast à nature taken possession 
of by other than English manufacturers. There may once have 
been a valid reason for the execution of English tramway 
station machinery orders by American houses, but at the end 
of the century when there is unmistakable evidence of English 
manufacturers having pulled themselves together, and set 
their works in order, the requirements of these foreign 
countries must not be disregarded. It is not up-to-date 
enterprise which allows a man to eit down satisfied because 
his books are full of orders, and his works are doing 
overtime .... To fail to bestow the proper attention 
upon the electrical development of any of our Colonies 
or dependencies, particularly India, Africa and A ustralasia, is 
tantamount to giving a hearty invitation to more enterprising 
engineers and manufacturers of other nationalities to enter 
into the land of promise and carry off the spoils. How 
meekly should we follow after them to gather up the crumbs 
that fell from the rich man’s table! We mast look not 
only to the English manufacturer and his representatives to 
watch ойг national electrical interests; the engineer, the 
exploiter, and the promoter, must precede him making 
straight the rough places. Are English electrical engineers 
doing all in their power in this direction ? We are tempie 
to believe not. In the promotion of home schemes their 
name is legion, and too often they are to be met with 
tumbling one across the path of another in the pursuance of 
rival interests, scrambling for the next job, Mr. Wellknown 
and Mr. Littleknown seeing who can underquote the other 
for preparing a report, most of which is already filed in well- 
stocked pigeon holes. We have no intention to undervalue 
these home development works, but we do think that a 
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there is wide scope and a golden opportunity which, if not 
taken advantage of by the British, certainly will be by tbe 
American or the German. Perhaps it might be as well for 
some of these consulting engineers to turn their thoughts 
abroad instead of bemoaning the fact that there are too 
many of them at bome. We are well acquainted with in- 
stances of consultants who have done well by taking time by the 


forelock in Australia, India, the River Plate, and so on. 


If more of this kind of thing be not done we may 
expect repeatedly to hear of American engineers drawing up 
electrical engineering schemes for British and Colonial 
territory, and American manufacturers supplying all the 
machinery. Why not English engineers and English 
manufacturers? un 

Let us take down another of our past volumes, and look 
again at what the ELECTRICAL Review has published on 
the self-same point. This time it was one of our Indian 
correspondents who was the writer. **India asa Field for 
Electrica! Enterprise was his subject in the Review for 
August 15th, 1902, p. 252. He then said :— 

The fact that the whole of the plant at the Cauvery 
Falls works is entirely of foreign manufacture (American) 
again pointe to the necessity for the British manufacturer to 
study the requirements of the British Colonies and depend- 
encies, and endeavour to manufacture what is required. 
The principal reason- apparently why this contiact was 
рес with the American company was because they had 

ad so much more experience in large power-trangmission 
plant, and for similar reasons the turbines were obtained 
from the eminent Zurich firm (Escher Wyss)." 

Now, we do not think that after seven years it ought to 
be possible to repeat the same words regarding any other 
similar contract abroad—indeed, they could not be fairly 
used now as the few plants already completed in these islands 
‘have given us something practical to show. But if Japan is 
going to make fall use of us, if in South America with its 
wonderful possibilities we are not to be passed by, if Spain 
is going to allow us to have a finger in the utilisation of its 
enormous hydro-electric possibilities, if Norway is not to 
feel that we have nothing to show them hydro-electrically, if 
Canada is not to slip altogéther from our grasp into the 


hands of our American cousine, and if New Zealand is to be 


prevented from letting ont its concessions to others, we must 
bestir ourselves as has often been cur custom in some other 
departments, and recover lost ground.. More and more 
must we forget, so to speak, the minor matters beneath 
our nose, and look ont far beyond that pro- 
truding organ into the places where coal 
and water more, and where the industrial require- 
ments call for the electrical utilisation of the 
latter. Our pages recently have contained references to 
steps that some of our manufacturers have been taking to 
secure contracts for water- power plant in Canada. We hope 
that they will be followed by a thorough investigation 
of this matter, both by these same and other firms in the 
same and other fields. No longer must we sit down excusing 
ourselves because of the greater experience of our foreign 
competitors in this particular department. We must move 
heaven and earth to let it be known in every country that 
the British engineer has begun to move, to effectively move, 
in a direction from which he will know no turning back, and 
that in the designing and execution of hydro-electric instal- 
lations and in the accompanying high-tension transmission 
work generally inseparable therefrom, he means to stand well 
in the running. | 

It is refreshing to turn from the 
matter upon which we have just 
written to what has lately been 
effected by the co-operation of British 
finance, British manufacturers and British constructing 
engineers in quite another part of the world. Klondike is 
not the name to conjure with that it was when the telegraph 
cables and the Press were aflame with its tales of wonderful 
discoveries, but it is certainly interesting to uote from the 
Times of last week that there is now on the way to Dawson 
City machinery and other power house equipment'to the 
total value of £80,000, which has been supplied by a 
number of ‘our leading electrical manufacturers. It is 
expected to arrive at Klondike in October, before frost 
occurs on the Yukon River, and it is supplied to the order of 


To the Goldfields 
of Klondike. 


is less 


the Northern Light, Power and Coal Co., Ltd., of Canada, 
which is financed chiefly by English capital, and which has 
acquired the existing power station at Dawson City, together 
with the local telephone system, the water company, and the 


only coal mine in the district. ©. 


The account given by our contemporary reads like à 
splendid tribute to the ability of British manufacturers when. 


once a promising piece of business is placed with them, for 


in a matter of more than ordinary difficulty they have risen 
to the occasion with admirable enterprise. We read that— 
When the directors of the company went to allotment on 
June 12th last, no definite plans or specifications whatever had been 
drawn up regarding the installation, but the managing director, 
Mr. E. H. Thurston, and the consulting engineer, Mr. C. J. Wharton, 
have been able, within five weeks, to complete arrangements for- 
tbe despatch of the material and equipment. With few exceptions 
everything was supplied by British manufacturers, owing to the 
advantages offered by the Canadian preferential duties on British 
machinery and the disadvantsges imposed by the high rates of 
freight on the American railways. | | 
The British electrical manufacturer who sometimes 
wonders whether a Canadian effort is worth while, should 
note the advantageous position in which the preferential 
tariff places him, and in estimating thestrength of American 
competition in that market, he should remember that the 
high rates of freight on American railways have in this 
Klondike case been one of the deciding factors in his favour. 
The cargo of machinery is being taken to Mexico, where it will 
be transhipped across the isthmus on the Tehuantepec Railway and 
pat on board a specially-obartered vessel for Skagway, Alaska. 
ence it will go by the White Pass and Yukon Railway to White 
Horse, and finally by barge for 400 miles up the Yukon River. 


The plant is of 10,000 Н.Р. capacity, and the contracts 
comprise steel framework for the concrete power house, 
boilers, stokers, coal bunkers, ash-handling apparatus, piping, 
condensers, turbo-generators, transformers and so forth, and 
such familiar names as Babcock & Wilcox, Willans and 
Robinson, British Westinghouse, Siemens, Weir, and the 
British Aluminium Co, are among the firms contributing 
their quota of the equipment. A 40-mile transmission line 
iu copper, and one in aluminium, will run from the mine to 
Dawson City. The whole undertaking is to be at work 
supplying electricity by August 1st next year. | 

We cannot help feeling that were British finance avail- 
able for the support of our electrical manufacturers, they 
would be able to show in the actual performance of the work, 
and the quickness with which they could be ready, many a 
similar example. A few years ago sume of our central 
stations went abroad for plant because they could not get 
it from our own manufacturers quickly enough to meet the 
electricity demand of the approaching winter season. Then 
there was a great pressure of work upon some of our firme, 
but now not many of our factories are troubled in that way, 
and prompter deliveries could be given whether for home or 
abroad. In engineering performance, in quality of manu- - 
facture, there has been no falling away, though as time 
goes on some will probably make a cheaper line of product 
to meet the needs of particular markets, where the men on 
the spot best know what they want and why they. want it. 

We sometimes think that the British electrical mann- — 
facturer has been silent and prosaic too long—the time has 
come when he should speak and let everybody electrical in 
every part of the world know that he is here ready to meet 
any reasonable electrical demand that they may have to 
make upon him. "n. | 

| The New York Electrical World in 
its August 12th issue reports a 
further improvement in the electrical 
exports figures of the States in June. 
The rise in the value of electrical instruments and apparatus 
exported was considerable. It is true that the heavy elec- 
trical machinery only showed an increase of some $8,000, . 
but taking the two items together the gain was nearly 20 
per cent. as compared to June last year. The net result for 
the entire year was a fall of 700,000 in electrical instru- 
ments and nearly $2,000,000 less of electrical machinery. 
We quote our contemporary's editorial analysis of the figures 
for the past three years :— 

Our best customer for electrical instruments by long odds in all 
three years was British North America, averaging about $1,400,000 


& year. In 1906-7 the United Kingdom took $1,580,615, but in the 
last fiscal year that amount was cut to $553,274. Braz il has been 
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a good steady customer, averaging nearly $1,000,000 a year, while 
Mexico has averaged $700,000. Japan wasa large customer once, 
but last year took only $254,928. In the line of heavy electrical 
machinery, the conditions change somewhat, and Japan proves to 
be our best buyer" with an average of $1,300,000 a year, while 
British North America took «bout $1,100,000 each year, and 
Mexico just & shade less. For the last year Japan took $1,175,208, 
or $400,000 more than Mexioo, which came next. The demand 
from the United Kingdom declined in the three years from 
$1,139,165 to $608,146. There are evidently many opportunities 


for a marked rally as well as for an increase everywhere, and the 


improvement in the world trade will help bring this about. Bat 
more will depend on the attitude of the manufacturer and exporter 
and his enterprise in seeking a market for many lines of goods not 
now known or placed abroad. 

That concluding sentence is just what we feel with regard to 
British electrical exports. 

Our own electrical exports have been steadily advancing 
for some time past; happily we are not recovering from a 
big drop. We have, indeed, very little more to do in order 
to reach the 17} million dollars, the figure of the American 
exports in 1906-7, before the fall began. As a matter of 
fact, if during the remaining.months of the present year we 
continue to maintain the high figure of the last few months, 


we shall go considerably better than the trans-Atlantic total. 


Whatever others may attain to, however, is nothing to us, 
we must continue the upward tendency of the export curve. 
We climbed electrically while everybody grumbled about bad 
trade, surely when the world is beginning a great revival we 
must climb at an accelerated pace. Much, in the words of our 
contemporary, will depend on the attitude of the manufac- 
turer and exporter and their enterprise.“ | 


(To be continued.) 


The European Electrical Industry.—The customary 
review of the general situation of the electrical industry in Europe 
ia contained in the annual report which has been issued by the 
Bank fur Elektrische Unternehmungen, of Zurich, for the year 
ended on June 30tb, 1909. It is stated, in the first, place, that, 
contrary to the ехр‹ сбабіоп associated with the reduction in the 
rates of interest, the general condition of business during the year 
in question bad not yet perceptibly improved. The uncertain 
political circumstances at times, and the difficulties which arose in 
Germany in connection with the carrying out of financial reform, 
were not without influence in this direction. The business of the 
transmission of power was not stopped in its development, as 
electricity opens up for itself a still greater introduction by the 
conatant improvement in the production of power and in the 
lighting systems, and by the increasing possibility of its applica- 
tion. Unfortunately, there is still in these branches, in Germany 
and Switzerland, only opportunity in a limited degree for the 
financing of new undertakings, since State and municipal authorities 
always oonsider it to be more their own duty to provide the 
advantages of electricity for their citizens. It could, however, be 
easily proved, by means of examples, that consumers do not always 
derive advantage from the transfer of electricity works from private 
to public working, or by the erection of State or municipal works. 
The question of electric traction next receives attention. It is 
pointed out that as almost all large towns bave been equipped with 
electrically-operated tramways, the only field of activity sub- 
stantially lett open is the provision of high-speed city railways of 
the elevated or underground type, and of inter-urbanlines. Beveral 
electricity companies have in recent years, and at great sacrifice, 
introduced electrical working on State railways, and proved the 
superiority of their systems over steam locomotion. But the hope 
entertained from this circumstance, that the schemes worked out in 
the meantime would be realised, has hitherto not been fulfilled, as 
the Btate railways do not regard electric traction as a compulsory 
necessity so long as the unfavourable financial situation imposes 
reserve upon them. In addition, great difficulties are placed by 
the authorities in the way of the granting of concessions for inter- 
urban railways, particularly in Germany, owing to the apprehension 
that the existing State railways would be prejudicially affected. 
The report concludes by stating that the degree of employment of 
the manufacturing companies closely associated with the bank was 


not unfavourable during the year, but in general complaints were 


made of low prices, so that it was only possible to obtain suitable 
се by а very large output and by reducing the cost of pro- 
uction. - 


Scottish Tramway Managers’ Meeting.—The Scottish 
tramway managers had a most enjoyable outing at Rothesay last 
week. Those present included Mr. Pilcher, Aberdeen, president, 
and Mr. Contts, Paisley, secretary of the Association. The visitors 
were received by Mr. A. Robertson, manager, and Mr. H. H. Hill, 
resident engineer of the Rothesay Tramway Oo., and were shown 
over the local depót at Pointhouse. At a meeting held sub- 
sequently, Mr. Fisher, tramway er, Dundee, read a paper on 
" Trackles Trolley Systems,” and a discussion followed on matters 
of interest to the profession. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


‘Sarco? Condenser Leakáge Indicator. 


Messrs. SANDERS, RemDERS & Co., Ітр., of 108, Fenchurch 
Street, E.O., the makers of the device mentioned by Mr. S. Bayntun 
in our last issue for detecting leakage in condensers using salt 


water, have sent us the following particulars of the apparatus, which 


is shown in fig. 1. 

The tester is connected by means of a small pipe to the air-pump 
discharge pipe, and the water to be tested is allowed to fill tank 2, 
by opening valve 1. Cock 4 is then slightly opened till a fairly 
rapid flow of drops passes into tipping beaker 10. 

All solid matter, &c., liable to clog the cock 4 and the dropping 
tube is arrested by the fine ire gauze sieve 3, which is placed in 
tank 2 between inlet and 
outlet. Pipe 5 provides 
for overflow, and the water 
is adjusted by valve 1 till 
a slight overflow is ob- 
tained. By this means a 
continuous stream of water 
passes through the appa- 
ratus, and a continuous 
supply of sample drops is 
taken off by cock 4. 

The reagents are placed 
in bottles 6 and 6a, and 
consist of silver nitrate 
solution, made up of fixed 
strength, vis: 4 2 grammes 
of silver nitrate crystels 
(pure) in 900 cc. of dis- 
tilled water, and potassium 
chromate, of any con- 
venient strength, 16 being 
used simply as a chemical 
indicator. | 

The reagentsare adjusted 
to flow through the drop- 
ping tubes 7 and 7a by 
means of pinch cocks 9 and 
9a, till a flow of 1 drop of 
each reagent to about 20 
drops of water is obtained. 
(This gives a limit of about 
5 grains per gallon of salt.) 

If the water under test 
is not saline, & deep red 
coloration will be pro- 
duced on the mixing of 
these chemicals with the 
water in beaker 10, as 
explained by Harbee in 
our issue of August 13th, 
due to the formation of . 
silver chromate, which is of a deep red colour. If any sodium 
chloride be present, silver chloride will be formed, and till all the 
sodium chloride is acted on by the silver nitrate no chromate of 
silver can be formed, and, therefore, no red coloration, silver 
chloride being white. 

The beaker 10 is pivoted as shown in the small detail inset, and is 
balanced by weight 12, so that it wili tip over when full of liquid. 
A small stop-pin 11 ensures its tipping the right way, and keeps it 
in the correct position. When the beaker tips over, its contents 
are thrown into dish 13, and down the waste funnel 15. 1 

A supply of the resulting liquid is thus always in 13 for inspection, 
light being thrown through it by means of ground glass 16, behind 


Fia. 1. 


which an electric lamp may be placed. 


If any salt, or chloride, above the desired limit is present in the 
water under test, the red coloration instantly disappears, and а 
whitish colour is produced in the liquid in dish 13. 

The apparatus may be set for any desired limit of salt by rp a 
ing the flow of drops of reagent, the number of drops of silver 
nitrate being increased in proportion to the limit of salt. 


Combined Push-and-Pull Switch-Fuse, and Lamp Lock. 


Messas. WI. Saxpuas & Co. of Falcon Electrical Works, 
Wednesbury, send us particulars of their new combined push-and- 
pull ironclad switch and fuse, which they have provisionally 
protected, and which they are manufacturing in all sises up to 
500 amperes, suitable for all voltages up to 600. 

The case is of clean iron, carefully lined with asbestos, and 
suitably bushed for the cables; it is also во аттап 
made absolutely gastight and ета Р The slates are screwed 
to the cage, and non-combustible dividi artitions extend beyond 
the maximum break position. The quick-make and quick-break 
action is extremely simple, and is achieved by means of two 
springs, working on sliding link pieces, supported outwardly from 
two machined slugs, cast on the inside of the lid, and in the centre 
by means of a gun-metal arm-piece engaging on the push-and-pall 
spindle. The switch blades are fit with two quick-break 
king contacts, and are arranged to operate simultaneously at all 


gimes, 


$ 
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_ When the switch is closed it is impossible to open the oase before 
the circuit is broken, and, again, it is impossible to close the case in 


-FiG. 2.—Posg- xp · Por SwrroH-Fosm. 


which the switch is enclosed until the switch is in tbe off position. 
This is achieved by a very simple and ingenious arrangement. 


A New Lamp Loox.—Many users of electricity have been 
troubled by the removal of lamps, (by unauthorised persons), from 
holders in public buildings, railway carriages, works, offices and the 
like. To prevent this, Messrs. Sanders, have introduced a simple 
hae lock, Mere at a cost of 2d , will, they claim, obviate the uselof 

у 


guard , 
By using the shade carrier ring рны it down on to the lam 
lock, as shown in the illustration, the lamp is А 


removal. At a small extra charge the p lock can be provided 


FIG. 4.— LAM Lock IN POSITION 
TO RECEIVE LAMP. 


Fic. 3.—LaAuP HOLDEB 
AND Lock. 


with a further fixing arrangement, but it is thought that the lamp 
lock without any extra attachment is sufficient for all ordinary 
d will be notieed that the lamp lock may be used to convert any 
standard shade carrier holder into a keyholder." 
It is not offered asa keyholder,“ but persons who do not mind 
turning a lamp in its socket will no doubt use it for this purpose. 
ib There are many cases where lamps аге now removed from sockets 
(spoiling the a of fittings and exposing the lamp to riek 
breakage or loss while lying about) to save them from being used 
when wired up with others on a switch, and in these and many 
will find a secondary use, 


B secure from 


BUSINESS NOTES. 


The Lochgelly Co.'s Installation : Water-Purifying 
lant.— In our article on the above installation last week, on 
page 341, we illustrated a water-purifying plant, which we are 
now informed is a Simplex plant, supplied by Mn. WX. Вову, and 
is, of course, distinct from the purifying plant mentioned in tbe 


SIMPLEX WaATEBR-PunBIFYING PLANT. С. 


article, which was supplied by another well-known maker, and 
installed in another position. The Boby Simplex plant, of which 
a clearer view is shown herewith, has a capacity of 10,000 gallons 
of water per hour, and utilises exhaust steam for heating the 
softened and purified water before feeding to the boilets. The 
water in question, obtained from pit or river, with a total hardness 
equivalent to 22°75 and 15 grains per gallon respectively, after 
treatment, remains with 2°5 and 2°75 grains respectively. We 
have pleasure in drawing attention to this matter, ») 


Woodeson Water-Tube Boilers.—We understand that 
some large and important orders for the Woodeson Patent 
water-tube boiler, as manufactured by Messrs. OLARKE, OHAPMAN 
AND Oo., LTD., have recently been placed with the firm, some of 
the most recent being:— Three large boilers for Bury Oorporation ; 
one large boiler for the Admiralty ; four large boilers for the new 
coke-oven plant for Messrs, Strakers & Love, making the sixth 
vepeat order from this firm ; a large boiler for the Yorkshire Electric 
Power Oo., this being a repeat order, due to the suocess of a similar 
boiler installed in that station during the early part of this year; 
a further repeat order (the third) for two large boilers for the 
power station in Naples; also orders for large boilers for South 
Africa and Japan. : 


Consular Notes.—Sweden.—The British Consul at 
Stockholm reports that there are two companies in that city 
providing means of communication by the telephone system. One 
is the Riks or State Telephone Co. with wires not only in Stock- 
holm, but throughout the length and breadth of Sweden, and con- 
nected also with Norway, Denmark and Germany; the other is for 
the town of Stockholm and places within 44 miles as the crow flies. 
Such questions as telephone rates, number of subscribers, and so 
forth, are dealt with at length. 

Later in his report the Consul states, regarding electrical 
smelting of iron ore, that the technical practicability of smelting 
iron ore by electricity was proved some years ago. A furnace 
which has been erected at Domnarfvet is estimated to be capable 
of producing about 3,000 tons of pig-iron per annum; its height 
is only about 7 metres and its diameter about 3 metres It 
is claimed that the product is of excellent quality; sulphur 
is almost entirely eliminated, and the iron freéd from gas and 


The British Vice-Council at Lulea reports that there is a propor 
on foot there to have the Kiruna-Norwegian frontier way 
electrified. The power is intended to be taken from certain large 
waterfalls adjacent to the railway. Surveys and experimental 
work are now being carried on, and it is rumonred that tenders 
will sbortly be invited for the execution of the necessary electrical 
lines, buildings, &c. 

- The British Vice-Consul at Skelleftea reports that the Ohrvikens 
Aktiebolag has contracted with the town of Skelleftea for 800 H. P., 
and the Ytterstfors Trävaru Aktiebolag has bought 2,900 н.р. 
The distance from tbe electrical works to Ohrviken is 27 miles, 
and to Ytterstfors 31 miles. All the machinery for both these 
sulphite mills was supplied by Swedish firms. The contract 
between the town of Skelleftea and Ytterstfors is only in 
force during one year as to the quantity of 2,300 H.P. Each year 
Bkelleftea has the right of disposing of 800 н.р, of this 2,300 if 
better cffers are received than that at present from, Ytterstfors. 
The total horse - power of Bkelleftea town electrical werks is as 
present 4,000 K. ., of which the actual town uses 600 Н.р. for ite 
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own purposes. Btill there are more waterfalls belonging to the 
town which are not yet used, and there is a plan to develop these 
falls to giva to the town at least 4.000 H.P. more. 

The British Vice-Consul at Hernosand reports that a huge 
electric power station has been built at Forsse by Graningeverkens 
Aktieholag. transforming the power from the waterfalls of the 
Faxiilfven (опе of the important branches of the Angerman River) 
into electric current at 40,000 volts, wbich is partly transmitted to 
the pulp mille at Kramfors, F.anó and Bvaroó at a distance of about 
35 English miles ‘The pulp mills have to pay for the power they 
use at the rate of 72 kr. (£4) per year and horse-power. The import 
of coals is consequently diminished by this arrangement. In the 
future most likely a great many of the waterfalls, favourably 
situated, will bs utilised in a similar way. The Government 
railways are making experiments to find out if they can profitably 
adopt electric power instead of steam for working the railways. 
The power at Forsee is calculated at 6,000 E P. 

China.—The British Consul at Canton, in a recent report, 
states that the electric light works there, built by the Ohinese 
Light and Power Company, of Hong Kong, sre situated at 
Ng Sin Moon (South Gate). The plant is up-to-date in every 
detail, and with the exception of an engine, is of British 
manufacture. It consists of three Diesel oil engines using crude 
petroleum, the total brake horse-power being 600, five steam 
engines of a total brake borse-power of 730, four Babcock- Wilcox 
water · tube boilers burning Japauese coal, and one Green's 
economiser ; induced draught is used, and Contra flo and Worthington 
condensers. The staff consists of two engineers, one main superin- 
tendent, and 121 Chinese. Electric energy is supplied to Canton 
city and the foreign settlement of Shameen by means of overhead 
high-pressure mains, carried on iron and wooden poles. The primary 
pressure is 2 000 volts, the secondary or house service pressure ів 
100 volts. The current is alternating. The eupply in Shameen is 
continuous, that in the city being from sunset to sunrise. The 
number of consumers connected to the mains is 2,809, 167 in 
Shameen and 2,642 in Canton City. The total number of 8c. v. 
(equivalent) lamps connected on March 1st, 1909, was 26 510. 
There are in addition to the above the Canton Arsenal, smokeless 
powder factory, the provincial mint, a paper mill, a cigarette 
factory, several shipbuilding and ship-repairing yards, the railway 
works at the termiai of the Canton Kowloon, Canton Hankow and 
Canton Sanshin lines, and the new river building now in course 
of construction, which requires ateel bridges and landing 
stages. Lest, bowever, British firms take the trouble t^ 
send out illustrated catalogues and circulars, the Consul states 
that catalogues as such are useless, and that the only way to obtain 
orders is to follow the German and American example, and send 
out competent men who will find out exactly what the Chinese 
want, tell them exactly what they can supply and for how much, 
and, in short, be prepared to exercis3 that patience, tact and busi- 
nesa acumen without which in these days big orders are not 
ob'ained in China. British manufacturers are too often content to 
be represented by mercbants in China, who, however willing they 
may be fo push their wares, have not the time to devote to the 
business, and are without the necessary expert knowledge. The 
Consul is convinced that it is for this reason that so many large 
orders for railway material, &:.‚ bave during the past year gone to 
German and American firms. 
~ Bosuia.— Тһе British Consul at Sarsgevo reports that Bosnia is 
a land rich in natural resources, but it suffers from want of capital. 
The annexation question baving been definitely settled, there is 
now no longer any rearon why speculators should hold back. 
Bosnia, moreover, possesses mineral resources and water-power 
which might very well be tarned to account in the electro-chemical 
industry. Coal is present in sufficient quantities for industrial 
p es, aud labour is cheap, the natives being intelligent and 
well fitted for manual labour. Much of the present poverty might 
be alleviated it there were plentiful opportunities of work. Rates 
and taxes stand at а much lower figure than elsewhere in Austro- 
Hungary. 

Uruguay.—The British Minister in Monte Video, in a recent 
report, states that a Marconi wireless telegraph station has been 
established on the beach near Maldonado. Its geographical position 
is latitude 34° 5s’ 15"; longitude west of Greenwich 54° 56’ 57". 
The name of the station is Punta del Este, and its minimum radius 
is 500 km. (310 mile). Last year a Special Committee was 
appointed to report upon the question of instituting a Government 
or niunicip«l telephone service; they have recommended the insti- 
tation of a national telephone service with underground lines, in 
accordance with plans drawn up by a British engineer, in place of the 
present overhead wire system, and a projact of law dealing with this 
question, which is, however, beset with certain legal and equitable 
diffi: ulties in connection with the existing telephone companies, 
bas been submitted to the Chambers bythe Government. The cost 
of the proposed work, calculated at $1,000,000 (£212,766), will 
probably be met by a loan of ¥1,500,000 (£319.149) at 5 per cent., 
and 1 per cent. redemption, the service of which will amount to 
€30,000 (£19,149) per year. It is not expected that there will be 
the slightest difficulty in raising this loan, as the Post Office surplus 
revenue hss for several years averaged 830 000 (£19 149) per year, 
and last year it amounted to 8115,92 (£24,664). This revenue will 
only be under contribution during the time of construction as the 
telephone service, once it is established, will, it is anticipated, after 
deducting 50 per cent. for expenses, produce an income of *100,000 
(£21,276) per year. The electrification of the tramways of Monte 
Video, which has been carried out by an Anglo-American firm of con- 
tractors, bas been completed after nearly four years of work. The 
contract included the construction of 82 miles of track, the supply of 
215 cars, and the building of power houses, as well as the preparation 
of all the engineering plans and specifications, Tha engines 


have been supplied by a Birmingbam firm, and British firms sup- 
plied the generators, the boilers, aud all the care, and it is fully 
recognised that the contracts bave bsen most efficiently fulfilled. 

Costa Rica.—The British Consul at San José reports that the 
Costa Rica Electric Light and Traction Co. has extended its tram 
line in San Joté, from tbe Pacific station to Rio Torres, about 1 mile, 
and is building a further extention to Guadalupe (24 miles) This 
company has also acquired rights for a 5,00U-R P. hydro-electric 
power station at El Brazil, and has begun work. 

Rusria.— The British Coneul at Mos-ow reports that the whole 
of tbe work of the concession for the electrification of the Moscow 
tramway system, to be paid for by Moscow city bonds, was 
virtually in the hands of a British syndicate, which was to have 
taken over this loan at the very low price of 75. "Unfortunately 
this very valuable concession was allowed to fall through. The 
requisite funds were obtsined by means of the loan raised in 
London, but nearly all the plant for the electric trams has now 
been ordered from Germany. Moreover, this contract for the 
construction of the electric trams was only the first contract the 
town was then willing to hand over fo the British syndicate— 
there were other things to follow which would have been even 
bigger. 


Private Meeting. — W. P. THEERMAN, trading as 
W. P. Theerman & Oo., electrical engineers, 263, Orford Row, 
Manchester.—The creditors of the above were called together last 
week, when a statement of affairs was presented, showing liabilities 
amounting to £6,006 16s. 4d. The claims of unsecured creditors 
totalled £5,237 4s., while the Palatine Bauk, Ltd. were scheduled 
for £761 2в. 4d. There were also contingent liabilities on bills 
discounted amounting to £57 24,0f which it was expected that 
£8 10s. would rank against the estate. After allowing £151 1s. fo 
preference claims the assets were expected to produce £6,836 8s 2d. 
the estate thus showing an apparent surplus of £829 Tle. 10d. The 
assets were as follows: Stock-in-trade £570 4з. 2d., work done on 
contracts in hand £1,018, plant, &c., at New Brighton £436 168. 108., 
estimated st £350, machinery £500, book debts £1,168 194. 320, 
expected to produce £1,160, office furniture £50, fittings, &c., £75, 
cottages at Bradford £1,700 (lees mortgage of £850) £850, shares in 
Electric Light, Power & Hiring C». £750, due on current accounts 
£1,246 16s., sbares in Penrith Electric Supply Co, Ltd., £165, and 
shares in mill £262 10s. It was stated that with the exception of 
one or two small amounts for cash advanced, the whole of the 
liabilities were in respect of trade debts. The business bad been 
in existence for a number of yeare, and balance-sheets were pre- 
pared regularly. In December, 1906, the balance-sheet disclosed 
a capital of £2,668, and by October of the following year the 
capital had incres«ed to £3,689. Ia April of last year the capital 
stood at £5,848, while in О :tober of the same year the capital had 
decreased to £3,270. А bulance-sheet was prepared at July 316 
last, and this showed a capital of £1,400, The difference between 
this figure and the amount shown in the stetement of affairs was 
accounted for by the various amounts written off the a:se's, 
Between January and О tober, 1907, the business showed a profit 
of £2,390, while during the next six months there was a profit of 
about £2 800. Between May 1st and О :tober 31st of last year, the 
trading resulted in a somewhat heavy loss. О wing to creditors 
having threatened proceedings, it was decided that the debtor should 
execute a deed of assignment to protect the aseets, and Mr. Peter 
Gregson, chartered accountant, Manchester, and Mr. G. E Corfield 
(Messrs. Corfield & Gripwell, accoontante), London, were 
appointed to act as joint trustees. The creditors decided to leave 
the matter in the hands of a committee of inspection. The com- 
mittee appointed was as follows: Henley’s Telegraph Works Co. 
Ltd., Messrs. Christy & Lampitt, Northern Accessories Оо, 
Messrs. Wright & Wood and the Bloan Electrical Co. 


Aluminium.—It appears that the proposed syndicate 
of French aluminium makers has not yet been brought iafo 
existence, and as a consequence the question of the renewal of tbe 
International Convention bas not made any progress down to tte 
present time. Tbe French companies, however, still expect to 
arrive at a definite agreement. A provisional understanding #84 
come to early in August, prior to a conference of representatives 
of the makers, but certain points were postponed at the request of 
one of the companies for further examination. 


Time Recorders.—Among recent orders booked by the 
INTERNATIONAL Tıme Вксовюно Co. are the following: — Joseph 
Stubbs, Manchester, three recorders; Willana & Robinson, Ltd., 
Rugby, 10 recorders; Bournemouth Corporation, eight recorders; 
Joyce & Co., Sydney, five recorders; Jobn Russell & Co., Ltd. 
Walsall, four recorders; Kodak, Ltd., Harrow, three recorders; 
Loders & Nacoline, Ltd., London, two recorders; also orders for 
the Corporations of Manchester, Salford, Huddersfield and 
Bradford. 


Stolen Lamps.—4At the resumed hearing of the charge 
against Withers and Brocklebank, at Manchester, of stealiog 
tantalum lamps, the former was sentenced to a month, and the 
latter to two months’ imprisonment. 


Annual Sports.—The members of the RoBERTSON AND 
Osram ATHLETIC CLUB held their fourth annual sports on Batardsy 
Jast on the ground of the Latymer Upper Scbool, Wood Lane, 
Bhepherd's Bush, hy kind permission of the Governors. The 
entries, which numbered just under 400, were keenly competed for. 
The relay race for the Wilson challege cup was won by the 
General Eiectric Co,-Athletic Club, " London,” by about 30 yd. 
One of the chief, items of the day was the Marathon race, пон 
Pinner to-t'ie ground, which was won by A. Balley, in 1 hour an 
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15 minutes 33 seconds. Another interesting item was the tug-of- 
war between the Osram and Robertson Works, which was won by 
the Robertson Works by two pulls to one. Mr. C. Wilson, Mr. O. J. 
Robertson and Mr. E. G. Sheppard officiated as judges, and the 
prizes were presented by Mra. O. Wilson. The North Middlesex 
Bilver Prise Band were responsible for some excellent selections, 
and also for music for the dancing in the evening. 


Trade Announcements.—The address of the Acces- 
SoRIES MANUFACTURING Co., Lrp., is 11, Dean Street, Sobo, W., 
instead of that givon inadvertently by us in the firm's advertise- 
ment last week. 

Messes Е. L. Apaus & Co. have commenced business as elec- 
trical and mechanical engineers, at Radcliff Boildings, 89, Clerken- 
well Road, E.C., and they desire to receive manufacturers’ cata- 
logues, aud lists of electrical and mechanical accessories. 

Owing to the continued pressure of business in the northern 
district, the WarsALL ELECTRIAL Co., LTD. bave increased their 
accommodation in Liverpcol by taking la’ ger offices on the ground 
floor in Central Chambers, South Castle Street, where there are 
convenient and roomy stores with a good entrance. Their old 
stores are being fitted up as a workshop to enable them to carry out 
repairs more promptly than could be done if these were sent on to 
their Walsall works. | 

Меѕввв. Mason & Co., Ltp., of Hull, have lately extended their 
varnish department, and have erected a large ferro-concrete build- 
ing, fitted with an up-to-date plant for the manufacture of insu- 
lating varnishes and compounds, acid proof and other enamels, and 
similar specialities for the electrical trades. They bave recently 
added to theie electrical testing plant, aud these additions 
enable them. to make and maturo larger batches of tested 
je than were previcusly possible, and to meet the increased 
demand. 


Bankruptcy Proceedings.— HERBERT SHUTTLEWORTH, 
electrical engineer, Cross Court, Briggate, Leeds.—The first 
meeting of the creditors in this case was to have been held last 
week at the Official Receivers offices, 24, Bond Street, Leeds, but 
no creditors attended, and the matter, therefore, remains with the 
Official Receiver as trustee. 


Catalogues and Lists.—MeEssrs. HawxKsLey, WILD 
arp Co, Ітр., Brightside Boiler Works, Sheffield, and Queen 
Anne's Chambers, Westminster.— Illustrated circular giving par- 
ticulars of the Suckling ” water-tube boiler. : 

Mresss. A. P. LuspBEBG & Sons, Liverpool Road, N.—Illus- 
trated list (S 20) in the tirm’s usual style containing 16 pages of 
information with diagrams of movements and adaptations, alao 
prices, &c, of their “Duplex” switches with central "cff" 

ition. 

Mn. G. В. BowrrLr, Terminus Chambers, Holborn Viaduct, E.C.— 
New catalogue giving illustrations and prices ot the G.B.B." 
silent electric clocke. И 

Mussas. ARCHIBALD J. Ҹатант, LTD., Leyton Green Road, 
N.E.—32-page price list, with illustrations, of a variety of electric 
supplies for bell, telephone, and light iostallations. 

Tus GLOBE ELEOTRICO Oo., LTD., 11, Farringdon Avenue, E.C.— 
New 16 page pamphlet (К 11), in which are contained full descrip- 
tive notes with tabular particulars as to sizes, prices, weights, &c., 
of the ''Santoni" flame lamps for street and shop lighting, the 
* Santoni" single and double enclosed arcs, inverted open type 


lamps, &c. The lamps can be seen under working conditions in the 


ahow-rooms of the firm. 

Mzssms. Lupw. Low & Co, Lrp., 30 and 32, Farringdon 
Road, E. O.— 8-page pamphlet with fine half-tone illustrations and 
specified description of a 84-in. vertical boring and turnicg mill 
built by the Colburn Machine Tool Oo., of America, for whom the 
firm are the sole British agente. 

Messrs. Арип, ErEcTRIO Co, Lro., Adnil Building, Artillery 
Lane, B.C.—20-page catalogae (section О) giving in tabular form 
prices, code-words sud catalogue numbers of bayonet cap, Edison 
screw, and magnetic lampholders, hand lampe, water tight fittings, 
wall rosettes, and shade-holders. à; | | 

Mrssss. Авон Evgoraicitry Murer, Lro , 804, Salusbury Road, 
Kilburn, N.W.—8-page pamphlet (No. 9) containing an illustrated 
description of the Aron maximum demand indicators for p.c. 
and A. 0. ! | . 

Мв. James Handry, Laminated Leather Works, Bridgeton, 


Glasgow.— 24-page illustrated pamphlet giving full particulars of 


Hendry's patent laminated leather belting. 

Mussns. J. & H. GREVENER, Eldon Street House, E.C.—Sometbing 
quite original in the way of a publicity folder has been issued to 
draw attention to the Arcoflame” intense flame arc lamp. That 
this lamp is " matchless” for outdoor lighting is impressed upon 
the unsuspecting recipient by the front cover, which carries a real 
“special Virginian cigarette above an imaginary empty match 
box. We are not sure whether that cigarette is intended to be 
smoked. 

Messrs. Brqvuex's PATENTS, 10, Dean Street, Oxford Street, 
W.—Price leaflet, of accessories and engines for model aeroplanes, 
including sparking plags, turn buckles, wire clamps, sockets and 
holders in aluminium. 

Umiom Exvectraic Co., Lro., Park Street, Southwark, S. E.—New 
20-page list (No. 6,012) of low-tension switchgear, the manufactures 
which are described aud well illustrated, includiog single and 
double-throw knife pattern main switches, laminated brush maia 
switches, change-over switches, porcelain handle switch fuses, 
ironclad house service fuse boxes and other lines. Special attention 
should be directed to distribution boards in cast-iron boxes, 5 to 10 
amperes, for иа] lighting circuits, and power distribution boards 
in water-tight cast-iron boxes for three-phase circuits, for pressures 


up to 600 volts. Tabulated{isizes, list numbers and prices are 
clearly set out. | 

Тнв Есггжв & Jonwsow Manvuracrurma Co., Madison, Wis, 
U. S A.— Descriptive price leaflet, relstiog to their diaphragm 
bilge pump outfits. 

Тнв Jaspus Аво LAMP лир Krxcrnro Co, Lro., Hartbam Road, 
Holloway, N.—New arc lamp catalogue. This has been entirely 
rearranged for easy reference, and forms a very complete list. 
Special attention is devoted to the new regenerative flame lamp, 
and foll details are given of the firm's ordinary enclosed lamps, 
photographic lamps, colour-matching lamps, aud a variety of arc 
lamp accessories. The front cover bears an effective coloured 
representation of the Jandus lamp. The book is finely produced, 
generously laid out and copiously illustrated. It contains a great 
deal of information which will be useful to lamp-users and lightiog 
engineers. Copies of tbe catalogue may be obtained on application 
to the Hartham Works, which is now the firm's only address. 


Book Notices.— Dictionary of Chemical and Metallur- 
gical Material, New York: Electrochemical and Metallurgical 
Industry. 1909. Price 50 cents.— This is a directory of the adver- 
tisers in the journal above-mentioned, giving concisely particulars 


Of their products; the latter are srranged in alphabetical order, 
classified and cross - indes ed. 


Part I includes machinery and 
material, Part II measuring instruments and laboratory supplies, 


‘and Part III is a professional directory. The book, now first 


issued, should prove very usefal. 

We have received a copy of the first numberof Metal Industry, 
& new sixpenny paper devoted exclusively to the non-ferrous metal 
trades, which is being published by tbe Louis Cassier Co., Ltd., 
of 33, Bedford Street, London, W.C. The paper is associated with 
a paper of the same name in the States, of which it will form the 
English edition, and the August issue contains a good deal of 
interesting matter. | 

" Hydro-electric Developments ard Engineering.” By К.К ; 
New York: D. van Nostrand Co. London: A. Constable & Co., 
Ltd: 1909. Price 21s. net. A 

" Examination Questioos in Electrical Engineering." London: 
8. Rentell & Co., Ltd. 1909. Price 1s. net. | 

" Rules and List of Members of the Iron and Steel Institute." 


London: The Iastitute. 19(9. Pricele. 


Dissolutions and Liquidations.—W. McLACHLAN. 
ARD Co, Empire Works, Wortley Road, Armley, Leeds, e~gineers 
and suction plant makers.—Messra. W. McLachlan & E. K. Green 
have dissolved partnership. Mr. Green attends to debts and con- 
tinues the business. - 

GENBRATORS, Lrp.— A meeting is to be held at Dncby Chambers, 
Clarence Street, Manchester, on October 4th, to hear an accounts of 
the winding.up from the liquidator, Mr. G. B. Murgatroyd. 


France.—The Compagnie Francaise pour Exploitation 
des Procédés Thomeon-Hovston, of Paris, has acquired the accumu- 
lator works and business at Neuilly, of the Compagnie Francaise 
des Accumulateurs Electriques Union. 


Annual Ontings.—At Clacton-on-Sea, on Saturday 
last, in glorious weather, the staff and employés of Mrssrs. Sremuws 
Bsos.’ lamp department held their annual beanfeast. The party 


left Liverpool Street by an early train, arriving at Clacton at about 


9.30 a.m. Luncheon was provided at the Clacton Palace, on the 
South Cliff, where the party numbered upwards of 200 employé. 
During Juncheon the orchestra of the Palace played selections, and 
after the disappearance of the main items of the menu, the com- 
pany were entertained with songs, &. Mr. Barfield, manager of 
the sales department, was unable to be present, and the toast of 
“Тһе Kindred Firms” (Messrs. Siemens Bros. & Oo., and Messrs. 
Siemens Bros. Dynamo Worke, Ltd.), was proposed by Mr. W. H. 
Le Marechal (the works manager), in a few well-chosen words. 
This was seconded by Mr. A. B. Holmes, who also proposed a vote 
of thanks to the Committee. 


South African Electrical. Cable Contracts, — 
Commercial Intelligence says that the general manager of the 
Central South African Railways “has invited the representatives 
of English and foreign manufacturers in the Transvaal to meet him 
with a view to coming to an agreement in regard to the form in 
which tenders for electrical goods sbould be invited. Oertain 
manufacturers, we understand, are precluded from tendering on the 
present specifications.” К 


Victoria and Albert Museum.—In our article last 
week we drew attention to the good insulation testa obtained on 
the new electrical installation at the Museum. We are now 
informed that while Messrs. W. T. Glover & Co., Ltd., as stated, 
supplied the paper-insulated main cables, the whole of the wiring 
was carried out with 2,500-megohm grade rubber-insulated cables 
made by the Liverpool Electric Cable Co., Ltd., who supplied 
for the Museum, through Mesers. T. Clarke & Co., romething like 
40 to 50 miles of cable. 


Popularising * Metfil" Lamps.—In a recent issne 
of the Daily Mail a striking advertisement of Royal Ediswan lamps 
occupied the front page of that paper. The advertisement is of 
particular interest to tbe electrical trader, inasmuch as the name 
and addrees of the Epison & Ewan Co. was not given. Naturally 
those induced by this advertisement to buy Ediswan “ Metrls" 
will be compelled to go to the electrician from whom they usvally 
purchase their electrical sundries, and not direct to the manufac- 
turer. This will doubtless appeal to thé contractor and retail 
trader, — | 
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Beckenham.—4A L. G. B. inquiry has been held into the 
application by the U. D.C. for sanction for а loan for £741 
for the purposes of the electricity undertaking and for the pro- 
vision of a clinker crusher for dealing with the clinker from the 
dust destructor. 


Bolton.—At a meeting of the Electricity Committee 
held on August 26'b, the borough ergineer was instructed to 
prepare an amended plap, and submit & scheme for a proposed 
railway siding to the electricity works. 


Brazil.—The cotton mill of the Fabrica Alianca, in Rio 


de Janeiro, and the Bangu Cotton Mills, at Bingu, 17 miles away, 
are being equipped with electric motors, the first-named concern 


having contracted for the enpply of electrical energy to the extent 
of 1,700 H.P., and the latter for 900 B. p., from the Rio de Janeiro 
Light and Power Co. | 


Burslem.—4A L.G.B. inquiry was held on Thursday last 
into the application of the T.C. to borrow £7,535 for the extension 
of the electricity works. 
proposed expenditure: Condenser, £1,200; foundations, £200; 
600-xw. set, 43,155; foundations, £300; switchgear, £100; 
buildings, £1,000; boiler, £1,400; settings, £200; total, £7,535. 
There was no opposition to the application. 


Burton-on-Trent.—On August 25th a L. G. B. inquiry 
was held into the application of the T.C. for a loan of £4,000 for 
E.L. purposes, £1,800 being for mains, £1,100 for feeders, £650 for 
services, £350 for transformers, and £100 for switchboard instru- 
ments. There was no opposition. 


Canada.—The city’s experts promise that the laying of 
the conduits in connection with the Toronto electric distribution 
plant will be completed by November 15'h, or by the time the 
Hydro-electric Power Commission expects to deliver energy from 


Niagara Falls in competition with the Electrical Development Co. ' 


The contracts for the remaining eight transformer stations in con- 
nection with the building of the Government power transmission 
line have been awarded by the Hydro-electric Commission.— 
Standard, 


Continental Notes.—HorrAND.—Application has been 
made to the authorities of the province of North Brabant for a con- 
ceésion to establish a large central electricity generating station 
for the supply of electrical energy for lighting and power purposes 
at Hoorn, Énkhuizen, and other towns in the district. 


Cumberland Power Scheme.—Aocording to the 
Financial Times, negotiations are proceeding between the Elec- 
trical Co., Ltd, London, and West Cumberland Power Distribution 
Co. with the object of acquiring all the rights of the latter and 
erecting large electrical works, the site of which is that of the old 
North-Western works, on the north side of Workington. Mr. G. R. 


Beith is acting in the matter for the El sctrical Company, and Mr. 


J. Paterson, Workington, for the Distribution Company. 


Fife.—The Fife Electric Power Co. has decided to install 
a 2,000-H.P. turbine set in the works at Townhill, the result of 
which will be that the plant will be doubled. At present the com- 
pany is lsying cables in Dunfermline, and it is understood that it 
bae decided to continue the overhead cable from the station at 
Cowdenbeath right into Lumphinvans and Lochgelly, the extension 
being for power purposes. 


Hastings.—A L. G. B. inquiry was held on August 25th 
into the application of the T.C. for a loan of £1,002 for trans- 
formera, and £1,100 for electricity purposes, vis., a high-tension 
main as a duplicate. There was no opposition, 


Japan.—Advices from Japan show that two new branches 
(i.e. the Bureaus of Electricity aud Postal Deposits) have been 
added to the Japanese Department of Communications. The estab- 
lishment of the former Bureau was necessitated by the rapid 
extension of electrical enterprises in the Island Kingdom. 


London.—FrLHAUu.— The electrical engineer has reported 
on the necessity of extending the boiler plant owing to the con- 
tinued increase in the output. He writes tbat as regards the 
engine room the present capacity of the plant is 2,950 Kw., which" 
alter allowing for reserve the largest plant, is 1,950 Kw, assuming 
no repairs are in progress, and also subject to the whole of the 
condensing apparatus working perfectly. Ia the event of a failure 
of the water supply either from internal causes or from extremely 
low tides in the Thames, the capacity would be reduced to 1,350 
KW., which is insufficient to meet even the output of last year. Ав 
regards boiler capacity there was а total evaporative capacity of 
92,000 lb. of water per hour; 18,000 lb. was put down as the 
destructor capacity, and varied with the condition of the refuse, 
and at Christmas or during a heavy snowfall no steam can be 
obtained from this source. He estimated the balance available for 
use at 78,000 lb. if refuse was available, and 60,000 lb. in case of 
snowfall or holidays, when no refuse was available. The engincer 
went on to say that the very lowest figure they required was an 
evaporative capacity of 117,000 lb. per hour. Two ycars ago he 
took up the matter, but the introduction of metallic-filament lamps 
upect the calculations, and it was decided to taks the risk and 
await furtber developments. It was found now, howevor, that in 
"оте of metallic flament lampe the output was still growing 


The following are the details of the 


rapidly, and the hd oles had to face an extension of plant 
immediately, especially as regards boilers. The Electricity Com- 
mittee approved of the foregoing report. Quotations were accord- 
ingly obtained for the work, and the Committee provisionally 
accepted the tender (the lowest received) of the Stirling Boiler Co., 
at £2,377. It further conditionally placed an order with the Under- 
feed Stoker Co., Ltd., at £556, for two underfeed stokers. The 
electrical engineer is to carry out the remainder of the work. 


Merthyr Tydfil.—The Lighting Committee of the T.C. 
has provisionally accepted the offer of the Electric Traction and 
Lighting Co. for public lighting at Merthyr Vale and Aberfan, to 
which places the mains are to b» extended. 


South Africa.—The Far East Rand mines of the 
Anglo-French Exploration group is reported to have decided not 
to purchase power from the Victoria Falls Power Oo., but to erect 
its own central electric power station^at the New Kleinfontein 
dam. The mines to draw their supplies from the new station will 
include the Benoni Consolidated, Boksburg, Apex, Rand Klip and 
New Kleinfontein. Steam turbines will be the form of prime movers 
to be employed, and compressed air will be generated at each mine 
from electric compressors fed from the central station.— Commercial 
Intelligence. 


Stourbridge.—At last there is a prospect of the electric 
light being placed within the reach of consumers resident in High 
Street, Coventry Street, Market Street and New Road. The laying 
of the mains sud the connections is to be commenced immediately, 
aud it is anticipated that in the course of six weeks the work, 
which has been taken in hand by the Midland Corporation Electric 
Supply Co., will be completed. It may be remembered that the 
Urban District Council obtained the lighting order several years 
ago, but did not put it in force—having meanwhile found a suffi- 
ciently good speculation in the gas undertaking—and tbe order 
was subsequently leased to the company now carrying it into 


operation. | 


: Thames Electric Launches.— Our contemporary, the 
Motor Boat, in its notes on the Thames, says: “ The electric launch 
still holds ite own for hiring purposes, the large fleet that has been 
on the river for many years presenting still as up-to-date an 
appearance as when it was first put into commission. Having 
been well maintained, it is small wonder that these boats are still 
rime favourites with week-end or Sunday parties from town. 
here is no doubt that when a trip of more than one day’s duration 
iscontemplated, the motor-launch is more convenient than the 
electric launch, but for a single day, when the distance to be 
covered is not great, the electric boat is well suited to the require- 
ments of a party that is not entirely composed of motoring 
enthusiasts,” 


Trowbridge.—The U.D.C. has decided to oppose the 
application of the Western Electric Distributing Corporation for а 
prov. order for electric light. Under a previous order which lapsed, 
the Corporation went so far ав to lay cables in the town. 


U.8.4.—Recent American papers refer to the extended 
application of electrical power in New England textile mills. 
Some 40 mills now possess some 98,000 нр. of steam turbine plant 
for driving or producing power for factory use; a year ago the 
figures were 22 mills and 41,000 н.р. The General Electric Оо. 
has 16 mills to its credit, with 49,500 E. p. installed; the Westing- 
house Oo., 13 mills and 15,000 H.P.; and Allis-Chalmers, 11 mills 
and 23,450 H.P. A large proportion of the above as also of water- 
generated power is utilised electrically, as some 175,000. E. P. of 
motors are installed in New England mills. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—The Corporation Electricity Committee last 
week discussed the question of the arbiter's award between the 
Suburban Tramways Co. and the TC. The position taken up by 
the company was tbat the reference to the arbiter was to fix the 
charge for energy at so much per unit supplied, whereas the 
arbiter Gxed the price upon the maximum demand system, making 
a standing charge per annum of £900, and in addition to that a 
charge of 44. per anit supplied. This award the company holds 
to be vltra vires on the part of the arbiter, and it declines to abide 
by it. The Corporation's contention is that, while it does not 
admit that the award is outside the reference, the company's agent 
acquiesced in the finding of the arbiter, and was now barred from 
taking exception to it. A Sub-Committee was appointed to im- 
vestigate the facts before the Committee should decide whether it 
should maintain the valid:ty of the award or otherwise. At the 
same meeting a report was submitted showing the flat rates for 
electricity which would produce a revenue similar to that obtained 
for the past year. This question was postponed. 


Mexico.—The recent floods at Monterey, whereby some 
£4,003,000 damage hasbeen done and many lives lost, also resulted 
in the temporary abindonment of the electric tramways and light- 
ing through out the city. The Monterey Railway, Light and Power 
Oo. is a British-owned concern. 


(Conttnuad on paga. 985.) 
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THE DESIGN AND PERFORMANCE OF THE A.E.G. 
І STEAM TURBINE PLANTS. 


THE rapid increase in the number and sizə of steam turbine 
plante, both for electrical and for steamship work, turned 
out during the last few years by the A.E.G., who are 
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represented in this country by the Electrical Co., Ltd., 
has led to a large exteusion of their works in Berlin. 
This extension inclades a large boiler house capable 
of supplying about 130,000 lb. of steam per hour, a 
central condensing plant as well as a number cf separate 
condensers for use in testing the larger turbiner, and teat 
beds capable of accommodating a number of turbine sets at 
one time. On one occasion, for instance, the following sets 
were simultaneously erected on these testing beds: a 7,500-KW. 
turbo-alternator, an 800.Kw. one, two separate 1,600-KW. 
sete, а 1,250-KW. one, а 600-Kw. one, a 4,500 KW. one, 
and four small 150-K w. direct-current turbo sets. 

The loadiog of these sets, as far as turbo-dynamos or 
a ternators are concerned, is accomplished by means of water 
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TUBBINE. 


and wire resistances, and convenient connecting boards and 
leads are provided for coupling these to the various machines 
and measuring instruments. In order to eave power, the 
temperature testa on alternator sets are often carried out by 
loading one machine on anotber with idle current. In the 
case of marine turbines, or others not fitted with electric 
generators, water brakes are used. А series of these is pro- 
vided, the largest of which can absorb over 12,000 H.P. at 
350 R. P. M., and the smallest 100 H.P. at 3,000 R. P. M. In 


these cases the outputs are measured either by balance 
weights or, as a check, by means of a torsion device which 
can be inserted between any turbine and the water brake it 
is driving. 

The A. E. G. turbine is of the Impulse 
type, and has a number of pressure 
steps combined with a number of speed 
steps. Some four years ego the A. E. G. 
brovght out their 1,000-Kw. turbine, 
running at 3,000 R. P. M., and although 
this speed was considered high at the 
time for such an output, no fewer tban 
150 sets of this one type (see fig. 1) 
have already been constructed or are аб 
present under construction. The general 
tendency of turbine design has been 
towards the use «f higher speeds, or, in 
other worde, towards obtaining greater 
out puts at agiven speed. To obtain equal 
efficiency at low speeds involves the use 
of increased material acd greater care 
in construction, and the difference is 
especially marked when the permissible 
speeds are widely apart, as, for instance, 
in the case of 50-cycle alternators, where 
no speed between 3,000 revs. per min. 
(two poles) and 1,500 revs. per min. 
(four poles) is possible. The maximum output of a tu bine 
for а given speed is determined by the possible: outlet, 
area for the steam leaving the low-pressure wheel, and 
this point can only be eatisfactorily settled by a close con- 
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Fic. 3.— SHOwINd GdOoVERBNOR AND AUTOMATIC CONTROL FOR 
NCZZLES. . 


sideration of the maximum permissible peripheral speed and 
the length of blade suitable for a given type of wheel. In 
the A.E.G. turbine the design of every part has been co 
carefully chosen that a peripheral epecd/of-150 m. per second 
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(29,500 ft. per minute) is permissible whilst retaining a 
factor of safety as high as 8 or 10. This is possible only 
because of the use of nickel stcel, and because, in turbines, 


Fic, 4.—SECTION THROUGH Low-SPEED TUBBINSE BLADING. 


the stresses are steady (uni-directional) and not pulsating, as 


in the case of reciprocating engines. 


In the lower-speed turbines the blades are formed with a 
T-shaped foot, but in all the 3,000-R. P. u. turbines the blades 
are dovetailed into the solid nickel-steel wheel rim. The 


blades are separated by 
distance pieces, also 
dovetailed in. The outer 
binding ring is merely 
used as a covering, and 
has little to do with the 
support of the blades. 

In all sizes of the 
A. E. G. turbine the high- 
pressure section has two 
or three rows of blades 
—1е., for each pressure 
&tep there are several 
speed steps. The use 
of several rows of blades 
in this way results in 
the steam, as it leaves 
the inlet nozzle, having 
a much higher speed 
than the peripheral 
speed of the turbine 
wheel, the steam speed 
being four to five times 
as great iu the case of 
two rows of blades, 
and six to seven times as great in the case of three rows of 
blades. This relatively high speed of the steam was at one 
time expected to increase the rate of wear of the blades, but 
this is not found to be the case. In fact, when the con- 
densed water is re-used for feed water, as is the case with 
surface condensation, no wear can be detected after several 
years’ work. Impure or acid steam, however, is more harm- 
ful to turbines than to reciprocating engines, because of the 
absence in the former of the protecting coat of oil which 
exists in the cylinders of the latter. The fact that so little 
wear occurs in the turbines also enables highly superheated 
steam (up to about 350° C.) to be used with safety. 

In the case of the low-pressure sections of the A. E. G. 
turbines, the number of rows of blades depends on the speed 
and pressure. The 3,000-revolution turbines have only two 
rows of blades in the low-pressure section, as in the high- 
pressure one, but the lower speed machines usually have a 
much larger number of rows in the low-pressure section, as 
shown in fig. 1. In the case of steamship turbines, the 
rows are arranged so as to give an excess end pressure ore 
way, so as to neutralise the end thrust of the propeller. 

From the characteristic steam consumption curves, repro- 
duced in fig. 2, for a 2 500-Kw. 1,500-revolution set, it will 
be seen that an increased efficiency at light loads can be 
attained by shutting off some of tke nozzles instead of 
merely relying on the ordinary tbrottle-valve governor. 
Many methods of automatically controlling the nozzles by 
means of the governor have been tried, and recently the 


Fia. 6.— 2,000-K v. A. A.E G. TuBB2-GENEBATOR. 


arrangement shown in fig. 3, with specially shaped cams 
operating the several valve spindles, has been adopted with 
success. The chief difficulty met with is the fact that even 


Fic. 5 — SECTION THROUGH Котов MAGNETS. 


momentary variations in an otherwise practically steady 
load serve to operate the gear. 

The construction of the A.E.G. turbo-alternators can 
perhaps be best explained by means of a description of one 
particular size—that for 2,000 K. v. A. at 3,000 R. P. M. (fig. 6). 


Fic. 7.—MacNET CORE ОР 
A. E. G. Ботов. 


The real limiting factor for the output ata given speed is 
tbe rotating part of the alternator rather than any part of 
the turbine itself, and consequently great care has been 
employed in its design. The whole construction of the rotor 


Fic. S.— A. E. G. Stator, SHOWING END COILS. 
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is based on the principle that the normal stresses set up in 
it during construction shall be far in excess of anything that 
will be superposed due to its rotation, even at a epeed 50 per 
cent. in excess of the normal. Only in this way can the 
necessary reliability be ensured. 

The rotor magnet construction is shown in fig. 5. It is 
of the uniformly toothed cylindrical type. The coils are of 
copper strip wound in the lathe, and the 
turns are insulated with a material 
capable of withstanding high mechanical 
stresses. The whole is then baked in 
vacuo, and is subjected, in heated steel 
pressea, to a pressure well in excess of 
the working stress whilst at a temperature 
above the working temperature. The 
resulting coil has the appearance of a 
single solid block, and is well able to 
withstand the rotational stresses for an 
indefinite period. Some 400 of these 
magnets have now been made or are 
under construction, and as yet no case of 
trouble, through insulation breakdown 
or change of mechanical balance, has 
occurred. 

The massive forged-steel spindle itself 
forms the yoke of the magnet, and the 
teeth forming the magnet cores are 
dovetailed into this, as shown. These 
teeth are made up of steel stampings 
riveted together, as shown in fig. 7, and 
the excess metal in the outer portion, 
resulting from the taper shape, is 
‘stamped ont. The steel out of which 
these teeth are made is thoroughly 
tested for bending and tensile stress 
in the testing machine before use. The magnet coils are 
laid in the teeth, and held there by means of wedges made 
of metal with a high electrical conductivity. These wedges 
are afterwards electrically connected at the ends, and form a 
very efficient damper system. The driving-in of the wedges 
not only puts the coils and teeth under high stress, but also 
puts on a side pressure all round the periphery, which 
removes all chance of bending stresses being set up in the 
teeth. The teeth are consequently strained in exactly the 
same way as when in the testing machine, and the test 
results are, therefore, directly applicable to the finished 


Fic. 10.—ARRANGEMENT OF A.E.G. CONDENSER AND TURBINE. DRIVEN 
CIRCULATING AND AIR POMES., 


rotor. The absence of all castings of complicated shape 
enables the stresses in every part of the rotor to be checked 
by а rigid calculation. The finished rotors are all subjected 
to a test at a speed 50 per cent. above the normal— not as a 
test for strength, but simply as a balance test to ensure the 
discovery of any unforeseen irregularity, if such exists. 


The same care which is devoted to the rotor is also found 
in connection with the stator construction. The compara- 
tively small diameter of these high-speed machines involves 
the use of workmanship of the highest class in order to get 
the necessary amount of winding and the exceptionally thick 
insulation into the confined space. Special precautions have 
also to be taken against heavy and long-continued short- 


Fic. 9.—DETAIL VIEW ОЕ STATOR CONSTRUCTION AND END WINDINGS. 


ciicuits on the mains. The arrangement of the clamps on 
a ^e windings for this purpose is well shown in figs. 8 
and 9. 

The small diameter also greatly reduces the ratio of the 

cooling surface to the watts lost in the machine, and makes 
it essential to employ some form of artificial ventilation. 
When a large volume of air is artificially drawn throvgh the 
machine, however, some precautions must be taken against 
the gradual accumulation of dirt and dust. For this pur- 
pose the A. E. G. pass the air through a special filter compose d 
of pockets of porous cloth held in wooden frames. These 
filters can be readily cleaned by beating 
them or by the use of compressed air, 
and it is only necessary to wash or 
chemically clean the cloth after several 
years’ use, 
_ The air used for ventilation purposes 
is forced through the machinery, as 
shown in fig. 11, by means of a powerful 
compressor carried on the rotor spindle. 

One of the chief advances made in 
connection with the A.E.G. turbines is 
the use of separate turbine-driven con- 
densing plant with them. In a properly 
constructed turbine the condensed steam 
is entirely free from oil or other 
impurities, and so, if treated in a 
surface condenser, is eminently suitable 
for return to the boilers as feed water, 
as it enables both the boilers and 
turbines to be kept permanently clean. 

The condenser pumps and feed pumps 
have usually been of the reciprocating 
type, driven by auxiliary engines or 
electric motors, and with such pumps it 
is difficult to avoid the introduction of 
some oil into the water. Consequently 
numerous efforts have been made to 
replace the reciprocating pumps by 
rotary centrifugal pumps. The compact arrangement 
adopted by the A.E.G. is shown in figs. 10. and 12, the 
condenser itself being omitted. А small driving 
turbine is built with only a single pressure step, the 
steam from which is used either in the main turbine or 
for heating tke fecd water. This small and simple turbine 
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runs at 2,000 R.P.M., and is directly coupled to a centri- expelled into the atmosphere, whilst the water used in the 
fugal pump, which delivers the condensed steam from the operation passes into a tank, from which it is drawn and 
condenser eitber directly into the feed-water chamber, from circulated once more. The fine sub-division of air and 

| water prevents the heat of compression 
having any noticeable effect, although in 
some cases a small surface cooler is used 
to keep down the temperature of the 
water used in the pump. The pump 
for the condenser cooling water is of the 
ordinary centrifugal type, occupying the 
mid-position. 

The saving of space effected by the use 
of these tui bine-driven pumps is very 
marked, and enables the central station 
floor space to be telected, merely во as to 
accommodate the turbo sets without any 
additional allowance for the condenser 
plant. Fig. 15 shows the condenser 
arrangements in one of the Berlin central 
stations, using the ordinary electrically- 
driven reciprocating pumps fitted into 
the smallest possible space; it further 
shows. the reduced space , which would 
be required if the new turbine-driven 
pumps һай b2en installed. It. will be 
seen that. the breadth cf the rcom for 
two sets. (6,000. Kw. each) can be 
reduced from 17,500 mm. in the fitst 

FiG. 11.—D1:AGBAM SHOWING AIR CIRCULATION. case to 14,500 mm. in the second, 

and the length of the room, in tbe 

which the feed pumps force it back to the boilera, or into a latter case, could also, obviously, be greatly reduced. 
neighbouring overflow tank. The demand for this new arrangement of the auxiliary 

Mounted on the same spindle, and in the same casing, is condenser machinery has been so great that, since ils 


EE | FiG. 13.—DIaGRaM SHOWING AIB Pour 
Water and Air Pump. Circu'ating Pump. Diiving Turbine. RUNNER AND AIR CHANNELS 


Fic. 12.—SEOTION THROUGH ТоввіяЕ DRIVEN CONDENSER PuMPs. IN САВІКС. 


also a special centrifugal air pump. As this pump has introduction at the beginning of this year, plant for 
to deal with rarefied air, it is impossible to design it on the a total output of some 170,000 Kw. has been ordered to 
same lines as ordinary centrifugal pumps working with be fitted with it. 

denser fluids, and after a considerable 
amount of experimenting the A.E.G. 
have hit upon an ariangement which 
gets over this difficulty satisfactorily. ‘In 
this pump, the rotating part is similar 
to the wheel of an ordinary water 
centrifagal pump. This draws in püre 
water from a central inlet in the ordinary 
way, апа throws it out radially at the 
periphery into a gap connected with the 
condenser. After crossing this space the 
water [asses into a number of channels 
cut in a stationary frame surrounding 
the wheel, as shown in fig. 13. In 
passing into these chanrels or tubes each 
small water element forces a certain 
amount of the air from the condenser in 
front of it, and as the water passes 
up the channel this air is gradually 
compressed more and more under the 
action of the kinetic energy imparted 
to the water by the rotating wheei. 
By suitable design the pressure attained 
at the outer periphery of the channel 
frame can be made equal to, or 
slightly greater thar, the atmospheric | 
pressure, and the condenser air is thus Fia. 14.—ABRAKGEMENT OF TURB:SES AND Сохраҳвелз, WITH PUMPS. 
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SUPPLY COMPANIES' APPLICATION 
FORMS. 


Tax official eee form is the permanent documentary 
link between the supply company and the consumer, and is 
the producible evidence of the contract between the two. 
Farther, it is a document that has certain latent possibilities 
in the way of becoming at any moment a valuable legal 
instrument. In view of this, one might reasonably 
anticipate that companies would spare no pains in getting 
the form into proper shape, and in carefally and ingeniously 
drafting out the clauses necessary to protect their interests. 
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Fic. 15.—12,000- w. A.E.G. Tursme Ргант (p. 382), SHOWING 
Space SAVED BY TUBBINE-DRIVEN PUMPS, | 


But a survey of the application forms of the various com- 


panies would compel the reader to admit that they were 
anything but masterpieces of painstaking—rather the 
reverse. In fact, striking an average amongst them, one 
cannot but detect a certain savour of (if one may be excused 
an unflattering word) ineptitude. At any rate, to put it 
mildly, many of them would certainly give the impression 
that no very extravagant degree of care had been lavished 
on them. It must be admitted, of course, that in the case 
of & few of the companies, the form is drafted with foresight 


and aptitude, and certainly approaches completeness ; 
but most of the forms provide plenty of openings 
for revision and expansion. То  particnlarise, the 
Westminster Co.’s form, for instance, might be classed as one 
of the indiscreet type. In the first place, for some 
unaccountable reason, the contract form is detachable from 
the page setting out the conditions of supply. The con- 
sumer is directed to tear off the contract page when filled in 
and send it tothe manager, and a perforation is provided to 
facilitate the tearing-off from the general clauses of the 
agreement. The contract form begins: ©] (We) hereby 
agree to receive and pay for a supply of electrical energy on 
the foregoing terms.” . . . It is difficult to see, therefore, 
what peculiar idea prompted the Westminster Co. to arrange 
for an important part of the agreement to be detached and 
presumably kept (or thrown on one side) by the consumer. 
The conditions are obviously put there to protect the com- 
pany’s interests, and to form part and parcel of the contract 
form that is kept in band by the company. The Weat- 
minster Co. are, therefore, in the remarkable position of 
having in their possession some thousands of these half-sheet 
contracta, with the other halves, however, absolutely irrecover- 


‘able. Surely it would be an awkward position if one of these 


halves had to be produced in a Court of Law, and reference 


to be made to the “foregoing terms” mentioned in ће 


sheet. It would surely be acknowledging a somewhat loose 
procedure to have to admit that the actual wording signed 
for by the consumer was not producible by the company. 
To produce a “half” torn off another agteement form, 
although identical in wording, is not st all tbe eame thing. 
The reason for so quaint an arrangement as this detachable 
sheet is, therefore, difficult to see. En passant, one might 
remark, too, on the somewhat humorods expression in 
Clause 10, notifying “energy to be supplied continuously, 
day and night, Sundays included, but. The “ Sun- 
days included " is quite a touch of originality. 

The application form of the St. James' and Pall Mall Co. 
is by no means comprehensive ; indeed, it is of a somewhat abbre- 
viated nature. In one of the clauses the purpose of the 
insertion is apparently expressed rather indiscreetly. The 
clause evidently refers to stopped meters and the like; the 
phrasing of the clause, however, runs thus: “Should any 
meter be found to register inaccurately, or otherwise be un- 
available for measuring the supply, the consumer agrees to 
pay in respect of the electricity supplied for the period in 
question a reasonable proportion based on the former read- 


. ings of such meter, or on subsequent readings of a meter 


substituted therefor.” Obviously this is meant to apply to 
meters under-registering ; but a meter tbat over-registers 
also comes under the designation in the clause. In practice, 
when а consumer asks for the meter to be tested, he is often 
dissatisfied with the small percentage to be refunded, tay: 
when if is certified as slightly over-registering, and it is not 
at all uncommon for him to want to pay the same as some 
previous corresponding quatter ; and the primd facie reading 
of the clause quoted would seem to give some sort of 
countenance to the idea. - 

Тһе Charing Cross, West-End апа City Co. make use of 
a term in their application form which is likely to confuse 
the ordinary person. "They designate themselves throughout 
as the “contractors.” Considering that the word, во far as 
ordinary consumers are concerned, is understood to mean the 
people who do the wiring, it is inviting misunderstanding to 
use the term in a paper for the hands of the public. 
(Curiously, another company operating in part in the same 
area—the City of London Co.—print on their application 
form a notice that, as a supply company, they have no con- 
nection with any firm of “ contractors.”) The Charing 
Cross Co. have a curious beginning to their contract form. 
It runs to this effect: I hereby request you to connect my 
installation at with your mains on or before the 
day of ———." There is no precautionary mention in any 
of the clauses as to due notice being given, and so on, or 
supply not being guaranteed by any date. With introductory 
words such as the above, the acceptance of the application 
might be claimed as being bound up with the condition as 
to date. The notification of acceptance to each consumer 
would, therefore, seem to demand that, if the requirement as 
to date were not complied with, the consumer should be 
apprised of the fact. Surely it would be more politic merely 
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. to leave a space for date when wiring finished, or somethitig 
akin, which would in no way suggest any obligation on the 
company in this respect to accept the application. | 

The foregoing instances by no means exhaust the points 
open to criticism, but are merely indicative instances to show 
that many of tbe application forms would suggest a necessity 
for a complete redrafting. It is curious, perhaps, that, in 
view of а few of the companies putting out a more or less 
complete application form, with adequately expressed con- 
ditions, the companies with immature and faulty forms should 
not, at least, have followed their lead. | ] 

As regards the question of selecting the various items 
which should be embodied in the application form, the best 
guide is a consideration of the points of dispute likely to 
crop up between the company and the consumer, as the 
bulk of the clauses may frankly be regarded as set down 
with the single aim of defending the company’s interests. 
These clauses, together with those which are put in purely 
to give information (such, for instance, as the ones relating 
to scale of charges, pressure, rent of meters, complaints, 
&c.) should be grouped together on one side of the page 
under the comprehensive title of ‘General Conditions " 
(under which the company will supply energy). 

The other gide of the application form consiste merely of 
tabulated spaces, which, when filled in by the prospective 
consumer, give full details'of the installation in respect of 
which the supply is required. As regards this side, no 
comment is necessary, since the same is merely a matter of 
careful tabulation. The “General Conditions” side of the 
form, however, gives ample scope for a judicious selection of 
points to be covered. (It might be remarked, however, in 
passing, that advertis ng matter of any kind is quite out of 
place on an application form, seeing that the form comes 
into play only after the question of supply has been finally 
decided upon.) Outside the purely informative clauses, the 
other points may be roughly grouped under the two head- 
ings of financial and technical. The “financial” clauses 
ure inserted to cover the company in regard to due payment 
of the accounts and in defining the responsibilities which 
attach to the consumer. The “ technical " clauses are there 
to provide against the company being held responsible for 
certain contingencies, and to cover their interests in regard 
to the property on consumers' premises, and in respect of 
their rights for insisting on the consumer's installation being 
maintained in a proper state of efficiency, and of access to 
inspect and examine, &c. The company are protected, of 
course, in regard to the foregoing by the various provisions 
in their Orders, &c. At the same time, in everyday 
practice, it gives a satisfactory and immediate finality to a 
dispute with a consumer if he can be referred to a specifically 
worded clause to which he has assented by his signature on 
the Application Form, and which disposes of his ground of 
contention. To have to rake out a copy of the company’s 
Order is a very clumsy alternative in comparison. > 

As regards tbe “ financial ” clauses, these should at least 
cover the following points :—That accounts would be 
rendered quarterly, and must be paid within seven days ; 
further (and this is of a certain importance) that they may 
be rendered also at any time during the quarter, and that 
immediate payment may be requested. The usefulness of 
this clause comes in, say, in cases whère certain facts about 
a consumer come to the company’s knowledge which may 
give a reasonable suspicion of his becoming financially shaky, 
but which the company would not be justified in stating to 
the consumer. The company in such cases can point to 
such clause and claim tbat in view of this no special explana- 
tion of the rendering of a period account is called for, and 
so avoid takiog any (possibly) serious attitude. The pro- 
vision for claiming deposits should be included, and this 
should be worded so that a deposit may be asked for at any 
time, and not merely at the time of making application for 
supply. It should also be specified that the deposit thus 
made will not be allowed to apply to running accounts. Two 
other points that are cognate with the foregoing are those 
relating to disconnection on non-payment of accounts and to 
the necessary notice to determine the agreement. It might 
also be useful to notify that complaints as regards accounts 
must be made within, say, a week of receipt of account, and 
must be made în writing. The latter point safeguards the 


company against the rather shifty type of consumer who, . 


perhaps, delays the payment of account to the Jast moment, 
and then tries for still farther delay by claiming that he 
mentioned ‘to the collector or to someone or other that he 
wanted the account looked into, &c. Tenants should aleo be 
made responsible for sub-tenancy accounts. 

Disputed accounts should be covered by a clause giving 
particulars of the consumer's rights to an independent test 
and the payment of the necessary fees, a stipulation being 
made that adjustment of accounts will not be made further 
retrospective than the quarter in dispute. 

As regards the clauses which might be classed as the 
„technical as opposed to the “financial,” the fol- 
lowing are some of the points that should be 
covered. The company should be protected against any 
claims that might be brought in regard to the company 
finding out that the premises in respect of which an application 
has been lodged, are either outside the company’s area of 
supply, or are situated off the present route of the company’s 
mains. It should also be clearly stated that the company, 
while doing all they can to give supply promptly at date 


‘requested, cannot definitely undertake that supply shall be 


given within any definite time. The stipulated distance 
that the company are prepared to run services without 
charge should be stated, and a provision made that way- 
leaves over any private property must be obtained by the 


prospective consumer. As regards continuity of supply, in 


view of possible breakdowns, a clause should be inserted to 
cover, and also to give tbe company liberty to disconnect for 
short periods for their own purposes. A clause should also 
cover the rights of the company’s officer to inspect and 
read meters, &c., during certain hours, and should state 
that any such officers will produce, on demand, 
an official warranty for entrance. With regard to the 
installation itself and the apparatus, such as arc lampe and 
motors or connections therewith, there should be a short 
paragraph referring to the company’s rules and to the rules 
of the Institution of Electrical Engineers, and it should be 
specifically stated that the anproval of the company's engi- 
neer must be obtained in regard to the installing of arc 
lamps and motors. A test by the company should be pro- 
vided for, aud a penalty fee stated for subsequent testa should 
the installation necessitate such by not coming up to the 
requisite standard. Also it should be clearly stated that the 
company is not responsible for any of the consumer's installa- 
tion beyond the company’s cut-outs. A clause should be 
inserted stating that the consumer is responsible for any 
damage to the company’s property on his premises both by 
fire and otherwise. 

The foregoing indicate the broad lines on which the 
general conditions should be drafted so as to cover the com- 
pany in various contingencies. The points mentioned cover 
what may be considered as the minimum number expedient ; 
they may, of course, be expanded or added to. The limit is 
really the space at disporal, and this is governed by the size 
being kept to handy dimensions. A single-sheet application 
form is certainly the desideratum —one side for tabulated 
details, the other for the general conditions. As 


the actual phrasing of the clauses, the provisional orders give. 


a general guide in respect of & good deal of the matter. 
Finality, in regard to embodying all that is necessary, is 
hardly to be achieved. From time to time, various points 
must necessarily crop up which may render it advisable to 


add a clause or so, or to modify or expand some already 


included. The form, in fact, should always be carefully 
revised on each occasion of reprinting. 


€———— ———— Ó 


Copper.—The Financier for August 24th publishes an 
article on stocks and supplies, in whioh it quotes the statistics of 
the Copper Producers’ Association. According to these, the actual 
decrease in the world's stocks at the end of July was nearly 5,000 
tons, due to increased American consumption. This takes into 
account the increase in visible supplies. The table of productions 
for the past seven months given shows June and July 3.8 million 
pounds, against January 3'6. Deliveries, however, have increased 
from 1:9 to 4'8 million pounds, and have exceeded production since 
April, The tenor of the article i8 that & strong revival in ttade is 
commencing in the United States, and that the production is mot 
expanding to meet it. 
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TRAMWAY and RAILWAY NOTES. 


(Continued from page 378.) 


Bacup.—At the meeting of the Т.О. this week, it was 
reported thet Parliament had granted powers to the Whitworth 
Urban District Council, to construct tramways from the terminus 
of the existing tramway at Henley, to the borough boundary of 
Bacup at the Britannia, and that the Rochdale Corporation bad 

d to lease the same as far as the Red Lion Hotel at Shaw- 
forth, with the option to lease the remainder at any time; it 
was resolved by the Bacup T.C. that the Electricity and Tramways 
Committee be appointed to moet representatives of the Rochdale 
Corporation, with power to arrange with them terms for the lease 
and working of the suggested extension of the Whitworth tram- 
ways from the borough boundary to the centre of Bacup. 


British Columbia.—The British Columbia Electric Rail- 


way Co. and the City of Victoria have come to an agreement whereby 
the city agrees not to install a power plant in competition with 
that of the company without offering to purchase the company’s 
plant at a price to be fixed by arbitration. The company. on its 

to reduce the cost of electric light to the citizens and to 
install a power plant at. Indian River, some 50 miles from Victoria, 
at an expense of about $1,500,000. The riew arrangement is similar 
to that existing in Vancouver, and must be ratified by the rate- 
payers before coming into force. 

According to reports, the Canadian Pacific Railway is investigat- 
ing a scheme for electrifying the Columbia and Western branch of 
the syetem. The West Kootensy Power Co. is indicated as likely 
to supply energy to the sections in the neighbourbood, which deal 
with a heavy mineral traffic to local copper amelters. 


Continental Notes.—Rvuss1a.—In connection with the 
St. Petersburg tramways, to which reference was made last week, 
the Société sienne pour l'Industrie des Chemins de Fer et 
Tramways is negotiating with the municipality in regard to the 
tsking over of the tramways, and the acquisition of further con- 
cessions for lines, all of which would be worked by electricity. 
The transaction represents an operation of the value of £4,800,000, 
in the financing of which the Bociété Générale, of Paris, would 
co-operate. | 

Ногллнр.—Ап agreement has been entered into between the 
Minister van Waterstaat and the Nederlandsche Buurtspoorweg- 
Maatschappij, of Utrecht, whereby the latter are granted a con- 
cession to construct snd work an electric railway from Utrecht to 
Zeist via Bilt. The work of constrqction must be completed 
witbin two years from the date of the concession.— Board of Trade 
Journal, 


TurKry.—It is reported from Berlin that a company isin course . 


of formation under German auspices for the p se of con- 
structing a system of electric railways in the Constantinople 
district. 


Swepex.—A Swedish engineer, Herr Quistgaard, is the author 
of a project for the construction of an electrical railway under the - 
B»und, to connect the town of Malmo with Oopenbagen. The 
projected line would be 236 km. long, 16 km. of which would be in 
a tunnel under the ses, | 

ITALY.—The Ministry of Public Works has issuéd a favourable 
report in connection with the concession for the construction and 
working of an ele:tric tramway from Trani to Corato. А favour- 
able report has also been issued relative to a concession for the con- 
struction and working of an electric tramway from Badia to Ripoli 
and Grassins, in the province of Florence. 


Halesowen.—The B. of T. has confirmed the Halesowen 
Light Railways (Transfer, &c.) Order, 1909, by which the Council’s 
powers are transferred to a company. 


Haslingden.—At the Haslingden Council meeting o 
August 26th, it was reported that several letters bad been received 
from Messrs. Dick, Kerr, & Co. with regard to tbe span wires, 
After some discussion, it was resolved that the tangential syspen-: 
sion system be dispensed with; that ordinary mechanical ears be 
fixed on the overhead line within the borough as early as con- 
venient, and that Kay’s patent grooving machine be used for the 
fixing of the ears. 


Isle of Wight.—At the recent half-yearly meeting of 
the Isje of Wight Oentral Railway, the chairman said there bad 
been two proposals for the electrification of the line, neither of 
them definite. One offer hai been dropped, and the other proposal 
involved buying up the company. 


Rawtenstall.—The members of the Whitewell Valley 
Ratepayers’ Association are petitioning the Rawtenstall T.C. in 
favour of the consfruction of electric tramways in the Lumb 
Valley—a rapidly-growing district. 


Siam.—Thbe Baker Motor-Vehicle Co., of Cleveland, 
Ohio, U.S.A., has just completed a small two-seated electrical 
victoria to the order of the King of Siam, for his personal use on 
State occasions in Bangkok. The body is painted white, the 
upholstery being in a delicate shade of pale green broad cloth; all 
the fittings are silver plated, while the handles of the different 
levers are of pearl. 


South Shields.—Mr. L. E. Harvey, general manager 
and engineer of the Corporation Tramways, in his first annual 
report (and the third of the undertaking), refers to two matters 
of more than loval Interest, concerning the cost of energy, 


He says: “The original account for the year for units consumed, 
rendered by the Bilectricity Committee, was £8,957, working out at 
1:94 uaite per car-mile, from which a rebate of £1,027 was offered, 
leaving £7,930 (= 1°707 units per car-mile). I considered that 
£6 795 (= 1:45 units per car-mile) was a fair amount. The amount 
finally agreed upon was £7,107, working out at 1 52 units per car- 
mile." Altbough tbe matter has been settled, he regards the amount 
as too high, as since the meters have been recalibrated, and have 
been in use four months, the units per car-mile are 1:379. He 
farther suggests the fitting of meters on ali the cars. In regard to 
the price paid for current generally, Mr. Harvey says the price 
is considerably too much, based en the prices paid by other nuder- 
takings. He makes a comparison between the price paid by his 
department, and the price paid by ordinary power consumer in the 
borough. The outside power consumer paid 134. per unit for the 
first 5,000 units per quarter, and 1d. per unit afterwards, with 23 
per cent. discount. The tramways p 134. per unit for first 
400,000, 1°4d. for next 200,000, and 13d. afterwards; with no 


. discounts. The accounts which accompany the report show that 


the total income was £29,580, equal to 9:087d. per car-mile. The 
expenditure was £19,405, and £10,175 was carried to the net revenne 
account. Traffic expenses totalled £7,548 ; general expenses, £2,719 ; 
general repairs and maintenance, £2,030 ; power expenses, £7,106. 
Interest paid amounted to £6,016; and contributions to the sink- 
ing fund totalled £3,899, leaving a net profit of £423 transferred to 
the reserve fand. This latter fund now stands at £5,979. 


Tasmania.—The Launceston tramway scheme does not 
make much progress; the offer of the London Syndieate for 
laying down the system was for £65,875, and was much higher 
than the Corporation engineers estimated (£42,298). 


U.S.A.—The Trackless Trolley Co., of New York city, 
has been incorporated with a capital of $150,000. The company 
bas secured the А nerican rights to a system which has been 
used successfully in Germany. | . 

The Pacific Improvement Co. is planning to experiment with а 
trackless trolley. The company will build a 60-mile line for track- 
less trolley from Del Monte by way of Monterey, Pacific Grove and 
Pebble Beach back to Del Mente, with a branch 43 miles on 
the Monterey peninsula.— Electric Traction Weekly. | 


Wolverhampton.— Considerable progress has now been 
made witb the laying of the tramway between Queen Square and 
Teu Road, which will link up the Pennfields district with the 
town. It is hoped that in the course of perhaps a couple of weeks 
this section will bave been completed and ready for the Government 
inspection. The line will be a great boon to the travelling public 
who have hitherto been served by motor-'buses, which have not been 
always reliable. 


* 


TELEGRAPH and TELEPHONE NOTES. 


Cable Interruptions and Repairs :— 


Interrupted. Repaired. 
Tangier-Cadiz ae в» $5 e. Мау 19,1909 i 
Tourane-Amoy T e" .. June 17, 1909 
Assab-Perim АЫ ee oe ee Jaly 8, 1909 
Gibraltar-Tangier .. če 25 Aug. 7, 1009. 
Melilla-Chafarinas .. a ; . Aug. 7, 1909 Aug. 80, 1909 
Cueta-Tangier Pa - Ls .. Aug. 7, 1909 Aug. 27, 1909 
Dakar-Conakry ee Iud - . Aug. 90, 1900 


Icebergs and Cable Ships.— The Halifax, N.8., 
Morning Chronicle describes measures taken to get rid of a large 
iceberg at Cuckold’s Cove, where the ends of the new Commercial 
Cable at Newfoundland are being landed. Gun-cotton was at first 
tried, without efféct, and then dynamite was resorted to. To place 
the charge à number of men from the cable steamer Mackay- Bennett 
and the Reid Newfoundland Co. had clambered on to the iceberg, 
when the monster under their weight lost its balance and 
began to topple over towards the water. Several of the men 
jumped into the water and were picked up by the steamer's launch. 
Those remaining on the berg had a marvellous escape, ав it ceased 
its downward roll just as the part on which they were standing 
reached the water's edge, a new balance having apparently been 
created. The men then hastily got on shore. Finally the cable 
ship Mackay-Bennett took the berg in tow and conducted it out to 
the open sea. | 


New Cables.— The first section of the Germany-South 
America cable scheme was opened for traffic on 26th ult. between 
Borkum and Teneriffe. . 

The length of the new cable of tbe Commercial Cable Co. from 
Bt. John's, Newfoundland, to New York is 1,307 n.m. 


The Newfoundland Cable Dispute.—A further com- 
munication on this subject has come to band from the Commercial 
Cable Co., enclosing a copy of a letter addressed to the Secretary 
forthe Colonies on August 20th in reply to the remarks of the 
Anglo-American Telegraph Co. The former contends that, far 
from creating a monopoly, the agreement was made solely to break 
up a monopoly which the Anglo Co. had had for 50 years, and which 
would be restored if the agreement were rescinded. The Anglo Co, 
has 590 miles of landlines in Newfoundland, and competes with 
the Government for local as well as foreign business, while the 
Commercial Co. is excluded by its contracts from doing any 
telegraph business in Newfoundland, except through the Govern- 
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ment, If the contracts were abrogated by mutual consent, or if the 
contract of 1905 was not renewed in 1916, there would then 
be three competitors for cable business—for, it is  binted, 
if the Commercial Oo. were not permitted to do business 
in Newfoundland, the U.S. Government would retaliate, in accord- 
ance with precedent. The Commercial Co. denies that it was 
exempted from taxation by the contract, and states that, if it had 
five cables running through Newfoundland, like the Anglo Co., it 
would have to pay $20,0C0 a year to the Government, like the latter, 
though it would receive $4,000 per contra in return for maintaining 
an office in 8t. John's. The Commercial Co. takes exception to 
Sir Ed. Morris's remarks concerning the publication of its letter 
before he had seen it, and concludes with the statement that it has 
invested a million dollarson the faith of a reasonable contract with a 
responsible British Government, which it expects to comply with 
the conditions likewise. 


Rescue by Wireless.—The steamer Ohio struck a rock 


off the coast of Alaska on Friday last, and began to sink; the 
wireless operator, a Canadian inamed George Eccles, telegraphed 
the position of the ship to neighbouring vessels, which sent aid and 
rescued 128 lives. Unfortunately, the operator, heroically remain- 
ing at his post to the last moment, went down with the ship, 
together with four other persons. 


Transvaal.— It is reported that important extensions 
of the Transvaal telephone and telegraph services are to be 
carried out, and the trank telephone lines will be carried to the 
boundary, with a view to their ultimate extension to the coast. 
Telephonic communication between Cape Town and Pretoria will 
be essential under the new régime. The outlay for the extensions 
is estimated at £250,000. 


Wireless Telegraphy.—In the House of Commons on 


Monday, Mr. Orooks acked the Postmaster-General whether he had 


refused to grant a licence under the Wireless Telegraph Act to Mr. 
O. B. Kelway in connection with the proposed installations of his 
sound-locating system on the south and south-east coasts of 
England; and, if so, whether that refusa] was due to objections 
raised by the Admiralty. Mr. Buxton replied:—Mr. Kelway's 
sound-locating system involves the use of wireless electric signals, 
and I was sorry to be compelled some time ago, after consultation 
with the Admiralty, to refuse the grant of a licence to him for its 
installation at Dover or on the south or south-east coast of England. 
The reason for the refüral was the risk involved, in connection with 
the working of the system, of interference with the naval and com- 
mercial wireless telegraphy which is so largely carried on in those 
regions. A licence was, however, offered to Mr. Kelway for the 
trial of his system in some locality where this objection did not 


apply. 
Куше to Mr. Crooks in the Parliamentary papers, Mr. Sydne 

Buxton, the Postmaster-General, says that the capital cost of the 
Post Office wireless telegraph station at Bolt Head has been about 
£2,000, and its annual cost, including allowances for interest and 
: depreciation, is estimated at about £750. The work of the station 
has hitherto been chiefly experimental, and in connection with the 
arrangements for giving effect to the International Radio-tele- 
graphic Convention. A considerable number of ahips report their 
position to Bolt Head in passing, but happily no messages have had 
to be received from ships in distress. 

Telephones in the vicinity of the Manhattan Beach and Brooklyn 
Navy Yard are said to be experiencing considerable interference 
from the neighbouring wireless installations, and if it is found 
impossible to overcome it, installations will have in future to be 
erected at such a distance from telephone lines as to avoid this 
trouble. 

The Japanese Government now owns five wireless installations, 
and several vessels of the mercantile marine are also fitted. 

The provision of wireless communication between Teneriffe and 
Senegambia is under consideration. 

A company is being formed to work the Poulsen patents through- 
out the Empire. A licence has been obtained to erect a station in 
Canada, and an Irish station is nearly completed. 

The Marconi wireless station at Morien was burnt to the ground 
on August 21st. 


Wireless Telephony.— Further experiments in wireless 
telephony bave been carried out on the system invented by Lieuts. 
Jeance and Colin. It is reported tbat communications were 
successfully exchanged for several hours between Toulon and Port 
Vendres, a distance of 155 miles. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— MeELBouRNE.—2,550 common battery tele- 
phones and protectors for the P.M.G. See ‘Official Notices" 
August 20th. 


Ballinasloe. — September 10th. The Committee of 
. Management of the Ballinasloe District Lunatic Asylum wants 
tenders for the supply and erection of overhead cables. See 
" Official Notices " July 30th. 


Brazil.—October 5th. Tenders are being invited by the 
municipal authorities of Corumba (Province of Matto-Grosso) for 
the establishment of a central electric lighting station in the town, 


Dublin.—September 18th. 750 4.0. meters, single- 
phase, for the Lighting Committee. See Official Notices " to-day. 


Edinburgh.—September 4th. The Corporation invites 
tenders for a motor-alternator and for an electric lighting installa- 
tion. Bee " Official Notices” August 6th. 


Grimsby.—September 17th. Paper-insulated lead-covered 
cables for the Corporation. See Official Notices” to-day. 


Hungary.—September 18th. Tenders are being invited 
by the municipal authorities of Magyarkapizsa, for the establishment 
of a central electric lighting station in the town. 


Isle of Thanet.—Stores for the Isle of Thanet Electric 
Tramways and Lighting Co., Ltd. See “ Official Notices” to-day. 


Leeds.—September 7th.  Paper-insulated cables for the 
E.L. Department. See Official Notices” August 13th. 


Leyton.—September 7th. Public lighting lanterns with 
clock switches for incandescent electric lamps, for the U.D.O. Bee 
“ Official Notices August 13th. 

. September 7th. Electric light wiring and fittings for the 
Pablic Offices extension for the U.D.O. See “Official Notices” 
August 20th. 


Lendon.—L.C.C.—September 14th. The L. C. C. wants 
tenders for the supply and laying of 64 miles of 0:075 sq. in. 
three-core cable and 46 míles of single-core cable, telephone cables, 
&c.; the supply of 50 tramway feeder pillars; laying 16 miles of 
stoneware ducts; and the supply of 440,000 stoneware ducts. See 
“ Official Notices August 6th. e 

PoPrLAB.—Beptember 8th. Electrical supplies for a year for the 
B.d. G. H. Lough, Clerk, 45, Upper North Street, Poplar, E. 

L O.C.—B8eptember 21st. Two 500-кү. and 150-kw. motor- 
generators, also high and low-tension switchgear, for sub-stations ; 
steam and other piping, valves &c., for Greenwich generating station. 
See “ Official Notices” August 27th. 


Oldham.—September 10th. Coal for the Electricity 
Committee. Mr. 8. W. Newington electrical engineer, 


Pretoria.—Ajrican Engineering states that the munici- 
pality of Pretoria is inviting tenders for a complete electric tram- 
way system, under 10 separate headings. 


. Ruesia.—The municipal authorities of Suchum are about 
to invite tenders for the constraction of an electrico tramway in the 
wn. 


Tarkey.—October 116. The Turkish Ministry of 
Finance is inviting tenders for the concession for the establishment 
and working of A telephone in the capital. Itis reported 
that a French syndicate is in negotiation with the Government. 


Warrington.—September 10th. Electrical requisites 


for six months, for the B.G.; A. Bottomley, clerk, Bewsey Chambers, 
Warrington. 


OLOSED. 


Birmingham.—The District Electric Co. Ltd., of Bir- 
mingham and Wolverhampton, have received instructions to carry 


‘out an installation of electric light at St. Thomas’ Church, Bath 


Row, Birmingham. 


Bolton.—The Tramways Committee has accepted the 
tender of Messrs. G. R. Feather & Co. for patent point controllers. 

The tender of Messrs. Musgrave (Bolton) for an overhead travel- 
ling ser was accepted by the Electricity Oommittee on Thursday 
ast week. 


Eccles.—The T.C. has accepted the tender of William 
Boby (London), at £275, for the provision and installation of water 
softening and purifying plant at the electricity works. 


Germany.—The Siemens-Schuckert Gesellschaft, of 
Berlin, has secured a contract to establish a central electric lighting 
station in the town of Kolberg, Pomerania. 


India.— According to (Commercial Intelligence the Tata 
Iron and Steel Co., Ltd., have placed the contract for their power 
house with the Lahmeyez Electrical Co. The erection of the power 
house is to be begun immediately. Messrs. Shaw, Wallace & Co., 
Bombay and Calcutta, are agents for the contracting company. 


Sal ford.— The Guardians have accepted the tender of the 
Hart Accumulator Co., Ltd., for tbe renewal and maintenance of 
= storage battery of 110 cells installed &t Ouloheth Cottage 

omet. 
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The Rand.—<According to African Engineering Messrs. 
Hubert Davies & Oo., of Johannesburg, have just secured an order 
from the East Rand Proprietary Mines for five double-drum electric 
winders. Bach is to be capable of raising a total load of 11,650 lb. 
up an incline of 45° at a speed of 3,000 ft. per minute. 

Mesars. Vaughan & Son, of Manchester, have secured an order for 
two electric and one hand-power overhead oranes for the same 
mines, and for two 35-ton, 46-ft. span electric overhead travelling 
cranes for the Natal Government Railways’ new shops at Maritz- 


burg. 


Wigan.—The E.L. Committee has considered the follow- 
ing tenders in connection with the extension to the electricity 
works :— 


PIPEWORK AND ECONOMISERS. 


Babcock & Wilcox, Ltd. E ES Y А „ £8,755 
Stewarts & Lio 14; oe ae еә oe ee oe 8,775 
Tickle е W n eo ee ee U ee (accepted) j 8,778 
Crompton & Co. ee ee ee ee ee ee 4,001 

(alternative) .. 8,816 


Johnson Bros. dis “ss є "P ia s as 
Stirling Boiler Co. A е9 .. we ae 2d .. 4,405 
Musgrave & Sons, Ltd. ee ee eo ee ГІ) ` eo ee 4,446 


Coat CoNvEYOR. 


Gilbert Little & Co. [EJ ee ee ee ; oe ев £2,114 

is & Ce .. $5 m: s $a yd .. (accepted) 2,080 
Strachan & Henshaw, Ltd. (no weighing machine) .. 1,790 

1 ñ (alternative No. ) is .. 2,110 

sí 3» (alternative No. 2 " ee 2,240 
Drake’s, Ltd. ee ae ee ee ee ee ee ДА 2,120 
Graham, Morton & Co. (no motors) .. RS „ә ёа . 2,256 
Cecil Bentham .. "e P ee га ix vd ee 2,150 
R. White & Sons [E oe oe oe ae Фе ee oe 2,580 
Naylor Bros. es $5 A ‘è es Ma Ps .. 2,600 
Heenan & Froude, Ltd... 92 ee 1% ce Vs . 2,783 
Babcock & Wilcox, Ltd. 33 am EN ws 23 .. 2,905 
British Thomson-Houston Co. -— ia ve T .. 8,050 
New Conveyor Co. ee "EP oe oo oe ee ee 8,509 
West Gas Improvement Co. .. ө» 23 85 .. 3,720 
Edgar Allen & Co. ss Р ue ee .. 4,285 


Previously to the decision of the Committee, the sub-committee 
appointed to visit Leicester, Ooventry and Manchester, to inspect 
conveyors there, reported. : 


MüxED-PRESSURE TURBINE WITH ALTERNATOR AND CONDENSING PLANT АТ THB 
Wien STATION, AND MoTon-GENRRATORS AT THE PEMBERTON BTATION, 


Wigan. Pemberton: 
£ s. £ s. 
Thomsen- Ce. (Curtis) (accepted for 

Wigan station) ee * еэ ee ee ee es 1106 0 2,918 0 
Jas. Howden & Co. (20500) 8 56 T e .. 6,286 0 2,80 0 

General Eleetric Co. (Belliss) (accepted for Pemberton 
_ 5 ) ee es oe oe ee ee oe 6.719 0 1,980 0 
British Westinghouse Co. (Parsons) 6,882 0 92,027 0 
Musgrave & Co. (Zoelly) " vs ; v .. 6,876 0 2,075 0 
Crompton & Co. (Belliss) aie ee é +e . . 7,0177 0 2.49 0 
Lancashire Dynamo Co. (Belliss) .. 85 5% .. 7,490 O 2,561 0 
Brush Engineering Co. (Parsons) .. LM . 6,492 10 1,811 0 
Phonix Dynamo Co. (Rateau) T T ks . 6,098 0 1,910 0 


Willans & Robinson (Parsons) ic ; 


All the foregoing were for 1,000 xw , except the Brush Engineer- 
ing Co., who offered a 750-kw. 


CONDENSING PLANT. 


Britisk Themeen-Heuston e.  .. (accepted) £1,068 
Jas. Howden * Co. - sà is ks re AH о. 1,247 
General Electric Co. - 5% xs $4 "T ee 1,100 
British Westinghouse Co. еә ee ee ee ee ee 1,400 
Musgrave & ko V q 1,087 
SWITCHBOARDS, 
Thomeon-Housten Co. . (accepted) £9,470 
ton & Co. ee @e ee oe es ee ee ee 2,499 
Spagnoletti, Ltd. sa ee rs js és aa .. 2,€04 
rman & Smith .. S ok фу 9 8 ee s s .. 2,682 
Electric Construction Co, AS s 2x as ki .. 2,654 
Bwi ear Co. ee ee ee ve te ee ee [EJ 2,678 
G Electric Co. .9 ee ee ee eo ee ee 2,797 
Lancashire Dynamo Co, Wy РА " 5 .. 8,076 
British Westinghouse Co. Vs „ (поё to specification) 1,994 
Johnson & Phillips, Ltd. ee * É* "н + 9,061 
Ferranti, Ltd. ee EE oe oe DD » 2,198 
Biernens Broe. oe eo ee + ” 2,594 
Whipp & Bourne .. oe „ә (not fully quoted) 1,272 
Cowans, Ltd. A ix a is ўз 2,118 
& Gorham, Ltd. ee n ii 
Cox-W er Ltd. . в 19 " 
Dick, Kerr & Co. | : 9,788 
U Co. ee ee @e 99 " 2,081 
Lahmeyer Electrical Co, ee oe 2, 


The 
of the Government Board being o 


NOTES. 


Struck off the Register.—The London-Provincial 
Electrical Oo., Ltd., has been struck off the Register and is dissolved 
accordingly. 

Electrician's Strange Death.—The death of Percy 
Dooley (31), electrical engineer, of Hanover Street, was reported to 
the Stalybridge poe on Monday. He was in the employ of the 
Stalybridge, Hyde, Mossley and Dukinfield Tramways and Electricity 
Board, and at one o'clock on Monday morning he was discovered 
by his wife lying dead ‘on the kitchen floor. On April 16th he 
received an electric shock to his right arm whilst following his 
employment. He was under the medical treatment of Dr. 


up toa f ht and previously to receiving th 
shook he had enjoyed good Leale” А á яе 


. 6,855 0 1,647 15 


of the foregoing tenders is subject to the sanction 
btained, 


Educational.—The syilabus of classes of the Hackney 
Institute for the next session has been issued, and gives full particu- 
lars of the electrical engineering courses. Mr. W. Н. F. Murdoch, 
B.So., is head of tbe department. 


Appointment Vacant, — A lecturer and demonstrator 
on electrotechnics is wanted for Faraday House (£250). See our 
advertisement pages for particulars. | 


Inquiries.—The makers of the “ Coombes ejectors аге 
inquired for. 


Electric Shock Fatalities.—A correspondent says that 
& man named John Garner, aged 39, of Ainsworth, near Bolton, 
employed by the Lancashire Electric Power Co., was killed on 
Saturday morning by coming into contact with a live wire. 


Institution and Lecture Notes.—InoN AND STEEL 
Instirors.—Arrangements have been made to hold the autumn 
meeting of the Iron and Steel Institate in London on September 
27th, 28th, 29th and 30th, and October Ist. The following papers 
are among those offered for reading:—‘ Determination of the 
Power Consumption of Reversing Rolling Mills,” by C. A. Ablett 
(London); The Refining of Steel by Electricity," by Disponent 
E. J. Ljungberg (Falun, Sweden) ; ' The Maintenance and Renewal 
of Permanent Way," by В. Price-Williams (London); The Con- 
stitut ion of Oarbon-tungsten Steels,” by T. Swinden, B. Met. 
(Sheffield). Visits will be made to the works of Mesars. Siemens 
Bros. & Co., Ltd., Woolwich, the London County Oouncil’s electric 
generating station, Greenwich, and the National Physical Labora- 
tory, Teddington, as well as to other works and places of interest. 

The next International Congress of Miaing, Metallurgy, Applied 
Mechanics and Practical Geology will meet at Düsseldorf during 
the last week of June, 1910, under the auspices of the Rhenish- 
Westphalian Mining Industry. Further information can be 
obtained on application to the Secretary of the Iron and Steel 
Institute, or to the Committee of Organisation, Jacobistrasse, 3-5, 
Diisseldorf. 

Інвтітотон OF Міміка ELTOTRIOAL ENGINZERS.—At a Council 
meeting of the Institution held at Sheffield on the 21st ult, a 
report was presented by the hon. secretary (Mr. J. G. Williams, 3, 
“Moresby Parks, Whitehaven), showing that the membership had 
reached 300, with a prospective immediate increase to 400 by the 
addition of candidates who had not yet been formally elected. 
The draft memorandum and articles of association were submitted 
and provisionally approved. It was resolved to create a diploma 
class of membership, to which candidates could only obtain admis- 
sion: by examination, after having had an approved term of 
practical experience in charge of electrical plant in mines, It was 
farther arranged tbat entrance fees should be payable by members 
of all classes who joined after the incorposation of the Institution. 


The Home Office Regulations.—The following order, 
dated July 28th, 1909, has been made by the Secretary of State 
under Exemption 3 of the Regulations for the generation, trans-. 
formation, distribution and use of electrical energy in premises 
under the Factory and Workshop Acts, 1901 and 1907 :—“ In pur- 
suance of Exemption 3 of the above Regulations, I hereby direct 
that in rooms, other than electrical stations, in which the following 
special conditions are observed, viz, no electrical energy is used 
except at low pressure, nor for any purpose other than lighting by 
means of incandescent lamps; and the floor is of wood or other- 
wise insulating ; and ‘there is no machinery or other earthed metal 
with which a person handling any non-earthed lamp fittings or any 
portable lamp is liable to be in contact; and no process rendering 
the floor wet is carried on; and no live conductor is normally 
exposed so that it may be touched ; such conditions shall be deemed 
for all the purposes of the Regulations adequately to prevent 
danger.” This exemption, it will be observed, removes the diffi- 
calties in connection with the earthing or other proteotion of 

elampholders in such,places. 


White City Sensations '—With reference to the pro- 
gramme of arrangements for the Engineering Day” at the White 
City, a correspondent (Mr. A. H. White) writes as follows:— 
“From the enclosed programme of the forthcoming ' ineering 
Day at the Imperial International Exhibition, it is the intention 
of the promoters, after regaling the company with an intimate 
inspection of the ‘ Flip-flap’ and ' Wiggle-woggle, to treat it toa 
special demonstration of the extraction of hydrogen electrically 
from the atmosphere (page 6). Unfortunately, I shall be unable to 
attend the experiment, but I venture to hope that the Rzvrgw will 
be fully represented on this interesting occasion, so that I and 
others of your numerous readers may learn something of this 
beautiful process.” / 


Electricity in Mines: a New Committee Promised. 
—In the House of Commons, on Thursday last week, Mr. John 
Wilson asked the Secretary of State for the Home Department 
whether he had noted the prominence given by Prof. Redmayne, 
chief inspector of mines, and Mr. R. D. Bain, inspector of mines in 
Durham, in their report on the West Stanley explosion, to the 
dangers arising from the use of electricity in mines, and to the 
statement in the report that, on the assumption that the explosion 
did originate in the Buety seam, they were of the opinion that 
electricity was a more likely first cause than any of the alternatives 
already discussed; whether he was aware that all the evidence 
given at the inquest by mining experts and other witnesses 
went to show that the explosion originated in the Busty seam; and 
whether, having regard to this evidence as to the Busty seam, and 
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the statement of the inspectors making the report as to electricity 
being the most probable cause, he would arrange a commission of 
inquiry into the danger involved in the use of electri-ity in mining 
operations. In reply, the Home Seoretary signified his intention of 
appointing a new committee to consider the rules relating to the 
use of electricity in mines. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ExzorricaL Вишу posted as to their movements, 


Central Station Officials.—Mr. B. REEDER, of the 
electricity department at Stafford, has been presented with a 
Ruskin bowl on his marriage. ; 


Tramway Officials.—Mn. James Н. SHEPHERD, who 
is at present manager of the Dundee and District tramways, has been 
appointed manager of the Dunfermline and District tramways. 
Mr. Shepherd served his apprenticeship as an electrical engineer 
with Messrs. Lowden Bros, Dundee. Following upon the intro- 
duction of the electric system into Dundee, Mr. Shepherd was 
appointed assistant-superintendent of depéte, and subsequently 
acted as depot superintendent at the headquarters of the city tram- 
ways. He has been for the past four years manager of the Dundee 
to Monifeith line. 

Мв. A. C. GILBERT, tramways manager at Ilkeston, has resigned. 


General.—The Governors of Faraday House have 

pointed DR. ALEXANDER RUssELL, M.A., D.8e, M. I. E. E., 
Principal of this institution, in succession to the late Mr. Hugh 
Erat Harrison. Dr. Russell, who graduated in 1882, and was 
& distinguished p»pil of Lord Kelvin, wasappointed Lecturer on 
Applied Mathematics and Head of tbe Physical Laboratory of 
Faraday Honse on its establishment in 1890, and has made his name 
familier to the whole of the electrical engineering world by his 
numerous papers, articles and treatises, his work being 
characterised by independence and originality of thought and 
mathematical ability of a very high order. Dr. Russell bas 
repeatedly applied his efforts to the elucidation of abstruse 
scientific problems having a direct bearing upon the progress of 
electrical technology, as in the case of the grading of the dielectric 
of cables, testing the insulation resistance of a network of maine, 
and the determination of the “skin effect in concentric mains; 
his activity in research appears to increase as time goes on, and it 
is to be hoped that his duties as Principal of the Electrical 
Standardising, Testing and Training Institution will not interfere 
unduly with his valuable work in this direction We tender our 
hearty congratulations to Dr. Russell, who has for many years been 
an occasional and highly-valued contributor to our columns. 

The Home Secretary has appointed Mn. GBANRVILLN Poorm and 
Mr. GirLBERT Youna TIOCELE to be Assistant Inspectors under the 
Coal Mines Regulation Act. 

The staff of Mesars. Crompton & Oo., Ltd., Arc Works, Chelms- 
ford, have presented a marble clock to Мв. Ковевт ELL IO on his 
marriage. 

Мв. H. G. Warts, for eight years chief engineer to the Sterling 
Telephone and Electric Co,, Ltd., has resigned that position to 


take over the management of the electrical department of the Soho e 


Scientific Instrument Co., St. Anne’s Court, Wardour Street, W. 
On leaving the Sterling Co, Mr. White was presented with a pair 
of silver candlesticks on behalf of the directors, and a handsome 
inlaid rosewood clock, suitably insoribed, from the staff. 

The Electrical Engineering Department of the Glasgow Technical 
College is losing another assistant in the person of Мв. Ковевт 
Rankin, B.Sc., A.G.T.C., who has been appointed electrical engi- 
neer to the Electrical Co., at Manchester. 

Мв. F. B. Span, for many years manager of the town division 
of the sales department of the Edison & Swan Co., London, has 
resigned his position to take up that of sales manager to the 
E M.F., Ltd., of 10, Ironmonger Lane, E C. 

Toe Times announces that Cotonsu R. О. Нвггавр, C.B., bas 
been 8ppointed technical assistant to the superintendent for one 
year; LiguT. E. C. Fisnsovuans, R.E., a technical assistant for one 
year; and Mr. MERVYN CHUTE a temporary assistant, in the 
London Traffic Branch of the Board of Trade. 

We note with interest the announcement in the Times of August 
98th that, on Thursday last week, Мв. H. M. Honauer, the well- 
known consulting engineer, ard a valued contributor to our 
columna, was married to Misa Editon Walpole, of Sydenham. We 
offer our hearty congratulations. 


Obituary.—Mn. 8 R. Botrtoxe.—We regret to learn 
from last week's Jronmonyer of the d ath of Mr. 8 R. Bottone, 
whose name has been kuown for very many years as a writer of 
booke on electrical subjects, mainly for amateurs, and as a manu- 
facturer of small electrical goods. Mr. Bottone, who was in his 
69th year, died at his residence at Wallington, Surrey. Mr. 
A. E. Bottone, elder son, will continue the pursuits of his father, 


NEW COMPANIES REGISTERED. 


Samuel Mucklow, Ltd. (104,662).—This company was registered 
on August 20th, with & capital of £5,000 in £1 shares, to take over tbe businesa 
of manufacturers of and dealera in bolts, nuts, rivets, screws, washers, railway, 
tramway and telegraph fastenings, &o., carried on by B. Mucklow, at Hope 
Works, Old Hill, Staffe. The subicribers (with one share each) are:— 
B. Mucklow, Oid Hill, Staffs, rivet manufacturer; Pollie Haynes, Allbat Street, 
Cradley Heath, clerk; A. E. Mason, 198, Wolverhampton Street, Dudley. 
chartered accountant ; G. Williams, Bank Buildings, Cradley Heath, solicitor. 
Private company. The number of directors is not to be leas than two or more 
than five; the first are 8. Mucklow and Pollie Haynes, each of whom máy retain 
office while holding 100 ordinary shares. Registered by the Bolicitors' Lew 
Stationery Bocicty, Ltd., 28-9, Chancery Lane, W.C, 


Robert Bowran & Co., Ltd. (104,648).—This company was 
registered on August 19th, with a capital of £10,000 in £1 sbares (3,000 prefer- 
ence), to take over the business of a general and electrical engineer and agent, 
iron and steel merchant, Ko., carried on by R. Bowran as Robert Bowran 
and Co,“ at 4, St. Nicholas Buildings, Newcastle-on-Tyne. The subscribers 
(with one share each) are:—R. Bowran, 22, Saltwell View, Gateshead, 
merchant; W. Latimer, Hollyhurst, Winlaton-on-Tyne, traveller. Private 
company. The number of directors is not to be less than two or more than 
five; the firat are R. Bowran and W. Latimer, each of whom may retain office 
while holding £500 shares. Registered office, 4, Bt. Nicholas B 


gs, New- 
castle-on-Tyne, * 


orrr NOTES. 


Aberdeen Suburban Tramways Co. 


Ar the half-yearly meeting held on Monday, the chairman— 
Mr. George J. Walker, Portlethen—in moving the adoption of the 
report, which recommended a dividend of 2 per cent., referred to 
the position between the company and the Corporation as regards 
the supply of electricity. He explained that ia negotiating for a 
new agreement the Corporation had insisted upon arbitration. In 
the previous agreement the company was not bound to take any 
fixed supply of electricity, but had merely to pay for that actually 
used. The terms of the reference to the arbiter nominated by the 
Board of Trade were to fix the price per Board of Trade unit for 
electrical energy supplied, and to fix the period of the agreement. 
The arbiter in his decree had gone entirely beyond his powers by 
ordaining the company not merely to pay & price per Board of 
Trade unit actually supplied, but in addition a standing charge of 
£900 per annum, irrespective of the amount of electricity supplied 
to the company, and of whether the company took any supply at all. 
That award, he thought, was clearly bad and vutwith the arbiter's 
powers, and the company had taken up tbat position with the 
Corporation. The Corporation asserted that the company was 
barred from objecting to the award on account of the draft award 
having been submitted to them before it was signed by the arbiter. 


- "There was nothing whatever in this contention, as the secretary of the 


company had objected to the standing charge, and protested against 
it immediately the arbiter's finding was disclosed to them. The 
company had offered to consider апу reasonable propose! which the 
Town Council might make for getting them ont of the difficulty 
into which the arbiter bad placed them, and they were waiting such 
proposals. The difficulty which the Town Council found themeelves 
in was entirely due tothe arbiter's mistske, and while the company 
could not for a moment recognise or agree to pay the standing 
charge of £900, the directors hoped to be able to come to an arrange- 
ment which would be fair to both sides, 
The report was adopted. E 


Underground Electric Railways Co. of London, Ltd. 


Tux directors’ report at June 30th, 1909, states that the result of 
the past half-year shows a substantial improvement. The net 
revenue from investments and rents, after deducting general 
expenses and interest, amounted to £62,879. The net income from 
the operation of the power house was £40,660, and the interest on 
£775,000 4] per cent. power house debentures amounted to 
£17,437, leaving a surplus from the power house of £23,213, 
making £86,101. The service of the £1,C00,000 5 per cent. prior 
lien bonds required £26,349, the service of the E2, 80 8,000 43 per 
cent. bonds required £66,589, and the payment under the guarantee 
on Metropolitan District Railway assented extension preference 
stock amounted to £9,404— £102,342, so that the net revenue was 
therefore insufficient to meet the half-yearly charges by £16,240. 
To cover this deficit Messrs. Speyer have purchased from the com- 
pany, in accordance with the agreement of April 7th, 1908, £10,700 
44 per cent. bonds of 1933 and £16,050 6 per cent. income bonds 
for the sum of £16,059. This deficit is apparently larger by 
£4,404 than that shown in the first revenue account submitted in 
Fe'ruary last, viz, £11,837. That account, however, includes 
more than one half-yearly dividend on the company’s holding of 
shares in the Tube Companies, and a large part of the fixed charges 
had been charg-d to capital under the scheme of re-adjast- 
ment. The income from investments forthe eix months shows an 
increase of £22065, or about 40 per eent., over that in the 
previous half-year. This r silt has baen obtained notwithstand- 
ing the fact that the three Tube Compa i-s from which this com- 
pany r-ceives dividends have set aside for contingencies and 
renewals out of the net earnings of the last six months the follow- 
ing amounts:—Baker Street and Waterloo Railway Co., £4,000; 
Great Northern, Piccadilly and Brompton Railway Co., £6,000; 
Charing Cross, Easton and Hampstead Railway Co., £3,000 = 
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£13,000. The Metropolitan District Railway Co. have also set 
asido for renewals out of the net revenue of last half-year, 
the sum of £10,000. The traffic of the railway companies in 
which the company is interested is increasing satisfactorily, 
and! summaries of the figures appear in the report. The 
London United Tramways, Ltd., makes up ite accounts annually. 
No interim dividend has been paid on the preference shares for the 

st half-year. The receipts of this company are still unsatis- 
actory. From the power house at Chelsea electric power continues 
to be furnished to the Baker Street and Waterloo, the Great 
Northern, Piccadilly and Brompton, the Charing Oross, Euston and 
Hampstead, and the Metropolitan District Railway Companies, as 
well as to a section of the London United Tramways. The net 
output of electric energy from the power house during the half- 
year was 60, 152,588. Kw.-hours. In regard to the funded debt and 
temporary loan, srrangements have been made, and are in course 
of being carried out, for the issue and sale of £1,000,000 4 per cent. 
power house first debentures for the purpose of redeeming £850,000 
44 per cent. pewer honse debentures and £150,000 44 per cent. 
power house second debentures now outstanding. At June 30th 
there was з loan ;outstanding of £225,000 (as compared with loans 
of £809,450 at December 31st, 1908), which will be paid off on the 
redemption of the outstandiug 44 per cent. power house debentures 
and power house second debentures on October 1st next. The item 
of stocks, shares, and other property stands on the books at 
£12,025,194, and consists of stocks and shares in associated com- 
panies, consols, and lands and buildings other than power house 
property. The company received under the construction contracts 
during the half-year :— 

,000 4 . , 

EM 00: : Pet cent. Great Northern, Piccadilly and Brompton perpetual 


Credit of 28 per share on 250 Great Northern, Picoadilly and Brompton 4 per 


cent. guaranteed preference shares, £2 paid. 
it of £8 per share on 44,700 Great Northern, Piccadilly and Brompton 
oréinary shares, £2 paid. | 

Credit of £8 per share on 91, 250 Charing Cross, Euston and Hampstead 
ordinary shares, £2 paid. | i 

The reduction of £418,756 8s. 6d. in the figure shown in the 
balance-sheet as compared with the corresponding figure at Decem- 
ber 31st, 1908 (£12,473,950 12s.), substantially results from the 
following transactions :— . 

Sale of £290,000 4 per cent. Great Northern, Piccadilly and Brompton per- 
P dele of £200,000 4 per cent, Charing Cross, Huston and Hampstead perpetual 
Presta ы ре » Charing Cross, Euston mpstead perpetua 

Rale of £5,000 41 {= cent. power house debentures. 

Purcbase of 250 Great Northern, Piccadilly and Brompton 4 per cent. guaran- 
teed preference shares, 49 paid. 

The power house depreciation fund amounted at the end of the 
half-year to £115,880. The market value of tbe investments under 
this head shows a considerable appreciation. New offices affording 
sufficient and convenient accommodation for this company, the 
Baker Street and Waterloo, the Great Northern, Piccadily and 
Brompton, and the Charing Cross, Euston and Hampstead Railway 
Companies, have been Tented in & new building erected by the 
Metropolitan District Railway Co. on the site adjoining their 
present offices at St. James’ Park Station. They are now ready for 
occupation, and the head offices of the foregoing companies will 
be removed to the new building. 
departmente will be advantageous to the associated companies. 


Mersey Railway Co. 


Тнв half-yearly ordinary general {meeting of the shareholders of 
this company was held on Wednesday last week, at Worcester 
House, Wallbrook, Mr. J. Falconer, M.P., presiding. 

The Сналівмак, in proposing the adoption of the report (see 
ELEROTBICAL Review, August 20th, page 308) said it was a matter 
of satisfaction to the board that notwithstanding the continued bad 
trade in the district which the company served, the results of the 
half-year continued to show marked and substantial progress. The 
receipts bad amounted to £53,223, as compared with £51,748 for 
the corresponding half of 1908, showing an increase of £1,444. 
Tbe report was equally satisfactory as regarded theexpenses. Tbey 
amounted to £34,470, as against £37,145, or a decrease of £2,675. 
Between the increase in the receipts and the decrease in the 
expenses the net result of the half-year’s working was better by 
£4,119. He thought the shareholders would agree with the board 
in considering that improvement in these bad times as a result 
which they might regard ss satisfactory. During the past 
half-year they bad been reaping to a large extent the advantage 
of the change which they had made in transferring their head 
office to Birkenhead, and there consolidating the whole of their 
staff. It was not only in a saving in salaries, but in efficiency of 
supervision that they were reaping benefit from that change. They 
had closely studied the traffic during the whole of the half-year, 
and had given increased travelling facilities over practically the 
whole day. The policy upon which the board had proceeded ever 
since they adopted electrical traction was that the true interests of 
the company was to afford the best possible accommodation to the 
large population which the lineserved. They had continued to follow 
that policy, and the results encouraged them to keep working on 
the same lines in the future. The real and most interesting com- 
parison for the shareholders was that which compared the pos tion 
of the company to-day with what it was when they began ele:- 
trical traction in 1908. They were now approaching the 
end of the period during which the  debenture-holders' 
interesta upon their debenture stocks was contingent upon the 
profita of each separate year. The results of the last half-year 
during which the company worked by steam and the last six 


The concentration of all the | 


months were very striking. In the first period, the number of 
booked passengers, as distinguished from season-ticket holders, was 
2,800,000. Ducing the last half-year the number was 5,800,000—an 
increase of three millions, or something like 104 percent. The 
season-ticket holders showed an even more remarkable increase. 
Daring the last half-year of steam working, the number of ssasone 
ticket journeys, estimated in the usual way, was 512,980. Last half- 
year the number was 1,384,467—an increase of 868,487 journeys, 
equal to an increase of 169 per cent. It was a very striking fact 
that, notwithstanding the large increase in the number of season- 
ticket holders, the number of ordinary booked passengers 
had also largely increased. The total receipta for the last 
half-year under steam working amounted to £29,470. Last 
half-year they amounted to £53,228—an increase of £23,758, or 
something like £46,000 or £47,000 a year—an increase of 80 per 
cent. Looking back over the period of years during which they 
had been working by electrical traction, and seeing the increase in 
the receipte, which was still going on, he thought they might 
look forward with hope to the future that ifthey could pursue the 
same policy as hitherto in giving the public the best possible 
acoommodation, the development of the undertaking would continue 
on the lines on which it had proceeded in recent years. With 
regard to the queation of the extension of the period during which 
the interest upon the debentures was dependent upon the profits of 
each separate year, he would like to say that the question had been 
most carefully considered by the board, including those members 
representing the debenture-holders, and looking to the suc- 
cessful result! of the arrangement which had been made in 
bringing about the figures to which he had referred, and to 
the prospects of the future, they were all unanimously of 
opinion that it was to the interests of everyone concerned in the 
undertaking to continue the arrangement which was made in 1900. 
The biggest interest of everybody was to ensure the efficient man- 
agement of the company and to place it in a position to take 
advantage of any opportunity for development. The only alterna- 
tive to an extension of the period would be that the company should 
go back to Chancery with a Receiver, and there was nothing better 
calculated to choke the enterprise. Certainly, as far as the share- 
holders were concerned, and also he believed the debenture- holders, 


-it was to their interests to maintain the present policy and 


management, 

Мв. H. A. WAEZMAN-NEWPORT seconded the motion. . 

Replying to questions, the OnHArRMAN said they had been abl 
during the past half-year to pay their way and the interest on the 
first debenture stock. The later debenture stocks were entitled to 
any surplus, but before they could get it they must provide for the 
balance at the debit of net revenue, amounting to £15,000, and that 
was one of the things which would have to be taken into consider- 
ation when they came to deal with the scheme for the psyment of 
the interest. . 

The report waz adopted. 


Bank for Electrical Enterprises. 


Tax Bank fur Elektrische Unternehmungen of Zurich, which is 
an institution for inves ts and making advances to electrical 
undertakings, made considerable alterations in its holdings of 
securities during 1908-9. The funds thus released were re-invested 
in other enterprises, and the profits resulting from the sales were 
largely devoted to writing down the value of portfolio securities, 
The accounts are briefly as follows for the past two years :— 


| | 1908-9. 1907-8, 
Share capital... ‘ai is £1,6C0,000 £1,600,000 
Bond cgpital ... 2: 1,552,000 1,580,000 
Gross profits ... 272,600 263,300 
Net profits 175,000 174,400 
Dividend 160,000 160,000 

„ per cent - 10 10 


The company's report, from which details were given in a previous 
issue in respect of the situation of the electrical industry in Europe, 
presents details of the numerous undertakings in which the bank 
is interested in various countries. It appears that the company’s 
syndicate share in the first issue of 5 per cent. debentures of the 
Victoria Falls Power Co. was liquidated, whilst a fresh participa- 
tion has been assumed in the further emission which was recently 
made. 


Stock Exchange Notices.—Applications have been 
made to the Committee to allow the following securities to be 
quoted in the Official List :— 

Melbourne Electric Supply Co., Ltd.— £150,000 6 per cent. cumulative 
pe stock, in lieu of the preference shares of the Electric Lighting and 

raction Co. of Australia, Ltd.; 20,0.0 7 per cent. first cumulative pref rence 
shares of £5 each; and a further issue of £100,000 6 per cent. first mortgage 
debenture stock, 

The Committee have ordered the undermentioned securities to bé 
quote4 in the Official List :— 

Bombay Electric Supply and Tramways Co.— £150,000 5 per cent. second 
тоне debentures of £100 each, Nos. 1 to 1,500, in lieu of the scrip now 
quoted, 


South Metropolitan Electric Light and Power Co., 
Ltd.— Warrants for interim dividends, payable on the 31st ult., on 
the 7 per cent. cumulative first preference shares and 6 per cent. 
cumulative second preference shares for the half-year ended June 
30th, 1909, have been posted, 
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MARKET QUOTATIONS. 


Wednesday, September 1st, 


Fortnight's 


CHEMICALS, ас. Price.. Ie or Dec 


a Acid, Hydrochloric s . perowt. 5J- 
a 99 M rio ee ee ee ‚ oe 99 22/- 
a ” Oxalic ee ee ee ee IT! 28/- 
а „ Sulphuric... 3s = is | 5/6 
а Ammoniac, Sal “a is !^— 42- 
a Ammonia, Muriate (crystal) per ton 12 Я 
а 9 „ ee eo oe [I] a e 
а Bleaching powder .. as x уз E35 10 А 
а Bisulphide of Carbo s " 5 . £18 Е 
a Borax . Й ee eo ee ” £16 А 
. а Ferro-Silicon - it vs A £12 
a Cop r Sulphate eo ee ee " £18 10 
a Le , Nitrate se oe oo " £26 10 
а „ White Sugar a T " £23 10 
a ” Peroxide oe es » £82 
a Methylated Spirit .. Se .. per gal. 2/6 
a Potassium, Bichromate, in casks per lb. Bad. 
a Potash, Caustic (75/80 %) . рег ton £90 
8 „ Chlorate .. а .. per lb. d. 
а 5„ Perchlorate 5% T" 1 | 8а. 
- a Potassium, Cyanide d " 1а. б 
a Shellac Pe ба PX рег cwt., 74 / 
2 Sulphate of Magnesia per ton £4 10 
a Sulphur, Sublimed Flower ЗР " £6 10 
а ›„ Recovered Уз e * #5 10 
а 5 Lump .. xis $5 £5 
а Soda, Caustic (white 70 %) " £10 15 
„ Chlorate .. ... per lb. Зва. 
2 „ Crystals МА ae .. рег ton £3 5 
а Bodium Bichromate, casks .. рег lb. Bd. 
а „ Cyanide (basis 100 99) .. v" d. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £80 = 
b К Wire, in ton lots. i £112 zx 
b ud Sheet, in ton lots .. » £120 s 
p Babbitt's metal ingots .. si mS uA £50 to £136 M 
c Brass (rolled metal 2*to 12 basis) per Ib. 73d. sx 
c m Tube (brazed) ae eo Т] eia. ee 
с » „ (sold drawn) | .. » Tad. 2s 
c „ Wire, basis vs oe » 63d. 2 
c Copper Tubes (brazed) .. ТА ә Rid. e 
C ,» LL) (solid drawn ee nm Sid. 8 
g › Bars (best selected) per ton £72 : 
g „ Sheet es EN фә m 472 
g » Rod @e oe ee [] *i 31 £72 P 
„  (Electrolytio) Bars "m js £61 10 i 
e А i Sheets .. " £78 . 
e ” " Rod ЯС [Ty £66 А 
е ; " H.C. Wire per lb. 8d. e 
f Ebonite Rod s es is 8/8 Р 
? э” Sheet oe ee ee 9 8/- 
n German Bilver Wire ёв m 1 1/6 
В Gutta-percha, fine.. 86 es ji 5/6 to 6/6 re 
В India- rubber, Para fine .. is » 8/2 14d. dec. 
į Iron Pig (Cleveland warrants) .. per ton 61/44 114d. inc. 
1 „ Wire, galv. No. 8, P.O. qual. 16 | £14 ae 
g Lead, English Ingot oe os " £12 15 to £12 17 € 
m Manganin Wire No. 28 .. ee per 16. 6/6 
« Mercury Зе m e . per bot. £8 5 
d Mica (in original cases) smal] .. per lb. 6d. to 1s io 
d „ " » medium 1 2/6 to 4/ А 
d. „ ^ , large .. n 4/6 to 8/6 : 
p Phosphor Bronze, plain castings 10 17 to 1/14 . 
р S „ rolled bars & rods у 1/13 to 1/8 di 
р А » rolledstrip & sheet i 1/24 to 1/6 еъ > 
o Platinum oe ee per oz. 69/. variable, 


e Silicium Bronze Wire .. per Ib. 924. 


ee 


r Stee] Magnet, in bars . per ton £ 55 
g Tin, Block (English) oe ee - £137 to £188 £3 10 inc. 
n » Wire, Nos. 1 to 16 .. „„ per lb. 1/9 Ad. inc. 
р White Anti-friction Metals: — 

“White Ant" brand... ton £35 to £60 at 


„ per 
k Zinc, Sh't (Vieille Montagne bnd.) ` n £25 10 


Quotations supplied by— 


h Edward Till & Co. 

4 Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Ltd. 
m W. T. Glover & Oo., Ltd. 

n P. Ormiston & Sons. 


orks Co., Ltd. o Johnson, Matthey & Co., Ltd. 
g James 4 " p The Phosphor Bronse Co., Ltd, 
Р W. Р, Dennis & Co. 


Em — ——— —— ————— 


Dumbarton Burgh and County Tramways Co.— 
The report of the directors states that the profit for the year, after 
allowing for interest on debenture stock, amounts to £6,193, to 
which has to be added the net balance forward from last year, 
£1,328, making a total of £7,520. A preference dividend, paid at 
the rate of 6 per cent. per annum for the half-year to January 31st, 
absorbed £2,250, and a similar dividend for the half-year to July 
31st, brings the total to £4,500. There is left a balance of £3,020, 
which the directors recommend should be carried forward. 


Gandy Belt Manufacturing Co., Ltd.—The directors 
have declared an interim dividend of 6 per cent. per annum, less 
income-tax, on the ordinary shares for the past half-year. 


. Calcutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers during the five weeks 
ended July 30th, 1909, was 904,731, compared with 724,011 units 
in the corresponding five weeks of 1908. 


STOCKS AND SHARES. 


| Tuesday Afternoon. 
WirH money so easy that on Consols it can be borrowed at 14 per 


cent., it is surprising that business does not flow more readily into | 


the investment markets, Here and there are signs of expansion, 
but on the whole the volume of Stock Exchange business is very 
quiet. І 

Тһе appalling floods in Mexico led ќо а moderate decline in 
Monterey Railway, Light and Power 5 per cent. Debenture stock. 
Last week the price was unaffected by the bad fire at, Monterey, 
but the devastation of the town by flood has caused the quotation 
to decline to 86, which is a fall of 34. There is a million pounds 
of the stock issued. According to well-informed sources, the Som- 
pany should not suffer a vast amount of damage. 

Mexican Light and Power Common stock came down 3 points, 
falling to 70, but regaining 1 per cent. of the decline. Mexico 
Trams, however, have rallied 3 after their drop of last week, and 
the bonds at 97 have also regained their slight loss. Sao Рашо 
Trams at 148} are 1 lower, and Rio Trams at 93 show a point rise. 
Electrical Development of Ontario bonds have shot up 53. 

Sensational is the mildest word to apply to the movements in 
American Railroad market, and the violence of the rapid changes 
keeps the cables busily employed. 80 the gamble in Anglo- 
American Telegraph Deferred goes merrily forward, the stock rising 
and falling in unison with the course of the Yankee shares and 


the rumours concerning the health of the latest Wall Street 


б magnate.” On balance, the prices of the Preferred and Deferred 
stocks are both a little better. Direct United States shares im- 
proved to a slight extent. 

Eastern Extensions have risen appreciably upon relaxation of 
the recent pressure to sell. The shares have been undervalued for 
some time past, as compared with Eastern Telegraph stock, aud 
the latter still stands higher than the China shares. Globe 
Telegraph and Trust Preference are better sgain. Mackay Common 
stock gaiued $2. 

While National Telephone Deferred Las eased off, there has been 


` а good demand for the foreign telephone issues. Oriental shares 


and Debenture stock were both advanced this (Tuesday) afternoon, 
and United River Plate Preference went with them. American 
Telephone and Telegraph capital stock went down, but rallied 
easily, and shows no change on balance. 

The Telegraph and Telephone market is attracting a greater 
amount of public attention than usual, and manufacturing shares 
are not neglected. Following upon thejr recent advances, 
Callender's and Henley’s show further rises. Iadia- Rubber shares 
and Telegraph Constructions are unaltered, but British Insulated 
Ordinary are à better. | Е 

Trade conditions throughout the country continue to show 
gradual improvemente, but it cannot be said that the Home Bail- 
way market takes any notice of the change. In fact, prices rise 
a little only to slip back a little more, and as for business, there is 
not an hour's work per diem done during the week. 

Central London Preferred and Ordinary have proved their 
superiority to general conditions by rising a point apiece, the 
former stock receiving notice by reason of the fairly liberal yield 
which it offers, combined with reasonable security. Metropolitan 
Consolidated and District stocks are both lower; City and South 
London is unchanged. Great Northern, Piccadilly and Brompton 
4 per cent. Preferred shares are 8 ex dividend. The Underground 
Electrio Railway Income bonds have further advanced, in spite of 
a slackening in the prices of the company’s other two issues. 

It begins to get as monotonous to write, as we are sure it must 
be to read, that electricity supply stocks and shares are quite 
steady, and almost unchanged. Notting Hill shares rose 52. Two 
or three Debenture stocks have hardened, two or three issues are 


ex dividend. There is really little more to be said about the 


market. 
One feature in the electrical departments is a rise of 6j in British 


Columbia Electric Railway Deferred stock. The Preferred is ap 
two points. On several recent occasions the evidence of the com- 
pany’s prosperity has been indicated here on the authority of 
travellers lately returned from Vancouver. Anglo-Argentine Tram- 
ways Preferences are both ys lower, the 4 per cent. Debenture 
being ł better. . 

Amongst the miscellaneous shares, Castner-Kellners and Dick, 
Kerr Ordinary and Preference have gained small fractions, and 
there is a rise of two in Willans & Robinson Debenture stock. 


— ERTS 
———————— 


Stewarts & Lloyds, Ltd.—The directors have declared 
an interim dividend for the half-year ended June 30th, 1909, at the 
rate of 10 per cent. per annum on the preferred ordinary shares. - 


E Тике”... ead 49 .Q—'- теср * T 
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SHARE LIST OF ELEOTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


| ons ons e 
Share. toar yea ug. 24, | Aug.8:st. | AUS 818, | Fall — per cent. 
x А " " нинен 7 Nii d. 
Amason Telegraph 05 3 снагае Nos. 1 to 95,000 10 Nil ii | NO 2— 8i - те 185 : 
Do. do. юне. 100 6 T 5 % | 98 — 96 99 — 96 we ae Н b 2 
American Telephone Fels Hat, Cap. Stock. 6100 8 8 8 965 | 144 —146 146 —147 144} 142} 6 810 
Соз; Core Trant% nds, 14 28,000 and $1000 49,|49,|49 | 97 — 90 96 — 98 "a are 418 
L) 
Мойше ан Tele ph co оо o» | Btock % | 84% 23 (.] 604 — 62 604 — 62 60, T 6 8 0 
| do, 40. 6 % Prei. 5% ee | Stook %6 | 6 9% 9% 1013 1081—104 104 1083 614 6 
Do: do. do, Deferred Btock 119% - | 201— 31 21 — 2 2) 14 117 8 
Anglo-Portuguese Tal., 6 % Mort. Deb. Btook Red, 100 „|6 % | 6, 9 | 1034 —1064 1084 —1 T oe 414 9 
сви n Nos. 1 to 44, 000 Ü 8 — Bj 8 — $ 414 1 
eroi] Gable, Bing. 600 year 49, Deb. бё. Bed, | Stock 247 4 90 — 92 90 — 92 9i 90 470 
Cuba Telegrach oe ee ee ee ee өө 10 656 81— 9. 9 ^ ° 618 4 
Do. 10 % Pref. ee ео ee | өө 10 1 b 10 0 10 17 — 18 17 — 18 ee oe 6 ll 1 
Direct Telegraph, ө ee ee өө 6 5 149% 4 91 — 9 - d • m 6 Зва 
' do. 10 Prei. T 6 10 9 [0 9% 10 en — ~ 285 oe 612 8 
А do $$ А še ss 60 49% 36 | 44 99 —101 99 —101 өз» T 818 8 
Direct United States Cable oo. oo | 20 X X, 189 13 — 184 184 12:5 6 511 
‘Direct W, India Cable, 44 % Beg. . Deb., 110 1,900, R. 100 Жу i y ^ ge —1014 100 —102 ee ee 4 8 8 
Eastern Telegraph, Ord „ „Stock 715 775 7 13 129 —189 180 129 6 6 1 
Do. Pret. T ° .» | 100 3495 | 88% | 84 814 — 86 644— 811 4 0 0 
Do. 4% Mort. Deb. Stock. Red. .. | Stock 49454 1 10 1044 — 105 815 3 
Eastern Extension, Australasia, China e 10 175 7567 118 — 11 111— 1 12% 11,34 614 3 
4 Btock ь 14% 14%14 02 —104 102 —104 oe 8 16 11 
East, & B. Ante. Tel, 4 % Mi Db, Mauritian) 25 4% |a% |a% 100 —102 100 —102 100) | .. 818 6. 
Globe S3 ve ee 10 5j 520 10} r- 1 104 10} 5770 
Do. do, 6% Pref... ee ee 10 6 6 6 2 188 — 144 191— 14 144 14 443 
Great Northern Telegraph, of Cope 10 30 18 — 26} — 27} T о 13 4 
p and Bermudas Са ble, 44% ist Моњ } 108 44% | 44% | 449% | 993-1014" 100 —102 P «ва 
do- Duropean el ph ee ео ee oe 26 18 18 18 % 514— 684 514— 53 514 616 
Maskay Companias с се Common T ee ee es оо 4 4 & 80 — Е4 80 — 86 А К 418 0 
Do d Gum. Pref. .. ee eo | 9100 4 4 4 74 — 79 74 — 78 ee 6 20 
Marconi’s Wireless Telegraph. T ee ө» 1 N N Nil H — { — 14/9 - Nil 
Monte Video Telephone Co., Ltd. Ord. T ec 1 6951695169516 — và Е 60 71 
Do. do. о, 6 96 Pret. өе i 5 % 5 & 6 ч 6 ad — . . 638 8 
National Tele hone, Pref. Stock 22 oo e. | 100 6 6656 106 — 1074 106 —107 1071 106} 611 7 
Do. o. Det. Stock T co ее | 100 5 55568 128 —125 152) —1244 1 1324 416 6 
Do. do. 6 Cum. ist. Pret. ee ез 10 6 б 6 p^ 6 p^ 6 1 -— 101 1 — 10 10g е b 10 * 
Do, do. 6 96 Cum. and Pref. .. T 10 66 5656 103 — 1 10$ — 1 os 610 4 
Do. do. 6 96 Non-cum. Ard P., 1 to 950,000 6 5 % | 5 % |6 % |6 бла 5th 578 — bi 5%, af 478 
Do, do. ня Deb. Stock Red. | Brook | 84% | 84% | 84% | B4 —100 — 100 9 810 0 
Oriental Telep and El Tio 11504 fully paid .. 1 7 17373 3 101 pa" 5 i nA 5 8 8 
e ep. eo, , ee ^ 3 * * = ee oo + 
" do. do. "pref ee 1 [65625656 ^ 19 lg— 1 e + 5| 416 0 
‚ Do. do. do, 49% Red. Deb. Stock . 100 4% SES SED | 4 854 — 87 86 — 88 xa - + 4 413 0 
Pacific & European Tel., 4% Guar, Debr., 1 to 1,000 10 . . | 4% 14 -101 100 —102 . oe + 4 818 65 
Telepho Co. t Egypt, 44% Deb. R.. 100 a4 ү ug P 100—102 | 1004 —102 E з 41710 
eiephone ‚О . өө ee * * * = 1— . + 
Submarine Cables Trust.. — ..  .. eo erz. (6% [6% 16% | 6 V | 130 —188 180 —153 ‘ s 4 10 11 
United River Plate Telephone. T b . 1.4.1 61 T 7 1 > 6 11 4 
Do. 5% Cum. Pref. Nos. 1 to 000 5 [566 5 54— ee + 4 810 
W. Coast of America, 1 to 80,000 & 58,001 to 58, 9à | Nil | 2% „% là— 1 : E 4 10 11 
Do. 4% Debe., 1 to Ed rA Sub. Tel, 100 4 49614 4 96 100 —103 2 А } 818 6 
Western тетер, Ha os. 1 to 907,980 T 10 |1 715 7 .. 184— 182 18 leg 6 110 
Do. . 171 Bock Red, | Wo 144 49144 149% 108 —105 103 | .. +4 | 816 2 
88,831 | West Indie and Panama Telegraph . oe ee 10 N Nil | N Nil à— of gx #5 és Nil 
Do. do, 6% Cum. lst oe өө 10 6 8 6% |6 8 — 8} is Ls 7 1 2 
4 Do. do. : » 2nd Pref. ee 10 Nil 2 6 115 9 8 — 9 "Я т ie 17 2 4 
Do, do. Debs., Nos. 1 to 1,800 100 йы Мы Мы | 101 —108 101 —108 N | ès ee 417 1 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| ; К O ’ st Pre i | | | - ss 
640,000 ео argentine Trams, 5 % Cum. 1: dr 7 41 b | Te Nat | | R- 4% | 4i— 4j | 96/10} | 9144 | — „ 5 2 4 
600,000 Do. 5 % 2nd Pref., 800,001 to 1,500,000 5 T T . Лее | 4—15 | 4#— 4р E Pn dax — 15 6 9 
978,250 Lo 4% Deb. Stock B i osi. so | „. |4%]| 94 — 98 922 — 93} 925 912 +23 | 4 510 
892,387 | Auckland E. Trams, 5 % 1st Mort. Deb. Stock .. 100 | 5% 5 5 % |5% | 102 —105 | 162 —106 PU Ue 415 3 
ыу | Babcock & Wilcox, i to 530,000 . es | 1 |20 96/90 96 |22 % 20 % | а 674 41 — 47, 868/13 86/3 4 911 
100,000 | Do, do. - 6% Cum. Pref., 1 to 100,000 .. 1 6 % | 6 % 6% 6% | ij- 14 là— 14 TEX RC | .4 "050 
60,000 British Aluminium, Ord., 1 to 40, 000 . T b 1977775777 Cx 1 1— 1 48 0 0 
60,000 Do, do, 7% Cum. Pref, .. 5 75 77 7 70 li— 1] 11 — 3% 18 18 4 
40,100 Do. do, 2x 6 95 Cum. Pref. 6 6% 169% 16% 16% M— By Bi— 83 | è 71011 
12,897 Do, do, 4% Funding Certs. .. ＋ f 147 4% 1% 4 2 83 20— ЗА | 514 3 
124,400 Do. do, bà 95 Loch Leven Debs, T 100 * 5A% | 54% | 54% | 95 — 98 | 905 — 98 Tae $ 2 Mir T at 
600,000 | British Columbia E, Rail Def, Ord. Stock .. es 100 6 6 8 8 9% | 146 —1€0 152 —157 | 155 t F6) | 5b 111. 
400,000 | Do, Pref, Ord. Stock - e» ee 100 Б% | Б9% |6% 6 % | 121 —125 | 123 —147 2 б, +2 | 414 6 
400,000 | Ро, 6 % Cum. Perp. Pref, Stock .. . | 10 5 & 5 & 5 J 5 %| 108 —111 | 109 —112 110 i Wed de 15 
233 000 Do, 4 % Ist Mort, Debs., 1 to 6,250 . 40 44% | 44% | 44% | 44% | 102 —104 102 —104 ое Чел? ДАШ» ЖУЛ 
212,600 Do. 44 Vancouver Power Debs., 1 to 2, 200 100 449, | 449%, | 44% | 44% | 102 —105 | 102 —105 11 MP +] 45 9 
188,801 | British Electric Traction , ee | 10 8% | Nil | Nil | Nil 1— ig | а= 18 A T T Nil 
161,497 | Do, do. 6% Cum. Pref, .. - 10 69% 169% |8 96 | 14% о — 23 1— 04 17/6 11/3 воо 
1,478,658 D do, 5 96 Pe rp. Deb. Stock & | Btock Б 96 5 % 5 X 5 x 85 — RR 85 — 88 | коф 616 8 
528,986 |р do, 44 % 3nd Deb, Stock Red 100 44% | 44% | 449 44%, 63 — ( 68 — 67 4; 614 4 
100,000 British Insulated and He sby Cables 21 b 8 10 9% 110 95 10 % "7i— 7} TÀ— 72 72 72 36 7 0 
100,000 о, do, 6 96 Cum. Pref. 5 6% 6 / 6 V 6% 61 — 63 HE 41 3 
500,000 Do do. 44 % 1st Mort. Deb. Red. 100 44% | 44% | 44% | 44% | 103 —196 103 —106 Ф * ix 1411 
804,91( 1 | British ламае, Houston * st Mort. Debs. .. 100 do 44% | 449% | 44% 01 — 96 89 — 94 be: * d 415 9 
ritish W n use 6 9 rel., 1 to 200, 000 and và ж с л = х B 
$00,000 4 В 1 esti gho 215, 001 to 476 2 5 Nil j^ il Nil Nil Ta TA ти та з s - Nil 
1,016,858 | Do, do 4 orn Deb. Stock ee | 100 149 4% 4% 1% | 88 — 42 38 — 42 T „ё ij. 910 6 
50,000 |; Browett, Lindley & Co., А as 1 Nil| Nil| Nil| Nil $e ith $— d 55 E NN. Nil 
50,000 |. Do. do. 37 Cum. Pref, at T 1 Nil Nil Nil Nil 14/6 to 15/6 14/6 to 15/6 "T ар e Nil 
140,976 Brush Electrical Engineering, Ord., 1 to 105,781 .. 2 2496 | Nil Nil Nil 0— 8 0— A а s e Nil 
200,000 Do, do, Non-cum, 6 of ‚Рте{... s 2 6 96 Nil Nil Nil 0— è 0— è ка ge ЇЇ js Nii 
125,0001; Do. do, 44 95 Perp. Deb. Btock e Btock | 44% | 44% | 44% | 44% 13 — 48 16 — 46 ~ 25 —2 | 915 8 
125,0001; Do. do, 44 95 Perp. 2nd Deb. Stock.. | Stock ate | 44% | 44% | 44% 1 — 31 27 — 81 + i че 14 10 2 
187,610 | Calcutta Trams, 1 to 187, 610 .. b 895/8956 95 | 4À 1½— 415 4,%— 4H 98/9 P d lx $12 2 
45,904 Do. Б % Cum. Pref., Nos. 1 to 29,890. . b 5 5 V 5 V 5 9 41— 5 44— 5 * * A 5 0 0 
360,000 Do. 44 % 18t Deb ‚ Btock. s. | 100 44% | 44% | 44% | 44% | 97 —100 97 —100 993 f 41) 0 
86,000 | Callender's Cable Construction shares on - 5 15 15 % 15 % 15 104— H 108 — 11% IÔN 10 + 3 6 47 R 
40,000 | Do. do, 65% Сот, Ргеї, . Б 5 5 V 5 5 58— ЕЯ E: "9 A 4 6 11 
800,000 | Do. до, 44 85 Ist Mort. Deb. Stock Red. Stock 44% | 44% | 44% 43 | 1044 — 1064 105 —107 1 а 1 
491,223 | Саре E. Trams., 1 to 491,22 - 1 Nil Nil | Nil Ni bec "0 TE 776 7/3 N 
,000 | Castner-Kellner Alkali, 1 to 450,000 .. 1 6905 | 8 & 12 | 12 113— 2 г ар Qe 11/68 40 4 5 17 8 
210,158 | Do. do. 44 96 1st Mors, Deb. Btock 100 44% | 44% | 44% | 4 105 —I1C& 105 —108 E 15 1 
1,890,690 | Central London Railway, Ord. Stock. sA „Stock 4% 495, BY ві бїз ЁН 62 — 64 63 694 E i 
554,655 | Do. do, 4% Pret, Stock e» Stock | 4 % 4 4 $ 83 — B 242 ' 
654,655 | Do, do. Det. do. oe. „Stock 4% 49% 29% 28 es. 26 Ta К 11 
L,455.000 | City and Bonth London Railway ee - e+ | Btock | 14% | gh% | 2à96 14 814 — 823 814 — 324 
85,000 * Co., MN. lst MC A d 8 9496 5 96 | 696 | I TENET gas 
at Mort, Reg oba., 1 10 , 2 е 
100,000: | | 900. - of 2100, and 901 to 11,000 of £59 Rod, } 6% 2% | 5% 595 | V0 — 98 Mond | 
* Qniess otberwise stated, а): shares are fully paid. ¢ A pericd of nine months, From Meanonester Share List, 


Continued om memó made. 


засва a 5 yea dlst Dec., 1905) 


* Unless otherwise stated, ali shares are fully paid. 
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SHARE LIST OF ELECTRICAL COMPANIES. (Una, , 
ELECTRICAL eee MANU FACTUBING AND INDUSTRIAL COMPANIES, —(Oonténued) 
Presen ok widends Olosing Business done | Rise + 4 
Issue ч ANI. : 3 gon for the | сечо Д Quotations week ended or Yield 
р : Shara: Our JOATA; Aug. th, | Ang. Sist. | Aug. 3lst, 1909. | Fall — | per cent, 
5 — 100. . | 1907. 1908. . | Highest. Lowest. a4. 
960,000 | Dick, Kerr & Co., 1 ю 260,000 .. .. e 1 109% 10% 10% 109, | 1д— 1 ik= е | 24/44 | 94/8 | + 712 5 
806.000 do. 69, Cum. Pref., 1 0 806,000 .. 1 |6% 6% 6 6 І 1 Hg ee e + Ф| 416 0 
271,080 dc. 4 % Deb. Stock 100 4 | 44% | 44% | 100—103 100—108, o e — 178 
000 | Dublin United Trams. (1806), 6 % Pref., 1 to 00,000 10 |6 6 6 6 % x 133 j 13; e. ee ee 478 
90,961 | Edison & Swan Uid., „A h., 6 а 4 2 27 — d — $ г ee 019000 
17.189 Do. ‘wan shares, 01—017,190 '..| Б | 44% € 23 1— 14 1— 1% 203 | .. 8 6 8 
807,895 Deb. Stock Red. 100 4 4 4 4% | 68 — 78 68 — 78 ee ee oe 5 9 7 
67,720 | . Do. 5% ва De . Btock Prov. Certs. all på. 100 |5 б 5 b % | 84 — 87 8t — 87 e. ee . 51 4 
112,100 | Electric Construction, 1 to 119,100 9 Nil | Nil | NU | Nil їп th th : e. T Nil 
81,890 | Do. do. 79% Cum. Pret., 1 vo 51,890. . 215 77 7% 7 lł— 1 9 lys | "e — | 913.1 
95,000 | General Шен! ‘Co. 2900), 5 m Pret „| 10 [6 6 b 69?5| "i— 8} 22 8 | e ee . 6 13 
2.800 1 Mok te ae ie РТ E 1 E m "o 3 
Gt. N. & Ci Rail Pret Ord HA d ,190 8000 | 10 |44; = — . e . 4 
06:000 бий А ашыу 5 5% do 12 715 7% | шш | — 12 „ 10 
80,000 Do. о. 50 ш Debs. 4. . 100 5 6 5 Б 9 | 102 —108{ 109 —108 vs 08 "n 4 16 10 
12.00 Henley’s (W. 72, Telegraph Works, Ord. л Б б 15% |15 % | 15% [15 $ 55 E, 124— 165 18/4 | 124 ө eH i: 
y ee ee ee 
160,000 Do. a P: ME Deb. Stock | Stock 4 d 4495 1053 —107 1054 - 107 $a "T S. 414 8 9 
60,000 | India-Rubber, Gutta-percha egraph Works. 10 |1 10 95 10 Y 10 % | 143— 154 141 — 15 142 i5 is 613 1 
89,600 |t Liverpool Overhead way, Ord. ‘ 10 | Nil | Ni | 4% | Nu = — i e| T e Nil 
10,000 |t Pret, tally paid .. | 10 6 б 5 5 % 44— Б 4i- Hi es oe — à | 1010 6 
600,070 | London United Tram. (1901) 1 to 50,007 es гъ 10 8 8 ‚8 Nil 14— 2 14— as T : Nil 
509, 560 Do. 60,008 to 100,000 10 |8 8 8 Nil 1 2 11— 24 es Mw 99 Nil 
195, Do. ^ae 65 Cum. Pref., 1 0 125,000 | 10 5 6 5 83% 18 — 23à— 26 476 | 46/3 | +3 19 12 8 
1,881,000 Do. ` do. 4 % 1st Mort. Deb. Stock. | 100 | 4 4 4% | 68 —"1 — 70 68 t —1 614 1 
5,782,062 | Me tan Consolidated...  ..  ..  ..| 100 5 1 395 — 892 B8? — 393 39% 884 | —3 1155 
3,640,914 Do. Surplus Lands .. ..  .. 100 65 —67 65 — 61 66 655 T 421 
8,286,000 District 4100 il il ii| 17—17 161— 17i 174 165 | —i Nil 
891, Metropolitan Eleotrio Trams., Odd. 1 es T .. | 46% sÍ #2 33— 8 - I . l 
814,016 do. ibi. .. o3 1 Ni | Nil | Nil | Nil | à i és Nil 
,000 Do; do. ааа . Pref. 1 s% at 5 5 ta— 1 ха] ta— } v is «x 681 
505,600 Do. do. Deb. Stock Red. 100 4 44% | 4 = 95 — a us “> 412 9 
10,823,200 | Mexico Trams Co., Common Btock .. n E is ЕК .. | 124 —197 127 —130 po. | ui 438 is 
,000,000 Do. Ist Mort. 50-year 6% Gld. Bd. ии " . [69% | 994— 97 96 — 58 97 56 RE 5371 
245,500 | Potteries кырый” Pra- tion m vs RE 1 4 Ti T Nil — be 8 2а us $5 M 
945,500 Do. Cum. Pref. eo ee oe 1 6 5 6 5 % aural 3 922 ee oe i 61711 
945,000 Do. 4% Deb. Stock e 055 œ| 100 43% @ 4 44% | 86 — 89 86 — 89 se =| -e — 1514 
87,850 Telegraph Consiraction and Maintenance .. г 19 |169 15 {7 15 $ 844 — 86 944 — Big | - 210 9 
140,000! 4% Deb. Pds., 1 to 1,500 Red., 1909 | 100 | 4 4 4 100 —102 100 —102 101 ; Vs 818 5 
1,000,000 | Underground Electric Railway, 595 Prior Lien. .. е2 82 6. | ef | 5 95 | 108 — 104 1 103 . — 3 | 4167 
2,800,000 Do. do. 4 onds .. ee ee oe ee ee oe 44% 88 — 90 87 — 89 89 ее —1 6 1 2 
4,900,000 Do. do. 6% Income Bonds * 54 3 .. | B6 — 88 97 — 89 874 377 | 41 T 
66, Wen & B kenn ins ,000 & 80,001 to 116 5 Nil i Nil 10 Nil - Í 1— 7 ee ee ee ee 
68,686 | Do Er B01 to 80,000 & 130,001 to 141,688 1 | NH 4 4 2— 3 9j— 8à : 118 5 
945,495 Ist Mori, Deb. Block a 4% 4% 4% 1“ T6 — 80 76 — 80 EX 
‘ | 
ELECTRICITY SUPPLY COMPANIES. | 
15,000 | Bromley (Kent) E.L. эрү * 96 4— 43 4— 4 e. m I 510 0 
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Charging Ignition Accumulators by Gas.—A French 
firm— M. OuTBENIN CHALANDBE, of Neuilly, Paris—has recently 
introduced a thermopile for the purpose of recharging ignition 
accumulators by means of the ordinary house gas supply, where a 
source of electrical energy is not available. 


THE GENERAL PRINCIPLES OF MODERN 
TRUCK CONSTRUCTION. 


By J. A. OBRIEN, A. M. I. H. BE. 


Ir is curious that with the advance in knowledge of the 
principles of railway engineering during the latter half of the 
last century, and up to the present date, one of the most 
important points has been left unstudied, except by com- 
paratively few people; that is to say, the general relation of 
the body of a vehicle moving along a line of rails to these 
rails. 

The most that has been attempted in this direction until 
the last few years has been a kind of tacit understanding 
among permanent-way engineers that when such a vehicle is 
subjected to a constant change of direction, such as arailway 
curve, it is necessary on simple scientific principles to 
counteract the effect of the lateral forces brought into play by 
the change of direction by canting the rails in such a way as 
to introduce a constant counterbalancing force opposed to 
tte centrifugal force. 

In presupposing, however, the correctness of the principles 
on which this canting was carried out, an assumption was 
made which is now found to be definitely wrong; that is, 
that a vehicle ranning along a rail or rails presented no com- 
plex problem, but was в simple case of accurate motion along 
a straight track or a defined curve. This is now shown not to 
be the case. For example, serious complications affecting 
the whole general motion of the vehicle are introduced by 
the method of connecting the vehicle to the rails ; that is to 
say, by the form of track or under-carriage supporting the 
vehicle. 

The first point on which engineers were led astray was 
the supposition that a line of rails could be laid to coincide 
perfectly with a geometrical line—straight or curved. 

The recent investigations, however, of eminent engineers, 
in partioular the elaborate studies of M. Georges Maric, 
formerly chief engineer of the Paris-Lyons Mediterrance 
(P.L.M. Railway), have shown that irregularities seriously 
affecting the ranning of vehicles do exist on the best lines. 
Whether they existed at the time the lines were laid, or were 
brought into existence by subsequent transverse action of the 
rolling stock, is of no importance ; the fact remains that 
irregularities, which the platelayer’s eye cannot observe, are 
sufficient, when traversed by a vehicle at high speed, to 
disturb the smooth path of the vehicle. M. Georges Магіс, 
indeed, has calculated the exact oscillatory effect which 
definite irregularities set up, and has studied the problem of 
deadening it by springs or other means. 

The second point to notice in this kind of investigation 
i8 that the effect of having & clearance between the flanges 
of wheels and the rails has not been fully considered. 

This clearance, of course, is a condition which comes into 
force inevitably, even if not allowed for at the time new 
wheels are fitted on to a vehicle. It was thought, however, 
that coning the wheels—that is, reducing their diameter 
gradually from the flanges towards the outer edges of the 
wheels—provided a centralising effect which invariably kept 
each pair of wheels running centrally on the track with one- 
half the gauge clearance at each wheel ; and, moreover, that 
on a curve, since all the forces brought into play by a change 
of direction tended to move the vehicle outwards, the outside 
wheels, running on a larger diameter than the inside wheels, 
would adjust the direction of the vehicle to the curve. 

Now, as regards the latter point, Mr. A. M. Wellington, 
in his Economic Theory of the Location of Railways, 
published in 1903, refers to careful experiments on trucks 
made to scale, and having coned wheels ; and it is evident 
from the results of these experiments that coning alone is of 
practically no importance in guiding vehicles round curves; 
in fact, in Mr. J. W. Spiller's recent paper read before the 
Institution of Civil Engineers, on the subject of “ High 
Speed on Railway Curves, the guiding effect on curves of 
coned wheels was ignored, and it follows that for practical 
purposes —even on curves where the vehicle is forced con- 
tinuously against one rail, and more especially on straight 
track where the action is intermittent—the wheel treads, for all 
the effect which coning produces, might,as, well be parallel. 


894 


THE ELECTRICAL REVIEW. [Vol65. No. 1,658, Виртимвив 3, 1909. 


This fact has been emphasised because it indicates that 
engineers have really gone along wrong lines in considering 
the theory of the motion of rolling stock. In practice, 
the coning is soon worn down by the action of the rails on 
the wheels. | 

If, then, we look at the conditions under which good 
rolling stock has had to run on the best laid tracks, we shall 
see that they are far from desirable. The rails themselves, 
which impose a general direction upon the vehicle, are 
irregular, and it does not seem possible to carry improve- 
ment further in this respect. The vehicle is allowed a 
clearance in which to adapt itself to any possible changes 
in track direction, but is not built in such a way that any 
real centralising effect is produced. On this track is placed 
a truck which has its axles rigidly fixed in a frame, and 
which, therefore, tends always to follow one definite direc- 
tion of its own. The result ів a form of motion which is 
altogether a chance action. The truck travels about in a 
transverse sence over the track clearance, running first of all 
hard against one rail, and then, owing to some track irregu- 
larity or a distortion of the track itself, running hard against 
the other rail, every change of direction being accompanied 
by a skidding of the complete truck around some centre, 
either within or without the wheel-base of the truck. 

On a carve, since the truck follows its own natural direc- 
tion across the gauge clearance, the path actually traversed 
is a series of chorda, and not a curved line. 

This, of course, is all very unscientific, but the first 
question must be : are the effecta produced by such motion 
so undesirable that any practical means of avoiding them 
is worth entertaining ? That the effects are undesirable is 
proved by the high rate of wheel wear on rolling stock of 
rigid wheel-base; by the heavy type of construction which it 
is necessary to adopt, so that the parts may withstand the 
severe transverse shocks they are continually being subjected 
to; and last, but not least, the unpleasant effects of railway 


travel on a passenger who is continually having his direction 


changed in a more or less violent manner. 

As to whether a means has been discovered of avoiding 
these defects, a type of truck construction known as non- 
parallel axle has now, after four years of action, proved 
itself to be withont the inherent defects of the rigid type of 
rolling stock ; and in spite of the irregularity of the rails, 
by constructing а truck in such a way that ite direction is 
not at any time rigidly fixed, it has been found possible 
to damp almost entirely the effects of such irregularity, at 
the same time making it impossible for high flange pressures 
to be reached, and, therefore, very greatly reducing the wheel 
wear. | 
A non-parallel axle truck, as its name implies, is one in 
which the axles are not rigidly fixed in a frame. Each axle is 
free within certain limits to move round a pivot fixed on the 
centre line of the track, and at some little distance from the 
axle. The limit is set by links banging over the axle boxes, 
and the supporting of the truck on the ends of these links. 
Any transveree motion of an axle round its particular pivot 
disturbs the links from their normal vertical position, and 
the weight hanging on the links sets up а constant tendency 
for the axle to return to its normal position. 

It will be seen that this type of construction allows for a 
great amount of elasticity, bat this is not the vital point ; 
transverse elasticity has already been allowed for in some 
slight measure by the construction known as swing bolster 
on bogie rolling stock. What is of the utmost importance 
is that this elasticity is accompanied by a change in the 
characteristic direction of the truck во soon as lateral pres- 
sure is brought to bear against any one of the wheels. If 
one of the leading wheels of the truck runs against the 
rail head the flange pressure rises, the leading axle turns 
slightly on its pivot, and the leading wheel in question is 
guided away from the point of pressure. This action goes 
on continuously, and is perfectly automatic. 

When a car is carried on a truck of this type, and the 
floor boards are taken up so that the movements of the 
truck can be observed, it is seen that the axles are never 
still in a transverse direction. I hey are vibrating con- 
tinuously in the space allowed by the track clearance, in the 
same way as the driver of an automobile continually adjusts 
the direction of the car by alight movements of the steering 
wheel. and so obtains a smooth line of motion, 


The importance of such a method of truck construction 


lies in the fact that all the mischievous effecta of a rigid 
wheel base are dealt with at the point of contact of wheel 
and rail, and are not communicated to the carriage body, 


. where it is impossible to do more than damp them slightly. 


The carriage bodies with the passengers—or goods—follow 
their natural line of motion without disturbance by the 
track. 


REVIEWS. 


Elementary Manual of Raditelegraphy and Radiolelephony. 
By J. A. FLEMINxd. London: Longmans, Green & Co. 
Price 7a. 6d. | ; 


Any work on this subject from the pen of Dr. Flemin 
must perforce attract both interest and attention, even 
though it be styled “ elementary.” Beyond stating that the 
matter is put in the author's usual lucid and easy manner, 
is copiously illustrated and includes useful chapters on 
practical methods of measurement of the various electrical 
quantities concerned in wireless telegraphy and telephony, the 
occasion hardly calls for any comment of s general nature. 


That it is brought well up to date, and conveys sound in- 


formation will go withont saying. "There are, however, as i8 
inevitable in a subject of this character while it is still in 
process of rapid development and advance, a number of 
points of a controversial nature which may be dwelt upon 
with advantage, more especially as the book is avowedly 
intended for the student, practical operator, and general 
reader ; though it will doubtless be widely read also by the 
practical engineer and all who take an interest in the 
development of the art. The first point to be noticed is 
hardly controversial; possibly it is an oversight. On 
page 5 representations of various types of oscillations are 
given, but there is neither here nor elsewhere throughout the 
book any representation of what is certainly not the least 
important type of feebly damped oscillation, viz., that 
which occurs in the antenna of a closed-circuit syntonic 
transmitting station. All the oscillation curves given are 


shown as commencing at maximum amplitude, whereas the. 


oscillations in such an antenna are built up toa maximum 
and then decay. This feature is of some practical import- 
ance in questions of tuning aud interference, if in no other 
way. On pages 16 and 17, in dealing with the effective or 
dissipative resistance of spiralled conductors at high fre- 
quencies, the dissipation due to eddy currents resulting from 
magnetic leakage through the sides of the solenoid appears 
to be lost sight of. 

The question of phase difference between, the electric and 
magnetic components in a travelling electric wave is dealt 
with on page 123, and the author comes to the conclusion 
that there is a phase difference of 90°. This is doubtless 
true of the source where “oscillations” rather than 
* waves" are concerned, but there are substantial reasons 
for concluding that no such phase difference exists in the 
wave proper; that is, that in the wave proper the electric 
and magnetic fields are equal and in phase. 

The tricky little problem of how to vary the earth's 
potential is touched upon on page 155. It is not, however, 
within the region of practicability either appreciably to alter 
the earth’s potential as a whole, or to make use of such 
alteration, even if it were produced. Any conducting 
attachments which it is in the power of mortal man to put 
up on the face of this globe, are, to all intents and purposes, 
as much screened by the overwhelming proximfty of the 
earth’s surface, as though they were completely enclosed by 
that surface. It is, therefore, almost the same problem as 


. how to vary the potential of & hollow conducting sphere by 


operations carried on inside that sphere. For the same 
reason it would be quite impracticable to make use of any 
variations of potential of the earth as a whole, even if they 


existed. i 


On the same page reference is made to Sir Oliver Lodge's 
views concerning the relative damping of the radiation from 
earthed and non-earthed trapsmittera. It is clear that the author 
is not willing to &coept Lodge's statements without con. 
siderable reserve, It zhould, however, be fairly evident 
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that in very many cases of land installations, at any rate, a 
decreased damping must ensue if the immediate surface of 
the earth be to any extent eliminated from the oscillating 
system. It will also be somewhat difficult to refate the 
direct demonstrations of the sustained character of the 
escillations in such a case. ; 

Reverting next to page 141, on which the subject of 
looped antennæ is dealt with: though the author deals fully 
with non-earthed loops, the theory is not extended to the 
former, though they are of considerable practical importance 
and are again referred to on page 262. It is not, within the 
reviewer's knowledge that any really adequate explanation of 
the action of closed-loop antenne has yet been given. A 
simple explanation, and one which appears to fit the observed 
results, is not far to seek, however, and may as well be given 
here in brief. The attachment to earth of one part of the 
loop determines oscillationg, from impinging waves, in the 
two vertical sides. Though both sides, regarded as indivi- 
dual antennæ, may be tuned to the received wave, it is only 
when such tuning is determined by different amounts of self- 


induction and capacity in the two limbs that the loop itself 


is set into effective oscillation. The difference in self- 
induction of the two sides determines a difference in phase 
between the two seta of oscillations, thereby causing a 
relatively heavy compensating current round the loop. A 
similar effect can easily be observed when two thermo-ammeters 
are joined in parallel in a circuit in which high-frequency 
oscillations are excited. It will be found that even when the 
greatest caré ig exercised in the method of joining up aud 
selection of similar instruments, it is next to impossible во 


to adjust the circuit that the sum of the individual readings . 


‘of the two ammeters in parallel shall not be greater than 
the reading when опе ammeter only is used. The difference 
is, of course, due to the compensating carrent circulating 
round the two instruments, which again is caused by a slight 
difference in phase of the oscillations when they divide 
between the two instruments. o 

Ia his claims concerning the oscillation valve ог “ audion ” 


referred to on page 208 and elsewhere, the author does not 


make it clear that the use of a suitable priming " current 
or E.M.F. in the rectifying part of the circuit considerably 
enhances the sensibility of this form of detector by causing 
the oscillations to act on a steep part of the conductivity 
curve instead of a flatter and much less sensitive part. It is 
not clear that this feature was embodied in Dr. Fleming's 
original contrivance. | 
In connection with the subject of spark resietance dealt 
with at the end of the chapter on high-frequency measure- 
ments, the student may be left with the impression that 
the resistance measured is a very useful quantity, and one 
which he can make use of in computing logarithmic decre- 
ments, &c.—that it ie, in other words, a constant 
manageable quantity, instead of what it really is, namely, a 
highly variable quantity, of which the measurement merely 
gives the mean value. J. E. T. 


A Scheme for the Promotion of Scientific Research. By 
W. B. Priest. London: Stevens & Sons. 1908. 
Price 3s. 


This is the second edition of the scheme which Mr. Priest 


has devised for the promotion of scientific research for the 
public benefit with the aid of the resources of the State. 
The author outlines legislative provisions controlling the 
grant of funds for the development of a discovery; the 
investigation of the nature and novelty of the discovery by 
the Board of Trade, which also is empowered to prescribe 
the amounts of such grante, and to appoint referees and 
assessors ; the conduct of searches for anticipations by 
the Patent Office, at the direction of the Board 
of Trade; and the revocation of a grant on occasion. 
The scheme occupies 12 pages, and is accompanied by 14 
pages of explanatory remarks, and an equal amount of 
general observations in support of the scheme, indicating 
directions in which valuable results might confidently be 
looked for, and citing instances in which the 
community has derived immense benefits from the 
prosecution of scientific research in the past. The applica- 
tions of electricity to the purposes of communication are 
especially singled out as striking illustrations of the beneficial 


results of research, while regarding the manifold uses of 
electricity in other directions, the author says во vast is 
the aggregate of material advantages which have issued from 
the practical applications of electrical discoveries, that their 
value passes far beyond our powers of computation." He 
points out that “ the great practical applications which issue 
from original research do not come suddenly, or from any . 
purely independent line of research, but from the advance- 
ment of science in certain of its departments,” and innumer- 
able instances could readily be found to substantiate this 
statement. That the enthusiastic workers in pure science, 
who lay the foundations upon which other men raise up 
fortunes, rarely themselves benefit in a degree in the least 
commensurate with their deserts, is a rule the truth 
of which is only made more manifest by the occasional 
brilliant exceptions, and any means whereby a more equitable 
allocation of rewards could be ensured ought to command 
universal approval. The author has made a sincere and 
earnest attempt, not precisely to effect this object, bat to 
facilitate and encourage research, which only too frequently 
is hampered not merely by the lack of reward, but by the 
still more disheartening want of means to carry it on—were 
these available, the love of discovery innate in man would 
provide sufficient driving force, without requiring the incen- 
tive of gain. То the author's motive, therefore, we accord 
our hearty sympathy and approval; but, unfortunately, 
while this country is governed by politicians, to whom the 
word “science " suggests only unintelligible treatises, weird 
odours, and а contemptuous indifference to- party 
politics, we fear that there is little hope of progress in 
the desired direction. Only at one point do the paths 
of scientists and politicians coincide ; and that is in relation 
to the physical well-being of the latter. They are no more 
immune than other men to the ills that flesh is heir to, and 
thus their interest in medical science has been awakened to 
some extent; the establishment of the Imperial Oancer 
Research Fund illustrates this fact, and it may yet come to 
pass that the patronage thus conferred upon medical research 
may eventually by gradual steges be extended to the other 


.no less important branches of science which at present are 


left to fend for themselves. But the millennium is still a 
long way off. 


Transformers for Single and Multiphase Currents. By 
GisBERT Kapp, Dr. Eng., M. Inst. C. E., M. I. E. E. Second 
edition. London: Whittaker & Co. 1908. Price 
108. 6d. net. 


Twelve years ago the first edition of this book appeared ; 
many things have happened since then, and as the author 
remarks, *enormous improvementa have taken place in the 
construction of transformers,” rendering a new edition im- 
perative. Perhaps a change quite as great has taken place . 
in the general attitude of the electrical industry towards 
alternating currents. The improvements in transformers 
* were mainly due and rendered possible by three cautes: 
the more general appreciation of oil as а cooling medium, the 
advent of alloyed iron, and last, but not least, the growing 
demand for large units in connection with power trane- 
mission”; and the author devotes a good deal of space to 
an elucidation of the manner in which these causes have 
acted, and do act. 

The first chapter is devoted to principles of action, 
magnetic leakage, and arrangement of coils, and the fanda- 
mental equation for the effective E. M. F. in a transformer coil 
is worked out. In the following chapter the author goes on 
to discuss the losses in transformers, the effect due to 
“ alloyed ” plates, Ње factors determining the most advan- 
tageous thickness of plates, and the influence of the E.M.F. 
curve on the hysteretic loss. "The conclusion come to is that, 
although a peaked curve has some advantages, taking all 
things into consideration . . . . it is best to use machines 
the E.M.F. curve of which deviates as little as possible from 
a true sine curve.” The chapter concludes with illustrations 
and preliminary considerations as to types of transformers. 

Chapter III opens with a description of the usual types, 
and goes on to the construction of the iron part. This is 
fully dealt witb, and then the heating of. transformers and 
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the methods of cooling are studied. Values of c, the cooling 
coefficient, are given, and the theory of heating and cooling 
is investigated, and formule obtained. The effect of inter- 
mittent working on the maximum output obtainable is also 
considered, as well as the inflaence of linear dimensions on 
output. This is an important chapter, and the logical 
sequence of the working-out is well maintained. 

The use of vectors for representing periodic functions is 
gone into in Chapter IV, and a steam engine piston analogy 
is used as an example of a periodic function. Self- induction 
and capacity, the influence of higher harmonics, and the 
power of an alternating current, are then successively dealt 
with. 

In Chapter V we find the magnetic circuit and the energy 
stored in magnetisation, aud this leads on to a consideration 
of the hysteretic loop. An excellent description of its dis- 
turbing influence on the exciting current is given and 
illustrated by curves. The design of a choking coil concludes 
this section. 

In the succeeding chapter a design for a 20-KW. core- 
type transformer is fully worked out for a minimum total 
loss, and the weight and cost of active materials are calculated. 
In working out this design the author investigates the 
discrepancy between Arnold's rule for the best distribution 
of losses and the author's rule of equal losses, and points out 
where the difference arises. He goes on then to modify the 
original design to suit the special service conditions imposed 
by.power and lighting loads respectively, and shows the 
effect these have on the available output. There are also 
tables showing the yearly efficiency and annual cost of work- 
ing transformers. This is an important matter: authors 
are too often unable or unwilling to enter into commercial 
and financial considerations, with the result that the man 
of science and the man of business are often at variance as 
to the most economically efficient methods of operation. 
Chapter VII is occupied with a design for a 7-K w. shell 
transformer, and the next chapter with vector diagrams 
representing working conditions of transformers. 

In Chapter IX the calculation of inductive drop is gone 
into, and the effect of frequency on drop and on output. 
Here the author introduces the idea of equivalent coils, 
and he uses this method throughont the remainder of the 
volume. | 

The dynamometer, dynamometric and induction watt- 
meters, and other methods of measuring power in an alter- 
nating circuit are described in detail in Chapter X; the 
Behn-Eschenberg method. of measuring power in a three- 
phase circuit is described, and a proof given of Dr. Franke's 
method whereby this can be effected by a combination of two 
wattmeters placed so that the two shunt coils form one 
moving system. 

An important section is that on testing, which takes up 
Chapter XI. Here are described the various methods of 
testing transformers and transformer iron. This section is 
very fully dealt with, and the author seems to fear criticism, 
-as he notes it specially in the preface. The fear was quite 
unfounded ; the methods of the laboratory and the methods 
of the workshop are alike of interest and of use to the 
student. 

Safety appliances are dealt with in the following chapter, 
and various forms of transformers, such as balancing and 
auto-transformers and boosters, are noted. 

Chapter XIII deals with the transformer in relation to 
its circuits, and consideration is given to the rise of pressure 
through resonance, a determination of the dangerous con- 
dition, and the breakdown of cables on large networks. 
This is a portion of special value to the central-station engi- 
neer, who is responsible for the continuity of supply on such 
systems. 

The final chapter gives examples of mcdern transformers 
by various manufacturers—British and foreign illustrated 
by scaled drawings. 

There are three appendices, and two of them at least are 
important enough to deserve titles in the table of contents. 
Appendix II gives the meaning attached to all the symbols 
uscd in the book, unless otherwise stated in the text, and 
Appendix III lists and gives page reference to all the 
formul;e used. This is a useful feature, and one which we 
would like to see more frequently adopted. 

Tne book is well and clearly written, and is commendably 


free from serious mistakes, the printers’ errors being generally 
such as can be easily noticed. A paragraph appears on 
page 290 which has no apparent connection with the context, 
and refers to illustrations at the end of the volume. There ів 
one very noticeable peculiarity the author never once uses the 
words volt, ampere, or watt in the plural. We wonder why? 
We think that the author might with advantage have included 
a chapter on the erection and setting to work, &c., of trans- 
formers, as it would have completed the practical portion of 
the subject which -has otherwise throughout the book 
received due attention. | 

We can only add, in conclusion, that it has been a pleasure 
to read through this volume, which is undoubtedly of great 
value to the student, the designer and the engineer who has 
to deal with transformers in every-day use. J. D. M. 


PRIVATE BILL LEGISLATION OF THE 
| SESSION. 


[BY OUR PARLIAMENTARY REPORTER.] 


ALTHOUGH weary legislators are still detained at West- 
minster engaged in wrangling over details prior to putting 
the screw on the unwilling taxpayer, the work of the Private 
Bill Committees, with one exception, is over, and one is able 
to take stock of the new legislation of the session, so far as 
the electrical industry is concerned. For several sessions 
now, the members of the Bar, technical experts, and the 
harmless but necessary journalists, looking to electrical Bills 
to bring grist to the mill, have not been able to pat mach by 
for a rainy day as the reward of their energy, but the 
present session has been the leanest of all. Even London 
has at last been left alone by exploiters of electric power 
schemes, whilst promoters of combined motor roads and 
tramway tracks have failed to renew their efforts of last 
session. Almost every year some grand new scheme is 
brought up, such as mono-railwaye, pneumatic tubes, &c., 
but this year nothing of the kind has come before a com- 
mittee. It is true that several go-ahead Corporations ргоровей 


to obtain powers for experimenting with the trackless trolley 


system of tramways, but, one by one, the clauses were 
dropped, and the only one which came before a Committee 
was that of the Gateshead Tramways Co., and this, although 
unopposed, was rejected. | 

Four electric power Bills were brought in, the most 


important of which were the County of Durham Electric 


Power and the North Metropolitan Electric Power Supply, 
and both were carried with little opposition. The first 
enables the promoting company, the Newcastle-on-Tyne 
Electric Supply Co., the Cleveland and Durham Electric 
Power and the Northern Counties Electricity Supply Co., 
Ltd., to enter into agreements for mutual assistance. "The 
Committee considering the Bill, however, refused to 
allow the company to subscribe for shares in undertakings 
taking a supply of energy from the company. The North 
Metropolitan Power Co. are authorised to extend their area 
and to raise £250,000 capital. The West Kent Electric 
Power Bill also passed. The company are authorised to 
acquire the rights granted to the Kent Electric Power Co. 
for the supply of power within the West Kent area of 
supply. "The capital for the company is being found by the 
South Metropolitan Electric Co. The Somerset and Dis- 
trict Electric Power Bill fell out on Standing Orders. 

Two electric supply Bills only were promoted by com- 
panies, and of these the City of Dath Bill to incorporate & 
company with a capital of £100,000, was quickly dropped. 
The York Town and Blackwater Gas (Electric Lighting) 
Bill led to considerable discussion, as the Aldershot Gas and 
Water Co. also, incidentally amongst other things, sought to 
acquire the right to supply electricity in their area. The 
point at issue was that of the definition of the areas of the 
respective companies, which for gas purposes was rather com- - 
plicated, but this was settled by the Committee. The Bill 
wag- also somewhat interesting from the fact that Mr. S. 
Sellon expressed the opinion in the witness box that the dis- 
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trict was one in which a gas company would be able to 
make the supply of electricity remunerative, whereas a com- 
pany supplying electricity only would make a loss. 

Nine tramway Bills were promoted by companies, and two 
stood out as of considerable interest. In the case of the 


Folkestone, Sandgate and Hythe Tramway Bill, the pro- 


moters asked that they might be relieved of the obligation to 
construct an underground system, and substitute а com- 
bined overhead and underground system. The proceedings 
were very protracted, and much of the evidence dealt with the 
merita of the Lorain surface contact system, whilst judging 
from many of the statements local politics also entered a good 
deal into the question. Ultimately the Committee refused 
to allow the company to alter the system, but gave them an 
extepsion of two years for carrying out the work. The 
London United Tramways Co. had a most important Bill from 
their own point of view, inasmuch as they wished to defer 
the period at which their terminal lines at Hammersmith and 
Shepherd’s Bush would become purchaseable by the County 
Council. The Bill was rejected. As before mentioned, the 
Gateshead and District Tramways Co. proposed amongst 
other things to work tramways.on the railless system, and 
this proposal would have gone through had not Mr. Moon, 
K.C. (the Speaker’s Counsel) pointed out that as the clause 
stood the new system would not become purchaseable by the 
local authority under the Tramways Act. It was pointed 
out that the clause had been agreed with the local autho- 
rity, and that as the company could not lay down 
the system without the consent of the municipality, 
it was open for the latter to make what terms 
they liked, as conditional to their consent. In the end the 
Committee rejected the clanse altogether. The Oxford and 
District Tramways Co. were successful in getting through 
their Bill for substituting a composite system of overhead 
and conduit traction for the Dolter system, and the Preston, 
Chorley and Horwich Tramways Co. got most of the powers 
they sought for (including a reduction of the share capital). 
The Torquay and Paignton Tramways, the Holywood Tram- 
ways (Extension of Time), and the Southport and Lytham 
-Tramway (Abandonment) Bills, all went throngh without 
trouble, as did also the Anglo-Argentine Tramways Bill, 
which dealt with the reorganisation of the capital of the 
company. 

Of the electric railways Bills, the most important was that 
of the Central London Railway, which enables the company 
to extend to Liverpool Street—an extension, which accord- 
ing to Sir Henry Oakley, is likely to bring an immense 
amount of traffic to the company. 
Hampstead Railway Bill, and the Watford and Edgware 
Railway Bill both passed. The former enables the company 
to enter into agreements with the Charing Cross, Euston 
and Hampstead Co. with respect to the construction of the 
railway, and the latter revives the time for the compulsory 
purchase of land and the construction of the authorised railway. 
The North-West London Railway came to Parliament with 
& proposal to abandon the authorised line to Victorid, but 
to make the line from Cricklewood to Edgware Road, which 
was to have been worked by the Baker Street and Waterloo 
Railway. After a considerable hearing the Committee 
rejected the Bill, which, however, jadging from a recent 
utterance of Sir George Gibb, is not unlikely to be brought 
forward again in the future. The promoters of the North- 
East London Railway came for another extension of time, 
and as the financial witness called seemed to be very opti- 
mistic as to raising the necessary capital, the Committee 
allowed the Bill to proceed. A Bill was also introduced to 
revive the powers for the construction of a tube railway 
under the Tyne to connect North and South Shields, but it 
was dropped after first reading. 


Various powers for tramways and electric lighting were 


sought by the municipal authorities of the country, and, of 
course, the London County Council promoted its annual 
tramway Bill. The estimated cost of the tramways and 
street widenings contained in this Dill was £1,090,000, but 
as a number of the proposals were dropped, the cost will be 
reduced. The proposal which met with most opposition was 
that to bring a tramway down Farringdon Road, which 
involves the. interference with the costermongers who trade 
there. The Bradford Corporation Bill to spend £147,180 
on tramways was not proceeded with. This Bill also con- 


The Edgware and 


tained a clause for the trackless trolley system. The proposal 
of the Bury Corporation with regard to running powers over 
the Heywood and Kochdale Corporation tramways was con- 
sidered with the Bill of the Heywood Corporation, who also 
asked for mutual running powers, and after a long hearing 
which was purely of local interest, the Committee settled the 
powers to be d by each body. No opposition was forth- 
coming to the Bill of the Dadley Corporation to enable them 
to grant leases of the tramways purchaseable by them. The 
Liverpool Corporation obtained powers to construct about 
six miles of tramways, but dropped their proposal for railless. 
tramways in any part of the city. The Manchester propoeals 
on tramways were very modest, the estimated cost of those - 
sought to be constructed being only £30,000. The Oldham 
Corporation are authorised to spend about £20,000 on tram- 
ways, but this body also dropped tke railless trolley system. 
Nothwithstanding the opposition of the Lancashire Power 
Co., the Corporation were also authorised to supply electricity 
to premises just outside their area. Salford Corporation 
sought, amongst other things, tospend £60,000 on tramways, 
but the Bill was rejected. The Shrewsbury Corporation 
will be allowed to supply electricity for traction purposes to 
outside authorities, and the Wallasey Corporation to spend 
£41,483 on tramways. Several local authorities also 
obtained minor powers relating to the supply of electric 
fittings, the keeping of accounts, &c. , 

The Biddulph Gas Co. introduced a Bill giving them 
powers to supply electricity, but it was not proceeded with ; 
and the Wells Gas Co. obtained powers to apply for a pro- 
visional order for electricity. | 

Only two Electric Lighting Provisional Ordera Confirma- 
tion and one Tramway Order Confirmation Bill were intro- 
duced by the Board of Trade. The new tramways proposed 
under five orders only totalled about 11 miles.. 


PROCEEDINGS OF INSTITUTIONS. 


On Heat-Flow and Temperature-Distribution in the 
Gas Engine. 


By Pror. BERTRAM Horxrinson, M.A., B.Sc., M. Inst. C. E. 


(Abstract of paper read before the INSTITUTION OF CiviL ENGI- 
. NWERRS, February 2nd, 1909.) 


In the course of the expansion and exhaust strokes of the gas 
engine, from a quarter to a half of the whole heat developed in the 
explosion is discharged into the cylinder walls. This flow of heat, 
though its effect on efficiency is relatively small, is very important 
in the practical working of the motor, because it necessitates the 
provision of special appliances for ite removal from the outside of 
the engine as fast as it is generated within, and it also r«quires the 
existence of a temperature gradient sufficient to carry it from the 
place where it is generated to the place where it is removed. 

In coneequence, bigh temperatures must exist in the uncooled- 
parts of the engine and great temperatare differences between one 
part and another. These conditions give rise to dangers from pre- 
ignition, and also to large mechanical stresses in the metal, whicb, 
between them, account for a large part of the practical difficulties 
encountered in running large gas engines. 

Given the rate of heat-flow into every portion of the cylinder 
per sq. ft., it would be possible by a sufficiently elaborate mathe- 
matical analysis to calculate the distribution of temperature 
throughout the metal. Apart from the difficulty of the mathe- 
matical problem, however, the data for ite solution are only 
imperfectly known, and a rough calculation of the general mean 
temperature distribution is all that is possible. Such a calculation 
is made in the paper, and leads to the conclusion that the tem- 
perature on the inner surface of portions of the engine which are 
efficiently water-cooled, such as the liner, can never rise above 
quite a moderate value, Bat the temperature at the centre of an 
uncooled piston, 12 in. in diameter, may reach 400° C. or more. 
It also appears that the temperature at the centre of such a piston 
will vary as the square of tue diameter if the thickness be kept 
constant, or directiy аз the diameter if the thickness ba increased 
in proportion thereto. 

The paper proceeds to describe experiments made upon a 
Crossley gas engine of 40 B.H.P., with the ooject of determining the 
actual temperature distribution and its relation to the conditions 
of working. The temperatures were measured by means of 
thermo-couples inserted into the piston face and into the centres of 
the valves. . 

In the first group of testa these temper.tures were compared with 
the total heat loss as measured by the rise of temperature of tbe 
jacket water. According to theory, the excess of the temperature 
at any point over the mean temperature of the jacket water should 
be proportional to the total heat loss, except in so fur as the distri- 
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bation of that loss over the metal surface exposed to the hot gas is 


altered. By varying the strength of mixture, keeping other con- 
ditions the same, the heat loss was varied between limits. of about 
1,300 and 2,200 B. TE. u. per minute, the engine firing practically 
every time; and it was found that the piston temperature was very 
closely proportional to the heat loss. Under normal working con- 
ditions at fall load the temperature at the centre of the piston was 
found to be about 370° O. above that of the jacket water; in the 
exhaust valve, 400° C. ; and in the inlet valve, 250° C. 

From а comparison of the temperatures at different points in the 
piston face and the temperature at the centre, the rate of heat-flow 
into the face of the piston is deduced, and found to amount to 
about one-eighth of the total flow into the engine. This agrees 
well, having regard to the difference of piston temperature, with 
the results obtained by Prof. Burstall, who measured separately 
the heat given to a water-cooled piston. It is a considerably 
smaller proportion than.would be expected. It is suggested that 
an important cause is to be found in the fact that the gas near to 
the piston is the last to be ignited in the course of the passage of 
the flame through the combuition-space, and is therefore cooler 
than the average iu accordance with a principle established by the 
author some years ago 


Of the fall of temperature between the centre of the piston and 


the jacket water, about one-half, ог, say, 180° C., is between the 
eenire. and edge of the piston face. In consequence of this 
inequality of temperature there is a considerable hoop tension at 
the edge of the piston face. The magnitude of this is investigated, 
and it is shown that it probably amounts to several tons per square 
inch. It is pointed out that uncooled pistons of large diameter 
will be likely to fail by a radial crack at the edge which, in many 
cases, may be followed by seizing of the piston on account of the 
sudden expansion which is thus permitted. 

The next group of experiments relates to the effect of varying 
the conditions of running upon the metal temperature. The 
dependence of heat flow and temperature upon strength of mixture, 
time of ignition. and degree of compression are investigated. 

1. Strength of Mixtwre.—It appears that if the gas charge be 
increased by 30 per cent., the total heat loss will be increased by 
50 per cent., with a corresponding increase in the temperatures of 
the piston and inlet valve. 

2. Time of Ignition.—Retarding the ignition by 20, the gas 
charge and other circumstances remaining the same, reduces the 
total heat loss by 10 per cent. The piston and inlet valve are 
20 per cent. cooler, these parts receiving a much lees share of the 
heat than before. On the other hand, the exhaust valve receives a 
greater share of heat than with normal ignition, and its temperature 
is not materially altered. The thermal efficiency is reduced from 
344 per cent. to 283 per cent. | | 

Advancing the ignition by 10 per cent. bas but little effect upon 
efficiency. It causes an increase of about 10 per cent. in the heat 
loss. There is a more than proportional increase in the tempera- 
ture of the piston and inlet valve. The exhaust valve is again but 
little altered. 


3. Degree of Compression.—Comparative trials were made in 


which the engine was run first in the ordinary way, and, second, 
with the half-compression cam, which is used for starting purposes, 
kept in action. The result in the latter case is that about two-filths 
of the charge of gas and air is expelled unburnt to exhaust. In fact, 
the only thing changed is the density of the charge, all other cir- 
cumstances remaining practically the same. It was found that heat 
loss was reduced nearly, but not quite, in proportion to density, 
with & corresponding reduction in the temperatures of all parts of 
the engine. ` 

Another set of experiments consisted of comparative trials with 
the engine running on half load, so that every other cycle was a 
scavenging cycle, and firing every time, the circumstances being 
otherwise the same. It was found that the quantity of heat 
removed by the air passing through the engine in the scavenging 
strokes was insignificant in proportion to the whole. 

Finally, a large number of experiments were made on the 
pheuomena of pre-ignition. In order to cause the engine to pre- 
ignite, an iron bolt carrying a thermo-couple at its end was 
introduced into the combustion chamber. The end of this bolt was 
heated by the explosions, and it was found that it could be heated 
in this way up to a temperature of about 700° C. without affecting 
in any way tbe working of the engine, but that if the temperature 
exceeded 730" C.,ignitions would take place frem the end of the 
bolt. The effect of these ignitions is to heat the end of the bolt up 
more rapidly than before; they thus tend to propagate themselves, 
and to become more frequent, and if once they start the engine is 
bound to pull up. It was found that the line of division between 
the conditions under which safe and continuous running was 
possible, and those under which the engine was bound to pull up, 
was very narrow, and can be represented by an increase in the gas 
charge of only 1 percent. This instability is due to the fact that 
the gas near the point of ignition of sn explosive mixture is heated 
to a temperature much above the mean by the rise of pressure which 
follows its ignition. Thus the fact that ignition takes place through 
the bolt tends of itself to make the bolt hotter, and so to cause 
earlier and more frequent ignitions from the bolt. 


Elevators. 


Ox August 9th a paper on " Elevators” was read before the Cape 
Town Section of the Institution of Electsical Engineers by MR. 
ALBERT Vaux, A.M.LE.E. In the course of his paper, Mr. Vaux 
iraced the development of the modern elevator from the time of 
tbe introduction of steam power in the North of England factories 
during the early part of the nineteenth century, and particularly 


referred to the teagles or warehouse cranes fixed outside factories 
and warehouses delivering goods to any required floor. Owing to 
the Cape Town Corporation building regulations, these teagles 
could not be used in Cape Town. Travelling cranes fixed over a 
verandah of concrete were, Lowever, permitted, and there were nine 
examples in the town, in each case the load being lifted by direct- 
coupled electric motors. 

Mr. Vaux next touched on hydraulic elevators, and said that, wo 
far as his experience went, he had only come across one instance in 
South Africa where a hydraulic elevator was the correct machine to 
install as compared with an electric elevator, and that was where 
water was very plentiful at a pressure of about 160 lb. per square 
inch, and a direct lift of 13 ft. was required, with & capacity of 
1 ton per trip. In Cape Town, until last January, there were 18 
hydraulic elevators in operation. Two of these have since been 
converted to electric working. It bas been found that the cost of 
running these two hydraulic elevators, including paraffin for the oil 
engine driving the pumps, men's wages running eagine and pumpe, 
repairs, &c., came to 23 (03 times the cost of runniag the elevators when 
converted to electric working. Mr. Vaux also showed by other instances 
that although the capital costs of hydraulic and electric elevators 
are about the same, the cost of operation is decidedly in favour of 
the electric elevator. 

With reference to the efficiency of elevators, Mr. Vaux calculated 
that althongh some makers claimed a mechanical efficiency for their 
elevators of from 75 per cent. to 80 per cent., the commercial 
efficiency was never really more than 331 per cent. for electric, and 
about half that for hydraulic elevators. ^ 

Mr. Vaux next des-ribed various types of electric elevators and 
control gear. He did not consider that the push-bntton control 
system was suited to the requirements of Oape Town, and referred 
to several elevators in Cape Town which had been converted from 
push-button to switch-in-car control. Mr. Vaux went very fully 
into the questions of cables, gearing, &». The relative merits of 
compound and shunt-wound motors for elevator work were also 
referred to, Mr. Vaux inclining to the opinion that a shunt- wound 
motor was the correct thing, but if a compound-wound motor were 
uaed, a speed governor ought to be fixed for safety. The latest 
types of gearless 1 to 1 traction type elevators, as selected for 
the new Singer building and the tower of the Metropolitan Life 
Insurance. Building, New York, were explained. 

The paper was very fully illustrated by photographs and 
drawings. At the conclusion Pror. BoHLz briefly criticised the 
paper, in the main agreeing with Mr. Vaux’s opinions. 

Мв. J. P. Epwagrps (late chief electrical engineer to the Post 
Office Department, Cape Colony) and Mr. C. Procror Banna 
(electrical engineer to the Table Bay Harbour Board) also made s 
few. remarks, | 


AN ATTEMPT TO AVERT THE INEVITABLE. 


Тни few Englishmen who were not at //e Horse-Show last week may 
not kaow that the Dublin and South Eastern Railway (lately 
known as the Dablin, Wicklow and Wexford) is paralleled between 
Dalkey and Dublin by the lines of the Dablin United Tramways 
Co., Ltd. Not only do these rivalsrun the same course, bat for the 
greater part of the 9 miles the train-way and the tramway are but 
a few yards apart. 

So far as its means allow, and the company is by no means well 
off, there is a good service between Kingstown and Dablin on the 
railway, fast or slow trains running every 15 minates throughout 
the day. From Dalkey, which is 2 miles beyond Kingstown, the 
service is approximately half as good. The rolling stock compares, 
let us say, with the pre-electric stock of the “ Underground,” and 
the permanent way is rather rough and noisy. 

That the service is not behind the best local service on English 
lines may be seen from the following figures :— 

The fast trains (one intermediate stop) between Kingstown and 
Dublin, do the 7 miles in 14 minutes, while the slow (six interme 
diate sfops) take 20 minutes. The 9 miles’ journey from Dalkey 
takes 24 minutes by all but one special each way, which makes ё 
non-stop run in 16 minutes. | 

Finally, the trains run with remarkable punctuality—as one of 
our contributors, who ie a subscriber, knows to his cost. 

Now, the coming of the electric tramways was a great shock to 
the railway, but a considerable benefit to those who preferred to 
travel by train as before, as the fares were much reduced in conse 
quence of the competition. Since 1899 the tramway company 
improved its position greatly, and is gradually improving its pe 
manent way. Its 24-minute service over 9 miles of the шаш 
line is the admiration of all knowledgeable persone, and the 
popular idea in Dublin that the tramway service is the 
in the world, is, perhaps, not too far removed from the truth to be 
scouted altogether. 

The newer cara are excellent examples of the top-covered double 
bogie design, equipped with two powerful motors and with the 
British Westinghouse magnetic track and wheel brake. 

Except in Kingstown, where the street is narrow, the track И 
double ; there are few severe curves, and as the road is rarely more 
than a few feet above sea level, there sre no steep hills; 1n short, 
the line between Dalkey and Dublin presents as few obstacles to 
fast travelling as any that could be picked. . 

In 1906 the tramway company secured an increase of maximum 
speeds. Since 1899 these had ranged from 4 to 10 M. P. H., bot the 
Order of 1906 allows from 8 to 16 M. P. H., according to circumstance. 
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A few months ago the tramway company msde a bold and 
successful bid for further popularity by instituting a service of 
exprees cars between Dalkey and Dablin, morning and evening. 
At first only one сат was run, bu’ а second and a third were put on in 
quick succession. These cars catered very well for the clerkers" 
and the ''shirkers," being timed to teach Dablin (level with the 
railway terminus) between 9 and 10 a.m. 

The system on which these cars run is likely to be of more than 
local interest, so that the following details will not be out of place 
here. The cars start from Dalkey, and will stop at any of the fixed 
points over the two miles to the middle of Kingstown, but they pick 
up only passengers who pay a minimum fare of 3d. Between 
Kingstown and Dablin (Merrion Street)—7 miles—there are only 
two or three stops, and the whole journey was scheduled to take 37 
minutes, or 27 minutes between the real express points. The result, 
with relation to speed, is that the average over the complete trip 
from Dalkey to Neleon’s Pillar was about 14 м.р.н, and the average 
between full express points was about 16 M.. 1. Every tramway 
man, at least, knows that an average speed of 16 м.р H. means that 
the maximum speed attained is considerably higher, and it might 
not surprise them to hear that the railway company puts this down 
at 21 M. . H. or more, probably from actaal tests. 

Com g tbe fares of the two systems without taking into con- 
sid on the season and sone tickets offered by the railway com- 
pany, the advantage lies with the tramway ; but that method of 
oom is not the one likely to be uted by a man who is trying 
to decide which form of transit will suit best his convenience daily. 

Consideration of the relative advantages shows us that a season 
ticket on the train is likely to be chea»er than travelling by tram- 
car, and it is evident that the time occupied in the actual journey 
is less by train than by tram. The scenery is identical from botb, so 
thaf factor may be put out of count; and, as the railway company 
give second-class accommodation for less than the tramway’s one- 
and-all fare, it may be said that the railway journey will be more 
comfortable than the journey by tram. 

It is evident, however, from the irate letters of the railway com- 
pany which are being read at the various local council meetings, 
that the express trams have given a twist to the knife which the 

tramway company long ago plunged into the throat of the railway. 
The general manager states the loss through ordinary competition 
to Be over £30,000 per annum, and he cries out aloud at this new 
torment. 

Apart from the merits of the case, this is highly interesting, for 
it provides a very tangible proof that we will not walk across a 
road if we can get someone to do it for us, either by carrying us or 
by going himself. 

What does it matter that the tram takes 10 minutes ora аск 
of an hour longer than the train, and costs more into the bargain 

One cao step into the tram at one's door, and would have to walk 
aay pes to the station, and that just after the best meal of the 


That is an expensive line of argument for the railway company, 
and they have set the law into motion on their behalf by intro- 
ducing the matter of speed to the notice of the police authorities, 
and the current tramway time-table significantly ceases to record 
the time of arrival at the various points, and starts the morning 
cars 10 minutes earlier than before. 

The tramway company propose to apply to the B. of T. fora 
further extension of the speed limite, and there seems to be every 
prospect of a lively contest between the two companies. 

We have sympathy with the railway company in their mis- 
fortunes, but it seems to us that their case rises or falls upon the 
single point—will the higher speeds sought by the tramway com- 

y be a source of davger to the public? It is hardly for the 

. of T. to ocnsider whether, when the tramways were authorised, 
they were intended to be worked at high speeds in competition 
with the railway for long-distance traffic. 

Whether the demand for this new form of service was initiated by 
the public, or pressed by them at the active suggestion of the tram- 
way company, is not in question. That the demand exists, and 
that much disappointment will be felt if it is not satisfied, is 
obvious; and we do not think that the B. of T. will be deterred by 
the unbalanced oratory of a few local councillors from acceding to 
the reasonable request of the tramway company, so long as that 
company can demonstrate that the state of its track and cars and 
the appliances for controlling speed and for saving life are as 
satisfactory as they can be. 


A YEAR'S BOILER EXPLOSIONS. 


In the year ending June 30th, 1908, there were 62 preliminary 
inquiries under the Boiler Explosions Act of 1882 and 1890, and 
there were 11 formal investigations. Of this total of 73 so-called 
explosions, half—or, to be correct, 36—caused loss of life 
or personal injury, there being 23 persons killed and 50 persons 
injured. It is interesting to trace the reasons for the explosions. 
Over one-third of the number were due to deterioration or corrosion, 
including half the cases of non-inspected boilers. In 9 of the 
formal inquiries it was found that the blame rested with persons 
owning or otherwise connected with the boilers, and in 8 cases 
payment of coste was ordered, to a total amount of £295. 

ere were 29 cases of corrosion or deterioration, 9 cases of 
defective design or excessive pressure, and 11 cases of water 
hammer, which appears to point to a number of the explosions 


| no defined 


being those of pipes only. There were 9 cases of faulty work, material 
or construction; 12 cases were classed as due to ignorance or 
neglect, and 3 as miscellaneous, Unlees the number of each clas; 
of boiler could be known, not very much could be got out of the 
figures of classes; but the, types of boiler involved are given as 
16 horisontal multitubular, 8 vertical, 7 Cornish or Lincashire or 
cylindrical (meaning, we suppose, plain shells), 2 locomotive, 
2 water-tube, and 2 cases of tubes in steam ovens; 4 heating 
apparatus, and 23 pipes, valves, cheste, &a. 

Tae best showing is that of the Cornish or Lancashire type, 
considering their probable number. Іа 34 cases there bad been 
previous inspection that had not detected defects, and 18 cases 
of no inspeotion. In no cass of the 11 formally investigated 
explosions could the explosion bs attributed to unavoidable acci- 
dent; owner's or manager's neglect, an engineer's neglect, and that 
of the inspector, 30 owners alone were blamed, one foreman, four 
engineers, a boiler foreman and a mechanic, and soon. In one 
case an insurance company had to pay £20; a mechanic paid £5; 
owners paid £30, £35, £50 and £60, this last being the case at 
Aston, Birmingham, where the boiler owner was fined that- amount 
for failing to ensure that the boiler was worked under safe con- 
ditions. 

The foregoing is s rough indication of. the way British 
boiler engineering has arrived st its pe very feit state of 
safety. It is somewhat characteristic of our method of muddling 
through, but is perhaps preferable, as American boiler-inspection 
experts seem to think, to the American system. In fact, there is 

in America. In one State one set of rules and 
orders prevails; in another State there are other methods. Then 
there are city ordinances, which presumably override or are to be 
observed in parallel] with Btate ordinances. Ia New York City 
there is, or was, a police system of boiler torture. Like our British 
rtsman who sallies forth to kill—anything, solong as he kills— 
e New York policeman, with a touch of national indigestion, sallíes 
forth with a pump and a wagon, seizes an unoffending boiler and 
jams more water into it than it can hold, ruptures a stay or two 
more than he did at the last assault and battery, takes another five 
years off the life of the boiler, and leaves it with a certificate of 
safety to run another period, or perhaps to burst next day of 
yesterday's water pressure. We are not yet sunk quite to these 
hydraulic depths, and have long since learned to apply hydraulic 
tests with more care and consideration for to-morrow's passers-by 
than is given by the police bruiser. It is a fearful and painfal 
sight to witness, especially when the onlooker realises the danger 
and the uselessness of this crude test to destruction, or at least 
towards it. | ; 
Neither care, nor inspection, nor public inquiry, nor public 
opinion will make safety absolute, but experience has shown that they 
will go further in that direction than any "mem of official regu- 
lation has yet done. And the curious part of our system of muddle 
through is that boilers inspected by the boiler insurance companies 
are actually safer than those inspected by the Board of Trade, 
which takes upon itself to inquire into land boiler explosions, and to 
ас its superiors—if merit is to be awarded in proportion to 
ety. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


GERMANY.—Invoices and consignment notes should state the 
gross weight of packages and net weight of contents, which 
should be fully described and the country of origin stated. 
When various descriptions of merchandise are packed 
together, the net weight of each class should be separately 
stated. Asa rule, certificates of origin are not required in 
Germany for goods imported from the United Kingdom. On 
importation of such goods, however, the importer, when 
making his demand for clearance, must declare in writing 
on the clearance form, the country in which the goods were 
produced or manufactured, and must guarantee, by signature, 
liability for the correctness of the declaration. At the 
demand of the Custom House the importer must prove the 
correctness of his declaration by official certificates of origin, 
if necessary, with an official translation, or in some other 
way (presentation of bills of lading, ships’ papers, invoices, 
merchants’ correspondence). The following duties are 
payable on electrical and similar goods: 


— 


Mark = 1s. Kg. = 2:204 lb. 
54700 ke. 
Graphite, moulded (in tablets, lumps, &c.) 2 
5 packed for retail sale ... ne s — 3 
India - rubber, gutta-percha, raw or refined; all sub. 
- stitutes for caoutchouc  . ... s T .. Free 
India-rubber, dissolved 3 


Soft india-rubber paste, rolled sheets, cuttings and 
strips; sheets with wire rolled in; gutta-percha 


aper у spe eee T РТ we 6 
Cut sheets (patent sheets) not vulcanised; also strips 
and cuttings of the same, unmanufactured œ 8 


India-rubber threads not combined with textile threads 10 
Textile materials or felt impregnated or coated with 
india-rubber : 
Wholly or partly of silk "T s bs ... 180 
Other ё 


400 
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g. 
Textile materials in combination with india-rubber 


Hardened india-rubber : | 
Paste, not vulcanised ... esi M n e 5 
Plates, bars, &c.; rough goods, shaped, but still re- 
quiring further working ae sas - .. 10 
Tubes, not further worked T 7 ne .. 25 
Other wares not specially mentioned in the Tariff ... 40 
Articles of asphalt, ex slabs ... ace A ss 3 
Asbestos paper and cardboard, in sheets, rolls or plates 
with or without insertions of wire, unshaped  ... 10 
Ditto, shaped T А ТА m 85 — 24 
Asbestos thread and string, combined or not with other 
textile materials, or with core of base metal —. 24 
Asbestos tissues, combined or not with other textile 
materials, or with warp or woof of wire made of 
base metal or alloys ... oes vee sis * 40 
Asbestos articles not specially mentioned in the tariff 60 
Articles of stoneware, of one colour 8 
Ditto, of more than one colour ade i .. 16 
Articles of earthenware (except china) in combination 
with other materials ... 925 -— E . 25 
Wares of china, biscuit ware, Parian ware, &c.: 
White isi vei iss iva bes ES . . 10 
Coloured, with or without enamelled or metallic 
Combined with other ma 8, 80 far as thoy do not 
thereby become liable to higher duties by reason of 
such combination  ... sale bee T .. 25 
icles of glass or enamel not inoluded elsewhere in 
the tariff 985 аг as see m — 24 
Wire, rolled or drawn: 
Rough or worked (including wire thinly ooated with 
copper during the process of drawing), having a 


ess of 1:5 mm. or more e ws .. 2°50 
Ditto, having a thickness of 0:5 mm. and less than 
1:5 mm. T 25, ids nan is e. 3 
Ditto, having a thickness of 0:22 mm. and less than 
0'5 mm. 8 was n ыз we . 975 
Ditto, having a thickness of less tban 0:22 mmm. 450 


Polished, lacquered, or coated with other common 


metals, having а thickness of 15 mm. or more ... 3 
Ditto, having a thickness of 0:5 mm. and lees than 

1°5 mm. is zad wa age MM EE | 
Ditto, having a thickness of less than 0:5 mm. (except 

that mentioned below) "T M .. 65°50 


Wire, rolled or drawn, including shaped wire, tinned, 
of a thickness of less than 0:5 mm. down to0:22mm. 475 


( To be continued.) 


NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs., W. P. THompson & Co., Elec- 
trical Patent Agents, 822, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should bẹ addressed, 


18,788. ‘‘ Improvements in arrangements for charging and discharging 
accumulators or secondary batteries.“ А. M. TawLon. Augusti6th. 


18,789. ‘* Centrifugal power generator." F.N.Mavupk. August 16th. 


18,799, ‘Improvements in electric lamps and filaments." H. T. GzaiNGER. 
August 16th. 


18.802. Improvements in or relating to the regulation of the speed of 
machinery." SIEMENS Bros. Dynamo Works., LTD. (Siemens Schuckertwerke 
G.m.b.H., Germany.) (Application for Patent of Addition to No. 14,184, 1908.) 
August 16th. (Complete.) 

18,904. "Improvements in automatic telegraphio transmitters." J. SCOTLAND 
and H. W. ScLLIVAN. August 16th. ` 
,18,808. *' Improved manufacture of metallic filaments for incandescence 
lighting." H. Weber. August 16th. (Complete.) 


18,88]. *'' Electrio signal.“ Е, Вкокт. August 16th. 


18,817. '* Improvements relating to electrical devices for controlling move - 
ments from a distance, and methods of mounting the same." P, Viry. 
(Application for Patent of Addition to No. 18,694. 1900). August 16th. 

18,868. “Improvements in electric pocket lamps." В. Kraus, August 16th. 
(Complete.) 


18,864. Electric lamp for miners and for the house.“ 8. KRAus. 
16th. (Complete.) 


18,869. ** Improvements in ships’ telegraph a atus.” 
August 17th. F на 


18,880. “ New or improved out-out for electric circuits.“ 
August 17th, 


18,922. Improvements in receiving apparatus for wireless tele hy." 
G. Marcon! and Малнсомі'в WIRELESS TELEGRAPH Co., LTD. August Yu d 

18,994. ''Improvements in telegraph sending machines." A. E. EDWARDS 
(J. A. Rosen, United States.) August 17th. 


18.939. Improvements in and relating to electrical conductors." C. VENNIER. 
August 17th. 


18.950. Improvements in and relating to telephone exchange systems.” 
E. E. CLEMENT. August 17th. (Complete.) 

18,954. “ Improved filament or resistor for heating units or lamps." H. W. 
Lake. (Parker Clark Electric Co., U.S.) August 17th. 


| 18,965, '" Improvements in and relating to electrodes for arc lamps and the 
like." BnrrisH THoMsoN.HovsToN Co., LTD. (General Electric O., United 
Btates.) August 17th. 


18,990. ''Improvements ín cases for electrical instruments.“ KFLVIN AND 
James Мите, Lro., and R. К. Милк, August 18th. 

13,012. '' Improvements in the rotors of dynamo-electric machines for reduc- 
ing noises," Віғмемз Bros. Dynamo Wonks, тр. (Siemens Schuckertwerke 
G. m. b. II., Germany.) August 18th. (Compicte.) 


August 
J. R. BRoADFOOT. 


Q. CHARLTON. 


19,024. "Distributor for high tension sparking appara.” Firm of 
UNTERBERG & HELMLE. (Date applied for under Bec. of the Act, August 
19th, 1908, being date of application in Germany.) August 18th. (Complete.) 

19,084. ‘Improvements ia and relating to holders for globes or shades for 
incandescent electric lamps." F. W. BETHELL. August 1840, 

19,088. ''Improvementein and relating to electric incandescent metal or 
other filament lamps." 8. Новултн, August 18th. 

19,040. "Improvements in and relating to electrodes for arc lighting." 
Barrisy Tuoxsox-Housroy Co., тр. (General Electric Oo., United States.) 


19,047. ‘Improvements connected with installations of metal - fllament lamps 
connected in series.” N. R. Booru. August 19th. 

19,057. ‘Improvements in magnetic compasses.” KELVIN & Jauzs Wuirx, 
ш) L. W. Paxmeton Снкттүнр and F, W. CLARg. August 19th. (Com. 

19,071. ‘Improvements in the armouring of electric oables and the like.” 
J. STRATTON, C. J. Beaver and E. A. CLAREMONT. August 19th. 

19,078. ** Improvements in or relation to electric breaks or interrupters, and 
the method of their employment for radiography and radiotherapy.” E. E. 
ар August 196. 

088. Improvements in or relating to sparking or ignition plugs for gas 
petroleum or other explosion engines.” E. A. Н. pz PoonTER. August 190. і 

19,096. “Improvements in or relating to electro-magnetic brakes." Оск, 
Kerr & Co., Erp, (R. Braun, Germany.) August 19th. (Complete.) 

19,111, “ Procese for regenerating eleotrio accumulators.” J. FRIEDRICH. 
August 19th. (Complete.) 

19,178. ‘Improvements in boosters, balancers and auto-transformers for 
direct current systems,” А. M. TAYLOR. August 90th. i 

19,197. Improved treatment of radio- active substance. 
DALE. August 90th. 

19.206. Improvementa in or.connected with the recording and indicating 
of the working of hydraulic and electric lifts or hoists.” H. A. MaTEAR, Т. F. 
Kenney and Н. WoopHovuse. August 90th. 

19,909, **Improvementa in and relating to enclosed fuse indicators.” 
Ввгтган Тномвон-Ноовтон Co., LTD. (General Electric Co., United States.) 
August 20th. 

19,210. ‘Improvements in dynamo-eleotric machines." Bnrrian Tnoxsox- 
Носвтон Oo., LT». (General Electric Co., United States.) August 30th. 
(Complete.) 

19,215. “Improvements in artificia) horizons, magnetic compasses and like 
instruments.“ J. C. Doss. August 90th. 

19,277. “Improvements in electric meters of the induction type." Com- 
PCAGNIE POUR LA FABRICAMON DES COMPTEURS ET MATERIEL D'USINES A. Gaz. 
(Date applied for under Bec. 01 of the Act, September 8th, 1908, being date of 
application in France) August 2184. (Complete.) 

19,806. ‘* Improved device for automatioally adjusting the time of ignition in 
internal combustion engines." A. G. BroxHAM. (Firm Robert Bosch. 
Germany.) August 21st. (Complete.) | 

19,808. ''Improved process and apparatus for the treatment of sulphide ores 
or products by the agency of ohl e (or sulphur chloride) and electrolytis.”’ 
A. J. Bourr. (E. A. Ashoroft, Norway.) August Alst. - 

19,809. ‘* Improved process and apparatus for the treatment of aclphide ores 
or products by the agency of electrolysis." А, Ј. Восіт. (E. A. Asboroft, 
Norway. August 9154. 


W. Н. Martius- 


PUBLISHED SPECIFICATIONS. 


ies of any of the Specifications in the following list may be obtained 
on Майна W. P. Тномраон & Oo., 899, High Holborn, W.O., and as Liver- 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 
MAGNETIC SEPARATION OF ORES AND OTHER MATERIAL AND APPARATUS THEREFOR. 
R. Ullrich. 14,089, July 18th. 
TELEPHONY AND TEkLEGBAPHY. J. Schiessler. 16,188. July 80th. 
ELrcrRic TkLkoRAPHY. P. P. O'Neil. 16,462. August 4th. 


APPARATUS YOR WIRELESS TkLEkGRAPHY. G. Marconi and Marconi's Wireless 
' Telegraph Co. 16,516. August 5th. 


ELECTRICAL Conpucrors. C. A. Parsons, W. Greaves and A. R. Hemsted. 
16,690. August 6th. : 


Dynamo - ELECTRIC MACHINERY. C. A. Parsons and A. H. Law. 
August 8th. 


ComMUTATORS FOR DyNAMO-ELECTRIC MacHiNERY. C. A. Parsons and G. L. 
Parsons. 16,911. August lith, 


AUTOMATIC Evxetric Cincurr Breakers. A. J. Boult. 
facturing Co.) 17,148. August 24th. 


APPARATUS FOR SUSPENDING AND VARYING THE РовітІох Or ELECTRIC AND OTHER 
Ілөнтв, AND FOR LiFriNG AND CoNvEviNG Ілонт Loaps. G. Thomson. 
18,408. September 2nd. 


Paintiny TeLeorarys. E. C. R. Marks. (Burlingaine Tclegraphing Type- 
writer Co., U.S.A.) 18,518. September 8rd. 


CONSTRUCTION OF QUICK MAKE-AND-BREAK ELECTRIC SwiTCH, Veritys, Ltd., and 
W. G. Pipkin, 20,646. October Ist. 


ELECTRIC CURRENT GENERATORS. W. A. Trier. 21,813. October 15th. 


lnoNcLAD ELECTRIC BwiTCHES. F. 8. Horrocks and T. C. Lett. 23,168. 
October 27th. 


MEANS ғов REVERSING THE CoNnNECTIONS OF DYsAMO-ELECTRIC MacHiMES. H. 
Leitner, 27,685. December 19th. 


26,706. 


(Electrical Manu- 


1909. 
MACHINES FOR COVERING ELECTRIO WIRES AND THE LIE. R. Demuth. 1,125. 
January 10th. 


ELECTRIC MoToR-GENERATOR SETS. British Thomson-Houston Co., Ltd. (Gen. 
Elec. Co., U.3.A.) 5,209. March 3rd. 


SYSTEMS FOR J.iGHTING RarLwav Trains BT ErkcTRICITY. Siemens Bros. 
Dynamo Works, F. R. Broadhead and T. F. Wall. 5,644. March 8th. 


DxNAMO-ELECTRIC MACHINERY. C. A. Parsons and A. Н. Law. 11,832. 
May 13th. 


TELEPHONE EXCHANGES. Siemens Bros. & Co. (Siemens & Halske Akt.-Ges.) 
13,700. June llth. . 


TELEPHONE EXCHANGES, Siemens Bros, & Co. (Biemcus & Halske Akt.-Ges. 
10,919. June l4th. 
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TRAMWAY POWER TARIFFS. 


THERE is at the present time much dissatisfaction on the 
part of tramway authorities at the prices they are charged 
for electrical energy. In some places this has culminated 
in disputes, which are settled either by compromise, as at 
Brighton and Sunderland, or by arbitration, as at Aberdeen 
and Peterborongh. To understand the situation, it will be 
well to look at the question from the tramway manager’s 
standpoint, and it will be seen that he has a good goner, 
ground for complaint. 

It must be remembered that in many towns the tramways 
are considered to a large extent as an adjunct of the elec- 
tricity supply undertaking. This was started first, and 
when the question of the tramways was under consideration 
the fact that they would prove a good customer to the 
electricity supply undertaking was not without its influence 
on the result. Naturally, when the time came for fixing the 
price to be charged for electrical energy, the Electricity Supply 
Authority was in & very strong position, and could literally 
demand its own terms. In cages where both undertakings 
belonged to the same authority, it was felt that an overcharge 


. to the tramways was not a serious sin, and when the tramways 


belonged to an outside company or authority, the obtaining 
of the best possible price was only a good stroke of business. 
Commercial considerations have, during the past year, forced 
many tramway undertakings carefully to consider their position. 
As the lines get older the repairs and maintenance cost more, 
while the receipts are practically stationary. Wages cannot 
be reduced, but power costa may. Efforts are made to reduce 
the consumption of energy per car-mile, with some succesa, but 
little difference is made in the power bill unless the price per 
unit is altered. What wonder then, that the member of a 
Tramway Committee listens with interest when he hears it 
argued in the Council Chamber by the Chairman of the Elec- 
trivity Supply Committee that it is possible to sell electrical 
energy for power at a profit at rates often less than one-half of 
those the tramways are called on to pay? He finds out, too, if 
he likes to inquire, that in some cases, such as Manchester and 
Bolton, the average price received for all unita sold for power 
to other customers, is less than three-quarters of the price the 
Tramway Committees are called upon to pay. "They ask why, 
and are referred to their lower load factor and high maximum 
demand, but they remain unconvinced. 

In some towns, such as Glasgow, Leeds, Sheffield and Hull, 
the Tramway Committees refused to purchase their energy, 
but insisted on being separate undertakings. Despite the 
anathemas which were hurled at them as backsliders from 
the sacred doctrine of concentration, they insisted on build- 
ing their own power houses. How have they fared, and 
what is their position to-day ? 

The answer to this, viewed from the tramway standpoint, 
is a complete justification for the separate station for large 
undertakings, and a direct encouragement for the Tramway 


[401] р 


402 


THE ELECTRICAL REVIEW.[Vol65. No. 1,659, Sun 10, 1909. 


Authority to take up the question of revision of prices 
with а view to obtaining substantial reductions. For 
instance, we find that in: 1908 the 12 tramway 
undertakings of Cardiff, Dublin, Glasgow, Huddersfield, 
Hall, Leeds, Leicester, Newcastle, Portsmouth, Potteries: 
Preston and Sheffield used 104,334,587 units of electrical 
energy, which they generated at separate stations at an 
average cost of 0°402d. per unit, or a total of £175,000, the 
lowest cost being 0:85d. at Glasgow, and the highest 073d. 
at Hall. | | 

During the same period 10 undertakings— Belfast, 
Birmingham, Bolton, Bradford, Halifax, Liverpool, Man- 
chester, Oldham, Salford and West Ham—used 104,324,142 
purchased units, for which they paid to the respective 
electricity supply authorities £498,900, or an average of 
1:147d. per unit; the lowest was 0°70d. at Belfast, and 
the highest 1:50d. per unit at Oldham. Here we have, for 
practically the same number of units, a cost of £175,000 in 
the one case, and nearly £500,000 in the other. 

It is true these figures are not directly comparable, but al] 
load-factor and maximum-demand conditions may be taken 
as similar. The higher figure includes in many cases trans- 
forming and feeder loeses as well as the interest and sinking- 
fund charges on the capital cost of the power house, sub- 
stations where necessary, and feeders. The total kilowatt 
capacity of the power stations of the above 12 undertakings 
was leas than 48,000 KW., say, 50,000 Kw. If an allowance of 
£55 per Kw. is made for the capital outlay on plant, sub- 
station plant and feeders for this capacity, or, say, £2,750,000 
and capital charges for interest and sinking fund of 6 per cent’ 
be allowed, the annual charge would be £165,000, still leaving 
a financial advantage of about £160,000 in favour of the 
self-contained systema. 

The same general results are found if individual systems 
of similar size are compared. Take, for instance, Glasgow 
and Manchester. Glasgow had, in 1908, 178 miles of 
single track, and used 25,932,890 units of electric energy, 
which were generated at an average cost of 0°35d. per unit. 
Manchester had, in 1908, 1764 miles of single track, and 
used 29,955,070 units of energy, which were purchased from 
the Electricity Department at an average price of 1:14d. per 
unit. 

The difference between the two figures of 1:14d. and 
Q:35d. is 0°79d. per unit, which, on the total load of 
29,955,070 units, means no less a sum than £98,602, or 
nearly one-fifth of the total operating costs of £500,023. 

Later figures are, however, available for Manchester. 
During the year ending March, 1909, the track mileage was 
‘increased to 181} miles, the units of electrical energy used by 
the tramways being 29,675,249, which were purchased at 
the reduced average price of 1:04d. per unit. Comparing 
this with the Glasgow 1908 figure of 0°35d. per unit, there 
ів a difference of 0°60d. per unit, which for the 29,675,249 
units represents £85,316. 

Making every reasonable allowance for annual charges on 
the capital cost of a separate generating station, sub-stations 
and feeders, who can doubt that, so far as the tramways are 
concerned, the Manchester Tramways Committee would have 
been well advised to have their own plant? 

Compare other towns with practically similar lengths of line, 
or, preferably, similar consumption of electrical energy, and 
the results will be consistently jn favour of the separate 


generating station, even after all necessary allowances for 
extra capital charges have been made. 

There is, therefore, no wonder that great dissatisfaction 
with tramway power tariffs exists; and as the economics of 
power production become more clearly understood, tramway 
undertakings will naturally be more and more averse to 
having their.18tes calculated with reference to the annual 
charges on the whole capital expenditure of the supply 
undertaking, and not on that part alone which directly con- 
cerns the tramway power supply. If the prices were deter- 
mined on this basis, there is no reason why the prices 
charged to the tramway should not be comparable with the 
total costs at which they could generate for themselves. 


AN interesting example of municipal 
trading methods was revealed at Sheffield 
recently. The Education Committee was 
considering tenders for the electric lighting installation in a 
new hostel for men students; 13 tenders were received, 
ranging from £94 to £328, and a sub-committee recom- 
mended for acceptance that of the Corporation Electric 
Supply Department at £155. Exception was taken to this, 
however, and an amendment was moved to give the contract 
to a firm which quoted £28 less than the Corporation 
department—a firm of high standing, and approved by the 
architects. The lowest tender (£94) was barred on the 
score of the inexperience of the contractor. 

It was argued by the supporters of the Corporation tender 
that the higher quality of the work done by the department 
was well worth the difference of £28, and that no business 
firm possessing a works department would think of getting 
an outside contractor to do work that his own staff could 
do; but both these specious arguments were promptly 
knocked on the head. It was denied that the Corporation 
department would do the work better than a contractor, and 
the folly of doing work at an unnecessarily high cost was 
pointed out. The injustice of inviting contractors to tender, 
if it was a foregone conclusion that the Corporation depart- 
ment should get the job, was also exposed, and the amend- 
ment was carried by a considerable majority. 

One speaker, who voted for the amendment, expressed 
surprise that outside tenders had been invited at all, and 
urged that in future any department of the Corporation 
should serve any other department at cost price, plus a small 
and reasonable percentage for profit. He appeared to over- 
look the fact that, in the absence of competition, there would 
be absolutely no check upon the performance or charges of 
the department, while the definition of * reasonable profit " 
would offer an interesting problem. We maintain that 
where a municipality possesses wiring powers the interesta of 
the ratepayers cannot be properly served unless the wiring 
department is run on a competitive basis, and is required to 
show a separate profit and logs account at the end of each 
year's working. If it cannot show a balance on the right 
side, it is plainly not justifying its existence, for it is no part 
of the orthodox theory of municipal trading that customers 
should be subsidised or a trading department run at a logs. 


Manicipal 
Trading. 


ACCORDING to our contemporary, the 
Aulomobile Owner and Steam and Electric 
Car Review, one unlooked-for effect of the 
new police regulations requiring the future 'bus not to 
exceed 34 tons in weight, has been to draw attention to the 
electric vehicle. At first sight, i& would certainly appear 
that the electric "bus, owing to the considerable weight of its 


Electric bus 
Developments. 
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accumulators, would be almost a last resort under the 
circumstances; but, again according to our contemporary, 
the accumulators are not taken into account in estimating 
the weight of this type of omnibus. This curiously one- 
sided arrangement certainly presses hardly on the petrol. 
driven vehicle, and almost bears out the suggestion that the 
police are trying to shoulder out such vehicles on account of 
the many complaints received as to noise and smell. Never- 
theless, believers in the electric bus, and electrically-driven 
vehicles generally, have every reason to rejoice in the pro- 
spective developments which should take place. 

Our contemporary advances the opinion that any con- 
siderable curtailment of existing capacity in the petrol 
vehicle would render it unprofitable to run, and states that 
the Vanguard Co. has actually converted some of ita petrol- 
motor chassis to electrical driving, apparently on similar 
lines to the well-known Electrobus, and that vehicles have 
been privately tested with satisfactory results. 

If our contemporary is accurately informed—and we have 
no reason to suppose otherwise—there appears to be a good 
time ahead for the electric "bus, which everything to 
gain by a greatly extended use in the way of improved con- 
struction and efficiency. The subject brings others in its 
train, for the extensive use of battery vehicles would 
inevitably lead to the much-needed provision of charging 
facilities throughout the metropolitan area, and thus possibly 
remove one of the most serious objections at the present 
time to the adoption of electrically-driven vehicles generally 
for trade purposes. 
the American station engineer has taken the battery charging 
business more seriously than his British confrére, and special 
departments have been organised to look after this class of 
business, with good resulte. 

Of course one has to admit that the electric vehicle is 
much more popular in the States than here—possibly due to 
the greater encouragement given by those interested in its 
progress—but, nevertheless, the matter seems, in view of 
possible developments in the metropolitan area, to be worth 
some concerted action on the part of London central station 
authorities. 


; WHEN а man enters a lawyer's office 
8 with the intention of fighting a case, he 
does not ask advice from the lawyer and 
ask him at the same time to guarantee a win. 
a doctor, he does not make recovery from an ailment a sine 
qua non of payment of the man's fees. Engineers, however, 
are sometimes credited with a degree of prescience more 
complimentary to them than to the intelligence of their 
clients. | | 
Some 15 years ago, an engineer interviewed a large 


number of station and other resident engineers in London 


with a view to pointing out to them the waste they 
were incurring by buying water at 8d. per 1,000 gallons 


when they could pump a softer supply for about Id., plus 


capital costa, or, say, a total of 1d. 
In only one central station was any success attained. In 
that one case, the advice of the engineer in question was 


listened to, and the well paid for itself three times over, the‘ 


first year it was at work. 


Usually the only response to be obtained from the engineer- - 


in-chief was a request for a guarantee that there was water 
to be reached by boring for it. It might be pointed ont 
that successfal boreholes were in operation on all sides, and 
that ordinary reasoning warranted the supposition of equally 
successful finding in the middle of so much success. It 
might be pointed out that no London borehole had been 
made anywhere near the particular spot that did not produce 
so much water as to warrant a boring being made, even if all 
the water required was not obtained. But it was always 
the guarantee that was demanded. | 

Many of those same stations did ultimately have borings 
made, and probably are in a position to tell to-day, if they 
would do so, how many thousands of pounds of shareholders' 
and ratepayers’ money were thrown away in the years 
between. Other engineers can probably cite similar 
instances where men who occupy engineering positions 


Judging by American contemporaries, . 


If he consulta ~ 


have endeavoured to throw all risks upon коте outsider, 
themselves shirking the responsibilities of the office they are 
paid to occupy. Such shirking is derogatory to the dignity 
of the profession, and cannot fail to prevent that proper 
recognition of the status of the engineer for which all of us 
are calling. The engineer at the head of any undertaking 
ought to be fitted to form correct judgments on the pro- 
positions that are put before him; otherwise he is not 
properly qualified for the post he occupies. 


REVIEWS. 


Cranes. By A. BórrCHER. Translated by A. Tolhausen. 
London : Constable & Co. Price 428. net. 


This is a large work of about 500 pages, dealing with the 
design and construction of a large number of different forms 
of crane. It is not confined to electric cranes, but includes 
also those driven by steam and hydraulic power. 

The book owes its inception to the fact of the author 
having been engaged by the Vulcan Co., of Stettin, to 
supervise the rebuilding of their works and the rearrange- 
ment of their cranes, and embodies the results of the 
experience and information gaiued in the course of the work. 

The treatment of the electrical portion of the subject is 
somewhat meagre, and the chief interest of the book is 
mechanical rather than electrical. The author has devoted 
himself particularly to the design of the structural steelwork, 
and this, together with the many excellent drawings in detail 
of German cranes, constitute the really valuable portion of 
the work. E 

Part I is a summary of the scientific principles underlying 
the design of crane structures and machinery, and constitutes 
a short treatise on applied mechanics. 

Part II deals with the general arrangement of cranes, 
and contains a large number of drawings showing the 
arrangement of almost every known form of crane. 

Section 5 of Part III will be of interest to electrical 
engineers, a8 it treats of the principles of electrical driving. 
Curves are given of the relative performances of direct- 
current series and shunt motors, and three-phase alternating 
motors, and diagrams of starters and controllers, but, as 
already stated, the treatment is merely general and some- 
what meagre. | 

Part IV contains much useful and valuable information 
relating to the design and construction of ‘details of the 
machinery of cranes, automatic brakes for controlling the 
lowering being dealt with very fully. | 

Part V is one of the best sections of the work, as it deals 
with a subject which the author seems to have made his 
speciality, namely, the design and calculation of plate and 
lattice girders. Stress diagrams are given both for static and 
rolling loads; and in connection with this section, tables are 
given at the end of the book of moments of inertia, &c., for 
a number of sections, including I girders of built-up section. 

The succeeding part is on crane installations. In this 
section, drawings are given of a number of German cranes, 
and in each case the loading of the different parts, the unit 
stresses, and the driving powers are all worked out in 
detail. This represents an enormous amount of work, which 
can probably only be fully appreciated by those who have 
worked out similar details themselves. The latter portion 
of this section contains descriptions of English and American 
cranes, but does not compare in value with the first portion, 
as the information and illustrations given are only such as 
can be found by reference to the catalogues of the various 
firms whose cranes are described. l 

The book concludes with various tables, and with an 
index of articles and papers on the subject of cranes. 

With regard to the work of the translator, we can 
appreciate the difficulty of turning the highly technical 
German into equally technical English. Here and there the 
German sentences have been translated literally, with a 
result which is somewhat reminiscent оѓ “ Ludwig in 
London ” ; bat this does not detract from the value of the 
work, and we congratulate -Mr. Tolhausen on the successful 
completion of his heavy task. 


404 


THE ELECTRICAL REVIEW. (vol. 65. No. 1,659, Выртимвив 10, 1909. 


ELECTRIC POWER IN THE WORKS OF 
MESSRS. ARMSTRONG, WHITWORTH & CO. 
LTD. MANCHESTER. 


THE name of Messrs. Armstrong, Whitworth & Co., Ltd., 
is too well known to engineers and shipbuilders to require 
any introduction in the natare of a description of this firm’s 
rise and progress. It is only necessary to consider the large 
measure of confidence reposed in the firm by the Admiralty 
and War Office of this country, and the large number of 
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station is situated in the geographical centre of the old 
works, in order to render the lengths of distributing cables 
in each direction as uniform as possible, and to equalise the 
voltage drops on the system. The first set in the generating 
station was set to work in 1898 and consisted of two 
Schuckert dynamos giving 250 Kw. each for power and 
lighting at 220 volts. These were direct coupled to Browett- 
Lindley enclosed vertical engines running at 310 R. P. M. 
supplied with steam at 160 Ib. pressure. As all the water in 


the generating station had to be obtained from the town 
mains, all the engines ran non-condensing. At the middle of 


Fia. 1.—SECTIONAL VIEWS SHOWING ARRANGEMENT OF WHITWORTH STREET SUB-STATION, 


orders which are received for military and naval equipments 
from other countries, in order to recogniee in them an impres- 
sive testimony to the standing occupied by the firm whose 
name has become a household word ; and the only unfortunate 
effect of such fame is to tend to make one to a certain 
extent oblivious of the fact that,in addition to works of this 
large order, the firm also undertake the construction of 
machine tools, motor-cars, electric plant, pressed work, 
forgings and steel manufacture on a scale which is, perhaps, 
unparalleled by any private firm in this country.  Inas- 
much as the Manchester works were originally commenced 
under the control of that master of engineering research 
whose name is perpetuated in the most eagerly coveted 


Fra. 2.—InRoNcLAD DisTBIBUTING Box. 


scholarships of the country, it may be interesting to describe 
in some detail the way in which electric motive power has 
entered into the operation of the Manchester section of this 
undertaking. 

Electric power as first used by Messrs. Armstrong, Whit- 
worth & Co.,at Manchester, was generated in their own 
station, which is still in operation, and takes the bulk of 
the load, supplemented by an auxiliary supply from the 
Manchester Corporation electrica] department, and it will be 
useful first of all to describe its development. The generating 


Fic. 3.—Svus-DIsTRIBUTING Box, SUPPLYING 
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1899 it was found necessary to install another set of 500 Kw. 
capacity running at 180 R.P.M. In 1900 an 800-Kw. set 
consisting of a dynamo coupled to a Browett-Lindley vertical 
engine and running at 150 в.р.м. was installed, and in 1904 
owing to the rapid spread of the use of electric motive power 
in the works, an Armstrong-Whitworth dynamo, built at the 
Elswick works of the firm, and coupled toa Browett- Lindley 


engine, running at 150 R.P.M. and giving 750 Kw., together 


with an Armstrong-Whitworth combined set consisting of a 
250 Kw. dynamo and an enclosed high speed engine running 
at 350 R. P. M., were installed. 

The increase in the power requirements of the firm still 
continued and the ground space was by this time valuable. 
As more power was wanted an 
arrangement was made with the 
Manchester Corporation Electricity 
Department in 1907, whereby a bulk 
supply was brought to a transforming 
station about 12 yards away from 
the private generating plant. The 
supply of three-phase current at в 
pressure of 6,500 vplts was commenced 
on January 19th, 1907, and two feeders 
of 1,000 KW. capacity each are now laid 
from Stuart Street generating statiou 
with an interconnector with the North 
Street sub-station, feeding Messrs. 
Armstrong, Whitworth’s new works 
situated some 700 yards from the 
Whitworth Street or old works sub- 
station. | 

The Corporation sub - station at 
Whitworth Street, elevations of which 
are given in figs. 1 and 2, is of 
2,000-kw. feeder capacity, and the 
high - tension switchboard contains 
panels for two feeder switches, one 
inberoonnector switch and three ma- 
chine panels. The board is of the Ferranti cellular type, 
and is mounted on a concrete and iron gallery. The 
space underneath is intended for the reception of trans- 
formers for a three-phase static supply should it be required. 
At the present time, however, three Bruce Peebles con- 
verters, manufactured under the La Cour patents, each of 
500 ку. capacity, are installed, and convert from 6,500 
volts three-phase, at 50 periods, to 220 volts direct current, 
when running at 375 B.P.M. The alternating and direct- 
current machines of this set are mounted on combined bases, 


Vol. 65, No. 1,659, Биртвмвав 10,1909.) THE ELEOTRICAL REVIEW. 


and the whole set is of the two-bearing type. The direct 
current ends are a to give 220 volts at no-load and 
230 volts at their normal full load of 500 Kw. These sets 
have a large overload capacity and an exceedingly high 
efficiency, especially at the lighter loads, this being much 
higher than can be obtained with any motor-generator. The 
advantage is also gained that the power factor is practically 
unity at full load, and there are, of course, no trans- 


Fia. 4.—Ligatine Sus-DisTRIBUTION BOARD, wit 
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formers used in conjunction with these machines, the high- 
tension current being taken direct to the stator windings. 
This type of machine has proved so successful in opera- 
tion, that with the two machines above referred to, there 
are now over 30 motor-converters running on the Man- 
chester Corporation extra-high-tension system, varying in 
size from 150: to 1,500 Kw. capacity each, particulars of 
which have appeared from time to time in our 

The high-tension switchboard panels conduct the current 
direct, through Ferranti oil-break switches with a charging 
arrangement in order to smooth down voltage oscillations 
on the feeders, which are about 1} miles in length from 
the Stuart Street switchboard to the sub-station. These 
charging arrangements consist of glass water pots in the form 
of cylinders, at the bottom of each of which is fixed an elec- 
trode or terminal, and which also contains а vertical sliding 
electrode connected to the switch handle, so that the moving 
electrode slides down in contact with the fixed electrode as 
the switch closes. The feeders enter at the bottom 
of the board, a tapping being taken to the potential 
transformers, the main ‘circuits passing to the oil 
break switch, and thence upwards to the bus-bars at 
the top of the board. Suitable current transformers, 
ammeters, voltmeters, maximum  time-limit relays, &c., 
are provided, and spark gaps are provided for dis- 
charging surges. For energising the power factor indicator 
and integrating wattmeter, a three-phase potential trans- 
former converting from 6,500 to 100 volts is provided, 
furnished with dust fuses in a concrete cubicle at the side of 
the board. The converter panel connections are generally 
similar to the feeder arrangements, the cables passing down 
from the bus-bars, through suitable measuring instruments, 
to the oil switch, and so to the bottom of the board. 
Isolating switches are provided so as to cut off any cubicle 
from the high-tension supply when this becomes necessary for 
cleaning or repair. An additional feeder panel was installed 
to accommodate the high-tension link between the Whit- 
worth Street sub-station and the new works at North 
Street, to which reference will be made later. 

The low-tension board, which is also mounted in the 
same gallery at a distance of 10 ft. to the nearest 


point of the high-tension board, contains three sets of circuit- 
breakers of 3,000 amperes capacity each, fitted with over- 
load and reverse-current cut-oute, and manufactured by 
Messrs. Bertram Thomas, of Manchester. The switchboard 
consiste of three panels 4 ft. 3 in. x 1 ft. } ір. The left- 
hand panel contains a Kelvin & White electrostatic volt- 
meter on the upper portion, and a 3,000-ampere circnit- 
breaker on the lower portion. On one of these generators 
the circuit-breaker is arranged for overload and reverse 
operation. It is the intention of the firm to have the 
remaining breakers fitted up in the same way, but at present 


these provide for overload only. The right hand of the panel 


carries a 12-in. scale ammeter reading from 0 to 2,500 in the 
upper portion, and in the lower portion a circuit-breaker for 
a capacity of 3,000 amperes overload only. The circuit- 
breakers have laminated edgewise brushes, and open circuit 
in a strong magnetic field. The main brush is protected by 
auxiliary metallic contacta, no carbon being used at any part. 
The circuit-breakers are also provided with loose handle 
attachment, so that if closed on the circuit when an overload 
exists the breakers will immediately open the circuit again 
in spite of the handle being held. Also the arrangement is 
Such that the circuit-breaker cannot be closed unless the 
reverse current attachment has been set. The features of 
these circuit-breakers are the very large opening of the 
breakers, the strong magnetic field, the good arrangement of 
the brushes for cleaning their contacts and enabling each 
leaf of the brush to make its own separate connection with 
the block, and the very strong construction of all mechanical 
parts. The whole board is necessarily of a very simple 
character, and the back is kept very clear, unabling all bolts 
and nuts and connections to be easily got at. | 

Shunt regulation is also provided for the direct-current 
side of the converter, which supplies current to a two-wire, 
220-volt board, feeding a 220-volt two-wire system of dis- 
tribution. The necessary voltmeters and ammeters are also 
installed. l a 

This low-tension board is coupled to the bus-bars of the 
private generatimg station by means of copper bus-bars, 
carried overhead and protected from the weather ; these bars 
having a current capacity of 6,000 amperes, and a length of 
72 ft. from bus-bar to bus-bar of the switchboards. The 
Corporation supply is thus in parallel with the private plant, 
and during the day when the power requirements are at the 
heaviest, the Corporation supply takes up the bulk of the 
running, the private plant taking the remainder, which 
includes the most important departments. At night it is 
usual to run an 800-Kw. set of the private plant for the pur- 
pose of running the works lighting and incidental motive. 
power, thus relieving the Corporation of about 500 Kw. of 
load 


The switchboard in the works generating station has 
passed through a series of progressive steps coincident with 
the additions to the electric generating plant. As a result, 
a series of panels has been evolved which in their construc- 
tion are purely the outcome of Messrs. Armstrong, Whit- 
worth's own design, based on the needs of their peculiar- 
requirements. The switchboard is divided into two sections, 
so far as its distributing panels are concerned, one section 
consisting of 12 panels dealing with the lighting of the works, 
the other section, at present of 22 panels, with provision up 
to 30 panels, being utilised for the power switchboard. The 
lighting circuits each consist of 0°3 sq. in. feeders, running 
to suitable points in the works, and the positive pole of each 
feeder is protected by an overload circnit-breaker of con- 
siderable strength and solidity. The positive cable is led 
in at the top of the back of the board to the circuit- 
breaker, and through it to the positive bus-bar. The 
negative cable is led in at the front and bottom of the 
board, and passes through a single-pole switch and fuse of 
the porcelain tube variety, and a meter to the negative bus- 
bars. As each panel is 6 ft. long and 12 in. wide, it will be 
seen that it is practically impossible for a workman to cause 
a short-circuit between positive and negative behind the 
board without wilful carelessness, Each panel is con- 
structed to carry 250 amperes, and the feeders go to main 
lighting boxes.in different parts of the works. | 

The same system is followed for the power panels with 
a few minor differences. Each panel is 15 in. wide and 
6 ft. long, and desigued to carry 1,000 amperes passing to 
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a 1 sq. in. feeder. A Whitworth circuit- breaker 
controls the positive pole, and the negative has two 
knife switches mechanically coupled together, of a similar 
type to those on the lighting board. The porcelain- 
covered fuses. are replaced by strips of sheet-copper of 
considerable section, these being very rarely blown. 
In the event of a fault, the circuit-breakers on the 
positive poles are relied on to take the break, and the 
only possible conjunction of events which would cause 
the negative strips to fuse, would be, вау, three or four 
leaks on the positive, and an earth on some negative 
main. Even then it is possible that the positive circuit- 
breakers of the two circuits effected would be tripped. 
Having regard to the considerable amount of horse- 
power behind the circuit-breakers and the capacity of 
the cables, it is evident that the breakers must be designed 
to give a very smart and safe interruption of circuit, and 
for this reason there are three breaks on each circuit-breaker, 
in parallel with one another. The first is on the main con- 
tact, which consists of a laminated copper brush pressing 
on the surface of the copper block. The second break 
occurs on a copper auxiliary spring contact, while the 
final break takes place through carbon tips. In addition 
to the power and lighting panels on this board, there is a 
5,000-ampere double-pole circuit-breaker for controlling 
the supply to the board from the 800-Kw. generator. There 
are also circuit-breaker panels provided for the 500-Kw. set, 
and one by Messrs. Armstrong, Whitworth & Co. for the 
650-Kw. set, together with a panel for the starting of the 
motor-generator installed in the works generating station, 
for a reason to be mentioned shortly. At the centre of the 
. board is a small panel for the station lighting, containing 
. four double-pole switches, and eight single-pole fuses. The 
total length of the main switchboard is 65 ft. In the 
case of the 250-Kw. seta the control panels are inde- 
pendently placed with regard to the main switchboard, and 
are situated close to their generator. This is because of the 
fact that owing to the rapid extension of the generating station 
the main smoke stack for the boiler equipment happens to 
occupy a position in the centre of the generating station, 
and it is, therefore, impossible to see a considerable portion 
of the board from these machines. Asit is always advisable 
for the.man who is putting in a machine to be able to see 
exactly what is happening on the set at the time he-is 
regulating and switching. in, the panels, which were made 
by Messrs. Armstrong, Whitworth & Co., and fitted 
with circuit-breakers, are placed in the position men- 
tioned above. | 

Mention was made of a motor-generator installed in this 
generating station which is used for testing machine tools 
made by the firm, and also in order to provide an earth 
return through the motor-generator for some of the motors 
requiring earthing used throughout the works, such as 
those used in the various shops to drive trolley cars 
and other apparatus. The generator is mounted on the 
same shaft as a motor of 200-Kw. capacity. Its normal 
speed is 450 R.P.M., but by varying the shunt resistance 
on the motor, a 25 per cent. variation is obtained. 
By this means and by varying the field resistance on the 
generator a variation of voltage for testing purposes of from 
80 to 220 volta can be obtained. It will be seen that the 
ground space of the private generating station is of necessity 
over-well filled, and it is therefore interesting to give a com- 
parison of the ground space per Kw. installed required in the 
private plant and the Corporation sub-station respectively. 
The first figure is 2:4 Kw. installed per sq. yard, while the 
second is 14 Kw. installed per sq. yard, thus showing the 
very important advantage of Corporation bulk supply for 
power and works lighting purposes, from the point of view 
of space. The steam plant in this generating station is fed 
from a battery of boilers which is common to the whole works, 
and it may be incidentall mentioned that elsewhere, 
throughout Messrs, Armstrong, Whitworth's establishment, 
steam is only used for a section of steam hammers, and a 
single steam engine of large capacity, which is used for the 
main rolling mill for manufacturing armour plates, requiring 
upwards of 10,000 M. P. to drive it. 

The system of distributing the power throughout the 
works adopted by Messrs. Armstrong, Whitworth & Co., 
is of considerable interest, as it embodies the result of 


experience on a very large scale. The power feeders of 
1 вд. in. section are run from the generating station, which, 
as mentioned, is linked up to the Corporation sub- 
station. Most of the works are under cover and prar- 


_tically the only section of pole line distribution is to be 


found immediately outside the generating statien, where an 
H-frame with suitable insulators is fixed for carrying the 
leads out to the various destinations. In the shops the cable 
is run principally in the tie rods of the roof, wood cleats being 
fixed to these having holes for the cables spaced 4 in. 
apart. The cables are strung through these cleats, which 
are then tightened, and hence, as the roof spans are fairly 
close together, the weight«of the cable is so uniformly dis- 


tributed throughout the building as to render this method 


of distribution very safe. It has the further advantage of 
being inexpensive and of leaving the cables free of all 
obstruction to plant and cranes. This method also lends 
itself admirably to- rapid work in installation. As an 
example of this, 1 mile of 1 sq. in. cable was installed in 
cleats already fixed, in a week-end of 20 hours by the elec- 
trical staff attached to Messrs. Armstrong, Whitworth’s 
works. This probably constitutes a record in high-speed 
cable fixing. All main cable is of 300-megohm C. MA. 
grade, insulated with paper-vulcanised rubber, taped and 
braided, made by Messrs. W. T. Glover & Co., Ltd.; these 
cables being ran to distributing boxes of an ironclad type. 
On the walls of the shops the cables are brought down to 
these boxes through troughs of wood, whose ends near the 
box are splayed out for convenience in bringing the cables 
into the boxes. A view of one of these boxes with 
the front open is shown in fig. 2, and the very simple 


. arrangement of circuits therein is well displayed. 


From the middle bus-bar shown, five pairs of 0°3 sq. in. 
mains pass direct tosimilar distributing boxes, fig. 3, and thence 
to the motors and other energy-consuming devices as required. 
Due regard is paid in this portion of the installation to the 
proper reduction of cable section consistent with a limi- 
tation of voltage drop. An example of this is found in 
No. 2 bay of the heavy gun shop of the works. There are 
here three large lathes, each driven by а 60-B.H.P. motor 
mounted direct on the lathe. The 0:3 cable from the main 
distributing box is brought direct to the first motor, and 
through this to the second motor, while from the second to 
the third motor is looped a power circnit having condactors 
of 0-25 вд. in. section; thus 1 sq. in. cable feeds 0°3 cables, which, 
in turn, feed into 0:25 sq. in. cables, and, as the result of 
experience obtained in these works, it is found that the 
current-carrying capacity of a main power cable reckoned at 
a density of 1,000 amperes per sq. in., should be about one- 
third the total nominal capacity of the machines connected 
toit. This figure is a variable quantity for different classes 
of work, and may be taken only as an average value for 
industrial motors in works of this description. m 

The lighting cables from the panels on the main switch- 
board are run in the same manner as the power cables des- 
oribed above, to ironclad wal!-boxes, from the bus-baie of 
which are carried four 50-ampere circuits suitably fused, 
while from the bus-bars of this first wall-bracket a 0°19 
aq. in. feeder is carried to а similar box in another adjacent 
shop, or portion of a shop, where it is required. ж 
50-ampere circuit goes to a pair of bus-bars in a sub-dis- 
tributing box (fig. 4), feeding four 10-ampere circuits 
utilised for arc lighting and other illumination, while from 
the sub-division box another pair of 0°15 aq. in. cables passes 
to a similar adjacent sub-distribution box of four 10-ашреге 
circuits. It is thus seen that each main circuit of 250 
amperes capacity feeds two sub-circuits of 150-ampere 
capacity, each of which feeds two branch circuits 0 
50 amperes capacity, either of these last two circuits feeding 
two sets of four circuits each of 10 amperes capacity. It 18 
thus seen that the principle of proportioning corrent- 
carrying capacity to the normal, and not the foll lighting 
requirements, is followed out throughout the system. More- 
over, by this system of sectionalising the circuite 8D 
interposing fuses, a fault on апу one cirouit can be 
located and isolated. The large ironclad wall-boxes 
for power and lighting purposes were made by ае 
Armstrong, Whitworth & Co. themselves, while Р 
smaller boxes were obtained from Messrs. Eckstein, Heap an 
Co. The lighting wires are carried either in steel Їй 
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casing and capping, or porcelain cleats, as is best adapted 
for the requirements of each shop. The switches used for 
controlling the circuits are of the enclosed gas-tight, water- 
proof type, and on the last distributing box three circuite are 
appropriated for arc lighting and one 10-ampere circuit for 
the incandescent lighting distributing fuse box by means of 
which not more than five amperes are allowed on any one 
incandescent lighting ciréuit. It will, therefore, be seen that 
the lighting arrangements of this series of works have been 
carried out in a way which shonld contain considerable 
instruction to manufacturer: who are grappling with that 
always great difficulty in industrial concerns, the efficient 
and safe distribution of factory lighting. 


(To be continued.) 


ELECTRIC LOCOMOTIVES FOR BRITISH 
COLUMBIA. | 


THROUGH the courtesy of Messrs. Dick, Kerr & Co., Ltd., 
we are enabled to illustrate some electrical locomotives 
recently built by them for the British Columbia Electric 
Railway, the electrical equipment being supplied by their 


Dice, KERR Execrric Locomonve ғов BRITISH COLUMBIA. 


: Preston Works, while the mechanical work was turned out 
at their Kilmarnock Works. These locomotives are of the 
four-axle type, with one motor per axle, and have a maximum 
rated tractive effort of 16,000 Ib, 
while the maximum instantaneous 
effort is 25,000 lb. -A feature of 
Interest is the system of coupling the 
two trucks together, by means of a 
massive hinge, having lateral flexi- 
bility, but vertical rigidity. This 
arrangement prevents any tendency 
to tilting of one truck by another. 

The centre pins and cab platform 
framing are not subjected to any longi- 
tudinal stress, except that due to inertia 
when starting and stopping, the whole 
pull of the motors being transmitted 
direct from the motors through the 
trucks. 

The spring suspension is of the 
looomotive type, the weight being 
carried by semi-elliptical springs resting 
on the journal box saddles. 

Án interesting view shows the 
cab interior, with the two master 
controllers, one at each end; the 
contactor boxes, circuit breakers, 
Bwitches, &c, The control equip- 
ment is of the standard Dick, Kerr 
multiple unit type, with series mag- 


E let Rev 


nets operating the various contactors. The resistances 
are placed in the sloping ends of the superstructure. 


Dick, Kern MOTOR USED ON LOCOMOTIVE. 


Each of the four motors, when operating on a 600-volf, 
circuit, will give a tractive effort of 4,000 lb. on the peri- 
phery of the 42-in. wheels and a speed of 15 M. P. H. at 
the one hour rating; each motor. is 
fitted with reduction gear having’ a 
ratio cf 3 64 to 1. mM 

The armature bearings are lubricated 
by oil rings which are specially designed 
to.prevent flooding when running at 
high speeds; the axle bearings are 
lubricated by a system of wicks 
immersed in oil wells, and no grease 
is used as an emergency lubricator. 
The gearing is enclosed in malleable 
iron oil-tight gear boxes, supported by 
the axle bearings at one end, and by 
the pinion bearings and motor shells at 
the other end. | 

The motors are provided with forced 
ventilation, the air, which is blown into 
the motor shell at the end farthest from 
the commutator, passes out at snit- 
able openings provided at the com- 
mutator end. 

The air for the forced ventilation 
is obtained by means of а centri- 
fugal blower situated in the centre 
of the cab, and driven by & Dick, Kerr 
motor; the controller for operating 
this motor is situated near the right-hand master controller 
seen in our view of the cab interior. E 

An electrically-driven air compressor with suitable air 


INTERIOR OF THE CAB, SHOWING CONTROLLERS, VENTILATING AND BRAKE EQUIPMENT, 
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reservoirs is provided for the air-brake equipment, the loco- 


motive being fitted with combined straight and automatic 
air brakes ; this compressor is mounted above the ventilating 
blower in the cab. 

Two current collectors are provided, of the straight under- 
running trolley type, the current being collected from an 
overhead trolley line. The trolleys are equipped with 
retrievers. 


The total wheel base of the locomotive is 24 ft. 6 in.; the 


wheel base of each truck 8 ft. ; and the length overall 35 ft. 
7 in. The total weight of the locomotive i8 50 tons. 


ENGINEERING DAY AT THE WHITE CITY. 


Last Saturday was Engineering Day at the White City, 
and great efforts had been made by the Organising Com- 
mittee to ensure ita success. The object was to afford a 
meeting place for engineers, irrespective of the particular 
branch of work in which they were engaged, and so promote 
the feeling of unity which, in these days of specialisation, is 
very apt to be forgotten. It was unfortunate that the weather 
was £o unfavourable, as this, no doubt, affected the number of 
visitors. The White City has such а reputation to live up 
to, that those who compared the attendance on wet days last 
year with the total of engineering as well as ordinary 
visitors last Saturday could not help confessing a feeling of 
disappointment, which possibly the actual state of affairs did 
not warrant. 

The proceedings may be divided up into three parte—first, 
the personally conducted tours round the principal engineer- 
ing exhibita and the inspection of the machinery used in 
connection with the various amusements ; second, the course 
of engineering lectures in the Congress Hall ; and third, the 
reception by the Lord Mayor of London in the afternoon 
and the banquet in the Garden Olub Banqueting Hall, under 
the chairmanship of the Hon. A. Stanley, M.P., in the 
evening. 

Had the weather been finer, there is no doubt that the 
opportunity to see how the various side-show amusements 
were operated would have proved the most popular feature 
of the day. As it was, a number of parties under the 
guidance of members of the Committee braved the elements 
and were shown the flip- flap, wiggle-woggle, spiral railway, 
Canadian toboggan, witching waves and scenic railway, as 
well as Mesare. Joseph Baker & Sons’ complete equipment of 
machinery for bakers and confectioners, Messrs. McVitie 
and Price's biscuit- making machines, Messrs. Lyons's pro- 
ducer gas refrigerating plant and the sub-station supplying 
electrical energy to the Exhibition. This is the first time 
that many of these features have been open for inspection, 
and all agreed that the engineering genius shown in work- 
ing ont the details of the side-show amusements was of a 
very high order. Special displays were also arranged at 
many of the exhibits in the Machinery Hall, but those who 
expected to see the commercial process of “ hydrogen ” 
being extracted electrically from the atmosphere, as promised 
in the official programme, were disappointed, the more 
prosaic, but possibly more useful, process of making nitrate 
2 lime, as carried on at Notodden in Norway, taking ite 
Place. | 

It is not possible here to give any detailed description 
of the engineering exhibits, which, though far inferior both 
in number and range to those on view last year, will yet 
repay careful inspection. 

Perhaps the two of greatest interest to the electrical 
engineer are the Cowper-Coles display of electro-metal- 
lurgical processes, and the **Silundum " electric cooking 
appliances on view in the “ model house” fitted up in the 
grounds by “ Simplex Conduits, Ltd." 

The second division of the duy's activities consisted of & 
series of six lectures delivered in the Congress Hall near the 
cascade, the first being given at 2.45 p.m. and the last at 
7.0 p.m. The first related to water-power and turbines, 


the second and third—arranged by the Institute of Marine ` 


Engineers—dealt with the uses of electricity on shipboard 
and the treatment of marine boilers on long voyages respec- 


tively ; the fourth showed the present position of the large 
gas engine, and the last two the applications of a new 
method of teaching drawing to the needs of architects and 
engineers. It will be seen that all branches of engineering 
work were as far as possible considered: Many of the 
lectures were illustrated with lantern slides, and it was 
gratifying to find they were well attended. 

Mr. W. B. Bryan, M.Inst.C.E.,.presided at the lecture 
given by Mr. Alph. Steiger, M. Inst. C. E., оп “ Water-Power 
and Turbines.“ 

The lecturer pointed out the erroneous character of the 
general belief that the water powers of this country were of 
little value, and instanced the Foyers, Kinlochleven and 
North Wales electric power installations as examples of what 
might be done. He was of opinion that at least 1 million 
B.H.P. might be utilised in this country. He acknowledged 
that the cost of the works necessary to utilise this power 
would be very great, and might average as high as £40 per 
B;. H. P., but the low working costa would to a very large 
extent counterbalance this disadvantage. The developments 
which were taking place in electro-metallurgy, especially in 
regard to the electric furnace for iron smelting, would make 
cheap power more than ever a necessity of the near future, 
and would justify the most careful examination of our 
available sources of water power. Whereas the cost of coal 
was practically proportional to the power developed by a 
steam plant, the incidence per unit, or per B.H.P.-hour, of 
the capital charges of a water power were reduced as the 
load factor was increased. 

The lecturer then referred to the different types of water- 
wheels and turbines, pointing out that the modern turbine 
was three times as efficient as the overshot water wheel, and 
he exhibited some diagrams showing how closely the speed 
of a turbine could be governed throughout wide ranges of 
load, concluding by referring to the water-power plants on the 
Continent, and the Swiss scheme to spend six millions of 
money on improving the canal communication between Basle 
and Lake Constance, which it was expected would render 
available for commercial use 150,000 B. H. P. ; 

The two Institute of Marine Engineers' lectures w 
presided over by Sir Fortescue Flannery, M.Inst.C.E. The 
first paper, by Mr. J. McLaren, outlined the economies which 
could be effected by driving all the auxiliaries on board ship 
electrically, generating the power by a gas engine supplied 
from a suction gas producer. The paper is à strong con- 
demnation of the steam-driven hoists, winches, capstans and 
refrigerators at present, used, pointing out their inefficiency 
and cost, as well as the inconveniences often met, with in work- 
ing them, and proposing to use alternating electric currenta 
not only for driving all auxiliary machinery but also for light- 
ing and heating the ship, as well as for all cooking purposes. 
The author claimed that during a discharge of cargo the 
fuel used would be only one-fifth of the amount required for 
ordinary steam working—though by a misprint in the paper 
itself the figure appears to be twice as great—and the total 
saving of fuel would far more than repay any additional 
capital outlay on the gas and electrical plant. 

The second paper, by Mr. H. Ruck-Keene, dealt with the 
treatment of marine boilers on long voyages. The conditicns 
under consideration are so different to those met with in 
electric power work that it may be said no comparison is 
possible. At any rate, the care required to keep salt out of the 
boiler, and the absolute necessity of keeping up steam with- 
ont intermission for weeks at a time, differ from land 
practice, but the importance of constant, careful inspecticn 
of gauge glasses and the need for keeping oil out of the 
feed water is the same for all boilers, and the information 
and warnings on these points given in the paper might be 
read and heeded by all in charge of steam-raieing plants. 

The large audience showed that to many the chief event 
of the day was Mr. Percy R. Allen's lecture on Large Gas 
Engines," presided over at 5.30 p.m. by Mr. Dugald Clerk, 
M. Inst. C. E. The lecturer commenced by describing the 
Otto cycle of working, and the general construction of the 
usual pattern of horizontal engine. The impetus given to 
the industry by the late Mr. B. H. Thwaites's demonstration 
that blast-furnace gas was a suitable fuel for gas engines was 
then mentioned, and the developments which have during 
the past fourteen years taken place on the Continent in 
the use of this gas, with large gas engines, were 
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described. It was mentioned that the 600-н.р. gas-driven 
blowing engine shown at the Paris Exhibition of 1900 was 
still at work at Messrs. Cockerill's blast furnaces at Seraing. 
The two-cycle method of working, as developed in both the 
Körting and Oechelbäuser engines, was explained, and a 
number of slides gave a very fair idea of the present position 
of the industry abroad. The lecturer then dealt with the 
general design of large gas engines, as shown both in America 
and Continental practice, pointing out that the vertical 
pattern gas engine had been adopted to a far larger extent 
in this country and America than on the Continent. 

The various methods of governing and the heat efficiency 
of the engine then received attention. As regarded the 
possibility of utilising some of the waste heat in the exhaust, 
the lecturer stated that : © An ordinary gas engine may be 
roughly reckoned to consume about 70 cb. ft. of producer 
gas, having a calorific value of 145 B.TH.U. per cb. ft., per 
B.H.P.-hour, and this will be found to raise about 2 lb. of 
steam at 70 lb. pressure for each B. H.P. exerted." 

Passing on to the subject of gas producers, the early work 
of Wilson and Dowson, and the development of the suction 
gas producer, were referred to. The Mond and Duff bitu- 
minous coal producer was also explained, and since the 


lecturer has had under his control for the past seven years. 


at Weston Point, near Runcorn, a plant of this type capable 
of gasifying 700 tons of fuel per week, it says much for ite 
efficiency that he “ сап readily testify to the absence of 
trouble and the economy resulting from its use.” 

The question of ammonia recovery was then considered, 
and in view of the large yield—from 90 to 100 lb. of 
ammonia sulphate per ton of fuel gasified—and the pro- 
bable increased demand for this compound for use as & 
fertiliser in the future, the lecturer considered their higher 
capital cost and maintenance fully justified for large planta. 

'The reliability of the gas engine was shown by the non- 
provision of spare plant in many Continental steel works 
dependent upon gas engines for their power, and the extent 
to which gas engines are being adopted may be gauged 
from the 24, 000-H. P. plant at Bruckhausen, near Duisberg, 
and the 65,000 H.P. installed in one power house at Gary. 

The lecturer then considered the relative advantages of 
gas and steam plants, and pointed out that in cases where 
the load factor was high the 25 per cent. increase which at 
present approximately represented the extra capital outlay 
on a 10,000-Kw. gas-driven complete plant over a corres- 
ponding steam one was more than justified by the fact that 
the fuel consumption for a given output was practically 
halved, and he concluded by pointing out the possibilities of 
the oil engine when worked on the Diesel principle, mention- 
ing that the coming applieation of the two-cycle system of 
working to the oil engine would largely increase its 
commercial value. | | 

The last two lectures, given by Mr. T. R. Ablett and 
Mr. C. A. Ablett respectively, described a new method of 
teaching drawing, the aim being to develop any natural taste 
or originality the student might possess. 

‘Remarkable results, as shown by the lantern slides, had 
been obtained with quite young children trained on this 
system, and there can be no doubt that, apart from the 
actual value of the power to draw, the trained faculty of 
observation of a student trained on this principle would be of 
great value in engineering work. 


The reception, held ор the terrace of the Imperial Tower. 


at 5.0 p.m. by the Lord Mayor of London (Sir G. W. 
Truscott), was well attended, and at 7.45 p.m. the banquet 
was held in the Garden Club Banqueting Hall, under the 
chairmanship of the Hon. A. Stanley, M.P. Among those 
resent were the Lord Mayor, Sir Fortescue Flannery, Sir 
omag Pile, Sir John Cockburn, Mr. Worby Beaumont, Mr. 
F. 8. Courtney, Mr. Dugald Clerk, Mr. J. W. Orde, Mr. W. B. 
Bryan, Mr. J. Paxman, Capt. H. Riall Sankey, R.E., and 
Mr. J. Adamson. 

After the usual loyal toasts, the chairman proposed that 
of “ Engineering.“ Comparing periods within the recollec- 
tion of many present, he spoke of the advances which had 
been made in every branch of engineering work, notably in 
telegraphs and telephones, and the varied developments of the 
faternalccombustion engine which had rendered possible the 
recent conquests of the air, as well as of the depths of the 
sea. Asevidence that in the advance of engineering, we, as 


a nation, were not lagging in the rear, he instanced the 
Assouan Dam in Egypt, which would last as long as the 
Pyramids, the Forth and Victoria Falls bridges, and the. 
Transandine Railway in South America, which under British 
auspices was just being completed. 2 | 

Мт. W. Worby Beaumont, in seconding the toast, ex- 
plained why the gathering had been arranged, and Mr. F. S. 
Courtney, on behalf of the Executive, expressed the hope 
that the results would justify the gathering becoming a 
recognised annual function. Mr. J. W. Orde, referring to 
the progress made “recently in this country in motor-car 
engineering work, stated that a few days ago a contract was 
signed in Paris for the supply of 800 British-made cars for 
the French market. 

Mr. Cornish, in proposing the toast of “ Mining and 
Metallurgy,” emphasised the interdependence of the miner, 
metallurgist and engineer upon each other, and pleaded for 
more support for British—more particularly Cornish—mining 
projecte, claiming that many of them were far sounder from 
а financial point of view than the much-boomed foreign 
schemes which во often ended in disaster. | 

Sir John Cockburn propoaed the toast of ** Architecture 
and Building,” pointing out that the tendency in all modern 
buildings was to depend more and more on the engineer, 
the outside stonework becoming merely a covering for the 
Steel and concrete lining within, and Mr. F. L. Rawson, 
M.I.E.E., that of The Press." 


NOTES ON TRADE ABROAD. 


(Continued from page 374.) 


From the Canadian Electrical News 
A Foreign Missionarys just to hand we gather that Mr. H.C. 
Report. Siddeley, A. I. E. E., the London 
man of the Lancashire Dynamo 
and Motor Co., Ltd., of Trafford Park, left Canada for home 
on August 13th, having completed a tour of the world in 
the interests of his firm. The enterprise and initiative of 
the Lancashire Dynamo Co. is not a new story to us nor is it 
unfamiliar to many of their friends engaged in electrical 
trade in this country, and we are sure that as a result of the 
tour of its London manager the business of the firm will be 
greatly benefited. Our contemporary remarks that Mr. 
iddeley’s trip was largely one of inspection, though he 
reports having also obtained a number of good orders. 
In Toronto the company are opening up operations 
through Vandeleur & Nichols, and the first-named partner 
in this firm (Mr. J. F. B. Vandeleur) was journey- 
ing to this country in company with Mr. Siddeley. 
The following is a brief statement of some of the things 
ascertained by the latter gentleman in the course of his globe- 
trotting :— | 
In India, he states, the chief development work is in the 
hands of the Government, but & great amount of business was 
to be expected soon, through the development of the 
collieries which are being opened up in Bengal. Large 
irrigation works are also being carried out, and they are 
being combined with hydro-electric schemes. In the Malay 
Straits the great tin mines are now being developed exten- 
sively by electrical power. In China, great railway projects 
are being developed, and their works are being electri- 
cally driven. In Johannesburg, Mr. Siddeley booked an 
order for a steam plant, which was shipped from England 
and placed in operation in the short time of seven weeks. 
In Japan, Mrx Siddeley says, they are well advanced in 
matters pertaining to electricity. Most of the small towns 
have electrical companies in operation, but there is some 
municipal development of street railway operation. The 
city of Tokio has taken over all its street car systems and 
combined them in one system. There are a_ great 
number of water powers in Japan, and they are being 
extensively developed.. In Hokkaido Island, to the north 
of Japan, a plant has been installed for the large steel 
works and gun factory, which Mr. Siddeley went to start 
up. His company installed a 3,000-Kw. steam plant there 
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with тн motors for operating each of the tools, 
30 in all. | 
Speaking of Canada, Mr. Siddeley said, “I think that 
British Columbia, especially in the neighbourhood of 
Vancouver, will be an enormous centre for electrical enter- 
prise." б 
booster. 
| Last year our contemporary, 
Canada, tent, out an expert salesman, 
Mr. Herbert J. Rodgers, as Trade 


A Canadian Booklet. 


Commissioner to inquire thoroughly into the conditions 


governing British trade with the Dominion. His observa- 
tions were published in that journal in a series of articles, 
and they bave now been produced in the form of a handy 
shilling booklet. The object of the handbook is to enable 
the British manufacturer to determine whether his goods are 
suitable for the Canadian market, how best he can introduce 
them, and what his rivals are doing. From a perusal that 
we have made of the contents, we can imagine that it might 
be interestedly and profitably read by anyone thinking of 
studying the market in person, but naturally it is quite im- 
possible for a general salesman to appreciate the many 
special points of a more or less technical description 
that inevitably arise when he touches upon a market 
with which he has no direct familiarity. It is 
therefore not -surprising to find that of electrical 


information relating to the market there is very- 


little indeed, and what there is is hardly to be 
treated as a reliable guide. When the articles were 
appearing in our contemporary’s pages, we “lifted” the 
electrical remarks and published them in our Business 
Notes,” and some of the statements were traversed very 
severely by an electrical correspondent who knew the 
Canadian electrical market intimately. Mr. Rodgers says: 


„The main demand for electrical goods is, of course, in 


traction (street cars, &c.), motive power for plants, &c., 
telephones and lighting "—the mere method of expressing 
himself is no more than one would expect“ In every one of 
these there is enormous development going on, and inasmuch 
as there is comparatively lillle variahon in electrical appliances 
and accessories in use in Canada from similar stems in 
England, the British maker should find a wider trade with 
ordinary attention to the market.” It was the italicised 
words for which the Trade Commissioner was taken to task, 
our own contributor pointing out that the things in demand 
in Canada were not those sold every day in England. 
He showed what things are called for, and why, in our 
issue of April 23rd, 1909, page 668. If we turn over to the 
author's * Machinery " section we find observations which 
might appropriately have been substituted for what he says 
concerning electrical appliances and accessories: The whole 
machinery problem is one that any reputable English firm 
should find it worth while to study on the spot, find out 
local requirements—Canada is a continent, not a county— 
and follow up the results of such investigation with an 
energetic campaign. The booklet contains many points 
which would, no doubt, interest the would-be traveller 
personally. 

This all-important question of knowing the exact require- 
menta of the market before yon attempt to cat«r tor it is 
very strongly brought out by Mr. F. A. McKenzie, who is 
now in Canada as a Special Commissioner for the Daily Mail, 
and is writing a series of notes on the Land of Oppor- 
tunity ” in that newspaper. He tells a story of lines of 
trade that have been lost, because in a field where British 
firms thooght they were secure, foreign competitors 
entered with the same sort of thing with а small differ- 
ence which made it more acceptable to the Canadian 
purchaser. The “new thing” “took on," and when the 
British makers were urged to lay themselves out to retain 
the market by meeting the new requirements they refused, 
because they ** were doing very well with things as they 
were." That particular market is now lost to the firm in 
question, purely as the result of that one act of refusing to 
move or be moved out of the satisfied rut in which they had 
got fixed. The special line was not in any way connected 
with electricity, but the care may be cited ав one more 
instance of the imperative necessity that exists for studying 
closely and continuously the particular needs of a market, 


and offering for sale what is actually required, not what we 


In Victoria bis company installed an automatic 


death. 


would like to sell. If what we are already making fits the 
case, let us push it for all we are worth ; if by a little modi- 
fication it may be made more suitable, make the modifications 
for that market—was it in South Africa that a particular 
article would not sell until, under the advice of one who 
knew the whims and fancies of the people, it was embellished 
with a pretty little red label, and then it sold like wildfire? - 
If what we make is unsuitable, either with or without modi- 
fichtion, there are new lines that we can take up and fit in 
with our other manufacturing operations if we will. 

Last week we referred to the 
American electrical export figures, 
and showed that the total of these 
exports for the year 1906-7 was 17} million dollars. It is 
amusing to find one of our contemporaries taking “а 
glance through these figures, and saying, our electrical 
demands from the United States are rapidly diminishing, 
being of the order of 17 million dollars in 1906-7, 15 
millions in 1907-8, and 123 millions in 1908-9, so that if 
these figures be indicative of our reliance on home products 
they are gratifying. But it is more than probable that they 
are caused by the general slump in our home trade." It 
is more than probable" that our contemporary is a little 
out of it, seeing that the figures relate to the exports to all 
other countries as well as to the United Kingdom. The United 
Kingdom took 14 millions in instruments and less than 1] 
millions in heavy electrical machinery in 1906-7, both of these 
sets of figures falling very considerably in the two following 
years. | 

Our contemporary will now admit that this country 
depends lesa upon the foreign manufacturer than it thought 
to be the cage—or does it believe that, if our general home-trade 
revives, the American electrical exporte to this country will 
go up by leaps and bounds? We do not believe they will 
do anything of the kind. 

ö Several years ago the Institution 
of Electrical Engineers arranged а 
eeries of tours in foreign countries 
where electrical engineering developments had taken 
place, which it was desirable, from whatever point of 
view one regarded them, for English electrical men to ree. 
These visits were immensely enjoyed by all who took pert in 
them, were very impressive and educative from the technical 
point of view, and confirmed the opinion that in certain 
directions Continental designers and manufacturers were in 
advance of British. The spirit of comradeship between elec- - 
trical men in England, Switzerland, Germany, Italy, and the 
States, was notably fostered, and probably from our foreign 
friends we picked up a point or two which have leavened our 
own methods in some respects. All that is to the good, and 
we revere the memory of the lamented secr of those 
days, who wore himself out in the interests of the Institu- 
tion which he so faithfully served up to the hour of his 
We will not speculate upon whether orders went 
abroad which would have stayed at home had there been 
no visits—probably they did, but against that we set the 
gain already mentioned, together with the advantage of 
international fraternisation for all engineers. Those were 
not tours in search of business, they were tours in 
of knowledge and instruction. We had all heard of things 
that were being done, and we wanted to see them for our- 


American Exports. 


Tours Abroad. 


selves. Nowadays what we require is tours of quite another 


kind —tours in search of information regarding the openings 
that other countries are able to present for the British 
manufacturer to sell electrical machinery and apparatus. 
Maybe that in commerce we are all so much in rivalry 
with our fellows that we shall prefer to make our 
studies individually—of course, generally speaking, we do 
not make a practice of letting makers in the same line of 
goods know from whom we are seeking orders. Yet is it not 
worth while considering whether we might not nationally do 
better than we are doing if half-a-dozen, or а dozen, or 8 
score or more, electrical men capable of exercising а вош 
and safe judgment and discrimination were to make a visit 
of examination to some of the markets that have been les 
cultivated by the British electrical manufacturer than they 
ought to be? We were advised by a Consuler authority in 
Spain а few years ago to get a representative British electri 

organisation to study the general position and prospecté of 
that country. We supported the suggestion, but we bave no 
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organisation that could do it. The Institution of Electrical 
Eogineers was named by the adviser, the National Elec- 
trical Manufacturers’ Association was named by us, but 
nothing conjointly was done, though we have heard of one 
and another electrical exploiter who has since been personally 


the other side of the Pyrenees. Does the suggestion apply. 


more forcibly to Spain than to a number of other countries 
that might be mentioned? Whatever benefit came to 
British electrical manufacturers nationally as a result, would 
come to them individually. Is there no good in the idea ? 

Chambers of Commerce from other countries come here 
and.our own Chambers repay the visits; but the electrical 
elements in these Chambers is, as a rule, either very emall or 
it does not exist at all. We observe that the City of London 
Jnternational Commercial Association is going for a tour in 
France next month, visiting Paris, Rouen, Havre, Lille and 
Dankirk, as it did the South of France in 1907. This is very 
good from a general commercial point of view, but is there 
any electrical element in it? The electrical trade, lhat is 
our concern, much as we rejoice at all general development. 
Individual enterprise in extending trade abroad there must 
be — that is indispensable whether we go in companies or not 
to-get a general intimate idea of electrical possibilities ; but 
the conjoint effort ought to improve the chances of the 
individual traveller. 

Our American namesake alludes to 
a Bulletin recently published by the 
American Census Department, re- 
garding the electrical industrial posi- 
tion in Porto Rico. It appears that the electrical enter- 
prises for the island are not yet extensive, but there is great 
promise for the future. Turbine and water wheel electric 
plants are operated by railway, light and power companies, 
the total capital expended upon these undertakings, exclud- 
ing the telegraph system, being, roughly, half-a-million 
sterling. Only six towns are lighted by electricity, and the 
total arc lamps numbered 469, the incandescenta 34,519, and 
the motors 61. Three electric street railways are operating 
and one is constructing. Electric traction is stated to be 
the most important electrical branch in the island. 

* Тһе operation is оп a small scale as yet, compared with 
the progress in the United States, but. the density of popula- 
tion, which is greater there than in the majority of the 
States, warrants the belief that the increase during the cur- 
rent five years will be much greater than for the preceding 
period. The output in current of the electrical gene- 
rators reported for 1907 was three times as great as for 
1902." | 


Porto Rico's Future 
Electrically. 


TIC CEN As we go to Press the trade returns 
Foreign Trade in for the month of August are being 
August. di 
. improvement in both imports. and 
exports continues. The exports are better by 5*8 per cent. 
than in the corresponding month of 1908, this increase 
valuing at £1,772,024, making a total of £32,114,700. 
Electrical goods and apparatus imported show a decrease in 
value of £27,846, and there is a small decrease (£3,172) in 
exports of the same class. For the eight months of the 
year, however, the exports of electrical goods and apparatus 
other than machinery and telegraph and telephone wire, are 
better by £239,982. The chief improvement in exports 
occurs in cotton and woollen goods, and this leads one 
to hope that before long these trades will begin to feel a 
substantial benefit, leading them to modernise their mills 
electrically, and in some places to complete the electrical 
equipments that they set ont upon when the late boom was 
too far advanced for them to get the full benefit from them. 
As the Times says, the exports have not yet “wiped out" 
the serious reduction shown during the first five 
months of the year, and they show a decrease of 3°7 per 
cent. In March, April and May the decreases were heavy 
compared with the corresponding months in 1908 and 1907, 
but the year 1907 was a year of abnormally high figures, 
following two other very good years, and it is not surprising 
that during 1908, and a considerable part of 1909, there 
were reductions in our trade with foreign countries and 
British possessions, as a whole." In June the tide turned, 
and Jaly and August both reflected improvement. The 
Times comments on the slight decreases recorded in iron and 
steel manufactures and machinery, thus :—'* The sluggish- 


discussed in the newspapers. The. 


ness of these very important classes of goods appears to 
indicate that although the period of depression has come to 
an end, it cannot be said that the period of revival has 
actually begun.” We believe that in following months it 
will be possible to trace the effects of revival in these items 
as well. | Чт 
„To carry the war into the enemy s 
camp," is an expression often used by 
those ambitious to get into Conti- 
nental countries competing with the foreign manufacturer 
on his own ground. We meet men who are convinced 
that tariffs notwithstanding, it would not be a Herculean 
task to sell British electrical machinery and other manu- 
factures in Germany at competitive yet profitable prices. . 
Others are of opinion that to go there to manufacture is 
more hopeful, but there does not appear to be much capital 
about for this class o! venture, nor are we particularly 
desirous of helping ín the establishment of electrical factories 
in other countries to give employment to the peoples of 
those parts. Bat the effort to sell electrical goods on the . 
Continent is worth the making, and a Continental office or 
two is necessary if one is to build up and maintain a business 
connection there. We are interested to learn from a Coventry 
firm of machine-tool makers (Messrs. Alfred Herbert, Ltd.) . 
tbat they are opening an office in Berlin next week in order to 
be able to deal promptly with inquiries received from 
Germany and Austria-Hungary for their line of labour- 
saving machine tools. A practical man will be on the spot 
able to talk intelligently and convincingly regarding these 
particular manufactures. We shall be glad later to hear 
what measure of success attends this new step, though we 
have little doubt as to a good reward being gained. It is 
for British electrical manufacturers of specialised lines to see 
how far it would pay them to go and do likewise. 


(To be continued.) 


Continental Offices. | 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. ОЙ ToBSDAY cannot appear until 
the following week. Correspondents should forward their communi- 


cations at the earlíest possible moment. No letter can be 


unless we have the writer's name and address in our possession, 


Carious Lamp Failure. 


The accompanying photograph shows an extraordinary 
accident to an electric lamp bulb in use in Pinkston Tram- 
way Power Station, Glasgow. It is an ordinary 100-volt 
carbon-filament lamp, and burned quite normally for weeks 
on one of the main engines. One morning it was found in · 
the condition shown in the photograph. The glass, from some 


cause which cannot easily be determined, had become 
momentarily plastic, and it was dinted like an india-rabber 
ball. The balb was not broken in any way, and externally 
was quite clean. Internally it was coated with a deposit of 
soot which rendered it quite opaque. The lamp was subse- 
quently broken and the filament found to be intact. 


N. B. 


What is an Electrician ? 


The word electrician is a term that we hear very often 
used, and I should be very pleased if you would kindly 
insert this letter so as to obtain other readers’ views on the 
subject, as I find the expression is very often used by, and to 
apply to, men in all classes of positions in connection with 


the electrical trade, i.¢., wiremen, arc lamp trimmers, motor 


attendants, electrical fitters, &c. In fact, it appears as if 
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anyone connected with plant maintenance may style him- 
self an electrician, whatever that may be.- I cannot find 
where the term is recognised by any reliable authority. 
For instance, take the City and Gnilds of London Institute 
and examine their programme, and we find that they have 
no courses of instruction for anyone styling himself elec- 
trician. Instead, they provide for two district callings, 
namely, electrical engineering for those who aspire to become 
electrical engineers ; and, secondly, electric wireman's work, 
for those who desire to become wiremen, and the second 
year’s work on the same subject for those whose ambition ів 
to take charge. | | 

1. Ап electrical engineer is one who has а thorough all- 
round knowledge of the trade, or should have.. 

2. À wireman is one who understands and is capable of 
the following, or should be :— 


(Extracts taken from the City and Guilds programme, first and 

| second year's work.) 

Electrical Machinery, C.C. and A.C. Motors.—Principles of action; 
the practical importance of the back EM.. and conditions of 
producing it; field windings and their connections with the arma- 
ture and the supply circuit, causes of breakdowns and their 
remedies. 

C.C. and A.C, Dynamos —Their installation and ruvning; regu- 
lation by resistance in the field circuit ; principles involved; testing 
of dynamos and motors for insulation; temperature tests under 
load ; testing for faults. 

Starting Switches —No-voltage and overload release devices; 
principles involved. 

Secondary Balteries.— Their installation and practical treatment; 
precautions in charging and discharging and testing same. 

Magnetic Properties of Materials.—The magnetisation of iron by 
electric currents; perme bility ; the law,of ampere-turns; electro- 
magnets. 

Electrical Properties of Materials;—Conditions which hasten 
deterioration. 

Electrical Measurements.—Application of Ohm's law ; methods of 
measuring resistance, E.M F. and current. : 

Calculations of contact areas for switches and cross-sectional area 
for bus-bars, cables, &c. 

Joints on cables up to 4 sq. in. sectional area; jointing and 
connesting of lead-covered cables, including v. B. or paper-insulated 
conoentrics; the making of vulcanised joints, 


. In addition he is expected to have acquired sufficient 
knowledge of mechanical drawing and sufficient skill in hand 
sketching to enable him to make a dimensioned sketch 
roughly to scale, which would be understood in the works or 
drawing office. | 

Therefore from the foregoing I take it that the man who 
should have charge of plant running and maintenance, 
failing an electrical engineer, is the wireman, and not one 
who terms himself an electrician ; yet often if a qualified 
wireman applies for a position in charge of plant, he is 
ignored because they want an electrician. 

I should be very pleased to see other readers’ views on 
the subject as to what constitutes an electrician. "The City 
and Guilds do not appear to recognise this class of workman. 
The Electrical Contractors’ Association only recognise the 
following : labourers, assistant wiremen, wiremen and charge 
hands (this coincides with the City and Guilds recognised 
classes of men). The Standard Electrical Dictionary does 
not mention the term. 

Alpha. 


[Our view is that a man who has qualified in the two 


years’ course of training in electric wireman’s work, and has 


acquired some experience in running electrical machinery, is 
quite correctly styled an ** electrician.”—Enps. E. It. 


Unemployment. 


Much has been written from time to time regarding this 
subject. I wonder if the following concrete case will interest 
any of your readers. 

Jam 28 years of age, with varied experience at home and 
abroad on central station erection, shift and distribution 
work, and for this have good testimonials, &c.; yet, since 
February last, when I finished up as charge erector at several 


well-known stations, I have been unable to hear of anything.. 


I have advertised, but it’s almost waste of money ; and asto 
answering advertisements—well, it’s more than disheartening. 
The odds seem to be at least 100 to 1 whether your letter is 
even opened. The result is, September is here, the outlook 
is blank, and I cannot afford to idle the winter away. The 


only other alternative seems to be emigration. I am offered 
farm work in Canada, and, seemingly, shall be forced to take 
it on. | 

When I look round and see how some of the high and 
responsible positions are filled, it makes my blood boil to 
think that I (also others), an educated and essentially 
practical man, with good capabilities, am compelled to 
emigrate. There is something radically wrong when 
England forces men who would be valuable to her to leave 
her shores for pastures new. Possibly, if I cared to help to 
lower the tone of the profession by accepting station and 
plant work at 25s. а week, I might get something; but, as 
I always try to play “ cricket," I don't intend to try. Farm 
work would be more creditable. 


Seplember 6th, 1909. 


Omar. 


Lighting Circuit with Earth Return. 


Is it practicable to change from an existing electric 
lighting circuit which has an earth return and is of 110 
volta 80 amperes D.C., extending between a private generat- 
ing station and a private house } mile away, to A.C., and 
would there be any bad effects from the change-over ? 

The existing D.C. arrangement has run for-15 years with 
an earth return without giving any trouble, but the generat- 
ing station is now being converted to A.C., and the current 
transformed down from three-phase 3,000-volt to single- 
phase 110-volt for this particular service. The location is a 
country village. 

Puzzled, 

Seplember Ath, 1909. 


[Earth returns for currents of this magnitude are rarely 
met with, though quite practicable in country districts, 
where there are no water pipes, &c., likely to be injured ; 
but, with direct current, one would expect the earth plates 
to require renewal at rather frequent iutervals. With 
alternating current this trouble would be reduced to a 
minimum, and the only consideration likely to cause annoy- 
ance would be that of interference with the Postmaster- 
General's property, particularly with telephones ; even this, 
at 50 cycles per second, should not greatly affect private 
telephone circuits, but the P.M.G. is very jealous of his 
righta—Eps. E. R.] 


Electric Miners’ Lamps. 


I was pleased to see that my suocessor in charge of the 
electric miners’ lamp installation at Fence Houses has con- 
tributed to this discussion. 

Referring to his correction of my statement as to the pro- 
prietary of the colliery in question, I must point out to him 
that the Lambton group constitutes thé: Durham group, 
Lambton being the family name of Lord Durham. The 
Joicey group were interested in the Lambton, or Durham, 
group, hence my term Durham-Joicey group. The collieries 
under the joint control number about 16. | | 

In his further correction he states that the Ediswan bulbs 
were ultimately found the more successful. "This is welcome 
news. I can only repeat such was not my experience, which 
extended over 12 months and was gathered from three 
separate collieries. | 

It would add to the interest in this discussion if Mr. 
Turquand would communicate some actual results of his 
experience with the Ediswan bulbs, giving weekly figures 
over a reasonable period, and also stating at what collieries 
he has obtained such results. I should also like to hear of 
any successful working results from the adoption of the gas- 
detecting apparatus mentioned in bis letter. His figures 
giving the working costs of the lamp he has himself 


. designed, as also estimated by himself, appear to be quite 


impossible, and if such economical resulta could be actually 
attained in practice, there would be no difficulty in securing 
its adoption in almost every colliery in the country. The 
estimated working cost is given for installations of 2,000 
lamps as 1:24. per lamp per week. 

In the first place, where are the collieries that would 
require this amount? If Mr. Turquand proposes to supply 
many collieries from one station, then labour charges alone 
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would amount. to the figure he quotes as the total working 
coste, including interest on capital. Bulbs averaging 800 
hours’ life, and costing only 8d. each, would mean an expend- 
iture of 4d. per lamp per week ; while an allowance of 1d. 
per lamp per week, for such items as renewal of battery 
plates, damaged cases, broken glasses, flexible connectors, 
worn-out and broken lugs, complete smashes due to falls, 
split ebonite cases, &c., including distilled water, sulphuric 
acid, lead rivets, and general repairing material—would be 
an exceptionally small cost, even if possible. 
of this magnitude would involve an outlay to the colliery 
proprietors of £1,000. 

Assuming that batteries would be charged in four sections 
—it would be possible to charge them in three—to meet the 
requirements of the different shifts at the colliery, a 5-Kw. 
dynamo would be required to run almost continuously 
throughout the week. This item, even at a colliery, must 
be considered when dealing with working costs. : 

The total energy required to charge the batteries would 
amount to 400 B.T.U. per week, which, including oil, waste 
and separate attendance, would amount to 4d. per unit. 
This item increases the cost per lamp per week by Id. 

Again, some allowance for capital expenditure must be 
included, which, at 5 per cent. on £1,000; adds a further 
Id. per lamp per week. An item involving 1d. per lamp 
per week would be found in depreciation, which again, at 
5 per cent. of capital value, would cost this figure. This 
would allow the value of the plant to be written off in 20 
years, and must not be on any account omitted. 

Here, then, we have a modest estimate of the working 
costa of electric miners’ lamps—as those who have been con- 
cerned with costs will admit—ranning into a total of 3d. 
per lamp per week, and, in my opinion, it would be more 
prudent finance to increase this amount to 44. ; ав is well 
known, many things crop up in practice which are never 
thought of in estimates. Besides these costs, we should have 
to make some provision against breakdowns. - 

Now, nothing is said of profits. Are the collieries to make 
their own lamps and batteries, or are they to be purchased 
from a company? In any cese, it is not going to be done 
without further capital, which must add to the cost one way 
or another. 
| Giraldus Jones. 
Birmingham, September 6th, 1909. | 


The New Theory of Electricity. 


"May an electrical engineer who has made a very close 
study of the principles of electricity, and who has been very 


actively engaged in its practice for over 85 years, ask the adyo- - 


cates of the new theory of electricity to give us some more 
proof than they have hitherto offered? I think everyone who 
bas studied the subject will have noticed two important 
gaps in the chain of evidence.. The writer of your very appre- 
ciative article in this week’s issue of the ELECTRICAL REVIEW 
notices one, the complete absence of any knowledge of the 
positive electron. This gap may fairly be taken as one that 
could be filled in later on. There is another and far more 
gerious gap, however, viz., the proof that the negatively 
electrified corpuscle and negative electricity are one. In an 
article that was written by Prof. Fleming, seven years ago, 
he deals with the matter thus :—'* At the present moment we 
have no evidence that we can separate the electron charge 
from the corpuscle itself. If this is the case, tben the 
corpuscles taken together constitute for all practical pur- 
poses negative electricity. . . . . For this reason it is some- 
times usual to speak of the corpuscle carrying its charge of 
one electron of negative electricity simply as an electron, 
and to drop all distinction between electric charge and the 
vehicle in or on which it is conveyed." Apparently upon 
this, which on the face of it is a pure assumption, have been 
built up all the somewhat startling theories as to electric 
currents, &c., that have followed. Surely the acceptance of 
a scientific theory requires more subetantial proof than this. 
If we take the case of heat, for instance, a heated body 
flying through space is not heat; why should we be asked 
to say that an electrified body flying through space is 
electricity ? 

A careful study of all that has been written on the 
sabject will, I think, bring amy impartial thinker to the 


An installation . 


conclusion that nothing which has been stated by the advo- 
cates of the corpuscular theory of electricity is inconsistent 
with a wave theory of electricity. 

We have a wave theory for heat and light, which has 
been accepted for a very great many years. Electricity is as 
easily converted into heat or light, and the converse, as heat 
is converted into light, and the converse ; why should not 
the wave theory of heat and light be extended to electricity ? 

I join heartily in the appreciative references in your article 
to the splendid work which has been done, particularly 
by Prof. Rutherford, but one cannot help making two 
observations upon them. When dealing with such very 
minute bodies, such very minute quantities, as those who 
have been working with radinm have handled, can they be 
quite sure that their measurements are correct; and also, 
that they have eliminated all sources of error, not only in 
measurement, but that bear upon the important question of 
the explanation of the phenomena? The other vation 
is, while one can sincerely admire the skill with which, 
according to his own account, Prof. Rutherford has handled 
the a particle, one would again remark that an electrically- 
charged particle is not electricity. A procession of elec- 
trically-charged particles would imitate an electric current, 
bat I think we should ask for further evidence that they 
actually constitute an electric current, and that the pheno- 
mena are the same as those produced by the ordinary working 
currents. 

I think one reason for the divergence which I venture to 
think exists between the views of electricity held by what 
are called advanced thinkers, such as the present President 
of the British Association and his followers, and those held 
by practical electrical engineers, is that the advanced thinkers — 
have come to the study of the question from the induction 
coil, and the Crookes’s tube; the tbeory has begn built up 
directly from a fact, which Crookes noted a good many years 
ago, that the cathode rays carried electricity ; while 
practical electrical engineers have approached the study from 
comparatively low-tension electricity. With the advance of 
electrical transmission through long distances, the practical 
men are getting on to the ground of the advanced thinkers, 
and the work that is being done upon the corona, observed 
round high-tension transmission lines, ought to be of great 
value in helping to solve the question © What is electricity? 

I do not know whether I am correct in supposing that 
Sir Joseph Thomson, Sir Oliver Lodge, and those who work 
with them, will consider that practical electrical engineers 
have no concern with advanced theories, except to accept 
them when offered. If во, I would remind those gentlemen 
that the practical engineer must, of necessity, be the final 
and absolute judge of their work. The theory of to-day, if 
correct, may be the working hypothesis of to-morrow. The 
day has long gone by when the practical engineer worked 
from hand to mouth. The work which Sir Oliver Lodge 
and others have done in educating the engineers who have 
come into practical work during the last 25 years, though it 
may not always have been as wise as some of us would have 
liked, has produced one effect, viz., that the modern 
engineer is also a scientist in the fullest sense of the term. 
He has not the time to investigate problems in the manner 
they are investigated in a laboratory, but he is constantly 
thinking backwards, referring every new phenomenon which 
comes under his notice, and they are constantly cropping up 
in practical work, right back to first principles. It should 
also be remembered that every large firm has now its 
laboratory, in which probably quite as valuable work in 
demanding its secrets from nature is done, as in some of the 
college laboratories. _ | 

I trust that the remarks that I have made will be taken 
in the sense in which they are written. I do not know if 
Sir Joseph Thomson or Sir Oliver Lodge sees the ELECTRICAL 
Review. If not, I trust that some friend will point out 
to them the fact that practical engineers look askance at 
their theory, and ask that the two gaps in the chain of 
evidence, and particularly the one connecting the corpuscle 
with electricity, shall be filled. 

Sydney F. Walker. 


Bath, Seplember 6th, 1909. 


[The answer to Mr. Walker's question regarding the 


separate existence of the corpuscle, or unit quantity of nega- 


F 
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tive electricity, is given in Sir J. J. Thomson's address, ` 


The whole of the mass of the moving corpuscle, it has been 
shown, is due to ita charge; the conclusion seems unavoidable 
that the corpuscle is the charge—unless our correspondent 
i8 prepared to dispute the accuracy of the experimental data. 
There is no suggestion that the a particle is electricity ; it 
iig to be an atom of helium, carrying a positive 
charge.—Ebs. E. R.] 


Naval Voltages. 


A few lines in further reply to The Writer of the 
Article.“ The summary of apparatus installed in a warship, 
as given in my previous letter, was a general and not a 
specific one, and would roughly apply to as far back as the 
King Edward VII class, which earlier boats can hardly be 
classed “ the very latest type." My letter does not desoribe 
the electrical installation as it may be expected in a few years’ 
time, but as it is, and, generally speaking, hos been for the 
past six years. 100-volt ships are a long way in the majority, 
not 80, which latter are rapidly becoming the exceptions. 
Personally, I should think anyone wishing to get an idea of 
naval electrical practice, would not choose much other than 
a fairly modern ship to look over. Ships prior to King Edward 
VII class carried little electrical apparatus, in comparison 
with that class, and later. Wireless telegraphy was not in 
use when the 80 volts ruled as standard, but, as stated in my 
previous letter, was taken back to 80-volt ships. 

In conclusion, I am not aware of having used personal 
invective. Further, I have no desire to parade my know- 
ledge, but deem it necessary to correct an article written in 
evident ignorance of the subject, especially when such article 
makes light of the ordinary intelligence possessed by those 
` professionally engaged in naval electrical EM. i 

А Р. e 


: Long-range Electric Alarm. | 

Can уоп, or any of your readers, iuform us if there is an 

electric alarm on the market capable of being heard over a 

radius of Г mile? The apparatus would be fixed on the 
exterior of a building in the centre of a town. 


| Bowden, Higlett & Co. 
Guildford, September 6th, 1909. 


—— — P — б» 


X-Ray Tubes. 


Mr. Bastian's letter in your issue of August 27th is surely 
written under some misapprehension, because I have never 
heard it suggested that the vacuum in a Geissler tube would 
change in any way in-the absence of any leakage through the 
walls of the tube. | | 

I have often sought some explanation of the change in 
vacuum in an X-ray tube, and shall be glad if Mr. Bastian, 
or any of your readers, can suggest something lees abstruse 
than that it is due to “ionising action,” which latter is in 
itself not too well understood. 

I may not specifically describe the apparatus referred to 
in my last letter, but I may say here that it is designed to 
contain a liquid in a sealed-glass vessel, through which 
platinum leading-in wires have been used carrying very 
small currente—considerably under 1 ampere. 

My trouble is that the liquid is very apt to leak out 
around these leading-in wires, and I cannot understand why 
there is apparently more difficulty in making these seals than 
there is in making the seals of an incandescent lamp. The 
apparatus has been made by skilled glass-blowers, and the 
trouble certainly cannot be ascribed to careless work- 
manship. 

Jacey. 


A Supply Company’s Enterprise. 


I beg to bring to your notice, and to the notice of the 
electrical contracting trade, the unfair methods that are being 
made use of by the County of London Electric Supply Co., 
Ltd., to cut up the electrical contractors in their district. 
They are not only supplying transformers, but their agents are 
now engaged in canvassing private people and shopkeepers 


with fittings and Osram lamps. All that is left for the con- 
tractor is a job worth a few shillings for fixing, &c. How 
long this will be left for him is an open question, for now 
the thin end of the wedge is inserted I should not be 
surprised to learn any day that they had started a wiring 
branch. Their mode of business is especially hard upon 
small contractors, men who, by their persistent canvassing, 
have secured hundreds of customers for this company. 
Another flagrant case against them is that during last autumn, 
when metallic-filament lamps and transformers were “ going 
great guns,” and contractors were beginning to see plenty 
of business.ahead, this company sent a circular letter to their 
customers advising them not to alter their mode of lighting 
as they had proved it was no saving (poor contractor). 
However, finding it did not stem the tide much, in a couple 
of months they performed a wonderful feat, turning a 
somersault and coming down on the side of the M. F. lamp 
and the transformer, canvassing the very clients whom 
they had tried to turn against them, and pushing their 
transformers (on the hire system) for all their worth. Now, 
Sir, what can be done when a large company tries on such 
dirty tricks? Verily, it looks rough on tallymen and hire- 
furnish people if this company are set upon improving (?) 
business. I should be pleased to learn the opinion of other 
contractors who find, like me, that they are being hit by 
this unfair competition. 
Putney Contracter. 


Technical Classes in the Daytime. 


We desire to advise those shift engineers who have 
written to you on the subject of day classes, and also those 
who have not written, but who nevertheless Lave felt 
the same need, that our Correspondence Courses were 
specially drawn up to ‘meet their requirements. We have 
never claimed that tuition by correspondence is better than 
oral tuition given by the same teachers, nor do we claim 
that a student, after taking one or more of our courses, will 
be able to command the salary of a managing director, but 
we have gratifying evidence from our students that our 
lessons have been of real service to them in their every-day 
work. There are numbers of people engaged in the various 
branches of electrical engineering who cannot attend either 
day or evening classes, and to all such we shall be glad to 


‘send particulars of our Correspondence Courses on receipt of 


name and address. 
The British Correspondence School of 
Electrical Engineering. 


London, W.C., September 7th, 1909. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


A New Electric Flasher. 

An electric flasher of a new type has recently been brought to 
our notice by the inventor and patentee, Mr. C. H. Jukes-Brown, of 
76, Weston Road, Strood. The arrangement is exceedingly simple, 
and its mode of operation can be gathered by reference to the 


Fig. 1.—ErECTBIO FLASHEB. 


diagram (fig. 1). It consiste essentially of a zinc tube 4, surrounded 
by & resistance coil B, which in operation alternately heats and 
cools the tube, the movement of which (due to expansion and con- 
traction) is communicated to a bell- crank lever having at one end 
jaws carrying adjustable screws, L, с. Screw L has an insulated 
point, while screw c is uninsulated. 
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Between the screw points is suspended а contact arm н, pivoted 
at o (see end view), and resting on support a. This contact maker 
carries a small ball race, and, of course, lies in a plane at right 
angles to the diagram, and central with the two screws. 

In operation the oscillatory movement of the lever swings the 
contact arm H to just beyond the middle position, when, the 
balance being upset, it tilts over to the opposite contact, and vice 
versa. The making and breaking of these contacts successively com- 
pletes circuits via the resistance (when the lights go ont), or via 
screw C, lever and wire в direct to the lamps for lighting them. 
The to-and-fro motion of the ball gives a quick make and break, 
and tends to keep pressure on the contacts. By adjusting the 
distance batween the screw points the flashing intervals can be 
varied from a few seconds to as many minutes. The device is only 
9 in. long over all, and the inventor suggests that ite operation 
alone would prove an attraction for shop windows. 


A Petrol-Electric Riveter. 


Somewhat of a noyelty in the way of riveting machinery is the 
Ryerson internal-combustion riveter, a self-contained apparatus 
designed for the use of gas or liquid fuel. The essential parta are 
& cylinder and piston, the latter coupled by toggle levers to the 
head of the die; also a small electric motor mounted on the 
cylinder, which drives a little carburetting pump. To start 


Fic. 2.— TRR Ryerson Riveter. 


the machine the operating lever is thrown over, switching in the 
motor, which pumps a carburetted charge into the cylinder, forcing 
the piston forward and causing the die head to descend on to the 
rivet. This arrests the motion of the piston, causing the pressure 
to rise in the cylinder, and operates an automatic device which 


cats out the motor and at the same time ignites the cylinder charge, 


thus closing the rivet head. The reversal of the operating lever 
opens an exhaust valve, allowing the burnt gases to escape, the piston 
being returned to the head of the cylinder by means of a spring in 
the toggle mechanism. 

The machine is shown in fig. 2; itis very portable, and its action 
is so rapid that rivets are driven at their full heat. 

An auxiliary control lever is provided, by means of which the 
cylinder charge and resultant pressure on the die can be regulated 
to suit the condition of the rivet, thus doing away with the 
neceesity for uniform heating of the rivets. 

The machine will drive 4,000 - in. rivets per gallon of petrol. 


Auto-Transformer Switeh. ^ 


We have received particulars of their automatic auto-transtormer 
switch from Mussas., D. BURR & Sox, 85, Gracechurch Street, E.O., 


Fra. 3.—BURB AuTOMATIC SWITOH. 


who are sole agents for this device. Its mode of action is shown 
by the diagram here given; when all lamps are off, the switch is 
opened by gravity, but when a lamp is switched on, the fine wire 


coil in circuit between л and в closes the switch, completing the 
circuit between o and p through the thick-wire coil, which holds 
the switch in. The lamps are then connected across half the 
transformer and the transformer across the mains, while the fine- 
wire coil is cut ont. / 

The switch is built up on an oiled slate slab and mounted in a 
cast-iron case with glazed front, having porcelain bushes for the 
incoming leads. No special wiring arrangements are ne 
with this apparatus, and it will operate when a single 16-watt 
metallic-filament lamp is switched on or off. The pressure drop 
over the series coil is negligible. 'The apparatus may be employed 
in conjunction with any of the autc-transformers at present on the 
market. It is claimed that the complete apparatus is very strong, 
and not likely to get out of order, while it is quite silent in work- 
ing and absolutoly reliable. 


© Therol?' Electric Water Heater. 


Quite a new departure from the beaten track has been made b 
Messrs. SPAGNOLETTI, LTD., of Goldbawk Works, Goldhawk Road, 
W., in their electric water heater. When invited to inspect this 
device at the firm's new West-End showroom, we at first regarded 
the proposition to heat water with electricity as one of those 
luxuries reserved for the very rich, for the high specific heat of 


= 
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Fic. 4.— THEROL" HEATER N BATHROOM. 


water entails a consumption of energy which, unless paid for at a 
very low rate, renders the cost exorbitant. Messrs. Spagnoletti's 
proposal, however, was found to provide a novel and original 


‚ MAGNESIA 


Fig. 5.—Sxoriox AL ELEVATION AND PLAN OF "THEBROL" HEATER. 


solution of this difficulty. In brief, the apparatus consists of a 
block of cast-iron, which is heated up by a small but continuous 
electric current, thus storing energy. en the water is drawn off 
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it is heated while passing through the hot block, the temperature balance. The case of the lamp is dark green, with a polished 
of the outflow being regulated by a special mixing valve. | copper spinning, giving the lamp a well-finished appearance. The 
. Fig. 4 shows the complete apparatus inetalled in a bathroom, case is also practically airtight, rendering it specially useful for 
fig. 5 gives а plan and section of the heater, and fig. 6 shows the dusty positions. It is well adapted for hiring-out purposes. 
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Fic. 6.—SxcTi0W or MAG VALVE, AND DUL, Fic. 7.—D.G. Ехогоѕвр Аво LAMP. 


construction of the mixing valve. The heater consists of a block of The firm's price list No. 148, а copy of which has been sent to us, 
iron weighing about 2 cwt. (25-galion size) cast round and upon a gives details of several of the leading makes of flame lamps. 
spiral tube, through which the water flows. A cavity in the top of 


the block receives the heating element, which absorbs 200 watts Spiral Self-Centring Chacks. 
continuously, and the whole is surrounded by a thick layer of heat- Mn. CHARLES TAYLOR, of Bartholomew Street, Birmingham, has 
insulating material, consisting mainly of magnesia. As an econo- sent us particulars of his patent chucks, which are usually made 


miser, or "feed-water heater," an outer tank is provided, through with three jaws. He has also brought out a four-jaw chuck, which we 
which the water pasees before entering the spiral, and this again is illustrate in fig. 8, and for which the following advantages are 
heavily lagged, while a polished copper case further retards radia- claimed as compared with the three-jaw patt2rn:—It is well 
tion. When no water is drawn off, the temperature of the iron adapted for holding square or octagon bars, castings, &.; it is far 
block may reach a maximum of 500° F., at which temperature the | 
radiation losses equal the input; thus the block and heating element 
can never attain a dangerous temperature, and the outer case 
remains only moderately warm. 

As water passing through the block necessarily becomes super- 
heated steam, the mixing valve is an essential feature of the system, 
and the inventors found it necessary to devise a new pattern to 
satisfy their requirements, As shown, this consists of a hollow 
plug working in a conical seat, haviog three inlet apertures, con- 
nected respeotively with the cold, the luke-warm (economiser) and 
the hot supply pipes. A pointer attached to the plug indicates five 
stages ор a dial, from “off” to “boiling,” which insensibly merge 
into one another, so that the temperature of the water is under 
perfect control. To ensure thorough mixture of the hot and cold 
: supplies, a difficult but essential condition, the incoming streams 
are made to pass into a perforated tube and ont again by other 
perforations in the apex of the plug, with the result that effectual 

mixture is obtained. 

It is pointed out by the makers that as the input to this device 
is constant, the current need not be put through a meter, aud it 
possesses a load factor of 100 per cent., во that central-station 
authorities should welcome it as a consuming device ; further, it 
may becut off daring peak hours, without much affecting the hot-water 
supply, thus further cheapening the cost of generating the energy YO merge eon PME 
used, or it may be connected with a cooking circuit in such a way — — 
that current is diverted from one to the other as required, keeping Fic, 8.—TAYLOR PATENT SPIRAL SELF-CzNrRING CRUCK 
the load constant. Suppliers, therefore, may justly be asked to with Four Jaws. 
charge even less than 1d. per unit thus used for heating water. As | 
regards the performance of the apparatus from the consumer's | 
point of view, the 200-watt size heats 25 gallons of water per day more efficient for very heavy work on round bars that are practically 
from 50? to 110* F., a larger quantity to a lower temperature, or a true, such as drawn steel, because the tendency of the bar under & 
smaller quantity—9 gallons—to boiling point, according to the heavy cut in a three-jaw chuck is to wedge itself sideways between 
mixture effected by the valve. Greater quantities can be drawn off the jaws, putting great stress upon them and looseniog the grip. 
in one day, up to a maximum of about 37 gallons at 110° or The four-jaw chuck is free from these objections, and has an equally 
14 gallons at boiling point; but then the quantity available next firm initial grip. 
day will be correspondingly reduced. The heater can give ite 
full output after one day’s continuous storage of energy. Owing to 
the system of lagging adopted, an efficiency of over 90 per cent. is 
claimed. with an average wait of 8 hours bstween draw-offs. The 
200-watt (No.1) Therol heater measures about 2 ft. each way; 


other sizes are in course of preparation. 
On a schedule of £1 per Kilowatt per quarter plus 3d. per unit— A SIMPLE METHOD OF LOADING A 
а scoale actually quoted by a number of stations—the cost of energy TR ANSFORMER. 


would average 0 61d. per unit, or a total of £4 93. 1d. per annum 
Уз <5 gallons of hot water per day, and this is said to be equiva- 
ent to gas at 3s. per thousand cubic feet. The “ Therol " system is : 3 
described in admirably compiled pamphlets issued by the GUIDARE, BeveraL methods of testing transformers under full e ol 
and is worthy of the close attention of station managers. ditions, without the use of load resistances or the expen but 
the energy corresponding to the full-load output, are in 09 > 
most of them involve the use of a second similar transformer, © 
D. G. Enelosed Arc Lamp. at least of some form of auxiliary transformer. It is, Lodi 
possible, as is pointed out by Dr. Benischke in E. & M. for July ic 
Messrs. DRAKE & GonHaM, Lro., of 66, Victoria Street, B.W., to test a single transformer in this differential way without the 
are placing on the market а sinele-enclosure lamp of their own of auxiliary apparatus, provided that one of the windings 082 in 
registered design, as shown in fig. 7. This is of the shuntless type, split up into two approximately equal parts. This can be не 
fitted with a patented device to prevent the lamp burning out of most transformers without trouble; If the two parts have exactly 
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equal numbers of turns, and are connected together at both ends 
in such a way that their induced voltages oppose one another, they 
will each set up the normal voltage, but no current will circulate 
in them. If, however, one number of turns is slightly in excess of 
the other, a current will circulate round the closed circuit, of suffi- 
cient amount to dissipate this excess voltage by combined resist- 
ance and inductive drop. The necessary excess of voltage required 
to cause the normal fall load current to circulate can be readily 
obtained by winding a few additional turns on one of the limbs or 
on the yokes, or, if tappings are available, a few of the turns of one 
limb can be omitted. B 
The connections are shown diagrammatically in fig. 1l. The 
number of auxiliary turns should be sufficient to give a voltage 
equal to the short-circuit voltage of the transformer, and then the 
correct full load current з, wiil oirculate in the secondary. At the 


2 Winding 


Fia. 1. 


same time, since the normal supply voltage will be applied to the 
prímary, the transformer will be working under normal flux con- 
ditions. The whole of the losses, and only the losses, are supplied 
through the primary, so that its current is, of course, low, and 
depends only on the amount of the losses in copper and iron, and 
on the leakage flux of the transformers. The conditions during the 
test are, therefore, not Ше normal full load ones, since the primary 
copper losses are practically those corresponding to the no load 
instead of the fall load current. This detracts from the value of 
the method for temperature testa The slight extra loss in the 
auxiliary turns is not usually appreciable. The method is applicable 
to both single-phase and multiphase transformers. 


EARTHING THE “NEUTRAL” OF THREE- 
WIRE SYSTEMS. 


[COMMUNICATED. | 


THE question concerning the extent to which the middle 
wire of a three-wire system should be earthed has been much 
discussed, and very different opinions on the matter are still 
prevalent. There can be little doubt that the main should 
be earthed to some extent, but beyond this bare principle there 
are many alternatives and difficulties. The Board of Trade 
regulations in this country are that the middle wire of every 
three-wire system shall be earthed at the generating station 
and efficiently insulated over the rest of ita length. As ig 


shown below, either such earthing, or complete earthing, | 


over the whole length of the main is necessary. If the earth 
at the generating station be through an appreciable resist- 
ance, as is advisable for reasons mentioned later, this earth 
should be the only one on the main, which should 
be carefully insulated at all other pointe. If, how- 
ever, a very low resistance earth be preferred, 
then the main should be earthed throughout its length, 
a number of local earths being undesirable. A permanent 
very low resistance earth is open to objections, and below is 
mentioned a system of earthing which combines the advan- 
tages of dead earthing and of earthing through resist- 
ance, providing due care be taken to maintain the insulation 
of the neutral conductor. 

The main object of earthing the neutral is to prevent the 
negative outer oonductor from gradually aseuming earth 
potential by electric oamosis, and so forcing the positive 
outer to 400 or 500 volts above earth. Not only would the 
insulation be unduly strained in the latter eventuality, but 
also the B. of T. regulation, that no part of a three-wire 
lighting system shall be more than 250 volts above earth, 
would be violated. It is, however, to.be noted in passing 
that the St. Pancras three-wire system ran for about 13 
years with an unearthed neutral to which no fire or accident 
of any sort was attributable. The B.of T..has since 
insisted on its regnlations in the matter being observed in 
this, the only notable instance of their disregard of which 


Ld 1 


the writer is aware. 


The middle wire of a three-wire system should never be 
capable of other than intentional interruption—.e., a switch 


should be placed at the central station or sub-station to 
allow of the disconnecting of the neutral from earth for 


testing purposes, but it should be impossible for the middle 
wire circuit to be opened at any part of ita length by fuses or 
cut-outs (thongh in certain cases these may be used and 
shunted by resistances which provide alternative paths on . 
the operation of the fuse or circuit breaker). Further, the 
middle wires of various distributing sections of feeder should 
be thoroughly interconnected, the outer mains being isolated, 
section to section, in the usual way. The necessity for the 
observance of these rules will be readily understood. The 
middle wire of a three-wire system is а “ balancing con- 
ductor, and any interruption of its continuity will allow the 
pressure balance of the system to be disturbed unless (which 
rarely happens) the load on the two sides is equal. Though 
complete interruption of the middle wire or the occurrence 
of any very heavy current flow through it, such 
as would be caused by a fault on either of the outers, 
is undesirable on the above grounds, yet, allowing the 
heavy current to flow uninterruptedly till the fault is 
isolated, is liable to cause serious damage to the cable sheath 
and insulation near the point of entrance of the current. 
Hence the most satisfactory form of earth connection, where 
the middle wire is well insulated except at the station earth- 
ing point, is that shown in fig. 1. А suitable resistance, 
usually a bank of lamps in parallel, capable of carrying 10 
to 15 amperes at the normal pressure between either outer 
and the neutral, is shunted across a fuse and switch as 
+ 


FEEDERS 


NEUTRAL FEEDERS 


shown. The fuse F may, in such a case, be of 50 amperes 
capacity ; the switch 8 is necessary to enable safe renewal of 
the fuse; an isolation switch should be provided for use 
when testing the neutral. | 

‚ On the occurrence of a fault to earth on either outer, the 
current via FS rises, and, on its exceeding 50 amperes, 
F blows. The current flowing is then diverted via L, being 
thereby so reduced as to avert what might possibly have 
resulted in a station shut down and, at any rate, minimising 
the damage due to the fault. The damage done is, of 
course, considerably greater than it would be were the 
neutral entirely disconnected by the opening of r, but 
the advantage of retaining an earth connection, though 
of higher resistance than initially, is as follows: Directly 
the fault is removed by the opening ot the fuse, cut-out or 
switch controlling it, the middle wire, being still earthed, 
will almost restore the normal potential and potential 
difference conditions. Otherwise, the entire disconnection 
of the neutral by the failure of F would permit the fu 
normal P.D. between the outers (400 to 500 volte) to exis 
between the sound “outer” and earth after the isolation of 
the fault and pending the replacement of r. By employing 
such a shurt path L, greater convenience of working is 
obtained. Intermittent faults constitute a great nuisance if 
their occurrence always invelves the manual replacement of 
a switch before the middle wire can again become fully 
operative as а balancer. In the latter case, а heavier cut- 
out current would have to be allowed than in the arrange- 
ment of бр. 1, to prevent too, frequent operation of the 
safety devices. Owing to the detrimental effect of heavy 
earth currents, this is a serious disadvantage. It may some- 
imes be advisable to insert quite a small resistance r in 
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series with both branches (L and F, в), but in general the 
©“ dead " earth via F, 8 is preferable for normal working, L 
being cut in automatically should the earth current assume 
values likely to damage the cable sheathing, &c., at the 
point of its inflow. "The total resistance of the path r, F, 8 
to € should not exceed 14 to 2 ohms. 

Where three-core concentric cables are employed, the 
outer being, of course, the neutral,it is usual to earth the 
station end of the middle wire as above, thoroughly main- 


taining its insulation at all other points. As an alternative 


it has been recommended to lay the cable with the outer 
conductor, covered with a lead sheath, to protect the copper 
from corrosion, but in direct electrical contact with the 
earth throughout its length (either literally, or in effect, by 
very frequent bonding). 

The only objection to this course is the possibility of very 
heavy earth currents flowing on the occurrence of a fault on 
the outers, the heavy current damaging both the cables 
between which it flows, as well as any other cable near. 

Where metal-sheathed cables are employed, they should be 
thoroughly inter-bonded, and bonded to water pipes at 
frequent intervals, so as to ensure metallic paths between all 
possible failures of insulation. 

In this way the prolonged flow of small * fault ” currente, 
 eapable of doing a deal of damage before their detection, is 
avoided. All faults, as a result of the metallic paths between 
them, develop into “ clean," easily-localised breakdowns. 

If the middle wire be insulated at all, it must be insulated 
thoroughly. Otherwise, owing to the earthing resistance 7 
at the station (if any), and the resistance of the cable itself 
between the station and any partioular fault, the potential of 
the neutral at faulty spots in its insulation will be above 
cee of the earth, aud hence earth currente will flow from 
them. 

This statement only holds absolutely if the current in the 
middle wire is the same at every point; local equalising 
currents may set up potential gradients more or less accent- 
uating or annulling the P.D. produced, as above ; in general, 
8 P.D. + or — will exist at every fault on the neutral main, 
and hence leakage currents will flow. These leakage currente, 
besides the electrolytic damage they cause, have been known 
to char, and even fire, the insulation, and melt the sheath- 
ing. Again, between two such faults in the neutral 
insulation, leakage currents may flow, the available P.D. 
being the net voltage drop in the intermediate length of 
cable, aud the path frequently taken by the current being the 
sheaths of adjacent cables. Electrolytic, or worse, damage 
again ensues. 

The extreme importance of thoroughly insulating the 
middle wire and of bonding all sheathed cables together and 
to earth at close intervals cannot be too strongly insisted on. 

If the middle wire is not thoroughly insulated through- 


out, except at the station earthing point, it should be 


nowhere insulated, being laid bare and completely earthed ; 
the objection to this course has been given. 

A “short” or very heavy load on one side of a three- 
wire system tends to raise the pressure across the other side, 
and to minimise this tendency the third wire should have as 
low a resistance as possible. This is secured, with minimum 
expenditure of copper, by solidly inter-connecting’ the third 
wires of all distributing sections. This will in any case be 
performed, to some extent, by the earth itself, but a definite 
metallic connection gives the lowest resistance. 

However tow the current in the middle wire may appear 
at the station as read by a (fig. 1), this current varies from 
point to point along the neutral, and some sections of the 
conductor may temporarily carry very heavy equalising 
currents. Гог this reason no part of the neutral should be 
fitted with fuses, and it is a good plan, desirable also for 
other reasons, to fit al! the consumers’ switches and fuses 
on the outer mains, leaving the neutral quite clear, and 
hence always at, or only a few volts above, earth potential. 

The middle wire insulation should be very frequently 


tested, and must be kept at a high value for the reasons . 


already cited. Where this main is. intentionally earthed at 
the station, there is a great tendency to ignore this precau- 
tion, all faulte and the damage due to them being, in con- 

wenoe, rapidly aggravated. ^ Besides the deleterious 
effects of such faults as regards electrolysis and heating, 
* they inevitably lead to attraction or repulsion of moisture by 


electric osmosis. In the first case, the fault is aggravated: 


in the second, weak spots in adjacent cables ere fed with 
moisture. Concentric cables with neutral outers are, on 
developing a fault in the latter, protected from the rapid 
formation of faults to the inner cores by osmotic repulsion 
of moisture from the second conductor, which is usually 
made the positive outer” for this reason. 

Owing to the very variable magnitude of the “ neutral“ 
current, any ammeter used in this conductor, and such is 
highly desirable as indicating the state of balance of the 
system and the existence of faults on the outers, must be 
of wide range. To secure this conveniently and with reason- 
able accuracy throughout the scale, A shculd be a low current 


instrument shunted across a universal shunt of suitable 


ranges. The instrument is normally left across the lowest 
resistance shunt for gafety. 

Calculations regarding Neutral Earthing Condtctors.— 
The chief of these concern (a) the cross-rection to be allowed 
in the earth wires; (ö) the resistance to be included in the 
earth circuit. 

(a) Cross-Section of Earth Conduciors.—This area is 
naturally proportioned to the maximum current that is likely 
to flow. Assuming this current on a liberal basis a section 
of not less than 0:00155 sq. in. (1 mm?) should be allowed 
per 10 amperes to be carried. This, the v. D. E. rule, corres- 
ponds to a current density of 6,460 amperes per №. in. 
which is permissible only if the currents producing it are 
very intermittent and far above the normal. A minimum 
section of 00248 sq. in. (16 mm?) should be used in any 
case. On the above basis, this euffices for maximum earth 
currents up to 160 amperes, The earth wire must be pro 
tected against mechanical and chemical injury, and is con- 
nected to a suitable earth plate or grid of any recognised 
design, fize and method of installation. 

(b) Resistance to be included in the Earth Circuit—The 
desirability of some resistance in the earthing circuit, even 
though, in some cases, it may canse greater damage at a fault 
than would occur were the middle wire completely diecon- 
nected by the blowing of the fuse, has already been explained. 
The magnitude of the allowable earthing resistance is not 
specified by the B. of T. regulations, but it is generally con- 
venient to employ a permanent resistance r (fig. 1) of 14 to 
2 ohms in addition to any greater resistance which may be 
arranged to come into circuit on tke blowing of a fus 
(see fig. 1). The exact magnitude of the latter emergency 
resistance cannot be specified here. Rough proposals 
regarding it have already been made. The higher it ir, 
the less will be the damage done at and near the fault after 
the opening of the direct earthing path r, s—the employ- 
ment of a considerable resistance prevents any possibility (f 


the damaged section being exposed to excessive currents 
before isolation or during localisation. Too high a resistance 
is, however, undesirable as detracting from the potentia 
balancing effect of the neutral on the occurrence of a fault 
(see Table I). The design of the earthing resistance 8 
regards temperature rise will seldom cffer difficulties owing 
to the extreme intermittence of its service. As already 
mentioned, a bank of lamps grouped in parallel to carry 
10-20 amperes at half the voltage between outers, forms 8 
suitable and conveniently erected resistance. The fact thst 
such a resistance automatically announces its coming into 
circuit, is of minor importance, other signals of a breakdown 
on an outer not being wanting. 

The exact magnitude of the permanent resistance r in the 
earth circuit (fig. 1) is of considerable importance, since this 
determines by how much the neutral conductor exceeds eart 
potential under normal conditions. To determine the 
potentials of the various conductors of a three-wire syste, 
the following method máy be used. Referring to fig. ^ 
let— 


t 


POTENTIAL ABOVE EARTH-VOLTS 


. - 
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р = resistance of faults from the positive onter 
to earth; 
== resistance óf neutral earthing circuit ; 
n == resistance of faults from the negative outer 


to earth. 
Farther, let р.р. between outers = 2 v, and the potential 
ofn =v. Then— 
2 v＋T о 
6 И 
р p ; 
Cm = М + E ene ево eee eee (1) 
ps | 
Cn == SA 


n | 
and, by Kirchoff's network laws, the algebraic sum of these 
three currents must always equal zero, 1.e.— 


2 V TU 4 X p + a — 0, eee eee (2) 
p m n 


a relationship which gives v; v, р, m and n being known. 
As a particular example is assumed a three-wire system, 
with 460 volta between the outers, a fault of 40 ohms on the 


positive, and of 35 ohms on the negative outer (exceptional, 


B-WIR& GYSTEM-460 VOLTS OUTERS 
ASSUMING + FAULT 40 OHMS 
= FAULT, 36 OHMS 


40 eo 980 100 
.-£ARTHING RESISTANCE – OHMS - Ae 


Fia. 3. 


of course). These faulte are assumed constant, bnt the 
effective resistance in the earthing wire (= r + all contact 
and conductor resistances) is assumed to vary from 0 to 120 
ohms, the potential and earth current distribution then being 
as in the following Table, these values being calculated from 
equations (1) and (2) :— 


r с 4 t 
Ohms. | volta. кре i. } amperes. | | oe ain 09 
| 
о | —23000| 656 ооо ` 6810 +230 0 | 575 
5 | —99676 | 648 ' + 324 0648 | +23351 582 
10 | —22450 642 + 550,0550 | +2350| 588° 
20 | —922200 | 6345 | + 800: 0400 72370 592 
30 | —22000 | 629 | +1000 0330 | +2400] 6-00 
50 218 80 625 +1190 0224 | 42410 | 602 
70 | —21800 | 623 | 41200 0171 | 42420 | 6°05 
90 | —21730 | 620 | +1270 0141 | 42427 | 607 
120 | —21650 | 619 | +13°60 01125 | +2435) 6:09 
o | —21450| 613 6:13 


- 


+1550. Nil | +245'5 
| 


It will be seen that the higher r the higher the potential 
of the neutral above earth, and hence the greater the 
tendency to electrolytic and other damage via faults on the 
neutral as already explained. Also, the higher r the greater 
the strain placed on the less faulty outer, and as a conse- 
quence the greater the leakage current from the latter. 
This usually resulta in rapid aggravation of the fault till it 
becomes worse than that on the otherouter: the latter fault 
then becomes subject to increase, and the net result is a 
rapid extension of both feults if not immediately isolated. 

. This tendency is the greater, the greater r, hence it is that 
the latter is only a few ohms as a rule: 1} to 2 ohms 


suffices for the permanent resistance (r + leads) and — — 


to 
20 
(fig. 1), where v = half voltage between outers. 
In figs. 3 and 4 are represented graphically the results of 


the table, The remarks already made concerning the effect 


ohms being suitable for the emergency resistance 
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of rising r are excellently illustrated by these curves. The 
tendency of the potential of the neutral and the leakage 
currents from the outers to become asymptotic to lines 
representing their values when r = o, is clearly shown. 


ve 


AMPERES—C, 2. o, 


AMPERES—C,, 


50 90' 100 
EARTH RESIGTANCE P OHMS 


Fra. 4. 


It is evident that, once r exceeds quite small values, in- 
creasing it further has little effect on the probable deleterious 
effects ensuing. 


BUSINESS NOTES. 


Busy Installation Contractors.—The following very 
imposing list of installations represents work which, with other 
smaller contracts, is at present engaging the attention of Мұвввв. 
Юоколн WaTsSON & Co. :— | 


fittings and ref ting plant. 
Ovingdean Hall, Sussex.—Complete plant, direct-coupled petroleum set, 


wiring and fittings. 
The Oaks, Sunningdale, Berks, for Mr. H. Batty-Smith.—Complete plant, 


wiring and fittings. 

* Charters," Ascot. — Complete plant, including direct-coupled set, storage 
battery, wiring and fittings. 

puan neaei School, Sunningdale, Ascot.— Wiring and fittings, underground 
cables. 

Ashurst Lodge, Sunninghill, Berks, for General Blundell.—Wirlng, fittings 
and underground cable. ? 

* Gilmuire," South Ascot, for Hon. Lady Ponsonby.— Electric light wiring, 
fittings &nd underground cable. 

Large showroom and warehouse in London Wall.—Wiring, httings and 
transformers. 

Large block of mansions in Maida Vale.—Complete wiring. | 

Large manufacturing works in Northampton.—Electric installation in 
connection with suction gas plant, switchboard and accessories. 

Manor House, Haslemere, —Heconstructing installation, wiring and fittings. 

St. Mark's Church, Hamilton Terrace.—Re-wiring and fittings. 

97, Hamilfon Terrace.—Wiring and fittings. 

Croiton Lodge, Orpington, Kent.~ New storage battery, general overhauling 
of installation. 

62, Finchley Road.—Electric light fittings, storage battery and plant. 

New building, 180, New Bond Street.—Complete wiring throughout. 

New Radium Institute.—Electrio lighting and bells, | 


Trade Announcements. — Tue New BROTHERTON 
ToBE Oo., Lrp., of Excelsior Worker, Commercial Road, Wolver- 
hampton, inform usthat, by licence from the Board of Trade, they have 
altered the style of their firm to that of “ Brotherton Tubes and 
Conduits, Ltd.,“ which name has been duly registered with the 
Registrar of Joint Stock Companies. The trade are requested to 
take note of the alteration for future correspondence and 
business. 

Mzssns. TETLEY & Co., of Salford, have appointed Mr. В. 
Mansel Joues, of 7 and 8, Western Mail Chambers, Cardiff, and 
63, Wind Street, Swansea, as their sole representative for Cardiff 
and South Wales; a stock of their stan manufactures will be 
held at each деро“. ; 

Mzssns. J. & H. GagvENER have appointed Mr. Sandys Ball, of 
Monte Rosa, St. Leonards-on-Sea, as their representative for the 
South Coast. | 


Book Notices.—“ Science Abstracts.“ Sections A and 
B. Vol. XII. Part 8. London: E. & F. N. Spon, Ltd. 1909. 
Price 18. 6d. each section. | 

“ Proceedings of the American Society of Civil Engineers.” 
Vol. XXXV. No.6. New York: The Society. 1909. 

"Analyse des Métaux par Electrolyse.” By A. Hollard and 
L. Bertiaux. Paris: H. Dunod & E. Pinat. 1909. Price 9 fr. 50. 

" Calendar of the Municipal School of Technology, Manchester." 
Session 1909-10. Manchester: Guardian Printing Works. 
Price 6d. 

“ British Trade in Oanada.” Hints to Manufacturers and Com- 
mercial Travellers.—Published by the ' Canada" Newspaper Co., 
Ltd., 34-35, Norfolk Street, Strand, London, W.C, Price 1s. net. 
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American Electrical Factories.—The course electrical 
trade is teking in the States may be gathered from the following 
remarks of our contemporary, the Electrical World, concerning the 
business of two of the largest electrical manufacturing under- 
takings there :— | А 

“The entire force of the Westinghouse Electric and Manufactur- 
ing Co. at East Pittsburg was placed on full time last week, and is 
now working 10 hours a day.. Heretofore & majority of the work- 
men were employed only eight hours, A representative of the 
company states that at the present time there are between 10,000 
and 11,000 men on the pay-rolls, as compared with 6,000 at the low 
point last year. The gross business is now running at about 
$2,500,000 per month, or $30,000,000 per year. During July the business 
was $3,000,000, but this is recognised as being above the average. The 
foreign éompanies are also making excellent returns. In connection 
with this increased business, there has been a renewal of the talk 
ofthe early resumption of dividends. It is reported that the pay- 
ment of the back dividends accrued on the preferred stock may be 
made in October, and that a 5 per cent. dividend on the assenting 
stock may be paid early in 1910. When the reorganisation plan 
was under discussion, those who took the assenting stock at par 
were assured that dividends would be paid at the earliest possible 
moment. EE 

" Officials of the General Electric Co. report that business is 
slowly improving, but that as yet the majority of orders are for 
small machinery rather than for beavier apparatus. Manufacturing 
plants all over the country are considering the introduction of 
electrically driven machines, and many inquiries are being made, 
and many specifications being considered, in this direction. The 
demand for domestic appliances is said to be constantly on the 
increase.” 


Protection of Ely Cathedral.— Lightning conductor® 
were first fitted to Ely Cathedral about the year 1859 to the speci” 
fication of Sir William Snow Harris, F.R.S., adviser on lightning 
conductors to the Crown, but doubts were entertained as to whether 
these were still in an efficient condition. Mr. Alfred Hands, 
F. R. Met. S., author of Lightning and the Churches,” was there- 
fore instructed by the Dean and Chapter to make tests and report 
as to the advisability of adopting more modern methods. Snow 
Harris's conductors, formed of short copper tubes screwed together, 
proved to be so defective that it has been found necessary to install 
an entirely new system of copper tapes. This comprises two con- 
ductors on the western tower with branches from tbe flagstaff and 
four turrets, two from the towers over St. Catherine's Chapel, and 
four from the eastern or lantern tower, as well aa from the nave, 
choir, transepts and lady chapel. The system has been arranged 
so as to be scarcely noticeable, and does not detract from the 
appearance of the Cathedral, and the work has been carried out by 
Mzssns. J. W. Gray & Bon, of 91, Leadenhall Street, London, E.C., 
under Mr. Hands's direction. 


* Lea" Recorders.—Among recent orders booked by 
the LEA RzcoBDEBR Co, of Manchester, for these recorders 
are the following:—Tne Electrical Consumers’ Oo., Treforest, 
and the British Westinghouse Electric and Manufacturing 
Oo., for the Buenos Ayres and Pacific Railway Co., recorders for 
measuring steam consumption; the Worthington Pamp Oo., for 
Birmingham Corporation, recorder for measuring condensing 
water; Messrs. Davis Perrett, Ltd., for the Central Electric Supply 
Co., repeat order for recorders for measuriog steam consumption ; 
also J. G. White & Co., for South America, for measuring boiler feed 
water; East Rand Proprietary Mines, South Africa, two more 
apparatus; also for Messrs. Babcock & Wilcox, and others. 


Catalogues and Lists.—TuHr Dowsinc RaprANT HEAT 
Co, Ітр, 24, Budge Row, Cannon Street, E.C.—Twenty-six page 
illustrated catalogue of their electro-medical appliances, including 
" Solarium" or electric sun bath, constant, faradic and ainusoidal 
current apparatus, hydro-electric chairs, electrical vibration 
apparatus, high frequency apparatu‘, and luminous radiators, 

Тнк MipLAND ENGINEERING Co., LTD., 2, Victoria Square, Bir- 
mingham.— Folding circular containing a description, with sectional 
diagram, of the ''Zylba" patent double-acting air pump, without 
foot or bucket valves. | 

Messrs Vick RS, Sons & Maxtm, Lrp, 32, Victoria Street, 
S.W.—Illustrated pamphlets describing the Vickers one-lock 
adjustable reamer and the operations connected therewith. 

ScHIBBSTEINER METALLWERK G. m. b. H., Schwernistr, 3, Berlin 
W. 57.—Leaflets giving particulars of their automatic flashing 
switch, and motor-driven switch · gear in various sizes, for controlling 
electrically lighted signs. 

Tue Lea RR CORD ER Co., 28, Deanszate, Manchester.— Leaflet 
“2” relating to the Lea recorder for the measurement of water 
over weirs or through the V-notch. 

Mrssss. E. S. HINDLEY & Sons, 11, Queen Victoria Street, E.O. 
Catalogue No. 330 dealing with the firm's high-speed vertical gas 
engines, and euperseding previous lists. This catalogue is ап 
excellent production, containing a specification and particulare of 
the essential features of the firm's gas engine productions, which 
are illustrated in siz2s from the 12 B n P. single-cylinder engine to 
the 225 n H.P. віх cylinder engine. The constructive details of 
these engines include special features in cylinder design, ignition 
and governing; intercbangeability has been carefully studied, and 
the makers emphasise the advantages of the type for export pur- 
pos в, the net weight being only some 1 cwt. per nH.P. The 
engines are especially designed for direct coupling to electric 
generators. | 

Tug Fortuna Macine Co, Ltp, Deacon: Street, Leicester.— 
Leatlet relating to patent automatic hoisting winches for raising and 
lowering electric эг: lamps, &>. 


Messrs. Donovan & Co., Barwick Street, Birmingham.—Special 
net trade price list of a variety of electrical accessories, fittings, 
bells, blocks, cables, switches, conduits, and so forth; aleo a fully 
illustrated and priced circular of porcelain and brownware 
insalators. | 

Mrssns. Евітн'в EmcGiNEERING Co, Lrp., 70, Gracechurch 
Street, E.C.—Illustrated leaflet, No. 193, relating to the Erith 
grateless underfeed stoker. A working chart shows the load fluc- 
tuations in the electric traction steam plant which operates the 
St. Olair tunnel electric trains. The two large boilers with Erith's 
grateless stokers are shown to keep a practically constant steam 
pressure, although the load ranges in only 14 minutes, 
between a merely nominal load and a peak load of 1,700 xw., and 
down to nominal load again; it is claimed that with this system 
both fuel and air simultaneously and automatically respond to 
variations of load. 

Mess. ALLEY & MacLELLAN, LTD., Sentinel Works, Polmadie, 
Glasgow.—New catalogue (No. 24 E) of 40 pages wherein they give 
full descriptive notes with excellent half-tone and line diagrams 
of the Sentinel Junior engines for electrical and other service. 
Tabular, price and other particulars are also given of boilers, 
dynamos and piping for working with same, in order to enable the 
purchaser to easily ascertain the cost of a complete plaut 
delivered on site. Other plant shown in the catalogue includes 
air compressors, steam-motor wagons, steering gears, hoisting 
machinery, and valves and fittings. i 

Tas SUR Exveorgroat Oo., Lrp., 118-120, Oharing Cross Road, 
W.C.—New 50-page catalogue very fully particularising, with a 


large number of illustrations, their Kalkos" tinned-tube wiring 


system. A large number of new fittings and appliances have been 
added which are intended to render the system more complete, 
and its application still wider, than it already was. Iu mauy cases 
considerable reductions have been effected in prices of both tubes 
and fittings, Wiring contractors and others interested in wiring 
systems should find the catalogue of service. 

Union ErECTRIO Co., Lrp., Park Street, Southwark, B.E.— 
Advance copy of a well-illustrated brochure of 16 pages, containing 
views of a number of high and low-tension switchboards recently 
manufactured by them. 

Тнв LAHMEYER ELECTBICAL Co. Lro., 109-111, New Oxford 
Street, London, W.C.—T wo new illustrated lists: one (No. 7,014) 
describing their latest type of high-speed motor for large outputs, 
with the windings specially insulated in accordance with the 
mining regulations. The company also supply motors with vertical 
shafte for all outputs and voltages in commercial use, and specially 
suited for modern shaft-sinkiug pumps in mines. The other list 
(No. 7,087) describes their single and three-phase oil-immersed 
transformers, showing a pumber of their most recent installations 
of the latest type, and summing up their advantages. We have 
also received from this company a 24-pp. catalogue in stiff red 
covers in which they give a great deal of tabulated data (sizes, 
weights, resistances, &c) with prices, of vulcanised india - rubber 
wires and cables, flexible wires, overhead wires, cko., of the Felten 
and Guilleaume-Lahmeyerwerke A G., whose works the reader finds, 
have an annual production of 120,000 tons, employ 6,500 hands, 
have equipment which comprises engines of 7,500 E. F., and are 
fitted for the testing of cables up to 60,000 volte. : 

Mzssms. S. H. Heywoop & Co. Lro., Reddish, Stockport.— 
Folding card illustrating and describing an electric overhead 
travelling crane of unusually wide span that they have recently 
built. | 

А large and effective wall show сата presumably intended for shop 
windows or walls has been issued to inform the metal-filament lamp- 
using public that the Aegma lights the world. It depicts a writer 
‘who has been moved by this great thought, sitting before a remark- 
ably tidy desk with a lighted ‘‘ Aegma above his head shedding its 
rays upon a revolving globe. He is writing on А light subject,” 
but what he is putting down no one but a compositor could make 
ont ! 

Mrssas. CHARLES Price & Son, Broadheath, near Manchester. 
—Catalogue (No. 3) of 20 pages devoted to paraffin, petrol and 
other engines petrol, electric lighting sets, And so on. An accom- 
panying tabulated list gives prices, code - words, shipping 
dimensions, &c. The firm have on order at the present moment, 
paraffin and petrol engines of 1, 2 and 4-cylinder types for lighting 
purposes, for South Africa, South America, Siam, Holland, Sweden, 
and for the home markets. | 

THE Lancpon-Daviss Moron Co, Lro, Southwark Works, 
Deverell Street, S. E.—Pamphlet containing, in addition to liste of 
the firm's standard D c. and a.C. (one, two and three-phase) motors, 
a few useful tables of mechanical data. One gives power equiva- 
lents in watts, horse-power, forces de cheval, and kilogrammetres per 
minute (the words per minute" should be added in the fourth 
column heading). 


Works in America.—The following statement appears 
in the daily Press:—''In view of the extent to which they find 
their trade in balata aud other beltings with the United States 
handicapped by the high tariff, the directors of R. and J. Dick, 
Ltp, of Glasgow, have decided to establish a factory in that 
country. The matter has been the subject of prolonged considera- 
tion, but as no way out of the difficulty could be found, the decision 
mentioned was arrived at. A number of the directors left Liver- 
pool on Saturday for America to select a site, and to decide whether 
the factory shall be built on American or British lines." 


The Silvertown Company.—A number of the daily 
papers have published statements to the effect that the Invu- 
RouBBEB, GuTTA-PERCHA AND TELEGRAPH Worke Co, LTD., were 
going to remove their works from the borough of West Ham, owing 
to the heavy rating. It is, of cousse, a fact that the company pays 
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an unconscionably heavy sum every year in rates without having a 
voice on the Oouncil ss to the conduct of the municipal affairs, but 
the statement of removal seems to go a little too far. The com- 
ny is not leaving West Ham, but it is not extending there. For 
nereased manufacturing facilities that are required by the com- 
pany, the directors propose to erect a factory in the provinces, and 
a Midland centre may be selected, but nothing definite appears to 
bave been decided. | 7 


Bankruptey Proceedings.—E. A. BRANDON.— The 
creditors of Ernest Austin Bran don, mechanical and electrical 
agent and factor, trading at 33, Devonshire Chambers, Bishopsgate 
Street, E. O., under the style of E A. Brandon & Oo., met on 
Wednesday last week at the London Bankruptcy Court. The 
Official Heceiver reported that the debtor had stated that he com- 
menced business in January, 1906, with £50 cash capital, at 55, 
Barbican, E C. He removed to Devonshire Chambers in June, 
1907, and had since traded there under the same style, also in a 
small way as the Atlas Engineering Co. The failure wae ascribed 
to lack of capital and bad trade. A statement of affairs was 
lodged, showing unsecured debts £1,137, and fully secured debts 
£839, the assets being valued at £5 11s. 8d. In the absence of any 
Offer the case was left in the bands of the Official Receiver to be 
wound up in tbe ordinary course of bankruptcy. Appended is a 
list of the principal credjtors :— i 


Armorduct Mfg. Co. .. £68 W. Richards & Bon .. Sa . . £16 
Oswald Carr .. à "T .. 94 Віоап Electrica! Co. E ,. 89 
City Glass Co. m" ае 229 John Spencer, Ltd. .. sa .. 64 
- T. W. Dickson RS .. 22 International Elec. Со. .. .. 88 
Electrical Co. .. Vis .. B9 Tubes, Ltd. Ps T .. 107 
Enright & Thompson 8 .. 88 Lloyd, Richardson & Co. .. 00 
Foster Aro Lamp and Eng. Co... 10 E. P. Allen & Co. s .. 10 
Gilbert Gilkes & Co. ee .. 14 | Alice E. Barnes id 22 .. 42 
J. & H. Grevener dis .. 14 J. Macgregor .. "n is .. 82 
Hobbs, ‘Hart & Co. .. e ». -88 E. E. Patiend.. ка 995 .. 48 
F. Krasa & Co. ie a - Ш J. Buckingham TEE .. 18 
London Sherardising Co. .. .. 42 W. H. Nicholls & Son as .. 18 
Ercole Marelli & Co. A .. 69 Fully secured creditors .. .. 889 
Morris-Hawkins, Ltd. pc 9 45 Preferential creditors .. . . 14 


Rhodes Motors, Ltd. .. 40 


HERBERT J. Burnett, electrical engineer and contractor, 16, 
Regent Street, Rugby, and Coventry.—A receiving order has been 
made on debtor's own petition at Coventry. 


“ Yictoria” Turbo Pumps.—MrssRs. WILLANS AND 
Rosson, Lrp., have recently taken up the manufacture of centri- 
fuga! pumps, for dealing both with high and low lifts, and have at 
the present time some 12 pumps under construction. We under- 
stand that a series of tests has recently been completed on one of 
these pumps, which has shown that the high efficiency estimated by 
the designer (Mr. Jens Orten-Boving) has been fully realised in prac- 
tice. The pumps in question are of a particularly simple design, and 
are being built with a view to requiring the minimum amount of 
attention in working. In view of the large number of high lift 
sinking pumps imported into this country, it is felt that there is 
plenty of room for а well-built reliable British-made pump. 


LIGHTING and POWER NOTES. 


Aberdeen.—Mr. J. A. Bell, electrica! engineer to the 
Corporation, in his annual report, states that the year just com- 
pleted has been unique in the experience of the department, being 
the first since the start of the undertsking in which the unite gene- 
rated show a decrease on the preceding year. Due, however, to 
economies in distribution, &c. the output sold shows a small 
increase. This small increase in output is partly due to the general 
depression in trade, but it is principally the result of the installation 
of metallic-filament lamps by the present consumers. It is estimated 
that there are already on the mains some 25,000 metallic-filament 
lamps which have displaced the older type of carbon-filament lamp. 
Motors representing 408 н.р. have been coupled up since the last 
report. The output for private lighting consumers for the year 
was 14,024 unite, and for the power consumers 65,551 units in 
excess of the previous year. The total number of units sold for tbe 
year for all purposes amounted to 5,170,421, béing an increase of 
€6,385 over the preceding year. The Electricity Committee has 
agreed that a uniform rate of 31 1. per unit for lighting be fixed, 
with the alternative to consumers using over 5,000 units per half 
year to elect to be charged the same rate as at present, vis., 54d. 

unit for the first hour of maximum demand, and 13d. per unit 


for all subsequent demand. A flat rate of 14d. per unit for cooking 


and heating was also fixed. 


Australia.—The Sydney Council has invited tenders for 


the erection of an eight-cell refuse destructor at Pyrmont; steam 
placet will be installed, including Babcock & Wilcox boilers. 

The Sydney Electric Light Committee has decided to call for 
fresh tenders for turbine equipment. It will be remembered that 
Mr. Mackay, the engineer, protested against a proposal to install a 
4,000-x w. set at 1,500 B. P. M, with a view to saving in capital coat, 
on the ground tbat a lower-speed machine was preferable. 


Bentley (Doncaster).— A L.G.B. inquiry was held 
recently as to sanction to carry out a scheme of sewerage for 
Bentley colliery model village, Rostall, and also building 
estates up the Askern Road. The engineers—Messrs. D. Balfour 
and Son, of Newcastle-on- Tyne — fully explained that the 


sewage will be conveyed to a pumping station, where, after 
screening, it will be discharged into two separate tanks from which 
it will be pumped by centrifugal pumps worked by electric motors 
in duplicate. The pumps will be placed in an underground 
chamber adjacent to the storage tanks and worked by a spindle from 
the motors in the motor house to be built above ground. The 
motors will. be automatically started and stopped by floats. Each 
pump will be capsble of delivering 30,000 gallons per hour of 
sewage at the existing sewage disposal works. 


Brazil.—An electric driving plant is being installed at 
the mills of the Rio de Janeiro Flour Mills and Granaries, Ltd., 
and the concern has contracted with the Rio de Janeiro Light and 
Power Co, Ltd., for the supply of the necessary electric energy 
about 1,800 Н.Р. 


Brighouse.—The electricity supply was inaugurated 
at Brighouse on Monday. The old generating station in Hall 
Street, which has for a long time inadequately met the growing 
requirements of the district for electric light and power, has been 
superseded by the completion of the bulk supply arrangement with 
the Yorksbire Power Co., and distribution by the Corporation to 
its customers. The cost of the new transformer installation has 
been £2,950. i | 


Chile.—A company has lately been formed at Anto- 
fagasta, with a capital of £39,0C0 and the title La Companhia de 
Alumbrado y Fuerza Motriz Elèctrica do Antofagasta, to establish 
an electric generating station for lighting and power purposes in 
the town. 


Continental Notes.—Rvssta.—The Kharkov City 
authorities have applied for powers to contract a loan of about 
£633,000, bearing 5 per cent. interest. Among other things, it is 
proposed to devote £100,000 to electric tramway construction, and 
a further £50,000 to the building of a new electric station for 
lighting and power purposes. 

BicILy.— Two hydro-electric stations are in course of construction 
on the Cassibile, to the south of Syracu:e, and on the Alcantara, 
near Taormina. It is intended to link the two plants and to supply 
debis by electric transmission to the whole of the east coast of 

icily, from Messina to Syracuse, aud eventually to Ragusa. The 
length of this line will be about 220 km., and for the present it 
will be fed from the central stations of Cassibile and Alcantara, 
The requirements of the region are estimated at about 10,000 H.P. 
—viz., Catania, 5,000; Messins, 3,000; Syracuse, 1,500; and 
Taormina, 500. 

A farther project is on foot for the establishment of an electric 
power station on the River Simato capable of producing 10,000 н>. 
It ія calculated that the hydrologic oonditions of Sicily would 


. permit of the erection of hydraulic stations over the island capable 


of generating about 50,000 H.P., and it is thought that it would be 
possible to link such stations together, so as to embrace the whole 
island with the principal stations at Palermo, Messina, Catania 
and Syracuse.— Board of Trade Journal, 

GALICIA.— The municipal authorities of Tarnow have lately invited 
tenders for the establishment of a central electric lighting station 
in the town. 

Boueusya.—Tho municipal authorities of Rochlitz have recently 
ос on the establishment of à central electric lighting station 

the town. 


Dartford.—Mr. J. D. Pember, resident engineer, in 
issuing his report on the working of the Council's electricity under- 
taking, points out that the last ycar's working was the first in which 
a profit has resulted since the supply was commenced in 1901. 
Briefly, the revenue amounted to £8,230, as against £7,920 in 
1907-8 ; working expenses amounted to £5,405, being a reduction 
on the previous year, which is attributable mainly to a saving of 
nearly 3d. per unit on coal consumption, due to the use of improved 
farnaces. Including all financial charges, the total expenditure 
amounted to £8,173, leaving a net balance £57, as compared with a 
deficit of £1,145 in 1907-8. Mr, Pember's report shows that the 
output sold amounted to 904,999 units, being an increase of 68,797 
units, towards which power supply contributed 66,000 units. The 
tramways took some 13,000 fewer unite than in the previous year. 


Farnworth.—On Thursday last week the new extensions 
to the U.D.C. efectricity plant were officially opened. It will be 
remembered that on the advice of the engineer, Mr. R. B. Leach, 
the Council decided to purchase energy ia bulk from the 


` Lancashire Power Co., and to install suitable plant at its own 


generating station for dealing with this supply. The power 
company s supply is delivered as three-phase current at 10,000 volts 
and 50 cycles; thie is dealt with in two 300-H р. Westinghouse 
transformers, with a step-down ratio of 10,000/500 volte, and con- 
verted to direct current at 500 volts by two G. E. O. 270-kw. motor- 
generators running at 600 R р.м. The switchgear, both H. and L.T., 
bas been supplied by the Westinghouse Co. The Council has 
sureed to purchase a minimum of 400,000 units per annum from 
the company; the Council's output last year included 411,926 
units for traction, 89,354 for lighting, 222,416 for power, and 
55,672 for street lighting, making 779,368 units in all. At the 


вате time a Heenan & Froude refuse destructor, to deal with 45 


tons per working day, was officially opened. This plant is of the 
Heenan “front feed” type, combined with a Lancasbire boiler, 
regenerator, Green economiser, &c., and is estimated to be capable 
of generating some 400,000 units per annum in connection with the 
electrical undertaking. The boiler was supplied by Messrs. Mus- 
grave & Sons, Bolton, and is provided with Hopkinson fittings and 
a Foster superheater. о. 
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Fife.—The contractors for the Rosyth Naval Dockyard 
works—Messrs. Easton Gibb & Son—are to erect a private power 
station at Rosyth. An order has been placed with the National Gas 
Engine Co., Ltd., for four gas engines and suction gas plants with 
a maximum output of 1,100 B.H.P. Electric current is to be sup- 
ре at 500 to 550 volts to all the workshops on the site. Besides 
ighting, the electric power will be used on the oranes, in the 
machine shops and sawmill, and for pumping. It is estimated that 
the cost of energy will not exceed gd. per unit, including all 
standing and working charges. The intention at first was to get 
power from one of the large private companies in Fife. 


Little Lever.—The U.D.C.-has under consideration an 


application from the Lancashire Electric Power Co. for permission 
to supply electricity to several premises in the township by means 
of overhead wires along Booth Road and Market Street. 


London.— HACKNEY.—A pplication is to be made to the 
L. C. O. for sanction to borrow £3,650 to cover certain expenditure 
on cables for giving an increased supply in the Hackney Wick and 
other districts. The Electricity Committee is informed that 
Messrs. G. Ellis & Co. intend to install a further 200 нр, also 
that Messrs. Austin & Son are erecting a factory, and will require 


some 150 H P., and it is consequently.the intention to carry out the 
work without delay. | 


Longton.—The Gas and Electricity Committee has 
recommended the T.C. to amend, the scale of charges for power 
so that consumers of more than 10,000 units per quarter may be 
charged at 1d. per unit. 


Mansfield.—The T.C. has received from the L.G.B. 


sanction to a loan of £500 for economiser extension and water 
softening plant. 


Mexico.—The British Vice-Consul at Guadalajara reports 
that the interests of Senor Don Manuel Cuesta Gallardo and the 
Compania de Tranvias, Luz y Fuerza de Guadalajars, Bociedad 
Anonima (Tramways, Light and Power Co., of Guadalajara, Ltd.) 
have now been merged, and that a well-known. Berlin firm have 
contracted to advance £750,000 for the construction of works and 
the erection of machinery for the production of hydro-electric 
power on the Santiago River. In addition to the power scheme, 
300,000 hectares (about 750,000 acres) of land will be drained and 
irrigated, and, under the Irrigation Law, the Mexican Government 
will pay the irrigating company the sum of $25 for each hectare 
(£1 per acre) irrigated by them. Guadalajara is already supplied 
with over 10,000 H.P. of electrical energy by the old company, but 
the new company is installing turbine« to give an additional 
8,00 H.P., which will be largely used by the mines in the 
Hostotipaquillo district of the State. It is possible that electric 
power may even be transmitted from the generating stations to 
Agusscalientes in the State of that name, where important industries 
requiring power exist. 


Northampton.—Considerable extensions to the lighting 


mains are about to be carried out by the E.L. and Power Co., Ltd. 


Portsmouth.—Since June, 1894, when the T.C. started 
to supply electricity, the rates of the borough have been relieved 
by means of its electricity undertaking by a total sum of £12,000. 
Bat, up to six years ago, only £1,000 had gone in relief of rates. It 
was in that year that Mr. W. S. Foale was appointed engineer and 
manager, and under his management a profit of £11,000 has been 
made since 1903, and the reserve fund, which then stood at £7,725, 
has been increased to £27,823, while an insurance fund, with £3,871 
to its credit, bas also been started. The revenue in that short 
period has grown from £35,000 to nearly £49,000, which was the 
total of receipts last year, although that represented a decrease of 
£6,500 in a year, due chiefly to concessions to private consumers and 
the abolition of meter charges, The Council has, during the years 
it bas owned the undertaking, increased the number of arc lamps 
for street lighting from 78 to 432, besides 463 incandescent lamps. 
The total number of units sold last year aggregated 3, 476, 000. 
There is not mrch manufacturing carried on in the town, во there 
is little demand, comparatively, for electricity for power purposes, 
although the demand increased last year from 204,559 to343,390 unite. 


Runcorn.—The Castner-Kellner Co., having asked the 
R.D.C. for consent to its application for a prov. order for electric 
lighting, the Council has aeked for full particulars of the scheme. 


Swinton and Pendlebury.—The Council is to con- 
sider a recommendation of the Electricity Committee that it 
appoint an electrical engineer for the management of the under- 
taking; the undertaking is now managed by the Lancashire 
Electric Puwer Co., to whom the Council pays £150 annually for 
Buch services. 


Tavistock.—aAt a meeting of ће U. D. C. on Tuesday, 
Mr. Foster (chairman of the Lighting Committee) stated that, in 
view of applications being made by an outside firm for a prc- 
visional order to supply Tavistock with electric light, the Lighting 
Committee recommended that the Council should apply to the 
B. of T. for a provisional order. He contended that if they were 
going to have electric light in Tavistock, the Council should be the 
proprietors, and not a private firm. Mr. E. C. Spooner seconded 
the motion. He knew of towns where the introduction of elec- 
tricity in the hands of the local council had been a paying affair, 
and it was a good investment. The clerk stated that they would 
be required to deposit £50 to cover the ordinary expenses of the 
order, and pay any additional expenses. After a long discussion as 
to the advisability of such a course, it was resolved to refer the 
matter back to the Committee for further consideration. 


Southport.—The Electric Lighting Committee has 
appointed a deputation to interview the Birkdale District Electric 
Supply Co. on the question of supplying electrical energy at Ains- 
dale, a suburb of Southport. | 


Wimbledon.—At the last meeting of the Council it was 
reported by the borough electrical engineer that although the con- 
tract for the erection of the Howden-Siemens turbo-alternator 
should have been completed by April 30th, he anticipated that it 
would not be until September 22nd that the plant would be ready 
for running on load. The foundations were completed on 
February 18th. | 


TRAMWAY and RAILWAY NOTES. 


Argentine.— According to the Review of (he River Plate, 
the Lacrose Tramway Co. (Buenos Ayres) is proposing to add some 
15 km. to ite tramway routes. The power plant will be corres- 
pondingly increased, and it is intended to add two 2,300-н.р. 
engines, coupled to 1, 500-K w. generators; this additional 3,000 xw. 
of plant brings the company’s installation up to 6,000 kw. The 
boiler plant, consisting of seven Babcock boilers, will also be 
extended. Some 50 additional two-axle cars, and 20 four-axle cars 
are being put into service to deal with the increased traffic, and a` 
shed to accommodate 150 cars, together with repair shops, is to be 
built and equipped. The company has just opened a new route 
between Oalle Reconquista and Villa Urquiza. 


Australia.—The report of the Government Commissioner 
on the working of the State railways and tramways for the year 
ending June 30th last shows that 151] miles of tramways were 
worked, carrying 185 million passengers, an advance of 14 millions 
on the previous year. The undertakings earned £1,097,565, and 
the return, after meeting working expenses, was £5 12s. 6d. per 
cent, on the capital invested. 

Mr. J. A. Boyd, who recently spent considerable time in examin- 
ing the various electric railways in Europe and America, bas on his 
return to Melbourne presented a report to the Premier, urging that 
farther consideration should be given to the suburban electric 
railway scheme for Melbourne which was rejected by the Victorian 
Railway Commissioners. 

Mr. Boyd has come to the conclusion that the single-phase system 
with overhead trolleys offers a greater chance of success than the 
direct-current third-rail system suggested by Mr. Mers; he advo- 
cates that Mr. Mers, or some qualified American engineer, should 
make a further report on a scheme for single-phase traction. He 
quotes the views of Mr. McHenry and Mr. Marray, of the New 
York, New Haven and Hartford Railroad, that the ерин 
section is not only preferable but more profitable than the d 
current third-rail sectíon of that company'sline. Mr. McHenry 
furtber stated that on the Long Ieland Railroad, with the 
protected  third-rail, it was found necessary to employ an 
independent staff to lcok after it. ý 


Continental Notes.—Norway.—The first Norwegian 
single-phase railway has been recently installed by the British 
Westinghouse Co. between Thamshavn and Lokken. The line 
runs through the valley of the River Orkla and serves to tap the 
rich ore deposits there, as well as to deal with a rising tourist 
traffic. It passes through seven stations in all. The power for the 
line, as well as for the town of Thamshavn, the various villages 
along the line and for the mines at Lokken, is derived from a water- 
fall near Thamsbavn. The power is generated and conveyed to the 
various towns as a three-phase supply at 15,000 volte, 50 cyclez, whilst 
the power for the railway line is converted into a single-phase 
supply at 6,000 volts, 25 cycles, by means of motor-generators in a 
sub-station at Tbamshavn. This sub-statipn forms part of the main 
station and contains two 250-x.v.4. motor-generator sets with room 
for a third set as well as for three oil-cooled three-phase 15,000/6,600- 
volt transformers for 250 k. v. A. each. The motor-generators ваза con- 
sist of a three-phase 6,600-volt, 50 period induction motor with slip 
rings direct-coupled to a 6,600-volt, 25-cycle single-phase generator. 
The trolley wire voltage is automatically controlled by a Tirrill 
regulator. The single line track laid down is of 1 metre gauge, 
and is, on the whole, very level and free from curves, though at 
one point gradients up to 4 per cent. exist. The station buildings 
are provided with incandescent lamps supplied, through small 
transformers, from the trolley wire. The trolley wire has a 
catenary suspension, and is divided into six sections by secticn 
insulators, which are normally short-circuited, but can be opened 
by hand by means of а long pole when necessary. The rolling ster 
consists of three locomotives, one saloon motor carriage, four 
passenger carriages, and 21 goods trucks. Each locorotive weighs 
20 tone, and carries four motors—two on each bogie. Tne locos. 
are fitted with automatic couplings, Westinghouse air brakes, and 
pantograph bow collectors. The motors are Westinghouse compen- 
sated series ones for a one-hour rating of 40 x P., and are geared to 
the axles through spur gearing having а 14 : 76 ratio. Each locv. 
can exert a draw-bar pull of 6,600 lb. at a speed of 11} miles per 
hour. The four motors are used in two groups of two in series. 
The regulating transformer carried on the locomotive has seven 
tappipgs ор the low-teusion side for 110, 240, 300, 360, 420, 480 and 
540 volts respectively.— E. K. and В. 

FBANCE. — The important French railway Paris - Lyor - 
Mediterannée is at present carrying out experiments in conjunction 
with Messrs. Alioth, with a view to converting the Cannes- 
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Vintimille section of its line from steam to electricity. The 
experiments are being made on the Grasse-Mouans-Sartouse section, 

which is very convenient for the purpose, as it includes some of the 
tee pest ients and sharpest curves, and is also not crowded 
with c. The overhead wire is suspended flexibly by means of 
a system patented by Mesers. Alioth, which does not involve 
the use of separate suspension wires. Wooden poles are used at 
ү» but these are to be replaced by metal lattice work supporta 

ter on. The locomotive used weighs 140 tons, and is approxi- 
mately the same length (65 ft.) as the normal steam locomotive, 
including the tender. There are eight axles, of which the four 
ventral ones are driving axles with large wheels. The overhead 
line is supplied with single-phase alternating current at 12,500 volte, 
but this is converted on the locomotive by means of a special permu- 
tator, devised by Messrs. Au vert & Ferrand, into direct current at a 
voltage adjustable between O and 600 at will. The motors are 
ordinary direct-current ones of 450 H.P. each, and there are four of 
them. They are flexibly geared by means of spur gear to the four 
driving axles. The total draw-bar pull exerted by the locomotive 
is 16,400 lb. at a speed of 37 miles per hour, and 10,600 lb. ata 
speed of 62 miles per hour.— E. K. 4 B. 


Erdington.—4An extension of two years for completing 
the lines under the Tramways Act has been granted to the U.D.C. 
by the B. of T. 


London.— Arrangements have been made for opening 
the widened portion of Blackfriars Bridge on September 14th; 
the tramways connecting the Embankment and Blackfriars R 
sections will be opened at the same time. It is stated that the 
Bridge House Estates Committee will adopt the St. Paul’s Bridge 
scheme, and that the Castle Baynard Ward strongly favours the con- 
En о EN on the new bridgeand their subsequent lease 
to the L. C. O. 


Neweastle-on-Tyne.— Mn. Ernest HATTON, general 
manager of the Corporation Tramways, has just issued his annual 
report. It is for the year ended March 31st, 1900, and in it Mr. Hatton 
sxys that the total mileage of single track worked by the Corporation 
is 601 miles, of which the Corporation owns 54jth. In reference 
to the maintenance of plant in the power station, he states that the 
two batteries originally installed at the station have been replated, 
and put into first-class condition, and two automatic reversible 
boosters have also been installed, working in conjanction with those 
batteries. He continues: It is too early for me to speak definitely 
as to the actual saving to be accomplished, but I might state that 
since the above plant has been put into commission, whergas pre- 
viously we were compelled to run our two largest generating sete in 
parallel during the heavy peak loads in the winter months, due to 
the workmen’s traffic, we have since been able to run through the 
heavy evening loads with one generating set running in conjunction 
with the batteries referred to. Also during the summer months we 


are now able to shut down the running plant for some 
hours during the night, as the batteries are at this 
period capable of taking the load on the station. Daring 


the year the two sets of pumps have been installed in the 
pumping station on the riverside, and an additional suction pipe 
2 ft. in diameter has been laid from the pumping station under 
the quay to the river. This plant is now in successful operation, 
and from the results obtained so far will show a saving of 25 per 
cent. in the current used for circulating purposes.. With the 
installation of this plant one of the serious difficulties which the 
department has laboured under for the last four years is now at 
an end, and the additional plant which has now been installed in 
the pumping station is now fully capable of dealing with the loads 
that we are likely to get on the power station for many years to 
come.” The low consumption of coal is still continued, the coal 
consumption per unit being 3:57 lb., and the average saving in 
tonnage during the past four years has been 2,417 tons per annum, 
representing £937 9s. 2d. per annum. The total B. r. v. generated 
was 9,864,969, a decrease of 143,616 units, which is accounted for 
by the service of cars being curtailed during the period of the 
strike which prevailed during the year. Of the total output, 
8,118,719 units were utilised for traction. The car-miles 
run were 4,289,997, and the consumption was 15892 вто. 

mile. The coal ccnsumption during the year was 
15,742} tons. As tothe finances (of which details bave already 
been given in our columns) Mr. Hatton says, The revenue of the 
undertaking shows a considerable decrease both in: the gross 
takings and in the earnings per car-mile. This is largely 
accounted for by the unfortunate strike which embraced the whole 
of Tyneside during the financial year under review, as also by the 
extra facilities given to the workpeople and in the extensions of 
fare charges. The pronounced increase in the general expenses is 
due to one cause only, vig., the large increase io the rates on the 
excessively increased assessment referred to in my last annual 
report.” He states that the expenditure ор the maintenance of tke 
cars shows an increase over the previous y» г, and that it is 
unlikely that that item can be reduced. The ost of maintenance 
of permanent way shows a considerable increa e, and be commenta 
on the difficulty of increasing the revenue. 


Pontypridd.—The refusal of two employés of the 
Council's tramways undertaking to join the tramway men's union 
will probably result in a strike of the other emplojés in a week, 
unless the two employós consent to join the uniou or are dismissed. 
At a meeting of the men it was pointed out that there were no 
differences between the Council and its employ s. 


Salford.—The Tramways Committee recommends the 
disoontintumce of the system of return tickets for workmen, and 
the oondesdions to the female workers and school children, on the 


prous that the 12 months’ experiment has led to a great decrease 
traffic receipts. 


South Shields.—At a meeting of the T.C. on the 1st 
inst. Mr. Wylie moved the adoption of the Tramway Committee’s 
report for the past year. He said this was the first year in which 
they had to face any renewals out of revenue, and their balance, 
although he admitted that it was small, would bring up their 


` reserve fund to practically £6,000. There were one or two savings 


that they hoped to make in the near future. There would soon be 
a reduction in the sinking fund, and they also hoped to make a 
reduction in the cost of power. Mr. Henderson seconded the 
adoption of the report. He pointed out that on the turnover of 
£29,600 they were only down £182. In Newcastle-on-Tyne, where, 
of course, the undertaking was very much larger, they were down 
£9,060, and Sunderland, which was a system twice as large as that 
of South Shields, was also down £9,000. He pointed out that their 
working costs came out very low—at 5°73d., compared with New- 
castle-on-Tyne, 6:28d., and Sunderland, 6:38d. 


Wakefield.—The Wakefield and District Light 
Railway Co. has applied to the В. of T. for permission to abandon 
portions of the tramways authorised under the Order of 1901-2, 
viz., a portion in Horbury, the line to Alverthorpe, a portion from 
Rothwell to Oulton, and a portion of the Ardsley line. 


Wallasey.—The U.D.C. has decided not to put out to 
tender the work of constructing the extension authorised by the 
Wallasey Tramways and Improvement Act, 1909, but to carry it 
out by the Council's own departments. Major Greene (tramways 
manager) and Mr. G. H. Travers (engineer) will forthwith proceed 
with the work. - 


Whitworth.—It is intended to commence the con- 
struction of tbe new tramway from Ending through the Whitworth 
Valley early next spring, and the extended lines are expected to be 
ready for traffic about three months later. The question of a 
through service of cars to Bacup has been revived, and the pre- 
vailing feeling is that Rochdale should construct the track in the 
Bacup section, and run the cars on a lease, as the Rawtenstall 
Corporation is doing in another part of the Bacup borough. The 
Rochdale Tramways Committee has received a letter from the town 
clerk of Bacup on the matter, and the whole question has been 
referred to a Sub-Committee. 
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TELEGRAPH and TELEPHONE NOTES. 


Cable Interruptions and Repairs :— 


Interrupted. Repaired. 
Tangier-Cadiz ee ee ee oe May 19, 1909 
Tourane-Amoy ie à m .. June 17, 1909 
Assab-Perim .. - July 8, 1909 
Gibraltar-Tangier .. Aug. 7, 1909 


Dakar-Conakry ; 
Balikpapan-K wandang 


Russia and Press Telegrams.—The Russian Govern- 
ment has agreed to the introduction of a Press tariff over the 
Siberian telegraph lines, and the Grest Northern Telegraph Co. 
will shortly be able to accept Prees messages for China, Japan and 
the Philippines at the rates prevailing on the Eastern Telegraph 
gystem. * | 

Telephone Statistics.—An examination of official 
statistics shows that Germany, Australia (Commonwealth), Austria, 
Belgium, Bosnia, Bulgaria, Cape, Ceylon, Portuguese Colonies, 
Denmark, Egypt, Spain (Government only), France, Great Britain 
and Ireland, Grcec3, Hungary, Ditch Indies, French Indo-China, 
Iceland, Italy, Japan, Luxembourg, Madagascar, Natal, New 
Caledonia, Orange River Oolony, Holland, Roumania, Russie, 
Servia, Switzerland and Tunis together used the telephone 
3,964,721,335 times, and about £14,000,000 sterling was paid for 
these calls. It will be noticed that figures for the whole of 
America (North, South or Central) are not included. 


Wireless Telegraphy.—From Canadian contemporaries 


.. Bept. 2, 1909 


we learn that the amount of damage done to the Marconi wireless 


station at Glace Bay was about 38,000. All the receiving and 
sending apparatus in the operating room was destroyed, as well as 
a good many duplicate parts for the station which were stored in 


the condenser room. The loss of instruments is not included in the 


above sum. Mr. Paget, managerof the Marvoni Co. at Port Morien, 
informed the Montreal Gazette that it would take a month to restore 
communication, and that the spare instruments on hand were 
insufficient for this purpose. 

The fire started, he states, in the main office of the sending 
department, and nothing has been left standing except the boiler 
house and the four huge towers. One of the latter is badly 
damaged, and was only eaved from destruction by the energetic 
steps of the staff and firemen. 

It is reported that the Dominion Government contemplates 
spendicg $36,000 in improving the wireless telegraphic system on 
the Pacific Coasts. Oertain stations are to be enlarged and new 
ones built at points to link up a chain throughout British Columbian 
waters. 

The steamers Ben-my-Chree, Empress Queen and Viking, sailing 
between Liverpool and the Isle of Man, are now fitted with wire- 
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less, and the charge for telegrams (via Seaforth) is 144. per word, 
with a minimum of 1s, 6d. | 


Wireless Telegraphy and the Post Office.—As the 
result of the negotiations which hsve been in progress for some 
montbs, it is reported that the Marconi Wireless Telegraph Co. has 
agreed to transfer six of ita wireless telegraph stations to the Post 
Office, for a consideration not yet disclosed. The stations in 
question are situated at Liverpool (Sesforth), the Lizard, Niton 
(I. of W.), Caistor, Crookhaven (near Queenstown), and Rosslare. 
The company's licence for these would have expired in three 
years. The trans-Atlantic service «ia Poldhu and Clifden remains 
in the bands of the company, as well as the communication with 
lighthouses and lightehips ; but the Post Office has secured the right 
to use the Marconi system for 14 years for communication between 
the mainland and islands off the coast of the United Kingdom, thus 
avoiding the cost of laying and maintaining cables. The Post 
Office will work the wireless system as part of the general tele- 
graphic system of the country for communication with passing ships 
and withielands. It ie anticipated that the stations at Withernsea 
and Hull, now disused, will be re-opened. The Post Office takes 
over the North Foreland station, which at present is under the 
joint control of the Marconi Co. and Lloyd’s, an arrangement 
which has caused some friction. The company will retain control 
over its installations on board ship, which number about 230. The 
present staff of the shore stations will be taken over by the Post 
Office for a year, and the Government may eventually retain their 
services. 

In reply to a question in the House of Commons on Tuesday, the 
Postmaster-General stated that the above announcement was prema- 
ture, ana did not emanate from the Post Office, as the arrangements 
were not yet complete, and were, to some extent, contingent upon 
negotiations with Lloyd’s, which also were not complete. He 
promised to make a statement when they were completed. 


— ~ 


CONTRACTS OPEN and CLOSED. 


OPEN. ` 


Australia.— VICrORIA.— 100, 000 porcelain insulators for 
the P.M.G. See "Official Notices" to-day. - B 

Telegraph and telephone material for the P.M.G. Melbourne. 
See Official Notices” to-day. | 

Common battery switchboard for the North Sydney Telephone 
Exchange. Bee ''Official Notices” to-day. | 


Belgium.—September 28th. La Société Nationale des 
Chemins de Fer Vicinaux of Brussels (14 Rue dela Science) are 
inviting tenders for the supply and erection of the overhead equip- 
ment for the Anderlues-Lobbes section of the Carnieres-Thuin 
electric railway. ' 


Bristol.—September 21st. E. L. installation at Alexandra 
Park Schools, Fishponds, for the T.C. (deposit £2 28. ); Rod way 
and Dening, architects, Gaunt House, Orchard Street, Bristol. 


Burnley.—September 20th. The Guardians are inviting 
tenders for electrical supplies to the workhouse. Particulars from 
the Clerk, to whom tenders must be sent by the 20th inst. 


Canada.—TonoNTo.— October 14th. A New York 
Exchange says that the city of Toronto is inviting tenders for four 
1,500-H.P. synchronous motors, two 1,500-H P. induction motors, 
four 500-H.P. induction motors and two 22£-H.P. synchronous 
motors, with exciters, switchboards and connections; also for a 
number of large-sized turbine pumps, piping, valves, &c. 


Dublin.—September 18th. 
phase, for the Lighting Committee. 
Beptember 3rd. ; 

Fulliam.—September 22nd. 150 electricity meters for 
the Corporation. See '' Official Notices " to-day. 


Great and Little Usworth (Co. Durham).— Lighting 
certain roads (overhead lines) by electricity, for the P.C.; J. R. 
010006, clerk to the P.C., Fern House, New Washington. 


790 А.О. meters, single- 
See “Official Notices” 


Grimshy,—September 17th. Paper-insulated lead-covered 
cables for the Corporation. S e Official Notices” September 3rd. 


HWangary.—September 18th. Tenders are being invited 
by the municipal authorities of Magyarkanizsa, for the establishment 
of a central electric lighting station in the town. 


Isle of Thanet.—Stores for the Isle of Thanet Electric 
Tramways and Lighting Co, Ltd. See “ Official Notices” Beptem- 
ber 3rd. 


London .—1..C.C.—September 11th. The IL. C. C. wants 
tenders for the supply and laying of 64 miles of 0:075 sq. in. 
three-core cable and 46 miles of single-core cable, telephone cables, 
&c.; the supply of 50 tramway feeder pillars; laying 16 miles of 
stoneware ducts; and the supply of 440,000 etoneware ducts. See 
„ Otheial Notices” August 6th. 

L.C.C.—September 21st. Two 500-Kw. and 150-kw. motor- 
generators, also high and low-tension switchgear, for sub-stations ; 
steam and otber piping, valves &e., for Greenwich generating station. 
See " Official Notices“ August 27th. 


Oulton Broad.—The U.D.O. invites applications from 
сок willing to carry out its E.L.order. Bee “ Official Notices" 
to-day. 


Transvaal.—The Board of Trade Journal quotes a South 
African paper to the effect that the tenders are to be invited for 
the supply, to the Johannesburg Town Council, of electric generat- 
ing plant, &с., to the value of some £57,000, as follows:—Four 
boilers, each capable of producing 14,000 lb. of steam per hour, 
£9,460 ; four mechanical stokers, £3,200; economisers, £2,000 ; one 
chimney and necessary fiues, £2,200; steam, exhaust and circulating 
piping, £1,500; two cooling towers, £2,000; cooling pond, £750; 
two feed-pumps and house, £600; one borehole and pump, complete 
with house, and reboring existing borehole, £790; removing six 
boilers, steam pipes, &c , E500; engines, about £34,000. 


CLOSED. 


Admiralty.—The Electrical Apparatus Co., Ltd., has 
received the Admiralty contract for all enclosed fuses, from 35 to 
60 ampe. inclusive, up to December 91st, 1911. 


Birkdale.—The U.D.C. has accepted the tender of the 
ui Destructor Co., Ltd., of Leeds, for a refuse destructor, at 


Blackbarn.—The T.C. has accepted the tender of the 
Wigan Coal & Ігор Oo., Ltd., for coal for the electricity works. 


Bradford.—The Corporation Electricity Committee has 


recommended the acceptance of tenders as follows for the work of 


installing electric light and power plant at the Technical Oollege:— 


. Crossthwaite Fire Bar Syndicate, Ltd.—Cooling tower, £168. 
Cole, Marchent & Morley.—Low-speed engine, with rope pulley, also surface 
condenser and jet condenser, £1,200. 
ae are Engine Co.—Gas engine, with suction gas plant, starter, 
c., £1,100. 
Tudor Accumulator Co.—Battery of 220 cells, 2332. 
Siemens Bros., Ltd.—Motor-generator, £171. 
Phoenix Dynamo Co.—-High-speed set, low-speed set, booster and balancer, 
gas set, £600. | 
Thwaites Bros., Ltd.— High-speed engine, £260. 
T. Green & Sons, Ltd.—Economiser, £104. 
‘Holdsworth & Sons.—Lencashire boiler, £368, 


The total amount of the tenders is £4,303. 


Burnley.—The Е.С. has accepted Messrs. Siemens Bros.’ 
tender to supply 1,900 yards of 1 square inch cable and 950 yards 
of 05 square inch cable; also that of a firm for the supply of two 
mechanical stokers. | 


Dundee.—The contract for the lighting by electricity of 
St. Leonard's School Laboratory, St. Andrews, has been secured by 
Messrs. Maxwell (Dandee), Ltd. 


Glasgow.—The Corporation Tramways Committee . has 


. recommended the acceptance of the following tenders :— 


Sing’e core lead-covered cable.— Standard Cable Manufacturing Co., Lid. 

36-in. copper rail bonds.—U.8. Steel Products хроп Со. 

muc aue and armoured cable.—British Insulated and Helsby Cabics, 
td. 


Mansfield.— The T.C. has accepted the tender of Messrs. 
Babcock & Wilcox, Ltd., for water softening plant for the electricity 
worke, at £220. / i 


Nelson.—Messrs. James Batty & Co., of Burnley, have 
received the contract for lighting and ventilating work at the new 
Palace Theatre and Hippodrome now being built in Nelson. 


Pontypridd.—The following is a list of the tenders 


received by the electric lighting and tramways department (Mr. 


J. E. Teasdel, engineer and manager), for опе 500-&w. combined 
generator, consisting of one 720-в.н P. engine, together with one 
350-Kw. and 150-K w. dynamos :— ; 


Engine. Dynamo. £ 
Brush Elec. Fng. Co... .. Brush , Brush.. И .. 2.824 
Phienix Dynamo Co. . .. HBeliss  .. Phomix >s .. 2,873 
Brow ett, Lindley & Co. .. Browett . Bruce Peebles  .. 2,883 
Siemens... .. (accepted) Belliss .. Siemens T . 2,804 
J. Howden & Co. » .. Howden .. Brit. Elec. Plant .. 2,908 
Browett, Lindley & Co. . Browett .. Siemens vé ay 
Elec. Construction Co. .. Behiss . E. C. C. e s 
J. Howden & Co. 2 .. Howden . Bruce Peebles  .. 
Rees Roturbo ..  ..  .. Belliss . Rees Roturbo .. 2,998 
Bruce Pecbles & Со. .. .. Belliss 


Browett, Lindley & Co. - Browett en E.C.C 


Brit. Elec. Plant Co. .. — .. Belliss .. Brit. Elec. Plant . 2,955 
Browett, Lindley & Co. Browett . Lanc.D.&M. .. 2 
J. Howden & Co. Howden .. Westinghouse 


913 

2,913 

2.919 

.. Bruce Pcebl .. 9,996 
ruce rcebies 2 955 
2200 

2.991 


Lane. Dynamo and Motor Co. Belliss .. Lanc. D. KM. 

Brit. Thomson- Houston Co. Belliss ,. B.T.-H. m .. 2. 
Brit. Elec. Plant Co. . . Howden .. Brit. Elec. Plant . 3,000 
J. Howden & Co. . Howden ., banc. D. & M. 9055 


General Electric Со... .. Belliss .. G.E.C. zs .. 3.029 
British Westinghonse ` .. Belliss .. Westinghouse e. 3,012 
Siemens .. М. v: .. Howden .. Siemens. . 345 
Siemens .. ae .. Browett .. Siemens 3 .. 8,061 
J. Howden & Co. kts . Howden .. E.C.C. E .. 8,061 
Bruce Peebles & Co. .. .. Browett .. Bruce Peebles... 8,085 
British Westinghouse.. .. Allen .. Westinghouse 3,119 
General Electric co. .. Allen .. G.E.C. Soo 848 
J. Howden & Co, е .. Howden .. G.. C. "n .. 8,19 
British Westinghouse. . Howden .. Westinghouse 8,145 
Genernl Electric Со... .. Howden .. G.E.C. a ET 8,188 
British Westinghonse,, .. Browett J, "Westinghouse .» 9402 
General Electric Co. . . Hrowctt G. E. C „ eed 


Diek, Kerr & Co. T v Bellies = Diok, Kerr Vy к 409 
J. H. Holmes & Со. ^ „ Belliss te J. H, Holmes pe 8, 
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The tendera for independent surface condensing plant (including 
£100 for contingencies) were :— 


Werthi Pump Ce. (accepted) £1,560 | John Thompson .. ae .. £1 
Midland Engineering Co. .. 1,570 | Mirrlees Watson Co. я S | 
Brush Elec. Eng. Co. .. 1,579 | Belliss & Morcon: .. s ae | 
W. H. Allen, Son & Co. .. 1,610 | R. J. Mitchell a^ l 


Isaac Store oe .. . 1,696| British Westinghouse Co. 2,081 
Willans & Robinson T .. 1.662 Rishardsone, Westgarth & Co. 9,076 
Cole, Marchent & Morley . 1,721 | Loe, Howl & ooo.  .. 2,018 


Rochdale.—The Т.С. has accepted the tender of the 
Lorain Co,, of Johnstown, Penn., for points and crossings for the 
tramways, at £422. 


Swanses.—The Education Committee has accepted the 
tender of Messrs. Mills, English & Oo., Ltd., Swansea, for electric 
light fittings, &0., for the Technical College extensions, at £375. 


York.—Tbe Tramways Committee has accepted the 
tender of the British Thomson- Houston Oo., Ltd., at a cost of 
£10,914, in connection with the tramways reconstruction. It has 
been decided to cease ranning the horse cars this week, and to 
substitute ‘buses, in order not to impede the work of electrification. 


Municipal Tramways’ Association: Annual Con- 
ference.—The eighth annual Conference of this Association is to be 
held in London at the Oounty Hall, Bp ing Gardens, S.W., on 
September 22nd, 23rd and 24th. Mr. A. L. C. Fell will deliver the 
presidential address. Following this there will be papers and 
other arrangements as follows: : 


Wednesday, September 22nd.— 
" Medical Examination of Tramway Employé:,” by Councillor 
A. W. Chapman, vice-chairman of Manchester Tramway 


Committee. 
Luncheon at the T'rocadero at the invitation of the chairman of 
the L. C. O. i 


*The Central Repair Depót of the London County Council,“ by 
Mr. W. E. Ireland, rolling stock superintendent, L.C.C. 
tramwavs. - 

Association Dinner at the Garden Club, White City, at 7.30 p.m, 

Thursday, September 23rd.— 

“Some Comparisons of Continental and British Methods of 
Operatiog Tramways,” by Mr. A. R. Fearnley, general 
manager, Sheffield Corporation tram ways. 

" Corrent Consumption,” by Mr. R. S. Pi'cher, general manager, 
Aberdeen Corpcration Tramways. 


Luncheon at the Holborn Restaurant at the invitation of the 


Highways Committee. 
Visit to Central Repair Depót, and Geenwich generating station, 
followed by tea provided by the President. 
Rece na at Mansion House, by the Lord Mayor of London, 
at 9 p.m. ME 


Friday, September Ith, 
Business Meeting, followed by an excursion to Windsor. 
The Waldorf Hotel ів to be the headquarters of the Asso :iation 
ring the Conference. Mr. A. R. Fearnley is scretary of 
Association. 


Electric Lift Fatality.—At Warrington on August 
25th an inquest was held into the death of William Taylor, 26, a 
shopman at the Co-operative Stores. It appeared that Taylor was 
woloading.an electric lift, when he set it in motion apparently 
intending to raise it 2 or 3 ft. It, however, continued rising, and 
dragged deceased with it, crushing him between it and the ceiling. 
It was suggested, says the Manchester Daily Guardian, that tbe 
starting button, or " plunger,” was defective, and that it was apt 
to stick. Thomas Hardman, who was working with Taylor at the 
time of the accident, admitted that it had been sticking on aud 
off for a month, but that no formal report had been made to the 
management. The shop manager knew of the defect, but under- 
stood that it was not material. The chief electrical engineer of 
the Stores said that Taylor disobeyed instructions in starting the 
lift from the outside. Had it been started from the inside with 
the gates properly closed it would have been impossible for the 
accident to occurr. The Coroner's officer said that he examined 
the “plunger” an hour after the accident and found that it was. 
Justy and t it stuck, „һа Jary found a verdict of accidental 
death, and attached no blame ko the Society or its otfi-iale. They, 
however, recommended that the “plunger” should be encased in a 
non-corrosive box and that there should be periodical examinations 
ofit. It would be preferable to provide automatic ssfeguards, which 
would render it impossible to start the lift with the gates open. 


Breakdown at Niagara.— One of the new 10,000-н.р. 
turbines in pore house No. 3 of the Niagara Falls Hydraulic 
Power and ufacturing Co. broke down recently, and two 
employés were injured. The casing burst, and a piece of metal 
was hurled across the. station, which was partly flooded with the 
outrush of water. At tbe time the wheel was moving under about 
75 1b. pressure, but has withstood much higher pressure. A defect 
in the casting is suspected as being the cause of the break. — Power. 


Lecture Notes, — Op August 28rd, at the South- 
Eastern Agricultural College, Mr. E. Kilburn Scott: delivered a 
lecture on the application of electric power to the manufacture 
of msnures and for expediting plant growth by high-tension 
discharge. The audience included the staff and about 90 school- 
masters of Kent and Surrey, resident at the college. Mr. 
Kilburn Scott first referred to the prophecy of Sir William Orookes 
in 1893, that a time would arrive during this century when the out- 
put of sulphate of ammonia from gas works апа coke ovens, plus 
the natural deposits of guano and of sodium nitrate from Chile 
and Peru, would fall short of that necessary to keep up the supply 
of the world’s wheat, £c. He then described the manufacture of 
calcium nitrate and calcium cyanamide. Both the above manures 
have the ad vantage over sodium nitrate of depositing lime in the 


soil when they give up their nitrogen. They are, therefore, very 


good for clayey, sandy, and such other soils as are naturally short 
of lime. The concluding part of the lecture dealt with the high- 
tension discharge experiments which for the past two years have 
been carried on near Gloucester. Mr. Kilburn Scott's lecture was 
somewhat similar to one he delivered last year at the leading 
Agricultural College in Australia, whilst he was head of the 
Electrical Engineering Department at the University of Sydney, 
New South Wales. 


Appointment Vacant.—The Swinton and Pendlebury 
Electricity Committee has decided to appoint its own electrical 
engineer for the management of the electricity undertaking. 
Hitherto the mauagement has been in the hands of the Lancs. 
Electric Power Co., to which the Council has paid £150 per annum. 


Electrical Fatality.—The Daily News says that Jobu 
Dent Thompson, a miner, of Sheldon, employed at a colliery electric 
pump, on Tuesday took hold of a live wire with his naked hand, 
and was instantly killed. 


Parliamentary.—Tuinp Reapinc.—In the House of 
Commons last week the Telegraph (Arbitration) Bill was read a 
third time. 


El Dorado.—The Llandilo Council received 400 appli- 
cations for particulars of the post of electrical engineer recently 
advertised ; 216 sent in formal applications. The E.L. Committee 
selected віх fur the Council's consideration. The salary is to be 
from £100 to £13), and the age between 25 and 45. 


Sequel to an Electric Train Accident.—At the 
Lancaster County Court on Friday, Judge Hans Hamilton heard an 
action against the Midland Railway Co. arising out of sn electric 
train accident on the Lancaster and Morecambe line on Jane 18:h, 
when & landau and horse belonging to Henry Needham, of More- 
cambe (the plaintiff), were cut up. Tne damages claimed were 
£40. It was urged that the company were guilty of negligence 
through their servants in not giving sufficient warning of the 
approach of the train at the level crossing where the accident 
happened, and in leaving the crossing in charge of a woman, who 
did not open the gates when requested. In the course of the 
hearing, Motorman Woodhouse said he sounded his hooter re- 
peatedly, and the driver of the vehicle never looked up. The line 
was straight for nearly 2 miles.— His Honour found there had been 
contributory negligence on the part of the driver of the landau, 
and non-suited the plaintiff. He added that the motorman did all 
he could to avoid the aocident. 


*heffield Electrical Department.—The following 
motion was down on the agenda for Wednesday's meeting of the 
Sheffield Corporation :— | 

“That it be an instruction to any Committee of the Council (in- 
cluding the Education Committee) requiring work dove by an 
electrician not to apply for or accept any tender for such work— 
but that the same be entrasted to the electric department of the 
Corporation; which department is hereby instructed to execute 
such work at the actual net cost thereof with an addition of 5 per 
cent. to cover standing charges.” EL. 


The Overcrowded Profession ?—It is reported in the 
Press that the Shoreditch Board of Guardians has given the 
appointment of assistant relieving officer to “Mr. Н. L. White, an 
electrician,” son of the Board's chairman, 


Educational.—GnaAsiow AND West OF SCOTLAND 
TEcHNICAL CoLLEGE. —The Calendar for 1959-10 has come to hand, 
and gives the usual particulars relating to the courses of 
instruction; the new session opens on the 23rd inst., and the third 
section of tbe new buildings will be brought info use. 

NoBTHAMPTON PoLvTECHNIO INsTITUTE.— We have received a 
copy of the Announcements for 1909-10, a volume which yearly 
increases in size, and gives particulars not only of the educational 
but also of the many social features of the Institute. Besides the 
usual technological courses, the Institute provides special instruc- 
tion in technical optics and horology. The head of the electrical 
engineering department is Dr. R. Mullineux Walmeley, principal 
of the Institute, with whom is associated Dr. C. V. Drysdale; Mr. 
A. C. Jolley is the senior demonstrator and lecturer. Special 
lectures are given by Mr. H. M. Hobart (Electrical Engineering 
Design), Dr. J. Erskine-Murray (Radio-Telegraphy), Mr. J. H. 
Stephens (Submarine Cable Work), Mr. W. H. Winny (Applied 
Electricity) and Mr. E. K. Scott (Quantities and Estimates), and 
there are special classes for postal telegraph officers, conducted 
by Mr. A. W. Martin, with four assistants. A course in Electro- 
chemistry has been organised, and a new departure has been made 
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in the addition of a class in Aeronautical Engineering. It will bs 
seen, therefore, that the Institute is in close touch with present- 
day practice. The volume gives full particulars of the courses of 
instruction, with illustrations of the laboratories. Evening work 
begins on the 27th inst., and day work on October 4th. The new 
building is now in use, providing much-needed accommodation for 
the enlargement of the engineering laboratories. ' 

MANBCBESTBR Monicipat BOHOOL OF TECHNOLOGY.—The calendar 
for session 1909-10 has been issued, and forms a bulky volume of 
over 500 pages ; an abridged calendar of 20 pages is also issued. 
The new session opens on the 20th inst.; Prof. Schwartz, ів the 
head of the Physics and Electrical Engineering Department, and 
among his staff are Messrs. C. F. Smith and W. Oramp. Prof. 
W.'W. Haldane Gee is Professor of Pure and Applied Physics. 
Excellent half-tone illustrations are given of the laboratories, 
which are admirably equipped, with very full details of the 
numerous courses provided. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 

movements, ` 


ELEOTBICAL REVIEW posted as to their 


Central Station Officials.—The Longton T.C. has in- 
creased the salary of Мв. W. LANGFORD, manager of the gas and 
electricity works, from £500 to £550 per annum. 

Мв. C. Еовнеѕв, borough electrical engineer at Blackpool, who 
underwent an operation on August 28th, is making satisfactory 
progress towards recovery. 

The Sydney City Council has confirmed the appointment of Ма. 
E. J. CocHBANE, A.I E.E., of Ballarat (V.), as chief assistant to 
Mr. H. R. Forbes Mackay, city electrical engineer, at £500, rising 
to £600 per annum. , 

On Friday, August 27th, at the Tiger Hotel, Pontmorlais, Ma. 
A. J. HowARD, chief assistant engineer to the Merthyr Electric 
Traction and Lighting Оо, Ltd., was presented by the staff and 
employés with a portmanteau, writing case and Dawson’s “ Electric 
Traction Pocket-Book," on the occasion of his leaving, after 24 
years' service with the company. Mr. Lewis W. Dixon, managing 
engineer, made the presentation. 

The Hove Town Council has received the resignation of Ма. 
G. M. HanniS of his post as resident electrical engineer to the 
Aldrington. electric lighting undertaking, in consequence of ill 
health. 


Tramway Officials. Mn. W. W. WEBSTER, chief 
inspector of the Burton-on-Trent and Ashby Light Railway, has 
been appointed instructor to motormen by the Bournemouth T.C. 

Mn. DANIEL FisHER, son of the manager of the Dundee Corpora- 
tion Tramways, has been wi econ manager of the Dandee, 
Broughty Ferry and District mway Oo., Ltd., in succession to 
Mr. J. H. Shepherd. 


General.—We have much pleasure in announcing that 
Мв. T. Млтнкв, Wh. Sch., F. R. S., has been appointed Professor of 
Electrical Engineering at the Central Technical College, S.W., in 
succession to the late Prof. W. E. Ayrton. The appointment will 
give great satisfaction to Prof. Mather's numerous friends, especially 
to the army of old students,” who regard their association with 
him in their college days as one of their most valued privileges. 
Mr. Mather for many years held the post of chief assistant in the 
Electrical Engineering Department, and is a member of the 
Faculty of Engineering of the University of London, as 
well as of the Board of Examiners and Board of Studies 
in Electrical Engineering of (the University, and Member 
of Council of the Institution of Electrical Engineers, and of 
the Physical Society. Of his numerous inventions many are 
in every-day use in electrical works and laboratories, and 
his scientific papers, many of which were prepared in collaboration 
with Prof. Ayrton, have made his name familiar to the electrical 
engineer; in particular the Ayrton-Mather moving-coil galvano- 
meter, electrostatic voltmeters, non-inductive resistances, and 
univereal shunt may bs mentioned as especially noteworthy. Under 
Mr. Mather’s immediate supervision the electrical engineering 
department at the College has been reorganised and extended 
during recent years, and is able to hold ite own with any of the 
admirably equipped laboratories which have been organised in our 
great cities, modelled largely on the pattern of the C. T. C. Mr. 
G. W. O. Hows, Wh. Sch., M. Sc., who was formerly for several 
years with Messers. Siemens Bros. & Co., and Messrs. Siemens and 
Halske, of Charlottenburg, and has been chief lecturer and demon- 
strator at the C. T. O. since 1905, has been appointed Assistant 
Professor of Electrical Engineering at the Central Technical 
College; we have pleasure in offering our congratulations to 
both parties. 

Мв. G. H. C. Riscw, M. I. E. E., who has had an exceptionally 
varied and thorough electrical engineering experience extending 
over more than 20 years, and who for eight years held the position 
of chief electrical engineer for the Transvaal and Orange River 
Colony Railways, is now in England. We understand that he is 
here with a view to entering upon a new appointment when oppor- 
tunity arises. 


The Times announces that Mason O. G. BunRABT, R.E., now 
serving at Falmouth, has been appointed Chief Instructor at the 
School of Electric Lighting, Plymouth, in place of Major 8t. G. R. 
Oaulfeild, whose appointment has expired. . 

We are asked to state that the note in our last issue respecting 
Ма. RAnREIN'S appointment does not refer to the Electrical Oo., Ltd. 
(A.E.G., Berlin), Manchester. | 

We regret to learn from our trans-Atlantic contemporaries of the 
sudden death of Мв. A. A. Knupson, a well-known New York con- 
sulting engineer and expert on electrolysis. Mr. Knudson wasa 
very frequent contributor to the Press on the subject mentioned. 

Мв. R. W. Новлвтн, of 16, Rutland Square, Edinburgh, whose 
late partner, Mr. Buchan, recently died, has made arrangements 
with Мв. C. S. Veskey Brown, М Inst. C. E, and Мв. WirFREDHALL, 
A. M. Inst. C. E., for carrying on with them practioe as consulting 
electrical and mechanical engineers at the above address, and 
also at Newcastle and in London, under the firm name of Buomax 
AND PARTNERS. | 

Оп Beptember 3rd, at Turnham Green, the marriage took place 
of Рювсу, eldest son of Mr. S. Alfred Varley, of dynamo fame, to 
Violet, daughter of the late J. E. Bloom. The Rev. Telford Varley, 
M.A., brother of the bridegroom, performed the ceremony. 

The Sunderland Education Committee has decided to appoint 
Мв. W. T. MacCatt, M. Sc., of Halifax, head of the Electrical 
Engineering Department at the Sunderland Technical College. 

Мв. Horace H. L Ad, A. M. I. E. E., announces that he is giving 
up his address at 10, City Road, London, E. C., having taken an 
appointment with Messrs. A. W. Pocklington & Co., 47, York 
Btreet, Westminster. | 

Ма. WILLIAM Murray, of the firm of Williamson, Murray and 
Со., has joined the board of the Edison & Swan United Electric 


Light Co., Ltd. 


On Saturday last the electrical staff of the Frodingham Iron and 
Steel Co., Ltd., made a presentation to Мв, A. G. Осттв, who is 
leaving to take up the position of chief electrical engineer to the 
Leeds Copper Works, Ltd. 


Obituary.—The death is announced from Sydney of 
Mr. D. KiBKCALDIB, assistant commissioner of the New South 
Railways. iE 


NEW COMPANIES REGISTERED. 


Prestwich & Burt, Ltd. (104.596).— This company was 
registered on August 16th, with a capital of £1,500 in £1 shares, to acquire the 
interest of E. C. Lea in the business carried on by him at South Lane, Kingston · 
on-Thames, as Prestwich & Burt, and to carry on the business of manafacturing 
electricians, electrical and mechanical engineers and contractors, founders, 
dealers in electrical accesories, &c. The subseribers (with 450 shares 
each) are: — A. Vandam, 17, Evelyn Mansions, Carlisle Place, S.W., elec- 
trical engineer; C. Zee, 17, Evelyn Mansions, Carlisle Place, G. W., electrical 
engineer. Private company. The number of directors is to be 
three: the first are A. Vandam, C. Zee and C. Lea (all permanent, subject to 


' holding 450 ordinary shares). C. Zee is the first secretary. Table A” mainly 


applies. Registered by William Hurd & Son, 25, Bucklersbury, B.C. 


Bowers & Barr, Ltd. (104,680).—This company was registered 
on August 28rd, with acapital of £2,000 in £1 shares, to take over the business 
of electrical engineers carried on by F. C. Bowers and E. V. Barr, ав “ Bowers 
and Barr,” at Great Yarmouth, The subscribers (with 100 shares each) аге: – 
F. C. Bowers, 184, Lichfield Road, Great Yarmouth, electrical engineer; О. A. 
Hubbard, Northfield, North Walsham Road, Norwich, electrician. Private 


company. Table A mainly applies. Registered by Ferrier & Ferrier, 38, 


Hall Plain, Great Yarmouth. 


International Electric Transport and Enterprise Co., of 
Alsace-Lorraine, Ltd. (104.668).—This company was registered on August Akt, 
with & capital of £200,000 in 195,000 preferred shares of £1 each and 100,000 
deferred shares of 1s. each, to undertake and develop electric carriage and 
other enterprises in Alsace-Lorraine and elsewhere, and to carry on the business 
of constructors of electrio tramways and railways, motor-vehicles, tunnels, 
bridges and roads, carriers of passengers and goods, &c. The subscribers (with 
one preference share each) are:—K. 8. Thompson, Farnaby, Bevenosls, 
solicitor ; E. T. Wheeler, 47, Durlston Road, Upper Clapton, N.E., accountant; 
F. H. Fletcher, 8, East India Avenue, E. C., solicitor; A. Molock, 3 
East India Avenue, E.C., secretary; F. J. Allen, 8, East India Avenue, 
E.C., secretary; A. F. Argles, Bt. Stephen's House, Victoria Embapk. 
ment, S. W., surveyor; W. Н. Quarrell, 8, East India Avenue, E.C., solicitor. 
Minimum cash subscription, £2,000. The number of directors is not to be lers 
than two or more than eleven; the first are C. Simon and A. Sautier (both 
of Guebwiller, Alsace, Germany) and A. F. Argles ; qualification, £100; 
director is to receive EI per board meeting attended, in addition to travelling 
and hotel expenses, and also £4 per day Bede, Been nbs from place of resi- 
dence ” ; directors and managing director also to be entitled toa fixed remunere- 
чов, to be decided ор by the board, Registered office, 8, East India Avenue, 


of electricity for light, beat, motive power, or otber purposes, &c. 

scribers (with one share each) are:—J. M. Bein, 108, Muswell Avenue. Muswell 
Hill, N., electrical engineer; A. J. Grose, 14, Ashoburch Grove, 8b 8 
Bush, W., gentleman; O. H. Bishop, 7, Layer Gardens, West Acton, „ elec 
trical engineer. Private company. The number of directors is not to be 1 
than three or more than five; the first are J. M. Bein, A. J. Grose and 0. E. 
Bishop; remuneration of J. M. Bein and A. J. Grose, £450 per annum: of O. H. 
Bishop, £500 per annum, Registered by Barfield & Barfield, 47, Finsbury 
Bquare, E.C. 


Bullivant's South African Co., Ltd. (104,728).—This oom 
pany was registered on August 26th, with & capital of £5,000 in £1 shares, " 
carry on in South Africa &nd elsewhere the business of dealers in wire хоре 
Вее torpedo defence nets, wire tramways, mining and hauling plant. b. 
graph cables, and all apparatus and appliances connected therewith. The su 
scribers (with one share each) are :—W. P. Bullivant, 72, Mark Lane, E.O., Wire 
rope manufacturer ; F. A. Bullivant, 72, Mark Lade, E.C., wire rope man 
turer; P. J. Bullivant, 72, Mark Lane, E.C., wire rope manufacturer; P. 
Bullivant, 72, Mark Lane, E.C., wire rope manufaoturer, Private oar 
The number of directors is not to be less than two or more than four: The * 
are W. P. Bullivant, F. A. Bullivant, P. J. Bullivant and B. В. Bulllvan 
Registered office, 72, Mark Lane, E. C. 


Plutte, Scheele & Co., Ltd. (104,840) —This companv was 
registered on September 8rd, with a capital of £6,000 in £1 shares, to adopt an 
agreement with F. Plutte for the acquisition of the business of Plutte, Scheele 
and Co., and to carry on the business of manufacturers of and sellers of 
articles and accessories required in the electrical and allied trades, &c. The 
subscribers (with one share eacb) are :—J. N. Cooper, 18, 19, Queenhithe, E.C., 
electrical engineer ; P. Kuppers, 18, 19, Queenhithe, E.C., merchant. Private 
company. Tbe number of directors is not to be less than two or more tban 
five; the first ate J. N. Cooper and P. Kuppers; remuneration as fixed by the 
company. Registered office, 18 and 19, Queenhithe, E.C. 


National Lighting Corporation, Ltd. (104.782).—This com- 
pany was registered on August 80th, with a capital of £1,000 in £1 shares, to 
са on the business of electricians, manufacturers ot and dealers in electric 
lights and electrical appliances and novelties, &c. The subscribers are :—A. 
Lange, 98, Alderegate Street, E.C., merchant, two sbares; I. Frohweln, 93, 
Alderagate Street, E.C., merchant, one share ; 8. Mundler, 35, Cock Lane. Snow 
Hill, E.O., business manager, one share. Private company. The number of 
directors is not to be less than two or more than five: the firetare A. Lange, I. 
Frohwein and 8. Mundler; qualification (except managing director), £100 ; 
remuneration, one guinea each per board or general meeting attended, 
Registered office, 85, Cock Lane, Snow Hill, Е.С, 
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OFFICIAL OF RETURNS ELECTRICAL 
COMPANIES. 


Llaududno and Colwya Bay Flectric Railway, Ltd. (89,639). 
Trust deed dated July 27th, 1909, to secure £15,000 Ist mortgage debentures, 
charged on the railway undertaking authorised by the Llandudno and Colwyn 
Bay Light Railway Orders 1898 to 1907, and the company's general assets, present 
and future. Holders: Trustees, Executors and Securities Insurance Corpora- 
tion, Ltd., Winchester House, Old Broad Street, Е.С. 

A memorandum of satisfaction in full on July 27th, 1909, of debentures dated 
March 11th, 1909, securing £50,000, has been filed. 


Kent Electric Power Syndicate, Ltd. (72,742).—Debentare . 


for £1,088, dated August 5th, 1909, charged on the company's undertaking and 
property, present and future, including uncalled capital. Holders: Kent Elec- 
tric Power Co., Strood. | 

Memoranda of satisfaction (a) in full on November 8th, 1905. of charge dated 
February 14th, 1905, securing £4,275, (b) to the extent of £1,500 on July 24th, 
1908, of charge dated May 26th, 1905, securing £1,8:0, and (c) in full on August 
РУ of charge dated July 8rd, 1905, securing £750, also notified on August 

st, Ф 


«47* Electric Lamp Manufacturiog Co., Ltd. (96,594). — 
Charge under Land Transfer Acts, dated August lith, 1909, to secure £25,000, 
charged on freehold land and buildings at Southfields, S.W. Holders: J. G. B. 
Stone, 9, Draper's Gardens, E. C.; and J. Venning, 5, Gray's Inn Square, W.C. 


Chipper field Lamp Syndicate, Ltd. (98,008).—Issue ou Angust 
aa of £60 debentures, part of a series of which particulars have already been 


— ————— 


CITY NOTES. 


British Thomson-Houston Co, Ltd. 


Tux report of the direetors to be submitted to the meeting to be 


held at 83, Cannon Street, E.C., on September 14tb, covers a period 
of En months from April lat, 1908, to March 31st, 1909. It reads 
as follows :— 


Works at Rugby.—The buildings and machinery of the company 


have been maintained in first-class condition during the year, and 
while the directors have not been able to make depreciations, 
except as hereinafter mentioned, they have made a number of im- 
provements and additions, the most important being the extension 
of the steam plant, at a cost of £8,766. They have also followed 
their usual practice of making reserves to cover risks in connection 
with bad debte, depreciation of shares held by the company, and 
for other contingencies. 

Curtis Steam Tur bines.— As stated in the last annual report, the 
company now owns all the patents for the United Kingdom for 
Ourtis steam turbines, excepting the marine rights. During the 
financial year the compary sold 12 turbines aggregating 15,000 KW., 
and the directors feel confident that the business of the company in 
steam turbines will be large, due not only to the unrivalled ex- 
cellence of the company’s apparatus, but also io the unique fact 
that the company can supply either the vertical or the horizontal 
type, whichever is best suited to each installation. In this connec- 
tion it is interesting to note that since the end of the year under 
review the company has sold 18 turbines, aggregating 19,569 Kw. 

Industrial Developments.—The volume of business in this dirac- 
tion during the year has not been satisfactory, due to the depressed 
condition of trade generally, yet a large number of important con- 
tracte have been secured, and marked progress has been made. 

Central Station Developments.—The most important contracts have 
been for turbines, the sales of which are referred to above. 

Traction Work.—The quantity of electrical equipment for tram- 
way and railway work sold in Great Britain during the year has 
been very small, bnt the company has received ite fair share of this 
business. 

Switchboards.—The company has closed several important con- 
tracta for switchboards during the year. 

Metallic- Filament Lamps.—The company has made further satis- 
factory progress in the development of metallic- filament (tungsten) 
lamps, and, to meet the increasing demand, is extending its mana- 
facturing facilities. 

Debenture Redemption.— Under the terms of the trust deed securing 
the issue of the company’s debentures, the company had to pay to 
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the trustees on February 28th last the sum of £3,339, to be applied 
by them in purchasing debentures in the market. Débentures of 
the par value of £3,500 were purchased prior to March 81st (the 
end of the year under review), making the total par value of deben- 
tures retired to date £7,060. | : 

The directors regret that the balance-sheet shows a loss of £825 
as the result of the year’s working, after paying interest on deben- 
tures and on loans. They deem it wise, however, to write off 
certain items, and to that end have carried into the profit and loss 
account the balance brought forward from last year—viz., £2,467 
and the reserve of £15,409, which have been applied as shown in 
the profit and loss atatement. Mr. J. F. Nauheim has been elected 
chairman of the company. i 


United Electric Car Co., Ltd., Preston. 


Tu directors’ report for the year ending June 30th, 1909, states 
that the works have been efficiently maintained as regards buildings 
and machinery, the cost of which has been charged against 
revenue, After paying debenture interest amounting to £2,500, 
and charging £5,646 for depreciation, the profit for the year is 
£8,896, to which is added £6,187 brought from last year, making 
а total of £15,083. After deducting preference dividend for the 
six months ending December 31st, 1908, £3,000, there is an avail- 
able balance of £12,083. The directors recommend that this 
amount be dealt with as fcllows:—Preference dividend, less 
income-tax, for the half-year ending June 30th, 1909, £3,000, a 
dividend of 23 per cent., less income-tar, on the ordinary shares 
for the year eading June 30th, 1909, £3,750, carrying forward to 
next year £5,333. 
The meeting is to be held at Preston on September 15th. 


Sao Paulo Tramway, Light and Power Co., Ltd.— 
A quarterly dividend of 24 per cent. on the capital stock has been 


declared, payable on October 1st, 


Canadian General Electric Co.— The directors have 
declared a dividend of 1j per cent. on the common etock for the 
three months to 30th inst., being at the rate of 7 per cent. per 
annum. 


Britiske Columbia Electric Railway Co., Ltd.— 
The directors have aunounced to shareholders their intention to 
make a further issue of £500,000 of capital offering same to the 
preferred and deferred ordinary stockholders. The new capital 
will take the form of 5 per cent. cumulative preference shares 
(200,000 of £1 each at 18. premium), 5 per cent. non-camulative 
preferred ordinary (200,000 of £1 each at 2s. premium), and 
deferred ordinary (100,000 of £1 each at 3s. premium). The new 
capital is required to keep pace with the rapidly increasing basiness 
in every. department. 


Ibbotson Bros. & Co. Ltd.—The thirty-seventh 
annual report states that the profit for the year ended June 30th 
amounts to £23,154, to whioh has to be added £10,492 brought 
forward. The directors recommend that a fiaal dividend be paid 
of 63. per share, tax free, making 10 per cent.for the year, that 
£3,000 be added to the reserve fuud, and that the balance of 
£11,116 be carried forward. | 


Germany.—The balance-sheet of the Hamburgische 
Electricitatswerke Gesellschaft, of Hamburg, for the last financial 
year shows a net profit of £100,849 as contrasted with £100,647 in 
the preceding 12 montks. A dividend at the rate of 8 per cent. is 
again being declared. s 


Doulton & Ce.. Ltd.—The directors announce (says a . 
financial daily) that they are advised that the trading of the past 
six months does not warrant the declaration of an interim dividend 
on the preference shares. 


Globe Telegraph and Trust Co., Ltd.—The directors 
have declared a dividend of 28. each on the ordinary shares. 


Dundee and Broughty Ferry Tramway Co.—The 
directors report states that the profit (including sum brought forward 
from last year) amounts to £4,512. From this there falls to be 
deducted interim dividend paid on 6 per cent. preference shares on 
February 1st last, £1,500, leaving a balance of £3,012. The directors 
recommend the disposal of this sum as follows:—(1) To pay final 
dividend on 6 per cent. preference shares, £1,500 ; (2) to renewals 
fund, £800; (3) to fund for redemption of debenture stock, £600 ; 
and (4) to carry forward to next account, subject to remuneration 
of managing director for part of year, £312. The total earnings for 
the year amounted to £12,835, an increase of £227 over last year. 


Prospectuses.—Arubong (Malacca) Rubber Plantations, 
Ltd.—There has been offered this week an issue of 13,666 shares of 
£1 each in this company. a" 

Batu Kawan Rubber and Coconut Plantations, Ltd.—This com- 
pany, operating in the Straits Settlement, is offering 42,500 shares 
of £1 each for subscription. 

The Ivory Coast Rubber Estates, Ltd.—An issue of 50,000 shares of 
£1 each was offered for subscription last week. The company is 
to purchase two concessions granted by the Government of the 
Ivory Coast Colony of West Africa. 
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ELEOTRIO TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 


Fort.. 'Receipte for | No. Route 
Locality, npa the of Total to date, miles 
ed. fortnight. (wks open. 
L &° в v ond e. 
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L’pool Overh’d Rly. | „ 5| 2,302 1+ "71, 9 14.787 T 90 | 68 | 48 
Llandudno-Col Bay | ,, З | 1,683 |+ 146 | 40 1,384 |+ 1,907 | .. A 
Mersey Railway .. „ 43.734 T 61| 9 17.146 |+ 70145 | .. 
Mesrupolitan Rly... | „ 5 | 30,188 — 252] .. | 340,603 |+ 1,665 | 949:6| .. 
Met. District Rly... "m 4| 17.038 |+ 240 9 84,193 |+ 5,500 | 9 5% 
Anglo-Argentine .. „„ 2 | 77,712 17,933... 11,964,109, 81,627 | .. | eo 
Auckland .. T x = E ; HS M > è 
mbay (B. E. T.) .. | Aug. 5 4,689 |+ 469 31 77,464 |+ 4,453 = 
Brisbane ee к у» r ee ега we ee oe 
Brit. Columbia Rly. oe ee ee ee ae ео ee 
Calcutta а Sept. 4 6,330 t 82 |. ee oe ee 
gCapeElectricT.Ld. . ee ae ee oe se . ee 
Kalgoorlie, W.A... ae V ae T T : ve 
ТАВ ee ee Aug. $1 1,409 + 201 ee 20,349 + 407 | .. е 
Melbourne.. ee ee ee ee ee ee ee se 
Lisbon [a ee oe @e e ee ae ees ee es 
erth (W.A.) ә 49,264 |+ 282 | 98 ! 9*4 
* Compared with the corresponding period of 1988. + One week only, 
t Includes horse, steam and other receipts. 8 One month. 


STOCKS AND SHARES. 


Tuesday Afternocn, 


Hoxripays are now practically over, and all—or most—of the 
children have gone back to school, so there is no longer any real 
excuse for their fathers to be "slack." But in the Stock Exchange, 
trade cannot be forced beyond a certain, very near, point, and it 
has still to be acknowledged that business in all except a few 
favoured securities is as coy as the subject of Sir Walter Scott’s 
famous lines. ' 

One of the few departments in which any state approaching 
activity obtains is the iron, coal and steel market. Many of the 
companies, and; indeed, the industry itself, are intimately related 
to the electrical trade, and the advance in prices will be watched 
with keen interest. Starting amongst armament shares, the rise 
ia Vickers & Armstrongs hes spread to shares in such companies as 
Babcock & Wilcox, besides those which are more directly con- 
nected with the iron and steel business. The movement is the 
more welcome in that it points to the better conditions of the 
country's trade, as a whole, baving permeated one of the most im- 
portant classes of industry. Recent advances in shares and stocks 
such as Henley's, Oallender's and Telegraph Construction are fully 
held. 

Yet the state of the Home Railway market is still a very dis- 
appointing one, and prices seem quite unable to lift themselves for 
long together out of the ruck of depression into which they have 
dropped. The weariness of the market extends even to Metro 
politans and Districts, both of which are again on the down grade. 
However, there isa rise of 2 in the 44 per cent. bonds of the 
Undergrouad Electric Railway, thanks to the statement issued the 
other day, which was accompanied by the intimation that the com- 
pany will, after this, publish monthly statements of profit. In the 
dim and distant future, other railways will do the ваше thing. 

British Columbia Electric Railway Deferred and Preferred stocks 
are ex the right to apply for the new issue, and the falls of about 
five points represent what the rights are worth. Anglo-Argentine 
Teams are strong. The Second Preference, which are 5 per cent. 
cumulative shares, gained 4, and the 4 per cent. Debenture stock 
is 1 better. Cape Electric Trams dismally dwindle. Mexico 
Trams are again pursuing their upward course, while Mexican 
L'ght and Power has more than recovered its loss of last 
week. These rallies sre due more than anything else to the 
subsiding of the floods at Monterey, which enabled the power com- 
pany to resume work and ca1sed the 5 per cent. Debenture stock to 
regain 3 points, hardening to 89. Of others in the same group, 
Rio Trams are rather easier at 92, the bonds being steady at 95. 
Mexico Tramways bonds went ex coupon last Wednesday, and at 
944 have attracted buyers who think the security looks cheap 
again, The Sao Paulo Tramway Company has declared a dividend 
of 2j per cent. on its ordinary stock. 

Notting Hill shares are the most favoured of the electricity supply 
list, and at 121 they show a further 10s. gain. Brompton and 


Kensington Ordinary are 2e. 6d. lower, and Folkestone Ordinary 


lost a similar fraction. No other changes have cc»urred, so that the 
despair of the young gentleman who had to write half a column of 
breezy notes around this trio of movements will be fully 
appreciated. " 

Excitement in the American railroad department having cooled 
to something under fever pitch, the gamble in Anglo-American : 
Telegraph Deferred stock has also eimmered down, and the price 
with it. The decline, however, isinsignificant. Eastern Telegraph 
stock drooped, but lower-priced shares, such as West India and 
Panama and West Coast of America, are stronger. Great Northern 
Telegraphs l6st their rise of a week ago. 

Marconi shares firmed up to 153, on the announcement that the 
company had come to an agreement with the Government in con- 
nection with certain of ite stations which, a few years hence, 
-would have been compulsorily acquired. This is satisfactory, so 
far as it goes, bat it is wholly insufficient ground upon which to 
advise the purchase of the shares, National Telephone Deferred 
has again weakened, while a point rise lifted American Télephone 
and Telegraph capital stock to 147 middle. 


е 


Stock Exchange Notice. — The Committee has 
ordered the undermentioned securities to be quoted in the Official 
List:—Mexico Tramways Co.—£1,250,000 6 per cent. 50-year 
mortgage bonds of £100 each, Nos. 1 to 12,500, in lieu of the sorip 
now quoted. 


Davis & Timmins, Ltd.—The directors recommend 8 
6 per cent. dividend on the preference shares for the six months 
ended Jane 30th, 


. 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHOXE COMPANIES. 


tock Closing Closing | Business done | Rise 4| Pre 
| k ended sent 
НАМЕ, or | Dividends forthe Jast | Quotations | Quotations — or Yield 
Share. four years. Aug. 3ist. Sept. 7th. ME iN Fall —|per cent, 
Amason egra <u shares, Nos. 1 to 26,000 10 Nil | Nil — — `+ .. .. . 
Do. do. 5 96 Debs., Nos. 1 to 1,250 Red, | 100 5 5 5 5 98 — 96 93 — 96 94 ed ^а 649 
American Telephone & Telegraph, Cap. Stock ,. | $100 | 1% |8 96 | 8 8 145 —147 144 —146 146 1448 .. 5 810 
{ De 00044, Trust, €% Bonds, 1 00 $8,000 and | |. $1009 | 4% 44 |49 |6% | 96 — 98 91 — 99 а ae ШЕ у ith 
Anglo-American Telegraph .. ..  ..  ..| Btock | 84% | 83% £34s.| 604 — 62 — 62 i T 530 
Do, до, do 6% Pre. Stock y X. e X 8 6 96 1094104] 10] 104] 1044 | 1084 15 5 14 6 
Do, do. do. Deferred Stock | 4% | 12% |1 8j- | 21 — 2! = 20 214 21 241424 
„ieee Deb, Stock Red. 100 5 |69 5 5 1033 —1 1084 —105 T ee T 414 9 
Chili Telephone, Nos. 1 to 44,000  .. 6 x 5 8% 88 WE 8 — 8 — — 414 1 
Commercial Cable, Sting. 500 year 4% Deb. Sk. Red, Stock | 4% | 4 9% | 4 4 9 | 90 — 92 90 — 92 904 . 470 
One TUNER. d am „ „„ A [695 86.18 6 9 81— 9 I . 6 13 4 
Do. 10 % Pref, T ee ee ee 10  |10 % 10 % 10 10 17 — 18 17 — 18 T T А 5 11 1 
Direct Spanish Telegraph, Ord, 5 <a es Б 4% 474 4 E S- 81 65/ ee es 5 38 4 
Do, do, 10 % Cum, Pref, АБ 5 110% 10% 10 10 88 — Bí — T .. 5 12 8 
Do. do, 44 % Debs. ss | W X * 44 99 —101 100 —102 32 à +1 816 6 
Direct United States Cable ee T T T 20 96 | 48% | 4 4 13 — 184 18 — 184 132 13+ 6 511 
Direct W. India Cable, 44 % Reg. Deb., 1 ю 1,200, R. 100 | 4496 | 44% 44% | 100 —102 100 —102 4 83 
Eastern Telegraph, Ord, Bie. „ „ oa К ТГ 199514 7 199 —182 128 —131 129) | 128 1 5 6 10 
Do. Pref. Stoc g. 100 | 8495 | 8396 | 88% | 84 — — Ваў — 864 85 400 
Do. 4% Mort. Deb, Stock. Red.. Stock | 4 % | 4 96$ | 4 4 1044 —106 1044 —1063 22 ea 815 2 
Eastern Extension, Australasia, and China Tele 10 |1%|1%|1 7% | 11{— 124 11{— 12} 124 1148 514 3 
Fast ка lm T t% it D: T .. Stock 4% 14 % | 4 4% | 102 —104 102 —104 102 * E 8 16 11 
e о. Tel., t . Mauritius oe 2 - =a oe 
Sub.) 1 40 8,000 | 95 4% 149% 4 | 4% | 100 —102 100 —102 818 5 
Globe Telegraph and Truss  ..| 10 | 65495 | 64% | 52% | 5i 101— 141 101 — 10 10% | 10} 570 
Do. do, 8 Pref... ee ee 10 6 6 6 6 13 зоа 14 18 » 14i 14 ^ 13i ee 4 4 3 
poo epo AMD. i rr "Xn " 10 | 94% 20 % |20 % |18 — 97i 26 — 263 T 615 4 
ermu e, 1st Mort. - Ed 
{ Debe. within Nos. Pc 00 Red.] 100 | 44% | 44% | 44% | 44% | 100 —102 100 —102 100 d 488 
Mackay Com es Common .. T ee .. | $100 2 Bà 4 4 % | 83 — B6 81 — F6 T 418 0 
Do, о. 4% Cum. Pref. .. «oe . | $100 4 4 4 495| 74 — 78 74 — 79 T .. 52 0 
Marconi's Wireless Telegraph .. .. se  .. 1 |N Nil | N Nil { i 13— # 17/6 15/ + 12 Nil 
Monte Video Telephone Co, Lid. Ord. ^5 2^ 1 7 437 H- h- B М „ 829.3 
Do. do. o. 6% Pret, эх 1 |6 59% 5 5 ї— T I 513 8 
National Telephone, Pref, Btock өө T .. | 100 6 69516 6 106 —107 106 - 107 1071 106 511 7 
Do, o. Det. Stock vac as s] MO [D 655,16 6 1224—1244 1214 —123 123 1224 | —1 417 2 
Do, do, 6 95 Cum. Ist. Pref, .. és 10 6 69516 6 1035 — T. 10$ — 10 ee - А 610 4 
Do, do. 6 Cum, må Pret. ГТ „ 10 6 b * 6 6 1 -— 1 104 — 10 IX ee LI 5 10 4 
Do, do, 6 % Non-cum, Вга P., 1 to 250,000 b 6 595165 Б Bor — 51 8. — 5th Р - ‘ 478 
Do, do, 83 Y. Deb, Stock Red. Stock | 84% | 84% | 84% | 84% —100 —100 — | 810 0 
Do. do. 4 % Deb. Stock Red. ee 100 4 4% 4 4% | 100 —102 100 —102 1013 100} > 818 6 
Oriental Telep. and Elec, 1 to 171,504, — mes ee 1 1 71% |8 8 о н 14 18— 14 e га 568 
Do, do. do, 6% Cum. Pref... * 1 6 6% 6 6 96 lá— 1i 1&— 1i T 416 0 
Do, do. do. 4 % Red. Deb, Btock . | 100 4 49% 4 4 & 86 — 88 Еб — 88 87} 864 413 0 
Pacific & European Tel., 4 Guar, Debe,, 1 to 1,000 10 4 4% 4 4 100 —102 100 —102 Ф: 8 18 5 
атф б TM 4 Deb ANE a 8 5 5 |5 5% 4- RÀ 00 — o T 12 — 
ephone Co. o t, Red. oo | 100 X. 4495 | 1004 —1024 1004 —1 * А * 
Submarine Cables Trust .. ee ec e» .. | Cert, "d 3 "i y 130 —183 130 —183 T е T 4 10 11 
United River Plate Telephone 5 |8 8 |8 i 6H— 772 4 — Н 1 614] — 5 10 4 
Do. 5% Cum. Pret, Nos. 1 te 40,0 ù | Б 5 C5 5 8% 54— 5 3 5 oo he ee 
W. Coast of America, 1 to 80,000 & 58,001 to 58,008 24 | Nil | 24% | 24 es là— 1 1%— 114 25/74 | 24/6 + ya | 41010 
Do, 4% Debs., 1 to 1,500 guar, by Braz. Sub. Tel, | 100 19 4% 4 4 % | 100 —102 101 —108 r mee 41 B17 8 
Western N чар Ltd., Nos. 1 to 207,990.. T 10 7 7% 17% ie 183— 183 1831— 133 1854 18} T 6 110 
0. 49 Deb. Stock Red, .. | 100 4% 4% 4% 4% | 103 —105“ | 108 —105 2 P .. | 816 2 
West India and Panama Telegraph .. ae "2 10 Nil | Nil | Nil | Nil БЕ а 13 13/9 11/8 + Фа N 
Do do, 6% Cum. ist Pret, .. . 10 |6%]|8%|6%|6%| 8— 8— 83 M bee 5-431: 
Do. do, 42 Pref, ва T 10 Nil! Nil |£26 115 % 8— 9 B— 9 РИ 4% 9 
Do, do. 5 & Debs, Nos. 1 to 1,800 100 5% * 7 5 101 —103 | 101 —103 » | 8 | 417 1 
ELECTRICAL RAILWAY, MANUFACTURING’ AND INDUSTRIAL COMPANIES. 
| 
of > 
640,000 свечи Зее" % Cum, Ist J eoo] 5 = 8 4g— 4 96/8 98/9 ii 5 2 4 
500,000 Do. 5 % 2nd Pref., 800,001 to 1,800,000 5 . ХА as 42— 4È 4°,— 41 93/14 T +f, | 5 8 ll 
978,220 Do. $5 Реб. бк, 2% e „| ә. e|. 1491 92%- 9831 . | 924—994 935 99à | + 4 6 6 
832,887 | Auckland E. Trams, 6 % 1st Mort, Deb, Stock .. 100 b Б Б 5 Ф | 102 —105 102 —105 108 е 40 415 3 
580400 | Babcock & Wilcox; 1 to 630,000.. ..  .. 1 20 % 20 95 20 % |20 $ 4.— 45. 4j— 43 90 | 89/44 | + & 4 811 
100,00 | Ро, do. 6 % Cum, Pret., 1 to100,000 || 1 & 6 6 6 li— 11— 1 g $ ж ЧЕ 
60,000 | British Aluminium, Ord., 1 to 40, % . 6 7 1 1 1 t= - 13/9 2: .. |48 0 0 
60,000 Ро, do, 7% Cum. Pre... 5 |1 7 7 1 12— 1 18— 2 10/3 js +5 |16 9 4 
40,100 Do, do. "А "6 % Cum. Pref, .. v4 6 6 6 69616 38 — 8; — 72/6 67/6 T 71011 
12,897 Do. do, 4% Funding Certs. .. TS 6 4 4 495|4 2 24— BA * . fe 614 8 
124,400 Do. do, 54 % Loch Leven Debs, ..| 100 653 55 54 95 — 98 95 — 98 Ф. - Ар 512 8 
500,000 | British Colunibia E. il Def. Ord, Stoxx e» 100 6 6 8 8 152 —157 147 —152 155 1434 -5 | 6 6 8 
400,000 Do. Pref. Ord. Btock ee .% e» ee 100 5 5 b 6 123 —127 117 —122 119 4% — 53 118 2 
400,000 Do. 5 % Cum. Perp. Pref. Stock T ee 100 5 5 5% 5 109 —112 109 —112 111 А * 498 
233,000 Do. lst Mort. Debs., 1 to 6,250 .. T 40 4 4 102 —104 102 —104 22 T T 4 6 7 
212,600 Do. Vancouver Power Debs., 1 to 2,200 | 100 4 44% Hi 102 —105 102 —105 1043 гә ч 4 5 9 
148,801 | British Electric Traction ^ue REEL EET EC ii| Nil| Nil A-— M ^— 1 | 18/18 2 га Nil 
161487 | Do. do. 6 % Cum. Prein. 10 6 6 % 8 „ % 4 — 2 1— oh 4% | 436 | .. 8 90 0 
1,478,658 Do, do, 5 M Perp. Deb. Btock .. Stock 5 Б b 5 | 85 — 88 85 — 88 86 854 Ir 5 16 8 
638/908 Do. do, 1 96 2nd Deb, Stock Red. 100 44 44 44% | 44% | 68 — 67 63 — 6? Ф a 614 4 
100,000 | British Insulated and Helsby Cables son ^ du 6 |8% 10 J 10 9 1095, | 74— "i 7À— % 72 % 6 7 0 
100,000 | Ро, do, 6 % Gum. Рте, .. .. 5 |6 6 6 6 6à— 64 — 8 А а 411 8 
500,000) Do. ` do. 44 % Ist Mort. Deb. Red... | 100 4 4 44% | 108 —106 103 — 106 4 41 
904,9401 oe ыо уе aa onsin ae Mort. Debs, .. 100 4 4 44% | 44% | 89 — 94 R9 — 94 ee — 2 415 9 
400,000 eme Pre o e ка 5 | NO] NO] NI | ма КА ù + Nil 
60,000 || Browett, Lindley & Co., Ord. .. * ec oe 1 i | Nil| Nil} Nil — dH ik. d ae ee e 
t do, 6 96 Cum. Pref, LE [EJ 1 Nil Nil Nil Nil 1 [6 to 1 [6 1 to { .. * .. Nil 
140,976 | Brush Electrical Engineering, Ord., 1 to 106,781 .. 3 |% Nil | Nil | Nil — à 0 — - өө - Nil 
200,000 . do, Non-cum el. .. LE 2 6 Nil Nil Nil 0 = EJ 0 = ee .* * 
125, 0001 Do, do. 96 Perp. Deb. Stock .. | Stock 1 % 44% | 4l — 46 41 — 46 is р T 915 8 
125,0001 Do. do, 926 Perp. 2nd Deb. Btock.. Stock 4 4 44% | 27 — 81 27 — 81 284 өө oe 14 10 2 
187,610 Calcutta Trams, 1 to ,610 .. .. .. LE b B B 6 4 o6 4 Py — 4H 48 = 5 — + rm 4 10 0 
45,804 Do. 5% Cum. Pref., Nos, 1 to 99,880.. | Б 5 & 6 & 5 & 5 ij— 5 &— 5 9670 | 968 | .. | 5 0 0 
B50,000 Do. 44% lst Deb. Btock.. — ..  ..| 100 | 44% | 44% | 44% | 44% | 97 —100 97 —100 99 99 м 410 0 
85,000 | Callender's Cable Construction shares A" Gx 6 15 16 & 15 % 115 % | 108—118 103 — 114 10:3 1033 2s 6 78 
40,000 Do. do, 5 % Cum. Pref, * * .. .. 5 5 5 5 96 5 o5 58 — 57 54 — By .. „+ .. 4 6 11 
800,000 | Ро. do. 44% lst Mort, Deb, Stock Red. | Stock 4% 4305 44% | 44% | 105—107 105 —107 уч an 441 
491,229 | Cape E. Trams., 1 to 491,222 .. - es ee 1 i| Nil il | Nil 1— 3 Yh— yn te * — W Nil 
100/000 Castner-Kellner Alkali, 1 to 450,000 .. .. .. 1 6 8 % 12 124% | 2— 2 2 — 9 42/- 41/3 ys 517 8 
0,158 Do. do. 4à E: let Mort. Deb, Stock | 100 | 44% | 44% | 44% | 4 % | 105 —108 105 —108 ® i: а 314 1 
1,890,690 | Central London Railway, Ord. Stock ee | Btock 4 1 8 83% | 62 — 64 62 — 64 62} - 55 84. 
5655 Do. do. Det. do. Stock 4 „ 3 249 43 — 45 48 — 45 13 - 5 11 1 
1,450,000 | City and South London Railway s» ee S | Block il gà 24 115 814 - 824 813 — 82} Bh 81) 412 4 
86,000 coe mn tera tob par 8 5 Y 5 5 % в — 14 #- 14 T Ke 13 6 8 
LI LI eg. e B; € 1 
100,000] 309 ot £100, and 901 to 11,000 67 £50 Hed. e |5%|5%|5%|5%| 9 — 93 90 — 98 Fy | TEM 
* Unises otherwise stated, ali shares are fully paid. t A period of pine months. From Mancoester Bhare List. 


Continued on next pade. 


430 | THE ELECTRICAL REVIEW. [Vol 65. No. 1,659, SEPTEMBER 10, 1909. 


SHARE LIST OF ELECTRICAL COMPANIERB.—(Oo»ntinues, 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —/(OContinusd) 


too | . Closi Olosin Business done | Rise +; Present 
Present E, | Dividends for the 8 | Quot ad week ended or Yield 
e. NAMB, Share, | last four years, Aug. 31st. Sept. Tth. Sept. "ith, 1909. Fall — per cent, 
!.. —. — ,,, 1а лр т — — p Tube ih Ev 
! | 1 TAE . 
360,000 | Dick, Kerr & Oo., 1 to 260,000 .. «| T aa ea 404) Woda | о. „ е Immer t 
71.000 D 2 АЯ Stock’ юзине .. 100 |4% @% | 44% | 44% | 100 —103 10) -103 з жы ТУ $544 
А „ . | — 183 1 — Í "P 5 .. 4 9 
60,000 | Dublin United Trams. (1896), 6 & Pref., 1 o 60,000 гю [6%] 6 са | ae "- E а 49 8 эсас Ор ЗВ 
Na | ЭМне а пуа Ue rA Ee l | ses vcra S о. 
p Do. А phares, fos 5 "t| to VA V 49,| 68 — 78 68 — 73 je „> ee . 21 
807, И е oy — — p .. * 5» - NA 
112,100 Eleotrio Construction, 1 fo 113100 3 |1 : : 1% 7 1%— 19, fe dh NÈ 9 913 1 
Do. 7% Cum. Pret., 1 to 81,890.. 5454 Ба 3% . В| R- в : 2 | 6138 
— — Electric ‘Co. TS EE ‘Pret. А ка 8 : 4 | я : Ж» A — 85 S — 88 л е "nf innu 
18,000 | Gt. N. & City Rail. Prot, Ord." A” 496,110 78,000 | 10 TAE | 1 | wok ida | 108 — 10 ee aera mI Y 
000 | Greenwood & Batley, 7 % Cum. Pref. a ^45 — 1247 1 2 53, 102  —108 а 46 10 
80,000 Ро. do. b Mort. ер, .. .. 15%, |16 & 16% 16 9, 123 — 183 12}— 13 13 1215 512 2 
40,000 | Henley’s (W. T. ), Telegraph Works, es өө 80 : | e 2 H- H 5 & 55 4 110 
‚000 Do. do. appe 'k Stock | 4 4 ae 445 1054-1074 | 106 —1c8 1 +1.) 484 
‚000 | India-Rubber, Gutta- be elegraph Works.. | 10 wi N 4% | Nil = Ф i - } „ә e Nil 
10:000 P 3 ree ' Prot, fully paid e 10 5 б 6 5 % * af 44— 5 m ee e 10 i 
T I — 14 — 2 .. .. . ? 
600,070 London United Trams. (1901), 1 to 60,007 . Жз Ж — 5 Nil = a 14— 2 А ò „ 
899,980 Do. do, 60,008 to 100, .. . b b 9 33 2% — 25 2k = 9 , р: 18 е 
125,000 | Ро, do. Б9 Cum. Pref., 1 to 125,000 | 10 181 2 RS у T - "ol SH 1 
1,881,000 Do. do. 4 % lst Mort. Deb. Stock .. | 100 : 1 | a£ X 98 — 394 a. 39 85А —'3 | 186-0 
vov Eger uad oir ae 1 14% | abe? | of? 65 61 65 —67 27 5 
' ‘ urp .. ee ee ee 3 ^ Lr 6 é 1 1 ч 1 ET z” 
8,285,000 Do. District ee ee LE 100 il : Nil x 10- p oL " l " s.. . E LJ 
891 ,387 Metropolitan Electric Trams., ‘Ord. .. .. - Nil Nil Nil Nil Му ‘ AK 4 9d. аа Е: Nil 
B14,016 Do. do. * få.. . 1 14 b b 691 30 iL NH 16/. | 14/6 „ 6004 
,000 Do. do. 5% Cum. Pref. .. 4 A ut * у= 1° K ов 7 X br 419 9 
RO 300 100 Tra C "Co drm issued pci We 127 —130 128 —131 180 | 1283 | 41 3, 
10,828, Мехісо ms Со mmon T e? d as би - T = А 51 
$9,000,000 | ‘Do. Ist Mort. 50- year 5% Gld. вав, | .. P ^ 5 96 — sé 93}— 95 943 Mi E 4 
245,500 | Potteries Electric Tra tion. és 1 4 б : & 5 x E i ne 2 oe 4 61M 
245,500 Do, 6% Oum. Pret, .. + «| d Р эси 32 | < MS 4 
945,000 Do. 44% Deb. Stock .. .. on * x 18% | 34— 36 B4) — 86 354 Ф Uo 1910 9 
87,850 Telegraph Mim ке and Maintenance . 12 5% | А : e 1 100 —102 100 103 E x 818 5 
140,000! 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 |4% | е ae а 7 ёр | <: "Ci OPEN 
1500000 bir api > Electric Railway, 6% F Prior Lien .. .. e | ee ee ma T оо 89} 855 43 46 u 
net rd Р Ji : — — id s - ee 
4,900,000 Do. Fa 6% Income Bonds К 94 К | TERT ah 87 ie Р, * 39 л ta * 
n ; Rs 
66,666 DA „ „* | fo = | Э. x 2 4 1 
215,495 | Do In S „ we 4 96 499/496 495. 76 — 80 | 78 — 82 | + zm 


i ELECTRICITY SUPPLY COMPANIES. 
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y — ee ee ee b 10 0 
15,000 | Bromley (Kent) E.L, & P., 1 to 15,00 .. jm Be qeu» icut | ote aet ss . TE 
10,000 do. 44 % 1st. deb. stock 5 161 0 enl n „ 
rs pion à Kens, Elec. 14, ар. Ord., 1 to 30,000 б * 7 14 "i— 8 "i— 8 e i 1 6 
896,876 | Central Electric Supply 4 % Guar. Dab. Stock ..| 100 X t - 96 * = " Der T e . - 7 ; 
59,000 ро "Ону Undertaking” 44% Cum. Prf. | | 5 „4 AE 4 99 0 — 99° 5 | Ug | [вз 
445,786 Do. do. 4% Deb. Stock Red. .. | 100 x ‘ ке, i * 4 TM 
49,496 Chelsea comic 1 L] ee k Red 8 / d 4 100 —103 100 — 1038 ie X 2 4 1 б 
82 ond «on ),596 | 10 X 16% | 6 108— 1 l0j— 1 10 ig | .. |691 
40,000 Mid uer a Eleg. Lig рео доо . | 10 6 4 6% |6% | 13-12 114— 12 is А 412 4 
2 "at 115) all ра; Y 1 —124 191 —124 > f 408 
,0001 Do. б Db. Stk., Scrip. (iss. at 115) allpd; | .. 65616 Б 19 = 
| 800000 Do. 44% 2nd. Db. Btk., Prov. Orts., all pd. 100 4% | 4 44% x^ —108 zx 108 : ‘ 1 6 
50,000 CAMPO. ewe Electrical Power, Ord. .. ee Б 4% : 53 * * "i E és 18 
50,000 ^ а, i Мв. T b b % - 984— m * 
40.680 Co t Londor есігі L v On 1540 Deb, 840 5% 8 / 5 7 "і `8 ix ac os 
o. 0 п 5 " 91 
TI 
зере асо бирса, онь D | i E ; x M. o 
0:000 do. um. Pret. 6 8 Nil x 5 — 2 Qm 
480,500 Do. do. 44 % lst Mort. Deb. Stk, | 100 ud 44% : Ten dean гы " LESE 
$8,160,000 | Electrical Dev. Co. of Ontario, 5% 1stMtg.Gold Buds. $500 oa gaan eae [t far 4 i M Ia 
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NOTES ON LIFE.IN WESTERN AUSTRALIA. 


. By H. J. RITCHIE. 


PERTH, as the chief city of Western Australia, should 
naturally receive first consideration in these notes. From a 
visitor’s point of view the immediate environments of Perth 
are delightful. Anybody who is fond of scenes with broad 
reaches of river views and stretches of surrounding wooded 
country, would be in hiselement during a river trip from the 
Port to the city, and should he be fond of sailing, he will 
find great possibilities of enjoyment, especially should he be 
nearing the city on a Saturday afternoon or Sunday during 
the summer months, for he will then see the wide expanses of 
water dotted in all directions with little white sails. Itis an 
ideal river for small craft, and great battles are fought out in 
miniature on this lovely river, the Swan.“ 

Tbe living expenses in Perth are not excessive ; in fact, a 
bachelor of moderate tastes can live very comfortably in Perth 
on £200 a year. Board and lodging can be had for from 
258. to 30s. a week; the boarding house keepers much prefer 
men to women boarders. In order to give the electrical 
engineer some idea of comparisons in wages, it 
may be stated that the ordinary wireman’s wages are 
Es per week; of course, he provides his. own kit. There 
is little or no demand for -armature winders only, but the 
wage set by arbitration for this work is £3 15s. per week of 
48 hours—81 hours per day, with the usual half-day on 


Saturday after 1 o'clock. Most shopkeepers of the city) 


give their employés the Wednesday half-holiday and keep 
open on Saturday afternoons and evenings, everybody 


devoting Sunday to a quiet day of enjoyment or rest, accord- 


ing to their individual tastes. The open-air life of the 
Colony, with its bright, sunny days and beautiful cool 
evenings, tempts most people out of doors in the sommer. 
The hills are within 20 to 30 miles from the city, aud a short 
ride in the train will carry one to some of the most beautiful 
wooded country imaginable, with its hills and dales and clear 
little streamlets running in all directions. Quite a number 
of city business people have taken up holdings in the 
hills of upwards of 200 acres, and they spend their 
week-ends in these delightful spote, employing labour to 
clear and fence their immediate surroundings, planting acres 
of strawberries, potatoes, and all kinds of vegetables, the 
land being watered by springs, and even requiring draining 
in places. For the hunter there are plenty of kangaroos and 
wallabies in these hills. . Ducks abound in large numbers on 
the Upper Swan, and on the neighbouring lakes and marshes, 
but these are preserved from being shot within certain 
limits. The river abounds in fish of all descriptions, as is 
evidenced by the numbers of pelicans and other fish-eating 
birds, which dot the shoals here and there. The islands 
lying off the coast, which shelter Fremantle, are ideal fishing 
grounds for the followers of Izaak Walton, and a short run 


in either a sailing boat or one of the river excursion. 


steamers which call at these islands, will bring one in close 
touch with these camping grounds. ! 

Perth at the present time is hardly a good hunting ground 
for those looking for employment in the electrical line, as 
the building of the city, which has been going on very 
rapidly for the last 10 or 12 years, has reached the require- 
ments of the Goldfields, to which it owes its phenomenal 
growth of late years, and until the agricultural industry 
begins to return some of the immense amount of capital put 
into it recently, the building trades cannot experience much 
activity. 

From an engineer’s point of view the Goldfields are the 
next (if not the first) places of interest, for it is on these to 
a large extent that the great wealth of the colony depends. 
The Kalgoorlie Goldfields, centring in the Golden Mile, are 
of paramount interest. It is into here that a tremendous 
amount of machinery has been pouring frum all pa- ts of 
the world for some considerable time past. The writer was 
one of the firet men to put electrical machinery up on the 
mines themselves (both Coolgardie and Kalgoorlie had 
municipal planta before that time, namely, 1896). The 
living on the fields is somewhat dearer than in Perth. 
Drinks form а large item in one’s expenditure, and at one time 
it was almost useless to attempt to interest a business man 


in anything you had to put before him without first inviting | 


him to moisten proceedings with you. But that is not 
80 general a feature nowadays, though, the temperature 
being so much higher and the atmosphere so much drier, it 
is almost essentia! to driak something. | 

The water scheme, which supplies the Goldfields as far as 
Kanowna with a splendid supply of water, was carried 
out by the Government at a cost of £3,000,000. This 
is a magnificent piece of engineering, and is very interesting 
from an engineer's point of view, especially as tbe water has 
added some grave complications, inasmuch as the minerals 
in solution are eating away the main supply pipes a good 
deal faster than wag at first thought possible. 

The mines employ a great number of electric ‘motors for 
driving outlying parts of their machinery, and the looking 
after and repairing of these motors requires on some of 
the larger mines an electrician with two or three assistants. 
These take their shifts of eight hours each—the mines and 
their entire plants running continuously. The electrician, if 
single, usually lives on the mine in the quarters set apart 
for the mine officials, but the dust which is blown from the 
numerous dümps makes life close to the mines anything but 
pleasant. The pay of а mine electrician is usually between 
£5 to £7, and that of the assistants from £3 to £4 per week. 


The temperature, which sometimes runs up to 110° in the: 


summer months, is not so noticeable in that extremely dry 
atmosphere ; bnt the dust, when the wind comes up, ia every- 
where, and is the most trying part of one's sojourn on the 
Kalgoorlie Goldfields. | TE 

For the ordinary visitor there is every comfort provided 
in the luxurious hotel accommodation, including iced drinks 
and cool and refreshing lounges, which are most welcome 
after the excessive heat of the outside atmosphere. "The 


winter months on the fields are delightful, the days being : 


pleasant, and the nights nice and cool—indeed, quite chilly. 
The rain generally falls during the storms that occur from 
time to time in the winter, and the place would be admirable 
to live in, if there were any neighbouring spots of interest 
from a scenic or amusement poiat of view to go to; but 
the surrounding country is very uneventful and compara- 
tively level, with an occasional hill rising a few hundred 
feet. Kalgoorlie is at a fair altitude above the sea 
(1 200 ft.), and, the air being so dry, the hospital at 


Coolgardie has been almost completely turned into a 


sanatorium. | 

In regard to opportunities for electrical engineers and 
others in the electrical profession in Western Australia, there 
should be great advances made in the future through the use 
of cheap fuel, especially in the timber districte, where 80 
much fuel in the shape of sawdust is going to waste every 
year. Some of England's principal makers of gas producer 
plants are already on the look-out for any opportunity of this 
kind. The coal mines of the State at Collie are using electric 
coal-cutters and various other electrical devices. There are 
several schemes of electrification on the Goldfields which 
require capital to work them and the right kind of man to 
take them up. Even the Stalactite Caves, which are a show 
portion of the State, are lit by electricity. 

New countries are more inclined to take up modern 


ideas than older countries, as they are not surfeited with 


that bugbear of civilisation, ** vested intereste.” 


LIFE IN INDIA. 


IN our issue of July 16th we reprinted from an engineering 
contemporary a letter, from a correspondent using the nom de 
plume ** Entropy,” on “ Salaries and Prospects for Engineers 
in India." 

We have now received from India a letter from another 
writer, in which he says that, from his personal experience, 
he can confirm every word in * Entropy's" letter. The con- 
ditions of living, &c., on his side of India are, at any rate as 
regards cost, very much under- estimated. Our correspondent 
writes more particularly to warn young men who contem- 
plate going out to India against the unreliability of Indian 
houses—not always electrical, but various trade and com- 
mercial houses—on the point of agreements. He alludes to 
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the malpractices and in justices which оча and other 


men often have to put up with at the hands of unscrapulous 
firms. He enters into certain details regarding an experience 
of his own, which has ended in legal proceedings being set 
on foot by him against a firm of agents out there. He does 
not sppear to be impressed at all favourably with the standard 
of business morale, and on that ground he desires us to 
imprees upon young men the importance of having the 
conditions and terms of their employment most clearly defined 
in their agreements. The writer alludes to the question of 
the status of the engineer, and says that, if the Institution 
of Electrical Engineers takes up this matter seriously, it 
should formulate such regulations as will guard the truly 
qualified engineer from “such treatment as is generally 
associated with the ordinary mechanic and labourer on hourly 
wages.” He proceeds to offer the following interesting notes 
on the conditions and cost of living in Bombay — | 
* Engineers in this country have a higher social status than 
that which they are accustomed to at home, and they are 
expected to live up to it; by reason of this fact alone 
‘their salaries should be commensurate with the position they 
are called upon to fill in Society. It is necessary, therefore, 
if they are to fill their positions to do full justice to the 
prestige of the profession and credit to themselves, that a 
salary of not legs than Rs. 600 (£40) per. month should be 
asked by any engineer over 24 years of age possessing even 
the most ordinary qualificationg, and an unmarried man. 
This figure is based on the oonsideration that it is not 
worth while for any man to come out to a country such as 
this unless he is able to save out of his earnings at least 
thrée times what he would at home, and even that is little 
or no compensation for the ills which he. must necessarily 
bear on account of the climate, and so forth. 

І lived for a period of 16 months in a hotel, and I have 
taken the average for that time. It must, however, be 
borne in mind that I obtained a concession for a long term 
of residence, and occupied а room which was graded at 
the lowest price, excepting those on the ground floor, which 
were Rs. 30 per month cheaper. Living on the ground floor 
in Bombay is considered unhealthy, and for that reason alone 
the cost should not be based on this figure. 


Hotel (board and lodging, including minerals) Rs. 225 
Cee eon оге вео 45 


Clothing averages about: 

Dhobie (washing) "HT es са 80 6 
Boy (servant) See Men t 588 x 20 
Clubs and incidentals Vs T AT m 150 
| Re. 446 


ox, вау, £29 14s. 8d. per Imonth. ' 


If with a number of three other fellows a **chummery ” 
is formed and a flat. taken, its cost, including lights, lifts, 
servants, wonld work out to a matter of about Rs. 50 to 
Ra. 60 per month cheaper than hotel life. In any respectable 
locality in the Fort a flat cannot be obtained under Rs. 250 
per month, and then it would be difficult to get four bed- 
rooms with it. A married man should demand a salary 
proportionately higher, but my advice is that India is no 
place for women and children, and the man who brings his 
wife to the country must be prepared for additional expenses 
in the way of providing changes to the hills, and so forth. 
The flats are rented exclusive of furniture.” 


RAPID FLOW OF GASES THROUGH 
BOILERS. 


WiTH reference to the findings and conclusions of the 
U.S. Geological Survey Department on the subject of 
draught through boilers, the following statements may 
be noted :—“ With gases there is no pulling, only 
pushing. Gases travel from places of higher pressure 
to places of lower pressure, the motion of the gas taking 
place because of its expansion.” Such a statement ought to 
be axiomatic. A fan induces a draught by creating a 
locus of low pressure by centrifugal action. The action of 
a chimney is precisely the same in effect, thongh the mode 
of producing the effect is very different. The Department's 
experiments were made with layers of lead shot to represent 


the fuel bed on a grate surface. Presumably this lead shot 
device would act very much as does a layer of fuel; but a 
layer of burning fuel is a constantly varying quantity of 
constantly changing resistance, and it would be difficult 


to deduce a law from any observed resistances under 


such variable conditions. As observed then, with layers of 
shot, the rate of flow of air through a bed of shot is 
approximately proportional to the square root of the pressure 
drop through the layer. | 

An increase of the thickness of the shot bed causes ai 
first a rapid decrease in the amount of air passing through. 
Farther increase only produces slow diminution. This result 
is what might be expected, for the reduced volume of air 
will find Jittle resistance from the top layers of shot. 

To drive air at the same rate through a double thickness 
of shot requires twice the pressure. difference and double 
work. : 

The work of a fan will probably be doubled, if any of the 
three following quantities be doubled, viz. :— 

The number of rows of tubes in a cross-flow water-tube 
boiler. | 

The length of tubes in a parallel-flow boiler. 

The thickness of the fuel bed. 

The above supposes an equal weight of gases to be put 
through in each case. 

If in & multi-tubular boiler the tubes be lengthened and 
their diameter be kept the same, the heat absorbed will be 
slightly increased if the pressure difference between the tube 
ends is the same, though there will be less air passing 


' through. 


High rates of combustion do not follow on a large pressure 
drop through the fuel bed.; the reverse is more likely to be 
true. High-pressure drop always means a high resistance. 
This is & point that would naturally be anticipated: a 
high resistance, for example, would attend on a fire that was 
much choked with small coal. | 

This pressure drop only has special significance when con- 
sidered in connection with the total pressure drop. 

The capacity of a boiler or its ability to produce steam 
increases with the difference of pressure between the uptake 
and over the fire. Where the total pressure drop is constant, 
the boiler capacity, as & consequence of the foregoing, 
decreases as the pressure drop through the fuel increases. · 

The general conclusion may be drawn from the foregoing 
observations that every reasonable endeavour should be made 
to preserve a fire so open as not to offer serious resistance in the 
fuel bed. Now, this end is likely to be attained where all 
the fuel particles are of the same size. In a run-of-mine 
coal the large lamps act as an effectual barrier to the pas- 
eage of air so far as regards the projected area of the lamps; 
but if all the lamps are large, there will be considerable air 
space between lump and lump. Bat when all round each 
lump there is a mass of smaller coal of all sizes, the air 
spaces will be choked. Some air will get through any 
agglomeration of small coal, but no air can get through 
a lump of coal of any size. Hence the difficulty in 
burning run-of-mine, and the advantage in burning sorted 
coal of even sizes. For with every coal the larger piece 
afford a solid resistance to the passage of air,and the 
passage round about the larger pieces is blocked where 
smaller coal is present. 

Generally a small coal will not burn at the rate of large 
coal. It is true that in a fire, say 9 in. in depth, the fuel 
may be alight all the way through the mass if the coal 18 
small, whereas with lumps of approximately 9 in. cube there 
can only be two horizontal surfaces alight ; but the sides of 
such large pieces are exposed to a very rapid draught action 
through the open air spaces. 

Practice, however, would not employ such large pieces 
unbroken unless in the fire-box of а locomotive, where the 
fire-bed is very deep. Experience teaches a fireman to b 
large lamps into pieces the size of the fist, and this is the 
outcome of what is pointed out above, tbat large pieces when 
surrounded with smaller coal are absolute barriers to 8 
flow. The relative advantages of graded coal as com 
with ordinary mixed fuel could doubtless be shown fairly well by 
the methods adopted by the U.S. Geological Survey Depart- 
ment, employing shot of mixed sizes, so as to illustrate the 
amount of resistance that would be introduced by large оов] 
enveloped in slack. 
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It is fortunate that, in burning, coal breaks up and 


speedily affords passage-way for air, and because of this, the 
full effect of big lumps is not experienced. They break up 
and open up fissures before they get down to the grate 
surface, and they are thus prevented from causing their full 
detrimental effect. On the other hand, any coal with a 
fasible ash may completely cover a grate surface with a sheet. 
of clinker that will stop all combustion of the solid carbon 
on the grate; hence the demand for bars which can be 
rocked so as to break up the clinker, or even cut 
it out from the base of the fuel bed and drop it 
into the ash-pit. The difficulty is that, unless such 
clinker is bared of fuel, it will not break up, but will 
simply bend above the rocking bar fingers. In the 
choice of fuel, therefore, very much may hang upon other 
qualities than high calorific power. A coal that does well 
with a gentle draught, and a moderate grate temperature, 
may quite fail if the work is pushed and the fusion point of 
the clinker is exceeded. -And so with the use of lime to 
absorb sulphur from the coal; even if the lime will do this, 
it may aleo help to liquefy the clinker and produce a choking 
effect that would not otherwise be эй сауа : | 


One of the things that are required ia a larger grate area 
in ordinary boilers, in erder timt foil advantage may be 
taken of gentle draught. Heavy draught hes more limita- 


tions than the large power it demande. It may mean, as 
above, a liquefied clinker, and coals. otherwise good. may 
be ruled out of a coal contract. Ruling out any one coal 
invariably means that those not ruled out will be more 
highly priced. And should the high velocity idea possess 
even a gound basis in theory, there is much in practice that 
will render its application of very doubtful value, for wbat 
we burn on a fire-grate is not all combustible matter, nor is 
it infusible, and the limit to extreme dranght is set by tem- 
perature at the grate surface. It will not be denied that 
a large grate surface might have small gas passages through 
the boiler so as to secure the high velocity everywhere exce 

through the grate ; but there is an early limit to this as the 
Bulletin shows, for much power is required to push air 
through very narrow passages. Those who advocate such 
high velocities have not, perhaps, waited to calculate fully 
the power effecta. | B. 


‘THE PECKHAM PATENT PENDULUM 
GEARED TRUCK. 


Мв. Sayuns has reported well of the newest '' cure-all " truck, and 
he has been rewarded by seeing his name mis-spelled on almost 
every page of the catalogue just issued by the Peckham Truck Co. 

To those who have little faith in the radial truck, in one of its 
many guises, or to those who have faith, but insufficient meahs to 
buy them, it would appesr from Mr. Вауегьв report upon the truck 
which he tested at West Ham, that the pendulum gear offers all the 
advantages of the radial truck at a smaller cost. 

The special feature of the truck is that the weight is taken on 
the axle boxes through pendulum línks or shackles which permit of 
independent latera] movement of the wheels and axles, & move- 
ment which is sufficient, when applied to so short a wheel base, to 
follow track curvature and ido, кегин without excessive flange 
pressure. A such lateral displacement there is always a 
restoring force due to the inclination of the links, which tends to 
bring the body and the wheels back to the normal relative position 
corresponding to straight track as soon as the curve is left. The 
motor suspension is so arranged that the motor moves freely with 
the axle, and therefore obviates those side pulls on motors, &c., 
which produce excessive wear of bearings, collars and gears. 

“Те cross bars carrying the motor suspensions are also utilised 
as cross braces or stiffeners between the main side frames, end are 


braced together by diagonal struts forming with the main frames a- 


stiff structure of great strength, calculated to keep ‘in square’ 
against all stresses likely to be brought against it. It is obvicus 
that the lateral freedom of the axles and motors reduces these 
stresses, во that the truck is at once less severely tried and more 
adequately strengthened against them than are four-wheeled trucks 
of the usual types.” 

One of these trucks bas been in constant use on the West Ham 
Tramways for 14 months, and has required less attention than the 
other trucks. This fact helps us to believe that the pendulum 
support prevents shock and side blows to motors, gear trucks and 


y. | 

Mr. Sayers further considers that rail corrugation would be 
reduced or eliminated by the use of the pendulum gear, and that 
power consumption and cost of maintenance will be lowered. 


‘the inside, except, of course, in cases of butt rot. 


THE PRESERVATION OF POLES. 


THERE are about 40,000,0C0 poles in use in the United States, by 
telegraph, telephone and other companies, valued at $5 to $7 each 
on an average, or a total of $200,000,000 to $280,000,000. It 
requires about 3,800,000 poles each year to replace those that have 
become useless from decay. The average life of white cedar and 
chestnut poles in the United States, other than the Gulf States, is 
about 12 years. Hence, the depreciation is about 8j per cent. per 
year, or $17,000,000. 

It is now a well-established fact that the cause of the decay of 
poles at the ground line is a fungous growth. Furthermore, it is 
known tbat this growth attacks the pole from the outside and not 


It isa popular notion that deep penetration of germicides is 
necessary effectively to preserve timber or poles. This is not true. 
The wood-destroying germs begin their ravages on the outside and 
work toward the centre of the pole. It follows, then, that if the 
germs on and near the surface of the pole at the ground line can 


be destroyed, and the myriads of germs in the air and in the soil 


surrounding the pole can be excluded, the pole will be preserved. 
The only advantage there is in deep penetration when using the 
old methods is that it requires a longer time for the germicides to 
be leached or washed out. | | 
. As most germicides which are cheap enough and powerful 
enough to be used in preserving poles are soluble, any mechanical 
device adopted must serve the following purposes: It must exclude 
the germ after the pole is treated and at the same time retain and 
protect the chemicals in oonstant contact with the pole at the 
ground line; it must also prevent the chemicals from being taken 
up and absorbed by the surrounding soil. | 
Тав method adopted by the Universal Post and Pole Preserving 


Co., of Oiroleville, Ohio, is first to dig down around the pole a dis- 


tance of about 14 in.from the ground line, and clean off any 
decayed wood from the surface of the pole. A layer of Portland 
cement mixed with sand is then placed around the pole at the 
bottom of the excavation. Next, a hydrobestos jacket is placed 
around the pole, and 1 to 2 in. therefrom, imbedding the lower 
edge of it in the cement. The two edges of the jacket are lapped 
from 1 to 2 in., and fastened with a specially prepared cement and 
tacked upon a lath inside the jacket. The space between the pole 
and the jacket is filled with germicides in a dry state, mixed with 
sand. Around the top of the jacket is formed a reinforced cap or 
collar of Portland cement, embedded in which are one or more 
wires around the pole. The collar protects the chemicals and 
jacket from the action of the rain and snow, and, if along steam 
railroads, protects the pole against the numerous grass fires. The 
chemicals are slowly dissolved by the natural moisture in the pole, 
and pass into it by capillary attraction. As they cannot pass 
out into the surrounding ground they go into the pole, thus 
destroying all fungi and wood-destroying insects. Thus there 
is a continuous abeorption of chemicals and a mechanical exclusion 
of germs. AS 

The bydrobestos jacket used around the pole is a pure mineral, 
composed of specially prepared and purified asbestos and asphaltum. 
This material is subjected to a pressure of about 27,000 lb. per 
square inch in its manufacture, and is a very important factor in 
the method. There is no animal or vegetable fibre in it, and it is 
practically indestructible in the situation used. In some special 
locations the jacket may be made of cement. | 

The reinforced Portland cement cap is an important part of the 
prtective device. It prevents the rain and snow from entering the 
receptacle, holds the germicides, and gives a stability and attract- 
iveness to the pole. | 

The germicide used consists of hydrated lime and chloride of 
sodium, mixed with coarse sand and one-fourth to one pound of 
sulphate of copper (per pole) acoording to size and condition of 
the pole. These proportions may be yaried somewhat in the case 
of partially decayed poles, according to condition. 

On small jobs the men work in gangs of three. One goes ahead 
and digs around and cleans the poles, and the other two follow 
with a one-horse wagon or band truck containing the chemicals (if 
the line of poles is along the road or on the streets of & city), and 
finish the treatment. Ог the material may be distributed in mall 
sacks to each pole from a hand car, if along a railroad. 

One gang of men can treat from 20 to 30 25-ft. poles per day. 
A much larger number of new poles can be treated ina day. The 
cost depends upon the accessibility of the poles and whether the 
materials are purchased in carloaa lots or not, and also the price 
of labour; but it may be said that the cost would be from 75 cents 
to a dollar pér pole, including royalty for the patent on the process. 
Some very large poles worth from $50 to $75 have been treated at 
а cost of $1.50 up to as high as $2.50. Even this will pay, when 
the ccst of removal and renewal of the pole is taken into con- 
sideration. These figures may be reduced on large contracts. 

Accoro ing to the Government experts, the. open-tank treatment 
costa 67 cents per pole, not including bauling. 

Poles which were partially decayed when treated, after over nine 
years show no increase in the deoay, and the protecting device is in 
good condition. 9 * 


* Abstract (from the New York Electrical Review) of a paper by 
Н. P. Folsom, presented before the: & h annual convention of the 
Association of Railway Telegraph Superintendents, at Detroit, June 
23rd, 24th and 25th, 
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EXHIBITION OF MACHINERY FOR 
WIRE-DRAWING, &c. 


Fon the last few weeks an exhibition of wire-drawing machinery 
has been held st the works of Messrs. Sir James Farmer & Sms, 
Ltd., of Salford, who are now building the continuous wire-drawing 
machines covered by the Geck patents. Many firms interested 
. in this class of machinery have attended, and most of the important 
wire manufacturers have inspected the machines in operation. The 


Fia. l.—CoNTINUOUS WIRE-DBAWING MACHINE. 


wire to be drawn is, by means of rollers, pulled through special die 
plates of " Vienna "steel on to the finishing block. These roilers 
run at different speeds to compensate for the lengthening of the 
wire in the process of drawing. A trough of lubricant is provided 
in which the rollers run whilst the machine is at work ; this trough 
is во made that it can be lowered whilst threading up tbe machine, 
or when the machine is standing empty. The largest machine, 
No. 00 (fig. 1), takes mild steel rod of No. 5or6s.w G, or copper 
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Е.а. 2.—EccENTBIC POINTING MACHINE. 


rod, No. 3 S. Ww. G., and reduces it to No. 14 s.w.a. in one operation 
through five dies. Tais machine running at 35 R. M, with a 
finishicg block of 16 in. diameter, produces daily about 134 cwt. of 
mild steel wire. When dealing with copper and running at 80 B.P.M. 
it is capable of turning out about 42 cwt. per day. Other machines 
were on show varying in size and capacity, the smallest turning out 
wire of 358 wa. These continuous wire-drawing machines are in 


operation in some of the most important of the English wire mille. 


An automatic punch-grinding machine was also in ope ration 
grinding the ordinary round puoches used in wire mills. This 
machine is a great advance on the hand method of grinding, whilst 
at the same time far more accurate and cheaper work is done, a 
perfect surface being obtained on the punch. 

Several machines for pointing wire preparatory to drawing were 
shown of the grooved-roller type operated by hand or power. 
These take all sizes of wire and point down (0014) from No. 0000 to 
20 s.w.a. With these machines hammers and files are dispensed 
with, and waste of wire isobviated. Larger power-driven machines 
are manufactured for dealing with wires and tubes varying from 
No. 6 s.w.c. to 1 in, (fig. 2). A Farmer hammer pointing 
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machine was shown taking copper rods up to § in. diameter, and 
steel up to à in. diameter. 

A machine for automatically polishing diamond dies was also 
shown. This machine, which was of high-clase workmanship, was 
very interesting. The die to be polished is placed in a chuck, and 
aneedle provided with diamond powder automatically moves ia 
and out ot the die whilst it is turning round at a high speed, and 
polishes the die to the required size. This machine is also uped by 
makers of metallic-filament lamps, for cleaning and polishing 
diamond dies tbrough which the filament is passed. 

Mr. Ed. Brand, of 472, Moss Lane East, Manchester, is the sole 
selling agent for thie country, and all communications relative (0 
these machines should be addressed to him personally. 


THE GERMAN ELECTRICAL INDUSTRY. 
OUTBREAK OF a Wak r PRICES. 


Tue depression in trade during 1907 and 1908, which can by 20 
means be regarded as having been overcome, has, in general, lees 
prejudicially affected German economic life than the preceding 
critical period at the beginning of the present century, and this 
observation applies particularly to the electrical industry in that 
country. In dis-uesing the sutject in the course of two lengthy 
articles, the Frank/urter Zeitung те compres the present si 

with that which obtained in 1901. At that time the collapee of 
large electrical undertakings took place, and dividends rapidly 
declined in the case of others; and in the result there was 3 
brushing away of financial methods which had proved to be 
mistaken. On the other band, things are quite different at the 
present time, as no difficulties have arisen in connection with 27 
of the large electrical groups. Strengthened outwardly as hitherto, 
the large electrical undertakings stand forth, and it is not at 
probable that the results, in so far as they flow to the shareholders 
in the form of dividends, will experience large diminutions for the 
past year. Of course, the electrical companies have not on 
occasion remained untouched by the change in the times. It d 
be assumed with some definiteness that, in so far as the dividen 
hitherto paid are maintained, it will be necessary in шапу ceset 


draw upon the still reserves" to a considerable extent. Owing 


to the inadequate method in which the German electeical companies 
mostly announce their profit and loss accounts to the public, 5 4 
not only possible, but also probable, that the measure in which 0 
and accumulated profits will now be brought into account will 
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withheld from general knowledge, so that the influence of the 
unfavourable course of time will be calculable either only with 
difficulty or not at all. 


THE Decaes or EMPLOYMENT. | 


Although a favcurable reaction is expected every where in Germ 
industries from a new development of the general condition of 
trade, it seems that the presumptions for a rapid strengthening of 
productive activity in the electrical industry have, so far, not 
manifested themselves. The two principal factors which determine 
profitability are the degree of employment and the level of prices. 
As far as the former is concerned, the situation can by no mcaus be 
regarded as unfavourable. It is true that the Zarich Bank for 
Electrical Enterprises recently expressed an opinion that is not by 
any means favourable in regard to the extent of the orders and the 
problems in the electrical industry. The bank, which belongs to 
the group associated with the A.E.G., stated that there was an 
increasing inclination on the part of State and comaunal 
authorities to undertake the production of electricity on their own 
account, and thus considerably limit the sccpe of electrical firma. 
But, as compared with this position, the Frankfort newspaper 
pointe out that the private electrical firms come into consideration 
as contractors for such central stations, and states that dissatis- 
faction would by n^ means be expressed everywhere in such circles 
at p'aying the »éle of contractor without individual capital 
investment. Certainly, possible profits from financing are not 
obtained in this way; but, on the other hand, the risk and the 
necessity to expend considerable sams without a speedy large 
return are not present. In general, the prospect of remunerative- 
ness of, for instance, an electricity works created by a priva'e 
undertaking, is not very favourable. Private industry cannot 
calculate upon a profit of from only 4 to 5 per cent. of the invested 
capital. As against this, communal or provincial interests are 
probab'y able to be sati fed with a very low interest on the shares 
taken up in a municipal or State electricity works, as approxi- 
mately the same conditions prevail in these cases as in those of 
secondary railways. It the latter are established by companies, 
tbe results in general are frequently very unsatisfactory, at lesast 
during the more or leas lengthy period of development. But a com- 
muna! er district authority, owing to the advantages which indirectly 
devolvé upon it by reason of the railway connection, can very well 
be satisfied with 4 low rate of from 14 to 2 percent. Thus it bas 
not been regarded with disfavour in electrical circles that still more 
central stations bave arisen, and are arising, on a co-operative or 
joint basis of local authorities. Only a relatively few central 
atations of the kind are erected by the large electrical companies 
for their own account, and these only, generally speaking, when 
specially favourable conditions exist in relation to profitability. 


THE CONVERSION OF RAILWAYS. 


It is not to be mistaken that the expectations of the electrical 
industry, in so far as the problem of the conversion of State 
railways is concerned, have experienced a great disillusion. The 
German State railway authorities only approach the transformation 
of steam working to electric traction in a very reserved way. For 
` instance, the orders are only now about to be placed for the first 
mall section on a northern railway, the hesitating attitude of the 
authorities being due to various reasons. Above all, the general 
financial situation prevents the consideration of problems which, 
taken as a whole, would require the expenditure of millions of 
pounds. The question of permitting private industry to convert 
State lines to electric traction finds its greatest obstacle in the 
apprehensions of the railway authorities that it would be the means 
creating dangerous competitors of the steam railways. This 
situation of the matter is doubtless very anpleasant for the elec- 
trical groupe, as they have expended considerable sums, not only on 
experiments, but also in the extension of their organisation, in the 
hope of receiving orders for transformation of State railways. Bat, 
on the other hand, it would be incorrect to assume that the com- 
panies could have reckoned on a rapid profitability from new 

blems of this kind, as good things proceed slowly. If, for 
Fostance, a section is organised for electric traction, the work of 
completion would occupy a period of at least two years. As a 
matter of necessity, the State railway autkorities wonld watch the 
working of the converted section for a long time in order to deter- 
mine the ex and cost of maintenance and compare 
them with steam locomotion. It would only be possible to a'c rtain 
the results after a total lapse of from four to five years from the 
beginning, and, if favourable, larger orders could then be counted 
upon, although they would not follow very quickly. But the 

nement of the conversion of a main line in Germany has 

had other unpleasant accompaniments for the electrical industry, 

which is accustomed to work on a large scale for abroad. The 

possibility, above all, is lacking to demonstrate a large section in 

w g before foreign interests, and in this connection it 

bas to be considered that other countries, especially where cheap 

and water powers are available, would, perhaps, be rather 

to proceed with the transformation of the railways. It 

bas also to be remembered that the German firms have to reckon 

with strong foreign rivalry in this branch, and that a beginning of 

conversion work has already been made in the United States, Italy 
and Switzerland. 

It cannot be doubted for the rest that sufficient opportunity is 
offered to the German electrical industry to give practical proofs 
in so far as large B abd are concerned. Numerous projects, 
particularly from ; have been submitted to German under- 
Ў re аку ы cities, but it has яй гу" noted that the 
industry has recently shown great reserve in re to such proposals. 
Shyness is manifested towards the investment of considerable sums 


| 


in new undertakings without the guarantee of quick returns—and 
this ie one of the best lessons of past times. It thus Lappens that 
many of these schemes аге declined by the German companies. It 
has further to be considered that the firms believe that they must 
retain their funds for the problems to be dealt with at home, and 


they are also not certain that the capital for the financing of new 


foreign undertakings would readily be placed at their disposal in 


Germany. ; 

It wae hoped that the establishment of electrical trustee banks 
about a year ago would be of advantage in regard to employment 
in the electrical industry, but they have hitherto not found remu- 
nerative activity owing to special reasons. In order to provide as 
wide a public as possible for the obligations or bonds to be issued 
by these institutions, endeavours were made to fund the obligations 
аз far as practicable. But in this way the limit was apparently 
exceeded- which was set to the business activity of these under. 
takings in reference to their readiness for the placing of orders. It 
is perhaps poesible that in times of scarcity of money at high rates, 
the communes, large undertakings, &c., will agree to sanction the con- 
ditions now put forward by the electrical banks for the advanceof 
money. But this is not true in periods of an abundance of money at 
low offers, as in these cases the communes will procure mo ey 
more easily in another way. As a consequence, the electrical banks, 
so long as their statutes bave the present form, will not be able to 
reckon проп a more extensive activity eac«pt in times of dear 
money, although it is an open question whether the matter of 
revisiog the statutes will not be taken into consideration at a given 
moment. But in this event, the funding of the bank's obligations, 


and the obligations themselves, would naturally be judged other- 


wise then hitherto. If it is relatively easy for the large electrical 
companies to ren. uoce many new foreign schemes, the resson lies 
in the circumstance that not unfavourable experience has been 
gained during the recent deep depression in reference to regular 
manufacturing employment. It hae been shown, at least in so far 
as quantity and value of the new regular orders come into con- 
sideration, that the degree of employment was tatisfactory. If 
this has been the case in unfavourable years, it is believed with 
some definiteness that the firms will be able to count upon an 
increase in the number of the normal orders when an improvement 
in the general situation tekes place. | 

The second article of tbe Frankfort newspaper, which deals with 
price competition and price level, refers first to the enormous 
expenditore incurred in the extensive development of activity in 
the past decade. 16 states that until quite recently there were, 
after the purification brought about bv the crisis at the turn of the 


` century, three large groups—the A E.G., the Siemens-Schuckert 


Works and the Felten & Gailleaume-Labmeyer Works—which 
occupy & commanding position iu the industry. In addition to 
these, there is a large number of independent firms, although these 
are only of less relative importance for the aggregate business, 
particulanly abroad. Competition between the large firms exists in 
certain departments, but in others arrangements have been made to 
obviate it, as, for instance, in the incandescent lamp syndicate, the 
cable syndicate, and other combinations. The bonds between the 
large firms were so intimate as to lead to the formation of the so- 
called secret syndicate, which was referred to at length in the 
ErnzcrTARICAL Review of O tober 30th, 1908, but which has under- 
gone a considerable restriction under the pressure of public 
criticism. The joint working of the large firms under the arrange- 
ments just mentioned referred to the inland market, aud it also 
extended to foreign business, in connection with which both joint 
transactions and joint enterprises were undertaken. Not only so, 
but the joint establishment of an electrical bank by the A.E.G. and 
the Siemens group affords proof that the antitheses between the 
large оеша were more and more mitigated and partly 
remove 


Tu» STRUGGLE ғов ORDERS. 


If, notwithstanding these circumstances, briak competition has 
also proceeded between the firms in certain branches, this was 
caused by the diverging interests of the undertakings, which were 
constantly striving for expansion and increase of power. In 
addition, the activity of the smaller firms came into consideration 
as they endeavoured to get into the business, and were compelled 
to work on the basis of relatively low prices. It is, however, 
certain that, despite all the competition which has prevailed, a 
race for orders at any price has taken place recently of an extent 
that has hitherto seldom been observed, and which is not solely to 
be explained by the general economic depression. During the 
course of recent time a new factor has appeared, which seems to 
impart a fresh direction to the development of the industry, as the 
peculiar event is manifested that, in a period of far-advanced con- 
centration and organisation of trade in the case of the three strong 
undertakings, a new enterprise bas, not without success, made 
exertions to place itself among the ranks of large firms in regard 
to all branches. This is the Bergmann Electricity Works Co, 
which, from small beginnings and a share capital of £50,000 in 
1693, bas developed into an undertaking with a share capital of 
£1,050,000 and an obligation loan of ECO, COO, and has hitherto 
yielded the highest dividends among the companies in Germany. 
The Bergmann Co. was for some time outside the Glow Lamp 
Syndicate, but finally a friendly arrangement was made with it; 
and a similar observation applies to the company in regard to the 
Cable Makers’ Syndicate, which, after a brief collapse, was renewed 
in May, 1909, after prices had receded to 30 per cent. below the 
prime costa. 

The turbine branch also brought considerable differences to light. 
At the end of 1908, the 13 or 14 compenies and firms who con:truct 
turbines met in conference with the object of restricting con peti- 
tion by apportioning the production among themselves, but the 
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negotiations failed to accomplish the object in view. A very severe 
contest consequently occurred, and there is now a bitter struggle 
for the orders on the market. The general price fight bas neces- 
sarily drawn all circles of the electrical industry within its кор 
the only manufactures remaining untouched being those controlled 
by syndicates. Although the large groups which are well equipped 
will pass ds (а the struggle the best, the situation is unfavour- 
able for the undertakings which have only recently extended their 
organisation or are only now bringing it to completion. The 
Frankfort newspaper considers that the largest firms also will 
finally be weakened by the competitive conditions which now 
prevail, although it is contended that they should not diminish 
their power in relation to foreign competition at present. Apart 
from the American electrical industry, the large German firms are 
by no means placed on a bed of roses in other foreign countries, 
especially in land. The British industry has now been largely 
extended, and, in its endeavour to again secure the home trade, the 
German firms find that they are compelled to do business on much 
more nofavourable terms than hitherto; and similar circumstances 
could be proved in the case of other msrkets. In conclusion, the 
newspaper states that the interests of the community will not be 
served if contests are conducted which would result in the sup- 
pression of independent undertakings and pave the way towards 
the constitution of a trust in the manufacturing industry. 


METALLIC-FILAMENT LAMP TRANS- 
FORMERS. 
CONSIDERATIONS REGARDING THEIR TECHNOLOGY AND 
ECONOMICS. 


By L. CROUOH. 


(Concluded from page 866.) 


„No. Load Losses.—'The calculation of Ње “ no-load ” 
current of an auto-transformer is a very important operation 
.in its design, for the magnetising currert is practically con- 
stant at all loads, and must therefore, for efficiency, be a 
minimum. Its calculation is simple, and gives results 


4^3uUu02 ON ASO 1v 12v 


agreeing closely with subsequent test data. The most im- 
portant function introduced is the reluctance of the magnetic 
circuit, and to determine this, experimental data must be 
relied upon. 

The ideal magnetising current is wattless, since all the 
energy stored in a magnetic field is, theoretically, restored 
on the collapse of that field. Denoting this current by c,, 
fig. 8, it may be calculated from the equation :— 


R. M. S. C, = a l 10 
e мә. "д 42 1 
= сЕ E amperes 
176 ` р Т : 


wbere B — maximum induction in the iron, 
p = permeability of iron, 
L = length of iron circuit, 
T — number of turns in transformer winding. 


To this current must be vectorially added the current 
required to supply the watts lost by eddy currents, hysteresis 
and c?R in the iron and copper respectively. The eddy 
and hysteresis losses per pound of iron are experimentally 
determined at various induction densities (see fig. 9), and if 
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the loss be w watts per pound at the flux density employed, 
then— Ж 


| w x weight iron iu E " 
! = | — |ашрегев. . 
(er Ce) ( volts E 


C, == hysteresis component of the magnetising current fig. 8. 
C, = eddy current ditto ditto ditto. 


The current corresponding to the c?R losses is at once 
known, and is, say, C,. | | 

By compounding c, with (Ow + C, + Cr) at right 
angles (as in fig. 8) the true magnetising current can be 
read off, the accuracy of the method being only limited by 
the accuracy with which the iron employed is tested and 
the extent to which the iron is altered in properties by 
being built up into the core. | 

These notes will enable the magnetising current of 3 
transformer to be calculated in any particular case, and the 
importance of this current has been already explained. The 
magnitude of the no-load current varies very considerably 
with the capacity of the transformer, being in some cases a8 


LOSS — WATTS PER KILOGRAM 
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high as 1:5 to 2 per cent. of the output іп simple trans- 
formers taking up to 30 amperes, and 0°75 to 1°50 per cent. 
in cases where the current exceeds 80 amperes; in other 
instances an 800-watt simple transformer may have light 
losses as low as 6 watts on a 50-cycle supply and 4 watts 
on а 100-cycle circuit. For frequencies much below 50 ~ 
per second, a special winding is necessary on auto-trans- 
formera. The extent to which no-load losses can be reduced 
by the use of good iron has already been stated to be abont 
40 per cent. of the first-mentioned percentages above. 

Cost of Auto-Transformers.—The success of any such 
apparatus as the present, depending on the ordinary bonse- 
holder for ita chief sale, must vary largely with the price 
at which it can be placed on the retail market. Hence 
the examination of the prices of auto-traneformers and the 
example given later of its economic value, form possibly the 
most important section of this article from the point of view 
of the non-technical reader. 

The main laws governing the price of auto-transformers 
are that ‘he cos! rises—(1) As the frequency of supply falls; 
(2) As the primary voltage rites, the ratio of transformation 
being constant; (3) As the current capacity rises— factors 
other than those mentioned. being assumed to remain 
constant throughout. The variation of price with the ratio 
of transformation is dependent on the make considered, 
being a direct function in some cases and an inveree function 
in others. The prices of similar transformers by various 
makers agree very closely, so that the data from which the 
above deductions are drawn and the curves in figs. 10-12, 
which illustrate them, are very valuable for general reference. 
The current capacities referred to in these tables and curves 
are the maximum currents that can be supplied by simple 
auto-transformers or dealt with as ont-of-balance currents by 
“balanced” transformers. In the later case, the 
secondary current that can be supplied may be six of seven 
times the current tabulated. | 

On increasing the frequency from 40 — to 100 ~ pet 
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second the price of a transformer of any stated output falls by 
from 15 to 20 per cent. (on the 40 ~ cost). Increasing 
the primary voltage from 100 to 250 volts raises the price by 
from 45 to 60 per cent., reckoned on the lower price, while 


PRICE — SHILLINGS 
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increasing the current capacity of a certain type from 5 amperes 
to 100 amperes (i. e., in the ratio 1: 20) increases the cost 
from £1 138. to £12 8s. (7.е., in the ratio 1 : 7:5). As a 
guide in estimating, the curves of fig. 13 may be referred 
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to, showing the cost in shillings per kilowatt capacity of 
transformers for various ratios of transformation. A primary 
pressure of 200 volts and a frequency of 50 cycles per 
second are assumed. For other conditions of supply fig. 13 
must be used in conjunction with figs. 10-12. The humps 


COST — SNILLINGS 


in the curves of fig. 13 are due to the necgssity of making 
considerable variations in design if the current capacity is to 
exceed a certain limit, the latter depending somewhat on the 
ratio of transformation, as shown by the lateral displace- 
ment of the humps. This results in a material rise in the 
price per kilowatt at the limiting capacity, but the normal 
course of the curve is rapidly returned to as shown. 


Example of the Economies Attending the Use of Metallic- 
Filament Lamps and Aute-Transformers.—The following 
example, based on a very ordinary installation and making 
assumptions which are clearly stated in order that the 
perfect legitimacy of the conclusions arrived at mav be 
indisputable, will serve to bring home, in concrete form, 
the practical application and effect of the matter already 
given. 

The capital and running costa of exactly equivalent carbon 
and tungsten lamps are compared. The capital cost is 
assumed to merely cover the cost of lamps and.of the auto- 
transformer in the case of metallic-filament lamps. This 


will save confusion since, with the exception of the trans- 


former, the cost of wiring and fitting is identical in the 
two oases, a simple transformer being chosen in this 
case to make the conditions as favourable as possihle to 
the carbon lamps. A typical house installation of 18-16 
C.P. lamps and six 8-c.». lamps, or their equivalent, is 
assumed, and the running hours per annum are assumed 
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COST — SMILLINGS PER KILOWATT 
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to be equivalent to one hour's burning of every lamp per 
day (£e. a total of 365 hours per lamp per year). This 
assumption is found to cover the case of an ordinary 
household very closely. The life of a carbon lamp is 
assumed a81,000 hours, and of a tungsten lamp as 1,500 
hours, the latter figure being, if anything, low, for there is 
no longer any blackening of the bulb, and the filament of 
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a 25-volt 16-c.P. lamp is very robust. The respective 
efficiencies assumed are 3:5 and 1:2 watts per candle-power, 
these figures being also quite authentic. The transformer 
is assumed to have a fall load efficiency of 94:5 per cent. 
and the no-load current (c, fig. 8) is assumed to flow 
(23 x 865) hours per annum and is calculated on a 
basis of a no-load loss of 6 watts—again a reliable test 
figure. Current is assumed at 6d., 4d., 3d., 2d., 1d. and 
3d. per B.T.U. in successive cases, and the total costs per 
annum in each instance are tabulated in Table II, being 
calculated as shown i» exfenso in Table I, where also the 
saving if the transformer be cut out of circuit during 
all but the lighting hours is shown: in the other 
cases the transformer is assumed to be permanently in 
circuit. 


x 
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The resulte of Table II are plotted in fig. 14, and from 
the intersection of the two cost curves it will be seen that 
metallic-filament lamps, in spite of their higher cost per 
lamp and allowing for the use of an auto-transformer, are 
more economical than carbon lamps for all current rates 


TABLE I.—CAPITAL AND RUNNING Costs or CARBON 
AND METALLIC-FILAMENT LAMPS. 


CaBBON LAMPS. 


Capital costs, Running costs per annum. 


24 lamps at 10s. per 5 & interest on capital 20 1 0 
dozen... .. £1 0 0 Renewal of lamps 
(8°76 at 10d. each) ... 0 7 4 
Current at 4d. per B Tv. 7 3 1 
Total... ...£711 5 
MzETALLIC-FILAMENT LAMPS. 


Running costs per annum. 
5 9% interest on capital £0 4 2 
5'83 renewals ... *. 013 1j 


Capital costs. 
18 16-c.P., 25 volts, 
and six 8-c.P., 25 


volts (tungsten Load current ... * 212 0 
lamps at 2s. 3d.)... £2 14 0 "'No-load" current .. 0 16 10 
400-watt transformer ——— 
(200/25 volts) 110 0 Total... *. £4 6 12 
Total .. £4 4 0 Saving over carbon | 

lamps M ..£3 5 34 

If transformer be cut 

off during day :— 

Total = "s .. 8 9 34 

Saving over carbon 
lamps р *. 4 2 14 


Saving = 433 per cent. in first 
case, and = 54:8 per cent. in 
second case (oncarbon lamp bill). 


down to less than 4d. per B.. V. Though the exact figures 
above refer only to a particular example, the latter is 
thoroughly representative and fully explains the growing 
demand for auto-transformers. "That these are playing & 
most important part in the economic development of electric 
lighting and aiding in the increasing suprernacy of elec- 
tricity over gas as a lighting agency cannot be doubted. 


TABLE II.—ToraL Costs or CARBON AND METALLIC- 
FILAMENT LAMPS AT VARIOUS CURRENT RATES. 


Carbon lamps. Metallic-fllament lamps. 


| 
Cost per annum, apart from Electrical | Cost per annum, apart from 
current = 8s, 4d. (Table I), energy current = 178. 34d. (Table I). 
Current oost Total cost per B. r. v. Current cost Total cost 
per annum per annum. per annum. | per annum. 
cca LM шш i j— 
2,5744. 2,6744. | 6d. | 1,239d 1,4474. 
1,7174. 1,8174. | 41. 826d. 1,034d. 
1,287d. 1,3874. 3d. | 620d. 8274. 
858d. | 958d. | 24. | 41за. 6214. 
4294. ' 529d. | ld. 207d. 414d. 
322d. 422d. 3а. 155d. 363d. 
107d. 207d. | T 62d. 260d. 


There is little improvement possible in the mechanical 
and electrical design and efficiency of auto-transformers, as 
now on the market, but much remains to be done as regards 
popularising their use and extending the general knowledge 
of their properties and merits. 


Exhaust Steam Turbine Plant at Bolckow, 
Vaughan’s.—At the annual meeting of Bolckow, Vaughan & Co., 
Ltd., the chairman said that in the year’s capital expenditure was 
included the installation of exhaust steam turbo-blowinz and 
generating plant at the steel works. During the three months that 
the exbaust steam plant bad been running completely it had more 
than come up to their expectations, and if, after further trial for 
some montbe, the installation gave the same satisfactory result, they 
would complete the installation of their entire steel works. The 
Miners’ Eight Hours Act was in operation in their ironstone mines; 
but, judging from the Home Secretary’s quick promise to introduce 
material alterations, he thought they might assume that the miners 


did not find it as satisfactory in practice as they had been led to : 


expect. At their collieries the measure came into operation on 
January 1st, and until the law was altered the measure must 
produce trouble in the Durham Collieries. 


. valve-gear, and advocates more care in fitting. 


STEAM, GAS AND OIL ENGINE BREAK. 


DOWNS IN 1908. 


Tax introduction to the annual report of the chief engineer of the 
British Engine, Boiler and Electrical Insurance Co., Ltd., Mr. M. 
Longridge, M. Inst. C. E, which has just been issued, reminds us of 
a truth too often forgotten—that there are two kinds of things 
men’s eyes and minds ignore: those they have never seen, and 
those which are always in front of their noses. The author cites 
this as justification for his description of incidents old as well as 
new; bat no excuse is really needed—not only do the inexperi- 
enced require instruction from the lessons of the past, but even 
those who bave passed through the mill are apt to forget them and 
may well profit by & revision. 

Noting the remarkable uniformity in the rate of increase of the 
number of steam engines and internal-combustion engines insured, 
Mr. Longridge eays there is no doubt tbat while many small 
steam engines have had to give place to gas engines, the latter 
in turn have had to make room for electromotors; but for these, 


- the increase in the number of internal-combustion engines would 


have been greater. Breakdowns of steam and gas engines take 

place in almost identical ratio—1 in 9'4 and 1 in 9 1— gas engines, 

therefore, making a slightly better showing than steam. The parts 

mer m to breakdown are shown in the following extracts from 
e tables: 


BrRAM ENGINES. 


Average 
for previous 

24 years. 1907. 1908, 

Per cent. Per cent, Per cent. 
Valves and valve gear ... T .. 210 280 348 
Spur gearing... TE ka .. 148 10 2 81 
Air-pump motions ee i .. 104 102 - 52 
Air-pump buckets and valves ... 7'3 40 62 
Oolumns, bed-plates, &c. 6'9 77 52 
Cylinders, valve-chests and covers 5'2 72 62 
Pistons and their attachments... age 3:2 5°6 57 

Gas AND Оп, ENGINES. 

Valves and valve gear ... us 32:5 433 313 
Cylinders and cylinder ends ... . 166 19:b 194 
Pistons ... a dais тА 117 277 4'8 
Connecting rods and their bolts ^ ... 112 81 108 
Main shafts 150 ahs ss ids 50 47 91 
Fly-wheels and driving drums Кр 43 47 54 
No other item exceeded 5 per cent. of the total. The breakdowns 


due to old defects or deterioration amounted to 15 per cent. in the 
case of steam and 20 per cent. in the case of gas and oil engines; 
weakness, bad design, workmanship or material accounted for 31 
and 18 per cent. respectively, and negligence for 25 and 27 per 
cent., tbe remainder being due to accident and causes unascer- 
tained. The author draws attention to the continually increasing 
percentage of steam-engine failures due to breakage of valves and 
The reduction of 
spur-gear failures is ascribed to the rapid disappearance of such 
gearing from engine rooms, and the low percentage of main abaft 
breakages to the limitation of the unit stress to 8,000 lb. by the 


"e makers of steam engines. The high percentage of valve-gear 


ures in gas engines naturally calls for comment; the cylinder 
breakages were largely due to severe frosts, and point again to the 
extreme importance of draining the jackets of standing 
No reason can be given for the increased breakages of crank. 


shafts. 

Amongst the examples of breakdown cited in detail by Mr. 
Longridge is one relating to the use of superheated steam with 
slide valves, wear of half an inch taking place in two months. The 
company’s experience with slide valves working in su 
steam is not encouraging; Corlies valves are preferred, ог, still 
better, for the highest temperatures, multiple-beat drop valves. 

Under gas engines, the author dircusses at considerable length 
the stresses imposed upon crank pins and shafts, and obtains 
formulæ for their diameters, with one and with two fly-wheels. He 
recommends a maximum stress of 9.000 lb. per sq. in. for s 
with two bearings, and 8,000 lb. with three bearings; the maximum 
explosion pressure per sq. in. is given as about 450 lb. for large, and 
400 lb. for small engines, with town gas, and 50 Ib. less with pro- 
ducer gas. 

A case is cited where a gas engine was wrecked through the 
failure of the connecting-rod bolts, which, as so frequently happens 
had no fillets between the head and the shank, When will 
designers learn that a sharp oorner is the commencement of & 
crack ? 

Turning to electrical machinery, the chief engineer reports а> 
increase as compared with 1907 of 11°4 per cent. in insurances, 9 
1077 per cent. in breakdowns, and of 18:3 per cent. in cost © 
damage; the last value is evidently out of proportion, and 18 is 
to a rise of 84:8 per cent. in the coat of damage to dynamos, шашу 
owing to a few expensive breakdowns of large generators. ко 
and controller breakdowns have increased at a lower rate than i 
number of insurances. The ratios of breakdown were as follows - 
Generators, р.0., 1 in 137; a.c., 1 in 577; motors, 5. C., 1 in 7^: 
A.C., 1 in 11:3; starters and controllers, 1 in 24. T 

Most of the failures, as might be expected, occurred in connectio 
with rotating parts carrying current; armatures and Jes 
dynamos, 30 per cent., motors, 36 per cent.; commutators and li? 
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rings, dynamos 40, motors 26 per cent.; magnet coils and stators 
accounted for 11 per cent. (dynamos), and 16 per cent. (motors). 


The bulk of the machines insured are motors, and these are ` 


further classified: armatures and rotors caused 38 per cent. (D o.), 
and 21 per cent. (A. o.) of the failures; commutators and slip rings, 
29 per cent. Do and 2 per cent. | magnet or stator coils, 
11 per cent. (p. o.), and 53 cent. (a.c.). Dirt and neglect were 
blamed for breakdowns about equally with age and deterioration, 
accounting for nearly half the troubles with all classes of electrical 
macbinery; bad work or design comes next, with 20 per cent. of 
the dynamo failures, 11 and 9 per cent. of the motor and controller 
failures respectively. One-third of the failures were due to un- 
ascertained causes, In starting switches and controllers, the 
resistance coils accounted for half the breakdowns, contacts and 
switch arms for 10 per cent., and automatic apparatus for 13 per 
cent., the remainder being in connection with parts not carrying 
current. 

It is interesting to note, in the data relating to А.С. motors, that 
troubles with slip rings are extremely rare, while more than half 
the failures of a.c. motors arise in the stator coils. There is also a 
considerable proportion of failures in stationary parts not carrying 
current, such as the frames and bearings—18 per cent., as compared 
with 7 per cent. in the case of p.c. motors. The relative reliability 
of р.о. and 4.0. armatures or rotors may be gauged from the figures 
given above—38 and 21 per cent. of the recorded failures ec- 
tively ; the a.c. rotor hardly shapes so well as it is supposed to 

Among the examples of breakdown detailed are instances of ieces 
of iron being drawn into the machine, where they naturally e for 
the region where they can do the most damage—between armature 
n pole с а motor driving а centrifugal pump was found to 

toa jet of water from a hole in the pump casing; a 
9 cock was opened by a touch from a belt, empty ing the oil well 
of a motor and causing the bearing to seizs; the oil well of a motor 
in a brewery was found so full of dirt that the ring could not 
revolve, and the white metal in the bearing melted ; a motor com- 
mutator was turned up bs at the owners and set to work again with- 
out cleaning the copper dust out of the mica and removing burrs— 
a typical case, leading at once to breakdown; a rope—one of eight 
—1} in. in diameter, driving a dynamo by a pulley only 19 in. in 
diameter, broke and fouled the bearing, dragging the entire machine 
into the bottom of the rope race 6 ft. below. Carbon dust and oil 
'are fruitful causes of breakdown ; it is most difficult to preventthe 
pessage of oil to the back ends ‘of commutators, unless the latter 
are pressed on the shaft; when other means of fixing are employed, 
the old device of oaulking a copper ring between the shaft and the 
front end of the quill is recommended. Dust generally кшш 
under string binders, especially the bands that аге sometimes 
round the clamping rings at the ends of commutators. Another 
common diffculty with commutators is due to the relative motion 
between commutators and armatures, which is not fally prevented 
by the feathers, set-screws, and so on, usually employed; the core 
also is often not rigidly held, with the result that the conductors 
break off between the commutator and the armature, or the insula- 
tion is cut through by the edges of end-plates or winding drums— 
which, incredible as it would seem, are frequently left quite sharp 
instead of being well rounded off. Core plates are best held end- 
ways by a ring sprung into a groove on the shaft, as nuts are apt 
to slack back. Regarding brush gear, Mr. Longridge remarks that 
the company has had least trouble, perhaps, with brush holders 
consisting of a plain box holdin ei & rectangular block of carbon, 
with a flexible conductor attached, and a spring to keep the carbon 
up to the commutator surface. 

The bulk of the breskdowns are due to oil, dust and damp— 
especially oil, which, when it once gets out of a ‘pearing, creeps all 
over, and mixing with copper or carbon dust, produces short 
circuits. Imperfect fitting, keying and lockiog of spiders and core 
plates, commutator bushes, &3, comes next, and careless winding 
and fitting of magnet coils is not uncommon. The users ot electrical 
machi , of course, themselves have much to answer for. The 
author recommends ball-bearings for motors, with regular cleaning 
and inspection. 

Under. the head of boiler insurance and inspection there are 
numerous examples of badly grooved and corroded boilers offered 
for insurance—but not accepted. One curious instance is cited 
where the flanges of a number of mild steel steam pipes were found 
to be most imperfectly welded—hardly attached at all, in fact; 
they had, however, been at work for five years before one of them 
gave way. Of the land boiler explosions reported in 1908, eight 
in number, none were in electrical works; there were seven fatali- 
ties, due to these, as well as 14 others due to collapses of fireboxes 
and flues and sundry mishaps on land. Only two deaths took place 
in connection with boilers insured. 

In conclusion, Mr. Longridge draws attention to a fault in the 
design of vertical air-pumps applied to factory engines, the con- 
denser being water-sealed, in a case observed by the author, with 


an effective head of no less than 50 in., with the result that a 


satisfactory vacuum could not be obtained. The author suggests 
modifications in the design which would avoid the trouble, dis- 
pensing with a foot-valve and greatly improving the vacuum 
obtainable. 


Fatality. — While Leonard F. G. Cone, aged 19, an 
electrical engineer of Plumstead, was in camp at Salisbury he was 
struck on the nose by his horse’s nosebag, and on his return home he 
died in Woolwich infirmary from meningitis Verdict, Death 
from venture,” 


AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


FOREIGN 


GERMANY (continucd). 
Ма ber 
Steam boilers of wrought-iron, also assembled parts of 
the same, provided with fittings or not. * 5 
Boilers with more than 10 similar tubes of a diameter 
amoanting to 300 mm. or less, clear; and boilers of 
all kinds of non-malleable cast- -iron, "шк 


5,000 kg. or leas per piece 8 
Ditto, weighing more than 5,000 kg. per piece . . 6 
Articles of coarse lead ads en ss 8 
Copper rods, sheets, plates &c.  ... 12 


Copper wire, iron wire with wire of copper or copper 
alloy wound round it or plated or twisted thereon 12 
Copper wire rope and cable, neither lacquered, polished 


nor nickelled ... 15 
Coarse wares of copper and of cast brass, not otherwise 
mentioned ; tubes and pipes... 18 


Wares, other than coarse wares, of copper or cast brass ; 
lacquered or polished ; sheet-copper and sheet- brass 30 
Copper, tombac, and brass wires, vernicrt, ooloured, or 
nickelled, not being ornamental wares” ... 60 
Wares of copper alloys other than tombac or brass, not 
being ornamental wares ": 
Fine, especially all polished, nickelled, coloured, 
lacquered, or vernicrt wares ... 60 
Other than fine, neither polished, nickelled, coloured, 
lacquered, nor verniert; metal foil 30 
Steam engines, steam turbines, water-power machinery 
(turbines, water-wheels, water-pressure engines), 
combustion or explosion motors, combined or not 
with dynamos :— 


More than 500 up to 1,000 kg. i 211 
More than 1,000 up to 2,500 kg. ... ae . 7°50 
More than 2,500 up to 5,000 kg. ive we 0 
More than 5,000 up to 50,000 kg. .. "XE 
More than 50,000 up to 100,000 kg. 4:50 


Dynamos, electromotors, continuous - current trans- 
formers, also flaished armatures and commutators ; 
converters and reactance ROUN weighing; — 

500 kg. or less m^ d 
Over 600 and up to 3,000 kg. is a m sus 
Over 3,000 and up to 10,000 kg. ves sie T 
Over 10, 000 kg. ... 

Machines firmly attached. to dynamo-generators | or 
motors, dutiable as machinery. 

Accumulators and electrodes therefor :— 

Combined with celluloid, vulcanite, &c. К —. 24 
Other wee 6 


Underground electric cables encased in a protective 
cover of metal sheet, wire or the like те 8 
Telegraph appliances, telephones, electrical appliances 
or surgical and dental purposes, galvanic and dry 
batteries and thermo-electric couples vus 60 
Electric appliances for illumination, transmission of 
power, or electrolysis ; electric measuring, counting 
and registering apparatus ; resistances and shunts ; 
other electrical appliances not specially mentioned, 
and component parte of such каршы Mid ous 3:— 
10 kg. or less.. ЭЕ 
More tban 10 kg. and up to 25 kg. 
More than 25 kg. and up to 100 kg. 
More than 100 kg. and up to 500 kg. 
More than 500 kg. пагор о 00086. 
More than 1,000 kg... vee 


(То be continued.) 
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A Hint to Electrical Uadertakers.— The American 
Electrical Record quotes an unusual use to which electricity 
is being put in a New York church: —“ As a means of raising 
money to pay off a debt this church uses electric lights as 
memorials to the dead after the following manner: — 4 
huge altar electrolier includes name- plates as part of its 
winding vine decoration, about each of which is a cluster 
of 10 incandescent lamps. Subscribers desiring the prayers of the 
congregation for their dead pay $1,000 for each light. The name of 
the deceased is then inscribed on the plate above the cluster of 
lights, and one light is lit, to be kept burning at all services. The 
payment of each successive $1,000 means the lighting of another 
light, the maximum amount being $10,000 for each name. Eighteen 
of the name-plates have already been subscribed for and 30 lighta 
purchased. The memorial isso constructed that itcan be lengthened 
and enlarged almost endlessly, and the pastor of the church is 
reported to be looking forward to the day when it will reach the 
high vaulted ceiling and start twining its way along the sides of the 
chancel.” This suggests a field of wonderful possibilities! 
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NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) | 


Compiled expressly for this Journal by Messrs. W. P. Тномрвох & Co., Elec- 
trical Patent Agents, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed. 


19,829. ‘* Appliance whereby the blind can detect and trace pencil writing by 
means of an electrically rung bell or gong.“ A. M. Cox. August 28rd. 

19,359. “Improvements in and relating to electric safety lamps for use in 
mines or other like places." J. G, PATTERSON., August 28rd. 


19,887. “Improvements in arc lamps." S. C. Mount and BEck FLAME Lamp 
Co., Lrp. August 28rd. | 

19,392. “Improvements in or relating to dynamo-electrio machines." В. G. 
LaAxME. (Date applied for under Sec. 91 of the Act, October 7th, 1908, being 
date of application in United States.) August 28rd. (Complete.) 

19,898. ‘‘ Improvements in or Гөш to dynamo-electric machines." F. W. Lx 
TaLL. (Westinghouse Electric and Manufacturing Co., United States.) 
August 28rd, (Complete.) 

19,894. Improvements relating to dynamo. electtio machines.“ F. R. 
KUNKEL. (Date applied for under Seo. 91 of the Act, September 8th, 1908, being 
date of application in United States.) August 28rd. (Complete.) 


19,997. Improvements in submarine oable telegraphy." 
August 24th. 


19,424. "Improvements in electric lighting devices for life-buoys.” J. F. 
TRENTMANN. August 24th. (Complete.) 


19,434. “ mp ovement in electrical detectors or contact-makers for use 
in connection with railway switch points and the like.“ E. C. Irvine. August 
91th. 


19,465. ‘ Device for varying the intensity of light of electric lamps." A. 
DE STEFANO. (Date applied for under Вес. 91 of the Act, August 26th, 1908, 
being date of application in Italy.) August 24th. (Complete.) 

19,466. “Improvement in electric furnaces for the treatment of gases by 
means of flame arcs." SALPETERSAURE INDUsTRIE-GESELLSCHAaFT G. M. B. H. 
(Date applied for under Sec. 91 of the Act, August 25th, 1908, being date of 
application in Germany.) August 24th. (Complete.) 


19,476. © Improvements relating to magneto-electrio machines to be used 
for medical purposes." T. Morris, August 95th. 


19,496, '' Improvements in or relating to driving mechanism for use with 
electric motors." W.G. MAMBRIDGE. August 25th, 


19,516. Process and apparatus for electro-mechanical transmission to a 
distance of half-tone illustrations, portrait and other photographs, engravings, 
manuscripts, typograms, and the like." Н. CARBONELLE. (Application for 
Patent of Addition to No. 5,187, 1907.) August 25th. 


19,597. ‘‘Improvementa in or relating to the transmission of power by 
means of magnetisable pulleys, bands, and the like." A. Носокміх. (Date 
applied for under Sec. 91 of the Act, August 25th, 1908, being date of application 
in Germany.) August 25th. (Complete.) 

19,665. "Improvements in or relating to electro-magnetic switches.” W. Н. 
PowELL. August 26th. 


19,599. '' Improvements in or relating to means for cooling the rotor-windings 
of dynamo. electrical machinery.” Sremens Bros, -DYNAMO Works, Lp. 
(Siemens Schuckertwerke G m. b. H., Germany.) August 26th. (Complete.) 

19,000. ''Improvemente in methods of charging and discharging eleotrio 
accumulators or secondary batteries." A. M. TAYLOR., August 96th. 

19,608. “Improvements in apparatus for electric telegraphs.” 
Bros, & Co., LTp., and d. В. Grimston, August 26th, (Complete.) 

19,615. “Improvements in alternatiog-ourrent motors.” А. Н, MipoLEx and 
C. A. VANDERVELL. August 26th. 

19,687. '*Improvementas in and relating to starting switches for electric 
motors," A. D. SMITH. August 27th. 

19.660. New or improved coin-freed apparatus for supplying or measuring 
а current of electricity." J.A.FARRAND. August 27th, (Complete.) 

19,662. ‘Improvements in spring switches for electrically setting railway 
pointe and signals." SIEMENS Beos. & Co., Lr. (Siemens & Halske Aké,-Ges., 
Germany.) August 27th. (Complete.) f 

19,684. "Improvements in electric signalling apparatus.” 
AND Co., LTD. (Siemens & Halske Akt.-Ges., Germany.) 
(Complete.) 

19,718. “Improvements in shades for electric glow lamps.” G. Davis and 
H. J. Simpson. August 28th. . 

19,719. '' Improvements in casinga and coverings for electric circuits." E. W. 
LANCASTER. August 28th. 


19,782. Improved tumbler switch for electrical currents." A. E. W ATKINR, 
August 28th. 


19,747, ''Electric safety switch." W. J. BRooxs. August 28th. 


19,757. „ Varicolour reflecting air-warked arc-light advertising sign." F. J. 
Tokopk. August 28th. 


19,758. Improved construction of electric arc lamp." C. Parsons and 
W.G.HvNT. August th. 


W. Jupp. 


SIEMENS 


BIKMENS BROS. 
August 27th. 


PUBLISHED SPECIFICATIONS. 


Oopies of any of the Bpecifications in the following list may be obtained 
of Messrs. W. P. Тномрвом & Co., 822, High Holborn, W.O., and at Liver- 
роо! and Bradford; price, post free, 9d. (in stamps). 


1908. 


ELECTRICAL CONTROL OF MECHANISM FROM A Distance. G. C. Lohay., 14,396, 


1 (Date applied for under International Convention, July 16th, 


CONTROL or MECHANISM FROM A Distance. G. C. Lohay. 14,420. July 8th. 
(Date applied for under International Convention, September 26th, 1907. 
Application for Patent of Addition to No. 14, 396,08.) E 


ELECTRIC GaLvANic BATTERIES. G. Schauli. 14,609. July 9th. 


ELECTRICALLY BLOCKING A SINGLE-LINE RAILWAY, 
(Siemens & Halske Akt.-Ges.) 14,781. July llth. 


METHOD or AND APPARATUS FOR COMPOUNDING ALTERNATING-CURRENT СЕМЕ: 


RATORS. М, Breslauer. 14,897. July Mth, (Date applied for under Inter- 
national Convention, July 15th, 1907.) 


ELECTRICAL TYPEWRITER OPERATING ATTACHMENT FOR MESSAGER TRANSMISSION, 
G. A. Mayrand. 16,791. August 1th, 


ELECTRIC OR LIKE Сомрит JoiNTING. T.G. Hann. 16,863. August llth. 


CONTROL or DvNAMO-ELECTRIC Macuines, British Thomson-Houston Co, and 
F. W. Carter. 16,997. August 12th. 


ELECTRIC IoniTion Devices, A, B. Postans. 17,109. August 14th. 


Siemens Bros, & Co. 


MAGNETICO BRAKES FOR TRAMWAY AND OTHER VEHICLES, R. Shears. 17, Ul. 
August 15th. | 


PROTECTIVE Devices FoR ELECTRICAL INSTALLATIONS. 
Houston Co. and E. B. Wedmore. 17,890. 


STARTING WITCHES FOR ELECTRIC MOTORS. 
tember 10th. 


PROTECTIVE DEVICES FOR ALTERNATING ELECTRIO CURRENT Sysrems. British 
Thomson-Houston Co. and E. B. Wedmore. 20,498. September 99th. 


TROLLEY POLES FOR TRAMS AND LIKE ELECTRICALLY-DRIVER VEHICLES. 8. Bryan, 
20,575. September 80th, 


DxPoLARISERS FOR ELECTRIC BATTERIES. G. Schauli. 24,855. November 12th, 
(Date applied for under Rule 18, July 9th, 1908.) 


DEPOLARISER FOR ELECTRIC BATTERIES. G. Schauli. 24,856. November 12th, 
(Date applied for under Rule 18, July 9th, 1908.) 


AUTOMATIC SWITCHING OR CONTROLLING APPARATUS FOR THE DISTRIBUTION oF 
ELxCrRicrrr. E. G. Bryant and R, A. Pearson. 25,184. November Brd. 


British Thomson. 


G. H. Garside. 18,965. Sep- 


1909. 


APPARATUS FOR CONTROLLING ELECTRIC MoToBs. H. E. Dey. 759. January 12th, 


CONTROL OF THE CURRENT AND VOLTAGE IN DyNAMO-ELECTRIC MACHINES. 
Siemens Bros, Dynamo Works. (Siemens Schuckertwerke-Ges.) 1,509. 
January 2196, x 


REGARDING MECHANISM FoR ELECTRIC-MoTOR STARTING SWITCHES, VALVES, AND 
LIKE APPARATUS. Siemens Bros. Dynamo Works and B/G. Payne. 4,319, 
February 22nd. 


AUTOMATIC REGULATORS FOR ELECTRIO Circuits. British Thomson-Houston Co. 
(General Electric Co.) 4,882. February 27th. (Application for Patent of 
Addition to No. 6,087/07.) 


ALTERNATING ELECTRIC-CURRENT MACHINES. R. Moser. 6,108. March 13th 
(Date applied for under Internationa] Convention, March 14th, 1908.) 


ELECTRIC Wink Ворровтв. C. C. Gould. 7,610. March 30th. 
ARRANGEMENT OF THERMO-PrLES. B. von Wysocki. 11,280. May 12th. 


Electrical Fatality.—On the 1st inst. an inquest wag 
held at Ramsbottom, Lancs., by Mr. Barlow, Deputy Coroner, on 
the body of John W. Garner, 5, Hulme Terrace, Ainswortb, who 
met his death at the elestric sub-station of Messrs. Turnbull and 
Stockdale's works, Stubbios. Mr”. R. C. Leslie and Mr. C. D. Taits 
represented the Lancs. Electric Power Co. It was stated that the 
deceased was an electrician's labourer in the employ of the Lancs 
Electric Power Co., and that he had followed the occupation for 
three years, Dr. R. Orompton said he found thie deceased lying 
on the ground outside the sub-station door, which is entered from 
the bleach works yard. He had since made a post-mortem examins- 
tion, aud found that there was a small wound on the bottom of 
the right hand between the roots of the middle and ring finger: 
This was burned around and was sufüciently large to admit the 
point ofa pencil. It was j in. deep. There were also blisters at 
the roots of the fingers, and the skin was scarred at the back of 
the hand, the wrist and arm scorched to the elbow and the 
hair burned off. The left hand was scorched to the elbow, and the 
face was discoloured on the left side, and the moustache singed. 
On the right side between the shoulder blade and the spine 
was a scorched puncture of flesh corresponding with the 
holes in the garments, and in his opinion death was due 
to electrical shock as a result of the current striking 
the right band of the deceased. David Ferguson, an assistant 
erector, said the deceased was a careful man. Witness was engsged 
erecting a transformer on the wall of the sub-station. Dece 
had just gone ont of the door, and there was a flash and report, and 
he then found deceased lying in front of the transformer. He им 
bleeding from the mouth. He thought deceased most have 
stumbled on to the live contacte. The switches were 6 ft. 4 in. 
from the ground, and there was a temporary platform 2 ft. 10 in. 
high. Mr. Taite said they were under the impression that the 
deceased attempted to climb the platform, and stumbled and pst 
out his hands to save himself. The voltage that came into the sb- 
station was 10,000. They were instructed that the charged metal 
on the top of the yellow jboard was dangerous. There was no 
screen, and there were no rubber gloves or boots provided, though 
there was a rubber mat under the switchboard. J. Millar, elec 
trical erector in charge of the job, said that deceased had instruc- 
tions to enter the station only on the low-tension side of the trans. 
former. He did not think it necessary to have a screen in front of 
the switchboard, and there would have been great danger to 
anyone putting such a screen up. He had individually cautioned 
the deceased. The jury returned a verdict that the d 
accidentally came to his death by electric shock, and sympathy was 
expressed with the deceased's relatives. 


Rubber Coagulant.—It is reported that Mr. О. А. 
Elias, F.C.S., has discovered a chemical reagent wbich effectually 
and quickly coagulates rubber latex, without injury to the resulting 
product; coagulation hasalways been oneof the most troublesome 
and difficult processes in the preparation of raw rubber, and the 
new method, if found satisfactory, will be heartily welcomed by 
rubber collectors and manufacturers, 


British Association.—The Times Winnipeg corres- 
pondent reports that nearly 200 members of the British Association 
left Winnipeg on the evening of the 2nd inst. for a western trip 
over the Canadian Pacific Railway. They will be back in Winnipeg 
on 13th inst. ready for the return home. 
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No. 1,660. 


DURHAM MINERS AND ELECTRICITY. 


At a Council meeting of the Durham Miners’ Association, held at 
Darham City, on September 4th, a resolution was considered with 
regard to electricity in mines, and containing a request that electric 
machinery and cables be taken out of the pits, as they were con- 
sidered a source of great danger. It was explained that a Select 
Committee had been appoiated by the Government to go into the 
matter, and that fhe owners would not object to a meeting on the 
ci and in view of this explanation the resolution was with- 
rawn. 


This is the outcome of the remarks upon the lamentable 


disaster at the West Stanley Colliery, contained in the last 
annual report of Mr. Wilson, M.P., Secretary of the 
Durham Miners’ Association, to which full reference 
was made in the ELrorRIcaAL Review for May 21st, 
1909. Mr. Wilson therein stated that it was his own 


Opinion that this explosion was caused by electricity, 


and in spite of the coroner’s jury's verdict and the report 
of H.M. Inspectors of Mines, who both stated that the 
cause was not ascertained, there is a general opinion in the 
North of England that electricity was the secondary cause of 
the explosion, if not the primary. In view of such a general 
impression, it is useless to mince matters, and it will be 


better at once to admit the possibility and face the question 


boldly. One thing is certain, had it not been for the West 
Stanley explosion the above resolution of the Durham 
miners would never have been moved. 

It may be of interest, therefore, to consider the question 
of electricity in mines from a miner’s point of view. By 
miner, we mean the coal-hewer, who forms the majority of 
those employed in а coal mine as well as of the members of 
the Association ; and he is absolutely ignorant of electricity 
or its working. His occupation is to get the coal down and 
fill it into tubs or wagons, which are then taken from the 
working place or “face” by the “ putter”—who may be 
looked upon as the hewer's assistant—to a point, commonly 
termed a “flat,” from whence they are removed by horse or 
mechanical haulage. Under these circumstances electricity 
in any shape or form does not enter into any phase of his 
work. He is paid by resulte, usually ** per ton," the hewing 
price being controlled mainly by a fixed “county average" 
wage. In Scotland this is now a * minimum wage." 

The work of “hewing” is arduous, especially in thin 
seams, and, provided he gets ло less wage than he can now 
earn, he has no objection whatever to having this part of 
the work done by machinery. The present-day miner, in 
fact, has a very great objection to hewing proper; this is 
evidenced by the stringent regulations that some colliery 
managers have been obliged to issue, owing to the men 
blasting down the coal without first kirving," а condition 
known by the term “ shooting fast." With mechanical coal- 
cutting this arduous part of his work is done for him, and 
he has then only to get the coal down, either by “ blasting," 
* hewing off," or “ wedging,” and fill the loose coal into 
tubs. Hence he rather welcomes than otherwise the intro- 


duction of coal-cutting machinery, and though his price 
D 


444 


THE ELECTRICAL REVIEW. vol 65. No. 1,660, Ввртвивив 17, 1909. 


per ton may be reduced, he is enabled to fill more tohs, but 
in many cases this price.is not low enough to allow any 
margin of profit to the owners on the capital expenditure 
required to install the machines. 

Why, then, should he request that electricity be taken 
out of mines, which would be nothing more or less than & 
serious calamity ? Simply because this cheapest of all systems 
of power transmission has been so misused, ill-understood, 
and so badly installed, that he has become «fraid of it. 
Afraid ! "There is no other word to describe his objection 
to electricity. So many fatal accidents have occurred, due 
to the victim unsuspiciously coming in contact with some 
“live” part of a circuit, when, without any warning, 
he is struck down, apparently by some invisible force 
* which cannot by any means be controlled. Men 
have been fatally injured, and although experts (?) 
have been called in to make examinations and tests, no fault 
has been found in any part of the machine or circuit. In view 
of such a state of things as this, the miner thinks that if the 
technical experts cannot control or explain this “ electricity," 
he himself will have none of it. And now that the fear has 
got abroad that electricity may cause a serious explosion in a 
fiery mine, he asks, and we may say from his point of view 
justly asks, that it be taken out of the pit altogether. It 
is not electricity as an agent for the transmission of power 
that he objects to, but the unexplainable mystery attaching 
to many of the accidents caused by it. If a winding rope 
breaks, although lives may be lost, the reason why it broke 
can be ascertained. If а “ blown-out shot or a broken 
safety lamp causes an explosion, the cause may be ascer- 
tained, and precautions taken to prevent similar occurrences. 
But when a man simply touches, accidentally or otherwise, a 
piece of bare metal, and is at once fatally struck down, and 
when engineers and inspectors can trace no cause, is it any 
wonder that his uneducated mind is afraid to have it any- 
where near him ? 

What, then, is to be done ? The answer is simple : first, 
stop cheese-paring, and accepting the lowest tender; 
secondly, put the installations in charge of “certificated 
and qualified engineers and make them absolutely responsible 


to the law—not the colliery manager; and thirdly, appoint · 


competent mines electrical inspectors to see that they (the 
engineers) are fulfilling their duties and that the plant is safely 
installed and operated. But snch inspectors will have to 
visit the colliery ; go below ground; make insulation tests, 
and give instructions for alterations or make recommenda- 
tions, if necessary. A single inspector for the British Isles is 
absurdly inadequate. We have no desire to be accused of a 
leaning towards increasing the number of Government officials; 
the mining industry is already heavily handicapped by Govern- 
ment Regulations, but some of these Regulations are bad, 
and especially those relating to the certificated colliery 
manager. Alter this, and prepare rules for the installation and 
use of electricity in mines, based upon intelligent knowledge 
of the conditions and actual practical experience. 

We have hundreds of miles of tramways and railways all 
worked by electricity, carrying hundreds of millions of 
passengers annually, yet how often do we hear of fatal 
accidenta to the men operating these? They are very few 
indeed, compared to accidents in coal mines. Yet it is the 
same electricity! But it is installed and operated by men 
who know what they are about. Every detail is carefully 
thought out and considered in all its phases by trained 
engineera who are alive to their responsibilities. 


There is nothing wrong, or even mysterious or dangerous, 
in the application of electricity even in fiery coal mines, if 
only reasonable precautions are taken, seasoned with a 
modicum of common sense. At present, there is too much 
“cutting,” dependence upon contractors, and a too-prevalent 
* that is good enough sort of spirit, to make electricity in 
mines safe and efficient. Remedy these failings upon the lines 
we bave over and over again suggested in these columns, and 
we shall hear no more of such resolutions as that noted at the 
head of this article. 

In conclusion, if we might venture to offer a suggestion to 
the Select Committee, it would be that they should examine 
colliery engineers and electricians who bave to install the plant 
and keep it running—men who are constantly in the pit, and 
who have acquired practical experience and a knowledge 
of the difficulties to be met and guarded against. Ask 
them also who ought to be responsible; and whether they 
have any voice in the selection of the plant. We have no 
doubt that some interesting and useful information would be 
forthcoming—if the witnesses were independent, and not 
primed, or under any fear of losing their job. 


; AN interesting set of experiments was 
Short-Circuit 


cut recently carried out on the German State 

ests on a 

© Single-P] experimental railway at Oranienburg, and 
Railway. is reported in the E. 7. Z. This line is a 


single-phase one, with the overhead wire 
supplied at 6,000 volte, 25 cycles. The object of the tests 
was, more especially, to investigate the effect of a break in the 
overhead wire. 

The testa were carried out during damp weather. A wire 
was hung with one end over the overhead line, whilst the other 
end was moved in turn to vaiious positions on the roof and 
sides of a passenger car. As soon as the switch was 
closed a short-circuit occurred immediately in most cases, 
although sometimes a second or two elapsed before a suffi- 
cient current passed to open the maximum cut-out at the 
station. This cut-out was set for 800 K. v. A. 

When the short-circuit was moderated by the introduction 
of a water resistance sufficient to prevent the cut-out from 
operating, the point where the current was passing would 
gradually heat, up and finally become ignited. 

In some cases the carriage covering possessed sufficient 
resistance to prevent much current passing, but only in a 
single case was a position found where a partial short- 
circuit resulted, which, whilst failing to operate the cut-out, 
might have given rise to a fire. Usually, when the wire 
was lying on the roof without causing a short-circuit, a 
slight movement of the carriage would bring about a dead 
short-circuit. This would usually occur at the ventilators of 
the gas lamps, as these were in good metallic connection 
with the frame. 

The experiments were varied by allowing the live wire to 
hang down and moving the carriage up against it. In this 
case the wire usually first came into contact with a plain 
wood projection, and yet а short-circuit occurred almost 
immediately in every case, owing to the dampness of the 
wood. 

It was generally possible to follow the path of the 
current by eye as it passed along from the metal sheeting 
to the under-truck, jumping any gaps in its way. 

'l'he inside of the carriage also was tested by means of an 
electrostatic voltmeter, whilst the live wire was lying 
on the roof without producing a short circuit. No appre- 
ciable voltage could be discovered anywhere, even when the 
metal lamp support in the roof was touched. — — 

On the whole, the experiments indicate that little damage 
is likely to result from a falling live wire, even in the 
absence of special earthing urrangements on the carriage roof. 
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ELECTRIC POWER IN THE WORKS OF 
MESSRS. ARMSTRONG, WHITWORTH & СО. 
| LTD. MANCHESTER. 


(Concluded from page 407.) 


ANY attempt at a complete summary of the purposes to 
which electric power is applied in the works of Mesers. 
Armstrong, Whitworth & Co., would be as futile as it 
would be bewildering, and we must, therefore, content our- 
selves with a description of a few of the more unusual and 
startling applications of electric power which have been 
effected. The older works at Whitworth Street are devoted 
principally, though not entirely, to steel manufacture, to the 
production of armoured plate in its various sizes and appli- 
cations and the production of heavy gun armaments for 
military and naval purposes. Perhaps one of the most 
interesting applications of electric power is to be found in 
the armour plate erecting shop. It must be understood that 
after armour-plate has been treated by the various pro- 
cesses, the face of the plate is so extremely hard as to make 
ordinary drilling or other machining impoesible, but when it 
is required to drill a bolt or other small hole, the hard face 
may be softened in small patches, but a little larger 
than the finished hole. For this purpose in the 
armour-plate department, an electric plate softening process 
has been introduced, by means of which it is possible so to 
soften the plate that holes as small as ł in. in diameter 
can be drilled into the metal, this softening being so local 
that after drilling has been completed it i8 found that the 
edges of the holes are as bard as the rest of the plate. The 
electric softening plant consists of a continuous-current motor 
driving а single-phase alternator of 40-Kw. capacity. The 
alternator is provided with a variable field, and this with the 
shunt regulation of the motor is such that the voltage from 
the alternator is variable between zero and 300 volts. The 
current passes to the primary circuit of a transformer, whose 


secondary consists of one single turn of massive cross- section 


capable of carrying 32,000 amperes alternating current at a 
pressure of 1 to 3 volta, This circuit is interrupted by an 
air gap, which can be varied at will between } in. and 3 in., 
and the open ends of the secondary are fitted with mar sive 
copper ears or contacts. 
from a small jib crane, so that it can be swung over the 


armour-plate, and the contacts brought down on the surface 


of the piece of armour-plate to be treated. These contacts 
are partially hollow, and a flexible water pipe is connected to 
them for the purpose of keeping them cool during operatione. 
The distance apart of the copper shoes is varied by euitable 
slotted holes in them, through which bolts are passed 
attached to the limbs of the secondary circuit. 
generator is then run up and excited, and the result is that 
current passes across the gap through the substance of the 
armour-plate immediately below and between the copper 
shoes, bring it to bright redness in a ehort time. The 
regulation of the field of the alternator is so fine that the 
carrent can be brought down very slowly and by small 
stages, allowing the iron to cool slowly through a period 
varying from a few minutes to any time desired, and 
annealing the portion of armour-plate beneath to as soft a 
condition as is necessary for machining. This plant was 
specially constructed to the requirements of Mesere. Arm- 
strong, Whitworth & Co. | | 

Another interesting machine, which is probably unique 
and without a counter-part in any other engineering shop, 
is a machine for grinding the edges of armour plates to a 
true form either at right angles or at any angle of bevel 
with the front surface of the plate. The machine is of 
special construction, and consists of a transverse bed, 22 ft. 
long, over which a carriage is traversed by means of a 
screw capable of being reversed so as to give a slow recipro- 
cating motion. On this carriage is mounted а British 
Westinghouse motor of 40 H.P., running at 400 R.P.M., 
carrying a circular stone carrier which is coupled direct. 
This stone carrier, which is 34 in. in external diameter, has 
10 recesses in its front face, capable of carrying segmental 
stones of a special nature, measuring 44 in. x 8 in. on tbe 
face. When these etones are rapidly rotating, the edge of the 
armoured plate is brought againat them at the requircd 


The whole transformer is slung 


The motor- . 


bevel by means of an overhead travelling crane, which serves 
the machine. The rate of cutting is varied by adjusting the 
rate of speed of traverse, and taking out one or more pairs of 
stones in the wheel, and the plates and stones are kept cool 
by a constant stream of water. It will be seen that this isa 
process which can only be satisfactorily accomplished by the 
use of electricity, inasmuch as the introduction of shafting to 
operate at a high number of revolutions and power would be 
a matter of some difficulty, and the placing of a direct- 
coupled high-speed steam set on the bed would involve 
flexible steam piping which would be a difficult matter. At 
the same time it is much to the credit of the manufacturers 
of the motor and to the maintenance department of Messrs. 
Armstrong, Whitworth & Co., that in a wet grinding 
process of this nature, the arduous duty on the motor can be 
carried out satisfactorily. 

Reference was made to the armour-plate rolling mill, 
which is probably one of the largest in the kingdom, and it 
is interesting to note, that although the main drive is by · 


means of steam, the live rolls on the bed of the mill for the 


purpose of handling the plates easily when passing through 
the squeezing rolls, are driven by two 100-H. P. electric 
motors; this means of drive is adopted, inasmuch as 
quick and easy reversal of direction of the rolls is obtained 
by simply reversing the motor switches. There is a emaller 
rolling mill in another department which is entirely elec- 
trically operated by means of a 250-Kw. motor running at 
300 n.P.M. This motor is a 12-pole shunt motor built by 
Messrs. Armstrong, Whitworth at their Elswick Works, 
driving by means of a series of ropes on to the shafting of 
the rolling mill, which revolves at 95 R.P.m. The mill, 
which is used for rolling fine steel plates to be made into tool 
steel for the purpose of milling cutters, &., is а two-high 
roll, 4 ft. on the face, one roll of these dimensions being used 
as the rolling mill, and the other for finishing. By means 
of a muff clutch, a third pair of rolls suitable for making 
bars, can be connected up if necessary. In conjunction with 
this plant a pair of Mesars. Craig & Donald’s shears are 
driven by means of a compound-wound Armstrong, Whit- 
worth motor of 10-5.H.P. capacity. 

In an enclosed chamber partially sunk under ground in 
the armour-plate department, and suitably protected by 
sheets of mild steel, is a motor-driven circular saw of a very 
special type, and which is probably unique in the world. It 
consists of a plate of mild steel, 6 ft. in diameter, and in. 
thick, with a plain edge. This disk revolves at 1,500 R.P M., 
giving a peripheral speed of nearly 28,300 ft. per minute on 
the cutting edge. This is driven by means of a 150-B. H. P. 
motor, connected direct to the disk by means of a shaft 
running in long spherical bearings, lubricated with oil under 
pressure in the same way as a turbine shaft. In view 
of the enormous speed, and consequently high inertia of 
the revolving mass, the set takes a considerable time to get up 
to full speed, and for this purpose special starting arrangements 
of a slow speed nature are introduced. The starting switch- 
board is located behind an armour- plate screen at one end 
of the chamber provided with spy holes in order to watch the 
process of the cutting. The material to be cut is clamped to a 
carriage traversing at right angles to the motor by means of 
а screw, driven by an auxiliary electric motor at a proper 
rate of travel for cutting, which can be varied. This traverse 
is capable of dealing with plates up to 22 ft. in lengtb, and 
а 6-in. plate can be cut at the rateof 1 ft. per hour, while at 
the time of our visit to the works, a 2-in. hard steel plate 
was cut at the rate of 12 in. per minute, "The action of the 
saw is analogous to the older process carried out on a 
smaller scale in lead lapping by means of which ateel, which 
is, of course, considerably harder than lead, can be cut by 
means of abrasive materials embedded in the surface of the 
softer material. Moreover, in the case of the cutting wheel, 
the point at which friction occurs is fixed as regards the 
steel-plate which ir, therefore, rapidly raised to a condition 
of bright redness at that point, while the friction point is 
traversed along the cutting edge of the disk with a velocity 
equal to its peripheral speed, thereby keeping the friction 
вош face of its disk cool. 

In the armour- plate department there is another applica- 
tion of electric drive which is distinctly novel. In the 
process of oil hardening and tempering steel plates, the metal 
in the form of plates is first heated in furnaces to the 
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required degree of temperature, and then brought by bogies 
under an electric crane of 75 tons capacity, and 50 ft. span. 
The distance between the ground level and the crane hook 
at its top position is 40 ft., and the function of the crane 
is to lower the glowing plate edgewise into a huge tank of 
oil. The usual weights of metal carried are up to 50 tons, 
and the speed of lift is about 12 ft. per minute, obtained by 
means of a compound-wound direct-current hoisting motor of 
75 B.H.P. It is, however, necessary to drop the metal at a 
considerably greater gpeed than this, and for this reason, 
previous to the weight being lifted, oil is pumped into a large 
dashpot cylinder, the plunger of which is pressed down 
before the hook and weight rises. "When the time comes to 
lower the plate into the oil bath, the hook and weight is 
released from the electrical gear, and the weight falls at a 
rate nearly equal to the natural drop against the oil dashpot, 
which, however, eases the strain of stopping the fall In 
addition to the hoisting motor, electric drive is installed to 
operate the traverse, travel and oil pump of the crane. 


The plate furnaces in this section of the works have : 


bottoms for the reception of plates to be heated, constructed 
in the form of cars or large bogies, which are operated by 
means of 50-H.P. capstans having compound-wound motors 
giving a speed of 120 ft. per minute on the ropes. Electric 
capstans are used exclusively in the armour-plate department 
for handling the loads about the floors of the works. 

For the water treatment of armour plates, Messrs. 
Armstrong, Whitworth & Со. have erected a very fine 
equipment of sprinklers which is capable of dealing with 
plates up to a size of 12 ft. x 20 ft. The plate is placed 
horizontally in its heated condition, on a number of carriers 
во formed that both the upper and lower surfaces of the 
plates are exposed to the rapid cooling action of the water- 
sprays playing upwards and downwards against the heated 
steel surfaces. The upper series of sprays is mounted on 
the carriage which is capable of being traversed till it is 
over the plate which has previously been placed in position 
by an overhead travelling crane. 
by electric motive power, and water is conducted to the 
upper sprays by means of a flexible pipe. In connection 
with the water cooling plant of this description, is a water 
pumping plant consisting of six motors of 60 B. H. P., coupled 
to centrifugal pumps made by the Pulsometer Co. ТЬе 
motors are started through liquid resistances, and run at 
500 R.P.M., driving the pumps against a head of 40 ft. 
provided by a water tower. Water storage is provided under 
the pump house of sufficient capacity to ensure that at no 
time shall the water used in cooling the plates and returned 
to the storage tank become warm. Two electric travelling 
cranes serve this plant. The cranes, which were made by 


Messrs. Craven, are of the three-motor type, capable of 


lifting 75 tons, and bave a span of 75 ft. 

The heavy hydraulic machines in the armour-plate depart- 
ment are worked by a central pumping plant, which is 
particularly interesting to electrical engineers. This consists 
of two duplicite sets of three-throw horizontal ram pumps, 
made by Messrs. Davies, and capable of delivering 60 
gallons of water per minute against the hydraulic accumu- 
lator pressure of 25 cwt. per sq. in. These are driven by 
two 150-H. P. continuous - current motors running at 450 R. P. M. 
and geared by means of spur wheels and pinions to the 
pumps. The motors are started and stopped automatically, 
the running current being about 550 amperes, and the starting 
current rising to 760 amperes, inasmuch as the pump has to 
start against the full pressure on the rams. In order to cope 
with heavy current, the solenoid main switch is divided into 
three sections in parallel with one another. The first solenoid 
starter, on closing, immediately energises the coil of the second 
section, which at once closes and brings into instant action the 
third section. The convenience of this distribution of breaking 
circuit is obvious. To guard against a heavy arc on the 
third contact in breaking, this is furnished with carbon 
breaking tips. In series with these main switches is the 
main starter, the contacts of which are arranged in three 
segmental sections. This starting switch is operated by a 
small motor working on a toothed segment by means of a 
worm connected to the motor by a universal joint. The 
worm is lifted into contact with the toothed wheel by 
means of a solenoid energised by the closing of the third 
main switch. The action of this solenoid also closes con- 


The traverse is operated - 


tacts in the starter motor circuit. On the full travel of the 
starter having been made a pair of contacts on the starter 
arm short-circuit the armature of the starter motor, the 
current only flowing through the high resistance field coils. 
By this means over-running is prevented. The board, con- 
taining two sets of the above gear, is also provided with two 
overload circuit-breakers, one on each pole, two field break 
switches with discharge resistances, and two selector 
switches, one of which selects the motor which is to be 
operated, and the other provides a means for changing 
from automatic to hand-starting should this be required. 
For the latter purpose a hand-starter is provided for each 
motor. It is also poesible by using the first selector ewitch, 
to put the two motors in parallel operation. The solenoid 
of the first main switch, which, it will be seen, commences 
the cycle of operations on the whole board, is in circuit with 
a knock-over switch adjacent to the hydraulic accumulator, 
and is thrown over by tappets or stops placed on а rope 
attached at its top to the ram, and kept stretched over 
the pulleys by a counterweight, This plant, constructed 
by Messrs. ‘Armstrong, Whitworth & Co., has worked 
so successfully that another similar installation, operated 
by 250-H.P. motors against a pressure of 30 cwt. pet 
eq. in., has been installed for use in the steel works 
department. і 

In the armour-plate machine department, a number of 
very fine special tools are installed. Reference can only be 
very cursory. For example, a line of віх armour-plate cros- 
cutting machines are installed for cutting the ends of the 
plates and general parting-off processes before passing the 
steel through the hardening treatment. Each machine is 
fitted with a double tool capable of taking 40-ft. cute. These 
machine tools were especially built for the service by Mess. 
Armstrong, Whitworth & Co., and are each driven by à 
20-B.H.P. motor. Another example of heavy machine tool 
is a double-headed drilling machine capable of drilling hols 
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Fic. 5.—125-Тох Foun-Moron CRANE. 


in plates up to 34 in. diameter on any part of a plate 
measuring up to 15 ft. x 30 ft. This is driven by a 20-H. . 
motor constructed by Messrs. Armstrong, Whitworth & Co. 
at their Elswick works. 

Several examples of electric cranes have already been 
mentioned, and it may be said that this firm has made almost 
universal use of electricity for this purpose. As further 
examples of the varying capacities may be mentioned, 8 125- 
ton four-motor crane of 51 ft. span, constructed by Messrs. 
Vaughan & Sons, Ltd., and illustrated in fig. 5 ; two 280- 
ton electric cranes by Messrs. Vaughan & Son ; and one 150- 
ton crane by Messrs. Armstrong, Whitworth & Co., each 
of which is driven by a three-motor equipment in the armour- 
plate erecting shop. 

In addition to steel manufacture, which can only be 
incidentally mentioned here, and the armour-plate ne 
the equipment of which has been described in some detail, 
Messrs. Armstrong, Whitworth & Со. have at their 
Whitworth Street works an extensive heavy gun-making 
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department devoted principally to making the 12-in. guns 
which form such an important part of the modern equipment 
of our Qd It is served by two 30, two 50 and two 75-ton 
cranes, and а feature of this shop is the way in which indi- 
vidual electric drive is incorporated in the design of the 


Fia. 6.—MoTOB-DRIVEN Gon LaTHAE. 


heavy lathes, rifling machines, &c. For example, in the 
second bay of this shop are three large lathes for gun turning, 
on each of which are mounted direct on the lathe motors of 
60 H.P. each, of the interpole type, capable of giving a three 
to one speed variation on the motor alone. ‘ This dispenses 
with a large amount of gearing, back gearing being done 
away with altogether, and the rigid fixture of the motor to 
the lathe gives a positive drive which is impossible in any 
system of belt gearing. Fig. 6 illustrates one of these gun 
lathes, and shows the exceedingly simple manner in which 
electric drive is applied. Another interesting tool in this 
section is that used for rifling the bore of these heavy guns. 
The bed of this machine is 74 ft. long, and is traversed by a 
tool mounted on a cutter bar, which passes up the interior of 
the bore to the recess for the shell immediately in front of 
the explosion chamber. The tool is then drawn backwards, 
a feed having been given to it, and at the same time is 

otated slowly, so as to give a spiral cut in the interior sur- 


face of the bore. The reversing of the tool is accomplished 


2 
Y l3 


oar 
: 


SS 
1 


N 


Messrs. Armstrong, Whitworth & Co. have designed 
а special motor starter, an example of which is to be found in 
this department, and which may fittingly be described here. 
Fig. 8 illastrates the way in which it is applied to one of 
the line shaft drives. This starting controller, made at 
the Manchester section of Messrs. 
Armstrong, Whitworth & Co., has 
been designed. with regard to the 
de aie conditions for the starting 
and protection of the motor, and 

also for the protection of the mains 

supplying the motor. It presents no 
particular difficalty in operating, hence 
it can be operated by any person 
without doing any damage. The upper 
portion of the switch consists of an 
adjustable overload circuit-breaker on 
the positive pole, and a no- volt circuit- 
breaker and an, enclosed fuse on the 
negative pole. Below this apparatus is 
the starting switch itself, which consists 
of a number of copper blocks, to 
which the resistance connections 
are made. ‘Traversing over these 
blocks is a laminated copper contact, 
| . suitably insulated and fastened to 

an iron block. The iron block is threaded, and is 
controlled by a screw, extending the length of the copper 


- blocks and supported by a framing at each end. The 


screw is operated by a hand-wheel fixed on the end of the 
spindle. There is also an interlocking device on the negative 
circuit-breaker, which renders it impossible to close this 
circuit-breaker unless the sliding block be in the starting 
position. All the above apparatus is fixed on a slate slab 
mounted on an iron frame. The resistance is placed 
underneath the apparatus, and is made up of asbestos- 
woven net resistance plates. It is designed во as 
to give a suitable starting current on the first 
resistance block, and a regulated increase of current 
on each of the remaining blocks. The connections 
necessary are all made at the back of the controller. 
The whole of the controller is enclosed in an iron case, with 
movable glass front, the handles for the operation of the 


circuit breakers, and the starting switch, being the only parta 


of the controller projecting through the iron case. This type 
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Fic. 7.—S8EcTIONAL ELEVATIONS OF NonrH STREET BUB STATION. 


by means of a drum type switch at the end of the bed, which 

nges the direction of current in the armature at the end 
of each stroke. The starting resistance of the motor is in- 
serted in series with the armature at each reversal, and is 
cut out by a special switch, which is driven off the motor 
shaft. The reversing switch has also an attachment for 
putting resistance in series with the ehunt field winding of 
the motor in such a manner that, on the return of the 
stroke, the motor runs at 900 R P.M., whilst on the cutting 
stroke it only rans at from 300 R.P.M. up to any speed, not 
exceeding 900 R.P.M., that may be required. 

It will be understood that in a works of this description 
and magnitude, the joiners’ and pattern makers’ department 
has attained considerable dimensions, and in this section the 
principle of group driving is largely adopted. For operating 
the principal machines in this department a 50-H. P. shunt- 
wound motor has been installed. 


of controller has been installed in various departments of the 
works, and has given general satisfaction. 

An item worthy of special mention is a 50-B.H.P. shunt- 
wound motor, situate in the armour-plate department, which 
proves to be interesting as having run for several years on 
an exceptional duty. On being started after August Bank 
Holiday, it is never shut down again until Christmas Eve, 
and it has stood up to this work, with similar long rans 
between holidays, without giving any trouble for 10 years. 

Within the last two years the increasing operations of the 
firm have necessitated still farther extensions, and a new 
and extensive works at North Street has recently been erected 
in order todeal with light gun manufacture. The two works 
are joined by means of a full-gauge railway line which rons 
through the by-streeta near to the works and across the 
main thoroughfare known as Ashton Old Road. This is used 
for the transport of raw and finished materials between the 
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two works. The power requirements are met entirely by 
municipal electricity, a Corporation sub-station for the pur- 
pose being installed closely adjacent to North Street, the 
general lay-out of which is shown in fig. 7. Supply is 
given by means of three-phase current at 6,500 volta, 
50 cycles, to a similar. high-tension board to tbat 
installed. at Whitworth Street. The energy is transformed 
by means of Bruce Peebles-La Cour. converters of 


250 KW. capacity to continuous current at 500 volts. 


A three-wire low-tension network is carried throughout 
the works, and power is obtained from the outers, while 
lighting is drawn from either outer and the middle 
wire. Up to the present four motors of 50 в.н.Р. drive the 
shafting in the new light gun shops, while two motors of 


20 B.H.P. each drive mills for the buildings department. 
The motors in the gun shops are mounted at the centre of 
each bay, The works are lit by 50 enclosed arc lamps, run 
two in series across the 250-volt supply. There sre four 


bays in this new shop devoted to machining, and one to 
erecting; the last-named bay is dominated by a 3-ton 
motor travelling crane built by Messrs. Vaughan & Son. 
The whole of the motors used in this part of the works were 


Fic. 8.—Louxs-SHart MOTOR AND ConTROLLEB. 


constructed by Messrs. Armstrong, Whitworth & Co., Ltd., 
at their Elswick Works, and it may also be mentioned that 
the low-tension board in the sub-station is of their own 
manufacture, having been constructed at their Openshaw 
Works. 

Part of the ground area at North Street is taken up by 
the stockyard of the firm, and in order to handle the steel 
ingots and other material, a large Goliath crane of 75 tons 
lifting capacity has been installed. Thiscrane rans on rails 
500 ft. long, and having centres of 52 ft., the height from 
crane to rails of the traversing carriage being 25 ft. The 
main hoist is operated by a 40-B. H.. motor capable of 
lifting the load of 75 tons at а speed of 5 ft. per minute, 
while the traverse of the carriage is driven by a motor of 
15 B.H.P. at the rate of 40 to 50 ft. per minute. In order 
to cause the crane to travel along its rails, a motor is 
installed at the bottom of each leg, of 11 B.H.P. capacity. 
It has been frequently noticed in cranes of this description 
that there is considerable danger, where independent drive 
on each leg is used, for one leg to get ahead of the other, 
and to produce a joggling action on the crane, which not 
only causes severe racking stresses on the construction, and a 
considerable amount of useless friction on the rails, but also 
tends to oscillate the load on the hook in an unpleasant and 
dangerous manner. This action is more pronounced if at 


the time of starting the load is not slung symmetrically as 

rds the span of the crane. In order to overcome this 
difficulty Messrs. Armstrong, Whitworth & Co. have 
cross-connected the motors, which are series wound, so that 


‘the field of the motor at the bottom of one leg is connected 


in series with the armature of the motor on the other side. 
By this means an undue rush of current in one armature 
strengthens the field, and, therefore, the torque on the other 
motor, equalising the turning momente, and by this means 
an equal starting impulse on the two motors is given and 
maintained at all times of travel with perfect success. This 
system is considerably better than the practice of placing a 
travel motor at the centre of the span and connecting 
it to the driving wheels by means of cumbersome and ineffi- 
cient bevel gearing. The current is brought to the circuits 
of this Goliath crane by means of overhead wirea mounted 
on insulators and brackets attached to poles, spaced 25 ft. 
apart; a double-pole collector is placed on the crane to 
make contact with these wires. As the whole of the work is 
out of doors and subject to the severe weather conditions to 
be found in Manchester, it is evident that the satisfactory 
performance of this equipment is an evidence of the good 
quality of Messrs. Armstrong, Whitworth & Co.'s electrical 
manufacture. 

The maintenance of an electrical plant and distribution 
system of this description calls for a considerable staff. It ig 
probably the largest private plant and power distribution 
system to be found in the United Kingdom, and the super- 
vision and upkeep in good running order of the electrical 
equipment requires four inspectors of plant, two inspectors of 
mains and a staff of 90 men, including such persons as arc 
lamp trimmers. These men form a self-contained department 
for the maintenance of the electrical work, and such con- 
structional work as can conveniently be carried out on site. 

In concluding this article, we have to put on record our 
appreciation of the courtesy of Mr. Gledhill, the manager of 
Messrs. Sir W. G. Armstrong, Whitworth & Co., Ltd., at 
Manchester, for allowing us to prepare this description of the 
electrical equipment of these works, and also that of Mr. D. 
McCormack, the electrical engineer, for giving us a consider- 
able amount of technical assistance in collecting data con- 
cerning the electrical apparatus which we inspected during 
our visit. | 


——— MÀ 
THE SINGLE-PHASE MOTOR. 


By A. О. BUCKINGHAM, 


Prior to 1900 most of the alternating-current generating 
stations were single-phase, and a lighting load had been the 
only load anticipated, but the great development in the use 
of power brought about by the direct-current motor for 
industrial purposes was not withont its effect on the managers 
of single-phase stations, who, together with the direct- 
current station managers, were beginning to find it 
imperatively necessary to improve the load factors of their 
stations. 

The only single-phase motors in practical existence at this 
time were of the simple series and repulsion types, both 
with badly sparking commutators and little better than 
academic ‘toys, and single-phase induction motors of very 
low starting torque and requiring enormous starting currenta, 
which, in combination with small, and often badly regulating 
transformers, failed to start at all, until assisted by 
hand. These offered but a poor outlook for the single-phase 
station in the direction of a power load; hence it came 
about, and not unnaturally, that a large amount of single- 
phase plant was relegated to the scrap heap, to be replaced 
by polyphase. 

These radical changes, as might have been expected, were 
Dot carried into effect without leaving an unfortunate bias 
in the minds of engineers against the single-phase motor. 

A few weeks ago the writer arrived in England after 
being abroad for some years, during which he had personal 
experience with a single-phase undertaking of considerable 
magnitude, which during the past three or four years has 
developed a growing power load of some 1,500 KW., made 
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up of all sizes and types of single-phase motors, which are 
almost without exception giving complete satisfaction to the 
consumers. Thus it was with considerable astonishment that 
he learned the adverse opinions expressed by engineers in 
this country as to the single-phase motor. 

While prepared to admit that the sterting torque of 
the single-phase induction motor, especially that with 
a squirrel-cage rotor, is inferior to that of the polyphase 
motor, the writer has rarely found this to be any real 
drawback ; as power for industrial purposes is usually applied 
by belts to single apparatus or to countersbafting, in 
each cage equipped with fast and loose pulleys, the objection 
to low starting torque disappears. The writer would here 
point out that the fast and loose pulley system is not with- 
out some advantages of its own, especially when frequent 
stops are required, and the time of starting up and stopping 
is a consideration. Moreover, when small power is used, 
Bay up to 2 H.P. or 3 H.P., the single-phase induction motor 
has a peculiar advantage of its own, namely, that of running 
in whichever direction it is given an impulse, and for small 
apparatus requiring to be reversed at intervals, this fact 
has been fully utilised, thus dispensing with all starting 
apparatus, such as reactances, resistances, and phase-splitting 


switches ; a simple D.P. switch is all that is required, the 


necessary impulse being given by hand. 

Single-phase induction motors giving 50 per cent. of full- 
load torque at starting, without taking excessive current, 
are not uncommon. 

When a large starting torque is required, the commutator 
type of induction motor, starting as a repulsion motor, and 
when up to speed automatically raising the brushes and 
running on as an induction motor, leaves nothing to be 
desired. Its characteristic is not unlike that of the series 
direct-current motor. It will give twice full-load torque 
with twice full-load current, without any other starting 


device than a double-pole switch. In fact, at the moment 


of starting, it develops the same torque per ampere as when 
ronning. The commutator is subjected to no wear, except 
at the short period of starting, which it does practically 
without any sparking. Motors of four years’ continuous 
RUM show scarcely any signs of wear, and give no trouble 
ab all. 

Starting and stopping can be effected at a distance, as in 
the case of isolated pumping plants, and in the event of an 
interruption to the supply, the motor automatically arranges 
itself in the starting position, with brushes on the com- 
mutator; and if without an attendant, the switch being 
closed, it starts up automatically with the renewal of supply, 
resuming its normal running condition. This performance 
is not equalled by the ordinary D.C. motor, as the no-voltage 
release either opens the circuit or reintroduces starting 
resistance, and if without an attendant, the motor remains 
stopped, or in the latter case there is a danger of burning 
oat the rheostat with the switching-on of the supply. 

The absence of any need of attention, and the auto- 
maticity of starting up again in the event of interruption 
to the supply, especially when it is required to run all night, 
has frequently been a determining factor when in competition 
with other forms of power. Further, the single-phase 
commutator induction motor, in conjunction with an auto- 
transformer with taps, is capable of large and economical speed 
regulation, such as is often required by printing machinery. 

As a matter of fact, it appears to the writer that there is 
nothing which the p.c. or the polyphase motor can do, that 
this type of motor cannot do equally well from the con- 
sumer's point of view. It has a high power factor, and its 
electrical efficiency is certainly not more than 2 per cent. 
below that of its D.C. or polyphase rivals. 

Single-phase central station managers cannot be too care- 
ful in their selection of transformers for single-phase motors. 
The writer has come across transformers of 50 KW. capacity, 
which, when supplying fall secondary current load at 70 per 
cent. power factor, had an inductive drop of 12 per cent., to 
вау nothing of C*R losses, and he is firmly convinced that 
many of the troubles experienced with motors failing to run 
up to rated output, and bad starting, are directly due to this 
Cause. 7 i | 
As the undertaking with which he was engaged boasted а 
connected motor load of some 2,500 Kw., and included all 
sizes of motor up to 80 KW., exclusively supplying power to 


silence. 


60 or 70 different trades in the area supplied. and giving 
every satisfaction while so doing, the writer fails to under- 
stand the raison d'étre for the apparent backwardness of the 
single-phase motor in British power supply work. 


HOW WE GOT THE ORDER. 


By BEN FRANK. 


* А SMALL white coffee and a box of dominoes, Miss." 

Just as Tom gave this order, Dick entered the café. 
* Not a very satisfying meal for a 12-stone man," he ex- 
claimed. “ It reminds me of the tale of the spotted boy of 
Peru, whose father, it was said, had once upon a time swal- 
lowed a box of dominoes. What are you going to do with 
them. anyway ? " | 

“ Now, don’t be a silly ass.” Tom was evidently in a bad 
humour. I suppose I can play solo dominoes, if I like; 
but, as a matter of fact, I am jast waiting for Harry—and 
here he comes.” · | 

A glance at Harry’s face, as he wormed his way between 
the tables to where Tom and Dick were sitting, showed that 
he was on good terms with himself. He was all smiles. 

* What ho!" was his cheery greeting, as at length 
he came alongside. Tom shuffled the dominoes in glum 
* How do,” returned Dick, ** had a stroke of luck, 
or what? ‘You look as pleased as though you had found a 
sixpence.” | | 

* Ah, ha! my boy, What ho!" Harry's vocabulary was 
distinctly limited, but there was no mistaking his good 
spirits. 

Ри I suppose Tom has told you that we have just taken the 
order for what's his name’s big motor installation? 

* Never a word. So that’s what has put you off your feed, 
is it Tom? I wondered what had upset you.” 

It's a mug’s game anyhow,” Tom muttered. 

“What is? queried Harry. 

„Why, doing work for nothing; it’s no good to you or to 
anyone else. We were pretty slack or we should not have 
put in such a cut price as we did. We made sure of getting 
the job, and your firm were the last people we should have 
expected to be below us. И 

* Dash it all, уоп need not be quite во down hearted 
about it, old chap. Buck up, you'll get the next big contract.” 


“ He seems to take it rather badly," remarked Dick, after 
Tom bad left them. s 

* Yes, he does seem rather cut up about it; you see, it 
is not so much for the sake of the job itself, although that 
is well worth having, but the fact of being able to say we 
are doing Carmine’s works means a great deal. People in 
their trade follow each other like sheep.” | 

* From what Tom says, you won't make anything out 
of it." | 

* You bet we will though. If you won't вау а word, I'll 
tell you how we got the contract. , 

“ Right, fire ahead.” | | 

* Well, I made out the estimate and filled in all the 
schedules of prices. 'The consulting engineer i8 a decent 
sort, but a regular demon for schedules. There is a com- 
plete bill of quantities made out, and a schedule of every 
yard of cable, every motor, bedplate, switch, gear, belt, and 
goodness knows what all, so that at the end of the job it. 
can all be measured up and charged accordingly. Of 
course, the tenderer has to fill in his lump sum price in the 
‘form of contract’ for the whole of the quantities specified 
and agree to additions or deductions being made at schedule 

rices. 

Pre Very well; I made the total come to £5,625, and this 
was carefully checked by one of my chaps, and I sent the 
estimate in to the governor for approval. When it came 
back the figure 6 waa struck out, and a 4 put in its place, 
making the total £5,425. ‘Look here, young fellow,’ I 
said to Sharpe, I thought you checked this. ‘So I did,’ 
says he. Then how is it there is ё mistake of £200?’ 
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You see, I did not dream of doubting the governor's 
addition. He's a real genius at figures. I never knew a 
man who could sum up a long money column like he can. 
Two figures at a time all the way up a foolscap sheet as 
quick as lightning ; and never a mistake! So the estimate 
went in, and in due course the order came. ‘ Just run 
your eye down those columns again,’ I said to Sharpe, ‘and 
see where you made that mistake of £200.’ But there was 
no mistake. The two of us went over it together, over and 
over again, and at last I had to own that the governor, for 
once, was wrong. So I went down to him and said that I 
was afraid he had madea mistake in altering my figures, and 
that we should be £200 to the bad if we accepted the 
contract. i 

% Let me see the form of contract.“ he said, and when he 
had run his eye over it he added, * Oh, that's all right, the 
work is all to be measured up and charged accordiog to 
schedule. If your scheduled prices are all right, it does not 
matter what total you fill in the form, it won’t count for 
anything at the end of the job!’ 

** ‹ You wily old bounder !’ I thought to myself. That had 
never occurred to me before. You see, the contract is 
rettled on the Jump sum price; but once the job is started, 
there will be no end of alterations, and only the schedule will 
count." 

Dick raised his eyebrows and whistled softly. © Very 
smart, to put the mildest construction on it. Tom would 
feel pleased if he knew, wouldn’t he ? ” 

* Don’t breathe a word to bim, for Heaven’s sake! Of 
. courte, it was a clerical error on the governor's part, bat he 
made the best of it." Harry was clearly trying to dis- 
semble. á | 

“ Of course, of course ; but if that consulting engineer ig 
as clever as you вау, he’s sure to spot it." 

“Well, what if he does, he can't do anything, the schedule’s 
the thing." | 

* [ know what I should do, if I were һе.” 

„What?“ 

“Oh! Never miad.” 


THE MEASUREMENT OF THE INSULATION 
OF A LIVE THREE-WIRE SYSTEM. 


By STUART A. RU3SELL. 


Taz interesting paper on the above subj ct, communicated 
by Dr. Kapp and Dr. Coales to the Institution of Electrical 
Engineers, and published in abstract in the ELECTRICAL 
REVIEW of the 20th ult., describes two methoda of finding 
the joint fault resistance of a live three-wire system with 
the middle wire earthed ; and it further shows how, by a 
variation of the voltage on the two sides of the three-wire 
system, this joint resistance can be separated into its three 
components. E 

The credit of first working out a method of determining 
the three separate fault resistances by varying the voltage 
.on the two sides of a three-wire system is due, the writer 
believes, to Prof. Rousseau, of Brussels University, as he 
proposed it to the writer in 1894 as an extension of the 
voltmeter test then in use for testing the cable system in 
connection with the Brussels Municipal electric light station. 
This method was described, and the proof given, in an 
article by the present writer which was published in the 
ELECTRICAL Review of February 25th, 1898; but it may 
be of interest to again briefly describe the method employed, 
as it is one that was regularly in use at Brussels in 1894. 

The apparatus required consists of an electrostatic or 
high-resistance voltmeter, a resistance of known value, and 
one or more switches ; and the test is made by first deter- 
mining the joint fault resistance of the system, which is 
done by connecting any one of the three wires to earth 
through the voltmeter and noting the reading v, and then 
connecting the same wire to earth through the resistance s 
and noting the reading v!. The joint fault resistance is 


v= vl ; , 
ршен. е provided an electrostatic voltmeter is used, 


or a voltmeter whose resistance is very high compared with 
the values of F and s. It will be noted that if the resistance s 


is adjustable, and is regulated so that v! = , the apparatus 


2 
becomes direct reading, as F = s. This method can be 


. applied at any point of the system, and it is not necessary to 


interrupt the earthing connection when making the teat. At 
the same time it must be remembered that, whatever method 
is employed, great accuracy cannot be obtained if the 
resistance of the earth connection is low compared with the 
fault resistances of the several wires. 

Prof. Rousseau’s method of obtaining the separate values 
of the three components is as follows :—After obtaining the 
value of F as described above, the voltage E, on one side is 
rai:ed, and the voltage E, on the other side of the system is 


lowered, so as to make the ratio = = K as large as is con- 


veniently possible, and the reading v of the voltmeter when 
connected between one wire and earth is noted. The voltage 


is then again changed so as to make the ratio ^ = k ag 


small as possible, and the reading v of the voltmeter is 
noted. Referring to the diagram, in which 1, 0 and 2 are 


Ea 2 


e 
m 
---өо 


sh 


2 
eee we — тар ЧИР чию Чар — —— - oe om 


the three wires, /i, /, and f, the fault resistances, and v the 
voltmeter connecting the wire 2 to earth, we have— 


. Vow _ Ath 9 1 
F ГА Л i (9 
ү 1 1+к 
Oor— Be. ecce Ир Mee ш yc = 0. (2) 
E,F Jo Л 


Similarly, when the voltages are e, and es, and the volt- 
meter reading is v, we have— 


v 1 1 £k... (3) 


ак у h 

F.om (2) and (3) we get— 
l ( m 2.) M hu Ё шш) 
7. ' 


Е VE, e, 
"TT FE, e, (K — X) > ü 
giving Ae a (4) 


We can now get the value of f, by filling in the value 
of f, in equation (1), and when / and /, are known, the 
value of f, can be found from the equation— 

1 1 1 1 

кш кора саа, 

F Л Jo Sı 
The measurements of B., E,, e, and e, can be made with the 
same voltmeter that is used for measuring the voltage to 
earth, but it is more convenient to use a separate voltmeter 
connected through a double-pole change-over switch. 


Name-plates.—We have received from the (GLOBE 
NaME-PLATE Co., LTD., of 20, High Holborn, W.C., specimens of 
their chemically-engraved nsme-plates, such as they are supplying 
to prominent electrica] manufacturing firme. 
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AN IMPROVED FORM OF CONDENSER FOR 
| POWER WORK. 


Тнв undoubted openiog which exists for a cheap and reliable con- 

denser in alternating-current distribution work bas not hitherto 
been satisfactorily met, chiefly because of the difficulty of obtaining 
a suitable dielectric and of building the condensers in a safe and 
mechanics] manner. 
‚ For low voltages, such as occur in telegraph and telephone work, 
the recently-introduced paraffin-paper condensers, made up by 
winding plain paper and tin-coated paper from continuous rolls, 
are thoroughly satisfactory, whilst for high-tension work at 10,000 
or more volts the Moscicki glats- tube condevsers bave given good 
reeulte. For moderate voltages glass is unsuitable, as it cannot be 
obtained in thicknesses sofficiently small from the electrical stand- 
point, whilst retaining sufficient mechanical strength. 

Paper is eminently suitable for tbe purpose, but its hygroscopic 
nature must be combated by some more stable and heat-resisting 


material than paraffin, and with this object various resinous sub- 


Fia. 2. 


stances have been tried from time to time. The condensers were, 
however, usually unsatisfactory, because they were made up by 
hand with alternate »heets of tinfoil and dielectric, and the in- 
sufficient protection of tbe edges and the presence of air bubbles 
gave trouble. | 
Messrs. Meirowsky & Co. some years ago patented a machine fo 

forming insulation tubes out of treated paper, and they bave 
recently applied the same apparatus to the production of a reliable 
form of condenser. The process of forming the insulation tubes 
was as follows:—The prepared paper, retarded by a brake, was 
drawn over hot plates and wound оп а mandrel working under 


heavy pressure from two rollere, kept at a temperature only slightly 


below the melting point of tin. In this way both dampness 
and air bubbles were effectively avoided, and the resulting tube, 
after cooling, was drawn off the mandrel with an extremely dense 
and firm texture, and jn a condition to be worked like wood. The 
material was known as Pertinsx, and was found very reliable both 
шаг and іп oil. If required, the tubes could be flattened out into 
plates. | | 

When using this process for the production of condensers, it is 
only necessary to lay suitable sheets of smooth tinfoil on the 
paper as it leaves the drum and over the bot plates, and to 
wind this tinfoil in with the paper. In the direction of motion 
the sheets of tinfoil are made of the right length to reach just once 


| 
ыы 


round the peripbery, and the breadth of the tinfoil is made some- 
what less than that of the paper, sccording to the voltage on which 
the condenser is to be used. Projecting lugs, alternately to right 
and left, are provided on the tinfoil sheets. : 

In this way, after removal from the mandrel and the joining of the 
lags, a thoroughly satisfactory tube-shaped condenser is obtained 
without air bubbles, with every trace of moisture removed and with 
the edges completely closed down round each piece of tinfoil. 
The tube can, if desired, be pressed into a flat shape, as shown in 
fig. 1, although tbis is at the expense of the internal cooling 
surface. A battery of such plate-shaped condensers is shown in 
fig. 2. The condensers can be readily arranged to suit any voltage 
by simply varying the number of layers of plain paper wound on 
between every two tinfoil sheets. 

Dr. K. Fischer, in the E. T. Z. for July Ist, 1909, describes some 
tests carried ont on condensers of this type. A battery of four 
condensers, suitable for 1,00 volte, was made up, each element 
having a capacity (measured with direct current) of from 1 72 to 
4:28 microfarads (total, 8°25 mfd.), a weight of 3,840 to 4,490 
grammes (total weight, 16,500 grammes), and a tise of 75 cm. x 
14:8 to 16 cm. x 2'5 to 275 cm. (total volume, 10,902 cb. em.). 
They were of the flat shape, and were laid one on top of the other, 
and the femperature during the test was taken in between the two 
central ones at 7 (fig. 3). 


As no 1,000-volt supply was available, the test was carried out 
by arranging a resonance circnit as in fig. 3, using a transformer for 
the choking coil L, and adjusting it until the voltage v was about 
1,000. The wattmeter w was of the dynamometer torsicn-head 
type; the voltmeter was & Weston dynamometer, and the ammeter 
a hot wire instrument. The condenser was run for 53 hours at а 
voltage varying between 990 and 1,160, the supply voltage being 
about 300, and the frequency varying from 87 at the start to 69 at 
the end. The power absorbed by the condenser was about 50 watts, 
aud the power factor varied from ‘09 at the start to 12 at the end. 
The capacity, calculated from the alternating measurements by the 
ordinary formula, was 87 mfd. at the start, and 9:3 mfd. at the end. 
The temperature rise at T at the end of the run was 191° O., and 
was practically steady at that. 

After this test the condensers were connected to a H.T. trans- 
former, and the voltage was gradually raised. At about 2,000 volts 
the noise of a slight discharge was noticed. This increased with 


°C Rise 
Microfarad 


Jfours 
Fia. 4. 


the voltage, and breakdown of one element occurred at 5,500 volts. 
An examination of the inside of the condenser showed the presence 
of a blackened cavity. 

The insulation resistance of these transformers was practically 
inflnity when cold, and even after lying for some hours in water, 
although the resistance fell, they stood the full voltage satis- 
factorily. | 

Various transformers for higher voltages up to 10,000 were also 
tested, and all showed a power factor of about 1 at 50 cycles. Fig. 4 
shows the temperature rise curves for someof these. Carve 1 is for . 
a 10,000-volt 022 mfd. condenser, curve 2 for a 5,500-volt 082 mtd. 
one, curve 8 for а $,0C0-volt 22 mfd. one, and curve 4 a 2,000-volt 
*56 mtd. опе. | 

The temperature rise has a somewhat marked effect on the 
capacity, especially at the bigher values, as is shown in fig. 5. 
Within the ordinary range of temperature, however, this variation 
is not appreciable. 


—————ÀMHÉÁ— 


ELECTRICAL DEVICES FOR HANDLING 
MATERIAL AT GARY. 


One of the most prominent features of the equipment at the Gary 
plant of the Indiana Steel Oo. is the apparatus provided for handling 
the raw material. Along the slip where the ore is received in 
vessels, there are five monster ore unloaders and an equal number 
of bridges. Each unloader is of the grab-bucket type rated at 10 
tons per lift, while each bridge is rated at 13 tons and is of the 
cantilever type. The former is equipped with six motors, having a 
total rating of 435 . P., while the latter has 14 motors, the aggregate 
rating of which is 618 нр. The object of the bridges isto convey 
the ore to the point of use from a large concrete trough to which it 
is carrie 1 by the unloaders. 

The master controller for operating the six motors on each 
unleader is mounted in a motorman's compartment arranged within 
the leg of the unloader immediately above the bucket; thus the 
operator isable at all times to view the performance of the machine 
from the most advantageous position. No power other than that 
derived from electricity is used with the unloaders, all bydraulic 
cylinders, &c., having been dispensed with. Lifting magnets have 
proved particularly advantageous for handling both the raw material 
and the finished product at Gary. In the open-bearth stocky ards, 
the cranes used for unloading pig-iron and scrap from railroad cars 
are equipped with magnets provided with a controller so arranged 
as to cause the load to be released with great promptness. Current 
in a reversed direction is sent through the magnet winding when it 
is desired to release the load. It is said that the load is released in 
0'6 second, while when this arrangement is not used 12 seconds are 
required for releasing the load. Skall-cracker cranes equipped with 
lifting magnets are in use at the open hearth and adjacent to the 
pig-casting machine for breaking up defective castings and the 
skulle of chilled metal which accumulate on the linings of ladles 
used in bandlirng molten metal. The cranes are mounted upon run- 
ways of exceptional height. Steel balls weighing approximately 
12,000 lb. are used for breaking up the scrap and skulls. The 
material to be broken is unloaded from cars and placed on the 
ground by means of the magnet. A bali i» then lifted by the magnet 
and hoisted to a suitable height, and mer: ly throwing the magnet 
controller to the "cff" position relese - the ball, which does the 
work of breaking the material. The bien metal is then gathered 
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up by the magnet and loaded into boxes for charging into the open- 
hearth furnaces 


There has recently been put into operation at Gary a pair of 
lifting magnets for handling the output of the rail mill. The 
shipping yard of the rail mill is ed by two special electric 
cranes, each equipped with double hoisting drums. . Fig. 1 illus- 
trates a pair of magnets ded from one of these cranes lifting 
$0,000 lb. of raile 60 ft. in length; the same pair of magnets are 
capable of lifting a double-locked or nested layer of raile 30 ft. in 
length, 23 raile being handled at each lift. In other words, 10 or 12 
tons of rails are bandled per lift, depending upon the section of the 
rail. With these magnets an ordinary car of rails can readily be 
loaded in from two to three minu es. In addition to the saving in 


Fic. 1.—ErLnxcTBOMAGNETS LirTING A Layar cr 60-rT. RAILS. 


time and labour which is introduced by tbese rail-bandling magnets, 
a further advantage is gained in that owing to the wide spacing of 
the magnets the rails are not strained, and there is no danger of 
giving them a permanent set in the process of handling. 


For controlling the motors on the above-mentioned cranes, as 


. well as those on the ladle cranes, charging cranes, soaking-pit cranes, 
stripper cranes, &c., use is made of ventilated grid controllers of 
tbe type devised by Mr. A. C. Dit key when superintendent of the 
electrical department of the Homestead Steel Works. The con- 
troller is operated by a lever having a straight forward and back- 
ward motion. When properly connected, the motion of the lever 
ladicates to the operator the direction in which the motor will run. 
For instance, in the case of a trolley on a crane, when the operator 
moves the lever from him the trolley moves across the bridge away 
from him, and when the lever moves toward the operator the 
trolley moves toward him. This agreement is found to be very 
valuable, particularly in cases where one operator must operate a 
number of controllers, and where confusion on the part of the 
operator migbt result in serious damage. 

The above-described controlling devices and lifting magnets were 
designed and built by the Electrical Controller & Manufacturing 
Co., Cleveland, Ohio.— Electrical World. 
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CORRESPONDENCE. 


Letters received by us after 5 Р.м. on TUBSDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 


unless we have the writer's name and address in our possession. 


Storekeeping for an Electricity Works. 


May I briefly reply to the letter by “ E. W.-R.,” which 
appeared in your issue of September 3rd ? I will take the 
notes one at a time :— 

1. I much prefer a book for the requisition of goods to 
the loose leaves torn from a carbon copy book. 

2. The only difference suggested here is a hand-ruled 
book in place of one with the headings printed. 

3. “Е. W. R.” hardly makes his meaning clear in this 
paragraph. do not see any reason why the storekeeper 
should not keep the stores cards. A card is used for each 
article, or batch of like articles, because experience proves 
that to be necessary. There are storekeepers and storekeepers, 
and their knowledge of electrical material may vary in 
proportion to their positions and salaries. In an electricity 
works the storekeeper has to deal with scores of other goods 
thio electrical material. 

4. The cash columns in the stores book (received) are not 
there for use by the storekeeper. The cash columns serve a 
particular purpose peculiar to an undertaking where the 
borough accountant handles the financial part of the 
business. I do not agree that the storekeeper should be 
responsible for «// goods passed by him. The engineer is 
the man who knows what he requires. 


5. The £8. d. columns in the issued book are there for 
the benefit of the cost clerk. “E. W. R.” says here “ for 
the same reason as No. 4.“ No reason appears іп “ No. 4, 
only a question. | | 

The few books and cards described really form part of a 
complete system of cost keeping. Perhaps this should have - 
been mentioned; the presence then of апу superfluous 
matter might have been understood, where the use was not 
apparent. With regard to the remarks about a difficalty 
being experienced with such a large number of booke, 
practice says otherwise. 
| Interested. 


The New Theory of Electricity. 


Your correspondent Mr. Walker will, I think, find ita 

great advantage in understanding the new theories of matter 
and electricity if he becomes a Berkeleyan out and out. 
Clerk Maxwell, as we all know, wrote :—*'* Bishop Berkeley 
let us d—n him with faint praise," but I doubt greatly if 
his successor at Cambridge, Sir O. Lodge, and others, would 
have the temerity to do so. 
. Meanwhile people like the writer live in a medium 2,000 
miliion times denser than lead, where masses are not acted 
upon by gravitation, and of which the only point in its 
favour, is the childlike simplicity of the mathematics compared 
with earlier times. Mathematical physicists nowadays 
calculate densities of ether, &c., as easily as Hudibras spouted 
Greek. If it does not look quite right the theory soon 
straightens things. 

** All mass is mass of the ether, all momentum momentum 
of the ether, all kinetic energy kinetic energy of the ether,” 
so writes Sir J. J. Thomson in “ Electricity and Matter," a 
book I recommend together with “ the little Berkeley,” to 
Mr. Walker. 

* We are all waves writes another scientist, and“ mole- 
cules are individuals: having got so far, it is but a step to 
do as the writer bas done, and believe with good Bishop 
Berkeley that everything is merely “ ап apparition of the 
mind.” | 

Anyone who wishes to appreciate the modern theory of 
Thomson, Drude, &c., as regards matter, or rather its absence, 
would be well advised to study Berkeley first. 

Meanwhile the grand simplicity of the corpuscular mathe- 
matics is, like the Bellman’s chart in the Hunting of the 
Snark,” something to be thankful for. Previously it was 
about as bad as the good Bishop’s “ brandy and salt cure 
for all ailments ; and when one turns oneself inside out, so 
to speak, the regions spoken of by Sir O. Lodge recently 
become apparent. Places— 

* Where entity, and quiddity, 
The ghost of defunct bodies fly.” 
Physics now is much more exciting reading than anything 
Wells or Marie Corelli can produce. 
M. F. H. W. 


I beg to thank you for your courteous reply to my letter 
on the above subject, which appears in the current issue. I 
am algo interested to learn that you champion the new 
theory. May I ask you to carry the matter a little farther, 
and to state the experimental proof of the claim made by 
Sir Joseph Thomson, and endorsed by yourself, that the 
whole of the mass of the corpuscle arises from ite charge ? 

My complaint in this matter is that Sir Joseph Thomson, 
and those who think with him, have jamped an important 
gap in the chain of evidence. Taking the report of Sir 
Joseph's address, given in your own columns, I note the 
following :— 


The study of gases exposed to Róntgen rays has revealed in such 
gases the presence of particles charged with electricity ; some of 
these particles are charged with positive, others with negative, 
electricity. 

The properties of these particles have been investigated ; we 
know the charge they carry, the speed with which they move undor 
an electric force, the rate at which the oppositely charged ones 
recombine, and these investigations bave thrown a new light, not 
only on electricity, but also on the structure of matter. 

We know from these investigations that electricity, like matter, 
is molecular in structure, that just as a quantity of hydrogen isa 
collection of an immense number of small particles called molecules, 
во а charge of electricity is made up of a great number of small 
charges, euch of a perfectly definite and known amount. 
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With practically all of the above I should be in agreement, 


except that I should look for proof of the claim that the 
investigations have thrown a new light on the structure of 
matter. Later on in the address, however, I find the 
following :— 

We have already made considerable progress in the task of dis- 
covering what the structure of electricity is. We know that 
negative electricity is made up of unite, all of which are of the 
ваше kind; that these units are exceedingly small compared 
with even tbe smallest atom, for the mass of the unit ів only 1 
part of the mass of an atom of hydrogen; that its radius is only 
10—!5 centimetre, and that these units, “ corpuscles” as they have 
been called, can be obtained from all substances. The size of these 
corpuscles is on an altogether different scale from that of atoms; 
the volume of a corpuscle bears to that of the atom abont the same 
relation as that of a speck of dust to the volume of this room. 
Under suitable conditions they move at enormous speeds which 
approach in some instances the velocity of light. The whole of the 
mass of the corpuscle arises from ite charge. 

In the whole of the last quotation from the address, which 
I take it gives the substance upon which you endorse the 
President's claim, it will be noted that there is no proof of 
the claims made. The President makes very large claims, 
I think it will be acknowledged, and I ask, where is the 
proof of the claims? 

Suppose we analyse the claim you quote. Newton’s 
definition of mase, it will be remembered, i8 volume into 
density. How does the volume or density of the corpuscle 
arise out of the charge which it carries? The point which 
I wish to make is that, so far as anything which has yet 
appeared shows, Sir Joseph Thomson, and those who think 
with him, have assumed, without proof, that the charged 
corpuscle is the charge. I ask for proof of it. 

Assuming that the charge controls the volume and density 
of the corpuscle, surely that is different to the corpuscle 
owing its existence to the charge. Many substances owe 
their volume and density to their possession of a certain 
quantity of heat, yet I presume it will not be argued that 
heat is, for instance, steam. a 

Sydney F. Walker. 


Bath, September 18th, 1909. 

[It is not usual, when recording conclusions, to recapitu- 
late the whole of the evidence upon which they are based ; 
the limitations of time and space preclude any such attempt. 
Our correspondent will find the details of the experiments 
recorded in the proceedings of the scientific societies and 
other publications. He appears to have heard of them now 


for the first time, and seemingly has not kept himself in 


touch with the investigations which have been in progress 
in this connection during the past decade.— Ens. E. R.] 


What is an Electrician? 

In reply to “ Alpha,” what constitutes an electrician, I 
would like to say that up till a year or two beck I was 
always under the impression that an ** Electrician " was one 
versed in electricity, not necessarily a lathe and vice man 
nor even a mechanic, but one who had a good technical 
knowledge of the subject and was able to direct the installing 
and erection of electrical plant only. On the other hand, 
an electrical engineer was one who had passed right through 
the works and was capable of erecting and running a com- 
plete plant, including boilers and prime movers, being a 
thoroughly practical man, with good technical and a fair 
commercial knowledge of both steam and electrical 
machinery. . However, like Alpha, my ideas were 
shattered a year or two back after reading an advertisement 
in your paper, which no doubt many of my electrica] friends 
will remember. It read after this style :— 

* Wanted, an electrical engineer to take charge of the 
electric light plant on a gentleman's estate ; one who could 
do horse-shoeing preferred ; must be a married man, with 
a wife able to milk. Salary, 228. per week, with cottage, 
coals, and potatoes.” What О! the potatoes. 

Some little time later another one appeared, viz. :— 

* Wanted, an electrical engineer, married, for private 
estate in the Isle of Bute, to take charge of the electric 
light installation, run electric launch on lake, also a steam 
launch between island and mainland, one with a knowledge 
of motor-cars preferred." 

Now, being an all-round man, I answered this, and after 
a week's delay, I received the following reply. “I am 


instructed by the Hon. So-and-So to state that your experi- 
ence being that of the man we require, we shall be glad to 
know if you could commence duties on 26th inst. The 
salary will be 278. per week, with house, garden, and 


coals.” x 
However, I was so nervous of the salary, I did not 
accept it. | | 


I often wonder if our dear old Editor inserts these 
adverte. for the enjoyment of his readers, or whether he's 
really in earnest. But, when all’s said and done, I suppose 
we mustn’t gramble, because who knows but that some day 
one of the above jobs, combined with the Old Age Pension, 
may keep one of us out of the workhouse. 

` C. W. Wardle. 


. Neweastle-on-Tyne, Sept. 18/^, 1909. 


[We hardly need point out that we are in no way respon- 
sible for the announcements that appear in our advertisement 
pages.— Eps. E. R.] | | | 


The opinions of Alpha upon this question have been 
perused with interest. The term electrician is quite 
authentic. If we look in the dictionary, we see that an elec- 
trician is one versed in the science of electricity. Now, the 
trouble is that not everyone who styles himself an electrician 
is versed in the science of electricity. Let us take two 
extremes. | | 

There is, say, the local plumber and gasfitter, who has no 
technical knowledge of, or practical experience in, electrical 
work proper, but who will fix an electric bell for you, and 
is not above attempting electric light wiring (despite the 
resultant low insulation test, &c.). He is an “ electrician.” 
Then we peruse a syllabus from that eminent gentleman, 
Prof. Andrew Jamieson, and find that he is “consulting 
engineer and electrician.” 

Thus we have the two extremes enclosing Messrs. 
Nobody, Anybody, and Everybody. No one can call 
himself Doctor unless he possesses the necessary qualifica- 
tions for such distinction. Anybody can term himself 
* electrician," whether he possess the necessary qualifications 
or not. The qualifications which an electrician should have 
are a good combined practical and. technical knowledge of 
the branch of electrical work to which he devotes his efforts. 

An electrical engineer is, of course, one who has a thorough 
all-round knowledge of electrical work. Having passed the 
recognised examinations of the City and Guilds of London 
Institute (either for wiremen and electricians, or for elec- 
trical. engineers) should be recognised as adequate technical 
qualification for thoge who. haye. been unable to take a day- 
course at one or other of the technical institutions. 

In regard to wiremen, arc lamp trimmers, motor attend- 
ante, &c., they are all necessary adjuncts to the efficient 
working of an electrical concern where they are employed, 
otherwise they would not be there, and there are many 
amongst these who can quite correctly style themselves elec- 
tricians, whilst as regards those who do style themselves 
electricians and electrical engineers, and are not entitled to 
do so, well, we cannot, under the present conditions, prevent 


them from doing so; therefore, it is only left for us to 


quietly smile (or frown) at the presumptuousness of such 
individuals. N 


Electric Miners’ Lamps. 


Mr. Jones’s criticism of my letter in your last issue has 
caused me to go more fully into the case for electric miners’ 
lamps, with the result that I am myself surprised to discover 
how good and strong a case it is. 

Referring to Mr. Jones's letter, however, I should like to 
say it is news to me that the Joicey Collieries and the 
Lambton Collieries are under joint control ; I am, therefore, 
corrected in this matter. 

With regard to the Ediswan bulbs, my information is from 
the very best source, but as I have not the permission of the 
colliery proprietors to publish their figures, I cannot do во; 
but Mr. Jones can rest assured that these lamps have proved 
the most satisfactory, in spite of many tests with other lamps 
for quite a number of years. 
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With regard to how many collieries can take 2,000 miners’ 
Jamps, I may say that, without, an effort, I can think of at 
least a dozen, and although I do not profess to be a mining 
engineer, I think there must be many others of quite as large 
а capacity. | 

Mr. Jones, I think, leaves out of consideration in his 
estimate of costa several items. 

1. The parts he mentions, and for which he allows 
14. per lamp per week, are practically eliminated from my 
battery, and the broken glasses are paid for in many col- 
lieriee, by the minere, &c., themselves. For instance, I 
eliminate battery plates, flexible connectors, either worn-out 
or broken lugs, ebonite cases, charges for distilled water and 
lead rivets, and reduce the consumption of sulphuric acid to 
the very lowest. 

2. The bulbs -have a life of 1,000 hours, and cost little 
more than half the figure that Mr. Jones quotes. 

8. With regard to plant required, I would point out that 
electricity is now generated at most of the large collieries 
throughout the kingdom at a very low cost, or else it is 
obtainable from the district electricity supply at not more 
than 1d. per unit. 

4. I cannot see how 2,000 lamps, charged in three batches, 
and requiring 1} watts each (even assuming that the 
maximum current is being used during the whole six days) 
can possibly consume more than 120 B.T.U. (not 400 B.T.U.) 
per week, and certainly а generating plant of 5 Kw. would 
be just about five times as large as would be required to 
charge 666 lamps per time, and leave a margin for charging 
another 100 lampe. | - 

By my improved design of lamp and system of working, 
the existing lamp cabin and steff can, in most cases, be 
utilised for the electric lamps, and I claim that my cost for 
repairs and up-keep is less than with the oil lamp owing to the 
elimination of working parts, reduction of inspection and 
insurance expenses, not to mention the absence of fire risk, 
the use of metal-filament lamps, hermetically sealed cases, 
and interchangeable parts, most of which can be bought by 
the million in the open market. 

Although the first and running costs of my lamp are 
much below that of any other electric lamp I bappen to 
know about, my reason for writing to your journal was, as 
stated in my first letter, more to point out that any satis- 
factory electric hand lamp offera important advantages to 
colliery managers and men quite apart from lamp cabin 
economies. The advantages are precisely :— 

Absence of fire risks through def«ctive, overheated or 
damaged gauzes and broken glasses or unlocked Davy lamps. 

Decreased expenditure for inspection and supervision. (If 
the time of 10 men at £2 per week is diverted to other 
functions in the colliery, £20 per week should be written off 
the lamp account.) 

Cleaner coal, owing to a whiter light. 

Better atmospheric conditions for the hewers. 

Moreover, I am possessed of definite knowledge that in 
the case. of one colliery using electric hand lamps, the 
accounts show an appreciable balance in favour of running 
electric lamps as azainst Davy lamps, while if the decreased 
insurance rate is considered, our (the electrical engineers’) 
position is impregnable. One gas catastrophe averted would 
financially outweigh the first and maintenance costs of many 
electric lamps for many years to come. 

I am somewhat surprised and disappointed that Mr. Jones 
has not supported us more in his arguments than he has 
done. 

Fred. J. Turquand. 


London, W.C., Sevlember 13th, 1909. 


Tramway Power Tariffs, 


Are you aware that in your leader in this week's issue you 
have perpetrated an extraordinary blunder in comparing 
tramway power station works cosis with combined lighting 
and power station works costs plus capital charges ? 

Arguing on this false basis you point out the disadvan- 
tage of those tramway authorities who purchase current 
instead of generating it themselves. It is difficult to under- 
stand how such an extraordina:) blunder could have got into 
your paper as it has, but you can quite appreciate the uncom- 


engineer who runs up 


` fortable time that a good few borough electrical engineers will 


experience who are selling current to a tramway ondertaking. 
You are using the very argument which is used by many 
tramway managers and tramway committeemen, who zu not 
realise the difference between works costs and total costs. 
| A. Н», Seabrook, | 
| General Manager. 
Marylebone Electricity Supply. 


[Mr. Seabrook has evidently not read the article in ques- 
tion throughout, or he would have noticed that after giving 
the average werks cost (which includes distribution, repairs, 
&c.) of 12 tramway power plants, viz., 0°402d. per unit, 
and similarly the average purchase price paid in the case 
of 10 combined undertakings, viz., 1:147d. per unit, we 
stated, It is true, these figures are not directly comparable. 
. ... The higher figure includes in many cases trangform- 
ing and feeder losses, as well as the interest and sinking 
fund ial jn on the capital cost of the power house, sub- 
stations where necessary, and feeders.” 

We then go on to show that allowing for financial charges 
at 6 per cent. on £55 per KW., in addition to the tramways 
station works cost, there is still a balance in favour of the 
self-contained systems, amounting to no less than £160,000. 

The concluding paragraphs of the article dealt with the 
Glaegow and Manchester undertakings particularly. Can 
our resourcefal correspondent explain away the 1909 pub- 


lished data of the Glasgow undertaking, viz., 27,741,755 Kw.- 


hours “ issued from power station to sub-stations ;"' load 
factor, 39°8 per cent.; power expenses, interest and sinking 
fund, :757d. per unit, or allowing for conversion 
and transmission losses, to meet Manchester conditions, 
“824 per unit? In the case of Manchester, the 1909 
figures show 29,675,249 units. sold to the tramways 
department at 1:04d. per unit, and we have Mr. Pearce's 
statement at the M.E.A. last June, that the Manchester 
traction load factor is 32 per cent. 

While it may be argued that these cases are not strictly 
comparable, we submit that they are sufficiently ко to allow 
one to form an opinion in favour of the tramway plant, even 
allowing an addition for depreciation in the Glasgow case at 
the same rate as may be included in the Manchester figures. 

We quite appreciate the troubles of the borough electrical 
ainst a tramway committeeman, 
particularly if the latter should interpret the proper propor- 
tion of capital charges to be included in his price per unit, 
as the proportion of the capital charge incurred in giving 
the supply in his particular case—a definition with which 
Mr. Seabrook will certainly agree.— Eps. E. R.] 


ED 


The ascertainment of cost of traction supply in a com- 
bined undertaking is admittedly complicated by reason of 
load and diversity factors and other causes, and is a matter 
which cannot profitably be discussed in the columns of a 
newspaper. 

Fortunately, however, this point i8 not at issue, the only 
matters really calling for attention being, on the one hand, 
the prices charged for traction supplies in cases of combined 
undertakings, and, on the other hand, the costs in cases 
where separate plants are owned and worked by tramways 
undertakings. 

Two such cases will illustrate the unmistakable errors 
made in your leader, and what is true here will, no doubt, - 
apply to the other towns named by you. The cases can be 
supported with a wealth of detail, but so as not to encroach 
unduly on your space, the facts are given as bricfly as 
possible. For the year 1908 you 9 7 5 Manchester's charge 
for traction ae 1°14d. per unit. his is quite correct, bat 
note should be taken that the units charged are measured at 
the distributing stations, and not at the generating stations. 
Glasgow's cost is, however, not £37,365, or '35d. per unit, 
as you state, but is, according to page 21 of the accounta 
issued by the Glasgow tramways department, £186,145 in 
all, or 1:194. per unit, and this, be it noted, is for units 
measured at the generating station. As Glasgow furnishes 
on the same page the total unite at distributing stations, it is 
possible to correctly place the figures on something like 
equality with Manchester. The total then, as issued for 
traction load from sub- station direct-current bus-bars, is 
23,103,608 units, which divided into the- £136,145 above 
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named, represents 1:41d. per unit, a vastly different figure 
from the 35d. previously mentioned. 

Your leader partly explains the discrepancy by referring to 
the omission of interest and sinking fund charges, but there 
are other omissions, such as provision for renewals, rates, 
taxes, management expenses, &c., all of which are included 
in Glasgow’s own statement. 

The other case is that of Sheffield, where the figures pub- 
lished require considerable adjustment before they are com- 
parable with those for Manchester. For instance, Sheffield’s 
cost of 668d. per unit makes no allowance whatever for 
units used in the generating station, nor for the excess of 
transmission losses in Sheffield as compared with Manchester, 
nor for rates and taxes. From figures supplied by Sheffield, 
it appears these increase the cost to 81d. per unit, and even 
then there is no provision for renewals, as is the case in both 
Glasgow and Manchester. Farther, the coste in the Glasgow 
area, and in that part of the Manchester area worked from 
the Stuart Street station, are for high-tension supplies oon- 
‘verted at and distributed through sub-stations. Consequently 


they are not comparable with Sheffield’s cost, which is for a 


low-tension supply furnished direct from the generating 
station, the true comparison here being with that part of 
Manchester's supply given from Bloom Street station, where 
the cost is practically the same as in Sheffield. 

Perhaps the best comment on these comparisons of 
 Manchester's dual system with Glasgow and Sheffield, is to 
‘mention that they have been critically tested and accepted by 
the Manchester Tramways Authorities within the last few 
‘months, and there is no doubt existing in Manchester as to 
the wisdom of the combined supplies. Whatever may be 
said of other towns, it is certainly not true that dissatisfaction 
exists in Manchester. 

It is all that Tramways Committees, when comparing 
the prices charged to them for traction with those charged to 
large power consumers, are not convinced that the difference 
in conditions warrants the difference in prices. Be that as it 
may, the differences in conditions of supply are inconteat- 
able, and the economics of electric supply are nowadays 
sufficiently well understood to render argument as to the justice 
of lowering prices for better load factors unnecessary. The 
only proof needed is that the better load factors exist, and on 
that point electric undertakings may be trusted to look after 
their own interests. 

As far as the municipalities are concerned, I submit that 
this question should be looked at not from the tramways 
manager's standpoint or the electrical engineer's standpoint, 
but from that of the broader viewpoint, viz., which course is 
best for the municipality as a whole ? 

Referring again to the case of Glasgow, the most important 
undertaking cited in support of the separate generating 
station system, what is the position to-day ? The electricity 
and tramway power stations are linked up by mains, enabling 
the two departments to exchange to the extent of 4,000 Kw. 
In at least one other of the towns named, the question of 
giving a supply for the tramway extensions from the lighting 
station has been under serious consideration of late. I am 
unable to appreciate the difference between the linking up 
of tramway and lighting stations and a combined station to 
commence with ; the principle involved is the same in each 
case, and I submit these examples afford very fair proof 
of the correctness of Mr. Wordingham’s advice and 
Manchester s attitude on this question some ten years ago. 

The writer of your leader has not, I think, closely gone 
into the question of the economics of power production at 
combined stations, otherwise he would never have penned 
the words in the last paragraph. The effect of calculating 
the tramway rates with reference to the annual charges on 
the whole capital expenditure of an undertaking in which 
bulk supplies of power form a large percentage, is favourable 
indeed to the tramways departments, so much so that we 
have in Manchester agreed u 
years which shall be calculated on that part of the under- 
taking which directly concerns the tramway power supply. 
It is here where the tramway departments who take their 
supply from combined stations have the pull, they may 
reasonably expect the prices paid for their energy to fall, due 
to the infinence which the large power supplies have on the 
capital charges incidental to the combined undertaking. 
Bat in the case of separate tramway stations working on а 


n a rate for the next three 


more or leas fully developed system, the power costs are only 
influenced by economies in running expenses—the capital 
charges will remain practically constant. 
З. L. Pearce. 
. Manchester Corporation Electricity Works, 
September 14th, 1909. 


[ Mr. Pearce omita to mention that the £136,145, power 
expenses at Glasgow in 1908, included £47,547 for deprecia- 
tion; deducting this—as it has по counterpart at Man- 
chester—we have £88,600 net power cost, which, spread 
over 25,200,000 units, issued from sub-stations, used in car 
works, depots, dc, gives a total cost of 84d. per unit, as 
compared with 1°14d.—say 1d. per unit, if we allow a pro- 
portion for renewals in the Manchester figure for 1908. As 
regards the advantage of linking up, the Glasgow tramways 
department only purchased 18,557 unita from the lighting 
department in 1909. If so much benefit is derived at Man- 
chester—which is in a distinctly superior position to the 
majority of towns—from the influence of the large power 
supplies on the capital charges as a whole, how is it that the 
Manchester tramway charges so much exceed those of 
Glasgow, and are, in fact, calculated directly on the plant 
used for tramway supply ғ—Ерз. E. R.] 


Ignition Magnetos. 


As a reader of your valuable paper I should like you to 
enlighten me as to the reason why no British firm can manu- 
facture а magneto machine that will approach any of the 
foreign makes in efficiency. I have been assured that it is 
80. Surely it is not that we have not the ability. Various 
motor-car builders state that they cannot obtain a satisfactory 
magneto, no matter what price is paid for them. It is very 
humiliating to be told that we have not the brains in 
England. 


Harry Owen. 
Widnes, Seplember 13th, 1909. Ж 


Paeking for Shipment. 


In a recent issue of your journal you referred to the 
rough usage to which cases of machinery, &c., are sub- 
jected in foreign parts, and the consequent need for the 
most careful packing. In this connection, the enclosed 


photograph, which shows cases containing electrical 
machinery, switchboard panels, &c., just deposited on the 
quay, at a which shall be nameless, may be of 
interest. Incidentally, it confirms your remarks as to the 
uselessness of This side пр” and similar labels. 


Curious Lamp Failure. 

Replying to N. Вв” letter and photograph of a glow 
lamp failure. Although he states, on breaking the lamp, the 
filament was intact, he omits to say whether the lamp in the 
ordinary term was burnt out, í.e, would not light when 
applied to the current. Was it devoid of vacuum ? [If it 
had been examined for this, in all probability it would have 
been found to be the case, also minus vacuum, and still the 
filament intact. The dinting of the bulb is easily explained. 
It is caused by burning lamps in confined spaces, so that 
when it is alight the temperature rises enough to bring the 
thin glaes of the bulb toa soft state, allowing the atmos- 


'pheric pressure to dint the glass, as in the photograph. If 


the lamp had been minutely examined it would have been 
seen that the glass of the bulb had touched the filament, 
F 
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which, being incandescent, quickly burns a hole in the glass, 
then away goes the vacuum, which accounts for the deposit 
of soot. The excessive current caused to flow, through the 
Joss of the vacuum, being enough to fuse the connection of 
the lamp to the bayonet top before the filament burnt 
through. 

I have had many instances of the denting phenomenon of 
lamp bulbs. Ordinary 50.с.р. carbon-filament glow lamps 
employed for street lighting purposes, which were enclosed 
in 7-in. spherical globes, after burning a month or so used 
to become hot enough to allow the atmospheric pressure to 
press in the glass bulb until it touched the filament, which 
immediately burnt a hole, as I have already stated ; so it is 
quite feasible for this to have happened to a lamp burning 
in the vicinity of an engine, where the temperature of the 
atmosphere is considerably higher than in the open air. 

Another peculiar phenomenon that has come under my 
notice, which I should like to see explained, is :—Osram 
lamps burnt in the same kind of globes, the neck of which 
just allows them to pass in, on burning out cannot be ex- 
tracted from the globe without first breaking either the 
globe or the lamp, the bulb of the lamp having apparently 
swelled. I have seen four separate instances of this. 


H. R. G. F. 


Carbon Brushes. 


A very large number of your readers must be interested 
in, and have considerable experience of,the behaviour of 
carbon brushes on dynamos and motors, and yet they remain 
& puzzling problem to those whose business it is to satisfy 
the caprices of the machines on which the brushes haye to 
work. Every maker could, I think, quote instances both of 
conspicuous successes and of abject failures with identically 
similar brushes on different types of machines of equal 
.merit as far ag regards design. 

There can be little doubt that an ideal brush should 
collect sparklesely with the lightest possible pressure at all 
loads, for this must result in a minimum of wear and tear 
of both commutator and brush. 

An instance has recently come to my notice where a set of 
four brushes were put upon а 25-н.г. motor driving a shop 
averaging about seven hours’ work а day. 

Preliminary tests of friction gave definite indications of 
the difference of pressure necessary to collect at full load 
compared with those brushes previously used, but the results 
were even more remarkable. The brushes were taken out 
after rather more than five years’ regular work, and were 
found to have worn down just 10 mm., or 2 mm. per year. 
The old type of brush used to last from seven to eight 
months. At the same rate of wear the new brushes would 
have a life of from 10 to 15 years! 

It would be interesting to know if similar instances can be 
quoted by any of your readers. The armature had never 
been ont of the machine during the five years, and the brushes 
were only taken out in order to make further comparative testa. 

The vagaries of carbon brushes must be an interesting 
study to those who have to look after them, and, perhaps, 
some of your readers can from their experience throw some 
interesting light on the subject. 

W. Stepney Rawson. 


London, W., September 140A, 1909. 


PROCEEDINGS OF INSTITUTIONS. 


Hydro-Flectric Power in Canada. 
Бу Crcit B. Surrg, M. Am. Soc. C. E. 


(Abstract of paper read before the AMERICAN SoctETY oF CIVIL 
ENGINEERS, September 151, 1909.) 

THE population of Canada is familiarly spoken of as agricultural 
in character, but thisis only relatively true, as large and important 
industries flourish throughout the Eastern Provinces, and even in 
this young and eparsely-populated country the increase in popula- 
tion is almost entirely urban in character, except on the great 
wheat plains of the Middle West. 

Coal is available on the extreme west and east, but for 2,000 
miles, covering much of the most populous and fertile centre of 
the country, it is necessary to import coal from the United States 


for heat and power. From a hydraulic point of view, however, the 
country has been peculiarly favoured, as a glance at the map will 
show. 

The Hudson Sea is deep set into the heart of the country, and 
the height of land between the waters flowing to this sea and to 
the St. Lawrence drainage system is from 1,200 to 1,500 miles long, 
and, what is of more importance, it is only from 1,600 to 2,000 fl. 
above the sea, and is not of a mountainous character, bnt iss perfect 
network of lakes, swamps, rock, and forest, and affords a good 
reservoir and regulator for hundreds of large rivers, which, as they 
reach the parent St. Lawrence, dessend over precipitous Laurentian 
rapids, admirable as sources of hydraulic power. This condition 
obtains all over Canada as far west as Eastern Manitoba, and, as 
the rainfall averages from 25 to 40 in. per year, with no marked 
tendency to drought, and as the long winters store up so much 
moisture that the low-water period often merges into the period 
of autumn rains, the pinch of low water is not in many cases a 
serious menace, except in the March of severe winters. On the great 
western plains the topography and climate both militate against 
hydraulic values. 

Until 20 years ago, hydraulic power often formed the basis of 

growing industries and determined frequently the location of the 
centres of population, but the larger centres of trade were deve. 
loped by rail and water transportation and in many cases were 
quite distant from such sources of power. 
-~ With the advent of electric power transmission, however, these 
cities offered a favourable market for the sale of light and power 
from. distant sources, and private companies, and in some cases 
municipalities, have invested large sums in hydro-electric con- 
structions and transmission systems to serve the adjoining 
districts. | 

On tbe Atlantic seaboard, in the presence of extensive coal 
measures and coal mining, the incentive to hydro-electric devel- 


opment has been lacking; indeed, a recent installation of steam- . 


electric equipment having a capacity of 500 Kw. at the pit mouth, 
from which electric energy is transmitted at 11,000 volts to 
Amherst, N.S. (distant 6:5 miles), may be but the pioneer of much 
more extensive installations of a similar character in other parts of 
America. 

Farther westward in New Brunswick, there exists the condition 
more usual in Canada, namely, rivers having large drainage areas, 
and having their sources in swamp, forest, lake and muekeg, in 
which snow and frost linger late in April, or even until May, and 
feed these rivers tbroughout the dry months of August and 
September; indeed, it is usual in Canada to find the extreme lor- 
water period in March, before the frost has ceased to hold the 
moisture from flowing. The Miramichi, Restigouche and St. John 
are great rivers, and extensive hydraulic constructions may be 


expected for grinding pulp alone, in addition to serving near-by 


towns and cities by transmitted electricity. 

A most interesting and extensive development has been oom- 
menced at Grand Falls, N.B, by the Grand Falls Power Co. 
where the Bt. Jobn River, with its sources in hundreds of lakes ot 
Northern Maine, falls abruptly 115 ft. over a slate barrier. 

For these hydro-electric works the type of constraction which 
has been selected is that of vertical 10,000-в.р. three-phase 25-cycle 
11,000-volt units, operating under a head of 130 ft, and the 
designs, under which contracts for the construction of the works 
are about to be let, provide for a hydraulic capacity of 80,090 E.P., 
with a present machinery installation of 40,000 m P., which will 
generate current for ferro-manganese smelting, pulp grinding, and 
for transmission to the cities of Woodstock (70 miles), Fredericton 
(125 miles), and 8t. John (165 miles). An interesting feature of the 
design is that the generators are to be placed in the wheel pit 
immediately above the turbines, with a provision for the proper 
ventilation of this subterranean chamber, as well as careful water- 
proofing to ensure satisfactory electrical conditions. The tunnel 
tail-race will be placed entirely below the level of the tail-race 
water, and the draft tubes from each unit, therefore, will be 
brought into the top of the tunnel from one side of the wheel 
pit; thia, it will be noted, ia a variant on the methods adopted by 
the Toronto and Niagara Power Co. in its works at Niagara 
Falls, Ont. i А 

On the Pacific Coast, the hydraulic conditions are very different 
from those in other parts of Canada, for the great mountain ranget 
are not gocd reservoirs, and, although the glaciers feed the ue 
until late in the summer, yet at other seasons, owing to the lig 
rainfalls east of the coast range, the rivers become very m 
reduced in volume; thus the excessive floods of the Fraser River, 
for instance, make it unsuitable for hydraulic development for 
power purposes. Near the coast, however, the rainfall is d 
and the existence of small lakes has facilitated the construction 
several interesting developments, serving Vancouver and 
adjoining territory. r 

The works of the Stave Lake Power Co., now under construction, 
are 35 miles east of Vancouver, on Stave River, where a head 0 
90 ft. is to be utilised. The equipment will consist of five ш 
each of 5,000 H P., and it is considered that the electrical oup 
from this installation bas a good prospective market in Vancont : 
and Westminster, to which the current ів to be transmitted at & 
ultimate voltage of 60,000. А 

The Vancouver Power Co, Ltd., bas a most interesting develop- 
ment at Butzin Lake, 18 miles from Vancouver. This bas а 
made possible by diverting the water of Coquitlam River at L. 
Coquitlam into Butzin Lake by a 24-mile tunnel baving а d 
of 73 tq. ft. At Butzin Lake the water is taken from the bes 
works by steel pipes to a power house, 1,800 ft. distant, and l 
at sea level, 400 ft. lower. | | ей 

The generating equipment is typical of the Pacific Coast e 
originally composed of four units, each of 3,060 н.Р.; two 
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wheels for each unit drive a 3,000-H.P. 2,300-volt generator at 200 
R P.M., in addition to which there is also a recent installation of a 
10,000-н P. generator driven by four Pelton wheels, thus making an 
equipment having a total generating capacity of 22,000 H.P. 


The electric current from this station is stepped up to 23,000 


volts and transmitted to Vancouver, New Westminster, Burnaby, 
Lulu Island and elsewhere, and is used for operating electric 
railways, salmon canneries, car shops, saw-mills, and for general 
municipal and industrial purposes, thus serving the requirements 
of an urban population of about 90,000. 

The transmission line consiste of double towers each carrying two 
circuits of three-phase, No. 2, B. & S., copper cable, and crosses 
navigable water at one place, where there is a span of 2,750 ft. 
. suspended 150 ft above the water. 

e total single three-phase circuit length of lines is 135 miles, 
and the transformer capacity at present in service is 14,650 Kw. at 
the generating station and 16,400 kw. at the various sub-stations ; 
alltbese transformers are air-cooled, and are of different sizes up 
to a maximum of 2,500 Kw. per phase. 

The only interesting hydro electric plant is that of the West 
Kootenay Power Oo., built to serve the mines and smelters at 
Rossland, Trail, and in the boundary district. It is located at 
Bonnington Falls, on the Kootenay River, 9 miles west of 
Nelson, B.C. 

The hydraulic head varies from 65 to 55 fl., being least at high 
water, and the minimum capacity of the river is estimated at about 
6,000 cb. ft. per sec., being the run-off from a mountainous 
drainage area of nearly 10,000 tq. miles, which owing to the glacial 
sources of the river, gives a low-water period in winter and a high 
water period in summer. The station is a very interesting example 
of complete concrete construction, including even the intake 
channels and draft-tubes of the turbines, and is constructed for an 
equipment of four units, each of 6,000 H.P, nominal rating, with 
the turbines of 30 per cent. overload capacity. At present, two 
units are installed and & third has been ordered, in addition to 
which the whole station has an equipment of 2,700 xw., and, when 
required, serves Rossland and Trail over a 31-mile, cedar-pole line 
at 20,000 volts on two No. 0 B. and S. three-phase circuits. 

The step up transforming station supplies 60,000-volt current for 
the new cedar-pole transmission circuits to Phoenix Mines and 
Grand Forks Smelters, and to Greenwood Mines, distant 79, 69 
and 83 miles respectively; and its present equipment consists of 
six single-phase water-cooled transformers, each of 1,850 xw. 
nominal rating, each three-phase bank being in a fire-proof com- 
partment; there is also a bank of three single-phase 1,250-xw. 
transformers held in reserve for the Rossland and Trail Districts 
at 20,000 volts in the event of a shutdown of the older station. 
The total transforming capacity in seven sub-stations ів 31,000 KW., 
and the active connected load is 21,000 н.р. 

The adjoining zinc and lead smelters at Nelson, B.C., will be 
supplied by these works or by the municipal hydro-electric works 
of the city of Nelson, on the other side of the river from the large 
power station just described. This municipal power station has an 
equipment of 1,000 H.P., which is about to be increased to 2,500 E. P. 
by the installation of a second vertical unit. 

The Saskatchewan River, of 125,000 sq. miles drainage area, 
rising in the eastern slope of the Rocky Mountains by many sources, 
fed from glaciers, and descending to the plains through many 
mountain gorges, offers, near its sources, reasonable oppor.unitics 
for hydraulic development. 

At a point on this river immediately before it enters Lake 
Winnipeg, at Grand Rapids, the change in level is 112 ft. in a few 
miles, and there is thus afforded the opportunity for a development 
of at least 300,000 нр. whenever the demand arises for a power 
development at that point. | | 

The Winnipeg branch of the Nelson River drains an area of 
approximately 55,000 sq. miles in the State of Minnesota and in the 
Provinces of Ontario and Manitoba, and, from its peculiar topo- 
graphical features, affords one of the most favourable locations for 
the development of hydraulic power in Oanada, excelled, perhaps, 
only by the Niagara and the St. Lawrence, and superior in some 
1espects to the Ottawa River. 

The more extensive water-power locations of this river are rated 

by the Hydro-Electric Power Commission of Ontario at & total of 
100,000 н.р., minimum dry-weather flow, 24-hour service, and it may 
be considered that the commercial capacity is at least 200,000 H.P., 
under ordinary conditions. It seems evident that the requirements 
of railway operation, flour milling, pulp and paper mill work, and 
possibly smelting will demand a careful study of the specific value 
of these powers in the near future, as soon as the trane-Continental 
railway is in operation. The Koochiching Falls, at Fort Frances, 
is being developed on a basis of 14,000 m.P., for which the dam 
construction is now completed and power construction is under 
way. - ; 
The Winnipeg River proper commences at Kenora, where the 
river leaves the Lake of the Woods, and from this point to the 
mouth of the river there is a chain of falls and chutes which, as 
sources of economical power it is difficult to surpass or equal. The 
two conditions worthy of comment are that at each power location 
the rocky barrier creating the fall is admirable as a foundation for 
a dam, thus enabling constructions to be low in first cost, and at the 
same time creating considerable local storage to meet daily peak- 
load requirements. Also, the enormous lake storages very much 
reduce the flood discharge and increase the minimum. 

Table I is a summary of the power sites on the Winnipeg River 
proper, between Kenora and the mouth at Fort Alexander. 

Of the sites mentioned in Table I, Island Falls, Point du Bois, 
Slave Falls, Upper Seven Portages, and Grand Bonnet afford 
excellent construction opportunities. All but the first two in 
Table I are within easy transmission distance of the City of 


TABLE IL—PowB&R SITES ON THE WINNIPEG RIVER. 


| | „8 
3 37 5 58 
А a rs БЕЯ 
Location. "E 9 2 | o9 а Remarks. 
22 BES EE 
238 888 333 
< a | < 
Kenora А 18 | 21,000 | 42,000 | 5,500 ир. installed 
Island Falls ... 45 | 56,400. 112,800 go 
Point du B»is 46* 83.600 | 209,000 | 20,000 ир. being 
| | installed 
Slave Falls ..| 30% 54500 136.200 
Upper Seven Portages | 30% 54,500 136,200 | 18,700 K. r. installed 
| at Lee Channel 
Lower Seven Portages | 22 | 40,000 100 000 
MoArthurs Falls. 12 | 22,300 55.750 
Grand Bonnet 30. 56,000 | 140,000 
Little Bonnet .. 10! 18,500 | 46,200 
White Mud Falls. 15 | 28,000 70,000 
Silver Falls’... 21 39,100 97,800 
Pine Portage Falls. 12} 23.300 | 58,800 
— — — 
Totals... ... | — 497, 200 1,204,250 
н | 


* Including raising the water level by head works. 


Winnipeg, and all are within short distances of two trans 
Continental railway systems. 

The situation at Kenora illustrates the great value of water- 
power as applied to flour-milling. The town has little else to 
recommend it as an industrial centre, not being at a competing 
vailway point, nor at a bulk-breaking point; neither is there any 
surrounding population or any fertile areas; but, in spite of these 
appsrently unfavourable conditions, three large flour mills are 
located there, and use about 4,000 E.P., with a capacity of 10,000 bbl. 
per day. Two of these plants operate privately-owned hydraulic 
equipments, and the third purchases 1,000 E. H. . at a flat rate of 
$10 per 8.H.P.-year, from the municipal power station. The 
latter has been built recently at the eastern outlet of the Lake 
of the Woods, with dimensions to receive machinery having a 
capacity of 4,000 B. H. ., one-half of which has already been 
installed. 

At the main or western outlet of the Lake of the Wooda, at 
Kenora, there has also been built for some years, a stone dam 
from which water could be drawn to develop approximately 
18,000 E.H P. at low water, but no further constructions have been 
commenced. 

At Point du Bois the city of Winnipeg (population 120,000) has 
commenced the construction of a large generating station involving 
а 75-mile transmission line to the city, and the designs contain 
some interesting features. A short (1,200 ft.) head canal, concrete 
overflow walls, and a rock-filled dam in the main river will raise 
the water 13 ft., creating a total head of 46 ft. and forming a lake 
5 вд. miles in area, thus producing uniform and quiet hydraulic 
conditions. The dimensions of all control works, dams, &c., 
provide for an ultimate equipment of 60,000 н.р. The remainder 
of the work is to be a solid reinforced concrete structure involving 
an enclosed forebay room, power house, and transformer station 
equipped primarily with five 5, 300-R. H. . units, which will consist 
of horizontal, double-runner turbines (draft chests only) in. rein- 
forced concrete wheel-pits and directly conneoted through a breast 
wall to three-phase, 66-cycle, 6,600-volt generators making 
164 RPM. 

The transformation will be to 77, 000 volts, by water-cooled, oil- 
insulated transformers having a capacity of 3,750 Kw. per phase. 
Similar transformation at Winnipeg will be from 72,000 volts 
down to 11,000 volts in a main terminal station, from which 
11,000.volt feeders will distribute to three or more sub-stations 
for local distribution at suitable voltages; the transformers at the 
terminal station, however, are to be oil-circulating, and oil-cooled. 
The system of remote control will be fully applied at both stations. 

The transmission lines, of No. 000 copper, or aluminium equivalent, 
will be carried on double-circuit steel towers spaced 600 ft. apart, 
each alternate tower being of elastic type, with two legs only. All 
tower foundations are to be on concrete. 

The city utilities are already numerous, and include artesian 
water supply, pumped electrically; and the desire to be able to 
offer cheap power to industries, present and prospective, which 
would otherwise labour under a great disadvantage in a city which 
cannot offer bituminous coal of a good quality for less than 86.50 per 
ton, while anthracite coal is $10°50 per ton retail, appears to be 
ample justification for this ambitious project for a city of 120,000 
inhabitants, | 

( To be continued.) 


Magnetic Clutches.—Messrs, C. E. Lucarp & Co., 
of Middlesbrough, have received an order for an electromagnetic 
clutch to transmit 1,000 H.P. at 75 в.р.м. This clutch will weigh 
about 7 tons, and is believed to be the largest in the world. 
Electromagnetic clutches transmitting 1,200 H.P. at 350 B. P. M., 
800 H.P. at 215 в.р.м. and 600 н.р. at 375 B. P. M. have been installed 
on the Continent for driving wire rod or small section mills. 
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NEW ELEOTRICAL DEVICES, FITTINGS, 
. AND PLANT. 


The “ Vickers” One-Lock Adjustable Reamer. 


To meet the demand imposed by modern methods for a satisfac- 
tory adjustable reamer for accurate work, Мивввв. VICKEBS, Sons 


Fig. 1.—" Vickers” ONE-LOCK ADJUSTABLE REAMER. 


AND Maxm, Lrp., of 32, Victoria Street, S.W., have introduced 
the neat device illustrated in fig. 1. In this reamer the shell is 
made in one piece, with a parallel or Morse taper shank, and ís 
bored and slotted to 1eceive the cam bolt and blades. Fig. 2 shows 
the end view with these parts in position, and it will be seen that 
the blades can be gradually forced outwards by rotating the cam 
bolt, the surface of which is formed somewhat like a ratchet. A 


* 
— —ů 


Fia. 2.— FRONT ELEVATION AND SECTION OF REAMER, 


WE — 


NL ï 


Fic. 3.—Mopz or SECUBING Волрев TO BOLT, 


PIT IE E 


scale and gauge point on the end of the shell and bolt provide 
means for preserving the setting. The side view, fig. 3, shows how 
the blades are locked into close contact with the cam bolt. All the 
blades are adjusted simultaneously, and the cutting edges are 
backed off to give radial clearance. A nut on the end of the cam 
bolt serves to lock the blades after adjustment; this nut lies in a 
recess in the shell, and cannot be accidentally disturbed. The 
front end of the reamer is free from obstructions, so that a blind 
hole can be reamed to the bottom. The parts are, of course, inter- 
changeable, and the reamers are made in sizes from 2 in. to 61; in. 
in diameter, the smallest having 6 blades and the largest 14 blades. 


Telephone Recorder. 


The accompanying illustration, fig. 4, represents a neat and 
handy instrument which is being put on the market by the TELE- 
PHONE REOOBDER Oo., of 11, Adam Street, Strand, W.O. It is 
made to stand on a table or to be fixed on a wall, and carries two 
rolls of paper—one to tear off at the right-hand edge, with the 
message duplicated on it, and the other to be rolled up inside, 
bearing the original written record of the message received. The 
carbon paper used for obtaining the duplicate is always in position, 
and the filed record is easily referred to when necessary. With 


‘spring to ite original 


E CAS: ESPMTENT г: 7 


Fig. 4.—TSLEPHONE КЕСОВрЕВ. 


one of these recorders at hand, the usual hunt for а scrap of paper 
to take down a message, and the ensuing hunt for the memorandum 
next day, will become things of the past. 


€ Aron? Maximum-Demand Indicator. 


The Aron EnmorarortY METER, LTD., of 804, Salusbury Road, 
Kilburn, have devised a simple attachment to their clock meter for 
the purpose of recording the maximum demand over a predeter- 
mined period. As shown in fig. 5, а pin а is fixed on the arbor of 
the pointer, which indicates the maximum demand ona dial. An 
arm 5, which engages the pin, is attached to the indicator wheel g, 
which is controlled by a hair spring. At suitable intervals— 


Fic. 5.—Mzonanism or “Anon” M.D. INDICATOR. 


generally 20 minutes—the change-over gear of the Aron meter, 
connected to wheel c, lifts the double lever d, and thus di 

the wheel ¢, which is driven by the counting train, from the 
indicator wheel g; the latter therefore is carried back by the 
sition against the stop /, leaving the 
pointer behind on the dial. After a few seconds the lever d drops 
again, ey. en, це wheel e once more into gear with wheel g, and 
restarting the indicator. The principle of the device is based on 
the fact that the change-over gear acts at regular intervals, and the 
number of revolutions of the counting train during each of these 
intervals is exactly proportional to the consumption during that 
time; thus the indicator records the energy used d a given 
short period, or the average demand during that , and the 
pointer only moves when that value exceeds the maximum 
previously attained. The size of the meter is not increased; the 
action is purely mechanical, and the accuracy is equal to that of the 
meter itself. e device is applicable to all systems of electrical 
circuits, D.o. and a.c., and is reset, 


Economical Turn-down Lamps. 


Messrs. GaiPEL & Oo., of Bt. Thomas Street, S. E., who have 
been supplying turn-down lamps for a considerable time, bave sent 
us particulars of their latest types. The Pull-String” type has 
two filaments, one an ordinary 8 or 16 o.P., the other a 1-0.P. fla- 
ment. The switch is contained in the lamp cap for switching one 
or the other filament into circuit. 
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These are supplied in all voltages from 50 to 250, and of either 
8 and 1 or 16 and 1 ор. The 8 and 16-0. p. filaments take 4 watts 
per с.р., and the 1-c.». filament takes 8 watts for the 1 ор. 

The “ Hylo" long cord type, which is here illustrated, is a new 
lamp which Messrs. Geipel are supplying, with cords 3, 6, 10 and 
15 ft. long. The switch has a rotary action with a flexible chain. 


Fic. 6.—'" Hyro" Lona Corp Tuasn-Down Lamp. 


The first pull turns the lamp on to ite full power (8 or 16 с.р.), the 
next pull reduces it to 1 C P., the third pull turns the light out. 
This action can then be repeated. Messrs. Geipel supply to dealers, 
for showroom purposes, a machine worked by electricity, with 
hands which pull the string, constantly changing the light from 
high to low and from low to high. 


BUSINESS NOTES. 


Book Notices.— Annuaire International de Г Acetylene. 
By R. Granjon and P. Rosemberg. 1909. Paris: Office of I’ Acety- 
lène. Price 2 fr. 50.—In addition to a mass of general information 
regarding carbide of calcium and acetylene, and apparatus used in 
conjunction therewith, this annual, now in its second year, gives a 
quantity of statistios relating to the manufacture and uses of these 
substances. It appears that there are 74 carbide works in exist- 
ence, of which this country possesses no more than two; it happens 
that the United States has the same numter, but the latter aggre- 
gate 40,000 н.р. to our 3,100 m P. Thornhill, in Yorkshire, and 
Collooney, in Ireland, are the sites of the British plants. Our annual 
consumption is 12,000 tons, of which we import five-sixths; 
Germany consumes 40,000 tons, a far greater amount than any 
other country, necessitating the importation of 30,000 tons. Other 
European countries produce more than they require for their own 
use, particularly Norway and Sweden, which together export 
45,000 tons. The total output of the world is put at 240,400 tons, 
with plant of 333,800 f. r. The “towns”—most of them really 
villages of one to two thousand inhabitante—lighted with acetylene 
are said to number at least 836, probably more like 1,000; 16 of 
these are British. 

The Aero Manual. London: Temple Press. Price 1s. 6d. net.— 
This handbook bas been compiled by the staff of The Motor," and 
gives a concise review of the history, principles and practice of 
mechanically propelled human flight, with numerous illustrations. 
It is unfortunately true that up tothe present electricity has played 
only an insignificant part in the ре! of this art, and until 
a new battery, primary or secondary, is devised, representing a very 

advance over those at present available, there is no great 
likelihood of its becoming more extensively employed in the air. 
But progress in this branch of engineering has been extraordinarily 
rapid since the petrol motor was evolved, and if, aa enthusiasts 
declare, aerial locomotion becomes à popular means of transport, it 
is quite conceivable that the trans-Atlantic liner of the future will 
be equipped with turbo-generators and motor-driven propellers. 
In any event, the subject is one of absorbing interest, and we have 
found this admirable book to be full of information on human 
flight, gliders, aeroplanes, dirigibles, aerial motors, and details of 
design. We can strongly recommend ite perusal to engineers, 
and can promise them that, unless they are already familiar with 
the subject, they will learn some facts with regard to the behaviour 
of planes moving in air which will surprise them. 


and Sons. 


R. Porter; The Dielectric Strength of Compressed Air,” by E. A. 
Watson; The Kapp-Hopkinson Test on a Single Direct-Ourrent 
Machine,” by Dr. W. Lulofs; "Fly-wheel Load Hqualisers, by 
J. S. Peck; Notes on Safety of Working Electrical Plants in 
Coal-mines,” by 8. A. Simon; and an original communication on 
“The Dimensions of Transformers,” by A. R. Low. | 

“ Transactions of the Institution of Civil Engineers of Ireland." 
Session 1908-9. Dublin: John Falconer. 1909. 

The Faraday House Journal for September contains an interest- 
ing account of the career of the late Principal, Mr. Hugh Erat 
Harrison, and of that of his successor, Dr. Alexander Russell, each 
accompanied by a portrait of the subject of the article. 

" Proceedings of the Engineers’ Olub of Philadelphia.” Vol. 


. XXVI, No. 2. April, 1909. From the Club. 


“ Syllabuses Applicable to Technical Schools, &c, in England 
and cid polar by the Board of Education. London: Wyman 

ice 4d. 

" Journal of the American Soclety of Mechanical Engineers," 
сше, 1909. Vol. XXXI, No. 7. Baltimore, Md.: From the 

ety. | 

“ Continuous-Current Dynamos and Motors.“ By W. R. Kelsey. 
Second Edition. London: Technical Publishing Oo., Ltd. 1909. 
Price 7s. 6d. 

A new edition of The Dynamo: Its Theory, Design and Manu- 
facture,” by C. C. Hawkins and F. Wallis, will be published imme- 
diately by Whittaker & Co., this well-known work having been 
thoroughly revised and considerably enlarged. 


Gold Mirrors for Searchlight Projectors.— We have 
on previous occasions mentioned Mr. Oo Ooles's invention of 
glass mirrors coated with gold instead of the usual silver deposit ; 
the resul beam of light is composed of red, yellow and green rays 
only. At the same time its e or penetrative power is not 
reduced, and by the elimination of the violet rays, the dazzling 
effect is greatly diminished. It is interesting to note that in the 
recent R.A.O.tests the only three motor-car lamps fitted with gold 
reflectors secured the first three places for maximum distance from 
lamp without dazzle. For naval projector work it is found that а 
5 on & foggy or rainy night can be more clearly seen 
with & gold than with a silver r projector; the objects 
illuminated stand out more prominently and there is truer colour 
rendering. The gold mirrors are supplied by the REFLECTOR 
SYNDICATE, Lrp., of 82, Victoria Street, Westminster, S. W., who 
hold the patents for the process. | 


Meldrum Destructor Results.—We have received a 
detailed statement of the daily consumption of output of the refuse 
destructor supplied to the Prahran Municipality, Victoria, by 
Messrs. Meldrum Bros, Ltd. During the month of July the refuse 
burnt amounted to a weight of 661 tons 2 cwt., and the electricity 

enerated to 27,870 units; the units generated per ton of refuse 
eis were 42 6, and the revenue for the month, at $d. per unit, 
was £58 1s, 3d. * 


Consular Notes.—Poland.—The British Consul at 
Warsaw reports that telephonic communication in that town is 
growing rapidly in favour. The number of subscribers bas risen 
from 2,372 in 1901 to 14,817 in 1908. The service is open day and 
night. The subscription at present stands at £7 5s. 4d. per annum 
for business houses and £6 6s. 8d. for private residences, with an 
unlimited number of calls. Warsaw is now connected by telephone, 
through Lodz, with Kalisz, on the German frontier, but at pens 
fhrough connection with Germany bas been prevented by the 
action of the censor. The line from Lodz to Kalisz runs through 
Lask, Zdunska-Wola and Sieradz, and is 68 miles in length. It 
was constructed by private enterprise at a cost of £45,000. From 
Lods to Warsaw the line is Government p Three minutes' 


conversation between Warsaw and Kalisz costs дв. 6d. The Lodz- 


Warsaw and Lodz-Kaliss rates are 1s. 6d. and 1s. respectively. 
Thanks to the severe measures adopted by the Governor of Lodz, 
the former interruptions of communication, caused by the thefta of 
wire by the inhabitants of the suburbs of that town, has been 
stopped. A line between Warsaw and Lublin is practically com- 

leted. A plan, supported by those merchants who desire to 

evelop e with Austria-Hungary, has been proposed by the 
Director of Posts and Telegraphs at Lemberg, for constructing a 
line between Warsaw and Cracow. If this plan should be carried 
out, Warsaw will be in direct communication with Vienna. At 
the usual telephone rates, three minutes' conversation between 
the two towns will cost about 2s. 10d. As stated in the 
report for the year 1907, the opening of the electric 
tramways of Warsaw was postponed until 1908. Operations 
were started in March, and at the close of the year 15 of the 22 
completed lines were in use. The number of cars is 200. The 
system is the overhead wire and the service has been good. The 
cars are of the central corridor class and give seating accommoda- 
tion to 24 people on cross benches. On both the front and the rear 
platform eight persons are allowed to stand. The fares for 2 versta, 
1.e., 1'326 miles, are first-class, 12d., second class 11d. The system, 
which is a municipal undertaking, was built by a Belgian company, 
electrified by & German firm, and let for operation and manage- 
ment to a Polish syndicate. The cars are well patronised, and are 
stated to be making £2 per car per day more than was anticipated. 
Bince the introduction of the tramways the number of horse cabs 
has diminished by 50 per cent. Though there are plans for 
extending the tramways in the town to various neighbouring 
villages, there is not much prospect of the proposal being carried 


458 


BE ELECTRIC AL REVIEW, [VoL 65. No.1,660, S nn 17, 1909. 


out. The so-called first and second class streets in Warsaw sre 
now lighted by electricity. The suburb of Mokotow has built its 
own station, which supplies 150 lamps of 50 cp. each to the 
adjacent streets. Private orders for electric light installation have 
been so numerous that & new set of plant is required for this 
suburb. Lodz ie installing the electric light. The towns of Zgierz 
and Osorkow are also completing similar works. 

Later in hie report the Conaul states that the ill-feeling created 
by the action of the German Government in passing the Polish 
Expropriation Bills has excited the whole Polish population 
against Germany and anything German, and has opened the door 
to British goods of every description. There is an opportunity 
now for British manufacturers and merchants to break tbe 
monopoly of trade which has hitherto been enjoyed by their 
German competitors, [This new position was fully discussed in 
the TLTOTRIC AL Review lest year—August 28th, 1908.] It 
is no exaggeration to say that there is no branch of 
commerce for which a good opening does not exiet. A 
successful venture, however, depends on а study of the local 
requirements and conditions, and an endeavour to establish a 
reciprocal trade, without the intervention of the German middle- 
man, who at present is in supreme control. Attention should 
especially be paid to the Jewish section of the mercantile com- 
munity, as 80 per cent. of the total trade passes through their 
control. This is a survival from the times when no Pole would 
engage in trade; but, even in spite of the large increase of Jews, 
owing to the emigration from other portions of the empire, the 
Pole is gradually asserting himself and emancipating himself from 
the necessity of Jewish assistance in bis business. EBodeavours аге 
being made in Warsaw to form a local section of the Rueso- British 
Chamber of Commerce at St. Petersburg, but at present nothing is 


definitely settled. It would be useful if British merchants, who - 


already have established agencies in the district, would commvnicate 
the name of tbeir agent to the Consulate at Warsaw, as often, from 
want of knowledge as to where British articles can be obtained on 
the spot, local merchants cross the frontier and obtain the same 
thing of German make. A few of the catalogues received st the 
Consulate have French or German translations. German is 
generally understood by all business houses, but a Russian text 
would be useful in tbe district now being dealt with, and also 
throughout Russia. | 


Note for Shippers to Mexico.—Shippers to Mexico 
will be interested to learn tbat the disability of not being able to 
consign on through bill oflading to interior points in tbe Republic 
has been removed, and these documents can now be obtained from 
all the steamship companies serving Mexican ports. Information 
regarding this and other matters relating to Mexico will be gladly 
given on application to Mr. E. J. Bray, the General European 
Agent of the Nations] Railways of Mexico, at Dashwood House, 
9, New Broad Street, London, E.C. This office has been specially 
inaugurated by the Government lines to protect their interests in 
Evrope, and with the farther object of putting at the disposal of 
shippere, and all who are interested in Mexico, information con- 
cerning the country, ; 


Impulse Turbines.—We are informed that Messrs. 
WiILLANS & Кбвіквох, LTD., after prolonged experiments, are 
placing on the market a steam turbine of the Impulse ty pe, iutended 
to meet those cases in which a speed of as high as 3 000 R. P. M. ів 
admissible. This will provide for a capacity up to 1,520 kw. The 
turbine has been designed with a view to efficiency, as well as 
simplicity. The rotating element consists of tw« wheels only, but, it is 
stated, the economy realised compares favourably with that of any 
other tu bine. In future, therefore, Messrs. Willans & Robinson, 
Ltd., will be in a position to supply turbines either of the Parsons 
or of the Impulse ty pe, and they are prepared to put forward the type 
most suitable for the conditions to be met. 


Bankruptcy Proceedings.— HERBERT JogN BURDETT, 
electrical engineer and contractor, 16, Regent Street, Rugby, ana 
32, Earl Street, Coventry.— The summary of debtor’s statement of 
affairs issued by the Official Receiver (Mr. C. J. Band, Coventry) 
ebows gross liabilities £1,214, of which £1,154 is expected to rank 
for dividend. Toe assets are estimated to produce £363, against 
which there are preferential creditors for £28, leaving £334, and a 
deficiency of £819. The causes of failure, as alleged by debtor, are 
"trade depression in Rugby, competition, bad debts, illness and 
heavy rental.” From the Official Receiver's observatione, it appears 
that debtor commenced business with a capital of £150 in February, 
1902. The principal electrical trade creditore are :— 


General Flectric Co. 28 .. £64 Simplex Conduits Co. ei .. £18 
Marsh, Bon & Co. .. -— .. 33 Callender's Cable and Construc- 
Robinson & Hands. ee .. 80 tion Co. P is ER .. 13 
British 'Thomson- Houston Со, . 28 Enterprise Electric Со. .. .. 12 
Electrical Co... aed v .. 26 Edison & Swan United  ,. „ Цц 
G. Braulik . s T . 23 Falk, Stadelmann & Co. .. 
Siemens Bros. Dynamo Works .. 21 Electrical Trades bupply .. .. 10 
Hawkins & Co. T 19 


The first meeting is to be held on September 20th, and the public 
examination on October lith. 

J. W. 8yDENHam.—The public examination was held on Tuesday 
before Mr. Registrar Giffard, at the London Bankruptcy Court, of 
John William Sydenham, sales manager, 65, Connaught Street, 
Marble Arch, who failed in July with liabilities £366 and assets nil. 
In the course of his evidence, the debtor stated that for the past 
eight years he had been employed in the electrical engineering 
trade on the commercial eide, latterly at a salary of £200 per annum. 
In April, 1908, with £20 capital, he commenced to speculate for 
differences ou the Edinburgh Stock Exchange, mostly in home and 
American rails, and although he won at first, be eventually madc a 
oss of £395. On June 10th last]judgment for £241 was obtained 


474 11s, leaving a deficiency of £391. 


ascertained his financial position. 


. 


against him, and being unable to satisfy it, he was made bankrupt. 
Witness attributed his failure and insolvency entirely to those losses, 
The examination was concluded. : 

P. E. BurLEB.—The first mesti^g of creditors was held on 
Tuesday before Mr. W. P. Bowy'7, Assistant Official Receiver, at 
the London Bankruptcy Court, under the failure of P. E. Butler, 
described as late of 8, Hill Street, Knightsbridge. The debtor, 
who returns liabilities £1,471, against assets £7 10s., states that, 
since 1899, he has had no occupation beyond acting as director of 
various companies, in which he invested and lost between £25,000 
and £30,000. In 1903 he financed the Electric Light Renovating 
Co., Ltd., to the extent of between £8,000 and £9,000, of which 
about £5,000 or £6,000 was his own money. Іп or about 1906 the 
debenture-holders foreclosed and sold the whole of the company's 
property. The debtor had made himself liable for the lease of the 
works in Britannia Street, Shoreditch, and the landlord obtained 
judgment sgainst him in respect of an outstanding balance of £250. 
The failure was attributed by the debtor to losses in connection 
with the various companies he had financed. He made no proposal 
aud the creditors left the estate in the hands of the Official Receiver 
to be wound up in the ordinary course of bankruptcy, the debtor's 
public examination being fixed for October 27th. 

HERBERT SHUTTLEWORTH, Cross Court, Briggate, Leeds, elec- 
trical engineer.—The debtor appeared for his public examination at 
Leeds on the 14th inst. Не said he resided with his parents and 
was unmarried. He had carried on business as an electrical engi- 
neer at the above address since February, 1906, baving had nine 
years’ previous experience of the business. He had no capital, 
borrowing £20 from his father, afterwards obtaining other loans 
from him. The amount now owing to his father was £357, includ- 
ing £197 amount of bank overdraft guaranteed by him. His total 
liabilities, according to his statement of affairs, were £465, and he 
estimated that his assets, including £50 good book debte, would realise 
He alleged his insolvency 
to be due to bad trade and competition. He had principally done 
wiring, and prices were cut very much in that line. His net profit, 
sbown by his deficiency account, was only £25 19s. 7d. since Feb- 
ruary 186, 1906, but be found, on making up his cash-book, that the 
amount should be £114. At the same time, he admitted that his 
living and personal expenses during the same period were £276, so 
that he had been living considerably in excess of his income. His 
business had not been successful, ара in July he executed a deed of 
assignment, offering 58. in the £, which was refused by the 
principal creditors. He had never been greatly pressed by 
creditors, and be alleged that, apart from the amount due to his 
father, he was not insolvent at the time of the petition, if the 
business could have been sold as a going concern. He admitted, 
however, that this must be taken into consideration, and, including 
his father’s debt, he was aware of his insolvency about three years 
ago, and all his trade debts had been contracted with that know- 
ledge. He hoped, however, for better trade. He had kept day- 
book, bought and sold ledgers and cabh-book, but the cash-book was 
not posted up at the time of the petition. There was a difference 
required to balance the cash-book of £243 8s. 10d., which he 
accounted for as being travelling and personal expenses which he 
bad not entered. He had taken stock, but had only roughly 
The examination was closed. 
EnNrsT Fenwick JONES, plumber and electrical engineer, York 


. Road, West Hartlepool.—4A receiving order was made at Sander- 


lan d, on September 11th, on а creditor’s petition. 
D.P. Battery Contracts.—The D.P. BATTERY Co.'s 


contracta received during the past week include orders for the 
supply aud erection at Howrah of a storage battery having a 
capacity of 800 Kw.-bours, for the East Indian Railway Co., and 
another for New South Wales. In the home trade the company have 
secured contracts for 13 batteries for country house lighting 
installations, for the purpose of Government tests, and metal 
depositing work, as well as sundry renewal orders. 


Factory Acts Prosecution,—At Dartmouth Police 
Court on Tuesday, Jast week, the Urban Electric Supply Co, Ltd, 
were summoned for an offence under the Factory Acts, it being 
contended that a lad named Owen Gurowich, 16 years of age, had 
on August 20th been employed in the generating station at 
Dartmouth at 8.30 p.m. during prohibited hours. — Defendants 
pleaded guilty, and were fined 1s. and costs. 


Catalogues and Lists —MeEssrs. MANN, EGERTON 
AND Co, Lro, Norwich.—Smell eight-page pamphlet entitled 
" Electric Light in the Country," giving illustrations of country 
residences where they have put down small electric lighting plants, 
acd a specification of the latter together with prices of same. 

Tux Мвіснт Sar кв Co., Exchange Buildings, Briggate, Leeds. — 
Small pamphlet with illustrations, brief particulars and prices, of a 
number of electrical specialities, dry and medical batteries, massage 
vibrators, hand lamps, &e., for the current season. 

Messrs. W. N. Broxton & Bon, Wire Mills, Musselburgh.— 
Twenty-page pampblet just issued, of high-class. steel wires both in 
straight lengths and in coils. The firm have endeavoured to bring 
together in one list all the special wires that are used. Sizes and 
prices are neatly arranged in tabular form. 

Tne Epison & Swan UNITED Evectric Ілонт Co, Lro., bave 
jasued a neat show card in colours for contractors and others to 
exhibit on their premises, letting the world know that “ Royal 
Edison Metfil lamps” are "British made," and that they save 
40 per cent of current. The pictorial feature consists of several 
vessels of the British Navy whose services are enlisted to give force 
fo the above idea. — Copies of the show-card, which measures some 
21 in. high x 15 in. wide, can be obtained by sending trade card 
te the company's publicity department at Queen Street, E.O, 
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Мкәввв. L. Dens & Co., Place de Meir, 21, Antwerp.—This is a 
40-page illustrated catalogue of the vitrifled clay conduits of the 
H.B. Camp Co., of Pittsburgh, for whom Messrs. Dens are general 
agente for the Continent. Notes on underground conduit con- 
struction are followed' with particulars of the Camp conduits, 
dowel holes and pins, шапата and their use, repairs with split 
conduit, the suitability of the Camp conduits for high tension 
service, manholes and their construction, &c. A table of lengths 
and sizes of duct is given, also a list of some of the more important 
installations on this system in the United Btates and other foreign 
eountries. 

Messrs. VgRrTYS, Ltp., London and Manchester.—A neat and 
eompact radiator pamphlet of 32 pages has been issued for the 
current season. It is of pocket size, and contains small pictures 
(quite large enough to show fhe character of the different designs) 
of “ Aston luminous and non-luminous types of radiators. Several 
new designs are included, among them being the new pattern non- 
luminous radiator as used on H.M. battleships and cruisers. Prices 
and code-words are given, and an asterisk indicates whether the 
goods are beld in stock. The list should be very bandy for con- 
tractors and supply engineers. 

THE ELECTRICAL Co., Lro., Charing Cross Road, W.C.— Several 
new publications, being sections of their catalogue, prepared in 
uniform size and style. Each contains brief descriptive material, 
and a good deal of tabulated data, including prices. The lists relate 
respectively to three, two and single-phase induction motors up to 
6 н.р, lift controllers, and motor starters for continuous-curren 
motors. ` 

Tux WosrTHinatTon PuwP Co., LTD., 153, Queen Victoria Street, 
London, E.C.—New catalogue of 44 pages, fresh from tbe press, in 
which descriptive matter, accompanied with a number of interesting 
sectional and exterior half-tone views, appears of the Worthington 
condensing apparatus—counter-current jet condensing plants with 
separate water and air pumps; Oonojector condenser, without air 
pump, and with or without water pump; semi-counter current jet 
condenser and wet air pump; Multiflow surface condensers; exhaust 
oil separators, exhaust heads, exhaust relief valves; tubular heaters. 
A brief cable code is given at the end. The catalogue is produced 
in very fine style, and neither money nor pains bas been spared in 
produciog the excellent pictures. Power station engineers and 
other interested ers can secure a copy of the catalogue by 
writing to the above address. 

Messrs. PrRELLI, LTD, 45, Basipghall Street, London, E.C.— 
New catalogue of cables and wires just issued, every article 
included in which are made by the well-known firm of Pirelli. The 
contents range from large-armoured cables to instrument wires, 


and they comprise paper-insulated lead-covered cables for light: 


and power; air-space telephone and telegraph cables; and all 
types of rubber and gutta-percha cables, wires, and flexibles for 
every class of electrical service. Several types of telephone cables 
for indoor and outdoor work, cotton and silk-covered bell and 
instrument wires, also numerous accessories, such as tapes, ebonite 
sheets and tubing, &c., aredetailed. In addition to the foregoing, 
Pirellis make to any practicable specification. Attention may be 
directed to some special extra-high-tension cables, which are shown, 
together with particulars of exceptionally severe tests to which 
they were subjected. The catalogue is arranged ín a businesslike 
way, and where prices are given they are very plainly printed. 
Copies of tbe catalogue (32 pages) will be forwarded to any whole- 
sale trade house upon application. | 

Messrs. Ww. GEIPEL & Co., Vulcan Works, 724, St. Thomas’ 
Street, 8. E.— Price list and samples of Okonite and Manson insu- 
lating tapes, of which the former is offered as a substitute for rubber 
strip at a greatly reduced price. 

Narionat ELAC TRIO Lamp ASSOCIATION (ENGINEERING DEPART- 
MENT) 4,411, Hough Avenue, Cleveland, Ohio, U.8.A.— Bulletins 
No. 84, dealing with tungsten miniature and low-voltage lamps for 
a variety of purposes; and No. 9, on the conservation of natural 
resources through the use of high-efficiency lamps. 

THE ELECTRIO AND ORDNANCE ACCESSOBIES Co., LTD., Aston, 
Birmingham.—Ostalogue (20 pages) dealing with the “ Eclipse" 
electric cooking and heating apparatus. Notes on the advantages 
. of the system, the general construction of the apparatus, heat 
regulation, and cost, are given, also pictures and prices of a number 
of electric kettles, hot water jugs and.glue pots, hot plates, plate 
warmers, flat irons, Eclipse electric heaters, and otber articles, 
Flexible wire and cable and wall plug and plug adaptor devices are 
not overlooked, and a page of figures appear stating the cost of 
operation of the different apparatus included in the list. Та the 
Eclipse system the units consist of a special resistance material 
insulated with mica and enclosed in a thin metal casing. We are 
given to understand that tbis resistance material is quite able to 
withstand a temperature of 2,500° F. without risk of breakdown. 
We sre informed that a number of kettles were placed in circuit 
for periods varying from 500 to 1,250 bours, and at the end of these 
periods not one of the units bad broken down, nor were they the 
worse for wear to any appreciable extent. Most of the apparatus 
listed in the catalogue is capable of being adjusted to give from one 
to four different heats by a slight manipulation of the plugs. In 
addition to the apparatus listed, the company are shortly bringing 
out a series of apparatus for cooking by incandescent heat, such as 
grills, ovens, toast racks, &c. In these the units will consist of 
resistance material prepared specially for the Electric and Ordnance 
Co., and capable of being run at red heat for a considerable period. 
The company have been testing some units made up from this 
material, and they inform us that up to date they have run for 
1,100 hours without showing signs of giving out. In addition to 
being simply ran in circuit, quantities of water and grease have 
from time to time been poured on these so as to realise as far as 
possible actual working conditions. The result of this pouring on 


of water and grease is merely to cool down the units temporarily 
until the foreign matter has evaporated, and it is stated to have no 
injurious effect whatever. Copies of the catalogue can be obtained 
on application. $ 

Messrs. Bruck Ркквг}в Co, Lro., Edinburgh.—Pamphlet 
(No. 204) of 20 pages, devoted to the Peebles motor-converters (La 
Cour Patents) The principle of these machines is described, 
together with designand construction notes and explanatory diagrams. 


` Motor-converters for eitber lighting or traction service, or both, 


are mentioned, as is also tbe inverted converter. A number of half- 
tone views show the machines in Manchester and other places. A 
tabular comparison appears of motor-converters with rotaries and 


- motor-generators, and a list of important contracts is also given, 


these amounting to over 100,000 Kw. 

Мв. ORAS W. RicHABDGON, 159, Worsley Road, Patricroft, near 
Mancheeter.—Four-page circular describing the Richardson series 
adapter, and giving hints for fixing and a list of prices of accessories 
for same. 

Tue J.L MaNurFACTUBING Co., LTD., Johnson-Lundell Works, 
Routball, Middlesex.—Catalogue in expanding binder cover allow- 
ing for addition of later lists, in which many fine illustrations of 
the patent laminated-field J.L. dynamos and motors and their parta 
are contained. Accompanying them are priced sheets of standard 
protected-type motors for 230, 440 and 500 volts continuous 
current and compound-wound dynamos for 110 volte. Among the 
views is a large one of the interior of the company’s works (machine 
shop), a low-voltage dynamo direct coupled to a high-speed oil 
engine, an adjustable-speed portable motor and switch equipment, 
and a 10-н.р. totally e slow- speed motor driving a cold saw 
cutting H-iron beams. Copies of the catalogue can be obtained from 
those interested in this class of mannfactures. 

THE WiTrTON-KRAMER Егвотвіс Тоог, AND Horst Oo., Witton, 
Birmingham.—New leaflets describing their specialities. Leaflet 
K6 describes and illustrates electric polishing machines, Leaflet 
K7 describes the firm's standard type of electric winches, which are 
manufactured in all sizes from 1 н.р. to 50 н.р. Leaflet K8 shows 
two types of electric grinders, one for use in the tool rest of a lathe 
or milling machine, the other fitted with “long snout” and longi- 
tudinal feed for general work or for internal grinding. It has also 
been used for grinding commutators of large machines whilst the 
armature is still in the frame, but for this purpose it is usually fitted 
with & cross-traverse movement in addition to the longitudinal 
movement. Leaflet K12 describes Witton-Kramer flexible shafts, 
and gives prices of same, for transmitting power at awkward angles 
and for operating tools from portable motors in places where there 
is no line of shafting. Information as to the 2onstruction. of the 
shafts, and regarding possible applications, is given. The company 
will shortly be publishing a list giving full particulars of a complete 
line of electro-lifting magnets that they are now designiny. 


Sydney Contract Deposits.— An Australian paper 
says :—“ The Sydney City Council overruled the advice of its chief 
electrical engineer, and is calling for fresh tenders for turbine 
sets. Apart from the danger of overruling the advice of a highly- 
paid expert, the question of the deposits is worth more than passing 
notice. Tenderers for the turbines had to lodge a deposit of £1,000, 
and on acceptance a further deposit of £5,000, as a guarantee. The 
want of any finality in acceptance of the tenders practically locks 
up some £6,000 of each of the firms tendering. This is a point that 
should urge City Councillors, in all fairness, to waste no time in 
bringing the matter to a conclusion.” 


Trade Announcements.— Messrs. IsENTHAL & Co., of 
$5, Mortimer Street, Cavendish Square, W., announce that owing 
to the rapidly-increasing demand for the Moscicki high-tension 
condenser and the electric valve, they have taken additional pre- 
mises at the same address in order to carry on the manufacture of 
these patents in England, and so to give quicker deliveries. They 
have at present in hand some very large Government and other 
contracts for Moscicki condensers, the former for wireless tele- 
grapby, and the latter for the protection of overhead lines. 

Тнв ELECTRICAL LEAGUE bas removed its offices to Bank 
Buildings, Kingsway, London, W.C. 

Messrs. Francis READE & Co., electrical engineers ард. con- 
tractors, have removed to larger premises specially erected for 
them, at The Broadway, Church End, Finchley, N., where they 
have now opened a show-room for electric light fittings, shades, 
lamps, accessories, &c. 


Dissolutions and Liquidations.— Under the com- 
pulsory winding-up order made last June against the Uxbridge and 
District Electric Supply Co., Ltd., Waterloo Road, Uxbridge, Mr. H. E. 
Burgess, Official Receiver, has now issued his report to the creditors 
and shareholders. The statement of affairs showed unsecured debts, 
£6,622; preferential claims, £89 ; loans on first debenture bonds, 
£35,000; on second debentures, £15,0( 0; and interest, £2,579—making 
a total indebtedness of £59,291. The assets are valued at £75,039, 
or sufficient to yield, subject to realisation, a surplus of £15,748 
after discharging the whole of the liabilities. They (the asseta) 
consist of the following items, viz.: Cash in hand, £56; stock of 
ooa], &c., £73; machinery, £15,454; mains, £25,204; transformers, 
motors, &c., £4,417 ; switchboards and instrumente, £661; meters, 
£1,234; freehold site of generating station, £1,780; buildings, 
£8,277 ; trade fixtures, fittings, &c., £100; general stores and other 
property, £4,023; goodwill, £12,000; investments in shares, 
Åc., £284; good book debts, £1,473; and bad debts, £357. 
The account with the  contributoriee, however, disdloses a 
deficiency of £10,527, which is accounted for as follows: 
Expenees of carrying on business from January Ist, 1906, to date 
of winding-up order, including interest on debentures, £8,£05— 
£11,560. Losses and depreciation from January 1st, 1906, written 
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off in company’s books, viz., bad debts, £142; preliminary ex- 
penses, £150. Losses end depreciation now written off, vis., loss, 
wiring department, £202; depreciation of undertaking, £20,694 ; 
less estimated value of good will, £12,000 = £8,694. Bad debts, £245; 
preliminary expenses, £893; discount on issue of £19,000 deben- 
tures, £1,900—total, £23,787. Less excess of assets over capital 
and liabilities on December 31st, 1905, £1,742 ; gross profit arising 
from carrying on business from January 1st, 1906, £11,517; 
eo fees, £13,260—deficiency as per statement of affairs, 
£10,527. | 
The following is the text of the Official Receiver's report, vis. :— 
The winding-up order was made June 29th, 1909, on the petition 
of a creditor ed to the Court on June 17th. On the date of 
the winding-wp order, Mr. John Conacher, general manager of the 
company and of the Metropolitan Electric Bupply Co., Ltd., was 
appointed special manager for the Official Receiver. The company 
was promoted by Arthur Locke Radford, John Finnis Stilwell and 
William Frederick Thomas, assisted by Walter Avery Bird, the 
first secretary of the company, and was registered on June 24th, 
1899, as the Uxbridge and District Development Syndicate, Ltd., 
with a nominal capital of £1,000 in shares of £5 each, the intention 
being to apply for a provisional order granting a monopoly for the 
supply of electricity in Uxbridge and the adjoining districts. The 
firet directors were Radford, Stilwell and Thomas, and they, with 
Admiral Lord Jobn Hay, Frank Bailey, James Carr Saunders and 
the Hon. J. B. Lubbock, who represent the Metropolitan Electric 
Supply Co., Ltd., constituted the board at the date of the winding- 
up order. Other directors bave been William Potter, Harold W. 
Oousens, M. Binswanger-Byng, J. O. Callender, W. H. Oripps and F. 
Leverton Harris, who have resigned, and Col. W. G. Renton (deceased). 
The nominal capital was eventually increased to £75,000, divided 
into 10,000 ordinaty and 5,000 6 per cent. cumulative preference 
shares of £5 each. 5,255 ordinary shares, representing £26, 275 
have been allotted, the whole having been subscribed for in cash 
except 45 shares issued as fully paid. No preference shares have 
been issued. A provisional order, which was confirmed by the 
Electric Lighting Orders Confirmation (No. 12) Act, 1900, was 
granted to the company under which it received power to supply 
electricity in Uxbridge and the immediate neighbourhood. The 
area of supply was afterwards extended by further orders. The 
company's name was changed in April, 1901, to the Uxbridge and 
District Electric Supply Co., Ltd.” А prospectus was issued 
on May 30th, 1901, offering 2,650 £5 shares for public sub- 
scription, but only a small number (128) were applied for. The 
original shareholders received £1,000 for waiving the right they 
claimed to convert their holdings into founders’ shares, and the 
money was applied by them in taking up 200 further shares in the 
company. Under an agreement dated March 26th, 1901, the 
General Electric Co. (1900), Ltd., to make advanees from 
time to time to the company not to exceed a total of £20,000, on 
the security of debentures. The agreement provided that orders 
for the plant and works n for the company's undertaking 
should be placed with the General Electric Oo. at rates 
equal to 10 cent. above competition prices. In 
May, 1901, the company acquired a freehold site at Uxbridge, 
and a generating station was built and equipped, and the laying of 
electric mains proceeded with. The approximate length laid is 
high tension 374 miles, and low tension 114 miles. The public 
supply of electricity commenced in May, 1902. The General 
Electric Co. by September, 1904, bad subscribed for a total of 
£20,000 of debentures, and a further £3,900 were taken up by 
directors and the public. The debentures carried interest at a 
minimum rate of 4 per cent., and were exchanged in September, 
1904, for others bearing interest at 5 per cent. The company at the 
same time issued debentures for £3,000 to Callender’s Cable aud 
Courtraction Co., Ltd., in payment of a debt. In May, 1905, the 
General Electric Co. held debentures for £21,600, and also 320 
shares (£1,600), and Callenders held debentures for £3,000 and 730 
sbares (£3,650). By an agreement of May 8th, 1905, in considera- 
tion of the company withdrawing its opposition to a Bill in Parlia- 
ment, the Metropolitan Electric Supply Co., Ltd., agreed, in the 
event of the Bill receiving the Royal Assent, to acquire the interests 
of the General Electric Co. and Callenders, and to take up an 
additional 500 shares in the company. The Metropolitan Co. were 
also to bave a right to nominate directors up to four in number. 
This arrangement was duly carried out in December, 1905, and the 
Metropolitan Co has since taken up further debentures for £19,000, 
viz., first debentures £4,000, and second debentures £15,000, which 
were iesued to them at a discount of 10 per cent. The total deben- 
tures issued by the company amount to £50,000, of which £43,500 
are held by the Metropolitan Co., and £6,500 by the directors and the 
public. The total capital expenditure of the company in connection 
with its undertaking, according to the accounts for the year 1908, was 
£81,358 102. 8d., being £7,183 10s. 8d. in excess of the share and 
debenture capital subscribed. The result of the company’s trading 
(before charging interest on debentures and bills) bas been as 
follows :— 


1901 Vus us СИ Kus . Profit £15 
1902 vis ГАК Po - .. Loss 90 
1903 - wis on ыз .. Profit 687 
1904 9 Vk of on .. do. 1,467 
1905 or eo Ar sigs .. do. 987 
1906 dus vat E e .. do. 1,531 
1907 - is х jos * до. 2,818 
1908 ids : T" P .. до. 2,908 


No dividends have bagn paid. The company was unable to pay 
the interest due on debevtures for the half-year ending December, 
1908, or to meet its other liabilities. Upon the presentation of 
tbe petition to wind-up, the Metropolitan Co. commenced an 


action, and on July 20tb, 1909, the Court appointed the Official 
Receiver as receiver for the debenture-holders. The assets of the 
company, apart from the unexpired term of the provisional orden 
(but including the cost of the provisional order) are valued in the 
statement of affairs at £63,038 16s. 2d. The goodwill, including 
the unexpired term, is included by Radford & Hitchens at £12,000, 
but James Carr Saunders, who concurs in the statement of affairs, 
values the goodwill at £5,000. Unsecured creditors, returned at 
£6,622 4s. 5d., are in respect of electric cable supplied, £5,860; 
bank overdraft paid off by directors, £558; goods sold and work 
done, £182; insurance, £22—total, £6,622. Preferential creditors 
returned at £89 8s. 6d. are for rates, salaries and wages. The 
failure of the company is attributed by the directors to want of 
working capital, and to less of business caused by the closing down 
of customers’ works. | 

As a result of the statutory first meetings of creditors and con- 
tributories, beld on Jaly 29th, 1909, the Official Receiver remains 
the liquidator of the company with a committee of inspection. 

CyrAmTvHA PusLISHING Oo., Lrp.—This company is winding up 
voluntarily, as 16 cannot by reason of its liabilities continue the 
business, with Messrs. A. G. Wright and J. Strahan Smith, 166, 
Queen Victoria Street, E.O., as liquidators. 

PooLB anD District FEingoTRIC Traction Oo., Lrp.—A meeting 
is to be held at Electrical Federation Offices, Kingsway, W.C., on 
October 11th, to hear an account of the winding up from the 
liquidators, Messrs. E. Garcke and W. F. Оох. 

INTERNATIONAL 'Тюглавовіртов Syxpicatrs, Lrp.—A meeting 
is to be held at Norfolk House, Strand, W.O., on October 14th, to 
hear an account of the winding up from the liquidator, Mr. B. H. 


Hoare. . 


Premier Accumulators.—THE PREMIER Асси. 
LATOR Co., have recently completed an extension to their works to 
cope with increasing business. They have recently secured orders 
for 56 lighting type cells for Lord Rosebery, 55 lighting type cells 
for Lord Fitswilliam, a lighting battery of 56 cells for Melbourne, 
and another lighting type battery for India, together with 26 
cells in lead-lined wood boxes and automatic reversible booster 
and switchgear for the Wallasey U D.C. with 10 уел 
maintenance. ' 


Bravo, Callender!—The two following interesting 
items of Continental information have reached us this week:— 
„There was keen international competition for the contract for the 
supply and laying of the mains required in connection with the 
electric lighting and power installation at the Harbour at Ой, 
tenders being received from British, German and Belgian concent. 
The contract was divided into two lots. For one of them the 
CALLENDEB'S CABLE AND Оомѕтвостох Co., LTD., of London, 
succeeded in submitting the lowest offer; for the second lot their 
quotation bipes. ч her than that of the Land und Be 
Kabelwerke schaft, of Cologne.” 

“А dozen firms submitted tenders to the Société Nationale des 
Ohemins de Fer Vicinaux for the supply and installation of th 
vnderground continuous-current feeders required for the Brus 
Dilbock electric railway. No fewer than nine German concern 
one Austrian, one „and one British, competed for the com 
tract, the lowest offer being that of Callender's Cable and (oz 
struction Co., Ltd., London.” 


LIGHTING and POWER NOTES. 


Aberdeen.— Legal action has been taken by the Electrical 
Contractors’ Association of Great Britain under the Electric Light 
ing Act of 1905 in regard to the new works at the City Ho! 
The Association complain of the Corporation executing work 0 
consumer's side of the meter. The point will shortly come before 


the Courts. 
Accrington.—At the T.O. meeting last week АЙ. 


Higham, chairman of the Electricity Committee, referred to the 
success which had attended the electrical exhibition in the Tow" 
Hall. Some 13,250 persons bad paid for admission up to J» 
and the total receipts amounted to £110. No doubt it would met? 
some loss to the Corporation, but the increased use of elec 
energy would repay them for their trouble and expense. 


Acton.—The Council decided in May last that the price of 
electricity for lighting should be 7d. per unit to consumers on 
wiring installations, and 6d. per unit to all other consumers. Pun 
week a meeting of the Council was held to consider applications nit 
shopkeepers to be supplied at a special rate. Of the 581,809 9 pn 
consumed last year, it was mentioned that 145,138 units ny 
gumed by shopkeepers, factories, and places of worship. ber Ich 
it was resolved, by four votes to three, that after fiat. raté 
shopkeepers (including factories), should be charged on а 
of 5d. per unit. 


Amble.— At a meeting of the U.D.C. on the 8th inst. the 
question of lighting the town by electricity was farther, са 
sidered. A vote of ratepayers had been taken, and the тей, 3d 
that nearly two to one voted in favour of electricity. hene, 
decided to employ an expert to examine and report on the * 
and then a further vote will be taken. 


— 
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Barrow-in-Furness. — The re of the electrical 
engineer for the year ending 1909 shows that 1,057,330 unite were 
sold, an increase of 10,000 units.on the previous 12 months, and 
that the maximum load fell somewhat to 884 kw. "The equivalent 
of 78,119 8-c.P. lamps was connected, and this included 152 motors 
of 1,004 H.P., the apparatus on hire including 14 motors, 29 radia- 
tors, 52 irons, 9 water heaters, 23 kettles, and 5 arc lamps. 
Although there was a considerably.reduced output for both lighting 
and tramways, the new connections in lamps, or their equivalent, 
were much above the average. 


Bexhill.—The L.G.B. has sanctioned the Council's 
application for a loan of £2,120 for condensing plant, cooling tower, 
., so far as it relates to borrowing £1,990, to be repaid within 
21 years. The board bas deducted sums amounting to £130 in 
respect of outstanding work. 

Another application is to be made for a loan of £197 for small 

ons, 


Bray.—At the meeting of the Urban Council last week: 
a report from the Electric Lighting Committee wss read, from 
which it appear 
formally apply for a loan of £1,000, sanction to substitute a 50 -H. p. 
Diesel oil engine for the gas engine, and instructions to the engi- 
neer to prepare specifications, &c. Mr. Bradshaw explained that 
the £1,000 was not an extra loan. It had been already rip 
bat they wanted to utilise it ina more beneficial way, and it was 
necessary to get the formal sanction of the L.G.B. The report was 
adopted. 


Canada.—The fight between the electrical interests and 
the Hydro-Electric Commission, has reached almost a final stage, 
Major J. A. Murray, of Toronto. having issued a writ which is based 
on the original rights of the Ontario Power Co, and the Ontario 
Government, as regards the use of Niagara water. Major Murray 
seeks an injunction to prevent the expenditure of money on the 
scheme, and the pledging of the credit of the province of Ontario 
and Toronto municipal corporation in carrying out the contract to 
purchase electrical energy developed from the Niagara River, on 
the ground that the water is withia the exclusive control and jaris- 
diction of the Dominion Government; that its use by the Ontario 
Power Co. is without sanction of the Government, and therefore 
illegal, and that, therefore, the Hydro-Electric Commission, in 
carrying out a contract with the company, is illegally spending 
money and pledging public credit. It is that as the 
Dominion Government rights are involved, the Solicitor-General 
may take action. 


Carlisle,—The Electricity Committee of the T.O. has 
agreed to supply steam to the Baths Committee at 1s. O2d. 
1,000 gallons. It has also been agreed to run an aerial trans 
(estimated to cost £800) to Holme Head, to supply Mesers. 
Ferguson Bros.’ new works, and to lay a feeder from the power 
station (estimated to cost £1,750) to Messrs. Cowans, Sheldon and 
Co.'s works. 


Cowdenbeath (Fife).—At a meeting of the T.O. a 
letter was read from the Fife Electric Power Oo., asking the con- 
sent of the Oouncil to the inclusion of the burgh in the district 
for which the company intends making application for a provisional 
order. The Oorporation means to promote its own order, and 
therefore agreed not to meet the company. 


Darlington.—The T.C. has received from the L.G.B. 
sanction to a loan of £2,187 for the provision of а 500-kw. generat- 
ing set. 

Edinburgh.—The Marine Gardens have recently been 
brought up to date by the outlining of the various buildings with 
electric lamps. Over 10,000 lamps are now in uss, 8,000 additional 
ones having been installed during the past few weeks. 


Hayti.—It. is stated that negotiations are proceeding 
with a Belgian group, which, with the participation of a leading 
German electricity company, proposes to establish electric supply 
works for the cities of Port-au-Prince and Cape Haytien, in the 
West Indies. The Government of Hayti has promised to support 
the scheme. 


India.—The Government of Bengal has approved of the 
agreement entered into between the Maharaja of Mourbbanj and the 
British Westinghouse Co. for the establishment of a plant to utilise 
the water-power of the River Barabolang in the Mourbhanj State 
in the generation of electrical energy for lighting and power 
purposes. 

Lanarkshire.— A new cement manufactory of the 
Coltness Iron Co., Ltd., at Newmains, has recently been started 
for making cement from waste furnace slag. A travelling electric 
crane takes an 8-ton ladle of molten slag from tbe furnace toa 
“tipler,” worked by an electric motor. An serial electrically- 
operated railway conveys the material to the clinker-house ; there- 
after all the processes in the mills are operated by electricity. A 
1,750-H P. gas engine generates energy for the mills at 2,500 volts, 
and utilises the waste gas from the blast furnaces. 
mills in the cement works has a separate motor of 350 E. R. .; and 
а motor of 150 m.H.P. drives all the conveyors, elevators, &c. The 
aerial ropeway is driven by a turbo-generator worked by exhaust 
steam. The feature of this cement factory is that the whole of the 
installation is derived from the waste product of the blast furnace, 
vis., the slag which is converted into Portland cement, and the 

power for driving the machinery which is obtained from waste 
gases and exhaust steam. 


ed that the Committee asked for leave to 


Each pair of 


London.—BrTrHNAL GREEN.—A special meeting of the 
Council is to be convened for the 30th inst., to consider in com- 
mittee the matter of the supply of electricity in the borough. 
Quotations have been sent in from adjoining authorities and com- 
panies, and it was recommended by the committee that negotia- 
tions be opened up with Hackney, but this recommendation was 
not agreed to by the Council at the meeting on July 15th. 

An electrical exhibition which is being promoted by the Shore- 
ditch, Hackney and Stepney B. Cs. is to be held at the Pitfleld 
Street Baths, Shoreditch, from October 18th to 30th. 


Long Eaton.—At a meeting of the U.D.C. on Monday 
night the engineer reported an increase of 36,285 unite, 
or 47 per cent. generated. It was recommended that the 
discount on the quarterly accounts for payment within one 
month from date of demand be increased as follows: —5 per cent. 
on accounts under £26 ; 74 percent. on £25 and under £50; £10 per 
cent. on £50 and under £75; 124 per cent. on £75 and under £100 ; 
and 15 per cent. on £100 and upwards. After some discussion this 
was agreed to. | 


Melbourne.—The P.C. has accepted the tender of the 
Midland Machine Trust Co., Ltd., for current for 26 tantalum 
Јаше a! 15s. each for the lighting season, and for arc lamps at 

eac 


Newcastle (Со. Bown).—At the monthly meeting of 
the Urban Council, held on the 6th inst., Mesars. J. W. Fraser and 
Oo., Lewisham, gave notice that they were applying to the B. of T. 
for a provisional order for electric lighting. The Council decided 
to ask for further particulars as to the proposals. 


Peterborough.—The T.C. has offered to supply energy 
to the cable company which contemplates having works at Wood- 
stone, at 104. per unit up to 750,000 units per annum, and 1d. per 
unit beyond. The company undertakes to consume at least 
500,000 units per quarter, and it is estimated that the cost of 


additional plant, &c., to cope with the supply will be £13,875. 


Stretford.—The Electricity and Tramway Committee 
having failed to come to an agreement with the Manchester Cor- 
poration as to the price of electricity supply for increased tramway 
service, consequent on the opening of the United’s football ground, 
the Committee bas decided to place the matter before the L.G.B., 
with a request that an arbitrator should be appointed. Instead 
of going to the heavy cost of extending its own electricity works 
for the purpose of providing the necessary energy for the increased 
traffic, the Stretford authority desires to obtain the power from the 
Manchester Corporation, which bas fixed the price at 1d. per unit 
for traction consumption, subject to an adjustment in respect of 
жок coal, this arrangement to remain in force until March 

8 9 LJ 


Uruguay.—The municipal authorities of Carmelo and 
Villa del Rosario have recently decided on the establishment of 
oentral electrio lighting stations in their respective towns. 


Watford.—Relying on the passing of the E.L. Amend- 
ments Act in Parliament, the U.D.O. has decided to delete 
from its Bill, Olause 36, which seeks to give the Council power to 
supply fittings, ёо. | 


Worcester.—The Т.О. has decided to replace 78 gas 
lamps and three small lamps, giving from 3,000 to 3,500 c.»., in 
Barbourne, London, and Bath Roads, with 12 arc lamps and 57 
Oram lamps, giving 13,530 ОР., at а cost of £250 per annum, 
against £229 4s. 6d. for gas. 

It is proposed to apply to the L.G.B. for sanction to a loan of 
£656 for coal storage and handling plant at the Hylton Road 
electricity works. It was agreed, however, to repay the amount 
out of revenue in flve years. 


Worthing.—The L.G.B. having deducted £887 in 
respect of meters from a loan applied for, the T.O. has asked that 
the present application be acceded to as, owing to previous loans 
for meters having been obtained, money bas been expended on 
account. The Council has made arrangements to meet the cost of 
meters out of revenue account in future. The other part of the 
loan applied for, £2,300 for mains and £1,250 for house services, 
bas been sanctioned. 


Yarmouth.—At a meeting of the T.O. on Tuesday, a 
letter was read from the L.G.B. with reference to the application 
of the Oouncil for sanction to borrow £2,000 in respect to the 
alteration of the system of public lighting in the borough from gas 
to electricity in certain streets, stating it was not the practice of the 
Board to sazction loans for undefined expenditure in public lighting, 
and it was not satisfied that the subetitution of electricity for 
gas would result in any economy or improved lighting. 


TRAMWAY and RAILWAY NOTES. 


Argentine.—It was recently announced that the firm of 
Th. Bracht & Co., of Antwerp and Buenos Ayres, had applied to 
Congress for a concession for the construction of an underground 
electric railway in Buenos Ayres. It is now stated in this con- 
nection that the firm in question is acting in conjunction with the 
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Banque de Reports, de Depdts et Fonds Publics of Antwerp, and 
the Union Anversoise de Tramways et Enterprises Edectriques, 
A similar offer had previouely been made by the Western Railway, 
and now Ricardo R. Lédola is seeking for a concession on behalf 
of the contractors for the Peris Metropolitan Railway. It is said 
that the city of Buenos Ayres appears to desire to arrive ata 
speedy solution of the question mainly in consequence of the large 
amount of traffic. 


Ayr.—Mr. Wm. Grant, the general manager, in the 
conrse of his annual report on the working of the Ayr Corporation 
Tramways, states that the total revenue for the year wae £15,081, 
compared with £15,322 in the preceding 12 months. The traffic 
receipts amounted to £14,444—a decrease of £312. The receipts 
per car-mile worked out at 8:574, as compared with 9°13d. for last 
year. The number of passengers carried was 3,610,537, a decrease 
of 49,501. Ofthe reccipts 29 49 per cent. were from 4d. fares, 17°27 
from 1d. fares, and 24 41 from 2d. fares. The surplus for the year, 
£62, was carried to the burgh general assessment. The capital 
expenditure now stands at £82,169, tbe depreciation and renewals 
fund amounts to £13,110, and in addition, there is a reserve fund of 
£5,000. 


Brentford.— At the last meeting of the Guardians it was 
reported that the bill of costs of the London United Tramways Co. 
with regard to its appeal against the assessment of its property in 
the Union was £6,699. This had been reduced on taxation to 
£3,832, and the Guardians made an order for the payment of this 
sum. 


Continental Notes.—SPaIN.—AÀ concession for the 
construction and working of an electric tramway in the city of Vigo 
and suburbs bas been applied for. The Direccion General de Obas 
Publicas, Madrid, invitea tenders until November 3rd, for the 
construction and working of an electric tramway to run from Calle 
de Villanova to Calle de Wad-Ras, in Barcelona. An application 
respecting this concession has already been submitted by the 
Sociedad Anonima Tranvias de Barcelona á San Andrés y Exten- 
ones, who have certain preferential rights in the competition. Don 
Carics E. Montarés has been granted а concession for the const ruc- 
ticn and working of the Metropolitsn Electric Railway at Valvidrera. 
It appears that the work will involve the boring of a tunnel. Two 
years are allowed for the completion of the work, excluding tunnal 
operations.— Board of Trade Journal. 

AUSTBIA-HuNGaBY.—The district authorities of Hobenfurt have 
arranged to construct as soon эв possible an electric railway from 
Zartlesdorf to Lippnerschwebe. The cost of construction is assessed 
at 3,000,000 kronen (£125,000), to cover two-thirdsof which it is 
proposed to issue a loan. 

Russia (Sr. Ритевввова).—А further stage has been reached in 
connection with the tramway question in the Russian capital, inas- 
much as a St, Petersburg correspondert states that according to 
the scbeme placed before the Municipal Council by the Tramwsy 
Committee, it seems almost impossible that the Council will enter- 
tain the offers made by private companies to construct and work 
the lines of second-class of a total length of 64 versts. The total 
cost of construction is estimated at £4,200,000, the annual receipts 
at £1,430,000 and the working expenses at £330,C00. The interest 
service of the proposed lcan, including redemption, would require 
£288,700, and the renewal fund would need £84,000, so that the 
profit surplus of £600,000 would be reduced to £227,300 per annum, 
which, in the opinion of the Committee, would allow of the 
payment of a dividend at the rate of 44 per cent. on the ordinary 
capital expenditure. 

BAvARIA.— The Bavarian State Railway authorities have decided 
to convert the railway between Salzburg, Reichenall and Bercht- 
gesgaden to electric traction. In connection with the scheme, a 
large electric power generating station is to be established at 
Ribling. 

Franca —The railways radiating from Paris to Versailles, St. 
Germain, and Argenteuil are to be electrified at a cost of £6,000,000. 
The work is to be completed in 10 years. 

GEBManY.—The Prussian State railway authorities have placed a 
new order for the delivery of 33 storage battery motor coaches fcr 
use on various sections of the railways, which are already equipped 
with 62 accumulator cars. It was stated that as a result of the 
practical working of the latter they have been found free from 
objection, and that passengers give a preference to travelling in 
them. In addition to this type of self-contained coach, the rail- 
way authorities bave in operation some steam motor coaches of а 
special kind, as well as a petrol-electric coach. If the latter two 
classes should prove to be reliable, they would probably only be 
extended where the storeve battery cars are not applicable on 
account of the limited distance which they are able to cover without 
the necessity of re-charging the batteries. 


Glasgow.—The Tramways Committee recently reccm- 
mended that an experimental direct service of cars should be given 
between Townbead and the West-end of the city for four monthe. 
In the course of the discussion in the Т.С, it was pointed out tbat. 
eeveral new cross routes were working at a loss, віх of them 
accounting for a deficit uf £17,500. In the end the recommenda- 
tion was disapproved. 


Immingham.— The Grimsby R. D. C. has passed the plans 
of a lipht railway, to be worked by electricity, between the new 


deep water dock at Immingham and Grimaby. The echeme will 
be completed in Januarv next. 


Londen.— Lt.-Ccl. Druitt’s report, on behalf of tbe 
D. of T., in connection with the collision which occurred at Moor- 
gate Street Metropolitan Station on August 6th, which was recently 


issued, shows that the accident was due to the failure of an auto- 
matic signal to return to the danger position, behind & train which 
occupied the track section in the station. The Johnson All-electric 
Automatic system has recently been installed, and Mr. H. G. Brown, 
chief engineer to the Bignal Co., suggests, in his evidence, that the 
probable cause of the signal remaining in the clear position was an 
accumulation of sediment in the oil, which caused the release valve 
(in the operating oil cylinder on the signal) to stick, and so prevented 
the signal going to danger when the magnet controlling tbe release 
valve was de-energised by the track circuit being interrupted. The 
release valve is to be re-designed. | 

The L.C.C. tramway route from Holborn to Hampstead, via 
Camden Town, was opened throughout for traffic on Friday last. 

Tre Willesden U.D.O. has decided te oppose the joint scheme of 
the L.O.C. and Middlesex С.С. for a tramway from Marble Arch to 
Cricklewood unless certain road-widening is agreed to. 


Pudsey.—On Wednesday last week, owing to the failure 


of the brakes on a car which was running round a curve, the car 


.jumped the track and ran into some shop fronts; one passenger 


was injured. 


South Africa.—The East London T.C. (Cape Colony) 


has resolved to lay a new tramway at an estimated cost of £8,500.— 
Commerctal Intelligence. 


South Shields.—The Tramways Committee suggests 
making an experiment with regard to the fares on the market 
place and seaside line, which is regarded as the most unremunera- 
tive part of the system. There are no halfpenny fares in the 
town, but the Oommittee proposes to introduce a system of penny 
return tickets on tbe section named during a trial period of 12 
months. 


Wolverhampton.—The Lea Road section of the Cor- 
poration tramways was completed at the beginning of last week, a 
trial run took place on Wednesday, and the line was opened for 
traffic on Friday afternoon, and has since been well patronised. 
Provisional permiesion was given by the Board of Tradeto open the 
line prior to the official inspection on condition that the Corporation 
took all rieks; the insurance company interested also gave their 
sanction tc running the cars for traffic, and the Tramway Com- 
mittee decided, therefore, to commence operations at once. This 
section completes the whole of the lines now proposed to be laid 
down by the Corporation, though another tramway is very much 
needed in the direction of Stafford New Village and Fallings Park 
Garden City, which are becoming densely populated. The con- 
tractor for the Lea Road line, it may be mentioned, was Mr. 
Trentham, of Handsworth and Smethwick, and he has done his work 
well, 


TELEGRAPH and TELEPHONE NOTES. 


Argentine Cables.—It is understocd that the River 
Plate Telegraph Co. has made an offer to the Argentine Government 
to lay free of cost a cable between Buenos Ayres and Europe via 
Tristan da Cunha. The Western Telegraph Co. and its associates 
appear to be determined to meet any possible opposition or com- 
petition by the German cable scheme in a workmanlike and effective 
manner. An American contemporary states that the Western 
Telegraph Co.’s contract with the Argentine Government for the 
laying of a cable between Buenos Ayres and Ascension provides 
that if within a period of 25 years from the date of the completion 
of the agreement any company should make proposals to the 
Government, which would appear advantageous to the latter, for 
the laying of a new submarine cable between the Argentine Re- 
public and another country, preference will be given under the 
same conditions to the Western Co. The agreement provides for 
а monopoly in official messages ond all unrouted traffic collected 
by the Government telegraph offices. The agreement aleo accords 
freedom from all import duties and taxes for 25 years. The com- 
pany in return for these privileges reduces rates on messages via 
Brazil by 15 centavos per word. 


Cable Interruptions and Repairs :— 


Interrupted. Repaired. 
Tangier-Cadiz EN „ es May 19, 1909 
Pourane-Amoy T os .. June 17, 1909 
Assaub-Perim . ae .. July 8, 1909 
Gibraltar-langier .. . Aug. 7, 1909  Beptember 10 


. Avg. 90, 1909 
24 .. Sept. 2, 1909 

Ihe German Cable to Brazil.— The section of the 
cable between Emden-Borkum and Teneriffe, as previoualy 
announced, was recently completed and was opened for traffic on 
August 26th. It belopgs to the German South American Telegraph 
Co., of Cologne, which was formed in August, 1908, to establish a 
connection with Brazil. The laying of the land cable was 


Dakar.Conakry 23 
Balikpapan-Kwandang 


` commenced in the following month, and the length to Borkum was 


completed at the end of November. The marine cable to the end 
of the canal at Emden was finished in June of the present year, 
whilst the cable to Teneriffe, of a length of 1,698 miles, was started 
cn July 26th by the cable steamer “7, phan, the work having been 
carried out by the Norddeutsche See kabelwerke, of Nordenham. 
The station at Teneriffe is located at Santa Cruz and the staff is 
composed of Germans. It i8 probable that the continuation of the 
cable to Brazil will not take place before the beginning ofinéxt year. 
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It has not yet been decided whether the direct route to Pernambuco 
will be chosen or whether an intermediate landing will be effected 
at Monrovia in Liberia, the latter way being about 1,000 nautical 
miles longer and consequently necessitating greater expenditure. 
But agin any casea connection is to be established with West 
Africa the latter route will, perhaps, be given the preference. In 
this event a branch cable would bs laid tothe German colonies of 
Togo, the Cameroons and South-West Africa, by means of which 
German communication with Africa would be completely indepen- 
dent of British cables. It is also calculated that Portugal and the 
State of Congo would utilise the cable, as they have, it is said, 
manifested great interest in an improvement of the present cable 
connections. By means cf a direct cable between Emden and 
Pernambuco, it will be possible to reduce the charge by 6d. per 
word, Efforts are already being made in Brazil to extend the cable 
from Pernambuco to Buenos Ayres, which prolongation ia deemed 
to be necessary in German interests. The subsidy granted by 
Germany bas been so arranged that interest on the working capital 
will not only be paid but the capital will aleo be redeemed. The 
completion of the Teneriffe cable has increased the total length of 
German transmarine cables to about 17,980 miles. 


Glasgow.—A new central telephone exchange is being 
constructed at the Waterloo Street branch of the Post Office on the 
common-battery system. This exchange will have provision for 
10,600 subscribers, and is expected to be ready about the end of 
this year. 


High-Speed Wireless Telegraphy.— On Saturday and 
Monday last an interesting demonstration of the Poulsen system 
of wireless telegraphy took place at the Cullercoats station. 
As our readers are aware, this station was erected by the 
Amalgamated Radio-Telegraphic Co. to test on a working scale the 
Poulsen system of telegrapbing with undamped waves, the corres- 
ponding stations being at Esbjerg and Lyngby, in Denmark; the 
latter station was in communication with Cullercoats last week-end, 
over a distance of 600 miles, the sending power being 3 or 4 xw. 
We рате a description of the ordinary Poulsen equipment of the 
Cullercoats station in our issue of July 9th last, in the form 
of an abstract of a paper read before the Institution of Elec- 
trical Engineers at Neweastle by the engineer in charge of the 
station, Mr. A. S. M. Sörensen. The Poulsen arc takes from 7 to 10 
amperes at 340 volta from the town maine, and generates oscilla- 
tions having a frequency of nearly 200,000 cycles per second, the 
current to the antenna being about 9 amperes, and the wave length 
about 1,800 metres. The antenna is coupled direct to the sending 
circuit, and the transmission is effected by short-circuiting a few 
turns of inductance in the circuit, thus changing the wave length 
slightly, the sparking at the'key being insignificant and almost 
noiseless. Signalling over a distance of 400 miles has been accom- 
plished with as little as 200 watts. Receiving is effected in 
ordinary working with a telephone connected to the Poulsen 
" ticker," which allows the waves to accumulate by resonance in 


the secondary circuit, and intermittently discharges the stored energy 


through the telephone, no coherer or detector being required and 
very loose coupling being employed, to that the tuning is very 
exact. For the high-speed transmission an automatic sender 18 
used, with pu tape as in the Wheatetone system ; tbe only 
example of this sender as yet in use is set up at 
Lyngby. The receiver consists of a photographic recorder 
embodying the Edelmann string galvanometer and a crystal 
rectifier, consisting of particles of galena and tellurium iu contact, 
which permit the waves to pass in one direction only. This is in 
series with the string galvanometer ahd the receiving circuit. A 
shadow of the “string "—2an excessively thin gold wire stretched in 
a strong magnetic field—is projected by a Nernet lamp and lenses 
on а slit in front of a sensitised paper tape, which passes from the 
slit through developing and fixing baths, the apparatus being 
driven by & small motor provided with an eddy-current brake to 
ensure steady running. The vibrations of the “string” cause its 
shadow, projected on the paper, to produce a trace resembling 
somewhat the record of a siphon recorder, extremely clear and 

to reed. With this apparatus signals were received at speeds 
of 50 and 100 words per minute with satisfactory results. The 
power employed was 7 or 8 kw. at Lyngby. It is anticipated that 
when the trans-Atlantic stations are completed—one of which is 
partly erected in Ireland—it will be possible to send 50 words a 
minute and to record the messages received, with a sending power 
of 100 m.r. The speed from Lyngby has reached 125 words per 
minute, or five times the speed claimed for hand-operated wireless 
transmission up to the present. 

For ordinary commercial messages to sbips the De Forest spark 
system is used at Cullercoate, with the electrolytic detector, and 
a wave-length of 600 metres. A new experimental wireless 
station has recently been erected at the Armstrong College, New- 
castle-on-Tyne, and equipped with the Poulsen apparatus, so that 
communication can be carried or with the Cullercoats station; the 
Poulsen system is particularly well adapted for wireless tele- 
phony, and experimental work in this and other directions will be 
carried on between the two Tyneside installations. 


Norway.—The telegraphic system іп 1907-8 increased 
over the previous year by 232 km. of line, and 727 km. of wire, 
to 10,469 and 20,689 km. respectively; while the increase of the 
telephone system was 345 km. of line, and 3,327 km. of wire, to 
5,596 and 96,779 km. respectively. In the above year there were 
969 offices in Norway, an increase of 53 on the previous year; and 
the telephone subscribers increased from 17,453 to 18,602, but the 
majority of these were located in Christiania. The service was 
worked by 1,987 permanent employés, while 3,318 temporary 


employés were also engaged. The telegraphic traffic was 2,819,657 
messages, an increase of 8'1 percent. on the year 1906-7. Only 529 
complaints of errors in transmission were made. .The number of 
telephonic conversations increased from 49,086,660 to 52,476,527, 
and the total telegraphic and telephonic receipts amounted to 
5,679,356 fr. The expenses of both systems amounted to 


3,995,158 fr.—Journal Télégrophique. 


Pacific Cable,—The report of the Cable Board for the 
year ending March 31st last shows that the traffic receipts for the 
year were £114,825, less the Atlantic Oompanies’ charges, £3,763 
the net receipts amounted to £113,093. Deducting the expenditure 
a balance of £16 657 was left, which was applied to the reduction 
of the amount (£77,544) due for interest and sinking fund, leaving 
£60,888 to be subscribed by the Governments concerned, as com- 
pared with £62,362 for the previous year. The traffic receipts 
showed an increase of £1,425, and the total receipts an increase of 
£2,933, while the expenditare increased by £1,458, due to the 
normal increase of salaries and to the fact that almost all the staff 
became entitled to long leave. The renewal fund stood at 
£192,595; with interest on investments (£7,000) and appropriation 
from revenue (£30,000), the fund is growing at the rate of £37,000 
a year. Serious interruptions occurred on the Canadian landlines 
and one of the Australian landlines. The speed of the duplex 
transmission on the Bamfield-Fanning section has been increased to 
90-97 letters a minute, whereas it was originally anticipated that 
the practical working speed would not exceed 65 letters ; as this 
is the slowest section, the capacity of the whole system is corres- 
pondingly improved. The cable bas given no trouble. The 
messages last year numbered 232,304 ordinary, 9,086 Government, 
and 2,532 Press messages, the total being 243,922, as against 
249,590 in the preceding year. The total capital expenditure was 
increased by less than £500 during the year, to £1,999,100. 


South Africa.—NATAL.— The annual report for the past 
year of the Natal Telegraph Department has just been issued, and 
shows that the telegraph receipts for the year ended June 80th, 
1908, amounted to £49,404, as compared with £45,623 for the pre- 
vious year, being a decrease of £3,219. During the year ended 
December 31st, 1908, the number of telegrams passed over the 
department’s lines were 1,518,148, as compared with 1,579,061 for 
the previous year. Three additional offices were opened during 
the year, the total now being 212. The telephone receipts totalled 
£9,587, as compared with £4,682 fcr the previous year; the trunk 
revenue shows a steady increase, accounted for iu great measure by 
the adoption of the 1s. 6d. uniform rate for three minutes’ 
conversation. | 

TransvaaL.—A heavy snowfall on August 17th did much damage 
to telegraph lines. Natal was cut off from Johannesburg, and one of 


. the Cape lines, through Kimberley, via Bloemfontein, had to be used 


for communication with Natal. 


Switzerland.—A new telephone line to the summit of 
Mont Rosa was inaugurated Jast week. It places the Observatory, 
at a height of about 15,000 ft., in communication with the tele- 
phonic exchanges in the Aosta Valley. 


Underground Wires.—The Postmaster-General, says 
the Times, has decided to proceed at once with the work of placing 
the Post Office telegraph wires underground between Chatham and 
Dover. The telegraph wires between Chatham and London are 
already underground. 


United States.—It is reported by a correspondent of 
the Financial News that the American Telephone and Telegraph 
Co. i8 negotiating to purchase the control of the Western Union 
Telegraph Co., which has hitherto worked in conjunction with the 
Anglo-American Telegraph Co. If the deal is effected, it is sug- 
gested, the Western Union traffic will be diverted to the Com- 
mercial Cable Co., both of these being Mackay companies, and the 
Anglo-American Co.'s traffic will be confined to New York. 


Wireless Telegraphy.—It is reported that the German 
Colonial Office authorities are negotiating with the Telefunken 
Gesellschaft with a view to the establishment of means of com- 
munication by wireless telegraphy between Berlin and German 
colonies. It is proposed, in the first place, to raise the height of the 
Nauen station by about 160 ft., and experiments are to be made 
this year between tbis ststion and a ship proceeding to the 
Oameroons. If it is found possible to effect a connection between 
Nauen and the coast of the Cameroons, it is intended to link 
together the remaining German colonies in Africa eo that they 
will be able to communicate with the Fatherland by way of the 
Cameroons. | 

An official from Marconi's Wireless Marine Communication Co. is 
in Durban with the object of making experiments with a view to 
the establishment of a wireless telegraphic service between South 
Africa and this country. According to the Standard, this is part of 
a scheme which the company are endeavouring to execute as quickly 
as possible—tbat of establishing wireless telegraph stations 
between the Home country and all her colonies, The idea is to 
establish stations at distances of about 2,000 miles apart, for the 
purpose of transmission. The total cost of linking up the Empire 
by wireless, involving tbe erection of 24 stations, will be about 
£1,320,000. Each station will cost £55,000 in outlay, and £10,000 
yearly for upkeep. The estimated income per station per ycar is 
£22,500, or a total of £540,000 yearly, which provides for a haud- 
some profit. 

A wireless telegraph station is being erected close to the sea at 
Simon’s Town. 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— VIorOnIA.— 100, O00 porcelain insulators for 
the P.M.G. See “Official Notices” September 10tb. 

Telegraph and telephone material for the P.M.G., Melbourne, 
Bee “ Official Notices” September 10th. 

Common battery switchboard for the North Sydney Telephone 
Exchange. See Official Notices" September 10th. 

SvpwzY.—The Australian Postmaster-General has ordered cables 
and wires to be obtained by tender to the value of over £17,500, 
within the current financial year.— Com mercial Intelligence. 


Belgium.—September 28th. La Socicté Nationale des 
Chemins de Fer Vicinaux of Brussels (14 Rue de la Science) are 
inviting tenders for the supply and erection of the overhead equip- 
ment for the Anderlues-Lobbes section of the Carnieres-Thuin 
electric railway. 


November 6th. The municipal authorities of the town of Tongres - 


are inviting tenders for the extension of the central electric 
lighting station. Plans and specifications can be obtained from 
the Hotel de Ville on payment of 8 francs. 


Bristol.—September21st. E. L. installation at Alexandra 
Park Schools, Fisbponds, for the T.O. (deposit £2 25); Rodway 
and Dening, architects, Gaunt House, Orchard Street, Bristol. 


Burnley.—September 20th. The Guardians are inviting 
tenders for electrical supplies to the workhouse. Particulars from 
the Clerk, to whom tenders must be sent by the 20th inst. 


Canada.—TonRoNTo.— October 14th. A New York 
Exchange says that the city of Toronto is inviting tenders for four 
1,500-н.р. synchronous motors, two 1,500-H P. induction motors, 
four 500-н.р. induction motors and two 225-H. . synchronous 
motors, with exciters, switchboards and connections; also for a 
number of large-sized turbine pumps, piping, valves, &c. 


Corea.—It is reported that the Japanese authorities have 
decided to construct new telephone lines in Corea to the length of 
500 miles, at a cost of 70,000 yen (about £7,150).—B. of T. Journal. 


Dudley.—September 28th. Electrical fittings for six 
months, for the B.G. С. W. Ooster, clerk, Union Offices, Dudley. 


Epsom.— September 25th. 850 tons washed nuts for the 
U.D.C. electricity works, Engineer, Mr. A. C. Gilling. 


Fulham.— September 22nd. 
the Corporation. See Official Notices September 10th. 


Glasgow.— One electric passenger lift and three electric 
book lifts for the new Mitchell Library. Specifications and forms 
of tender from Mr. W. B. Whitie, 219, St. Vincent Street. 


Isle of Thanet.—Stores for the Isle of Thanet Electric 
Sega and Lighting Co., Ltd. See “ Official Notices” Septem- 


London .—L.C.C.—September 21st. Two 500-Kw. and 
150-kw. motor-generators, slso high and low-tension switchgear, 
for sub-stations ; steam and other piping, valves, &c., for Greenwish 
generating station. See Official Notices” August 27th. 


Manchester.—September 21st. Steel girder tramway 
rails, for the T.C. (deposit, £1 18.). J. M. M'Elroy, general manager 
of the tramways, 55, Piccadilly. 


Oulton Broad.—The U.D.C. invites applications from 


those willing to carry out its E.L, order. See Official Notices” 
September 10th. 


Walthamstow.—September 24th. 695 yd. of feeder 
cable for the U.D.C. See “ Official Notices " to-day. 


Yarmouth.—TheT.C. has instructed its electrica engineer 
to advertise for 2,000 tons of Derbyshire fine slack coal for tbe 
mechanical stokers. He was also authorised to order a quantity 
not exceeding 700 tons of Bcotch anthracite nut coal at 9s. 3d. per 
ton from Messre. W. Cory & Son, Ltd. 


York.—September 24th. Traction switchboard for the 
Electricity Department. See Official Notices“ to-day. 


CLOSED. 


Admiralty.— We are informed that the British Electric 
Calibrated Fase Co., of Harpenden, have received the Admiralty 
contract for all fuses, from 3 to 30 amps., required up to 
December 31st, 1911. 


Australia.—According to a contemporary the P.M.G. 
has ordered telegraphic materials, &c., costing £983, from Messrs, 
Johnson & Phillips Ltd. 


150 electricity meters for . 


Belgium.—Five concerns submitted tenders for the 
supply and installation of the overhead equipment of the 
Anderlues section of the new electric railway which is being built 
by the Société Nationale des Chemins de Fer Vicinaux, of Brussels. 
The lowest was that of Messrs. R. Henin & Co,, of La Louviere. 

La Société des Houilleres Unies, of Charleroi, bas just placed a 
contract with a native concern for the installation of four electric 
winding engines at its collieries. 


Berhill.—The Corporation has accepted the tender of 
Mr. F. A. Greene, for £293, for pipework and valves for new con- 
densing plant at the electric light works. 


Bradford.—The T.C. has accepted the tender of Messrs. 
G. A. Bteinthal & Boydell, Ltd., for motors for the conditioning 
house, at £209. 


Burslem.— The Education Committee has accepted the 
tender of Messrs. Evans & Sons, Burslem, for installing the B.L. at 
Middleport Schools, at £86 15s. 


Cheltenham.—The T.C. has accepted the tender of 
та Heenan & Froude for duplicating the refuse destructor, st 


Edmonton.—The order for 49 a.c. porthole fans for the 
Infirmary has been placed with Messrs. Hogan & Wardrop, of 
London, for their E. M. I. fans. 


Portsmouth.—The Corporstion Telephone Committee 
has accepted the tender of W. T. Henley's Telegraph Works 0o., 
1,500 yd. 24-pair cable, at £54. Other tenders were:—B. I. and 
H. Cables, Ltd., £56; Electrical Co., Ltd., £72; Western Electric 
Oo., £76. 

The E.L. Committee has accepted the tender of the Britis 
Wettinghouse Co. for six feeder panels, at £168, The firm of Siemens 
Bros quoted the same figure, and the other tenders were :—B.T.-H. 
Co., £341; Dick, Kerr & Co, Ltd., £349. The tender of the 
B. I. & Н. Cables, Ltd., for two feeder pillars, at £59, was also 
accepted. 


Stockport.—The Governorsof the Infirmary have accepted 
the tender of Messrs. Turner & Atherton, of Stockport, for the 
erection of an electric hoist, and the fitting up of an X-rays equp- 
ment, 


South America.—Messrs. James Gordon & Co. have 
received an order, from South America, for 1, 200-H. p. water turbines 
with governors, and other accessories. 


Swansea.—The E.L. Committee has accepted the follow- 

ing tenders :— 

Aro lamps.—Veritys, Ltd. 

Cables.—Callender's Cable and Construction Co. 

Aro lamps, pillars, brackets, and raising and lowering gear.—The London 
Electric Firm, from £888 to £886, according to the type of eco (иг 
best suited for use in conjunction with the aro lamps recommen 

Switch pillars and joint boxes.—Lucy & Co., Ltd. 


Worthing.— The T.C. has accepted the tender of the Beck 
Flame Lamp Co, for Beck lamps, at 2688. 


FORTHCOMING EVENTS. 


Junior institution ef Engimeers.—Saturday, September 25th. AtSp.m. Visit 
to the Imperial International Exhibition, Shepherd's Bush. 

Municipal Tramways Asscciation.— Wednesday, September 22nd, to Friday, Бер 
tember Mth. Annual Conference at the County Hall, Spring Gardens, 
London, S. W. See Exec. REV., September 10th, page 425, for tities of 
paper». 


The Electrical Propulsion of Ships.— Mr. W. P. 
Dartnall, whose proposals for the electrical propulsion of steam- 
ships are familiar to our readers, has issued a circular letter pro 
testing against a letter published in the Times Engineering 
Supplement of September 8th, in which a leading member of the 
t claims made for 
electric propulsion.” . 
advocacy of this are well known, and no doubt, like all enthusiast, 
he may paint too rosy a picture at times; but, still, it must not be 
supposed that his propaganda is not well founded. The writer of 
the Times letter himselt—Mr. H. A. Mavor—is the inventor of s 
special system of electrical propulsion, which, we infer from 
letter, is being applied to a ship of over 1,000 H. , and he isa strong 
advocate of electrical driving. А А 

In this connection it is interesting to note that the Institute 10 
Marine Engineers has just awarded Mr. Durtnall the Denny Gol 
Medal for his paper on The Generation and Electrical Transmit- 
sion of Power for Main Marine Propulsion and Speed Regulation, 
read on July 18th, 1908, which was considered the best of the 
papers submitted in competition for the medal during the session 
1908-9. 


Will.—Estate valued at £10,381, with net personality 
£3,253, was, according to the 7'imes, left by the late Mr. G. Ellis, 8 
director of the South London Electric Supply Oorporation, 
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NOTES. 


The Science of Plant Management.—It has been an 
often repeated experience on the part of engineers connected with 
electricity supply undertakings that on approaching a possible con- 
sumer on the question of power he is confronted with the fact that 
the consumer has very little idea of the pros and cons of the 
question of private versus public supply, considered from an 
economic point of view. He is, for example, only too apt to put 
down a negligible amount for depreciation, and to ignore manage- 
ment and operating costs in running the plant. A comparison 
between station prices and private supply prices, therefore, 
becomes unfavourable to the former, and it requires a huge amount 
of persuasion to make the consumer see that such items are not 
fictitious values in the account. A development in the extension 
teaching course of the Columbia University, of New York, indicates, 
to a large extent, the line upon which such faulty reasoning will be 
best corrected, owing to the education of operating engineers, 
building superintendents, engineers’ assistants and others, who have 
so much to say with regard to the plant requirements of any parti- 
cular factory. A course has been arranged upon the subject of plant 
management, and is intended for engineers of the above description 
who already have a good knowledge of. arithmetic and elementary 
physics. By the courtesy of the Columbia University, we are 
enabled to indicate the practical standpoint from which the 
problems of plant management are studied. Starting, first of all, 
with the problem of machinery selection, the layout and installa- 
tion of plant is discuased. Schedules for the identification and 
operation of plant are then elaborated, and the common units for 
measuring plant economy, together with the instruments and 
methods of measurement, are treated. 

A considerable section of the course is devoted to the subject of 
engine-room accounting. In this section it is shown how to con- 
stract records of operation and to compute results from the operat- 
ing data. The systems for filing records for daily comparison and 
reference are explained, while the course includes the question of 
purchase of coal and supplies, payment of labour, store and tool 
room ement, computation of total operating costs per unit 
output, the question of plant depreciation, interest, depreciation 
annuities, computation of actual cost per unit output, arrangement 
of expense and plant efficiency reporta to owners. 

The third important section of the course deals with cost 
analysis and expense control, In this the method of determining 
standard unit coste and the distribution of expense to the various 
systems operated is discussed, together with leakages and direct 
expenses in operation and machinery. The relation between plant 
efficiency and tbe actual cost per unit is also explained. An 
important, and perhaps novel, feature on this side of the Atlantic, 
is the section devoted to industrial betterment methods. There is 
no doubt that this, however, formsa very real factor in the efficient 
working of such pus The training and handling of men, 
apprenticeship and bonus systems for power plants are examined, 
while the means and methods to be taken against accident 
including fire, underwriters’ regulations and liability insurance, 
are discussed. The course finishes with fire protection and appli- 
ances, and fire fighting organisation for individual buildings. 

The course extends over 40 lessons, taken twice a week fora 
peried of 14 hours each, and it will be seen that students who suc- 
саши graduate in а course of this description will have 
attained an intelligent idea, not only of the actual ement 
of plant, but of the economic reasons which underlie the best 
methods of power plant management. It would be a distinct 
boon if such a course could be initiated on practical lines by 
colleges in this country for the benefit of those who do not yet 
understand the essential problems underlying the choice and 


management of power. 


The Industrial Exhibition at Nancy.—Nancy is the 
centre of the great industrial region of France lying along the 
and German frontiers. The exhibition has béen promoted 


by the financial and industrial interests of this district, whose 


products are fully represented ; these form the greater part of the 
exhibits, but interesting examples are not wanting from the ends of 
France and from Germany and Switzerland. 

The Metallurgical Hail is one of the most interesting, and 
impresses on the visitor that French iron and coal are important 
factors in E industry. There are reproductions of galleries 
in the ore mines, with examples of timbering and specimens 
of ore, castings, forgings and rolled products. 

Passing & 24-ft. stetor (by the Société Alsacienne de 
Constructions Mecaniques), one reaches tbe engine room, where are 
installed three large low-speed reciprocating sets of 600 to 1,000 E.P., 
90-100 B. P. u., showing many points of interest in the valve-gear, &c. 
The large stator referred to above is for 1,900 Kw., three-phase, 550 
volte, 50 cycles, 94 вр м. Turbine is represented by two 
turbo-generators of 750 Kw. by the Cie. Générale Blectrique, of 
Nancy, and by the Société Alsacienne ; the latter (a Zoelly turbine) 
runs at 3,000 R. p. M., 50 cycles, generates at 5,000-5,500 volts, and is 
connected through a step-down transformer in parallel with the low- 
speed sets to a system of aluminium mains by the Société Electro- 
Métallurgique Francaise. The engine room is served by a battery 
of boilers of the Mathot Stoft and Garbe types. 

There are further exhibits of turbines by Schneider, of the 
famous Oreusot works (Brown-Boveri-Parsons type) and by the 
Rateau Oo. 

ECC arrangements атаа bolle 
oom superhea arrangem tween er 
and x.P. cylinder, and between E.P. and L.P, cylinder, The super- 
beat can be arranged fo that the steam is dry at the end of each 


sulator by a firm whose speciality is champagn 


expansion without excessive superheating between boiler and н.Р. 
cylinder. These engines are installed by Heinrich Lans & Oo., of 
Mannheim, and are on the Lents system. А 

There is not a single exhibit of the high-speed reciprocating type 
80 much favoured in this country. 

In the electrical section the exhibit of the Société Alsacienne 
makes the best display. A repulsion motor (50 н.Р., 350 volts, 25 
cycles, 500 RB. P. u.), one of 80 for the Railways of the Sud,” may be 
contrasted with a D.o. traction motor of the same output. The 
repulsion motor is 40 per cent. larger than the p.c. machine. 

A vertical booster by the same company occupies about half the 
floor space required for a horizontal position. A green glass in- 
e bottles attracts 
notice by the high voltage—100,000 volts—it is designed for. 
Fabius Henrion, of Nancy, shows an extensive range of electrical 
machinery, and there are many interesting examples of standard 
apparatus by various firms, which cannot here be described in detail, 
but which well merit examination. In the textile section is exhi- 
bited a single-phase commutator motor of variable speed for cotton 
machinery by Messrs. Brown, Boveri. The textile department 
itself is large and important. 

Mention, at least, must be made of the fine exhibit of rolling 
stock and locomotives, one of the latter with a water-tube boiler. 
There is the usual array of lighter attractions and dissipations. 
The whole of the exhibits are housed in graceful white buildings. 
The Exhibition closes next month. 


Electricity in Mines: Questions in the House.— 
In the House of Commons, on September 15th, Mr. Markham asked 
the Sccretary of State for the Home Department what was the 
definition of a completely- enclosed motor in the Home Office rules 
relating to electricity in mines, and whether a flame-proof motor 
not totally enclosed was covered by the definition completely 
enclosed? Mr. Gladstone replied: I am advised that the enclosed 
required by Special Rule 37 is total enclosure, and this, I under- 
stand, is the view generally taken in the industry. The case of a 
“ flame-proof motor not totally enclosed" would not, therefore, be 
& compliance with the rule; but the point has been noticed for 
reference to the committee on the rules which I am about to 
appoint. Mr. Markham: Is the right hon. gentleman aware 
that a member of the committee which drew up these rules stated 
that completely enclosed" meant nothing to the mind of the 
Commissioners more than totally enclosed”? Mr. W. E. Harvey: 
In view of the loss of life which has occurred recently in mines, 
and which is attributed to electricity, I wish to know if the Govern- 
ment are prepared to undertake some experiments with regard to 
electricity in mines.* Mr. Gladstone: As I have already stated, I 
am about to appoint a committee, and it is extremely probable 
that the committee will extend its inquiries to this question. 


Alleged Nuisance froma L. C. C. Sub-station.—Sir 
William Collins, in the Parliamentary Papers, last Friday, asked 
the President of the Board of Trade whether his attention had 
been directed to complaints made of nuisance arising by noise and 
otherwise from the working of an electric sub-station of the L.C.0. 
in Arlington Road, St. Pancras; whether the station had been 
inspected on behalf of the Board of Trade; whether the working of 
the station was in accordance with the Board of Trade regulations ; 
and whether the Board had suggested, or would suggest, any action 
with & view to abating the nuisance complained of. In reply, Mr. 
Churchill says :—The sub-station in question has not been inspected 
on behalf of the Board of Trade, and is not liable to such inspection, 
nor is-its working subject to the Board of Trade regulations. He 
has, however, asked the L.O.O. for their observations on the 
nuisance stated to exist and will communicate their reply to his 
hon. friend. 


Strange Fatality.—It is reported from Gillingham, 
Dorset, that a boy named Harry Andrews, aged 9, met with his 
death from paralysis set up by a current of electricity from a toy 
magnetic battery. The instrument, which is about the size of a 
matchbox, and is sold for about 2s., belonged to another lad who, 
while bathing, left it with his clothes on the river bank. Andrews 
took hold of the battery and received & shock, which he told his 
father later '' geemed to shift allthe bones in his body." Bymptoms 
of paralysis set in, and a doctor was called, but the lad gradually 
got worse and died. Dr. Walker was of opinion that the current 
set up neuritis, which gradually spread to the spinal cord and brain. 
Deceased was not a robust boy.—The jury found that death was 


caused by paralysis produced by the electric current from the 


battery which deceased handled by misadventure, 


Westminster Electric Swimming Club.—Themembers 
of tbe above Club held their }-mile championship race at Thames 
Ditton on Saturday last, September 11th. The event was somewhat 
marred by the exceptional coldness of the water, but the conditions 
overhead were ect. The race ended in a victory for 8. G. 
Taylor (mains department), W. Llewhellin (drawing office) being 
second, and the others finishing in the following order:—3, A. E. 
Watson; 4, R. Litt; 5, В. A. Crowe; 6, F. Dodd; 7, E. L. Stern. 
Three competitors, F. R. Orump, W. Hurman and A. Coll ing wood 
were overcome by the coldness of the water, and had to give up, 
the last-named being only a few yards from home, Tea was after- 
wards partaken of at the Albany Hotel, and the afternoon sport was 
voted a great success, 


Life in China.—We have received an inquiry as to the 
cost of living in Shanghai, While we have published articles on 
the cost of fiving in many foreign countries, we have not dealt 
with Ohins, and we should be glad to hear from any readers who 
have had experience of life in this country. 
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Electrical Contracts for the Navy.—On Tuesday, 
in the House of Oommons, Mr. Renwick asked the First Lord of 
the Admiralty whether, in the case of contracts which had recently 
been placed for the electric light installations and searchlights in 
British warships now building, the contractors for such installa- 
tions, &c., being British branches of German firme, it was made a 
condition of the contract that only British-made cables, machinery, 
and fittings should be used, and only British subjects employed in 
the superintendence and fitting of same on board the vessels; and 
whether precautions bad been taken to prevent the necessary plans 
of the ships supplied to the contractors being sent abroad or shown 
to foreigners. Mr. McKenna, in reply, said that in a contract of 
the kind it was made a condition that only British-made cables, 
machinery, and fittings should ba used, and only British subjects 
employed in the superintendence and fitting of them on board the 
ships. With regard to the last part of the question, the following 
provision had been embodied in recent contracts: —'' This contract 
involves an obligation of secrecy within the meaning of Sec. 2 of 
the Official Secrets Act, 1889. The contractors shall at their own 
expense take all such measures and precautions to ensure secrecy 
in connection with the design, construction, equipment, and com- 
pletion of the zaid vessel as may be necessary, including therein all 
such measures and precautions as may be regarded as necessary by the 
Commissioners, and the contractors shall if so required at any time 
by the Commissioner», afford to them such evidence as the Commis- 
sioners may consider satisfactory that all such measures and pre- 
cautions have been, are beiag, and will be taken." In reply to a 
further question, Mr. McKenna said that the conditions were 
strictly carried out. | 


Copper.—In its issue of September 3rd the Finanvier 
has an article, in which it is anticipated that the current year will 
be close on 1906 in total copper deliveries, indicating a considerable 
revival in consumption. While taking into sccount the fact that 
consumers have been waiting for the market while stocks have been 
accumulating, there seem indications of a trade revival in this 
country, which, coinciding with that in the States, must result in a 
large demand. 


Educational Notes.—University or Loxpon.—An 
* Appointments Board” has been constituted by the University of 
London, to assist graduates and students of the University in 
obtaining employment, and to assist employers to find, in the 
University ranks, suitable men for vacancies. Those who know of 
vacant appointments euitable for University men are invited to 
communicate with the Secretary of the Board. 

PorLyrECHNIC ScHOOL or ENGINEERING, Regent Street, W.— 
The new session commences on the 27th inst. We have received 
the syllabuses of the engineering courses, which include, besides 
the usual subjects, motor-car and aero engineering. Mr. W. 
Hibbert is the head of the electrici] and physics department. A 
special course of lectures on medical electricity will commence 
early in October. N 

INTERNATIONAL CORRESPONDENCE SCHOOLS.—To-morrow (Sat ur- 
day) a reception is to be held at the head quarters of the I. C. S.,“ 
Kingsway, to which all British students of the schools are invited 
by the directorate, and in the evening there will be a banquet at 
the Hotel Cecil, at which the Rt. Hon. Lord Montagu of Beaulieu 
will preside, supported by representatives of several of the engineer- 
ing societies and other eminent personages. Besides the 50 branches 
of the I. O. S. in the United Kingdom, there are branches in all the 
British Colonies and Dependencies, from which representatives have 
been invited, and it is anticipated that the function will mark an 
epoch in the history of the I. C. B. 


Appointments Vacant.— Assistant engineer and car- 
shed foreman for the Sonderland District Electric Tramways, Ltd. 
(£2). Instructor in electrical and mecbanical engineering for the 
Limerick Municipal Technical Schools (£130). See our advertise- 
ment pages for particulars, 


lastitution and Lecture Notes. — INSTITUTE OF 
Мктл:з —At the Autumn meeting, which will be held at Man- 
chester on October 14th and 15th, it is expected that the following 
papers will be precented :— 

J. H. Andrew, M.Sc., and C. A. Edwards, on “The Consti- 
tution and Properties of the Ternary Alloys Aluminium-Copper- 
Tin." 

C. O. Bannister, Assoc. R S.M., and H. J. Tabor, on The Surface 
Appearance of Solders.” 

Н. W. Greenwood, on The Technical Assay of Zinc." 

J. 8. Glen Primrose, on “Notes on the Production of Pare 
Bpelter." 

" E.L Rhead,on ' Some Causes of the Corrosion of Copper and 
rasa," 

Prof. C. A. Smith, M.Sc., on The Elastic Breakdown of Ductile 
Materiala.” 

Prof. T. Turner, M.8c, and M. T. Murray, M Sc., on “The 
Copper-Zinc Alloys—A Study of Volume Changes during Solidi- 
fication.” 

Applications for membership of the Institute, to permit of election 
prior to the Manchester meeting, should be sent in tothe secretary, 
Mr. G. Shaw Scott, M.Sc., Caxton House, Westminster, S.W., on or 
before Saturday, September 25th. 

SOCIETY OF ENGINEERS.—Tbis year’s prize for the best essay on 
“ How to Improve the Status of Engineers and Engineering, with 
Bpecial Reference to Consulting Engineers," has been awarded to 
Mr. G. Allan Thomas, M.C.M.E.S., who will read his essay at the 
meeting to be held on October 4th at 7.30 p.m. at Caxton Hall, 
Westminster, 


Developments on the Thury D.C. System.— We are 
informed that the well-known series direct-current transmission 
line from Moutiers to Lyons, which has been in operation since 
1905, has proved such & remarkable success that very important 
developments are to bs carried out on the same lines. 

The generating station itself is situated near Moutiers (Savoy), 
and takes its power from the River Isere; it was fully described in 
our issue of August 10tb, 1906. The total power of the p.c. high- 
pressure plant at present is 6,400 E. P.; energy is transmitted at a 
pressure of 57,600 volts to Lyons, a distance of 180 kilometres, by 
means of two conductors of 9 mm. diameter. Parallel to the рс. 
line is a three-phase line going to the eame point. At Lyons the 
D.C. energy is utilised in driving а number of motor-generstors. 

The series system has not only demonstrated its elasticity, but 
has proved to be so reliable and easy to operate that the companies 
concerned have decided immediately to carry out extensions ona 
large scale. 

A generating station is to be erected at La Bridoire (Savoy), in 
which three high-pressure D. O. sets will be installed, each of 2,000 
H.P. at 428 R. P. M.; they will generate a current of 150 amperes at 
a pressure of 8,000-9,125 volts. 

A second generating station on the Roziers at Bogel (Bavoy) will 
contain two generating groups, each consisting of two double 
machines driven by the same turbine and capable of giving an 
output of 3,500-4,000 H. . at 428 R. P. u., and delivering a current of 
150 amperes at 16,000-18,250 volts. A corresponding amoont of 
D. 0. motor-generator plant will be placed in the Vaulx-en-Velin 
sub-station. 

The total capacity of the direct-current high-pressure generating 
plant, when the extensions are complete, will be 15,000 xw., and the 
three generating stations connected in series will deliver 150 amperes 
at 100,000 volte. This will be a noteworthy development, as for the 
first time in Europe an operating voltage of 100,000 volte will be 
reached, and it is claimed that this pressure is not the limit which 
can be achieved on this system. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with tha 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of tM 
ELECTRICAL Revinw posted as to their movements, 


Central Station Officials.—The Weymouth T.C. bas 
increased the salary of Mr. J. Н. Boram, electrical engineer, to 
£250 per annum as from March 31st last, rising by £25 a year to 
£300. 

The Luton T.C. has increased the salary of MB. W. Н. Cooks, 
elertrical engineer, from £350 to £400 per annum. 

Tbe Llandilo T.C. has appointed Мв. Bowen, of Llandilo, 28 
electrical engineer. 

We understand that Mn. BanNABD, the electrical engineer of 
Walsall, who has been ill for over a month, is now making eatis 
factory progress towards recovery. . 

The Bristol Electrical Committee has recommended the appoint- 
ment of Мв A. E. Wirson, the present distributing superintendent, 
as deputy city electrical engineer, at a ealary of £300 per annum, 
rising by £25 a year to £400. { 

Мв. W. B. MoBcAN, station superintendent at Avonbank, Bristol, 
bas resigned, and is proceeding to take up an appointment at 
Dawson City. 


Tramway Officials.—The staff and employés of the 
Huddersfield Tramways bave presented a Sheraton inlaid time 
piece to MR. Frank BurTH, station engineer, on his marriage. 


General.—Pnor. S. P. Тномрѕох, D.Sc., F.R.S., bas 
consented to become the first president of the Illuminating Engin: 
eering Society. "P 

Мв. J. H. Rircnrg, who wrote the interesting Notes on Life in 
Western Australia" which appeared in our last issue, and wbic 
were based upon his 13 yeare' experience of that part of the world 
—44 years being spent as electrical engineer on the Lake View 
Consols—is now staying in London fora short time. He will go 
abroad again as soon as he has fixed up an appointment. 

In July last & complimentary smoking concert was held 
at Wellington, New Zealand, in honour of Mr. J. K. Locat, 
I.S.O., to congratulate him upon the honour conferred upon 
him by His Majesty the King, in appointing him s Com: 
panion of the Imperial Service Order, nearly 150 ofücers of the 
Telegraph and Postal Service being present, with Mr. Hutton, the 
chief Postmaster, in the chair. The toast, Our Guest," was pro- 
posed by Mr. T. Buckley, Electrician, who referred to Mr. Logan? 
experiences in the early days of New Zealand telegrapby, and his 
guidance in keeping the Department up-to-date as telegraphic science 
advanced, Mr. Logan has had to do with almost every extension 
of the telegraph line in the Dominion, and for 17 years he has 
filled the office of Superintendent of Electric Lines. In respond- 
ing, Mr. Logan said that he was associated with the Department 12 
the early dayr, having arrived in Dunedin in 1864, and he aie 
ceeded to indulge in some very interesting reminiscences of bis 
connection with telegraph and telephone construction and develop- 
ment in New Zealand from that date down to last year, when there 
were 1,763 offices—296 telegraph and 1,468 telephone—in opera- 
tion. He regarded the distinction пож conferred upon him as 8 
compliment to the Post and Telegraph Department. | 
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NEW COMPANIES REGISTERED. 


National Electric Signs Co., Ltd. (7,267).—This company was 
registered in Edinburgh on September 8th, with a capital of £2,000 in £1 shares, 
to acquire the rights to erect and use in Great Britain the German invention 
Universal Licht-Reklane, and to carry on in the United Kingdom or else- 
where the business of general advertisers and oontractors. The subscribers 
(with 25 shares each) are:—F. Land, 78, Robertson Street, Glasgow, iron mer- 
chant; J. Barr, 67, Hope Street, Glasgow, сов: exporter; D. Graham, 180, Hope 
Street, Glasgow, house factor; J. Mackenzie, 67, West End Park Street, 
Glasgow, electrical engineer; J. Stewart, 67, Cadder Street, Pollokshields, 
engineer; A. Braithwaite, 67, Hope Street, Glasgow, clerk; J. B. Ramsay, 118, 
Bath Btreet, Glasgow, writer. The number of directors is not to be less than 
three or more than five; the first are F. Land, J. Barr and D. Graham ; 
qualification, £25; remuneration as fixed by the company. Registered office, 
112, Bath Street, Glasgow. 


International Filaments, Ltd. (104,923).—This company was 
registered on September 11th, with a capital of £20,000 in £1 shares, to acquire 
from Bir John W. Ottley, C. F. Call, H. Reynolds, J. Metcalfe, W. Stewart and 
M.Gregory, foreign and colonial righte and secret processes and inventions 
relating to the manufacture of meta! filaments and electric incandescent lamps 
and to carry on the business of electric, telegraph, telephone, mechanical and 
кеши engineers, manufacturers of and dealers in electric incandescent 
lamps and filaments, &c. The subscribers (with one sharé each) are:—A. C. 
Vinoent, 84-6. Gresham Street, E.C., incorporated accountant; R. C. J. Good. 
rich, 84-6, Gresham Street, E.C., chartered accountant; F. 8. Eaton, 34-6, 
Gresham Street, E.C., clerk; A. J. Needham, 18, Midland Terrace, Oricklewood, 
N.W., clerk. Private company. The number of directors is not to be less than 
two or more than five: the first are W. Stewart and J. Metcalfe; qualification, 
300 shares; remuneration as fixed by the company. Registered office, 84-6, 
Gresham Street, E.C. ` 


Electrical Trolley Head Co., Ltd. (104.886). —Tbis company 
was registered on September 8th, with a capital of £6,000 in £1 shares, to adopt 
an agreement with J. T. Cherry and E. H. Clive for the acquisition of certain 
patents, and to carry on the business of electrical engineers, manufacturers of, 
and dealers in, electrical trolley heads, &c. The subscribers are :—L. James, 
7, Argaum Villas, Devonport, accountant, 10 sharos; B. J. M. Hocking, 108, 
Fore Street, Devonport, confectioner, 1 share; 8. J. Harris, 4, Alma Place, 
Plymouth, jeweller, 10 shares; 8. G. Pearce, 28, Oaroline Place, Stonehouse, 
Devon, engineer, 5 shares; 8. Sampson, Waterloo Street, Plymouth, grocer, 
lshare; E. Browning, North Hill Pharmacy, Plymouth, chemist, 1 share; T, 
Lloyd, Westbury House, Beach Road, Emsworth, Hants., 1 share. Minimum 
cash subscription 1,000 shares. The number of directora is not to be less than 
two or more than seven; the first are B. J. Harris and J. Griffin: qualification, 
10 ordinary shares, 


Dioptrie Sign Co., Ltd. (104,860).—This company was registered 
on September 6th, with a capital of £1,000 in £1 shares (250 cumulative pre- 
ferred, 500 ordinary, 250 deferred), to acquire from E. L. Warren the benefit of 
certain existing inventions relating to an improved sign, to develop and turn to 
account the same, and tocarry on the business of electrical engineers, metal 
workers, shop fitters, gas fitters, ёс. The subscribers are:—A. Н. Chalmers, 5, 
Fenwick Street, Liverpool, chartered accountant, 25 shares; A. G. Bri ley, 64, 
Ferndale Road, Sefton Park, Liverpool, book-keeper, 10 shares; J. W. Towers, 
Widnes, Lancs., chemical manufacturer, 50 shares; J. O. Rhodes, 189, Duke 
Street, Liverpool, electrical engineer, 15 shares; Turner & Dunnett, 19, Fenwick 
Street, Liverpool, printers and stationers, 150 shares. Private company. The 
ре: oo are not named, Registered by T. T. Hull & Son, 24, Chancery 

e, W. C. 


R. Lascelles & Co., Ltd. (104, 858).— This company was regis- 
tered on September 4th, with a capital of £1,000 in £1 shares, to adopt an 
agreement vith R. Lascelles and to carry on the business of mechanical, elec- 
&rical and general engineers, manufacturers of and dealers in electric, magnetic, 
telephonic and other apparatus, Ko. The subscribers (with one share each) 
ace: —Т. Figg, South Fambridge, Essex, engineer; A. F. Kemp, 7. Carlisle 
Street, Oxford Street, W., engineer ; A. H. Kirkaldy, Harlow, Essex, engineer; 
R. Lascelles, 55, Hans Road, B. W., engineer. Private company. The number 
of directors is not to be less than two or more than five; the first are R. 
Lascelles and T. Figg ; qualification, one share ; remuneration as fixed by the 
company. Registered by Seton, Cardew & Co., 9, Southampton Street, 
Bloomsbury Square, W.C. 
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OFFICIAL OF RETURNS ELECTRICAL 
COMPANIES. 


Underground Electric Railways Co. of London, Ltd. 
(78,376).—Particulars of £1,000,000 debentures created August 12th, 1909, and 
secured by trust deed of even date, filed pursuant to See. 93 (8) of the Companies' 
(Consolidation) Act, 1908, the whole amount being now issued. Property 
charged: Generating station at Chelsea, benefit of certain contracts, &c. 
Trastees: J. Trotter, H. Cockburn and J. A. Dawes. 


© Z2? Electric Lamp Manufacturing Co., Ltd. (96,594). — 
Particulars of £25,000 debentures, created August 18th, 1969, filed pursuant to 


Bec. 93 (3) of the Ccmpanies' (Consolidation) Act, 1908, the whole amount being 


now issued. Property charged: The company's undertaking and property, 
present and future, including uncalled capital. No trustecs, 


Lepel Wireless Syndicate, Ltd. (101,581). — Charge dated 
August 18th, 1909, to secure £200, charged on proceeds to he received from the 
Government in respect of the first two stations which the syndicate is 
delivering to the Admiralty. Holder: Sir Thomas Myles, Kt., Madrestield 
Court, Malvern, 


Electrolytic Alkali Co., Ltd. (64,300). —Івапе on August 16th 


0, ee debentures, part of a series of which particulars have already been 


_ Lodge-Mulrhead Wireless and General Telegraphing Syn- 
dicate, Ltd. (70,681).—Particulars of £10,000 debentures created August 20th, 1909, 


filed pursuant to Sec. 93 (3) ofthe Companies' (Consolidation) Act, 1908, the amount 


of the present issue being 27,600. Property charged: The company's undertak- 
ing and property, present and future, including uncalled capital, No trustees, 


Charch Stretton Electrie Supply Co., Ltd. (80,857).—Charge 
dated August 28th, 1900, to secure £100 (supplemental to a charge dated March 
17th, 190¥). Property charged: Certain land at Church Stretton, Falop. with 
the generating works and other erections thereon, anda Provisional Order 
relating to the Urban District of Church Stretton and Parishes of All Stretton 
end Little Stretton assigned to the company under an Assignment dated May 
ш. 1904, by Chureh Btretton, Ltd, Holder; E. Bond, 43, Thurloe Square, 

ndon. 


British Aluminium Co., Ltd. (41,104).— Two mortgages dated 
August 20th, 1909, to secure £73,980 19s. 10d. each (supplemental to indentures 
dated July 17th, 1900). Property charged: The company’s undertaking and 
property, present and future, including uncalled capital. Holders: Wernher, 

it & Co., l, London Wall Buildings, E.C.; and W, Morrison, H. Morrison 
and J. A, Morrison, 53, Coleman Btreet, E.C, 


Regent Electrle Co., Ltd. (100,189). — Particulars of £100 
debentures created August 20th, 1909, filed pursuant to Sec. 98 (3) of the Com- 
panies (Consolidation) Act, 1908, the amount of the present issue being £75. 
Property charged: The company's property, present and future, including un- 
called capital, No trustees. 


CITY NOTES. 


Dumbarton Burgh and County Tramways. 


Ат the annual meeting, Mason Heaton-Exxis, in moving the 
adoption of the report (see ErmcrBicAL REviEWw, September 3rd, 
page 390), pointed ont that this was the first complete year of the 
company’s operations, and that the total revenue amounted to 
£19,495. This was particularly gratifying in view of the fact that 
during а considerable part of the year the weather was very dis- 
appointing. The proceeds of the issue of the debenture stock had 
been sufficient to meet the balance of the construction eontract, and 
the whole capital expenditure had not exceeded what the directors 
originally estimated for; in fact, there was a balance in capital 
account to their credit. Turning to the trade conditions, he said 
they could hardly expect to experience a more depressed state than 
that which prevailed during the past year, but he hoped, and was 
led to believe, that the depression which had been go marked 
during the last year was gradually lifting, and that the trade on 
the Clyde, and in the district served by the tramways, appeared to 
Ъз improving. Their system would, of course, benefit substantially 
with improved trade and the consequent development of the route, 
Meantime it was a matter of satisfaction to know that in a period 
when trade was stagnant and weather conditions were unfavourable 
they were able, after providing for interest on debenture stock and 
the full dividend on the preference shares, to carry forward the 
substantial sum of £3,000. The report was adopted. 


Poole and District Electric Traction Co., Ltd. 


THE report of the liquidators states (according to the Financier) 
that the liquidation of the company was commenced in J uly, 1905, 
but owing to the delay occasioned by the litigation with the 
Bournemouth Corporation, full particulars of which have been from 
time to time given to the shareholders, the liquidators have been 
unable until this date to convene the final meeting. The total 
proceeds from the realisation of the assets amount to £137,880, and 
the disbursements to £136,600, which latter amount makes, with the 
final distribution of £3 3s. per share, a total return to the share- 
holders of £19 3s. in respect of each £10 share held by them. The 
bslance, amounting to £1,280, has been retained by the Board of 
Trade. Of this amount, £30 is to meet outstanding dividend 
warrents, and £1,250 is reserved as remuneration of the liquidators, 
including office accommodation and services provided by the British 
Electric Traction Oo. during the four years over which the liquida- 
tion has extended, and also a contingent claim of £158 for legal 
costs. Resolutions will ba submitted at the meeting to authorise 
the payment of £1,250 to the liquidators, and to authorise the 
liquidators to hand the books and papers of the company tothe 
British Electric Traction Co. to be dealt with as that company in 
its discretion may decide, 


British Thomson-Houston Co., Ltd. 


Tue fourteenth ordinary general meeting of the shareholders of 
the above compsny was held on Tuesday at the offices, 83, Cannon 
Street, Mr. G. Franklin presiding. 

The Citarnman, in proposing the adoption of the report (see 
ELECTRICAL Review, September 10th, page 427), said that the 
directors had taken the somewhat unusual course in industrial com- 
panies in making their report a pretty full one, dealing with the 
various branches of the company’s business, and the accounts showed 
the results which had been arrived at by the year's trading. He 
therefore did not propose to enlarge upon the report or accounts, 
unless any shareholder desired to ask for any information. 

Мв. Н. C. Levis seconded the motion, and the report was adopted 
without discussion. 


Continental.—RvssrA.— The Russische Gesellschaft 
Schuckert & Co., of St. Petersburg, reports a net profit of 102,742 
roubles for the last financial year. A dividend of 3 per cent. is 
being declared, the same as for the preceding 12 months. 

BELGIUM. -A new company has recently been formed in Brussels 
with a capital of £11,000 and the title La Société Industrielle 
Electrique Belge. | 

La Société Belge des Lampes Electriques, of Ixclles, is increasing 
its capital to £10,400. 


James Keith & Blackman Co., Ltd.—A dividend of 
52 per cent. (1s. 11d. per share) on the preference shares is announced 
for the year, with £2 301 carried forward. 


Shawinigan Water and Power Co.—A dividend o 
1 per cent, for the quarter to 30th inst, is announced, 
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MARKET QUOTATIONS. 


Wednesday, September 15th. 


Latest Fo ht's 
CHEMICALS, &c. Price. orbes 
а Acid, Hyürochlorio ee „ per owt. 5/- 
€ pn Nitric ee ee ee ee " 22J- 
а » Oxalic oe ae ee ee 50 287 
a oe Sulphuric ee @e ee 90 £/6 
a Ammoniac, Sal a i РА 49J- 
а Ammonia, Muriate (crystal) per ton rid 
a »9 LAJ ee ee ae » 
a Bleaching powder ee өө ee » £6 10 
a Bisulphide of Carbon "i £18 
a Borax ae oe ee ee oe [Т] £16 
a Ferro-Silicon ó. ee ee » £12 
a Copper 8ulphate .. Ут oe " £18 10 
e Le 7 Nitrate ie es oe 39 £26 10 
а „ White Sugar ae #9 % £28 10 
а ^» Регох1де о ee eo 50 £82 
а Methylated Spirit .. — . per gal. 2/6 
a Potassium, Bichromate, in casks per Ib. 
а Potash, Caustic (76/80 ) .. per ton £920 К 
а » Chlorate РЕЗ es ee per Ib. 84. 
a » Perchlorate eo ee 59 d. 
a Potassium, Cyanide ve ae ES 7d. Ss 
a Shellac © 5 © per cwt, 75 / 1j- inc. 
a Sulphate of Magnesia .. рег ton £4 10 m 
a Sulphur, Sublimed Flowers " £6 10 
E Recovered is čs А £b 10 
& m Lump oe ee oe » £5 
a Soda, Caustic (white 70 %) ae n £10 15 
а „ Chlorate... wi .. per Ib. 
а „ Crystals vs ә per ton 6 
a Sodium Bichromate, casks .. per lb. 8d. 
а „ Cyanide (basis 100 ) 1а. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £80 k 
b » Wire, in ton lots "i £112 s 
b » Sheet, in ton lots. » £120 s 
p Babbitt's metal ingots .. .. " £50 to £186 T 
c Brass poles metal 2 to 12" basis) per lb. 2865 d. dec 
с » ube (brazed) ^" v. eo 1] e . d. dec 
€ » „ (solid drawn) 8 3% Td. d dec 
с „ Wire, basis. ба ex i 64d. d. dec 
c Copper Tubes (brazed) .. as 1 вка. а. дес. 
c " » (solid drawn ee ” d d. dec 
g „ Bars (best selected) per ton 471 El dee 
g „ Bheet x» oe " £71 £1 dec 
gz „ Rod.. ВЕ s „> " £71 £1 dec 
„ (Electrolytic) Bars os »" £60 10 £1 dec 
б » ” Sheets oe » £71 £1 dec 
Ө [T] " Rod ee » £85 10 10/- dec 
Ө 90 H.C. Wire per lb. 7а. id. dec 
f Ebonite Rod ee ee ee n 8/8 ee 
f [T] 8 eet ee oe [1] B/- 
n German Bilver Wire - ate - 1/6 
b Gutta-percha, fine.. is p КЕ 5/6 to 6/6 vs 
h India-rubber, Para fine ee ee ITI 8/5 3d. inc, 
1 Iron Pig (Cleveland warrants) .. per ton 51/- 444. дес, 
` 4 „ Wire, galv. No. 8, Р.О. qual. $i £14 $5 
g Lead, English Ingot ay zd " £18 to £18 26 6/- inc. 
m Manganin Wire No. 28 .. . per lb. 6/6 " 
g Mercury  .. - 2% .. per bot. £876 2/6 inc. 
d Mica (in original cases) smal] .. per lb. 6d. to 1s. ss 
" " LL medium 5 2/6 to 4/- 
d „ " » large .. " 4/6 to 8/6 
p Phosphor Bronze, plain castings " 1/- to 1/1 
9 » » rolled bars & rods б 1/14 to l / 
р 5 » rolledstrip & sheet н 1/24 to 1/6 КУ 
o Platinum m "s .. per oz 105/. variable. 
e Silicium Bronze Wire per lb. £d. 3d. dec. 
r Steel Magnet, in bars .. рег ton £55 ^" s 
g Tin, Block (English) oe ee » £184 10 to £185 10| £2 10 dec. 
a „ Wire, Nos. 1 to 16 ee per Ib 1/9 Pe 
p White Anti-friction Metals: | 
"White Ant" brand .. .. per ton £85 to £00 P 
k Zine, Sh't (Vieille Montagne bnd.) m 226 10/- inc. 


Quotations supplied by— 


b Edward Till & Co. 

4 Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Lid. 


a G. Boor & Co. 
b The British Aluminium Co., Ltd. 
c Tues Bolton & Sons, Ltd. 

iggins & Bons. 


e Frederick Smith & Co. m W. T. Glover & Co., Lid. 
India- Rubber, Gutta- Percha and n P. Ormiston & Sons. 

T bh Works Co., Ltd. o Johnson, Matthey & Oo., Ltd. 
а James & p The Phosphor Bronze Co., Ltd. 


r W, F. Dennis & Co, 


Dundee and Broughty Ferry Tramway Co., Ltd.— 
At the annual meeting of this company, ex-Provost Brownlee, in 
moving the adoption of the report, said the drawings had increased 
by £170, and the working expenses were £70 down. Their line 
was very much a fair-weather line, and it was some consolation to 
know that last year wae not a very favourable one for their business. 
While the directors had resolved to pay the usual dividend on the 
preference shares, they did not see their way clear to pay a dividend 
on the ordinary shares. When the time came, they must be pre- 
pared to reconstruct the permanent way out of revenne, e 
report was adopted. 


Bromley (Kent) Electric Light and Power Co., Ltd. 
—The directors have declared an interim dividend of 4 per cent. 
per annum (2a. per share), less income-tax, on the ordinary shares 
for the past half-year. | 


Winnipeg Electric Railway Со.—А dividend of 24 per 
cent, for the quarter ending 30th inst is announced, 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Тнк process of revivifying business is always a slow affair, and it 
must be eonfessed that the present September has lived up to its 
usual reputation in this respect. High-class securities are just a 
trifle scared by the prospect of money becoming slightly dearer as 
the autumn advances, and the crop requirements of the world 
require to be financed. There is, however, no danger of money 
getting dear for some time to come. 

The death of the well-known American railroad magnate, Mr. 
P. H. Harrinran, which caused a mild sensation in financial circles, 
has acted upon electrical markets only to the extent of strengthening 
some of the cable companies' shares. | 

There are intermittent sparkles of activity in the Home Railway 
market, but they seldom last for more than an Lour at a time—if 
for so long as that. The Board of Trade Returns for August 
indicate that the recovery in trade continues, but this factor goes 
for little in the Railway department, when prices are, as Lord 
Rosebery might truly say, in the melting-pot. Central Londons 
are amongst the firmest of the electrical issues. Great Northern, 
Piccadilly and Brompton Preference rose to 8} the other day—a 
movement all the more noticeable on that occasion from being the 
only exception to a dismal list of declines in other Home Rails. 

Baker Street and Waterloo can no longer be bought at par. 
Charing Oross, Euston and Hampstead Debenture has primed up 
to 95, and Great Northern Debenture is steady at 97. 

Underground Electric Railway of London descriptions are moving 
rather irregularly. Business in the Income bonds was marked at 
36 the other day. The 5 per cent. prior lien bonds are 103 ; the 4i 
per cents. at 89, with three months’ interest accrued, can be picked 
up to pay a trifle over 5 per cent. on the money. 

News from Mexico is of a conflicting character, and it is very 
difficult to sift the contradictory evidence, to understand whether 
the country is really prospering or whether it is but the hot-bed of 
revolutionary reaction whose early outbreak is inevitable. Prices 
of the Mexican traction and power varieties are, however, well 
maintained on the whole, moving within narrower margins than 
the market has of late been accustomed to. Mexico Trams are nearly 
130, and the Power Company’s Common shares stand about 72. 


. Monterey Debenture holds its improvement at 90. Of the ofhers 


in the same group, but outside Mexico, business in Rio Tramsis 
being done on the basis of 90} to 923, while Sao Paulo’s keep about 
1484. There is not much change in the Anglo-Argentine Tramway? 
or the British Columbia Electric Railway issues. There was aD 
esger rush of proprietors in the latter concern to secure the new 
Stocks just offered. 

British Electric Traction Ordinary shares, it is of interest to 
nctice, marked 13a. 9d. at the end of last week, and on the same 
day London United Preference changed hands at 50s. More London 
United shares could doubtless be bought at the same price. | 

The traffic accraing to the Anglo-American Cable Companies is 
declared to be the heaviest which those undertakings have enjoyed 
for several years, and the various stocks and shares are in demand. 
Of these, the 6 per cent. Preferred stock of the Anglo-American 
Telegraph Company looks reasonably attractive at 104}. Dividends 
are payable quarterly ; there is one due at the end of this month. 
Barring unexpected accidents, the full dividend looks safe for, at 
any rate, a year or two; and with the Deferred in the ranks of the 
popular gambling-counters at the present time, the Preferred 
might easily improve several points. 
^ Eastern and Western Telegraph stocks and shares are firm. The 
Globe Company has declared its usual quarterly interim dividends. 

Marconi shares gained another small fraction upon consideration 
of the Government beirg about to take over ship-to-shore stations. 
United River Plate Telephones are firm, but Monte Yideo Tele- 
phones can be bought at 15s. National Telephone Deferred is 
changing hands fairly freely in the neighbourhood of 122. 

Electric Lighting shares are steady as featureless. Manufacturing 
issues are decidedly firm, and those of the armament companies 
have advanced substantially. The little rubber market has fresh 
prospectuses thrust, upon it several days a week, and, in spite of all 
the criticiems directed at the prospects whem competition shall 
have reduced the price of rubber to more normal values, quotations 
of the better-known shares are mostly strong. 


South Metropolitan Electric Light and Power ver 
Ltd.—The debenture stock register and register of transfers 
be closed trom September 17th to 30th, 1909, (both days inclusive 
for preparation of warrante for interest at the rate of 44 per oen 
per annum, payable October 1st, 1909, for the half-year 

te. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Basiness done 


* Oniess otherwise stated, ali shares are fully paid. 


Present j | or | Dividends for the ast | Closing Closing week ended | Pise +| Present 
| NAM. Quotations Quotations Yield 
*, Bhare, toar years, Sept. Tth, | Sept. Lach. Sept lith, | Fall — per cent, 
1906. | 1906, | 1907. | 1908, Hignest Lowest. & 8. d. 
95,000 | Amazon Telegraph соз в shares, Nos. Lio 35000 | 10 | Nil! Ni | Ni | Ni | 25— vi— à „ Nil. 
186,700 Do.. do. са bs., Nos. 1 to 1,250 Red. 100 nd 5 5 5% | “3 — 96 93 — 96 e od 6 4 2 
$131,551, American TOM а а тосор Cap. Stock .. | $100 | 74% | 8 8 B 95 | 144 —146 1% —147 oe . 5 810 
$58,000,000 . паво to T6 000 | $1000 |4%|4%|4%|4%| 91 — 99 96 — 98 e à 1.8 
558,460 See Cum Tele ragh .. e» 5» >» | Btock | B84% | 849% | 84% |£34s.| 604 — od 61 — 63 os T 528 
3.220.770 Do. do, 6 % Pret. өө . | Btock |6 6 6 6 je p^ r^ 104 —105 1044 103 5)4 3 
8,220,770 | Do, do. до. Deferred * Btock | 4% |1 1 a. | 203 — AZ 211— 9:4 2152, 117 8 
47,725 | Anglo-Portuguese Tel., Б 95 Mort. Deb. Stock Red, | 100 b 5 5 5 9% | 1034—1054 101 —103 i» 417 1 
.. 44,000 | Chili Telephone, Nos. 1 to 44,000 8 42 E 4 2 8 — 8g 8 — 88 3 414 1 
9,431,850 |. Commercial Cable, Sting, 600 year 4% Deb. Sk. Red, | Bock 4 % 4% 4 4 | 4 35 | 90 — 92 90 — 92 914 17 0 
16,000 Cuba Telegra .* * .. ee ee .. 10 5 5 6 6 9% 84 — 9 TT 9} .. 6 9 9 
6,000 Do. 10 % Pref, ee ee ee ee 10 10 10 10 10 % 17 — 18 17 = 18 .. * 5 11 1 
12,981 Direct 1 Ord . ee LÀ Б 4 4 4 4 2 8 — 34 “+ ee 5 lt 4 
6,000 Do, do, 10 Cum, Pret, ee b 10 10 10 10 RM Lt Bà .. .. 5 15 11 
50,000 Do. do. 44 Debs, ee ee 50 44% 4 160 —102 109 — 10} .. * 2 1 2 
60,710: | Direct United States 20 4 44% | 13 — 133 13 — 184 13à 13 6 5 11 
43,500 | Direct W. India Cable, 44 % Reg: Deb., 110 1,200, R. 100 4 100 —102 100 —102 is M 4 8 8 
2, 00,000 Do. Я „„ 100 | BA | 8396 | 8396 | 84 В14— B6 — 833 100 
1,396,706 Do. 4 95 Mort. Deb. Stock. Red, .. | Stock | 4 4 4 4 1044—106 1044 —1 105 105 815 2 
- Eastern Extension, Australasia, and China e 10 1 1 1 1 111— 12} 11j— 12 12 114 5 14 З 
452,400 Do, 4 96 Deb. Stock Stock | 4 4 4 4 & 102 —104 102 —104 vi ке 8 16 11 
зоо,ооо: | | Bast. & B. Afric, Tel, 4 % Mi Db. Mauros) 35 4% 4 4% [49% 100 —102 | 100 —102 25-4144 818 b 
181,127 | Globe Telegraph and Trast, T $6 :. is 10 5396 | 5396 | 5396 | 51 1 103 101— 1 103 10% 5 7 0 
181,127 Do. do, 1% P. 25 10 |6 6 6 6 191— 14i 133— 14 14 г 448 
150,000 | Great Northern Telegraph, of Copenhagen.. es 10 24% |20 20 18 % | 26 — 27 — 27 ec 613 4 
Md» M "аах ам Debes wit Ca d 1255 BOO Red.] 100 | 44% | 44% | 44% | 44% | 100 —102 — | 100 —102 "ae 488 
17,000 | Indo-European Tele a le ^ e | 3 DU NR DEM he blà— 584 514— 53 524 616 
,B80,400 танау Оо ев — oe өө өө .. | $100 2 84 4%" t B1 — F6 81 — » ёе ee 413 0 
000| Do. сех PR ss as, oo 1900 |4 4 4 4 14 — 79 74 — 78 * ds 6 2 0 
894,190 | Marconi’s Wireless ee eee eee > tet Nil | Nil | Nil | 33 — 1 16/6 16/ Nil 
_ 72,680 | Monte Video Telephone Co., Ltd. Orad. 1 5 |6 6 6 4 jm = | 12/6 se 617 2 
86,492 Do. do. 0. b % Pret, ee 1 5 y. b 5 5 TL — .* ef 5 14 8 
2,225,000 | National Telephone, Pref, Stock Sa өө гэ; | A08 69616 6 6 106 – 107 106 —107 107} 1062 5311. 9% 
8,725,000 | Do. Def. Btock и s. x] AM LESS 8 6 1214—123 121 —123 122 1212 417 2 
15,000 Do. do. 6 % Cum. Ist. Pref. .. ө» 10 6 |6 6 6 104— 10 104 — 101 10% 103 510 4 
>. 15,000 Do. LI 8 * 2nd Pref. ee LI 10 8 , 7 5 6 6 1(à— H 1 — 10 se ee b 10 4 
950000| Do. do, 6 % Non-cum, 8rd P., 1 to 950,000 6 6 V 5 V 5 6 Oe Б} Бун 514 * S 478 
2 000,000 | Ро, do. 33 & Deb. Red. Stock | 84% | 84%, | BA% | 34 Er —100 994 | 984 810 0 
1,983,598 . do. 4 95 Deb. 8 3 100 4 4 4 4 100 —102 100 —102 55 is 818 Б 
- 179,818 | Oriental Telep, and Elec, 1 to 171,504, Tan 4 paid .. 1 17619 8 8 96 1j— 1j lAg— 11 - * 5 6 1 
50,009 Do.. do. do, um, Prei. 1 |6%/6 6 6%| 1là— 1} 15,— 19, * d 415 8 
,100 Do. do. do, Red. Deb. Stock... | 100 | 4 % 4 4 4 & #6 — E8 R6 — 88 862 858 413 0 
. 99,400 сааса згора NE: uar, Debs., 1 to 1,000 10 4% |4 4 4 100 —102 100 — 102 fs ee 818 Б 
_11,8891| Reuter’ бэ. uas 8 6 6 5 5 7 12— 8 Ws - $17 7 
. 145,955 ‘Telephone Co. of ^ dà % Deb, Red. 100 43% | 44% | 4% | 44% | 1004—1024 1004— 1024 v án 4 710 
. . 8,042 | Bub e Cables s mw wl. 18 9S [6 Б 6 % | 130 —183 130 —1t3 181 i 4 10 11 
120, 00 | United River Plate Tele one M Б |8%/8 8 e: 68— 7 6}— 7 7 6; 5 14 4 
40,000 Do. 5 96 um. Pref, Nos. 1 to 40,000 5 6% 6 5 5 96 bi— 6 54— v ae 1 810 
90, W. Coast of America, 1 to 80,000 & 58,001 to 58,008 2à 24% | 24 ч li— 1% 1i— 1 28/14 4 4 811 
- Do. 4% Debs., 1 to 1,500 guar, by a е Tel, | 100 4 4 4 4 95 | 101 —108 100 —102 Ves $4 817 8 
- Western Telegra ph, Lsd., Nos. 1 to 207 - 10 |1 1 TO | us 1 133 181— 183 M i ; 5 110 
Do. 1 J Deb. Stock Rau.. 10 4 44 | 4 % 4% | 103 —l105 |103 —105 с . | 816 2 
. 88,821 | West India Moi Разана Teleqra Bus э жез x] A Nil | Nil | Nil | Nil о i 1 — 13/9 11/3 + Ya Nil 
634,568 Do. do. 6% Cum. Ist Pref. бас we 10 5 8 % | 6 96 | 6 96 — 8) 81 — 8) 85 | +8 | 615 9 
48,809 Do, do. 6% Cum, 2nd Pret. uw 59 10 Nil | Nil |226 165 | 8— 9 8— 9 a ii ve 17 9 4 
. . B0,0001 Do, do, 6% Debs., Nos. 1 to 1,800 .. | 100 | b % | 6 * |5% | Б 95 | 101 —108 | 101 —103 | 2s | | 413 4 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, 
i < 800,000 ps 6 % and рш. ‚800,001 to 1,£00,000 5 E is T - 4% 419 4— 4H 92/6 T és 5 811 
2 4% Deb. В i od Ал i. ‚‚ 14% | 921—998 ^ — 934 93i 921 А 4 6 6 
* Auckland E. Trams, 5 96 1st Mort, Deb. Stock ee | 100 b 5 5 % | 5% | 102 —1 102 —105 A e 415 3 
. 580/000 | Babcock & Wilcox, 1 to 530,000. . Б 1 (20 % |20 % |20 20 % 4j— 4 48— 4 9/3 | 90/- +214 4 8 
_ 100,000 Do. do. 695 Cum. Pref., 1 to 100,000 .. 1 |6 6 6 6 1 1 li—- 1 25 85 (s 400 
. 60,000 British Aluminium, Ord., 1 to 40,000 .. ee ee Б 1 1 1 14 1 — ар * ae e* 48 0 0 
80,5600 Ро. do, 7 dum. Pre. 6 |7 1 7 1 A 2 11— 2 к + 115 14 
40, 100 L] do, " 6 95 Cum. Pref, .* ee 5 6 6 6 6 96 ge 8 LI . .. 7 10 11 
12,897 Do, do, 4 % Funding Certs. se ee 6 4 4 4 4 "5 3 24— BA . * * .. 5 14 8 
124,00 Do. do, Loch Leven Debs. 100 e. 53 bà 54 95 — 98 96 — 99 is » +1 514 7 
600,000 | British Columbia E, Def. Ord. Stock ..  ..| 100 |6 6 8 8 & 147 —162 142 —147 146 143 —5 5 8 10 
' 400,000 | Do. Pref.Ord.Btock . | 100 |6 5 5 6 117 —122 114 —119 1163 | 114 —8 501 
400,000 Do. 5% Cum, Perp. Pref, Stock — ..  ..| 100 5 5 5 | 5 109 —112 105 —109 108 106 --84h | 411 9 
293000 | Do, 44 % 1st Mort. Debes., 1 to 6,250 . 40 4 4 102 —104 102 —104 * * "Й 467 
212,600 | Do. Vancouver Power Debs., 1 to 2,900 | 100 4 i & 44% | 102 —105 102 —105 104 e» Х 459 
188,301 | British Electric Traction Ke cube See ^ MÓN 10 |8 il| Nil| Nil 10 jā &-— 48 13/9 à : Nil 
161,497 Do. do. 6 96 Cum. Pret. ef . 10 6 6 8 14% 2 Чт 2 2 — 2А + ee ee 6 0 0 
1,418,658 Bo do, 5 % Perp. Deb. Stock .. | Stock 5 6 b 5% | 85 — 88 84 — 87 864 853 -] 514 11 
528,986 do. 44 % 9nd Deb. Stock Red, | 100 43% | 44% | 44% | 44% | 63 — 67 68 — 67 ia Er у 6 14 4 
100,000 Beitish Insolated and Helsby Cables ав tae 6 |8% 10 10 % |1095 | 74— 14 "-— "à Iss —3 | 610 2 
Eu Do. do. os Om, Prefs. ы: as 6 |6 6 6 6 95 | 68— 64 6&— 64 .. ie 411 8 
,000| ро. do, 4496 1st Mort. Deb. Red... | 100 4 4 4 405 103 — 106 103 —106 N 4 411 
400,000 (P' sminghouse 6 % ei 1 to 200,00 and 6 | Nü| Ni | Nil | Nil n 2, Nil 
1,016,858 Dé 0. 4% Mort. Deb. Stock  .. | 100 4% 4 4% 4% | 58 — 42 98 — 42 T T А 910 6 
50,000 1Вгож tt, Lindley & Co., ‘ ES 4 1 Nil NA Nil | Nil 17 à 15 t vá + ae Nil 
— 60,000 |; Ро. do. 6% Cum. Pret. . 1 Nil | Nil | Nil | Nil | 14/6 to 15/ 14/6 to 16/6 УР )á as Nil 
140,976 | Brush Electrical Engineering, Ord., 1 Le 106,781 . - 2 | % Nil | Nil | Ni | 0— 8 0 — j - a Nil 
200,000 | Do. do. Non-cum, 6 Pe ak 9 |6 Nil | Ni | Nil} O— 8 0— i is Н Nil 
195,0001) Do. à А 4 Perp. Deb. Stock .. | Stock | 4 44% | 44% | 41 — 46 41 — 46 $5 T T 9 16 
f ани Do. Perp. 2nd Deb. Stock.. | Stock | 4 447 44% | 44% | 27 — Bt 27 — 31 e "d г< 14 10 2 
‚610 | Calcutta a Trams, 1 to 5 8 8 % | 6 % | 44% 4g- 5 43— 5 58 558 + ё 45 9 
- 45,304 . d eem e Nos, 1 to 29,830. . b b 5 5 % b 4i— 5 44 — 5 .. . . b ' 0 
850,000 5 А Ist Deb. Stock. 100 43% | 4496 | 4496 43 97 —100 97 —100 ate e s 410 0 
85,000 | Callender's Cable Construction shares es МА 5 15 15 15 95 15 % | 1638—11 10g— 114 102 108 E 678 
40,000 Do, do. a Ош. Pref, 6 |6%/6 5 5 96 | 51 — 54 53 — b 54 bg E 4 611 
800,000 ро, do. Ө let lst Mort, Deb, Stock Red. | Stock | 4 % ma 4 % | 44% | 105 —107 105 -107 4a a 441 
. 481,999 | Cape E. Trams., 1 to oat ubt. ча 1 ü| Nil| Ni | Nil „ rs 8 ; 25 Nu 
460/000 Castner-Keliner Alkali Alkali, 1 to 450,000 1 [6% (вә 12 % 123% | 2 — 23 P s 2 E ; ВТВ 
110,158 Do. à % Ist Mo Mort. Deb, Stock | 100 44% | 44% | 4496 4 | 105 —IC8 105 —108 5% $: s | Si 1 
1,890,690 | Central London | Bailway, oo co | Stock | 4 4 B % | 83% | 62 — 64 62 — 64 THE ЛЕС с ж 
554,655 Do. do. 4% Pref, "Book ee ee | Btock | 4 4 4% 41% 85 — B7 85 — 67 854 85 . |414 2 
554,655 | о, do. Det. do. . Stock | 4 4552 94% | 43 — 45 43 — 45 IP E | „„ 
1,489.n00 | City and South Railwa оо оо „Stock ds gb% | 9à de 814 — 623 81 — 82 w ww» [= $199 
BE ee eebestel] "Ж ЕНЕ БШ Тулу 
100,000: | { 900 ot £100, EM Мон. Reg. Dibe, L6 6 * 6 * 6 | 90 — 98 90 — 93 NELLE 
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SHARE LIST OF ELECTRICAL COMPANIES,—(Oontinued,) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, —(Oontinued) 


Present Btock Closing Closing Basiness done "- + 
НАМЕ ог Dividends for the Quotations | Quotations week ended — 
— : Вһаге, last four years. Бері. Ich. Sept. 14th. | Sept. 14th, 1909. Fall — per 
+ 1905. 1906, | 1907. | 1908. ignest Lowest , oad d. 
260,000 | Dick, Kerr & Oo., 1 to 960,000 4 % 45 %% H- ud | d= ао | т | CA ed 
211,080 Do, A rg е пена 10 |4 КАША 10-109 | 100—408" ve és — 445 
, C, T € = = at , ы] 
80,000 | Dublin United Trams, (1896), 6 % Pret., 1 to 60,000 | 10 |6 % 6 6 0b = 133 121— 183 3 A E. 
99,961 | Edison & Swan Utd., “A” shs., £8 pd., 1 to 99,961 5 4 d 4% | 14% к= 1 1— gd re es 
17.189 Do. “A shares, 0—01 01—017,139 ' .. 5 1 24% 2% Кау д : Ara 
807, Do. Btock y = = = D 5221 
61,720 Do. 6% und Deb. Stock Prov. deri. ‘all pd. 100 |5 5% 5% 5 % Mo " 84 — 87 4 ая 
112,100 | Electric Construction, to 11,100 9 | Nu Ni LINE | ae y Lm 10 $a sud 
81,890 Do. 1% Cum, Pref., 1 to 81,890. . я |1 : 726| 795 1— ai — ве ac 61 
mue чи Electio Co. Uu Cum. Pre Pref. x us б | 4 : А 9% 85 — 88 — 88 "zl .. . , inn 
18,000 | Gt. N. а City Rail. Pret, Ord. A” J, 10 78,000 | 10 | 4 12 | NU | 1—1 H s: MEI. 
96,000 | Greenwood & Batley, 7 % Cum. Pref, ss, v] A. 7 : 6 ч р S ae 102* —108 is A: 4 16 10 
Y Henley's (W. T.), 8 <a. “ee : т ae | H3 эй 570 : 5 410 
150,000 Do. do, 44 % Mort. Deb, Stock | Stock 4 d dd Mc [UB i Г . d 
100 |iLiverpool Overhead Кака Ord n Work. | 10 (NR Nm am wit | Ч H - „| ds) (ieee 
tLiverpoo er ilway ee 2 * ^а i EN | 
10,000 |} Do. do. 'Pref,fuly paid .. | 10 5 153 5 td-5 dE s M М 0 MENS 
600,070 | London United Trams. (1901), 1080007 ..  ..| 0 8% 8% 8% % l- 2 22 ж EE 
195,000 Do, do, 5 9% Cum, Pref., 1 to 125,000 10 5 * 5 1200 ae Е ай " pits eo 
1,831,000 | o. do. 49 Ist Mort. Deb. — 100 5 1 E og | om | Sad es 
Шеш as туг Re z |- 100 2 23% B® „„ ет 65 — 61 N11 
8,285,000 HE c coi ges * .. | 100 @ Mu | Ni | и—ш и 164 167% 1 e m. 
1,897 | Metropolitan Electric Trams., Ord. ае га 1 3 [mh . 4 % E b 5— # oa. . 
814,016 Do. do. Detd.. bi 1 ONU | Ni | Nil i ? . ^ » is 
500,000 Do. do, b 96 Cum. Pref, . 1 5 4 2 5 % 5 % е 96° 94 { . 
595,600 Do. do. 44% Deb. Stock Red, | 100 | 44% | 44% | 44% | 44% Peg 195 —128 139 — 
10,823,200 | Mexico Trams Co., Common Stock " "Los Гэ | as y 2x 944 915 
$9,000,000 Do. Ist Mort. 50-year 5% Gld. Bd. „ 4% . | 5% — de^ 
345,500 | Ромегівв Electric Tes ma S oc org ЛЕТОТ = E 2 
LI 5 um. ee se ee «е 
945,000 Do. 44 % Deb. Stock .. ..| 10 43 120 4% 44% e = — удна — "A эң 
87,850 | Telegraph Construction and Maintenance . 13 о ф UN 15 % Bt ^ 100" —109 
140,0001 Do. 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 1% & 1% | 4% та 10103 m 
1,000,000 | Underground Electric Railway, 6% 5% Prior Lien .. ee $e | ee o | 5 vam A R8 — 90 
2,800,000 Do. do. onds. Р бе dè ё ee d E 9 2 86 — 88 .- 
4,900,000 Do. do. 6 Income Bonds . ee ee | ee ee 2 — а 
. 66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 b Nil Nil 10 $ Nil 12 af К — 4 
66,666 | Do, 695 C.P. 80,001 to 80,000 & 126,001 to 141,666 1 | Ni! .. |6 4 6 95 : a 
245,495 | Do. % lst Mort. Deb. Stock v 4% 495/495 426 | т | 
ELECTRICITY SUPPLY COMPANIES. 
^ E10 у 4ł— 42 ee D ee 610 0 ^ 
15,000 | Bromley (Kent) E.L. & P., 1 to 15,000 - 396 | 5496 | 54% 4— 42 Ре E "hs RECO 
10,000 Do. do. 44 9% lat. deb, stock .. | 100 x 10 | 4 x- 97 4 — е Ва 
gc Brompton & Kens. hr up., Ord., 1 to 20,000 - E A 2 3 1— 8 ТА в ds — [418 
" 0. . 45 = $ 
886,876 | Central Electric Bupply 4 % Guar. Dab. Steen. | 100 | & X 5t ч = и бае: e 2 
89000 d 4% URS Pet| 8 | aad 4444 — 4 4 — i à i» 419 4 
* . о. ә 7 | Аў a . | 1 10 
B0,000 Do. е Undertaking" 4$ % Cum. Prt, b 2 ' А d 8 — 8 E ла i е í 132 
446, 796 LI io i Sango ^ ee * H ^ 49 29 88— 4à 83 4 e — & Б 12 б 
49,486 Chelsea 44% . А) 4 100 —108 100 —108 : . ee 4 1 5 
175,000! Вед, i 8 88 8 6 103— 1 l0g— 1 10} А 591 
mr eA iiis s EIE 15 
41 ee C 9 i 24 Е 
2805 Do. ü ть. X dr Gas, 98 118) alt på, 100 144 ad x ‘a 100 08 00 —lo6 102) £11 
50,000 | Coun of Durham Ele: а ower, Ord. .. в [42 t b va 31— њ- 3 - ecu 5 00 
. 0. о. 2 „„ J - X : 4 9 
950,000 до. 5% lst Mtg. Deb. | Bock | .. | er | .. | 5 5 5 : ae $i 
40,000 | County of London Electric Lighting, Ord. 1—40,000 | 10 |5 - Е А. ди, w 11 102 108 691 
400,001 Do do. C 104 —107 104 — ы 4 1 
. [] ee е dü PS: 5 2 1 
es Bamandson’ Electric d n mi En 4 "ER UE ram еи Ni 
B . ee " 
80,000 Do. do. Cum. Prei. 6 |6 в ® Nil | Nl ^ f— a dE : 1 
500 Do. do. 44 % 1st Mort. Deb. Stk. | 100 4496 4 dem бай "ч 516 3 
$8,150,000 | Electrical (т дшше, 1stMtg.Gold Bnds. $500 TH Ren Derg X ака. : 5 610 0 
í E ape y» — 6 — L2 | ee ee ee 4 10 v 
Do. erry, Pref. 1 to 10,008 ee ee 6 Б Б Б 5 5 64 2 4 10 0 
90,000 Do. lst Deb. Stock — .. .. 100 43 as 45 „Жек [d 00, : . DIOE 
15,000 Hove, 1 to 15, ee ee ee ee ee 5 9 5 4, 98 —101 98 —101 4 19 0 
$1,376,000 Kaministiquia Power Co., 5¢ Gold Bnds, .. ee 0 а ов d» : < ЕЕ TE 
31,000 | Kensington and Knightsbridge Electric Ord. 6  |10 95 |10 % |10 8 95 — a a> J 4 d oe TI 
1 do. O. 4 Deben. Stk. Stock 4 4 4 3 13 — 2 11— ee " 4 16 0 
E 5 Corporation, 4 tod, Ord. - : : 2 : m 51 ie i b 5 17 І 
. о, * о ^ 4 9 
882,855 Do. do. 4% 1st Mort. Deb. Stk. Red. | Stock | 4 € 4% 98 — 9í 98 “a +! d "1121 
200,000 | Me * 1 to 100,000 ..  .. 6 [0 8 B : 18 4 . — [4mo 
16,131 ч 12 1— * ee ee 6 4 4 105 —108 105 —108 E ae ee 4 34 
285,0001 . [o . ee ee 834— 864 834 — 864 з Su 8 4 01 
948,0001 Do. Mort. Deben. Btock Redem. | Btock 505 9 — aa ai | 3 | 610 
,000,000 | Mexican Electric ht Co, 6% Ist Mtg. Gold Bnds | .. | 6 5 5 12 e 0 ENG baa 
$2,400,000 | По. do. Cum. Pref. Stk. | Bock | .. | ;. | - ч 854— 874 3 823 —3h | 519 1 
Do. do. d) rre gn Gold Bnds. ee ee ee ee 4 95 P 98 96 * 90 85 +1 4 10 4 
900,000 Midland Eleotrio oration, 4d % ist Мо: Mort. Deb, 100 - - y 4 Mni ^e Т e 4 и | 
PS ee 
137,500 | ^ ita 5 Pret., 1 to 187,500 . 5 0515 |54 5% 5 d- 5 и Ék a Feki 
North Metropo МЕ, lectrie Power Bupply 100 A "EET S a m * T 
196,500 L Mortgages (Red.), Nos. 1 to 1,265 "se | 578 
10,853 нш Коко Мын. ae se ee DD n% | n% | WH | 7% | nii Ча di ES RC ee oo 
90,000 | Ox 1 to 96 and 407 t0 30 Wc che ow 6 |1 1 1 ane 8 — 96 ka "s : 418 
60,000 | Do. 4% Deb. Stock e 4 à 4% ; : : ee ee 5 6 8 
119,694 | River Plate Elety Co. Ord. Nos. 1 to 190,507 1 | .. [71 тя «— i B qus tied 
100,000 | Do. б Non С um. Pret Nos. 1 to 100,000 1 |6 6 6% | 6 Ф a ard И D 
40,000 Ex саш ee 6 |124% 10 % [10 Lr E " 1 boe iub 
AS $25 ud n ШЕНИЕ ZESUT 
1200 Smithfield Markets Electric mens qs . i| Ni| a- H 1 — к sie |g | [аш 
65,000 Bouth London Electric Bupply, ee ee ee + 4 B 4 5 ф а ги 4 8 ll 
224 520 Do, do, а xi in Deb. Btk, | 100 44% | 44% | 4 44% 102 — 1 e " [9500 
80,000 | Urban Electric n Ok: Pe! d A 6 6 5% It 1 i1 ls is 310 0 
60,000 Do. о, ee ee 6 b 5 5 5 /o AE 77 81 тА š 6 11 1 
215,000 Do. do. «емо, ‘Db. Bik. Red, | 100 44% | 44% | 44% | T — ві : ICA P " 1508 
110,000 | Weetminseer Manio Bopplp Ord cee. еа 15 10 % hod fe 9. | H- of | dj 40 
000 "er с Bu ET ee ee те 2 * 
arm Do, do. "a % Cum. Pret, Re- * b & % 44 44 Б — 53 5 = ee ee 


duced from 5% since д1в% Deo., 1906) 


* Unless-otherwise stated, ali shares are fully paid, t Quotations on Liverpool Stock Exchange, Interim Dividend. 
= à Bank rate of Discoupt 9à per cent., April lst, 1909. 
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THE LIGHTING OF A LARGE EXHIBITION 
ES HALL. TE 


Тнв accompanying photograph indicates the scheme of electric 
illumination adopted in connection with the recently com- 
pleted public exhibition hall in Frankfort. The only ball which 
approaches this one as regards floor space is the Paris “ Grand 
Palais,” and there is room for some improvement in the lighting 
of the latter, espectally in its central portion. The Frankfort hall 
is 365 ft. long, 220 ft. wide and about 90 ft. high to the cupola. 
ZEsthetic and architectural considerations did not very well permit 
of arc lamps being биреде by long supports from the roof, and 
yet, owing to the great height, the use of arc lamps was essential. 
It was decided, therefore, to suspend a number of powerful lamps 
near the roof. The number of such lamps was practically fixed by 
the nature of the roof construction, as each junction in the iron- 
work formed a convenient natural suspension point, and the lamps 
thus placed would help to emphasise the main lines of the building. 

Twenty flame атов of about 4,000 с.р. each were, therefore, sus- 
pended from the high central elliptical ring, whilst the remaining 
96 junction points received enclosed arcs of about 1,600 с.р. each. 
These arce give an ample general illumination in the hall, but for 
use on special occasions something additional, in the nature of an 
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ELECTRIOAL ILLUMINATION AT THE FRANKFORT ExHiIBtTION HALL. 


ornamental illumination, was desired, and for this purpose an 
outline illumination by means of a large number of miniature 
incandescent lamps was decided upon. Some 20,000 2-c.P. lamps, 
spaced 5 in. apart, were therefore fixed along the centres of all the 
main girders, and also along the balustrades of the two galleries, 
whilst along the lower edges of the galleries rows of ordinary 
incandescent lamps, with a somewhat greater spacing, were fixed, 
to help in illuminating the spaces below the galleries. 


The total candle-power of all the lamps installed amounts to about 


400,000, and the power used is about 360 kw. For the sake of 
greater reliability, the arc lamps are supplied from a direct. current 
central station in the town, whilst the incandescent lamps are con- 
nected to the Frankfort alternating supply, generated in a separate 
station in another quarter of the town. 


The trimming of the arcs is carried out from galleries in the 


roof, the arcs being suspended on arms turning on vertical axes, 
and thus being readily drawn over the galleries when desired. 

The gen effect of the combined illumination can be seen 
from the view, but the pleasing blending of the various colours, 
which gave rise to many favourable comments, cannot, of course, be 
reproduced.— 4. E.G. Zeitung, July, 1909. | 


MORS MEN! 


SPECIFICATIONS FOR TRUCK PARTS. 


Wa abstract below some of the standard specifications which have 
been adopted by the Brooklyn Rapid Transit Co. with a view to 
securing the safest and most suitable equipment, and in order that 
the policy of complete standardisation may be carried out to the 
utmost. 


Reference should be made to the Electric Railway Journal of 

July 24th for the complete specifications and for drawings of 
certain parts. 
Steel Tires —The steel tires are of open-hearth or crucible steel, 
and in general conform to the standards outlined in Bulletin No. 14 
of the American Society for Testing Materials. The chemical com- 
position is limited as follows :—Manganese, not to exceed 0:80 per 
cent. ; silicon, not less than 0°25 per cerit.; phosphorus, not to 
exceed 0°05 per cent.; and sulphur, not to exceed 0:05 per cent. 
All tires must have a tensile strength of not less than 110,000 lb. 
per square inch, and their elongation in 2 in. must not be less than 
10 percent. All tires mast be free from cracks, flaws or other 
injarious defects, and conform to dimensions ordered. 


The steel tires covered by the foregoing are 28 in. thiok. The 


wheels used under the elevated cara are 36 in. diameter, and carry 


9,000 lb. when the car is light. The elevated cars are operated up 
to a maximum speed of 40 M. P. 1. The wheels used for the electric 
locomotive are.37 in. diameter, carry 14,250 lb., and are run at 
speeds up to 40 M.P Rn. "ur | 

Steel Castings. The open-hearth or crucible-steel castings are to 
conform in general to the standards laid down in Balletin No. 16, 
American Society for Testing Materials. In their chemical com- 
position these castings must not have over 0°05 per cent. of phos- 
phorus or over 005 cent. of sulphur. Such castings must have 
a tensile strength of not less than 60,000 lb. per square inch, an 
elastic limit of not less than 27,000 Ib. per square inch, an elongation 
of not less than 22 per cent. in 2 in., and a reduction in area of not 
lees than 30 per cent. All castings must be annealed by heating 
uniformly to about 850° O., or 1,560" F. No castings must be 
shipped until it is certain that the proper crystallisation has been 
obtained. This is characterised by a fine ular section, a sample 
of which must be furnished upon req Oastings must be true 
to patterns and free from slag, blow-holes, shrinkage cracks and 
sand, Bearing s must be solid, and no porosity is allowed 
in positions where the resistance and value of the casting for the 
purpose intended will be seriously affected. 

Wrought-Iron.—The wrought-iron must be free from steel scrap. 
The physical requirements for both rectangular and round sections 
are :—Tensile strength per square inch not less than 48,000 lb. 
rectangular, or 50,000 Ib. round; elastic limit per square inch not 
leas than 25,000 Ib. rectangular, or 25,000 lb. round; elongation in 
8 in. not less than 20 per cent. , or 25 per cent. round. 
A reduction of, 1,000 Ib. per. square inch in tensile strength is 
allowed below the above figures when it is ne to machine 
test pieces. Bars are required to bend cold, without signs of 
fracture or cracking, through 90° to a curve whose radius equals the 
thickaess of the pieoe. At least one sample in three must bend 
through 180° without cracking. Bars when nicked evenly and bent 
back by light blows must show a generally fibrous fracture, free 
from steel or coarse crystalline spots. Not over 15 per cent. of the 

surface must be granular. Two test pieces, 20 in. long, 
are taken for test from each 200 bars or less. All bara must be 
practically straight, smootb, free from cinder spota, blisters, cracks, 
slivers, injurious flaws and imperfect edges. Round iron must con- 
form to the limit gauges adopted by the Master Mechanics’ Associs- 
tion, and rectangular iron must not vary more than ‘03 in. from the 
size ordered. | . 

Steel Forgings for Driving and Trailer Truck Azles and Armature 
Shafts.—'The specifications for steel forgings for truck axles and 
armature shafts conform.to those of the American Railway Master 
Mechanics’ Association and the American Society for Testing 
Materials. The material is open-hearth steel with the following 
chemical limitations:—Phosphorus, not to exceed 0°05 per cent. ; 
sulphur, not to exceed 0°05 per cent.; and manganese, not to 
exceed 0:60 per cent. The tensile strength must not be less than 
80,000 1b. per square inch, the elongation not lees than 20 Р“ cent, 
in 2 in., and the reduction in area not lees than 25 per cent. 

Composition Cast ings.— Five different alloys are used for com- 
position castings, as follows:—Journal bearings, check plates and 
various other bearings are of bearing metal, No. 1 composition ; car 
trimmings, trolley wheels and various power-house castings are of 
bronze, No. 2 composition; signal bells are of bell metal, No. 3 
composition; steam fittings, valves and cocks are of steam metal, 
No. 4 composition; and miscellaneous castings, motor and control 
parts are of yellow brass, No. 5 composition. 

The analyses of the five compositions are given in Table I :— 


TABLE I. 
Maximum 
impuri- 
Copper Tin. Lead Zino. ties. 


Composition. Per cent. Per eent. Per cent. Per cent. Per cent 
No. 1, Bearing metal ... 77:00 8:00 1500 — 10 
No.2, Bronze ... ... 88°40 5°50 2°80 330 15 
No. 3, Ball metal .. 82:00 18°00 — — 1˙5 
No. 4, Steam metall .. 8500 500 500 500 10 
No. 5, Common brass ... 67:00 — — 3300 15 


Notz.—A variation of 10 per cent. is allowed from the specified amounts of 
tin, lead and zinc. 


Mixtures with scrap of the percentages indicated are permitted 
as shown in Table II :— 
TABLE II. 
Maximum 


a. Copper. Tin. Lead. Zinc, scrap. 
Composition. n 


Percent. Percent. Percent. Percent. Per cent, 
No. 1, Bearing metal ... 88:50 400 7°80 — 50 
No. 2, Bronze ... . . 62°00 3:80 1:90 230 30 
No. 3, Ball metal ... 8200 1800 — — — 
No. 4, Steam metal |... 59:50 3 50 3°50 350 30 
No. 5, Common brass ... — — — — 100 


NoTE.—All scrap must be of the same composition as the metal for which it is 
used, and where the amount of serap, as shown above, cannot be obtained, new 
metals must be used in proportion. 


Inspection must show that the castings are free from segregation, 
oxidation, dirt, sand, cavities and any other injurious defects. 

Cast-steel Gears.— Cast-steel gears are of opea-hearth or crucible 
steel, and must not contain more than 0°05 per cent. of phosphorus 
or more than 0:05 per cent. of sulphur. The tensile strength must 
be not less than 70,000 lb. per square incb, the elastic limit not less 
than 35,000 lb., the elongation in 2 in. not less than 16 per cent. 
and the reduction ia area not leas than 25 per cent. All gear 
castings must be annealed by heating uniformly to about 850° O., 
or 1,560° F. No castings must be shipped until it is certain that 
the proper crystallisation bas been obtained, this being characterised 
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by а fine grain. The gears must be true to patterns and free from points needing careful expression, particularly in regard to 


slag, blow-holes or shrinkage cracks. The finished surfaces must date of ments. leneth of notice to be given or : 
be solid, and no porosity will be allowed ín the teeth. pay › lengt 81 accepted, 


Steel Pinions.—A]l steel pinions are of open-hearth steel of restrictive covenants binding an employé after leaving an 
individual billets hammered to sizs for each pinion. The principal em ployer’s service, and other equally important details. 8 
difference from the gear metal is in the use of manganese, which The question how an engineer should act when 


must not exceed 06 per cent.; phosphorus and sulphur must not summoned as an expert witness is then discussed. 
exceed 0°04 per cent. each. The tensile strength of the pinion The 


material must he not less than 80,000 lb. per square inch, the elastic importance Е insisted on of | making himself perfectly 
limit per rquare inch not less than 40,000 lb. per square inch, the  8cquainted with the points at issue and of cultivating a clear, 
elongation io 2 in. not less than 22 per cent. and the reduction in distinct manner in the witness box, so as to withstand, 


ares not less than 35 per cent. without aggression, the crogs-examination of the opposi 
All pinions must be free from seams, cracks or other defects, and agg 7 pposing 


must be finished to the exact sizes shown on the plans accompany- counsel, and to impress the judge with the correctness of bis 
ing the order. The bore must be accurately and smoothly Views. | : А 
reamed. The fact is noted that he is not bound to give a “ yes or 


elliptic or semi-elliptic type, are of crucible or open-hearth steel ‚ 
containing the following ingredients:—Carbon, 090 to 110 per The fees chargeable for such work are then folly 
cent. ; manganese, 0°25 to 0°50 per cent.; silicon, 0°15 to 0'25 per considered. 


dent.; phosphorus, not to exceed 005 per cent.; and sulphur, not With regard to liability, it is pointed out that, while be 


to exceed 0 05 per cent. At least 25 per cent. of each lot ofspring8 cannot be held liable for losses incurred through his erroneous 
is subject to test. The trial consists in applying 14 times the E 


du ; ner 4 
maximum specified load with the ends of the semi-elliptio springs Opinions or errors of judgment, he must display a “ reason- 
supported on swinging or doller baa ori, ° When released from able degree of skill” and must be careful to carry oot 
14 times the maximum specified load, the springs must not be more effectually the work of supervision, or he may be held 


ied 2 а higher пог more than rs ш. ста Mian gl gar responsible for the consequences. Several instances ме 
‚ u e a permanen w . f e | e 
must fit closely together at Lt times, and de flect uniformly under mentioned where considerable sums have thus been 
the test loads. The plate must be free from lamination and other recovered. A | 
defects and must nct vary more than ‘03 in. in width nor mare The next section—Chapters VI to XIX—deals with 
t 02 in. in thickness. Tbe bands must not vary more en ineerin contracts. The need for care in their 
еш i length, ys i шп W г 5 D E aoe aration i insisted on, and the difficulty of reli 
Ы even palpable mistakes after the conti acts have 

signed is shown. Instances are given where applica- 
tions to alter “£18 per cwb.” to 188. per cwb,” 
and “30s. per cwt." to **308. per ton" have been 
REVIEWS. | refused. | | 

A contractor is warned that he must satisfy himself that 
a scheme for which tenders are invited is practicable, and 
that he has no redress if events prove that the methods pro- 


The Law Affecting Engineers. By W. VALENTINE BALL, 


M.A. (Cantab.), Barrister-at-Law. London : Constable posed in the specification are unsuitable, and the work bas 
and Co., Ltd. Price 10s. 6d. net. to be carried с іп a more expensive manner. Не should 
This book primarily appeals to practising consulting aleo be very careful of the use of the words whole" or : 
engineers and the responsible engineering officials of the „ complete without being suré that all liabilities are covered 
many large purchasing authorities. It deals with their in the price. | 
powers and duties, both as between their employers and con- One chapter deals with tenders. "That these should be in 
tractors, and in the rarer cases where they are called in to writing goes without question, verbal tenders being inadmis- 
act either as expert witnesses or as arbitrators in disputed sible in the Courts. The importance of care in choosing the 
cases. As an exposition of the law regarding the interpreta- phrasing is insisted on, and it is pointed out that con- 
tion of engineering contracts, it should also prove of service tractor cannot shield himself from its binding nature by 
to the engineering officials of contracting and manufacturing calling it an estimate. | 
companies. The right of withdrawal is discussed, and the illegality of 
The volume may be divided into four sections, namely, tenders offering to accept a certain sum less than apy oom- 
Chapters I to V, which deal with the duties, power? and petitor is proved from actual cases. — 
responsibilities of the engineer; Chapters VI to XIX, Reference is made to the Public Health Act of 1875 
which are concerned with various aspects of er gineering which enacts that not only must a public authority advertise 
contracts; Chapter XX, which is devoted to arbitration for tenders, but also it must have specifications prepared for 
procedure ; and the Appendix, which consists of several works carried out by them. It is shown to be legal for 
model forms of general conditions, forms of tender, and competitors to agree either to refrain altogether from 
sample agreements. Amongst these are the ** Model General tendering or for one selected party to make a firm offer, the 
Conditions prepared and issued by the Institution of , others being knowingly considerably higher. . 
Electrical Engineers, which receive the author's hearty The duties of a quantity surveyor and the liabilities of 
commendation. his employer are then considered. The custom of the trad 
In the first section the question who is a consulting engineer in making the builder pay his fees is mentioned, and it 18 
calls forth the answer that the term includes all who in an stated that in law a contract holde, although based on 
advisory capacity act as the engineering representatives of erroneous bills of quantities iesued with the specification, 
purchasers of engineering plant or materials. The necessity unless it can be proved that there was an evident intention 
for a high standard of professional conduct is pointed out, to defraud. ‚ 
and the suggestions made by the Institution of Civil The next chapter deals with the important question of 
Engineers in 1902 are detailed. The difficulty of enforcing ^ specifications, and re-states their binding nature after accept: 
any such suggestions without the legal powers which are ance by the contractor. It is a fundamental principle in 
vested in the governing bodies of other learned profes- law that the contractor fully acquaints bimeelf with 
sions is mentioned. rieke, whether mentioned in a specification or nob. II 
The question of fees is then considered, and the import- author, however, points out that though a specification t 
ance urged of having a clear understanding on the following not a warranty that work carried out in accordance with its 
points— namely, their amount and the times of payment, provisions will be satisfactory, it implies that ordinary care 
whether extras are to be considered separately, and what has been exercised in its preparation, and gives #3 an Ine- 
would be the effect on the amount of a total or partial tration some harbour works, where the plans issued with tbe 
abandonment of the scheme after the plans and specifications specification showed а sunken wall which could be made use 
had been prepared. of. This did not exist, and heavy expenses were in perd 
It is urged that all service agreements for periods exceeding quence incurred. The engineer and his employer, not the 
one year should be committed to writing and stamped, and, contractor, were held responsible. 9 
if with a local authority, sealed, otherwise they will be held Plans and drawings when referred to in & apecification 
invalid in the Courts. It is suggested that a solicitor be con- form part of the contiact. The need for care in uma 
sulted before such agreements ate signed, as there are many contractors’ drawings is referred to, and the responsibility 
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of the contractor to complete in accordance with them is 
insisted upon, as well as the necessity for an engineer to be 
specially authorised before permitting variations from an 
approved drawing. Reference is then made to the legal 
ownership of plans of completed works. | 

The next chapter relates to extras and alterations. The 
need for these to be expressly authorised before being 
carried out is insisted upon. Those who have had any 
experience with the consideration of the extras claimed at 
the end of a long contract, know how important it is that 
orders for extras should be definite both as regards what is 
to be done, and its amount. It appears that the law is 
very clear upon the liability of a contractor to complete 
work he has contracted to do, and it places the onus of 
obtaining sufficient orders for extra work, as well as of 
satisfying himself that the engineer has power to authorise 
it, upon the contractor. ` 

The author then deals with the question of time of com- 
pletion, the powers of an ẹngineer to grant extensions, and 
the effect which extra work has upon the original contract 
date of completion. Engineers’ certificates, payments, 
bonuses and penalties next claim attention. -The difference 
between progress and final certificates is explained, and the 
legal effect of the issue of the final certificate is discussed ; 
the engineer is reminded that as in issuing this final 
certificate he is acting in a semi-judicial capacity, he is bound 
not merely to be very careful how the certificate is worded, 
but also to hold the scales equally as between employer and 
contractor. | ME 

The author considers it advisable that all decisions of the 
engineer, including the final certificate, should be open to 
arbitration. E ' 

The prevalent idea that a penalty clause cannot be enforced 
unless accompanied by & possible bonus clause does not 
appear to be borne out in Jaw. Indeed, it is pointed out 

the Public Health Act of 1875 expressly enacta that 
"every contract made by Local Authorities must specify 
the pecuniary penalty to be paid in case the terms of the 
contract are not fully performed," and it has been decided 
in the Courts that this provision is mandatory. Here no 
question of corresponding bonus is mentioned. It is, how- 
ever, pointed out by the author that the amount of a penalty 
must have some fair relation to the damage sustained, and 
he recommends that the description agreed and liquidated 
damages ” be used instead of the word © penalty.” 

As an illustration of penalties inflicted for departure 
from specification, the author cites a case where a penalty of 
£1,000 was inflicted by the Admiralty because a certain 
gunboat exceeded the specified weight by a few tons. When, 
later on, it was found that this was the only satisfactory boat 
of its tlass, the money was returned to the contractor as “ an 
act of grace," not as a necessity of law. — 

Contractors will be specially interested in the next two 
chapters, which deal with maintenance and sub-contracting. 
The several forms of maintenance clauses, in come of which 
the contractor makes himself responsible for all accidents, 


and even the consequential damages resulting therefrom, - 


while in others he is only responsible for defects due to 
defective design or workmanship, are discussed, and the con- 
tractor is advised to be careful in regard to what he accepts. 

The engineer is urged to reserve to himself the power of 

approving the names of sub-contractors, while it is stated 
that such approval does not in law release the main con- 
tractor from any of his liabilities. Several questions as to 
the rights of the sub-contractor are discussed by the author, 
notably, to whom he must look for payment in the event of 
bankruptcy or insolvency of the main contractor after delivery 
of the goods, and to what extent he is liable in case of delay 
on his part to deliver a small but essential part of a large 
contract. | | 

The functions and powers of an assistant engineer next 
claim attention, and it is made clear that it is not possible 
for an engineer to delegate the entire responsibility of guper- 
vision to an assistant, however competent. 

The last chapter in this section is of particular interest 
to electrical contractors, as in it questions arising out of the 
supply of electrical energy and of electrical plant are discussed. 
For instance, if a карр contracts to sell power, it must be 
suitable for the purpose for which it is to be used, if that 
purpose was known to the supplier when the contract wes 


d 
т 


made, in the absence of special limitations ав to what would 
actually be supplied. e. | 
. Whether a cut-out and shunt resistance form integral 

parts of a “complete installation," or whether they can 
be charged for as extras, and whether “ the actual cost of 
generating electric light" includes any allowance for 
epreciation of plant, and what are contractors’ liabilities in 
serios to accidents through fire or electric shocks to 
third persons, are questions which are answered by references 
to actual legal decisions. ` | | 

The third section consists of one chapter, in which arbi- 
tration procedure is fully treated. It points out the different 
classes of references, considers the phrasing of the arbitration 
clauge usually inserted in engineering contracts, and gives 
much useful advice to an engineer chosen to act as arbitrator. 
It urges care in drafting the award to see that it covers, but 
does not exceed, the terms of reference, and suggests the 
advisability of taking legal opinion upon the phrasing used. 
The conditions upon which a Court of Law will revoke an 
award are considered, also the question of permissible fees, and 
the right of the arbitrator to have a lien on his award until 
the fees are paid. ^ | 

There are two questions relating to engineering contracts 
not considered in the present volume, which might with 
benefit be fully treated in a future edition. One is the effect 
which beneficial use of part of a plant has upon its acceptance 
.by the purchaser and the completion of the contract, and the 
other the question of tests, and the liability of a purchaser 
to take over plant which only in degree—that is, as 
regards performance guarantees—falls short of specification 
requirements. | 

The book deals with a number of subjects of daily 
interest to engineers and contractors, and while in some 
points the conclasions arrived at differ from those com- 
monly held and acted on in everyday commercial life, there 
is no doubt that it will prove a very useful addition to the 
modern business library. 


The Theory und Practice of Electric Wiring. By W. 8. 
Івветвох, B.Sc., A.M.LE.E. London: E. and F. N. 
Spon. Price 58. net. 


The volume before us comprises 866 pp., is divid«d into 
15 chapters, and has an Appendix of tables dealing with 
conduits and conductors. There are also about 16 pages 
devoted to City and Guilds’ examination questions in 
wireman’s work, 1903-1908, and a fairly comprehensive 
index to the whole book. | 

The author puts forward as one of the reasons for this 
essay into the field of technical literature that “ the period 
has arrived when a wireman should be an electrician, and 
no doubt in a few years’ time there will be few who do not 
poesess certificates of competency, not simply in the joint- 
ing of cables but in electrical work generally. It is to 
further this end that the book has been written.” It has 
also * been the author's aim to make as clear and concise as 

ible the facts necessary to wiremen, in order to perform 
their work intelligently and efficiently." 
. It has often occurred to us that the writing of a preface 
should be handed over by an author to a competent and 
friendly reviewer—“ It wad frae mony a blunder free ue." 
The result too often is quite ont of harmony with the 
author's expressed aim, and we fear this volume is a case in 
point. The author of a text-book simply cannot be too 
careful in the choice of words to express his thoughts so as 
to render it unnecessary to read any paragraph twice over 
in order to grasp its meaning. Such lucidity is absent in 
this case, and this sometimes leads to humorous results. 

The book opens with general principles in Chapter I, and 
these are fairly well treated ; the statements made regarding 
current, pressure or voltage and resistance cannot be called 
definitions in any sense of the term, but may be sufficient 
for a wireman’s use. 

Chapters II, III and IV deal with resistance, 
measurement of resistance and Obm's law respectively. 
This portion is nicely dealt with, and a number of numerical 
examples are worked out. | 

Chapter V ig given over to the consideration of filament 
lamps, and is probably the beziest in the book. The fourth 
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line of the chapter, page 63, is marred by an. interpolated 
* and," making the paragraph unintelligible. There are 
quite a number of elipsliod statements in this portion of the 
book, and only a few instances can be quoted. 

On page 65, their life "—carbon-filument lamps—“ is 
about 1,000 hours, and the efficiency drops 20 per cent. af 
the end of this timo; page 67, dealing with the decrease in 
resistance of a carbon filament with increasing temperature, 
we are told that this makes the lamp very sensible to а 
rise of a few volts pressure when hot." On the same page 
we learn that high-efficiency (metallised) carbon filaments 
are obtained “by special treatment in the electric arc!” 
Page 71, tungsten filaments are obtained by “ reducing the 
mass to the constituency of putty.” Passing over others we 
find this on page 77: describing the iron ballast resist- 
ance . . . enclosed in a small glass tube used in the Nernst 
lamp, we are told that “the tube, tsfead of being a 
vacuum, is filled with hydrogen gas." Two pages further 
on, however, the following description may be of interest to 
the electrical trade: Tubolite lamps are the ordinary 
filament lampe encased in long tubes, the sizes being from 
1 ft. to 8 ft. 6 in. long. They have reflectors fitted to the 
back of them . . . An ordinary filament lamp 8 ft. 6 in. 
long is surely an achievement. 

Arc lamps form the subject-matter of the succeeding 
chapter, and its value may be judged from the following : 
* Tt is very difficult by aid of diagrams to give a clear concep- 
tion of the mechanism of arc lamps, but no doubt the reader 
will have вара oppertunity of obeerving а lamp and should 
trace the path of the current through one and notice the 
actions which take place when the lampis burning." Hence 
thereare no diagrams or illustrations of arc lamp mechanism, 
and the descriptive paragraphs are often very confused and 
involved. The last ph on p. 92 has uo apparent 
reference to the context, and ought to appear on p. 88. 

Page 97—“ The golden flame of the flame arc is due to 
vapours of the calcium fluoride or other calcium salta mixed 
in the carbons during manufacture to the extent of about 
10 per cent., and which are produced by the heat of the 
arc.“ There are apparently more things mixed than flame 
carbons. "i | | | 

In Chapter VI[ we come to distribution of power, and 
here there are some good diagrams, bnt the treatment is far 
too scrappy, the whole subject being disposed of inside 16 
pages. The same remark applies to the following section, 
where instruments are illustrated and described. The 
chapter is quite inadequate for a text-book of this nature. 

Chapter IX deals with fuses, cut-outs and switches. 
The relative advantages and disadvantages of lead, tin and 
copper for fuses are gone into, and a table is given showing 
the usual length of break allowed for various currents and 
pressures. Switches are similarly dealt witb, and, generally 
speaking, this section is much better. There are many 
peints, however, which might be improved. | 

Forty-eight pages forming Chapter X аге devoted to 
systems of wiring, and casing, conduit, B.I.W. twin-wire, 
and С.С.” concentric systems, are illustrated and described 
in a fairly satisfactory manner. Regarding the latter 
system, the author seems to think that the making of the 
jointe is a matter involving a great deal of time, and it 
may interest him to know that the writer has repeatedly 

made three-way 7/214 junctions complete in from 5 to 7 
minutes—much less time than is required for an ordinary 
joint in insulated wire. 

The next two chapters dealing with joints, eoldering, &c., 
and insulators and cables, respectively, are quite satisfactory, 
but in the thirteenth chapter the author is again unlucky. 
Here he deals with batteries and bells, and adds three or 
four pages on electric motor connections. Now what con- 
nection bas а motor with a bell, or what fellowship has a 
starting switch with a bell-push? We are told that “it is 
rather difficult to show how motors can be intelligently 
fitted up without giving a chapter on motor construction.” 
Then why not give such a chapter ? 

Testing for faults in cables in the next chapter is all 
right, but the author describes one highly dangerous way of 
finding a fault. He suggests earthing the live main, so 
as to burn out the earth fault on the other main. In an 
unskilled man’s hands this would result not only in burning 
out the fault but also all the adjoining neighbourhood. 


I The final chapter is made up of descriptions and diagrams 
of the wiring for Lundberg’s special switches, electric 
flashing signs, &c., and is useful enough: to the average 
wireman, who cannot always obtain a catalogue showing such 
connections. | 

Ав far as we are aware, this is the author's first effort in 
technical litenatare, and it is because erpertentia docet that 
we have devoted more space to a criticiam of this book than 
the subject deserves. A reviewer is only human, and 
16 is in no captious fault-finding spirit that we conclude by 
remarking that practically throughout the volume tbe 
author's thoughts seem to have been in a condition similar 
to that of some wires behind a distribution board, which he 
graphically describes on page 133 as being -crossed and 
recrossed in a perfect mélée.” 

“ Farther, by these be admonished ; of the making of books 
there is no end, and much study [of them] is a weariness to 
the flesh." J. D. M. 


ITHE ENCLOSED ARC, OR THE METAL 
| FILAMENT LAMP? 


By “PAM.” 


Ir must often be noticed that although all kinds of apparatus 
are described and discussed in the electrical Presa, arc lamps 
seem to be quite ignored, and in view of the remarkable 
improvements which have recently been made, this is all the 
more surprising. | 
Perhaps they are most in evidence in Situation 
Vacant —for travellers to sell on commission, &c. | 
No doubt this is a reflection of the difficulties whic 
manufacturers have in disposing of their goods, and it is a 
fact that arc lamps want a great deal more selling than the 
usual run of things; this is especially noticeable in com- 
parison with the business as played" seven to ten Jean 
ago. Then it was а “bed of roses," now—“ thorns,” and 
long ones, too. 
The chief cause of this is, of course, that good old price 
leveller—competition—but Osram and ite fellow lamps have 
given arcs a very nasty shock. | 
Now, what I cannot understand is the apathy of mant- 
facturers and those interested in arc lampe generally. They 
have enough fighting material at hand to swamp all the 
adherents of other artificial illuminants, if they could only 
muster enough energy and intelligence to put things plainly 
before the general (electrical) public. I am aure that 
anyone thinking of illuminating must have noticed the 
claims of metal-filament lamps, high-pressure gs, 4 
which are advertised and pushed in such a manner that it is 
not a matter of looking for information, but rather trying © 
get away from it. On the other hand, notice the advertise- 
mente which generally appear for arc lamps. It is the 
general rule that nothing is shown but a few illustrations of 
external appearance of lampe, which convey no meaning 8 
all to the average reader, and I have come across scores 
people who think that arc lamps are not as efficient as metal 
filament lamps. This is a direct reault of the unintelligent 
advertisements displayed. If the are lamp people would only 
give a few details as to what they aetually can do as re 
candle-power for carbon and watt consumption, 88 the 
incandescent lamp people do (both electric and gas), they 
would be shaping better and doing themselves some good by 
advertising. . | 
Speaking of the usual lack of figures, I should like to state 
a case which I came across some time ago. A certain Drm 
sent inquiries to several dealers for flame lamps for at 
lighting. The current was specified as 10 amperes, tl 
voltage 200, and the lamps were to run four in series; * 
tenderers were requested to state the mean hemisphert 
candle-power of the lamps offered. Now one а 
actually gave this as 4,000, and another as 8,000. 
mark you, for an expenditure of only. 500 watts, which shows 
.8 C.P. per watt. a ot of 
Such ridiculous figures as these are certain to do 8 l 


KE 
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harm to everyone concerned, but not least to the firm giving 
them, as such things are sure to be gone into, if only on 
acoount of their sengationalism. 

The latest advertisements for metal-filament lamps are 
stating that these are more economical than enclosed arc 
lamps, but these claims cannot be substantiated, as will be 
seen from the figures given below. 

Take the case of an ordinary shop, using four lights for 
either inside or outside lighting, and assume that each lamp 
is desired to give about 600 C. P., the voltage is 200, current 
is charged at 5d. per unit, and the lamps will be in use 
each day from dusk until 9 o’clock, or about 1,000 hours 
per annum. | | 

If enclosed arc lamps are to be used, а good make can be 
obtained for £2 108. each, and I have estimated that 20 per 
cent. depreciation is generous. As regards trimming, this 
would only have to be done 10 times per year, and if there 
is no oneon the job who can do it, the local electrician would 
ey take this on at, say, 48. per visit (one hour's 
work). 

In the case of metal-filament lamps, a life of 1,000 hours 
has been allowed, although 700 to 800 would be nearer the 
average. The lamps installed would be a good make listed 
as 700 Hefner с.р. (630 British) consuming 800 watts. 


EmoLoSED Авс LAMPS. 


Cost 
| per annum. 
Four lamps complete at £2 108. each = £10; 20 per cent. £2 0 0 
Trimming and carbon, 10 visits at 4s. T vss * 2 00 
Energy, 600 watts х 1,000 hours х 5d. per B. r. v. . 1210 0 
£16 10 0 


Merar-Finament LAMPS. 


Four lamps, depreciation on lanterns, &c., say, 25s. each £5 0 0 
Energy, 800 watts x 1,000 hours x 5d. per B. r. v. *. 1613 4 


£21 13 4 


This shows a saving of £5 3s. 4d. in favour of enclosed 
lamps, and the estimates are all generously inclined to the 
other lamp, and no mention has been made of the i- 
bility of little boys with stones or other unforeseen things 
oo EE which migbt ruin a metal-filament lamp in its 

on | 
: Of course, no one needs to be told that flame lamps give 
five times the light for the same current as an enclosed arc 


lamp, and that the high cost of carbons is accordingly . 


covered in a few weeks. | = 

The object of the above deductions, besides calling the 
attention of all interested in lighting to the great miscon- 
ceptions which are prevalent regarding the humble enclosed 
arc lamp, is to rouse the vendors from the awful state of 
lethargy which they seem to be in, in the hope that they 
will muster their forces of advertisement and argument, to 
oust the metal-filament and other lamps from the false 
position which they have attained. 


D 


BRITISH TRADE WITH CHINA. 


[COMMUNICATED. ] 


In giving this small collection of words the above title, I 
would gay that nearly all that follows refers to trade with 
China, but a great many of my remarks might equally apply 
to British trade with other countries. 

I am afraid it is rather an ambitious task for a novice of 
the pen to try and convince the English engineer and 
financier that it is high time to drop the policy of ** masterly 
inactivity” of which they seem so proud, and to set to and 
try to hold the pasition of commercial superiority which has 
been ours for so long ; that position is slipping from us, or 
we are slipping from it, at an alarming speed. If once we lose 
it, we shall never regain it, for there is- no real reason why 
London should be the world’s commercial centre. 

Before I took up my residence abroad, England to me 
was the pivot on which the globe revolved ; her financial 
and her technical men, also her merchantmen, were the last 
words in brightness and energy, and were fall of enterprise— 


e 


I have of course always appreciated that there were other 
people on the earth, but poor people, and how eorry I was 
for them because they were not born on our blessed isle. 

On my return to London after several years away, I received 
a horrid shock, and 1 cannot describe what my feelings were 
when I found this country labouring under the spell of the 
most virulent disease that can poseibly attack a nation, firm, 
or man, and which is best described as “ swollen head." The 
swelling was maintained by a false sense of superiority, 
which once we could fairly claim, but unfortunately for ug 
that day is pest, and if I could only impress upon the people 
of this country that they must give up trying to make 
extra profit just because they are English, and because the 


article they are selling has been made or designed by their 


own fair hands, I should feel I had not lived in van. 
Now take the home manufacturer dealing with an inquiry 


from abroad —will he give a c.i.f, quotation ? No, he will not, 


unless you are his agent, or you have done business with him 
before, and as it is impossible at the other side of the globe 
to obtain freight rates from England, the poor engineer 
man has to guess the rates, and if he makes a mistake, the 
logs is his. I will tell you without fear of contradiction that 
the manufacturer will sometimes give a quotation “ ez works” 
orf.or. Now, how on earth can a firm, say in China or 
Japan, or some other far-away spot, guess the freights from a 
works, say in Birmingham ? | 

If home firms do not want to trade with distant, lande, 
they should state in their advertisements and catalogues ** No 
export trade done," because owing to these absurd methods, 
the poor people at the other side of the globe often get left, 
and the business goes elsewhere, generally to Germany or 
America. | 

To one just, home it is beyond understanding to hear some 
of the.remarks and sentiments expressed by some of tke 
larger engineering manufacturers. | A 

I brought home with me some most valuable details as 
regards prices, all conveniently tabulated, and the only thanks 
I got was: Ob, yes, I see we are much higher, but we do not 
try to compete with foreign manufacturers.” For Heaven’s 
sake, why not? In no country in the world is skilled 
labour so cheap and efficient, there is no country in the 
world with such shipping facilities, and iron and coal is 
here in abundance, and yet it is impossible to compete! It 
is no earthly use telling à Chinaman ог a Japanese that he 
must pay more money for a certain machine, because it was 
made in England, and that the firm which made it is & 
hundred years old. The day for that sort of thing has gone 
by, because when we could say it, our competitors were in 
their manufacturing infancy, and had not the capability of 
competing with us, but now, after assiduously studying our 
methods and improving on them, they are at least our eqnals, 
and in several ways they get ahead of us. They do this, 
first, because they can obtain financial assistance more easily 
than we can, and they in their turn assist their foreign 
agents ; secondly, because their Consular services are far 
superior to our own. | | 

In mentioning the Consular service, I would particularly 
ask you to note that I do not decry the very able and courteous 
body of men in that service, but I condemn the present 
system. Т think it would be little short of suicidal if we 
did not have men of birth and education at the head of the 
service, but where I think the system is wrong is here. As 
is well known, at Embassies and Legations in any country 
there is a Commercial Attaché, It is his duty to look after 
commercial enterprise for his country, but if anyone expects 
one man to efficiently guard the interests of his country in an 
empire the size of China, he had tetter be put in an asylum. 
In China we have a commercial Attaché of great capability 
and energy, and one who, if an English firm applies for 
information, gives all that is asked for, and sometimes even 
more—the gentleman I refer to is Sir Alexander Hosie. Now 
I would suggest that the commercial branch of the Consular 
Service should be improved somehow on the following 
lines. We should appoint one commercial Attaché as at 
present, but give him a large staff of assistante, placing one 
at each Consulate, these assistants to be taken from business 
life, not from college just after passing their examinations ; 
let them be engaged from the ғегуісе of firms in the country 
they are to work іп, во as to be certain of their knowing 
local conditions. 
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I cin think of nothing more foolish than sending out a 
youngster who is fresh from college, and who has no com- 
mercial experience, to get in touch with the people and 
conditions and to report on possible business. 

Since I have been home I have preached often and 
volubly against the deadly apathy or sleeping sickness which 
hangs over us, and I am glad to see letters in the Times, 
leaders in the Obserrer, and occasional notes in the Pall 
Mall Gazette, all in the eame tone, pointing to lack of 
interest shown in this country as to the vast importance of 
the China trade. | 

On Saturday, August 28th, the Times said: “ British 
commercial preponderancy is still an a:get of immense 
value which deserves the support of more consistent and 
determined policy than this country bas of late years main- 
tained in China." | 

The Observer, of August 29th, growls because the 
Americans insisted on participating in the Hankow-Canton 
railway loan, and infers that they are poaching on cur pre- 
serves. Toget at the truth of this matter, I do not think we 
have to look further than H..E. Tong Shao-Yi's visit to 
Washington this year to thank the U.S A. for returning the 
Boxer Indemnity, and it is my firm belief that this move 
was suggested then. When one looks over the history of 
the relations of the last two years between China and the 
U.S.A., one will see very good reasons why China should turn 
to America for support. : 

We must take many things into consideration, one of the 
most important being the encouragement given by the U.S.A. 
to China to send students over to the American Colleges. We 
give no special facilities. The return of the Boxer Indemnity, 
the. two visite of such an important man as Mr. Taft, one 
with Miss Roosevelt, and one at the eve of his election as 
President of the U.S.A., were far-sighted moves. We have 
sent no man of special fame or importance! Last, but in 
no way least, the vapourings of the American Press about 
raising the Legations at Peking to rank of Embassies, and 
wild suggestions of an, American-Chinese Alliance, have to 
be remembered. These last two points, though not being 
looked upon with any interest by the intelligent, reader or 
student of International affairs, would be contemplated by 
the Chinese with great pride and pleasure. 

In what I am about to say I do not wish to appear to run 
down the Chinese in any way, but how could China rank 
as a recognised power yet, and what could she give America 
in return for an alliance? I um fully convinced that the 
United States is at present in far higher favour in Chinese 
eyes than any other nation. 


To conclude, I would say that if our manufacturers wish | 


to continue to do business in the Far Eust, they must give 
more support to the people who act for them, or they will 
find that the Eaglishman abroad will turn aside and take up 
dealing with foreign firms; that would be quite an easy 
thing for him to do. 

I suppose my firm receives 50 letters from the Continent 
and America to one from England suggesting business 
relations. : 

Our firms must give c.i.f. quotations when asked for ; they 
must improve their catalogues; they must not say, when 
approached to reduce their price to get business. that it is 
their standard machine, with their name on it,” and “ it is 
the best on the market, and they have made it for 50 years, 
and have always had the price asked, and if the prospective 
purchaser does not like it, he need not buy it," as to have 
such things written and said to one, makes one just a bit 
annoyed. 

The next point I take does not apply ro much to the 
electrical branch of the engineering trade as to the 
mechanical. 

On the question of quality I wish to impres ороп 
Britishers that it is not necessary to quote us in the East for 
material made to comply with the B. of T. or to the British 
Standard specifications ; these do not come into force at all 
unless specially asked for. 

We in the East want good, but not extravagant, stuff; we 
want to be able to rely on it, and be certain of the wheels 
turning round, but we do not want it to last 1,000 years. I 
will give the best instance I can. In early June this year I 
received an invitation to be present at the opening of a new 
railway near Canton, which had been built and financed 


entirely by Chinese. Well, I went, and found the rails too 


light, the rolling stock of a cheap and nasty variety, and the 
locomotives remindful of an asthmatical pug with iron 
wheels. On being asked by the chief engineer my opinion 


of the line, I told him he had got the most beautiful collec- 


tion of mechanical trash that I had ever seen. His reply was, 


that he knew that quite well, but as he was not absolutely 


certain of the commercial success of the venture, he 


thought it better to start by being cheap, and improving as 


he made money. | 
That is entirely illustrative of the Chinese methods, and 
if you want the Chinaman's business, you have got to 


accept some of his ideas. $ i 


NOTES ON TRADE ABROAD. 


(Continued from page 411.) 
In the article commencing on 


China. the page that precedes this we 
are enabled to publish some spirited 
obzervations regarding the British position in, and 


attitude toward, the. Chinese market. The reader vill 
note the bearing of these criticismg—from one wLo is 
on quite familiar ground when expressing them—on the 
whole of our trade relations with that part of the 
world. Electrically, as we have already said in thes 
pages, the actual demand in China is small at present : but 
it is a more tban thrice-told tale that those who are "1n 


at the beginning of a particular development stand a better 


chance than others, one reason being that they have an 
important inflaence in creating, or deciding the character of, 
the demand that will come later. © Once used, always used, 

may apply to a popular commodity, but the clause conveys 
an idea of the kind of thing that happens in a field where 
the electrical demand, which is sure to come before very 
many years have passed, will be decided largely by the local 
circumstances, and partly by the attitude of the Chinese mind 
after having digested what it has observed in more advanced 


civilisations, but probably more largely by the electrical 


engineers and exploiters and traders of England, America 
or Germany, who make available manufactures which, broadly 
considered, fit the case as far as it is reasonably possible to 
foresee it. 
Those who are anxious to do busi- 
Patience and Capital ness in this coming field must under- 
Must Combine. stand that if there is any foreign market 
in which patience is required 1t 1 
China. There has to be a preparing of goil, a seed-sowing, 
and а period of waiting, before a harvest of profitable busines 
can be obtained. Неге and there a concession may bete 
or an order or two booked, but, generally speaking, it is firs 
necessary both to get to know the Chinese character and to 
get yourself well known. Preparing the eoil ” and getting 
to know the Chinese character involve an intimate know- 
ledge of human nature, and of certain weaknesses which Е 
recognised to exist in the Celestial Empire far more generally 
than they obtain in the United Kingdom. Patience such #8 
we have referred to naturally means that in order to hold on 
one must have substantial capital at one's back. It is 0068 
to think one can become rooted in China without it. 
There is a vast hoarded wealth in China which the dit 
thereof are not averse to turning over if they have broug 
to their notice a form of enterprise and investment 00 
which they are convinced they can make в good ud 
Assume, for instance, that it is desired to construct 8 Tall 
way ; first, a small section would be laid out on the ches it 
possible lines, producing a good profit because of the em 
capital outlay involved. In this way you have puis 
your Chinaman that you have a scheme which Td a 
handsomely, and then he will enter warmly into it, oki 
can construct a larger and more substantial under eH 
It is very much the same sort of procedure as happen К 
our own towns and cities when the electric tramway alley 
along. A municipality put down a short section of uo ри 
system, the public hailed it as а boon, the tratie ro of 
were most gratifying, and very soon many more mi 
track were felt to be an absolute necessity. 
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; Ап American Consular official at 

In Touch with the People. Tsingfau, alluding recently to the 
depression of trade throughout 

China, remarked that the number of travelling salesmen 
was gradually decreasing. “ Thus American exporters of 
some lines of goods who covered this territory regularly 
& year ago, now have no men in the field at all An 
amueing illustration of the enlightenment tbat is coming 
over the Chinese people as the white population becomes 
larger is found in their attitude toward patent medicines. 
It used to be the common method to relieve one pain by 
causing another, but tbis practice of the natives has lost ita 
hold in many circles as American and other foreign firms 
have extensively advertised their patent medicines through- 
out the Empire with display posters. The paper of the 


latter is in gaudy colours, gives a picture of the medicine - 


as placed on the market, and, furthermore, has Chinese 
reading matter. 
done. There is little in common—we will not say nothing 
—between patent medicines and electrical goods, but the 
case i8 worth noting as indicating that prejudice does 
not prevent the Chinese from embracing a foreign article 


if they think they are going to gain thereby. We are not. 


sure whether electric body belts and shocking coils have 
been brought to the relief of the Chinaman. The time may 
come—who knows ?—when some of these artistic metal-. 
filament lamp posters, upon which our firms spend so much 
ingenuity and striking colour, may, with Chinese inscriptions, 
adorn the streets of Chinese cities, and by energetic work in 
an unlimited field sweep out such cobwebby ard antiquated 
household illuminating devices as are now in fashion, and 
bring in a new era for the lamp-maker at home and the 
British-equipped (?) central station. 
Another American Consul reporta 
Recognising a Need and upon the methods adopted by an 
Meeting it Early. American gramaphone firm in catering 
for Chinese trade and pene to 
the peoples’ eccentricities. An energetic and experienced 
representative went out in the summer of 1907, after the 
agency for his goods had been excellently worked by one of 
the largest musical goods houses in China. He co-operated 
with this firm in enlarging the field of operations and they now 
have agencies in almost every treaty port in China. “ The 


head agency at Shanghai bas eight or ten Chinese salesmen. 


continually in the field, and every detail of the trade is being 
carefully watched. For instance, it was found that the 
black horn, which was suitable for the home trade, did not 
appeal to the Chinese eye. The company have now placed 
bright red and yellow horns on their machines, and they are 
very popular.” 

Here again we are not actually on electrical ground, but 
we see how thoroughly other exporting countries are getting 
close into touch with some of the needs or fancies of the 
people. With electrical goods the case may be different, and 
consequently will call for a variation of the treatment. We 


may not yet find it worth while to go and sell switches and 


lamps and electric fans and so on to the millions in China, 
—either with or without an agreement with the Contractors’ 
Association—seeing that they have not the electric supply at 
their doors; but there are such things as isolated electric 
lighting plante, petrol-electric sets perhaps, and equipments 
and other such lines, that the better classes of Chinese might 
now be induced to * cotton on to” if we were to lay out the 
proper organisation to reach them. Perhaps we are looking 
& little too far ahead, but it is no good overlooking possi- 
bilities altogether because we have not yet got evidence 
that the demand is being catered for. 

Let us see how a Continental 


How a German electrical firm have succeeded in their 
Electrical Company efforts to become known in China. 
Succeeded. An American Consul (W. T. Gracey, 


of Tsingtau), in reporting on electric 
light plants in cities there, states that a certain 
German firm had considerable success during a few 
months early this year in securing contracts. This 
firm, whose headquarters are in Berlin, has a branch 
house in Shanghai, and others in Tsingtau, Hankow, 
Tientein and the other large ports of the Far East. A full 
supply of electric lighting supplies, sample plants, &c., is 
kept at each branch house, so that intending purchasers are 


Quite a big and regular business is being . 


able to see the entire plant in working condition. “This 
undoubtedly," he says, ** is the best way to secure orders for 
this class of goods, and the success of the method of pushing 
trade by personal representatives and goods on the spot is 
shown by this company's recent succegs. 3 

An electric light plant installed in Kirin recently was put 
up and successfully started by this German firm. The plant 


` consists of two boilers by Borsig, supplying steam at 150 Ib. 


pressure to two high-speed compound engines built by 
W. H. Allen & Sons, Bedford. The engines are coupled 
direct to 165-K w. alternators supplying three-phase current 
at 5,000 volts with a periodicity of 50, which is transformed 
down to 220 volta for consumers, the alternators having 
been manufactured by the German firm mentioned. 

In February the same company also inaugurated the 
electric light in Soochow, a city of 40,000 inhabitants, and 
this station is now regularly supplying current to consumers. 
In this plant there are three Krupp Lancashire boilers, two 
open-type Schickau engines running at a speed of 250 revo- 
lations, arranged with a jet condenser and air pump worked 
from the low-pressure crosshead. The engines are coupled 
direct to German 175-Kw. alternators, generating three- 
phase current at 2,200 volts, the area of distribution being 
less than in Kirin. Current is transformed down for con- 
sumers to 220 volte. The number of lamps being connected 
is increasing daily. The same German company has also 
secured the contract for lighting Mukden, Manchuria, a city 
of 180,000 people, and the initial installation will consist of 
one 250-B.H.P. Belliss engine and one 350-kw. dynamo. 

American banking authorities are 
greatly impressed with the opportunity 
that exista for industrial growth and 

expansion in China, and they are, by 
the establishment of the American Bank in Peking, 
endeavouring to show that the financial strength and 
power of the United States is such as to render it 
unnecessary to look to Europe for capital as they have 
done up to the present. Mr. Willard D. Straight, the 
representative of the Bank named, when in this country 


Future Power of 
American Finance. 


recently, spoke enthusiastically of the United States becoming 


rded ав a World Power in financial and other matters in 
the Far East in railway work, coal and copper mine develop- 
ment, the creation of a mercantile marine, and so on. In 
efforts of this nature the Government authorities in 
Washington are lending valuable co-operation. An 
American Consul, in discussing the ability of the British 
and Chinese Corporation to handle in an intelligent 
way commercial matters of any magnitude, and its 
influence on future railroad construction, remarked : 
* British capitalists, manufacturers and commercial houses 
realise that the business of the future in China can best be 
secured by present ¢fforts and that such efforts should be 
made here, not with a view to immediate profits so much as. 
with a view to securing a foothold for the future. American 
manufacturers will work at a disadvantage in their efforts to 
meet competition in the China trade until American money 
invested in Chinese enterprises, and American representatives 
promoting American interests, bear a more equal ratio to the 
English and German capital and agents engaged in the 
trade of China." 

It is interesting to read such views by our trans-Atlantic 
friends regarding the strength of the British position, but 
comforting as it may be, it has to be recognised that in the 
future we have got to meet a keener competition than has 
been experienced so far, and weak places in the armour, such 
as are pointed ont on another page by our special contributor, 
call urgently for our attention. 

For many years to come, no doubt, . 
the great bulk of the engineering 
operations in China will be connected 
with railroad construction and equipment, and American 
firms interested in these lines are being urged to see to it 
that American goods are represented by American agents. 
The Chinese are themselves making progress in the manu- 
facture of railway materials, rolling-stock, &c.; indeed, for 
some years past rails have been supplied by the rolling mills 
at Han-yang, and the T’ongshan shops are building passenger 
and freight cars and other supplies. Railways are contem- 
plated thronghout all parts of the empire, connecting the 
interior with the ports. Chinese merchants subscribed the 


Railroad Possibilities. 
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capital for 134 miles of line from Honan Fu to Tung Kuan 
at a cost of £1,300,000, and the work is to occupy three 
years. This line will eventually proceed to Hsian Fu with 
ita population of 1,000,000, which total extension of 800 


miles will still leave the terminus less than halfway frem . 


Tientein to the western frontier of the empire. Some idea 
of the nature of the work involved may be gained from the 
fact that the principal of three mountain chains en route 
reaches & height of 20,000 ft., and is covered with vast 
glaciers. The cart road from Hsian to Lanchau is said to 
cross the range at an elevation of 10,000 ft. The Ministry 
of Posts and Communications recently memorialised the 
Chinese throne, proposing great railway extensions in the 
north-west section, urging that they should be pushed and 
planned for with all energy, and the memorial has been 
approved of by the Government, which apparently is fully 
alive to the enormous importance of establishing communi- 
cation. The American Minister at Peking states that, besides 
four or five Government schools now teaching railway engineer- 
ing, another is to be established at Tientsin. А rail-making 
plant is to be erected at T'ai-Yuan-Fu, and every depart- 
ment and district touching the north-west railway ів 
directed to plant 30,000 elm trees, in order to provide ties 
for the future." | 

There is little doubt that the Chinese will not be 
dependent upon the “foreigner” any longer than he can 
help. Even British and American missionaries report that 
no sooner have they succeeded in establishing a church than 


the Chinese, though grateful enough for their pioneering - 


and Western education facilities, are anxious to be left to 
their own resources and to manage their own affairs. This 
characteristic will, beyond shadow of a doubt, develop, as 
time goes on, in other matters, but we hope that there may 
be many years in which to do a profitable electrical trade 
before the foreigner can be dispensed with in this department. 
Chinese students study electrical and other engineering sub- 


jects in American colleges, and study American electrical 


text-books. They occasionally come to colleges in this 
country and study our text-books. The extent to which 


they do this kind of thing may go far to affect the kind . 


of electrical system and material employed in China. The 
point is one to brood over. | 

We might indulge in all corts of romancing concerning 
the multitudinors other developments that follow “in the 
train of the railway, but it is a little too superficial for us 

to enter into а story of what has happened here and in 
every other country since the railway opened up communi- 
cation and made a thovsand and one kinds of development 
possible that were not dreamt of before. No doubt, with 
local variations, history will repeat itself in China. 

A comparison of American business 

American Weaknesses methods in China with those of 

in the Chinese Field. European parties is made by American 

Consul Williams of Chefoo. He says 
that a great weakness in American trade methods is the 
custom of placing the business of a large number of trade 
agencies in the hands of one firm handling everything from 
seeds to locomotives, the business being carried on in one or 
two small rooms. American manufacturers should under- 
stand that China has passed the pioneer stage of doing 
business in the old-time country grocery style. American 
firms have combined on a machinery agency, aud this com- 
bination ought to be not only instrumental in giving new 
life in this line of products, but it may be the possible 
solution of the best method of selling other American 
products in China. In this connection the suggestion is 
offered that while, as a rule, merchants should be willing to 
receive suggestions from a foreign agent, it is always best 
that the agent should be a man of tact and patience, who 
knows how to put himself behind rather than in front in all 
his dealings with Chinese traders." 

Another Consul (in Nagasaki, Japan) reprimands American 
exporters to the Far East for the injury that they are doing 
to that trade by bad packing and lack of courtesy. A case 
i8 cited of & consignment of articles which arrived in 
damaged condition owing to their being badly packed. The 
local business house complained, and for their pains received 
a rather curt letter, saying that the exporting firm “ believed 
its men knew how to pack goods.” Other consignments 
continued to arrive in the same condition, until ultimately 


the orders were transferred to a foreign house which was 
prepared to guarantee the condition of shipments. It is 
fair to say that some Chinese business has been transferred 
to Londop for the same reason. This Consul quotes an 
article from a Far Eastern paper, in which the following 
comments appeared :— 


The complaint as to packing is very general against American 
firms, as ie the one that they show little or no interest as to local 
demands and local requirements in foreign markets. As is a well- 
known fact, there are varying conditions in all foreign markets, 
fixed by the consumer, and experience is showing that the man 
who meets those conditions to a greater extent than his competitors, 
gets the business. American manufacturers have as a rule shown 
a fine contempt for this condition, and in many places they have, 
for no other reason, been nosed cut of the business. These are 
among the reasons that make us welcome the forthcoming visit to 
the Orient of a large party of American business men. They have 
much to learn about trade conditions in the Orient, and the best 
way to do it is to go over the ground personally. 


Some idea of the transport difficulties that may have to 


be met with in certain parts of the great Chinese con- 
tinent," owing to the comparative absence of railway com- 
munication, may be conjured up by remembering that all 
materials for the 800-ft. bridge over the Yellow River at 
Lanchowfu, Province of Kansu, which is nearing completion, 
had to be conveyed nearly 1,000 miles in carts. 
Yet another Consul has been driving 
From the Errors of it home to the American about bis 
Others let us Profit | remissness in the Far East. Really, 
if we read much more, our trans- 
Atlantic couains will fall from grace in our estimation of 
them as exporters. A commercial traveller who has spent 
20 years selling American goods in China, the Straits Settle- 
ments, Burma and India, after comparing the immediate 
possibilities in China and India to the advantage of the 
latter, Said that the main trouble in the way of American- 
made goods was the manufacturers themselves. They did 
not take a personal interest in finding out what was required, 
nor did they look carefully after filling orders and packing 
the goods. | 


In other words, the American manufacturer has bad too much to 
do at home to pay much attention to the details and requirements 
of the Far Eastern and Oriental trade: The result has been that 
goods have been sent to China and India that ought never to have 
been sent, and packed in a way to discredit the American exporter 
and to mske it impossible in msny cases to get a second order. 
Add to this the uncertainty of delivery, and a rather discouraging 
situation is presented. He thought that the United States should 
have a line of steamships, run on a regular schedule, to India and 
to points in Ohina, say once in two months. This would ensure 
certainty of delivery, and at the same time accustom the eastern 
peoples to the American tlag, and keep before them the oppor 
tunities of trade with the United Btates. 

He also thought tbat an exposition warehouse in the large port 
cities of India would be excellent for the display of American goods 
suited to the requirements of the country, to be in charge of 
capable and trustworthy mau with the necessary assistante to 
"talk" the goods and to take orders. In connection with this 
continuous exposition would be an advertising bureau, which could - 
keep before merchants and others the American goods on display 
and the advantages offered to would-be buyers. This plan is not 
new. In fact, much said by this experiened commercial salesman 
has been repeatedly set forth in reportes, not only from this Con- 
sulate but from others. It all goes to emphasise the need of 
adopting suggestions that proceed from the experience of persons 
who have occupied this field for years and know what they are 


talking about. 
The American Consul at Amoy has, 
What an American with commendable enterprise, pre 

Consul is Doing to Help. & printed catalogue of American trade 
catalogues, business directories and 
trade journals received at that Consulate in China. He bas 
sent a copy of this index catalogue to each importing firm 
in that district, together with the following letter, which we 
print, to support the views expressed on another page 
concerning the insufficiency of the present British Consular 
trade representation in China. With American Consuls £0 
active in trade matters in all parts of the Empire, there 18 à 
pressing demand for some more far-reaching British trade 

agent service such as our contributor advocates. 

I beg to inform you that all trade catalogues, business directories 
and trade journals received at this Consulate from American 
manufacturers and dealers are properly catalogued and placed in 
the commercisl library of this office. I take the liberty to send 
you enclosed herewith a complete catalogue of all trade publications 
at present on file in this library, and cordially to invite you to cal 
at any time during the office hours of this Consulate to consult any 
of the publications therein enumerated. I shall be pleased indeed 
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to be of any possible assistance to you in placing you in touch with 
American manufacturers and dealers, and respectfully request that 
when such assistance is desired you favour me by availing yourself 
of my services. | 

This Amoy Consul (Julean, Arnold) has set aside a certain 
space in the Consulate for the library of American trade 
publicationg, and has provided tables and writing materials 
for the use of thoge who wish to consult the library. 

Early in the present year a case 
was before the Mixed Court in 
Shanghai in which a Chinese shop- 
keeper was fined for selling a Euro- 
pean imitation of an American article which had been sold 
in China for 20 years. The European article was of inferior 
quality, and bore the trade mark and boxing of exact 
pattern and size, with one or two minor changes, so that it 
was possible only after minute examination to discover the 
difference. The Chinese who was fined for handling the 
goods had to give security that he would not sell the bogus 
brand in future, and all the articles in his possession were 
confiscated by the police. An American Consul, in report- 
ing the matter for the benefit of traders at home, mentioned 
it as an illustration of the necessity of having trade marks 
lawfully registered in all the principal countries in the Far 
East. The Court had, of course, no jurisdiction over the 
European company which manufactured the imitation, but 
if the American merchant had had his trade-mark registered 
abroad, he could, no doubt, secure full satisfaction for the 
infringement, and in all probability the foreign manufacturer 
would not have attempted to use the trade-mark in this 
fraudulent manner." The interest in this case is not by any 
means limited to America, and British firms anxious to 
secure such protection as the Courts in China are able to 
afford will profit from the incident and ite lesson. . 

The manager of a leading American 
steel company returned to the States 
last month from a 18 months’ trip 
round the world. The Wall Street 
Journal published a most interesting interview with him, 
and in the article more space was devoted to China and its 
wonderfal possibilities than to all other parts that be had 
visited. The Hanyang Iron and Steel Works at Hankow 
have been manufacturing steel since 1894, and they have a 
well-equipped works—parts are now undergoing remodelling 
—producing high-quality steel, and employing 20,000 
people. Common able-bodied labourers receive about 7 cente 
per day, and women about 5 cents per day ; boiler-makers 
earn $7:50 to $10 per month. As was pointed out in the 
interview, **such prices as these for skiled labour, and 
а maximum of about, 45 cents a week for common labourers 
at the mines, place the production of steel out of competition 
with a like product in the States, and it is only a question of 
time when China will be a large producer of iron and steel." 
This cheap-labour question is likely to be a deciding factor in 
handling foreign competition in other departments of industry 
too—the ** Heathen Ohinee bas a long way to go in Western 
Civilization before he will arrive at our Trade Union rates 
of wages! The Yangtse engineering works now about 
completing at Hankow commence with 1,000 men and they 
will build engines, boilers, ships and general machinery. 
But these new works that have sprung up are only a small 
beginning. Electrical installations will be needed for the 
equipment on modern lines of the innumerable works and 
undertakings that will be started in the next decade or two, 
and British electrical prestige in that market must not be allowed 
to suffer. Americans claim that they are во much nearer to the 
Orient that their goods can arrive there within three weeks, 
and they urge manufacturers and merchants in the States to 
take advantage of a splendid opportunity to get into the 
field early, as “it will be much more difficult to get trade 
after others have thoroughly established themselves, and the 
British, French and Germans are not slow to take advantage 
of such conditions.” All such information as this is worthy 
of study by the Britisher—not to influence him to keep 
* hands off," because he may imagine that others are ao 
favourably placed that he does not stand a chance, but to 
guide him as to the importance of a policy of immediate 
aggression. 

It may be thought that we have gone rather more fully 
into the trade prospects in China than the immediate elec- 


Traders should 
Protect Themselves. 


“Some Present-day 
Development. 


: are removed from the factory, &c., where they are made. 


trical requirements, as at present understood, justify. It. is 
our belief, however, after what we have heard from the lips 
of visitors to the ELECTRICAL Review offices, and from what 
we have read on the matter, that those interested in British 
electrical trade abroad should look closely into the case of 
China, and we Боре that some of them, at any rate, will in 
some way or other profit from what we have written. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


GERMANY (concluded). | 
| 100 ke. 
Insulating ooils, bells, and buttons, bobbins, keys, 
switches, and similar parte of electrical fittings, of 
earthenware, porcelain, or glass, not combined with 
other materials, and not admitted as parts of 
electro-technical appliances imported in sections": 
Ooloured — ... ius сев w Эз ise 
Insulating appliances (bobbins, safety boxes, tubes, 
disks, rings, and the like) of asbestos, asbestos paste, 
mica or micanite, for electro-technical purposes ... 15 
Arc lamps abs ea ixi "d mee vis 
Complete cases for arc lamps in combination with glass 
globes covered with network or not; reflectors, 
Electric incandescent lamps b 927 ss .. 80 
Vehicles intended to run on rails: 
In combination with motive machinery, exoept steam 
locomotives А ius Гер m" көз "e 
Without motive machinery: . 
Passenger carriages without leather work or 
upholstery ... aes one Еу se sis 
Passenger carriages with leather workor upholstery ; 
tramcars for passengers; cars of all kinds for 
mono-rails ... Т “ Et we 12 
In addition to the ordinary tariff rates quoted above, a new law 
of July 15th, 1909, imposes, as from October ist, 1909, an internal 
tax on certain lamps and materials for lighting purposes (so far as 
they are destined for use in Germany) at the rates shown in the 
subjoined statement. These duties are applicable both to German 
made and to imported goods, and, as re the latter, are leviable 


7:50 


in addition to the import duty :— 
: ‘Rate of 
internal tax 

A. Electric incandescent lamps and burners therefor : Pfennig 
(a) Oarbon-filament lamps— Each. 

Up to 15 watts ; iiv is Ж av 5 

Over 15 up to 25 watts it i .. 10 

„ 25 „ 60 „ ae s e — 20 

n 60 n 100 9? eee s.. eee eed 30 

„ 100 „ 200 „ T EN M .. 50 

And for each 100 watts in exeess of 200... 25 


(b) Metal-filament lamps, Nernst lamp burners and 
other incandescent lamps— . 


Up to 15 watts an T" oon " .. 10 

Over 15 up to 25 watts  ... ves aah *. 20 

» 25 , 60 ,, sni T 135 *. 40 

98 60 99 100 93 eon eee eee [EE 60 

„ 100 „ 200 „, 985 гё А ... 100 

And for each 100 watts in excess of 200... .. 40 

B. Mantles for incandescent gas and similar lamps .. 10 


C. Oarbons (Brennstifte) for electric arc lamps 
(1) Of pure carbon ses 885 va ids ite 
i Of carbon combined with other materials (mit 
Leuchtzusdtzen) and all other carbons *. 100 
D. Burners for mercury-vapour and similar lamps— Each. 
Up to 100 watts ... sas $5 РАР i ... 100 
Over 100 watte, for each 100 watts in excess... .. 100 


The tax is to be paid by the producer of the articles by affixing 
tax stamps to the packages before the completely packed гч 
e 
case of imported articles, the tax is to be paid by the importer at 
the time of clearance through the Customs house. | 
Articles and materials for lighting which are liable to taxation 
under the present law may not be removed from the place of 
manufacture in Germany or imported into Germany from foreign 
countries, otherwise than in completely closed packages which 
cannot be opened without leaving recognisable traces. The kind 
of packing and the permissible size of each package is to be 
prescribed by the Bundesrat. Particulars of the contents are to be 
marked on each package i. e., in the case of electric incandescent 
lamps, barners therefor, and mercury-vapour and similar lamps, 
the number and watt-consumption ; in the case of mantles, the 
number; and in the case of carbons for arc lamps, the net weight. 
In addition, each package must bear an indication of the tariff 
class under which it is liable to duty, and the designation of the 
contents (trade mark). 
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NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P, Тномрвом & Co., Elec- 
- trical Patent Agente, 822, High Holbórn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


ErNAR LUNDSTEEN UND 
August 80th. 


19,826. ''Improvements in electrio switches." 
AEKTIESELSKABET INTERNATIONAL ELEKTRISK TRAPPEAUTOMAT, 
(Complete.) i 

19,884. “ Improvements in or connected with telegraph or telephone insu- 
lators and the like.” H. Lavy. August 30th. 


19,914. ‘* Improvements in or connected with eleotric batteries.“ G. FULLER, 
August 81st. (Complete.) . 

19,974. ''Improvements in controllers for electric motors.“ G. E. EDWARDS 
and H. Rocrrs. September lst. 

20,008. "Improvements in adjustable transformers for polyphase electric 
alternating ourrents." Sizmzns Bros. Dynamo Works, LTD. (Siemens 
Schuckertwerke G. m. b. H., Germany.) September lat. (Complete.) 

20,004. ''Improvements in the driving arrangements of looms.” SIEMENS 
Bros. DxNAMO Works, LTD. (Siemens Bchuckertwerke, G. m. b. H., Germany.) 
September lst. (Complete.) . 

20,005 ‘* Improvements in the regulation of alternating current commutator 
dynamo-electric machines.” Siemens Bros. Dynamo Works, Lip. (Siemens 
Bchuckertwerke G.m.b.H., Germany.) September 1st. (Complete.) 

90,008. "Improvements in conduits for electric light,telephone and tele- 
graph cables or conductors and the like.“ A. WarkiNs, September lat. 


20,010. “Improvements in the manufacture of filaments for incandescence 
electric lampe." G. T. B, Соввктг, R. DE Fazi and F. GhRILL-CLAUSSEN. 
Beptember lst. | | 

90,085, Improvements in and relating to electrical connectors." B. F. 
BoBOTEA. September 18%, 

90,055. “Improvements in or relating to regulators for storage batteries.” 
BnirisH THowsox-HousroN Co., LTD. (General Electrio Co., United States.) 
September Ist. (Complete.) 

. 90,07. ‘Improvements in apparatus for eleotro-plating." 8. O. COWPER’ 
Согиз. September Ist. 

20,105. Improvements in ‘filling electrio joint boxes." C.J. Beaver and 

E. A. CLAREMONT. September 2nd, : 


90,106. "Improvements in electrio joints.“ O. J. BEAVER and E. A. CLAREMONT. 
September 3nd. | 

20,115. Improvements in and connected with current collectors for electrio 
traction systems." 8. P. (BUCHOBTAWER PATENTS) SYNDICATE, Lrp., and Н. M. 
BAYEBS. Beptember 2nd. (Complete.) 


20,199. '' Improvements in and means for tbe production of long continuous 
electric arcs." J.Y. JOHNSON. (Badische Anilin and Soda Fabric, Germany.) 
September and. : 


90,175. “Improvements in and connected with the control of series-wound 
dynamo-electrio machines.” J. G. P. Tuomas. Beptember8rd. 


20,192. “Improvements in processes and apparatus for the electrolytic pro- 
duction of salt solutions." T.Giatm. September 3rd. (Complete.) 

20,211. ''Improvements relating to telephone transmitters.” E. A. GRAHAM. 
September 8rd. (Complete.) 

90.218. “Improvements in electro-magnetic switch mechanism." Oris 
EnEvATOR Co., LTD, (Otis Elevator Co., United States.) September 8rd. 

20,229. “ Improvement in transmitting apparatus for wireless telegraphy.” 
G. Marconi and Marconi's WmELEsSS TELEGRAPH Co., Lro. September 3rd. 

20,290. “ . in wireless telegraph transmitters and receivers.“ 
G. Marcon: and Marconi’s WiRELESS TELEGRAPH Co., LTD. September 8rd. 

20,241. ‘* Improvements in electrical ignition mechanism for internal сот. 
bustion engines.“ A. GiRAUD. (Date applied for under Seo. 91 of the Act, 
Speman 8rd, 1908, being date of application in France.) Beptember 8rd. 
(Complete.) 

20,246. "Improvements in and rela to the contro! of electric motors,” 
British THoMxsox-HousToN Co., LTD. (General Electric Co., United States.) 
September 8га. (Complete.) 


20,273. ‘* Azimuth and steering rings for reduced diameter card, magnetic or 
ships’ compasses.” H.Bzowx. September 4th. | | 
90,986. *'' Elastic electro 6 power-transmitting device, particularly for 
use with automobiles, locomotives and the like." W. Duirrizw. September 
90,811. "Improvements in arc lamps." A. G. BLoxMaN. (Gebruder Siemens 
and Co., Germany.) September 4th. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies o! any of the Bpecifications in the following list may be obtained 
of Messrs. W. P. Тномрвои & Co., 822, High Holborn, W.C., and at Liver- 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


ELECTROLYTIC MgTERS. W. B. Thorpe. 865, January l4th. (Post-dated July 
lith, 1908.) 


ELECTROLYTIC GaLvamic Process. C. Bianco. 15,081. July 15th. 
ELECTIO Conpuctors. R. K. Gray. 17,283. August 17th. 
ELECTBi1CAL Switches. H. W. Cox. 17,315. August 18th. 


COMPOSITION APPLICABLE FOR USE IN ELECTRICAL RESISTANCES, FIREPROOF 
Bopiks, AND CONSTRUCTIONAL Work. W. A. Phillips and F. R. Bacon. 
17,340. August lath. 


APPARATUS FOR WIRELESS TELEGRAPHY. G. Marconi and Marconi's Wireless 
Telegraph Co. 17,905. August 20th. 


ELECTRIC HEATING APPARATUS. R. G. Pheysey. 17,687. August 22nd. 
ELECTROLIERS. R. S. Woods. 19,183. September 12th. 
ELECTRODEPOSITION OF METALS. J. J. N. Brachmann. 23,198, October 30th. 


WiNDING AND DisPosING or THE SECONDARY CIRCUITS or INDUCTION Сов USED 
with TELEPHONE APPABAT1US, R. R. Harper. 23,739. November 6th. 


ELECTRODES For Use iw ELkcThnOLYsIB, C. C. Connor, J. W. Stubbs and 
Electrolytic Alkali Co. 243,980. November 9th. 


Process or ELECTROPLATING ARTICLES OF ELECTRICALLY NON-CONDUCTIVE 
MATERIAL. A. Gerbing. 24,139. November 16th. 


ELECTRIC BaTTERIES, Н. de Martis, 26,285. December áth. 


August 17th, 1908.) 
TELEPHONE INSTRUMENTS. D. B. Clarke. 26,815. December 5th, 


(Post-dated 


ELECTRIC IGNITION APPARATUS FOR INTERNAL-COMBUBTION ENGINES, A. W. Bird 
and Thowson Bennett, Ltd. 20,804, December llth, 


MacxETO-ELEOTRIC IGNITION DEVICES РОВ INTERNAL-COMBUSTION AXD LIKE 
Exames, R. Wattles. 28,848, December 29th. 


Process FoR MANUFACTURING FLAT INCANDESCENT FILAMENTS FOR METALLIC 
FILAMENT Exrorric Lamps. W. Schaffer. 28,554. December 81st. (Date 
applied for under International Convention, January 2nd, 1808.) 


1908. 


INDUCTION COILS FOR 1GNITION AND OTHER Ровровкв. E. C. R. Marks. (Chicago 
Coil Co., United States.) 818, January 6th. 


LAMPHOLDERS FOR ELECTRICO INCANDESCENT Lamps. 
January rd. 


WIRELESS ELECTRIC SIGNALLING DEVICES FOR INDICATING THE RELATIVE Positioss 
or Surps, R. Degener.Bóning. 2,845. February 4th. 


T. Birchall. 1,078. 


STORAGE BATTERIES. С. H. Montgomery, J. B. Young, R. E. Hellyer and 
R. J. E. Baker. 9,692. April 28rd. 


SIGNALLING APPARATUS OPERATED FROM A DISTANCE, 
(Siemens & Halske Akt.-Ges.) 14,240. June 15th. 


BEARINGS OF ELECTRICITY METERS. Siemens Bros. Dynamo Works, (Siemens 
Schuckertwerke Ges.) 16,589. July 15th. 


Siemens Bros. & Co. 


ғ 
ыз ыас с с кты үт Жа С а аА) 


Electro-Chemical Industry in Switzerland.—The 
Electro-chemical industry of Switzerland is making marvellous 
progress; there are at the present time 22.works established and 
others under construction, whilst the power utilised is calculated 
to be 100,000 н.р. During the last year electro-chemical products 
were exported to the value of £310,000, and the whole of the 
requirements for home consumption were also manufactured. 
Nearly £80,000 worth of aluminium was exported, and the other 
principal items were the nitrates and artificial manures produced 
in the electrical furnaces which have been built. 


The Efficiency of Illuminating Agents.—From з 
report presented to the German Imperial Cabinet in reference to a 
proposed tax on electrical energy and gas, the following figures are 
taken, showing the illuminating value of the different types of 
electric lamps and gas burners. ~ ` 

In electric lamps one xw.-hour produces— 


Candle-hours. 
Ordinary incandescent ... Tn t? jn 330 
High-efficiency incandescent ... ate ds 500 
Nernst ... - ids dis ous а 500 

Osram, tungsten, &. Ka T ... 700 to 1,000 
Arc lamps, alternating Te ass is 800 
„ „ continuous Gh e T 1,000 
„ n flame е. 885 кР pu 2,000 
Mercury vapour... 8 жы 8 Же 1,600 
15 and quartz tube ax 3,000 

F lighti bi tre gives— 

or gas lighting one cubic metre giv а: 
‘Incandescent upright ... T E sis 560 
Т inverted ... Y i ЗА 1,000 
High-pressure gas en Tm e 1,000 


Electrical Haulage at the Friedrichshall Potash 
Mines.—Some detailed information as to the working of these 
mines is published in E. К. & B. for July 24th. The haulage plant 
is large enough to develop 250 н.р. on the rope, and can lift 75 
tons per hour from a depth of 900 metres. At present the workiog 
depth is only 500 metres, and the quantity dealt with is far less 
than the maximum, but, as the following figures show, eren 
under these circumstances some very creditable resulta bave been 
attained :— 


Length of test in hours ... n d 12 16 8 
Average No. of lifts per hour.. O65 7 18 
Total weight raised in tons .. 2198 2114 35166 
Depth (metres). 500 500 500 
Average H.P. on the rope "A 34 245 815 
Average H.P. as a percentage of full load 

(250g) .. _.. .. .. 186 98 326 
Total kw.-hoursused |... ..  .. 590 546 818 
X w.-hours for H.P.-hours on rope 00145. 14 1% 


Steam consumption per Kw.-hour (Ib.) 205 207 200 
Steam consumption per H.P.-hour on the 
rope (Ib.) са .. 297 29 25 


It will be seen that even with a load of only about 10 per cent. 
of the maximum the consumption is as low as 29 lb. of steam per 
effective H.P.-hour, and this is but little more than the consump- 
tion at one-third load. This point is of special importance in 
connection with potash mines because of the great variations ? 
output. Even when the actual consumption over a long period И 
considered, including the non-productive traffic for inspection, &c., 


the results are only slightly worse, as is ehown by the following 

figures extending over a period of a quarter of a year:— 
Total tons raised ae 8 ы . . 24149 
Total working hours ES hi else 1.431 
Average H.P. on the rope 14 
Average н.р. as a percentage of full load (250 н.р.) ... 123 
Total kw.-hours used „ „„ ш 5890 
Steam consumption per rope H.P.-hour at 207 lb. per 915 


KW.-hour (Ib.) . ee T - m 
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MUNICIPAL TRACTION. 


THE Municipal Tramways Association, which has just held 
its eighth annual conference in London, may fairly claim 
to rank as the leading representetive body in the British 
tramway world; and Mr. A. L. C. Fell, as its new President, 
holding also the important post of chief officer of the L.C.C. 
Tramways, necessarily speaks with unimpeachable authority 
on questions relating to tramway problems of. the present, 
while his views on “ Tramway Problems of the Future 
the subject of his presidential addreas—cannot fail to be of 
interest. That such problems are both numerous and 
weighty may be readily inferred from the copy of the address 
before us, though a captious critic would perhaps suggest 
that the words Past and Present should have been included 
in the title as well as Future. 

The remarkable cessation of activity which descended 
upon tramway development in the United Kingdom last 
year calls for comment at the outset of Mr. Fell's address. 
He regards it as indicating that the rush of construction 
is over, apparently for good; but is it the fact that 
we have approached the limit of the possibilities of 
electric tramway development’ in this country? When 
we compare the extent of our systems with those of 
the United States, for instance, a remarkable contrast is 
found. The city of Boston alone has a network of tracks cf 
greater aggregate length than those of Glasgow, Manchester 
and Liverpool combined—our three largest systems outside 
London—yet the population of Boston is only some 700,000, 
while that of the three British cities is about two millions, 
What is the reason of this remarkable difference? Is it 
due to the fact that the average receipts per passenger in 
Boston—2 5d. —provide а sufficient revenue to cover all out- 
goings with a good margin, while our standard penny fare— 
to which the average closely approximates—being leas than 
half the former, keeps the undertakings always within a 
very narrow margin of profit or loss, and with difficulty 
provides sufficient allowance for depreciation and renewals ? 
The average dividends on tramway investmenta have steadily 
dwindled during the past five years from 44 to less than 
3 per cent., and the average return on the ordinary capital 
is under 13. The falling-off is certainly due in part to the 
depression in trade, bnt we strongly suspect that it is in no 
small degree the result also of excessive lowering of fares 
or lengthening of stages. | 

Mr. Fell complains of the burden of cost of paving that 
is laid upon the tramway authorities, from which their com- 
petitora are free. He goes so far, in fact, as to allege that 
the ratepayers really give a subsidy to omnibus companies 
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80 that they may compete with the tramway undertaking, 
“ which, if owned by the municipality, would relieve the 
rates.“ We are not aware that the Т, C. C. tramways, since 
they have been taken ont of the hands of the companies 
formerly owning or leasing them, have ever paid a penny to 
the relief of the rates; nor do we agree that it is the 
proper aim of municipal undertakings to do во. Apart from 
this, however, we see no reason why omnibuses and other 
public carriages should be specially called upon to contri- 
bute to the upkeep of the public thoroughfares, while private 
vehicles go free. The omnibuses are there because the rate- 
payers still want them, and it will hardly be maintained that 
they are less entitled to the use of the roads than the private 
carts and lorries, which constitute the principal factor in the 
congestion of our roads. Where the tramway traffic is very 
heavy, the tramway authority establishes a practical monopoly 
of the portion of the roadway which it has to pave, and in- 
tensifies the wheeled traffic upon the rest of the thorough- 
fare; in such a case it may be argued that the tramway 
should contribute to the cost of paving. But the tramcars 
do not wear tbe paving, and it is difficult to find any 
justification for the imposition of the paving charges on 
tramways where the traffic is light or only moderately heavy. 

Mr. Fell deplores the not too friendly relations existing 
between railway and tramway authorities, and advocates 
friendly co-operation instead of antagonistic competition— 
a suggestion which is likely to call forth sardonic commenta 
on the part of the railway authorities. Our motto,” he 
says, as far as railways are concerned, should be co- 
operation not competition." Alas! that we should fall so 
very far short of our ideal! It is significant, however, that 
the President expressly excludes the London tube railways 
from his definition of railway companies. He recommends 
the latter to devote their attention to the long-distance 
suburban passenger, and to leave the local traffic to the 
tramways, which on the average give a journey of nearly 
2 miles for 1d.—too cheap, as we have said before. 

Amongst other matters touched upon by Mr. Fell were 
rail-less trolley systems, regarding the value of which he 
was somewhat dubious ; the reporte of the Special Com- 
mittees on Brakes, which, through their want of co-ordination, 
have had no material outcome; the concessions secured by the 
Income-tax Sub-Committee ; the forthcoming incorporation 
of the Association ; the value of standardisation, in con- 
nection with which he advocated the use of the “ seat- 
mile ” instead of car-mile in comparisons ; through running ; 
trailer cars, which Mr. Fell approves of, and is about to 
adopt experimentally ; conditions of labour, which are 
complicated in London by the heavy drop of traffic during 
the middle of the day ; conciliation boards, which have been 
organised in connection with the L.C.C. nndertakings ; steel- 
tired wheels, which have been almost universally adopted since 
Mr. Fell, in 1902, urged their use, in the face of strong oppo- 
sition ; and halfpenny fares. Regarding the last, Mr. Fell 
unreservedly condemns the system in connection with small 
tramways, but considers halfpenny fares justifiable in large 
cities, provided that the stages are kept short. 

In conclusion, the President predicts that 20 years hence 
motor-omnibuses will only be found in museums; all local 
traffic will be in the bands of the tramways, and the railways 
will deal only with long-distance traffic; corrugation and 
other present tronbles may be things of the past, but a fresh 


crop of troubles will have arisen for the Association to 
overcome, 


THE ELECTRICAL Review has called 
attention from time to time to the desira- 
Inr What IE de bility of purchasing steam coal by the 
ы B TH.U., апд the practice seems to be 
growing both here and in the United States, althongh not 
much information on this and on other equally interesting 
subjects is made public by our rather secretive engineers. 
The Electric Railway Journal, of July 3186, contained a 
long article composed of the specification and conditions of 
contract issued by a large railway. 

Several of the more important electric railways have 
adopted this scientific method of buying coal, and doring 
the present year the United States Government will buy 
over half-a-million tons on the k. TH. V. basis. The dearer 
coats from thick seams have a fairly constant heat valve, 
bat the more commonly used thin-seam slacks and coals 
bave no such’ definite value, and it is to level down the 
variations of these coals to a common basis that heat value 
specifications are drawn. | 

The presence of sulphur in excess is likely to cause heary 
clinkering, and damage to the boiler plates or tubes, so the 
United States Government seta a limit to the sulphur con- 
tents, and may reject any delivery in which this limit is 
exceeded. 

For anthracite this limit is 1 per cent., and for bituminous 
from 1:5 to 3 per cent. Other buyers prefer to exact 
penalties, which increase at a. higher rate than the increase 
of sulphur. On the other hand, it is not usual to offer 
premiums for sulphur contents below the maximum. 

The percentage of ash is of the utmost, importance to tbe 
buyer, as it affects directly the thermal efficiency of the oval 
and boiler. The United States standard for small anthracite 
is 18 per cent. ash, and an excess of 21 per cent. may cut 
rejection. Penalties increase at a higher rate than the pet- 
centage of ash, but premiums are given at a constant rate. 

The percentage of ash in bituminous coal is not an 
approximate index of the heating value as it is with anthra- 
cite, and in the U.S. Government specifications the per- 
centage of ash is used, together with the heat unit content, 
in comparing tenders. For instance, a coal containing 
14,400 B.TH.U. and 8:5 per cent. ash is offered at 8495 per 
ton, and a coal containing 14,150 B.TH.U. and 14 per cent. 
ash is quoted at $4:60.; 2 cents is added to the price of 
the coal for each 1 per cent. of ash, which, in the 
example, would increase the cost of the second coal to & ‘1. 
The two coals are now compared on the basis of cost per 
1,000,000 x price per ton. 

2,240 X B.TH.U. 
This works out for the first coal at $0:1534, and for the 
second at $0:1451, thus proving the inferior grade coal the 
cheapest, so long as it can be fired economically. | 

It is necessary also to limit the moisture contained in 
coal, although in some supply stations in Great Britain 1b 18 
considered wise to damp the coal before firing it. The 
Third Avenue Railway Co. deducta from the railway scale 
weights an amount due to all moisture in excess of + per 
cent. with bituminous coal, and 3 per cent. with E 
but uses a dry sample for determining the heating value an 
percentages of ash and sulphur. 

In New York, where there are stringent, smoke laws, 9 
railway companies set а limit on the volatile constituents 0 
bituminous and anthracite coals, perhaps an easier " 
cheaper way than buying boilers which will burn the volatile 
products smokelessl y. | 

Further information on this subject can be gathered from 
the Electric Railway Journal of July 10th, which ae 
paper by the general manager of the Eastern Wisconsin Rail- 
way and Light Co. 


Buying Coal 


million units by the formula 


L ͤ — U — f‚——— —.ññ᷑„᷑[fÄ“)᷑ ini NEU IO SI A!¶ Oh: GC ͤ—.ñ—᷑ . 


Vol. 65. No. 1,661, Sarraxean 24,1900] THE ELECTRICAL REVIEW. 


488 


THE MURRAY PHOTO-PRINTING SYSTEM. 


Tuis system has been designed to print in Roman type 
direct from line, using Wheatstone transmitting apparatus 
and the Morse alphabet. | 

One of the chief difficulties met with in designing such a 
system is the extremely short time available for the printing 
movement. To illustrate this, consider fig. 1, which shows 
the line carrents concerned in sending the two letters A T. At 
a speed of 100 words per minute, the values of the time 
intervala are as marked on the diagram. The time 
intervals are calculated by taking six letters to a word and 
four dots to a letter. 

Consider the spacing interval, equal to three dots, 
between the two letters. The printing mechanism must 
not be operated until at least half this interval has expired, 
since otherwise the apparatus could not distinguish the 


MARKING 


ZERO 
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SPACING 


spaces between the elementa of a letter from those between 
separate letters. Thus only about j';th second is available 
for the printing movement, and this is far too short to 
permit any ordinary form of typewriter to be used. It 
follows that, for high-speed working, some other means of 
printing must be adopted. 

In the Murray photo-printer, optical images of the various 
letters and signs composing a message are successively pro- 
jected on to a strip of photographic paper, which is after- 
wards developed and fixed in the usual manner. | 


Lit 


The electrical portion of the receiving apparatus is shown 
in fig. 2. 

The віх relays D,-D,, known as the * dash " relays, are so 
biased that they are not affected by currents of the dura- 
tion of a dot. Dash currents, however, last long enough to 
allow these relays to respond. 

The six relays Е,-Е,, known as the “dot” relays, are 
adjusted to respond at once when a current pusses through 
them. 

To illustrate the action, suppose the letter R to be 
received. The first dot causes the tongue of the line relay 
to move over to the marking contact. This allo ws a current 
to flow for the “ dot period from the battery в, along the 
tongue and back contact of relay 4, and through the lower 
coils on relays Di and к, back to the battery. Relay Ei, the 
** dot," relay, is at once actuated, but relay Di, the dash ” 
relay, is not affected. The closing of the contacts of relay 
E, allows a current to flow from battery B, through coil C, 


of relay A,, the upper coil of relay E, and back to the 
battery through the contact points associated with the letter 
space magnet. The current in the upper coil of relay x, 
locks its armature in position. 

It will be seen that when the armature of relay 4, is 
attracted, the circuit through the lower coils of relays D, and 
E, is broken. The magnet c, of relay 4, is energised directlv 
the dot relay E, is actuated. If now relay a, were actnat d 
directly the dot relay contacts were closed, a dash sigu.l 
could not be recorded, since the circuit through the dash 
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The mechanism required to effect the necessary operations 
is capable of rapid action, and consequently a mach higher 
speed of reception is attainable than would be possible if a 
receiving instrument with moving parts of considerable mass, 
such as an ordinary typewriter, were employed. 


relay would be broken before its armature had been attracted. 
To avoid this, relay A, is so adjusted that both its magnets 
must be energised before the armature is attracted, and the 
second magnet, B, is only energised when the line relay * 
tongue has returned to its spacing contact at the conclusion 
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of the signal. When, however, the armature of relay 4, bas 
been pulled over, the coil c, is sufficient to retain it in 
position. 

At the conclusion of the dot signal which we are con- 
Bidering, the line relay tongue returns to ite spacing contact, 
and relay A, is actuated. The armatures of relays Е, and А, 
are both locked in their attracted positions. When the line 
relay tongue moves over to the marking contact under the 
influence of the next signal, a dash, a current flows from the 
battery в, along the tongue and front contact of relay д, 
through the lower coils of relays E; and D,, and through the 
back contact and tongue of relay 4, back to the battery. 
Relay E, responda at once, and, when the signal has lasted 
sufficiently long, relay р, is also actuated. —  . 

The closing of the contacta of relay E, causes & current to 
flow from battery B, through coil c, of relay A,, the upper 
coil of relay Es, and back to the battery through the contact 
points of the letter-space magnet. Relay E, is thus locked. 
At the same time a current from battery в, flows through 
the locking 001] of relay D., tho armature of which is, there- 
fore, also retained in its attracted position. 
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as the “ letter-space ” and © word-space ” relays respectively. 


The letter-space relay is so adjusted, by increasing the play 
of the tongue between the contact screws, and also increas- 
ing the bias, that it will not close its local circuit under the 
influence of the short current sent through it during the dot 
spaces between the elements of a letter, but will respond to'a 
current flowing for a period equal to about two dots. Thespac- 
ing current between letters flows for & period equal to tine 
dots, and thus at the end of a letter the letter-space relay is 
actuated. 

While no current is flowing through this relay the battery 
B, is joined through the tongue and spacing contact to the 
condenser K., which is thus kept charged. When the letter- 
space relay is actuated, condenser K, discharges through the 
coils of the shutter magnet. 

The armature of this magnet is attracted during the short 
time that the discharge current lasts. While it is attracted 
the shutter is opened, and the image of the letter which has 
been previously selected is projected on to the sensitised 


paper. 
The armature of the shutter magnet, when attracted, 


| Fic. 3. 


At the conclusion of the signal the line relay tongue 
returns to its spacing contact, and allows a current to flow 
from battery в, through coil в, of relay 4. Both magnets 
of this relay being now actuated, its armature is attracted, 
and is locked in position by the current in coil с. | 

The next signal, a dot, will cause relay E, to be actuated, 
and at the conclusion of the signal the armatures of relays 
E, and 4, will be locked in the attracted position, in the same 
manner us has already been described for the first two pairs 
of relays. 

In the case of the letter к this completes the selecting 
process, The selecting process for any other letter or sign 
with more than three elements in its Morse equivalent is 
simply a continuation of the same actions. Since no letter 
or sign in the Morse alphabet consists of more than six 
elements, either dots or dashes, it follows that the six dot 
relays E,—k, and the six dash relays D,—D, meet all require- 
ments. These twelve relays are in connection with the 
printing mechanism, which is so arranged that when the 
dot and dash relays corresponding to the letter or sign 
required have been actuated as described, a small diaphragm 
bearing that particular letter or sign is placed in position, 
like a lantern slide, in front of a source of light, so that 
its image can be projected by suitable lenses on to the photo- 
graphic paper. A shutter is, however, interposed. Ав 
soon as the letter has been transmitted, and the selecting 
mechanism set, as described, the shutter is actuated and the 
sensitised paper exposed, and immediately afterwards the 
paper slip is moved forward in readiness for the next letter. 

These last two actions are controlled by the ** letter-space ” 
relay. It will be seen from the diagram that when the line 
relay tongue is on its spacing stop, the current which is 
flowing from battery n, through tbe lower coils of relays 
AA, also passes through two Г.О. standard relays, known 


joins the battery B, to the condenser x, Although the 


armature only remains attracted for a very short period, it is 
long enough to allow this condenser to be charged. When 
the armature returns to its back stop, condenser ку discharges 
through the coils of the letter-space magnet. The armature 
of this magnet, when attracted, moves the paper forward one 
letter space, and also opens the two contacts shown associate 
with it. The current which is locking the various relays in 
position, passes through these two contacts, so that when 
they are opened all the relay armatures are released and return 
to their normal position. Everything is now in readiness to 
receive the next letter. 

If the letter, of which the reception bas been traced, bad 
been the final letter of a word, the space between it and 
the first letter of the next word would have been equal to 
five dots. ö Й MEL 

The “ word-space" relay is adjusted so as not to respond 
to a *letter-space " current of three dots duration, but to 
respond to a current between three and five dota in length. 
Consequently at the conclusion of a word, after the actuauon 
of the letter-space relay (which moves the slip forward one 
letter space), the word-space relay is actuated. This allows 
the condenser k,, which while the word.space relay is in its 
normal position is kept charged by the battery Bs, to dis- 
charge through the word-space magnet, and thus the slip 18 
moved forward another letter space. | 

Resistances are inserted in the charging circuits of con- 
densers K,, K, and K,, to prevent the welding of the relay 
contacts which would otherwise result from the excessive 
rush of current when the charging battery is first joined up. 

The resistances and condensers joined across the contact 
points of the letter and word space relays and of the shatter 
magnet are to prevent sparking at these points. . 

The arrangement by means of which the actuation of the 
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dot and dash relays corresponding to any particular letter causes 
that letter to be placed in position. in readiness for projec- 
tion on to the sensitised paper, is shown in fig. 3. 

The selecting disks consist of 11 wheels made of thin 
sheet-brass mounted on a tubular axle. The periphery of 
each of these wheels is cut into a series of open V-shaped 
notches with rounded edges. The object of these notches 
will be explained shortly. 


Round the circumference of these disks, and lying across . 


their edges, is placed a series of rollers, one roller being pro- 
vided for each letter or sign which the instrument is 
arranged to print. One of these rollers is shown at 4. 

Each roller consiste of 11 small steel disks threaded on a 
wire shaped as shown, which is supported at the pointa x ү 
in holes made through the edges of two brass disks fixed 
concentrically with the selecting disks. To one end of this 
wire a light spring, =, is attached, the other end of which is 
fastened toa pin fixed in the face of the brass disk which 
provides the bearing y. The other end of the wire carries 
a mica vane carrying a letter or gign, as shown in the figure. 
This letter is formed of clear mica on an opaque ground. 
The method of printing the letter on the mica vane will be 
described later. 

It will be seen that the spring э, tends to make the roller 
move inwards towards the'centre of the disks, and thus to 
swing the letter into the axis of the tubular axle. Normally, 
however, the edges of the brass selecting disks prevent this 
movement from taking place. If, however, the disks be so 
moved relatively to one another that in each disk a v notch 
comes below the particular roller under consideration, the 
Spring 8, can pull the roller down, and the corresponding 
letter is then placed in position on the axis. The selecting 
wheels are so arranged that, when the apparatus is at rest, 
the notches coincide under the roller corresponding to the 
letter £, which is consequently depressed. The displace- 
ment of any disk causes the continuity of the groove formed 
by the notches across the edges of the disks at the E position 
to be broken. The edge of the notch in the displaced disk 
forces up the roller, and so removes the letter Е from the 
printing position. | 

The movement of the selecting disks is effected by the dot 
and dash relays, each disk being controlled by one relay. 
The first dot relay is not, however, connected to a disk, 
because, as already mentioned, the letter Е is normally in 
position for projection on the paper. As shown in the 
sketch, the pivot of the dot or dash relay carries an upright 

arm, which is attached by a fine wire to a lever L, pivoted 
at Z. 

The npper end of the lever L rests in a notch cut in the 
selecting disk. The v notches in the various disks are so 
arranged that, when the dot and dash relays which make up 
the Morse equivalent of any letter are actuated, a continuons 
groove is formed under the roller corresponding to that 
letter. The roller is consequently depressed, and the mica 
vane bearing the letter is moved into the printing position 
on the axis. At the same time, the mica vane bearing the 
letter E is moved away from the axis, as already explained. 

After the exposure, when the selecting magnets are 
released, each disk is returned to its normal position by the 
action of a spring, which has one end attached to a spoke 
of the disk and the other fixed to a pin inserted in the 
framework of the instrument. The spring controlling the 
left-hand disk is shown at s, in the sketch. 

When a disk is thus drawn back to its normal position, 
the armature of the corresponding selecting relay is lifted 
up and banks against the screw Do. 

In addition to these springs the armature of each dash 
relay is provided with a second antagonistic spring. These 
latter springs are all joined by silk threads to a long axle 
which can be turned by a milled head. When the axle is 
rotated the silk threads are wound up, and thus the bias of 
all the dash relays is simultaneously varied. 

The shutter, which allows the image of the letter to fall 
on the sensitive paper, consists of two blackened mica vanes, 
B, and B, which are normally held in a vertical position 
slightly overlapping one another. These vanes are fixed to 
two wire axles, w, and w3, shaped as shown. The springs 
з, and 8, normally hold the wires w, and w, up against the 
віор-рірв P, and P, 

When the shutter magnet armature is attracted, the ends 


of the axles w, and w, are drawn towards each other. This 
moves the tops of the mica vanes apart, thus allowing the 
light from the lamp N to pass and the letter to be regis- 
tered. The condenser and objective fulfil the usual func- 
tions of these lenses in an optical lantern. The condenser 
id a Wateon's “ Micro-Illuminator,” designed as а con- 
for microscope work. The objective may be any good lens. 

The source of light which has been used is a one-ampere, 
single-filament, Nernst lamp. 

The sensitised paper is contained in a light-tight box. 
The paper feed arrangement is shown on the left of fig. 3. 
The slip down behind the glass plate G, against 
which it is held by the three pawls PI, Р, and Р, A small 
square hole is cut through the glass where shown, to allow 
the light to fall directly on the paper. | 

The pawl P, is carried on the end of the letter-space 
lever. Pawl p, is similarly carried on the word-s 
lever. Pawl p., fixed on the framework of the instrument, 
prevents the paper slip from running back. 


(To be concluded.) 


THE ENGINEERING SECTION OF THE 
BRITISH ASSOCIATION AT WINNIPEG.—I. 


[BY OUR SPECIAL COMMISSIONER. | 


THE Section had a particularly busy meeting, a large part of 
the time being occupied with what isthe main question of 
the country—the production and transport of grain, and the 
improvement of communications. Sir William White’s pre- 
sidential address was & review of the commercial position of 


Canada from the point of view of trade communications, 


and formed a very appropriate introduction to the closely- 
connected group of papers on the same general subject which 
followed it. We intend to return to this topic and deal 
with it more fully in a subsequent article. 

Of the rest of the proceedings the most important paper 
was contributed by Ool. Goethals, Chairman and Chief 
Engineer of the Isthmian Canal Commission, on the 
* Engineering Works of the Panama Canal.” The paper, 
which was very long and profusely illustrated by photographs 
and copies of official surveys and plans, was summarised by 
Lieut. Goethals, who is engaged under his father on the Canal 
works, in a lecture of an hour and a half. The Panama 
Canal is, of course, an extraordinarily interesting piece of 
work, alike from its history, from -the effect it will produce 
on commerce and politics, on which we can at present only 
55 from the mere engineering interest, and from 
the economic and hygienic questions which have proved to 


be the key to its suooessful construction. Col. Goethals, in 


a striking passage, closing his paper, says that there have 
been no new engineering problems, that all the difficulties - 
are administrative. In a sense that is true, but it is only 
true from the point of view of an administrator. : 

As regards the canal itself, it will be sufficient to recal 
here that it will be 50 miles long, with a rise to the summit 
level of 85 ft. in three locks on each side, and that the tide 
range is about 2 ft. on the Atlanticand 21 ft. on the Pacific 
side. The locks have a usable length of 1,000 ft., are 110 ft. 
wide, and have a depth of 41 ft. over the sills, and that 
depth of water is maintained throughout the canal. All the 
locks are twin, allowing two vessels to up or down at 
once, and each lock of 1,000 ft. is divided by a central peir 
of gates into two sections usable by vessels of 350 ft. and 
550 ft. respectively, so that small or moderate vessels can 
pass the locks with the loss of less water from the summit 
level than if the whole 1,000 ft. locks were employed. It 
was said that 95 per cent. of present ocean-going ships are 
less than 600 ft. length. The excavation for the Gatun 
locks, three twin pairs in flight, on the Atlantic side, seems 
to be completed, and the machinery for building the concrete 
work erected. This ison a very large scale, and the detail 
has been clogely thought out, so that the materials are brought 
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to the site, and the charges of rock, sand and cement, properly 
proportioned, mixed, and poured with the utmost rapidity 


and ease. The whole site is commanded by ropeways carried 


by movable steel towers and operated electrically. Construc- 
tional work of this kind lends itself to description better than 
excavation or dam building, and the operations were fully 
illustrated by photographs and by working plans. They are, 
however, on too large a scale to be easily realised. 

Much consideration has been given to precautions against 
ships breaking down the lock gates by accident. The most 
important gates are the upper and lower gates of the locks 
next to the summit level on each side, since the destruction 
of one of these may cause a flood. These, in all cases, will 
be in duplicate, and in addition emergency dams are provided 
above the locks; but the most effective precaution would 
seem to be the practice of bringing every ship to alongside a 
quay wall in line with one side of the lock before she is 
allowed to enter, and then warping her through by electric 
capstans without using her own engines. This should save 
any chance of such an accident as occurred earlier in the 
year at the Soo, when a ship moving under her own steam 
charged the lower gate of a lock on the Canadian side when 
the upper gate was still open. The cause in that case, we 
believe, was with the engine-room telegraphs. 

The main problems of the Panama Canal were the pro- 
vision for the excessively heavy and sudden floods of the 
Chagres River on the Atlantic side of the divide, and of 
the smaller Cocoli River on the Pacific side ; the provision 
of sufficient storage of water to work the locks and provide 
for losses if a locked canal were used ; or, in the alternative, 
the enormous and difficult excavation required for Ше 
Culebra ridge, and, indeed, of the whole route, if a sea 
level canal were preferred. | 

' The American engineers, having the previous experience 
of the French to go on, have dealt, with these questions by 
designing the great Gatun dam, forming a lake 163 square 
miles in area at the summit level of the canal. This lake 
can receive the violent floods of the Chagres and other 
mountain streams without any risk of damage to the canal 
works, and is iteelf controlled by weirs, built in a natural 
hill forming part of the Gatun dam, which discharge into 
the present Chagres bed, and away from the canal, into the 
Caribbean Sea. It also provides ample storage water for the 
dry season for lockage and waste. A smaller lake, Mira- 
flores, lying below the upper and above the two lower locks 
on the Pacific side, provides in the same way for the floods 
of the Cocoli. The excavation of the Culebra cut, which, on 
the proposal of a sea level canal, would have been enormously 
heavy, is reduced by the plan of the summit lake to manage- 
able though still vast dimensions. The figures of these 
excavations may be given, though they are hardly 
realisable. 

The total excavation at the summit level will be 150 
million yards. The French removed 40 millions; the Americans 
have removed another 50 millions since 1906, and 60 
millions remained last June still to be excavated. Electricity 
is used to operate the ropeways and concrete machinery at 
the Gatun flight of locks on the Atlantic side, and will be 
used similarly at the locks on the Pacific side when their 
construction begins. Two large generating stations are 
designed to provide the power for working the locks, and 
working the vessels through, as well as for lighting and 
other purposes connected with the operation of the canal. It 
is reckoned that the canal will pass 80 million tons of shipping 
per annum, or four times the present tonnage of the Suez 
Canal. 

In electrical papers the Section was somewhat weak. Mr. 
Ormond Higman contribated an historical account of the work 
of the International Electrotechnical Commission, and a 
group of three papers on subjects connected with three- 
phase distribution lines were read by Prof. Marchant, Prof. 
Thornton and Mr. E. A. Wateon. Prof. Thornton's was an 
account of an experimental investigation of the electrostatic 
field between three wires by Hele-Shaw’s method of drawing 
stream lines. It was a good example of the use of the method, 
but as the author observed, there is no useful present applica- 
tion of the results. Dr. Marchant gave formule for the 
capacity of a three-phase aerial line, useful as giving the 
value of the capacity currents. Mr. E. A. Watson gave an 
account of experiments on the critical pressures at which 


in Canada. 
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leakage by aerial discharge begins, and the effect of the con- 
dition of the wires. In Canada, as no doubt in the United 
States, the greater part of the work of electrical installations 
falls to the civil engineers and the manufacturers, and the 
independent electrical engineer, as such, would generally find 
employment only on special points. There are large water 
powers all over the country, often of very moderate heads, 
and there seems to be no limit to the use that may be made 


of them. Sir William White, in his presidential address, 


mentioned that the water powers in the Province of Quebec 
alone were estimated at 13 million H.P., and it is said that 
the Georgian Bay Canal will make 1 million H.P. available. 
Civil engineers with experience of the utilisation of such falls, 


and manufacturers of electrical and turbine machinery 


should find much employment in the near future. A visit 
toa large hydro-electric plant now being constructed for 
supplying Winnipeg was arranged for members of the 
Association, and we shall allude further to this plant next 
week. 

Prof. Foster, of McGill University, Montreal, gave some 
account of an investigation now being made for the Dominion 
Government of the properties and qualities of the coals found 
Canada coalfields on the extreme 
east in Nova Scotia and New Brunswick, and on the extreme 
west in the Rockies, and nearer the Pacific Coast ; but 
excepting deposits of lignite in Manitoba, there is no coal 
between. The central regions of Canada, and the steamers 
plying on the great lakes, draw their coal supplies from the 
Pennsylvania fields through Cleveland, on Lake Erie; and 
this trade has an important bearing on the general traffic 
problem which will be dealt with later. The coals from 
Eastern Canada are bituminous, but in the Cordilleran region 
every variety of coal is found between lignite and fine anthra- 
cite. The examination of all these coals is being very 
thoroughly carried out. They are tested on a working 
scale, in raising steam in full sized boilers and in gs 
producers ; and their coking qualities are tested in actual 
operative coke ovens. Large samples of each kind are 
handled, hundreds of tons being taken if required. The 
value to the Dominion of this work when completed should 
be very great. 

Another paper that requires notice here was contributed 
by Col. Ruttan, the city engineer, on a plant recently com- 
pleted for supplying Winnipeg with water at high-pressure 
for fire purposes. The water of the Red and Assiniboine 
rivers, at whose junction Winnipeg stande, is so heavily 
charged with silt that it is quite unfit for domestic pur- 
poses until thoroughly filtered, and is not satisfactory then. 
It waa uted until 1899 when the first artesian well was made, 
and now a supply sufficient for domestic purposes (and more 
than sufficient for medicinal purposes) is given at 100 Ib. 
pressure from that and other wells sunk since. The supply 
was not, however, nearly sufficient for fire purposes, and fires 
are so frequent and destructive in Winnipeg that an addi- 
tional supply was imperatively required. Indeed, the fire 
insurance rates that obtained there would shock an Englis 
house owner. The present system was accordingly 
established to pump water at high pressure into the 
city from the Red River. Тһе plant consists of 
віх gas engines, two of 250 B H.P., and four of 500 B. H. P., 
driving pumps having a duty of 9,000 gallons per minute st 
300 lb. pressure; a very complete plant of Crossley ge 
producers and a gas holder; the whole connected to 82 
extensive system of high-pressure mains, with & liberal 
equipment of hydrants. To meet the condition made by the 
insurance underwriters, that there should be two sources 
power, the city gas supply is connected to the gas- holder, 
and aleo directly to the engines, and ample provision is made 
by duplication of parts to prevent an interruption of the 
service by accidental breakdown. l 

A fire, which completely burnt ont a large building {#0 
nights before Col. Ruttan read his paper, showed how 
rapidly fire takes hold of the inflammable structures 
common in Winnipeg, and at the same time bon 
thoroughly it was controlled after the high-pressure 
bydrants had been started. od 

Other papers of interest were by Prof. Coker on а meth 
of exhibiting strains in two dimensions by circularly polar 
light, and by Mr. C. E. Larard on torsion tests on steel, ы 
regults of an elaborate investigation. 
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Mr. Dugald Clerk contributed a paper on the work of the 
Gas Explosions Committee, of which he and Prof. B. Hopkinson 
are secretaries, and а long report of the committee was 
circulated. The committee was recommended for reappoint- 
ment with a grant of £75. 


THE MANUFACTURE OF ELECTRIC 
CONDENSERS. 


Тнв number of uses to which alternating currents of high frequency 
and low amperage are nowadays being put in commercial practice, 
such as their application to induction coils for high frequency 
medical treatment, post office line practice, and wireless work of all 
descriptions, has brought the question of economical manufacture of 


Fia. 1.- Cox DRS WINDING MACHINE, OPERATED BY HAND. 


the condenser once again into a very prominent position. The days 
are long since passed when the interleaving of tinfoil with sheets 
of paper ia a built-up pile was considered a suitable method of con- 
structing a condenser. Such an arrangement was not only much 
too cumbersome when built to afford any- ! 

tbing like portability, but it was also slow 
and expensive to make. One principle 
upon which modern condensers are made 
is that evolved by Mr. G. F. Mansbridge, 
in which cartridges or rolls are made up 
of plain paper and electrically-conducting 
foiled paper covered with powdered or 
finely divided tin, rolled together into a 
cylindrical form. This form of construction 
produces a very efficient and compact con- 
denser arrangement, the conducting films 
acting as the electrodes of the condenser, 
the insulation being provided by means of 
the plain paper and the backing on which 
the film is mounted. 

In order to manufacture such a con- 
denser, somewhat special apparatus is re- 
quired, so as to give a uniform and equal 
tension to all parts of the condenser wind- 
ing, and to present an even and finished 
appearance to the cartridges when they 
are finally assembled. For this purpose, 
Messrs. Gimson & Co., Ltd., of Leicester, 
have brought out a series of machines 
made to the designs of Mr. Mansbridge, 
which are interesting from the point of 
view of specialisation in the manufacture 
of electrical apparatus. The condenser 
winding machine consists of a framework 
carrying five spindles, one of these being 
fitted with a crank and winding mandrel, 
the other spindles carrying respectively two 
rolls of foiled paper and two rolls of plain interleaving paper. Figs. 
1 and 3 show respectively the machine adapted for hand operation 
and for driving by motor. The spindles carrying the paper are 
provided with adjustable band brakes, so that the tension on the 
paper when winding may be adjasted. The spindles for the plain 
paper are cylinders 3 in. in diameter, while those for the foiled 
paper are of square section 1j in. across, and provided with ex- 
tending cams, во adapted that they will grip the roll of foiled 
paper tightly, and thus prevent it from moving sideways during 


the process of winding. This provision is made in order to obviaté 
spoiling the alignment. For rolling condensers of different sizes 
interchangeable mandrels of different diameters are provided, and 
it will be noticed that a revolution counter is provided on the 
machine gearing with the winding mandrel, so as to indicate the 
number of turns put on to the mandrel atany time. A fixed 
pointer is also provided which can be set to the number of turns 
which it is required to put on any particular pattern of winder, so 


Fia. 2. —MAOHINE ғов TgstTING FOILED PAPER. . 


that the machine can be operated by an unskilled attendant. A 
farther device which will be noticed is a bell indicator, which auto- 
matically indicates if there is a breakdown at any point in the 
iasulation of the paper strips. 

It is important, however, that the strip of paper upon which the 
firely divided tin is deposited should be thor .ughly tested before 
making up into the condenser in order to eliminate all defects, and 
for this purpose a second machine is made by Messrs. Gimeon, 
the general appearance of which we illestrate in fig. 2. The 
process of testing consiste of drawing the paper under one and 
over another roller, the two rollers being connected respectively 
either to two poles of a battery or to electric light mains, giviag a 


Potential difference of about 100 volts. 


The paper is first placed in the form of a roll on the square 
mandrel furthest from the driving wheel, and d under one 
roller wheel, over the next, under the third, and over the fourth, 
and on to a second mandrel connected to the drawing-off hand 
wheel. The paper is thus drawn over the rollers at a speed of, 
say, 50to 100 ft. per minute. When a defective place, for example, 
a pin hole, rea hes the roller which is in contact with the plain side 
of the paper, there will be & momentary short circuit through the 
defective place. This causes a rush of current at the defective spot, 
and sparking results. If suitable means are taken, the rush of 
current will be insufficient to burn the paper, but will be enough 
to fuse the minute quantity of tin immediately surrounding the 
defective place, and thereby to isolate the hole from the neigh 


Fra. 3.—MoToB-pBIVRN WINDING MACHINE, SHOWING REVOLUTION ÜOUNTER AND 
BELL INDICATOB. . : 


bouring foiled surface. By thus isolating the defective plaoe, it 
is in effect eliminated and condensers built up from paper after 
this treatment, will give a higher insulation and stand a higher 
voltage without disruptive discharge. 

The breaking-down process is quite automatic once the strength 
of the current has been suitably adjusted. This adjustment is a 
simple matter, and may be made by means of a resistance of about 
20 ohms inserted in series with one pole of the supply. The 
resistance should be capable of variation until the sparks pro- 
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duced on the roller appear to be about 4 in. high. As a rule, with 
a 100-volt circuit a resistance of about 15 ohms will produce a 
satisfactory result, while with 200 volts a resistance of rather more 
than: 100 ohms is usually necessary. Either continuous or 
alternating current may be used. - | 
Although only two rollers are necessary (indeed, one could be 
made to answer if a rubbing contact were provided for the foiled 
paper), yet it is convenient to have four, inasmuch as a test for 
continuity of the foiled paper can then be made simultaneously 
with the carrying ont of the breakdown process. This is done by 
connecting a relay or other device between the two rollers which 
are in contact with the foiled side of the paper, and connecting up 


a bell, lamp or other device to the relay, so that an indication is 
given when there is any break of continuity between the two 


rollers. 

The most convenient way is to have the paper drawn past the 
rollers by means of a small motor and to pass the current driving 
the motor through the strip of foiled paper which is between the 
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SIEMENS COMMUTATION-POLE. TRACTION 
* MOTORS. | 


Havina found the use of commutation poles advantageous in con. 
nection with large railway motors, Messrs. Siemens Bros. Dynamo 
Works have extended the application to their tramway motors; 
for these & special patented design bas been worked out, by means 
of which the introduction of commutation poles causes very little 
extra expense and very little increase on the overall dimensions of 
the motors. ; 
The most obvious benefit gained by the use of commutation 
poles is freedom from sparking, and the consequent decrease in the 
cost of maintenance due to this cause; this, however, is by no 
means the only advantage. As soon as motors were introduced in 
which there was no fear of sparking, even when 50 per cent. of the 
field current was shunted, the 
objections urged i this 
method of control were no longer 
valid. Messrs. Siemens Bros, 
Dynamo Works, therefore, are 
now putting on the market a 
controller in which provision is 
made for shunting 0 field 
as 
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83 р this way a controller is arrived 
VPE A at in which, instead of there 
"p | baing ав usual only two econo- 
mami mical running positions, namely, 
EA ма full series and full parallel, there 
— are at least five, for example: — 
Tus Rano | (1) Fall series, full field ; (2) full 
wk series, field shunted 50 per i 
(3) fall pue full field; (4) 
full parallel, field shunted 25 per 
cent.; (5) full parallel, field 

"tad. shunted 50 per cent. 


This system of control offers 
two important advantages, 
namely :— | 

(a) The driver has a more 
complete control over his car, 
having the choice of five different 

` speeds under any given cor 
ditions. 
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In order to illustrate these 
advantages, the curves shown in 
'the accompanying figures have 

These curves 
relate to 


equipped with two 38-H.P. com- 
mutation-pole motors. Two sets 
of performance curves for these 
motors are given, one for the 
motor geared with a reduction 
of 97: 19, and the other with a 
reduction of 100 : 16, the diameter 
of the driving wheels in 
case being 313 m. um ge m 
case the speed and pull curv 
are given for the full parallel 
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position of the controller, in the 
second case speed and pull carves 
are given for the five running 
positions of the controller; with 


| | - 
| E | 
| ^ 
T T Pi = 
t | жїл К 
[ | = 
| | 
| 
| 
| | | 


HAFS 


HHIHH 


M 
Ж 
— 


S cop 


Fig. 1.—PERFORMANCE ‘CURVES OF SIEMENS Мотовз. 


two rollers that are in contact with the foiled side. By this means 
the motor is deprived of its current immediately there is a break in 
the continuity of the foiled paper, and therefore stops, and auto- 
matically calls attention to the want of continuity. 

It will be seen from the above description that a very well 
devised and thought-out system for producing these condenser 
spools bas been placed on the market, and it would seem that the 
invention has been well timed to meet an increasing demand for 
а type of apparatus which, formerly held of little account, nowa- 
days occupies an important position in the sphere of practical 
electrical engineering. 


Premier Accumulators.—The Premier ACCUMULATOR 
Co., LTD., has recently completed the battery for the Tewkesbury 
Electricity Works, and is now executing orders for a lighting 
battery for the Chippenham Electricity Works, and a lighting 
battery for the N.E. Railway. 
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these two sets of curves a sample 
run has been worked oat, 9 
shown in the diagrams, in acco! 
> dance with the following раг 
ee ; ticulars: — Tractive г 
| assumed to be constant, 20 lb 
per ton; number of stops per 
mile, eight; average 
(including five-second stops), 10 miles per hour; maximum speed, 
about 16 miles per hour. | ; 
The energy consumption has been worked out, with the following 
results: With fields not shunted, 1:19 units per car - mile; i 
fields shunted, 0°96 unit per car-mile. In this icular = 
therefore, the change of gearing and the different method of cont , 
make possible a saving of about 20 per cent. in the energy con 
sumption. alter 
Tbis may possibly.be regarded as an extreme case, but them ps 
may be put in angther way. The energy imparted to the iles 
between standstill and the time when it reaches a speed of 12 я 
per hour ів, in the one саве, 82 watt-hours, and іп the other си 
68 watt-hours, so that on the assumption that this is repeate 
regular intervals of 45 seconds, that is, 80 times per hour, the energy 
saved per car during one hour is 1:12 units. Thus, quite à vay 
the question of the energy absorbed by the brakes, which may 
according to the particular circumstances of the case, there e the 
saving of 10 per cent. of the energy consumption in imparting 
car a speed of 12 miles per hour. sans of 
The flexibility of the modified system of control by mear ning 
shunting the fields is clearly seen on reference to the rema! 


21 


mU " 1- — == ow 


figures. These two figures show speed-time curves for the two 
cases. In the first case, there are only two speed-time 

namely, that in which the motors are in full series, and that in 
which the motors are in full parallel; in the second cave there are 


Fia. 2. 


five speed curves corresponding to the five running positions of 
the controller. The comparison between the two sets of curves 
requires no explanation. The degrees of shunting assumed for the 


р eof this calculation were not necessarily fixed, but may be 
modified to suit each particular case for which the equipments are 
desired. 


5 now to the construction of the motor, the general 
features of the design worked out especially for tramway motors 


Еа. 4. 


are shown in the general arrangement, fig. 2. In this figure it will 
be seen that there are the usual four main poles, and in addition two 
commutation poles, one between the main poles in the up half 
of the motor and the other between the main poles in the lower 
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` some of which are strikingly effective. 
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half. In order to provide as much room as possible for these com- 
mutation poles and their windings, the main poles are given a 


shape such that the magnet coils are not symmetrical about 


special 
‚ the centre lines of the poles, but are displaced sideways. The pole 


faces, however, are spaced symmetrically round the armature, so 
that there is no interference with the proper distribution of the 
magnetic flux. The main field coils and the commutation coils are 
specially wound to such a shape as to fit into one another, so that 
practically no extra space is required for the additional coils. 

The general appearance of the motor will be seen from figs. 3 
and 4, in which are shown the exterior and the interior of the 
motor. е 

Ten motors of this type for an output of 38 н.р. each have been 
supplied by Messrs. Siemens Bros, Dynamo Works to the Hull 
Oorporation Tramways. A number of motors of larger output (50 
Н.Р. type D 58 wa) have been supplied, or are now under construc- 
tion, at their Btafford works for electric locomotives for the Harton 
Coal Co. in South Shields, for Brennan's experimental mono-rail 
car, and for the Adelaide Municipal Tramways Trust. 


NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


A-Kaleidoscopic Sign. 


Mzssas. RAsHnLEIGH PuriPPS & Co., of 147, Oxford Street, W., 
have brought out a new electric sign which presents some 
remarkable features. The sign consists of a disk about 3 ft. in 
diameter, and about 8 in. deep, the front of which is divided into 
cells after any desired pattern, one form being shown in the 
accompanying diagram, fig. 1. The cells are divided by opaque 
walls, which, as well as the back of the cells, are coloured in accord- 
anoe with a symmetrical scheme, and in the middle of each cell 
there is a 5-0.р. lamp, set well back and not projecting beyond the 
front of the disk. There are 49 lamps in all, arranged in groups of 
four ot eight, the odd one being in the centre; each group is con- 
trolled by a thermal flasher, the periods of extinction being 


Fic. 1.—KALEIDOSCOPIC Вах. 


purposely varied so that the different groups are lighted in a 
perpetually changing order. The opaque walls of the cells ensure 
that any cell in which the lamp is extinct appears dead black ; there 
are five different colours, including white, and these, with the 
black spaces, continually flashing up in different combinations, 
produce a fascinating succession of brilliant symmetrical patterns, 
Very seldom, the whole of 
the lamps are alight at once, for a moment; at other times only a 
few are alight. It is difficult to give an adequate impression in 
words of the effects produced; asthe makers вау, it is really 
necessary to see the device in action, in order to realise its merits. 
Weare informed that the device described has 1,015 different 
possible combinations, and though they are constantly changing, 
one rarely recognises one of them as having been seen before. The 
sign consumes only one unit in three hours, so that it cannot be 
called extravagant in energy consumption. Nothing could be better 
calculated to arrest the attention of the casual passer-by—and to . 
hold it, for a considerable period. | 
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D. & S, New Devices. 


Contractors and users are always ready to welcome anything ` 


whicb tends to simplify and facilitate the work of wiring up. The 
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Fig. 2.—D. & S. PATENT WELL-GLASS FrTTINMG. 


new lines of iron-cased switches which are now being made by 
Messrs. Dorman & SurrH, of Ordsal Electrical Works, Salford, 
and of which they have sent us particulars, have been specially 
designed with this object in view. | 

From fig. 3 it will be observed that а bevelled inlet, as shown, is 
employed instead of the ordinary method of bringing the pipes or 
cables immediately to the box itself. This inlet being easily 
detached from, or fixed to the switch-box, the wiring is facilitated, 
and the arrangement possesses the further important advantage 
that, in the event of its being necessary to remove the switch-box, 
this can be done witbout disturbing the pipes or wires. 

The switches are specially applicable to alternating-current in- 
stallations, where it is desirable for lead and return to be carried 
in the same pipe. Messrs. Dorman & Smith are supplying this new 
pattern in both their watertight and non-watertight iron-cased 
switches. . 

The same firm have also placed on the market a new patented 
type of strong iron well-glass fitting, which, as in the case of the 


Fic. 3.—D. & 8. Bwrron-Box. 


switches, has been designed primarily with the object of facilitating 
the ар of the fittings, and at the same time effecting some 
economy by reducing the number of parts. 

In these fittings the usual lampholder nipple is dispensed with, 
and the wires have consequently a straight run through from the 
tube into the lampholder insulator, eliminating dangerous bends in 
the insulated wires at this point, as shown above in fig. 2. 


6 Ajax” Ironclad Distribution Fuse Boxes. 


Of recent years ironclad distribution fuse boxes have been almost 
universally adopted for power work, in place of the older forms of 
teak boxes, but the uae of cast-iron cases for distribution fuse boxes 
has always been open to one great objection—extensions were a 
matter of serious difficulty and ex ; 

The Hope unit system, for which patent rights have been 


T LES 


applied for, overcomes this difficulty entirely. It is being intzo- 
duced by Mrssns. PARMITEB, Hore & Suapzs, of Hulme Electrical 
Works, Manchester. In this system the cases are of cast-iron, built 
up in such a way as to allow of either end being removed, and an 


Еа. 4.—Hore Unit: INTERIOR. 


additional case unit being added, the box remaining perfectly 
watertight and gastight. One end of the case isa “ male” and the 
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other a “female,” so that extra sections of case can be added at 
either end. Four strong set screws hold the cases, or end plates, 
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Fig. 6.—ExTEBIOB OF Two CouPLED UNITS. 
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as may be, together; additions can therefore be made in a 
moments. All the parts are “jig” made throughout, and 


Fic. 7.—INTERIOR OF COUPLED UNITS. 


extension pieces will go together without any filing or fitting 

whatever. . | 
With regard to the interior, each fuse-way is a separate unit com- 

plete in itself. The fixing of the bases and coupling-up of the 
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same to the bus-bars is done entirely from the front of the board, 
and extra fuse-ways can be coupled up whilst the board is “live,” 
and from the front of the case. 

All the bases are of black china, and the insulation test of any 
complete board is teed to be at least 50 megohms. 

Fig. 4 shows the interior of a single unit; fig. 5, the single unit 
dismantled, showing the method of construction; fig. 6 shows the 
doubled unit coupled up, with the lids closed; and fig. 7, the 
interior of the coupled units. 

It will be noticed in fig. 7 that the board is a six-line board, with 
provision made for two extra ways to be added later, and that the 
drilling is ready complete, so that the extra ways can be added in 
a few minutes. 


The ‘Timken ” Patent Roller Bearing. 


The ErgoTB10 AND ORDNANCE ACCESSORIES Oo., LTD., of Cheston 
Road, Aston, Birmingham, bave taken up the manufacture of the 
“Timken ” roller bearing, of which we give some particulars below. 
We are informed that this type of bearing has been very largely 
adopted by automobile builders in the United States, as well as for 
horse-drawn vehicles. There are, of course, innumerable other 
uses to which it can be applied; for instance, the bearings of 
electric motors, tramway and railway cars, &c. Thethree principal 
advantages claimed for the Timken” bearings as compared with 
ball bearings are: the long bearing surface of the rollers, their 
ability to withstand end thrust as well as radial load, and their 
ease of adjustment, owing to the conical shape of the bearing, a 
unique feature, e 

The illustrations practically explain the construction of the 
bearing. It will be seen that the inner cone, which is fixed on the 


shaft, is provided with two ribs, an essential feature of the device. 
ding to one of these 


Round each roller there is a groove correspon 
ribs, by means of which the rollers are confined to their track, and 


your office that there were no hydraulio specialists in 
England, has been given the lie. As you know, we have 
now got a large staff of Continental engineers in this office 
continually occupied in preparing the lay-out of hydro- 


electric schemes in all countries, and every day brings us in 


а fresh inquiry. It is, of course, a pity that we have to get 
most of our engineers from the Continent, but we are now 
taking in a considerable number of men from the universities 
and technical colleges, and training them up as water-power 
engineers. Of course, the process is slow, but when com- 
pleted it will mean that there aré English-born water-power 
specialists, which fact in the Colonies will doubtless have a 
great deal of weight. | 
** Of course, we always need help from the many water- 
power owning companies for tramways or electric light, the 
money for which has been almost, entirely raised in England, 
and we hope soon that these and future companies will be 
fully aware of our existence, and we think you can do a good 
deal to help us and the allied manufacturers.” 
We announced in our last issue that 
A Difficulty Regarding the City of Toronto was inviting 
Canadian Business. tenders for certain electrical and 
| . pumping plant, the tenders for which 
were to be lodged by October 14th." In the American 
papers advertisements appear stating that the speci- 
fications and forms of tender can be obtained on 
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Fic. 8.—DRTAILSAS AND SECTION оғ "TiMKEN" ROLLER BAR. 


are prevented from twisting; but the bottom of the groove does 
not touch the rib, the load being carried entirely on the part of 
the roller between the ribs, on the cone. A cage pressed out of one 
piece of steel keeps the rollers in position on the cone. Lastly, the 
outer cup is tapered to fit the rollers, and by variation of its axial 
position with regard to the inner cone provides adjustment for 
wear—an important feature of the system. The whole thing is 
very simple and compact, occupying the same length as a ball 
bearing (from 1,4, to l; in., according to size). The rollers are 
made of special nickel steel, hardened in oil, and, as well as the 
cups and cones, are accurately ground to size by machi nes. 

The Electric and Ordnance Accessories Co., who own the sole 
manufacturing rights for Europe and the British Empire (except 
Canada), are commencing the manufacture of these bearings 
immediately in their works at Aston, where they have ample 
facilities for producing a large output. 

v 


NOTES ON TRADE ABROAD. 


(Continued from page 479.) 


We are pleased to be able to record 
on another page in this issue the 
success which has attended the efforta 
! of some British firms to secure im- 

rtant electrical and other plant contracts for the City of 

innipeg. Generators and exciters have been ordered 
from Messrs. Vickers, Sons & Maxim, Ltd., of Sheffield, 
while Messrs. Jens Orten-Bóving & Co., of London, have 
carried off the water turbines. The latter firm, who are natur- 
ally very pleased with this important result of their Canadian 
skirmish, in а letter to us concerning the contract, allude to 
our own comments on hydro-electric possibilities abroad in 
the article on “ Notes on Trade Abroad." They say :— 

* You will now see that the remark of the * visitor’ to 


British Success in 
Canada. 


application to the city engineer. From the date of our 
announcement of the news this leaves just upon four weeks 
wherein firms in this country are to submit their applica- 
tions for these documents, prepare their tenders, and send 
them across to Canada. We do not say that this cannot be 
done, bat the margin of time is very narrow, and the case is 
а fair illustration of the necessity for direct efficient and 
alert representation on the spot by men capable of taking the 
whole thing in hand and submitting prices, or cabling 
intelligently. It does not always happen that the contract 
remains open so long as we have mentioned—as an instance, 
let us look at another Canadian advertisement appearing in 
а leading New York technical paper for September 2nd. 
Here it appears that the Toronto City Electrical Department 
werc open to receive tenders until noon on Tuesday, September 
7th, for approximately 15 tons of bare copper conductors, or 
the equivalent in aluminium. This advertisement is, of 
course, drafted and published for local Canadian and 
American tenderers, and nobody in this country could 
expect to have a finger in the business in any case—what- 
ever the nature of the contract—seeing that the American 
advertisement does not reach England until the list is 
closed. In another case it is mentioned-that the City 
of Toronto “will shortly call for tenders for pole line 
supplies, including poles, cross-arms, pins, braces, cc. 
For information apply Electrical Department, City Hall." 
Here there is no date given, but we venture to suggest that 
the advertisement is drawn up for everybody rather than the 
tenderer resident in England or Europe. We cannot expect 
our Canadian friends to hold back their. work for a very 
long time purely in order to give their “family relations " 
in this country a chance of tendering. For many lines we 
must be actually on the spot to tender, if we are not there to 


* Since these lines were written we have learned that the time 
for sending in tenders has been extended by a fortnight, to 
October 28th, 
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manufacture. We remember several years ago certain English - 


municipal authorities in issuing their advertisements for 
electrical plant, &c., left so long for the preparation of 
tenders that it was generally regarded that they ardently 
desired the foreigner to have ample time in which to tender. 
Canadians are not in this position—they have electrical 
manufactories of all classes very near at band, some on 
Canadian soil, some just over the border in the States, and 
they do not wish to wait for us unless for some special line. 
The point requires no further emphasising from us—we 
must be ready to tender promptly, whatever our price, if we 
are to suoceed. Can we do this unless we are at the hub of 
Canadian electrical life? We must have our representative 
„right there." 
We have had so many inquiries 
Are Electrical addressed to us regarding the prospects 
Engineers Wanted in for electrical engineers in Canada that 
Canada?" ^ we are constrained to quote an opinion 
expressed by an esteemed engineer 
contributor who recently visited the country for the British 
Association meeting. We put to him the case of a young 
man of electrical training—now in search of employment— 
asking what were the prospects for him. His reply was that 
he stood a better chance there if he became a civil engineer 
entering at one of the Universities in Oanada—say, McGill 
at Montreal—and emerging therefrom as a Canadian and 
an engineer, trained for aiding in the grand work of develop- 
ment that is awaiting the engineer. The Canadian Pacific 
Railway 
and all the “‘ out-turn " of the Universities can be more than 
absorbed in their requirements alone. This is useful advice 
to young engineers and to parents or guardians who are 


seeking how best to place their sons or charges in fields less 


overcrowded than are most of the professions at home. But 
our contributor does not ignore that later there will be a good 
demand for electrical engineers, for their part in the great 
development must come when the foundations, so to speak, 
have been put in by thecivil engineer. Already in the larger 
cities important electrical works are being contracted for, as 
we have shown above, and electrical engineers will be 
required for these, both in their construction and operation. 
If British firms can manage to secure contracta, they may 
also make openings for British engineers, but if American 
works are called upon, especially for hydro-electric work, 
then we guess men will come up from over the border. 

Why all this nervousness regarding 
Spain ? We have said a good deal 
about ita electrical possibilities in these 
columns, but we have yet more to say. Mr. British-Consul 
Maclean is pushing before us the claims of the Bilbao 
market, and he remarks :— 


In the heavy electrical trades the tendency still is for orders to 
go elsewhere in erence to the United Kingdom, and this is 
probebly due to the fact that foreign manufacturers were first in 
the fiel But it is worth while to call attention to the fact that 
the use of electricity is constantly extending, and that the key to 
the Spanish electrical trades is cheapness. 


Writing of machinery generally, he says that “ competi- 
tion in this market takes the form of cheapness and easy 
terms of payment, and consequently a lower class of manu- 
factures than is generally made in the United Kingdom is 
introduced." Of course, risks that have to be run in con- 
ducting trading transactions with the markets of Spain and 
some other parts. Other manufacturing nations run these 
risks with far less nervousness than we do, and they get 
their * blow in fust." We are frequently told that British 
conservatism ‘in declining to accommodate the foreigner in 
the matter of payments is losing us much business. 


We look for considerable benefit to 
British trade with Russia from the 
fraternising of the Russian and 
English peoples at the international exhibitions that are 
being arranged. In certain individual cases exhibiting may 
be too costly a matter, but these are only exceptions; the 
chances generally are of quite another kind, and in the sum 
total of British trade we are bound to gain from such events. 
We learn from the Times correspondent at St. Petersburg 
that in response to the invitation from the Russo-British 
Chamber of Commerce the representatives of the London, 
Liverpool and Manchester Chambers of Commerce will visit 


Spain Again. 


Relations with Russia. 


St. Petersburg on October 26th. 


requires hundreds of young engineers every year, 


Invitations will also be 
sent to Hull, Newcastle and Bristol. 
The Tsar is taking a nal interest in the success of 


‘the Russian Exhibition to be held in London in 1911, the 


details of which were recently discussed between the St. 
Petersburg and London Chambers of Commerce. ‘The 
fundamental objects of the exhibition, which are to make 
the British public acquainted with Russian traders and pro- 
ducta, will, it is hoped, be subsequently applied by the 
Ohambers organising a British exhibition in St. Petersburg.“ 
We ourselves urged the adoption of the latter course in 
our issue of June 11th, 1909. 

While alluding to Russian trade, we may remark that the 
Anglo- Russian Gazette, which has, so far, been running as a 
fortnightly, will, on October Ist, appear weekly. The 
September issue, which is before us, contains a good deal of 
matter, in both the English and Russian languages, regarding 
many points that require attention from those interesting 
themselves in Anglo-Russian commerce. There is one 
article that, concerns us directly, as it relates to ** Electrical 
Goods for Russia.” Among other things, the writer says :— 

In view of the keen competition in all branches of the electrical 
industry and the fact that the German firms have representatives 
and often depóts on the spot, the best means of introducing new 
business is to do as the German manufacturers have done, that is, to 
open a selling agency and later on a small depót of those goods 
which are most in demand. 
xt At the head of this branch should be placed an engineer or a good 
salesman, equipped with the necessary technical knowledge, and 
knowing the commercial and financial customs of Russia, and speak- 
ing both Russian and, if possible, German well. Another suggested 
means of doing business is to undertake electric installations, 
especially of motors, on the credit system—that is, by accepting 
monthly payments. This applies chiefly to small factories and 
workshops. 

In а leading article on “Why Germany is Beating 
England," we are informed that ** the truth is that Germany 
has beaten us in Russia because while we have been 
indolently unenterprising, lulled into a dull lethargic com- 
mercial slumber, she has been alert, resourceful, pushful, 
vigilant, and as untiring in her efforts as she has been varied 
in her methods and her desires to please.” 


(To be continued.) 


CORRESPONDENCE. 

Letters received by us after 5 Р.м. ОН ToBSDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Electric Laundry Irons with Indicators. 


In January this year new rules, regulating the installation 
of electric light and power in buildings, were issued and 
enforced throughout Australia, these rules being practically 
those of the Institution of Electrical Engineers, London, 
with certain additional rules adopted by the local authorities. 

It may be of interest to you to know that electric laundry 
irons have to conform with the following rule: 
in addition, every electric iron must have a lamp or other 
approved device so connected as to indicate at all times 
when current i8 on the iron." 

We should be very interested to hear if there is any other 
part of the world where a similar rule is in force, and if во, 
what class of indicator is used. . 

We see several means of getting over the difficulty, but 
they all, more or less, possess disadvantages. 

It has been suggested to put a low-resistance lamp in 
series with the iron, but this has its drawbacks, as, unless 
spares were kept by the consumer, his ironing operations 
would be liable to be suspended in the event of the lamp 
failing. Again, in this part of the world there is, naturally, 
not a very large demand for these low-resistance lampe, and 
consequently there might be a difficulty in obtaining them 
when they were required by consumers at short notice. 

The placing of an ordinary incandescent lamp in parallel 
with the leads supplying the current to the iron is not viewed 
with much favour by the suppliers of power where there is & 
preferential rate for power as against lighting supply. It 
would be quite possible to have the lamp burning without 
the iron being in use. 
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Another alternative which occurs to us is to nse some 
cheap form of galvanometer which would indicate when the 
current is on, but this would only be suitable in districts 
supplied with direct current. Neither would it appeal to us 
as being practicable, as it would be a very poor form of 
indicator, and one which would not be likely to catch the 
eye of the user of the iron. | 

Seeing that in Australia the only apperatus which is con- 
sidered so dangeroos—from a fire risk point of view—that 
it requires an indicating device is au electric iron, we are 
practically compelled to come to the conclusion that the in- 
dicating device will have to be part of the iron iteelf, as 
otherwise the consumer who has, say, half a dozen power 
plugs installed in his house, would have to have each plug 
supplied with an indicating device just on the off chance of 
bis (at some fature date) purchasiog a laundry iron and 
plugging it direct on the mains. 


Newton, McLaren, Ltd. 
D. EAgDLEy MoLAnrN, Manoging Director. 


Adelaide, South Australia, 
August 17th, 1909. 


Testing Condensers for: Leakages. 


On returning from holidays my attention was called to 
two letters appearing in your journal referring to the above. 

In reply to Mr. Middleton (August 16th), with a good 
reliable make of condenser, I hardly think it necessary to 
have continuous records taken. A slight leakage (unless 
running for some time) cannot have a very serious effect on 
the boiler range, so that an occasional test ag described 
should suffice. As pointed out, what happens is that a small 
leakage tends to exaggerate the water consumption at the 
engine, should a test be going on at the time. Referring to 
Mr. Bayntun’s letter (August 23rd), which reads much like an 


advertisement, a leakage that will gulp in sufficient salts to 
saturate the whole boiler range and bring about violent prim- 


ing in half an hour, is a good sized gap, and will certainly 
not require a chemical test to locate it. | 

The use of silver nitrate as a test for chlorides in water is, 
indeed, a very old one, but I certainly thought the method of 
using it for detecting leaky condensers was new. However, 
perhaps he will oblige me by giving name and date of any 
paper containing a similar article. | 
| Harbee. 
Seplember 14th, 1909. 


(Mr. Bayntun described the silver-nitrate test in the 
course of an article on ** The Working of Water-tube Boilers,” 
contributed to tbe ELECTRICAL REVIEW, October 12th, 
1906.—E»ps, E. R.] | 


“El Dorado.” 

Under the heading “ El Dorado" you publish, in your 
issue of the 10th inst., a paragraph relating to an advertise- 
ment which appeared in the ** Situations Vacant" columns 
of your August numbers. You givethe number of applicants 


for particulars of this certain position, and the actual number 


of formal applicants. 

I enclose for your perueal, and for publication, if you think 
fit, a list of duties, for which I sent. 

Can one wonder, after reading over and carefully con- 
sidering the requirements of the advertiser, that only one- 
half the recipients of this list should be sufficiently courageous 
to risk by applying for the post in question, being appointed 
the successful candidate ? 


Should these 50 per cent. be credited, or should honour > 


be to the non-triers ? To the latter I personally think. It 
is good to know that there is a remnant of self-respect held 
in the bosom of some of our engineers. 

From the list of duties, I gather that the man appointed 
mnst accept responsibility for the entire undertaking, be his 
own charge-man, his own engineer, electrician, clerk and 
plumber. Truly, a most wonderful personage he must prove, 
with а constitution of iron, or overtaxed nature will rebel, or 
indeed a “ man of gold,” that he may have the wherewithal 
to provide sustenance against the fag of brain and body 


which otherwise the lengthy hours of toil and duty would 
surely occasion. | 

And look at the princely salary offered ! 

I apologise, Sir, for thus encroaching upon your valuable 
time, but really cases of this description do make one 
sympathise with “ Omar,” and wish him all luck in his 
prospective Canadian farming. | 

| Non-Trier. 


LLANDILO URBAN DISTRICT COUNCIL. 
APPOINTMENT OF ELECTRICAL AND MECHANICAL ENGINEER. 
| List оғ Durrxs. 7 
The Llandilo electrical station ів worked at present by а double 
set of p.c. generators driven by steam with battery of accumulators 
and battery booster. Р 
The person appointed will be held responsible for the working of 
the complete installation and must take charge of the evening 
shift. | | 
He will bave to do &ll necessary extensions, alterations ап 
repairs of generating plant, cables and storage battery. ; 
A knowledge of lead-burning is essential. 
To make new service connections, read, test and adjust meters. 
Кеер accounts of stores, &c., and present monthly reports to the 
Council. 
"The appointment is subject to three months’ notice on either 
side. 
Copies (not originals) of testimonials must be sent and will not 
be returned. | 
Applicants must be content with the above particulars. 
Applications statiog age, previous experience, and salary 
required, must be sent to me marked “ Electricity Application,” so 
that they may be received by me before August 31st inst. 
By Order, 
R. SuiPLEY Lewis, 
; | Clerk to the Council. 
Llandilo, August 10th, 1909. 


Unemployment. | | | 


lam interested їп * Omar's" letter; it is refreshing to 
meet a loyal man who will not take work at 25s. per week 
or so, though it is not every man who can afford to be 
independent. | | | 

It is the same old story, and we shall never do any good 
until we have a glorified trade union at the back.of us like 
the medical profession, and the law, &c. I quite thought 
that, as a result of the various letters from myself and others 
in the early part of last year, we had succeeded in starting 
something in the way of a protective association, but I have 
reason to know the matter has dropped, so we are just as 
backward as ever. | 

I can sympathise with “ Omar" as regards replying to 
advertisements, especially those over numbers, which I find are 
usually ** no class" ; they never have the courtesy to reply 
even when a stamped addressed envelope is enclosed. - I think 
it would be a good thing if assistants would abstain from 
replying to numbers. 

I notice in the current issue of the RRvIEw there are no 
fewer than seven advertisements for premium pupils, not- 
withstanding the overcrowded state of the business ; this is 
one of the things which is killing our profession, and which 
should be taken in hand by a union. 


| Electricity Supply. 
September 13th, 1909. 


As an engineer with 12 years’ experience with good firms, 
who has been seeking employment in this country for the 
last 12 months without success, might I ask if any of your 
readers could give me some information as to the prospects 
of finding work in Canada or other British Colonies at the 
present time? 

| Desperate. 


The Enclosed Arc, or the Metal-Filament Lamp? 


The article in your current issue by “Pam” gives some 
useful hints which should prove very acceptable to arc lamp 
manufacturers; therefore, it is rather a pity that certain of 
the author’s statements seem to be somewhat misleading. 

For instance, we are told that 3,000 to 4,000 M.H.C.P. for 
500-watt flame lamps is ridiculous, yet, later in the article 
it is acknowledged that flame lamps give, five times the 
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candle-power of encloged lamps of similar current con- 
gumption ; if, therefore, we gelect the author's example of a 
600-с.р. enclosed lamp, and multiply by five, we arrive at 
one of the figures quoted as being ridiculous. 

As 8 matter of fact, there is nothing to cavil at in such an 
estimation, and any responsible flame lamp makers will 
quote similar figures with actual photometer tests to back 
their claims. 

One other point also calls for comment, namely, the com- 
pee of costs between enclosed arc lamps and metal-filament 
amps. 

In both cases the energy consumption of one lamp only is 
given, but the depreciation is taken on four lamps, which 
does not give a fair comparison. 

Harry J. Booker. 


Manchester, Seiember 18th, 1909. 


The New Theory of Electricity. 


You are hardly as courteous in your reply to my letter 
that you have been good enough to print in your current 
issue, as in that of last week. It is hardly courteous to 
misrepresent an opponent, and I presume I am an opponent 
in this case. It is not correct to say that I have heard of 
the investigations and experiments, for the first time. As 
I have before stated, I have followed the whole matter 
very closely. What I have not seen is an account of any 
experiment which justifies the claim which Sir Joseph 
Thomson made, and which I take it yon endorsed. As you 
are aware, I am not the only doubter in this matter. The 
President of the Chemical Section of the British Association 
i8 apparently also a doubter, and I believe I am correct in 
saying that the new theory was never endorsed by Lord 
Kelvin to the extent of the claim made by Sir Joseph 
Thomson. | | 

I presume I may also gather from the humorous letter 
signed “ M. F. Н. W.,” which appears in your current issue, 
that he is also a doubter. 

Sydney F. Walker. 


Bath, Stem ber 17th, 1909. 


P.S.—I skould have thought that our many friendly bouts 
in past times would have told you that I only write when I 
have carefully studied my subject. : mE 


Automatic Transformer Switch. 


llaving read the letters re auto-transformer switches, I 
should be much obliged to ** Engineer" for the name of 
maker of the switch he speaks of, which is sold for 32s. 6d. 
(subject), as I am about to fix three or four on an installation 
requiring same, and, having had no experience with these, 
would like one that is reliable, also without any appreciable 
drop; I might say that the full load of transformers are 
2,000 watts and 1,250 watts. I have seen:one working ; 
it is very good from an electrical point, but its working is 
not always decided—i.e., with a low с.р. lamp, say, 12 watts, 
it may go in or not. 

I notice that Student says that transformers can be 
obtained with a no-load loss of 6 watts for 500 watts, but 
they don’t seem to be usual marketable productions; 10 to 
12 watts for the 500-watt size is about the average, and as 
much as 40 watts for 2 Kw. These figures are actual testa 
from a number supplied, not from makers’ lists. 

I quite agree with “Climax” about the meter reading 
showing 10 per cent. higher on a small load, which 
equal the no-load loss, because from an actual test, not made 
by me, for three days, without any lights being used, the 
reading waa not proportionate to the amount registered when 
the lights were used at full load. Hence the economy of 
switching off the transformer, or installing an auto switch if 
the former method is not convenient, which it was not in 
this case. 

An Enquirer. 


September 16th, 1909. 


Electric Miners’ Lamps. 


Mr. Turquand’s reply to my last letter dealing with the 
working coste of electric miners’ lamps is evidently based 
not on personal experience, but on sources which may, or 
may not, be unimpeachable. I quite fail to see why anything 
so desirable as facts concerning the results of the Ediswan 
bulbs should be withheld ; surely the cause of the electric 
lamp cannot be strengthened by such a policy. 

The figures I have quoted are based on experience, the 
nature and extent of which are, I believe, familiar to Mr. 
Turquand. I am quite prepared to accept the assurance 
he has given that his lamp is a great advance on the 
Snssmann—so far as it goes—but, while I do not for one 
moment wish to put forward arguments calculated to asist 
the other party, I cannot bring myself to accept 
unreservedly sweeping statements for or against the electric 
lamp unless some measure of practical proof is forthcoming. 
I do not agree with your correspondent’s estimate of coste, 
which, I note, is the outcome of “ further study ” of the 
question. It has surprised me that he should have attempted 
to make any corrections on my statements before having 
thoroughly acquainted himself with the position. 

I believe my experience with electric miners’ lamps is the 
more extensive of the two; for this reason alone, I respect- 
fully submit that my argument should be answered with figures. 
Meanwhile, I shall be glad to render any such help as may be 
at my command and likely to be of service to those interested 
in electric lamps. 


vo Giraldus Jones. 
Birmingham, September 20th, 1909. 


Tramway Power Tariffs. 


However much you may have qualified it, it cannot be 
denied that you deliberately compared the works coste of 
certain tramway power stations with the charges made by 
certain combined lighting.and power stations for tramway 
energy, which charges are based on works costs plus capital 
charges. You then, in your explanatory notes, pick out 
certain items of the Glasgow tramways accounts which suit 
your purpose, because it would obviously not help you if 
you included aii the items the Glasgow people themselves 
include. 


September 17th, 1909. 


[Mr. Seabrook now says that we “ deliberately ” com- 
pared certain costs ; last week he said we had “ 
a blunder.” He is certainly nearer the mark now, for we 
knew perfectly well what we were doing, and no blander 
was made. But we protest against his method of criticising 
a paragraph in our article, and refusing to recognise that it 


A. H. Seabrook. 


is inseparable from the remainder.—Eps. E. R.] 


Before replying to your footnote to my letter, as published 
in the ELECTRICAL Review of the 17th inst., I would 
to say that my sole concern was, and still is, to (a) prove 
that your premises and conclusions as to Glasgow and Mat- 
chester were unsound, and (5) inferentially to show thst 
probably your comparisons between other towns were also 
unsound. I have no wish to disparage the Glasgow Tram- 
ways Department in any way, nor to draw any comparisons 
further than are necessary, but your leader has put the 
advocates of combined undertakings on the defensive ; 
as one of them, I am merely wishful to prove that Man- 
chester's traction policy has been a wise one. 

May I further say, that I did not furnish the figures of 
cost for Manchester and Glasgow as absolutely, but only a8 
approximately, comparable. My main object in giving the 
figures was to reveal the serious omissions in your survey, 
apparently with some result, for we now have a figure in 
the case of Glasgow of *84d. per unit taking the place of the 
previous ‘35d. І will, however, deal presently with the 
cost in greater detail, although there are serious difficulties 
in obtaining a really common basis of comparison. 
difficulty of comparing like with like appears to have been 
entirely ignored by you, your assumption being that costs 
ought to be uniform, regardless of difference in 
policies, physical conditions, &о, 
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- ап алан this, may І cite two cases—one town 
where, owing to halfpenny fares, many more passen are 
carried than in the second town, the traffic being wall арке 
out over the day, the other town enjoying the benefit of 
higher fares, but experiencing mach worse “ peaks " in the 
mornings and evenings. Leaving out of consideration the 
net resulta of the working of the two tramway systems, ig 
it not obvious that the power costs in the first case are 
bound to be lower (reckoned per unit of energy consumed) 
than in the second? Then, again, as & more striking 
illustration, the cost of supplying energy in a widely scattered 
area cannot conceivably be as low as in a very compact and 
more densely populated area. All these differences un- 
doubtedly influence costa. 

But to return tothe comparison of Glasgow and Manchester. 
It is true, as you say, that Glasgow’s coste include £47,547 
for depreciation, but you are in error in stating that there is 
no coun 
provided £40,000 in respect of its entire capital outlay in 
the electricity department, and of this the tramways bore ita 
proper quota. Glasgow's provision worked ont at 4°58 per 
cent. on capital outlay as against Manchester's provision of 
1:68 per cent., leaving a difference of 29 per cent. attri- 
butable to Glasgow's avowed policy of ultimately dispensing 
with borrowed capital. 

On the score of provision for repayment of debt, 
Manchester had to provide 2% per cent. as against 2 per 
cent. in Glasgow—these percentages being, of course, beyond 
the control of either town ; both towns, therefore, have to be 
put on an equality thereon for comparative purposes, On the 
score of rents, rates and taxes, the comparison between 
Glasgow and Manchester is anything but fair. Glasgow pays 
£48,000 against a total capital outlay of £3,145,576, but only 
debits power expenses (v/s annual accounts, page 21) with 
£5,069, although the capital outlay on the supply of power 
(as distinct from operation of cars) is stated at £1,038,812. 
A proper allocation on the bare data published is not 
possible, but dividing the £48,000 in the ratio of the two 
outlays would give a further charge against the power costs 
of £10,053. 

The Glasgow account as then put into line with 
ze (so far as circumstances permit) would read 

us :— | 7 


Total coste as published ... ais T .. £136,145 
Add amount under-estimated for rates, taxes, &c. — 10,053 
Difference in rates of sinking fund obligations 7,791 
| | £153,989 
Deduct difference in rates of depreciation 
written off by the two undertakings ... 30.125 
£123,864 


. Dividing this by the figures admitted by you, viz., 
25,204,530 units, less 496,770 unita bought from the 
Glasgow electricity department, or 24,707,760 net, which 
allows for unita used in car works, depdts, &c.,“ we have 
a a of 1:20d. рег unit, as against Manchester 's charge of 
1°14d. 

So far I have dealt with costs in the year 1908. If refer- 
ence be made to the accounts for the year 1909, it will be 
found that in Glasgow there is a slight increase in coste, 
and that in Manchester the charge has fallen from 1˙1 4d. 
to 1:044. per unit. For the year now running the charge 
in Manchester is settled at 1d., plus or minus a alight 
adjustment in case coal differs from 108. per ton. 

It is thus patent that the tramways department in Man- 
chester is buying current from the electricity department at 
a lower price than Glasgow 's self-contained undertaking can 
produce it for. 

As regards the linking of the two Glasgow departments, 
full advantage cannot obviously be taken until such time 
as renewals or extensions are necessary in one or both 
de . The linking implies a decided change of 
policy, the whole fruit of which may not be apparent for 
some years. 

G. L. Pearce. 


[ Mr. Pearce introduces certain questionable assumptions in 
order to ү his case. 

Thus he increases the Glasgow loan charges to a hypo- 
thetical amount in order to put them on the same as 
those of Manchester, but he makes no allowance for the 


to this in the Manchester costs. Manchester - 


overhead equipment, &., cost included in Glasgow’s 
capital expenditure, and not in Manchester 8. | | 
Then, again, he allocates three times as much rent, rates 
and taxes to the Glasgow power expenses as the Glasgow 
people themselves allow, but takes no account of the fact 
that the Scottish undertaking pays in rates, &c., 1°5 per 
cent. on its capital as against only 92 per cent. in the case of 
Manchester; furthermore, he assumes the assessment at 
Glasgow to be pro rata on the capital employed in power 


plant and tramwaye, although the usual practice in tramway 


rating appears to be to assess the tramway undertaking on 
its gross receipts, while the power plant is allotted a 
proportion on a small percentage of the structural 
value of buildings and plant. 

If, as it appears, the power plant is favourably assessed 


as compared with the whole undertaking, and as compared 


with а combined plant, so much the better for the tramway 
power station. 

Again, although Mr. Pearce makes an allowance for 
Glasgow's high rate of depreciation, he is significantly 
silent as to the proportion of the £40,000 provided at Man- 
nd for depreciation, which may apply to tramway 
plant. 

"We have never suggested that exact comparison between 
the two cases was possible, but we do contend that some- 
thing more than coincidence is required to explain away the 
lower power cost of tramway undertakings in general which 
possess their own plants, as compared with tramway under- 
takings in general purchasing energy, and particularly so in 
the case of undertakings in neighbouring towne. 

For the rest, we quite appreciate Mr. Pearce’s desire to 
prove that Manchester’s traction policy is the correct one, 
although we may not agree with his method of doing so.— 
Eps. E. R.] 


As Mr. S. L. Pearce's observations in your current issue 
respecting Sheffield’s published figures on costs per units 
generated, may be open to an incorrect interpretation, may I 
be allowed to point out that the figure 668d. was evidently 
taken from our statement of accounts to March 25th, 1908. 

To bring these figures up to date, our total coste per anit 
generated for year ending March 25th, 1909, were ·6594., 
the allocation being taken from all items set ont in 
what is now known, and happily agreed upon, as the 
* Standard Form of Tramway Accounts” (this having 
been considered suitable and applicable for comparative 
purposes to self-contained or other undertakings). The 
figure 659d. is made up as follows :— 

Works costs—including maintenance and repairs 


of all plant, ducts, cables, buildings, &e. .. 390d. 
Proportion of rates and taxes ias .. 022d. 
г insurance premiums ... 006d. 
Interest and sinking fund -— 241d. 
'659d. 


I agree that our figures “ require considerable adjustment 
before they are comparable with those of Manchester," but 
it appears to me that Mr. Pearce, instead of bringing his 
figures down to our basis, raises our figures in his compari- 
gon up to ‘81d. per unit, presumably from his own system of 
allocating certain charges. 

As I am at the present time preparing a paper for the 
Institution of Electrical Engineers on “ Equitable Charges 
for Tramway Supply,” I must reserve my opinion as to 
what should be included under “ fixed " charges in deter- 
mining selling price to a tramways undertaking, which subject 
is a very debatable one. | 

Н. E. Yerbury, 
Chief Engineer. 
Sheffield Corporation Tramways, 
September 20th, 1909. 


Induction Motor Trouble. 


Could anyone, through the medium of this journal, 
enlighten me as to the explanation of the following tests on 
a 10-H.P. induction motor, slip-ring rotor :—Running light 
on 85 ~ 210 volta, it took 29 amperes 1,100 watts, whereas 
when stationary and rotor on open-circuit, it took only 15 
amperes on 210 volta 85 ~. These readings give the following 
data 1 friction, windage and core losses, &., 2» 1,100 Watts; 
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therefore, at 210 volta, 5°25 amperes == energy amperes, and 
taking second reading as magnetising current, this = 15. 
Therefore, when running 
resultant О = 151 + 525^ = 10'9 amperes. ` 

This is totally different to test (1), which gave current 
= 29 amperes. Why is this? Are there any other losses to 
come in when running light ? 

Troubled. 


REVIEWS. 


Electricité Agricole. By A. PETIT. 
et fils, Price 5 fr. 


This is one of the 60 volumes forming the excellent 
agricultural encyclopedia edited by Mons. G. Wery, assistant 
director of the French National Agricultural Institute. 

The book is well written, and is intended to show the 
French farmer what use has been made of electrical energy in 
farming operations, and to familiarise him with the terms 
commonly employed in electrical work. After explaining 
these terms, the book deals with the conditions under which 
electrical energy is generated and distributed. . Direct-current 
dynamos and motors, accumulators, alternating-current 
machines and induction motors are described, and diagrams 
are given showing the various methods of winding motor 
and dynamo field circuits, as well as the connections of poly- 
phase circuits. 

The question of generation or purchase of electrical energy 
is discussed from the standpoints of convenience and 
economy, the various systems of charging are detailed, and 
the tariffs of a number of supply undertakings are given 
both for lighting and for power. О 

The rest of the book is devoted to a systematic study of 
the uses of electricity in farm work. The various methods 
of lighting are dealt with, and a number of electric lamps 
described. 

Electrically driven ploughs, threshing machines, saws, 
pumps, root crushers, ice-making machines, cream separators 
and chaff cutters are each described, and the various methods 
of driving them are given, with—where possible—the power 
required. | 

Afterwards the use which шау be made of electricity as a 
heating and ventilating agent is considered, and a further 
chapter deals with the cases in which the chemical effecta of 
the electric current are made use of, as in the sterilisation 
of milk and of water by means of ozone, tanning, sugar 
refining, bleaching, and the rectification of alcohol com- 
pounds. | | | 

It is noticeable that no reference is made to the effect on 
the growth of crops which electrostatic charges are said to 
cause, or to the experiments which have been made under 
the direction of Sir Oliver Lodge on this subject. 

The physical effecta of electric currents are considered, 


Paris: J. B. Bailliére 


and directions given as to the treatment to be applied їп. 


cases of electric shock. ' 

The book contains much information as to actual instal- 
lationg, and in many cases gives capital outlay and working 
results. It refers to the difficulties which have had to be 
overcome in early installations, due to the antipathy of the 
workers to new methods. The author looks forward to a 
largely-extended use of electricity for farming purposes in 
the near future. 


Kinlochleven Assessment.—An Appeal Court under 
the Lands Valuation Act was held at Oban last week, when the case 
of the Kinlochleven Water and Electric Power Co., which the 
assessor had assessed at £60,000, was considered. According to the 
(@lasyow Daily Herald, evidence was led at considerable length by 
Mesers. Tait, Munro and Ferguson for the Aluminium Co, and for 
the assessor by Mr. Jackson, assessor of railways, and by Mr. Allan 
Carter, C.E., Edinburgh. After a hearing which lasted for five and 
& half hours, the Bench came to the decision that the works should 
be assessed at £30,000 when in full working order, being 5 per 
cent. on £642,000 of capital expenditure, and that for this year, 
a e incomplete state of the works, the valuation be restricted 

410,170. 
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BUILDING AN ENGINE FOUNDATION. 
Bx ENGINEBR-IN-CHARGE. 


THERE is no structure embodied in the lay-out of a power 
house whose appearance appeals to the eye of an observer, 
or is likely to stimulate his imagination to inquiry when 
observed, less than the very basis of the most important and 
intricate machinery within the building, to wit, the engine 
foundation. As a rule, on the main floor of the engine 
room the foundation makes no appearance at all, and when on 
going below into the basement one does catch sight of it, it 
appears merely to be a wall erected for conveniently carry- 
ing racks for cables and conduits for lighting circuits, sup- 


‘porting the floor above it, and light duties of that kind, 


giving no superficial evidence of the heavy responsibility 
which is its raison d'être. 

Nevertheless, in spite of ita unpretentious appearance, 
there are many interesting details which must necessarily 
be considered and correctly summed up in order that the 
finished work may give satisfaction, and remain out of 
mind as well as out of sight during its existence. The 
notes which follow refer to the building of a typical concrete 
foundation, to carry a large high-speed engine and gene- 
rator. Figs. 1 and 2 give a general idea of its shape and 
proportions ; the superficial area was decided by the size of 
the plant to be installed on it, and the depth by the usual 


considerations of getting solid ground to carry the weight 


and of not transmitting any vibration to the walls of the 


building. In the example shown the base is slightly wider 


than the top; this “ batter helps to counteract the ten- 
dency for transmission of vibration, though it is not a 
necessity, many foundations for similar purpo:es having 
vertical sides and ends. The first step on the site of the new 
foundation is to mark out the plan, with its centre line duly 
get, out from the adjacent machinery or other fixtures, as the 
occasion demandsor allows. Inthe case under consideration 
a smaller generating set was removed and its brick founda- 
tion with it, in order to make room for the larger set, and 
then the ground was dug to the necessary shape to receive 
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the lower part of the new foundation. In this process some 
water was encountered, but did not give much trouble, 
as it was only a small quantity of surface drainage, and 
by digging first one part and then another lower than the 
remainder of the space, the water could be drained away from 
the portion it was desired to work on. In order that the job 
ghould be done expeditiously, two shifts of eight men each 
were worked, 12 hours each, for four or five days, at the end 
of which time the space was ready for the new structure. 
Whilst the work of clearing was proceeding, the adjacent 
machinery was protected from the dust, necessarily raised, by 
large sheets of tarpaulin hung as a screen between it and the 
work. Then the filling-in with concrete commenced, 
another process which was carried on continuously day and 
night, for the reason that if a layer of concrete were left 
exposed to the air some 10 or 12 hours, especially in such a 
warm atmosphere as is usual in an engine room, the surface 
would harden quite sufficiently to prevent its amalgamating 


— -— 
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properly with the next layer put on above it, and the result 
would be, as has been shown by experience, that cracks would 
appear in lines marking the separate layers, and vibration 
troubles would set in. The concrete was prepared and 
handled as follows :— T 

A square wooden frame 5 ft. 6 in. x 5 ft. 6 in. x 11 in., 
holding approximately 1 ob. yd. of material, was placed on a 
level piece of ground, with bricks set in to make a good hard 
surface. The frame waa nearly filled with good clean stone 
ballast, crushed to pass through a sieve of about 14 in. mesh, 
and clean sharp sand, in the proportion of ten of the former 


to one of the latter, and on the top of the heap were deposited 


Fig. 3. 


two and a half bags, 5 cwt., of Portland cement, making one 
cubic yard of material. The frame was then removed and 
the whole mass mixed, dry at firat and then watered, the 
mixing being continued until the desired consistency was 
attained. 
and wheeled to the foundation site, where it was deposited by 
means of a long wooden shute leading down to the base of 
the foundation. The shute was moved about over the 
surface to be covered, and as the space was filled up, lengths 
were sawn off it as required. Layers of 8 or 9 in. in depth 
were spread over the whole area at one time. The ballast 
Bhould be inspected for soft pieces of bad stone, which can 
easily be crashed in the fingers, and any with an appreciable 
quantity of such bad stuff should be rejected, or it would 
ruin the coucrete. Similarly the sand is liable to be dirty, 
containing many pebbles and clayey lamps of sewage which 
ae black inside when broken ; these also have a deleterions 
effect. | 

When the concrete was up to the lower floor level, it waa 
carefully levelled off round the edges, and five courses of 
Staffordshire blue brick were laid in such a manner as to 
make openings from the sides for access to the nuts and 
plates of the bedplate holding-down bolts. (Fig. 3.) 

The openings were then boarded ap, three boards in each 
(fig. +); on the top boards the positions of the bottom 
ends of the foundation bolts were marked, and circular wood 


Fia. 5, 


plugs, 3 in. in diameter, were nailed on accurately, with 
the aid of a large wood template frame (fig. 5). Above 
this level a frame was necessary to hold the concrete in 
the required shape until it had set; this was constructed 
by making a skeleton frame all round, of nearly vertical 
battens 10 ft. long x 7 in. x 8 in., spaced at intervals of 


The concrete was then loaded into a hand barrow 


about 3 ft. 6 in., sloping in towards the top to give the 
required batter (fig. 4). Each batten was propped by~a 
board nailed to it at one end and bearing on walls or 
other fixtures at the other end; at the foot of each batten a 
prop was wedged, to hold it up against the strain which 
would tend to thrust it out when the interior was filled. 
Boards were then nailed horizontally against the battens, 
igside, and a layer of concrete filled in to a height of 
or 9 in. The foundation bolt-holes were constructed by 
placing 3-ft. lengths of earthenware pipe, 4 in. in external 
diameter, centrally over the above-mentioned circular wood 
plugs, and concreting round. As soon as the concrete laid 
to the height of these pipes was able to retain its shape, the 
pipes were withdrawn and the process repeated for another 
length. Holes of 5 or 6 ft. length thus having been 
obtained, and the concrete-stiffened iron pipes, of 3 in. internal 
diameter, and of sufficient length to reach the final top level 
of the foundation, were placed in the holes, and some thin 
concrete run round them to fill the little annular space 
outside. Meanwhile, the bolt-hole template was fitted on to 
the tops of the iron pipes and each one supported in itu 
from the horizontal boards running round the top of the 
skeleton frame, by means of a board with a circular plug on 


- it similar to the one at the bottom end of the pipe (fig. 4). 


Then the process of filling up the frame with concrete was 
continued, boards being added horizontally as required to 
effect this. The boards at the ends of the frame were care- 
fully sawn to shape the exact width of the foundation, 
allowing the longitudinal boards to project past their ends, 
and making a neat finish at the corners. At the generator 
end a pit was required to admit part of the machine and to 
allow for cleaning the same, inspecting cable connections, 
&c. To strengthen the walls round the pit, some two or 


three strips of expanded steel were laid, four square, enclosing 


the area of the pit, overlapping .one another at the ends, 
with about 8 in. or 9 in. of concrete between the layers. 
The holea for carrying the cables from the generator to the 
basement, and for draining the pit in case of any liquid 
being spilt there, were made by laying iron pipes of 
suitable size in the required positions before the concrete was 
built up. "The foundation top was finished off by a layer of 
special material 14 in. thick, while the concrete was still wet, 
made up of two parts dross shingle (fine sharp slag refuse 
from iron furnaces, like flint) to one of sand and one of 
cement. This finishing layer was above the tops of the iron 
pipes and 2 in. below the floor level, which was made up by 
the flooring material after the machinery had been erected. 
When the foundation was completed, a process taking 
about 18 days, day and night work without cessation, old 
sacks were spread over the top surface and nailed all round 
the timbering at the top, and kept damp by watering with. 
а can every three or four hours for about ten days, in order to 
avoidany risk of the concrete cracking dueto the outer portions 
drying and setting much more rapidly than the interior. Some 
nine days later the timbering was removed, and finally, rough 
places were filled in with concrete and smoothed off to make 
а neat job. The foundation was then ready to receive the 
machinery, so far as any work to be done was concerned, 
but such a large mass of concrete requires to stand about 
Bix weeks to two months at least before any great, weight is 
put on it, and hence a very necessary consideration is to 
antedate this work by a considerable period to the delivery 
of the machinery. The weights of high-speed engines of 


. the usual vertical enclosed type vary from about 14 tons for 


250-B.H.P. size to 110 tons for 2,500 B. H.P., and though the 
turning moment of a well-balanced three-crank engine is 
very uniform, and gives rise to very little vibration, the 
dead weight is considerable and necessitates every precaution 
being taken to make the foundation firm, to avoid any risk 
of serious trouble after the plant has been put in 
commission. 


South Africa.—The Customs Authorities of South Africa 
have recently given a decision to the effect that “electric magnetos 
and parts thereof imported separately are to be classified under 
No. 986 of the tariff, the duty being 3 per cent. ad valorem on 
foreign goods, while those of British manufacture are admitted free 
of import duty. 
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USELESS TENDERING.* 
Br “І, M.” | 


Ir is surely high time that the electrical trade as a whole 
took up arms to put à determined stop to the present reck- 
lees waste of time and money in tendering for work which 
will never be given out, or for which some particular firm 
hes been chosen, the invitation to tender being merely а 
cheap and easy way for the buyer to check the favoured 
firm's prices. 

In many cases the amount spent by the various firms 
tendering must considerably exceed the profit to be obtained 
on the contract. Quite recently some 10 or 12 mannfac- 
turers were asked to tender for two or three small (20-H. P. 
and under) motors to special requirements, where they could 
not possibly hope to secure the order, seeing that the pur- 
chasers have a financial interest in certain electrical works. 
An invitation to tender should certainly imply that the client 
intends to make fair use of the tender, i e., to buy from the 
party tendering if he sends in a favourable offer; and any 
departure from this course is nothing more or less than 
“ obtaining prices and technical data under false pretences.” 
In how many instances, after one has gone to a lot of 
trouble and expense to quote, does the client absolutely 
refuse to give any explanation as to why the order 
has been placed elsewhere! In fact, the treatment of 
contraetors’ representatives is in many instances little short 
of scandalous. 

The consulting engineer has had many hard things 
said against him, such as making up his final speci- 
fication from the contracting firm’s tenders by the “ scissors 
and paste method," and obtaining trade discounts for clients 
not connected with the trade ; there is, however, a far more 
objectionable element—namely, the non-manufacturing con- 
tracting firm that usually poses as specialising in some 
particular brauch such as power distribution or mining, 
ships’ plant, &c. 

Many of these firms are agents (openly or otherwise) for 
manufacturing firms, mostly Continental, on the one hand ; 
while they are controlled and even actively managed by 
gentlemen who are at the same time managers or on the 
boards of directors of the firms purchasing plant. Now as 
these good people are naturally interested in the welfare of 
the agent firm, they must naturally be inclined to give their 
tenders undue preference, even to the extent of thereby going 
against the best interests of the company purchasing the 
plaut, for no man can faithfully serve two masters. 

Outside firms have little or no chance, as if they quote 
favourably the azent firm naturally knows their exact prices 
and simply modifies its tender to suit the case. 

It is almost impossible for the electrical trade to atop this 
sort of thing, and the only course would appear to be the 
publishing of a sort of black list, so that the trade would 
know when owing to vested interests it would be useless to 
quote. It should, of course, be quite illegal for a director 
of any company at the same time to be on the board of, or 
connected with, a second company doing business with the 
first ; but the present state of our company promotion law is 
a national disgrace. At present, A, D and C float a company; 
A's firm supply the building material, B's the electrical 
plant, and C's the engines and boilers; then they calmly 
make their exit, and leave the poor shareholders proper 
with the white elephant. As a well-known legal gentleman 
once said, Don't steal a horse, or you will be pnt in prison 
for theft ; buy it, but don't pay for it, and with reasonable 
care you will be quite safe." 

Possibly when our foreign rivals have captured still more 
of our trade (they are certainly doing remarkably well at the 
moment in South Africa) we shall wake up and get a busi- 
ness Government and a set of business, company and other 
laws ; meanwhile the only hope seems to lie in more united 
working together, and less “cut-throat” policy among the 
trade iteelf. | 

Abroad the various firms work together far more than we 
do, and, partly as a result, manage to pay decent divi- 
dends, whereas few electrical firms in this country are 
paying anything worth speaking abont. 

Almost without exception, the whole of the forcign 
agents are dealing in this country under Anglicised names, 


go that buyers dealing with these firms are often under 


the impression that they are getting British-made goods; 
this is very noticeable in the cable trade, and especially in 
the name-plate business. 

A contractor in the Midlands, recently tendering for 
* British-made material throughout," offered cables made 
by a firm having a London address, believing this to be a 
British concern, whereas it is merely the English branch 
of one of the German cable works. 

Jn this respect the Merchandise Marks Act is defective, as 
80 long as no name or trade mark appears on the goods, it is 
not necessary to mark the goods as “ made abroad.” The 
cases, of course, have to be 80, marked, but there is nothing 
to prevent the goods being repacked, and sold, more or less, 
on the understanding that they are of English manufacture, 
after they have passed through the Customs. 


BUSINESS NOTES. 


B.T.-H. Lamp Poster.—We do not remember any line 
of electrical manufactures in which the British designer has 
evidenced so much ingenuity in the production of иш and 
striking publicity cards as he has displayed in pushing 
metal-filament lamps. A number of these have already been 
alluded to in the ErxorRicAL Review. and we have now before ш 
one, more humorous than some others affect to be, issued by the 
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WHAT ARE ‘THESE, MT GARDENER ? rf 
B.T. H. TUNGSTEN, THEY ARE THE BEST BULBS. 
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BarrsH Тномвок-Носвтох Co, Lrp., of Rugby. It is easier to 
publish the accompanying block of the card than to write anything 
about it. The show-card is supplied in two sizes, the smaller one 
being before us. The larger, measuring 20 in. x 30 in., is 

off the press very shortly. Any dealer in B T.-H. lamps can obtain 
a copy ofthe poster by sending a trade card to the makers’ Publica- 
tion Department at Rugby. 


Catalogues and Lists.—Messks. VICKERS, Sons AND 
Max, LTD, 32, Victoria Street, 8.W.—Eight-page illustrated 
pau phiet containing a description, with a number of drawings in 
colour, of the V.S M. automatic forced lubrication system as made 
by them for all types of bearings, including axle boxes for 
stock. Notes of advantages, and a list of prices of rigid ped 
bearings, and swivel bearings and component parts, are given. 

Messrs. BAXSNDALE & Co., Miller Street, Manchester.—Very 
complete illustrated catalogue of 76 pages, covering a large variety 
of electric bells and kindred manufactures. Prices are set out 
plainly, illustrations are profuse, and diagrams of connections afe 
given, The articles included in the list are pushes in wood, c 
and metal—plain and ornamental—door contacte, burglar alarms, 
numerous electric bella for house, factory, outdoor, mining and 
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wires, overhead line material, bat- to rank. There was à deficiency, causes of failure 
were с 


by other service, indicators, bell 

i teries, complete bell sets, induction colla, magneto medical apparatus, as alleged by the debtor, efly heavy es in connection 
E lightning conductors, and very many other thingt. wich e enting and developing ра ts. The debtor, who is 
8 Magens. Dorman & SMITH Ordsal Electrical Works, Balford, 58 years of age, patented & reduction gear for electric motors in 


Manedester. Illustrated and priced leaflet of D. and В. 600-volt August, 1904. Early in the following year he purchased the Orb 

и С" type main switches and a new series of cast-iron mill fittings. Works, Lye, for £300, after paying which he bad £ 

Mrssns. SMITHSON, &guanpm & CO. Sykes Street, Hulme, Mau- capital, He took these works to develop his inventions, which 
to i | 


a inverted differential arc lamps, vertical single enclosure, twin fourth share of his patent for reduction gear for electric motors 
carbon, photographic printing, and miniature arc lamps, also a for £250, but be had not been successful in selling the remainder, and 
number of devices such as “live” resistances, transformers, choking it figured as ап asset, but he could ‘not estima 


coils, elevators, weatber-p 9 
Mesas. Ross & OO., 62, Robertson Street, Glasgow.—This isa the act of bankruptcy alleged being that the debtor had made an 
tr 


bulky catalogue of 120 pages which is described as a Wholesale assignment of his property to & ustee for the benefit of his 
and Export Price List of wires, cables and electrical accessories.” creditors generally. The debtor has not yet been ad bin a 


wires and cables and flexible cords, also bell, telephone and other offering а composition. The bank holds the deeds of the Orb 
wires, it proceeds to particularise in Bection B, a large variety of Works as & security for an overdraft. In April, 1908, debtor 


of electric lighting accessories such as fuseboards and main switches, purported to mortgage 

material and tools, arc and incandescent lamps, dynamo £200, then advanced, put as the document was not registered 88 А 
brushes, ironclad switches and fuses, wall plugs, tumbler switches, bill of sale it is of no value. At the meeting on 
ceiling roses and other things of that cult, with some wood blocks the question of & composition was considered, but the debtor said 
and sbades, and factory &zd ships’ fittings bringing UP to the rear. he was not prepared to make в definite offer. The mat 
The largest section of all ("О ”) is devoted entirely to electric bells in the hands of the Official Receiver. 
and accessories, covering & host of materials used in that connection. H. F. Joxzs, plumber and el 


Tun LINOLITE Co., 25, Victoria Street, 8. W.—Beveral new publica- Hartlepool.—Order made at Sunderland, September 16 
tions regarding the “ Tubolite " system. One expatiates upon the H. P. ALISON, 7, Great Newport Street, London (Laing, Wharton 
efficiency and economy of the system using metal-filament lamps ; and Cunnington).—This bankrupt has applied for is discharge. 


another gives technical particulars of the system of both metal and and the application is to be heard on Octo 13th. 

carbon lamps and candle-power life curves; 8 third shows the Наввювт JOHN BURDETT, electrical engineer and contractor, 16, 

system for shop window and stage lighting, and for desk use; Regent Street, Rugby, and 32, Earl Street, Coventry.— The Official 

another is 8 price list, while, lastly, 8 leaflet deacribes the Receiver has issued a summary of the debtor's statement of affairs. 
А : io 


Challenge“ patent door alarm. "E —This shows gross liabilities amo £1,214, of which £1,154 
| sns, ATKINSON BROS., Aire Place, Kirkstall Road, Leeds. — is expected to rank. The assets, After deducting preferen ims, 
Several lists of their manufactures giving particulars with illustra- are estimated to produce £334, leaving & eficiency of £819. 


tions and prices ofthe following :— Electric box-blade fans, punkah Debtor gives 85 the causes of failure, ‘trade depression in Rugby, 
fans, and motor-driven ceiling fans ; three-speed sensitive electric competition, bad debts, illness and heavy rental.” The first meet- 
drills, motors and polishing macbines fitted with the firm’s dust- ing of creditors was held on Monday at the offi i 
proof bearing?, hand-power bench acrewiog machines, motor-driven Receiver (Mr. C. J. Band), Coventry. Mr. H. L 
hack saws and factory ceiling fans, all of which are manufactured on behalf of the debtor, and the proceedings were only formal. 
at the above addrees. ` ө Mr. Alfred Cripwell (Messrs. Corfield & Cripwell) was appointed 
$ed Esc pen 8. W. Toe lad 1 Ahe . F с 
imbledon, S. W. I oO eta reis to the “ Foster” : 

automatic transformer switch, giving prices and instructions for ы Book, wege Honori g. g . о 
working connect trans з , Man : 
for use ae рр. ышы я т inet pes е The Assooiation.—It 18 well known that Mr. O. E. Btromeyer, 

Муквввв. Ілтноыти, LTD. 55, Hackney Grove, N.E.—Sheets chief engineer of the Manchester Steam Users Associations 
16 and 17 (for insertion in their catalogue) giving illustrations and during the past few Jes has devoted much attenti 10 
dimension sketches of their atandard Lithdlite insulators—tube-end the study of water hammer in steam pipes and bas practically 
‘bashes, electrolier nipples, wall plugs, also formers and bobbins, the subject his own; the present memorandum a шне? 
and insulated spanners. tirely devoted to comparing actual cases with the theory of 

Мхвквз. BRUCE PEEBLES & Co., LTD. Edinburgh. 20 page water-hammer which he has put forward. He finds that nearly one- 
pamphlet (Мо. 214) giv ing full ‘descriptive perticulars with half of the number of explosions are due either to the absence of 
; i 00 drain cocks on steam pipes, OT to their injudicious use. A large 
as to sizes, speeds, efficiencies, &c., of Peebles continuous-cutrent — — ster are cansed bY pae 
d to i ined— D 

ynamos and mo rs of medium 8126, self-contained of the pro- od when water was à Amitted into s! pipes, от when steam 


is hoped that the fully approximate dimensions given of all ) ; pa : 
: : -- througb valves on which water was reating, the injudicious opening 

— — to customers un determining the of valves baving steam and water on both sides, and injudicious 
ns, Fark, STADELMANN & Oo., Drp., 88-87, Farringdon manipulations ооу valves where Р as of water were sei TO 

, London, E.C.—A novelty which has been issued to continue arrangem ents, whio Ire intend ed to obviate explosions, has been 
ee popularis e of the “ Etec metal-flament (атр with the the canes of the majorit of explosions and because in com licated 
private consumer, takes the form of & pasteboard cut-out repro- pipe y : P 
ducing the scam eg within 2 opening оті ar о 9 attributed to any one ot the possibilities mentioned above, it would 
70 nt. saving in ourr nt consumpti and other interesti be dangerous at present tolay down defnite rules for the design of 
per cen’. һа 8 оа руне ое resting ipe arrangements in general He hopes, however that his present 
mare tein E to the lamp. The firm will supply a batch of these Insmorandum will enable those who have to deal with steam pipes 
novelties, with his own name and address print thereon, to any to do 80 in the light of the accu ulated experiences of the past, 
which he has now carefully classified. Mr, Stromeyer complains of 


Messrs. DEUCE & Co., 72, Temple Street, Wolverbampton.—- : Are : 1 
Loose leaflet giving particulars aud prices of overload P ircuit- the deficiencies in the official reporte of steam pipe explosions, and 
ы | more Par gaily mater judicial prone yai 1 
i ЕЕ 0 of inquiry; in of explaining the p ysical causes o e 
Misas. Mie beep o agg School Hil’ Eom explosions, the finding of the Courts is generally devoted to matters 


Ы Something Pet = Transporting „js the title of а very attrac- nsibilit 

tively-produ folder with an impressive cover quite out of the & : : : "E ; 

пато style, informing the recipient that the firm is At your gon 1800. Lenden . Moni Files Associa- 
а » 1 H 3 , А М " " . 

vervice |" for any of the eld ее. tts, goods lifta, electric“ “Ghats on Electricity.” T3 ank Broadbent, M.LE.E. London: 


h iti hich i 
rters and other spocialitiol ui ch are alluded to in the few T. Werner Lau He. 1909. Prios 3s. 6d. eph i | 
Mzssms. ELLIOTT Bros., 36, Leicester Square, W.C.—Leaflet Experimental Physic and Mechanica.” By J. L. Maxim. 


describing the Campbell- Hyslop Map and Fase Scale, for the use London: Longman’, Green & Oo. 1909. Price 1s. 6d. 

Ot officers in field artillery 1 & Ce. "re Important Canadian Contract.—As announced in 
MzSsSB8. HAWESLEY, WILD & Co., LTD., Brightside Boiler Works, our “ Contracts Closed,” Мювввв. JENS OBTEN-BöVING & Co., of 
Sheffield.—Lesfiet relating to the Buckling water-tube boilers, London, bave secured the order for the water turbines which the 
in which the tubes жы vertical between two ТӘГЕ? drums, with City of Winnipeg эте about to install, The contract is to deliver 
ample pro ision for free circulation and facilities for removing any five turbines of 5,900 E.P. and two of 450 H.P., the total value 
tube without disturbing others . being $97,150, and we understand that the turbines are the largest 
TT of their type in the world. They are of the Francis type, and а 
Photographic Exhibi tion .— The annual exhibition of erent amount of the work will be done in this country, 
the Royal Photographic Society of Great Erite num now open at though the main hydraulic part will be delivered from Sweden. 
the New Gallary, Regent Street, and includes в number of radio- Unfortunately for this country, a8 we understand, the manufacture 
grams, and other examples of scientific photography. of Francis turbines requires & Very long experience, otherwise 
| р these large turbines would have been turned out in Great Britian. 
Bankruptcy.— Re JoserH RICHARD HILL, The White Тһе question of impulse wheels 18 quite a different matter, since 

House, Wollaston, Worcester, carrying oD business at the Orb Works, the execution of work to drawings is CO i j 
Lye, Worcester, inventor, &c.—The first meeting of creditors was their case, and Messrs. Willans & Robinson, who are manufacturing 
held at Dudley on September 21st, when & statement of affairs was impulse wheels to the designs of Messrs. Boving & Co., will shortly 
submitted showing liabilities £1,037, f which £702 was expected bave several very large wheels under construction. That this 
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order, however, has-been obtained by an Bnélish firm in competi- 
tion with all the world, shows what can be expected’ in the future 


in connection with the many hydro-electric developments that are 
going on, and opens up a promising vista for such firms as Messrs. 
Willans & Robinson, who have recently taken up the manufacture 
of water turbine machinery, and to hydraulic specialists such as 
Messrs. Boving & Co. E 


The Wultun " Meta)-Filament Lamp.—The busi- 
ness of the Premier Electric Lamp Co., Ltd., of Huyton Quarry, 
near Liverpool, has been absorbed by the British TUNGSTEN 
Laur Co, LTD, who will. continue the manufacture of. all lamps 
previously made, and also metal filaments of the hichest quality, 
at the works at Hayton Quarry. For some months past the com- 
pany has been engaged in the equipment of the factory with 
machinery and plant of the latest pattern. The " Wultun" lamp is 
menufactured solely by the firm under a patented process, and it is 
claimed to be the most durable and reliable, and that it will burn 
in any poeitiop, does not blacken, and has an average life of 1,000 
hours. The Wultun " lamp is manufactured throughout by British 
labour at the works, Huyton Quarry. Every lamp is thoroughly 
tested before leaving the factory. 


Dissolutions and Liquidations.— Messrs. WRIGHT 
Bros. & Oo., electrical engineers, 6, Queen's Elm Parade, Chelsea. 
— Messrs. J. Hemingway, О. Wrieht and H. T. Wright have dis- 
solved partnership. The Messre. Wright will attend to debta, &c. 

Tuomas R. Mantin & Co., Lrp., Pilgrim Street, Newocastle-on- 
Tyne.—A first and final dividend of 6d. in the £ is being paid. 

WihzLESS ComTROL SvmprcATE, LT».— This company is winding 
up voluntarily, with Mr. Ernest Mason, 6, Gracechurch Btreet, 
E.C., as liquidator. A meeting of creditors is to be held on 
September 30th at 14, Gracechurch Btreet, E C. 


The Japan-British Exhibition.—We have received a 
copy of the preliminary prospectus of this Exhibition which is to 
be held from May to October next year st Sbepherd's Bush. The 
Japanese Parliament bas already voted 1,800,060 yen (£180,000), and 
the Government of Formosa and the Local Prefectures have also 
voted large sums forthe Exhibition. It is hoped that the Exhibi- 
tion will afford Great Britain exceptional opportunities for the 


maintenapre of her position in the foreign trade of Japan. As 


many of the leading merchants of Japan, as well as business men 
from other countries, are expected to visit the Exhibition, it is 
thought that the display at Shepherd's Bpsh should serve as a 
powerful advertisement of British products and manofactures. 
Application forms with schedules of prices for exhibits can be 
obtained from the Secretary, Japan-British Exbibition, 1910, 
Exhibition Offices, Great White City, Shepherd's Bush, W. 


Time Recorders.—TRHE INTERNATIONAL TIME RECORD- 
ING Co. have just received a repeat order for 12 automatic two- 
colour time recorders from Messrs. Marshall, Son & Co., Ltd., 
Gainsborough, also further orders from the Municipal Council of 
Shanghai, Imperial Japanese Navy and the Woolwich Arsenal. 


Trade Announcements.—THE ELECTRICAL Appa- 
RATUS Co., Ltp, of Battersea, notify that in future they will be 
the only manufacturers of the ‘‘Koolark” enclosed fuse, and all 
inquiries and orders for same should be addressed to them, no other 
firm being authorised to sell or deal iu this fuse unless they 
purchase seme from this company in the first instance. 

Мв. G. BRAULIK informs us that Mr. C. Hook, who was engaged 
in the sales department in his business for a number of years, 
and also Mr. G. W. Pointer, have severed their connection with tbe 
business, owing to a reorganisation of the staff. 


Welsbach Metallic-Filament Lamps.—4AÀn interesting 
announcement bas been made this week, to the effect that the 
WrLSnaCH INCANDESCENT Gas Licut Co, Lro., have decided to 
add tbe supply of metallic-filament electric lamps to their large 
trade in gas mantles, &c. For the present the lamps will be im- 
ported from Germany. The following extract from the official 
Announcement is noteworthy : “ As a business move there can be no 
question of the soundness of tbe Welsbach policy, because, whilst 
there is not, and cannot be, any suggestion that electricity is as 
yet anything like so cheap as incandescent gas, stil] the Welsbach 
is a business company, and there are factors other than cheapness 
to be taken into consideration, notably the greater cleanliness of 
electric light." Loyalty to their leading line naturally imposes a 
certain restraint upon the company's enthusiasm for electricity, but 
it is easy to read between the lines, and we congratulate the com- 
pany on their shrewd insight into the future of electric lighting. 


LIGHTING and POWER NOTES. 


Braunton.—The P.C. has decided to have an interview 
with Messrs. Crompton & Co.’s engineer with reference to public 
lighting by electricity. ТЬе company offers to provide about 
40 lamps, and the cost would be 450 a year, which is slightly less 
than the cost of the present oil lamps. 


Brichton.—In consequence of a report by Mr. Christie 
on the unsatisfactory condition of the lock gates st Shorebam 
Harbour, wbich mivht result in serious consequences to the working 
of the electricity station, the Harbour Trustees have decided to refer 
the matter for consideration by the Works Committee. 


Brumby and Frodingham.—The U. . C. has decided 
to light the town by electricity in place of the present oil lamps. 
Energy wil be supplied by the Frodingham Steel Co., and the 


ving. of £60, whilst a mach superior 
light will be obtained. The capital cost will be £300. The 
question of obtaining a prov. order so that electricity will be avail. 
able for private lighting has been deferred for a year. 


Bury St. Edmunds.—The T.C. has decided to have 
the Town Hall and offices wired for electric lighting, the work 
to be. carried out by the electrical engineer, who is to engage a 
wireman. A motion in favour of the work being carried out by the 
electricians trading in the town was rejected. 


Canada.—The amount of electricity developed in Canada 
during the past year amounted to 494,358,966 Kw.-heurs. Of this 
large amount, 359,280,286 unita were exported and 135,075,680 
consumed in Oanada. The exports were, of course, largely from 
Niagara Falle production. 


annáa] cost will effert 4 ва 


The Canadian Light and Power Oo., of Montreal, has con- 


tracted with J. G. White & Co., New York, for the construction of а 
hydro-electric plant on the St Lawrence River, near St. Timothee, 
Quebec. The plant will utilise the Beauharnois Canal water, 
giving an available and constant head of 50 ft. The power station 
will contain three 7, 200-H. . turbine unite coupled to 4,000-kw. 
generators and have space fora fourth unit; also two 400-н.р. exciter 
units and switchgear ; the 27-mile transmission line to Montreal, 
and sub-station and distributing system at that city, will aleo be 
included in the contract, which is estimated to cost about $4,000,000. 


Carlisle.—The E.L. Committee has decided to ask the 
Council to agree to a reserve fund being formed, towards which 
£600 will be contributed. 

Chippepham.—The Electric Supply Co. has commenced 
the laying of cables in the town. 


Continental Notes.—HoLLAND.—1t is announced that 
the municipal authorities of Dordrecht have voted a sum of £600,000 
for the establishment of a large central electric lighting station in 
the town. Е. 

BwITZERLAND.—It is proposed to construct an electric mountain 
railway over the Pillon Pass, between jepey and Gstaad, as а 


"branch of the Montreuz-Zweisimmen line. 


Dundee.—The damage by the recent fire at the Corpora- 
tions station has been assessed at £1,588, and the insurance company 
has paid the claim. This eum exclodes the damage to 23 small 
transform belonging to the B.T,-H..Co., which were in the 
building, ‘and were scorched by the fire. The Corporation bas 
accepted an offer of £550 from Wm. Kerr & Co., Glasgow, for 
four boilers and two generating sets which were also damaged. 

Mesars. G. & A. D. Grimond, Ltd., jute manufacturers, nare 
intimated a clsim for £2,582 against the Corporation for failure to 
supply electrical current according to agreement. The firm bases 
its claim for damages on the ground of loss of production, disorganise- 
tion of plant, &c. The Electrical Committee decided to repudiate 
all liability, it being stated that Messrs. Grime nd were not prepared 
to receive the supply on the date specified. A Committee has been 
appointed to watch matters in the interests of the town. 

An automatically controlled, system of stair lighting has been 
introduced in a tenement in Seymour Street, which it is 
may help to solve the vexed question of stair lighting. The Dundee 
Folios are to be provided with electric lamps in place of the usual 
oil lamps. 


London.—HamMERSMITH.—The town clerk has been 
instructed to mske formal application on behalf of the Counci! to 
the Board of Trade to appoint a Referee under Bec. 33 of the 
Tramways Act, 1870, to determine the difference with the London 
United Tramways, Ltd., in regard to the tracks. 

BEBMONDsEy.—The Electricity Committee report having had 
under consideration a letter from the L О.С. as to the reserve and 
renewal funds in respect of wasting asseta, where loans had been 
advanced for 42 years. The Committee pointe out that the Ber- 
mondsey B.C. has recognised tbe need of a reserve fund, and there 
is one in existence at the present time with an amount to credit 
on March 31st of £3,807, and after the current financial year it 18 
intended to add to the fund until a limit is reached of 10 per 
cent. on the capital outlay. 


Merthyr Iydfil.— The Traction and Lighting Co. bss 
applied to the B. of T. for consent to the use of overhead lines for 
the supply of electricity to Pontmorlais Road West. 


Mexborongh.—The U.D.C. bes received from the 
L. G. B. sanction to a Joan of £3,986 for E.L. purposes. The Council 
had applied for £4,700, and the sum deducted included £271 for 
costs of the prov. order. The Oouncil bas decided to ask for ав 
explanstion of this deduction. 


Ramsbottom.—The U.D.C. has approved of the deed 
of transfer of tbe E.L. order to the Lancashire Electric Power Oo. 


Salford —On Tuesday, Mr. Hooper, of the L. G. B., held 
an inquiry into an application by the Corporatjon for sanction to 
borrow £9,500 for the purpose of electricity undertakings in the 
borough, including a Prestwich scbeme. It was explained that 
£3000 was required for the Prestwich undertaking. Three 
previous loans had totalled to £8,600. Mr. L. C. Evans, the town 
clerk, explained that great progress had been made in the district, 
and there were now 205 consumers againet 12 in 1905. There was 
about £1,500 unexpended on the previous loans. The application 
to borrow £6 500 for a battery installation and other improvements 
at the generating station in Frederick Road was tben dealt with, 
and Mr. Billington, chairman of the Electricity Committee, said 
tbat it would bave been better for the undertaking if the profit, 
bad been utilised for the provision of better plant instead of bein 
devoted to the relief of the rates. Mr. Hunt and Mr. Hamps- 
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tested against money being taken from the profits for the relief 
of the rates when the undertaking was not on a sound footing.. 
They were looking to the future rather than to the present. The 
town clerk contended that the Oouncil were acting on business 
lines, and tbat the undertaking was financially sound. The 
inquiry was shortly. afterwards closed. | 


Nouth Afriea.—The report of the J ohannesburg T.C. 
for the year ended June 3058 and the estimate of expenditure for 


the new municipal year bave just been published, and will be of. 


ioterest to our readers. The revenue from the gas and electricity 
sopply.has been £51,900 aud from tramways £21,300. The work- 
ing coste have been reduced from 1074. to 677d. per unit, and is 
accounted for largely by the fact that for the first time the Council 
has been enabled to generate its own current by the addition of 
а 1,000-&w. D.o. Belliss set, and by rearranging the Allen seta to 
work as balancers and motor - generators. The number of units 
sold to consumers amounted to 5,477,657, as against 4,522,464 in the 
previous year, the units for the month of July being 1,209,175, 
compared with 925,487 for the previous July. The car-miles ron 
were 170,024, against 154,976 for the previous year; passengers 
carried 1,544,566, against 1,291,781; and fares £20,443, against 
£16,875. Average receipts per car-mile 2s. 4 84d., against 2s, 4 8d. 
for 1907-8. The estimated expenditure for the year is as follows :— 


Power station improvements £67,600 
Tramway extensions ste as .. 58,000 
To improve day supply in suburbs € 1,276 
To improve street lighting by Osrams" 8.000 
Buburban mains extensions . aes 36,650 


The estimated profit for the new year by the gas and electricity 
department is £82,000, and by the tramways £46,000. . 
In connection with the power station improvements, it is stated 
that the maximum demand in June last was 5,400 xw., while in 
1910, 1911 and 1912 it is estimated to be 6,400, 7,400 and 8,400 кж. 
respectively. Тһе normal existing plant capacity to-day is 
5,600 Kw., so that since June 28rd last it has been found necessary 
not to accept applications for light and power. The additional 
generating plant authorised in July last, at an estimated cost of 
£59,000, will meet all demands for load up to 1911. 
Isa connection with the tramway extensions, the following are 
the details of the chief extensions to be carried out under the 
amount voted :—Extend Fordsburg tramway to station, 26,410; 
Be zuidenbout Valley line to south side, £6,500; extend Parktown 
West line to Rosebank terminus, £13,836; duplicate Parktown line 
from Ridge to Zoo, £3,800 ; extend Auckland Park line to Helville, 
£6,800 ; and extend Newtown line to Brixton, £19,295. 


South Shields.—The annual report of the Corporation’s . 


electricity undertaking bas jast been issued by Mr. J. H. Cawthra, 
the engineer. It states that the result of last year’s working is 
satisfactory, considering trade depression and the advent of the 
metallic-filament lamp. The capital expenditure is £182,268. an 
incr: ase of £4,830. The revenue for the year ended March 31st 
last, was £25,559, compared with £25,608 in the previous year, a 
decrease of £48. The total costs chargeable against revenue for 
the year were £13,003, against £13,537, a decrease of £534 comprred 
with the previous 12 months. The gross profits were £12,555, 
against £12,070, an increase of £485. The amount required this 
vear for interest and sinking fund was £11,371, compared with 


£10,711, an increase of £660. The surplus, after meeting all charges, 


was £1,184. The net profit was down by £193. The total number 
of units sold was 3,127,039, an increase of 172,049. During the past 
year the works costs had been reduced to 0 62d. per unit, and the 
total operating costs to O 998d. | | 

On the 17th iust. an inquiry was held on behalf of the L.G.B. 
into the application by the Corporation for sanction to borrow 
£3,735 for the pu of the electrical undertaking. The 
town clerk said that £2,€00 of the amount sought to be borrowed 
was required for the purpose of duplicating the power mains 
in order to prevent any stoppage in the supply of current to 
the docks, shipyards and other industries; £135 was to provide two 
1,000-ampere traction-feeder panels for the existing board; and 
£1,000 was required to connect up new consumers, After evidence 
had been taken the inquiry was adjourned. 


Swinton and Pendlebury.—With regard to the re- 
commendation of the Committee that the Council should appoint 
ite own electrical engineer in place of the present arrangement of 
management by the Lancs. Electrical Power Co., for which the 
Council pays £156 per annum, tbe Council has deferred decision 

ding an interview between representatives of the Council and 
the Power Oo. The Committee considers that the present arrange- 
ment is not consistent with true business principles, as the compauy 
is the supplier of energy in bulk to the Council, is manager of the 
distribution and supply to customers on behalf of the Council, and 
is contractor both to the Cóuncil and the consumers. : 


Watford.—The U.D.C. is to call the attention of the 
Herta О.С. to an offer made by the latter body in July, 1905, to take 
electricity from the U.D.O. for the working of the proposed tram- 
ways at Watford ata price to be agreed upon, or in default of 
agreement the price to be fixed by the B. of T. It was mentioned 
at a meeting of the District Council that the County Council is 
now about to obtain tenders for the construction of the tramways. 
The Urban District Council has instructed its engineer to a*cer- 
tain the names of owners and occupiers outeide the area who deeire 
a supply of electricity. 


Worcester.—The T.C. has received from the L.G.B. 


sanction to a loan of £656 for the plant for storage and handling. 


of coal at Hylton Road electricity works, 


TRAMWAY and RAILWAY NOTES. 


Argentine.—The Chamber has adopted a Bill authoris- 
ing the construction of an underground electrio railway running 
across the city of Buenos Ayres from east to west. 'This ie stated 
to represent a victory for English interests, as the railway will 
operate in conjunction with a British-owned tramway system. 


Colwyn Bay.—4Arising out of a joint conference 
between tbe Llandudno and Colwyn Bay Electric Railway, Ltd., 
and the U.D.C., the company bas written stating that the directors . 
were unanimous in their view that the question of the construction 
of any extension of the tramway line could nof be taken up unless. 
it was to be extended from the present terminus to the Queen's 
Hotel, Old Colwyn. The company proposes to apply to the 
B. of T. for an extension of time to eonstruct this part of the rail- 
way until September 30th, 1910. The Concil has decided to 
accept a sum of £5,000, payable on January 1st next, in addition 
to what has already been paid by the company, andthe company 
to release the Council in respect of £500 towards the Combermere 
Lodge improvement. The Council, on the condition that this 
payment be made, will support the application for an extension of 
the powers. | | | | 

Croydon.—The completion of the tramway system 
between Croydon and London by the opening of the L. G. O. exten- 
sion from Streatham to Norbury (the Oroydon terminus) has been 
followed by the withdrawal of the motor-’bas service in operation 
in Croydon since July of last year. Apart from this, the new 
development has had important results for the Croydon under- 
taking. On 12 Saturdays and Sundays since the through bookings 
have been in operation the increase in takings totalled £794. The 
weekly increases for the first five weeks of the through bookings, 
as compared with the corresponding period of 1908, totalled 
£1,711. With the absence of motor- bus competition and increase 
of receipts due to the link with London, the prospects of the Croydon 
tramways have taken a very favourable turn. 


Horbury.—The U.D.C. bas resolved not to consent to 
the application of the Wakefield and District Light Railways Co. 
to the B. of T. that the powers with regard to the portion No. 1 of 
the line in Horbury shall cease, 


Keighley.—The Tramways Committee of the T.C. 
has recommended that application be made to the B. of T. for a 
prov. order to construct a circular route of tramways from Devon- 
shire Street to West Lane, and-from South Street to Lynum Street, 
linking up the firat line at West Lane. Another line from the 
Ingrow terminus to Whins Wood is proposed. 


Kawtenstall.—The T.C. has decided to take steps with 
& view to laying tramways in the Whitewell Valley in order to 
meet the wishes of the residents in that growing district. A 
petition signed by 1,285 ratepayers there has been presented to the 
T.C. asking that tramways should be constructed. 


Shrewsbury.—The T.C. has agreed to advance £500 to 
the Shropshire and Montgomeryshire Light Railway Co., which 
intends carrying out a light railway scheme at a cost of £32,000. 


Continental Notes.—AvusTRIA.— The horse tramways 
in Klagenfurt, Carinthia, are to be converted to electric traction. 

SPAIN.—The Compania del Tranvia Urbano, Bilbao, is authorised 
to convert its present horse tramways into electric tramways, and 
to widen tbe gauge of certain) ines. The Compania Vizcaina de 
Electricidad has applied to the Direccion General de Obras Publicas, 
Madrid, for a concession for the construction and working of an 
electric tramway from Avanzada to Algorta. 

SwITZtBLAND.—'The Compagnie du Obemin de Fer du Birsigtal, 
of Bale, has been granted a concession for the construction sud 
working of a metre gauge, single track, electric railway from Bile 
to Rodersdorf via Fliihen 

IraLV.— The Gazzetta Ufficiale publishes the terms of a contract 
granting to the Societa Elettrica Comense “ A. Volta” a concession 
for the construction and working of an electric tramway from 
Oamerlata to Appiano and Mozz ate. The concession will be for 
60 years, and will carry with it for a period of 50 years from the 


date of the opening of the line, a State subsidy of £56 per km. 


yearly.—Board of Trade Journal. | 

Russia —The central power station which is (according to 
Electric Traction Weekly) being erected to furnish power to the 
electrified tramway system of St. Petersburg, contains three 
2,200.&w. Westinghouse turbo-generators supplying three-phase 
current at 6.600 volts and 25 cycles; these units are provided with 
surface condensing plant. The steam raising plant includes 12 
water-tube boilers, the gases discharging through two sets of 
economisers in parallel to twochimneys. The excitation is pro- 
vided for by steam and electrically-driven generators and a battery ; 
HT. oil switchgear controls the output of the turbine sets, being 
installed in a separate fireproof building. The distributing system 
is arranged in duplicate, and the station is arranged for ultimate 
extension to 18,000 кж. capacity. 

Venezuela.—The Compania Anonima Tranvias Elcc- 
tricos de Caracas is to extend its system from Palo Grande to the 
Nuevo Matadero. ~ 

Wolverhampton.—The Lea Road section of the Corpora- 
tion tramway undertaking was formally inspected by Col. Yorke on 
bebalf of the B. of T. last week. 

York.—In view of the impending conversion of the 
tramways to electrical working, the existing horse service was 
discontinued last week. 
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TELEGRAPH and TELEPHONE NOTES. 


SD 


Cable Interruptions:— 


Tangier-Cadiz ә» 888 
~ Tourane-Amoy i 
Assab-Perim ... jos 
Dakar-Copakry T 


.. May 19, 1909 

... June 17, 1909 

$a . . July 8, 1909 

: m .. August 20, 1909 
Balikpapan-K wandang 8 . Sept. 2, 1909 , 
Cheiksaid-Perim  . Sept. 15, 1909 


Transvaal.—According to the Board of Trade Journal, 
underground telephonic communication has been established in one 
of the Rand mines, and the installation of telephones underground 
is likely to be carried out on other mining properties. 


Iron Telegraph Poles.—It is reported that a Mr. J. H. 
Skinner, of Durban, has invented an improved telegraph pole of 
cast-iron, consisting of sections 5 or 6 ft. long, which can be put 


together on site. The poles are manufactured at Wentworth, near 
Durban. | 


Telephone Amalgamation.—It is reported that the 
American Telephone and Telegraph Oo. has acquired £3,200,000 
worth of the New York Telephone Co.'s stock owned by the 
Western Union Telegraph Co. This ensures in the near fature 
the consolidation in a single huge telephone company, of the Bell 
Telephone Co. and ite subsidiaries working in New York State. 


Wireless Telegraphy.—The Postmaster-General has 
announced that it is proposed to renew the Wireless Telegraphy 
Act to the end of next year by means of the Expiring Laws 
Continuance Bill. 

Funds are being raised for the erection of a wireless station on 
or near the summit of Mont Bianc, which is close to the frontiers 
of France, Italy and S witzerland, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— V rcronra.—100,000 porcelain insulators for 
the P.M.G. Bee “Official Notices" September 10th. | 

Telegraph and telephone material for the P.M.G., Melbourne, 
Bee “ Official Notices" September 10th. 

Common battery switchboard for the North Sydney Telephone 
Exchange. Bee “Offcial Notices" September 10th. 

MELRoUBNE.--50 coin attachments, suitable for coins of different 
value, for the P.M.G. See our “ Official Notices " to-day. 


Austria.—The Austrian State Railway authorities at 
Prague have just invited tenders for the establishment of an 
electric lighting installation at the railway station at Wiesa- 
Oberleutensdorf. 


Belgium.— September 29th. La Société Nationale de 
Fer Vicinaux, of Brussels (14, Rue de la Science), is inviting 
tenders for tbe supply and erection of the overhead equipment and 
the return rail of the Anderlues-Lobbes section of the Carnieres- 
Thuin electric railway. 


Birkenhead, — September 30th. Electrical sundries 
(Form No. 13) for the Mersey Railway Co. J. Shaw, general 
manager and secretary, Central Station, Birkenhead. 


Bridgend.—Septemler 25th. Electric light installation 
at the Cottage Homes, for Bridgend and Cowbridge B.G. P. J. 
Thomas, architect, Bridgend. | 

Canada.—Toroxto.—October 28th. (Extended from 
October 14th). 

Electric motors for the city of Toronto four 1500-н.р. synchronous 
motors; two 1,500-H.r. induction motors; four 500-H. P. synchronous 
motors; four 500-H. P. induction motors; two 225-H. P. synchronous 
motors; with exciters, switchboards, connecting material, &c. 
Specitications and forms of tender may be obtained on a ppl icat ion 
to the City Engineer. 

Turbine pumps as follows: — 


Four 131 million vallon pumps, 100 Jh. 

‘Two o-milhon gabon puiips, 800 lb. pressure. 
‘two nion callon pumps, th lb, pressure, 
Two nnen gallon ponnps, 10 lb. pressure, 
Two 6^ million gallon pumps 90 lb, pressure, 
"we 64 aunilion gallon buntes, 160]b. pressure, 
Two oe, vallon pam], 65 Ib. pressure, 
Two Топ sallon pumps, 110 0b, pressure, 


With valves, piping, bed-plates, couplings, xc. 


Specifications and forms of tender for these also may be obtained 
from the City Engineer. 


Cole hester,—September 28th. 
coal for the electricity works. 
engineer. 


5,000 tons of steam 
Mr. A. R. Sillar, borough electrical 


Glasgow, — October 4th. The Corporation invites 
tenders for the general supply, delivery and erection of mains, 
awitchboards, distribution boarde, cables, switches, &c., wiring and 
accessories for transmission of electrical power to motors, &c., and 
for lighting at their Shieldball sewage purification works. Speci- 
fications from the Office of Public Works, 64, Cochrane Street, 
Glasgow. 


Halifax.—September 28th. Electrical fittings for six 
months, for the B.G. A. T. Longbotham, Olerk, 4, Carlton Street. 


Isle of Thanet.—Stores for the Isle of Thanet Electric 
5 and Lighting Co., Ltd. See Official Notices” Septem- 
ber 3rd. 

London.—October 4th. Electric wires and cables, 
lamps, carbons, switches, fuses, telephones, cells aud electrical 
insulating materials for the Metropolitan Railway Со. for a year. 
W. H. Brown, secretary, 32, Westbourne Terrace, W. 


Oulton Broad.—The U.D.C. invites applications from 
those willing to carry out its E.L. order. See “Offcial Notices” 
September 10th. 

Rotherham.—October 28rd. The T.C. has two steam- 
dynamos, 32 Kw. each, for disposal. See Official Notices to-day. 


CLOSED. 


Admiralty.—The Paterson Engineering Co., Ltd., have 
received from the Admiralty a repeat order for oil-elimioating 
plaut with quartz sand filter for H.M. dockyard at Chatham, 
together with steel carrying structure and pipework. The total 
capacity of the Paterson purifying plant at this station will now be 
10,000 gallons per hour. Paterson oil eliminators are also installed 
at H.M. dockyards, Pembroke, Portsmouth, Gibraltar, Priddy's 
Hard victualling station and Portland permanent coal depót. 


Bromley (Kent).—The T.C. has accepted the tender of 
eee ao Oo., Ltd., for plant, &c., for the refuse destruc- 
tor, at ; 


Canada.—Onr correspondent writes:—The city of 
Winnipeg bas awarded the contracts for electrical apparatus in 
connection with the power plant st Point Da Bois, which are 
$157,000 lower than the best tenders recommended in October, 1907. 


The total of the contracts awarded amounts to $425,000, and the 


successful tenderers for the larger items are British firms :— 


Turbines.—Jens Orten-Bóving &Co., London, $97,150 ; $11,000 for erection 
Generators and exciters.— Vickers, Sons & Maxim, Ltd., Sheffield, 393,080 
this price includes erection. 
Transformers, switching and protective apparatus.—Canadian Westinghouse 
Co., Ltd., Hamilton, $150,800. А 
The other smsller contracts аге given to Canadian firms. 
Golden & Lanseng, of Troy, New York, has secured the contract for 
the City of Toronto's new electrical distribution plant, and work 
has commenced. The laying of the conduits is to cost $55,800 or 
£13,130. ; 


Dundee.—Mr. T. C. Keay has secured the contract for 
the electric lighting of Dudhope Museum. The supply will also be 
used for working a large number of models, which have been 
installed for educational purposes. 


Elland.— The U.D.C. has accepted the tender of Meer. 
J. Newsome & Sons for coals at the electricity works for the nine 
months ending May, 1910. 


Fulham.—The Council has just placed a contract with 
the Beeston Manufacturing Co., of Leeds, for 288 special lanterns 
and brackets in connection with improvements they are making on 
the Fulham Palace Road tramway route. These brackets are spec- 
ially designed for placing on tramway poles, and the new arrange- 
ment will replace about 4^ arc lamps and posts. The necessary 
switches for these lamps have been ordered from the Reason Menu- 
facturing Co., Brighton. ` 

Contracts have also been placed with the Stirling Boiler Co., for 
two of their patent water-tube boilers, having a capacity of 14,000 
lb. per hour each, and with the Underfeed Stoker Co. for two 
stokers and accessories, to work in counection with the new boilers. 


Norway.—The A.G. Brown, Boveri & Cie., of Baden, 
Switzerland. bas recently obtained one of the largest orders for 
electrical generating plant ever placed in Europe. This consists of 
five three-phase generating unite, each rated at 17,000 E. v.. (M 
0'6 power factor), at 10,000-11,000 volts and 50 cycles, with direct- 
coupled exciters of 130 xw., for coupling to water turbines of 
14,000 н.р at 250 н.р.м. This generating plant will form one-half 
of the power equipment of the new generating station now being 
built for Messrs. A. 8. Rjakanfos, of Christiania, for the production 
of saltpetre from atmospheric nitrogen, which station, when om. 
pleted, will be the largest in the world. Messrs. Brown, Boven 
and Co, Ltd. (London), to whom we are indebted for the foregoing 
particulars, in referring to the extremely severe character of 
furnace work of this description, mention that the weight of one of 
these generators is about 200 tons, the diameter being nearly 20 ft. 
They add that the above order was obtained in competition with 
the leading firms of the Continent, and that it was settled upon the 
technical merits of the designs, and not upon considerations 0 
price ; and, further, that. the A.G. Brown, Boveri & Cie. bave no 
financial interest whatever in the undertaking. 
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Government Contracts.—The following tenders have 
been accepted for the Government Departments named :— _ 


WAR Orrice. 
Dynamos.— Blemens Bros. Dynamo Works, Ltd. 
Lamps, electric arc.—Siemens Bros. Dynamo Works, Ltd. 
GENERAL Post OFFICE. 
Cable, india-rubber and ootton core.—W. T. Henley's Telegraph Works 
Co., Ltd., Johneon & Phillips. E ; 
Cable loop.— British Insulated and Helsby Cables, Ltd. ; Johnson & Phillips, 
Ltd. ; Western Electric Co. 
Cable, paper core.—British Insulated and Helsby Cables, Ltd.; W. T. 
Hen e A Telegraph Works Co., Ltd.; Johnson & Phillips, Ltd.; Western 
с Ыы 
Cup-holders, galvanised steel.—Bullers, Ltd. 
Inaulators.—Taylor, Tunnicliff & Co, Ltd 
Lamps, tantalum.— Siemens Bros. Dynamo Works, Lid. 
Machine, testing.—Joshua Buckton & Co., Ltd. 
Pipes, cast-iron.—Bailey, Pegg & Co., Ltd. 
Bpipdles, insulator.—F. W. Cotterill, Ltd.; Guest, Keen & Nettlefolds, Ltd. 
Telephones.—British L. M. Ericsson Manufacturing Co., Ltd.; British 
nsulsted and Helsby Cables, Ltd.; Genera! Electrio Co., Ltd.; Interna- 
tional Electric Co. 
Transmitters, telephone. Western Electric Co., Ltd. 
тене genting at Newton Street Sorting Office, Manchester.—J. Collier 
Equi aeni rA the Post Office Central Telephone Exchange.—Western 
о Co. 


Keighley.—The Tramways Committee for the T.C. has 
accepted the tender of Messrs. Grace & Sutcliffe for two motor 
chassis, at £1,308. 


Leicester.—The Coporation Tramway Department has 
placed an order with Messrs. Ed. Bennis & Oo., Ltd., Little Hulton, 
Bolton, for two pairs of Bennis ” smokeless and gritless high tem- 
perature coking stokers and compressed air furnaces for 8 ft. 6 in. 
Lanes. boilers at the generating station, Belgrave Road. This isa 


repeat order. 


Leyton.—For installing the electric light at the extension 
of the public offices, the U.D.C. received the following tenders :— 
М. J. Whitehead, Wandsworth .. 


..  .. (aecepted) 2988 
E. E. Beaven. Dartford ae ee oe Cm) » ee p 3 296 
British Westinghouse Co., Ltd. .. We tie ve .. 816 


Electrical and Motor Co., Banbury 


Felgate & Storey, Reading.. x si és б 


T. J. Halsey, Stratford. ee ee E ee s 

Johnson & Philips, Ltd. ЧА is es es 2 90 
W. E. King, Barnet. a es s si ^ . 811 
Larkins & Co., London sa oe ee «x .. &0 
Malcolm & Allan, London.. - as 5% es .. 856 
Newbold & Co., Sutton . .. B9 
Nunn, Watts & Co., London ae - - si .. 309 
Rowland & Hulton, London WU ee E © .. 886 
Russell, Bridger & Co., Putney .. EM vs - .. 860 
Saut ders & Co., London va £s à .. 816 
Titley Bros., London E NE n »5 МЕ .. 830 
Vaughan Engineering Co., London. 425 és .. 816 
Wels, Rayner & Co., London - $a RS ee 999 
Weston & Sons, London .. m os ws б oe 255 


The following tenders were received for 100 public lighting 


lanterns with clock switches, and have been referred to the 


Electric Lighting Committee :— 


Electrical Joint-Box Compound Co., Blackheath, В.Е. .. ££07 
General E'ectrio Co., Ltd. es T T ee .. P925 
Haydon Harrison, London ix oe "T ^ .. 845 
Lucy & Co., Ltd., Oxford .. iis 88 ia sd ee 817 
Pontifex & Co., London 8 s ae „з .. 807 
Reason Manufacturing Co., Brighton .. „> T .. 850 
Bertram Thomas, Ltd., Manchester .. x - .. 442 
^ illey Bros., London РА - T s oe .. . 888 
Venner & Co., London Re e» 880 


Pretoria.—The A. E. G. Co.’s tender of £3,740 for 
a generating set with necessery spareshas been accepted by the 
Pretoria Town Council, also M*s:rs, Reunert & Lenz's tender of 
£2,508 for a boiler, feed pumps, &с. - 
¢ 


Rawtenstall.— The T.C. has accepted the tender of the 
D.P. Battery Oo, Ltd., for the maintenance of the battery at 
Hareholme electricity works. 


The Rand.— According to an exchange a number of large 
mill motors, of 400, 240 and 165 H.P., are on order with Mesers. 
Dick Kerr & Co., Ltd., in connection with the electrification of the 
Rand Mines, Ltd. 


Wakefield.—The B.G. has accepted the tender of the 
Меен Electrica] Engineering Co. for electrical work for six 
months. 


West Ham.—The Education Committee bas received 
the following tenders for the installation of electric light at tbe 


Abbey School :— 

Alliance Electrical Co. А .. £883 | H. J. Whitehead £204 
W. R. Woodward "x .. 162 | E.P. Allam & Со. .. e „ 297 
Troup, Curtis & Co. ce ee 247 | Vulcan Electric Co... T .. 286 
C. Larkins & Со  .. ee oe 6 | Jackson Bros. е is . . 279 
West Ham Corp. Elec. Supply .. 8&0 J. T. Halsey .. vs - .. 218 
Whitehead Bros. Vs ,. 316 | G. Weston & Sons е .. 964 
Pinching & Walton .. ex .. 111 Pemberton, Arber & Carey ку 


249 
W. Bimmons .. s bis . 806 | Rowland & Hulton . (accepted) 286 


4 


FORTHOOMING EVENTS. 


institution of Ungineere.—Saturday, September Bth. 
to the Imperial International Exhibition, Shepherd's Bush. 
Society of Monday, October 4th. At 7.30 p.m. At Caxton Hall, B. W. 
mr essay on The Status of the Engineering Profession," by G. A. 
omas. 


At g p.m. Visit 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued for the week ending October 2nd, 


1909 :— | 
Commanding Officer—Cot. В. E. B. Crompton, С.В. 


Monday, September 27th.—'* A ” Company, Technical drill, 7 to 9.90 p.m, 

Tuesday, September 28th.—'* B ” Company. "Technical drill, 7 to 9.80 p.m. 

Wednesday, September 29th.—Gymnasium, 6.80 to 9.80 p m. 

Thursday, September 30th.— C Company. Technical drill, 7 to 9.80 p.m. 
Friday, October Ist.— D Company. Technical drill, 7 to 9.30 p.m. 


(Bigned) P. H. CAMPBELL, 
Capt. R. E. and Adjutant. 
For O. C. Е.Е. (L. D.) [| 
NOTES. 


Liability for Tramway Accidents.—The Association 
of German Tramway and Secondary Railway Administrations, at 
the recent annual congress held at Hamburg, decided to address a 
petition to Parliament praying that the liability of tramways in 
regard to accidents should be pue upon an equality with tbat 
applicable to motor-ars Dr. Wuspsow, of Berlin, who brought 
forward the question in the course of a report, stated that tramways 
were subject to the strict provisions of the Ancient Imperial 
Liability Act of 1871, in the case of injuries caused to persons, 
although the peculiarity of their development had long since 
demanded a special regulation as to the liability of tramways. The 
interests associated with borse vehicular traffic now desired to 
extend the provisions of this law to the subject of material damage 
caused by tramways, nothwithstanding that, as proved by statistics 
collected since 1900, on an average 60 per cent. of the recorded 
collisions have been due to the fault of the “foreign driver," and 
only 11:4 per oent. to that of the tramcar driver. In the circum- 
stances, the author bad come to the conclusion that a special liability 
law was needed for tramways which would correspond with the 
general feeling of right, and he expressed the opinion that the 
new Automobile Act contained almost everything which would 
suit the tramways from the point of view of liability. 


Electric Shock Fatality.—Coroner J. T. Proud held 
an inquiry on the 17th inst. into the circumstances of the death of 
John Dent Thompson (27) pump attendant at Shildon Lodge 
Colliery, County Darham, who was found dead behind the electrical 
switchboard in the mine, on the 7th inet. The Home Office was 
represented by Mr. Nelson. Mr. R. Bell, the manager, said the 
deceased's duties were merely to attend to the pump. He thought 
Thompson had gone within the fence to adjust one of the terminals 
which bad been “sparking.” William Br) ce, generator attendant, 
said Thompson telephoned from the Brockwell seem that “she was 
hot,” but he wovld be able to start soon. Witnees thought “she” 
referred to the pump. William Hepburn, the electrician, said 
after the accident he went to the place. There was a terminal 
which had been moved, and to reach that Thompson would have to 
разв two charged wires. There were burns on two fingers and a 
thumb of the deceased, and these could have been caused by the 
terminal. Tbe man might bave touched something when attending 
to the terminal. The voltage was 2,400. The jury returned a 
verdict cf ' Accidental death." 1 


Ozone Works at St. Petersburg.—In view of the 
unsatisfactory results obtained during the cholera epidemic, which 
has lasted more than a year, in connection with the purification of 
the water of the Neva by means of ordinary sand filters, the water 
distribution system being exposed to constantly renewed cholera 
infection, the municipal Duma and city authorities have decided 
to adopt the ozone process for the sterilising of drinking water, 
and to erect a large ozone water works. The sanitary authorities, 
both of the City of St. Petersburg and of the State, are, in fact, of 
opinion that only by the ozone method will effective purification of 
the drinking water of St. Petersburg be obtained, as their own 
investigations, in accordance with those of the German Imperial 
Sanitary Office and the Pasteur and Koch Institutes, have shown 
ozone to be the safest means of ensuring the complete destruction 
of bacteria in water. The large ozone works, which is to be 
installed in connection with what is called a “rapid filtering 
plant” (Howateon system), is to be designed according to the 
combined Siemens-De Frise, Otto ozonising system. The electrical 
part and the ozonisers will be constructed by the Siemens and 
Halske Co., and the Felten-Guilleaume Lahmeyer Works. 


Commemoration Dinner of the International 
Correspondence Schools. If means can ensure the really prac- 
tical value of an educational course in electrical engineering, the 
expenditure of so great a sum as upwards of £15,000 on the pre- 
paration of the details of that course should place its worth beyond 
all question. Such is the outlay that Mr. E. A. Seitz, the manag- 
ing director of the International Correspondence Schools, assured the 
guests at a banquet of that institution at the Hotel Cecil on the 
18th inst., had been made on the I.C.S. electrical engineering 
course. Considering that there аге 210 J. C. S. courses of instruc- 
tion, covering every branch of commercial and industrial activity, 
the scale of its operations may be recognised as very large 
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The preparation of all the courses is said to have involved & capital 
cost of about £300,000, while about £50,000 is spent annually in 
revising them and keeping them up to date. 

Last Saturday's banquet was held in view of a special visit of 
students and representatives of the International Correspondence 
Schools to London, and about 400 of those who were interested in 
the work sat down to dinner in the Grand Hallof the hotel. Sir 
Thomas Brooke: Hitching, himself a satisfied investigator of I.C.8. 
instruction, took the chair in the unavoidable absence of Lord 
Montagu of Beaulieu. Among those present were Mr. L. A. 
Atherley-Jones, K. C., M.P., Mr. Dennis Hird, M.A., of the Central 
Imbour Coliege, Oxford, and several gentlemen connected with 
various scientific institutions. . | 

In response to the toast of The International Correspondence 
Schools," Mr. Seitz gave a brief sketch of I. C. S. work. While not 
claiming for the I.C.8. absolnte originality in postal educational 
instruction, seeing that ancient Babylon had been found to possess 
such a service, he said that a twentieth century postal system was 
kinder to the extension of their work than the expensive trans- 
mission of the Babylonian tutorial bricks. He succeeded in 
convincing bis hearers that the International Correspondence 
Schools pervaded all countries and were capable of everything. 
Only that week Mr. Seitz had bad word from au 1 C.8. 


student that he intended competing for the Daily Mail aviation 


prize of 410,000. The name of Mr. T. J. Foster, the American 
founder of the International Correspondence Schools, was enthusi- 
cally received. i 

Better evidence as to the adaptability of I.C.8. technical instruc- 
tion could not have been sfforded tban that contained in two 
illustrations put forward by Mr. Seitz. One was the quick rise of a 
student from a labourer’s low salary to £6 per week a8 superin- 
tendent of a large manufacturing firm's engineering plant. Another, 
a motorman, who had taken I. C. S. instruction, was now general 
manager of one of tbe largest municipal electric tramway systems 
im the country. More striking still, perhaps, was Mr. Seits’s 
statement that only recently Sir Chsrles Elliott, late general 
manager of Government railways in Sonth Africa, bad called 
at the International Correspondence Schools“ new London 
headquarters in the International Buildings, Kingsway, and had 
there told him that he, Sir Charles, had observed the value of the 
I. O. S. tuition in South Africa, and bad, in fact, taken a short course 
himself, and now wished to enter for the full mechanical course, 
Other remarkable statistics showed that in the British Empire there 
were now 100,000 I. C. B. studente, over 13 million having been 
enrolled in the schools all over the world. The I. C. S. was not in 
competition with evening classes, ав its studente, averaging between 
26 and 27 years of age, were mostly those who would not ait in 
evening classes by the side of youths. 

The testimony of Mr. Dennis Hird that the I. O. S. was a real force 
for the betterment of mankind was listened to with attention. 
Altogether, the evening reflected in a strong light the usefulness of 
& big educational institution. 


Electric Shock Aecident.—Our Dundee correspondent 
says that a miner employed in No. 23 pit, Wallacestone, Btirling- 
shire, has been seriously injured through coming in contact with the 
electric cable. It was found tbat the bones of his left hand were 
calcined, and will have to be removed. 


Aviation Dangers.—We have on previous occasions 
noted accidents to balloons through fouling telegraph wires; more 
serious conditions are met with by seronauts abroad. According to 
the Times, the aviator Nassr recently made an ascent at Ottawa in 
an aeroplane. While he was ascending, the propeller became caught 
in an electric wire, causing it to fall to the ground, Four persons 
received shocks, and two were taken to a hospital. 


Parliamentaty.—In the House of Commons on Sep- 
tember 21st, Mr. Markham asked the Chancellor of the Exchequer 
if be would state the reasons which caused him to refuee the 
request of the Mines Royal Commission for a grant to make experi- 
ments on the use of electricity in mines; and whether, in view of 
further recent explosions believed to be due to electricity, causing 
the loss of large numbers of men, he would reconsider his deciaion 
in this matter. Mr. Hobhouse replied: My right hon. friend has 
not received any such request from the Royal Commission. Mr. 
Markham: Is the right hon. gentleman aware that in the report of 
the Royal Commission it was definitely stated that the Chancellor 
of the Exchequer refused to make this grant? Mr. Hobhouse: 
My attention has not been drawn to that statement. I am prepared 
to look at it. My information is as I have given it to the hon. 
gentleman. 


RovaAL AssENT.— The following Acts have received the Royal 
Assent :— 

Electric Lighting Orders Confirmation (No. 1) Act, 1909. 

Tramways Orders Contirmation Act, 1909. 

Town Puannina Birr.—Mr. Clough asked in the Parliamentary 
papers, whether the President of the Local Government Board 
could give any assurance that in the event of a local sanitary 
authority acting as a responsible authority under the 
Housing and Town Planning Bill for a town planning scheme 
within the area of a neighbouring authority, the latter 
would retain all its dutics and powers as regarded the provision 
of sewerage, water supply, lighting and consequential works 
throughout its own area, and that none of such powers and duties 
would pass to the responsible authority by virtue of any regu- 
г hereafter made under that Act by the Local Government 

ard, 1 


Mr. John Burns, in reply, stated that it was not intended that the 
powers and duties of a neighbouring local authority should be trans- 
ferred to the local authority responsible for the execution of a town 
planning scheme. These powers and duties would not be inter- 
fered with, except in so farasit might be necessary in order to 
secure the carrying-out of the scheme. For example, it might be 
necessary to provide that they should be exercised in some par- 
tloular way. 


Nationsz CTmrLzPHoNE Оо —Replying to a question by Mr. 
Lloyd Morgan, who asked in the Parliamentary Papers whether, ia 
view of the approaching taking - over of the business of the National 
Telephone Oo. by the Post Office, the privileges enjoyed by the 
telephoning public would be in any way restricted when under the 
Government, and whether it was proposed to make any change as to 
the use of the telephone on Sundays, Mr. Sidney Buxton said he 
did not anticipate that the present facilities would be restricted. 
As to the question of Sunday use, that would require very carefal 
consideration. 


Canadian Development.—The minimum-flow develop- 
ment of all the water-powers of Canada, according to Mr. J B. 
Challies, of the Canadian Department of the Interior, is estimated 
at over 25,680,000 H.P., of which about 516,900 н.р. has been atilised. 
Hamilton River, in the Labrador Peninsula, is the largest available. 
power, with a possible development of 9,000,000 н E., Niagara Falls 
being second to it.— Electrical World, 


Meters on Tramway Cars.—As might be expected, 
papers read on traction subjects balk very largely in American 


. epyineering proceedings, snd вв in this country, the question 


of energy consumption on cars has come to the front. Quite 
recently a paper on the subject, read apparently with the view of 
putting forward the claima ofthe mercury-motor meter for this class 
of work, elicited some interesting discussion. Thus it appears that 
geven trips, under test conditions, on the loop and metropolitan 
sections of the West Side Co., Chicago, showed energy consumptions 
of 3:67 and 2:30 x w.-hours per c.m. respectively, using a 33-ton motor- 
car and 16-ton trailer. Seven carelessly-driven trips showed energy 
consumptions of 4:29 and 2:90 xw.-hours respectively. An average 
gain of 2 per cent. in time and an excess of energy consumption of 
26 per cent. occurred in the last seven trips. The higher energy 
consumption on the loop was due to frequent stopping and starting. 

In view of the above, the operating efficiency of each motorman, 
as regards power consumption, will in future be entered on bis 
record of service, a copy of each entry being sent to him. At 
Cleveland a series of tests of energy consumption on city and inter. 
urban cars, 14 of each kind being tested, sbowed tbat while the 
inter-urban cars weighed 50 per cent. more than the city cars, the 
energy consumption of the former aversged 3°75 Kw. hours per ca 
mile, against 3:84 kw.-hours in the latter case; this is equivalent 
to 88 watt-hours per ton-mile, against 125 watt-hours—the difference 


"being due to the inter-nrban stops averaging 15, against 65 in the 


case of the city cars. It was considered a good plan to keep a man 
on testing work, but a meter equipment on every car was prohibited, 
on account of expense. 


Automatic Thermo-Electric Control.—A patent was 
issued to Mr. H. Ward Leonard on March 28rd relating to the 
automatic control of the energy supplied to an electrically-heated 
tool. The patent states tbat if an electrically-heated flatiron be 
used to iron damp goods as rapidly as possible, the iron becomes 
chilled, or if this difficulty be overcome by increasing the watts, 
then, when the iron is idle, it is likely to become destructively 
overheated. What is needed is a wide variation of the current, 
automatically controlled as needed to maintain a definite tempers- 
ture, irrespective of whether the iron is idle or being worked to 
the limit. | | 

The invention provides in the flatiron, in addition to the heating 
wire, an auxiliary controlling resistance of nickel or other material, 
whose resistance responds immediately to a change of temperature. 
This change of resistance affects an exterior automatic magnetically- 
controlled switch in series with the controlling reaistance, and tbe 
automatic switch, thus made responsive to a change in the tempers- 
ture of the flatiron, is caused to vary the heating current as 
required. Thus, in practice, as soon as the iron is worked to the 
limit, this exterior automatic switch cuts out the exterior con- 
trolling resistance, and causés the iron to take, say, three or four 
times as much energy as when it was idle. When the iron is eet 
aside, and tends to heat up under this very large working current, 
the automatic switch immediately inserts the resistance needed to 
prevent the iron from becoming overheated.— Electrical World. 


Large Electric Organ.—One of the largest electric 
organs ever built in the United States, according to the Scientifec 
American, is about to be erected in the Auditorium at Pre Ga. 
It will be played from a movable four-manual control 65 ft. away 
by an 8-volt current from a specially wound generator, and blown 
by a 20-11 r. motor direct connected to a series of fans raising the 
air pressure by steps. 


Educational.— British CORRESPONDENCE SCHOOL OF 
ELECTRICAL ENGINEERING.—We are informed that this institu- 
tion has added a course on “ Aeronautics” to its syllabus; tbe 
course covers dirigible balloons, the problems of flight, aeroplanes, 
motors and propellers, and is divided into nine lessons. The 
subject is a fascinating one, and as M. Blériot, for instance, bas 
already received orders for over 100 monoplanes, it is clear that a 
pew industry is in courge of development, 
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As the result of the inquiries which we have made as to the 
special facilities provided for the benefit of charge engineers and 
others who cannot attend continuously a course of evening classes, 
we have ascertained that the following institutions afford such 
facilities :— EE 

Univenstry CoLLEGE : Faculty of Engineering.—Special courses 
for engineers in practice and graduates in engineering. The Eiec- 
trical Engineering Laboratories are open daily from 10 to 5 (Satur- 
days 10to 1). Shift engineers can attend at any time within these 
hours, and can also attend the day courses in electrical engineering. 
Particulars from the Secretary. 


. East Lompom CorLEGE.—Alternative day classes are provided 
in order to assist shift engineers. Apply tothe Registrar. 


‚ NoBTHAMPTON Інвтттоте.— The subject has received considera- 
tion, and suitable arrangements will be made if a sufficient number 
of applications is reoeived. Apply to the Principal. 


Taz Рогүтконніс, Regent Street.—The evening lectures are 
repeated on a convenient morning, removing the disability of shift 
men almost entirely. Apply to Mr. W. Hibbert. 


SourH-WresTSBN PoLvTECHNIO IxsTITUTB.—Bhifi engineers are 
allowed to attend the ordinary day classes and laboratories when 
on duty in the evening. Apply to Mr. A. J. Makower. 


On the whole, it is clear that little more can be done than is 
already done, without co-ordinate action. on the part of both the 
would-be students and the various teaching institutions. The 
former should write at once for particulars of the arrangements 
made on their behalf, as the new session is already under way. 


Copper.—A writer in the Financial Times, for September 
18th, on the copper outlook, is rather inclined to the view of peace 
and increased production. The U.S. Copper Producers’ Association 
statistics quoted by him show for August last ап increase of 1,000 
tone over the output for the previous month, or at the rate of 645,000 
tons per annum. The statistics for last year were: U.S. output, 
425,0C0tons; Spain and Portugal, 52,000 ; Japan, 43,000 ; Australasia, 
39 000 ; Chile, 38,000 ; Mexico, 37,000 ; Canada, 28,000 ; Germany, 
20,000 ; Russis, 20,000, and Peru 15,000. With regard to the U.S. 
production which, of course, sways the market, the writer says :— 
* It is believed, however, that the limit of this expansion has now 
been to all intents and purposes reached, the present rate of output 
being very considerably in excess of that of last year.” 

Messrs. Merton's statistical summary for the first half of 
Beptember shows visible supplies at 90,387 tons, an increase of 
only 2,169 tons on the return forthe end of August. This still 
consists largely of stocks in English ports, French stocks being 
6,119 tons, and afloat 7,500 tons (Chile and Australia). Supplies 
from North America appear to be down a little; from Spain to 
this country up to the average. The total supplies are 18,413 tons, 
and deliveries 16,244, which works out at average deliveries, but 
lower supplies for the month. 


The Manufacture of Nitrates from the Air.—Of 
. the many attempts to produce nitrates from the air few have gained 
any public notice. This has been due largely to the impossibility 
of carrying out on а successful commercial scale what is a matter of 
considerable ease in an experimental way. With the exception of 
the Birkeland-Eyde process, little is known of the practica] manu- 
facture of nitrates from the air. Details of the method employed 
by Scbónherr have been boomed to a considerable extent, but as 
yet nothing is known of the manufacturing scale. It is of interest 
to learn that another process is being successfully applied commer- 
cially, details of the operation forming the tubstance of a paper by 
Dr. Frans Russ before the Verein Oesterreichischer Chemiker, 
The principle involved is similer to that utilised in other 
methods. It is necessary to produce a large electric flame capable 
of absorbing large amounts of power. The method adopted is very 
simple. Two conductors are arranged almost to meet at one end, 
but widen out at the other. Between the converging ends of these 
conductors a hot blast of air is driven. An arc is struck across the 
short gap between the conductors, and is forced along the latter by 
the bot blast in a continually widening flame, which is broken for 
every half period of the alternating current used. In this manner 
а rapid succession of arcs are formed, which bave the appearance of 
& quietly-burning flame. The electrodes are made of iron, and are 
cooled with water; they last about 200 hours when producing a 
flame 1 yard long. The hot gases, after passing through the flame, 
are cooled by means of a second blast of air, which also serves the 
purpose of elongating the flame. In this manner qxides of nitrogen 
are produced up to a concentration of 1:5 per cent. In practice 
two ares are struck in one furnace in order to concentrate the 
energy consumption. Each furnace requires 400 £w., current being 
supplied at 4,000 volte, Through the lower air passage 600 cb. 
metres of sir are blown per hour. In а factory erected at Inns- 
druck 24 furpaces are now in we. The furnace gases have a tem- 
perature of 700-800 C., and are used for the manufacture of both 
nitric acid and sodium nitrate. The large amount of heat in these 
gases is utilised for the concentration vats and for preheating the 
air blast. Nitric acid is condensed in a series of earthenware pipes 
And towers when a strength of 40 per cent. is obtained. This is 
Yurther concentrated by means of the furnace gases up to 60 per 
cent., and placed on the market in this form. The yield of nitric 
acid per kilowatt-hour is 60 grammer, The Innsbruck factory is 
designed for a power consumption of 15,000 H. r. Two other 
factories are in process of construction—one in the South of 
France and another in the North of Italy—each to consume 
10,000 н.р. The inventors of this process ате the Bros. Pauling. 


Institution and Lecture Notes.—MUNICIPAL TRAM- 
ways ASSOCIATION.— The eighth annual conference of this Associa- 
tion was opened on Wednesday last at the London County Hall by 


‚ап address, welcoming the delegates, given by Sir Melvill Beachroft, 


J.P., Chairman of theCouncil. In his address Sir Melvill Beach- 
croft remarked that four years had elspsed since the Association 
met in London, and that he hoped the next time they came, the 
Council could entertain them in a building worthy of the capital of 
the Empire. He was fully conscious of the important work carried 
out by the members of the Conference, and trusted that during the 
discuseions many of the knotty subjects besetting all who are 
engaged in tramway work would be solved. He then referred 
to the important position that tramwork now beld in the estimation 
of the County Council, the rapid progress which was being made 
in the electrification of the tramway system in the Metropolis and 
the results which had so far been obtained. He held that in view 
of the magnitude of the issues at stake, the experiment of the instal- 
lation of the stud system at Bow Road was fully justified, although as 
a result they felt themselves compelled to retain the conduit system. 
He wasimpressed with the importanceofestablishing through running 
between different systems, though he felt that many of those pre- 
sent held different opinions, and was glad to be able to refer to the 
establishment tbrough the good offices of the Board of Trade of & 
Conciliation Board to which would be referred all questions 
relating to the labour conditions of the Council's 9,000 tramway 
employés, A hearty vote of thanks to the London County Council 
and also to Sir Melvill Beachcroft was then proposed by Mr. J. 
Aldworth, of Nottingham, seconded by C. J. Spencer, of. Bradford, 
and carried unanimously, and the Conference settled down to 
listen to the address of Mr. A. L. C. Fell, the President of the 
Association, to which we refer in our leading columns to-day. 


INSTITUTION OF MRTaLS.— At the forthcoming meeting in Man- 
chester (October 14th and 15th), of which we gave some particulars 
in our last issue, each paper will be read in abstract only, ten 
minutes being allowed the author for this parpose, and each speaker 
will be limited to five minutes in the discussion. The papers will, 
of course, vs available to members a week before the meeting. We 
commend this system to the notice of other societies; as we have 
often pointed out, it is bardly fair to the author to discuss his 
paper without first studying it at leisure, and it is a waste of time 
to read it in extenso at the meeting. Several local works and edu- 
cational institutions will be visited. Tnose desiring to attend 
must apply to the Secretary not later than September 30th. 


INSTITUTION OF M. ENGINEER —The members of. this 
Institution held their twentieth annual gathering at Newcastle-on- - 
Tyne on the 15th, 16th and 17th inste, the two latter days being 
given up to sightseeing. On the 16th inst. the members visited the 
works of the Newcastle-on-Tyne Electric Supply Co., Ltd., at 
Carville, in the morning, which has a total capacity of 56,000 H. p. 
installed. The members also visited Harton Colliery, where] there 
is a large electric winding engine. Sir Lindsay Wood, chairman of 
the company, stated that the winding engine had not been in use 
very long, and he could not say what was the exact saving on if, as 
compared with a steam-worked winding engine. He expected, 
however, that the use of the electrically driven winding engine 
would be found to be advantageous, and would tend to increased 
output. No steam was now used in the Harton Colliery, all the 
machinery being electrically driven. The winding engine is 
designed to deal with an output of 240 tons per hour, the motor 
being of 800 н.р. The cages in use bave four decks, carrying two 
tubs on each deck. The weight on the pulleysat the start, including 
the rope, is 143 tons, and the wind occupies 48 secs. The haulage 
engines are also electrically driven, and the horse-power of the motors 
installed is 1,645. 3 


MuniciPAL Srconpany SCHOOL, HANLEY.—AÀ course of lectures 
on “Electrical Engineering" is to be delivered at the above 
school by Mr. C. H. Yeaman, borough electrical engineer, Hanley, 
commencing to-day. 


. A New Mercury Ammeter.—The problem of measuring 
large alternating currents with any degree of accuracy is, from the 
technical standpoint, a difficult one. There is a distinct need for а 
standardisation instrument which can be inserted into an alter- 
nating-current circuit carrying 500 amperes and will record to the 
same degree of precision as one of the smaller instruments. Asa 
result of observations of the forces in the interior of electric con- 
ductors, Dr. E. F. Northrup has constructed an instrument whose 
only limit to accuracy is that with which the unit of current is 
known. This ammeter is intended as a primary standard instru- 
ment for large currents, either alternating or direct. The lowert 
range is from 200 to 500 amperer, and the degree of accuracy at 
200 amperes ів 1'5 per cent. In the tests it was found that fcr 
three-quarters of the scale, the reading error did not exceed 0'1 per 
cent., and was quite independent of the kind of current used. The 
temperature coefficient is negligible, and the effect of externe! 
currents is almost inappreciable. The operation of the instrumert 
is quite simple. The terminals are connected to the circuit with- 
out regard for polarities. The zero ia first adjusted and the current 
switched on, when a coloured liquid flows to a point on the scale to 
indicate the number of amperes passing. The principle involved 
is entirely new, as far ag instruments are concerned, and cannot be 
fully reproduced in abstract. It is similar, however, to the action 
of conductors carrying a current, which are known to attract each 
other and produce a certain amount of sag towards the middle. A 
liquid conductor can be supposed to consist of an infinite number 
of elemental conductors, parallel to the direction of the line of flow 
which will also cause the same tendency for contraction. It is this 
force which is utilised in the above construction. The 
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simplicity of construction and the ease with which it works place 
this new instrument in a position which is bound to make itself 
felt in the near future.— E. M. I. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELmorRiCAL RW posted as to their movements, 


Central Station Officials.—The salary of Mr. TURN- 
BULL, electrical engineer snd manager to the Broughty Ferry 
Corporation, has been increased by £20 per annum. 

Мв. Francis Твласе, city electrical engineer of Bath, and his 
wife, celebrated their silver wedding on September 21st, and the 
staff and employés of the department presented them with a silver 
tea service and salver. 


Tramway Officials. —Oat of 108 applicants MR. H. Р. 
STOKES, assistant manager of the Burton-on-Trent tramways, has 
been appointed manager of the tramways at Ilkeston. 

Ports mouth T.C. has granted an honorarium of 100 guineas to 
Mr. V. G. LION I, tramways engineer, in recognition of the excellent 
way in which the Goldsmith Avenue tramway extension was carried 
out under his supervision. 


General.—The Council of the Association of Engineers- 
in-Charge have unanimously elected Мв. Henry Арлмв, M. I. C. E., 
M. I. Mech. E., &c., as their President in succession to Mr. James 
Swinburne, F. R. S., M. Inst. O. E., and an attractive programme has 
been drawn up for the new session, including some good papers and 
Beveralsocial functions. Among the members of the Asscciation 
Mr. Adams is one of the oldest of the engineers-in-cbarge, having 
во far back as 1865 been in responsible charge in the outdoor depart- 
ment of Sir W. G. Armstrong & Co., of Elswick Worker. 

Capt. Р. H. CAMPBELL, R.E., has been appointed Adjutant to the 
London Electrical Engineers (Territorial Force). 

We read in the Press that on Monday evening the Postmaster- 
General presided at а dinner given at the Grand Hotel, London, 
in bonour of Br& Henny ВАвгнотон Вмітн on his resignation of 
the Secretaryship to the Post Office, in order to take up the appoint- 
ment, at Constantinople, of President of the new National Bank of 
Turkey. Among those present was Sir Matthew Nathan, who is to 
succeed Sir Henry Babington Smith, as well as the heads of the 
various departments of the Post Office. 


Obituary.— Mr. H.C. A. PRATT.— The death is announced 
of Mr. Herbert C. A. Pratt, of the firm of Campbell & Isherwood, 
electrical engineers, Raleigh Street, Liverpool. He was only 28 
years of age. 


NEW COMPANIES REGISTERED. 


Cannington & Harris, Ltd. (104, 982).—Tbis company was 
registered on September 16th, with a capital of £5,000 in £1 shares (2,000 pre- 
ference), to adupt an agreement with 8. Harris, and to carry on the business of 
electrical engineers, electricians, workers of and dealers in electricity, motive 
power and light, &c. The subscribers are:—J. G. 8. Cunnington, 91, North 
Audley Street, W., electrical engineer, one share; 8. Harris, 31, North Audle 
Street, W., surveyor, one share; A. Harris, 70, Priory Road, West Hampstead, 
N.W., solicitor, two shares. Private company. Table А” mainly applies. 
Directors’ borrowing powers restricted, but no debentures or debenture stcck 
shall be issued which shall rank in priority to or puri passu with a £250 first 
mortgage dcbenture to be issued to Mrs. B. L. Attrill, or a £500 second mortgage 
debenture to be issued to B, Harris. Registered office, 21, North Audley Street, 
Grosvenor £quare, W. 


Bond jah Electric Lighting Co., Ltd. (104.953).— This com- 
pany was registered on September 14th, with a capital of £5,000 in £1 shares, 
to undortake the eleotrio lighting of streets, public places and private dwell- 
ings in Boudjah or eleewhere, to obtain concessions for electric lighting and 
electric power supply in the Turkish Empire. The subscribers (with one share 
each) are :—D. Forbes, jun., Smyrna, merchant; T. 8. Catto, Smyrna, merchant; 
F. W. Parry, 110, Cannon Street, E.C., secretary. Private company. The 
number of directors is not to be less than three or more than nine; the first are 
D. Forbes, jun., T. В. Catto and F. W. Parry; remuneration as fixed by the 
company. Registered office, 110, Cannon Street, E. C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Le Radiant, Lid. (102,296).—Particulars of £2,000 debentures 
treated August 24th, 1909, filed pursuant to Sec. 93 (8) of the Companies’ (Con- 
solidation) Act, 1908, the amount of the present issue being £700. Propert 
спав : The company's undertaking and property, including uncalled capital, 

ruetees, 


Crompton & Co., Ltd.—Iesue on Avguet 17th of £85,635 
debentures, part of series created November 15th, 1969, to ғесоге £100,000, 
charged on the company’s underteking and pro rty, present and future. No 
trustees. Previously issued of same series: 255. 


Newtons, Ltd. (48,936).—An amended statement of the total 
amount outstanding on July 1st in respect of mortgages and charges created 
por to that date and not required to be registered under Sec. 14 of the 

ompanies' Act, 1900, bas been filed pursuant to Bec. 12 of the Companies Act, 
1907. Particulars: Indentures dated 1900 to 1906, securing £13,500. 

The original statement omitted to give notice of debentures bearing various 

dates in 1900, securing £10,000. 


x 


OITY NOTES. 


United Electric Car Co., Ltd. 


Тнв annual meeting of this company was held at Preston on 15th 
inst. 

Мв. G. RioHanpsoxW presided, and in moving the adoption of 
the report (see EL OrRICOAL Ruvrew, September 10th, 1909) he said 
the result was an improvement on the previous year, but the output, 
owing to continued slackness in their special business, had been 
considerably below the capacity of their works aud plant. Their 
net profit, in spite of these circumstances, was £1,800 more than 
last year, which clearly showed that the work they had done had 
been profitable. After charging debenture interest, depreciation, 
and all charger, there was a net profit of £8,866, from which, with 
the substantial amount brought forward, the directors felt justified 
in declaring a dividend on the ordinary shares of 24 per cent. for 
the year, and after allowing for this and the preference dividend 
they would be able to carry forward to next year £6,333, as against 
the £6,187 brought into the accounts. The bank interest received 
showed an increase over last year of £700. Financially, they were 
in a strong position. Their total liabilities to creditors on June 
30th was only £15,864, whereas their bank balance was £59,000, 
and the debtors, all perfectly good, nearly £48,000. Of course 
they would understand that when business was slack there тм 
tendency for money to accumulate at the bank, but if they should 
become very busy, a position they were all doing their best to 
bring about, this large bank balance, together with their large 
stock of seasoned timber, would be useful not only to enable them 
to make purchases on the lowest terms, but also, if thought advis 
able, to secure eafe orders on deferred payment terms. The reserve 
for depreciation amounting to £34,500 had been increased since 
last year by £4,500. The directors believed this was a very ample 
reserve. The buildings were in an excellent state of repair, the 
machinery was as good as new, and there was nothing of an obse- 
lete character. They continued to enjoy an excellent reputation 
for turning-out only the highest class of work. They always 
pursued this policy, and would not cut down cost by turning out 
cheap and inferior work. With regard to the prospects for the 
coming year, he observed that they were obtaining a fair share of . 
the orders given out, although such orders were small, and be 
regretted that he could not see any immediate prospect of trade 
improving in their line of business; but when an improvement 
did take place they were in a most satisfactory position to meet it, 
both in regard to money, stocks of material and management. 
They had two very able officials in their secretary (Mr. Pickin) and 
Mr. Anger. 

Mr. MyrLoBREEST asked why the company had not gone in fot 
the manufacture of wagons, which appear to have been contem- 
eee in the original prospectus. He also wished to know if they 

ad sold the Old Trafford and Hadley Works. 

The CHarBMAN replied that they had so much to do in the 
heginning with the ordinary tramway carriages that they thought 
it was well to stick to that which they knew something about. 
Later, competition became so great in the various departments that 
they really did not see their way to invest any more of their capital 
in railway wagon works. They bad powerful competitors, and they 
thought it was just as well to devote attention to tramway and 
omnibus work, for which they originally laid out the works. With 
regard to the Hadley and Trafford Park Works, they had tried to 
dispose of them, but trade had been so bad they had had no offer 
equal to their expectations, They hoped as toon as trade improved 
to dispose of them. 

The report was adopted. 


* 


Underground Electric Railways Co., Ltd. 


Тнк balf-yearly meeting of this company was held on Tuesday s 
Hamilton House, Victoria Embankment, Sir Edgar Speyer 
presiding. 

In moving the adoption of the report (see ErxormicAL REVIEW, 
September 3rd, 1909), the CHAIBMAN said he was pleased to 
be able to record a period of continued progress and to express 
unqualified satisfaction at the results attained. to the 
balance-sheet, the temporary loans, which stood at £225,000 on the 
debit side of the balance-sheet, would be paid off on October 1s 
next, and the redemption of the 4% per cent. power house 
debentures would be effected by the sale and isene of £1,000,000 4 
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per cent. first debentures. Thus they would be free of a floating 
debt, and would have a good cash balance. The net revenue for the 
half-year was insufficient by £16,240, to meet the half-yearly 
charges. They would remember, however, it was estimated when 
the scheme was published that there would be a deficit for the 
year 1909 of £96,000. The result was, therefore, distinctly 
encouraging. If they compared the figures one by one with the 


first issued accounts, it would appear that the deficit was increasing, 


but that was accounted for by the fact of their holding with the tube 
railways and that part of the fixed charges were charged to capital 
under the scheme of re-adjustment. The accounts, taken altogether, 
showed a healthy increase and reduced working costs. In that 
connection, the directors were appreciative of their general manager, 
Mr. Stanley. The result of the tramways had again been unsatis- 
factory, but as that company published their accounts yearly, he 
would reserve his observations on that point until the next meeting. 
He thought, from the various expressions of opinions he had 
received, that the directors’ policy of publishing a monthly state- 
ment of net earnings of the associated companies was appreciated 
by the investing public. That would be the last meeting they 
would hold in that building, as the company had taken a set of 
rooms at the St. James’ Station of the District Railway, which he 
thought would not only result in a considerable saving of rent, but 
also of time. О 

The Кант Hon. Lonp ковок HawrrTON seconded the motion, 
and the report was adopted without discussion. . 


Yorkshire Electric Power Co., Ltd. 


Tux directors’ report for the half-year to June 30th, 1909, states 
that the receipts from the sale of energy and for work charged out 
to consumers, &c., for the half-year ending June 30th last amount 
to 211,169, against for the half-year ending June 30th, 1908, 
£8,698, and for the half-year.ending Jane 30th, 1907, £4,7C0. The 
gross profit on the revenue account for the half-year is £2,598, 
against.a gross profit for the half-year ending June 30th, 1908, of 
£1,249, and a gross loss for the half-year ending June 30th, 1907, of 
£403. Alter payment of mo interest the net revenue account 
shows a profit on the half-year just ended of £1,069, compared with 
a profit for the corresponding half-year in 1908 of £363, and a loss 
for the half-year ending June 30th, 1907, of £1,211. The demand 
for energy per horee-power connected has been low owing to the 
depressed state of nesrly all the industries in the company’s area; 
notwithstanding the adverse conditions of trade, there has been a 
steady increase in the use of the company’s supply. 


Mz. A. G. Lupton presided at the half-yearly meeting held at 
Leeds on Tuesday. He said that the company was making steady 
advance. According to the Financial News, he said that the mains 
on which the capital had been spent were only beginning to bring 
in revenue during the past half-year. The textile industries con- 
tinued to bring in the largest revenue, but the colliery load was 
also increasing satisfactorily. The company's meter readings con- 
firmed what had been said of the revival of t1ade, and the increased 
output has been the result of new business. Consumers in undeve- 
loped portions of the district were pressing for the mains to be 
extended to them, and the directors had decided, in the first place, 
to meet the urgent demand from the Oastleford district. In conse- 
quence of increased demand, a boiler of a capacity of 50 per cent. 
greater than the boilers originally installed had been put down, 
and it had been decided to install a fourth turbine of a capacity 
equal to any two of those at present in the station. Those 
exiensions would entail the provision of further capital. The 
whole of the borrowing powers had been exbausted. Under the 
powers of the company's Act, further capital could only be obtained 
by the issue of ordinary shares at par value. That was not at pre- 
sent practicable, and it would be necessary to amend the company's 
Act by applying to Parliament for further powers to authorise the 
issue of preference stock. The directors considered it advisable to 
ask for other powers which had been granted to later-formed com- 
panies, which would much facilitate the work of the company. 

Мв. Т. О. OaALLENDEB seconded, and the report was adopted. 


Prospectus, — “ Thorium” (Metal-Filament) Lamp 
Works, Ltd.—A prospectus is in circulation offering for subscription 
until Monday next, September 27th, 11,000 7 per cent. cumulative 

ference shares in this company. 

11,000 preference and 19,000 o shares of 21 each. The 
company will acquire the Britannia Electric Lamp Works at South 
Tottenham, together with patent and license rights for the 
" Thorium and Reflex lamps, also plant and machinery and 
contracte, from the Merchants’ Trading Co., Ltd., the vendors, for 
£20,000, paid as to £1,000 in cash, and the remainder in ordinary 
shares. he £10,000 preference capital, which the public are 
desired to apply for, will be set asíde for working capital and 
general purpose The works are sufficient for the manufacture of 
300,000 lamps per annum. A contract has been entered into with 
“a leading house in the wholesale electric lamp trade” for the 
purchase of up to 250,000 “Thorium” lamps per annum for two 
years. 


Rio de Janeiro Tramway, Light and Power Co.— 
A dividend of 1 per cent, is announced. | 


The nominal capital is £30,000 . 


Dick, Kerr & Co., Etd.—The directors’ report of the 
trading for the 12 months ended June 30th, 1909, states that the 
profits earned during the 12 months’ trading to June 30th, 1909, 
amount to £28,168. Ont of this has had to be paid debenture 
interest and trustees’ fees, and there has been reserved the sum 
required to provide for the premium payable on the redemption of 
the present debenture stock. These items absorb £12,693, leaving 
a balance of £15,475, to which must be added the profits brought for- 
ward from last year—viz., £81,567, making a total of £97,041 
available for appropriation as under :—Dividend of 6 per cent. per 
annum on the preference sbare capital (the proportion of this 
dividend to December 31st, 1908, has already been paid), #18 300; 


‘dividend of 6 per cent. on the ordinary share capital of £260,000, 


to be paid less income-tax, £15,600 ; to carry forward £63,141. The 
dividend on the preference shares will be paid on October Ist, 1909, 
as usual, and the dividend recommended on the ordinary shares 
will be paid on same date if approved by the shareholders. The 
directors regret that the severe competition referred to in the 
last annual report has continued throughout the past year in a more 
acute form. In addition, the quantity of work carried out in all 


. departments has been considerably below the average. 


Demerara Electric Co.— Gross earnings for the seven 
months ended July are $74,929; for the same period in the pre- 
vious year they were $68,952. Net earnings for the same period 
totalled $34,155, in comparison with $25,940 last year. | 


British Electromobile Co., Ltd.—A financial paper 
states that the report of this company states that the accounts for 
the period to March 31st show an adverse balance of £204. 


Halifax and Bermudas Cable Co., Ltd. — The 
directors' report for the year ended June 30th, 1909, which was 
presented at the meeting held on 16th inst., showed that the net 
result of the year’s working was an available balance of £3,313, as 
compared with £3,096 for the previous year, An interim dividend 
of 28 per cent., free of income-tax, has already been paid, and it is 
now proposed to make a further equal payment, free of income-tax, 
which will leave £813 to be carried forward. Opportunity was 
taken of a cable ship being in the vicinity of Bermuda to engage 
her to thoroughly overhaul and renew where necessary the harbour 
cable and the shore end of the main section at the cost of £817. 
The balance to credit of revenue account, which was last year 
increased to £18,444, has been debited with £1,250 applied to divi- 
dend, and with £817 expended in renewals during the year, and 
credited with £813, surplus revenue of the past year, and it now 
stands at £17,189. The company’s cable has worked efficiently. 
During the year ddbentures have been paid off to the amount of 
£9,600, leaving £10,000 outstanding. Mr. Charles R. Hosmer has 
resigned his seat at the board. 


United River Plate Telephone Co., Ltd.— An issue 
of 30,000 ordinary shares of £5 each has been offered to holders of 
ordinary shares in the proportion of one new thare for every four 
held. The latest price of this new issue is 14 to 1} premium. 


Folkestone Electricity Supply Co., Ltd. — The 
directors have declared an interim dividend of 4 per cent. per 
annum (2s. per share), less income-tax, on the ordinary shares for 
the vast half-year. 


Direct West India Cable Co., Ltd.—The annual 
report for the year ended. June 30th, 1909, which was presented 
at the meeting held on September 16th, states that the net result 
of the year’s working was an available balance of £5,190, as com- 
pared with £6,150 for the previous year. An interim dividend of 
3 per cent., free of income-tax, has already been paid, and it is 
now proposed to make a further equal payment, free of income- 
tax, which will leave £3,390 to be carried forward, The hurricane 
of September last year did very serious damage to the company’s 
cable property, and the necessary repairs and renewals, together 
with work at Bermuda, involved an outlay of £3,821. The balance 
to credit of revenue account, which was last year increased to 
£34,397, has been debited with £900 applied to dividend, and with 
£3,821 expended in renewals and repairs during the year, and 
credited with £3,390 surplus revenue of the past year, and it now 
stands at £33,065. 'The company's cables have worked efficiently. 
A licence to establish, install and work a wireless coast station was 
granted to the company by the Jamaica Government on February 
16th last, and the cost to date has been taken to capital expendi- 
ture. During the year debentures have been paid off to the 
amount of £7,400, leaving £43,500 outstanding. Mr. Charles R. 
Hosmer resigns his seat at the board. 


Hove Electric Lighting Co., Ltd.—The directors have 
declared an interim dividend on the ordinary shares at the rate of 
8 per cent. per annum for the half-year ended June 30th last, 


payable on October 15th next. 


Stock Exchange Notice.—Application has been made 
to the Committee toallow the following security to be quoted in the 
Official List :—British Aluminium Co.— Further issue of £175,600 
5 per cent, mortgage debenture stock. 


Calcutta Electric Supply Corporation, Ltd.— 
The number of units delivered to consumers during the four weeks 
ended August 27th, 1909, were 735,625, compared with 616,469 
units in the corresponding four weeks of 1908. 
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1 Jaclodes borse, steam and other receipts, 


TRAFFIO RETURNS. 


§ One month, 
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t Оре week only, 


STOCKS AND SHARES. 


Tuesday Afternoch 


Taken on the whole, the past week has not been a very exciting 
one for the Stock E «change, and the majority of markets have pre- 
sented a very idle appearance. An exception to this, however, has 
been the rubber division, where a large business has been done at 
improving prices. Most of the new issues have been well applied 
for by the public, but the cautious investor refuses to budge from 
the old-established concerns. . 

Bueiness in the Home Railway market has been at a very low 
ebb, and the smallest transaction has been quite sufficient to move 
prices. Owing to the coal strike news being better, things generally 
are harder in tone, but that is about as mach as one can say. 
Metropolitan Consolidated moved up 4 to 384-9, but Districts fell 
to the same extent to 152-101. 

The Canadian group of Tramway, Light and Power concerns bas 
been the subject of some newspaper criticism during the past week, 
and prices in consequence have fluctuated rather more than usual. 
Mexico Tramways clove a little off the top at 127 to 128, and Rio 
Tramways fell from 954 to 94 on the announcement of the com- 
pany’s first dividend of 1 per cent. Mexican Light and Power and 
Common shares shot up t*martiy-to 72-3, after changing hands as 
low as 68, but quickly fell back to 684-694, The returns for 
August show a very serious falling off as compared with the previous 
12 months, Sao Paulo Tramways were wanted, and rose a point 
to 149151. Monterey Debenture still keeps firm at 884 to 89}, 
whilst Brazil Rails at 50 to 51 are as bard ss nails. Babia Tram- 
way Common are no better than 11 to 12, and it is almost impossible 
to deal in the 5 per cent. Gold bonds,-which are quoted nominally 
61 to 63 per cent. | 

Strong buying of British Columbia issues has caused a sharp 
spurt in prices, and the market is none too flush of stock at the 
moment. The new shares have hardened in sympathy, the quota- 
tions fcr “delivery” now being Preference 3d. dis.— 3d. prem. ; 
Preferred Ordinary 6d.— 18. 6d. prem. ; Deferred Ordinary 4s. 9d.— 
5s. 9d. prem. over the issue price. ' 
Anglo- Argentine Tramway descriptions were put down а fraction 
on the announcement that the Chamber had adopted a Bill 
authorising the construction of an underground electric railway 
running across the city from east to west. It is understood in the 
market, however, that the tramways have nothing to fear in the 
way of competition. British Electio Traction issues are lifeless, 
and quotations show no movement. 

Trading amongst telegraph and cable companies has been very 
steady with a strong demand for the lower priced shares. The 
feature bas been the further rise in Anglo-American Deferred on 
expectations of an increased dividend, The Ordinary stock has 
alto improved 4 per cent. to 62—63. West Coast of America 
shares are higher to the extent of ; to 18— fl. and West Indis and 
Panama issues have enjoyed an all-round advance. 

Not quite so much has been doing in the iron and steel division, 
and prices, through being neglected, have saggcd a little all along 
the line. 

The Electricity Supply division presents a firm front, and, if 
anything, rather more business has been passing in the favourite 
stocks. Charing Cross Preference were marked up $ to 4,— tli, 
and County Preferences were bought for investment purposes, and 
finished à better at 1053—11. Kensingtons were in demand, and 
rose to 61 74. St. James improved z to 88—94, but Urban 
Preferences were put down z in the Official List to 18—11. South 
Metropolitan Light and Power Preferences were a shade easier si 


15—17. 1 


Johnson-Lundell Electric Traction Co., Ltd.— The 
report for the thirteen months to June 30th last, to be submitted to 
the meeting on the 28th inst., states (as published in the Financial 
Times) that the sale of the works at Southall, as reported at the 
last meeting, was duly completed and the purchase price paid. 
Tbe operations of the year have been limited to carrying forward 
certain improvements in the apparatus connected with the 
company’s regenerative system and to maintaining the patent 
The efforts of the board to make a sale of the patents at a stis 
factory price have not yet been successful. In the course of the 
current year it is hoped that something in this direction may be 
accomplished, or that a proposal to reorganize the company ond be 
submitted for the shareholders’ consideration. Mosers. J. Н. es 
and Co. have transferred in terms of their undertaking the whole 
of the paid up shares held by them. The present meeting is con- 
vened to comply with the requirements of the Companies Acts. 
The directors, owing to the chairman's absence abroad, propose thet 
the meeting bc of a formal character only, and that it be adjourned 
sine die without doing any business, . The directors have wai 
their fees in respect of the period now under reviey. 
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TELEGRAPH AND TELEPHONE COMPANIES. 


Btock Basiness done 
NAMA. | Dividends tor the Jast | СОЁ, | enten | week ended Бие +) к СД 
Share. tour years, Sept.l4th. | Sept. 215%, Bopa aei | Fall — per cent, 
1905, | 1906, | 1907, | 1908, Highest Lowest.“ & s.d. 
Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 10 Nil | Nil | Nil | Nil 21— 88 22— 88 e | Nil. 
Do. do, b Debs., Мов, 1 to 1,950 Red, 100 6 Б Б 5 | 93 — 96 93 — 96 * 22 as 5 4 2 
American Telephone & Telegraph, Cap. Stock .. | $100 ng 8 & 8 5 8 % | 145 —147 146 —148 147% 1462 41 5 9 7 
Do, T Clie, Trost 6% Bonds, } to 20.000 an3 ) 61000 „ 44 * |49 | 90 — 98 97 — 99 ji TA TE E AA- 
Anglo-American Tele D . vee ee i .. | Btock | 53% | Bj 28 48. 61 — 63 614 — 634 "^ ә + 4 6 2 8 
Do, йо, ee % Pref, ee „„ Stock | 6 6 85 6 104 —106 104 —105 105 1044 ah 5 14 З 
Do, do, do. Delores a Btock | 4% |1 1 8f. | 213— 2t 22 — 24} 24| 915| +2 | 1106 0 
lo-Portuguese Tel., Б % Mort. Deb. Stock Red, 100 5 Б Б 5 95 | 101 —103 101 —108 e - ee 4327 4 
Chili — Nos, 1 to 44, 5 8 8 8 8 96 8 — B — 88 70 414 1 
Sarug im "Telegraph. Cable, Sting. 500 year 4% Deb. Bk. Red, oa - : ў : $ * — а, " — 92 x 4 - 1 о 
' * 10 % Pret. ru odios Ev 10 10 % 10 % 10 $ 10 Ў 17 — pa ui 18 ix is FRED. 
Direct 8 Spanis eiegrap ' ee "T — 3 — =.. s.. LEO 
Do. do, Сат, "Pret; * 6 10 10 10 10 — 8 B)— B 9 T $e B 15 11 
Do, do. 43 Debs, * EA 50 4 2 44% | 100 —102 1004 —102 T + 4 2 зц 
Direot United States Cable 20 4 do 13 — 184 134— 13 13g 133. | +% | 6 4 9 
Direct W. India Cable, 44 % Reg. Deb, 10 i 200, R. 100 44 44% | 100 —102 100 —102 et 48 8 
Eastern Telegraph, Or Del Senn. воск L A 7 7 95 | 129 —182 129 — 77 131 129} i 5 6 10 
. t. too iiec co d 84% | 84 — == + 
Do. 4% Mort. Deb. Stock. Red, .. | Stock | 4 4 1 2 1 2 104-18 1044—1 1054 815 4 
Eastern Extension, Australasia, and China Tele 10 |1 1 1 1% | 117— 12 111— 124 194 11}8 614 8 
Do, 4 96 Deb. Btock . . Stock 4 4 4 4 9 104 —104 02 —104 "T 8 16 11 
EUN HB. AMA Та 35088 Sab, и] 5 4% 4% 4 4 100-102 | 100 —102 Dui e | 818 6 
Globe Telegraph and Trust ha 10 | 64% | 54% | 5i 5395 | 1 1 1 10 104 108 570 
Do. DuES 2 Gel M IS 6 % oe 6 X 191 10 19$ — 144 144 : 448 
Great Жой еа Telegraph, of Cops uu Tur 10 x: 20 % |20 95 |18 P j — 26 — 9611 261 6 13 4 
Halifax udas Cable st Mort. 
Coria te Bel e Мов, 1 0 1,800, Red. | Ps in x ne bas p^ E 534 53 i ч х 
Mackay Companies Common Бы Pe ЖН $100 I ni TAE: ві — 86 89 — 92 90 5 +6) 47 0 
* um. ' se ee ee — — uL . 
Eo eons | d И eee fud pde pea o du 
on eo Telephone А А T ee — f А z z . 
Do, do. o. 6% Pref, h i [Б Б b 5 % — i 1 4 1 m 5 14 y 
нига ада" атат К EL : | : $4 edi is 1 1% | mg | ime) o 4nd 
‘ о, еї, Stoc .. ee .* 6 : — 21 — è e 
dE XX a ыы ш риз 
Ы о, 272 .* — ха . . 
Do, do, 6 96 Non-cum, Brd P,, 1 to 350,000 b b e Б Б b 2 5ra— 5M m 5th 519 5 . 478 
do. 88.9% Deb. Btock "Red, .. | Btook | 84% | 84% | B4% | 84% —100 —100 i s qoM 
Do. do. Deb. Stock Rec. 100 |4 & 4 4 4 95 | 100 —102 100 —102 è в 818 5 
Oriental Telep. and Elez, d 171,504, „fally p paid .. - 1 & 7 а 8 % 113— H 13— ni 81/8 29/44 +% : 15 
о, o. um. Pre * of 3— 14 — 13 e. t 
Do. do. do, 4 3 Red. Deb, Block . г 100 4 4 4 4% нб — Рб — 88 87 B64 414 0 
Pacific & European 296% uar, Dah 1 to 1,000 10 4 4 4 4 95 | 100 —102 100 —102 ә B18 5 
паба Conta ean a De Hat e e lag ag imiia OE M 
ubmarine ев өө es ee ert, —iB: 130 — 
речни Plate Tele hone. wow 8.006 - : & 8 : e B 9$ M i d- oF 613 GÈ — 3 р 2 i. 
um. Pre os. 1 to 4 6 5 K* — bg 15 
W. Coast of America, 1 to 80,000 & 58,001 to 58,008 a4 | Nil | 9455 | 2455 | 245, 1}— 13 lj — 18 30. | 27/0 | +k | 8151t 
Do. 4% Debs., 1 to 1,500 guar, by Braz. Bub. Tel. 100 4 4 4% | 4% | 100 —102 100 —102 s T. B18 5 
Western Telegraph, Ltd., Nos. 1 to 207,980 - 10 7 7 7% |7% | 181— 18; 131— 13ł 18% * 6 110 
Do. do, 4% Deb. Stock Вей, .. 100 |4% |4% 4% |4% | 103 —105 108 —105 » i cor. б 
West India and Panama Telegraph .. os - 10 Nil | Nil | Nil | Nil 5 j M— 3} 14/9 11/44 + ya Nil 
ро do, 6 95 Cum, 1st Pref. s» s| 19 |6б%!В% 6 % |6% Bà— В Mj— 9 8 | .. +e | 618 4 
о, T4 Cum. 2nd Pref, T oe 10 Nil! Nil 426 159% 8 — 9 84— 9 =e Бг + on 15 15 10 
Do, do. Debs., Nos. 1 to 1,800 100 * 6 %| 6 % | 6 % | 101 —103 1013 —1084 m D + 4 | 416 7 
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Anglo-Argentine Trams, 5 % Cum. Ist Pref., 1 to i2 5 « 
640,000 { | а в 48— 42 48— 4i ©з | 9399 | .. | 52 4 
500,000 Do. 5% and Pref., 800,001 to 1,800,000 5 T + "T ЧЕ 4y,— 4H 44— 43 91/8 ү — ín 517 8 
978,230 Do. 4 % Deb. Btock 5 ex ya PR . |4% | 92$— 93} 924—982 98 924 e 4 6 6 
882,387 | Auckland E. Trams, 5 % Ist Mort, Deb, Stock .. | 100 5 b b 6 % | 102 —106 102 —105 102 2 = 415 3 
880,000 | Babcock & Wilcox, 1 to 580,000.. M 1 20 % |90 95 20 95 |20 % | 48— 4 + 4 98/9 | 9/7 | —& | 4 611 
100,000 Do. do. 696 Cum, Pref., 1 to 100,000 .. 1 [6 6 6 6%| li 1 li— 1 г ve és 400 
60,000 | British Aluminium, Ord., 1 to 40,000 ө кА a Б 1 1 7 2 7 1— — 15/ ae 48 0 0 
60,000 Do, do. 7 Cum. Pref, .. ee өө 8 Ly 1 1 1 1{— 2 li— 2 А T 15 1 4 
40, Do, do, "А "6 9% Cum. Pref, .. T 5 6 2 6 6 6 ві 8% 38 — 70/- - 71011 
Do, do, 4% Funding Certs. ..  .. 5 4 4 4 4 96 9à— 34 2à4— 3 * * 5 14 8 
124,400 Do. do. % Loch Leven Debs, .. | 100 e». | ЭШ 5% 54% | 96 — 99 95 — 98 RP e 514 7 
600,000 | British Columbia E. Rail Def, Ord. Stock .. | 100 |6%/6 ^ & 8 % | 142 —147 144 —149 146 +9 675 
400,000 | Do, Pref. Ord. Stock ve. wel MO. [5 5 5 6 95 | 114 —119 117 —124 1202 1174 501 
400,000 | Do, 5 % Cum. Perp. Pref. Stock — .. . 100 5 5% 5 / 5 105 —109 106 —110 108 1064 +1 410 1 
233,000 Do, lst Mort, Debs,, 1 to 6,250 . 40 4 & 4 & 45 102 —104 102 —104 s =f? 4 6 1 
212,600 Do. Vancouver Power Debs., 1 to 2, 200 | 100 44% % | 4 4 102 —105 102 —105 T >» 4 5 9 
188,801 | British Electrio Traction a> aN 10 8% il il | Nil fr—- MH — 1 12/8 11/3 — n Nil 
487 Do. do. 6 Cum. Pref, .. v 10 6 6 B 96 | 14% 4 — 24 2— 24 13/9 40/- воо 
1,478,658 | Do. do. 5 Deb. Btock .. Stock | 5 % | Б 5 5 81 — 87 84 87 851 | 854 F 6 14 11 
628,986 Do. do, 4 A dn ‘Deb, Stock Red, | 100 44% | 4496 | 44% | 44% | 68 — 67 63 — 6T | 614 4 
100,000 | British Insulated and Helsby Cables ae ee 6 8 & 10 % |10 % |10 % 74— 78 71— 78 745 "E 610 2 
100,000 Do, do. 6 % Cum, Pret, 5 6 6 Фф 6 | 6 96 6à— бї 64— 64 68 411 8 
600,000 Do, do. 44 % Ist Mort, Deb. "Red... | 100 de 4 45 4495 | 103 —106 103 —106 Ps 4 411 
204, 9407 ye Macon Houston 4 — Mort. Debs, .. | 100 4 44% | 44% | 449% | 89 — 94 89 — 94 - P 415 9 
Westinghouse e t | i 
MM ~ ons ji i, 01 te 45700 6 Nu] Nu nal Ni | д— A PEN" E Е b Nil 
916,858 0. $ ort. Deb. Stock  .. | 100 40% 4% 4% 4% 98 — 42 88 — 42 40 391 ss 9 10 
60,000 TOL. OR Lindley & Co., * .* LE 1 | Nil Nil Nil | N il 17 +À 14 — tà .. LII .. Nil 
50,000 |! Do. do, а, Cum. Pref. .. 1 Nil| Nil| Nil | Nil |. 14/6 to 16/6 | 14/6 to 15/6 га * "P Nil 
140,976 | Brush Electrical Engineering, Ord., 1 © 266 181 . 9 4% | Nil | Nil| Nil 0— à 0— à vs 88 ea Nil 
200,000 | Ро, do. Non- um. 6 % Prei. 2 6% ми Ni! Nij 0— à 0 — се. d^ e " Nu 
125,000]| Do. за 44 % Perp. Deb. Sock .. Stock iy 44% | 44% | 44% | 4l — 46 41 — 46 k 9 15 
и Do. % Perp. 2nd Deb, Stock.. | Stock | 44% “ie 44% ae 27 — 31 27 — 81 . 14 10 2 $ 
610 | Calcutta Trams, lto 187,610 .. 5 8 8 6 9% | 44% 47— 54 4$— 54 97/6 465 9 | 
45,804 Do. 6% Cum. Pref., Nos, 1 to 29,880., | 5 |5% 5 P 5 % 5 % 4{— 5 | 4i— b 95/- : 500 ' 
850,000 ро, 96 1st Deb. Stock..  .. 100 44% | 44% | 44% | 44% | 97 —100 97 —100 5 410 0 , 
85,000 | Callender's Cable Construction shares а i Б 15 96 '15 96 15 % 115 9 103— 114 | wg— llà 1015 6 78 s 
40,000 Do, do. 5 Cum. Pref, . 6 5 % 5 „ 5 J 5 % | bü— 57 6i— 64 BR 4 611 4 
B00,000 Do. do. 44% lst Mort, Deb, Stock Red. Stock | 44% | 44% | 44% | 44% | 105—107 105 —107 i " xi 441 i 
491,229 | Cape E. Trams., 1 to 491,922  .. 4 4а 1 Nil | Nil! Nil | Nil Ф +з Yh— yn г T У Nil i 
450,000 Castner-Keliner Alkali, 1 to 450,000 * 1 6 95 | B 95 12 12300 2 — 23 2 — 24 41/3 41/- 2x 517 8 i 
110,158 do. 44 96 1st Mort, Deb, Btock | 100 44% | 44% | 4496 | 4 % | 105 —108 106 —109 1064 * +1 313 5 | 
1,890,690 Contest London Senes, Ord. Stock T Stock | 4 96 | 4 | 8 9 | 8% | 62 — 64 6t — 63 62 - 1 5 3 2 | 
554,655 Do, do. 49% Pref Stock .. >. | Stock |4 % | 4 4 4 % B5 — 87 85 — 87 m 414 2 | 
554,655 Do. do. Def. do. . . Stock 4 % 4 2 % | 94995 | 43 — 45 43 — 45 44i | .. ^ 511 1 
1,480,000 | City and South London Railway dv че .. | Вёоск | 14% | 949 | 22% | 14% | 81 — 82 81 — 62 318 81 | —3 413 9 
85,000 e men Lin Mort Reg i А 8 |24% 5% 5% 5% к— 14 &— à s 13 6 8 
е ы в, M о! | 0 { 7 | | { 
* Uniess otherwise stated, ali shares are fully paid. t A period of nine months, rom Manonester Bbare List. 
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. We) = 2 912 Ne 92 ee Btock Closin Closing Business done | Rise +, Present 
Prosent NAMB or Dividends for the Quotations Quotations week or | Yield 
Issue. i Share, | _. last four years. Sept. Mth, | Sept. 21st. | Sept. 2ist, 1909. | Fall — | per cent, 
* 1906, | 1906. | 1907. | 1908. | sid Highest Lowest 4 75 i 
360,000 Dick, Kerr & Co., 1 to 960, oo ae 1 0 i ш ш т 155 1 = i ad ке id 411 
971 080 е "a um Pref., 1 to 806,000 eo on "m m "m 4 100 — 03 100 —103 А d i m 415 
4 Dublin United Trams. ( 6 96 Pret. : to 60,000 10 6 4 5 : 12 = 183 1 d— 182 z е у: Py d 
99,961 | Edison & Swan Utd., in shs., * m ю 90,961 6 4 i 2 j m ўв um : 1 5 
н ў СА T wes 100 4 4 4 % 68 — 78 68 — 18 n ee ee b 9 7 
2877720 Do. veg 6% 5955/5 E: 81 — 87 84 — 87 d » . | 514 
67,720 Do. 6% 8nd De „Stock Po Ger Certs, all pa. 100 N Е Nil " E h i im 
112,100 | Electric eee 1 to 112,100 3 N i : 5% 18 — H m X. x 7: { Bis 
30000 Genen Meot т Ооа, Gun f we. | d "АНАНАН: H- 8} HI à j: к . 1618 
350.000 vid jo Оо, 090, 6 Moda. Уз Bock |4 4 44 |4 4% — 8b — 88 25 a | 4100 
98,000 | G4. N а Оу Rail Pret, Ord. lA" 4 J, 160 T5000 | 10. | 4 15 % NI 1 кы : - ~ 35 
M p | Greenwood do, bo Mort ein. . | 1 34 714% % 0 102 —1 . ' — | 41610 
i nob: = - ; 519 7 
40,000 Henley s (W. T.), Telegraph Works, Ота, ..  .. б 15 15 16 12 = 133 m 5 18 à 123 ө EM 
m Do: 5 o d 40 44% | 1051 - 107 108 —1¢8 Е e — 43 1 
100.500 re els 10% 10 % 10 9 109 147 — 15 143— 16 lod | 16% 613 4 
60,000 Ug elle iP xe вай; roha elegraph Works.. 10 PIN à ДЕ = = i i NG 
67,500 |tLiverpool Overbead Railway, Ord. ..  .. .. | 10 |N : : К 4— 4— 4 * 3 1 10 
10,000 Do. do. re nay peld as 10 6 8 б A. u- - = hs NS 
600,010 | London Une Trams, (1901), 1 5007 we 0 : B - ER 11— 2 3 з : H Nil 
"e. m ea ra W- 5 5 5 87 9à— Ñ 24— 93 48/9 3 +4 10 12 8 
195,000 Do, a 5 % Cum. Pref., 1 to 195,000 i д 4 4 4 67 — 70 eT — 70° 672 Rs n 6 14 4 
1,881,000 Do. do. 4 % 1st Mort. Deb. oe | 1 $2 2| s- 5 994— 39: 304 852 fig eg 
- 6,782,062 | Metropolitan Consolidated АА - В .. | 100 > : Ў 240% jn m ert - a i i31 
8,285,000 Do. District ee ee ee 100 4 o/ 19. : 32— m 15j- 10/- 
891,887 макорон aix s Trams., Ora. da ҳа 1 „ Lady 1% a% s3— rs 2 43 x ii & ia 
690.800 Do. do. XX Sum. 100 ф 43 tae 43% | 94 — 96 944— 96 96 94 +4 14143 
595,600 Do. do. 44 96 Deb. Beck Red. Ф б past 125] 1291 1298 1251 MM у 
10,823,200 | Mexico аы Co., Common Btock .. rt d s V ба meg 1 = a 3 "ET 
$9,000,000 lst Mort. 50-year 5% оза, Вав, ee 4 ee Б % c M . 
245,500 Poterie Electric Traction .. T és 8$ 1 4 б 4%| Nil s— à ES i T T = БО 
245,500 за 6 96 Cum, Pref. ee ee ee 1 Б 4 : 26 "ma 86 — 89 86 — B9 18 КА a 5 1 2 
945,000 4$ % Deb. Stock .. T oe 100 44 15! i { B 344 — 36 n m js P 8 0 0 
87,850 Telegraph ga 5i. and Maintenance . 19 |15 4 1 : 2 ‘ont ane sont cite e ih 438 1 
600 anita Batons ta 120 Red. 1900 00 |4 5 % | 1024—1084 1024 — 1031 103 1023. | 4161 
1,000,000 | Underground oii Railway, 5% 5% or Lien es | ee ec | ott А 2 8 90 n i 5.00 
2,800,000 Do, ond B. ec | ee ee ee . 44% 36 sa 88 86 5 38 374 36 * Rs 
4,900,000 Do. do: 6 Income Bonds ee | ee ee | 22 ee ee = 1 з 
sae . 8 e Ыш ышы 1 d SESS Gg |ы | aie | cde | ав 
946495 | Do. J lst Mort. Deb. Вос  .. .. '.. | 4% 4% 4 4% | T8 — 82 78 — 82 T | 79 Um 
| рч | а Ж > f 
| ELECTRICITY SUPPLY COMPANIES. 
y y y eo oe өө 0 
ман nun one gr. aon, E BC IE N M сн | а-а |) 5! 
Раоа | агаар оз а Копа, 4, Еор., Cm, Pret | 4 [14 [7 2 ) Sel ee Е 
696,876 | Central Electric Bu mi i% Guar, 086 Beck . 100 3 3 £2 |£% 91-10 mom uei soins 
907000 Surg. . с 79 6 95 0 m. Prel. % %% % % 4- i 44— 5 a P. +% | 410 0 
2 707 | Do, Erud үт e c ped 100 4 s 4 ; 4; d 96 — 99 00 — oj ee : " 819 Г 
445, о, е ee (5 9 А 4 M 4 е9 ° . 8 12 6 
115,000 о. до. % Deb. Бок Bad. : | Stock 44% de ae ^, о —108 [1 —10 n uc er 
10,596 | City of London Bleo. Ligh v py 40,001—110, 505 10 : 98543546 5 1 E * P " ч 
00:000 Do: 5 DL Bu. Ba "n 6% |64 |6% | 5% | 131 —124 121 —194 124 si — [408 
600, 000. Do. 596 Db. Btk. eed! 1 — at 115 all pd, vs А 8 ar 9 100/2108 1005-108 ; E 115 
' 800,000 Do. 44 96 2nd. Db. Stk., Prov. Crts., all pd. 100 44% 43% 44% à i : uoa T" ; н 
. 50,000 | County of Durham Electrical Power, Ord. . T 5 1152528 E 14 ко e ee T 2 21 
60,000 0 do. do. 6 % Pret. b b D b D b р — ost — 9 oe ee . 5 4 9 
950,000 Do. do. do. 5 96 1st Mtg. Deb. Stock ee eo oo Б q Бре 83 7 x oe ee oe 6 1 3 
40,000 | Oounty of London Electric Lighting, Ord. 1—40,000 10 b 6 6 8 i z 1 i ud 11 i 2 $010 
0,000! Do. do. J Deb: 40,001— $0,000 4 | G8 | aS % 104 30 104 —107 a — 441 
9. 0. ee ee 
400,000 Do. do. 4 2nd. Deb. Stock .. | Btook d d 100 —108 100 —108 » PR . | 4 uL 
80,000 | Bamundson’s Electric Шы? gy wt Ord. Shares 6 4 1 s M — i- $ і: ss Sl 
80,800 Do: do: pow K. 100 4 5 44% | 44% | 68— 61 68 — 61 к) за n 131377? 
480,500 Do. do. аб 1st Mort. Deb. Btk. 44 4 % H 8 ae 84 — 88 853 516 3 
$8,150,000 Electrical Dev. Co. of Ontario, 5% Ist Mtg. Gold Bnds. | $500 wa 9% i ü- t u- 5 805 Vis Р T4 
10,000 | Folkestone, : to 10,000 "T oe 5 bà bà 54 6% 5 — 5 8 — 63 "е i гв 
10,000 8. % Cum. Pref. 1 to 10,008 өө T 6 Б 6 5 р о 100 ei 105 * $e ого 
00,000 11 ist Deb. 6 ee ee oe ау a a Hi e "- т 71 — т is n Ё 6 11 6 
16:000 Hore, 1 t0 18 el nds. ..  .. 54 | 98 —101 99 —101 100 | 93 | + 419 0 
$1,876,000 Kaministiquia Power Co., 5 Gold Bnds. .. эў ws es s " 62 — 71 M } 510 4 
91,000 | Kensington and ngu e Electric Ord. * 6 |10 10 10 8 & Кы 15 a ud is ©» 214 
121,000 ш: "Electric Supply ar ma 4. Pre gres : : 4 aà : 18- m f Р pa TT 
[] eee Уу е. ee 6 
882,855 do, 4% lst Mort, Deb. Вік. Red, | Stock | 4 4% | 98 — 97 B „ HE 
900 Metropolitan Electric Gn, Rar. to ee oe b [10 8 43 { = 50 @— 5 di a 7 410 0 
36'000 Beben Som. 4 2 105 —108 106 —108 st А — [484 
285,0004 Do, 1st Mort. „ә ai B34 — 883 854— 864 6 1 0 u 
948,000 Do. Mort. Deben. Btock Redem. Stock e 80 81 99 — 81 221 А aH 685 
6,000,000 | Mexican Electric ht Co.. 5% 1st Mtg. Gold Bnds ө» б b 6 5 65 — 12 Goa 25 21 48 1 
585,000 Do. Licht and Powe Co Ltd. Common. | $100 $i as "e T2 10) EE 104 —106 306 i 4 619 1 
444000000 Do. de. вө s Gom. Gold Bode. ани e | « |... 15%] 82—81 83 — 85 Bi | sig | +2 | 617 8 
360,000 1 Rleotrlo Corporation, 44% let Mort. Deb, | 100 x: Y: Y: 4% | 9—99 | 06—69 i n — 141 4 
3 e-on- Tyne ee ү ee ee 
187.600 ро, MC е Pref., E to 187,500 - 1 Co 6 5 & 5 5 % 5 & 41— 54 a 6б Я . [458 
North Metropoli ectric Power Supply р Р 99 —101 99 — 101 E S 
136,500 6 9% Mortgages (Red.), Nos. 1 to Saa] 1000 5 нон: т 
10,853 | Notting НШ Electric Lighting. ee T ee 10 * * * 1% — 5 PI : " к 618 
8855 Oxford, 1 to 98 and 407 to 30,810 а T T 190 T 1 | “% oF eee 95 — 98 Е " ed (18 
i Btock ee ee ee ee a 
119.054 River Plate Eloty. Co. Ord. Nos. 1 to 190507 | 4 „ 13951651891 If 1 1а les | i M A : 
шй е ш I S orem | RR eS IP MP | | р Р 
200, о . А E me EE - 0 
40,000 | Bi. James’ and Pal Mall Eleotrio Light, Ord % 00 5 ME od jio : 10% 7 1 si » Вга ci [ето 
U tock U EN oe ee = 8 19 q 
150,000 Do. Lt % ele Ore кре. ee | 100 8 5 ў 9805 ы 84 = E nos 88, os Sx Ni 
12,000 | Smithfield Marko Bleotric ar ee ae 6 4 i i F c d А es 618 4 
65,000 | South London Electrio Suppl 93 ee ee 4 4 B 419 5 % 5 as e gs ү 
120,000 Bouth Met. Elec. Lt. & Panes, Ord. ee e 1 9% 94 2196 24% I — P 1 E Ds 21/3 oe —A b 17 11 
994,590 Do. do. us 96 130 Deb. Btk, 100 44 4b 4% 449 jus 1 S 1 oo ee ib 95 0 0 
50:000 dis Воуріу, oon. NFF 11 — li 83. | .. | —à |18 3 : 
915,000 Do. do. u^ 1st Mort. Db. Bk. Red, | 100 4% | u% | u% 44% п-в | т в, " 7 — 33 3 
208, 000 Victoria E alis Power Co., et. Nos. 1 to 800,000 ee 1 ee oe ee 5 % 34 — 9 * H- 9 g 8j ЗА ee 5 1 1 
110,000 | Westminsser теш Buppl b [18 & 12 & 10 4 10 % - р : в : 131 
81,279 Do. 96 Cum. Pref, Re- 8 6 4496 | 4 | 6— b — bj aj à 
26606 from 5% since 816% Deo., 1905) 
EFF NES ees 
* Unless otherwise stated, ali shares are fully paid. t Quotations on Liverpool Stock Exchange. Interim Dividend. 


— - 


Bank rate of Discount 24 per cent., April lst. 1909. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING AUGUST, 1909. 


Тнв August export returns, although, of course, not up to the 
exceptionally high total of July, which included a large telegraphic 
export, are well above the average of previous months. The 
exports amounted in total to £302,849, and for comparison, 
deducting telegraphic exports, we have £257,534 remaining as 
боле! business, as compared with £246,663 in July, £250,000 in 
une, &c. 

As regards the imports, these amounted to £130,678, as compared 
with £161,190 iu July; the total being under the average of the 
previous seven months of tbe year; the re-exports show an im- 


provement, totalling £15,591, as compared with £12,577 in the 
previous month. | 

Of the individual items of the exports, electrical machinery shows 
an increase in value, although other items, such as telephonic and 
telegraphic material—particularly the latter—are considerably 
below the July values. 

The import items show general reductions all round, and do not 
call for special comment. | 

Japan, India, the U.S.A, Canada and the Argentine figured as 
prominent purchasers, while the importing countries remained 
much as in previous months. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


$$ 8855 
3 3235 5. ; Е 323 | 2. Р 
3 ёе. 925 ii 9 A Q AJE 2 
Country receiving exports and importing. ЕЕ à Е i: r EE 55 E БЕ Ee д ; 8 
y 3 5 
2 2 22 $a E Ey- 5 38 а. 
a EB B JE ЕЯ 
| | 
£ | £ E £ £ £ £ 
Russia, Sweden, Norway and Denmark oe | . 144 | 4,665 | 195 81 15 85 3, 777 
Germany .. ..  . ne" du 228 237 5 60 | 70 sie 881 
Netherlands and Java ... 15% dé idi 276 1,747 21-5 )5 95! 2,620 
Belgium .. .. .. ows » 65, 298; 63) ... 397 296 2,321 
France and French Indo-China 2 m 270 s 158 | 227 8 az 1,194 
Switzerland Gi E 985 ie bee 2 EN m ee E 550 
Portugal, Azores, Madeira, Portuguese Africa | | 

and India She M UR Vas ке 97 579 16 110 4 2214 1,361 
Spain, Canary Isles and Morocco - T | 42 56 | ... 144 ids 73, 1,829 
Italy and Austria-Hungary... 7 ‘ae 48 22 72.7 630 | 1,815, 9,07 
Greece, Bulgaria and Turkey ... ids 79 19 22 30 is 26 605 
Channel Isles, Gibraltar and Malta | 90 288; 11 is 52 | 11,819 | 12,369 
U. S. A. ist est , * 90 те 8 1. “eee 307 , 26,009 52 8, 106, ... 841| 27,421 
Canada and Newfoundland ... PS sis 606 874 1.038 145 1.390 1,477 | 1,388 46 | . {1,889 | 11,189 20,042 
Bahamas, British Honduras, British West . 

Indies and British Guiana ... 288 iss 136 T 47 25 84 159 | ... 181 56 20 658 
Mexico, Venezuela and Bolivia ii ! 621! ш 12 | 112 -— bl. ie dd. uw i in 799 
Peru and Uruguay os es ss 11 КТ sos. | mnn 14 752 | .. is bg 500 10,928 12,205 
Chile ese - ses eee саг » er 30 22 | 1,184 113 | 2,125 50 24 59 19, 3,026 
Brasil ME TT ees T ecc eve 329 763 | 175 | 484 282 | 5,485 44 10 8| 2,822) 10,362 
Argentine оба ds 208 ies is 647 | 2,291 88 | 943 | 2,015 | 9,778 3,492 382 | 150 | 2,364 967 23, 116 
Egypt and Tunis... ids s "s Р 22 176 | 101 199 38 97 16 46 20 | 110 a 825 
British West Africa and Bt. Helena ... “ 39 56 36 61 T€ 278 2 d. vs 159 83 714 
Cape of Good Hope  .. vus eU. Cs 369 | 1,818 75 | 163 325 | 2,556 | 596| 498 25 9 34 6,468 
Natal eae «а фе» A sus . | 1,094 | 4,864 80 339 20 | 3,831 | ... i 37 | .. DN 10,265 
Rhodesia, Orange River Colony and Transvaal 1, 340 2,577 | 461 |1,131 84 | 2,342 З 59 7 43 10 8,054 
Zanzibar, Brit. East Africa and Mauritius ... 14 61 19 38 40 33 das 21 62 232 520 
China and Siam... ..  ..  .. . | 1,728; 133 228 159 234, 243 58] 401| .. | 9328 1.060 4,566 
Japan and Korea " ses ... | 3,831 | 8,692 | 381 22 | 1,759 | 21,214 3, 280 16 151 1,723 1,196 41,768 
India * ee vee ous 1,336 | 5,144 |1,511 | 2,148 855 11,383 | 7,232 497 | 151 40 469; 30,766 
Ceylon TT Gu. 5 eve - 59 217 РРА 41 тз 20 sss s 39 12 388 
Straite Settlements and Fed. Malay States ... §3 | - 596 236 20 33 192 40 58 78 59 32| 1,197 
Hong Kong -— se eos XN 152 464 4 256 PR 242 67 di one 10 66 1,261 
West Australia. ees T T 418 NE NT 51 148 520 40 3 ve 10 139; 1,329 
South Australia ... conte А А 152 150 | 47 | 101 19 | 3,383 937 88 X 397 ssi 5,274 
Victoria .. ... ves T 7 вё 443 | 4,283 | ... 961 756 1,645 146 ... | 2,416 723 11,373 
New South Wales hs is eo. | 1,880 710 | 376 | ... 764 | 9,504 170 187 41 i 13,582 
Queensland 49—＋V-ä re 28 26 881.598 26 97 | 2,474 4.985 
Tasmania з s s 3: iei а bax Sia ids ss Sa 616 | .. 129 745 
New Zealand T" ies ees бз 621 | 5261 | 445 | 269 274 | 7,583 | 1,135 312 8 | 2,238 540| 18,686 

Total, £ | 16,753 | 47,065 | 5,963 9, 585 | 11,614 125,347 19,923 | 4,067 | 863 16,354 | 45,315 | 302,849 

Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
£ £ £ £ £ £ £ £ £ £ £ 

Norway, Bweden and Denmark oe А Р 183]... 28 23 1,1600 289 | ... 3,024 4,492 
Germany ... eee - "PT - 579 | 10,372 1,856 20,272 2,246 | 25,264 | 817 761 | 3,781 7,873 73,321 
Holland ... . ... - vee T T 24 4 4 | 1,945 5 53 T is 134 824 2,493 
Belgium ... $i ке ies vss КА 159 1,272 215 192 51 1,407 82 337 8,979 12,694 
France ә» eee eei E "m 641 T 545 | 1,228, 1,152 135 29 | 1,035 | 2,593 4,824 12,182 
Switzerland és Y 8 182 s 12 20 64 201 2 T 1 101 583 
Italy ee " " 43, 796 ^ " id A d 1,852 2,693 
Austris-Hungary... A 2 : ые 304 | ... 4344 788 18 1,898 340 3,275 
United States - T T . 1,627 267 | 225 965 647 | 9,647 | 4,865 83 | 223 276 18,825 
Canada 2 ees 2 0 ees eee eee eee eee 45 eee 43 een e eee see 88 

Total, £| 3,257 | 13,033 | 2,402 25,084 4,188 | 38,693 | 5,718 | 2,218 | 8,465 27,593 130,646 


Additional imports: Spain, carbone, £25; New South Wales, electrical machinery, £7. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


£ ° 


Various countries, mainly as atore ... T | 1,825 


Torau Exponrs : £302,849. 


third columns contain many amounts relating to '' 
materials to those appearing in adjacent columns, 


£ 


£ 
2,821 


| £ 


Tota, Rx-ExponTS: £15,591. 


£ 
3,550 


£ 


£ 
181 


£ 
932 


6,004 


Тотлг Imports: £130,678. 
Norm.—The amounts appearing under the several headings are classified according to the Oustoms returns. The first and 


-a 
-A 


goods " otherwise unclassified, the latter, doubtless, consisting of similar 
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CATALOGUES AGAIN. 
By "QUID NUNC." 


Ir will probably be admitted, when one considers the 
different forms of catalogues, price liste, &c., that the filing 
of these really seems & vexed eon For instance, there 
aro the firms who advertise their gode by sending out a 
handsome bound book, large enough in some instances to 
take up two or three inches of space; others send out as 
many as three smaller volumes ; again, we have the single 
Bheet, sent out at intervals, and the large beautifully 
illustrated stiff cardboard advertisement for hanging on the 
wall ; then there is the large illustrated sheet, presumably for 
pasting on the wall; we next have the loose-leaf-holder 
arrangement, in order that further sheets issued may be 
inserted therein, and the very small pamphlet suitable for 
the waistcoat pocket. Unless this variety is separated into 
some order or other, the result must necessarily be chaotic. · 

Whilst the writer does not claim perfection for the 
system now advocated, he may state that the method has 
worked admirably and without hitch for a number of years 
past, and it further has this advantage: only the latest 
books and lists are kept; unless this is done, the accumula- 
tion of old and out-of-date matter will grow to an alarming 
extent, necessitating a periodical overhaul, which in an 
engineering department means rather a large order. 

'The first factor to be considered is an efficient system of 
indexing ; without doubt the card index claims many advan- 
tages over the ordinary alphabetical book index, and as the 
vin E are so well known, it is not necessary to describe 
them. 

The following is a suggested ruling of the cards :—‘ А” 
for indexing under name of firm; В” for cross-indexing 
under name of article. 


A. 
Name CC % %% son 
Address *99*5o6*€6899900*78209090900* 06008 
Telegraphic Address 
Desoription of article. Catalogue No. Location. 
B. 
Description of article. | Catalogue No. Location. 


— — 


| 


— — ——— ———— ———— 


The next step to consider is the arrangement, and the 
following method is suggested:—All catalogues in book 
form should be numbered, and placed in numerical order on 
Shelves separate from the other classes of catalogues. 
Leaflets, pamphlets, &c., should be numbered and filed in 
cases; where a sheet is too large, it should be neatly folded. 
The cases should be numbered and placed in numerical order 
on their particular set of shelves. Suitable cases can be 
obtained 15 in. x 10 in. x 3 in. deep, with a spring clip 
to hold the papers in position, at a very reasonable price. 
Alllists of the large cardboard type should be numbered 
and placed in order on another shelf; very little space will 
be required for these, as they are not very numerous. 

For indexing, a small gummed disk should be affixed to 
the back of the books and numbered ; the card written up, 
with the number given to the book, the location, and other 
particulars regarding name, specialities, &c., and the card 
placed in alphabetical order in the tray. With regard to 
books, no cross-indexing is necessary, as the specialities of 
the firms issuing these books are generally well known, and 
to endeavour to crogs-index every article described would 
entail too much unnecessary labour; moreover, the books 
contain, as a rule, a very complete index of their contents. 
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Single sheets, pamphlets, &c., should be numbered; a 
small gummed disk affixed to the top of the sheet, or on the 
top of the cover of the pamphlet, is suitable for this purpose, 
and the sheets or pamphlets should be placed in the сазе in 
numerical order, after the index card has been written up. 
The number in each case should start from 1; the number 
and location on the index card will be described thus: 
* Catalogue No. 1; Location, Oase 2," or as required ; the 
disk on the catalogue will be marked likewise © No. 1 C2," 80 
that when taken out of a case for reference, it can always be 
returned to its proper case and placed in numerical order. 
Oross- indexing should be used in the case of single sheets 
and pamphlets by aid of the cards already described. It is 
not necessary to write up a fresh card for every article, asa 
card can be used for the same class of article until full, and 
a new card can then be inserted behind it. 

It is advisable not to fill the cases to anything like their 
full limit, as leaflets and pamphlets may arrive from a firm 
whose name has already been indexed, describing other 
articles. The number in this case should be given thus :— 
Say the number of the first sheet received is 20, the next 
sheet received from the same firm should be numbered 201, 
the next 20°2 and во on, and entered up on the card index 
accordingly ; thus all sheets, &c., belonging to any particular 


firm are kept together. 


Before filing, reference should be made to the index, and 
if a catalogue has already been received from the same firm 
describing the same speciality, the new catalogue shonld be 
given the same number, the old catalogue taken out and 
destroyed and the new one put in ite place. No further 
indexing is required, as the name of the firm aud particulars 
are already in the index, and by this method only the latest 
lists are retained. 


EVAPORATIVE CONDENSERS. 
Br E. KILBURN SCOTT. 


THE efficiency of a surface condenser over other types is 
well known, and also the effectiveness of a cooling tower for 
saving condensing water. But the possibility of combin- 
ing these two in an evaporative condenser is not so well 
recognised. | 

At the Southend electricity works such an evaporative 
condenser, made by Messrs. Ledward & Beckett, is in ше, 
and it has been such a great success that some data reapect- 
ing it may be of interest. "Although Southend is а seseide : 
resort, the sea, when the tide is out, is over a mile from the 
power station, and it is therefore imposaible to use see 
water for condensing purposes. Town's water has to be 
used, and as it is 1s. 6d. a gallon, the engineer, Mr. 
Birkett, recognised the importance of economising it if 

ible. ' 
P" The apparatus which has been installed is capable of 
dealing with 60,000 lb. of steam per hour, and it takes the 
place of two separate sets of cooling towers and surface 
condensers. 

With the new arrangement, a better vacuum can be 
obtained, ranging from 27 to 25 in., according to load, 
with only a quarter of the water when running on load. Also 
no water at all is used during the daytime, when on light 
loads, because the pipes give up their heat to the surrounding 
atmosphere. The evaporative condenser consiste of 2,160 
cast-iron corrugated tubes, laid horizontally, and built op 
into sets something like economiser tubes. Under the pipe 
there is a large brick tank filled with water, from which two 
motor-driven circulating pumps raise the water to dis- 
tributing perforated pipes on the top of the condenser. The 
lift is only 14 ft., whereas with the old cooling towers it was 
nearly 30 ft. 

The steam from the engines enters the cast-iron tubes at the 
top, and as it is condensed it is tapped off at intervals from 
the pipes below. The pipes are therefore freed from water 
directly it is condeneed, as in the Contraflo type condenser. 
This hot water goes straight to the boilers through a rotary 
* wet," pump, and во a great deal of heat is saved, and the 
water has no chance-to become aetated. : 
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The Southend plant has two three-throw motor-driven 
Edwards air pumpe, either of which is capable of dealing 
with the whole of the steam, except at periods of heaviest 
load. These air pumps remove the vapour and air, as well 
as the water of condensation, from the last three tubes in 
each coil. The water is delivered into the hot well, and from 
there it is fed into the boilers by feed pumps. 

One of the old planta, which dealt with only half the load, 
required 75 B.H.P. in power, whereas the new plant, dealing 
with the full load, absorbs only 22 B.H.P. During the 
daytime the light load only requires 9 B. H. P., this being 
the power of the air pump. As soon as the plant was 
put to work it saved 80 per cent. of the water used in the 
station. 

A similar, but smaller, plant to the one at Southend has 
recently been started at Bridlington. The borough engineer, 
Mr. A. J. Beckett, called for a guarantee of coal saving, and 
Messrs. Ledward & Beckett, with the Southend and other 
data to go upon, were able to guarantee 25 per cent. The 
tests carried out last month showed 26°7 per cent. saving, 
with the barometer at only 29:1 inches, 

The above appears to indicate a way in which many of 
the smaller municipal plants might turn an annual loss 

into a profit, for although the first cost of the evaporative 
condenser is more than that of the old arrangement of a 
separate condenser and cooling tower, it is only a small 
percentage on the total outlay on the station. 


A 150-TON ELECTRIC TITAN CRANE. 


WrTHIN recent years a type of heavy electric wharf crane, known 
as the hammer-head or cantilever titan crane, has been designed 
and constructed to meet the demands of marine engineers and ship- 
builders, and several large cranes of this pattern have been erected 
in this country and abroad. These cranes are of two distinct types 
of constraction ; the early type, favoured in Germany, consists of a 
horizontal jib, carrying the travelling jenny, and secured to a 
vertical shaft passing through a tower to the wharf level, where 
the slewing gear is fixed. At the top of the tower, which extends 
nearly to the underside of the jib, horizontal rollers are placed to 
permit of easy rotation of the internal shaft and jib. The duty of 
the tower is simply to resist the horizontal force of the wind, and 
to maintain the internal mast or shaft in a vertical position. In 
the titan type, or British design, the horizontal jib is placed upon 
a ring of live rollers resting upon the top of the tower, which 
supports the whole of the live and dead loads in addition to 
resisting the overturning force of the wind. The British 
designs are simply rim-bearing swing bridges on tall towers. The 
principal advantage of the titan type is more substantial con- 
struction ; the deflections are about one-third those of the hammer- 
head type, and the amplitude of vibrations about one-sixth. The 


steadiness in lowering ie a great advantage in dealing with heavy. 


loads, and allows them to be placed more rapidly in their correct 


position. 

An electric titan crane of 150 tons capacity has just been com- 
pleted for the North-Eastern Marine Engineering Co. at their 
Wallsend Yard, by Bir William Arrol & Oo., of Glasgow. It con- 
sista of a tower 125 ft. in height and 40 ft. square at the base, and 
carrying a ring of live rollers on top, upon which a horizontal jib, 
having a total length of 245 ft., is supported. The long arm of 
the jib bas a total radius of 150 ft. e jib is fitted with сета 
gear to revolve it in either direction, and has racking gear an 
separate lifting motions for the main and auxiliary hooks. 

The speeds of the various motions are as follows:— 


Main lift 150 tons... at 5 ft. per minute 
[T] 100 999 “eee at 7i, 1? 
Auxiliary lift 30 ,, ... 8t 12, „ 
77 n » at 50 „ „ 
Racking 150 Т at 40 97 n” 
» 90 » 2 at 100 „ »" 
Blewing 150 ,,.. .. 1 rev. in 10 minutes 
33 30 33 eee eee 1 ээ 5 » 


The total height of lift provided for is 173 ft., viz., 143 ft. 
above and 30 ft.'below quay level. The p from quay to rail 
. level is 156 ft. The racking and lifting machinery is placed in a 
steel-plated house at the tail-end of the jib, and assists in counter- 
the crane. The slewing gear is placed in a steel-plated 
house over the circular rack at the back end. The operator’s cabin 
of steel plating containing the controllers and resistanoes is placed 
on the right-hand girder of the jib, and is provided with projecting 
windows, so that a clear view is obtained of the load at all times. 
It is connected to the machinery house by speaking tubes, and by 
telephone to the ground. 
The foundations of the crane are formed of four steel cylinders 
founded upon hard boulder clay at depths of 73 ft. for the two 


- 


front cylinders, and 58 ft. for the two back cylinders, subsequently 
filled with concrete.  . j | | 

The tower is constructed of four legs of open angle section, 
forming a square 40 ft. at the base, tapering to 35 ft. at the top, 
braced together by three bays of horizontal and diagonal bracing of 
braced box section. The centre pivot pin, 14 ft. long x 18 in. 
diameter, passes through the cross girders of the tower at their 
intersection and through a box girder secured to the jib main girders 
and the drum girder. It provides a centre of rotation for the jib 
and prevents its displacement. To provide for emergency loading 
and a construction of a substantial and durable character, the 
centre pin, with the p carrying it, is designed to resist a 
vertical or horizontal force of 100 tons, although, by the construc- 
tion of the crane, no tension will be on the pin under any o 
conditions of the loaded or unloaded jib, as the centre of gravity 
does not approach at any time nearer the centre of the roller path 
than about 3 ft. The centre pin and the castings which revolve 


round it are bushed with hard gun-metal. The collector rings are 


fixed above the head of the centre pin, and the electrical cables 
are brought up through a 5-in. hole bored through the centre of it. 

The mean diameter of the roller path is 35 ft. The upper and 
lower tracks are of cast-steel, 24 in. in thickness, and their rolling 
surfaces are machined to form conical surfaces with & common 
vertex at the centre. There are 75 rollers of solid forged steel, 
14 in. mean diameter, 14 in. in length and spaced about 164 in. 
centres. The circular slewing rack is 53 in. pitch, and is bolted to 
palms cast on the lower roller path. The upper roller path is 
carried by a drum girder, 35 ft. diameter, 24 in. deep, and 24 in, 
wide. It is of sufficient strength and stiffness to distribute the 
maximum pressure from the full load being lifted over 19 rollers. 

A pair of open lattice girders, 14 ft. apart, and braced together, 
was adopted for the jib, which is 26 ft. over the tower ; ballast tanks 
are placed under the machinery house at the tail end and contain 
65 tons of counterweight. Four lines of bridge rails are provided, 
Ppa over each web of the box girders, and are riveted to the top 

anges. : 

All the motions are actuated by Westinghouse motors, and for 
convenience these have been made of the same size throughout, 
being all of 50 B. H. ., running at about 980 R.P.m., and worked on 
direct current of 480-500 volts. 

Two of the motors actuate the main hoisting gear, and these are 
arranged to run in series or parallel, giving a further range of 
speed, besides that supplied by the change of gearing. The main 
lifting barrel is 10 ft. in diameter; it is spirally grooved, and takes 
the w of the rope in one lap. It is driven by a very fine steel 
spur-wheel, keyed directly on to the barrel, and the teeth of this 
wheel are specially formed, to give great strength at the root. 

The main hoisting rope is 5 in. in circumference, and the load is 
lifted on 12 parts, two parts being led direct from the barrel; this 
gives a six-fall purchase in the ropes. | 

On the main hoist there are magnetic brakes controlled by 
solenoids, and mechanical releases for emergency use are fitted. 

In addition, there are rheostatic braking pointa in the controllers, 
but a notable point as regards the 5 for lowering is the 
adoption of Matthew's" hydraulic brakes, which give an extra- 
ordinarily delicate oontrol of lowering. The hydraulic brakes 
consist essentially of a pair of water cylinders, containing pistons; 
these pistons are driven from cranks at right angles, actuated by 
the main gear when lowering. The cylinders are provided with a 
by-pass, with a specially d ed valve, allowing the water to 
pass from back to front of the pistons as for lowering at 
any desired speed. The heat generated in the hydraulic cylinders 


‚ is carried away by water-jackets to circulating tanks. 


The connection of the water-cylinders to the gearing is snch that 
the pistons are not actuated when lifting, and therefore do not 
cause a drag on the lifting motors. The effect of the arrangement 
is that lowering can be performed with absolute smoothness; this, 
combined with the extreme rigidity of the steel structure, keeps 
the pulsation of the load within extraordinarily small limits, a 
point that will be appreciated by all those who have attempted 
to accurately place loads in position when being lowered from 
elastic cranes with "dl Сое pulsating defiection. 

The auxiliary hoisting gear is worked by one E0O-H. . motor, and, 
as mentioned above, is fitted with two speeds, and this also has 
magnetic, mechanical and rheostatic brakes. 

The racking motion is worked by a separate motor, actuating a 
barrel on which coils off and on the 3-in. circumference rope, which 
propels the jenny. 

es gearing is mostly of cast-steel, the first reductions being in 
oil baths. 

‘The travelling jenny runs on 12 double-flanged cast-steel wheels, 
rolling on two rails on each cantilever. Oompensating pulleys are 
placed at the end of the jib, to ensure equal stresses on the ropes. 
The load is lifted by a heavy forged hook, attached to the snatch- 
block, through the medium of a ball bearing. | 

The driver's cabin is very completely fitted up, with switchboard, 
ammeter and voltmeter, no-voltage releases and the usual fuses, 
and there is also in the cabin an indicator, to show the radius at 
which the jenny is working. This indicator has a glass front, 
behind which lamps are placed ; the lights appear and disappear in 
succession as the jenny moves down the jib. The cabin also 
contains the working gear for the brakes, and for actuating the 
hydraulic valves of the hydraulic brakes. | 

The slewing gear is actuated by a 50-m.P. motor of the same type 
as the others; this drives the main slewing pinion, through the 
medium of a set of gear wheels, which are self-contained on a 
massive bracket, fitted to the upper slewing ring. A powerful 
solenoid brake is fitted to the slewing gear. Releasing gear is 
fitted to the brake, so that the crane may come round to the wind 
when not in use. 
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А new feature in this crane is the adoption in the machinery 
house of a complete electric traveller, a trap door being so arranged 
in the floor of the house, that a 24-ton load can be lifted right up 
from the ground to the machinery house. This is a great con- 
venience for changing armatures or dismantling for repairs or 
cleaning. ' 

The crane was erected by means of a 15-ton steam crane placed 
on top of a travelling timber stage, which was about 100 ft. in height. 
In ite first position the crane erected the whole of the tower, live 
ring and portion of the jib over the tower, and it was gradually 
moved towards the tail end to erect the remainder of the jib and 
machinery. While the tail end was being erected the long arm 
was built from a 3-ton hand crane, which was pushed forward as the 
erection proceeded and the crane kept in balance. 

The testa of the crane were successfully completed on July 2nd, 
when it was put through all its evolutions with a test load of 187 
tons, 25 рег cent. over the maximum working load. The maximum 
deflection was 7 f; in. under the 187 tons load and 63 in. under 150 
tons, The amplitude of the vibrations was observed during the 
tests, and did not exceed ү, in. under the 150 tons load. | 

We are indebted to Mr. Adam Hunter, M. Inst. O. L., chief 
engineer to Bir W. Arrol & Co., for the above particulars. 


THE CONTINENTAL ELECTRICAL 
ENGINEERING INDUSTRY. 


Tax single-phase system on the suburban railway between Blank- 


enese and Ohlsdorf has answered so well in conjunction with an 


expansion in the traffic, that the State Railway authorities have 
ordered a further batch of 25 motor coaches. It is said that the 
favourable experience gained with this line will probably contri- 
bate towards the speedy introduction of electric traction on the 
Berlin City Railway. A similar prediction has been made on 
former occasions, but now, as then, the State Railways make haste 
slowly. М | 

The close connection which was financially established between 
the A.E.G. and the Swiss firm of Brown, Boveri & Co. in 1904 has 
now been dissolved, and the directors in the one company have 
retired from the board of the other, and vice versz. | 

The Wolfram Lampen Gesellschaft, of Augsburg, reporting on the 
year 1908-9, which was the first year since tbe taking over of the 
Bavarian incandescent filament factory, statesthat the manufacture 
of the Just metallic-filament lamp experienced a further satis- 
factory development. The continued trials in the direction of the 
improvement of the tungsten lamp for working on a large scale 
had, bowever, resulted in a complete transformation of several 
departments, and this was the principal cause of the unfavourable 
trading for the year, although the advantages of the alterations 
would be observable in future years. The demand had become 
brisker, and sales were further increased notwithstanding the advent 
of severe competition. It had recently been possible in a short 
time to place on the market 16-0.р. tungsten lamps, as well as 
lamps of 600 and 1,000 с>. The constant increase in the scope 
for the productions was, however, being accomplished with con- 
Stant concessions in prices. It was proposed to extend the 
Lechhausen factory, and the work would be commenced in thie 
year. An agreement had been entered into with the International 
Wolfram Lamp Co., of Bada-Pesth, and the United Glow Lamp and 
Electricity Co., of Ujpest, whereby the market for the company 
had ben substantially enlarged. The accounts show a loss of 
£10,100 for 1908-9, which isto be covered out of the reserve fund, 
on a share capital of £150,000. The directors add that the effects 
of the new lamp tax could not be foreseen, and that the 
financial consequences of it would probably have to be borne by 
consumers, 

The directors of the Swiss firm of Brown, Boveri & Oo., of 
Baden, state in their report for 1908 9 that the whole of the year 
stood under the influence of the general crisis in trade, and the 
reason the company was able to propose the same rate of dividend 
was principally to be found in the circumstance that many old 
orders were completed in ths 12 months. Moreover, the works 
were fully employed without interruption, owing to the numerous 
special branches worked up by the company. The sale prices were 
further depressed, and the general expenses increased annually, 
and, notwithstanding improvements in manufacture, a diminution 
of the financial results could scarcely be avoided unless prices 
became firmer by a general revival in trade. The financial results 
{от the past two years are as follows :— 


1908.9. 1907-8. 
Bhare capital ... "t £800,009 £800,000 
Bond capital ... 400,000 400,000 
Gross profits ... 275,009 262,000 
Depreciation provision 22,100 36,600 
Net profits... T 110,000 94,000 
Dividend 95 T" Vs 88,000 74,800 

Per cent m 11 11 


The report proceeds to state that tbe company is very actively em- 
ployed principally on the construction of generators and trans- 
formers of very high output, and the single-phase commutator motors 
have become a bulk article of manufacture. These motors have also 
been developed to great perfection for railway working, and the com- 
pany is in course of building locomotives on this system for large 


powers. The work of converting the Swiss Seethal Bailway to 
electric traction on the single-phase method is proceeding, and is to 
be completed in the next few months. The invoice value of the 
steam turbines hasdeclined partly in consequence of lower prices, and 
partly because of the circumstance that a standstill has been 
reached in the erection of large central stations. Ав to the electric 
lighting of trains, 2,000 coaches have been equipped, mainly on the 
Swiss Federal Riilways, and a further 1,000 ooashes are in 
prospect. It is added that the works are fully employed, and 
that the orders on hand on April 1st were only inconsiderably len 
than those at the corresponding period in 1908. | 

The Compagnie Internationale d'lectricité, of Liége, which bas 
a share capital of £251,000, and a bond issue of £83,000, realised 
gross profits of £36,400 in 1908 9 and net profits of £17,570, the 
latter of which has been devoted to the purpose of depreciation in 
order to consolidate the financial position. If the results are less 
than in the preceding year, the directors state in their report that 
the circumstance was notably due to the fact that during the final 
months the workshops were not fully employed owing to the crisis 
in trade in general, and bacause the extraordinary profits were leas 
considerable. It was also necessary to take into account that profits 
resulting from the construction and working of the Liége central 
station for the city had not been included in the balance 
sheet, although the works were nearly completed on April 
30th. The station was now in operation and the current 
year would benefit from the operation of the undertaking. 
The order book was at present well filled, and the amount 
was higher than at the same date à year ago. The economical 
organisation of working in the shops had made fresh progres, 
and the company had started the manufacture of standard 
series of dynamos and motors, the increasing demand for which 
had stimulated the construction of new and very economical types. 
The branch at Paris continued to yield satisfactory results, but as 
the English market had not improved, the company had closed 
the London office and would endeavour to dispose of its manu 
factures direct. | 

The report for 1908 of the Austrian Siemens-Bchuckert Works Оо, 
of Vienna, states that the number of consumers again expen 
a considerable increase ; the turnover was materially ereater, and all 
departments, including the newly associated cable factory, were 
fully. employed. Among the orders received during the year are 


mentioned those for 11 central stations and four tramway’, 


extensions for 49 stations and six tramways, together with power 
transmission and lighting plants, &c. The output of the machines 
delivered was 170,000 KW., or 60,000 Kw. in excess of 1907, and the 
number of workmen employed at the end of 1908 was 4,000, м 
against 3,700 at the close of the preceding year. The accounts show 
net profits of £45,000, as compared with £34,200 in 1907, and з 
dividend at the rate of 5 per cent, has been declared, this contrasting 
with 4 per cent. in the previous year. 


Gu PEI 


THE AUDIT OF THE ACCOUNTS OF 
TRAMWAY UNDERTAKINGS AND TRAM- 
WAY FINANCE COMPANIES. 


By “AC COUNTANT.” 


Tun construction of tramways is governed by the Tramway Act of 
1870. Discussion of that Act, or of the procedure by munici 
authorities and companies incidental to the promotion of a tram- 
way order not being germane to our subject, we may conveniently 
eliminate it from our introductory observations. 

It is proposed to present as briefly as possible an outline of some 
of the more important matters which come within the purview 
the auditor in relation of his duty towards the accounts of tramway 
undertakings, and to notice some of the principal points that appear 
in tramway finance. The subject possesses features probably more 
instructive than interesting. 

Tne usual practice is for a copy of the balance-sheet and profit 
and loss account, with convenient schedules, to be submitted to the 
board, discussed, and the approval of the directors minuted ш the 
ordinary way, copies of these documents, as approved by the 
directorate, being supplied to the auditor when he subsequently 
commences his audit. 

It is assumed that the auditor is familiar with the Memorandum 
and Articles of Association, so that he may ascertain whether Bs 
nature of any of the transactions which have transpired, or 5 
have been entered into, have been or are within the powers of the 
board or the company, and that the Articles of Association nat 
not been disregarded or transgressed in the ing out of p 
transactions, and in the general administration of the affairs of 
undertaking. t 

It is a common assertion that accountancy attains the арек eh 
interestedness only on occasions of stress of necessary funds, w 
is frequently true in practice. i 

‘Two of the preliminary duties are (1) to check the comme d 
balances, and (2) to read carefully the minutes, noting аду e 
which may be important or unusual, and the effect, if апу, 1 PE 
instances which has been given to the resolutions of the board 
matters of account. : pital 

The manner in which some descriptions of assets and cs 
expenditure are assembled and presented in groups in 
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sheets leaves much to be desired. The inference is obvious, and 
the practice, needless to state, does not contribute to that reason- 


able fulness and lucidity of balance-sheets which is so essential, 


but which is so generally neglected. 

Treatiag, first, of the accounts of tramway companies proper, we 
| mer oe to sketch some of the principal features of the sudi- 

to work. Incidentally, it may be observed that the books in 
use at the chief office are of the usual design and variety, and 
generally embraoe ledgers (personal and impersonal), cash books 
and journal. 

In some undertakings the accounts are recorded in reparate 
ledgers, viz. :— 


Real accounts ... 1. Accounts of debtors and Personal ledger. 
creditors. 
2. Accounts of stock, con- Real accounts 
struction, investments. ledger. 
Nominal accounts Accounts constituting the Nominal accounts 


revenue or profit and or revenue 
loss account. ledger. 


Personal accounts, where the accounts are regularly paid, may 
be avoided to a certain extent by merely dissecting the 
invoices in a purchase book with dissecting columns, and posting 
the total of each dissection to the debit of the impersonal account 
concerned, each invoice after payment being pasted in a guard 
book and numbered and indexed, a corresponding reference being 
indicated opposite each entry in the purchase book of the number 
and folio of the invoice in the guard book. 

There is not anything unusual in the form of the general 
cash book. The tramway business being essentially one of cash, 
the entries on the debit side of the book consist, with few 
exceptions, almost entirely of traffic receipts, returns of which are 
sent daily by the traffic manager’s department to the head office, 
and which are posted in monthly total to the credit of a traffic 
receipts account in the impersonal ledger, the postings being 
checked in the ordinary way. 

As part of a proper system of internal check, these returns should 
be compared from time to time with the traffic book and way bills. 
The receipts, which are paid into the bank daily, should be checked 
with the daily advices and pass books. To vouch them to their 
foundation, it would be necessary to check the daily advices with 
the daily traffic book, that book with the conductors way bills, 
and the way bills with the ticket issue book, as regards the issue 
of tickets. А 

There are, of course, from time to time, sundry receipts arising, 
inter alia, from the sale of materials and old and superseded plant, 
which may be compared with the pass book and the documentary 
proof of sale. | 

It is essential that the allocation, as between capital and revenue 
of these sales, should be carefully scrutinised and questioned if the 
documents are explanatorily deficient. Generally, it will be found 
that there are proper advices from the traffic and engineering 
departments, and that the debit notes have been impressed in an 
invoice copying book. 

The payments arise in respect of purchases of stores and materials, 
plant, directors’ fees, wages, sslaries, and so forth, and the usual 
receipts will be available, whilst the postings will be checked as 
usual. These receipts should be kept quite distinct from the 
accounts and numbered with the corresponding numbers of the 
entries in the cash book. 

According to the magnitude of the undertaking and the routine 
adopted, it is not unusual tc find several accounts opened for the 
record of petty expenditure, such as head office, traffic department, 
and engineering department. There will be formal receipts by 
the persons to whom the cash is given, and by whom it is account- 
able, as well as the production of the usual vouchers for the pay- 
- ments. In that event there are generally separate books for each 
department in which the expenditure is recorded and allocated, 
the books being sent to the head office with the vouchers monthly 
where they are checked, the necessary entries made, and a copy of 
the allocations made for the uae of the auditor and the office some- 
what in the following form, vis. :— 


| 
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Cash Allocations. 
] Cash 1 É rr E ete ee CON БЕ 
Month. | in duin ihe Total. | Total. |Balance. 
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£ s. d. E s. d. UM £ s.d.| £ s. d. 
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The auditor is dependent, of course, upon the allocations as 
between capital and revenue of those responsible for each depart- 
ment. 

It is usua! to indicate in the cash book at the end of each month 
a reconciliat .n statement agreeing the cash book balance with that 
of the bank book. 

Bank certificates will be available for the balance of the current 
account, any deposit or deposits accounts, and any balances of divi- 
dend or debenture interest accounte, whilst the existing balance 
of the petty cash book will be checked backwards and agreed with 
the balance as at the date of the accounts. 

Current and deposit accounts should be shown separately in the 
balance-sheet, and distinct prominence should not be denied to the 
cash held by the bank in s accounts for the satisfaction of 
unclaimed liabilities on dividend and debenture interest accounts. 

It may be observed that the total amount of cash taken on 
account of traffic receipts on the last day of the financial year will 


not, of course, be on that day. The difference will be checked with 
the daily advice of traffic receipta, and included in the reconciliation 
statement as cash received but not paid into the bank. 

The cash discounts received by the company are either included 
as a credit in the schedule of details of the general administration 
expenses, or are exhibited separately аз а credit in the profit and 
loss account. 

Care ghould be taken to see vouchers and allocations for items 
posted direct from the cash book to impersonal acoounts. 

It is customary for all purchase and other accounts, after being 
certified by the responsible persons concerned as to condition, 
weight or quality, and also after having been dealt with by them 
in their books, to be handed to the head office, where they are checked 
with the orders issued for prices, discounts, additions and extensions, 
when they are entered in a purchase day-book with columns for 
the allocations and consequently for the impersonal accounts, each 
entry being posted to a personal account, and the total of each 
allocation to an impersonal account in the ledger. All the work 
just indicated finds indication on each invoice before it is submitted 
for payment. The postings from the purchase day-book are care- 
fully checked, and the entries therein vouched, each invoice.or 
complete or incomplete documentary evidence being carefully 
scratinised. Special attention is devoted to the allocations. | 

Inquiry should be directed as to the existence of any unpaid 
accounts, which may not appear in the books, whether all invoices 
and accounts have been received and recorded in the books of 
account in respect of goods delivered or other consideration 
received during the period of the accounts under audit. 

It is a usual custom for returns to be made to the head office 
monthly of stores received and of allocated issues from stores, as 
well as of wages and salaries and their allocation, the returns being 
certified by the persons responsible therefor. Of the uimost 
importance are the appropriations to capital and revenue, which are 
сше accepted by the auditor unquestioned, as it would be 

tile in most cases for him to go behind the certified allocations 
of the departmental heads, thongh it has occurred that expenditare, 
which was obviously of a revenue nature, has been allocated 
deliberately to capital in the course of a strenuous and successful 
exertion to pay an ordinary dividend. The allocations are 
journalised and posted to accounts in tae impersonal ledger, with 
convenient titles for their reception. Salaries and wages are 
similarly treated. Full details of all appropriations to capital, 
whether from stores, wages, salaries or petty cash, should be 
available. 

Ia the ordinary course there are few debtors. Such as do arise 
are due mainly to sundry sales of materials and miscellaneous 
forms of indebtedness which it is unnecessary to particularise. 
Incorporated therewith are and debit balances," sometimes 
known as payments in advance as,for example, proportions of 
insurance premiums inapp'icable to the period represented by the 
accounts. A schedule should be in evidence showing the name and 
amount of each debtor, and the details of the debit balances 
mentioned. 

Sandry creditors, with which is commonly incorporated “and 
credit balances,” such as rent accrued at the date of the accounts, 
comprise mainly invoices for goods supplied during the concluding 
part of the financial year. 

Cash creditors should be indicated separately. As in the case of 
sundry debtors and debit balances, a schedule should be available 
of the sundry creditors and credit balances. There is generally а 
record in book form of standing charges, such as renta, rates, 
different descriptions of insurances, wayleaves, directors’ fees, office 
saldries, and other similar charges which may be consulted by the 
auditor for the purpose of satisfying himself tbat all permanent and 
accruing charges have been accounted for in the accounts under 
review. Inquiry should be made as to any claims for which the 
company may be hot wholly protected by insurance in respect of 
accidents pending or outstanding at the end of the financial year, 
and if so, whether it is desirable to make prov.sion therefor in the 
accounts, if none has been made already. | 

Should there happen to be a public issue of unissued shares or 
of debentures, there will be recorded as authority the necessary 
resolutions of the board. The subject of reserve capital does not 
arise in practice in tramway undertakings. The usual routine 
followed is to check the applications with the allotment liste which 
are initialled by the chairman of the meetings at which the allot- 
ments were made, the total cash received with the pass books, and 
with the entries on the debit side of the cash book of the transfers 
from application, allotment and the different call accounts to 
current accounts, and any entries on the credit side of the cash 
book of transfers to deposit account. | 

It is the practice in some instances for the transfers to be checked 
periodically by the auditors. This, however, may be a matter for 
inclusion in the system of internal check. 

Share warrants to bearer do not obtain exoept in foreign enter- 
prises. The warrants are sent to the bank of the local office b 
the company's bankers, the charges being insurance (for face value), 
postage and commission, instructions being given to the bank to 
deliver the warrants in exchange only for payment of the nominal 
sum indicated upon them, or other sum if issued at a premium. 

It is desirable to ascertain the number and value of any share 
warrants unissued and on hand. 

With regard to any item of forfeited sbares the auditor will, of 
course, consult the articles of association and the minutes. 

The subject of exchange plays au important part in the 
administration of tramway concessions abroad in regard to finance 
and home remittances. For instance, the Portuguese Exchange 
will sometimes rise or fall very rapidly. Just lately the 
exchange at Lisbon was $323, which means about 58600 per E. 
An hour or two later the cheque rate was 474, which is equivalent 
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to about 58050 per £. The subject is adequately treated in 
“ Johnson’s Foreign Exchanges in Accounts,” which is applicable 
to the accounts of foreign tramway concessions. 

Where а company has been operating for some years it is not 
unreasonable to apprehend that the trading has yielded an accumu- 
lated and undivided surplus in the shape of a reserve fund. Reserve 
funds in tramways are unfortunately somewhat remote. So-called 
reserve funds, however, in tramway undertakings are with rare 
exceptions technically not entitled to claim the distinction of 
reserve funds, and in some instances they have been accumulated 
mainly out of capital profits as distinguished from profits on 
revenue account, 

There are, of course, in vogue working and pooling arrangements 
with municipal authorities, which are of a varied character. The 
. company may in some cases pay the sinking fund and interest, or 

cipate in a share of the profits. Then there may be running 
powers. With all of these matters the auditor should make himself 
familiar when checking the sums due from one party to the other, 
and scrutinising the periodical settlements. | 

Generally, provision for obsolescence per se has been and isa 
negligible quantity, though its importance is none the less recog- 
nised; but the necessary prior demands upon an insufficient revenue, 
seem in many cases to discourage the attainment of a reasonable 
credit balance for the object indicated. The sums periodically 
devoted to depreciation and renewal are generally extremely in- 
adequate, and are dependent as a rule upon the amount available for 
ordinary distribution. Though there is no general rule, on the basis 
of generalisation, ld. per car-mile is usually recognised as a fair 
rate of estimate for depreciation. 

In some auditors’ certificates, where no provision has been made 
for depreciation, it is stated that the question as to what provision 


is required to meet depreciation is left to the directors and share- . 


holders to determine. Such a statement is of no value, and is 
hardly within the province of the auditor. He should merely state 
whether depreciation has been provided for or not, and that he 
does not express any opinion as to its sufficiency, or otherwise. 

In the promotion and construction days, legal charges and their 
allocation require more than ordinary attention. 

Expenditure upon unsuccessful promotions and abandoned bills 
should, of course, find. its last rest in the profit and loss account. 

The stock of a tramway undertaking consists of copsumable 
stores and materials and working tools and plant, for which there 
may be distinct accounts in the books, and for which there will be 
produced the usual certified inventories. Any unuseable stores or 
materials in stock should be sold, and if unsaleable, written off. 
Similarly with working tools and plant worn out or lost, the 
remainder being subject to a substantial deduction for depreciation. 
In balance-sheeta such accounts are amalgamated and exhibited as 
a single item. | | 

In the traffic manager’s office there is kept a record of tickets 
received from the ticket priater, and particulars of those issued to 
the conductors, of which a monthly return is made to the head 
office, showing the balance of each description of ticket in hand at 


the end of the month. The balance at the end of the year should - 


be checked with the actual stock, and forms part generally of the 
internal system of check and control. In those cases where horse 
or any other system of traction has been converted into that of 
electric, the converted asset, less what has been realised in respect 
of the sale of old materials therefrom, is not written off against 
revenue, though it is non-existent, but is allowed to remain in the 
capital expenditure until the doom of the undertaking. Needless 
to say, such remaining expenditure is in some cases of huge propor- 
tion, and is seldom exhibited in open relief in balance-sheets. In 
this connection if may be not an inappropriate comment that all 
such expenditure is written off by municipal authorities, though 
the length of time involved in the process is as the tenure of the 
oans affected. The whole of the sinking fund is an appropriation 
ef revenue, which obviously means a deduction from the capital 
expenditure concerned. 
(To be concluded.) 


PROCEEDINGS OF INSTITUTIONS. 


Institution of Mining Engineers. 


THE twentieth annual general meeting of this Institution. 


was held at Newcastle-on- Tyne on the 15th, 16th and 17th 
inst., there being a considerable gathering of members from 
all parts of the country. The proceedings were opened on 
the 15th inst., in the Wood Memorial Hall, Newcastle-on- 
Tyne, with a civic reception by the Lord Mayor and 
representatives of the municipality, who gave the members 
a hearty welcome to the ‘Canny Toon." The annual 
meeting was then opened by Dr. R. T. Moore, the retiring 
President, who introduced Mr. J. D. Simpson, the President 
for the ensuing year. The remainder of the day was given 
up to the reading of the annual report, and a number of 
papers. Several other papers were down for discussion, but 
these were not reached by the time when it was necessary 
to terminate the day’s proceedings. The annual dinner was 
held at the Armstrong College, in ће “ King's Hall,” in 


the evening, under the presidency of Mr. J. B. Simpson, 
who was supported by Sir Henry Cunynghame, Mr. T. E. 
Forster, President of the North of England Institute of 
Mining and Mechanical Engipeers, the Deputy Lord Mayor, 
and others. Sir Henry Cunynghame, in proposing the 
Institution of Mining Engineers," said, in speaking of the 
papers read during the meeting, that he was more than 
pleased when one member said “there was no need to call 
in foreign engineers to show us how to overcome difficulties 
in mining." He (Sir Henry) had been in Germany and 
other countries on behalf of the Home Office, in the 
company of eminent English mining engineers, 
and in all cases they found that the mines abroad were 
far behind those of our own country, from a mining 
engineering point of view. They had far too much on the 
surface and too little below ground, and he hoped that the 
mining engineers of this country who were prone to applaud 
and adopt German plant would see what our own country 
could produce before rushing abroad. If they gave British 
manufacturers a fair chance, he had no reason to think that 
they would have any difficulty in producing exactly what 
they wanted, and a very great deal better than they could 
obtain elsewhere. We sincerely hope these words of Sir 
Henry will receive the attention they richly deserve, and thst 
our British mining engineers will remove their objections to 
„British manufactures.” It is absurd to say that there are no 
electrical engineering firms in this country able to deal with 
large main winding engines, such as that seen at Harton 
Colliery on the following day, as we very much question 
whether they ever had an opportunity of quoting. We were 
glad to notice that the mechanical portion of the above- 
named winder was by a British firm, but one hai 
not to look far to see that the remainder was German. 
The British mining engineer is the best in the world; 
but he would appear to be fast losing his patriotism, so far 
as the application of electricity is concerned. We hop, 
therefore, that the words of Sir Henry Cunynghame will be 
as “seed fallen upon good ground." On Thursday, the 
16th, the members visited the Carville power station of the 
Newcastle-upon-Tyne Supply Co. and Harton Oolliery, 
belonging to the Harton Ооа] Co., Ltd., who are gradually 
replacing their steam-driven plant with electric, the 
current being taken from the above-named supply company. 
The following description of both the power station and the 
colliery will, no doubt, be of interest. 


CARVILLE POWER STATION. 


This station, which has a total capacity of 56,000 E. r. in plaut 
installed, consists of the engine house and three boiler house 
placed at right angles thereto. Each boiler house is complete in 
itself, with coal bunkers, boilers, mechanical stokers, economisers, 
induced draught fans, feed pumps, ash conveyors, &c. Coal is 
brought in by overhead sidings, and water for condensing is umped 
to the station from a pump house at the river aide. With the 
exception of the feed pumps, all the auxiliary machinery i$ 
electrically driven. . 

No. 1 boiler house contains 10 Babcock & Wilcox marine type 
water-tube boilers, each capable of evaporating 20,000 lb. of water 
per hour at a pressure of 200 lb. per sq. in., superheated 150° F. 
Two economisera of 480 pipes each are placed in the main flues to 
the chimney. 

Nos. 2 and 8 boiler houses each contain eight Stirling vater. tube 
boilers, each capable of evaporating 33,000 lb. of water per hoor. 
In these boiler houses each boiler is fitted with its own economis! 
of 120 pipes. 

All the boilers are fitted with chain-grate stokers, which are fed 
with coal direct from overhead bunkers. The coal bunkers of 
each boiler house will contain about 800 tons. 

The induced draught is maintained by means of Sirocco fans 
driven by electric motors, The chimneys are 14ft. in diameter 
and 120 ft. high. d 

The engine house contains eight Parsons turbo-alternators 
7,000 H.P. each. The condensers and air-pumps are situated below 
each machine. The alternators run at 1,200 B. P. M., and generate 
three-phase current at 6,000 volts and 40 cycles per second, 
alternator supplies current at a reduced voltage (by means of s 
transformer) to its own auxiliaries, which include air-pump, circ 
lating pump, ventilating fan, and exhaust-valve motor, 
the corresponding auxiliaries for the boilers supplying the the 

The main switches, which are each in a concrete cell, are of 
remote-control type, operated by electric motors. The switches are 
each capable of controlling circuits normally carrying 10,000 B.P. 
and there are, in all, 47 switches. There is also an auxiliary ble of 
of the ironclad type, which contains eight switches, cach capable 
controlling circuits of 3,000 H.P. trol- 

The whole system is operated and controlled from the con wa 
room by the "system engineer," who is in direct telephonic © 
munication with each sub-station in the area, which now CÓ a 
“ome 700 square miles. The control-room contains a large diag 
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of the whole system, and upon it a record is kept of the positions of 
all switches. | 

Adjscent to the control-room are the operation offices and 
telephone exchange, from which the large private telephone system 
of the company is operated. 

Ia the sub-station near the control-room are installed two large 
step-up transformers for raising the pressure from 6,000 to 20,000 
volts for transmission to the extreme north and south of the area. 
The transformers are of the oil-immersed air-cooled type, each of 
2200 . H. P. There are in all eight transformers of this size on the 
system. ; 

At the northern end of the power station there is a step-down sub- 
-— of 4,000 H.P. capacity, which supplies current to adjacent 
works. 

The bottom of the pump house is below the level of the lowest 
tide, to enable the pumps to be drowned at all states of the tide. 
The pumps, seven in number, are of the centrifugal type, with 
vertical shafts, and are each capable of delivering into the 48-in. 
mains 400,000 gallons of water per hour at any state of the tide; 
they are driven by three-phase electric motors, each of 150 n.r. 
5 whole of the circulating-water system is arranged to work as a 

phon. 


HARTON. COLLIERY, 


This colliery, situated in the borough of South Shields, near 
Tyne Dock railway station, is the property of the Harton Coal Co., 
Ltd., who are also the owners of the St. Hilda, Boldon and Whit- 
barn collieries. The whole of the appliances at the colliery are 
worked entirely by electricity, no steam power being used for any 


purpose. 
The existing shaft acts as the downcast to the St. Hilda colliery, 
The new shaft now being sunk will become the upcast for Harton 
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colliery ; and the new shaft which is being sunk at Westoe will be 
the upcast for St. Hilda colliery. The existing shaft is 14 ft. in 
diameter, and is sunk to the Bensham Seam, a depth of 1,284 ft. 
from the surface. The new shaft is to have a finished díamoter 
of 16 ft., and it is intended to sink it also to the Bensham Seam. 

The seams at present being worked are the Bensham and Hutton, 
the output of the colliery being about 1,200 tons per day of 
10 hours. The electrical winding-engine, which has just been 
erected, is, however, designed to deal with an output of 240 tons 
per hour. 

The motor is of 800 B.H.P. normal capacity, with a maximum 
output, when starting, of 1,700 н.р. at 5,500 volts. The motor 
works at a speed of 51:8 revolutions per minute, and is coupled 
direct to the winding-drum, which is 14 ft. in diameter by 8 ft. in 
width. The brakes on the drum are operated by means of com- 
pressed air at a pressure of 60 1b., and can be applied in three ways, 
namely :—(1) By the winding-engineman, by means of an ting 
lever; (2) automatically by the depth-indicator, in the event of an 
overwind ; and (3) by an auxiliary magnet, in case of failure of the 
electrical energy. 

Round winding-ropes are used, 5j in. in circumference, made of 
best extra improved plough steel, with a breaking-strain of about 
145 tons. 

The balance-rope is flat, 84 in. in width, and weighs about 42 
tons, which is 1} tons heavier than the winding-rope. The engine 
draws.coals from the Bensham Seam level. 

The cages in use have four decks, and carry two tubs on each deck. 
The total weight on the loaded rope at starting, including the rope, 
cage, tubs, coal, &c., is 142 tons; the net weight of the coal raised 
at each wind is 41 tons. The time occupied per wind is 48 seconds. 
The guides are of pitch-pine. | 

The following engines are placed underground, and are electrically 
driven :— l 


ven: 

There are two principal haulage-engines, one in the Bensham and 
one in the Hutton Seam, which are worked on the main-and-tail 
system. Each is driven by а 250-600-н.р. motor working under 
2,600 volts at 230 revolutions per minute. The drums of the 
engines are each 6 ft. in diameter, and are geared at 41 to 1. The 
speed of the set is about 10 miles per hour. 

The sidings for these haulages are situated 1,050 ft. from the 
shafts, and two small haulage gears are used to bring the coals from 
them to the onsetting station, 


TANO CUECIRIG SINDE POPE NALE 


ELECTRIC ENO: ESS-ROPE МЫЛ АСЕ 
ГАЈ) MOASE*POWLA MOTOR, 690 VOUT. 


There are also several auxiliary haulages. One in the Hutton 
Seam is driven by з 60-н.р, motor at 2,700 volts; it is placed J mile 
from the shaft, and brings tubs from the different fists to the main 
hauler; the speed of the set is 6 miles per hour. In the new 
Hatton Seam there is a small endlese-rope gear, driven by a 15-H.P. 
motor at 600 volts; and the speed of the set is 14 miles per hour. 

At the top of the staple is a small main-and-tail haulage gear, the 
motor being of 15 н.р. at 600 volte, and the speed of the set 5 
miles per hour. NE 

In the Hutton Beam, South-east District, is a main-and-tail 
haulage gear, driven by a 60-н.р. motor at 2,600 volts. It is 
situated 12 miles from the shaft, and the speed of the set is 6 miles 

r hour. 

P There are exactly similar haulage gears in the South Winnings 
and Holder House in the Bensham Seam Districte. 

In the South-west Cross-cuts District is a small endless-rope gear, 
driven by a 16-H. . motor at 600 volts, the speed of the set being 
14 miles hour. 

In the North Drift District a small main-drum gear is installed, 
the motor being of 15 H.P. at 600 volts. 

These auxiliary haulages haul the coals from the fiata to the main 
hauling engine roads, so as to avoid the use of driving ponies ; only 
four driving ше are employed in the pit. | 

Figs. 1 and 2 are plans respectively of tbe engine-planes in the 


Hutton and Bensham Seams. 


A small electrical winding-gear is installed, winding coals from 
the New Hutton Seam to the Bénsham Seam level, a distance of 
132 ft. This is worked by a 935-н.г. motor at 600 volts, and winds 
one tub at each lift. 

The whole of the water is pumped from the face by means of 
small electrically-driven pumps, and is raised from the Bensham 
Seam to bank by a Sulser four-stage high-lift centrifugal pump of a 
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capacity of 1,000 gallons per minute, against a head of 1,380 ft. 
when working at 2,300 в.р.м. The pump is direct coupled to a 
650-н р. Brown-Boveri motor, working at 2,700 volts. 

A spare and stand-by pumping plant is also installed, consisting 
of a motor of 140 H. p., working at 480 R. r. 11. at 2,600 volts; and a 
horizontal three-throw pump, with three rams, each 9 in. in diameter 
with 18-in. stroke, making 24 в.р.м., and capable of pumping 300 
gallons per minute against a vertical head of 1,300 ft. 

The headgears and pulley frames are constructed of steel, being 
of the lattice-girder pattern, and they have been recently erected. 
The pulleys are made of cast-iron, and are 16 ft. in diameter, the 
pulley centres being 102. ft. from the surface. 

Oreepers and gravitation roads are employed on the surface to 
conduct the tubs from the shaft-mouth to the tipplers leading to 
the screens; the empty tubs afterwards gravitate back to the cage. 
A similar arrangement is in operation at the bottom of each shaft. 
The tubs on all four decks of the cage are simultaneously dis- 
charged, no movement of the cage being necessary when it has 
been brought to a standstill. The motors driving the creepers are 
of 74 E.., and work at 1,120 в.р.м. at 600 volts. 

Tnese consist of three main belts, 5 ft. wide, formed of steel 
plates, varying in length from 48} to 634 ft. x 4 ft. The sub- 
sidiary belts for nuts and small-coa! are 3 ft. wide x 52 ft. and 
46 ft. in length respectively. The two motors driving the screen- 
ing appliances are each of 35 н.р, and work at 480 вр.м. at 
600 volts. 

The lamp room is of a suitable capacity for cleaning, examining, 
repairing and storing upwards of 850 safety lamps; these are 
praia lighted and magnetically locked, by means of patent 

етісев. 

The motor driving the granary plant is of 15 E. r., and the horse- 
food for the whole of the company's collieries is suitably crushed, 
chopped, mixed and cleaned at Harton oolliery. 

The following are particulars of the electric sinking engine'and 
plant as used at the Harton Sinking: 


Weight of kibble and stones ... ... 9 tons, 
Weight of rope (1,300 ft.) . . 15 cwt. 
Maximum speed of rope ... 1,000 ft. per minute. 


The drum is 6 ft. in diameter over the barrel, 53 ft. wide, and runs 
at 51 в.р.м. when аё full speed. 
The rope is 22 in, in circumference, and is of best plough-steel. 
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The brakes are of the post type, and are operated by compressed 
air at а pressure of 50 to 60 lb. They are applied by the driver 
by means of a lever, act automatically in case of failure of supply, 
apd can also be operated by means of a foot lever by the driver. 

The drum is geared at 73 to 1; the gearing is steel and the teeth 
are machine cut and double helical in shape. The pinion wheel 
has 18 teeth of 2 in. pitch, and а 12-in. face; the spur-wheel has 
134 teeth. 

The motor is wound for 2,600 volts, at 40 cycles, and 390 B.P M ; 
it develops 240 B н.р. normally and 450 B. R. . in starting. The 
gear and motor are mounted on the same bedplate. The controller 
is of the liquid type, with circulating pump and electrically con- 
trolled reversing switch. 

The total н.р. of the motors installed is 1,645, exclusive of the 
winding engine, which is of 800 B.H.P., bat capable of exerting 
1,700 B.H P. 

The colliery is at present ventilated by means cf a Oapell fan 
11 ft. in diameter by 7 ft. in width (e1ected at St. Hilda colliery), 
which is direct driven by means of a 300-m.P. Siemens-Schuckert 
motor, wound for 5,500 volts at 260 в.Р.м. With the fan ranning 
at that speed, 210,760 cb. ft. of air per minute are produced at a 
water-gauge of 5 in. A motor of the same make is installed on 
the other side of the fan shaft as a stand-by in case of breakdown, 
this motor being rated at 400 нр. and running at 295 вр.м ; at 
ene the fan will give 250,000 cb. ft. of air at a water-gauge 

63 in. | 

An additional ventilating plant is also provided, consisting of а 
Walker indestructible fan, 26 ft. in diameter by 8 ft. in width, 
which is driven by compound horizontal engines. 

The total horse-power installed at all the collieries of the 
Harton Coal Co. is as follows :— 


Boldon colliery... ss ХУ 1,892 НР. 
Harton colliery... "- А 2,445 Н.Р. 
Bt. Hilda colliery wae 1 820 H.P. 
Whitburn colliery Us 2,413 H P. 

Total ЖР .. 8,570 НР. 


The proceedings terminated on Friday, the 17th inst., by 
a visit to Newbiggin Sinking, another party visiting the 
Romano-British site of Corstopitum at Corbridge in the 
county of Northumberland. 


Hydro-Electric Power in Canada. 
By Сесп, В. Вмгтн, M. Am. Soc. O. E. 


(Abstract of paper read before the AMERICAN Society OF CIVIL 
ERXGINEERS, September ist, 1909.) 


(Continued from page 455.) 


THE Winnipeg Street Railway.Co. and its allied companies have 
in operation a hydro-electric station on the Lee Channel of the 
Winnipeg River, and a transmission line 67 miles long supplying 
power to a terminal station in the city. | 

This generating station was selected apparently without proper 
investigation and without an eye to the future, and the company 
is already expending large additional sums on the tail-race channel 
in order to ensure sufficient hydraulic head and flow of water at 
low water to operate the machinery now installed, which makes a 
completed scheme incapable of further expansion and consisting of 
nine units having a combined rated capacity of 14,000 x w. 

The generating station has an open forebay, steel-flume wheel- 
pits, and five 2,000-kw. and four 1,000-kw. units, each operated 
hy two twin horisontal turbines ; the generators are for three-phase, 
6)-cycle, 2,300-volt current. 

The traneformation ie 50,000 volts, and the fransformers are 
oil-insulated, water-cooled, of 1,800-kw. and 830-Kk w. capacity per 
phase, each being in а separate compartment. The total transformer 
capacity at the generating station is 19,500 kw The transmiesion 
system is on double-circuit steel towers, spaced 500 ft. apart, with 
protruding pieces of angle-iron on each upper corner of each tower, 
which act as lightning arresters. It is understood that this pro- 
tection is very satisfactory, there having been only one ebut-down 
during the first year's service (which commenced in 1906). The 
capacity of the terminal station in Winnipeg is equal to that of 
the transforming station at the generating works. 

The utilities served consist of the city and suburban street 
railways, the city house-lighting, and current for the present 
municipally-operated street lighting. In addition to this, there is 
a small distribution of power for miscellaneous purposes, and 
two large blocks of power for flour milling. The capacity of the 
generating station is already fully taxed during the low-water 
winter seas^D, and no effort is made to encourage large users of 
power by offering attractive rates. This power station cannot be 
looked upon as a serious competitor to the municipal power atation 
now being built. 

The three tributaries of the Nelson River, which have just been 
discussed hydraulically, converge in Lake Winnipeg and there form 
an enormous reservoir of 9,3(0 sq. miles at an elevation of 710 ft. 
above the Hudson Sea. 

When it is considered tbst the drainage area feeding the outlet 
of Lake Winnipeg into the Ne son River proper is nearly 350,000 
sq. miles, and that the water supply comes from three different and 
dissimilar climatic and topographical river basins, one can appre 


ciate what a large minimum flow there is; and as the route of the 
river to the Hudson Sea is rock-ribbed, in cascades, pools and 
waterfalls, all that need be said here is that, should electro-chemical 
or other demands require very exteneive water-powers, where 
relation to habitation is immaterial, these, to the extent of at least 
4 500,000 H.P., can be readily secured on the Nelson River between 
Lake Winnipeg and the Hudson Sea. 

Of the many other extensive rivers flowing into the Hudson Sea 
and James Bay, there is very little accurate information. It can 
be appreciated, however, from the physical conformation, that 


many enormous water-powers exist, because the table-land sources 


of the rivers abound in lakes at an elevation of from 600 to 1,500 ft. 
above the sea, with a good rainfall. The first development will 
probably be at Iroquois Falls, on the Abitibi River. 

The St. Lawrence River drainage basin is the chief seat of popu- 

lation in Canada, and naturally the hydro-electric developments of 
this region are most extensive. 
The total drainage area is 565,000 sq. miles, but of tbis about 
90,000 sq. miles comprise the water surface of the Great Lakes, 
which form enormous compenssting reservoirs, their regulation and 
control, international in character, presenting а very delioate 
physical and political question, additionally complicated by the 
rights and needs of navigation, 

The first water-power location on the main river is at Sault 
Ste. Marie, where Lake Superior, with 31,000 sq miles of water 
surface, empties into Lake Huron, falling approximately 18 ft, 


- and discharging about 60,000 cb. ft. per sec. at low water, thereby 


affording opportunity for about 90,000 m.H.». The Lake Superior 
Power Co., with allied companies, disposes of 6,500 H.P. on 
the Canadian side of the river (out of a designed total of 20,000 
H.P.) to rail mills, pulp mills and for industrial and municipal 
purposes in the Canadian city. On the United States side of the 
river the same company constructed a canal and power house, 
designed to obtain 45,000 U P., but machinery for only one-half of 
this has been installed. A third company, on the U.S. side, has a 
small hydfo-electric development, but it js probable that no further 
concessions will be granted there, so that the needs of navigation 
may be fully conserved. Although these canale and locks serve an 
enormous commerce, their existence has been cf little local value, 
for the life of the two adjacent cities of Sault Ste. Marie 
depends chiefly on hydro-electric power, and the two Governments 
interested will be well advised to use every effort to facilitate the 
power use of all the water passing from Lake Superior which is not 
required for locking purposes. | 

Continuing seaward from Sault Ste. Marie, the next location 
which affords hydraulic opportunity is spoken of familialy u 
Niagara Falls. 

Lake Erie flows into Like Ontario by a river route which, from 
Chippewa to Queenston, is a series of rapids and a cataract; bui 
the cataract of Niagara Falls is barely one-half of the total dit- 
ference in elevation, which is 327 ft., and that the first great hydro- 
electric developments have been made there with effective beads of 
from 136 ft. to 175 ft. can only be looked upon, in the future, as an 
economic blunder, because there are potential developments which 
can be made at several locations in the United States and Oanada 
using a net head ав great as 300 ft., which, for as large aa installa- 
tion as 200,000 н.р. or greater, would not be as expensive as those 
now constructed. : 

This question of utilising the hydraulic power of the Niagara 
escarpment is, in reality, a world problem, not a local one, because 
there is there latent 5,000,C00 continuous electrical H.P., COD- 
sidering only the low-water flow of 180,000 cb. ft. per ser. at ад 
effective head of 300 ft , and, estimating even so little as 24 lb. of 
coal per н P.-hour, this would be equivalent to a saving of 55,000, 
tons of coal per year, should thie great force of Natare ever 
become во fully utilired ; and why should it not be used in incressibg 
amount as required ? There will still be available for scenic pur 
poses all the surplus water, which will still pass over the falls, even 
after the minimum has all been used for power purposes. 
location is unique, as it is on one of the greatest highways of com- 
merce in the world, both water-borne and by rail, and it is in tbe 
midst of a fertile aud populous region, which, for 150 miles in 
directions, is becoming more thickly populated year by year. The 
steady growth in the electric load carried by the present stations 
leads to the inevitable conclusion that we are ouly in the infancy 
of the utilisation of this great gift of the Creator. ` 

There are six large generating stations, two on the United Btates 
side and four on the Canadian side of the river, engaged in produc 
ing electrical energy for commercial purposes, and numerous 
stations. id 

On the United States side the Niagara Falls Hydraulic Power 
and Manufacturing Co., the first in the field, has 77,500 ЕЕР, 
installed, and building construction is under way for an addi 
equipment having a capacity of 70,000 E.m P. In addition to this, 
water is supplied to various industries developing 8.000 ЕР. 
direct hydraulic power for pulp, paper, flour, and other i 
The power from these works is used chiefiy for the manufacture : 
aluminium by the Pittsburg Reduction Co. It is understood tha 
this company contracts for nearly 60,000 н.р. The water 18 4 
under a total head of 210 ít. and a net head of about 200 ft, gis 
is led down the side of the cliff in steel penstocks to the Leid 
stations at the lower river level, where is installed a heterogene 
collection of direct-current and alternating-carrent genera" a 
unite of various sizes from 150 to 1,000 Kw. in tbe older је 
and from 3,500 to 6,500 Kw. in the newer station. The business 
this station is entirely local. ted 

The Niagara Falls Power Co. has two generating stations, opel 
under an average effective head of 140 ft. These atatioDs, he the 
at the time as pioneers, have long since been eclipsed M оа 
stations on the Canadian side of the river, and also suffer 
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certain engineering defects which, no donbt, were unforeseen at 
tbe time of construction and have since been cumulative. 

The ice difficnlties, after years of strenuous effort, have been 
largely overcome by improvementa in the intake works and by the 
addition of an ice shoot to the tail-race tunnel, but the first etation, 
having a capacity of 50,000 n P., has unprotected ice racks, and is 
«quipped with free, outward discharge, d: uhle з иопег, vertical 
turbines. The ten generatcrs are each 5,000 H.P., two-pbase, 
2. 200-volt, with revolving armatures. The second station, having 
а capacity of 60,000 H. p., has additional submerged-arch entrances 
and an enclosed forebay for further protection from ice. The 
turbines are of the single-runner vertical type, with draught-tubes; 
the 11 generators are each of 5,500 H.P., three-phase, 2,200-volt, and 
are partly of revolving-field and partly of revolving-armature 
types. The tail-race tunnels are led from the power stations by 
very sharp curves to a junction, and this, together with the 
back- piling in power house No. 1, due to the use of free-discbarge 
wheels, makes it impracticable to run both stations to full capacity. 
It is understood that £3,000 н.р. is about all that is generated, 
although the morket in Buffalo is being largely abandoned to the 
Canadian Niagara Power Co., its etation being several miles nearer 
and belonging virtvally to the same financial interests. 

The power from these stations is now distributed in large blocks, 
chiefly to local electrc-chemical consumere, and tke policy of the 
company in creating & manufacturing district, with railway 
switching facilities, building sites, &c., and giving long-term power 
contracte, with guarantees ct continuity, under penalty, has created 
a large and stable industrial centre consuming more than 60,C00 H.P. 
continuously from those two stations. The power is transmitted to 
Buffalo, Tonawanda, &c., as 22 000-volt, three-phase, 25-cycle cu rent. 
The pole lines are of ordinary wooden type and carry four three- 
phase circuits, two on each line, some circuits being of copper and 
some of aluminium. Until the load was transferred to the Canadian 
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Catharines, Dündas, &c., with a total of 132 miles of transmission 


line. . 


This company, owing to its favourable investment and strongly 
entrenched position, is able to distribute with profit at low rates 
for power, and has thus built up a large business very rapidly. It 
is understood that the peak load in Hamilton alone, which is a city 
of only 60,000, is considerably more than 20,000 E.H P., which 
includes current for operating street and interurban railways, owned 
by this company, and also cotton mills, knitting mills, flour mills, 
rolling mills,and machine shops; in fact, every phase of a busy 
manufactarirg city is provided for. 

This company also owns small hydro-electric generating stations 
at St. Catharines and Brantford, and may be said to control, almost 
exclusively, the business of supplying electricity in the Niagara 
District west of Niagara Falls and Thorold. 

The generating station of the Canadian Niagara Power Oo. was 
constructed between 1901 and 1995. This company is practically 
identical with the Niagara Falls Power Co., and altbough it distri- 
butes some 2,000 to 3,000 H. p. locally to various industries in Niagara 
Falls, Oat., it has not entered the long-distance transmission field. 
The generating station is of the wheel-pit type, with a tail-race 
tunnel 2,200 ft. long, and operates under an effective head of only 
140 ft. Tbe water is taken from the rapids immediately above the 
cataract, and although protecting works, submerged-arch entrances, 
enclosed forebay room, and sluiceways have been constructed to 
meet the difficult ice conditione, they are only moderately satisfac- 
tory, and a continuous winter service is maintained only by 
tren uous efforts and with considerable difficulty. 

The generating works are complete for 11 units, each having a 
nominal rating of 10,000 k. . P., end five of these are nc w installed. 
The turbines, of Swiss design, are ofthe vertical type, with draught- 
tubes and double n uuners, and the generators are 12,000-volt 
three-phase, 25.cycle machines. 
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station, all the varied electrical utilities of Buffalo, to the eztent 
of about 40,000 H.P., were operated from there United States 
stations, as are still tbe various interurban and scenic electric 
railways converging at Niagara Falls. 

On the Canadian side of tbe Nisgara River four large generating 
stations have been constructed recently; three of tbese are at 
Niagara Falle, and the fourth is at a point 12 miles westward. 

The Dominion Power and Transmission Co. (formerly the 
Hamilton Cataract Power Co.) first commenced to deliver power 
to Hamilton, Ont., in 1897, from a small staticn 12 miles wettward 
of Niagara Falls at the foot of the Niagara escarpment, and 
drawing ite water supply from the Welland Canal and thus from 
Lake Erie. 

This hydro-electric development utilises a hydraulic head of 
267 ft., and is a very economical one, as excessive expenditures for 
head-works were not required. This enterprise has a progressive 
management, and a growing market for. power has expanded it 
vntil, at the present time, the machinery equipment, including 
transformers, has a nominal rating of 38,400 нр. 

It is sn interesting feature of this generating station that tre 
turbines are entirely of European manufacture and design, being 
supplied by Italian and G+ rman me kers, as tbe earlier experiences 
with manufacturers in the United States were not satisfactory. · 

The electric current is generated at 2,400 volts, 663 cycles, and is 
transmitted to the surrounding towns snd cities at various voltsges. 
The chief msrket is in Hamilton, 32 miles westward, to which three 
pole-line, three-phase circuits, two of copper ard one of aluminium, 
carry power at 40,0(0 volts, In addition to this the company 
serves а network of street and interurban railways which it owns or 
controls, and supplies power and light in Brantford, Welland, St. 


This station is inter-connected with those of the Niagara Falle 
Power Co. by a large pumber of 11,000-volt underground cables, 
thus warranting great certainty of service; but the chief market 
for power is in Buffalo, The company has a transformer station, 
adjoinirg the generating station, with an equipment of 15 single- 
phase, 1, 250 xw. transformers, all mounted in one room; although 
these are arranged so as to be operated, if desired, at various 
voltages up to €0,000, tbe pressure used at present ів 22,000. 

The transmiseion system consists of steel poles, carrying two three- 
phase circuits of a'uminium cable mounted on cellulose insulators, 
and a third circuit is now being built. The capacity is 12,500 H. p. 
per circuit at 22,000 volts. At Fort Erie this transmission system 
has two spans of 1,600 and 2,200 ft., respectively, suspended 130 ft. 
above the water of the Niagara River, and it is understood that 
considerable difficulty was experienced in cable breaksge until 
elastic counterweighted suspensions were made at the end towers 
with suspended insulation at the centre tower. 


( To be concluded.) 


———— = 


Water-power in Hungary. — The formation is 
announced at Fiume of the Adriatic Electricity Co., with a pro- 
visional share capital of £166,000, for the purpose of utilising tbe 
watér-power of the Gaeska River, near Ottosae. It is intended 
shortly to increase the capital to £416,000, whilet a Paris financial 
group has taken over bonds representing £832,000. The under- 
taking is to be carried out under the auspices of French engineers, 
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FOREIGN. AND COLONIAL TARIFFS ON 
| ELECTRICAL GOODS. 


NEW UNITED STATES TARIFF.— Below we publish an extract 
from the new United States tariff which came into force on 
August 6th, 1909, showing the rates of duty now levied on 
certain goods in which electrical firms in this country may 
be interested, together with the rates which were formerly 
levied under the old tariff. One of the most interesting 
facts in connection with this new tariff is that, although the 
rates of-duty on electrical and other machinery remain 
unchanged at the rate of 45 per cent. ad valorem, and the 
rates on glassware, earthenware, &c., are similarly unchanged, 
reductions have been made in the various rates on iron 
and steel goods almost without exception. This fact is 
made all the more interesting since the United States is 
supposed to be essentially a Protectionist country and to 
have prospered under its protection system. As regards the 
remainder of the tariff, it may be stated generally that where 
any alterations have been made they have been in the shape 
of reductions in the previous rates. 
Old Tariff. New Tariff. 
Mica, rough, unmanufactured or ` 
only trimmed ... ut .. 6 с. per lb. & 50. per lb. & 
20 9, ad val. 20 % ad val. 
Mica cut or trimmed, mica plates 
or built-up mica, and all manu- 
factures of mica or of which 
mica isthe component material 
of chief value ... аз ... 12c. perlb. & 
20 % ad val. 
Common yellow, brown or grey 
earthenware, plain, embossed 
or salt-glazsd, common stone- 
ware and earthenware or stone- 
ware cracibles, all the fore- 
going not decorated in any 
manner ... x Э 285 
Yellow earthenware, plain or em- 
bossed, coated with white or 
transparent vitreous glase, but 
not otherwise ornamented or] (For altered 
decorated, and Rockingham }classification 
earthenware ... si ..| see below.) 
China, porcelain, Parian, bisque, 
earthen, stone and crockery 
ware, painted, coloured, &c. ... 
Ditto, not painted or decorated ... 
Common yellow, brown or grey 
earthenware, plain, embossed 
or salt-glased common stone- 
ware and crucibles, all the 
foregoing not decorated in any 
manner ... m i . 25 % ad val. = 
Rockingham earthenware not 
decorated T vs .. 40 95 ad val. — 
China, porcelain, Parian, bis que, 
earthen, stone and crockery 


ware: 
Painted, tinted, stained, 
enamelled, printed, gilded or 
otherwise decorated or orna- 
mented in any manner . . 60 95 ad val. — 
It plain white or without super - 
added ornamentation of any 
С, . kind вео ` eos сое aes 55 % ad val, Бран 
All other china, porcelain, Parian, 
bisque, earthen, stone and 
crockery ware not specially 
provided for in this Act: 
If painted, tinted, stained, 
enamelled, printed, gilded or 
otherwise decorated or orna- 
mented in any manner .. 60 95 ad val. 
55 % ad val 


10 c. per 1b. & 
20 95 ad val. 


25 % ad val. 


40 95 ad val. 


60 Ф ad val, 
55 95 ad val. 


If not ornamented or decorated 
Articles and wares composed wholly 
or in chief value of earthy or 
or mineral substances, not 
specially provided for in this 
section, whether susceptible of 
decoration or not: 
If not decorated in any manner 35 2 ad val. 
If decorated к? 85 ... 46 % ad val. 
Carbon, not specially provided for 
in this section ... iss jn — 
Electrodes, brushes, plates and 
disks, all the foregoing com- 
posed wholly or in chief value 
of carbon Кез б 88 — 
Carbons for electric lighting, wholly 
or partly finished : 
Made entirely from petroleum 


35 ad val. 
45 % ad val. 


20 % ad val. 


30 95 ad val. 


coke Sus e У; us . 100 ft. $0:35 
If composed chiefly of lampblack 9090 per M" 
or retort carbon iss ж Бе. » $065 


( To be continued.) 
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NEW PATENTS APPLIED FOR, 1909. 
| (NOT YET PUBLISHED.) 


Compiled expressi for this journal by Миввав. W. P. THOMPSON & Co., Elso- 
trical Patent Agents, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


20,840. Electrical divining rod." A. Warso. September 6th. 

20,3423. Means by which the swaying and spinning of electric shades are 
prevented," G. CLARKE., September 6th. 

90,878. ‘Improvements in controller-operating handles for electric cars.” 
E. К. Hormann. (Date applied for under Sec. 91 of the Act, April 8th, 1909, 
being date of application in United States.) September 6th. (Complete.) 

20,408. ‘‘ Improvements in electro-thermal garments for therapeutic por. 
poses." B.R.CHARLES. September 6th. 

20.413. Improvements in controlling devices for magnetic clutches.” D. 
DvossEeRIS. September Tth. (Complete.) . 

20,435. ''High-voltage ceiling rose with a detachable plug connection inde- 
pendent of the cover and base." А. Н. Snaw. September "ith. 

20, 474. Improvements in and relating to electric motors.” A. LrRMARN, 
September 7th. | 

20.496. "Improvements in electric clocks and like mechanism." d. B. 
BowELL. September 7th. 

а 3 "Improvements in electrical switches.“ H. W. Cox. September 


20,684. “Improvements in and relating to dynamo-electric machines. 
BritisH THomson-Houston Co., тр, (J. E. Noeggerath, United Btates.) 
September 8th. 8 


20,587. Improvement relating to systems of marine propulsion." A. G. 
Livxsar. September 8th. | 

20,596. ''1mprovements in or connected with electric switches." Н, R. 
BLACK. September 8th. 

90,656. “ Improvements in current distributors for the ignition devices o! 
internal-combustion engines." Finn оғ R. Boscu. (Date applied for under 
Bec. 91 of the Act, дүш 7th, 1909, being date of application in Germany.) 
September 9%. (Complete.) " 

20,666. ** Improvements in shade holders and the like for incandesoent electric 
lights.” C.ARNoLD. September 10th. 

20 706. '' vements in and relating to electrio belts.” Kara & Co., 
G. M. B. H., and F. Метгокв. September 10th. 

20,748. '' Improvements relating to the control of alternating.current electric 
motors." М. Мисн. September 10th. 

20,744, "Improvements in and relating to dynamo-electric machines." 
British THomson-Hovuston Co., LTD. (General Electric Co., United States.) 
September 10th. 

20,785. ‘Improvements connected with dynamo-electrio machines and 
internal combustion or other engines." C. В. WaALExR. September lith, 

20,786. “ Method of and means for making and breaking electrical! circulis 
or contacta," С, B. WALKER. September 11th. 

90,810. ''Electric comb-bell apparatus.“ 0. С. Ногтолка. September lità. 

20,815. “ Improvements in and relating to electricity meters." BU 
Bros. Dynamo Works, LTD., and F. LypaALL. September lith. 

20,827. " Improvements in and relating to dynamo-eleotric machiner] fer 
sarung pu „  AxT.Gzs. Brown, Boveri ЕТ Ск. (Date applied for 
under Вес. 91 of the Act, January 22nd, 1909, being date of application it 
Germany.) September 114%. (Complete.) 

20.880. “ System of central station control of the constants of meters on 
electric supply circuits." J. ZEITLIN. September lith. 

20,832.  ''Carbons for electric arc lamps." K. WEINERT. 
(Complete.) 

20,889. ‘Automatic selective switching apparatus suitable for use in tele 
phone exchanges." Е. R. McBrrty. (Date applied for under Sec. 91 of the 
Act, August 27th, 1909, being date of application in Austria.) September ПШ, 
(Complete.) 

20,840. ‘Automatic sequence switching device and its control.” J. E. 
Kinonavay. (Western Electric Co., United States.) September lith. (Ocm- 
plete.) 

20,841. "Selector switch suitable for the autcmatic and selective switching ol 
telephone lines.” J. E. KiNosBURY. (Western Electiic Co., United States) 
September llth. (Complete.) 

20,842. ''Automatio selective switching apparatus suitable for use in tele- 
phone systems.” J. E. KiwosBURY, (Western Electric Co., United States.) 
September 11th. (Complete.) еЗ” 

20.843. Improvementa in and relating to the regulation of electrical dis- 
tribution systems.“ British THomson-Hovston Co., Lrp. (General Ele 
Co., United Btates ) " 

20,845. “ Improvements in or relating to electro-magnetio friction brakes. 
Dick, KERR & Co., Lro. (R. Braun. Germany.) September 11th. (Complete. 


September Lith. 


PUBLISHED SPECIFICATIONS. 


ies of any of the ifications in the following list may be obtained 
ar Massa. W. P. сору & Co., 822, High Holborn, W.C., and at Liver 
poo! and Bradford ; price, post free, 9d. (in stamps). 


1908. 

CONTROLLER MECHANISM FOR ELKCTRICALLY-OPERATRD Cranes, Livrs AND 155 
лкк, Allgemeine Electricitits Ges. 19,596. August 90th. (Date арр 
for under International Convention, August 21st, 1907.) 

ELECTRIC BIONALLING Вувтғмв, H. C. Wilson and C. R. B. Clafüp. 1188. 
August 25th, (Date applied lor under International Convention, August 27th, 
1907.) 

Dynamo-ELEctric MacninFs, British Thomson-Houston Co. (General Electric 
Co.) 18,068. August 27th. 

ELECTRIC Inpuction Furnaces. Riéchling'sche Eisen-und Stahlwerke PET = 
Rodenhauser. 18,618. September Srd. (Date spplied for under 
national Convention, February 26th, 1906.) 

ELECTRIO Cranrs. J. Marshall, J. Fleming and R. B. Anderson. 21,811. 
October Yth. (Cognate application, 25,686/08.) 

ANTI-ViIERATION DEVICE ror ELECTRIO LionT PENDANTS AND THE LIKE, A. 
Newall. 22,003. October 17th. 

ELECTRICAL SWITCHES. F. В. Lodge and A. M. Lodge. 28,493. November ard. 


APPARATUS FOR ENUMERATING TELEPHONE CaLLSs. G. М. Benington. 15,035. 
Novenibér 6th. ; 


ELECTRO-GALVANISING APPARATUS BPECIALLY APPLICABLE FOR Garvaxisixa Rods 
TUBES OR THE LIKE. G. A. Beckett. 94,467. November 14th. 


TROLLEY Hk4D ков ELECTRIC Cars, C. 8. Bayley. 25,758. November 18%. 


DETACHABLE TERMINAL FOR HIGH AND LOW. Txxsion ELEOTRIO WIRES ON Moron 
Укшськв, L. Kirby, 26,420 November 7th, 
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AT HOME AND ABROAD. 


WE are all anxious to know the other man’s impressions 
regarding the industria] outlook. The holiday season in 
England is over, and we have all got our heads into busi- 
ness again ready to take full advantage of every opportunity 
that the trade season shall present. 

That electrical men of all departments have returned from 
their perambulations with a keen interest in subjects relating 
to their profession and industry, is evidenced from the large 
space that we are called upon to devote to “ Corres- 
pondence in this issue. We welcome few things more 
heartily than we do this willingness on the part of elec- 
trical engineers to enter spontaneously into the considera- 
tion of the matters, both technical and trade, that we select 
for their interest and edification. Nothing but good can come 
to an industry whose representatives take a live writing interest 
in its various concerns. Sometimes we hear of this or that 
well-known man who has views worth consideration on a 
subject of the hour, but he “ never writes to the Press," and 
80, excepting that his opinions sometimes receive attention 
over a postprandial cup of coffee, he is hiding his light under 
a bushel. We have more regard for the position of the man 
who “cannot” (or thinks he cannot) write, but who is 
bubbling over with ideas that he would impart to others, 
were he possessed of the telling ability. It frequently 
happens that when “ practical " (we believe that is the right 
term) men of this latter class do put their pens to paper 
editors find it well worth while to dot the i’s and cross the 
t's because of the value of the ideas they are able to express 
as the result of their practical experience in intimate touch 
with machines and apparatus, and those who operate them. 

Another reader who is more reluctant to communicate 
his views than we could wish is the electrical engineer resi- 
dent in the Colonies or in foreign countries. The whole 
world is getting nearer together every year, and the news 
from Home reaches these countries more quickly, so that 
there is really no reason why those who go ont from the 
Mother Country to poets in foreign parts should feel that 
they are out of touch with things. Often and often 
have electrical men on returning from the Colonies. com- 
plained to us that their several years’ residence abroad has 
put them out of touch with the men at home, and their 
systems and ways. Sometimes they experience consider- 
able difficulty in getting back into the running again. 
We put it to them that by engaging in interchange 
of thought in our pages from time to time, abont 
the questions of the moment, they will be more likely 
to know and be known when they return Н »me—if it ever 
by choice or perforce be their lot to do so. There are some 
Colonial electrical engineers who would be practically un- 
known or forgotten by the bulk of their confrères in this 
country but for the medium of the ELECTRICAL REVIEW. 

Unfortunately, there is a strange inability—we will not 
say unwillingness—on the part of some of our friends to do, 
when they reach their destinations abroad, all that they 
kindly promise when we bid them farewell. We wonder 
whether these gentle hints will be a reminder to some old 
friend who has developed the silent habit of the Colonial ? 
We voice the feeling of the whole electrical trade in welcoming 
all the news that is of any value regarding the electrical 


` possibilities of the world, and those of our friends who 


desire to assist the B:itish electrical manufacturer to maintain 
his position or to improve it abroad, have it in their power 
to show a preference by throwing off their silent attitude, and 
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in place thereof, contributing their quota to thia compendium 
of electrical information, whether their assistance take the 
form of criticism administered or advice given. Few 
matters discussed in our pages are of such ephemeral interest 


that the foreign reader need feel that his views are not worth 


sending because of the time occupied in mailing. We want 
the ELECTRICAL REVIEW to be more instrumental than ever 
before in maintaining the old familiarity between the Briton 
at home and the Briton beyond the seas. The more that 
intimate relationship becomes weakened the worse will it be for 
our chances of doing increased electrical trade, for the allure- 
ments of other countries which have already done much to nurse 
the British Colonies and their engineers, are not imaginary. 

But “ Correspondence” may be plentiful without being 
any sort of an indication as to the industrial position. More 
useful evidence in that connection may be found in the 
opinions expressed by those who are travelling about in the 
various centres of industry in the provinces. These are 
nothing if not hopeful, and we have no doubt that revival 
would have come in this country far more speedily and more 
markedly, but for the political unsettlement that prevails, 
and has prevailed for some months past. 

We observe in the Times © Electrical Notes” this week, 
this remark : “ The distinct improvement to be observed in 
the volume of electrical manufacturing business, may cause 
some qualified satisfaction in that it is mainly attributable 
to fierce competitive effort to obtain foreign orders." “ Тһе 
Home Trade,“ the writer proceeds, continues to be almost 
hopelessly dull.” We are glad, first, that the writer observes 
a distinct improvement, which is in accord with the 
news that reaches us, but while we аге regretful 
that the Home Trade is not yet in that 
much improved position for which we have all hoped 80 
long, we are more pleased than our contemporary appears to 
be that foreign orders are being secured. We have urged 
the necessity for the foreign campaign in season and out of 
season, and the recent articles that we have published dis- 
cussing new opportunities under ** Notes on Trade Abroad 
have, we are glad to know from various saurces, given an 
added stimulus to this activity. These articles have been 
read with interest by the right men, and we shall continue 
their publicatíon covering other fields where it i8 necessary 
for the manufacturers of this country to make bold efforts. 

For the Home Trade we shall hope for a more settled 
political pcsition before long whether there be a General 
Election or not. Governments that interfere with industry 
are bound to prolong nervousness and unsettlement. Irre- 
spective of what the actual cause may be that shall clear 
the political atmosphere, we feel that the clearing up can 
only be followed by a state of things which shall make more 
financial support available for legitimate enterprises enabling 
the already commenced industrial revival to proceed without 
hindrance. But the political position is far from being the 
only cause of the present lack of home electrical orders. 
Only this week it has been suggested to us that we should 
take a tour of certain parts of this country, noting the bias 
of some engineers for plant of Continental manufacture in 
connection with the installation of which the ordinary 
matter of price does not enter. We are confidently assured 
that this prejudice, coupled with a deficiency in the matter 
of salesmanship, loses far more business for us than do 
prices. Asa matter of fact, it is said that British prices 
for some classes of work are so undercut that the foreigner 
would not attempt to go below them. 


WASTEFUL DRIVERS. 


WHILE efforts are being made in every direction to reduce 
the consumption of energy per car-mile by means of multi- 
farious meters, hardly enough attention is paid to the prime 
source of the waste—the motorman himself. More frequent, 
Or more widespread appeals to his commonsense, an 
endeavour to recognise and to encourage a feeling of loyalty 
in him, might help the meters to do their work more success- 
fully. The inevitable first feeling of the motorman about 


meters is that they are spies, and, worse still, spies that 
cannot be circumvented. Signals may do very well to give 
warning of the whereaboute of a flesh and blood inspector, 


but the sneaking meter is there all the time, locked up in 


a cupboard, but all eyes and ears and never popping down a 


side street for a meal or a smoke. 

Now it is very hard to believe—in fact, it is incredible 
that more than the tiniest percentage of any body of motor- 
men will drive badly for the pure mischief of the thing. If 
they were unreasoning children, they might be imagined to 
do all the acts which waste current’ and damage the car for 
fan or from malice; but they are men of responsible age, 
who may be supposed. to have some interest in their vocation 
and to care a little for the affairs of their employers. It is 
not difficult to give any body of respectable men that 
amoant of credit, and it is both easier and more pleasant 
to do so than to brand the whole lot as a set of selfish 
scamps, whose anxiety is not to deserve praise but to escape 
punishment. Half the trouble in the world is caused by 
under-rating the man below one, and a good part of the 
balance is due to jealousy of the man above. But let us 
start by understanding the man below. Let us, if any- 
thing, rate him too highly, give him credit for virtaes 
which are dormant and undeveloped, make him above all 
think that we are prepared to trast him. 

Let us do this, and ten to one but we shall be surprised 
to find that he has qualities of much the same timbre ав 
our own, shades of quality indeed which we thought no one 
below ourselves could : 

Before threatening, shall we try educating ; before punih- 
ing, something more sympathetic than rules ? 

Just ав no one ever learned grammar or bridge from the 
rules alone, or law from Ácts of Parliament, so no motorman 
ever was taught his whole duty to his employer by studying 
the rules and regulations devised by the latter. 

Publish rules, by all means, but do not leave them to stick 
half-way in the driver's brains like whole maize in a chicken's 
craw. Pound them up, and help him to digest them, by 
example, demonstration, lectures, examinations of a suitable, 
not over pedagogic, type. Give him concrete example of 
economy and waste drawn from actual practice from his own 
and from other systems, circularise him with well-chosen 
extracts from technical journals, put the journals themselves 
within his reach, and make him feel at last that it is not à 
shameful thing to improve ; that the service of an employer 
is part of the service of God. 


How much the smaller economies mean 
to a business is well exemplified by the 
calculations concerning material scrapped 
before its time which appear frequently in all kinds of 
journals. The matter of brake-shoe waste has been mentioned 
in these columns more than once, but, probably not for the 
last time, it arises again ont of a paragraph in a recent 
number of an American contemporary. There, it ?* 
remarked that the foremen of different depóta on the sam 
system often have widely divergent ideas about the amount 
of wear which can be taken out of brake-shoes. In one 08 
the average weight of scrapped shoes was 9:5 Ib., while the 
average weight at a neighbouring car-shed was 17:2 10. 
but such extremes must be rare. It is undoubtedly 
true, however, that engineers and foremen in too many 
instances do not keep the jealous eye upon the sorap- 
heap which the possible value of the latter to ther 
employers calls for. 

One American company estimated that it would have to 
carry 40,000 more passengers yearly to recoup the loss ¥ 
would be occasioned if the car-house foreman scra 
brake shoes at 10 Ib. instead of at 6°3 lb. 

The same thing applies to every article which is subject 
to frequent renewal, and many a lesson has been learned, 
many a pound saved, and many a mechanical improvement 
made, by men who have kept both eyes on the scrap-heap. 


Saving the 
Pence. 
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PROTECTION AGAINST HIGH-PRESSURE 
DISCHARGES. | 


Or all the many problems that have taxed to the ntmost 
the ingenuity and skill of the engineer during the evolution 
of high-pressure transmission of electrical energy, probably 
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FIG. 1.— SECTION ABD PLAN 
or Moscick: CoNDENSER TUBE. 


none has proved more elusive, or been 
more earnestly debated than that which 
forms the subject of this article. In 
the early days, when 2,000 volts was 
called high pressure, and both the 
distributing mainB and the generating 
and transforming plant were of very 
modest dimensions, oscillatory dis- 
charges were unknown as such—they 
existed, no doubt, but there were so 
many other causes of breakdown, and 
Bo many breakdowns, that their pre- 
sence was not specifically recognised. 

The immense improvement in the 
construction and insulation of electrical 
apparatus during recent years, com- 
bined with the enormous increase in 
the pressures employed, has changed all 
this. Electrical apparatus has been 
developed to a pitch at which it is us 
reliable as any other class of mechanism, 
and all ordinary failures having been 
eliminated or “marked down" to 
their true source, the troubles due to 
oscillatory discharges have been isolated 
and identified—a process greatly aided 
by the progress made in a totally different direction, namely, 
the art of wireless telegraphy. 

The identification of the enemy, however, is only the first 
step; to frustrate his mischievous attacks has proved an 


even more difficult problem. At Lome” in this country, 
happily, where most of our cables are underground, and 
lightning discharges are less frequent and less violent than 
abroad, we have not been greatly inconvenienced b 

atmospheric phenomena; but in other parts of the Britis 

Empire, and in the United States, for example, where over- 
head lines are the rule, and the climatic conditions are far 
More severe, protection against lightning discharges and 
surges due to them is one of the most vital and pressing 
problems of the day. In visiting foreign installations, it is 
usual to find most elaborate and costly sets of apparatus 
in the lightning arrester room, which is regarded as an 
indispensable part of the equipment. But the wide 
differences existing between such jnstallations, and their 
frequent failure to fulfil their function, show clearly that 
the systems in vogue are stil far from attaining either 
uniformity or a high degree of efficiency. 

While we are, as mentioned above, less subject than other : 
countries to trouble from lightning, the almost universal use 
of underground cables in this country has brought with it 
troubles of its own, particularly as the length and capacity 
of the networks have increased ; for the sudden interruption 
or completion of the connection between a system of highly 
inductive apparatus, such as generators or transformers, and 
а network of cables possessing large capacity, is capable of 
giving rise to very violent surges and of producing extreme 
variations of pressure which may, and often do, result in 
breakdown. No system can be guaranteed against the occur- 
rence of such sudden changes in the circuit ; a short-circuit 
on the line, or the opening of a switch, may equally lead to 
the undesired effect referred to, and the only thing that can 
be done in this case also is to mitigate the risk by making · 
suitable provision for controlling the surges of energy. | 

Thus there are two principal cases to be provided against 
—oscillations and surges due to atmospheric phenomena, and 
those due to sudden changes iu the condition of an under- 
ground network of cables possessing large capacity. ! 

The apparatus usually adopted to protect against lightuing 
discharges generally consists of various combinations of 
spark-gaps and high resistances ; the former to disconnect 
theline wholly from earth at ordinary working pressures, 
and the latter to prevent an excessive rush of power current 
when the gap is bridged by a spark, and to prevent the 
establishment of a resonating circuit consisting of the gap, 
the resistance and the inductance of apparatus connected 
with the line, which may lead to precisely the fault which it 
is desired to correct. But the presence of the high resist- 
ance unfortunately largely defeats tha main purpose of the 
device, by choking down the cu'rent set up by a high-fre- 


Fic. 3.—A LARGE CONDENSER INSTALLATION. 


quency discharge so much that the pressure rises to excessive 
values. To cope with this class of discharge, capacity is 
necessary, which, while almost opaque to currents of 
ordinary frequency, transmite high-frequency currents with 


| 
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practically no obstruction to their flow. In the case of 
underground cables, what is wanted is a device which will 
веб a limit to the rise of pressure at the end of a cable, but 
which need not possess much capacity, the frequency in this 
case being comparatively low. To meet these cases the 
Moscicki condenser, described in our issue of September 27tb, 
1907, has been adapted, together with the Giles “electric 
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Еа. 5.— Unit ВЕТ oF 
GiLES VALVES. 


Fid. 4.—SzoT10N СР GILES 
ELEOTRIO VALVE. 


valve"; both of these devices are controlled throughout the 
British Empire by Messrs. Isenthal & Co., of 85, Mortimer 
Street, W., who have lately commenced the manufacture of 
the apparatus in London. | 

The construction of the condenser, in its latest form, is 
shown in fig. 1, p. 523, which gives a section cf a condenser of 
0 002 mfd. capacity, suitable for a pressure of 60,000 volta. 
As p:eviously explained, the dielectric consi:ts of a glass 
tube, thickened at the neck near the edges of the coatings 
where the maximum stress occurs, and supported by а 
porcelain insulator within a metal tube. The armatures of 
the condenser are heavy coatings of silver, the outer being 
protected by an additional coating of elec.ro-depositcd 
copper, and the space between the latter and the outer tube 
is filled with glycerine, which cools the tube. Substantial 
connections are provided, and each iuner armature has in 
geries with it a high-tension fuse, which isolates any faulty ele- 
ment without affecting the rest. The tubes—which are 
made in many sizes—are assembled in batteries, the cor- 
nections being carefully arranged £o as to give the minimum 
self-inductance ; fig. 2 shows such a battery, with the fuses in 
position, while fig. 3 shows a large i:stallation of similar 
units in a Continental power station. The number of tubes 
required may run into thousands, as in several cxisting 
stations abroad. 

The Giles valve, which fulfils the function of a potential 
limiter, is illustrated in figs. 4 and 5; tLe former shows a 
section of the device, and the latter a tet of valves assembled 
within an outer glass cylinder. The valve consists cf a 
high-pressure fuse, spark gap, hich resistance ard а series of 
zinc spark disks, separated by mica, the last dirk being 
earthed. The effect of a rise of pressure at the terminals of 


this device is firet to break down the spark gap and charge 
the condenser formed by the uppermost disk and the central 
tube, but the capacity being very small, the current is also 
small, and the drop of pressure across the gap and resistance 
is correspondingly small. If, then, the p:essure remains 
high enough to span the gap between the firet and second 
disks, a spark takes place there, producing a further drop of 
pressure, and so on until the potential difference across the 
main spark gap is insufficient to maintain conduction and 
the discharge ceases. The disks, as it were, overflow one 
after the other, until, in the case of an extremely heavy 
surge, the spark passes completely from top to bottom— 
but for a fraction of the whole period only. In any case, 
the obstruction in the path to earth is automatically adjusted 
to suit requirements. | 

It may appear that this device is subject to the objec- 
tion mentioned above as applying to the horn arrester with a 
high resistance in circuit—namely, that, if the resistance is 
high, the apparatus is ineffective, and if the resistance is low, 
resonance may occur. But, in practice, a number of these 
small elements are put in parallel, as shown in fig. 5, and as 
it is impossible, even were it desirable, to make these all of 
identical dimensions and properties, the individual elements 
come into action at different instants and resonance never 
occurs. Weare informed that the device has proved its 
efficacy in numerous installations both in this country and 
abroad. 

It remains now to show how these two apparatus are 
employed for the protection of cables, transformers, &c. The 
diagrams in fig. 6 illustrate the three leading cases : (4) the 
protection of a generating or sub-station connected with an 
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T, Transformer or generator; L, 
Overhead line; 8, Choke coil ; 
с, Condenser batteries; J, 
Water jets; 1, Automatic cir- 
cuit- breakers; C, Cable; a, 
Metallic sheath; v,, Protect- 
inz valve for T; Vg, Protecting 
vulve for C. 
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FiG. 7. — ABBANGEMENT OF 
PROTECTIVE АРРАВАТСЗ 
IN STATIOY, 


Fic. 6 —CONNECTIONS OF APPA- 
BATUS FOR PROTECTION OF 
CABLES AND TBANSFORMEBS, 


overhead line; (B) the same, with an underground line: 
(c) the protection of a cable at its junction with an over 
head line. 

In the first case, steady static charges are removed by the 
well-known device of a water jet, which, however, owing (0 
its high resistance, cannot cope with impulsive rushes of 
cnergy ; the Moscicki condensers, which practically earth the 
line to high-frequency discharges, but are almost impervious 
to ordinary frequencies, are next in order, and are backed ар 
with inductances which, on the contrary, are impervious oni) 
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to high frequencies and do not impede the working currenta— 
these are preferably connected on the line side of the switches, 
Lastly, the Giles valves are inserted between the switches 
and the transformers (or generators) to providea by-pass for 
‘slow but heavy surges due to short-circuits or the opening 
of circuit-breakers—surges which in this case are dangerous 
only to the transformers, and must be dealt with as shown 
by means of a device which renders excessive rise of pressure 
impossible. | 
In the second case, lightning discharges are not usually 
to be feared, but heavy surges are particularly dangerous, 
and may come from either side of the circuit-breakers ; a 
double set of valves, therefore, is required to protect the 
transformers on the one band and the cable on the other. 
Lastly, at a junction between overbead and underground 
maine, lightning discharges of high frequenoy must be kept 
out of the cable, which is therefore protected with con- 
densers and inductances. z a 
Referring back to fig. 8, where overhead mains leave а 
Bub-station as in саве (A), the water jets are seen on the left 


hand, the condensers in the middle, and the inductance . 


-¢ ils on the right. Fig. 7 shows the arrangement of a 
similar installation in section and plan. 

In the foregoing we have not attempted to deal ab all 
exhaustively with the theory of the system described ; for 
further details we refer to an article on the electric valve 
which we published in our issue of January 8th last, page 
51. We have, however, said sufficient to show that the 
system is embodied in thoroughly practical shape, and it is 
already being adopted on a large scale. For the reasons 
we have given, it should be of especial interest to users of 
high-pressure installations in all countries where lightning 
discharges are common and violent, such ss Canada, South 
Africa, &c., as well as to the owners of high-pressure under- 
ground cable networks every where. | 

The use of the Moscicki condensers for the improvement 
of the power factor in a.c. systems—a need which is making 
itself felt more and more insistently—has been explained in 
the article referred to above (September, 1907); but this, 

as well as the very widely extended use of these condensers 
in De telegraphy, is beyond the scope of the present 
article. 


ENGINEER REPRESENTATIVES IN THE 
COLONIES. | 


By E. KILBORN SCOTT, M. I. E. E. 


Ост in Australia the English specialist firms miss much 
business by not being represented, or else represented in 
an ineffectual way. "The best kind of agent for an engineer- 
ing firm is & qualified engineer having good address and 
some commercial knowledge. Certainly in Australia the 
man who can talk to a mine mechanic in the back blocks, 
and the manager of an electricity works in the city as a 
fellow engineer, stands the best, chance, and especially is this 
BO if the representative can take off his coat and start a 
piece of machinery going. If he can also get up at an 
engineering meeting and discuss papers convincingly, then 
so much the better. Australian engineers dislike being 
* talked at" by the man who has drifted into his job from 
a Clerkship in a shipping office, or from selling crockery, 


drapery, &.; and, furthermore, they don’t much care about 


passing orders to shipping houses that have built up a 
reputation on, say, the exportation of meat and wool and 
the im tion of furniture and dress goods. 

The shipping firm’s name, address, and letter heading 
may look well, and the. banker’s reference be above sus- 
picion, and yet if its legitimate business is on lines remote 
from engineering, it is best to let it “stick to ita last.” 
The feeling which is engendered by a shipping house 
suddenly blossoming out as engineers in an Australasian 
city, is much the same as if W. Whiteley, of London, Lewis, 
of Manchester, or John Barran, of Leeds, fixed an 
engineer's plate on their door, and tried to sell steam tur- 
binee, dynamos and cables, and tool steel. The genuine 


manager & few weeks ago, and 


7 

engineer in England wouldn't like it, and engineers in 
Australia don’t like it either. . 
Some specialist English firms have foolishly allowed them- 
selves to be represented in that way, whilst many more are 
not represented at all. The writer used to inform his 
Australian friends that the keenest buyers at home, such as 
the railway stores departments, manufacturers, &c., always 
purchased engineering and electrical plant from specialist 
firms, motors from motor manufacturers, starters from a 
firm making nothing else, arc lamps from & lamp firm, and 
80 on. They saw the point of the argument, but they said, 
Where are the representatives of your specialist firms? 
Where are their catalogues and price lists? The writer 
had to admit that many of our best specialists and most- 
truly English firms were quite unknown. ‘He tried to 
rectify it to a small extent by getting out some hundreds of 
catalogues, and distributing them to his students ; but this 
only went a little way, and the foolish duty on catalogues 
which was imposed about two years ago put a stop to it. 

The question is, hqw best to bring the names and manu- 
factures of the English specialist firms before buyers in the 
Colonies? As they are mostly in a small way, and run their 
businesses to pay, they are therefore unable to have a repre- 
sentative entirely to themselves. Possibly the best way 
would be for a group of smaller English firms to get together 
and appoint an engineer who has been out there some years, 
or who is “native born," to represent them. In Australia 
there might be one in each State, counting Tasmania with 
Victoria, and in New Zealand one in the north and one in 


. the south island. Ж 


Й 


CORRESPONDENCE. . 

Letters vecowed by us after 5 Р.м. on 'TUBEDAY cannot appear until 
the fi week. Oorrespondents should forward their communi- 
cations at ear dest moment. No letter can be published 


possible 
unless we have the writer’s name and address in our possession, 


Russian Trade. 


I have been much interested in the very excellent series of 
* Notes on Trade Abroad,” and especially the references to 
Russia. I take particular interest in that country, because a 
millwright ancestor, James Kilburn, built and equipped one 
of the first (if not the very first) woollen mills in Russia. I 
was also out there some 20 years ago. 

In the time of Elizabeth and Peter the Great and for long 
afterwards, England was practically the only country that 
did any business with Russia, and a visit to Archangel is 
very interesting, because of the evidences of our trade 
through that (at one time the only) Russian port. 

For miles the banks of the Dwina are practically English 
soil taken out as ballast by ships, and it is quaint to come 
across English types bearing names such as Smith and Jones 
who are во Russianised as not to be able to speak our 


language. | | 

The first dockyard that Russia had was established for 
Peter the Great at Archangel by Englishmen, and it would 
be a pretty safe thing to say that a Tyneside or a Scotch 
engineer had something to do with nearly all the early iron- 
works in Russia, and certainly Yorkshiremen started all the 
woollen mills, a^ | = 

‘How comes it, then, that the present machinery apd 
engineering trade of Russia and Siberia is so much in the 
hands of Germans and Belgians? What are our people 
doing to let Belgians get such a foothold. One can under- 
stand the Germans having a “ pull" by reason of easy rail- 
way communication. 

Some years ago I represented a Liége firm in this country, 
and it came to my notice that Brussela and Liége people 
had financed and engineered a number of lighting and 
tramway concessions and started a good many iron and steel 
works in Russia. | | 

After the Siberian Railway was completed there was a 
slump, and some of the 100 fr. shares went down to 30 or so, 
my own company being паці involved. І met the 

e informed me that the 
financial strain passed away long ago, and many of the 
shares are to-day nearer 300 than 100. 

| Е 
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One odd thing about the matter is that the Belgian 
firms went into the Russian business with the idea of sup- 
plying not only the original but also the extension plant ; 
bat it has turned out that the managers of the lighting and 
tramway companies and the iron and steel works are now 
buying extension plant wherever they can get it cheap and 

ood. i с, 


Of course, the Belgian and German firms always have & 
“big pull," because their machinery is во much in evidence, 
and their catalogues and price lists, printed in Russian, are 
sown broadcast. But it is never too late to mend, and 


especially at this season when the Russian people really 


show a friendly disposition, and want to get into closer trade 
relations. 

Our English constitution and freedom are the ideals which 
the people and their representatives in the Dama have in their 
mind to copy. I had a chat with two Russian engineers a few 
weeks ago who had come over specially to get into touch 
with manufacturers on this side, and they pointed out that 
one result of the new régime will be less restriction on the 
. Press. | 
Before very long Russia, which has now only a few news: 
papers of the Government Gazelle type, will have many more 
newspapers, and it is to England that the proprietors will look 
= printing machines, and the motor equipments for driving 
them. . 

Now the question is, are the English firms alive to the 
situation, have any of them ssles engineers on tbe road 


looking up- business, is there a single electrical firm in 


England, other than the Westinghouse Co., which has issued 
catalogues and price lists in Russian, and if not, why not ? 
If Englishmen were as well informed about Russian trade 
as they are abont the sensational political events, they would 
not be so badly off, and that is why your ** Trade Notes " are 
во valuable. The daily Press only retails stories which gives 
as wrong an impression of Russia, as say the sensational 
1 news in an average American paper gives of English 
ife. | 
Russia i8 a great country, and the Russians are amongst 


the most virile of the world. If all the nations of Europe 


were to invade Russia in turn they would make practically 
no impression. It is the least vulnerable of any country ; 
it is the farthest from that bugbear of good business— 
Socialism—it is a great country to trade with. — . 


The possibilities of trade depend primarily on population - 


and.revenue, and .here are a few figures which show Russia 


in very good light :— 


Area. Population. Revenue. 
Great Britain and Ireland ... 121,380 43, 200,00 £145,000,000 
Russia... xis ... 8,400,000 130,(00,000 £210,000,000 
German Empire .. 208,850 56,500,000 £109,000,000 
India ... T" .. 1,770,000 300,000,000 £85.000,000 
China ..  .. ... 1,500,000 400,000,000 — £15,000,000 
United States . 9,623,000 84,000,000 £146,000,000 


Germany and the United States are protected against us 


by tariffs and highiindustrial development. India and China- 


have immense populations, but the people have few wants, and 
they are far away. Russia, with many wants, an immense 
population, and the highest revenue of any country, is at 
our doors. 

I ask, again, how many English electrical firms have sales 
engineers on the road in Russia, and have catalogues and 
price lists in the language of that country ? 

E. Kilburn Scott. 


Carbon Brushes. 


teferring to the letter in your last issue, I may say I was 
for nearly two years the chief technical representative of a 
firm of carbon brush manufacturers with a world-wide repu- 
tation, and during that time I think I came into personal 
contact with nearly every designer of  direct-current 
machinery and almost every central station engineer in this 
country. The one thing that struck me most was how little 
attention was paid to the subject of carbon brushes, par- 
ticularly by central station engineers. It was quite a common 
thing to be told carbon was carbon, suggesting that there could 
be but little difference between various brushes, but when I 
replied that metal was metal, and then asked why people 
were во foolish as to use copper instead of iron, it began to 


dawn that there was more in the subject than seemed to be 
at first sight ; and when I told some of my friends there 
was a range of carbon brushes from samples with a current 
density. of 20 amperes per square inch to samples with a 
current density of 150 amperes per square inch it set them 
thinking furiously, particularly when the unsatisfactory 
working of some generator or motor was recalled. 

The subject of carbon brushes is not a very difficult one, 
but, unfortunately, no definite rules can be laid down, and 
experience alone must be the guide in the final selection. 
Carbon brushes have two functions to carry out; they must 
be able to carry the main current with as little loe as 
possible, and they must stop the current in the sbort- 
circuited coil by just having sufficient resistance to do во. 
Granted that these two conditions are fulfilled and there are no 
mechanical troubles caused by vibration and faulty brush- 
holders, it will be found commutation will be satisfactory in 
nearly every case. Г 

The great point to be remembered in selecting carbon 
brushes is to get those with just sufficient, resistance to stop 
the current in the short-circuited coil and as it is impossible 
to measure either the current in the coil or the reactance 
voltage in acommercial manner, it will be immediately seen 
how impossible it is to lay down any fixed rales. Some 
machines have very high reactance voltages, some low, 
depending more or leas on their working voltages, and in 
every case the correct brushes will just have sufficient resist- 
ance to stop the current in the short-circnited coil. If a 
brush of too low resistance is used, burning at the contact 
surface will be the result, accompanied by heating and 
sparking, while if a brush of too high resistance is used, a 
greater number must be employed, as the higher the темф 
ance, the leas current it will carry, and consequently the 
size of the-commutator and brush gear will have to be 
increased. Once carbon of the correct resistance is found, 
principally by the trial and error method, it is only then a 
question of employing a sufficient number, so that the carbon 
is working at its oorreot current density, which is generally 
well known for each brand. 

On the above lines it will be easy to explain why brushes 
may work well for periods even as long as 10 years, and in 
other cases why some will not work satisfactorily on any 
consideration. 


Lond NW Sarsfield W. Martyn. 
ondon, N.W. 3 


Electric Miners’ Lamps. 


Referring to Mr. Giraldus Jones’s letter in your present 
issue, I understand it to be the ** retort courteous " because 
the colliery data he expected were not forthcoming. 

As previously stated, I greatly regret that I am no 
allowed to publish the details of the costs referred to, but 
have written to another colliery for sanction to submit the 
results obtained at their installation. If I obtain permis 
sion, I shall be pleased to send the same to you, when, if 
you think the subject still of sufficient interest to your 
readers, you may kindly find room for the same. 

I thank you, Sirs, for your courtesy in admitting my 
letters to your columns, but wish to add that, although 
no one begrudges Mr. Jones the personal advertisement con- 
tained in the last clause of bis letter, it should, in justice to 
myself, be made clear that Mr. Jones and I have not been 
in touch for about nine years, hence his somewhat aiy 
deprecation of my figures, and his assumption that he has 
had a more extended experience than I have had, cannot be 
based upon definite knowledge on his part, and may not 
accord with facts. 

F red. J. Turquand. 


London, W. C., September 27th, 1909. 


Not Wanted in Australia. 


I think you would be doing a kindness to the many 
readers of the Review if you would make known the true 


state of affairs in Australia at the present time. 


Scores of engineers are coming out here owing to mie- 
representation of the real facts about employment, and on 
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Arrival here they find that it is just as difficult to get work as 

at home — in fact, more so. с 

Also it is more expensive to travel from one of thé few 
towns to another, the distences being very much greater. 

. All the men that I have met here complain that they have 
been “ had" by the glowing accounts they heard at home 
of. Australia. ~~ | DAMM" 

"The legislation of this country isso framed that it prevents 
any new-comer from taking positions such as mine 
manager, borough engineer, mine electrician, and so on. 

And if а man would and could fill in some time in any 
of the few shops, in the capacity of a fitter or machinist, &c., 
he cannot do so, on account of the trade unions, which 
practically run this country. f 

If he should get a start he is soon got rid of, if he refuses 

to join the union and become one of the crowd under the 
heel of union tyranny. ` | | 

To sum up, it is much more pleasant and far cheaper to be 
out of employment at home than in Australia. 

. This letter must not be taken as the grumbling of a dis- 
appointed engineer, or one ieolated case, as, personally, I am 
told I have been more fortunate than the majority. 


| | Milli-Volt. 
Sydney, N.S.W., Seplember 29th, 1909. 


Prospects in Chlle. 
Might I ask if any of your readers could give me some 
information as to the prospects of finding work in Chile? 


Would they be inclined to advise a young engineer with a 


knowledge of the Spanish language and plenty of grit in 
him, to go out, say, to Santiago on spec., having left on 
landing only sufficient money to keep him for a few weeks? 
Would he be likely to find work soon, and if willing to 
rough it at the start, till he was thoroughly familiar with 
the language and ways of the country, would there be 
a higher prospect before him than there is in this country 
for a. poor shift engineer without influence? 

' . Desalentada, 


. [An article on “ Life in Chile" was published in our issue 
of July 28га, 1909, p. 157. Another reader wishes for 
information as to the cost and conditions of living in Rio de 
Janeiro. Much information regarding commercial and social 
conditions in Brazil was given in a lengthy article in two 
instalments, in our issues of April 2nd, p. 571, and June 
4th, p. 944, this year.— Eps. E. R.] | AES 


‘ D Tramway Contributions to Rates. . 


In your editorial of the current week you remark that the 
L. C. d. tramways have made no contributions to the rates 


since they have been worked by the Couneil. The writer 


was evidently thinking only of contributions from net profits. 


The tramways, however, contribute very heavily as rate- 
payers, not only on their buildings, &c., but also on the per- 
manent way. In the year ending March 31st, 1907, rates 
on permanent way totalled £40,299, and they are still higher 
in the two years since, for which I have not the figures at 
hand. These payments and the maintenance of the track 


paving are, together, a very heavy subsidy to the rates. No 


other users of the public highway are subjected to such a 
toll, and so far from the London tramways being “ оп the 
rates,” as is frequently asserted, it is the motor-omnibuses, 
cabs, carriers, and other great users of the highways who are 
actually ** on the rates” as regards the maintenance of that 
essential part of the plant they employ. 

The magnitude of these charges is not insignificant. A 
few years ago the accounts of the largest omnibus and the 


largest tramway company in London—both worked by 


horses at that time—showed the following contrast :— - 
| Omnibus Co. Tramway Co. 


Per Per Per 
vehicle mile, passenger. vehicle mile. 


passenger 
Rites and taxes 0:103d. 0015d. | 0 678d. 0:070а, 
Road maintenance ... — — 0°581d. 0:060d. 
| Total 0103d. 0:0154.  1259d. 01304. 


Rates and taxes not being separately stated in the accounts, 


the ratio of rate payments was really greater than appears 


from the above figures. The totals, however, represented 
one-sixth of the total working costs for the tramway, and 
one-seventy-eighth part of the total for the omnibuses. Even 
with the new petrol tax the difference now can be little or no 
less. One principle of English highway law, I am told, is 
that the King’s ‘highway is free to all wayfarers, at the 
expense of the ratepayers, whose duty it is to maintain it in 
passable condition. 
passenger, who by the anomalies created by applying 


Elizabethan rating law to modern conditions, and horse 
tramway law to electric traction, is obliged to contribute to 


the maintenance of the streets for other users. 
It may be right that users should pay ; if so, all users 
should pay pro rata. It may be right that the use of’ the 


highways should be free; if во, it should be free to all users. — 
That one class only should be charged and none of the others 


cannot be right on any principle. | 
| d | Henry M. Sayers. - 
London, S.W., September 25th, 1909. | 


The Newfoundland Cable Dispute. 

As there are some inaccuracies in the editorial in your 
issue of August 20th last entitled The Newfoundland 
Cable Dispute," we feel sure that the editorial was written 
without your being in poseession of the facta. | 

In the first place, you state that the Commercial Cable Co. 
has already secured a landing at Port aux Basque for a cable to 
Canso. We would correct you in this by stating that the 
Newfoundland Government owns the cable between Port, aux 
Basque and Canso, and, therefore, the Commercial Cable 
Co. ta no landing at Port aux Basque. 

In the next place you refer to the Commercial Cable Co. 
as having “a monopoly of cable traffic passing over the 


It is not free, in fact, to the tramway - 


Newfoundland Government lines for a period of 25 years.. 
The- contract you refer to as a monopoly is nothing more or 


less than the usual traffic contract between connecting cable 
and telegraph lines, and in this case is merely an extension 
of a prior contract between the Newfoundland Government and 


the Commercial Cable Co. The Anglo Co. has its own land- 
line system in Newfoundland, and its own cable system to 
Europe and America. The Newfoundland Government also 
has its own landline system in Newfoundland, but no cable 
connection with Europe and America, and so it made m 
above-mentioned traffic contracts with the Commercial Cab 

Co. Hence your statement that the Commercial Cable Co. 
is given a monopoly is misleading. The Commercial Cable 
Co. merely enabled the Newfoundland Government to com- 


pete with the Anglo Co., and break up the Anglo's monopoly) 


of the cable traffic. ; 


You state it cannot be nnreasonable to permit persons or | 
corporations to compete on an equal footing, inferring ther¢- 


by that the Commercial Cable Co. has all the advantage. 


The answer to this is the same as above, namely, that the 
Newfoundland Government landlines joined to 

Commercial Cable Co.’s ocean lines compete with the Anglo 
Co. 8s system of Newfoundland landlines and ocean cable 
lines. In fact, so far from the Commercial Cable Co. 
having an advantage in Newfoundland, it is not allowed to 
compete with the Anglo on an equal footing, inasmuch as 
the Commercial Cable Co. is prohibited by its contract with 


the Newfoundland Government from soliciting, receiving or 
he Anglo Co., 


delivering cable messages in Newfoundland. aglo 
on the contrary, always has done this, and is still doing it. 


The Anglo Co. has upwards of 500 miles of its own land- 


line in Newfoundland, while the Commercial Cable Co. bas 
none, nor is it allowed to have any. 
The statement that by the making of the traffic, repeat 


. traffic, contract between the Newfoundland Government and 
‚ the Commercial Cable Co., the Anglo Co. is not allowed to 


compete ón an equal footing is absurd in view of the aboye- 
mentioned facts. Я 


You state that the Atlantic companies enjoy practically с 
equal conditions of working in Great Britain. In reply to 


this, we would point out that the Atlantic companies enjoy 
actually equal conditions of working in the United States. 
We have already made a complete answer to all that the 
Premier of Newfoundland has stated in his public inter- 
views. We would, however, refer to the statement on page 


Gi? 
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804 of your journal of the same issue in which your editorial 
appears, where it is stated that the Government has given 
them (the Commercial Cable Co.) the land they required. 
In reply to thie, we would say that we made repeated appli- 
cations to Sir Edward Morris’s Government for the grant of 
land called for by the contract, but without success, until 
the granting of the land was too late. We could not take 
the risk of not having the cable building and trench, &c., 
ready for the arrival of the cable-ship, and so we had to 
lease à piece of land on which to construct the cable building 
and bury the shore ends, and the cable is now landed on, 


and operated from, that land leased from a Newfoundland 


citizen. ' 

We think in fairness that the foregoing is entitled to the 
same prominence as was given to your editorial. We especi- 
ally think so because there is one fact with which neither 
you nor the general public are familiar, namely, that nearly 
twice as much English and Canadian money is invested in 
the securities of the Commercial Oable Co. and the Mackay 
Companies, at present market values, as is invested in the 
Anglo-American Telegraph Co. at present market values, 
even if it be assumed that all the securities of the Anglo- 
American Telegraph Oo. are held by English and Canadian 
investors, and yet several London newspapers have stated 
that the contract in controversy between the Newfoundland 
Government and the Commercial Cable Co. is prejudicial to 
thé interests of British capital without knowing or realising 
the large amount of English and Canadian money invested 
in this Commercial Cable system. 


Commercial Cable Co. 
FreD. Warp, Manager tn England. 


London, E.O., September 27ih, 1909. 


i 
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Unemployment. 


Several letters have recently appeared in your valuable 
per re unemployment, and one refers to attempts made 
ast year to organise the station engineers, electricians, 
draughtsmen, &., engaged in this country. This is true, 
and you probably remember me under the nom de plume of 
“Organiser.” The scheme entirely failed, and two in- 
fluential engineers who backed it were disheartened by resulta. 
It is impossible to organise those engaged in the electrical 
profession in this country, and time and money have been 
lost in trying to do so. Young men having rich parents 
work for nothing, the station superintendent is jealous of 
the shift engineer, the draughtaman at 25s. per week con- 
siders himself superior to the foreman at £8 per week, and 
so on. Jealonsy and. so-called respectability absolutely pre- 
vent combination, consequently you can buy a first-class 
technical man at 308. per week, and the whole spirit under- 
lying the profession appears to be “ please may I be allowed to 
breathe.” I was disgusted with theresulte. In America many 
electricians are earning three times the money paid here, owing 
to the “brotherhood” regulating wages, and not competi- 
tion. Until my confrères in the electrical profession learn 
from bitter experience to toe the line with the rest of the 
world's organised workers, and quit their smug reg bility, 
we shall still have high-grade, technical, educated engineers 
working for the wages of a navvy, and influence and 
favouritism surpassing brains and experience. | 
' The chaotic state of the whole electrical profession is 
*heart-breaking. An attempt was made last year to remedy 
this evil, thanks to the assistance of your paper. This 
attempt failed, is Se lack of adequate support, therefore 
those who complain have only Шеше {о 


Organiser. 


The letter of “ Electricity Supply" under the heading 
* Unemployment " in your issue of 24th inst., seems to refer 
to the correspondence which appeared some months ago 
in your paper under the title “ Proposed Engineers’ Asso- 
ciation." 

“ Electricity Supply " gays he has reason to know the 
matter has dropped.” Will you kindly correct this idea, as 
.I have been in communication with the whole of those who 
sent in their names in connection with the “ Proposed Engi- 


neers’ Association,” and in the course of a month they will 
have certain literature placed before them, as has 
beer promised. | 

g Status, 


Magnetising Current of an Induction Motor. 


The current taken by an induction motor is composed of 
two components :— 

1. The energy current, which performs useful work, aud 
varies in proportion to the output of the motor. 

2. The idle magnetising current, which is 90° out of phase 
with the energy component and performs no useful work ; 
this idle current is approximately constant at all loads. 

If the motor is ran without load at normal voltage and 
readings are taken of the watts and volt-amperes input, the 
magnetising current can be calculated by either of the 
following methods :— 


* watta 
(a) The no-load power factor cos ф = “yolt-amperes 


the magnetising current = no-load current x sine ¢. 
(b) Magnetising current 
= y Total current? — energy current?, the energy current 
watts 
applied volts ' 


The 15 amps. observed by ** Troubled " would not represent 
the true magnetising current, as part of i& would be energy 
current overcoming hysteresis and eddy-current losses ; these 
could be separated as above if the watts and volt-amperes 
were taken, but in this case each quantity would be les 
than above on account of the rotor being open-circuited and 
at a standstill. | ! 

Tbe logses in an induction motor are— 


(a) Copper losses in the stator and rotor windings. 
(5) Friction and windage losses. 

(c) Stator iron losses. 

(d) Rotor iron losses. 


(a) The copper losses increase in proportion to the square 
of the current taken by the motor, and could be determined 
as follows :— 

Clamp the rotor so that it is unable to rotate, and apply s 
low voltage to the stator windings, the rotor being short- 
circuited ; then the power taken will be practically all copper 
losses in the two windings. If sufficient voltage is applied 
to give fall-load current, then the wattmeter will show the 
full-load copper losses of the machine. 

(0) The friction and windage losses depend practically on 
the speed, so may be taken as constant. 

(c) The stator iron losses are independent of the load, a8 
they depend on the saturation of the iron and the magnetic 
changes. 

(d) The rotor iron losses are proportional to the slip. 
therefore there is very little increase up to full load, and for 
all practical purposes they can be considered constant. 

he losses (b), (c) and (d) will be given by the no-load 
test, as the power taken will be nearly all due to iron and 
friction losses, excepting a small portion which will be doe 
to copper losses; this should be subtracted from the watt- 
meter reading to give the true iron and friction losses. 

J trust the above will be of service to Troubled: of 
course, the results obtained will not be sufficiently accurate 
for experimental purposes, but will do very well for «B 


ordinary workshop test. 1. 5 


7 


being — 


What is an Electrician ? 


Referring to the correspondence in your issues of Sep- 
tember 10th and 17th, re above, this matter was of interest 
to me, inasmuch as in the number of your paper 1n which 
this question was raised, I had an advertisement for un 
electrician, and it may be interesting to the applicants to 
know the number and class of men who evidently consider 
themselves entitled to be styled electricians. 

In the first place, I may say that I fully agree with the 
editorial definition of an electrician, and the man who bes 
had the training and experience mentioned therein 1 the 
man suitable for the post advertised. 
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The number of applications received was 170, and they 
were made up as follows :— 


Electricians (as above) who have bad charge of a 


works’ plant zu 385 б diss *. 26 
Manufacturing engineers’ erectors or workmen (one . 

of these being &B.Bo.) . .. е isi wu 84 
Oentralstation men 885 ses is .. 80 
Wiring contractors' men... aes s - .. 82 
Men in charge of hotel or private house ligh — 12 


ting 
Men who obviously had written on the off chance” 28 
Wiring contractors who wish to give up their business 
for a permanent job ... “as ess M. ase 8 
Total = 170 


In selecting a man for any given position, there is no 
doubt that much depends on the manner in which the appli- 
cation is written, and probably many a good man has missed 
a situation by the ill construction of his letter, and certainly 
in the present instance—even taking into consideration the 
moderate wage offered and the class of men likely to be 

-—many of the letters condemned the applicant at 
once. A good number of applications were written on odd 
Pieces of paper torn out of copy or memorandum books, and 
these from men in apparently steady work. I can under- 
stand that to men out of work, the cost of notepaper even is 
a consideration, but I think it would be well if, when they 
were in work, they would think of the time when their job 


would be finished, and lay in a little stock of suitable paper 


and envelopes for future applications. Perhaps some will 
think that this is of trifling importance, but in these days 
nothing which will forward the chance of obtaining a job 
should be neglécted. 

Five of the applications—one of them from apparently a 
suitable man—were so badly written that the address and/or 
the signature could not be deciphered, and life is too short tor 
spending a lot of time in studying handwriting of this sort. 

A question which has often been put to me is :—“ Ig it of 
any advantage to enclose a stamped addressed envelope ? ” 
Personally, I do uot think it is, for if an employer considers 
an applicant is likely to suit him, he will not object to spending 
a a penny on a stamp; on the other hand, I know from personal 
experience that one does not always receivea reply by enclos- 
ing a stamped addressed envelope. In the present instance 
six applicants enclosed stamped envelopes, and these have 
been posted. 

It was a matter for surprise to find that in spite of the 
notice at the head of the Situations Vacant column, no 


less than four enolosed original testimonials. This is a very 


risky thing to do, for originals are likely to be mistaken for 
copies, and, in the case of unsuitable applications, subse- 
quently destroyed. I might mention that each of the four 
omitted to enclose a stamped addressed envelope for the return 
of their papers. They have, however, been posted. 

Two young fellows, both of whom are employed in the 
stations of different power companies, stated that they 
were not afraid of the juice " ; and while 1 do not altogether 
disbelieve them, I am afraid the statement would not be 
taken as a recommendation. The Employers’ Liability Act 
is & serious matter, and one cannot afford to engage 
persons who profess not to have much respect for voltage. 

In conclusion, I would advise men who are applying for 
situations of the class indicated above to write their appli- 
cations on foolscap paper, and to write on one side only. 
True, foolscap is usually sold at d. per sheet, but for this 


urpose it is worth it. 
P W. H. B. 
September 27th, 1909. 


The Measurement of the Insulation Resistance of a Live 
Three-wire System. 


In your iesue of the 17th inst. Mr. Stuart A. Russell 
described Prof. Rousseau's method of obtaining the sepurate 
values of the three components in the combined insulation 
resistance of a three-wire network to earth. 

I have employed this test personally on several occasions, 
bat have not found it satisfactory except during periods of 
very light load. The variable resulte obtained at other times 
have been due, I think, to the unreliability of the assumed 
ratio of the voltage of one side of the system to that of the 
other. It does not necessarily follow that, because a certain 


ratio exists between the voltages at the central station, for 
example, this ratio is a constant throughout the system. I 
have found on several occasions when testing that the neutral 
has had a positive potential to earth at one point, and at the 
same time a negative potential to earth at another point of 
the system. | 
Referring to his formula for obtaining the combined 
insulation resistance to earth of a live system, Mr. Russell 
states — This method can be applied at any point of the 
system, and it is not necessary to interrupt the earthing con- 
nection when making the test, &., but he omits to point 
out that if the earthing connection be not interrupted during 
the test, the result obtained will be the combined insulation 
resistance of the network and the earthing connection in 
parallel with it. Mr. Russell probably thought that the 
necessary correction was obvious, and for the moment forgot 
that a mains engineer is often too busy to verify the formule 


he may wish to employ. | 
| Daniel Shirt. 
Birmingham, September 27th, 1909. . "a 


` Electric Laundry Irons with Indicators. 


With reference to your correspondent's letter from 
Adelaide on the above matter, we think that the plan we 
have adopted in this connection (which was shown by us at 
the Franco-British Exhibition last year) would probably 
meet the case. 

Our experience is that the best point from which to feed 
electric irons is overhead, and not from a wall-socket at 
table level. We therefore arrange a ceiling rose with a 
ceiling switch alongside, operated by two cords hanging at a 
convenient height over the centre of the ironing table, with 
a small red lamp connected in parallel with the ceiling rose, 
во that this is always alight when the switch is turned on 
and the iron in circuit. A light spiral spring attached to 
the flexible cord serves to take up the slack and enables. 
the furthest corners of the ironing table to be reached 
by the iron, with an entire absence of any slack flexible in 
any position. The red lamp need only be a 5-с.р. lamp, 
and can be under-run to the extent of some 20 per cent. or 
30 per cent., in which case the current consumption is quite 
trifling and the life of the lamp exceedingly prolonged. This 
removes any porsible objection from the supply authority on 
the score of obtaining light from the heating cirouit. We 
have found this plan angwer admirably in practice. 

: 3 Rashleigh Phipps & Co. 


London, W., September 28th, 1909. 


Water-Power Development. i 


I was interested to see in your last issue the statement 
that orders for large vater-power plant for Canada had been 
secured by Messrs. Jens Orten-Böving & Co., the bulk of 
which they would bave manufactured in Sweden. mu 

But your remarks in * Notes on Trade Abroad” might 
lead your readers to infer that there are no “hydraulic 
specialists in this country, with the exception of imported 
Continental engineers, which, to say the least of it, is hardly 
correct. | 

Water-power engineering has been carried on in Britain 
by a number of firms for 50 years; some of these firms in 
the North of England snd Scotland have most successfull 
designed and constructed water-power plante, and althongh 
most of these are not nowadays considered large as com- 
pared with what you described, they require nearly as much 
technical knowledge and experience to carry out; and, 
therefore, the designers are entitled to be called ** hydraulic 
specialists.” Я 

It seems а great pity to me that you should publish а 
Statement that if any water-power development work has 
to be designed or carried out in this country, it is necessary 
to import foreign engineers to do 80. 

My own firm certainly claim to be “ British hydraulic 
rpecialiste," as they have for years past devoted special 
attention to the design and construction of plant of this 
nature, and have carried through a number of good-sized 
contracts in which the whole of tLe work was designed by. 
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Englishmeh, a very considerablé portion manufactured in 
the British Isles, and only certain portions, which at the 
present time ib is nearly impossible to get mannfactured in 
this country, have been purchased abroad. 

In one case I supplied a 8,000-в.н.р. unit for direct 
coupling to А.С. generator, complete with steel pipe line, 
expansion jointe, and all usual accessories, which has been 
installed abroad as an extension to a Continentally designed 
and constructed power station, and the reporta which I have 
received regarding the working of this plant, in comparison 
with the existing Continental seta, conclusively prove that 
the successful design of water-power plant is not exclusively 
confined to foreign engineers. 

James Gordon, A. N. I. M. E. 


London, E. C., September 28th, 1909. 


.[We can only imagine that our correspondent has not 
carefully read—if at all— our commenta on ** Hydro-Electric 
Possibilities " in ** Notes on Trade Abroad" (gee ELECTRICAL 
Review, September 3rd). We think that careful refer- 
ence to these will show that he is labouring under a 
misapprehension as to what we have said. We quoted our 
visitors remarks as showing the impression that is held 
by some engineers at home and by authorities abroad who 
have the placing of business in their hands. We never have 
shat our eyes to the achievements of home manufacturers of 
hydraulic plant ; indeed, we referred to these in the course 
of our article, and said that we British engineers * must not 
let it be imagined that we are by no means ignorant of 
hydro-electric engineering matters." Does Mr. Gordon desire 
to hold editors responsible for opinions expressed by their 
correspondents ? —Enps.] | 


Testing Condensers for Leakage. 


I do not wish to discourage a newcomer to our profession, 
and should have left Harbee's letter unanswered, but for 
the fear that it might mislead some of our younger engineers. 
Let me, therefore, briefly point out that the effect of a given 
quantity of salt water passing into a bank of boilers with the 
feed water, depends chiefly on three conditions of service : 
the class of boiler, the nature of the load, and the rate of 
evaporation. 

I have in my own experience found the maximum allow- 
able amount of salt per gallon in the boiler to vary 1,000 
per cent., from 200 to 2,000 grains per gallon, the worst 
conditions being when water-tube boilers with a very small 
steam disengaging surface and capacity have to supply a 
heavy and flactuating load. 

In such circumstances, I have found that the lesser 
quantity mentioned above is sufficient to cause violent 
priming. I can assure Harbee" that it does not take “a 
good sized gap to pass enough salt water in half an hour 
to bring the density in the boilers up to this limit. As a 
matter of fact, I have fonnd that a hole of } in. diameter 
in a single tube will do it, and such a Hole will occasionally 
show up suddenly through the tube becoming thin and then 
bursting through. | 

Such a gap will not need a chemical test to locate it (as 
* Harbee" rightly claims) but it will show itself up im a 
moet unpleasant fashion. It is, however, advisable to adopt 
some less clumsy method of detection. 

In conclusion, let me beg Harbee" to remember that 
in engineering, as elsewhere, “ circumstances alter cases.” 


В. Somerville Bayntun, A.M.I.C.E., &c. 
Mersey Railway Power Station, Birkenhead, 
September 28th, 1909. 


Views on a Review. 


May I be permitted to make a few remarks in reference to 
a—I wil not say / uf criticism on Mr. Ibbetson's little 
book ? 

The reviewer avails himself freely of his opportunity of 
using the majestic or editorial plural in order to lend weight 
to his remarks, but, not content to hide his light permanently 
under a bushel, condescends to sign his initials—perhaps not 
caring to adorn his lucubration with his full name. I should 
like to suggest, with all due deference, that his- apologise 
—their views on prefaces affect the value of a book not at 
all, and are of little interest to readers apart from their recog- 


nition of the possible existence of © a friendly and competent 
reviewer," while the quotation is a very dangerous one to ове, 
It has a nasty spike at both ends. The remarks on the book 
itself are a series of brief commendations of whole chapters 
at a time mixed with lengthy exposures of generally minor 
errors, some of which are probably undetected compositors’ 
mistakes, and not one is likely to seriously mislead. 

Take, for example, the reference to page 97 : The golden 
flame . . isduetovapours . . . produced by the heat of 
the arc." Does your critic infer that the vapours are nof 
produced by the heat of the are? Does he wilfally or 
ignorantly misread the sentence ? Or is he merely splitting 
hairs about “ Terminological inexactitudes ? ” 

If your reviewer should be unfortunate enough to stop в 
boot travelling at a somewhat high speed; would he be under- 
stood if he stated that the resulting discoloration and 
aggrieved state of mind were produced by the kick, or would 
he think it necessary to talk about congested capillaries,” 
* nervous impulses,” &c., connecting cause and effect ? 

True, there are more things mixed than flame arcs 
(pretty phrase), and vapouring is not their monopoly. 

c.c. joints! Yes, I have had to deal with these high- 
speed ” joints, after erection, too. Like the steel, they may 
work hot, but woe unto them when in damp places, and woe 
unto the man in charge. There are joints and joints, just 
us there are competent as well as carping critics. 

There is very great need of a book, in less than three 
volumes, dealing with the subject in question, and the 
writer, in common with many others, has welcomed Mr. 
Ibbetaon's little work, and this in spite of ita faulte, Мау 
there soon be a second edition with these rectified. 

Readers of the ELECTRICAL REVIEW are used to ceeing 
fair criticisms, but one cannot feel that this book bas been 
dealt with in an impartial or even fair, let alone friendly, 
manner. i 

Fair Ple). 


[While the taste of our correspondent’s remarks might be 
criticised, we will content ourselves with pointing out thut 


his quotation regarding the flame arc, by omitting words _ 


essential to the point made by our reviewer, completely begs 
the question. We have satisfied ourselves that the review 
is fair, while we are certain that the reviewer was not actuated 
by malice ; of his competence there cau be no question.— 
Eps. E.R.] 


Tramway Power Tariffs. 


As to whether the assumptions in my comparison of 
Glasgow and Manchester traction costs are questionable, I 
am quite content to leave unbiased readers to j adge. 

You say I increased the Glasgow loan charges to a hypo- 
thetical amount. Quite so. The hypothesis, however, was 
based on a sure foundation. Glasgow obtained a longer term 
than Manchester for repayment of debt. Is then the caprice 


of Government departments in sanctioning loans not to be 


taken into account in comparing coste, when those coste 
include loan redemption charges? 

Further on you state that I make no allowance for ort 
head equipment at Glasgow.. You are in error. The capital 
outlay taken from Glasgow’s accounts (page 24) is obviously 
exclusive, and properly so, of overhead equipment, which, in 
towns like Manchester, is found by the Tramways Com- 
mittees. Proof of this can readily be seen in the detailed 
statement of capital acconnt. 

Regarding your remarks on rates, &c., I quite admit that 
Scottish undertakings generally pay more, proportionately, 
in rates than English undertakings. The allocation 1n 
Glasgow, however, ав between generation and distribution 
on the one hand and tramway operation on the other, 18 
so glaringly incorrect, apart from percentages on capital, 
that it is a waste of time to рогвпе this further. — 

Again, I fail to see that there has been a “significant 
silence“ as to the traction proportion of Manchester s depre- 
ciation. In your earlier comments you said definitely there 
was no counterpart in Manchester to Glasgow's provision 
for depreciation. Now that you are shown to be incorrect 
on this point, you still throw doubt on the allocation 85 
between lighting and traction. 

I feel compelled to say that the accounts rendered against 
the Manchester Tramways Committee have always, and 


Ada, 
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particularly in recent years, been subjected to very searching 
examination, notably by the general manager, who thought 
that Manchester might possibly have done better with a 
separate traction station. At last, however, after exhaustive 
discussion they were fully convinced that combination had 
been justified. Facts and figures were produced to an 
extent which is impossible in a newspaper controversy, 
and I submit that in the case of Manchester the tram- 
way manager is of necessity a better judge of the questions 
discussed than anyone can possibly be writing away from 
the locale. | | 

Finally, I note that уоп make no rejoinder {о my com- 
ment on your assumption of costs being equal, despite differ- 
ences in physical conditions, financial policies, &c. 

. Mr. Yerbury, in his comments on tramway power tariffs, 
completely misses the point at issue. He says my observa- 
tions respecting Sheffield’s coste may be open to incorrect 
interpretation, and he somewhat irrelevantly notes that 
Sheffield’s accounts are drawn up in the standard. form. 
That is not disputed. Whether I have brought Manches- 
ter's costs down to Sheffield’s basis, or raised Sheffield's to 
that of Manchester, is immaterial, provided that I use the 
correct data for making an equitable comparison. As it is 
ehown below that there are certain omissions from the 
Sheffield basis, I consider the truer comparison is obtained 
by bringing Sheffield into line with Manchester. The point 
is that the latter’s charge for traction energy in the Bloom 

area (this being the area fairly comparable with 
Sheffield) is on the basis of inclusion of all charges incidental 
thereto, and is for net quantity delivered, whereas Sheffield's 
accounts, as published, do not, according to Mr. Fearnley, 
the general manager, include all items corresponding to 
those in Manchester, and they farther show that Sheffield’s 
cost is not calculated on the net quantity delivered, the 
figure used as a divisor being the gross quantity generated. 
To particnlarise, Sheffield'a cost for the year, 1908, as 
published, amounted to £36,730, and to these, for com- 
parison with Manchester, must be added (1) local rates on 
duets, feeders, cable, &c., £1,547, and (2) income-tax, £418 
(both as estimated by Mr. Fearnley), £1,965; making a 
grand total of £38,695. . 
On the exclusion of items (1) and (2) from the published 
costs I offer no comment, but insist that if included in 
Manchester's charge they ought, during comparison, to be put 


against the Sheffield costs, instead of being left against ithe — 


general operating expenses of the tramways. Having now 
arrived at a total expenditure, it is necessary to put the 
quantities of energy in Manchester and Sheffield on a common 
basis | 


Manchester sells current at the D с. traction bus-bara, and 

its Bloom Street area is во compact that the losses in trans- 
mission do not exceed 6 per cent., whereas Mr. Fearnley 
puts the Sheffield figure at 10 to 12 per cent. 
The total units generated in Sheffield during the year 
1908 were 13,192,575, and the units used in works were 
1,008,714. The unite lost, in transmission in Sheffield over 
and above those in Manchester's Bloom Street area were, 
say, 6 per cent, or 791,554. Adding these together we 
have 1,795,268, which taken from the gross quantity gene- 
rated leave a figure, comparable with Manchester, of 
11,897,307. 

Dividing the above-named total cost of £38,695 by the 
11 million odd units just shown, we have a cost of *81d. per 
anit, instead of the oft-quoted figure of 668d. 

Mr. Yerbury's remark as to Sheffield’s costs being 
raised arbitrarily, acoording to my own judgment, is point- 
less, seeing that I have merely taken published data, and 
supplemented that by further data kindly given by his own 


manager. 

Surely both parties to this discussion are anxious to 
arrive at the truth, and when it is known that the propor- 
tion for rates and taxes shown in Sheffield’s costs does not 
include certain items clearly attributable to power supply, 
then such items ought for fair comparison to be admitted 
at once. Also, if, in one case, gross generated figures are 
used, and in the other net figures, no valid reason can be 
given against putting them into line. | 

As to the subject-matter of Mr. Yerbury's forthcoming 

per, which will, no doubt, be both interesting and helpful, 

wil only say that there is nothing debatable in the 


inclusion of such items as Sheffield’s rates on ducts, 
cables, &c. 


AE - § L. Pearce. 
Manchester, September 27th, 1909. 
. ^ [While it is clear that we shall not agree with Mr. 


 Pearoe's system of comparison between the Manchester and 


Glasgow tramways power costs, nor that the Manchester 
tramways undertaking could not have eus energy 
since 1902 more cheaply than it has purchased it—every- 
thing considered—other matters arise which directly affect 
the points raised in our original article. | 

. Manchester, with its 67 million units ontput, its 
40,000 Kw. of plant in large and economical sets, its all 
day and all night power load, cannot apparently afford to 


supply traction energy on a 32 per cent. load factor. at 


lees than 1d. per unit. TE | 

Mr. Lewis Slattery, of Oldham, in a report of November, 
1908 (when the prices were somewhat higher) included 
two tables, which we reproduce below; one shows 
the terms on which towns in the neighbourhood. of. 
Manchester were supplying much smaller quantities on 
worse load factors ; the other gives some statistics regarding 
tramway undertakings having their own power plants. 


Tramway Undertakings within a radius of, say, 30 miles of Oldham 
supplied by combined Lighting and Traction Stations. ' 


! 


Price peid Groes Load тое cables 

" g to and 

ENS B 0 . anit. | oonsumption.| factor. | maintained by 
Ashton 1°25d. 623,913 | — | Tramways Dept 
Bary 1 004. 2,639,874 | 21% | Tramways Dept 
Bolton 1*10d. 4,110,085 | 26 Tramways Dept 
Burnley 1:254. 2,485,800 | 24:51 95 Electricity Dept 
Blackburn 1:40d. 2,023 577 — Tramways Dept 
Halifax 1:884 3,487,643 | 18/6 „ ' Electricity Dept 
Manch'ter 1:143d 29 955,070 | 327 % | Electricity Dept 
Salford 1°30d. 3, 575,959 — Electricity Dept 
Btockport 1'254 2,041,084 26 22 95 | Electricity Dept 
Rochdale* 1°00d. 2,064,318 | 192% | tramways Dept 
Oldham 1:50d 3,888,404 | 27% | Tramways Dept 


* For every 100,000 units over 700,000. 


Tramway Undertakings having their own Power ‘Stations 


| T 
Town. | 5 ч Ton eon. Load factor. 

| consumption. i charges. 

! 
Belfast .. 7,402,175 70d. | 83d. |, 216% 
Birkenhead ... | 506, 74d. 1037 d. 2544 % 
Bournemouth... 2,643 399 | 108d. 1:6261.* — 
Cardiff 4,470,748 968 1. "62d. 371% 
Glasgow ... | 29,150,391 353d 1°191d f 38:8 € 
Huddersfield... 4,097,370 38d. 65d. 48 $ 
Hull. sida 3,617,096 74d. 93d. 31 16 Y 
Leeds 13,231,781 391d. 80d. 38:23 Y 
Leicester 5,276,670 985d. 27% 
Preston 1,350,828 884d. 7d. 52 95 approx 
Sheffield 12,188,861 894d. 668 d. % 


» High works costs attributable to price paid for and heavy freight charges for 
coal. + Due to inolusion of £47,500 depreciation. 


Mr. Slattery, with an intimate knowledge of Oldham 
conditions, considered that tramways energy (less than four . 
million units per annum) could be profitably supplied at 
ld. per unit, and in view of the tabulated figures given 
(even thongh they may not be strictly comparable) one can 
hardly doubt that there was some justification for his con- 
clusion. Even the Portsmouth tramway plant, using fuel at an 
average price of 20s. per ton, succeeded last year in supplying 
2,590,000 units at 924d. per unit, inclusive of capital 
charges. | 

Mr. Pearce suggests that we ignore the varying conditions 
of tramway operation ; we submit that in the load factor 
and capital charges these conditions are largely represented. 
As regards the rating of tramway power plant, we think Mr. 
Pearce will find that the Glasgow plant is not the only one 
which can show a comparatively small assessment.— 
Eps. E.R.] 
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The Coefficient of Self-Induction. 


In your issue of August 6th there appears a review of our 
book “ Vectors and Vector Di " which unfortunately 
escaped our notice at the time, owing to the holidays. While 
we do not wish in any sense to call in question the fairness 
of your reviewer’s comments, we think that he has raised one 
point of considerable importance to electrical engineers, which 
should not be allowed to remain as an expression of individual 
opinion only. 

We refer to your reviewer's statement that he is unable to 
accept our treatment of the coefficient of self-induction as 
outlined by Maxwell, which we have expressed as a complex 
quantity when it occurs in vector equations. The definition 
of Maxwell's coefficient, as quoted by your reviewer, is as 
follows: That length which, multiplied by half the square 
of the current in the coil, gives the electromagnetic energy 
due to that current, stored up in the field.” This definition 
does not appear to us to be inconsistent with the use of a 
complex number to express the coefficient. For, in, the case 
of an alternating-vurrent circuit in which iron losses affect 
the value and phase of the current, the ratio between that 


current and the magnetic flax undoubtedly involves a com-, 


plex number. By excluding iron losses our form of this 
coefficient at once reduces to a simple number, as is shown 
on page 84. 

If our view is not correct, it would seem that the use of 
this coefficient by writers of more importance than ourselves 
(for instance, Dr. Kapp) has been a mistake, since in ordinary 
electrical engineering formule these writers appear to in- 
clude in the coefficient the relationship between current and 
flax. For this reason we think that this matter is of 
material importance to the electrical engineering profession, 
and we .hope ie your reviewer will clear up for us his 
misgivibgs on the point. 

"RUNE E C. F. Smith, 
William Cramp. 
Municipal School of Technology, | 
Manchester, September 27th, 1909. 


I have read with much interest the above letter. I 
entirely agree with the authors that the question is one of 
great importance. Taking warning from the fate of Satni 
in * False Gods," I must decline the invitation to become 
an iconoclast. The high priests declare that copper coils 
near masses of iron have *'gelf-inductance." A little 
wisdom ” shows that it is practically impossible to calcu- 
late this self-inductance. Even if it were possible it 
would be a far too complicated function of the current to be 
of any use. Great wisdom may show that it is advisable 
to inculcate a beNef amongst youthful electricians in the 
horrible fetish of a constant self-inductance near masses 
of iron. If this be the case, I have not yet attained to 
* great wisdom," and still attempt to teach the young why 
the assumptions generally made by the priests in order to 
simplify theory often give results which are approximately 
trae. 

I fail to see how the ratio between current and flox can 
ever bea complex number. If it is, then, surely, either one 
or both must be imaginary, and 1f 8o, why bother about 
them ? 

Your Revlewer. 


— — ———— 


Mining Apparatus. During the recent session of the 
Institution of Mining Engineers at Newcastle, a quantity of 
apparatus designed for use in mines was exhibited. 
Мұззвв A. REYkOoLLE & Co., LTD., of Hebburn-on-Tyne, showed 
their standard safety ironclad switchgear, box-type  wrought- 
ironclad switchgear, the Merz-Price system of protection for 
cables, and various oil-bresk switches, gate-end boxes, &c. A 
demonstration was given of the igniticn of a mixture of gas and air 
ina cast-iron box with wide metal-to-metal flanges, showing that 
no emission of flame oocurred, though a similar experiment with a 
box having a defective rubber ring joint was shown to result in the 
ignition of a gassy atmosphere surrounding the box. Мв. T. C. 
Естевв, 26, Cloth Market, Newcastle-on-Tyne, exhibited a portable 
hand air-compressor used for bluwing dust out of the windings, 
commutator lugs, &c., of dynan o« and motors; this consisted of an 
air reservoir and pump on a wheeled frame, with which a pressure 
of 15 to 25 lb per sq. in. could be maintained, with a nozzle having 
an aperature of у, in., attached to а 10-ft. length of hose, 


THE ENGINEERING SECTION OF THE 
BRITISH ASSOCIATION AT WINNIPEG.—II. 


[BY OUR SPECIAL COMMISSIONER.] 


WE mentioned in a previous article that a large part of 
the proceedings were occupied with papers on the working of 
the grain industry in the Western provinces, and the 
development of their communications, especially those east- 
ward by water. To make clear our account of this subject, 
and the bearing on it of these papers, we append a rough 
sketch map of the country. Oanada consists broadly of five 
sections: A, the Laurentian area; B, the rich Cordilleran 
region along the Pacific Coast, including the Rocky Moun- 
tains to its eastern foothills ; C, the district south and east 
of the great fault which runs throngh Cabot SA 
the St. Lawrence nearly to Montreal, and then due sou 
through Lake Champlain and tbe Hudson River to New 
York; D, the southern promontory of Ontario between 
Lakes Ontario and Erie on the east, and Huron and the 
Georgian Bay on the west; E, the great fertile plains lying 
‘between A and B which form the provinces of Manitobe, 
Saskatchewan, and Alberta. To complete the coontry, the 
arctic region of tundra and ice should be added, and for 
administrative purpose the waterways of the St. Lawrence and 
the lakes, giving water access to the heart of the continent, 
may be treated as a separate province or department. 

Of the above divisions A, called the shield of Canada, is, 
in the main, an immense wilderness of streams, lakes and 
foresta, It lies all round Hudson's Bay as a centre, and is 
bounded by a chain of great waters, Baffin’s Bay, the Gulf 
of St. Lawrence, the great lakes, Winnipeg, Athabasca, 
and the great Slave and Bear Lakes to the Arctic Ocean. 
It has been swept bare of all recent deposits by glacier ice, 
leaving vast areas of iceworn Laurentian rocks, and mases 
of moraine, except where beds of later Archæan or Palos 
deposits remain over the Laurentian, or igneous rocks bave 
been extraded from below. The principal localities where 
beds later than the Laurentian rocks remain, and the soil is 
cultivable though not highly fertile, are in the region round 
Cobalt, the district S.W. of Hudson's Bay, and that along the 
north shores of the Upper St. Lawrence and Lake Ontario. 

Section B is a mountainous region 350-400 miles wide 
along the whole of the Pacific Coast, continued southwards 
through the United States and northwards into Yukon. The 
valleys and Pacific shore are highly fertile, and the hills con- 
tain great mineral wealth. It will become an important 
market and exporting base for the agricultural products of 
the wheat growing country. 

With Sections C and D we are not immediately concerned. 

Section E contains the three provinces of Manitoba, 
Saskatchewan and Alberta, whose wealth and rapid develop- 
ment are occupying £o much attention. Geographically, this 
section is the northern part of the great central plain whose 
southern part is the valley of the Mississippi, deposited in the 
Mesozoic period by an inland sea which stretched from 
thé Galf of Mexico to 60° N. Lat, or to Alaska 
Though there is no elevated divide, there is a | 
between streams flowing into the Missouri and Mississippi 
and those flowing into Hudson Bay, near and along the 
international boundary line and the 49th parallel. The 
natural course for eastward communication and transport 
from this region to Eastern Canada, the eastern cities of the 
United States and the Atlantic is by the shortest route to 
the great lakes, and this route is kept north of Lake of the 
Woods by the political boundary. The eastward traffic 
passes necessarily between that lake and Lake Winnipeg, and 
here at the junction of the Red and Assiniboine Rivers, near 
where the fertile lands march with the barren Laurentian 
region, is built the City of Winnipeg. For communication 
with the southern markets of the United Stater, the present 
route is by rail from Winnipeg to Minneapolis and St. 
Paul on the Mississippi. Four hundred miles of railway 
connect Winnipeg to Port Arthur and Fort William on Lake 
Superior. All eastwise traffic must pass those places, bat 
Winnipeg is the actual market of the fertile region and Port 
Arthur is merely a port of transit and shipment, just 8 
later on Winnipeg will be a place of transit to the gress 
cities which will rise farther north and west, 


—— 
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The soil of large areas of these provinces is a peculiar 
black clayey earth, called in the United States gumbo, and 
is believed to be a vegetable formation of lacustrine origin. 
lt is very widely distributed in the eastern parte, but leas so 
as the ground rises in the west towards the foothills of the 
Rockies. To its extraordinary fertility, and to the climate, 
is due the enormous capacity of the district for growing 
grain, and especially wheat. The total rainfall is low, 
averaging about 17 in., too low at first sight for very large 
crops, but of these 17 in., 13 in. fall in the growing months, 
April to September. Not only are the crops large, but the 
quality produced is extraordinarily high. To quote Mr. 
George Harcourt: “The great stretch of land lying for 
1,000 miles along the international boundary from the Red 
River to the Rocky Mountains enjoys a climate peculiarl 
its own. The long days of bright sunshine, together wit 
the abundance of nitrogen in the soil, seem to supply just 
the right combination necessary to produce a clear hard 


flinty grain possessing a high percentage of gluten." And 
Mr. Miller writes: The marvel increases when one learns 
that at the present, time scores of farms that have been cropped 
continuously for 28 and 30 years (excepting every third and 
fourth year for a rest), without the aid of artificial fertilisers, 
are still very fertile. Some idea of the fertility of the soil 
may be gained from the fact that with few exceptions the 
oldest farms must when fallowed be tilled only sparingly, 
lest к „next crop grown thereon should fail of too rank 
wt 9 


The present output of grain by the three provinces is 
240 million bushels (over 6 million tons), a quantity double 
of the output three or four years ago. But the land so far 
taken up is only 114 million acres, just 5 per cent. of that 
part of the area of the provinces which is known to be 
suitable for growing wheat. But those whose business ib is 
to follow these matters are convinced that the area can be 
. extended greatly beyond that, especially to the north. Wheat 

has been ripened successfully in 62° N. latitude, far north of the 
. area mentioned above, a result due to the Chinooks or warm 
western winds, blowing off the Pacific and across the Rocky 
Mountains, which are lower in those latitudes than further 
south. The isothermals take a strong bend northwards in 
that шо Wheat grown at the Peace River їп N. latitude 
56° (Edinburgh) took first prize in the Chicago Exhibition 
in 1898, and that grown at Ohipew4an in N. latitude 59° 
(Orkney Ialands) took first prize at Philadelphia in 1876. 
In 1908, 6,000 bushels of wheat raised on a farm in 584? N. 
latitude sold at $1:25 the bushel. It is said on the 
authority of Prof. Maooun, of Ottawa, that wheat can be 
ripened as far north as 66? N. latitude. Improved agriculture 


and new kinds of quickly ripening wheat will still farther 
increase the production. It would seem that in the 
near future the annual yield of these provinces and the 
territory north of them will much exceed 5,000 million 
bushels of grain. Much was said in the papers read before 
the Section at Winnipeg of the organisation for 


handling the grain, the regulation of the elevators, and the 


maintenance of standard grades. The machinery for this 
is organised, works well, and can be extended as required. 
But how is this output to be transported away from the 
country ? 
Ultimately much of it will go westwards over the Rocky 
Mountains to the Pacific ports; and when the United 


States become buyers of wheat instead of sellers, Canadian. 


wheat will go south to the Missouri and the Mississippi. 
But it seems as if most of it must, in any case, go east- 
wards, and the bulk is so great that it must travel by water 
as much as possible, so that provision for water transport to 


Map SHOWING THE INDUSTRIAL FEATURES OF CANADA. 
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and from these provinces is an urgent question for the 
Canadian Government. | 

The present position is as follows: All grain going east- 
wards passes by rail via Winnipeg to Fort William or Port 
Arthur on Lake Superior: that is to say, the nearest 
point for water carriage is 400 miles by rail from the 
nearest point of the grain-growing provinces. So far, no 
scheme is proposed for reducing that, and che ports on Lake 
Superior are the head of navigation at present in view. For 
Atlantic ports, the grain is shipped from Montreal. The St. 
Lawrence now carries ships drawing 27} ft. of water up to 
Montreal at all states of the tide, and the ege aree 
for a depth of 30 ft. is nearly completed, and that depth 
will be available next summer. Then the work of inoreas- 
ing the depth to 85 ft. will be begun, which when com- 
pleted will make the port available for all ships, excepting 
8 very few. 

We have now to deal with the lake route between 


Montreal and Lake Superior. There is no passage for ships 
on the St. Lawrence above Montreal, owing to the rapids, 


but ships not exceeding 270 ft. in length, 45 ft. in. width, 
and 14 ft. draught, can pass from Montreal to Lake 
Ontario by a series of canals on the Canadian side having 
21 locks and rising 206 ft. From Ontario into Erie ships 
of the same dimensions can pass by the Welland Canal 

arallel to the Niagara River on the Canadian side. Lakes 
Erie and Huron with the Georgian Bay are on the same 
level, and the Detrojt River between Erie and Huron will 
carry ships drawing 20 ft. of water. At the Soo between 
Huron and Superior, locks on both the Canadian and 
American sides will take ships 600 ft. long, 60 ft. wide, and 
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drawing 20 ft. of water. Thus the present navigation pro- 
vides for ships drawing 20 ft. 
the American porta of Duluth, Chicago, Milwaukee, Detroit 
and Cleveland, but only much smaller ships, drawing less 
than 14 ft., can reach Montreal. Either then the grain 


travels all the way by rail on the C. P. R. to Montreal, there 


to be delivered through the elevators to the holds of ocean- 


going steamers, or it travels the whole or part of the way 


by small boats and undergoes several transhipmenta. 

Clearly the development of the wheat country will be 
choked unless better means of communication can be provided. 

T wo schemes are proposed. One is to enlarge the canals 
and locks between Montreal and Kingston on Lake Ontario, 
and also the Welland canal between Ontario and Erie to 
take vessels of the same size as those which can now pass 
the Soo. The other is to construct a new channel between 
Montreal and the Georgian Bay by way of the Ottawa River, 
Lake Nipissing, and the French and Pickerel rivers, this 
also to take vessels of the same size as can now pass the Soo 
locks. The distance from Montreal to Georgian Bay would 
be 440 miles, the rise to the summit level of Lake 
Nipissing from Montreal would be 659 ft. in 23 locks, and 
the descent to Georgian Bay 98 ft. in 4 locks. Of the 410 
miles, 346 would pass through rivers and lakes, 28 miles 
would be excavated, and 66 miles would be dredged. The 
time of passage is estimated at 70 hours for a lake steamer 
of 12 knots, and the route would be open for seven months 
of the year. | 

The latter scheme is likely to be adopted, on the ground 
that the former plan gives a route liable to be interrupted 
in the event of political difficulties with the United States. 
The cost is put at 100 million dollars, and as a set-off 
against this it is estimated that water powers of a one million 
horse-power will become available, and could be brought into 
use at a сові of $50 per horse-power. In addition а large 
new tract of land will be opened up for settlement. In point 
of time saved there is not much difference between the two 
routes, but the Ottawa is a magnificent river, and the new 
waterway will be a noble addition to the resources of the 


Dominion when it becomes a regular route for large vessels. - 


The effect of the construction will be that ocean-going 
steamers of 7,000 tons.of the ordinary tramp type will be 
able to load grain to nearly their full capacity on Lake 
Superior and complete their cargoes at Montreal for any 
Atlantic port ; while foreign cargo and coal will be carried 
to the very heart of the Continent in ocean steamers without 

trans-shipping. 1 
The opening of the Georgian Bay Canal may have another 
important effect on the Dominion trade. An enormous 
traffic, 40 million tons per annum, now passes the Sault Ste 
Marie locks by lake boats carrying iron and copper ore from 
e Superior to Cleveland on Lake Erie for Pittsburg. 


These boats are of a very peculiar type. "They resemble very: 


long barges, being undecked, except at the stern where they 
have engines and boilers, and at the bows where the crew 
live in & kind of elevated castle. They are as much as 
600 ft. long, and carry loads of 10,000 or 12,000 tons. They 
are well adapted to lake traffic, but are probably not suited 
for ocean traffic. Their dimensions, however, have fixed 
those of the Georgian Bay Canal locks. There is no coal in 
central Canada (excepting beds of lignite in Manitoba aud 
Saskatchewan), ànd these lake boats, which are run primarily 
to carry ore to Pitteburg, bring return cargoes of Pittsburg 
coal to Lake Superior, and it is from this source that all that 
part of the continent and the lake steamers get their snp- 
plies. The opening of a deep water route from the St. 
Lawrence may enable Cape Breton to send coal to Lake 
Superior as return cargo for the grain ships. This will 
remove the disadvantage under which the Canadian lake 
boats at present suffer, viz., that they have no return cargo 
for the westward voyage, while the American boats carry 
coal from Cleveland. Similarly in the West, the British 
Columbia, and Rocky Mountain mines can supply Alberta 
and Saskatchewan. 

Besides the Georgian Bay Canal another route to the 
Atlantic is contemplated—that by Hudson's Day, and a 
branch line 550 miles in length has been surveyed con- 
necting the nearest point in the grain district on the 
Canadian Northern Railway to the mouth of the Churchill 
River on Hudson's Bay. The value of this route will depend 


tween Lake Superior and. 


no doubt upon the average time during which it would be 
closed by ice in Hudson's Strait or by shore ice at the port. 
There ‘is, moreover, more than one continuous waterway 
between Lake Winnipeg and Hudson's Bay, and the 
Saskatchewan River runs from the Foot Hills of the Rockies 
into Winnipeg. Canadians look to some of these routes 
being made navigable in the future, so that grain can be 
shipped from the heart of any of the provinces. 

For the development of the provinces, water transport is 
necessary for the heavy grain cargoes ; but, as in the past 
so in the future, the railways must open up new lands, carry 
on communications, and collect and distribute the trade of 
the ports. Western Canada has grown up with the C.P. 
Railway, and Lord Strathcona is king in Winnipeg. Bat 
Canadians intend that the development of the country shall 
not be hindered by the establishment of commercial mono- 
polies, and partly with the idea of opening competition with 
the C.P. Railway, partly from Liberal party motives of having 
something to set off against the great work of the 
Conservative party in building that line, but largely no 
doubt from the sheer necessity of providing more railway 
facilities, a new line is under construction from Monckton at 
the head of the Bay of Fandy to a new port, Prince Rupert, 
on the Pacific. The route runs more or less parallel to the 
C.P. Railway, crossing the St. Lawrence above Quebec, 
where the great cantilever bridge has failed under con- 
struction, passes through Winnipeg, and connects with 
Port Arthur, but except at Quebec running wide of the 
St. Lawrence and Ontario ports through new country. 
From Monckton to Winnipeg, about 1,900 miles, the line 
is being constructed by the Dominion Government, and is 
called the National Trans-Continental Railway ; and beyond 
Winnipeg to the coast by the Grand Trunk Pacific Railway 
Co. Both the C.P.R. and this new line look to competing 
with the water routes for the carriage of grain, and at certain 
rates will no doubt obtain their share of the traffic. The 
essential condition for economical working of the heavy 
train loads is that the gradients shall be easy. The Tran- 
Continental Kailway—we take our figures from Mr. Duncan 
MacPherson’s paper—look to. drawing single train loads of 
4,290 tons gross, 2,860 tons net (nearly 100,000 bushels of 
wheat) behind one engine (Mallet articulated compound) by 
keeping thegradients to a maximum of 4 per cent., compen- 
sated for curves ; and they have maintained this throaghout 
the whole distance except in two places of 12} and 10 miles 
in length respectively, where gradients of 1:1 per cent., 
adverse to east-bound traffic, are permitted in view of the 
very large economies in construction obtained thereby. They 
reckon on carrying wheat profitably from Winnipeg to 
Quebec, 1,351 miles, for 4:25 cents per bushel, 1s. 5d. per 
quarter, or, say, 17 ton-miles for 1d. ^ | | 

Similarly an elaborate paper by Mr. T. E. Schwitzer con- 
tained an account of two great works on the C.P.R., near the 
Rockies. One is the Lethbridge Viaduct, more than a mile 
long and over 300 ft. high, and the other the grade revision 
in the Kicking Horse Pass. The viaduct is a piece of 
economical reconstruction, which will pay immediately 
for itself, but the grade revision is a costly piece of work, 
involving two long spiral tunnels, and is only justif 
by the prospect of economy in hauling the heavy traffic 
anticipated in ihe future. The present 4°5 per cent 
grade over 3:7 miles is reduced to a 2:2 per cent. 
grade over 7:5 miles, which allows two engines to draw 
980 tons, where four engines are now required to draw 700 
tons. f 
The papers on Canadian problems, of wbich we have 
attempted to give a general account, were the following :— 


Sir W. H. White, K.C.B.—Presidential Address. 

Lt.-Col. W. P. Anderson, M. Inst. O. E., Chief Engineer of the 
Department of Marine and Fisheries.“ Improvements in the 
Navigation of the St. Lawrence." | | 

Report of the Commission on the Georgian Bay Canal Scheme— 
Abstract prepared for the Section. : t 

Major G. Stephens.—' The Bt. Lawrence River, the Grea 
Imperial Highway." 

T. E. Schwitzer, Assistant Chief Engineer, С.Р. Railway.— 
“ Recent Engineering Works on the Canadian Pacific Railway. 

Duncan MacPherson, M. Inst. C. E. — The National Trans · Con- 
tinental Railway.“ t 

George Harcourt, Deputy Minister of Agriculture, Province 0 
Alberta.—''The Development of the Grain Industry of Western 
Canada and its Future Possibilities". :. . 
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W. H. Lanigan, Atsistant Freight Traffic Manager, C.P. Railway. 
— Тһе Transportation of Grain.” 

John Miller, Experimental Farm, Indian Head, Saskatchewan.— 
“The Development of the Grain: Industry in the West, and Grain 


Btorage.” 
W. А.Р. 


The Municipal Hydro-Electrie Works of the City 
of Winnipeg." | 


Тнв present Pablic Utilities Co. which is operating in and around 
the City of Winnipeg, has a monopoly of such a nature that the 
municipal authorities have decided not to await the expiration of 
the present franchises, which would enable the city to assume 
control either of these present properties, or to arrange new agree- 
ments for further control of rates. The only other course logically 
open was to create competition, for the reason that the cost of fuel 
in Wionipeg is excesaive and does not offer effective means of com- 
petition in itself by the private production of electric energy. This 
competition might have been created by chartering a second com- 
pany for the production and sale of hydro-electric energy, but the 
history of such efforts has usually been that of amalgamation, and a 
repetition of monopoly. Whether or not such or any monopoly is, 
or is not, when regulated, for the. best interests of a city, need not 
be discussed here, but tbe decision was reached in 1905 to construct 
municipal works, for the purpose of creating the competitive con- 
dition desired. 

In that year a careful examination was made of the hydraulic 
resources of the Winnipeg River, which has its chief gathering 
grounds in the lake country of Western Ontario, and which flows 
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A 60, O000-H. . generating station, operating under 45 ft. to 46 ft. o 
hydraulic head; а 77-mile transmiesion, consisting: of. four three- 
phase circuits carried on two series of donble-circuit steel towers 
with concrete footings; a terminal station in the city. at which 
the pressure of the current transmitted will be reduced to 11.000 
volts. An underground cable distribution to three ór more sub- 
stations, where the pressure will be reduced to 2,200 volte and or 
550 volts; and a secon underground and overground dis- 
пон to customers. The distribution has not yet been studied 
in detail. | | E EP 

At Point du Bois there is а large lake adjacent to the head gates, 
& contour favourable to economical works, rock foundations for all 
constructions, and a difference, of hydraulic level which will be 
practically constant. The water is free. of silt and other objection- 
. After studying various possible designs, it was decided to build 
concrete overflow walle, a rock-filled dam, and a power house 
with wheel pits built as an integral part of the. head block, and a 
transformer station, also integral with the-power house itself. 
Farther consideration of cost and climate gave as a result an 
enclosed forebay room, and double runner turbine units of 5,200 н.р. 
capacity each, at a speed of 164 R. P. u., also motor-operated head 
gates protected by stop log arrangements; the whole power house 
is again protected by head-gate piers in the canal, by which the 
canal can be unwatered by the use of step logs. a 

The generating room will ultimately contain two turbine-driven 
exciters of 250 kw. each, two motor-driven ezciters of the same 
capacity, and 16 main generator units of 3,000 K. v. A. each, operating 
at 6,600 volts, 60 cycles, three-phase ; of the above, five main units 
and two exciters are to be now installed. These generating units 


will be во arranged as to be operative in groups of three per bank 
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through the eastern portions of the Province of Manitoba and 
empties into Lake Winnipeg, after pa:sing through a rock-ribbed 
country very suitable for such works as were contemplated. The 
report presented justified the city authorities in making contour 
garveys of the most promising power sites, which were performed 
during the following winter, after which followed engineers’ esti- 
maates of cost in April, 1906, and a popular vote of $3,250,000 in 
June, 1906, which indicated clearly the then desire of the property 
owners of the city, which was to expend the above-mentioned sum 
on municipal hydro-electric works. 

In October, 1966, the designs for works were began, and it was 
then contemplated to complete the same in 24 years; the financial 
stringency of 1907 caused a set back of over a year, hut the con- 
struction is now being vigorously prosecuted, over $500,000 has 
been expended, and further contracts of over $1,000,000 are now in 
process of completion, whilst further contracts for equipment aud 
distribution are soon to be placed, and it is contemplated to have 
the oe operation ready for delivering power within the next 
18 mon 


The undertaking P s consist, when completed, of the following :— 


* Abstract of brochure issued at the B.A. meeting at Winnipeg. 


in accordance with a similar. grouping of the atep-up transformers. 


Electric travelling cranes of auitable capacity will be installed in 
the generator and turbine room. 

The generating station will be built throughoat of reinforced 
concrete upon plain concrete tailrace walls. A cross-section of the 
building is shown upon whizh will be observed the natural 
arrangement of the equipment and the resulting simplicity of the 
station design. | | | 

The transmission system will be constructed upon a 109-6. 
private right-of-way, and by the shortest feasible route. The 
towers are built up of structural shapes in an economical design 
and are of two types—braced (in which the spread of the base is 
about one-fourth the height of the tower) and flexible, consisting 
of channel irons supported ina plane normal to the axis of the 
wires; both types will be supported upon rigid concrete footings. 
Each line of towers will support two threa-phase circuits of 
aluminium cable mounted upon pin type insulators. 

A siugle-circait telephone line will parallel the transmission line 
upon ceder poles. | 

The terminal station in Wianipeg will receive power at 60,000 
volts, and will deliver it to sub-stations at 11,000 volte, by means 
of a three-conductor underground cable system. 
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The transformers will be of the water-cooled type in both 
generating and terminal stations, but of the water circulating 
wn in the former, and of the oil circulating type in the latter 

tion. 

. The high-tension bus-bar system in both stations will be of the 
open type. In both stations & very complete system of switching 
will afford the maximum of flexibility. 

Twenty-five miles of standard-gauge railway were constructed 
from Lac du Bonnet to the power station site. A small equipment, 
the property of the city, is now in operation thereupon. 

Upon the completion of the plant, there will be an immediate 
market for a considerable block of the generated power, as the city 
is widely spread and is rapidly growing. Its street lighting and 
public building services will be supplied, and it will use its own 
electric power for pumping its water supply. This supply is 
obtained from а séries of artesian wells, each already equipped 
with electrically-driven pumps. The problems of sewage disposal 
will also require the use of à pumping system before many years. 

In addition to the municipal and other public services, there is 
a rapidly growing demand for electric power for manufacturing, 
and to this market the city supply will be offered at attractive 
prices. Even now there are in operation in Winnipeg steam plants 
whose aggregate demand approximates 15,000 H.P.; and the 
development of the vast country to the west of the city, combined 
with the very high freight rates from the east to Winnipeg, and 
the consequent cost of fuel, all tend to force a rapid increase in 
the application of electricity here. 

The authorities placed the design and construction in the hands 
of Mr. Cecil B. Smith, Ma. B., of Toronto, Oatario, now of the 
engineering firm of Smith, Kerry & Chace. The City Council also 
retained as a board of consulting engineers Messrs. Col. H. N. 
Ruttan, O. E., of Winnipeg; William Kennedy, janr., O.E., of 
Montreal, and Prof. L. A. Herdt, E.E., of Montreal, Canada. 
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DAMAGE BY LIGHTNING. 


[COMMUNICATED.] 


Ir the storm wreckage of the past few months is any criterion 
for the remainder of this year, the number of buildings 
damaged by lightning will be well above the average. 

Anyone glancing through the morning papers, or, better 
still, who is in touch with some newspaper-cutting bureau, may 
keep himself posted concerning the disasters that occur with 
unfailing frequency—first in one county and then in another. 
Reliable data, with observations thereon, are published from 
time to time, which, if generally studied, would be the means 
of dispelling superstition and of disseminating information. 
Firmly established theories always die hard, false though 
they may be, and this statement is particularly true in regard 
to the protection of buildings from the damaging effects of 
lightning. Suppose the whole of the disasters—say for one 
year—were recorded in the columns of the ELECTRICAL 
REVIEW, detailing the circumstances from a scientific point 
of view without regard to journalistic trimming, what useful 
purpose would be served? Many good lessons would 
undoubtedly be learned, but the record would be valuable 
chiefly as an illustration of the fact that the demolition of 
buildings, due to lightning stroke, was in every case 
preventible. | 

Whilst it is true that the ingenuity of man has not yet 
devised a scheme whereby the severity of a lightning storm 
can be controlled, it is quite possible to mitigate and even 
nullify ite dire effects. The only known means of ensuring 
safety to property is the system propounded by Dr. Benjamin 
Franklin more than 150 years ago, namely, the placing of 
metal rods a foot or so above the loftiest pinnacles, con- 
tinuing the lines of conduction into moist ground, and there 
extending them as circumstances may dictate, so as to obtain 
a low resistance. 

There is a limited sense in which the severity of a light- 
ning storm can be minimised, this being possible when 
buildings are liberally supplied with pointed conductors in 
the vicinity of a storm cloud. These tend to prevent a 
disruptive discharge when the sky is overcast and the 
elements become charged with electricity. Hence the 
more lightning rods there are below a thunder cloud, the less 
severe will be the storm. Some writers have gone to the 
extent of asserting that a perfect conductor ought never to 
be struck. This is, of course, untenable, but it may safely 
be maintained that every lightning conductor in the storm 
zone is making a persevering effort to effect equilibration 
before the tension has attained a dangerous magnitude. 


In this respect the function of a lightning rod may be 
likened to that of.a safety valve which enables the steam to 
escape from the boiler before it has risen to an explosive 
pressure. : 

Present day knowledge of the laws governing the pheno- 
mena of lightning, though yet meagre enough, is far in 


advance of the knowledge possessed by the famous Philadel- 


phian printer; indeed, it is no exaggeration to say that 
much light has been thrown upon the subject during the 
past 10 years. Whether that knowledge is sufficiently 
diffused to bring about & diminution in the number of 
buildings damaged by lightning is another question. It may 
be taken for granted, however, that whenever a lightning 
conductor system has failed, a competent authority could have 
predicted: the result as easily as a journalist could have 
described the accident afterwards. Some glaring defects 
must have existed, either in its initial application or through 
subsequent deterioration, that would fully account for the 
accident. 

Is it not a fact that plumbers, building contractors, and 
steeple jacks, secure a large number of contracts for the pro- 
tection of- buildings, while the man who proposes to install 
а conductor system based upon a long experience, and who 
would apply that system in a scientific manner, is ruled oat 
of consideration because his estimate does not happen to be 
the lowest? Sometimes one comes across limestone chippings 
that have been sprinkled about a copper earth plate 
to keen it dry! In others the conductor rope is terminated 
in an earthenware drain ѓо keep it wet! А third contractor 
points with pride to the perforations he has had made in 
the earth plate, so as to afford a readier means for the 


4 electric fluid" to escape! A fourth gentleman in this 


line of business makes it his boast that every conductor 
installed by him continues in a high state of efficiency, the 
secret of his success being due in no small measure to his 
having discarded the use of solder ! 

Another person in the building trade responsible for the 
protection of а six-storied building had read somewhere that 
“a copper conductor is not so good as an iron one; ї 
does not damp out the oscillations ; it leta the current down 
too suddenly, and is liable to side flashes." Hence a brilliant 
idea passed through his fertile mind. Seeing that there was an 
iron fire escape fastened to the wall side, why not forego the 
expense of a copper conductor, and fasten the finial rod above 
the apex in the usual way, connecting the lower end of it 
to the iron fire ladder by means of a short length of metal 
tape? In this ingenious fashion he tried to convert the fire 
escape into а lightning conductor. 

The multitudinous dry joints down the zigzag iron ladder 
seemed no objection to this enterprising contractor, and when 
the work was finished the resistance, which was variable, 
measured 1,600 ohms. Truly a little learning is a dan- 
gerous thing. False science,” says Arago, “is no less 
dangerous than complete ignorance, and it infallibly leads 
to consequences which there is nothing to justify." —— 

The marvel is that only about 2 per cent. of the buildings 
fitted with conductors are ever damaged by lightning stroke. 
This proportion, compared with that in the case of structures 
left entirely unprotected, is at least a valuable testimony to the 
usefulness of conductors, even though improperly applied. Yet 
it is beyond dispute that the practice of guarding the 
effecta of lightning is not so general as was the case some 
years ago. The question naturally arises, what is the reason - 
that so many people owning valuable property seem dimn- 
clined to avail themselves of the recognised protective devices? 
Perhaps the two following instances, culled from the ay 
papers, may afford a clue to the mystery, and since 
mishaps are typical of others that could be cited, a 
of the same should give rise to reflection and speculation :— 

1. During a heavy thunderstorm the parish church. j 
was seriously damaged by lightning, the weather-vane 8D 
a portion of the spire being demolished. Masses of 8800) 
fell through the roof of the church, which was wrecked, 80 
considerable damage was done to the belfry. It is feat 
that the steeple will have to be rebuilt, as there 188 
crack extending towards the base. The church was тл! 
restored, but owing to lack of funds, a lightning conducto 
was not then fixed. E 

2. One flash of lightning more viwd than the 4 
quickly followed by a heavy peal of thunder, caused 
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gentleman at . . . toexclaim: That's hit something! 
À minute later, the telephone bell rang, and the gentleman 
referred to was informed that his works chimney, 120 ft. 
high, had been almost shattered by lightning. On going 
to the workshops a scene of wreckage presented itself. 
Broken brick work was strewn up and down, some of 
which had been hurled a distance of 50 yards, causing much 
damage to neighbouring property. So bad is the rent from 
the chimney cap downwards that the chimney will have 
er razed. А lightning conductor had not been pro- 
vided. 

One cannot but express regret at reading of a church being 
damaged by lightning, especially when owing to economical 
considerations a lightning condactor had not previously 
been installed. 
making concerns are often burdened with debt; and even 
if free from pecuniary embarrassment, the ecclesiastical 
authorities are usually busy in the promotion of schemes 
that will involve them in debt. Nevertheless, it is a false 
economy to disregard the possible effects of lightning as 
many church officials know to their regret. If the pro- 
vision of lightning conductors to buildings were postponed 
because of the initial cost, or on account of indifference, 
such a state of affairs would indicate the need for pioneer 


work on the part of those qualified electrical engineers who 


make a speciality of the business. In soliciting orders, it 
should not be difficult to prove that in rendering their 
clients secure they are conferring a benefit on them com- 
mensurate with the benefit derived from them. 

It is surprising how many people neglect the provision of 
lightning conductors because the importance of the subject 
has never been brought before their notice. To appeal to 
the instinct of fear is neither desirable nor necessary, as such 
an appeal would merely exert a disturbing influence of a 
temporary character upon the mind. A scientific presentation 
of the situation will, in many cases, induce the clergy, property 
owners, &c., to realise the danger they are running, and to 
inquire how that danger may be averted. 

Reference has been made to indifference as a reason why 
people do not instal conductors to a greater extent than 
could be desired. Indifference is due to a variety of causes. 
In its crudest form it arises through ignorance; but this 
cannot surely be the general reason why so much apathy pre- 
vails respecting the subject under consideration. A state of 
indifference is sometimes the result of an intelligent inquiry. 
After reading the conflicting opinions of those who “ know,” 
an impression is formed upon the mind of the inquirer that 
the subject is remote from anything that matters. 

How many authors have been responsible for leading their 
non-technical friends to assume an attitude of indifference 
concerning the value of lightning conductors, it would, of 
course, be impossible to say. Some writers have a style 80 
lucid that the reader is carried away with rhetorical music. 

As an instance, it has often been asserted that “ if а con- 
ductor is faulty it constitutes a menace to property." In 
order to present the cases fairly, a few bond fide extracta 
are appended. The number could be multiplied without 
difficulty did time and space permit. 

„(a) It is better for any building, factories in parti- 
cular, to be without any lightning conductor at all than to 
be fitted with such aa are defective or badly planned." 

“ (b) In judging the danger from lightning, the following 
local. conditions should be taken into consideration :— 
The danger is heightened by the presence of old and useless 
conductors."  — " 

“ (с) It may be taken for granted that a building, if 
fitted with an imperfect conductor, is in a more unsafe con- 
dition than if none existed.“ 

“ (d) It has been conclusively proved that lightning 
conductors are worthless as a safeguard against lightning." 

Some of these sentences sound like decrees ; there is an 
authoritative mannerism about them which is apt to 
dominate the uncritical mind. In determining their col- 
lective value an elementary test should be applied, namely, 
the test of accuracy. In this connection it is a curious 
feature that those who regard a building with a faulty 
lightning conductor as being in a more unsafe condition 
than it would be without one, do not attempt to justify their 
statements. Personal investigation into the circumstances of 
damage by lightning leads to a conclusion the opposite of those 


Churches and chapels not being dividend- : 


before mentioned. Consider the following саде :—A 
lightning flash struck the vane of a country church, the spire 
of which had been fitted with a condnctor 30 years pre- 
viously. Owing to long neglect, or perhaps to theft, the 
conductor was'severed above the porch ; below that point it 
was missing. Apparently the flash had struck the vane, 
traversed the metal rope until it was **side-tracked ” above 
the doorway, whence it ran along an iron rain-gutter, tearing 
the latter from its fastenings. Then it followed the metal 
down spout and afterwards crashed through the wall with 
explosive force, igniting & composition gas pipe on the other 
side, eventually causing—as a secondary effect—a fire among 
some furniture. 

To argue from the particulars furnished that the church 
would have been safer without a conductor would be contrary 
to sound reasoning. Notwithstanding the palpable defect 
already referred to, the presence of the conductor from the vane 
downward saved the church spire from destruction, and if only 
the lower part had been metallically continuous to the earth, 
it may be safely surmised that no harm would have befallen 
the edifice. | | i 

In the month of May, 1751, a pamphlet was published in 
London, entitled ** New Experiments and Observations on 
Electricity," made in Philadelphia, in America, by“ Benjamin 
Franklin." One of the incidents recorded in,that old-time 
essay is quite relevant to the question at issue, and should, 
therefore, be of special interest :— 

“The second conductor which Franklin constructed was 
placed upon the house of Mr: West, a wealthy merchant of 
Philadelphia. A few months after this had been erected, a 
storm burst over the town, and a flash of lightning was seen 
to strike the point of the conductor and to spread itself out 
as a sheet of flame at its base. It was afterwards found 
that abont 24 in. of the brass point had been dissipated into 
the air and that immediately beneath, the metal was melted 
into the form of an irregular blunt cap. The house, never- 
theless, was quite uninjured. 

The sheet of flame seen: at the base of the conductor, 
Franklin correctly ascribed to the ground having been very 
dry, and to there not having been a sufficiently capacious 
earth contact under the circumstances. He nevertheless 
shrewdly and quite justifiably assumed that in this case 
nature had iteelf pronounced an unmistakable verdict in 
favour of his invention. | 

Speaking generally, thunderstorms are much more severe 
in the United States than in this country. Yet the principle 
involved is the same here as elsewhere. Lightning is not 
erratic ; it is governed by law. A flash will take the path 
of low resistance in preference to a high one, whence it 
follows that a building is far safer with a metal conductor 
fixed thereto—even though it may be defective in certain 
particulars—than if no conductor existed. 

In an interesting letter to the ELECTRICAL REVIEW, dated 
August 31st, 1907, Mr. Alfred Hands, F. R. M. S., very 
properly maintained that a lightning conductor might be in 
such a bad state that the upper and lower parts were 
missing; but to assert that it was worse than none at all 


would be to argue that partial damage would be necessarily 


greater than complete. wreckage of the building from top to 
bottom. He regarded almost any conductor as better than 
none, though it might be so bad as to be almost useless. 

Seeing that there is no foundation for the erroneous theory 
so often propounded that a defective conductor is a menace 
to property, it is extremely unfortunate that technical 
writers are occasionally found stating as true what science 
and experience has shown to be false. Hence there need be 
no surprise at the indifference of the general public. The 
-latter, being unacquainted with the technique of the busi- 
ness, will incline to the view that if their buildings are only 
safe while the conductors are perfect, the time may come 
when they will get out of order, and the last end will be 
worse than the first. | 

Let it not be assumed that we are under-rating the 
importance of a properly-planned conductor system. Unless 
this is seen to in the first case, there is a risk involved—and 
a risk that need not be incurred if the precaution is taken 
of having (1) an installation fitted by a recognised expert, 
and (2) by insisting upon a periodical inspection and test 
afterwards. 

The value of a periodical inspection is, perbs pe, scarcely 
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appreciated. Rain sponte are cleared and painted at regular 
` intervals, but a lightning conductor is expected to continue 
in a perfect condition without attention through an in- 
definite period. To be more precise, the existence of the 
lightning conductor is entirely overlooked when once it is 
installed. : EE Я | 

A conductor system may have. been fitted in a perfect 
manner; it may have been tested regularly twice per year, 
and the resistance; compared with previous readings, found 
unaltered, and yet in the meantime some alteration to gas 
or water supply pipes—inside or outside the structure—may 
have been made which has rendered the system inefficient, 
notwithstanding the satisfactory tests. These faults 
can only be discovered by a periodical inspection, 
and a careful consideration of Ше 
its altered phase. That this is no fanciful theory 
unsubstantiated by fact, could be easily shown. Petroleum 
barrels are sometimes stacked in a corner where the con- 
ductor is cleated to the wall, the iron hoops encircling the 
barrels being inadvertently left within sparking distance of 
the lightning conductor; in others, gas pipes have been 
fastened to the chimney brickwork for support, and left in 
metallic contact, with the conductor. Mistakes of this kind 
are generally caused by yard labourers or by gasfitters, who 
are unfamiliar with the precautions that ought to be taken. 
Men in humble positions, however, are not alone in arriving 
at wrong conclusions, as may be gathered from what is 
hereafter stated. i 

A number of gentlemen interested in the science of light- 
ning once formed the opinion that Sir Oliver Lodge, F.R.S., 
had identified himself with those who regarded a faulty 
conductor as being worse than useless. A meaning had 
evidently been given to his words, different from that which 
he intended them to express; but that distinguished 
scientist issued a disclaimer in language the most emphatic. 

\ . 


REVIEWS. 


The Design. and Construction of Induction Coils. By A. F. 
CoLLINs. New York: Munn & Co. Price $3 net. 


Coming at the end of a fairly long sequence of books on 
the induction coil which have been published from time to 
time, this latest addition by an American author is far and 
away the most practical and useful treatise on the subject 
that we have seen. With the advent and rapid develop- 
ment of radiography, and, later, wireless telegraphy, the old 
rule-of-thumb system as applied to coil construction in this 
country has given place to exact methods of design and con- 
struction, in which the underlying principles of the induc- 
tion coil as a means for producing currents of ‘high potential 
have been carefully studied and properly applied. 

In this matter of coil construction the American system 
differs materially from that in favour in this country, 
American coils being of lees expensive der gn and construc- 
tion, whilst at the same time equally as efficient as the 
higher class productions of our leading manufacturers. 

The book under notice takes the form of a carefully- 
detailed specification for the construction of eight different 
sizes of coils,of capacities ranging from a 5 in. to a 12-in. 
spark length. These are covered by three -eparate and dis- 
tinct designs, according to the size of the coil, and every 
conceivable detail ig included and its dimensions recorded 
for the guidance of both amateur and professional coil 
builder. j 

The first two chapters, dealing with historical and 
theoretical considerations, are commendably brief, having 
regard to the fact that most prospective makers of ruch coils 
are already familiar with the elementary principles of the 
subject. Chapter III discusses preliminaries, and includes 
eome usefal hints and advice bearing on the ultimate pur- 
pose for which the finished coil is intended. The author's 
plaint on p. 25, concerning the present unsatisfactory 


method of rating induction coils according to spark length . 


is well founded, and at the present stage of the coil-making 
industry it might well be amended. Instructive features of 
this chapter are the curves illustrating the effect of varying 
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will be gathered that v 


problem in 


to flactuations in the market. 


the quantity of iron in the core, and the capacity around the 


break respectively. 


From this point, commencing with Chapter IV, the 
general scheme of the book, which has been most efficiently 
carried ont, consists in devoting a chapter to each stage in 
the process of coil building, as, e.g., Forming the Soft 
Iron Core,” “ Winding the Primary,” “ Insulation between 
Coils,” “ Winding the Secondary,” &c. Each of ther 
chapters includes a table or tables, giving the exact dimen- 
sions, weight, or any other data necessary, of each and 
every detail for the whole series of eight coils ; from this it 
little is left to the imagination, 
and, in point of fact, the most unskilled amateur should 
experience little difficulty in building а very serviceable and 
efficient coil with the aid of this book. 

On p. 73 is described а method of plotting the maximum 
field of force as а guide in graduating the secondary wind. 
ing. Although by no means original, we do not recall 
having: come across it before in a text-book on the subject 
of coils; the author has, however, ignored the trembler 
which, when in action, has the effect of distorting the field 
to some extent at one end of the coil. 

In the treatment of coils after winding, we are pleased to 
note the inclusion of a chapter on vacuum drying and im- 
pregnating apparatus ; it is, however, somewhat brief, and 
conveys only a rough idea of this now almost universal 
system of treating coils. In the section on interrupters, we 
are rather surprised to find no reference to the higher 
frequency mercury and electrolytic breaks, the subject being 
dismissed in a subsequent chapter with a few words relative 


‘to their heavy current consumption. Only three of the 


simplest spring interrupters are described in Chapter X, & 
most applicable to the whole series of eizht coils. The sab- 
ject might have been enlarged upon with advantage. 

As regards the condenser, we commend the sub-divided 
principle of construction, as recommended for the luget 
coils. This section is particularly well written, and в 
be of great assistance to the coil builder in helping him ove 
what often proves the most troublesome detail of the whole 
equipment. The final chapters on wiring diagrams and 
sketch plans for assembling the coils are also particolarly 
clear. : 

Chapter XIX, on the cost and purchase of materials, is an 
ultra-refinement, which, whilst rendering the book complete 
in every detail, is calculated soon to become obsolete, owing 
Of far greater value is the 
final Chapter XX, comprising over 30 pages of most useful 
tables and formulz bearing on every branch of induction coil 
design and construction. | 

We have nothing but praise for the publishers’ ebare in 
the production of this book ; the printing aud illustrations 
are commendably clear, and afford evidence of careful 
revision, whilst the various tables of contents are particularly 
thorough as aids to ready reference. 


The Gas, Pelrol, and Oil Engine. Vol.I. New and Re 
vised Edition. ‘Thermodynamics of the Gas, Petrol, 


Oil Engine. By DvaarDp CLERK, F.R.S., M.Inst.C.E. 
London: Longmans, Green & Co. 1909. Price 12s. 6d. 
net. 


The first edition of this work appeared in 1886, under 
the title of The Gas Engine,” and later, with considerable 
additions, in 1896, ав “ The Gas and Oil Engine," but owing 
to the rapid development of the science and practice of tbe 
internal combustion engine, the present edition has prac 
tically been re-written and divided into two volumes. The 
first 50 pages of Vol. I give an historical sketch of the ga 
petrol, and oil engine up to 1908 in a condensed and practi 
manner, which will be found interesting and useful to 
internal combustion engine studenta and designers. 

The modern large-power gas engine is shown to have re- 
sulted from the successful working of gas of low beating 
power, combined with increase in compression pressures. 

A notable advance in gas engine proportions was the 
Cockerill engine of 1899, a single cylinder of 512 m. 
diameter, developing 600 H.. with blast-furnace gas, and 
since then the scope-of this system of power development 
has rapidly advanced in directions quite outside thoe 
previously commanded by gas and oil engines. The rest of 
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the volume is chiefly devoted to the thermodynamics of the 


internal combustion engine, including the principal experi- 


ments upon the causes of loss in gas engine cylinders ; com- 
buetion and explosion under various conditiong, and with 
different mixtures of combustibles with air; and the cooling of 


the producta of explosion in closed vessels, and behind a 
moving piston. Mathematics are only introduced to a 


minimum extent necessary to apply the laws involved, and this 
enhances the value of the work as a ready reference book, for 
while all the most recent experiments are recorded, the 
results arrived at can be consulted without having to wade 
through a mass of figures. Appendices include’ much 
valuable information, including the Report of the British 
Association Committee on Gaseous Explosions, Dublin, 
1908. | 

Beeing that the time occupied by a single complete stroke 
of the piston in small cylinders ranges down to less than 
0:02 second, and that the maximum pressure due to tbe 
explosion may be about one-fifth of the stroke, this allows 
0:004 second in which complete (?) combustion has to be 
effected, and ori page 118 we find that the velocity of flame 
propagation for bydrogen:(2 vols. н + 1 vol. o) is 84 metres 

‘second, which is equivalent to 5°46 in. in 0°004 sec.; 

owever, this rate is much increased at constant volume 

(page 116), and the least time to reach maximum pressure of 
any combustible experimented with was 0°01 second, while 
petrol and air in & closed vessel occupied 0:058 second, from 
which it would appear that the conditions obtaining in gas 
engine cylinders are not in line with those under which the 
experimenta reported were- made, or that only partial com- 
bustion results from high speeds of revolution. | 

While a study of the volume shows that there is still much 
to be found out in relation to the thermodynamics of the 
internal combustion engine, it also, in an admirable manner, 
shows what valuable work is being done in this direction. 


\ 


NEW ELEOTRICAL DEVICES, FITTINGS,. 
AND PLANT. 


New Cable Suspender. ob = + 


A new suspender for heavy cables has fust been brougbt out by 
Мұвзћв, W. T. Grover & Oo., Lrp., of Trafford Park, Manchester, 
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Fic. 1.—GrovrEn's;CaABrm SUSPENDER. 


in which the eyelet principle has been abandoned in favour of the 
wedge, as shown in fig. 1. | oo з : 

The sling is of sheet lead braided with compounded yarn, and 
shaped to give a wide bearing for the cable; the hook and collar 
are of galvanised steel, carefully designed so that the ends of the 
sling are not bent where they enter the collar, and the strain is 
uniformly distributed over the whole. sectional area of the ends of. 
the sling. The hooks slide readily Along the span wire, but the 

id pie ot pe along ths cable, so that théve is no feat of their 
f pofition «het erecting the latter; neither the 
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slings come adrift from the hooks The design is evidently 
mechanically sound, and the suspender appears admirably adapted 
to its porpose. ЕС A 


Jandus Regenerative Arc Lamp. 


A new and improved pattern of their '' regenerative " flame are. 
lamp bas been brought out by tbe JAR Dos Авс LAMP AND ELECTRIC 
Co., Lro., of Hartham Road, Holloway, N. As explained in our 


P 


bh 


Fra. 2.—IrrcvwthATIÓON Curve. 


first notice of this lamp (Marth 6th, 1908, page 415), it is of the 
enclosed type—the only enctosed flame aro made, we believe—and 
the globe is provided with side tubes for the purpose of circulating 


- Fia. 3.—Section cr JAN DUS Frame Авс Lamp. 


the fumes and gases generated, with the view of preventing their 
deposit on the mechanism or globe, and of subjecting them 
repeatedly to the action of the arc in order to increase the life of 
the carbons. The positive, or lower, carbon, is of star section, the 
grobves betwen the eight rayB of the star being filled with a com- 
position of caleitim fldoride and ttmgttate and shite of sodium and 
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potassium, The negative is a high-grade carbon sliding vertically. 

in the central tube of the lamp. Special advantages are claimed 
for the use of vertical carbons on the score of simplicity and reli- 
ability, and the accompanying sectional view, fig. 3, shows that the 
mechanism of the new pattern is extremely simple; it is provided 
with patented ball bearings, giving extremely sensitive control and 
steadiness of burning. Only 15 grains of the chemical composition ` 
are volatilised per hour, and the lamp burns for 70 hours with a 
single pair of carbons; we are informed that carbons giving 3,000 
mean hemispherical candle-power have shown a ranning cost of less 
thea Wi. per hour on large installations. 

Phe curve of illumination given on p. 589 shows that the maximum 
С.Р. is over 4,000 at an angle of 15° below the horisontal, an excep- 
tionally favourable featare for uniformity in street lighting ; with 
460 watts at the arc, the м.н.о.р. is 3,160, giving an efficiency of 

166 watt per м н.орР. The lamp can be burnt on direct or alternat- 
ing current, taking normally eight amperes and burning two in 
series on 110 volts or four in series on 220 volta; it is equally 
efficient with five amperes direct on 110 volts or two in es on 
220 volts. The company have made extensive additions to their 
factory aud plant for manufaeturing the lamps and special carbons, 
and have been enabled to reduce their prices in consequence of 
there improved facilities and increased ontput. 


BUSINESS NOTES. 


Manufactured Bitumen.—A novel invention has been 
brought to our.notice, which will probably bave important results 
in connection with the laying of underground mains on the solid“ 


system. Hitherto it has been necessary to employ the highest 


quality of Trinidad Lake refined bitumen for this purpose, in spite 
of its high cost; cheaper compounds have been tried, for tbe sake 
of economy, but with more or less unsatisfactory results. Мв. 
THomas MannrIoTT, of Kingston - on Thames, however, has 
patented a system of manufacturing from pitch and an inexpensive 
mineral a compound which is aei sr апе chemically analogous 
in almost all respects to the best Trinidad Lake bitumen, at a very 
much lower cost, and we understand that it is being supplied to 
central station engineers in large quantities, being found in every 
way suitable for the purpose of embedding electric cables. 

The manufacturing process is carried out in the ordinary course 
of a tar distiller's business, and with the ordinary appliances; 
crude tar is refined, to free it from all substances deleterious to 
electric cables, such as naphtha, phenols and creosote, and the 
resulting pitch is mixed with a proportion of the last heavy die 
tillate or other suitable flax; while the molten mixture is very hot, 
the mineral above-mentioned is added and thoroughly mixed with 
the bituminous matter. The resulting product, we are informed, 
is almost iodistinguishable from lake bitumen, and its properties 
are under perfect contro] during manufacture, so that compounds 
suitable for either joint-box or trench-filling are readily produced 
to any ification. The artificial compound is called Vulco- 
bitumen,” but is, of course, free from sulphur. No doubt it will 
soon be extensively adopted for laying-mains, filling joint-boxes, 
and kindred purposes, 


B.T.-H. Contracts.—The following is a list of some 
recent orders secured by the power and mining department of the 
Barrisg THomson-Hovuston Co., Lrp., of Rugby :— 


Braidwater Spinning Oo., Ltd.—Fourteen three-phase motors, 
main switchboard, &c. 

Purex, Ltd., Greenford.—One each 56 and 20 xw. generators; six 
D C. motors, starting gear, lighting material. 

Corlett Electrical Engineering Co.— Five D.o. motors and spares. 

Carrongrove Paper Co., Ltd.—One 300-kw. p.c. generator; three 
three-phase motors, switchboard and wiring, &c. 

Bennett Bros., London.—T wenty-seven p c. motors and rheostata ; 
eight a.c. motors and rheostats. 

Williams, Harvey & Oo., Ltd., Oornwall.—Five p.c. motors 
from 6 to 30 H.P., switchgear, &о. 

Walter Somers & Co., Ltd, Birmingham.—Tbree each 30 and 
15-н.р. D.C. motors and rheostats. 

Steel, Peech & Toser.—Thirteen motors from 5 to 100 ир. 

Scott’s Shipbuilding and Engineering Co., Ltd., Greenock.— 
Eight p.c. motors from 10 to 120 f P., with controlling and 
switchgear. 

Glaegow Corporation, Glasgow.—Three p.c. motors from 40 to 
80 нр. and switchgear. 

Powell Duffryn Steam Coal Co., Ltd., Aberdare —Ten tbree- 
phase motors from 5 to 30 Н.Р. 

G. Whitehead & Co., Ltd., New Eltbam.—Two three-phase 25 
and 110-H.P. motors, switchgear and wiring. 

Clarke, Chapman & Co., Ltd.— Two three-phase 100 and 200-H.». 
motora and switchgear. 


Reavell Compressors.—Amongst many recent orders 
received by MressBs RREAVELIL & Co., LTD., is one for an electri- 
cally-driven compressor for the Borough of Rotherham, for supply- 
ing air to the various pneumatic sewage ejectors in the borough. 
The machine bas a large range of variation in speed, which is con- 
trolled by hand. It is also titted with two special dir relay devices, 
one set forthe maximum pressure and the other for the minimum 
pressure, which automatically opcrate a whistle when the pressure 
reaches either limit. The firm are also supplying a large machine 
of the quadruplex double-ended type to the order of the General 


` 


Post Office for pneumatico despatch at the Central Post Office, 


Each end of the machine has a device for automatically controlling 
the volume, and may be used for either vacuum or pressure. 


Brassels Exhibition, 1910.—Mr. F. B. 0. Hawes, the 
secretary of the NATIONAL ELECTRICAL MANUFACTURBBS' ASSOCIA- 
TION (ImcOoBPOBATED) writes as follows:—''I beg to inform you 


that the chairman of the Committee of this Association has just 


returned from Brussels, and desires me to point out to you the 
importance of this Exhibition commencing in April next year. 
This wil] be the most important Exhibition which has been held on 
the Continent since that at Paris. I would remind you of my 
letter of July 28th last, in which attention was drawn to some of 
the directions in which this Aesociation can be of use to exhibitors, 
and beyond those mentioned is the matter of insurance, regarding 
which our expert wishes me to point out to members the necessity 


of making special arrangements jointly." " 


Catalogues and Lists.—Messrs. J. TYLOR & Sons, 
Lrp., Belle Isle, York Road, London, N.—20-page pamphlet con- 


` taining fully illustrated particulars and prices of their petrol 


engines for commercial vehicles, pumping, and other purposes, 
including electric lighting installations. Au 84-xw. Tylor petrol- 
electric plant is shown. A testimonial from a user in Bangkok 
concerning one of these sets is quoted. 

Ввгпвн THomson-Hovston Co., LTD, Rugby.—Price list No. 
222, in the firm's standard style, giving descriptive particulars, 


` together with tabulated sizes, speeds, prices, weights, &o., of a new 


line of continuous-current motors and generators, which they are 
introducing to the market. 

Mxssns. W. Gureet & Co., Bt. Thomas's Street, B. E.— Notice of 
increase of prices of high-grade v.i.r. cables, consequent upon the 
rise in rubber. 

Mn. G. Ввлотлк, 8, Lambeth Hill, E.O.—Oircenlar describing a 
household apparatus (the Lahmeyer) for the osonisatión of drinking 
water. A sample apparatus may be ssen working in Mr. Braulik's 
showroom. 

Tax ELECTRICAL Co., Lrp., Lamp Department, 121/125 Charing 
Cross Road, W.C.—Price leaflet of Aegma miniature lamps for use 
with accumulators. ! 

Messrs. LauERNCE, Soorr & Oo., Lro., Gothic Worke, Norwich 
—List No. M 40 (12 pages) containing full specification particulars 
with tabulated data, prices and dimensional information, of their 
adjustable speed motore, semi and totally enclosed, 200 to 500 volta. 
The firm have specialised for some years in adjustable me 
motors for direct-driven tools, and the information has 
specially prepared for the convenience of machine-tool makers. 

Тнк RucBY Lau? Co, LTD, Lower Hillmorton Road, Rugby. 
—Hight-page list just issued describing and giving prices, and 
showing actual sise illustrations, of the Rugby metal and carbon- 
filament incandescent lampe, which are made in the specially- 


item in this batch is a 12-page "rem pay. (No. 81,340), in which 


has had to be prepared for October. 

Tun ELECTRICAL AND Ёношкюрвїн@ BuPPLIES Oo., LrD., 36/37, 
Upper Thames Street, E.C.—Neat binding cover containing 
pamphlets giving full particulars of the construction, efficiency, 
weight and price of their "Lloyd" continuous current dynamos 
and motors, the frames of which are of cast-steel, and the pole- 
pieces of laminated steel. Illustrations of complete machines of 
various types and of parts are included, showing method of con- 


struction, connection and dimension diagrams, &c. Prices and 


particulars of starters, shunt regulators, &c, are also given. 
Further lists for inclusion in tbis cover are shortly to be issued of 
larger direct-current, and single, two and three-phase machines. 

Messrs. Снлв. JOYNER & Co., LrD, Birmingham. — Illus- 
trated leaflet, showing in colour their cord absorber fittings and 
giving prices of same; also a price list of the ' Premier” switch. 

Ма. E. ATKINSON SMITH, 70, Victoria Street, 8.W.—Leaflet con- 
taining brief description, with prices, of the Primus" stationary 
vertical type crude-oil engines. | | 

THE CABLE ACOESSORIES Co., Lrp., Britannia Steel Works, 
Tividale, lipton.—16-page pamphlet, giving prices and numerous 
illustrations of their cast-iron water-tight electric light fittings, &c., 
for collieries, factories, mills, and 80 on. 

Mrssns. Імевом, FINcH & Co. Lro., Bridge Works, Stockton- 
on-Tees.—Leaflet giving an illustrated description of Imeson's 
improved Teli-tale" for collieries. . 

Messrs. Curtixa Ввов., LTD., Park Works, Stamford.—Price 
card of electric motors of from 4 to 30 И.Р. | 
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Мв. GOR Brrreon, Victoria Works, Warstone Lane, Birming- 
ham.—Oiroular briefly describing and showing oil-break efrouit- 
breakers combined with 4.0. starters for motor panels ; also one of 
his monthly attractive publicity cards which always interest us. 

MxzssBs. Drake-& Совналм, LTD, 66, Victoria Street, London, 
B.W.—4A new catalogue has been issued by the firm this week, con- 
sisting of a large number of pamphlets describing the numerous 
electrical lines which they manufacture or in which they trade. 
The principal contents of the book, which is well a produced and 
full and bulky publication, are as follows: Tantalum lamps, 
“ Osram " and carbon-filament lamps, flame and enclosed arc lamps, 
Jandus lamp accessories, auto-transformers, conduits and fittings ; 
switchboards, switchgear and accessories; fuses and fuseboarda; 
Nevile automatic accumulator switches; Quartz (Bastian) electric 
radiators. A good variety of electric light fittings for inside and 
outside purposes in all classes of buildings, glassware, reflectors, and 
so forth, occupy the concluding portion of the catalogue. The manu- 
factures are all effectively illustrated. | 

Tux Торов ACCUMULATOR Co., LTD., 119, Victoria Street, S W 
New illustrated catalogue of Tudor accumulators (72 poyes). 
in the compilation of which special | 
effort has been to provide all the 
data necessary to enable intend- 
ing purchasers to prepare the 
preliminary work connected with 
the Tador battery plants without 
previously referriog to the com- 
pany. As a guide in preparing 
estimates, examples are given 
containing all items essential for 
a complete and up-to-date battery 
plant, and they also show the 
manner in which prices are made 
up. Further, to enable cliente 
to calculate approximately the 
freight of & battery from English 
to foreigu port, tables of approxi- 
mate weight and cubage of bat- 
teries, composed of 60 cells, includ- 
ing accessories and spares, packed 
for shipment, for all the dif- 
ferent types contained in the list, 
are given. A finger index divides 
the catalogue into sections. The 
different types of celle,“ with 
drawings of plates, showing sizes 
and method of mounting, are first - 
covered, and particulars of вс œs- 
sories and spares, erection notes, 
acid, &c., follow with tabulated 
details concerning the J. and J.8. 
ty pe cells and the Ready burnt 

. Remaining sections cover i | 
intermediate capacities and the dimensional, estimate, and 
shipping information to which allusion has already been made. 
The pictures at the opening of the book show the exterior view of 
the factory at Dukinfield, an illustration of a large Tudor cell as 
supplied to Btockholm Electricity Works, and an interior view of 
the battery room at the Kolar mines power station, Oorgalum, India. 

INTERNATIONAL Time Recospmea Oo., 151/155, City Road, E.C. 
—Bixteen-psge booklet, giving descriptive results of the use of their 
system of automatic time recorders in a number of different classes 
of business. à 

Tas Reason MaxvracTUBING Co., Lro., Lewes Road, Brighton. 
—36-page catalogue, fully describing, and illustrating with neat 
half-tones, and in some cases with diagrams, the Olark Fisher 
galvanometers and some other manufactures. The contents include 
the Column D'Arsonval galvanometer, the Stump, Wall, Pivoted 
and Broca and Kelvin galvanometers. There is a table of galvano- 
meter sensibilities, and particulars are given of galvanometer 
accessories and shunts. Flux standards and condensers, standard 
cells, lanterns, brackets, testers, single-pivot indicators, reversers, 
tappers, &c., are also in the list. | 


Time Switches.—We reference to the tenders recently 
referred to in our pages for street lighting equipment for Swansea, 
we understand that Messrs. VENNER & Co. are sub-contractors 
to Mesers. Lucy & Oo. for the time awitches for controlling this new 
street lighting scheme. For the Leyton street lighting contract, 
to which allusion was made in our last issue, 100 Venner time 
в witches ате also incladed as a sub-contract. 


France.—A new company has just been formed in 
Paris, with a capital of £6 000, and the title La Société des Accu- 
lateurs et Lampes “Trin,” to acquire and exploit the French 
patent rights in the Trin accumulator. . 


Blériot and Hoffman's Bearings.—We learn that the 
60-H.P. engine which secured the world’s record for speed for 
Mons. L. Blériots monoplaue at Rheims on August 28th was fitted 
with Hoffmann ball bearings. Inspite of the engine being burntafter 
the accident which occurred, the bearings were in perfect condition, 
and it was therefore possible to fit the engine on a new monoplane. 


Australia.—The Australian Castoms authorities have 
recently given a decision to the effect that '' Insulation stripbitite 
(a preparation of oxidised and vulcanised oils, with asphalt or pitch, 
but no rabber, used by electricians as an insulating tape) is datiable 

af the rate of 5 per cent. ad valorem in the case of foreign 
Material, that of English manufacture being admitted free of 


import duty.” 
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Malay Rubber.—A Reuter dispatch from Singapore 
states that the value of the rabber exported from the Federated 
Malay Btates for the last eight months amounted to $3,500,000, as 
compared with $2,000,000 in the correspondíng period last year. 


Norwegian Ironworks. — A company, named the 
Norwegian Electrometall, has just been registered at Christiania 
with a capital of kr. 300,000 (£16,666) for the purpose of erecting 
.& combined iron and steelworks in.the near future, using an 
electrical process for the smelting of the ore. 


The Tantalum Lamp Works at Dalston.—When 
lamps are the subject of conversation everywhere in electrical circles, 
and lamp factories for the manufacture of metal-filament lamps 
are getting to, work, it will probably interest many of our readers 
to see the accompanying view of important premises, where 
& very large number of lamps is handled in the course 
of a year, in the North of London. They are the English 
Tantalum lamp works of the firm of Sismsns Bros, Dynamo 
Worss, Lp, of Tyssen Street, Dalston, and are а few steps from 


TANTALUM LAMP FACTORY AT DALSTON. 


the Dalston Junction station of the North London Railway. As 
on the occasion of a recent visit we were impressed by the extent 
of the premises required for the company's tantalum operations in 
London, we publish this view in the belief that our readers will 
be similarly impressed. | 


Trade Announcements.—TRHR Архп, ELECTRIC Co., 
Lro. (late Marples, Leach & Oo., Ltd.). have aopointed Mr. J. B. 
Chambers, engineer and representative for the Yorkshire district. 
Mr. Chambers has been connected with the engineering department 
of the firm for some years past, and he will advise om, and quote 
for, electric power and lighting installations in the district 
“mentioned. His present address is 76, Hill Top Mount, Roundhay 
Road, Leeds. 

Mxrssps. ARTHUR L. GIBSON & Oo, announce that in order to 
concentrate all departments of their business, they have removed 
their offices and warehouse to the works at Twickenham. All 
communications should now be addressed to the firm at Radnor 
Works, Strawberry Vale, Twickenham. 

The works of the INDIA- RUBBER, GuTTA-PERCHA AND TSLE- 
GRAPH Works Co., Lrp., Silvertown, are closed to-day and to- 
morrow for stocktaking purposes. 

THE Ввок Frames Lamp, LTD. bave removed their offices to 
Boffolk House, Laurence Pountney Hill, Cannon Street, E.C., and 
all communications should be addressed there, except advice notes 
of goods dispatched or empties returned, and replies to letters 
emanating from the works, which should be addressed to the com- 
pany at their works, Hayes, Middlesex. 

Messrs. J. & Н. GREVBNER bave now taken over the Electro- 
motor aod Dynamo Oo, of 15, Gray’s Inn Road, dating from 
October lst. Communications relating to the business of the 
Electromotor and Dynamo Co. should now be forwarded to Messers. 
Grevener. The new branch of their business is still being conducted 
under the supervision of the late manager of the Electromotor and 
Dynamo Co. In addition to their " Arcoflame" lamp, Messrs. 
in are supplying motors, generators, transformers and con- 
trollers. 


Book Notices. — Les Essais Mécaniques du Caoutchouc 
et des Tissus.“ By P. Breuil. Paper presented to the International 
Оопртевв for Testing Materials, Copenhagen, 1909. Paris: Le Caout- 
chouc et 1a Gutta-Percha. In this paper the author describes the 
apparatus which he has invented for testing the mechanical pro- 
perties of rubber —namely, a dynamometer and an elasto- 
durometer.” With these instruments a variety of tests can be 
made in the minimum of time. M. Breuil is to be congratulated 
on his praiseworthy endeavours to place this difficult subject on 
the scientific basis of exact measurement: Ф 
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Engineering Units of Measurement, By John Ramsay, A. M. I. O. E. 
Glasgow: John Smith & Son. Price 1s. net, 1909.— This booklet 
brings together in convenient form the units employed in engineer- 
ing, physics, &c., with definitions and brief explanations of their 
uses and relations. The treatment includes in many cases the 
definition of the quantities with which the units are connected, and 
covers a great deal more than might be inferred from the title, 
such as physical laws, symbols, abbreviations, British and metric 
equivalents, and a number of useful tables of physical data, &c. 
Insufficient attention has, we think, been given to thermal 
units, which are found only in a table; the properties of 
steam might also be inserted, though not strictly included 
in the subject. We note that the author wrestles manfully 
with the confusion between gravitational and absolute units, 
with fair success, though we fear that the young student 
will meet with difficulties in disentangling the two systems. 
Why introduce the poundal at all? It. is never used—except to 
puzzle young brains (end not seldom old ones, too). The booklet 
may. be commended as a very useful production.. aes 

We have before us a copy of the Special Diamond Jubilee 
number of the Iron and Steel Trades Journal. We congratulate our 
contemporary on its great age, and on its success, as we do also 
upon the production of a very interesting commemorative number. 

Another contemporary which can justly claim our congratulations, 
and one with which we are perhaps more familiar, is the Iron monger, 
which, with its issne of September 4th, began its fifty-first year. 
The occasion was celebrated by the publication of a special issue 
containing a great deal of interesting matter regarding the past 
history of the paper, ita proprietors and other personnel, its policy, 
and so forth. 

Our contemporary, Concrete and Constructional Engineering, which 
has hitherto appeared as a bi-monthly, will in future be published 
every month. The change began with the September issue, and 
marks the repid progress that has recently been made in the science 
and art of this important subject. One of the articles deals witha 
reinforced concrete engine room at Frankfort. 

“Elementary Electrical Calculations.” By T. O'Conor Sloane. 
London: Crosby Lockwood & Son. Price 98. net. 


Liquidation. — GENERAL INTERNATIONAL WIRELESS 
TELEGRAPH AND TELEPHONE Co. Lrp.—A meeting is to be held 
at 110, Cannon Street, E.C., on October 26th, to hear an account of 
the winding up from the liquidator, Mr. W. H. Dove. 


Bankruptcy Proceedings.—E. Е. Jones, plumber and 
electrical engineer, Hartlepool.— First meeting, October 6th; public 
examination, October 7th; both at Sunderland, 

L. W. pm Grave, electrical engineer, Derby.— First and final 
DE of 4s. 34d., payable at the Official Receiver's Offices, 

erby. : . 


Model Engineering Exhibition at Westminster.— 


Tbis Exhibition, which opens st the Royal Horticultural Hall, 
Westminster, S. W., on Friday, October 15th, will, we are informed, 
contain some exceptionally interesting exhibits. There will be а 
number of model aeroplanes on view, including the machine 
designed by Mr. G. P. Smith, which won the gold medal in the 
recent contest at Wembley Park. Working model steam and 
electric railways, electric clocks, light machine tools, model motor 
boats, a model engineers’ workehop in operation, and a working 
demonstration of wireless telegrapby by the latest Marconi appa- 
ratus, are some of the numerous attractions which will be pre- 
sented; while in the competitions for engineering and electrical 
model making over 100 entries have been received. The Exhibi- 


tion will remain open for eight days, from 12 noon till 10 p.m., 


closing on Saturday, October 23rd. 
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LIGHTING and POWER NOTES. 


Acton.—At the last meeting of the District Council, the 
following motion was passed:—'' That the maximum demand 
system, based on the load factor for power and'heat, would be fairer 
to the Council and the consumers than the flat rate now in force, 
and that it be referred, together with the engineer's report, to the 
Electricity Committee to fix the charge." Mr. Monson, the chair- 
man of the Electricity Committee, said that it was quite clear they 
must not continue to sell at the prices they had been doing if they 
wished to make the undertaking pay. The great loss last year was 
caused, to a large extent, by some of the consumers taking current 
when the load was at its greatest. Mr. Schultess Young 
proposed that negotiations be re-opened with the Metropolitan 
Electric Supply Co. for the taking over of the undertaking, and 
tbat in the event of certain replies of the company being favourable, 
a referendum of the ratepayers be taken on the question of dis- 
posing of the undertaking. Six voted for the motion and six 
against; it was, therefore, nof carried. An application was con- 
sidered from Messrs. Warren & Beck for a supply of current for 
power purposes in connection with their compressed gas plant in 
High Street. The firm is to be informed that the Council is pre- 
pared to give a supply, but that the rate of charges must be con- 
sidered at the next meeting of the Electricity Committee, 


Australia.—The Inverell (. S. W.) Municipal Council 
has adopted a report recommending the provision of an electric 
supply at a cost of £10,840. This eon d provide 25,700 op. for 


4 


- 


street lighting, and the price for p supply would be 6d. per 
unit for lighting and 3d. per unit for power. The Sydney (N.8.W.) 
Council has under consideration a system of charging during certain 
fixed hours of the day, viz, 14d. per unit for a minimum of 
20,600 units per annum. The engineer explained that tbe system 
applied to consumers who were prepared to install accnmulatom 
for = during the peak load, which would be charged during 
the day. | 


Bedford.—The T.C. has decided to apply to the L. G. B. 
fora loan of £630 fors scheme of street lighting by electricity. 


Bexhill.—The Council has appointed a sub-committee to 
consider the question of holding an electrical exhibition in the 
sutumn. An exhibition held some years ago resulted in many new 
customers being obtained. 


Bispham.—The U.D.C. has instructed Mr. J. W. 
Speight, of St. Anne's, to submit a scheme of electric lighting for 
the district. © ~ 5 i 

Brazil.—The Rio de Janeiro Tramway, Light and Power 
Co. has opened a new sud station at Meyer for supplying 
electricity to the new Caxomby tramway system and for genen 
use. Another sub-station is being erected at Cascadura, and s 
supply is to be given to the cotton mills at Bangu and the military 
town of Bapopemba. A judicial decision has; been given ia the 
action brought against the company and municipality by Guine 
and Oo., asking tbat the privileges given to the company by the 
municipality should be declared void. Messrs. Guinje have for 
some time been endeavouring to obtain authority to distribute 
electrical energy in Rio de Janeiro, but the decision recently 
recorded confirms the concessions of the Power Oo. until 1915; 


- - me 


` after that date the municipality can concede similar rights to others 


if it should care to do во. 


Brompton.—The Council schools at Brompton, near 
Northallerton, are to be lighted by electricity. Mr. J. P. Yeoman 
has offered to install the light if the Committee pays him 6d. per 
unit for energy, and this offer has been accepted. 


Castleford.—The U.D.C. has decided to apply for a 
prov. order for electric lighting. This step has been taken in 
opposition to a monopoly being secured by the Electrical Distribs- 
tion of Yorkshire, Ltd., which is applying for an extension of 
time for supplying the district, which is promised a supply carly 
next year, 


Chester.—Having considered the electrical engineers 
report as to the effect of the present rule of allowing discount on 
the aggregate consumption of energy to persons or firms having two 
or more installations, the T.O. has decided to adjust the discount ш 
these cases, and as from March 25th, 1910, each installation will be 
treated as a separate account, and discounted accordingly. In mp 
port of the Council's action in disturbing existing arrangement 
on the faith of which, doubtless, many customers have become 
users of electric light, 16 may be stated that the present price * 
only 34d., as compared with 5d. or 6d. when the discount arrange: 
ment was entered into. 


Congleton.—The B. of G. has decided to ascertain the 
cost of lighting thelworkhouse by electricity. 


Continental Notes.—Norway.—In. the Norwegian 
Storthing, a proposition was recently submitted by the Government 
asking for a sum of 185,000 kroner (£10,300) for the purchase ot 
the rights of the Tafjords river in Norddalen in Ramsdalen, in the 
western part of Norway. The total power in the river is estimated 
at 20,450 н.р. in five waterfalls. The e diture in oot 
nection with harnessing these falis is estimated at 1 million 
kroner (£55,555), in addition to the cost of the generating 
plant, &c. | 

The municipality of Kragero has decided to erect municipal ele 
trical works, receiving power from the Norwegian El ical 
Co.'s generating station at Blitnastangen, not far from the akg 
The estimate for the whole plant amounts to 150,020 kr. (£339 
for which sum a loan is to be raised. А 

The Norwegian Metalindustry Co. has applied for а concession t 
take over the present Sundlikken Zinc Smelting Works, situs 
in Borge. The new company, which has a capital of 500,0 Er. 
(£28,333) intends to exploit Norwegian ore deposits and mires 
aud bas already made a contract with the Hafslond Elec 
Works for 2,000 н.р. at a rent of 90,000 kr. (£5,000) per annum. 

SwEDEN.— The Viisterdslälfens Power Co. ia erecting ^ pore 
station in the neighbourhood of Moekfjiird with the view of an 
16,000 н.р. from the waterfalls of Juillstap and Storstup in t^e 
Viistra Dalriver. For a start it is intended to install twogenerator: 
with a capacity of 4,000 H P. each, which in the future will be i 
nected with two others of similar size. The bulk of the energy *! 4 
be transmitted to the large manufactories of the Grüngesbey. v 
the Stora Kopperbergs companies in Bergslagen by means of three 
phase current at 50,000 volts. The contract for the parie 
plant has been given to the Nya Forenade Electrical Co., ал 
amount in question is said to exceed £50,000. 


Coventry.—The City Council on Tuesday approved the 
following ay+tem of charging for the use of ra liatom from rei 
circuits :—The accounts of consumers having radiators sod of two 
energy from the lighting circuit to be averaged for a period 
years, this average to be taken as the lighting account and ome 
at the ordinary rate, and all units in excess of this to be 
the bekting acedunt, and to be charped at the power rate. 
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Doncaster.—The R. D.C. has acoepted the offer of the 
T.C. to light Bentley Road by electricity at £3 per lamp per annum, 
and £1 198. extra where double lights are necessary. 


Gillingham (Kent).—The T.C. has appointed Mr. 
J. F. C. Snell, of Westminster, at a fee of 150 guineas, to investi- 
gate the working of the eleotricity undertaking, in accordance with 
the suggestion of the L.G.B. > 


Gravesend.—The Т.С. has referred back for further 
consideration & proposal to extend the mains to the adjoining 
parish of Denton. The Electricity Committee had recommended 
that the extension should not be undertaken at present owing to 
the heavy cost. 


Greenock.—An exhibition, inaugurated by the electricity 
department, was held in the Town Hall last week. Complimentary 
tickets were issued by the department, but owing to, the great 
demand for them, a charge was imposed on the last day. Nearly 
10,000 people visited the exhibition, which has resulted in numerous 
inquiries and substantial orders for electrical apparatus. 


 JIndia.—According to an American paper, the possi- 
bility of supplying hydro-electric power to Calcutta is being 
reconsidered in view of the survey of a series of falls in the State 
of Mourbhanj, 140 miles from the city, where it is considered that 
up to 70,000 н.р. could be obtained. Ё 


Kingsbury.— Mr. Jose Diaz, tbe Chairman of the local 
Council, reported at the first meeting after the recess that he had 
written to the North Metropolitan Electric Power Supply Co., to 
the effect that he had ascertained that & large number of the 
residents were anxious to be supplied with energy, and some had 
actually had their houses wired and fitted up for that purpose. 


Leicester.— A loan of £7,000 for cables and works in 
connection with the supply of energy from the tramways generating 
station for power, &c., has been applied for by the Council. : 


Leyton.—The estimates for the half-year ending March 
31st next having been-reconsidered, the estimated deficiency for the 
six months on the electricity undertaking has been reduced from 
£419 to £393, which latter amount will be met from the surplus of 
£2,353 from the preceding half-year, leaving an estimated net 
surplus for the year ending March 3let next of £1,960. Of this 
amount, £500 is to be placed to the credit of the reserve fand and 
the balance of £1,460 is to be applied in relief of the rates. 


Lendon.—At the meeting on September 28rd of the 

Court of Common Council, the County of London Electric Supply 
Co. gave notice of its intention to commence the laying of extra 
high-pressure electric mains and iron conduits across London Bridge 
and the City to the boundary of Finsbury. Mr. Wilkinson said the 
work would cause a great disturbance in the eastern part of the 
City. He asked what was the power of the company in the matter. 
—The City Solicitor (Sir Homewood Orawford) said it the route 
suggested was disapproved of, the Corporation would have to sub- 
mit an alternative one, and if that was not accepted by the company, 
an arbitrator, appointed by the B. of T., would have to be called in 
to say what route should be taken. Mr. Turner said the question 
had been under consideration by the Streets Committee, and that 
Committee was so impressed with the importance of the matter, 
that it was going to vall a special meeting of the Committee shortly. 
The subject then dropped. 

HAMPSTEAD.—The income from the electricity undertaking for 
the year ending Lady Day amounted to £63,197. At the last 
meeting of the Council, Alderman Pritchard said he considered the 
foregoing figures were quite satisfactory. The deficiency caused in 
the income owing to the general introduction of metallic-filament 
lamps bad now almost been made up by the increased number of 
mew consumers. There had also been an increased number of con- 
sumers of current for heat and power, and this increase was, of 
course, especially gratifying. 

Malvern.—At the Malvern College and College Master's 
Houses, an installation comprising over 600 metallic-filament lamps 
has just been installed upon the advice of Mr. W. J. Rendell Baker, 
electrical engineer to the Council, who prepsred all specifications, 
&c., the work being carried out by the local firm of Mr. A. Sparkes. 


Melbourne.—The P.C. has under consideration an 
electricity scheme, proposed by Mr. John Jardine, of Nottingham, 
who intends to erect large works in the parish, and from them to 
supply electricity under a suggested prov. order. 


Mexico.—According to reports from the Mexican 
Government, the damage to the Necaxa Dam by the accident of 
May 20th last, can be rectified by the expenditure of £50,000; the 
work of repair is во far advanced that the power company's supply 
is maintained from the hydro-electric planta. 


New рогі. — 16 was reported at a meeting of the Electricity 


and Tramways Committee on Tuesday last that it had been decided 
to call in Mr. Parkes to investigate and report upon the electricity 
undertaking. It was decided at the same meeting that the engineer 
should make inquiries from the B. of T. as to whether trailers could be 
attached to the cars at Newport. It is hoped that, by the use of 
trailers, the revenue of the cars may be ‘considerably increased by 
& proportionately small capital expenditure. Mr. Parkes will report 
upon this and other suggestions for increasing the net revenue. 


Plymouth.—The Electricity Committee of the T.C. bas 
received from the borough treasurer the financial statement of the 
electricity undertaking for the year ended March 31st last. It 


shows a total income of £23,596, of which £23,331 was received 
from the sale of current, On the debit side the expenditure 
amounted to £12,394. After meeting this charge, there remained 
а gross profit of £11,562, which was carried to the net revenue 
account. Out of this account, payments were made for dividend 
aud interest and stock redemption, leaving a net profit of £2,232, 
of which £1,991 was paid over in relief of rates, and £241 carried 
to the reserve fund.. At the end of the financial year, the reserve 
fund stood. at. £10,193.- On capital-aocount daring the year, £8,504 
was raised by new loans, and £6,912 spent on machinery, plant, 
and mains, leaving a balance of £1,592 to be carried forward. 


Runcorn.—The Castner-Kellner Alkali Co., Ltd., which 
is applying for a prov. order for electric supply in the area of the 
U.D.C. and the township of Weston in the area of the R.D.C., has 
submitted to the U.D.C. a draft of the order. This states that the 
whole of, both towns is scheduled, and the proposed charges for 
supply are:—Up to 20 units 10s., and 6d. per unit beyond. The 
U. D. C. has referred the matter to a special committee. 


LI 


Southampton.—The T.C. has received from the L.G.B. 
sanction to loans of £2,300 for mains and £700 for services. . 


Southend-on-Sea,—The T.C. has decided to apply for 
& loan of £13,715 for the provision of two sub-stations, with 
cables, batteries, &., near Chalkwell Park and the Thorpe Hall 
Estate. ' 

Extensions of mains have been authorised, including feeders and 


cables to the district between High Street and Southchurch Avenue, 
the latter at a cost of £2,400. | 


Tonbridge.—The U.D.C. has decided to.utilise electricity 
for pumping purposes at the sewage disposal works. Energy will 
be supplied by the Electricity. Committee of tha Council at 2d. per 
unit. | | 

Walthamstow.—The Lighting Committee having gone 
into the question of public lighting, has decided in favour of an 
application being made to the L.G.B. for sanction to borrow £9,036, 
the estimated cost of converting 921 gas lamps to electricity. 
During July and August 502,748 units were generated, as against 
457,054 in the corresponding period of last year. There was a 
deorease:of nearly 8,000 units for traction, but there was a great 
increase in other directions. | 


West Ham.—An agreement has been entered into to 


supply energy to the works of the Avenue Press, Ltd., including the 


hire of motors and apparatus, for a period of five years, with the 
option of renewal for a further five years; algo fora bulk supply to 


the Bradford Rubber Co. for five years, renewable at termination 


to seven, 14 or 21 years. The last-named company has agreed 
to hire the motors from, and for the necessary works to be carried 
out by, the Oouncil. Negotiations have taken place with the chief 
engineer to the Port of London Anthority for a bulk supply to the 
Royal Albert and Victoria Docks. Having regard to the Electric 
Lighting Acts Amendment Bill now before Parliament, the town 
clerk has been authorised to communicate with the East Ham and 
North Woolwich Oouncils with a view to obtaining their consent 
to the supply of current by the West'Ham Council for use within 
their respective areas. 


TRAMWAY and RAILWAY NOTES. 


Bradford.—The Tramways Committee has for some time 
had under consideration the question of bringing the depóts for the 
accommodation of the cars thoroughly up to date, and it is faced 
with the task of having to erect permanent buildings in place of 
some of the present temporary structures or of adopting the scheme 
of the manager, Mr. C. J. Spencer, for the provision of a large depót 
near the centre of the city. A suitable site in the Longlands area 
is available for this latter purpose, and Mr. Spencer has calculated 
that if a depot were erected there, a saving of 56,394 car-miles per 
annum of “dead mileage” would be effected. At present there 
are nine depôts, and they provide storage for 275 cars. It the 
present policy is continued an outlay of £22,468 on new depóts will 
have to be provided for, and it is claimed that the saving ın dead 
mileage and in administration with & central depót would amount 
to £1,787 per annum, which represents a capital sum in providing 
interest and sinking fund of £29,783. This, added fo the £22,468, 
amounts to £52,251, whilst the acquisition of the Longlands site 
(over 9,000 yd., at £1 per yd.) and & building to accommodate 150 
cars, would cost £46,500. Mr. Spencer’s scheme would entail the 
abandonment of the Bolton, Lidget Green, Fairweather Green, and 
possibly the Duckworth Lane depóts, which would mean, of course, 
that the cars would not run nearly so late on those sections as at 
present. The Tramways Committee visited some of the depts and 
considered the scheme, and we understand that it decided to recom- 
mend the City Council to adopt it. 


Continental Notes.—Russta:— According to the 
Financier, nearly all the Russian tramway enterprises are in the 
hands of Belgians, Out of 40 tramway systems either at work or 
under construction 34 belong to Belgians, and three only to the 
French. Out of 1,312 versts (about 875 miles) of tramway track in 
Russia 1,086 versts, or over 80 per cent., helong to foreigners, and 
the remaining 226 versts are either worked by municipalities or by 
Russian concessionaires, Five Belgian trusts exist, which have 
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bought up 23 Russian tramway systems. These trusts operate in 
Taschken, Astrachan, Kisoheneff, Kazan, Moscow, Odessa, Kieff and 
elsewhere. 
The municipal authorities of Suchum are considering a project 
for the construction of an electric tramway in the town. 
GBEECE.—According to a daily paper, all the tramway employés 
in Athens are on strike, and no cars are running. 


Doblin-Dalkey.—Last week Col. von Donop, of the 
B. of T., made an inspection of the line of the Dublin United Tram- 
ways Co, from the city boundary of Dublin to Dalkey, over portions 
of which the company is seeking powers to run some of its cars 


at increased speed. Representatives of the company, the city and 
the township were present. 


Dandee.—The Council is considering the question of 
acquiring a petrol-motor tower wagon for use in connection with 


the maintenance of the overhead conductors of the, electric 
tramways. 


Dunfermline.—It is expected that the Dunfermline and 
West of Fife tramways will be ranning next month. The laying of 


the track has almost been completed, but the overhead wires have 
still to be placed. 


Haslingden.—The T.C. on September 23rd considered 
the great inconvenience to the tram-using public, and the serious 
loss occasioned to the Corporations of both Haslingden and Rawten- 
stall by the necessity imposed upon passengers travelling between 
the two towns, a distance of two miles, to change cars at Lockgate, 
on the boundary. The Tramways Committee recommended that a 
further effort should be made for the solution of the deadlock by 
seeking a joint conference of three representatives from the three 
boroughs of Accrington, Haslingden and Rawtenstall with a view 
to devising means to put an end to the present state of affairs, If 
no mutual and satisfactory agreement could be arrived at, it sug- 

ests that the B. of T. should be asked to adjudicate, and that the 

bree authorities should be asked to abide by the Board's decision. 
The representatives attending the proposed conference should have 
full power to deal with the matter of through running. 


Leeds.—The Tramways Committee has instructed the 
town clerk to take steps to promote a Bill for the equipment of 
certain routes on the railless trolley system. The present idea is 
to establish a route from the city square to Farnley. 


London.—A scheme is under consideration for linking 
‚ up the Crystal Palace with Victoria by a tube railway, having a 

capital of £3,500,000. The distance to be covered is about eight 
miles, and it is suggested that the net construction cost, including 
land and equipment, will be about £340,000 per mile, as compared 
with from £600,000 to £800,000 per mile in the case of some 
recently constructed London tubes. Needless to add, the estimates 
are of a favourable kind. | 

The L.0.0. proposes to proceed immediately with conduit tram- 
ways from Rainton Road, Greenwich, to Woolwich Dockyard. It 
was also proposed to extend the trolley line from Beresford Squareto 
the Ferry, but the Astronomer Royal having withheld his consent 
owing to the proximity of the Observatory, it appears that some 
other system will have to be adopted. 

The date of opening of the Brighton Oo.’s London Bridge-Vic- 
toria electrical section has been further deferred until December 
let. The postponement is stated to be due to a necessary rearrange- 
ment of the signals into London Bridge. Experimental trains are 
being run daily between Peckham Rye and Pattersea. 

HampsteaD.—At the first meeting of the B.C. this session, a 
memorial signed by 1,800 residents was presented, asking the 
Council to oppose the proposal of the L C. C. to lay tramways 
along Adelaide and Finchley Roads. The matter was referred to 
the General Parposes Committee for consideration. 

A new goods receiving depót is being opened by the Metropolitan 
Railway at Farringdon Street, and it is intended to inaugurate 


a through goode service for market garden produce from Yerney. 


Junction to the City over the electrified lines. 
At the annual meeting of the Holloway Ratepayers’ Association 
recently, a resolution was passed protesting against the proposed 


L.C.O. tramway extension from Seven Bisters' Road via Tollington 
Park to Crouch Hill. 


Musselburgh.—T'he recent alterations in fares by the 
tramway company have aroused great opposition in the town. 
A public meeting of protest attended by 700 persons was held on 
September 23rd, when a resolution requesting that the old fares 
may be reintroduced was passed. 


TELEGRAPH and TELEPHONE NOTES. 


Cable Interruptions and Repairs :— 


Interrupted. Repaired, 


Tangier-Cadiz T ae ee - eo May 19,1909 September 21 
'Tourane-Amoy 8 ee June 17, 1909 
Assab-Perim .. . July 8, 1909 


Daknr.Conakry vs 
Balikpapan-K wandang 
Chriksaid- Perim 


^. Aug. 20, 1909 
.. Rept. 2, 1909 
.. Sept. 15, 1999 
e. „ Вере. 25, 1909 

Wireless Telephony.— An installation of wireless tele- 
phony, invented by Mr. Andrew Burne, Portobello, has been erected 
at Portobello Pier, and last week a practical demonstration was 
given. The stations on the pier are a quarter of a mile apart, and 
epeech was heard qaite distinctly. 


Hong Kone. -Macao .. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— VICTrOnIA.— 100,000 porcelain insulators for 
the P.M.G. See Official Notices September 10th. 

VicTORIA.— Accumuletors for the P.M.G. See Official Notices 
to-day. 

Telegraph and telephone material for the P.M.G., Melbourne, 
See Official Notices September 10th. 

Common-battery switchboard for the North Sydney Telephone 
Exchange. Bee Official Notices" September 10th. 

MsB8LBOUBRE.—50 coin attachments, suitable for coins of different 
value, for the P.M.G. See our Official Notices September 24tb. 


Brumby and Frodingham.—October 16th. Public 
lighting by electricity for the U.D.C., with 55 50 C. P. lamps, poles, 
wiring, switches, &c.; direct-current, 220 volts, available. Mr.J. 
Green, surveyor to the Council, Frodingham, Scunthorpe, Lincs, 
Returnable deposit, 10s. 6d. . 


Dartford.— October 13th. Wiring the Council Chamber 


and offices for the U.D.O. Electrical Engineer, Electricity Works, 
Dartford. | 


Dundee.—The Corporation electrical engineer has been 
instructed to draw up specifications and obtain quotations from 


manufacturers in connection with the proposed motor-repairing 
wagon. 


France.— October 11th. The municipal authorities at 
Meudon are inviting tenders for the supply of four sets of engines 
and dyna mos for the Military Balloon Station at that place. 


Glasgow. — October 4th. The Corporation invites 
tenders for the general supply, delivery and erection of mains, 
switchboards, distribution boards, cables, switches, &., wiring and 
accessories for transmission of electrical power to motors, &c, and 
for lighting at their Shieldball sewage purification works. Speci- 
fications from the Office of Public Works, 64, Cochrane Butt, 
Glasgow. 


Keighley.—October 16th. Two boiler feed pumps, high- 
tension switchboard and transformers, 300-kw. motor generator, 
and mains for the Electricity Department. See ''Official Notices” 
to-day. 


London,—October 4th. Electric wires and cables, 
lamps, carbons, switches, fuses, telephones, cells and electrical 
insulating materials for the Metropolitan Railway Oo. for a year. 
W. Н. Brown, secretary, 32, Westbourne Terrace, W. | 


Rotherham.— October 23rd. The T.C. has two steam 


dynamos, 32 Kw. each, for disposal. See Official Notices" Bep- 
tember 24th. 


Walthamstow.—Cable for interconnecting the large 
feeder at Higham Hill with the Blackhorse Lane feeder, for the 


Oouncil's electricity department. 


Worthing.—October 11th. Cables for the Corporation. 
See '' Official Notices " to-day. 


OLOSED. 


Belfast.—From seven tenders received for the electric 
lighting of Purdysburn Lunatic Asylum, the Committee of Manage- 
ment has selected for acceptance that of Messrs. John Dowling snd 
Sons, Belfast, at £460. 


Bexhill.—Messrs. Siemens Bros.’ tender of £121 for the 


supply of 1,000 yards of cable to Bexhill Corporation bas been 
accepted. 


Burnley.—At the meeting of the Board of Guardians on 
September 23rd, the half-yearly tenders were confirmed. These 
included electrical requirements by Messrs. Carter & Co. 


Bury.—The Electricity Committee has accepted the 
tender of Messrs. Ferranti, Ltd., for the erection of the new switcb- 
board gallery at the new power station at Chambers’ Hall. 


Cape Colony.—A contract has been signed between the 
authorities of Н.М. Naval Yard, Simons Town, and Messrs. Cor- 
niugham & Gearingy engineers, of Cape Town, for the complete 
internal equipment for lighting and (power of the new workehc ] 
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at Simons Town. The lighting includes the installation of 48 arc 
lamps, and the approximate wiring of 35 motors; the whole work 
to be carried out in cold-drawn galvanised steel conduit. All fuser, 
automatic cut-outs, meters, main switches, &., will be enclosed in 
cast-iron boxes, manufactured by Messrs. Cunningham & Gearing 
in their works at Cape Town. In addition, the firm were also suc- 
cessful in securing the contract for the electric light installation of 
about 24 private residences attached to the Naval Yard. The whole 
work will be carried out under the personal supervision of Mr. R. 
Wightmann, electrical engineer, H.M. Naval Yard, Simons Town. 


Hanley.—The T.C. has accepted the tender of the 


Brush Electrical Engineering Co., Ltd., for a motor-generator for 


the Town Hall lift, at £144. 


Leyton.—The U.D.C. has accepted the tender of the 
Electrical Joint Box Co., at £307 108, for 100 public lighting 
lanterns with clock switches. The list of tenders appeared in our 

pages last week. | 


Liverpool.—The Р.Р. Battery Co., Ltd., has received an 
order for the renewal of the large batteries at Waterloo owned by 
the Liverpool District Lighting Co., and their maintenance fora 

. period of eight years. 1 


London. — BatrERsEA.— The B.C. has accepted the 
following tenders (as per schedule prices) for the wiring and 
fitting-up of consumers’ premises with arc lamps for electric 
lighting, and for the supply of goods in connection with the high- 
purchase scheme :— | 

Flame arc lamps.—Beck Flame Lamp, Ltd. 

Enclosed arc lamps.— Brockie-Pell Arc Lamp Co. 

Open-type motors.—British Westinghouse Electrical Co. 

Arc lamp installations. - G, A. Gunn and Phillips & Co. , 

Motor installations.—Stegmann & Co., Phillips & Co. and J. W. Gunn. 


Iszindronx.— The B.C. has accepted the tender of the Steeplejack 


and Engineering Co., Nottingham, at £275, for repairing the shafts — 


8t the generating station. 


Plymouth.—The T.C. has accepted the tender of the 
Brush Electrical Engineering Co. for a turbo-generator, at £2,244. 
The highest tender was £3,617. 


Swansea.—The Executors of the Harbour Trust have 
left the tenders for the King's Dock Power Station and sub-stations 
iu the hands of the chairman (Sir Griffith Thomas) and the officere, 
to settle after communication with the electrical firms tendering. 

Tenders for the erection of а 3i-ton electrical crane for the 
larger warehot вз at King's Dock were considered, and it was resolved 
to recommend the acceptance of that of Mesers. H. Morris & Co. (?), 
Loughborough, subject to that firm agreeing to sundry alterations. 


West Ham.—The T.C. has placed the following orders 
for coal for the electricity undertaking :— 


Messrs. E. Foster & Co.—5, 000 tons Grangerigg Dry Peas for delivery between 
January and October next. - : 
Messrs. Cory & 8on.—83,000 tons of coal at a price not made public; also 
+ 800 tons of Lynwood Rough Slack, 11в. 6d. per ton, 
Messrs. Speakman & 8ons.—:20 tons Yorkshire coking smalls, 11s. per ton; 
70 tons Yorkshire nuts, 118. 6d. рег ton; 400 tons Shafton Yorkshire 
3 smalls, 108. 44d. рег ton. 


The Council bas further placed an order with the Armorduct 
Manufacturing Co., for certain sizes of cable to cover the estimated 
requirements up to March 31st next. 


FORTHCOMING EVENTS. | 


institution cf Mining Electrical Engineere.—Satuiday, October 2nd. At 2 p.m. 
Council meeting at the Roya) Victoria Station Hotel, Sheffield. A general 
meeting will be opened at 2.80 to report progress and announce preparations 
for the forthcoming winter session. 


Scoisty of Engineers.— Monday, October sth. At 7.80 p.m. At Caxton Hall, 8.W. 
75 essay on The Status of the Engineering Profession," by G. А, 
omas. 


Civil and Mechanical Engineers’ Sooiety.— Thursday, October "th. At 8 p. m. 
Presidential address by Mr, W. Noble Twelvetrees. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued for the week ending October 9th, 


1909:— 
i Commanding Officer—Cor. R. E. B. Свомртои, С.В. 

Monday, October 4th.—'' A Company, Technical drill, 7 to 9.80 p.m, 
Tuesday, October sth.— B Company. Technical drill, 7 to 9.80 p.m. 
Wednesday, October 6th.— Gymnasium, 6.80 to 9.80 p.m. 

Thursday, October 7th. —'' О” Company. Technical drill, 7 to 9.80 p.m, 
Priday, October #6 D” Company, Technical drill, 7 to 9.80 p.m. 

(Bigned) P, H. CAMPBELL: 
Capt. В.Е. and Adjutant. 
For O. O. E. E. (L. D.) 


! 


NOTES. 


Inquiries.— Correspondents wish to know the addresses 
of the makers of Wakefield’s patent vaseline insulating oil”; of 
glow lamps fitted with Cleminson's patent porcelain caps; and of 
water-distilling apparatus. 


Appointments Vacant.— Railway telegraph foreman for 
Oeylon Government Railway (£200). Bee our advertisement pages 
for particulars. 


Miners and Electrieity.—Mr. John Wilson, M.P., in 
his monthly report to the Durham miners, makes a very long 
reference tothe Stanley disaster, and comments at length on the 
report of the Government Mine Inspectors. After quoting from 
the report, he says :—“ With this cloud of witnesses and volume of 
testimony in favour of the Busty seam being the place of origina- 
tion, then the assumption becomes a certainty and electricity a 
more likely first cause than any of the other alternatives which 
might present themselves as being causes of the explosion. If 
that be so, what, then, is our duty? If there were only a probable 
danger of electricity playing sach a dangerous part in auch a 
holocaust of human life with its consequent misery, is it not the 
duty bf all to inquire closely into, and seek to provide against a 
recurrence of a similar, or any calamity of the same nature, if not 
in the same degree.” Mr. Wilson added that all he was asking for 
was for an inquiry as to whether that new danger was real or not. 
The mind of the mining community was unsettled on that subject. 
This applied not only to the men but to the managers. It was that 
unrest that he wanted to allay. He welcomed any appliance, 
electric or otherwise, but let them have safety with it. If he had 
written on the subject it was with the desire to incite further 
inquiry, and he felt confident that none would be more ready to 
join in that desire than the gentlemen whose names were appended 
to the report. They knew the life of a miner, and were willing to 


make it as safe as the circumstances permitted, therefore the miners 


might hope that they would assist in procuring the inquiry he had 
suggested. 


* Electrical Football League."—4A Council meeting 
of the above was held at 19, Carnaby Street, on the 22nd ult., when 
the resignation of Mr. Fraser, the honorary secretary, was accepted, 
and a vote of thanks passed to him forthe businesslike way in which he 
had conducted the League since its foundation in 1907. Mr. H. W. 
Roberts, of 71, Queen Victoria Street, E.C., has now taken over the 
duties of honorary secretary, assisted by Mr. Fraser as honorary 
referees’ secretary. Future communications should be addressed to 
Mr. Roberts. The Lesgue comprises clubs attached to the various 
manufacturing and supply companies within a radius of 15 miles of 
Charing Cross; it is stated to be the only Football League which 
is exclusively attached to a particular industry, and it is hoped that 
it will receive hearty support from the trade, seeing that it has the 
object of promoting friendly rivalry and sociability amongst the 
employés of the various Companies and Municipal Electric Supply . 
Stations. The season opens on Saturday next, the 2nd inst., when 
the County of London Electric visits the St. James' and Pall Mall 
Electric. 


Curious Lightning Incident.—During the stormi 
which did a considerable amount of damage in various parts of the 
country on Friday last week, three cows were struck dead by 
lightning in a field connected with Broomhall Farm, Sunningdale, 
Berks. It has now been asserted that the lightning was attracted 
to the spot by & piece of disused wire, put up many years ago for 
either telephonic or telegraphic purposes. "This wire was stretched 
along the tops of three oak trees, and was not properly earthed. 
The tree at one end was split almost in two, and the cows were 
standing under the middle tree, which was also struck, when they 
were killed. 


Robertson Fire Brigade Successes.—The first part 
of the Eleventh Annual Tournament of the London Private Fire 
Brigades’ Association was held on. Saturday, September 25th, on the 
Parade Ground of the Royal Hospital Schools, Greenwicb, when 
25 brigades drawn from London and the. provinces competed for 
the Nestle" Challenge Cup for the Private Fire Brigade Obam- 
pionship of the United Kingdom, and for other trophies, including 
the Dewar” Challenge Shield and the Marshall” Challenge Cup 
for London Private Fire Brigades. In the above events the 
Robertson Electric Lamps, Ltd., Fire Brigade was successful in 
winning the Championship of the United Kingdom, and the 
“ Dewar Challenge Shield, the winning times constituting records 
for drills of this class. They also carried off First Prize in the four- 
men drill, First Prize in the five-men drill, and secured a substan- 
tial lead of 18 points towards the best aggregate for the Mar- 
shall” Challenge Cup. The second part of the tournament will 
take place some time in November. 


Educational Notes.—UnIversity CoLLEGE.—ln con- 
nection with the opening of the Seasion in the University College 
Faculty of Engineering, a public introductory lecture will be given 
on Wednesday, October 6th, at 5 p.m., by Prof. J. A. Fleming on 
“ Electrical Inventions and the Training of Electrical Engineers." 
The chair will be taken by Mr. W. M. Mordey, president of the 
Institution of Electrical Engineers. The special and post-graduate 
courses for engineers in practice and graduates in engineering for 
the first term will begin as follows:—" Railway Engineering,” by 
Mr. H. Deans, Thureday, October 7th, st 5 pm.; Recent Methods 
and Instruments in Surveying,” by Mr. M. T. Ormeby, Friday, 
October 15th, at 4 pm.; Electrical Design," by Mr. H. M. Hobart, 
Wednesday, Octcber 27th, at 11 a.m. 
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Rifle Shooting.—T wo very keenly-contested and interest- 
ing ~matches were fought by the Electricity and Tramways 
Departments of the Leyton U.D.O. on September 9th and 23rd. 
The first match was -contested at the Electricity Works by teams of 
six on each side. Seven rounds were fired by each compctitor at two 
ranges, 15 and 25 yards, with Bisley targets. The total scores 
were Electricity Department, 281; Tramways Department, 214; 
the Electricity Department thus winning by 67. The return match 
was held at the Tramway Depót, with teams of six on each side ; 
ten rounds were fired by each competitor at three ranges, vis, 
15, 25 and 35 yards, decimal targets being used. The rivalry was 
very k:en, and the scoring very close. Total scores— Electricity 
Department, 1,016; Tramways Department, 993; the Electricity 
Department thus again winning, by 27. The hon. sec. ofthe Leyton 
Electricity. Works Rifle Club will be pleased to arrange matches 
with other electricity works rifle clubs. Secretaries are requested 
to communicate with Mr. J. W. Gibbins, hon. sec., Electricity 
Works, Cathall Road, Leytonstone, | 


Amber-Tinted Spectacles for Arc Lamp Operators. 
—In the Standard of Tuesday last mention is made of Dr. Cook's 
discovery that goggles with amber-tinted glass were immensely 
superior to smoked or blue glasses in affording protection to the 
eyes from the blinding glare of the sunlit mows. In this con- 
nection, it strikes us аз a singular fact that it is customary to use 
dense blue glasses for examining the electric aro, with the result 
that absolutely nothing but the arc and the glowing tips of the 
carbons can be distinguished through them, to the great incon- 
venience of the operator, who either dispenses with the glasses and 
takes the consequences, or is obliged continually to put them on 
and off. Blue glasses present little obstruction to the actinic rays 
of light, which in ali probability are responsible for the. ex- 
cruciating pain resulting from exposure of the eyes to the arc light, 
and why they should be employed in these enlightened days it is 
impossible to understand. : 

Our Mr. Gatehouse, and other pupils of the late Robert Sabine—a 
Bcientist of no mean order, thongh he thought too little of his 
achievements to claim for them the credit that was his due—well 
remember how, at his suggestion, they wore amber-tinted glasses 
while experimenting with the Serrin, Daboscq and similar 
lamps in the days when arc lamps were regulated by 
clockwork, and each was fed by a single Gramme dynamo. 
With these glasses they were able to examine the arc with 
perfect immunity from after-effects, while the glasses presented no 
obstacle to the perception of the mechanism of the lamp itself, and 
therefore could be worn continuously without any inconvenience. 
Why use dense—almost opaque—blue glasses, when transparent 
amber affords equal protection without any drawbacks?  - 


. Tastitution, Notes. — AMERICAN ASSOCIATION OF 
Caz-Licatma ENGINEERS. — The annual meeting of the 
Association of Oar-Lighting Engineers is. to be held from 
October 4th to 7th at the new La Salle Hotel, Chicago. The 
question of changing the scope of the Association will be brought 
up at this meeting. It is thought advisable to change the name to 
" Association of Railway Electrical Engineers,” as most of the 
electrical engineers and chief electricians of the railroads have to 
do with general railway electrical work and are not confined to car- 
lighting work. 


The Poplar Disinfectant Plant.—In view of the low 
eost of production of electrolytic disinfectant fluid and its 
efficiency, it has been decided to duplicate the Poplar plant at an 
estimated cost of £430. The new plant is to be as follows:—Four 
patent electrolysers, good for an output of 25 gallons of fluid at a 
strength of 4 grammes of chlorine per litre, and suited for a 240- 
volt circuit; one electric motor suited for а 240- volt circuit, 
srranged to hang vertically, and suited for driving two stirring 
machines; two stirring machines running on ball bearings, and 
fitted with suitable grooved pulleys; two ebonite stirring rods 
fitted to machines; one constant head flow regulating tank, snit- 
ably coated with preservative paint; one flow regulating cock, with 
vernier ; one mixing tank of latest pattern; one switchboard equipped 
with D.P. main switch in cast-iron case, D.P, fuse in cast-iron case, 
one amperemeter, one voltmeter, provision for the Council's meter, 
and one series rheostat. 


———— 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELEOTBICAL R/] posted as to their movements, 


Central Station (fficials.—The electrical engineer of 
West Ham reports that in addition to Мв. H. H. Ногмев, sales 
manager, MR. K A. BOSHELL, chief clerk in the general office, and 
four members of the sales depariment staff, have resigned their 
posts to take up positions under the Marylebone Council. The 
principal vacancie- so caused are to be filled up as follows: — MR. 
FABNDOS,8t present assistant sales manager at £150 per annum and 
commission, i8 to be promoted to the position of sales manager at 
£250 per annum, rising to £300 at the end of 12 months' satisfactory 
service. MR. Крсевтом, at present meter superintendent at £150 
per annum, is to be appointed assistant sales manager and meter 
superintendent at C200 per annum, rising to £250 after one year's 
Batisfactory service. The clerical staff of the general office and sales 
department is to be amalgamated and re-arranged, and Мн. JOHNSON, 


at present in the accounts depar zm nt at £125 per annum, is to be 
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appointed chief clerk at £150 per annum, rising on satisfactory 
service by annual increments of £10 to £180 per annum. 

Mn. J. Wricat, shift engineer of Heston and Isleworth UDC. 
electricity works, has resigned, in order to take over a better 
appointment. MR. J. FLETCHER, jun., of the Nottingham and 
Derbyshire Power Co., has been appointed to the vacancy. 

Мв. L. L. HoRBELL has been appointed by the Pretoria Town 
Council to the position of assistant electrical engineer at a salary of 
£500 per annum, with £60 extra for locomotive expenses, 

Мв. Сотнвивт ҮҮ. BENTLEY, engineer and manager of the 
Wilmslow and Alderley Edge Electrical Supply Oo., bas been 
appointed manazer to the Cromer Electricity Supply Co. 

The Sydney (N. B. W.) City Council has, by 15 votes to 4, con 
firmed the appointment of Мв. COCHRANE, of Ballarat, as chief 
assistant electrical engineer. 

Мв. W. L. Тввниву, of the staff of the Oamborne and Redrath 
Urban Electric Supply Co, who is leaving for South Africa, has 
been presented by the staff and employé; with a gold watch. 


Tramway Ofticials.—Mn. J. H. SHEPHERD, manager of 
the Broughty Ferry Tramways, was, on the 23rd ult., presented by 
his staff with a cuit case and an umbrella, on the occasion of bs 
leaving the service of the company to take over the management of 
the Dunfermline and West of Fife Tramways. Mr. F. D. Scott, 
engineer of the company, made the presentation. Mr. Shepherd 
thanked the men for the gifts in suitable terme. 


General.—The retirement is announced of Mz. E. J. 
Носантох, electrical engineer to tbe London, Brighton and South 
Coast Railway, after a service of 52 years, Mr. Houghton carries 
with him the good wishes of many friends, including the Exxc- 
TBIOAL REVIEW, whicb, during his long service, has been on several 
oceasions indebted to him for courtesies shown. His chief assistant 
(and воп) Мв. R. Н. Носантох, B.Sc, A. M. I. C. E., A. M. I. E. E., ш 
been appointed electrical engineer in his stead, with sole charge ol 
telegrapha, electric lighting, power and electric traction. 

Mn. W. H. Воотн, artesian and steam engineer, has removed to 
Caxton House (West Block), Westminster, 8.W. 

The Glamorgan Education Committee have appointed Ms. R. E. 
MICHAEL, of Tylorstown, a travelling lecturer in electrical engineer- 
ing, at a salary of £150, increasing to £200. 

The foremen and staff of Messrs. Orompton & Oo., Ltd., Arc Works, 
Chelmsford, have presented a basket of cutlery to Мв. A. J. ВЕСКЕП, 
а member of the staff, on his marriage. 

Мв. W. B. 8BAw, who has been the electrical engineer at the 
Halton Oolliery Co's collieries at Chequerbent, near Bolton, for 
several years, was presented by Mr. J. Tonge, general manager, oa 
behalf of the officials and electrical staff, with a gold hunter watch, 
on Friday September 24th. The presentation took place at the 
Chequerbent Men’s Club. | 

Мв. S. E. Bastow, of Messrs. Bruce Peebles & Co., Ltd, was 
entertained to dinner recently by a number of his friends in Edi 
burgh, preparatory to his leaving this country for a tour round tue 
world on behalf of his firm. Mr. Bastow left by the Tunisian from 
Liverpool last week for Canada, and will proceed from thereto 
Australia, New. Zealand, and South Africa. He ects to be away 
for at least six months, aud his many friends will wish him a safe 
and prosperous journey. | 

Owing to the lease of 2, Queen Anne's Gate, S. W., having changed 
hands, Messrs. Lacey, SILLAK & LxIOR have removed to Iddeelegh 
Mansions, Caxton Street, Westminster. Their telephone number 
and telegraphic address remain unaltered. І 

Мв. Ѕірмеү SHARP, M. I. Mech. E., M. I. E. E., notifies that in 
consequence of the acquisition of 34, Great George Street, S. W., 07 
the Government, he has removed to 13, Victoria Street, S. W. 

Mr. T. C. Martın has resigned the co-editorship of the Electrical 
World, of New York, in order to assume the position of Gi 
Secretary of the National Electric Light Association, of which be 
was one of the founders, and with which he has always been closely 
associated. The appointment was necessitated owing to the gre 
growth of the Association membership. In entering upon his new 
work in the interests of the American central station industry, Mt. 
Martin carries with him the hearty good wishes of the Londo 
ELECTRICAL REVIEW. 


Obituary.—We regret to record the death of MR. Jons 
Rance, jun., which occurred at Deal on September 16th. In his 
early days Mr. Rance was а succesaful student at the City aM 
Guilds of London Institute, and afterwards a pupil at the Angle 
American Brush Electrical Works. He was employed by Mess 
Johnson & Phillips as engineer to put down the transmission о 
power plant at the Sheba Gold Mines, S.A., and а similar plant at 
the Raub Gold Mines, Malay States. His last appointment vM 
with Messrs. Jessop & Co., Calcatta, and this he resigned in February 
last owing to a breakdown in his health. He returned home to 
recruit, but gradually got worse untila fortnight ago, when he 
away. Mr. Rance was an M. I. E. E., and was only 41 years of age 


CITY NOTES. 
Willans & Robinson, Ltd. 


Тик accounts for the half-year ended June 30th, 1909, show 2 oe 
Deducting this sum from the balance of £9,517 brough 

The director 
recommend the payment of a dividend at the rate of 3 per cent. 
per annum on the preference shares, which will absorb £4,999 194 
leaving a balance of £1,015 to be carried forward. There is n0 


of £4,501. 
forward, leaves £6,015 available for distribution, 
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profit available for payment of interest on, or redemption of, 
funding. certificates, and it is not possible to pay any dividend on 


һер ordinary shares. The regretable result shown for this half- - 


year is due to the scarcity of work and to the low prices prevailing. 
The actual loss on the half-year’s working at Rugby is £2,331. 
To this has to be added £1,170, the cost of keeping the Queen's 
Ferry Works in proper order and repair. The whole of the deben- 
ture interest is now charged agaiust the Rugby account, and in 
considering the loss of £2,331 on that account it must bo borne in 
mind that this result is arrived at after charging the Rugby profit 
and loss account with £4,824, the amount of the debenture interest 
for the half-vear. The sum shown in the profit and loss account 
as written off against depreciation of premises, plant, machinery, 
patents, &c., vis, £4,203, is considerably less than in past half- 
years. The deficiency, however, їп this provision is apparent and 
not real. A number of the working costs of. the business, such as 
drawings, patterns, tools, and other appliances, which in past half- 
years have heen charged against capital account and subsequently 
written off by depreciation, have in this half-year been cbarged 
direct against the profit and loss account. Although, therefore, 
the sum shown in the accounts as written off for depreciation this 
half-year is less than in the past, there are direct charges against 
profit and loss account to counterbalance tbis deficiency, and tbe 
&ctual provision made for keeping capital values on & sound basia 
is as ample as formerly. Debenture stock to the amount of £8,767 
has been redeemed during the half-year ont of the late fire insur- 
ance fund. This has been purchased at prices considerably below 
| The difference between the face value and price 
paid, amounting to a sum of £1,761 and the balance 
of the fund itself, have been added to the main 
reserve fund, which, after deducting therefrom the amount paid 
on Mr. Robinson’s retirement, stands at £62,630. The full prefer- 
ence dividend for the half-year might have been made up by draw- 
ing on the reserve fund. The directors, however, in view of the 
continued depression in business, do not feel justified in recom- 
mending such a course. The board are continuing their efforts for 
the dispoeal of Queen's Ferry Works, and although no sale has yet 
been effected, there is good reason to hope that negotiations now in 
progress will result favourably. A lawsuit, which has been hanging 
over thecompany in connection with one of their gas engine con- 
tracts has, since tbe books were closed, been settled by the payment 
of a sum of £15,000. This liability is provided for by the reserve 
fand, and the settlement of this case leaves the probable loss on 
the final disposal of Queen’s Ferry as the only serious outstanding 
liability arising out of matters which were inquired into by the 
Advisory Committee in 1904. There is a considerable quantity of 
Diesel engine work in the shops at the present time; but the Diesel 
Co. have, so far, been able to place only a small proportion of the 
orders due under their agreement. It is hoped that, before long, 
there will be & revival ia the demand for electrical generating 
machinery, and the company is now in an excellent position for 
securing a good proportion of the business when the revival takes 
place. Meanwhile, every effort is being made to push new develop- 
ments such as turbo-pumps, water turbines, and condensing plant, 
80 88 to widen the base of the cómpany's operations and make it 
less dependent on one class of manufacture. The first of the high- 
lift tarbo-pumps has successfully passed its trials, and there are a 
number of these and of the water-turbines under construction in the 
shops. The directors do not for the present propose to make any 
addition to the board, or to fill up the vacant post of chairman. 
These matters have their earnest attention, and as soon as they 
are able to put forward proposals which will fully meet the best 
interests of the company, these will be laid before the shareholders. 


Dick, Kerr & Co., Ltd. 


Tus ordinary general meeting of the shareholders of the above 
company was held on Tuesday at the Cannon Btreet Hotel, Mr. 
John Kerr presiding. — 

The CHAIBMAN, in proposing the adoption of the report (see ELEC. 
Rev., Sept. 24), said that there had been a very considerable diminu- 
tion in the profits during the past 12 months’ trading, as they only 
amounted to £28,168. Out of this had been paid debenture 
interest and trustees’ fees, and in addition asum had been reserved 
to provide for the premium payable in connection with the redemp- 
tion of the present debenture stock. These items absorbed £12,693, 
leaving a balance of £15,475, and if they added the profits 
brought forward from last year, £81,567, they arrived at a 
total available for appropriation of £97,041. Turning to the 
balance-eheet, the ordinary and preference share capital 
was the same as in the previous year. They had, as usual, 
Bet aside £6,000 for redemption of debenture stock, and of 
this amount, £1,000 was redeemed prior to June 30th, and the 
trustees held an additional sum of £5,067, which they applied to 
redemption of debenture stock by drawings on July 3186, The 
total amount of debenture stock which had now been redeemed was 
about £34,000. There. was very little difference in the liabilities 
to creditors; the reserves wera exactly the same as in the previous 
year; the capital expenditare at the works had been reduced by a 
spm of £14,252; stocks in hand and work in progress, by about 
£7,500; debtors, exclusive of contract balances, by about £9,000 ; 
and the contracts due for work, stock of materials, &c., was 
incressed by about £14,000; sundry investments had been 
reduced by about £43,000, and the cash balances were more or lesa 
the same as in the previous year. These figures called for no 
special comment. In the years 1907 and 1908 the directors in their 
reports stated that severe competition had prevailed in all depart- 
mente, and they foreshadowed tbat this competition would become 
keener daily, and business more difficult to obtain. He regretted 
to say the year under review was the worst the company had 


experienced for many years, for not only had they had to contend 


with very severe home and foreign competition, but there had also 


been a serious diminution in the amount of work offered. Their 
tale was not different from that of most of the industrial companies 
in this country, for it was common knowledge that competition in 
their class of bisiness had been even keener than in any of the 
other branches of manufacture. In nearly every department they 
had suffered a serious shrinkage, and although every effort 
had been put forth by the directors and the staff, they 
had not been able to secure profitable business, partly 
because there was not enough work to go round, and partly 
because of the difficulty in gettiog money for enterprises 
calling for their Special manufactures. The directors foresaw 
this state of things some years ago, and therefore took the oppor- 
tunity of dealing with the accounts in a very conservative apirit ; 
во much so, that they built up reserves amounting to £216,000; and. 
if they included the present year’s carry forward the total reserves 
amounted to £279,000. In dealing with the accounts for the year 
under review they had adopted the same policy as they had 
always followed, i.c, depreciated to the same extent—perhaps 
even a little more than in the previous year—and reserved against 
all manner of contingencies; so that although they showed a very 
diminished profit, everything had been done on the same scale as in 
previous years when they were making large profits. Their works 
in Preston and Scotland had been maintained in the highest state 
of efficiency, and all that was wanted was a revival of business. 
They heard that business in America and Germany was improving 
very rapidly, and it was reasonable to hope that if those countries 
continued to show progress we in this country should get some of 
“the crumbs which fall from the rich man’s table." . It was hope- 
less for them to expect much more than crumbs having regard to 
the industrial conditions under which they were working, and 
judging from past experience a revival in trade generally began in 
America and Germany before it reached us. He was not there to 
make a political epeech, but he thought most of them would admit 
that this fact was worthy of investigation even by the members of 
the present Government. He regretted to say it was impossible 
for the directors to hold out any bright hopes for the current year. 
They were doing their best in the shareholders’ interests, and they 
might rely that nothing would be left undone to improve matters, 
and should business take a turn for the better within the next few 


months, they were quite ready to take ad vantage of it. He thought 


it right, however, to add that they were for the moment living in 
hope only, and that whatever might happen in other trades, he did 
not see that in this particular branch of business there was any 
likelihood of any great improvement for the next few months. They 
were gradually extending their connection in foreign markets, and 
were hopeful that when competition became less keen they would 
be able to get better prices and make more profit, The reputation 
of their manufactures and work generally stood as high as it ever 
did, and even now, although prices were cut to nothing, they were 
still maintaining the same quality all through. | 

Мв. R. Н. PRESTWICH seconded the motion, and the report was 
adopted. 

Ма. J. B. GLENN, in moving a vote of thanks to the chairman 
and directors, remarked that when competition was keen it necessi- 
tated the directors working harder than ever, and he was sure that 
the board of Dick, Kerr & Co. must have worked very hard last 
year, otherwise the result would not have been so satisfactory as 
it was, although they would naturally have liked to have seen a 
bigger profit. Е | 

Мв. BARNINGHAM, in seconding the motion, whioh was agreed to, 
said that when they looked round at other electrioal concerns, he 
thought they had reason to be perfectly satisfied with the year's 
working. They ought to be very thankful that the directors had 
been able to pay & 6 per cent. dividend on the ordinary shares. 

The CHAIBMAN, in acknowledging the vote, said that all the 
directors had worked hard, and had been very ably assisted by the 
staff. They intended to continue those efforts, and looked forward 


t 


to better times, ; 


Calcutta Electric Supply Corporation, Ltd.—The 
directors have declared an interim dividend on the ordinary shares 
at the rate of 64 per cent. per annum, for the half-year ended 
Jane 30th last, payable on November 15th. 


Babcock & Wilcox, Ltd.—The directors announce an 
interim dividend of 8 per cent. on the ordinary shares for the past 
half-year, 

Kalgoorlie Electric Power and Lighting Corpora- 
tion, Ltd.—The directors have declared a dividend on the pre- 
ference shares at the rate of 6 per cent. per annum for the six 
months ending 30th ult. 


Lisbon Electric Tramways, Ltd.—The directors have 
declared an interim dividend of 24 per cent., free of income-tax, on 
account of the current year. 


Eastern Telegraph Co., Ltd.—4A dividend at the rate 
of 34 per cent. per annum, less income-tax, on the preference stock 
for the quarter to September 30th, and the second quarterly interim 
dividend of 1} per cent. on the ordinary stock, free of income-tax, 
are announced. 


Continental.—SwriTZERLAND.— The  balance-sheet of 
the Oerlikon Co., of Oerlikon, near Zarich, for the last financial 


. year shows a net profit of £17,867; a dividend of 4 per cent. is 


being declared, the same as for the preceding 12 months. 

GeRMaNY.—The Stettiner Electricitatswerke Gesellschaft, of 
Stettin, is declaring a dividend of 7 percent. for the last financial 
year, the same as for the preceding 12 months. 
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MARKET QUOTATIONS. ` 


Wednesday, September 29th. 


. Latest” Fortnight'g 
CHEMICALS, ас. Price. Irc. or Deo. 
a Acid, Hydrochlorio e. o. per ot. "m 
а n Nitric es oo ee ve ” T ee 
a »9 Oxalic . oe ee oe 99 28 /. E" 
а „ Zulphur io. s xs м E/6 s 
a Ammoniac, Sal "E 2s " 42/- К 
a Ammonia, Muriate (crystal). рег ton 290 es 
a T [ri ee ee oe н ee 
a Bleaching powder oe ee oe 50 E5 10 ee 
a Bisulphide of Carbon  .. "S ii £18 ЕЕ 
а Вогах oe ee ee 7 eo ee эз £16 oe 
a Ferro-Silicon (60 %) е i 11 £11 £1 dec. 
a Cop r Bulphate ee ee ee [T] £18 10 T 
a Lead, Nitrate e es i» £26 10 Wa 
a » White Sugar А oo ee » £28 10 
a ” Peroxide ae eo ee ” £82 
a Methylated Spirit .. э .. per gal. 2/6 
a Potassium, Bichromate, in casks per lb. Bad. 
a Potash, Caustic (75/80 %) per ton £920 - 
а „ Chlorate .. © .. per lb. à 
a» Perchlorate so Ds j d. be 
a Potassium, Cyanide ee ee 50 d. ee 
a Shellac "per А .. рег cwt, 75 / 
a Sulphate of Magnesia .. рег ton £4 10 
a Sulphur, Sublimed Flowers. n £6 10 
» Recovered > ae 5 £5 10 
a i Lump .. is x is £5 
a Soda, Caustic (white 70 %) 54 15 £10 15 
а „ Chlorate... 95 .. per lb. 1 . 
а „ Crystals ‚ T per ton £8 6 
a Sodium Bichromate, casks .. per lb. Д 
a "n Cyanide (basis 100 %) ee " 7d. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £80 
b a Wire, in ton lots. 5 £112 
b " Sheet, in ton lots. - £120 
p Babbitt's metal ingots .. xs i £50 to £136 
c Brass (rolled metal 2^to 12" basis) per lb. 714. КЕ 
с „ Tube (brazed) is T 10 lid. 4d. dec. 
C n „ (solid drawn) 82 ji 82d. lid. inc. 
c „ Wire, basis. ss э» is 64d. ae 
c Copper Tubes (brazed) .. s ji | Red, vs 
c i „ (solid drawn € m 8gd. © 
E „ Bars (best selected) per ton 472 £1 inc, 
z „ Sheet ss 5% © i £72 £l inc. 
g „ Rod.. - e . " £72 £1 inc, 
„ (Electrolytic) Bars E " £60 10 s 
e ” и Sheets . " 477 ee 
e " н we j £t5 10 ale 
e 50 H.C. Wire per lb. 75d. . 9 
f Ebonite Rod " x ji а 8/8 s 
Y. Sheet Sa T . " 8/ 
п German Silver Wire ee ae 10 176 
В Gutta-percha, fine.. és i i 6/6 to 6/6 ЧИ 
В India- rubber, Para fine .. a vs 9/1 8d. inc, 
Iron Pig (Cleveland warrants) .. per ton 52/6 1/6 inc. 
1 „ Wire, galv. No. 8, P.O. qual. " £14 ue 
g Lead, English Ingot sis "m * £18 7 6 to £18 10 7/6 inc. 
m Manganin Wire No. 28 .. per lb. 6/6 ©» 
r Mercury si E» ed . per bot. 2 2 12 6 £4 6 inc. 
d Mica (in original cases) smal] .. per lb. 6d. to 1s. 2s 
» » » medium н 2/6 to 4/- oe 
d „ 6 „ large. ii 4/6 to 8/6 
p Phosphor Bronze, plain castings н 1/- to 1/14 ds 
D ie » rolled bars & rods 5 1/13 to 1/8 vv 
p » rolledstrip & sheet M 1/23 to 1/6 ©: 
o Platinum ie Per ox. 105 / variable. 
e Silicium Bronze Wire per lb. d i 
r Steel Magnet, in bars oe per ton £55 ae 
. g Tin, Block (English) ee ee " £187 £1 10 inc, 
B „ Wire, Nos. 1 to 16 . рег lb. 1/9 p 
p White Anti-friction Metals :— 
"White Ant" brand .. per ton £35 to s 
k Zinc, 8h't (Vieille Montagne bnd.) i £26 10 10/- inc, 


Quotations supplied by 


E Edward Till & Co. 

Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Ltd. 
mW. T. Glover & Co., Ltd. 


a G. Boor & Co. 

b The British Aluminium Co., Ltd. 
c Thos. Bolton & Sons, Ltd. 

d F. Wiggins & Sons. 

e Frederick Smith & Co. 


f India-Rubber, Gutta-Percha апа n Р. ston & Bons. 
Telegraph Works Co., Ltd, e Johnson, Matthey & Co., Lid. 
g James & are, The Phosphor Bronze Oo., Ltd, 


r W. F. D 8 & Co, 


Prospectus.—Sialang Rubber Estates, Ltd.—This com- 
pany, which is offering an issue of 100,000 shares of £1 each at par, 
will acquire, amalgamate and further develop ав rubber-producing 
properties the Estates Sialang, Batoe Gingging and Tebing Tinggi, 
on the East Coast of Sumatra. 


Johnson-Lundell Electric Traction Co.—The annual 
meetiny of the shareholders of this company was held on Tuesday 
at the Cannon Street Hotel. A representative of the ELECTBICAL 
REVIEW, who attended to report the proceedings, was informed that 
the meeting was private, and a request for a copy of the directors’ 
report was refused, 


Grassington Electric Supply Co., Ltd.—Mr. J. 8. 
Fielden presided at the statutory meeting held at Skipton on 
23rd ult. He said that it was hoped that the company would be 
in a position to supply by the end of October, 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Wir money-rates tending to become a little harder, the Invest 
ment departments remain rather under a cloud. The prospect of а 
General Election bas no attraction for the Stock Exchange, mem- 
bers lamenting that the chances at present are none too bright for 
the Tariff Reformers, whose advent to power would, it is supposed, 
lead to improvement in confidence and prices. 

Amongst the Electrical departments the most animated section 
is that concerned with the Mexican Light and Power group. The 
Mexican Government has been moved to take up the cudgels on 
bebalf of the Mexican Light and Power Company, and by official 
reassuring messages the price of the Common shares was run up 
3 pointe, the 5 per cent. Gold bonds also improving.  The5 per 
cent. bondsof the Mexican Electric Light Company have recovered 
their decline of last week. 

Mexico Trams are 4 lower. Sao Paulo Trams rose to 1524, and 
Rio Trams at 934 kept steady. Canadian General Common is 1294] 
and the 7 per cent. Preference stock 121. 

As regards the value of the championship hy the Mexican 
Government of the Power Oompany, fall weight must be allowed, 
of course, to the statements of the experts who have been con 
sulted. There are many people, however, who have a great dislike 
to anything which looks like an attempt to bolster up either 
confidence or quotations. Nevertheless, times occur when denial 
of adverse rumours may be necessary, and the students of such 
matters have to determine for themselves whether it is justifiable 
and judicious. 

The financial writers in the newspapers are making a good deal 
of "copy" out of the Willans & Robinson report, which ij 
certainly a poor one. The pricesof the shares and Dabentare stock, 
however, have not moved. Manufacturing descriptions are rery 
quiet generally, bat British Aluminium shares are looking up agiin, 
and the Ordinary at 15s, show a nominal rise of 5s. 

The principal gamble amongst industrials just now is in robber 
shares, where the Stock Exchange vies with Mincing Lane -t 
vice versa—as to which shall be considered ae the true marke. 
Prices are very well maintained. Shrewd cynics point ont that it 
pays well to hold up the price of rubber at a high figure what 
time the printing presses turn out share. certificates at a rate 0 
rapid as that to which we have been accustomed for many weeks 
past. 

Railway stocks remain sunk in depression. Paragraphs have 
been appearing as to a new tube being constructed from London 
to the Crystal Palace, and Brighton Railway stock gave way on this 
rumour, the improbability of which being true is abundantly 
evident on the face of it. But railway stocks are hopelessly oat of 
fashion, and any ttick is good enough to whack a dead donkey. 

Metropolitans fell a point, Districts remaining steady. The 
Central London and City and South London issues have not moved. 
Underground Electric Railway 44 per cent. and Income bonds are 
both 1 lower. | 

The little excitement arovsed over British Columbia Electric 
Railway stocks has subsided, but the Preferred stock gained 
another point. Anglo-Argentine Tramways 4 per cent. Debentare 
is a shade easier, while Calcutta Trams Ordinary shares and the 
Debenture stock show small advances. British Electric Traction 
Preference receded z to 23, and the seoond Debenture stock 
to 64. 

All kinds of reporte, mostly denied, bas been current concetning 
the possibility of an important consolidation of American cable 
companies, The very centre of the rumours is the Mackay, and the 
Common shares have risen no less than 6, making 124 points duriog 
a fortnight, New York is alone responsible for the movement, the 
business over here in the issues being of the most retail description. 
Submarine Cable Trust certificates are 1 up, and a similar rise lifted 
American Telephone and Telegraph capital stock to 148. Dired 
United States Cable shares are 2s. 6d. to the good, although Anglo- 
American Telegraph Deferred shrunk a little. 

United River Plate Telephone shares have shot up, recovering 
the deduction lately made for the value of the rights. The new 
shares are quoted at a premium of 1}, and buyers had little oppor 
tunity for picking up any at а cheap rate. National Telephone 
varieties have not altered, and Marconi's at 16s. $d. show no change. 

Electricity Supply shares are quiet and mostly featureless. 
Kensingtons pursue their steady upward progress in which Notting 
Hills have joined this week. Perhaps the coming of the winter may 
direct attention tothe market; it wants something badly enough to 
unveil its attractions and potentialities, 


ve 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Business done Rise +| Present 


Bock Closi Olosin 
Present | or | Dividends for the last c g week ended : 
НАМИ, Quotations Quotations ^ or Yield 
Issue, Bhare. four years. Sept. 21st, Sept. 28th. нере | Fall — per cent, 
— dH 1905. | 1906. | 1907. | 1908, 3 | & s.d, 
95,000 | Amazon Telegraph Co.'s shares, Nos, 1 to 25,000 10 Nil | Nil | Nil | Nil 2i— Bà 2i— 88 {А + P Nil, 
186,700 . do. 5 Debs., Nos. 1 to 1,950 Red, 100 5 6 % 5 % 5 % 93 — 96 93 — 96 ee ee ee 5 4 2 
$191,561,400| American Telephone & Telegraph, Cap. Stock .. | $100 | 74% | 8 % | 896 | 8 95 | 146 —148 117 —149 1471 .. 31 5 7 5 
$58,000,000 { Do, Collat, Trust, 4% mam a кы $1000 | 4% 4% 49% 14% 97 — 99 07 — 99 4: Ф. 4 18 
558,460 | Anglo-American Telegraph — .. ..  .. „Stock 31% | 83% | 8395 |£34s.| 614— €34 614 — 63) . .. 27 52 8 
8,220,770 | Do. do, 2 8 % Pret. ee „Stock | 6 6 6 6 % | 104 —105 104 —105 105 1044 z 514 8 
8,220,770 | Do. do, do. Deferred 2: .. | Btock | $ 1 1% | 8- | 22 — 24 214— 224 22 fs 21058 | — à 116 1 
47,725 | Anglo-Portnguese Tel., 5 % Mort. Deb. Stock Red, | 100 5 5 5 5 |1C1 —103 101 —103 - ee .. 417 1 
44,000 | Chili Telephone, Nos. 1 to 44,000 .. .. «. 5 8 B 83 V8 B— 8j 8 — Bi .. ., 4141 
2,481,850 | Commercial Cable, Sting. 500 year 4% Deb. Bk. Red, | Stock 4% 4% 1% |4% | 90 — 92 90 — 92 914 | 903 4170 
16,000 | Ouba Telegraph .. „„ „% „ oo 10 б 5 % |6% 6 2 Bà— 92 83 — 9i .. zm 6 9 9 
6,000 Do, 10 % Pret, .* ee ee .* 10 10 10 96 10 96 10 % 11 T ia 183 174 кы 1Р2 "v pe 5 9 7 
19,981 | Direct Spanish Telegraph, Ord, TUTTA 6 |4 4 2 495 | 4 2 0— B 8 — 84 I .. .. 514 В 
6,000 Do. do, 10 % Cum, Pref, 6s 6 [10 10 10 96 [10 À - B 885 — 88 = - e 5 15 11 
B0,000 Do, do, 43 Debs, .. .* 50 % % 44% 44% 100 —1024 10.4 —1024 се 22 ее 2 3 114 
60,7101 | Direct United States Cable 20 |4 4 4 43% | 18à— 15x 13$ — 18j 13% 134 tà 74 8 
48,500 | Direct W. India Cable, 44 do Reg, Deb.,1$0 1,200, R. 100 4 44% 4 44% | 100 —102 100 —102 T TH de 48 8 
4,900,000 | Eastern Telegraph, Ord. Btock.. — ..  .. Stock 7 195|795 | 1 9% | 129 —131 129 —182 131 1293 T 5 610 
2, 00, 000 Do. Pref. Stock. T T 100 84 1g 849% | 34% 85 — 87 F5 — 87 Вод 855 z 4 0 6 
1, 396,706 о, 4 % Mort. Deb. Btock. Red, .. | Btock | 4 4 4 & 4 € | 1044—1064 104 —106 105 реф 815 6 
800,000 | Eastern Extension, Australasia, and China Tele 10 7 7 Ф 1 71% 117 — 124 11j— 121 12, 1115 ve 514 3 
162,400 А 4% Deb. Stock „Stock | 4 4 4% | 4% | 102 —104 104 —104 és 52 р 81611 
00,009; { Fast. & В. Atrio, Tel, 4 % Me Db, Meurhins|| o5 4% „ 149 4 100 10% | 100 —102 n рд >» | 818 б 
181,127 | Globe Telegraph and Trust ..  .. дг 10 54 53% | 57% | 5395 | 1041— 107 101 — 141 108 1017 5 7 0 
181,197 Do, do. 8 Pref... .. .. 10 6 6 % 6 % 6 % 184 — 14i 131 = 14 8 vs 4 4 3 
150,000 dicent Иона Telupagh, of Copenhagen. 10 24% 20 % 20 95 18 % | 26 — 27 26 — 27 264 .. о 13 4 
ar and Bermudas Cable, 44 96 lst Mort, —10: PS ^5 | 
10,000 Debs., within Noz. 1't 1,200, R d 100 | 44% | 44% | 44% | 44% | 100 —102 100 —102 | z$ „ | 4°88 
17,000 Indo-European Tele ph .. .. .. ** 26 18 18 % 18 18 % 514 — 534 514 — 534 534 — * . . | 6 1 6 
$41,880,400 | Mackay Companies Common * ee .. | $100 2 46 4 4 9% 83 — 92 95 — 93 ИШТЕ 90 +6 [4-5,6 
$50,000,000 > do. 4% Cum. Pret. ..  ..  ..|$10 |4 4 i 495| 77 — 79 79 — 81 ТЭД 78 +2 418 9 
894,190 | Marconi's Wireless Telegraph .. 5b de he Ni Ni | Nil | Nil 1- & j— 8 16/- nis s М 1 
72,680 | Monte Video Telephone Co., Ltd. Ота, .. .. 1 |6 4 6% 16% 6 % к— 1 1— # I 617 2 
86,499 Do. do. do. 6% Prei. 1 |56%/6% Ф: Б 1 107 ^ 56 14 8 
2 295,000 | National Telephone, Pref. Stoccnn 100 6 6 $ 6 6 9% | 106 - 1074 106 —107 1068 106 5 11 7 
8,725,000 Do. o. Det. Stock e ce ән | 100 |б b 6% | 6 % | 121 —123 121 —123 122} | 121 417 2 
15,000 Do, do. 6 2 Cum, Ist. Prei. oe 10 6 6 % | 6 6 | 104— 10% 104 — 104 10j 5 10 4 
15,000 ' do, 6 % Cum. 2nd Pref. .. ee 10 6 5 6 6 96 103 — 10 104 — 104 я А 510 4 
250,000 ' do, 6 % Non-cum, 8rd P., 1 to 260,000 b b b Б 5 96 „»— БРА 51 — 5} 5 ee 478 
2 900,000} Ро. do. 83 & Deb. Stock Rad. | Stock | 849 | 84% | 84% | 84% | 98 —100 95 — 100 Oe n 810 0 
1,983,593 Do. do. 4 % Deb. Stock Red. an 100 | 4 e 4 4 4 95 | 100 —102 100 —102 8 18 6 
179,818 | Oriental Telep, and Elec, 1 to 171,504, fally paid .. 1 1 1 - 8%| 134— 143 làij— 13 559 
60,000 Do, do. do, 69% Cum. Pref...  .. 1 |6 6 6 6% | l- 15 l5^— 145 | 416 8 
89,100 Do. do. do, 4 % Red. Deb, Btock .. 100 a 4 49 |4 9 | t6 — 88 R6 — 88 413 0 
99,400 | Pacific & European Tel., 4% Guar, Debe., 1 to 1,000 10 4 4 5 4% | 4% 100 —102 100 —102 10) Ó B 18 5 
11,8891; Reuter's RA eu Aes. Ä 8 |5%/6 5% |5% "j— Р 12— 8 7⁴ 417 7 
145,955 | Telephone Co, of Egypt, 44 % Deb, Red. | 100 44% ag 44% | 44% | 1004 —1024 1004 — 1024 4 7 1a 
8,042 Submarine Cables Trust se se ee 6. | Cert, |6 % | 6 6 | 6 % | 180 —183 131 —184 * * 111849 7 
120,000 | United River Plate Telephone Б |8%/8 8 8 68 — 68 613— 613 613 68 *fa | 14 8 
40,000 Do. 6 Cum. Pret., Nos. 1 to 40,000 b 596165 5 15 % 5i— 65 bi— 5% 4 0 = 4 810 
80,008 | W. Coast of America, 1 to 30,000 & 58,001 to 58,008 9% | Nil | 24% | 9490 | 235%] 12 — 18 11— 18 91,3 | 20/. 8 15 11 
150,000 Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub, Tel, | 100 495|495|495|4 % | 100 —102 100 —102 - * бә B 18 Б 
980 | Western Кыыл Ltd., Nos. 1 to 207,980.. 2x 10 79517951795 | 795 | 181—132 198 — 124 133 134 + à 5 010 
Do. о. 4 % Deb. Stock Red, .. | 100 4 P 4% |4 95 | 4% | 103 —105 103 —105 1044 P T 816 2 
West India and Panama Telegraph ..  ..  ..| 10 | Nil | Nil | Nil | Nil M— d H= d of aa а Nil 
B4,568 Do. do, 69% Cum. lst Pref. e| 10 [6% вә 6935 | 6% M-— 9 81 — Wl 8444 83 426 9 9 
4,669 Do. do, 6% Cum, 2nd Pref. - me 10 Nil | Nil |£26 15% 84— 94 et 93 us T 4 i |15 15 10 
мон Do, do, 6% Debs., Nos. 1 to 1,800 „ 100 |6 % | 5 5 5 % | 1014—1084 | 1014 —1033 K 5 T 416 7 
| | | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
2.6% | (Aptio-Arsentine Trams, 5 % Cum. Ist Pref., 100) Б " ж | 936) .. | Бач 
- 200,000 | Do. 5 96 2nd Pref., 800,001 to 1,800,000 5 is дә ЧА ss ae T 617 8 
Pc : о. 4 Yb Deb. Stock ee ec өз - ee eo. oe -| ce 4 % 922 .921 EE i 4 8 10 
Vs Auckland E. Trams, 5 9% 1st Mort. Deb. Stock ` .. | 100 | 6 6% | 6 5 | ] C T 416 8 
.,.GN,U0U | Baboock & Wilcox, 1 60 580000.. — .. — .. 1 0 4/90 0% 9s | 9js | .. |4611 
,190,000| Do. lo. Cum. Pref., 1 to 100,000 .. 1 6 6 6 6 ee s See 400 
8408 British Aluminium, 4 1 to 40,000 А e b y q q 7 +s +} |85 00 
| Do, do $9, bum. Frei... 8 1773171 — 16 1 4 
40,100 Do, do. A6 Cum. Pref, .. M Б 6 6 6 6 oe ч iis 11011 
p - 13,891 Do. do. 4 96 Funding Certs. ee ее 5 4 4 4% 4 oe eo oo 5 14 8 
194,400 | Do. do. % Loch Leven Debs, — .. | 100 .. | 5396 | 54% | БА 5 б "n 514 7 
' 500,000 | British Columbia E. Def. Ord. Stock .. ee | 100 6 6 8 8 147) 116 5 7 5 
400,000 | Ро. Pref, Ord. Bock... .. oo 100 $ 5951552516 181 Бн +1 417 7 
400, 000 Do. 6 96 Cum. Perp. Pret. Btock eo [31 100 b Б 96 b 96 6 ee . ee 4 10 1 
n 288,000 Do. lst Mort. Debs., 1 to 6,960 ee ee 40 de 96 447 4 * ee ee 4 6 7 
22, 600 Do. Vancouver Power Debs., 1 to 2,200 | 100 44% | 48% | 4495 | 4 T e ; 469 
. / 188,801 | British Electric Traction oo os c cof 10 [OS il| Nil il MJ- 10/- A Nil 
: 161,497 Do. do. 6 Cum. Pref. ee ee 10 8 6 % 8 % 14% 45/- 87/6 d è 6 9 9 
1, "98,658 Do, do, 6 % Perp. Deb. Stook .. | Stock | 5 5 5 5 8⁵ "s $3 6 14 11 
. «98,906 Do. do. % $nd Deb. Stock ‚| 100 4495 | 48% | 44% | 44% ai x à 614 4 
100,000 | British Insulsted and He Cables os es 5 8 10 % |10 95 |10 96 . is s 610 2 
‘$00,000 | Do. do. 695, Qum. Prei. б |6525,|695,1692516 і is кй 411 8 
500,000 Do. do. 43 96 18+ Mort. Deb. Red... | 100 44% % | 44% | 4 : M «a 4 411 
04, 940] British Thomson-Houston 41 9% 1st Mort. Debs. .. | 100 44% | 449 | 44% | um vs 415 9 
420,000 | { British Westinghouse 6 % Pref. 8,001 70 475,000 б Ni Nu Ni! Ni! M" Nil 
8,9 6,358 Do. do. 4% Mort. Deb. Soon. | 100 % 4% 495, 4% Я А 910 6 
ў 60,000 .Browett, Lindley & Oo., ба ee ee ee ee 1 Nil Na | Nil Nil ee ee ee Nil 
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SOME NOTES ON THE ERECTION OF 
POLES POR OVERHEAD LINES. 


By " WIGWAM." 


To those inexperienced in the erection of poles and lines, the 
work may appear comparatively easy and so straightforward 
that mistakes would be exceptional; but there is a good 
deal to be learnt, even from the humble ** ganger " on the 
subject, before the pole-line shows the mark of the workman 
rather than that of the novice. 

The following are some points that should be useful to 
those who have to undertake such work for the first time, and 
they may also be useful to many- who wish to improve some 
of their present, methods. | | 

In this country practically all the poles used are creosoted 
to preserve them against climatic conditions. This process 
of creosoting consists of injecting creosote oil into the fibres 
under pressure ; the poles are placed in a long cylindrical tank 
which is filled with the oil and, after closing up all the doors, 
farther oil is forced in by means of pumps so as to give a 
pressure of 10 lb. per sq. in. inside the tank. This pressure 
is maintained until the oil has found ite way into the poles. 

It will be easily understood that the oil,under pressure, 
will find its way into the weak places in the wood fibre, fill 
these readily and so preserve them whilst, where the timber 
is hard and seasoned, the oil may only partially penetrate. 
The fact that the oil has only partly got into these places 
proves that the wood is sound and does not require the 


preservative. If the pole has to be cut, as for the fixing of ће 


arms, and the cat extends through the creosoted portion into 
the white wood, the oil will ran into the opened portion and 
the wound thus becomes self-healing. Most of our readers 
will have observed workmen placing timber protection over 
the signal wires and points on the railways, and that, as the 
timber is cut up, the white interior is exposed, but after a 
day or two the oil has run into the exposed parts, and theee 
have the same appearance as the rest of the timber, i.e., the 
wound has healed up. P 

A similar process takes place with creosoted poles, and we 
need not be undaly alarmed if we find, on cutting into a 
pole, that some parts of it do not appear to have been 
thoroughly treated. · 

In countries where the poles are subject to the attention 
of insects, it is further advisable to char them from the butt 
up to about 2 ft. above the ground level ; this is easily done 
by rolling them above a broad fire and smearing them with 
tar to make them burn. It is convenient also, whilst the 
pole is still on the ground, to fit it with the arma, cap, earth 
wire or any other fittings, and then to remove them except 
the earth wire during erection, so that they are easily 
replaced when the pole is in position. This is a far quicker 
and safer method than to dress the pole and attach the 
fittings after erection. | р 

If the poles are heavy and a portable derrick can be used, 
this is the quickest way of planting them, but poles of 
average віле and weight, such as are most commonly used, 
can be readily planted, as shown in fig. 1, with no other 
appliance than a couple of ladders and two short ropes. The 
writer lias erected poles up to 40 ft. in length and abont 
7 in. in diameter at the top in this way. It will be seen 
from the sketch that the hole is long and narrow, and that 
as the pole is lifted at the top, it tends to slide itself into 
position. A stout flat piece of timber is placed, as shown at 
the front end, and the butt of the pole slides down this; if 
the ground is soft, flat boards may algo be fixed at the sides to 
prevent their being broken in. These boards are, of courte, 
removed when the pole is erect, and the earth is firmly rammed 


round the base. Poles аге usually placed about 45 yards apart 


(i. s., 40 to the mile) and 4th of their total length in the 
ground, but, where the conditions are-favourable, the spacing 


is frequently increased up to 60 yards. In public roads, or 


where the lines cross public roads, the Board of Trade con- 
ditions must be complied with, and the Post Office also places 
certain restrictions where its lines are crossed. Printed par- 
ticulars as to height and guard wires can usually be obtained 
from the local post office engineer. On private land the 
spacing is usually governed by the weight of wire to be 


carried and the number of angles in the line, and also by the 
degree of exposure to storms and wind pressure, but, only 
in exceptional circumstances, is it necessary to have them 
closer than 40 yards. | 
Stays must be provided to support the pole where there is 
side pull, but if this is only slight, as where the line diverges 
a little from the straight, a stay may be avoided by giving the 


Fia. 1. 


pole a slight “ rake in the opposite direction to that of the 
pull. The amount of **rake"' required so that the pole may 
be perpendicular after completion can only be judged from 
experience, but a little practice soon teaches this. Stays 
should be of stranded galvanised-iron wire about ү; or 
4 S W.G., fitted with an adjustable swivel for altering the 
tension after erection. A piece of railway sleeper or a long 
stone makes a good archorage. If an iron stay rod is used, 
the former is more convenient, since a hole is more con- 
veniently made through it for the stay rod. If thestranded 
wire is used in the ground, the anchorage may be either the 
sleeper or stone or a short piece of railway metal; but it 
should not be of such a nature that it will rot in the ground ; 
otherwise, as the anchorage rots away, the stay becomes 
useless. ; | 

The earth wire is, perhaps, one of the details most 
frequently neglected. It should be a stout galvanised-iron 
wire, about No. 8 8.W.G., securely stapled to the pole, and 
p ojecting well above the highest conductor, as shown in 


'" Fig. 8. 


fig. 3. One Ча gr sees the earth wire cut off short at 
the cap, below the level of the top insulator, so that it is 
practically useless as a lightning conductor. | 

For light lines & wire guard, shown in dotted lines in 
fig. 8, is sometimes used, and is placed so that it will catch 
the line if the binding wire breaks. In this case the earth 
wire should be properly connected to the guard wire, 
which then forms the finial of the lightning conductor. 
The arm bolts and, if of metal, the arms also should be 
connected to the earth, as also must any guards or guard 
arms. 

A galvanised iron roof or cap (с, fig. 3) is used to protect 
the top of the pole from the weather, and should be amply 
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large to more than cover the pole. The galvanised saddle 


bracket carrying the top insnlator is fastened by four coach 
screws, or two coach screws and two clout nails driven 
through the pole roof. The whole of the iron work fittings 
should be galvanised to protect them from the weather. 
The arms are usually seasoned oak 2} in. x 23 in. for aver- 
age size lines, and proportionately larger for heavy lines. 
The pole is notched to a depth of about 1 in., and the arm 
driven in tight, as shown at B, fig. 2, so that it will remain 
horizontal. 2 
Fig. 2 also shows another point which is frequently over- 
looked, and this is, that the pull should be against the pole 
and not on the bolt as would be the case if the arm were 
on the right-hand side instead of on the left hand. This 
sketch aleo shows an arrangement for straining off the 
i 


Fia, 5. 


4 


top wire by means of an iron clamp bent to fit the pole and 
double-ended if required to strain off in both directions. 
The finial shown on the same sketch add considerably to 
the general appearances, and for village or road lighting 
where appearances have to be considered, is well worth the 
slight extra cost. These finials can be bought at about 28. 
to 28. 6d. each, according to the size and quantity, and from 
this the cost of the pole roof may be deducted. 

For this class of work, swan-necked insulators are 
frequently used instead of arms and bolts, and in some dis- 
tricte the supply companies are using them for power trans- 
mission at medium pressures (вее fig. 4), and for both direct- 
current and three-phase transmission. Whilst it is generally 
to be recommended that for three-phase work the conductors 
should be equi-distant from each other, it is found in practice 
that.spacing them at somewhat unequal distances does not 
make any appreciable difference to the losses under the con- 
ditions to be usually met with in this country. The use of 
swan-necked insulators may, however, be carricd to extremes 
as anyone who has travelled on the French railways and 
observed the telegraph lines can testify ; here one frequently 
sees 15 to 20 insulators with swan-necked bolts of various 
lengths and sizes carried by a short slender pole, and the 
arrangement falls far short of thesolid construction to which 
we are accustomed in this gountry where arms carrying four, 
six. and even more wires are the rule. | 

For heavy construetion, two poles Joined together in the 
form of an A аге to be recommended, and this arrange- 
ment bas great stability, and will stand considerable side 
strain without staying ; it is frequently used for high-tension 
lines where heavy guards are necessary. The poles are cut 
to fit each other at the top, and the arms form a further 
bracing, as shown in fig. 5. They aleo require biacing 
together at the butts, at any rate during erection. 

In districts subject to lightning discharges, a galvanised 
barbed iron wire is often run on the apex of the poles, and 
forms & continuous earth wire as well as an effective light- 
ning conductor running parallel to, but higher than, the 
transmission lines. It should be connected to the earth wire 
of each pole and earthed, by means of a copper plate about 
2 ft. 8q., at intervals of about 4 mile. 


PROCEEDINGS OF INSTITUTIONS. 


Hydro-Flectrle Power in Canada. 
By CRC. B. Swxrrg, M. Am. Soc. O. E. 


(Abstract of paper read before the AwERICAM Society or Civi, 
| Eadmrns, September 18, 1909.) 
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(Concluded from page 908.) 


UNDER the franchise conditions existing between thie company 
and the Provincial Government, and baving in view the water 
limitations now being reported on and recommended by the Inter- 
national Deep Waterways Commission, it would appear to be 
inevitable that this company will soon be forced to enter actively 
into exploitation of the Canadian market, in order to enable it to 
increase its output sales beyond the present, which amounts to 
about 40,000 H.P. from its own station, to which must be added 
some 5,000 E P. obtained from the Electrical Development Co. and 
exported. | 

The combined output of the three stations о? these allied com- 
panies, i e., the Niagara Falls Power Co. and the Canadian Niagan 
Power Co.,is more than 500,000,000 xw.-hours per year, and the 
load factor is more than 70 per cent., owing to the large number of 
electrochemical customers. 

Between 1902 and 1906 the Ontario Power Co. constructed, 
immediately below the cataract, a station which is equipped at 
present with six horizontal unite, each of 10,000 or 12,000 E. f. r., 
generatir g three-phase, 25-cycle, 12,000- volt current, at 187} n. P. u., 
under a net head of 178 ft. The turbines are of German design 
and manufacture. The water is brought to the station by an 18-ft. 
steel pipe, 6,500 ft. long, which is embedded in concrete just below 
the hydraulic grade line, and buried in Queen Victoria Park a few 
feet bencath the surface. 

This company selected a favourable location for its entrance 
works and forebay, which are located at the head of the rapids 
and are completed for a capacity of 180,000 н.р, and, as far as ice 
troubles are concerned, it may confidently expect to give a oon- 
tinuous service.* 

In several other features these works are interesting, particularly 
in respect of the methods of control. To handle succesafully an 
18-ft. column of water, 6,500 ft. long, moving at 15 ft. per sec, 
under ordinary commercial electrical conditions, was no mean task, 
but it is understood that, by means of a spiral over flow structure, 
this has been accomplished. The electrical control is centred in 
the transforming and dist:ibuting station, which is 600 ft. from the 
generating station and on the high bluff overlooking the cataract. 
At this point all the current from the generators to the bigh-tensica 
lines is controlled? The transforming station is eqvipped with 
18 single-phase, oil-insulated water-cooled transformers, each of 
3,000 K. v. A., each being in a separate compartment. This 
company has created several allied companies which distribute 
62,500-volt and 12,000-volt current in the United States and 
Canada, Ite extreme eastern delivery is at Syracuee, N.Y. 
161 miles distant, and it-distributes current westward to St. Oatha- 
rines, Welland and Port Colborne; but in view of the contract it 
has now entered into with the Hydro-Electric Power Commission 
of Ontario for the supply of from 25,000 to 100,000 H., at from 
$9.00 to $9.40 per нр per year for 12,000-volt oontinuous power, 
it appears evident that its sphere of influence in South-Western 
Ontario is in the near future to become very considerable, and the 
output of its station increased to at least 50,000 н.р. At present 
its maximum load is 25,000 н.р. in the United States and 5,000 Е.Р. 
in Canada, sales being at the rate of 110,000,000 x w.-hours per year. 

This company’s transmission lines are very extensive and varied 
in character, and comprise several hundred miles ot double-circuit 
and single-circuit aluminium lines, chiefly mounted on steel towers 
carrying one circuit each. Some of the branch lines and 12,000-volt 
lines, however, are on timber A-frame towers or cedar poles; the 
various constructions bave beeu carried out substantially and scien- 
tifically, but are subject to the criticism of transmitting at only 
60,000 volts for distances up to 160 miles, whereas, at the present 
time, 80,000-volt transmissions are in use and 100,000-volt projects 
are under construction; however, it is true that the- suspended 
insulator has not yet been fully developed to unquestioned satis 
faction, and, at 100,000 volte, air emanations from conductors, line 
troubles, &c., are certain to be considerable. 

In 1903 tbe Toronto and Niagara Power Co. was formed by 

ies interested in the Toronto Street Railway Co. and the 
oronto Electric Light Co., and, after negotiations to buy electric 
current from other Niagara companies had failed, a lease was 
secured from the Provincial Government to build a generating 
station in Queen Victoria Park at Niagara Falls, at a site lying 
between those of the Canadian Niagara Power Co. and the Ontario 
Power Co., the works of both these companies being then under 
construction. The location chosen was notable in two particulars, 
the intake being almost wholly in the surging rapids above the 
cataract, while the tail-race tunnel was located so as to emerge 
beneath the cataract itaelf. The construction of these works pro- 
ceeded from 1903 to 1907. 

Preliminary to construction, it was most difficult to construct the 
coffer-dams and keep them watertight, and, together with the 
extensive overflow dam, &c., afterwards constructed, this made а 
heavy investment necessary. The wheel-pit is constructed for 


* The author wrote before the troubles with ice last spring, when 
this station was flooded by an unprecedented rise in the 
level, —Eps..E.R. | 
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11 units, each of 8,000 Kw., and four of these units are now 
installed. The operating head is about 140 ft, and the station 
is equipped with Francis double-runner turbines, constructed by 
United States manufacturers on Swiss models. In various items, 


however, these turbines differ from previous constructions. The . 


draft-tubes are carried outward to twin parallel tail-race tunnels, 
and emerge from underneath so as to maintain the water seal. The 
penstocks are alternately right and left, in groups of two, thus 
economising in wheel-pit length. The supporting structures for 
the vertical main shafts of the units are concrete arches instead of 
steel girders. Altogether, these works give evidence of advance in 
the art of wheel-pit construction. The power house is a moat 
ornate structure; indeed, this company bas carried on all its 


operations with a lavish hand, and a resulting large investment. 


Its generating company is known as the Electrical Develc pment 
Oo., and the three-phase, 25-cycle, 12,000-volt current generated 
is delivered outside of Queen Victoria Park to а transformer station, 
whence the Toronto and Niagara Power Oo. tranamits it at 60,000 
volts to Toronto, 80 miles distant (population 300,000), over a 
double-circuit steel-tower line. This line is carried across Hamilton 
Beach and Canal and the Welland Canal by pairs of very high and 
heavy towers; otherwise the trantmission line passes through a 
level cultivated country without serious transmission difficulties, 
` although including various spans across small valleys of more than 
1,000 ft. each. 

The transforming stations are built apparently with a great effort 
to attain safety, each single-phase transformer being in a separate 
compartment, and there ів a yery extensive concrete-cell consti: uction 
for bus-bars, lightning-arrester compartments, &c. The Toronto 
terminal station also has an auxiliary water-tower for supplying 
water to transformers, in addition to the water service from the 
city mains. The current delivered at this station at 55,000 volts is 
stepped down to 11,000 volts, and is then carried by underground 
feeders to various sub-stations in the city, where it is transformed 
into 600-volt p.c. and various voltages 4.0.; also, the frequency is 
changed from 25 to 60 cycles. Altogether, from 20,000 to 22,000 
E.H.P. are used by the two subsidiary companies, in addition to 
sales at Nisgara Falls to the Canadisn. Niagara Power Oo. for 
export, as before mentioned, and there are also subsidiary companies 
formed to distribute eastward in the United States. | 

This brief description of the capacities of the various Niagara 
generating stations, amounting to 450,000 m H.. in Canada, when 
the stations described are fully equipped, and the fact that. several 
other companies own charters and water rights, snd are anxious to 
enter the field, if given opportunity and encouragement, at first 
would suggest that electrical energy can now be obtained in this 
. favoured district at very low rates; and, comparing the rates 
offered with the cost to any given consumer to produce power or 

light by steam-driven prime movers, certainly the rates do improve 
these conditions somewhat, as is shown by the steady growth of 
electrically-operated industries in Hamilton, Ont. Moreover, from 
- $20,000,000 to $25,000,000 have already been invested by these four 
companies in generating stations and transmission systems, which 
must find a return by the sale of the electrical output ; but for the 
last ten years the people of South-Western Ontario have steadily 
asserted that, to create a great industrial area in that part of the 
province, still cheaper power ought to be and could be obtained. 


Boards of Trade began to agitate in 1900, and in 1902 а committee - 


was formed to take concrete action, which, by pressure on the 
Provincial Government, induced the passage of an Act in 1903, 


enabling two or more municipalities to appoint a Commission and, 


after investigation, to carry out, if desired, the construction of tbe 
necessary works at Niagara or elsewhere for generating, trans- 
' mitting and distributing electrical energy. 

This municipal Cummiseicn made а very exhaustive investiga- 
tion, and reported in 1906 to tbe seven municipalities then repre- 
: sented in the movement, but there has been no specific outcome 
` from this report. | 

In 1905 the Provincial Government, beeoming more fully alive 
to the importance of this question, appointed a Government Ccm- 
mission to study and он on the hydraulic possibilities in the 

provinoe, the industrial demand then existing for electrical energy, 
and the prime cost of generating snd delivering the same to the 
‘various industrial centres and customers. The reports arising from 
the investigations were presented, in due course, to the Legislature 
during the session of 19056; but, although the facts elicited 
furnished a comprehensive idea of the industrial conditions then 
. existing, and the cost of satisfying the same, and also, by comparison, 
set forth the rates offered by distributing companies, it bas only 
been after a subsequent protracted struggle that definite results 
have been obtained and the evident will of the people carried ovt. 

The vested interests immediately attacked the reports and the 
bona fides of those who drew them up, but the Provincial Govern- 
ment, recognising the demand made vpon it, passed a very com- 
рсе Act, appointing a рше Government Commission. 

this commission were vested the rights of the Crown, and it was 
authorised to act in response to the demands of the municipalities 
. and on their behalf. 

This commission, after 21 years existence, has justified itself; 
and a group of sixteen municipalities has made 4 demand upon tke 
Commission to secure electric power, to construct transmission 
lines from Niagara, to transform the electrical energy thus trans- 
' mitted at the various sub- stations, to administer the construction, 
: and to operate the works. for a period of 30 years, over which 

iod a sinking fund will be created out of the rates to repay the 
vestments. The amount of power to be distributed immediately 
is approximately 30,000 R. H. P., but it is confidently expected that 
this will increase very rapidly to probably 100,000 E. H. P. in five 
- years. | 
The various municipalities have voted the money reccseary for 


fiom the generating station 


local distribution, and the Government has recently contracted for 
the construction of 300 miles of transmission lines, and this work is 
to be followed immediately by the construction of the necessary 
sub-stations and local distributions. 

This popular movement bas yet to be justified by capable and 
honest administration, deficiency in which is the weakness of many 
municipal movements in America, and it is to be hoped that the 


fis of the Government Commission will render the inherent 


merits of the project effective. ` 
The large area of country to be covered, and the necessary anti- 
cipation of a still wider area as toon as the first installation has 
justified itself, have forced on the Government engineering staff a 
consideration of higher voltage, and, according to present plans, 
the ultimate voltsge of tran mission now being provided for is 
100,000. This advanced practice, however, has been adopted by 
reason of tbe necessary provision for iu:tber extensions of the 
Hydro-Electric Commission's те to pointe still more distant 
than London and St. Thomas (140 
miles). The world will, doubtless, watch closely the results ob- 
tained in carrying out this huge municipal provincial distribution 
of electrical energy. 
Tae St. Liwrence River, between Lake Ontario and Montreal, 


may be considered as baving ite navigation interests paramount, 


and, altbough attempts have recently been made to obtain permis- 
sion from the Canadian Government to devote the whole river to 
power development, it is not likely that such permission will ever 
Le granted, 

In the meantime, along tbe ship-canal system, many small 
installations have been permitted, but they are chiefly local in 
character and are devoted to operating mills and factories. They 
amount roughly to 10,000 H.P., and, in addition to this, hydro- 
electric stations having a capacity of about 5,000 ир. supply the 
various near-by towns with ligbt and power, and light the ship 
canals during the navigation sea on. ` 

The whole river, if available, would be a great source of power, 
as it is capable of developing at low water 1,500,000 H.P. of elec- 


, trical energy at the various rapids. 


In the vicinity of Montreal (population 400,000), several interest- 
ing constructions have been made at various times by various 
companies, bat finally all these interests have been merged into the 
Montreal Light, Heat and Power Company, which controls the 
situation at present, a'though a rival company has recently been 
organised to develop power on th» abandoned Beauharnois Canal 


of the Bt. Lawrence tystem and transmit to Montreal and distribute 


in opposition to the Montreal Light, Heat and Power Compar y. 


The latest construction by the latter company is at Scularger, on 


the Soulanges Canal of the Bt. Lawrence River, 274 miles west of 
Montreal, where 40,000 cb. ft. per sec. are available under a head 
of 54 ft. The equipment now being installed consists of three 
unite, each of 3,750 Kw., which will generate three-phase, 60-cycle 
current at 4,000 volts. The transmission wil] be on one circuit at 


44, 000. to 40,000 volts, and the transformation will be made hy 


banks of sing'e-phsse, water-cooled transformers having a rated 
capacity of 2,500 xw. per pbase. 

At present this company owns two water-power stations and four 
steam stations, tbe latter having a capacity of 9,000 m.r. The 
company also purchases 16,000 н P. delivered in Montreal by the 


` Shawinigan Water and Power Co. 


The station at Lachine, on the St. Lawrence River, is an example 


of daring Lut mistaken construction, carried out 12 years ago, 


when the transmission problem had not been aé fully worked out 
эв at present. The works are really constructed asa pait of the 
river, and, therefore, in operation they are sut ject to troubles from 
frazil in the head and tail-races; but after excessive expenditures, 
made for the purpose of creating quiet conditions above the power 
һо ве and protecting the tail-race from back-water, the station can 
be reasons bly E age on to give continuous winter service. 

The dependable hydraulic head is only 14 ft., and the eight 
generators, each having a rated capacity of 750 KW., are operated 


by groups of six turbines each, driving jak shafts. 


The current generated is three-phase, 60-cycle, at 4,400 volte, 
and is transmitted over 11 circuits at this voltage direct to 
Montreal (€4 miles), where it is stepped down to 2,400 volts for 
distribution. The station was designed for a capacity of 16,000 H.P., 
but it has never been equipped with machinery beyond 8,000 H P. 

At Chambly, on the Richelien River, a branch of the Bt. 
Lawrence, 18 miles south-east of Montreal, the company owns a 
generating station which has also had a history interesting to 
engineers, The concrete dam, constructed to creaíie a bead of 
34 ft., failed soon after completion, and the first year’s operation 
was much disturbed by flazil; but a new dam has since replaced 
the faulty structure, and tbe station now operates normally. 

The equipment consists of eight units, each of 1,800 xw., driven 
by four turbines per unit, the total generating capacity of the 
station being 20,000 E. H. p.; but the average load carried is 
15,000 E. H.. The current, which is 2,200- volt, two- hase, 66-cycle, 
is stepped up to 25, OC O volte, three-phase, by 2,750-k w. single-phase 
air-blast trane foi mers, and is delivered over four circuits to 
Montreal, where it is transformed into the city distribution 
systems. 

The complexity of distribution at Montreal may be appreciated 
when it is noted that the current is of three different frequencies, 
namely, at 30 cycles from Shawinigan, at 60 from Lachine, and at 
66 from Chambly, to which must be added the ordinary convertions 


to p. c., and to various distributing voltages, А c. 


The tote! distribution of power in the city from the various 
stat ions of the ocmpany varies from, ғау, 30,000 m P in the summer 
to as much as 53,000 н.р. at peak load in the winter, and this 
amcunt will be supplemented soon by delivery from the Soulanges 
station now under construction, , 
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The Bt. Lawrence River Basin is traversed by many large 
tributaries, which will be discussed briefly in respect of such 
developments as have been carried out, but it may be stated briefly 
that, although many small towns and mining and milling centres 

ba ve hy draulic and electric stations of modest proportions satisfying 
present needs, there yet remains opportunity for developing 
millions of horse-power on such rivers as the Ottawa and its tribu- 
taries, the St. Maurice, the Saugenay, the Trent, Spanish, Ne pigon, 
&c., and projects innumerable of greater or less merit are being 
studied carefully by engineers and financiers with a view to meet- 
ing industrial needs as they arise, and creating new centres and 
industries to consume the available power. | 

The Kaministiqua Power Co. bas constructed a generating station 
at Kakabeka Falle, on the Kaministiqua River, and transmits 
power to the City of Fort William (population 15,000), at the head 
of Lake Superior, where grain elevators, flour mills, foundries 
and municipal utilities consume some 6,000 or 7,000 н>. at the 
present time. 


The equipment consists of two 4,000 Kw., three-phage, G0-cycle, 


` 4,000-volt unite, driven by German-built turbines, and the current 
is raised to 25,000 volte and transmitted 19 miles to Fort William. 

In 1904 the Canadian Copper Co. (otherwise the International 
Nickel Co.) constructed a generating station on the Spanish River 
at Turbine, from which current is delivered to its mines and 
smelters at Copper Oliff, near Sudbury. Two 2,000 Kw. units are 
installed, and a third is now under construction. The current ав 
generated is three-phase, 25-cycle, at 2,400 volts, and is stepped up 
to 35,000 volts for transmission. It is.carried 29 miles to Copper 
Cliff. The mines and smelters, it is understood, turn out more 
than one-half of the world’s consumption of nickel. | 

The Mond Nickel Co. is installing a 1,500-B.P bydro-electric 
station for similar purposes on the Vermilion River, and the 
current is to be transmitted 11 miles to the Victoria mines and 
smelters, 25 miles south-west of Sudbury. | | 

The town of Orillia (population 6,000) has constructed a pcwer 
station on the Severn River, and transmits some 1,600 to 1,800 H.P., 
at 22,000 volts, a distance of 20 miles. | | 
The city of Ottawa (population 75,000) is in the midst of many 
developed and undeveloped water-powers, snd the latter, in the 
event of the construction of tbe Georgian Bay Ship Canal, would 
become readily available at low investment costs. Within a radius 
of 75 miles of Ottawa City there can be developed on the Ottawa 


River and its main tributaries 500,000 н.р. at low water, which 


amount would be increased materially by the construction of the 
ship canal. 

^. Near or in the city of Ottawa there are 10 hydraulic and bydro- 
electric developments operating under various heads, but chic fly 
on the Chaudiére Falls at from 22 to 35 ft. These developments 
form the industria] centre of the city, and operate very «xtensive 
pulp and paper mills on both sides of the river. There are also 
cement mills, carbide furnacés, and other industries, and power for 
street railways, lighting, acd general city use is also prcduced. 
About 35,000 HP. is now developed, and, as many conflicting 
interests were contending for their respective shares of the flow of 
the river, it became evident that some improvement was imperative, 
so that an agreement to construct a proper dam at Chaudière Falls 

bas been entered into and the work is in progress. 

In the near fature more power will be required, and it is pro- 
pesed that the city itself develop the splendid powers quite near 
it on the Gatineau River, where a head of more than 80 ft. can be 
secured at a point within 8 miles of the city, ard where 50,0CO H.P. 
can be developed at one location. Considering tbe vast timber 

and mineral resources tributary to Ottawa, and its position as 
Capital of the Dominion, it may be considered certain that the 
availability of unlimited hydro-electric power assures the industrial 
future of the city. 

The Ottawa is only one of many great rivers flowing into the 
St. Lawrence from the north between Montreal and the sea, and, 
as all these rivers rise in unbroken forests on the Laurentian 
highlands, and are well supplied with splendid storage facilities, 
they are all valuable sources of power. However, the parse 
population has been a deterrent, and the only large works north of 
the St. Lawrence, and devoted to the generation of electrical energy 
for transmission purpores, is on the St. Maurice River at Shawinigan 


Falle, where the Shawinigan Water and Power Co. has created a a 


large industrial town and also generates a large amount of power 
for transmission to Montreal, Sorel, Three Rivers, Thetford, &c., 
and will doubtless soon enter the field at Quebec in opposition to 
the present companies. 

The hydraulic conditions at this place are most favourable, asthe 
head-works consist of a natural lake, which prevents trouble from 
frazil in the winter. The drainage area is acme 18,000 tq. miles, 
and a flow of 10,000 cb. ft. per second is considered the minimum. 
This, at a hydraulic head of 130 ft., provides more than 100,C60 E B P. 
at all seasons. The works have been carried on partly for the 
generation of electrical energy and partly to operate local industries 
bydraulically. The products of these industries are pulp, paper, 
aluminium, carbide, &c. 

The electric s'ation bas three 4 С00-ку. and two 7,000-x w. unite, 
generating two-pbase 30 cycle current at 2, 200 volte, and this is 
transformed to 50,000 volts by banks of 1.100-K w. and 2,2C0-k w. 
single-phase water-cooled transformers baving a total capacity of 
32,000 kw. 

The tranemission circuits are of aluminium cable on wooden poles. 
The Montreal service (55 miles) has been in operation for the past 
10 or 12 years, and has given good satisfaction. 

Tbe delivery in Montreal is by two circuits, and amounts to 
16,000 n P ; besides which, the company serves the asbestos and 
otter mineral districts on the south side of the St. Lawrence at 
Danville, Thetford, &c. The accomplishments of this company 


within the last 10 years have been considerable ; indeed, its works 
form the basis of many large industries, and it can be confidently 
expected that the whole 100,000 H.. available at this one water 
power will be made use of in the near future. Є 
In the vicinity of Qaebec City (population 90,000), the installa- 
tion on the Chaudiére River, south of the Bt. Lawrence, has а 
hydraulic head of 114 ft., and is laid out for 6,000 H.P., but the 


equipment, thus far, is for not more than one-balf this amount, 


The current is three-phase, 66-cycle, and is generated at 11,000 
volts. It is transmitted to Levis and also to Quebec City by 
insulated cable laid on the bed of the river. И 

The Montmorency works, having а capacity of 4,000 m.P., hare 
five units operating under a bead of 220 ft., and generate two-phase 
current at 5,000 volta, which is transmitted direct over four circuits 
to the city sub-stations. Е E 

The Jacques Oartier works bave 2,000 н.р. installed, and the 
current is transmitted 18 miles at 20,000 volts over two three-phase 
circuits to the city limits, where the company has a steam auxiliary 
station of about 2,000 н.р. to carry peak loads. . 

A carefal consideration of the electrical data contained herein 
will indicate the trend of activity in Canada in hydro-electric m- 
vestments and the reasons therefor. In general, it may be sid 
that on the Atlantic Coast aud over the western and central 
portions of the great plains very little benefit is to be derived from 
puch conetructions, but over all the Provinces of New Brunswick, 
Quebec, Ontario, Eastern Manitoba, Western Alberta and British 
Columbia the continued construction of additional hydro-electric 
stations and the distribution of electric current to the practical 
limite of transmission may be confidently predicted. The resources 
of Canada in minerals, timber and agriculture are so varied and 20 
immense that the growth of industry as a legitimate outcome of 
the development of these resources, and the corresponding increase 
in popnlation, may be looked on as a foregone conclusion, and it 
is as certain that, in this industrial growth, low-priced power will 
form a large factor. | 

At present the hydro-electric developments serve to a greater ot 
less extent such industrial centres as Montreal, Quebec, Ottawa, 
Peterborough, Toronto, Hamilton, Winnipeg, and "Vancouver, 
besides & great number of smaller ones; but only a beginning hu 


been made. Probably the 500,000 в.р. now hydraulically developed 


would include only stations of 1,000 н.р. or more, and there are 
literally many millions of horse-power available for developmest 
within easy reach of the present population; but, apart from the 
increased industrial demand, there are specific demands of great 
importance. Already, as noted, several mining interests are served 
by hydro-electric power, and with the growth of mining inret- 
ments the importance of such service will increase. Then Мар, 
pulp and paper (with the depletion of United States supplies) will 
become a much more important industry than at present, and 02° 
sequently much hydraulic and electric power for 24-hour serris 
will be thus consamed. | | 

Particular attention is directed toward the enormous oppor 
tuoities for electrochemical industry. At Niagara Falls, N.Y. 8 
large group of such industries is now well established, acd in 
Canada a modest beginning has been made at Shawinigan, Ottawa, 
and Niagara Falls, Ontario; but Canada has in its great rivere 
sources of power as cheap as any in the world, except that the 
labour item may increase slightly the investment per horse-powet 
beyond that of a similar construction in Europe. The whole question 
rests on transportation and markets ; the latter, artificially 10 
by the United States tariff, must seek an outlet in Great Britain, 
and as it is well demonstrated that $10 per н р.-уеат, continuous 
power, at the low-tension switchboards, is a remunerative price for 
large installations, and will cover all fixed charges, deprecistion 
and attendance, there would appear to be a good field for 
investment. | ү 

The financial condition in Canada at present as regards hydro- 
electric enterprises is worth considering. Some 10 or 5 years ago 
many of the brighter minds in the country seized the idea that, 
by securing valuable long-term franchises on the one hand for 
electrical service, and on the other for water privileges on near-by 
rivers, a splendid opportunity existed for profitable exploiting. 

Phe net result at present is that, in almost all the large townsand 
cities, these services are administered by companies whose charges 
for power and light are only regulated by two things: either tee 
exigency of the occasion, or the cost of a similar service produ 
by tke customer from coal usually imported from the United States; 
and as a good quality, ron-of mine, bitaminous coal costs from 
$3.50 to $4 00 per ton in Ontario and Quebec and $6.50 per ton in 
Manitoba, it is evident that such competition is harmless, and te 
electrical companies were and are able to do business at very 
profitable rates. — | 

In recent years, however, the municipalities have become activ, 
and several smaller towns and cities have constructed. m і 
hydro-electric stations. , The movement is very active at present in 
the Province of Ontario, and to a less extent in other pro vino. 

The struggle is bound to be prolonged and bitter; indeed, 
bad feeling and resort to disreputable tactics have already been 
exhibited. Municipal apd provincial credit has been attacked in 
the London market, and all the influence which heavy vested 
interests can exert is and will be directed against further municipal 
action. 2 

The ultimate result is evident; the public mind will becom 
more and more inflamed by the obstruction of the electrical com 
panies, and, undoubtedly, in the end, the municipalities will cat 
out the expressed wish of the majority ; but in the meantime pu 
credit is unsettled, the manufacturers are playing a waiting iet 
and no one is benefited, because the expansion of the market, 
consequent advantage to everyone, inclading the electrical mant 
facturing companies, has not taken place. 


En ee n 
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It would appear advisable to consider the appointment of a 
Public Service Commission by the Dominion ernment to 
regulate the rates which may be charged by companies already in 
operation, so as to secure that benefit to the public which the* 
presence of abundant water power warrants, because it is not 
probable that, at the most, more than a majority of the industrial 
centres will be served municipally, and, judging by the results 
obtained by the Dominion Railway Commission, much satisfaction 
might be obtained-and the public mind be set at rest, if a rate- 
regulating commission for electric utilities, with wide powers of 
action, were appointed. | , 

Concurrently with the distribution of electric power for utilisa- 
tion in cities, &., it is to be anticipated that very large construc- 
tions will be undertaken in the near future to furnish power for 
the operation of railways over heavy grades where coal is expen- 
sive or traffic dense, and that at the same time the natural resources 
of the country will develop to an increasing extent, and that in 
mining work, pulp and paper manufacture, electric emelting, and 
general electrochemical service will be found the most attractive 
fields for the enormous and not fully appreciated sources of cheap 
and widely-distributed power which is now wasting in so many 
districts of Canada. 
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IEE AUDIT OF THE ACCOUNTS OF 
TRAMWAY UNDERTAKINGS AND TRAM- 
^  . WAY FINANCE COMPANIES. 


"E By "ACOOUNTANT." 


(Concluded from page 516.) 


Вомитімив a tramway company may own а few investmente, 
though somewhat nominal. Verification is effected in the case of 
registered securities by the production of the certificates in the 
case of bearer securities, by the production of share warrants to 
bearer or any other form of bearer certificate, and in the case of 
inscribed stock a note or certificate from the bank or house in 
whose books the stock is inscribed will be available. | 
' The investments should be shown fully and conspicuously in the 
balance-sheet, and they are generally exhibited at cost. Market value 
isnot of much importance, owing to the manipulation and devices of 
balls and bears and frenzied quotations, though it is an excellent 
custom to value investments at market price (when they have a 
quotation) or cost, whichever happens to be the lower. 

Premiums paid upon the leasing of property or sums paid for 
leasehold property as well as expenditure therein incidental to 
acquisition and consequent improvements, are sometimes incor- 
porated in the balance-sheet with otber expenditure covering 
quite a miscellaneous description of items. Such expenditure 
should be disintegrated, and provision made therefor, as well 
as for any necessary dilapidations by a leasehold policy of 
insurance, or any other form of redemption which meets the 
circumstances. 

It is also necessary in some instances to make provision in. 
respect of freehold property, but this can only be determined by 
the precise circumstances. When operating companies are con- 
structing additional lines and works, and do not desire to raise 


further capital by way of issue of shares, or to incur, or increase, - 


debanture debt, it is not an infrequent experience for them to be 
denuded occasionally of working capital, and it is upon the occur- 
rence of such evente that we may anticipate outstanding loans in the 
bslance-sheet with the concomitant appearance of interest thereon 
in the profit and loss account. 

On occasions in the past some companies have charged to capital 
interest on temporary loans and proportion of debenture interest 
on unproductive outlay, a proceeding which generally points to 
dire circumstances on revenue account. The Companies’ Consolida- 
tion Act provides that where any shares of a company are issued 
for the purpose of raising money to defray the expenses of the 
construction of any works or buildings, or the provision of any 


plant which cannot be made profitable for a lengthened period, the 


company may pay interest on so much of such share capital as is 
for the time being paid up for the period and subject to the 
following conditions and restrictions, and may charge the same to 
capital as part of the cost of construction of the work, building or 
lant. | 

f No such payment is to be made, however, unless the same is 
authorised by the company's articles of association, or by special 
resolution of the company, nor without the previous sanction of the 
Board of Trade. The payment msy be made for only such period 
as may be determined by the Board of Trade, whilst the rate of 
Ínterest is not to exceed 4 per cent., o» such lower rate as may, for 
the time being, be prescribed by Order in Council. The payment 
of the interest will not operate as a reduction-of the amount paid 
up on the shares in respect of which it is paid, and the account of 
the company must show the capital on which, and the rate at which, 
interest has been paid out of capital during the period to which 
the accounts relate. i 

. It may be noted that the Companies' Clauses Consolidation Act, 
1908, provides that the total amount of the sums paid by way of 
commission in respect of any shares or debentures or allowed by 
way of discount in respect of any debentures, is to be stated in 
the summary made under Sec, 26 of the Companies’ Act, 1862, next 


after the payment of the commission or the allowance of the discount, 
and the total amount thereof, or so much thereof as has not been 
written off, shall be stated in every balance-sheet until the whole 
amount has been written off. | | t | 

There are, of course, combined undertakinge—that is, a-company 
possessing both a tramway order and an electric lighting order. The 
Electric Lighting Acts provide that distinct accounts must be kept 
of each lighting order, which are rendered to the auditor on behalf 
of the Board of Trade. The lighting accounts are therefore kept 
separately from those of the tramway undertaking, a tariff or charge 
being made by the electric lighting section to the tramway section 
for the current supplied. | 

The basis of calculation in the operating costs of a tramway 
undertaking is the car-mile, it being the usual practice to prepare 
the cost statement every four weeks. The detailed information for 
this is readily obtained from such ,sources as the salaries and 
wages allocations, and the allocated stores issued, an estimated 
sum for head office and general expenses being included therein. 
The cost and traffic experiences are frequently exhibited in the 


. form of a graph; but in a tramway undertaking the auditor is not 


concerned with costs except as a matter of personal or general 
interest. И , 

The object of a Tramway Finance Oo. is to finance approved 
existing undertakings and propositions, and thus acquire contzplling 
power thereio, and also to promote subsidiary companies. In 
short, their memoranda enable them to do almost anything 
electrical—tramways, lighting, power, and manufacturing. There 
are usually numerous agreements between the Finance Co. and its 
„ iaries which require considerable attention on tbe part of the 
auditor. , i 

A Tramway Finance Co., the financial year of which generally 
terminates some three to six months subsequently to tbat of ita 
gabsidiary companies, derives its income from, amongst other things, 
the following:—Interest on debentures; dividends on shares; 
interest on loans; underwriting and over-riding commissions; sales 
of securities; services rendered to subsidiary companies; profit on 
shares and drbentures underwritten; rents, transfer fees, &c.; 
the postings being checked and the entries voyched in the ordinary 
way. Interest on loans to sabsidiary companies is at times a 
fruitful source of income to a Tramway Finance Co. At other 
times it comes about that the subsidiaries have to lend to the 
Finance Co, In the former case they ars loans, and in the latter 
case they are sometimes called deposits. 

Let us suppose, with the object of providing a cursory sketch of a 
single phase of one type of tne transactions of such companies that 
the Financial Co. X obtains an order for the construction of tram- 
ways in the town of Y. The work of construction may be donp 
by either administration or contract, and if by contract, a propor- 
tion of the profit earned by the contractor may be provided for in 
the contract with him. The whole of the cost of construction, 
including that of the promotion of the order, legal and all other 
expenses and outlay in connection therewith, are kept quite distinct, 
and with possibly a profit thereon charged to the Y tramways. In 
due course а company is formed, called the Y Electric Traction 
Co., Ltd., and at a propitious time a public issue may be made. The 
Financial Oo. thus controls the Tramways Co., appoints the secretary 
and staff and nominee directors, who may be paid either a salary 
or directors’ fees—that is to say, they may either receive a salary 


. from the Financial Co. (to whom, in which case, the fees are paid), 


and " not a salary, they may receive the fees from the Tramway 
Some of the persons appointed, baving been qualified by the 
Finance Co., are consequent]y removable at will; besides, tbere is 


little or no independent administration. The policy of the subsidiary 


is that dictated by the Finance Co., and it is well to note this 
significant feature. 

The amount of the share capital depends primarily, inter ali 
upon the original capital cost, otherwise the bill of the nancial 
company, and the denomination of the shares upon varying citcum- 
stances. The denomination, however, should not exceed £1, and 
prior charges—such as the result of debentures and preferential 
shares—should be avoided whenever possible. A preference share 
is like a perpetual loan without security, and a 4 or 5 per cent. 
return on a tramway ordinary is not for the class of share and 
nature of the undertaking by any means a tempting inducement to 
the investor. 

The subsidiary is formed, therefore, primarily for the purpose of 
contributing its quota to the dividends of the üüandal company, 
The purchase price may be payable as to so much in cash and so 
much in shares, whilst a substantial sum may be left upon loan at 
interest with an option to convert into debentures or shares, and 80 
on. The determination of the mode of payment depends, however, 
upon a variety of circumstances, including the existing or pro- 
spective profit-earniog capacity of the company, probable succ 
or otherwise of public issue, and other factors of the particular 
situation. 

In due time other companies are promoted, and, of course, they 
are all for the benefit of the electrical industry, whilet, as already 
pointed out, they are for the most part created for the purpose of 
founding primarily the revenue required by the finance company 
for the carrying on of its undertaking and the payment of interest 
and dividends on its debentures and.shares. \ 

The ordinary shares, at any rate of tramway companies con- 
trolled by a trust, are better avoided by the investor. The large 
blocks of subsidiary shares owned by a tramway finance company 
are to a large extent unsaleable, which is due to low yields, control 
by а trust which the public do not lıke, while many of them may 
not be quoted on the Stock Exchan;e, and there is not a free 
market and consequently little cr no speculation. ‚ 

In course of time а tram wa) finance company is condescending 
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enough to be willing to dispose of many of ite acquired and low 
yield shares, the idea being to.get rid of them and only retain a 
sufficient monetary interest in the subsidiary to ensure the main- 
tenance of mount control The Tramway Finance Co. only 
sells its refuse,” sb to speak, and frequently cloaks its identity 
in the offer for sale of large blocks. It, of course, only parts with 
its better paper in times of financial strese. Other finance com- 
panies have predilections for high interest bearing securities, the 
presumption being that the larger income enables an insurance fund 
to be created against potential loss of capital ; but there are few 
high dividend or high interest-bearing securities in the tramway 
world. Sometimes the ordinaries are divided into preferred and 
deferred. Tramway deferreds are not infrequently the resnlt of 
sops—like an article thrown in with a parcel of weak tea; a device 
to assist in the acquisition of a controlling interest. 

When a tramway finance company is promoting and constructing, 
it, of course, requires capital, and profite, paper or otherwise, so 
that it may pay as high a dividend as possible, in order to attract 
or command capital issue premiums. А 9 or 10 per cent. can only 
be accomplished witb the aid of precarious promotion profite, and 
when the time comes that they ate not available or unrealisable, 
we рп the passing of dividends and huge depreciation in 
capital valoes. 


paid what is commonly called free of income-tax," it being ultra 
vircs, except where authorised by the articles. 3 

It is not unusual to take credit in the profit and loss account for 
unrealised paper profits, which means a drain upon working capital, 
and involves the risk of paying or distributing that which ma 
never be partially or wholly received in cash,and which ay 
eventuate in a loss which would have to come into profit and Joss 
in future years. Credit for such paper profits should be noted on 
the accounts, or find expression in the auditors’ certificate. 

It will be remembered that in the case of the London Globe 
Finance Corporation, Ltd., which, by the way, was not a tramway 
finance company, the inflation of profits was effected by taking 
credit at par for shares received for properties transferred or sold 
when the cost of the property disposed of was considerably less, 
which may be exemplified in the following wanner:—The 
X Finance Co. has a property upon which it has incurred an 
expenditure of, say, £10,000, and sells it to a subsidiary Y for 
2001000 payable аз to £5,000 in cash, and £55,000 in £1 fully-paid 
shares. | 

The proper way of stating the account is as follows:— 


PROPERTY ACCOUNT. 


Sundries ... £10,000 Cash eee аа aes ... £5,000 
55,000 shares of £1 each in X., 
Ltd. (fully paid) ... .. 05000 
£10,000 | /—. £10,000 
. 55,000 shares of £1 each (fully paid) in Y., Ltd. 
Property account 45,000 А 


Here the shares stand in the books at cost; but if they ате brought 
in at par there will be a paper profit of £50,000. Of course there is 
no realised profit, and until the shares are sold there has occurred 
only an exchange of assets. When any of the shares are sold at a 
price in excess of £5,C00 the excess is a cash profit and one to be 
taken to the credit of profit and loss account. 

Of no little importance is the duty of agreeing the debit and 
credit balances of the accounts of the subsidiary companies in the 
books of the finance company with the credit and debit balances 
of the finance company in the books of the subsidiary companies. 

The principal asset in tbe balance-sbeet of a tramway finance 
company is that of investmenta, and some of the points to which 
the auditor must give due prominence after the performance of the 
usual verification are :— 

1. Basis of valuation. 

2. Value and nominal amount, together with book values of 
securities a& middle market prices—those quoted on the London 
and Provincial Btock Exchanges. | 

3. Expression of opinion, if ару, as to market value of remaining 
securities, together with nominal amount. | 

4. Yield of nominal amount of securities and book values. 

5. Nominal amount and book values of securities upon which 
there may be no return. 

6. Uncalled liabilities. 

Interesting problems will arise when the lccal authorities exer- 
cise their power of purchase, or when it is agreed forthe Tramway 
Co. to sell Ив undertaking to the municipality. 

There are many other important matters in the audit of the 
accounts of tramway and tramway finance companies, which have 
not been overlooked, but which have been passed over for the 
present owing to considerations of space. 


Condensing Plant Contracts. — The MIRBLEES 
Watson Co., LTD., have recently secured the following contracts :— 
Low level counter-current jet condensing plants per D. Selby Bigge 
and Co., consulting engineers, for Niddrie & Benhar Coal Co., 
Ltd.; Fife Coal Оо, Ltd., Mary pit; Fife Coal Co., Ltd, King- 
lassie pit; also surface condensing plant, for Aktiebolaget de Lavals 
Angturbin, Stockholm ; barometric condensing plant, for Okura and 
Co., for Formosa, third repeat; and two sets of large three-throw 
air pumps for Henry Tate & Sons, Ltd., Silvertown, E. 


Care should be takep to see that preference dividends are not 


THE USE OF ELECTRICITY IN 
AGRICULTURE. , 


In the year 1903 a number of German agriculturists formed a 
syndicate to establish electric power stations. In order to produce 
electrical energy at the lowest possible price, they endeavoured 
to utilise the water-powers in their immediate neighbourhood, 
Three large stations have been erected by the Allgemeine Elek- 
tricitüte-Gesellachaft: the Vangerow-Lottin and Bartin-Besswits in 
Pomerania, and the Birnbsum-Meseritz-Bchwerin in the Province 
of Posen. 

The Vangerow-Lottin station has a water-power plant of 
300 H.P, and steam plant of about 180 н.р. as a reserve. This 
station supplies 61 agricultural undertakings and five townships, 
together with 41,200 acres of arable land. The network of con- 
necting wires is 137 kilometres in length, supplying an area of 
270 sq. kilometres, There are 102 consumers, with 150 motort, 
equal to 1,115 K. r., and. about 5,000 incandescent lamps. During 
last year about 440,000 units were supplied at an average price for 
energy of 12 pfg. (14d) for power, and 27 pfg. (abcut 31d.) for 
light per unit. 

The second station, Bartin-Besswitz, which commenced opere 
tions last year, started with a transmission line of 180 kilometres, 
but 40 kilometres have been added, and this station now supplies 
170,600 acres, of which 80,000 are ploughed land.. There are 180 
motors and abont 5,000 incandescent lamps, representing together 
approximately 1,300 xw. The price of energy for lighting is 


` 25 pfg.; for power there is a sliding scale of 11 to 15 pig. Each 


member of the syndicate has to guarantee a minimum consumption 
of 5 x w.-hours per acre of arable land. An estate of 4,000 acres of 
ploughed land must, accordingly, consume 10,000 Rw.-houm per 
annum. | 

The Birnbaum-Meseritz-Schwerin station has also begun opera- 
tions, and already supplies 10 estates and 14 villages. After the 
completion of the works there will ba about 162,000 acres of arable 
land and five townships, the length of cable being 316 km. Judging 
by the short time that the present stations have been erected, it 
will not be long before the country will be overspread with wires 
emanating from the same source of power. Three-phase overhesd 
wires conduct the power for miles through field and forest, over 
meadows and rivers, to the consumers. Guard nets protect nen 
aid animals from broken wires; lightning conductors are also pro- 
vided to protect the network from damage caused hy atmo- 
spheric disturbances. Transformers convert the high-voltage cur 
rent toa lower pressure such as is required for use on estates and 
in villages. DE | : 

The transformers are generally housed in a small building; for 
field work, however, where the power is required in various places, 
portable transformors are used. By means of a flexible connec 
tion the primary of the transformer can be joined to the overhead 
wires at any desired point, whilst the secondary is conn 
to the motor. Thus the s reni isin a position to make use of 
the power in any portion of his land. — - t "I 

There isa tak future in Germany for the use of electricity in 


agriculture on large estates. The question of the transport of goods 


on the property itself, as well as communication with the nearest 
railway station, is aleo naturally of grest importance. In con- 
sequence of the possibility of obtaining cheap electric current from 
these central stations, the use of the electric locomotive becomes 
practicable. : 

A notable contract of this kind was carried out in the year 1905 
by the A.E.G. on the Barfeld Estate, in Neumark. The estate 
already for 10 years a branch line to the Ringenwald State Railway 
station, with a gauge of 600 mm., working on the Spalding system, 
with rails weighing 6:5 kg. per metre. The introduction of = 
tricity required no alteration in the gauge; the only thing 
had to be taken into account was the construction of the loco- 
motives. The work is effected by means of two electric loco. 
motives each of about 58 H.P., running at a speed of mcm 
hour. The weight of the engine amounts to about 6,000 kg. К 
consequence of the distribution of this weight over eight wh 
the wheel pressure does not exceed that of the existing cars. dl 
locomotives can easily draw weights of about 50 tons on ince d 
1:40. For the last three and a half years this work has been ас 
on, with the best results. Formerly it required 60 о 
do the work which is now done by these two locomotives. poe 
track was originally designed for an annual traffic of 160,000 т 
after three years’ working it was carrying 450,000 cwt. per 2с 

It is hoped that the use of electric field railways will be 1 0 
widely extended, and that agriculturists will not be “ 
spending their capital on the work, which will amply repay чы 

Another interesting contract carried out by the A. E. d. а a 
drainage of the newly reclaimed delta of the Memel over an t 
of about 70,000 acres, which was undertaken in 1896. Bix “ scoop 
wheels " of 8 m. diameter are driven by electric motors, walt à 
switched on or off from a central station, reqniring no attention. 

A similar plant of ten electrically-driven centrifugal ЕНТМ 4, 
installed in the year 1899 at the mouth of the Mass, in Ho 
The motors are automatically controlled by floats. Assoon M ©” 
surface of the water reaches a or level, the motors are 
connected and the pumping is stopped. 

The foregoing 99188 are derived from a lecture delivered by 
Chief Engineer Lewin to the A.E.G. staff, of which an abstzac 
appeared in the A. E. Zeitung recently. 
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MUNICIPAL TRAMWAYS ASSOCIATION. 


THE eighth annual conference of the above Association held 
last week in London was in every way a success. It was 
attended by representatives of practically every municipal 
tramway undertaking in the country, the Council Chamber 
at the County Hall being well filled both on Wednesday and 
Thursday. Reference was made in our last issue to the 
interesting address in which Sir Melvill Beachcroft, the 
chairman of the London County Council, welcomed the 
delegates, and also to the address which Mr. A. L. C. Fell, 
the chief officer of tramways to the London County Council, 
delivered, as President of the Association. Following these, 
а paper was read by Dr. A. W. Chapman, the vice-chairman 
of the Manchester Corporation Tramways Committee, on 
„The Medical Examination of Tramway Employés.” Ав the 
peper is referred to on another page, it is sufficient to say 
that the writer urged the necessity of a thorough indepen- 
dent medical examination of each employé, both on engage- 
ment and at stated intervals thereafter. This was demandcd, 
in the writer’s opinion, on the grounds of public safety, and 
of the protection of the undertaking from excessive claims 
under the Workmen’s Compensation Act. 

After luncheon, at the Trocadero Restaurant, at the 
invitation of the Chairman of the London County Council, 
the conference proceeded to discuss Dr. Chapman’s paper. 
The first speaker was Mr. Nance, of Belfast, who stated that 
he looked at the matter from a utilitarian point of view. 
The special inspection advocated in the paper would cost a 
good deal of money, and he doubted if there would bea 
corresponding return. The principal health requirements 
were perfect eyesight and good hearing, and these could be 
tested by a member of the tramway staff as well as a doctor. 
He engaged all men on three months’ trial, and thought 
that a reference to the daily reports before making the 
appointment permanent amply guarded the undertaking 
against other risks. 

Dr. Collie, ће medical officer for the London County Council 
Tramways, then gave some valuable and interesting figures. 
Pointing out that the public safety depended upon the health of 
tramway conductors and motormen, he said that out of 100 
men examined he had found 18 wholly unfit for. employ- 
ment as drivers, six being entirely and seven partially 
colour blind. At another time, out of 2,733 men examined, 
65 proved to be colour blind, while 2,486 were thoroughly 
satisfactory, the remaining 182 failing for other reasons. He 
then described the manner in which the tests were made, 
remarking that railway companies not only demand perfect 
vision, but insist on a driver being re-examined at all stages 
of promotion. As to the importance of a thorough examina- 
tion of all appligants for employment, he stated that out of 
1,681 men examined as they would be for insurance pur- 
poses, 1,502 passed, 10 were deferred for re-examination, and 
of the others, 10 were rejected for heart disease, 16 for vari- 
cose veins, 91 for defective vision, 13 for kidney disease, 
and the other 39 for other causes. He then instanced the 
practice of the London County Council and the steps he had 
found it necessary to take to prevent malingering, concluding 
by stating that when dealing with thousands of men, inde- 
pendent medical inspection does pay, and the doctor's fees 
are fully justified. 

Mr. Smitkson, the chairman of the Leeds Tramway Com- 
mittee, said that the subject had been fully considered by 
his committee, who had decided to have each applicant for 
employment examined by a general practitioner at a cost of 
Зв. 6d. рег case. He felt that in future the public would 
insis upon medical examination of all persons placed in 
charge of tramcars. 

Mr. J. Dalrymple, the general manager of the Glasgow 
tramway system, was in agreement with the principle of 
medical examination, but thought that the preliminary 
tets could be made by members of the tramway staff, only 
doubtful cases being referred to the medical officer for 
detailed test. 

Mr. McElroy, of Manchester, wondered why the Board of 
Trade, who were so particular in other respects, were so 
indifferent to the human factor of safety on a tramway 
Bystem, and did not insist on medical examination. 


in fact, was adopting 


Dr. Chapman, in reply, stated that the discussion had 
confirmed him in the view that not only should medical 
examinations be made, but that they should be carried out by 
independent specialiste. | 

Мт. W. E. Ireland, rolling stock superintendent of the 
London County Council, then read à paper descriptive of 
„The Central Repair De; 6t of the London County Council.“ 
Owing to the late hour, discussion on this paper was deferred 
till Thursday morning. The Association dinner was held in 
the evening at the Garden Club, Imperial Internationa 
Exhibition, Shepherd’s Busb, and proved very enjoyable. 

On the reassembling of the Conference on Thursday 
morning, Mr. Yerbury, of Sheffield, Mr. Spencer, of Brad- 
ford, and Mr. Rayner, of Doncaster, spoke on questions 
arising out of Mr. Ireland’s paper, but in view of the visit to 
the de; ôt, which, had been arranged for the afternoon, any 
detailed discussion waa by general consent deferred. 

Mr. A. R. Fearnley, the general manager of the Sheffield 
tramways, then read a paper entitled Some Comparisons of 
Continental and British Methods of Operating Tramways.’ 
The discussion centred on the question of type and size of car 
overloading of cars, the use of trailers, provision of shelter 


and bow form of collector versus trolley. 


Mr. F. Ayton, of Ipswich, considered the bow collector 
superior to the trolley on account of the lessened wear of 
the trolley wire at the ears, and also in that no time need be 
lost in reversing at terminals. 

Alderman Smith, the deputy-chairman of the Liverpoo 
Tramways Committee, said that they had tried single-deck 
cars cf the type used both in America and at Hamburg, but 
they were not liked, and had been abandoned. They had 
not found any serious difficulty due to deluy in getting in and 
out of the double-deck: car, and they were adopting this type 
wherever possible. 

Mr. Mozley, the general marager of the Burnley tramway 
undertaking, opposed the proposal to use trailer cars, regard- 
ing it as retrograde and reminiscent of old steam practice. 
He considered the suggestion to use vestibule cars good, and, 
ib in combination with the reversed 
staircase in all new rolling stock for his line; he created 
some amusement by reminding the Conference that he had 
ош а reversed staircaze before Liverpool had had one 
made | 


Mr. A. Blaylock, the deputy-chairman of the Birkenhead 
Tramways Committee, said that the shelters they had erected 
had cost £60 to £80 each, in place of the £30 or £40 
mentioned by Mr. Fearnley. 

Mr. Hamilton, general manager, Leeds Tramways, pointed 
out that when the Glasgow system was first electrified they 
tried to popularise the single-deck car, but were unsuccess- 
ful. The people were used to doub:e-dick cars, which 
afforded convenient accommodation for sa.okers, aud as a 
result the use of the double-decked car was Low universal on 
the system. He disagreed with the view that vestibule cars 
were desirable, and thought that in certain circumstances the 
rail-less trolley system might be fcund useful. 

Mr. О. J. Spencer, general manager, Bradford Tramways, 
asked if it was necessary to confine the use of trailers to 
routes laid throughout with double track? He was in 
favour of compulsory stopping places, as their abandonment 
would decrease the average speed by 25 percent. In view 
of the low average fare in this country, he did not think 
that they could afford such luxuries as waiting rocms, as these 
to be properly kept, Leeded an attendunt. 

Bailie J. Macfarlane, convener cf the Glasgow Tramway 
Committec, agieed with Mr. Hamilton that the single- 
decked cars at Glasgow had been contrigncd to the scrap 
heap, aud was of opinion that for general use the covered 
double-deck car was the best. He would, however, strictly 
forbid overcruwding. In busy centres Le did not think 
shelters were necessa! y, but at subuibun tei mini, where there 
were only three or four cars per huur. they might be 
provided, an attencant being required. He might remind 
the Conference that cities did not «xist for tramways, but 
tramways to minister to the needs of the city. He suggested 
that in апу applications which might be made to Parliament 
for powers to run railless tiollev lines, local authorities 
should be forbidden to charge rates on the poles and over- 
head apparatus. 

Mr. S. C. T. Neumann, deputy-chaiiman of the Bradford 
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Tramway Committee, did not think attendants were needed 
to be constantly on duty in shelters, and raised the question 
as to whether overcrowding should be allowed on tramcars. 
Pleading for the comfort of passengers, he remarked that at 
Bradford they seemed to have one rule permitting standing on 
single deck, and another forbidding it on double-deck cars. 

Mr. P. Fisher, general manager at Dundee, showed how 
they had got over the difficulty of finding attendants for 
their shelters by allowing the attendant in return for keeping 
the room clean to sell papers, stationery, postcards, &c. 

Mr. Fearnley then replied to the various questions raised, 
and regret having been expressed that there was no time for 
Mr. Pilcher’s paper on “ Carrent Consumption,” the Con- 
ference adjourned for luncheon at the Holborn Restaurant, 
on the invitation of the chairman and members of the High- 
ways Committee of the London County Council. 


A large party afterwards assembled on the Embankment- 


opposite the new building of the Institution of Electrical 
Engineers, and were conveyed in three special tramcars of 
latest type to the Car Repair Depót at Charlton. The route 
taken was via the new line over Blackfriars Bridge, Old 
Kent Road, New Cross and Greenwich. ^ Arriving at the 
depót, complete arrangements had been made for inspecting 
the workshops in groups personally conducted by responsible 
officials. Much interest was felt in the systematic manner 
in which the work is carried out at the depót, and the way 
in which the workshops have been equipped. The utility of 
the visit was greatly enhanced by the detailed description 
w hich had been presented to the Conference in Mr. Ireland's 
pa per. 

The party were then taken in the special cars to the 
Greenwich generating station, about a mile distant, when, after 
partaking of tea on the invitation of Mr. A. L. C. Fell, the 
President of the Association, a pleasant time was spent in 
inspecting this well-known power house. The cars were 
again requisitioned and the party taken via New Cross, 
Kennington and Westminster to the Embankment, where 
they dispersed in anticipation of again meeting at the recep- 


tion given by the Lord Mayor of London at the Mansion 


House later in the evening. 

The business meeting of the Association was held on 
Friday morning, after which an excursion was made to 
Windsor, where, after an inspection of the Castle, the party 
were received in the Guildhall by the Mayor of Windsor, 
and subsequently entertained at tea. 

The annual report of the Executive Committee for the 
past year mentions that the question of depreciation allow- 
ances for wear and tear of tramway and light-railway under- 
takings has been settled with the Inland Revenue Depart- 
ment; the report of the Special Committee on Brakes has 
been issued to members, and a short supplementary report 
has been drawn up comparing the conclusions with those in 
the report of the Tramways and Light Railways Association. 

A special committee is investigating the question of rail 
corrugation, and the services of Mr. C. A. King, B.Sc., have 
been retained to aid in this work. 

The Committee has appointed a special committee to 
report on a scheme for the measurement and charging for 
energy supplied by combined stations to tramways depart- 
ments; the matter may be jointly considered with the 
Municipal Electrical Association. i 


езшше ы ын \ 


Tramway Problems. 


IN the course of his Presidential address last week, Mr. A. L. C. 
Fell touched upon several interesting matters to which we could 
only brietly refer in our leader. Drawing sttention to the unfair 
burden of cost laid upon the tramway authority for, paving the 
roadway, he pointed out that the local road authority could stipu- 
late what paving should be used, and generally selected wood and 
soft granite paving which required constant attentionjand renewal, 
with consequent interference with all classes of traffic. Besides 
bearing the first cost and maintenance of the road way, the tramway 
authority has to pay rates based on the earning capacity of the line, 
while competing companies have the free use of the roads and pay 
rates only on their stables and depots, so that the latter are prac- 
tically subsidised by the ratepayers. 

Mr. Fell maintained that the introduction of tramways, contrary 
to the popular belief, relieved the congestion of trattic, the slow 
traffic being diverted to the side of the road, wil ue fast traffic 
followed the tramway. 

Tae tramcar took up less space per passenger seat than ahy other 
type of publie street vehicle, and thanks to the roof cover, was 


enabled to carry its full complement of passengers in all weathers, 


In wet weather one car could carry as many passengers under cover 
as five motor-omnibuseg, which, even if no space were left between 
them, would occupy a length of 115 ft., against 33 ft. 10 in., taken 
up by the car. 

The President claimed that tramways were in every way more 
suitable than railways for dealing with short-distance traffic, and 
gave data for the larger cities, showing that out of nearly 
1,000,000,000 passengers, over 78 per cent. paid id. or 14. and 
travelled less than two miles. Railway companies, therefore, should 
confine their attention to the long-distance suburban passenger (the 
London tubes were not included in this connection). 
authorities should co-operate with the railways, rather than com- 
pete with them. 

Regarding the rail-less trolley system, he thought it might be 
useful in certain cases, but that in ordinary service the cost of main- 
tenance would be too high. It was not likely to be of much 
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service for experimenting on new routes, for people would not settle 
down on a new route unless a tramway were laid, which would 
encourage a feeling of permanency and security. | 

Mr. Fell strongly emphasised the necessity of standardisation 
wherever possible—not only in the parts of the cars and equipments, 
but also in the annual reports and accounts of tramway under 
takings. The "car-mile " was а most unsatisfactory unit, owing to 
the wide variations in conditions of size, weight, and number 
of stops of the cars. The “seat-mile” should be given in all 
comparative figures. 

On the use of trailer cars, there was a division of opinion; be 
thought that if double-decked trailers were used, the maximum 
benefit would be realised, and he had made arrangements for trailers 
to bs employed experimentally on one route in London. : 

The conditions of labour on tramways, as regarded the working 
bours, depended on the habits of the community; in London, 
unfortunately, there was & very high peak for a short time in the 
morning, and again in the evening (fig. 1), so that a large number of 
cars bad to be run at those times only, 40 per cent. of the cars being 
laid off between 10 a.m. and 4 p.m. (see fig.) In places where 
the tramways passed through the centre of the city, a considerable 
mid-day traffic was obtained, and in the provinces many people went 
home to dinner, so that a more uniform service could be run. The 
only remedy for the slackness in the middle of the day appeared to 
be the introduction of a heavy-goods service in conjunction with the 
railway and dock undertakings, which would relieve the congested 
traffic in the main streets, and, in many cases, remove the necessity 
for street widenings. 

Conciliation Boards had been organised in connection with the 
L.C.C. undertaking, with the approval of the great majority of the 
men. Four Sectional Boards had been elected, respectively cot 
nected with the traffic, rolling stock, electrical and permanent way 
departments, and the machinery for dealimg with difficulties would 
800n be in working order. Matters of discipline, however, shoul 
not be dealt with through this channel; the manager should 
given full authority to deal with such questions—it was a I 
thing if any employé were allowed to approach a Committee with- 
out his knowledge. 

In 1992 he had strongly advocated the adoption of steel wheels, 
on the ground of his experience in Sheffield, but at the time his 
remarks were subjected to many adverse criticisms; now, with 8 
few exceptions, steel wheels had been adopted throughout the 
country. According to replies from 53 municipal tramways, out 
35,600 wheels in use only 2,536 (7 per cent.) were of chilled iron. 
The life of modern steel tires exceeded the most sanguine 
ations of seven years ago. 

The President condemned the adoption of halfpenny fares on the 
smaller tramway systems, though he thought they were justifiable 
on the large city systems; yet he questioned whether these 
extremely low charges were compatible with the proper discharge 
of their financial obligations, the due conduct of the services, an 
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the adequate maintenance of track and equipment, and he depre- 
cated the hasty adoption of the halfpenny as a standard fare. It 
was a valuable asset on large syatems if short stages were adopted, 
but there was a tendency to lengthen th se stages until they 
became unprofitable; tramways should not only serve the public 
well, but also pay their way. 

British tramway installations, he said, were now looked upon all 
over the world as examples of solid permanent work. Twenty 
years hence tramways would predominate, motor-omnibuses would 
be curiosities, and railways would deal only in long-distance 
traffic, leaving all internal pick-up traffic to the tramwayr, which 
would act as feeders to the railways. 


The Medical Examination of Tramway Empl. yés. 


A PAPER with this title was read by COUNCILLOR A. W. CHAPMAN: 
M.B., C.M., J.P., Deputy-Ohairman, Manchester Corporation Tram- 
ways Committee, and in every respect it tallies with the views 
which we have expounded from time to time. 

The value of this paper cannot be lightly estimated, and its 
importance arises from several causes. First, the paper is the 
work of an eminent physician ; secondly, the contents of the paper 
represent the views of one of the chief Corporations in the country ; 
and lastly, the author declares openly that the necessity for strict 
medical examination has become urgent since the Compensation 
Acts have piled legal responsibilities and heavy monetary burdens 
on employers, threatening, for the same reason, to become still more 


pressing. 

The last two factors in this estimate of the importance of the 
paper are the most interesting, for they indicate a reactionary 
tendency. For a decade or more our municipal bodies have been 
educating themselves in a school of progressive socialism, with the 
natural result that their actions and policies bave been greatly 
influenced by their ever-growing staffs. We are not now con- 
cerned with the whole range of consequences, but merely with the 
one deplorable fact that the fear of the wrath to come from their 
own employés has prevented a municipal body many a time from 
expressing opinions or proposing reforms or new projecte, which 
bore any semblance of interference with the privileges of the new 
caste. 


Nothing but this has stood in the way of compulsory medical 
examination of all those employés of a tramway committee who 
in some measure have the safety of the public in their hands. 

Something has been done to remedy this degrading state of 
affairs in very recent times, for Dr. Chapman refers to 21 under- 
takings which have all car-crews medically examined before enter- 
ing the service, but there has been nothing like a general adoption 
of this precaution. 

But this paper sounds a call to which no one can be deaf. It 
wil help to rend the veil which is drawn across the shrine of 
labour, and by its aid the blindest will see that the combination of 


workmen's compensation, increased pay, shortened hours, holidays. - 


with pay, and general pampering and pandering, is not compatible 
with a prosperous undertaking, unless the efficiency of the staff is 
increased in something like proportion to the expenditure. 

Dr. Chapman holds strongly that all employés should be 
medically examined before being received into service, and re- 
examined every five years. In his opinion, the examination 
should be of the most searching character, and should include 

attention to sight and hearing, which brings the 
examination even higher than that of a life insurance office. 

Dr. Chapman does well to reproduce the emphatic declarations 
of the two Brakes Committees on this point, and it will do no 
harm to refresh our readers’ memories from the same sources :— 


MUNICIPAL Tramways AÁBSOCIATION. 


" No man ought to be appointed a driver of an electric tramcar 
who has not first passed a careful medical examination. A rigid 
and careful examination as to fitness in handling a car should be 
made by a responsible officer, after the man has been thoroughly 
trained in his duties. The su ision in the training of drivers 
should, where practicable, be done by one man, in order to secure 
uniformity. Periodical testing (medical and practical) of men isa 
necessity of safety.” 


Tramways AND Ілант RAILWAYS ASSOCIATION, 


" Physical Unfitness.—The Committee wishes to lay special 
emphasis on this point. In their opinion it is essential that all 
motormen should undergo a medical examination and eyesight tests, 
and they would also recommend periodical re-examination.” 

Most people will agree with Dr. Chapman that the Workmen’s 
Compensation Act and the Employers’ Liability Acts have rendered 
it necessary for the better protection of any business undertaking, 
such as a tramway, to extend the medical examination over the 
whole staff, although, apart from these Acts, there would appear to 
be little call to examine any but drivers. 

Medical examination was instituted in the Manchester tramways 
department in Jane, 1908, and 16 per cent. of those who applied for 
employment and of those employés who were considered otherwise 
fit for promotion, were rejected for medical reasons, by far the 
greatest number failing through defective eyesight. 

An appendix to the paper reproduces the categoric statement 
which has to be answered by every candidate, and the form of 
report sent in by the doctor to the general manager. The former 
has the advantage of briefness over many American declarations 
which we have seen, and it is of no less value on that account. 

Before the next Conference meets, there should be many more 
adherents to this sound policy of getting as good value as possible 
for the money paid. | 


FOREIGN AND COLONIAL TARIFFS ON 


ELECTRICAL 


GOODS. 


NEW UNITED STATES TARIFF (concluded). 


Porous carbon pots for electric 


batteries, without metallic con- . 
е ... 20 95 ad val. 


nections... we jaw. s 


Glass articles composed wholly or 
in chief value of glass orna- 
mented or engraved ... 


Iron or steel wire rods, whether 
round, oval, flat or square, or 
in any other shape: | 

Valued at 4c. or less per lb. 
Valued over 4 c. per Ib. 


Мотив. —(1) All round iron or 
Steel rods smaller than No. 6 
wire gauge shall be classed 
and dutiable as wire. 


(2) All iron or steel wire rods 
which have been tempered or 
treated in any manner or partly 
manufactured shall pay an 
additional duty of is 


Iron or steel wire, round : 
Not smaller than No. 13 wire 
gauge ss " x 
Smaller than No. 13 and not 
smaller than No. 16 wire gauge 
Smaller than No. 16 wire gauge 


* NoTE.—All the foregoing shall 
pay duty at not less than 35 % 
ad valorem. 

* The Note in the former tariff read as 
follows :—‘‘ All the foregoing valued 


at more than 4 c. per Ib. shall pay 
40 per cent. ad valorem,” 


All wire composed of iron, steel, or 
other metal except gold or 
silver, covered with cotton, 
silk or other material, and all 
flat wires, and steel in strips, 
not thicker than No. 15 wire 
gauge and not exceeding 5 in. 
in width, whether in long or 
short 1 hs, in coils or other- 
wise, and whether rolled or 
drawn through dies or rolls, or 

: otherwise produced, and all 
other wire not specially pro- 
vided for in this section shall 
pay a duty of not less than ... 


Iron or steel or other wire not 
specially provided for, and 
sheet-steel in strips, 18860 in. 
thick or thinner; any of the 
foregoing, whether uncovered 
or covered with cotton, silk, 
metal or other material, valued 
at more than 4 c. per lb. 


Iron or steel wire coated by dip- 
ping, galvanising or similar 
process, with zinc, tin or any 
other metal, in addition to the 
rate imposed on the wire from 
which it is made : 


Articles manufactured wholly or 
in chief value of any wire or 
wires provided for in this 
paragraph, in addition to the 
maximum rate of duty imposed 
in this section upon any wire 
used in the manufacture of 
such articles А ; 


NorE.—No article made from or 
composed of wire shall pay a 
less rate of duty than 40 per 
cent. ad valorem.* 


* 'Tbis provision did not appear in the 
former Tariff, 


Telegraph, telephone and other 
wires and cables composed of 


metal and rubber, or of metal, 
rubber and other materials ... 


Old Tariff. 


. . 60 95 ad val. 


ту C. per lb. 
4 c. per lb. 


5 c. per lb. 


14 c. per lb. 


13 c. per lb. 
2 c. per lb, 


(See below.) 


* 45 V ad val. 


10 C. per lb. 


1] c. per lb. 


(Not 
specified ) 


New Tariff. 
20 % ad val. 


60 % ad val. 


р; C. per lb. 
Ys C. per 10. 


$ c. per lb. 


1 c. per lb. 


lic. per lb. 
14 с. per lb. 


35% ad val. 


10 C. per lb. 


1 с. per lb. 


40 J ad val, 
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Old Tariff. New Ta iff. 


Axles ог parts thereof, axle bars, ‚ 
axle blanks or forgings for 
8x:es, whether of iron or steel, 
without reference to the stage 
or state of manufacture, not 
otherwise provided for in this 
section, valued at not more 
6 c. per lb. йөз ids ii 

М№оти. — When iron or steel axles 
are imported fitted in wheels, 
or parts of wheels, of iron or 
steel, they shall bs dutiable 
at the same rate as the wheels 
in which they are fitted. 

Oast-iron pipe of every description +; c. per lb. 

Lap-welded, butt-welded, seamed 
or j inted iron or steel tubes, 
pipes, flues or stays, not thinner 
than No. 16 wire gauge: 

If not less than g in. in diameter 
If less than 8 in. and not less 
than } in. in diameter З 

If less than } in. in diameter ... 

Norz.—No tudes, pipes, flues or 
stays made of charcoal iron 
shall pay a less rate of duty 
than 14 c. per lb t 

+ This note did not appear in the former 


1 c. per lb. $ с. per lb. 


4 с. per lb. 


1 c. per lb. 
2 c. per lb. 14 o. per Ib. 
2 c. per 1b. 


Flexible metal tubing or hose, not 
specially provided for in this 
section, whether covered with 
wire or other material, or 
otherwise, including Any ap- 
pliances or attachments affixed 
thereto ... Sie or .. (Not specified.) 30 V ad val. 

All other iron or steel iubes, 
finished, not specially pro- 
vided for in this section . . 95 % ad val, 

Wheels for railway purposes, or 
parte thereof, made of iron or 
steel, and steel-tired wheels 
for railway purposes, whether 
wholly or partly finished; and 
iron or steel locomotive, car, 
or other railway tires or parta 
thereof, wholly or partly 
manufactured ... ie 925 

Ingots, cogged ingote, blooms, or 
blanks for the same, without 
regard to the degree of manu- 
facture ... ios is .. 14 c. per lb. 

Norz.— When wheels for railway ; 

purposes, or is thereof, of 
iron or steel, are imported 
with iron or steel ax!es fitted 
in them, the wheels and axles 
together shall be dutiable at 
the same rate as is provided 
for the wheels when imported 
separately. 

Manufactures of metal not 
separately mentioned in the 
tariff including machinery, &c. 45 95 ad val. 


30 95 ad val. 


1j c. per lb. 14 с. per lb. 


1 c. per lb. 


45 % ad val. 


NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) 


ompiled expressly for this journal by Messrs. W. P. Тномрвох & Co., Elec- 
trical Patent Agents, 822, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


90,857. ‘* Improvements in or connec‘ed with the trolleys of overhead electric 
traction systems." G. Нил, and F. HILL, September lich. 

90,867. ''Improvements in motor-generators, booeters, balancers, auto- 
transformers, and generators for direct currents.“ A. M. TaiLon. September 
13th. 

20,869. ''Apparatus that will automatically regulate and keep a constant and 
even voltage on any numter of electrical machines running in parallel and 
supplying current to an electric circuit and prevent current passing between 
the machines other than that supplied to the circuit." W. J. WALTERS, Sep- 
tember 18th. p 

20,8:2. '* Improvements in portable electric lampholders.“ 
Beptember 13th. (Complete.) 


20,899. “Improvements in and relating to the excitation of ccmmutator 
generators." Act.-Grs. BhowN, Boverr ET Ск. (Date applied for under Sec. 91 
of the Act, November 9th, 1908, being date of application in Germany.) Sep- 
tember 13th. (Coinplete.) 

20.908. Method of and means or apparatus for automatically controlling 
two or more electric circuits," G. C. Fricker. September 18th. 

20.990. Improved electro-magnetic buzzer operated by means of alternat- 
ing current." L. P. Нотт, September lith. 

21.002. Improvements relating to tclephonic apparatus.” E. A. GRAHAM, 
Beptember lith. (Complete.) 

21.006. Improvements in arc lamps." L. L. D. CiBir, September 14th. 

21,021. “ Improvements in the installation of electrical conductcras." J. 8. 
HIdHTIELD. September 14tb. 

21.012. New or improved controlling device for reversible direct- current 
electric motors.“ A. J. Ненет. September lith. 

21.065. Electric alarm thermometer.“ R. Srericker and G. TINDALE, 
September 15th. 


21.070. Improved magnetometer.” J. C. Baot. September 15th. 


H. B. JENKINS. 


21,000 *'* Improvemente in and relating to electric signalling apparatus for 
railways and the like.” J.GorpscHMiDT. September 15th. 

21,093. “Improvements in electric incandescsncs lamp fittings." J. H. 
OuxNNINGTOR. September 16th. (Complete.) 


21,101. “Improvements in and relating to signal systems." Bnrrisg Taomsox. 
Houston Co., LTD. (General Electric Co., United States.) September 15th, 

21,109. "Improvements in means for securing electric incandescent lampe." 
O. Damrey. September 16th. (Complete.) 

21,118. “ Improvements in electrical regenerative control tus and 
Systems." Crompton & Co., LTD., J. C. MACFARLANE and Н. Burue. (Date 
applied for under Rule 18, Магор 3rd, 1909. An invention comprised in Applice. 
tion No. 5,168, Maroh 8rd, 1909.) September 15th. (Complete.) 

21,156. ''Improved electrical advertising arrangement." E. Brown, Bep- 
tember 16th. 

21,157. “Improvements in motor-generators, boosters, balancers, and suto- 
transformers for direct or alternating current cirouits." A, M. Taro 
Beptember 10th. 

21,161. “ Improved burglar alarm.” A. W. Worpsor. September 1fih. 

21,179. ‘Improvements in and relating to homopolar generators and motors, 
and other electrical machines having a large number of collector wings.” 
R. H. Влввосв. September 16th. 

21.180. Papen ements in and relating to flexible electrical brusbes or ool- 
lectors.” R. H. Влввосв., September 16th. 

91,190. ''Improvemente in electric telegraphs, particularly applicable to 
transmitting signals on board ships." W. F. Grarron. September 16%. 

31,319. “Improvements in or relating to systems for the distribution of 
electric energy. .F. ANDERSON, В, А, RussELL and W. Е. Gray. Septem- 
ber 16th. (Complete.) 

21,222. ‘‘ Improvements in the manufacture of iron poles for telegraphs, tele- 
phones, and the like.” J. Н, SKINNER., September 16th. (Complete.) 

21,289. ‘‘Improvements in the methcds of charging and discharging 
secondary batteries or electrio acoumulators. A.M. Тлуүгов. September 17. 

21,249. Improvements in alternating-current motor-oontrollers." G.A. E. 
KoHLER. September 17th. (Complete.) 

21,261. ''Improvements in drums or ree's for coiling or transporting electric 
cables, wire, ropes, and the like." September 17th. 

21.285. Improvements in metal-filament incandescent electric lamps." H. 
ZSCHOCER, September 17th. (Complete.) 

91,908. Improvements іп and relating to selective switch systems apta 
to electric traction systems and for other purposes.“ Вдгпан Taomoor- 
Носвтои Co., L' rp. (General Electric Co., United States.) September 17th, 

21.840. Improved locking device for electric incandescent lamps.“ J. H. 
HALLIWELL. September 18th. 

21,848. ‘Improvements in switches for breaking electrical circuits.” W. C. 
Krrwan and К. Quanzy. September 18th. 

21,337. ‘‘Improvements in electric motor-starting and speed-controlling 
apparatus.“ А. С. НкАР, September 18th. 

91,874. '' Improvements in electrodes for arc lamps.“ GgBRUDER Ён 
AND Co. (Date applied for under Sec. 91 of the Act, October 5th, 1908, being 
date of application in Germany.) September 18th. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
501 Мены, W. Р, Тномрвом & Co., 892, High Holborn, W.O., and at Live: 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 

METHOD OF AND APPARATUS FOR COMPOUNDING ALTERNATING-CCBRENT GENEL: 
rors. J. E. L. Barnes. (M. Breslauer.) 11,558. May 28th. 

ELECTRIC CELLS., J. Spiliotopol. 18,115. August th. 

SPaRKING PLUGS FOR INTERMAL-CoMBUSTION ENGINES, 
August 28th. 

THERMO-ELECTRIC PiLES, A. Ritterhaussen. 18,277. August 2154. 

ELECTRIC SOUNDING FORK VIBRATOR FOR THERAPEUTIC AND LIKE PURPOSES. 1. 
Muller. 18,826. September Ist. 

ELECTRICAL Fuses. H. J. Fuller. £0,850. October 8rd. 

ADJUSTABLE NON-PORTABLE ELECTRICALLY-DRIVEX MACHINES FoR GRINDING, 
SawiNG, MILLING, Вовіко, DRILLING AND THE LIKE. G. Robson and R. 
Marshall. 20,988. October 5th. 

ELECTRICAL COMMUTATORS FOR USE IN IGNITION SysTEMS OF INTERNAL-COMBTS 
TION Enaings. E.G. Cleverly and F. L. Anderson. 21,710. October 4th. 

ELECTRICAL CONNECTIONS WITH Rops oF SILUNDUM OR THE LIKE НАУ 
COMPARATIVELY Poor Conpvuctine QUALITIES. G. Cooper and F. Sharp. 
22,627. October Mth. 

METHOD OF AND APPARATUS FOR CONTROLLING ELECTRIO Cmamms. E. M. Holme. 
23,111. October 30th. К 
Ровтавік ELROTRICALLY-DRIVEN DRILLING MacHiwES. Siemens Bros. Dynamo 
Works, Ltd. (siemens Schuckertwerke Ges.) 26,085. November éth. 


H. Ducros. 18,19. 


1909. 

Sarxrr Box ғов PACKING ÍINCANDESCENT ELECTRIC Lamps. M. I. Cooper. #1. 
January Sth, 

ELECTROMAGNETIC SYSTEMS FOR CONTROLLING LicHrs on RarLwav Taass. 
APPLICABLE ALSO TO THE CONTROL OF VALVES OR Taps FOR OTHER PURPOSSU 
Siemens Bros. Dynamo Works, Ltd., Broadhead & Hawkins. 4,425. Feb 
ruary 28rd. 

ACCUMULATOR PLATES, Accumulator-Fabiik Akt..Ges. 6,948. March 160. 
(Date applied for under International Convention, December 81st, 1908.) 
SIGNALLING SYSTEMS FOR RAILWAYS AND THE LIKE. British Thomson-Houston 

Co. (General Electric Co.) 6,985. March 28rd. 

TELEMOTOR GEAR. J. MacKintosh. 47,048. March 24th. 

ELECTRICAL BwiTCHES, A. P. Lundberg, Ө. C. Lundberg and P. A. Lundberg. 
7,998. April 2. (Application for Patent of Addition to No. 6,899/07.) 
METHOD FoR REGENERATING BLACKENED CARBON-FiLAMENT Ex II Lair’. 
E. A. Krüger. 8,283. April 6th, (Date applied for under International 

Convention, April 6th, 1903.) 

ELECTRICAL SwiTcHES, A. P. Lundberg, G. C. Lundberg and Р. А. Lundberg. 
8,449. April 7th. 

ELECTRIC SiGNALLING SYSTEMI FOR RAILWAYS AND THE LIKE. J. D. Tayl. 
1.788. January 25th. (Date applied for under International Convention. 
January 30th, 1908.) 

ELECTRIC SwiTcHES. W. H. Flood. 8,628. February 13th. 

ELECTRICAL HELAY, M. S. Conner. 4,899. February 29rd. | 

PROTECTIVE DEVIOES FOR ALTERNATING-CURRENT BSvsTEMS. Allgemeine г 
tricitats Ges. 4,705. February 25th. (Date applied for under Internation 
Convention, February 26th, 1908.) 

бүвткмв oF ELECTRIC Motor CowTROL. Н. E. White. 6,567. March 180. 
(Date applied for under International Convention, May 161, 1908.) 

TERMINALS FOR SWITCHBOARDS. H. Brand. 11,267. May 12th. 
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ELECTRICITY AND MINERS’ 


No. 1,663. 


PANIC. 


IX a previous issue of this journal we had oocasion te 
refer to the resolution which was brought before the Durham 
Miners' Association with regard to the use of electricity in 
collieries. That resolution called for the removal of elec- 
trical apparatus, and presumably the complete system in 
each case, from mines, on the ground that it was considered 
a source of great danger. The resolution was shelved, upon 
the intimation that the matter was to be considered by a 
Szlect Committee ; it must be pointed out, however, that 
this course of action by no means indicates a restoration of 
confidence in electricity on the part of the miners. It rather 
shows that they have confidence in the power of the Com- 
mittee to sift the matter to the bottom, and in the willing- 
ness of the owners to assist in this action. The problem ig 
not disposed of, but only postponed ; if quietness has super- 
vened, it may be only the lull before the storm. 

À3 & matter of fact, however, the affair does not rest here. 
The Durham miners’ resolution was valuable in the same: 
way that а straw shows which way в stream is running. 
Following the analogy, the volume of the stream of opinion 
is now sufficiently large to carry a haystack. On October 5th 
the annual meeting of the Miners' Federation of Great 
Britain was opened at Newcastle-upon-Tyne, and at that 
meeting а resolution was to be presented to the effect that, 
in view of the dangers of electricity in dry and dasty mines, 
Parliament should be called upon to enforce the removal of 
electricity from such mines. 

In order that not one of our readers may fail to weigh up 
the true significance of this development, it may be worth 
while noting that the Federation consists of suthorised 
delegates from the whole of the district or county miners’ 
unions includ:d in this Federation. Practically speaking, a 
resolution passed at this meeting represents the consensus of 
opinion of the whole of the pitmen of the country. If 
sach a resolution as is given above were adopted, it would be 
а very grave and potent factor which, by arresting the 
growth of electric applications in one of their most promising 
fields, would affect, directly or indirectly, almost every 
member of the electrical profession. 

It is not likely that the resolution has been passed; 
it was too drastic even for panic-stricken men. Even if it 
had been passed, it is in the highest degree. improbable 
that Parliament would be persuaded to give effect to ita 
meaning. Bat the moral effect upon the men themselves— 
the men who must do so much to co:operate in the making 
or marring of the repatation of electricity—would be 
enormous. The growing. panic would be crystallised into a 
definite expression of opinion shared by every section of the 
country, which it would take years to eradicate. Even 
the very fact that such a resolution was put fofward at a 
National assembly is a very disturbing matter. | 

This being the case, is it not advisable. to attempt to do 
something to allay the panic, and во to “stop the rush” 
pending examination of the question by the Select Com- 
mittee ? The confidence of the miner is a thing to be striven 
for, and in these days, when basiness-getting methods in 
electricity sapply are so loudly advocated, such a simple and 
necessary matter as going to some trouble and expent e to 
convince th» actual users of electricity of its safety under 
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proper conditions should hardly require advocacy. Probably, 
however; it will not be done because it is so obvious. 

For example, it is evidently the large power supply 
companies who would stand to lose most heavily if supply 
were terminated. Why cannot they combine with the 
manufacturers of reputable electrical plant in order to 
establish, to the satisfaction of representatives chosen by the 
men themselves, the safety of electricity by suitable demon- 
stration and explanation ? The cost of assembling apparatus 
and supplying energy for such a purpose would be negligible 
compared with the advantages to be gained. 


Again, it is obviously to the advantage of every electrical · 


manufacturer, supply authority, and consulting engineer 
interested in mining work to do all in his power to edacate 
the man down the pit to the proper use of electrical plant, 
and to improve his intellectual status in this direction. Such 
& course should also have the benediction of colliery managera 
and engineers as improving the common conditions of safety. 
In such a connection the aims and objects of the Institution 
of Mining Electrical Engineers can be commended : and it 
is well worth the effort of the electrical fraternity to develop 
the mental capacity of the mine electrician. | 
With euch simple palliatives as these, the present inflamed 
tate of feeling among miners can speedily and easily be 
reduced. The ultimate test will, of course, be the decision 
of the Select Committee, but much will have been gained if, 
in the meantime, steps can be taken to meet the emergency. 


THE ARBITRATION CLAUSE. 


Or the clauses in engineering contracts which demand the 
attention of contractors, there is none more important than 
that which relates to arbitration. The clanse which sub- 
stitutes a self-appointed tribunal for the courts of justice has 
become common form in most contracts for works of any 
magnitude; and howeoever the contractor may object, it 
is almost impossible for him to secure the deletion of the 
clause. 

The ostensible reason for an arbitration clause is to provide 
that disputes of a technical nature shall be settled by a 
technical man. But that is not a sufficient reason, as it is 
quite easy for both sides in any action to agree to refer the 
matter in question to arbitration. Further, it is common 
practice for jadges who are asked to decide cases full of 
technicality to say: “This is a matter which must be 
referred to an official (or special) referee." If an official 
referee is appointed, be probably hears the case, fortified by 
the knowledge acquired in countless similar cases which 
have been before him ; if a special referee is selected by the 
judge, he is chosen because of his special skill and knowledge 
of the subject under discussion. 

But, it may be asked, is there no way out for the con- 
tractor? Will the Court allow an arbitrator to act who is 
known to be biased ? 

Procul, O, procul este Profani! should be the cry of 
Justice against arbitrators who set out to act partially in the 
discharge of their duties. 

Fortunately the Courts have a discretion in the matter. 
If it is shown that the chosen arbitrator is, without the know- 
ledge of one of the parties, in such a position that he cannot 
be expected to act impartially, the Courts will remove 
him. The words in italics are, however, important ; for if 
& contractor submits to having disputes settled by an 
engineer who is employed by the other side, he must abide 
the consequences. 

Why cannot the determination of all technical disputes 
between contractors and local authorities be submitted to 


the arbitrament of persons appointed by the Court? One 
reason, at any rate, will occur to the mind of the contractor. 
It is that, by following the ordinary procedure, and by re- 
lying on the al bitration clause in the contract, the local 
authority or other employer may virtually choose their own 
tribunal; may even secure the appointment of their own 
engineer or surveyor as arbitrator. We have frequently 
shown how regrettable it is that contractors should have to 
submit to such treatment, but the fact remains that only 
very seldom is а contract signed with a local authority in 
this country which does not contain a clause providing for 
reference of disputes to the paid servant of the local 
authority. | 

When parties enter into a contract they must be taken to 
appreciate its meaning. If a firm who enter into a con- 
tract kaow that the work must be carried ont to the satis- 
faction of the engineer employed by the other party to the 
contract, they most understand that an expression of that 
satisfaction will be a condition precedent to their right to 
recover on the contract. 

А case which is quoted in a recent legal text-book’ may 
be cited in support of the proposition that the mere fact that 
an engineer acting as arbitrator is the paid servant of the 
corporation, is not sufficient to disqualify him. In Jackson 
v. Barry Railway Co., 1893, 1 Ch., 238, a contract by which 
the plaintiff undertook to construct a dock for the defendant 
company provided that disputes should be referred to the 
company’s engineer. A dispute arose as to whether the 
contractor was entitled to use marl instead of stone fora 
certain embankment. Та a letter addressed to the contractor, 
the engineer expressed the view that the contractor was bound 
to use stone. The matter was then referred to the arbitra- 
tion of the engineer, who, after the commencement of the 
arbitration, again expressed the same view in a letter. In 
these circumstances the contractor sought to have Ше 
reference to arbitration stayed on the ground that the engi- 
neer had shown himself to be biased. It was held by the 
Court that considering the position of the engineer who, 88 
an engineer of the company, must necessarily have ex 
an opinion on the point in dispute, his writing the letter after 
the commencement of the arbitration would not disqualify 
him from acting as arbitrator unless on the fair construction 
of the letter it appeared that he had made up his mind so s 
not to be open to change it on argument. 

This is a strong case to show how the contractor is tied and 


. bound by the decision of the engineer. 


We now come to a case which was heard in the Court of 
Appeal at the end of July last, which has a very important 
bearing on the subject under discussion, inasmuch as it 80$- 
gests a way of escape which may eometimes be available. 

Assume that the point at issue between the contractor and 
the corporation is one which closely affecta the conduct of the 
engineer himself, can he be called upon to arbitrate’ The 
facts of the case in question were very simple. Mert 
R. Blackwell & Co. had contracted to do certain tramway 
work for the Derby Corporation. A certificate was giv@ 
by the engineer of the Corporation, but a sum of £1,500 һ 
been deducted under a penalty clause in respect of delsy. 
Messrs. Blackwell objected to this penalty on the ground ths! 
the delay was really caused by the Corporation, through 5 
engineer, in not allowing proper facilities for proceeding ™! 
the work. The contention of the company was 
borough surveyor, who was appointed engineer under the c 
tract, acted improperly and unfairly towards them. He did noh 
according to their view, distinguish between the daties y E 
impartial engineer under the contract and what he would libe 
to do as borough surveyor. i 20. 

The contract contained a very wide arbitration ee 
providing that all differences should be referred to : 
engineer. Ignoring this clause, the company brought 
action against the Corporation in order that the € Я 
might be settled in the ordinary way by the ordinary 
of the land. The Corporation took out а summons to! к 
the action, on the ground that the dispute mus be d 
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by arbitration. It was contended, on the part of the company, 
that to allow the matter to proceed to arbitration would really 
be to allow the engineer to be the jadge in his own cause, 
as his conduct was to be called in question. Counsel for 
the company argued as follows :—'* I say that, whoever the 
arbitrator was, if, as a matter of fact, he was the particular 
person attacked, there is such a strong probability of bias 
that justice could not really be done.” He pointed ont that 
this case differed from all other reported cases in this 
respect—namely, that the engineer would have to be a 
witness on the other side. 

Upon the case going to the Court of Appeal, their Lord- 
ships unanimously came to the conclusion that the engineer 
should not act as arbitrator, and that the company were 
entitled to have the decision of the Court. © Each case," 
said Lord Justice Moulton, © must be decided on ita facta, 
and, in my opinion, where the nature of the dispute arising 
from facta which were subsequent to the contract is such 
that we are of opinion that the tribunal is not likely to be 
able impartially to deal with the dispute, it is open to us, and 
it would usually be the duty of the Court, to refuse to enforce 
the arbitration clause. . . . Corporations are, in my opinion, 
often too fond of putting officers of theirs in the position of 
engineers under & contract, and they forget that, as they are 
performing other duties to the Corporation, there may arise 
a conflict between their duties in these other offices and their 
duties as engineers under the contract, which may give rise 
to unfair treatment to the contractor by reason of the zeal 
with which officers perform their other duties.“ 

The point was very clearly summarised by Lord Justice 
Buckley, when he said: The fact that the Referee was the 
officer of the Corporation was not sufficient ground, but the 
point here is that the contractor’s case—whether true or not 
is a matter to be determined—is this: I could not complete 
my contract in time, and the reason why I could not com- 
plete it in time was tbat you, the contractual referee, were an 
unreasonable person ; you hindered me in every conceivable 
way ; you would not let me deposit any material in such a 
way as it is usual to allow me to deposit my material—in 
advance of my work—you placed all sorts of impedimenta 
in my way .. How could уоп expect him to say, if he 
is а person of any character at all, that the acts which he 
did were unrea:onable acts? It is not human nature to 
suppose that he can properly determine that he himself is 
an unreasonable person. That is the subject matter of the 
dispute .... I think that there is sufficient reason why 


the matter should not be referred, being such as this is, to- 


this particular gentleman.” 

So far as we can see, this marks a considerable advance 
towards the emancipation of contractors from the rigours of 
an arbitration clause. If it can be shown that the point at 
issue is whether the engineer has allowed his duty as engineer 
to his employers to conflict with his duty as engineer under 
the contract, to the detriment of the contract, it ought to 
be possible to obtain a stay of the arbitration proceedings. 


In our issue of 1st inst. there appeared 
New 5 a? letter signed by Mr. Ward, the manager 
Cable Dispute, in England of the Commercial Cable Co., 
to which it was impossible to reply last 
week owing to its late arrival. Mr. Ward takes exception 
to various points made in an article on the above subject 
printed in our issue of August 20th. It may be mentioned 
en passunt that it has taken Mr. Ward 38 days to 
answer them, so that his replies may be stated to be well 
considered. 

Perhaps it would be well to take the last paragraph of 
Mr. Ward's letter first, as it is supposed to lay bare the 
ignorance of the Press and to give the public an idea that 
his company is, after all, really British! It is done in a 
Quod erat demonstrandum style, which might easily convince 
those who do not know better; but, unfortunately, the 


Mackay Companies—an American trust company—has | 


already anticipated Mr. Ward, for the reports of this com- 


bine state that the Mackay Companies still owns the whole 
or part of the capital stock of 102 prosperous cable, tele- 
graph and telephone companies in the United States, Canada 
and Europe, including the entire capital stock of the Com- 
mercial Cable Co." Mr. Ward may be able to explain, if the 
entire Commercial stock is held by the Mackay Companies, 
how much is left in the hands of the British investors, for 
these statements do not agree. 

The mere fact that English investors hold a certain 


amount of stock in the Mackay Companies does not make 


the control British, and in this respect, the appearance of 
a Renter telegram in the Press of the 4th inst. is rather 
opportune, for it contains the statement that the Cable Co. 
(Commercial Cable Co. owned by the Mackay Companies) 
has decided to ask the United States Government to intervene 
in the cable dispute. | 

In his second paragraph Mr. Ward says that his company 
does not own a landing at Port-au-Basque. ‘The cable to 
this place is, of course, owned by the Newfoundland 
Government, but the Commercial Cable Co. controls the 
Canso end, and in its tariff mentions the cable among ite 
connections. From a traffic point of view, therefore, Mr. 


-Ward’s company has a landing, and the statement in the 


article was made with this point in view, as it is there 
stated that the cable was “worked in conjunction with 
their system,” not that it was owned by the company. 

With reference to paragraphs 3, 4 and 5, it was not 
stated in the article that’ the Oommercial Co. had a 
monopoly, but merely that the Newfonndland Government 
was unwilling to grant it. Moreover, nothing can be gai 
by calling a monopoly pretty names. The Colony already 
owns an outlet via Port-au-Basque, and, in case of inter- 
ruption, it perhaps does not matter much whether the 1s. 
per word is handed to the Anglo or to the Commercial Со. ; 
presuming, of course, that the latter company has not granted 
a reduced rate to the Government. | 

From Mr. Ward's letter it would appear as if his company 
were merely benefiting the Colony without regard to its own 
advantages ; but, as stated in the article, by the diversion of 
one of its cables to Newfoundland (it is the intention of the 
company apparently to similarly divert others) the Com- 
mercial Cable Co. has increased ita speed by 35 per cent., 
and if the Colonial Government is so anxious to be hostile to 
the Anglo Co.—it would appear from Sir Edward Morris’s 
action that this is not quite the case—all messages collected by 
its landline system would be transmitted by the Commercial 
Cable Co. 

Why, if the Government is so active a competitor of the 
Anglo Oo., is it necessary for Mr. Ward’s company to have 
direct dealings with the public? The company would 


obtain all the traffic and would be saved all the expense of its 
collection. | 


Coming now to paragraph 6, Mr. Ward's mathematical 
deduction “ which is absurd," is not so, for the traffic con- 
tract, if passed, excludes the Anglo Co. from all traffic 
collected by the Government lines, with which the Premier 
does not agree. The tendency nowadays is for Governments 
to own or acquire all telegraph lines, and if this be done 
iu Newfoundland, where would the Anglo Co. be? Sir 
Edward Morris possesses the foresight of a statesman. 

The object of Mr. Ward's reply in paragraph 7 is doubtful, 


as the article did not call into question conditions of work- 


ing in the United States, but as he mentions them, perhaps 
he can state whether the Anglo, Direct United States, 
Germau or French companies would be allowed to own or 
lease their own landlines, ая is done in the United Kingdom, 
to important traffic centres ? Й 

In regard to paragraph 8 Sir Edward ів, judging by 
events, not in accord with Mr. Ward, and has drawn 
attention to er parte statements. 

The point made by Mr. Ward about the land is com- 
paratively trifling. What does it matter who owns the land? 
Mere ownership does not convey a title to land cables on it, 
and had not the authority of the Newfoundland Govern- 
ment been obtained, the land leased from a private citizen 
would have been absolutely useless for the purpose for which 
it was acquired, 
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CURATIVE ELECTRICITY. 


` By R. M. M. 
ELECTRICITY as an aid to the medical profession has lately 
come very muoh to the fore, and an assortment of apparatus 
varying between a cautery instrument taking 1 ampere and a 
Fiusen light set or high-frequency coil taking 40 amperes, 
has been connected to public supply mains. Where the 


doctor can treat patiente at his own house, or at an infirmary, 


the supply of current is a simple affair, but when the patient 
bas to be treated out of reach of the supply mains, special 
apparatus—a portable battery—has to be brought into use. 

For faradisation, galvanisation and tlectrolysis—the last 
two more particularly—the usual practice is to have a tet 
comprised of cell selector switob, reversing switch, milli- 
ammeter and battery of dry cells assembled in one case ; 
with an alternative of a separate box for wet cells of the 
so-called plunge type in which one element is removed from 
the solution when the battery is not in use. When, how- 
ever, the set is designed for all three processes, it is 
customary to use the dry cell type of battery. | | 

In the electrolytic treatment, by which a drug is conveyed 
to the affected part electrically, the ourrent is small, mostly 
a maximum of 5 milliamperes, but as the resistance of the 
patient is naturally high, 20 to 40 volts are required for the 
procese, depending, of courae, on the patient's skin, size of 
contacts, and the drug employed. Many patients can be 


MEDICAL BATTERY OF ACCUMULATORS. 


treated with & smaller voltage, and therefore one problem, 
similar to the regulating cell trouble in station work, 
presents itself—namely, the last cells tend to get the least 
work to do. In some sets a double selector switch, by means 
of which any cells can be incladed in the circuit, obviates 
this trouble, but the disadvantage of such an arrangement 
is that it doubles the chance of accidentally leaving a cell 
short-circuited. | 

The next trouble met with is that the dry oell haa only 
a short life under usual working conditions, although on test 
it may give very good results. The consequence is that one 
or more new cells have to be substituted from time to time, 
and in most cases the complicated connections are sach that 
the owner usually prefers to send the whole set away to the 
makers to have the renewals made. A farther disadvantage 
is that with the ordinary cells used the terminals can be 
accidentally short-circuited very easily. 

Bearing tbese weak points in mind, a set for faradic and 

electrolytic treatment was recently designed for a doctor by 
` Mr. 8. T. Allen, Carlisle. For the battery 18 small accumu- 
lators of a type put on the market not long ago were fitted at 
the bottom of a case 6 in. x 6 in. Xx 10} in. inside dimen- 
sions. Connections from the cells are made by means of a 
wooden bcurd carrying a number of brass pins fitted below 
with countersunk nate, and on the top with lock nuts and con- 
necting wires going direct to the selector switch. The pins 
can thus be first adjusted to make good tight connection 


with accumulator spring contacte, and then the board may 
be removed entirely from the box to have the selector wires 
attached, thus removing all danger of accidental short. 
circuiting. н | 

As the cells are designed to give 0:2 ampere for four hours, 
the life at one charge for medical purposes can safely be pat 
at в long period, with the additional advantage that the cells 
can be charged up again during the night by connecting them 
in series with an 8-c.P. lamp. At definite times the contact 
board and selector can be lifted out of the case, and the cells 
removed, examined and replaced in any order by anyone 
with common sense, thus giving the advantage of making 
each cell do equal work. The bottom of the contact board 
is carefully coated to prevent any damage being done by acid 


‚ fumes during charging; the cells are of such design that the 


acid cannot be apilt, and, therefore, it seems that the majority 
of the disadvantages of the old type sets have been overcome 
successfully. ! | | 
A milliammeter is fitted in the lid of the box, and provide 
one of the terminals for the electrode connections, the other 
terminal being on the selector switch. For charging pur. 
connection is made on the off side of the instrament 
and on the selector switch. 


The comparison between the dry cell and the accumulator 
type is :— 


| Bize. No. of cells. Volts. Weight. 
Dry cell . . 44 in. х 93 in. x11 18 18 to 234 16 1d. 
Accumulator... Gin. X 6 in. x 104 18 36 to 405 15 ld. 


From time to time correspondence occurs on the subject 
of portable batteries for maine testing purposes, the usual 
requirement being high voltage, low current and portability. 
As all three can be obtained from the small accumulato: 
with a decrease in the total weight for equal volta, it is likely 
that several batteries as described above may come into ше 
at an early date, and thus save the poor cable engineer many 
а swear word. | 
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NOrES ON TRADE ABROAD. 


(Continued from page 492.) 


In а good deal of the advice that 
has been given from time to time in 
regard to strengthening British rela- 
| tions with countries where there are 
already, or ought before long to be, greatly improved chance 
of doing business, emphasis has-been laid upon what we 
may describe as the language difficulty: The average 
Englishman knows very little of, say, Russian, Chinese, or 
the languages of Turkey, and probably the commercial men 
of these nationalities know as little of the English tongue, 
or coinage, or weights and measures. So far as the electrical 
trade is concerned, the probability is that the man who 
knows sufficient concerning electrical affairs, though he ms 
be possessed also of that excellent quality salesmanship 
ability, is lacking in the linguistic attainment, and too 
often we meet men who have set themselves to the study of 
a number of foreign tongues to the exclusion of cultivation 
of other kinds, so that, excéllent as they may be as offic 
translators of correspondence, they are not the men 0% 
would select to send into the foreign field on a campaign 
negotiation ог business-getting. We should think ths, 
given a man of fair knowledge of the trade, a reasonable 
acquaintance with commercial affairs, some experience * 00 
the road,” and a good knowledge of some of the at present 
rarely acquired languages, there should be a promising sphere 
of operations lying before him in the next ten years Vl 
securing business for British electrical manufacturers. 

It is better, perhape, for some men 

A Point to Consider that they should find their way 6! 
Before Changing Over.” lands of the Golden West, аана) 

under the open canopy cf Heaven ant 
they find the development of the vast country во far advan 
as to stand in need of their electrical assistance. They never 
will lose their interest in electrical engineering matters y 
which they bave received six or seven years of training, 800 
though they may get more or less out of touch with electrics 


The Knowledge of 
Tongues. 
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advance if they do not read the ELECTRICAL REVIEW as 
they rest tween whiles from their tilling and their ingather- 
ing, the elements are there to be turned to good account 
when electrical engineering becomes as prosperous a calling 
as that of farming or fruit-growing. Others may leave 
the calling of their youth and ‘take orders,” while 
yet others enter the brewing and cognate industries, and 
seek solace in vending licensed liquors at a wayside inn 
or petrol spirit for motorists at a roadside store. If these 
things are not to their liking, there are businesses of quite 
another kind in the West End where they may find a 
remunerative outlet for their irrepressible electrical energies. 
To all who see wisdom, in the present state of things, in 
embracing such callings, we bid our fond and may be 
temporary adieus, апа wish them more power to their elbow 
with more grist to their mill; but there are young men of 
spirit and ability who would do well to look into this foreign 
language question and this salesmanship ability matter before 
they abandon the pursuits of their youth and seek a field 
where they hope to have a leas competitive fight and a greater 
scope than they believe electricity to be able to present to 
them in England. The men who take these sudden plunges 
from one calling to another are the men who live for to-day, 
and often enough we believe—we may be wrong—that they 
have not ноар pondered the vista of future electrical 
possibility. If there is the foreign business to be got, and 
other electrical manufacturing nations are sending their 
technico-commercial agents to the necessary countries to 
secure some of it, and, like Caleb and Joshua, they are 
returning with examples of the spoils that may be there for 
the rightful getting, why, in the name of all that is electrical; 
cannot our own “live” electrical men, who know the home 
manufacturers and have an aptitude for finding out and 
meeting the requirements of the foreigner, add to their 
already excellent attainments of an educational and personal 
nature a complete conversing knowledge of the tongues of 
those countries where there will be electrical requirements to 
be met for a score of years yet to come ? 
With the existence of the right 
A Travelling Personality men, possessing the qualifications 
and Reliability. that we have but lightly touched 
in the foregoing, we believe that 
more of our manufacturers would be willing to launch 
out into the deep, in spite of what they say sometimes 
abont not being able to afford it. Some of them cannot 
afford it, perhaps, because of their © once bitten, twice sby ” 
attitude, owing to their having been ** done " by the man they 
sent, or to the representative being a man whom they ought 
to have known better than to send. We have heard enough 
complaints of fruitless journeys, the failure of which has 


been due to the unsuitability of the haphazardly selected, 


traveller. We do not do this sort of thing in a panic as a 
rule if we are manufacturers of standing who expect to con- 
tinue in the business, and there are plenty of men about of 
unquestioned technical ability and unfailing moral reliability 
if we can only get them to couple thereto the business way 
and linguistic knowledge. 

We do not ignore the fact that that important quality 
personality is more a matter of natural endowment 
than of practical attainment, but we have seen raw, 
unfinished, recluse sort of men with a little practice 
develop a wonderful business-getting way—not merely 
hustling ; while reticent sort of men have developed an 
interesting talking ability which sometimes counts in sell- 
ing against a trans-Atlantic rival, and unpolished careless 
sort of hang-together men have evolved a manner and a 
style which carry an air of success. We are not attempting 
to pen a Smiles’s ** Self Help" or other such guide to the 
young, but we think it right tosuggest to the younger men in 
the electrical industry, many of whom seem just now to be 
allowing their hands to hang down and their hopes to fail, 
that they have a part to play in battling the British Battle 
in the foreign markets of the world, by studying the matter 
of their own fitness in the directions named. Let them 
remember that every man who goes abroad and secures 
business for our factories is making occupation, not for him- 
self alone, but for many fully-trained electrical engineers 
who stay at home, and for an army of workmen. In doing a 
good thing for himself, he is acting as a public benefactor 
too, helping to solve the country’s problems. 


For nearly a couple of years past 
the British Chamber of Commerce of 
Turkey, which was established in 
1887, has been issuing from Constantinople a Quarterly 
Trade Journal. The September number that recently 
reached us contains a good deal of matter that is of value to 
the British exporter. Consequent upon the establishment 
of constitutional government, a new era has dawned which, 
in а country so remarkably unequipped with modern 
facilities, must call for great railway extension and other 
transportation systems and means of communication and 
general progress, which shall lead to increased exchange of 
commodities between Great Britain and Turkey. The intro- 
duction of foreign capital will, of course, be an inevitable 
factor in the development, and in this connection great 
importance attaches to the establishment of the National 
Bank of Turkey, with our own Sir Henry Babington Smith 
as its presiding genius. It is to be hoped that this will 
lead to & wise co-operation of British and Turkish capital, 
giving British enterprise free play, and British manufac- 
turers useful business. The British Chamber of Commerce 
of Turkey is doing valuable service in endeavouring to pro- - 
mote a community of interests between the business men of 
the two countries, and it desires closer intercourse, such as 
that which was enjoyed a few weeks ago when representatives 
of the Ottoman Chamber of Deputies made a stay in 
London, followed by a tour of the principal English com- 
mercial centres, visiting Newcastle, Manchester, Liverpool 
and Birmingham. 


Turkey Moving. 


Another effort that is being made 
to bring the two peoples into closer 
touch is the attempt in Constantinople 
and England to spread the knowledge 
of the Turkish language amongst Englishmen, and the 
knowledge of English among the younger generation of 
Turks and other Ottoman subjects. The issue of the 
Journal before us contains a full list of members of the 
Chamber, and we are pleased to note among the English 
membership such names as Crompton, W. T. Glover & Co., 
Mather & Platt, Robey, Galloway, and Musgrave, British Insu- 
lated & Helsby, and Ruston Proctor. The copy contains a 
translation of the new Customs Regulations which came into 
force in August last, and these may be perused by any inte- 
rested member of the electrical trade who makes personal 
application at the ELECTRICAL Review offices. There is 
also an interesting article on tendering for Turkish Govern- 
ment contracts, which indicates that while Government 
departments have improved their system of doing business 
in recent years, one still sees a trace 
of the old methods. Their require- 
mente are generally published in the 
local papers, but too short notice is given," and sometimes 
adjudications take place in a few days, before anybody save 
one or two individuals is aware of the fact. Friends are 
called in to “reduce the price by a centime or two,” and the 
order is placed, to the disadvantage of the Government and 
to the exclusion of would-be tenderers. This, the writer 
good naturedly suggests, is when goods are wanted in a 
hurry." The War Office, however, is conducting business 
in a far more orderly manner, and has recently introduced 
the system of sealed tenders. There is also sometimes laxity 
in compelling all tenderers to comply with the conditions 
respecting deposits with tenders, according to the writer of 
the article named. A number of French firms have some- 
times combined in putting up the requisite 10 per cent. 
deposit money, and the same course has been followed in the 
case of German tenderers ; the writer suggests that British 
firms might consider the wisdom of doing likewise where big 
sums are involved. 


Promoting Good 
Relations. 


Improving Her Ways. 


It is mentioned that Crompton and 
Co., Ltd., secured an important order 
for projectors for the Army, to the 
value of £18,000, their price being 
£500 per set lower than that of the French and Germans. 
“This order was only obtained after a long stay (in Con- 
stantinople) of their representative, and after tedious 
negotiations.” It is added that, notwithstanding troubles 
of the kind indicated above, the Turkish Government is “a 
better client than any merchant in Stamboul.” The British 
manufacturers are prepared to give any Stamboul merchant 
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credit, but hesitate to give the same credit to a Government 
whose annual revenue is more than the capital of all the 
merchants combined.” We gather that foreign commission 
agents are helping British trade as much as or more than 
are local Englishmen, who display “à lack of interest 
in this work." ij ! | 

"The foregoing is all more or less 
by way of preliminary generalising. 
Let us go into a little more detail. 
T n Next week (October 14th) the Govern- 
ment is going to consider sealed tenders submitted to the 
Ministry of Finance for the installation of the telephone by 
private enterprise in Constantinople and its environs. It is 
stated that none of the tenders will be opened before the 
date named, and that they will all be opened on the same 
day before a technical commission, and the concession will 
be granted to the tender offering the best conditions to 
the State." We shall be very much in to learn, in 
the course of a week or two, whether any British parties are 
bidding for this very substantial and valuable concession, 
which presumably will carry with it a great deal of good 
business for everything required in a telephone system for 
the country which gucceeds in securing the undertaking. 
: Undoubtedly electric lighting and 
power and traction and other like 
concessions will be ready for us to 
* put in for" ere long. In Asiatic Turkey, Jerusalem and 
Damascus are provided with electric lighting and tramway 
gervices. .. = | 

It is already known that there is a German-Fiench com- 
bination of financiers (with certain Swiss and Belgian 
bankers also) in existence for the purpose of promoting elec- 
trical enterprises in Turkey and the East. | 

A British Consul at Adana said not long ago that 
electric light had been installed (water power) in Tarsus 
by a Swiss engineer, and that a big scheme was under 
consideration for light and power to all three towns 
of Adana, Tarsus and Mersina. The Board of Trade 
in this country received details of the scheme as soon 
as they were obtainable. It seems that a rival 3,000-H.P. 
water-turbine scheme for Tarsus, promoted by the owner of 
а new cotton mill there, has already led to a provisional sort 
of contract for the machines being given to a Swiss engineer 
if the concession be secured. It is timely to note the coming 
of new projects and to be as ready as may be for them. 
Germany has had things far too much its own way in the 
matter of electric appliances in Adana in the: past, and 
*5 there is no reason why British firms should not enter this 
market." СН | 

A Constantinople correspondent of a Washington . news- 
paper in writing on the opportunities opening up for the 
promotion of trade in Turkey, described the country as being 
so old, and so far behind, that it is “ practically a virgi 
field for engineers and capitalists.” 

China is not less cut by railways or marked with other western 
improvements. In Constantinople are 1,750,000 people within a 
radius of 10 miles from Galata Tower, without electricity in any 
form and with less than eight miles of car An American 
contractor, representing a combination of various interests, has 
recently applied to the Turkish Department of the Interior for the 
telephone rights of the city, and is at work on plans for several street 
railways. Another American here talks of harnessing the water- 
power in the various rivers and streams about the capital in order 
to use it in electrical pre jects which he has in band. The Govern- 
ment has already drafted projects for more than 3,000 miles of 
railwaye, the constraction of which is desired at once. Almost all 
ше proposed lines are in Asia Minor, in the richest regions of the 

mpire. 

it is the Tarks’ intention to give no more absolute concessions to 
foreign companies, which in every case hitherto has tightened the 
grip of some European nation upon the land. They intend to invite 
foreign capitalists to do work for them. Comprehensive bids will 
be received and the best proposition accepted. Though the 
railways will be held by the foreign companies for a number of 
years as a guarantee for investments and as a measure of compen- 
sation, everything will be from the beginning nominally Ottoman. 


Tne scheme, in other worde, is, for the present, at any rate, very 
much that of a homestead building society. 


A Good Thing for. 
| Somebody. | 


Other Concessions. 


The American Consul-General at 
Smyrna strongly recommends the 
establishment of a branch house, for 
the reason that Smyrna is the gateway to Asia Minor, and 
in a few years the whole trade of the interior will pass 
through Smyrna instead of Constantinople. The Smyrna 


Turkey in General. 


the methods 


namely, 


‘the numerous Custom Houte formalities necessary 


Province is by far the richest in the whole Empire. “ Asia 
Minor has, as yet, been entirely unexploited, but will not, 
long remain so.” Another “ongul, at Aleppo, in writing on 
uired in “trying to secure markets in more 
particularly northern Syria, shows the folly of expecting to 
do good business with a people with whom you never come 
into contact, and with whose manners and customs and 
languages and methods of doing businees you have practic- 
ally no acquaintance. American firms have sent to the 
Consul for free distribution batches of circulars relating to 
articles totally foreign to the country, and of which the 
people possess absolutely no knowledge, the lists being printed 
in English notwithstanding that the commercial language 
of the place is French. This Consul deplores the: manner 
in which American travelling men ignore the Consulate, 
pointing out that a little conversation might give him valu- 
able light regarding the manners and onstoms of the people, 
which might make all the difference between a success and 
a failure. This writer emulates the methods adopted by 
European exporters in handling the market, and if it be true 
that there is hardly a line of American manufactures . . . 
that could not find a market here," it is equally true that 
British electrical manufacturers have a greater chance in the 
future than in the past as the development of the country 
proceeds along the normal course. 

In Turkey, as in some other countries, it is next door to 
hopeless to look for securing orders merely through the mail 
with correspondence and printed matter. The native vill 
not purchase an article unless he first sees it.” The mail- 
order system is also shown to be a very unfavourable way of 
conducting business in Asia Minor. Americans sometimes 
inquire whether it could not be used as a means of sending 


. American goods in small parcels to the market, but the 
Smyrna Consul says :— 


Ca es would have to be printed in at least four languages 
lisb, Frencb, Greek and Turkish, and correspondence 
would have to be carried on in the same ges. If costs money 
to get up attractive catalogues in Greek and Turkish, and jet this 
would have to be done if it were intended to do any busines 


the interior of the country. The expense entailed in sending 


parcels from New York to Smyrna, and especially to the interior ol 
the country, would be large. Although there are six foreign pott- 
offices in this city, namely, English, French, Austrian, German, 
Italian and Russian, I am not aware that there is any 

developed mail-order system in use by any of them.. . . On the 
other hand, it would be impossible to send parcels through any of 


these post offices into the interior of the country, for the reason that 


clear mall 
parcels would greatly militate against the mail-order system 4s А 
means of trade expansion. | | 

It seems that few or no British 
commercial travellers find their way 
to Mersina, while many foreigners do 
во, and British are imi 
cheaply by some of those who do sell. Then again, in Crete 
very few “ commercials” arrived at Canea in 1908, w 
experienced men from Austria, Germany and Italy are con- 
tinually visiting not only Canea, but Candia and Rethyme. 
It is advised that travellers should visit Crete on their way 
to or from the Levant, but they should be men able to speak 
either Greek, Italian or French. British comm 
houses are still apparently unconvinced. that the mere 
despatch of their ordinary English catelogues, in which 
measurementa are given in yards and inches, and the weights 
in cwts. and lbs., while prices are quoted in sterling, 18 fu 
cient for the needs of the small local firms — then follow 
the now usual statement that our competitors are doing Ve 
different therefrom. “ How long, О Lord, how long? 
Here ів a summary of suitable advice to those abont to 07 
to push the importation of British goods into Crete :— 


they only exist in the seaport towns of the EE Then, 


'' Advice to those 
about to— 


(i) The appointment of a thoroughly trustworthy agent, with 

plenty of samples. d 

(2) Leniency in granting credit. The ordinary terms are: а 
on receipt of goods less from 24 to 5 per cent. discount, or accep in 
of drafts of from four to six months from the date of Cretan 
Crete. Previous information can always be obtained sí à 
bank as to the financial standing of clients, мй 

(3) Promptitude of execution of orders and care that goods 
correspond with what have been ordered. 

(4) Give special attention to careful packing. 


(5) Quotations for British goods should be made cif. Ore™ 
inclusive of packing and insurance charges. 
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(6) Small orders not to be despised ; see what they may lead to. 


(7) English is very little understood in Orete. The local 
language of commerce is Greek, French, and sometimes Italian. 
Quote as faras possible in the local currency and give metric 
measurements. 


An American, who imports a good 
deal of trans-Atlantic material into 
Smyrna every year, wrote to an 
К. American . Consul-General not very 
long ago, setting forth a point for closer consideration by 
those anxious to develop their trade connections there. We 
print the following extract as showing the desirability of 
British manufacturers stretching a point, wherever possible, 
in making convenient terms as to payment :— б 


One of the most serious drawbacks to the development of 
American trade with Tarkey seems to be the rather unusual mode 
of reimbursements asked by the American manufacturer, of 
remitting the cash with order. While I do not wish to be inter- 


-Give Long Credit 
Generally, 


preted as advocating easy terms of payment for the consumer in 


Turkey; yet I think that a certain latitude in the way cash payment 
is made would materially encourage business. The American 
manufacturer. is very eager to have his goods introduced into new 
markets, and would be very glad to find buyérs.in Turkey, yet he 
is not prepared to meet the buyers in the matter of reimbursements, 
for he shows himself too strict in the matter of cash payments to 
make any business possible. He should at least content himself 
with the.condition of selling: his goods for cash against shipping 
documents upon arrival of the steamer carrying the goods at. the 
port of destination, instead of requiring a remittance of the amount 
ordered two or three months in advance of the delivery of the 


goods—a system much objected to by the buyer and not in use in 


this market. | 
Ithink the American manufacturer could be easily induced to 
make a concession in this direction which, besides, contains no real 
er to his interests, if the facts of the case were officially brought 
to his notice, and in view of the beneficial effects which may result 
from such course. 


Of course this point is not a new one, and in every 
business which has dealings with a country which has not 
stood on the most lofty pedestal for commercial rectitude, 
such considerations must arise again and again in the course 
of the year. The above writer, however, has an intimate 
acquaintance with the people and their ways, and he suggests 
that it is unwise to pay too great a heed to the risks. 
: But before the ink of this.is dry we 
cannot forbear alluding to the fact 
none at ail | that business honses have suffered 
| logs through dishonest methods of 
parties in that city. It transpired that in and around: 
Smyrna an organisation existed. purely with the object 
of swindling foreign merchants. Sending bills of 
lading in excess of .real value of shipments, shipping raw. 
materials from Turkey of lower quality’ than ordered, 
and short weights, were among the methods employed 
in the swindling operations. The organisation was known 
locally as the “Black Band" and consisted of men 
released .from prison after serving sentences for frauds 
practised on European (English and German) firms. They 
obtained £50,000 from such firms in the course of ten 
years. The Governments published through our Chambers 
of Commerce the names of the persons forming the.“ Band,“ 
and the warnings given had a salutary effect; with the 
sid of the shipping companies the “ Band " was practically 
boycotted and could ship no goods to Europe. When this 
occarred in England and Germany our electrical firms were 
not thinking much about doing electrical business in Turkey. - 
Now if they contemplate doing trade there, they will find: 
it worth while to ascertein the names of the offenders from 
our Chambers of Commerce. 'These men were apparently 
engaged in exporting only from Smyrna, but the existence 
of the Gang is sufficient to remind one that fraudulent 
practices are capable of variation for importation also, and. 
names may be changed to suit any purpose you please, во it 
will be as well to weigh up the pros and cons and feel one’s 
way with discretion. Of course there are sharks everywhere, 
more or less, and every now and again “ long-firm ” swindles 
are discovered in the best of countries—sometimes they lie 
even at our very doors. : 
Many reforms in the Customs have been introduced during 
the service of Mr. Crawford as adviser to the Government, 


But sometimes 


and the Porte has asked for his services to be permitted by: 


the British Government for a further three years, in order to. 
ensure the success of these reforms. 


- changes in 


An American Consul at Constanti- 
nople advises that. quotations for any 
goods should be made c.i.f. the 
destination, or if the inquiry comes from an interior city, 
Cif, the nearest important Turkish port—Constanti- 
nople, Smyrna, or Beirut. On the importance of the com- 
mercial traveller as a trade builder, this Consul cites an 
interesting and telling case | | 
A number of firms addressed this office in reply ќо а report 
mentioning an opening for certain goods. All except one are still 
in the correspondence stage, the exception being a firm who sent 
their European traveller a copy of the Consul-General’é letter giving 
names of likely agente. This traveller came to Cotstantinople, 
visited one or perhaps several of the parties whose names were 


Turkish Travellers. 


mentioned in the letter from this office, became satisfied. with the 
. standing of one, took an order for 15 machines from this person, 


appointed him agent for Turkey, and left by the same steamer, 
without breaking his journey. This may be an excepttenh) case, 


. but it proves that wbat can be achieved in an hour by personal 


interview may not materialise with months of correspondence, 
ars also that if a business is worth having at allit is worth going 
т. 

French, German and Italian firms, although they шау have been 
established here for 20 years and their business be on a firm footing, 
send their travellers regularly twice each year. These visit their 
old customers, with their agent, take note of any complaints or 
requirements, and in the former case, if thecomplaint is 
well founded, with an expression of ңе, and jadicious expressions 
to show goodwill, give'à rebate on the last order, or even an extra 
discount on a new one. By such means they are able to retain а 
customer who had made up. his mind to place his orders elsewhere. 
This can all be done by personal interview, with a direct repre- 
sentative of the firm; whereas . often heated, or an 
agent without full powers to act, would have failed. Of course it 
is part of the travellers’ duties to canvass for new orders, which 
they are better able to secure than even the most active agents. 


One of the United States Consuls ad vises American people 
to undertake excursions to Turkey in periods of commercial 
dulness at home. Not only Turkey, but many other 
countries, he suggests, might be embraced in one trip. He 
adds that a good way would be to have a number of excur- 
sions organised at the same time, with competitive lines 
avoided. It would be best to limit the number in each 
excursion to 50, arranging a systematic tour, to reach special 
markets for special goods. This is similar to the foreign tours 
that we advocated in these notes in our issue of September 
10th, page 410. Pe 

Consul-General Harris writing to 
Americans on the .trade outlook 
recently said that this was just the 
time for American merchants and 
manufacturers to make а thorough study of Turkey, and 
gradually wedge in 80 that they might be able to get à good 
share of the trade ** when the boom comes on, which is sure 
to be the case as soon as the financial world gets accustomed 
to the new order of things." He advised that whereyer 
роте Americans should establish their own agents in 

myrna, employing American citizens if poesible, but failing 
that, European firms should be given the preference “ for the 
reagon that disputes can be settled in the respective Consular 
court of which the agents are subject,” American houses 
should give a credit averaging three months if they are 
sure of their representatives.” Small beginnings must not 
be thought of contemptuously, as we have said above, and 
as Mr. Harris shows in the following interesting remarks on 
the electrical trade :— | | » 

* One Smyrna firm informed me that an attempt had 
been made some years ago to get the agency of an American 
electrical firm. The reply was that unless half a million 
dollars worth of business could be done in the first year, it 
would not suit to enter the field. A German agency was 
then secured, which was willing the first year to install an 
electric plant costing $15,000. To-day the two largest elec- 
trical companies in Berlin are ably represented in Smyrna. 
They began several years ago by accepting every proposition 
whether large or small. Just now when all restrictions. 
against the importation of electrical appliances into Asia 
Minor bave been removed, and a great tidal wave of elec- 
trification, so to speak, is passing over the country, it is not 
difficult to prophesy who will get, not only the large con- 
cessions for trams and lighting in the cities, but the trade 
attendant upon supplying all the necessary wires, machines, 
apparatus, &c., as well. If that American firm had been 
willing to make a small beginning a few years ago, it would 
now be in a position to get a good share of the trade. As it 
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is, not a single American electrical establishment is repre- 
sented in Smyrna.” | 
We hope that any reader who was inclined to imagine 
that the past trifling electrical connections between this country 
and Turkey did not justify us in devoting much space to the 
subject has now changed his mind. It is because Turkey, 
like China, is now being borne on the wave of modern 
awakening, because that awakening will cause enormous 
strides to be taken to make up for lost time in getting into 
line with other nations, because there is already a real elec- 
trical opportunity well above the horizon, and because some 
British firms have lately shown what they can do there, that 
we have endeavoured to bring out the importance of a 
market which, in view of the present position of affairs and 
our favourable financial relations with the Turk, should yield 


business for the electrical employers and employed of the 


United Kingdom. 
(To be continued.) 


CABLE-FAULT LOCALISATION GRAPHS IN 
ud PRACTICE. os 


By EDWARD RAYMOND-BARKER. 


INTRODUCTION. 


NEARLY six years ago a series of articles by the writer met 
with kindly acceptance on the part of the Editors of the 
ELECTRICAL REVIEW, and from August 14th, 1908, till 
April 1st, 1904—inclusively—duly appeared in the columns 
of that journal. 

The said articles began with a summarised re-atatement, 
based on a uniform and systematic nomenclature, of various 
cable-break localisation methods and formule, and went on 


to deal in detail with graphic methods especially as connected 


with the Raymond-Barker calculator-board. 

Most of the articles above-mentioned have since re- 
appeared in booklet form.* The reprint, if one may judge 
by its sale, has been cordially received by the submarine 
cable community and others to whom, therefore, the writer 
feels very grateful. 

It so happened that in Aucust, 1903, the writer ventured 
to bring the ELECTRICAL REVIEW article descriptive of the 
calculator-board to the attention of the editor of another 
leading technical journal with a view to mention, and, 
possibly, criticism. The editor of the latter journal, quite 
within his rights, politely expressed inability to see that any 
object would be served by reference in his journal to the 
calculator-board, whatever he might subsequently do when 
the thing should be further developed, and “ results of 
some actual testa on cables” should be available. The 
writer, though at first disappointed, on second thoughts 
became convinced that this editor was perfectly right, and 
allusion is now made to the incident solely by way of point 
to the introduction of a further series of articles on graphic 
methods. 

A period of well-nigh six years has slipped by since what 
has been described happened. During that time much 
additional matter has been collected and useful experience 
gained; also fresh light has been thrown on graph possi- 
bilities as applicable to modern localisation methods and 
geometrical proofs. 

Thus the “ results of some actual tests on cables” fore- 
shadowed in a way by the editor, have now not only come 
into being, but have accumulated so prolifically from the 
hands of friends—not to speak of tests perpetrated by the 


writer himeelf—and are so varied in their nature that, in 


certain classes of examples, it becomes difficult to choose 
from an embarras de richesses that number of examples 
which, without undue diffuseness, will adequately represent 
results achieved in this interesting line of work. In any 
case, this pleasant task will be attempted in the following 
articles. These will comprise also much original matter, the 
result of personal observation, and not without its useful- 
ness in supplementing information given in the text-books. 


* " Hand-Book in Cable-break Localisation." By E. Raymond- 
Barker. H. Alabaster, Gatehouse & Co., 4, Ludgate Hill, London. 


This will more especially be so in the writer's graph 
routine for Mr. E. S. Heurtley's exposure test, the polarity 
of test currents under various circumstances, graphs illus- 
trating the effect of telluric currents in cable break 
localisation, &c. 

Here and there in these articles hs may appear which, 
in connection with the writer's name, have already appeared 
in recent new editions of well-known text-books. This fact 
is solely due to the kind initiative of the authors of the 


.books in question who have had welcome access to the 


writer's portfolio of blue prints. 

Since the completion of the present series of notes in 
MS., a new. edition of Mr. H. D. Wilkinson's well-known 
work, ,** Submarine Cable-Laying and Repairing,” has 
appeared, in which the author, in his usual lucid style, has 
dealt with certain fresh matters which happen to have been 
touched upon also by the writer of the articles to which 
these remarks are by way of introduction, such, e.g., as ов 
relating to the relative suitability of zinc and carbon currents 
for localising purposes under various conditions. This parti- 
cular matter, by the way, the writer some time ago had the 
advantage of bringing to the attention of Mr. Wilkinson, 
especially as relating to the paucity of information up to 
then given in the text-books regarding the frequent 
instances, in practice, of the impracticability of using for 
break localising purposes the zine or negalivs current. 
Indeed, amongst not a few writers it seemed to be a gene 
rally received axiom that localisation tests must be made 
with the negative current, and no explanations were forth- 
coming as to the exceptions which, under certain conditions, 
must arise in contravention to the aforesaid otherwise 
excellent rule. Mr. Wilkinson has certainly added con- 
siderably to the somewhat sparse information on this subject 
hitherto found in the text-books. 

The writer's treatment of these matters will be found to 
be chiefly by graphs, and to follow the lines of his graphic 
proof of the false zero method of testing conductor resist- 
ance contained in an article by him published in the Ёшс- 
TRICAL REVIEW of October 10th and 17th, 1885, an article 
which, in regard to one matter in which the writer was te 
sufficiently explicit, drew from Mr. C. E. Rimington a useful 
criticism and a valuable addition to the writers gsp 
proof. These were acknowledged and replied to from 
Madeira by the writer in the ELROrRICAL Review of 
December 12th, 1885. 

Since his completion of the MS. for the present teries of 
articles, the writer has had his attention drawn by bis 
friend, Mr. C. W. Schaefer, to a communication published by 
Messrs. G. K. Winter, M.I.C.E., and G. B. Winter in the 
Journal of the Institution of Electrical Engineers in Jone, 
1898: “On a Graphic Method of Studying Behaviour of 
Exposed Ends of Broken Telegraph Cables, and of Means of 
Eliminating the Effect of Earth Currents and of Polarisation 
at the Fault.” . l 

It so happened that the said valuable article was published 
in London during an absence of many months from Engla 
on the part of the writer, who, until Mr. Schaefer's kind 
reminder, has remained unaware of Messrs. Winter's work. 
As, however, in the writer's method of treatment, there are 
several considerations and points of detail not referred to in 
Messrs. G. K. and G. B. Winter's most interesting 00- 
munication, the writer will venture to leave his own work a 
it is, and he submits the same respectfully to all interested in 
these matters whether masters—in the scholastic sense— f 
fellow students. | , 

The numbering of the figures in the following notes vil 
follow on in regular sequence from fig. No. 37, which 
was the last diagram in the writer's former series ° 
graphs completed in the ELECTRICAL REvrEW for April 1%, 
1904, and afterwards reprinted in pamphlet form. 


GRAPHS IN PRACTICE. 


Fig. 38 shows a reduced facsimile of a tracing from the 
Jona graphs as left recorded on the writer's calculator-bosrd 
in the testing-room of a well-known cable ship on her return 
from a long repairing charter for a foreign Government, anda 
number of cable repairs. 

The writer was not on the staff of that, particular ship, 
the fact that the localisation curves which happened to have 
been left by the electrician on the celluloid sheet of the 
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calculator-board were only a few ont of the many obtained 
during cable operations and used as definitive, speaks volumes 
for the confidence inspired in minds other than the writer’s 
own by the use of the caloulator-board for Jona and other 
graphic methods. | 

A cable-ship electrician taking part їп a long series of 
cable repairs in quick succession, and busy with all the 
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rapidly acoumalating work that mounts up so quickly on 
those occasions, is the last man in the world to waste time 
by using a device he does not like and does not feel at home 
with. He would jettison it sooner. . . .! 

In fact, experience not only on the ships, but also at cable 
stations, goes to show that once a man adopts graph methods, 
he becomes so pleased and interested, and finds them such an 
excellent corroborative check on the style of his testing, and 
general accuracy of his work, that he wonders he never took 
to grapbs before. 

_ Fig. 88 shows a number of Jona graphs obtained accord- 
ing to the routine explained in connection with fig. 27 of the 
earlier series. ; 

А В С are check curves—indicated by cross plottings— 
obtained on artificial exposures of core 107 Ib. Cu./140 Ib. d. P., 
with the same battery and apparatus as used for the 
actual localisation tests successfully made on the various 
cables in need of repair. 

The other six curves, with various circular plottings, as 
shown in the explanatory table included with fig. 38, 
severally belong to certain definitive localisation testa (to 
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Fic. 39.—Астолг, LOCALISATION TESTS. 


breaks) made during repairs on the Ceute, Tangier and 
Tenerife-La Palma cables. 

All the said testa were made through an inserted extra 
resistance of 2,000 ohms, which, of course, represente the 
point of origin of the artificial exposure curves, and which 


naturally has to be deducted from the various resistanoe& 
indicated by the cable test curves. | 

Dotted lines have been drawn in fig. 38 from the several 
curves as given by scale-zero bridge testa to those points on 
the line representing resistance up to break, which subse- 
quent recovery‘ of cable from ship’s cut-in proved to have 
been correct. 

For example, in fig. 38 the first curve from the right 
with black plottings, which was a test made from shore. 
shows the resistance to break to be 2,158-2,000 = 158 
ohms from shore—the true result, which almost coincided 
with that previously estimated on evidence afforded by 
curve trend. 

Having dealt with the foregoing examples more or lesg 
en bloc, we find similar matter in fig. 39 treated more in 


detail. | 


In fig. 89, tests A, B, C, D are all from ship's cuts-in to 
broken ends, the intervening conductor resistances, as sub- 
sequently ascertained on picking up, being seyerally 2, 4, 8 
and 6 ohms, after deduction of the extra resistances 
added for the adjustment and steadying of the testing 
currents. 

Test E—the only test in fig. 39 made by the writer— 
was observed from shore, and shows the graph localisation 
of a fault in an unbroken cable, which not only entirely 
interrupted telegraphic communication, but gave next to no 
difference in shore's testa, whether distant end was free 
or “ to earth.” Notwithstanding the serious nature of this 
fault, the exterior mechanical condition of the cable at the 
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ARTIFICIAL EXPOSURES. 
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fault—on the ship picking up—was found to be normal, 
excepting for a kink of long standing in which the sheathing 
wires were intact. The actual fault was found to be a caked- 


‚юр hole in the gutta-percha, about the size of an average 


pin's head. This particular example will receive further 
attention in these articles in connection with Mr. E. S. 
Heurtley's exposure test. At present it suffices to know that 


. the graph к indicated at approximately 100 ohms, a resis- 


tance up to the fault eventually proved to be 96 ohms, after 
due deduction of the extra inserted resistance—on that 
occasion 1,162 ohms. 

The main object of fig. 89 is to afford examples of C.B. 
practical working on five different, occasions in the hands of 
three different observers. | 

Figs. 40 and 41 afford striking instanoés of the interest 
attaching to graphs of artificial exposure testa with especial 
reference to the educational influence these grephs bring to 
bear on cable-break localisation and problems as to what are 
the most suitable testing currents to be used on any particular 
occasion. 

Very shortly after the first appearance (in The Electrician, 
of January 21st, 1901) of Mr. E. Jona's “Graphic Method 
for Calculating the Distance of a Break in a Submarine 
Cable," the writer derived keen pleasure and many useful 
lessons from drawing Jona graphs of his various localisation 
tests of the past, including tests by Sir Henry C. Mance's 
method. | 

Some minds assimilate in an instant the inward signi- 
ficance of ornate tabulations of figures and percentages with 
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an ease envied by the writer who, of more ordinary calibre, 
tly prefers graphs which‘ afford at a glance an easy and 
illuminative interpretation of the conditions involved by, 
perhaps, quite a crowd of resistance and current values. 
Figs. 40 and 41, referring respectively to cores 70 Cu.[75 G P. 
and 400 Cu./360 G.P., each give two sets of curves, one 
involving varying battery powers ав a means for varying the 


testing currents, th other varying bridge ratios on the Mance 


principle. 


In each series graphs are given for the following copper 


strand exposures :—2 in., 1 in., 4 in., 4 in., 3 in. and a flash 
cut, viz., the conductor showing its sectional area flush with 
the gutta-percha dielectric. 


Inspection of these artificial exposure graphs suggests the 


following reflections ;— 


1. In the Mance test, under ordinary conditions, bridge 


readings with bridge ratio 10, 10 serve no purpose, and may 
easily lead to quite erroneous resulta. ! | 
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2. A set of Jona graphs of Mance readings affords useful 
corroboration of the general trend of the corresponding set 
obtained with varying battery powers. Take, for instance, 
fig. 40, which shows tests on 70/75 core. In this diagram 
the lay of the corresponding curves in the two sets is almost 
absolutely identical. Take, ¢.y., the manner in which the 
lin. and 4 in. curves in both sets are in particularly close 
proximity to each other, or the manner in which the tests on 
the flush-cut exposure evince exactly parallel characteristics 
of—in this particular case—uselessness as indices of the true 
resistance up to the break. The reason for this uselessness 
becomes evident from what now follows. 


3. The flush-cut curves illustrate graphically a fact which 
in the early days cable electricians found out by personal 


experience, namely, that when a lively bridge- balance and 
great differences in observed resistances due to corresponding 
changes in current pointed to a small exposure at the break, 
the only reltable results were to be oblained with quite weak 
currents, Fig. 40 shows the lay of the flush-cud exposure 
curves to be hopelessly erroneous owing to the heavy 
polarisation of the small exposure by the use of too strong 
currents, accompanied by dense agglomeration of high- 
resistance hydrogen gas bubbles thrown off from the small 
copper exposure, but tending to cling and greatly increase 
apparent resistance between the flash-cut copper and water 
at the circle of contact between the small copper conductor 
and the surrounding flush surface of gutta-percha. 

On the other hand, the portions of the two flush-cut 
curves corresponding to results from the. / % er testing 
currents (say, from 2 to 6 milli-amperes) if taken by them- 
selves are found to point straight towards 1,300 ohms, viz., 
the true resistance up to break. | 

4. A comparison of the small-core curves in fig. 40 with 


those obtained from the heavy core, as shown in fig. 41, will 


1üterest the student. 


Jo be -continued.) 


PROCEEDINGS OF INSTITUTIONS. 


Production of Iron and Steel by the Electrie Smelting 
| Process. 


(Abstract of paper read before the IRON дир STEEL 
September, 1909, by E. J. Lzunasera, Falun, Sweden.) 


TAERE is at present not much to add to what has already been pub- 
lished concerning the melting of steel by the use of electric current. 
Farnaces up to a capacity of 15 tons have been built for making 
special steel with good commercial results, but for making steel of 
ordinary quality the electric method still seems to be too expen- 
sive, even where cheap water-power ie available. 

At Gysinge, one of the works belonging to the Stora Kopparbergs 
Bergslag, there is one Kjellin induction furnace with a capacity 
of 2 tons, but as this is working as a Talbot furnace, not more than 
about 1.ton at a time is tapped. 

The continuous current used in this furnace represents about 
200 xw , and the output in 300 days amounts to about 1,200 tons of 
ingots, using 50 per cent. pig and 50 per cent. scrap. The product 
is a superior carbon tool steel. 

In the electric furnace, as well as in the crucible plant, there are 
also produced, among different kinds of special steel, high-speed 
self-hardening steel, tungsten steel, chromium steel, and nickel 
steel. Such steels can easily be made in electric furnaces when 
thé necessary care is taken. When speaking of high-quality 
steel, all steel-makers know that the utmost care in heating, 
hammering, rolling, and tempering is necessary if a good result is 
to be obtained. 

For a country like Sweden, possessing practically no coal mine 
but numerous waterfalls, the manufacture of iron and steel direct 
from ore by the agency of the electric current is of much mor 
interest than the melting of pig and scrap to make steel. At the 


works at Domnarfvet extensive and costly trials have therefore 


been made in the direct reduction of ore during this and the pas 
few years. | | 

In these experiments two modifications of a furnace constructed 
by Mr. Wallin in Berlin, and several modifications of a furnace 
constructed by Messrs, Grö avall & Lindblad (the Electro-Metal 
Co.), Ludvika, have been tried. Of these it is needless to describe 
any except the latest form. 

The accompanying drawing shows a furnace similar to a common 
blast-furn sce, but with three electrodes fed by three-phase altera: 
ing current at about 40 volte, 60 cycles, abd: 9,500 am 
averaging 674 н.р, instead of tuyeres. In this farnaaoe, whid hu 
been running for 1,903 hours, there has.been- produced 28 toos ol. 
iron, containing from 0'95 to 309 per cent, of carbon. 
In the manufacture of this quantity thete was used :— 


442 tons, 


Ore бей Жыл. ЖӨӨ, abe ees 
Lime „„ з 24 „ 
„ Coke ales ies ss Ses 4l „ 
“Charcoal ..;. ... ^ ..- .. m" 58 , 
Electrodes, total ... b габ "T 65 „ 
Electrio current ... e сай . 891,623 xw.-hours. 
or per metric ton of pig-iron produced :— 
Coke and charcoal 353 3 kg. 
Power, H.P.-year ... өз sv E 0:492 
Electrodes effective, 88 kg.; wasted 
ends, 139 kg. g. eee : 227 k 
Pig-iron from оте and line. .. 60°02 
Pig-iron from ore alone .. 63:50 kg. 
Pig-iron per H.P.-year ... m s 2*03 tons. 


The temperature of the gases escaping from the furnace is 
generally very low, and they contain on an aversge about 32 per 
cent. of carbon dioxide (from 8 to 41 per cent.) The amount of 
carbon monoxide varies from 39'4 per cent. to 61 per cent. 17 
gases contain practically no nitrogen, but steam from the water in 
the ore, lime, coke or charcoal is present. 

The efficiency of the electric current ought to be higher than 
hitherto if the considerable loss of heat by cooling water 
radiation can be reduced. These losses seem to be about 30 per 
cent. 

No air whatever is used in the prócess, and the gases are 
produced from the carbon in the charcoal and coke and the oxyget 
in the ores (FeO + С Fe + OO). Either charocal or coke 957 
be used, but the consumption of fuel will be practically the same 2 
either case. 

According to the description of the inventor, the figure shows à 
vertical section through the furnace, which consists of a lowe 
portion, or smelting chamber, corresponding to the hearth of a Ый 
furnace, and a top section or shaft. The latter is sup = 
columns, which prevent any weight from bearing on the arch of ths 
smelting chamber. The latter is so proportioned as to provides 
considerable amount of free space between the charge and the 
arched roof through which the carbon electrodes project into 
charge. The brickwork is thus protected against any very high 
temperature, and remains a non-conductor of electricity. This is 
an important feature of this furnace, since experiment has shown that 
if the electrodes enter the chamber at the point where the charge 
touches the walls, a very high temperature is genera Фи 
point; the brickwork is destroyed and becomes а conductor of ele 
tricity, giving rise to a more or less complete ebort-circuit. The 
brickwork may be further cooled by means of a blast of о" 
taken from the top of the furnace and blown in round.the el 
with a fan, no heat being lost by this proceeding. 
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The ore and fuel are crushed to a suitable size, and are fed into 
thetop of the furnace through the bell hopper in the usual way, the 
ore being partially reduced by the carbon monoxide rising through 
the charge. ‘The latter spreads ont in the smelting chamber as 
` shown, and the reduction is there completed. Since the electrodes 
project well into the the highest temperature oocurs in the 


pera 
centre of the latter, and the brickwork is thus kept cool compared 
with the walls of an ordinary blast-furnace. 
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ELSOTRIO SMELTING FURNACE, DoMNARFVET, SWEDEN. 


It Ш бе seen Hom the бише given in о Teper баа has 
been taken in the direction of replacing a considerable part of the 
fuel used in making iron and steel by the electric current, and that 
the problem is technically solved. As regards its commercial 
value, it is too early to make any definite statement yet, but this 
will be readily understood by alliron and steel makers when they 
reflect how many years it has taken to bring the Bessemer, the 
open-hearth, and the basic prooesses to their present state of 


perfection. 


The Determination of the Economy of Reversing 
Rolling Mills. 


By О. A. AsrzTT, B. S0., A. M. Inst. O. E. (London). 


(Abstract of paper read before the IRON AND BTERL INSTITUTB, 
September, 1909.) 


Simon the last autumn meeting of the Iron and Steel Institute, five 
- steel works have decided to adopt electrically-driven reversing 
rolling mills, making in all over 20 firmes who have come to this 
decision, and twelve such plants are at work in different parts of 
the world, one at least being installed to replace an engine less than 
10 years old, which was in good condition. 

The reasons influencing this decision may be briefly summarised 
as follows :— 

1. Greater economy in fuel consumption. 

2. Larger output from plant. 

3. Reduced running costs—ic., reduction in cost of repairs, 
attendance, oil, &c., the reduction in the cost of oil being very 


4. Greater convenience and reduction of management expenses 
due to centralisation of power supply. 

5. The great economy of the electrical plant is maintained 
throughout the life of the plant, and does not diminish as the 
parts wear. 

The capital cost of an electrically-driven reversing-mill is greater 
than that of a steam-driven mill driven by a plain two-cylinder 
engine, but in the last two years the experience gained in setting a 
number of such plants to work has enabled the capital cost to be 
materially reduced. | 

er reductions in the capital cost are scarcely possible unless 
some entirely new method of reversing-mill driving is evolved in 
place of the Ilgner гнеш, which has been employed exclusively up 
to the present, and the present state of electrical knowledge does 
not offer much prospect of this. " 


In а very large number of cases the economies which could be - 


effected by the adoption of electric driving are found to amply 
j the increased capital expenditure. At the present timé, the 
question of saving in fuel consumption appeals to most steelmakers 
as the chief inducement offered by electrical driving, as the possi- 
bilities in the direction of greater output are not fully recognised, 
there being as yet no published figures relating to this. It is there- 
fore of interest to consider the methods by which the economy in 
fuel, power or steam consumption can be ascertained. | 
Tests are frequently made to determine the economy of а reversing 
mill engine, either— 
1. By indicating the engine and estimating the steam con- 
sumption per indicated horse-power from some of the larger 


8, Or 

2. Where boilers can be isolated, by measuring either the feed 

water or the coal burnt for a considerable period, and keeping a 

record of the tonnage of steel rolled over that period, so that the 

ira is expressed in pounds of coal or pounds of steam per ton 
rolled. | 

In the author's opinion the results-of such tests have little value. 
The steam consumption corresponding to small diagrams is naturally 
considerably higher per indicated horse-power than that which 
corresponds to load, so if the steam consumption was worked 
out for all the diagrams taken in rolling down an ingot, with a oon- 
tinuous indicator, the average steam consumption per indicated 
horse-power would be shown to be much higher than if only a few 
of the larger 8 were chosen, 

, No clue is furnished to the losses taking place before the steam 
comes to the engine stop-valve, which are naturally higher in pro- 
portion to the total work done with & reversing-mill engine than 
with a continuous- running engine, and the losses due to oond en- 
sation and leakage in the engine cannot be accurately ascertained. 

The method of measuring the feed water or coal burnt per ton of 
steel rolled, which can only be carried out where it is possible to 
isolate boilers for the purpose, is open to the objection that two 
entirely different quantities are included in one measurement, ї e., 
the economy of the engine, and the actual work done in rolling the 
steel. This prevents any comperiocn being made between different 
engines, unless the same ons are being rolled from the same 
sized ingots under similar conditions in both cases. ` 

Where it is possible to isolate the boilers supplying a reversing 
mill engine, reliable figures for the steam or fuel consumption can 
be obtained by making a simultaneous test to determine the actual 
work required in foot-pounds to roll the ingots, supposing that the 
same sised ingots are being rolled down to the same section for a 
number of hours. : | 

If a set of continuous indicator di 8 are taken during the 
total time that one ingot is being rolled, the combined area of the 

i reduced to the proper scale, as determined by the 
steam pressure and the size of cylinders of the engine, gives the 
total work done on the ingot in foot-pounds. If this quantity be 
multiplied by the total number of ingots that were rolled while 
the test was taken and divided by 33,000 and by 60, the amount of 
work done by the engine during the test in indicated horse-power 
hours is obtained. If now the weight of coal burnt or feed water 
consumed be divided by the total horse-power hours as obtained 
above, the pounds of steam or of coal per indicated borse-power- 
hour is obtained, without incurring any of the sources of error 
mentioned above. 

It is naturally desirable to take continuous diagrams for a 
number of while the test is being made, and to take the 
mean of the results, in order to avoid any chance of an error in the 
cards for one ingot. The author has usually found that when the 
total work done is obtained for a number of ingots, rolled under 
similar conditions, the values obtained agree within 5 per cent. 

The above-mentioned tests do not furnish any clue to the 
mechanical efficiency of the engine, and in the author's opinion the 
usual method of arriving at this—i.e., taking indicator diagrams 
when the engine is driving the mill at full speed running light — 
shows the mechanical losses to be considerably less than they really 
are when ingots are being rolled, and that this is particularly the case 
when the engine is geared to the mili. 

The energy consumption of an electrically-driven reversing 
rolling-mill, as expressed in kilowatt-hours per ton rolled, can be 
determined in the simplest possible manner by inserting an ordinary 
integrating wattmeter in the supply system. | 

Results expressed in kilowatt-hours per ton are generally found 
most useful,as the cost of the kilowatt-hour varies according to 
local conditions ; knowing this cost, the total cost of power can be 

arrived at directly. 

The following figures show some characteristic values for the 
kilowatt-hours per ton rolled, obtained from tests on reversing 
mills :— 


Kilowatt-hours 
` per ton. 

4j in. x 43 in. billets from 2:5-ton ingots. Output, 

53 tons per hour iss ч + T TN 225 
6 in. x 6 in. blooms from 2°5-ton ingots. Output, 

63 tons per hour i oe ee ia Т? 175 
8in. x 8 in. blooms from 2:5-ton ingots. Output, 

80 tons per hour ^ 18:0 


19 in. x 9$ in. blooms from 7-ton ingots, measuring 344 
in. x 25 in. Output, 65 tons per hour 25s 
32 in. x 9 in. slabs from 6-ton ingots measuring 
36 in. X 194 in. Output, 40 tons per hour TS 48 
32 in. x біп. slabs from 6-ton ingots measuring 36 in. 


112 


x 194 in. Output, 40 tons per hour да is 58 
Flange rails, 100 lb. per yard, from 2-ton ingots. 
Output, 30 tons per hour. ds i -— 480 
Beams, 120 lb. per yard, from 1'5-ton ingots 3 360 
Ohannels, 92 lb. per yard, from 1 5-ton ingots " 37:0 


572 THE ELECTRICAL REVIEW. 


(Vol. 65. No. 1,663, Остовив 8, 1909, 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Mining Switchboard. 


The accompanying illustration, fig. 1, shows a cellular high-pres- 
sure switchboard of ће Unron ELO RIO Oo., of Park Street, South- 
wark, S.E., designed principally for underground mining work 
where available space is limited, and inaccessibility of live portions 
of the switchgear essential. The design consists of numbers of 
cells constructed either of steel framework and sheet-iron, or of 
artiâcial stone. The upper portion of these cells contains the bus- 
bars and receptacles for the isolating plugs. The circuit connec- 
tions, which are provided with suitable plug receptacles, are 
arranged upon porcelain insulators at the back of the cells. For 
each cell a movable enclosure or switch unit, mounted on wheels, 
contains the oil-break switch, current and pressure transformers, 
time relays, signal lamps, and the measuring instruments required, 
together with the operating lever for the isolating plugs, which are 
fixed upon suitable insulators and project through the back of the 
enclosure. The plugs for the circuit connections are arranged in a 
like manner; these plugs engage with their respective receptacles 
when the switch unit is puehed into its cell. The action of putting 
in the isolating plugs automatically locks the movable switch unit 
in position. The oil-break switch lever is also interlocked with 
the lever of the isolating plugs, so that the former must be put to 
the off position before the isolating plugs can be withdrawn. 


` 


they have been running for some time on wire-rod mills, enabling 
the mill to be stopped instantly from any number of desired points, 
and providing an automatic safety device overload. 


Reversing clutches have been fitted to e planing machines, 


Fic. 3.—Suotion or В.М. Оготон. 


doing away with shifting belts, striking gear, бс. ; they are said to 
be better than reversing motors, because the same speed of out and 
return can be maintained for апу length of stroke. For shafting, 
loose pulleys, &c., a very large number have been made. 

The clutch is made in 17 standard sizes and 3 types. 


Fig. 3.—Grinpma MILL ров 
SAMPLES OF FUBL. 


Fic. 1.—Union ELRCI RIO Co.'s CELLULAR MINING BWITCHBOARD. 


The illustration shows a board of this type constructed for two 
incoming and three outgoing 6,000- volt circuits. 


S.M. Electromagnetic Clutch. 


Messrs. C. E. LuaABD & Со, of Middlesbrough, have put on the 
market this clutch, which has been in use on the Continent for some 
time past. It consists of a stationary magnetic body containing a 
coil, and provided with feet for fixing to a suitable support. The 
armatare is divided into two parts; the driver is fitted with a 
renewable cone of phosphor bronze or hard fibre (according to the 
nature of the drive), and tbedriven part is fitted with an accurately 
ground cone of steel. Continuous current is supplied to the 
energising coil, which draws the two parts of the armature together, 
driving being effected partly by the friction of the cones and partly 
by magnetism. Between all otber faces of the clutch an air gap is 
maintained, so that sticking from residual magnetiem is impossible. 
Tbe principal advantage of the clutch is that it h»s no slip-rings or 
brusbes, the cable being connected to terminals fixed on the ride of 
the stationary magnetic body. 

Some large clutches have been successfully applied to rolling 
mills using 1,200 H P. at 350 R. P M., and 800 H.P. at 215 R P. M., and 


Grinding Mill fer Samples of Fuel. 


The grinding mill illastrated below has been designed specially 
for crushing samples of coal and slack. The mill is c^petracted on 
the coffee mill principle, and consists of (1) a hopper; (2) two ribbed 
grinding cones, the outer of these being fixed while the inner one 
is rotated by the spur-wheel on the central shaft; and (3) 8 
receptacle for the crushed sample of fuel. 

The mill is strongly built, and the grinding cones are adjastable 
so that the space between their lower edges, and the fineness of 
the sample, can be varied at will. The bearings of the boris mtu 
driving shaft are of gan-metal, and a heavy fly-wheel is attached. 
The smallest size of mill stands 20 in. high, and takes lumps of 
fuel up to 24 in. x 1} in. in superficial dimensions. The bopper 
holds = lb. of fuel; this charge сап be passed through and reduced 
to pass a 16/iv. mesh sieve in five minutes, using band power for 
driving the mill. With mechaaical power, the output can of course 
be accelerated. 

The mill is adapted for crushing down the larger samples of fael 
weighing 14-23 lb. obtained in those central stations where fuel 
sampling is now regularly carried out. Mkr. WILLIAN BABNES, of 
the St. Oswald Works, Ashbourne, is the maker. 
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A New Mereury Air-Pump. 


An apparatus which is mechanically driven, and which enables 
an extremely high vacuum to be attained, is described in a recent 
number of F. T. Z. It consists essentially of a bent tube 7, half 
filled with mercury (figs. 4 and 5), ending in two S-shaped 
extensions b, and connected at its centre point by the straight 
tube c and a flexible tube p, to the vessel to be exhausted d. 
The S-shaped ends expand into the tubes /, which are con- 
nected by the T-tube ¢, ¢ and flexible tube 7 to any 
air-pump w. In order to save time, the pressure in d is first 
reduced to about 10 or 20 mm. of mercury by means of the pump w, 
setting the tube in the position shown in fig. 4. The apparatus 
is then set rocking about the axis a, from the position of fig. 4 to 
that of fig. 5. The mercury retained in the S-shaped extension 


Von REDEN MEROURY AIR Pump. 


acts as a valve, preventing the return of air from the tubes / into 
the main tube r, whilst at the same time the air drawn from the 
vessel d through c is forced through the S-tubes into the tubes f, 


and is removed from these by the air-pump w. Fig. 6 shows how. 


the apparatus is mounted. The pump is driven by means ofa 
small turbine. B 

It is stated that a vacuum of 0 00001 mm. of mercury can be 
obtained with this pump. The parts can be very easily taken apart 
and cleaned. The pressure is measured by means of a special kind 


Fia. 6.—Vox RODEN Pomp, COMPLETE. 


of Macleod gauge, arranged in the form of a spiral tube, in which 
a portion of the exhausted space can be cut off by a mercury seal 
and the gases compressed to туу of their original volume, with a 
corresponding increase in the pressure, which is thus rendered 
measurable. The pump, wbich is the invention of Dr. von Reden, 
is made by the PonveHos-ELEETBIZrTATS GES., of München. 


Lundberg “ Intermediate“ Switch. 


Messes. A. P. Lux p BZRG & Sons, of Pioneer Electrical Works, 
Islington, have sent us a sample of their new “ Intermediate” 
switch, replacing their present type of "Pivot Intermediate 8 
switch, for controlling lamps from a number of different tions. 
The switch, which is illustrated in fig. 7, is of very ious 
construction, being provided with double clip contacts, through 
which the current may pass in any one of four possible ways, thus: 


отт — 


t ff to oR Ех EM 


БО: nog to 0g ү d 


— 


The connections of the intermediate switch are shown on the 
accompanying diagram, fig. 9, from which it will be seen that the 


terminals must be connected either crosswise or lengthwise; this 


is effected by a very cleverly builf-up patent rocking contact arm, 
shown in fig. 8. The arm consists of six brass stampings, insulated 
with mica, and held firmly together with screws insulated with 
porcelain bushes, the construction being therefore proof against 


FIG. 7.— LuNDBEBG '' INTERMEDIATE " BSwrrCH. 


breakdown through overheating or moisture. According to the 
scheme of connections illuetrated, only one pole of the circuit is 
brought into the switch, во that short-circuiting is impossible. The 
switch is made in two patterns, for surface and flush work respec- 


um 
М 


Fic. 8. RocRNd Contact ABM. 


tively ; it is interesting to note, too, that by the omission of one 
of the U-sbaped contact arms it can be converted into a series- 
parallel switch with no off“ position, or if both U-shaped armi 
are removed, it becomes a double-pole switch. In its normal con- 


Fic. 9. DiadgAM oF CoNBECTIONS—LasMPS ALIGHT. 


dition it makes a reversing switch withont off“ position. If used | 
for these purposes, the switch should have a porcelain cover, or tho 
metal cover should be lined with an insulator. 


Rolling Heavy Copper Rod. 


Our readers will be interested in the accompanying view which 
was recently received from Messrs. THOMAS Bouton & Sons, LTD. 
It shows one of the heavy wire rods which this company now roll 
at their Oakamoor works with the object of dispensing with all 


Fig. 10.—JorwTLESS TROLLEY WIRE. 


joints of any description in the manufacture of trolley and trans- 
mission wires. They are rolled from huge bars of solid copper, 
some 6 in. square in section, with a length of 9 ft. or more 
a»cording to the weight required, the coil shown in the illustration 
being equivalent to about half- a- mile of No. 0000 8. W. d. wire. 

We are informed that the method is unique in the copper industry, 
and is proving very satisfactory from the manufacturers’ point of 
view, while the absence of jointe is much appreciated by tramway 
engineers. 

F 
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Messrs. Bolton have of late been devoting special attention to 
the 55 of heavy wires, one of Buckton's latest self - 
registering testing machines being constantly employed on eampleg 
of copper destined for trolley wires. An examination of the stress- 
strain diagrams showed specimens of wires as thick as Nos. 00000 
and 000000 8. w.. having an ultimate strength as high as 25 tons 
per square inch, with an elongation of 2? per cent. to 3 per cent. 
in 10 in. | 


New B.T.-H. Motors and Generators (Type D @). 


The Ввгтівн Тномвон-Носѕток Co., Lro., of Rugby, are 
bringing out a new line of D.o. motors and generators embodying 
recent improvements. The armatures are of sheet-steel laminations 
with form-wound coils, and the commutators are forced on and 
keyed to prevent relative movement; the magnet frames are of 
cast-iron, with laminated wrought-iron poles, which can be removed 
with the field-coils without displacing the armature. The end 
shields can be turned through 90° or 180°, and the bearings are in 
length three times the diameter of the shaft, and of the self-oiling 
type. The temperature-rise after six hours’ fall-load ran ів 


FId. 11.— B. T.-H. Орын Motor (Түрк D G 8). 


specified not to exceed, in the case of protected-type generators, 
40° O., and all the motors and generators will stand an overload of 
25 per cent. for 30 minutes, or 50 per cent. momentarily. Five 
types of cover are supplied, ranging from perforated metal to 
flame-proof; the machines that are equipped with solid covers can 
be provided with a fan behind the armature, which draws in air at 


Fra. 12.—D G ТотАш,у-ЕноговЕр Motor, with END SHIELD 
REMOVED, SHOWING Fan. 


the inside of the commutator end shield and discharges it at the 
pulley end, so as to obtain the full advantage of an enclosed 
machine without the reduced rating and increased temperature-rise 
otherwise necessitated. The machines are rain-proof, and can be 
made dust-proof. Price-list No. 222 gives full particulars of the 
series, with dimensions and prices, and the accompanying figures 
show the appearance of the open and enclosed machines. 


ES A TD 


Electric Smelting.—According to the Standard, the first 
great electric smelting plant for the treatment of ores to be 
established in Canada is to be erected at Sault Sainte Marie, Lake 
Superior. Similar furnaces are now in successful operation in 
Bweden. A second plant, involving an investment of some 
$7,000,000, is contemplated at a point on the Ottawa River, and it 
is confidently expected that this will be followed by many more 
plants of a similar nature, 


| CORRESPONDENCE. 


Letters received by us after 5 Рм. Om TOBSDAY cannot appear until 
the following week. Correspondents should forward their соттыц. 
cations at the earliest possible moment. No letter can be published 

unless we have the writer’s name and address in our possession, 


Magnetising Current of an Induction Motor, 


I have read with much interest W. D's.“ moat courteous 
reply, and his explanation of the various losses in an 
induction motor, and I beg to thank him for the same. Iam 
afraid, however, he has not fully understood the query raised ; 
it was as follows :— | 

It was found that a certain 10-н.р. slip-ring induction 
molor gave the following testa :—(1) 200 volts 15 ampere 
85 cycles, rotor at a standstill and open-circuited ; (2) 200 
volta 29 amperes 85 cycles, 1,100 watts, no-load reading. 

From the above reading (1) is magnetising current added 
vectorially to the energy current (which comprises eddies 
and hysteresis), equals 15 amperes. 

Whereas, reading (2) is magnetising current added 
vectorially to the energy current (which comprises eddies, 


friction, windage and hysteresis), equals 29 amperes 
From (2)— 
1.100 „. | 
Energy c = ECT MEE 5:5 amperes ; 


7. Мар. C = V29 — 5-52, = 98:5 amperes. 
From (1) the magnetising current appears to be anything 
below 15 amperes. | 
These figures seem to point to the fact that the current 
taken for magnetising at no-load is different from that 
taken with rotor open-circuited and at a standstill. Is this 
the case ? | 
Still Troubled. 


Notes on Trade Abroad: Are we Indifferent! 


I note in your issue of September 24th that specia! 
mention is made of the fact that the Winnipeg electric light 
plant contract had been obtained by British manufacturen, 
and the necessity for the British manufacturer to have his 
representative right there.” 

Permit me, as a Canadian engineer, to say that you annt 
bring this point home too strongly. With the preferential 
tariff and present low freight rates the British manufacturer 
is іп a position to have and to hold " one of the finest 
markets in the world. 

The total indifference of the British manufacturers bas 
been brought home to me from the fact that, in visiting 
Europe at this time, I tried to interest them in this market 
by obtaining their representation. To my surprise I have 
been compelled to go to the Continent, where I have been 
received with true business zeal, and I am glad to say it wil 
be profitable. 

The Canadians are human when it comes to business, and 
the lowest bidder gets the contract; but in a great many 
cases our neighbour to the south of us gets the busines, 
because he is "right there" with his business connections 
and is not afraid to hustle. Hoping this hint will be 
beneficial, I beg to remain 


A Canadian Engineer. 
September 29th, 1909. | 


A Peculiar Phenomenon. 


I encountered rather a curious phenomenon a few days 
ago, which may interest your readers. 

In the generating station here there is a single-phase 
alternator of the revolving-armature ironless type, made by 
Siemena Bros. & Co. The alternator is about 10 years old, 
and has 12 pairs of poles. The 24 field-magnet coils are 
connected in series, and the exciting voltage is 100. 

By putting one hand on the insulated portion of the 
winding of one of the field coils on one side of the armature 
and the other hand similarly on the corresponding © 
on the opposite side of the armature, one received quite i 
severe shock ; this was only noticeable on about five out А 
the 12 pairs of poles. The shock was at first thought to id 
due in some way to static electricity, but some tests made 
showed that this was not so. 


Г 
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Finally, it was found that, while a reading of 60 volts was 
obtained across the terminals of two of the coils in question, 
between the terminal of one coil and a damp rag placed on 
the insulated portion of the winding of the opposite coil, 30 
volts was obtained, thus showing very considerable leakage 
through the insulation. The voltmeter used was an electro- 
magnetic one, but as the lowest reading on it was 30 volte, I 
could not get a proper reading from the insulation of one coil 
to the insulation of the other. Presumably it would have 
been about 15 volta. 

The insulation on the coil windings is a double cotton 
covering heavily varnished on the outer layer (where it was 
touched by the hand), and it was through this cotton 


covering and varnish that the leakage took place. A fresh | 


coat of varnish eliminated the trouble entirely. The 
machine was perfectly dry, and the insulation tests were very 
good both to earth and to the high-tension connections. 
Apparently through age the varnish and cotton covering 
had both become comparatively good conductors. | 
One wonders how long it will be before the turns on the 
coils become short-circuited in this manner. 
. Alfred S. L. Barnes. 
Electricity Works, Gibraltar, 
May 28th, 1909. 


Prospects in Chile. 


Ав an engineer who has spent some little time in Chile, 
I would not recommend ©“ Desalentada " to go out to that 
country on “spec”; rather would I advise him to inquire 
of the London offices of some of the big importers and 
shippers and the nitrate companies for suitable vacancies, and 
proceed out under contract (under £250 per annum is no use). 

Santiago, Valparaiso or Conception have little to offer for 
the technical man unless he has commercial training and 
experience to back him up. The ‘best field for making 
money is in the North, on the “ pampas ” or nitrate grounds, 
аз good practical men are scare here and conditions of living 
are rather rough and monotonous. Good .salaries, with 
living accommodation, are to be obtained up North ; but, 
again, it is highly desirable to have arrangements made 
before leaving. | 

Above all, it is to be thoroughly understood that the 
language (apparently no obstacle so far as Desalentada ” 
is concerned, and a useful qualification in pushing his 
application), the customs of the country and the methods of 
doing business are all quite different to those of this country, 
and unless Desalentada " is possessed of an adaptable 


temperament he is not likely to remain happy once the . 


novelty of the situation has worn off ; far better would he, 
I think, be advised to “chance his luck” in one of the 
Colonies, say Australia, where there are plenty of oppor- 
tunities for an engineer to ** make good." | 


| Marshall Tate. 
London, S.W., October 4th, 1909. 


Not Wanted in Australia. 


I am afraid Milli-Volt“ is rather too severe on Aus- 
tralia, as, from my own observations, there is plenty of scope 
and namberless opportunities for the right sort of men 
(engineers) in that colony, neglecting the factors of Socialistic 
and, admittedly, poor Government, together with trade union 
influence and tyranny. 

Myself, I landed in Sydney from South America, and 
within three weeks secured a situation at £4 per week with 
only one testimonial to show (my other papers had been sent 
home to England direct), and after one month I landed a 
more suitable billet at £5 per week, with the same recom- 
mendations and applying through the daily paper. After 
having been with this last employer a short time, the whole 
of the applications came under my notice, and I am bound to 
say that not one of them possessed any exceptional degree of 
merit; further, my employer assured me that it was 
extremely difficult to obtain really good men. 

I may have been lucky, but conscientiously believe that 
any good man holding satisfactory credentials will not long 
remain рос in Australia (pretty well any State), 
granted that he is energetic and доев not allow the grass 
to grow under his feet.” Outside the larger cities, there are 


plenty of opportunities for practical engineers up country," 
and in the mining districts ; should everything else fail, a 
man need never starve if prepared to accept agricultural 
employment (unskilled) till a favourable opportunity pre- 
sents itself of securing work in ** his own line." 


Lavender Bay. 


Coefficient of Self-Induction. 


In reply to your reviewer's commente, may we be allowed 
to express our preference for a technical rather than a 
dramatic treatment of the matter under discussion, and to 
press for a definite reply on the point at issue. 

Referring to the case of a coil which has an iron core and 
carries an alternating current, and admitting the definition 
of the coefficient of self-induction as quoted by your 
reviewer, we would ask him to tell us in plain language :— 

1. Whether, in his opinion, the definition of the co- 
efficient of self-induction involves the relation between the 
current in the coil and the flux it produces. 

2. Whether, in his opinion, the relation between the 
current in the coil and the flux it produces as represented in 


a vector equation, involves the use of a complex number or not. 


We may point out that, so far as we are aware, there has 
been no difference of opinion in this correspondence as to 
the numerical value of the coefficient of self-induction ; 
and therefore the question whether such a quantity is easy 
or difficult to calculate would geem to be entirely irrelevant. 

We have never suggested that the numerical relation 
between current and flux was other than a rational number, 
and the last lines of your reviewer’s observations seem to 


indicate that he, too, has arrived at this rather obvious 


conclusion. 
C. F. Smith. 
William Cramp. 
Manchester, Orlober Ath, 1909. 


Electric Laundry Irons with: Indicators. 


Referring to your Adelaide correspondent’s letter on the 
above matter, about 15 months ago I installed an iron in our 
tailor’s shop, with a 5-c.P. lamp in parallel, in a position 
visible to all users, to serve as an indicator. 

I certainly think it is essential that an indicator of some 
description should be provided ; and as a lamp is the most 
visible, as well as most simple, to understand, I think it may 
be considered the most satisfactory type of indicator; the 
current consumed is small, and the saving great when one 
considers how easily an iron could be left on if no indicator 
was provided, especially when the iron may be used inter- 
mittently. | 

Of course, the lamp gives а certain amount of light, but 
I do not think a supplier of current would raise any objection 
when he understood the purpose for which it was used. If 
he did object, what would be his opinion regarding a glow 
lamp radiator ? Anyhow, if objection was raised, a coloured 
lamp could be used. 

From my own practical experience, I think an indicator is 
necessary for several reasons, and would strongly recommend 
the extended use of the same. 


Cornwall County Asylum, Bodmin. 
October 4th, 1909. 


A. W. Wyatt. 


Tramway Power Tariffs. 


It is somewhat surprising to find from your comments 
on my last letter, that you are still unconvinced as to the 
wisdom of Manchester’s adoption of a combined system for 
lighting and traction. The opinion of the Manchester 
Tramway Committee and their manager, arrived at after 
protracted discussion, evidently counts for nothing, although 
they are, of necessity, the best acquainted with the actual 
conditions obtaining in this city. 

Coming to the fresh matter which you submit in support 
of your case, the original matter being now, I submit, 
discredited, is it not grossly unfair to compare separate with 
combined systems when the figures used are not on a common 
basis ? 

It is farcical to say that the figures are © not strictly com- 
parable.” To make a comparison worthy of the name, they 
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require sweeping adjustments. For instance, in a former 
issue, you agreed to the correction of the Glasgow units 
from 27,443,493 to 24,707,760 in order to put Manchester 
and Glasgow on equality, yet you repeat the error in a 
magnified form by quoting, from Mr. Slattery’s tables, 
Glasgow’s total as 29,150,391. Again, Sheffield’s cost, as I 
have shown in my previous letter, is merely the cost of gross 
output, and does not compare with cases where sales of 
energy are made to tramway committees direct on the traction 
routes. This objection applies to all the figures in Mr. 
Slattery’s second table. The comparison in this respect is 
almost as absurd as that between the cost of coal at the 
pitmouth in Northumberland 4nd the cost of the same coal 
delivered to the consumer in London. | 

I would point out also in the first table that until actual 
figures are given for the outlay borne by the electricity 
departments in providing the feeder cables and distribution 
system generally, together with the annual costa involved in 
their maintenance, it is quite useless to attempt to make any 
intelligent comparison. | 

One notes in passing that Belfast and Cardiff are given as 
examples of undertakings owning their own stations. 


According to Garcke, the Belfast tramway generating 


station is an extension of the lighting station, and the plant 
is designed for lighting or traction supply," but I believe I 
am correct in stating that the whole of the capital incidental 
to the feeder cable system was found by the tramways 
department. At Cardiff the tramway power station 
gives a bulk supply to the lighting department. 
Farther evidence of the inaccuracy of the tablea can be 
found again in the case of Belfast, where establishment and 
capital charges are shown at the absurd figure of 13d. 
per unit against Glasgow’s figure of 738d., Sheffield’s 
-274d., Birkenhead's :297d., Leeds :409d., and во on. 
From Belfast’s own accounts the capital charges alone 
amount to 28d. per unit of gross output. I consider that 
the most serious flaw in the tables is the varying treatment 
of depreciation, which is quite sufficient to render 
Mr. Slattery's tabulation valueless. Take Leeds policy, 
for instance. According to the Electrical Times, Leeds, 
in the year 1908, restricted the provision for renewals 
and depreciation to the actual sum expended on renewals. 
But this is not all. The funds that had previously been 
accumulated for these purposes were distributed and the 
whole sum passed over to the City rate. At that date 
Leeds then enjoyed the unenviable distinction of being 
without any reserve fund whatever. What is the use of 
comparing such a case with Glasgow and Manchester ? The 
tables are, in fact, useless and downright misleading. 

As to my comparison of Glasgow and Manchester costs, I 
need do no more than refer to the unexpected but 
welcome entry into this discussion by the  Elecírical 
Times in its article on the 24th ult. Whatever may be 
said as to my bias, nothing can be urged against your contem- 
porary. Allow me to quote from the article :— 


GLASdow. 


It cost the tramways depart- 
ment 117d. per unit to 
generate its own energy. 


MANCHESTER. 

The tramways department paid 
1144. per unit for energy 
bought from the electricity 
department. 

So far the position between us is that originally you made 

a scathing criticism of Manchester, then when pressed you 
made important qualifications, and finally you say you 
cannot agree with the writer of this letter. As this is to be 
my last contribution to the discussion, I submit that in 
fairness you ought either to have proved your case or with- 
drawn it, as the issue at stake is not personal, but is that of 
settling or unsettling the minds of those Tramways Com- 
mittees who are purchasing their supplies. 


Manchester, October 4th, 1909. 


[We regret that Mr. Pearce should have construed our 
original leader into £n attack upon Manchester; this was 
certainly not intended, and, we venture to think, the com- 
plete article could hardly be so interpreted. The Manchester- 
Glasgow comparison was, obviously, only a side issue, and in 
view of the importance of the question as a whole, and the 
attention which is being given to it by municipal tramway 
authorities and engineers, we cannot but feel that our refer- 
ence to the matter was timely. As regards the merits of the 


S, L. Pearce. 


question ав а whole, our only desire is to arrive at the 
truth, whether it be in accordance with our expressed 
opinions or the contrary. Mr. Pearce, quite naturally, holds 
a brief for the combined station ; and while we are not con- 


 vinced by his argumenta, we cannot but admire the ability 


and resource with which he supports his case.—Eps. E. R.] 


Unemployment. 

In reference to the letter by Status in this week's 
issue re Proposed Engineers’ Association, I repeat, the matter 
hag dropped as regards station engineers, for it appears that 
the society which took the matter up wants to assist chiefly 
consulting engineers and contractors in the preparation of 
specifications and contracte, with legal advice on such 
matters. 'The work of organising the assistant engineers in 
tbe electric supply business has been put in the background, 
whereas this was the chief aim of the correspondence. The 
letter by * Organiser" corroborates what I say, and Iam 
still of opinion, as I was at first, that if we have a society at 
all, we must have a new one altogether, unleas the present 
society can see its way to hurry up and place the work of 
organisation in the front absolutely ; the other things can 
very well wait. We have been waiting nearly two years now, 
and during this time money might have been coming in. 


Electricity Supply. 


As a constant reader of your unique paper I would like, 
from both experience and observation, to point out three 
great causes of unemployment :— 

1. The “family plate money around which every trade 
centres. 

2. A glutted market. 

3. Want of combination. 

One writer truthfully and frankly stated that mansion 
or estate planta offer the bottom prices for mental 
and manual work, viz., ron a gas or oil engine and 
dynamo, repair all lights and engine, shoe the horses, milk 
the cows, give massage to master and visitors without tips, 
dig up the spuds, and fill in spare time with Mary and the 
lambs in the garden, and sacred duties on Sundays, for the 
insulting stipend of 258. per week. 

The cause of this is largely the fault of engineers gene- 
rally ; when the infant electricity arrived we shut the 
against it, and others picked it up, and so it fell into amateur 
laps instead of being embraced as an impetus to our fading 
engineering trade and a branch of its tree. 

This new and grand industry has drifted, and this leads 
me to the cause of the glutted market. 

The Polytechnics opened for a mercenary purpose evening 


classes and workshops, and in these electrical workshops we 


find clerks, butchers, grocers, drapers, and some of all 
grades, who, by paying the fees, can pick up the electrical trade 
like the pigeon picks up peas, rather promiscuously. These 
classes are a delightful recreation after a fall day of chopping 
up pork, tearing calico, and washing currants. After a few 
lessons quite a colony of these men leave their own trade and 
try to pose as electricians ; but the workshops are the testing 
houses, ав good mechanics and electricians are watching these 
robbers, and laughing as they drill a § hole in their brass 
with the back gear in, and file like the village blacksmith. 

And the same spirit is prevalent amongst our local 
men, making it common for every ironmonger to complete 
his circulars with the title of electrician, bells fitted, cranks, 
and otherwise—s/ress on the cranks. 

T he last cause is the want of combination. 

If men have served a lawful five years, let them anon 
learn the lesson “ Unity is strength,” and join their brothers 
in fighting for a living wage, and if out of work, certain breed 
and cheese ; if sick, sick pay ; and if on the rocks, a benevo- 
lent grant—by joining the Amalgamated Society of Engineers 
(Electrical Section). 

To-day we must give credit to Trade Unionists for 8 
кш wage, and value the services and sacrifices of pass 

eroe, 

John Burns once visited an asylum, and during his usual 
inspection, he was warned to keep his eye lifted. He laug 
heartily, and replied : “ Хо need for as lunatios never 
combine." 


The title of electrician belongs only to the man who bas 


* 
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served his time to the electrical trade, and not only knows 
the theory, but can do his own repairs, and not to the man 
who has bita of many trades like the street instrumentalist 
who plays two instruments with his foot, four with a nod 
d the head, and the tune that brings most coppers to the 
um. 
Let all those brothers who have served their apprentice- 


ship and are out of work join the electrical section on the 


first chance, and keep out the invader and intruder. 
All free traders believe in this bit of protection, as it 
would guard our savings from the robber. | 
I may differ from my other colleagues, as І am not ashamed 
of the name that my godfather and mother gave me. 


Wm. Podmore, 
Electrical fitter. 
Sheerness-on-Sea, Oclober 4th, 1909. 


CoRRECTION.—In our reply to Mr. James Gordon’s letter, 
on page 530 of our last issue, we were made by the printer 
to say that we had said something that we did not say. For 
the word “no” in line 18, of course, read “any.” We 
don't know how the printer made such a mistake, nor does 
he, but he really admits that he did it.—Eps. E.R. 


BUSINESS NOTES. 


The European Aluminium Trade.—It has hitherto 
been impossible to form a syndicate of the French makers of 
aluminium such as has been projected for some time past, and 
which would probably pave the way towards the re-establishment 
of the international combination that was dissolved a year or two 
ago. The French makers in anticipation of the creation of the 
national syndicate concluded a kind of price convention for 1910 
a little time ago, but as the syndicate has not been constituted 
Bome of the producers insist that the price convention should be 
determined. However, there is still hope that an understanding 
will be reached. In the meantime the Socié!6 Electro-Métallur- 
gique de Froges has fixed the price of aluminium rolled plates at 
2 fr. per kilogramme, and at 2 fr. 10 centimes for wire bars, sheets 
and wire being on a higher basis. 


Consular Notes.—Venezuela. — The British Vice- 
Consul at Caracas, in a recent report, states that during the years 
1907 and 1908 the Central Railway Co. electrified the first 6} miles 
of their line, and they are now extending the road as far as Santa 
Lucie, a village deriving the tittle importance it possesses from its 
situation at the head of the fertile valley of the Tuy River, which 
should make it a transport centre for the products of tbat district. 
The tramway system of Caracas has been electrified, and Caracas 
now enjoys the advantages of an excellent tramway service. The 
work was carried out by a London firm, and the system used is a 
trolley one. The telephone system of the Venezuela Telepbone and 
Electrical Appliances Co., a British owned concern, has been con- 
verted to the common »at'ery system, and thoroughly up-to-date 
plant has been installed, so that Caracas also possesses a telephone 
system worthy of many a larger town. | 

Brazil.—The British Consul at Pernambuco reports that over 
and over again he has laid stress on the desirability of the 
employment by British exporters of suitably and properly 
qualified representatives to push trade. Personality counts for 
very much with the Brazilians, and the representative who will 
take the trouble to learn the language thoroughly, to understand 
the Brazilian, and to be sympathetic with bim, will constantly 
score in tompok on. Apart from the difference to his own 

comfort in his dealings, it will materially affect the 
interests of those whom he represents, Of course, this means time 
to gain experience, and to learn to avoid as many of the difficulties 
with Custom House authorities as is reasonably possible. It would 
seem that different rates on the same goods are levied in different 
porte along the Brasilian coast. Apparently different interpreta- 
tions are made of the same regulations in different places. 

Chile.—The British Consul at Valparaiso reports, for the 
information of those persons who may have to do business with 
Chile, that care should be thken to have all documents, such ав con- 
tracts, powers of attorney, &c., legalised by a Chilian Consul before 
sending them to Chile. Much time and trouble will be saved by яо 
doing. The Consul states that it is satisfactory to see that British 
merchants have at last realised the importance of sending out their 
catalogues and price lists in the language of the country. Some of 
the catalogues which have recently been delivered at the Consulate 
have been most carefully got up, and should repay the senders 
for the time and money they must have expended on their 
compilation. 

Ecuador.—The British Consul at Guayaquil reports that rubber 
gave 12 per cent.less in 1908 than in 1907. Reports as to the 
plantations are very discouraging. Trees grow badly and reach only 
a very small sise, with little vitality after 10 to 12 years. Those 
tapped for rubber give 8 to 16 os. of gum, and most of them after 


this production are found to be exhausted and die out. The cause 
of this is yet to be discovered. 

‘Siam.—The British Consul at Patani, in x recent report, calls the 
attention of persons interested in rubber to the possibilities of that 
district as a rubber-producing country. The only foreign-owned 
rubber plantation in Patani is near Bangara. It is owned by an 
Englishman, and was started about four years ago. Reports with 
regard to it are very favourable. . 


Long Life to Metfil.—THE EDISON AND Swan UNITED 
Ег®ствїо Lieut Co., Lro., of 36, Queen Street, E.O., inform us 
that they have just received a letter from a satisfied customer to say 
that one of their 32-0. r., 100-volt Metfil lamps has failed, after 
burning for 5,880 hours. The depreciation thus amounted to 1d. 
per 160 hours. 


East London Electrica] Exhibition.—At the invitation 
of Mr. C. Newton Russell, electrical engineer to the Borough of 
Shoreditch, a meeting of exhibitors was held at the Electricity 
Offices, Coronet Btreet, Hoxton, on September 30th, when the 
following committee was appointed :—Mr. F. Pooley, chairman ; 
Mr. H. Harrison, vice-chairman; Messrs. E. P. Barfield, T. Lambie, 
8. Rentell, and H. Dixon; the last-named, whose address is 11, 
Victoria Street, Westminster, S.W., being secretary. It was 
announced at the meeting that nearly all the available space had 
been taken np. Any further applications for space should be sent 
at once to Mr. Russell. The secretary of the Exhibitors’ Com- 
mittee invites suggestions, &c., which exhibitors may wish to have 
brought before the Committee. 


Book Notices.—We have received a copy of No. 2 of 
Country and Town, a new 6d. monthly illustrated journal devoted 
to the beauties of art in country and town. It is edited by Mr. 
Cecil Alexander Bharp, and bears evidence of the exercise of à wise 
discrimination in the selection of matter to interest everybody 
rather than to appeal only to a limited circle who are already 
catered for by other and technical publications. The contents are 


somewhat distant from our own province, but we have no doubt 


that a number of our own readers will be pleased to study this, the 
October number, with its finely executed coloured plate and statuary 
group, its charming views of “Ouar Villages and their Churches,” 

ith appropriate notes thereon, and its articles on “A Lake 
District Garden,” Old English Porcelain," Lead work at Haddon 
Hall,” “The Priory Church of St. Bartholomew the Great, Smith- 
field," Country Homes,” and a variety of smaller items relating 
to country and town matters coming within the wide sphere of 
operations covered by the subjects which these titles indicate. 
Country and Town, which has our good wishes for a successful run, 
is published by the Abbey Press, of 13 and 14, Tothill Street, 
Westminster. 

The Agricultural Economist and Horticultural Review, a copy of 
the October issue of which has been received, is edited by Mr. 
Greening, of “One and All” fame, and it contains a variety of 
interesting matters more or less entertaining to the gardener. 
More than that we need hardly say, nor have we space to spare 
to do во. 

“ Transactions of the North-East Coast Institution of Engineers 
and Shipbuilders.” Vol. XXV, Part 9. September, 1909. London 
and Newcastle-upon-Tyne: Andrew Reid & Co. 

“ Mechanics’ and Machinists’ Pocket-Book and Diary, 1910." By 


W. H. Fowler. Manchester: Scientific Publishing Co. Price 
6d. net. 
“ Alternating-Ourrent Motors" By A. Б. McAllister. Third 


edition. New York: McGraw-Hill Book Co. 1909. 

“Science Abstracts, Sections A and B. Vol. 12, Part 9; 
September, 1909. London: E. & Е. N. Spon. Price 18. 6d. each 
section. 

"The Dynamo.” By C. O. Hawkins and F. Wallis. 
volumes. London: Whittaker & Oo. Price 218. net. 

“ Electric? Traction on Railways.” By P. Dawson. London: 
Electrician Printing and Publishing Oo, 1909. Price 25s, net. 

“ British Standard Specification for Ammeters and Voltmeters.” 
London: Crosby Lockwood & Son. Price 28. 6d. net. 

“ Proceedings of the American Society of Civil Engineers.” Vol. 
XXXV, No. 7. September, 1909, New York: The Society. 


Catalogues and Lists.—Messrs. E.M.F., Lb., 10, 
Ironmonger Lane, Cheapside, E.C.—A collection of illustrated 
leaflets relating to their various lines of manufactures, including 
E. M. F. auto- transformers, metal-filament lamps, luminous radiators, 
lighting fittings for shop, mill, colliery and other service, ceiling 
roses, lamp-holders, dry cells, shades and reflectors, bells and bell 
indicators, wood blocks, and Newall's anti-vibrator for use with 
metal-filament lamps. The firm has also issued an effective show- 
card, for distribution to lighting consumers. emphasising the 
economical and illuminating qualities of the E. M. F. metal-filament 
lampe. 

Tue Енроытн:о MamUuracrURING Co., LTD., 614, Fore Street, 
E.O.— Illustrated sheet of ivory, ivorine, metal or bone name labels 
such as they make for electrical engineers for attaching to switch- 
board work and electrical apparatus, batteries, machinery, &c. 

Messrs. J. DodpDILL & Co., Failsworth, near Manchester.—Set 
of illustrated sheets showing their adjustable arm electric light 
fittings and other manufactures. 

Mrxssas. Davipson & Co., LT», Sirocco Engineering Works, 
Belfast.—New 16-psge pamphlet, containing а clearly-arranged 
partial list of installations of the Sirocco mine fans in use in 
Great Britain. 

ВікмеХв Bros. Dynamo Works, LTD., Tyssen Street, Dalston.— 
New price folder dealing with tantalum lampe. We understand 
that many thousands of these liste have been supplied to electrical 
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contractors and ironmongers with their own name and address. The 
firm will readily supply a quantity free to any electrical dealer 
who applies for them. From Messrs. Siemens we have also received 
a catching picture td, the effect of which is to stick right in 
the recipient's mind that if tantalums be used he can bave “a 
brilliant passage.” We do not like to commence to explain exactly 
what that means, but if any of our readers who have not received a 
copy will write for one they will catch Mr. Hassall'ahumour. Only 
& block of the card could adequately convey what was in his mind, 
and unfortunately we have not room for that. The design is executed 
in colour as a showoard for ironmongers and electricians to display 
in their establishments, to aid them in educating the public regard- 
ing the brilliant illuminating qualities of the lamps. 

THE REASON vurAgTURING Oo., Lrp., Brighton.—New 
pamphlet catalogue of 32 pages, wherein they give particulars, illus- 
trations and tabulated sizes and prices, of their many fuse-boxes, 
and sealing troughs for same. 

Tux Dowsine Rapiant Heat Co., LTD., 24, Budge Row, London, 
E.C.—New price list of electric radiators. A number of. new types 
are being introduced this season in Adams, Flemish, Georgian, 
Sheraton, Tudor and other designs Convector radiators and a 
combined iuminous and non-luminous type are also being supplied. 

Mxssss. Күмосн, Lrp., Birmingham. — Leaflets illustrating, 
briefly describing and pointing out the advantages, of their self- 
otling bearings and their roller-bearing and non-adjustable swivel 
pedestal. | 

TRI Union EragorBIC Oo., Lro., Park Street, Southwark, London. 
—List No. 8,015, describing their insulation-testing set for con- 
tractors and mine electricians. | 

Мевѕвз. Млуов & Courson, LTD., Glasgow.—October date-card 
relating to Pick-Quick bar cogl-cutters, giving notes on undercutting 
and overcutting. | 

Миззвв. WarTERS ErLEOTRICAL Manvuraocrunine (o. LTD. 
Kensal Road, London, W.—Twenty-four page booklet containing 
& number of photographic views of their works, exterior and 
interior, the latter showing the test room, main instrament shop, 
wood-working shops, and the casting shop and battery making 
room. Alternate pages show a selection of the firm's specialities in 
electrical and telegraph instraments. An accompanying list gives 
a full account of Moore & Powles’ patent one wire three indication 
block instrament. 

Messrs. TREDEGAR & Co., 56, Victoria Street, London, 8.W.— 
Seventy-six page catalogue (on art paper throughout) showing some 
of their wooden electric light fittings. А very fine collection is 
brought together, including a variety of attractive designs of 
fittings such as brackets, electroliers, standards, pendants, &c., in 
oak, gilt, white gilt finish, Gesso work, inlaid and carved mabogany. 

Messgs. Ввосе PEEBLES & Co., LTD., Edinburgh.—Another new 
pamphlet, No. 16 A (20 pages), hae been issued. It relates to the 
Peebles polyphase induction motors, which are manufactured in all 
the usual types to conform to the Home Office and Fire Insurance 
Rules. A type of motor specially suitable for use in textile mills is 
being made. Sets of weighte and dimensions are given for all sizes 
listed, also particulars of outputs, efficiencies, power factors, &c, 
for both 50 and 25-cycle circuits at all the usual speeds. A few 
excellent half-tones appear of the latest types of machines. 

Messrs. J. Норактнвон, LTD., Queen Anne's Chambers, West- 
minster, London.—Four-page circular describing their patent 
coking stoker and self-cleaning fire-bars, and showing a view of five 
8-ft. diameter Lancashire boilers fitted with these stokers, also one 
of 16 similarly fitted boilers of 9 ft. diameter at the Salford electric 
power station. 

THE Davis ErECTRICAL Co., Lro, 17, Moor Street, W.0.— 
Folding card stating prices of metal-filament lamps. 

THE ВҢалнвоме-Увв МЕн MaoHuiNERY Co., Caxton House, 
Westminster, London.—90-page illustrated catalogue containing 
fall description and data regarding the Ransome concrete mixer 
(manufactured by Ransome & Rapier, Ltd., at Ipswich) The 
information given includes particulars of mixers complete with 
electric motor, starters, and switches, or for belt or steam driving, 
or with paraffin or petro! engine, also shipping particulars, working 
capacities, and code-words, Mixers with hoisting apparatus 
and elevating hoppers are likewise included. Erection and work- 
ing instructions are given, and particulars are set forth of other 
concrete mixing machinery. Many pages are occupied with 
testimonials from contractors who have used the Ransome plant, 
and photographs of the jobs on which it was employed. One of 
these pictures shows the mixer at work on the alterations and 
additions at Dale End generating station, Birmingham. Numerous 
line drawings with dimensions appear, of belt, engine and boiler, 
and motor drive general arrangements. The catalogue is a most 
useful production, and should be interesting to contracting firms 
having requirements for concrete-mixing in connection with their 
operations, 

Messrs. Marion & Co., Lro., 22.25, Soho Square, London, W. 
—Twenty-page pamphlet illustrating and giving pricesof a number 
of their electrical manufactures, including Boardman’s photo arc 
lamps, N.C.C." carbons, resistances, light diffusers and reflectors, 
„Westminster“ enclosed photo arc lamps, and Cooper-Hewitt " 
mercury vapour outfts. : 

Mussks. LatpLer, RircnIE & Co., Lrp, Nutsford Vaie Works, 
Longsight, Manchester.—Priced leatlets of “Meteor” metallic- 
filament lamps and of Fludor solder. 

THE EMPIRE ENGINEERING Co., Caxton House, Westminster, 
B.W.—Small booklet containing information relating to the 
“Empire” petrol or gas engine for country house electrical 
installations and other purposes. 

Messrs. Oy oNAIR, LTD., 94, Victoria Street, Westminster, S.W. 
— А new catalogue of the now well-kaown “ Ozonair " apparatus has 
just been issued, in which the various types are well set out witk 


The list is brought right up to date., 


illustrations always facing descriptive matter. In each case the 
description is accompanied with code-words and particulars of the 
capacity and the amount of energy consumed. All converters are 
now supplied with ball bearings, enabling them to run for many 
months without attention. Among the various new types intro- 
duced in this list is & complete installation on a small scale all 
ready for fixing by the ordinary wireman. A new combined self. 
contained apparatus for disinfection purposes, &c., ie also described, 
and a code index oocupies the last page. 


Smoke Nuisance Charge Breaks Down.—The City 
of London Electric Lighting Oo., Ltd., were summoned by the 
Southwark Borough Oouncil for smoke nuisance at their Bankside 
premises. Owing to dissatisfaction with the manner of serving the 
notices, Mr. Baggallay dismissed the summonses and allowed the 
company five guineas costs. ; 


American-German Patents Treaty.—The ner 
treaty between the United States and Germany, which came into 
force on August lst, provides that the working of a patent in 
the territory of one of the contracting parties shall be regarded as 
equivalent to its working in that of the other; previously ап 
American patent not worked in Germany within three years was 
liable to revocation if an action was brought with that object ia 
view. 


Bankruptcy Proceedings.—In Tuesday 's. London Gazette 
the following entry appears under ‘Notice of day appointed 
for proceeding with public examination adjourned sine die” :— 
Harness, ConNRLIUs Bennett, Claregate, Little Heath, Potter's 
Bar, of no occupation, Court, St. Albans. Date fixed for prooeed- 
815 ren examination, October 26th, 10.30 a.m., at the Court House, 

; 8. 


Liquidation.—MzxicaN Powkn-DEVELOPMENT SYNDI- 
CATE, Litp.—A meeting is to be held at Basildon House, Moorgate 
Street. E.C., on November 8th, to hear an account of the winding-up 
from Mr. A. W. Tait, liquidator. - 


Electro-Chemistry in Mexico.—A company has been 
granted a concession to establish a factory for producing carbide of 
calcium, cyanide of potassium, caustic potash, caustic soda and 
chloride of lime in Mexico; the company undertakes to invest 
about £20,000 in the enterprise. The concession is for a period of 
ten years. The company may import free of duty all maocbinery 
and apparatus, building materials, &c., necessary for the con 
struction of the factory and for the manufacture of the chemical 
—Board of Trade Journal. 


British Patents in Australia.—Following the lead 
of the British Patents Act of 1907, the Australian Commonwealth 
Senate has passed an amendment to the Patent Acts for the com- 
pulsory manufacture of all patents in the Commonwealth. It is 
generally considered that this compulsory clause must seriously 
affect British owners of Australian patents. The Patents, Trade 
Marks and Designs section of the London Chamber of Commerce bus 
passed a resolution urging that the Chamber should approach the 
British and Commonwealth Governments by deputation, to urge 
the introduction of a clause in the Bill to grant reciprocally exemp- 
tion from the compulsory working of British patents in A 
and Australian patents in the United Kingdom.— Standard. 


New Zealand.—A decision has recently been given by the 
New Zealand Customs authorities to the effect that “electrical 
appliances, viz. medical transformer, consisting of transformer 
coil, rheostat, and switch,” are dutiable at the rate of 30 per cent. 
ad valorem in the case of foreign goods, and 20 per cent. on British 
manufactures, 


Electric Steel.—The Electrical World states that the 
Slatons Worke, in the Ural district, are about to install an electric 
induction furnace for steel manufacture, supplied by Messrs 
Siemens & Halske. 


Hampstead Electrical EThibition.— An exhibition of 
electrical domestic appliances was opened on Wednesday s з 
Public Baths, Finchley Road, the official ceremony being perform 
by the Mayoress of Hampstead. The exhibition is to remain 
until to-morrow, (Saturday) night, so that any electrical men in 
have to-day and to-morrow (between 11 a.m. and 10 p m.) (0 g 
the latest novelties in electrical applianoes that are shown, d 
them, it is stated, for the first time, From the list of exhibits 
exbibitors appearing in the catalogue before us, we dir 
electric heating and cooking apparatus will be very strongly atric 
played, while s'inbaths, electric signs, flashers, fans, motors, ele the 
vacuum cleaners, the Siemens O..“ wiring system, ке 
Eddystone system of surface wiring are all represented. 
stoves, Phoenix apparatus, “Tricity” cookers, Dowsing, 
Stellite, Boyd, Ediewan, Archer (G.E.C.), Bastian, Le Ды e 
Calux electric heating apparatus are a number of the epecial 1 
on view. We hope that the exhibition will be an unq 
success, bringing on an excellent increase of both heating 
lighting custom. 


Trade Announcement.—The address of the Ноор 
(Mass Co. has been chauged from 1464, Qaeen Victoria BW. 
London, E.O., to 12, Carteret Street, Westmiaster, London, 9, 
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LIGHTING and POWER NOTES. 


k (Co. Durham).—The P.C. has accepted the 
offer of Mr. Holliday to erect an overhead line for public lighting 
hm Lane at £40, and to provide a supply for 10 25-0.P. 


Beckenham.—The U.D.C. has referred to a Committee 
"for consideration, a scheme of free wiring and the supply of elec- 
tricity for a fixed sum par lamp per annum, and also the question 
of tendering for the lighting of the parish of Shortlands, 


Bridlington.—The T.C. has applied to the L.G.B. for 
& loan of £3,000 for electricity purposes, including the provision of 
a new engine and generator. 


Brighton.—In order to meet a .prospective increased 
demand for electric power at the Brighton locomotive and carriage. 
works, the Electricity Committee.proposes to expend £2,850 in 
laying an additional feeder cable. 


Burslem.—The T.C. has received from the L.G.B. 
sanction to a loan of £7,535 for extensions to the electricity works. 


3 Run having rejected the tender of the 
Co. for g the v e of Knav by, has asked th 
Electric Supply Оо. to quote dh TE j 


Canada.—The Attorney-General of Ontario has refused 
to grant a fiat authorising an application to the law courts for an 
injunction to restrain the Hydro- Electric Commission from carrying 
out its contract with the Ontario Power Co. This is regarded as 
MK Mida controversy as to the Ontario Government's policy in 

matter. 


Continental — Notes.—SwrTZERLAND.— The Bernese 
Hydro-Electrical Co. has presented a petition to the Council of 
Berne asking for & concession of water power on the Aar, and its 
tributaries from Meiringen to Grinsel. The company has already 
purchased what it considered the key to the position in some 
property of Handegg for a half million francs. The river Aar bas 
for some time attracted the attention of engineers, and with the 
enormous quantity of water available it is estimated that the 
present scheme will provide 120,000 to 150,000 н.р. at Innertkirchen, 
bat four supplementary stations will also be established, one at 
Guttannen, where a fall of 90 metres is available; those of Engsten, 
of Gadnen and of Urbach are less important, and during the winter 
months will, it is estimated, be capable of generating 5,400 E P. 

There is about 250,000 н.р. already utilised in Switzerland, and it 
is calculated that a further 750,000 н.р. at least is available in con- 
nection with the various waterfalls. In many of the Cantons the 
local government is retaining the ownership of all the public 
rivers and lakes. The price of electrical energy generated varies 
according to the method of consumption; whére meters are used 
the price is usually below 9 centimes per hectowatt-hour; where 
sold for power, an annual sum of 105 lire to 335 lire is paid for the 
use of each horse-power for 3,000 hours per annum. There is a tax per 
horse-power of one lire per annum for any fall up to 100 E. p., of 
two lire from 100 to 500, and of three lire for everything above 
500 H.P. 

SR VIA. The Austro-Hungarian Consul at Belgrade states that 
the communal authorities of Velke Hradiste have applied for 
powers to build a large electrical works for the needs of the district. 

Franos.—La Société Centrale d'Industrie Electrique is the 
title of a new company which is being formed in Paris witha 
capital of £200,000 to establish electrical undertakings in various 
parts of the world. La Société pour l'Exploitation des Procédés 


Thomson-Houston is interested in the new undertaking 


Derby.—The T.C. proposes to apply to the B. of T. for 
a prov. order for electric light within the districts of Alvaston and 
Boulton U.D.O. ; the parishes of Littleover, Breadeall, Chaddesden, 
Normanton and Sinfin Moor, in the area of the Shardlow R.D.C. - 
and Markeaton and Darley Abbey, in the district of Belper R.D.C’ 


Dover.—The T.C. is negotiating for the supply of 
electricity to Messrs. Pearson & Co.’s blockyard and to the wireless. 
telegraph station on the Western Heights for the Admiralty. 

Mr. Mark Parker, who is applying for prov. orders for the 


Boroughs of Deal and Sandwich, the Urban District of Walmer and 


the Rural District of Eastry, proposes, if the scheme is carried 
ont, to apply to the T.O. for & bulk supply of energy, and the 
Council has decided to carry on negotiations with him, on the satis- 
factory promotion ofa syndicate. 


Dudley.—The annual report on the working of the Cor- 
poration’s electric light undertaking, issued last week, shows that 
the unite sold decreased by 44,571, compared with the previous 
year. The reduction in output had taken place chiefly on the 
tramway 4nd motor supply. On the other hand, a healthy increase 
in the number of units supplied for private lighting had teken 
place. The year's working resulted in a gross profit of £5,872, a 
decrease of £105 compared with the previous year. In November 
last the two-rate system of charging was abandoned and a flat 
rate system substituted ; the alteration is now working well. 


East and West Ardsley.—The U.D.C. has informed 
the Yorkshire Electric Power Co. that it cannot see its way to allow 
the company to supply current in tbe district without the payment 
of an owledgment or royalty. 


` mitted by Shoreditch. 


` factor now obtaining. 


Falkirk.—Despite the much-criticised action of the 
Corporation in refusing to extend its own electricity undertaking 
and in allowing a private company to take over certain customers, 
the past year shows the business to be in a flourishing state. The 
income was £4,053, and expenditure, £1,965, leaving a balance of 
£2,088. After paying interest, &c., there was a clear profit on the 
undertaking of £953. 


Finchley.—As a result of the L.G.B. withholding sanc- 
tion to a loan of £2,200 for electric lighting in the Great North 
Road and Regent's Park Road, and the decision of the Council to 
adhere to its original scheme, a deadlock has arisen. Meanwhile 
the Council has decided to expend out of the current rate £240 
for electrically lighting Regent's Park Road. 


Fleetwood.—At midnight on Wednesday, last week, 
the Fleetwood U.D.O. took over the undertaking of the Fleetwood 
and District Electric Light and Power Syndicate.. The closing 
formalities were conducted in London. 


Grimsby.—In connection with the supply of energy b 
the Corporation to the Great Central Railway Co., the boroug 
engineer reports that the company is proceeding with a power 
station at Immingham, and that it will supply its works at Grimsby 
from that station. Consequently it may be expected that in the 
course of a month or so the company will give the neceseary 12 
months’ notice to terminate its agreement with the Council. 


India.—The Kandy Hotels Co., Ltd., of Ceylon, has 
authorised its directors to borrow Ба. 5,000 for the extension of the 
electric lighting.— Commercial Intelligence. 


Longton.—A L. G. B. inquiry was held on September 
29th into the application of the T.C. for a loan of £1,740 for the 
extension of mains through Dresden, where there are 30 applications 
fora supply. There was no opposition. 


Leicester.—At the quarterly meeting of the T.C. on 
Tuesday, Mr. Jennings stated that the net profit on the Oorpora- 
tion electric lighting undertaking for the past six months, after 
provision for interest and sinking fund, was £907. 


London.—SHOREDTTCH.— It was reported at a meeting 

of the B.C. recently that the electricity department had made a 

profit during the last year of £21.335. After meeting interest 
on loans, £10,793, and repaying capital to the extent of £5,961, &c., 
the net profit on the year's working was £4,117, which was used to 
wipe off the deficiency brought forward last year. 

BmeTHNAL Grezn.—The Council on September 30th debated for 
two hours in private, proposals with regard to the supply of elec- 
tricity in the borough. It was finally decided that the question 
shonld stand adjourned until after November 9th, when the new 
Council will come into office. It is reported thst the main busi- 
ness at the private meeting was the discussion of & scheme sub- 
Iu the result it was decided by 14 votes 
to 7 not to entertain the proposal. | 

HackNEY.—A C.M.B. auto-converter designed for an input at 
480 volts and for an output of 5 Kw., 100 volts, is to be obtained at 
an estimated cost of £57 in connection with an electric standby at 
the baths. 

MARYLEBONE.—The accounts of the electricity undertaking for 
the June quarter were issued on October 6th, and show steady 

in many directions. The gross income from the sale of 
current to private consumers was £23,303, as compared with £22,002 
for the corresponding period of 1908. Meter rents, public lighting 
charges, &c., bring the total income for the 1909 quarter up to 
£25,530—an increase of £1,528 over the corresponding period of 
last year. The increase was due to large consumers connected 
during the 12 months. The increase in the number of units sold 
was greater, the total for the quarter being 1,364,294 unite, which 
is an improvement of 18:8 per cent. over the total for the 1908 
quarter. The difference in the above two rates of increase is, of 
course, due to the lower average price obtained for current, vis. :— 
3:24d. per unit sold, as against 3°66d. in tbe corresponding quarter 
of 1908. This fall iu price is balanced by the large additional 
business of improved load factor and the extended sale of current 
for power, &c., purposes. The actual total expenditure on revenue 
account for the quarter is less than in either of the two previous 
years, the total costs for the 1909 June quarter being 1°29d., as 
against 1°54d. and 1 78d. in the corresponding periods of the two 
preceding years. There was a marked lowering of the generating 
costs (from 76d. in 1908 to 63d. in 1909), due in a large measure to 
advantageous coal purchasing, but still more to the better load 
In conclusion, the report says that, 
although the results of the first quarter's working give reason to 
think that the results for the year may exceed the expectations at 
the time the estimates were framed, this will, however, practically 
depend upon whether the sales department can obtain a sufficient 
amount of new business to balance the inevitable further decrease 
in consumers’ accounts due to the more extended use of metal- 
filament lamps. Up to September 25th, 1,760 of the 1,964 street 
lamps the Council resolved to light with electricity in place of gas, 
had been converted, and. the results had been quite satisfactory. 
As a considerable saving in street light expenditure will be effected 
in the extension of the system, 165 more street gas lamps are to be 
converted on the same terms, and autbority bas been given for 
further lamps to be taken over as the lamps are extended. 


Mansfield.—On September 29th a L.G.B. inquiry was 
held into the application of the T.C. for a loan of £3,500 for 
electricity purposes, £2,000 being for mains, £500 for meters, £200 
for the enlargement of the economiser, and £300 for water- 
softening plant. There was no opposition. 
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Merthyr Tydfil.—The B. of G. on Saturday decided to 
adhere to its decision to light the Workhouse and the Infirmary by 
electricity, despite the opposition of the L.G.B. It was of opinion 
that the annual saving for actuallighting under the scheme pro- 
posed would amount to at least £100. 


 Mexico.—'The Electrical World states that several 
important hydro-electric schemes are on foot in the mining dis- 
tricta of Mexico. A Canadian syndicate is preparing to erect a 
large installation on the Conchos River; the Mines of Mexico Co. 
is about to commence the construction of works on the Mayo River, 
near Alamos, to supply a rich mining territory within a radius of 
175 miles; the Guanajuato Power and Electric Oo., and the 
Michoacan Power Co., ace extending their plant, which will have & 
total capacity of 21,000 н.р. when completed, and the manager 
reports that besides the mining companies, farming interests and 
factories are taking power freely, and thousands of irrigation wells 
are being pumped by electric power. Other new installations will 
be situated on the Altar River, on the Santiago River, near 
Guadalajara, on the Quetzalpa River, and on the Matamoros 
River. | 

The Diario Oficial of August 30th publishes the text of a contract 
between the Ministry of Fomento and Mr. William A. McLaren, 
whereby the latter is empowered to utilise the River Realito de 
Tubares, which rane through the States of Chihuahua and Binaloa, 
for hydro-electrical purposes. The concessionaire is granted the 
right to import, free of duty, once only, all the machinery and 
apparatus necessary for carrying out the work.—Zoard of Trade 
Journal. | 


 Runeorn.—The Salt Union, in connection with the 
development of the Weston Point (Oheshire) trade, has purchased 
several acres of laad from the Manchester Ship Canal Co., and 
amongst other things proposed is the erection of an electrical 
installation to provide not only power for its own use, but to 
supply Runcorn, and, it is stated, Widnes as well. The company's 
draft order was considered at the meeting of the Highways Com- 
mittee of the Rancorn U.D.O. on Thursday, last week. 


South Africa.—A U.S. Consul reports that a hydro- 
electric plant on the Crocodile River is projected by the Pretoria 
Power Oo. Ар output of 20,000 н.р. is contemplated, requiring an 
expenditure of £700,000; the energy developed will be used for 
the fixation of nitrogen, the plant for this purpose costing £250,000. 


Spalding.—The B. of T. has intimated to the U.D.C. 
that ualess an ЕГ. scheme is at once proceeded with, the prov. 
order obtained four years ago will be revoked. The Council has 
appointed a special Committee to deal with the matter. 


Stourbridge.—The Midland Electric Corporation, Ltd., 
has commenced the tupply of electricity to consumers in High 
Ssreet, Coventry Street, Market Street and New Road. 


Taunton.—The inhabitants are watching with interest 
a passage of arms between the T.C. and the Chamber of Commerce. 
The latter body questioned the financial soundness of the electricity 
undertaking, and requested that certain information be made public, 
in order “to dispel the existing feelings of uneasiness and lack of 
confidence." The Town Council at its last meeting suggested that the 
Chamber of Commerce should apply for a L.G.B. inquiry if it were 
not satisfied, and the Committee has decided to recommend the 
general body of members to accept the Council's offer. 


United States.—Plans have been prepared for the con- 


struction of a hydro-electric plant of 30,000 m P. on the Colorado 


River in Arizona, to supply an area within a radius of 170 miles of 
the power station. A large irrigation project is included in the 
Bcheme, and the total cost is estimated at more than £400,000. 


Woolwich.—The B. of G. proposes to have the electric 
light installed at the receiving home and dispeneary at Plumstead. 
The borough electrical engineer estimates the cost of the installation 
with fittings at £45. 


Worthing.—The receipts from private consumers during 
the past half-year bave been £461 less than was estimated by the 
Electricity Committee of the T.C. last March, and this has left the 
accounts, without any allowance for the depreciation fund, £812 to 
the bad, a figure which 16 is estimated will be increased to £830 at 
the end of next Marzh. 


York.—The Т.С. has received from the L. G. B. sanction 
to loans cf £550 and £2,510 for the extension of the switchboard 
and the laying of mains. 


TRAMWAY and RAILWAY NOTES. 


Bournemouth,—On Tuesday the Corporation discussed 
proposals for а limited service of Sunday cars. It was pointed out 
thas some 44,000 or 40,000 was lost yearly to the tramways depart- 
ment owing to the oars not running, and that only one other 


municipal tramway had no Sunday services. However, the 
posal was defeated by 31 votes to 10, and a further proposal to take 
8 poll of the ratepayers met a similar fate, 


Belfast.—A deputation has requested the Tramways 
Committee to reconsider the project for removing the central 
tramway poles in favour of poles on the side walks, on the ground 
that the islands” in the centre of the roadways afforded safe places 


of refuge to pedestrians, and thus prevented many accidents. The. 


Committee promised to give the matter consideration. 


Bolton.—A deputation from the Tramways Committee 
waited upon the Electricity Committee on September 30th, on 
the subject of the price charged to the tramways department for 
electrical energy, and the matter was deferred. 


Continental Notes.—SwEDEN.—4A preliminary con- 
tract, says Affürsvárlden, has been closed with the Allmünns 
Svenska Electrical Co., of Västeras, and the Siemens-Bchuckert Oo., 
of Berlin, jointly, for the installation of electric power on the 
border railway, at a cost of 5,120,000 ke. The A. E. G. and Svensk 
Emissionsbolaget tendered at 5,185,000 kr. The contract stipulates 
that the State can purchase the plant whenever it pleases, and at 
the end of 25 years the plant passes to the State without compensa- 
tion. By the use of electricity it is hoped to render a double track 
unnecessary, to shorten the time in transit nearly 50 per cent, and 
to reduce the cost per ton of ore from 52 to 41 öre. 


GRRMANT.—It is reported that the Berlin electric tramway 
authorities, who have been using watt-hour meters on their cars for 
some years to check the consumption of energy, bave found by 
experiment that the most economical mode of driving is also thst 
in which current is used for the shortest aggregate time, They 
have, therefore, replaced all the watt-hour meters by simple time- 
meters, consisting of clocks which go only when current is on the 
motors. | 


ITALY.—À committee has been formed to work а line of electric 
tramways from Spezia to Fivizsano. The route will traverse a 
thickly-populated district, where there is a considerable com- 
паси activity, and а capital of 2,300,000 lire is being raised for 
the purpose. 

The Société Anonyme des Tramways de Bologne has obtained 
powers to construct and work a new .electric tramway from tbe 
Alemanni terminus to the suburb of Orocial$ di Bologna. The new 
line will be by way of an extension of Via Massini tramway. 

The Société Anonyme des Tramways de Livourne, of Leghon, is 
to construct and work a new electric tramway from the Pis 
Cavour-San Jacopo to Via Salviano. 

The agreement entered into between the Ministry of Pablie 
Works and the Societ4 Ferrovia del Mottarone for the construction 
and working of an. electric railway from Stresa to Mottarone bas 
been approved; also the arrangement entered into between the 
5 authorities of Venice and various other communal 

dies in regard to the wayleaves requisite for the construction of 
an electic tramway from Mestre to Mirano. 


TUBKEY.—The cost of the electrical tramway system for 
ерке IN is estimated by the municipal engineer at £73,200. It 
is a condition attached to the work that an Ottoman company shall 
be formed to control it, but it is anticipated that the order for 
machinery will be placed abroad. 


Rossta.— According to the Financial News the town of Nikolaieff 
is desirous of issuing a new loan of 4,000,000 roubles for drainsge 
works, electric tramways, &c. 


Darcy Lever.—The Bolton Tramways Committee has 
decided to extend the tramways to this outlying village. 


East and West Ardsley.—The U.D.C. has decided to 


. oppose the proposal of the Wakefield and District Light Railway 


Co. to abandon the tramway scheme from Wakefield to Eas 
Ardsley. 


Glasgow.—The proposal for a direct east and west 
service via Parliamentary Road and Sauchiehall Street having been 
defeated in the T.O., a notice of motion has now been tabled 
asking that a system of transfer tickets be introduced over this 
section of the system. 

The T.C. Sub-Committee is suggesting the pruning of services on 
badly-paying routes. The proposal is that the Finnieston Street 
service be withdrawn, and that the new service along Bi 
Drive be reduced by one-half. 


Haslingden.—The Т.С. has promoted a conference of 
representatives of Accrington, Rawtenstall and Haslingden with 
regard to a through tramway service, in order to obviate the 
inconvenience caused by the present enforced change s 
the Haslingden and Rawtenstall boundaries. Accrington and 
Haslingden agreed to through running between Aocrington and 
Bacup, with an equal number of Accrington and Bacup cars. The 
Rawtenstall representatives not having power to treat, the com 
ference was adjourned, so that they might consult their Oouncil. 


Japan.—The British Vice-Congul at Osaka reports that 
the City Assombly has voted а sum of £60,000 for restoration work 
in the area devastated by the fire which occurred in that city 
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recently. Inter alia, it is intended to construct a broad road, three 

- miles in lengtb, and to lay down electric tramlines, which will be 

me up with the existing municipal system. — Board of Trade 
ournal. 


Kirkealdy.—It is reported that the promoters of the 
proposed tramway from Kirkcaldy to the R Naval Base, via 
сш and Inverkeithing, have temporarily abandoned the 

me. : | 


London. — On Tuesday last the Acton to Willesden 
section of the Middlesex County Council tramway scheme was 
opened for traffic. The route links up the London United 
tramways with the Middlesex Light Railways, giving communica- 
tion with Cricklewood, Edgware, &c., and is some two miles in 


length. 
he Metropolitan Electric Tramways Co. is stated to be pro- 

posing to run a trackless car on the overhead trolley system between 
Glolder's Green tube station and Hendon. | 

By 33 votes to 7 the Paddington B.O. on Tuesday decided .to 
refuse consent to the construction by the L. C. O. of electric tram- 
ways from the Marble Arch via Edgware Road to Harrow Road, 
and from Harrow Road via E Road, Maida Vale, High 
Road, Kilburn, and Shoot-up Hill to Oricklewood. In the latter 
case a contribution of one-third the cost of n street 
widenings was asked for. It was contended that the tramways 
were urgently needed by the inhabitants of the localities named, 
but most of the members of the B.O. av pea ага a tube 
railway in preference to tramways, as affording a more desirable 
means of transit. ° 


Newcastle-on-Tyne.—A meeting of the Tramways 
Committee of the Corporation was held on September 30th, when 
it had under consideration the falling off that had been reported in 
the number of passengers and the consequent diminution of receipts 
from fares. It was reported that in the course of the preceding 
week the number of people travelling in the cars was 20,000 less 
than the number carried in the corresponding week of last year and 
40,000 less than were carried in the co week of 1907. 
The Committee, recognising that this decrease in fhe number of 
passengers must have a considerable effect on the income, decided 
to instruct the tramway manager to take immediate steps for 
cutting down extra mileage, and for curtfliling the expenses of 
running the service in any way that he thought best. At the con- 
clusion of the business the chairman, Bir Joseph Baxter Ellis, 
intimated that he would not be prepared to allow himself to be 
re-nominated for the position of chairman next year. 


TELEGRAPH and TELEPHONE NOTES. 


The Atlantic Cable of 1882.—The Montreal Gazelle 
states that the cable steamer Mexican returned to New York after 
repairing two of the European cables which were laid by the cable 
steamer Faraday in 1881-2. The breaks were north-east of Sable 
Island, and the cables were found to be buried several feet in sand. 
They were in as perfect condition as when laid, although in the 
water for 27 years. After 12 miles were p up the cables 
were again Joined through, and the whole of the operations were 
completed in 36 hours. 


Broken Insulators.—Last week four boys were 
charged at Sheffield with damaging telegraph insulators, and it was 
stated in evidence that during the last six months 487 insulators 
had been broken in the Chesterfield district, while 1,115 had been 
broken in the Sheffield district in 12 months, 


Cable Interruptions and Repairs :— 
Interrupted. Repaired, 


Tourane-Amoy ee . June 17, 1909 

P ee ee ee J uly 8, 1909 

* oe ee Aug. 20, 1908 

-Kwandang Sept. 2, 1909 

Chetksaid-Perim ee oe ee ee Sept. 15, 1900 
Hong Kong-Macao ee ee ee ee Bept. 25, 1909 October 1, 1909. 


Magnetic Sterm.—A remarkable magnetic disturbance 
took place on Saturday, the 25th ult., affecting telegraph systems 
all over the world by earth currents to such an extent as to inter- 
rupt communication in many places for some hours. The disturb- 
апое about mid-day, and lasted, in the case of the lines to 
Bcotland and the north-east of England, for about three hours, 
but intermittent interruptions occurred up to 9.30 p.m., and in 
Scotland there was further trouble on Sunday. The phenomena 
were most noticeable on the longer lines, and affected the sub- 
marine cables to some extent, The underground telegraph lines 


to B ham, Li 1 G › h 
к irmingha енди ыы 4 тетроо lasgow, w ave 


oted. Auroral displays were observed | 


‘was reported from Kew Observatory that the di 


in northern and southern regions, and there was an exceptionally 
marked spot on the sun, to which the storm was probably due. 16 
bance was of a 

hly oscillatory character, and the recording apparatus was 
чы. {о register the extreme range, owing to the curve having 
ran Across the full width of the paper. On Saturday evening the 
compass needle moved 70° to the west and then 85 to the east, 
and the horizontal force showed remarkably large variations. [This 
note was accidentally omitted from our last issue. ] 


Telephone Action.—Recently the National Telephone 
Oo. eued Mrs, Philip, of Lexham Gardens, Kensington, for 
£8 48. 10s., the balance of an amount due under a guarantee of £10 
for call fees. It was shown that the company removed the tele- 
phone before tbe defendant had vacated the pes though she 
was living elsewhere, and as she had not tbe o ty of 
using the telephone for the whole year covered by agreement, 
owing to the premature removal of the instrument, judgment was 
given in her favour, 


United States.—The United States Government has 
systems in the 


boasts of 128 offices and 1,774 miles of wire, and the traffic amounted 
to 316,489 messages. | 


Wireless Telegraphy.—On Friday last the Postmaster- 
General stated that arrangements had been completed with the 
Marconi Oo. for the transfer to the Post Office of all their coast 
stations for communication with ships, including all plant, 
machinery, buildings, land, and leases, &., and for the surrender 
the rights which the company enjoyed under their ent 

the Post Office. Та addition, the Post Office secures 
of using, free of royalty, the Marconi patents existing and 


on the other hand, or between any two outlying islands; and 
(exoept for the transmission of public 8 between any two 
stations on the m ; and on board Post Office cable ships. 
The inclusive consideration to be paid to the company is £15,000. 
All the stations will, under the International Radio-Telegraphic 
Convention, be open for communication equally to all ships, w 

ever system of wireless telegraphy they may carry ; and the Post Office 
will be free to use or to experiment with any system of wireless tele- 
graphy at its discretion. All inland of messages by 
wireless telegraphy will be entirely underthe control of the Post Office. 
The company will retain the lioenoe for their long-distance stations at 


. Poldhu and Olifden, which are primarily intended for shore-to- 


shore communication with America. Arrangements have also been 
made with Lloyd's for the transfer to the Post Office of their wire- 
less stations for communication with ships, and for the surrender 
of all claims to licences for such communication. In return Lloyd's 
will receive the plant value of their atations, and will have trans- 
mitted to them (with due regard to the secrecy of private telegrams) 
3 received гы ү Post о аан rA to the 

on movements of ships, and other maritime intelligence. 
Lloyd's and the Marconi Co. have mutually arranged to cancel an 
agreement between themselves which was made in 1901, and which 
has proved a source of dispute. The Postmaster-General thinks it 
important that no private monopoly in wireless telegraphy should 
be allowed to grow up, and hopes that the new arrangements will 
result in the rapid extension of the use of the system. The negotia- 
tions have been conducted in consultation with the Admiralty, who 
consider it important that the coast wireless stations should be in 
the handsof the Post Office. Tbe whole of the present employés of 
good character will be taken over by the Post Office. 

The Indian Government, says Reuter, recently issued an order 
making the importation of wireless telegraph apparatus contraband. 
It is understood that the Government is considering a scheme to 
provide important centres witb a wireless system worked entirely 
under European control. 

A dispatch from St. Petersburg announces that the Russian 
Ministry of War is now beginning to establish a network of wireless 
stations for the purpose of connecting Huropean Russia with the 
Far East. It is proposed for this proe to erect a number of 
intermediate stations between the Baltic and the Pacific Ocean, 


- and it is calculated that from three to four stations would be 


sufficient to t of messages being transmitted from the Far 
East to St. Petersburg. The scheme is sup by the results 
obtained from the most recent trials which have been made in 
military telegraphy in Russia, it having been found possible to 
exchange telegrams between wireless ons on the Baltic and the 
Black Sea, a distance of 1,240 miles. It was noticed during the 
trials that the results were extremely favourable in damp weather, 
and particularly in the night time. 

The Government of Uruguay is about to establish wireless 
stations at Flores Island, Punta del Este and at Cape Santa Maria. 


Wireless Telephony.—The Japanese Navy is experi- 
menting with Prof, 's wireless telephone system. 
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CONTRACTS OPEN and CLOSED. 


OPEN. $ 


Australia.— Vicror1a.—100,000 porcelain insulators for 
the P.M.G. See Official Notices September 10th. 

Vicron14.—Accumulators for the P.M.G. See Official Notices“ 
October 1st. | 

Telegraph and telephone material for the P.M.G., Melbourne. 
Bee * Official Notices” e dan ar 10th. 

Common-battery switchboard for the North Sydney Telephone 
Exchange. Bee “Official Notices " September 10th. 

MELBOURNB.—50 coin attachments, suitable for coins of different 
value, for the P.M.G. . See our Official Notices " September 24th. 


Bray.—October 19th. 50 в.н.р. Diesel oil engine, and 
high and low-tension disconnecting boxes, &c., for the U.D.C. See 
“ Official Notices " to-day. 


Brumby and Frodingham.—October 16th. Public 
lighting by electricity for the U.D.O., with 55 50-с.Р. lamps, poles, 
wiring, switches, &c.; direct - current, 220 volts, available. Mr. J. 
Green, surveyor to the Council, Frodingham, Scunthorpe, Lincs. 
Returnable deposit, 108. 6d. 


Dartford.—October 13th. Wiring the Council Chamber 


and offices for the U.D.C. Electrical Engineer, Electricity Works, 
Dartford. 


Durban.—In connection with the new Town Hall now in 
course of erection at Durban, it was recently decided to install 15 
electric time clocks, so as to keep uniform time in the various offices. 
Tenders are about to be called for another turbine set for the elec- 
tric power station, of a similar capacity to the one lately installed. 
Tenders are aleo to be called for a negative booster and cable 
in connection with the electric tramways. 


Great Western Railway.—Octoberl&th. Stores includ- 


ing electrical wires and telegraph apparatus, carbons, &c. See 
“ Official Notices " to-day. 


Handsworth.—October 18th. Low-tension feeder and 


distributor cables (lead-covered and  paper-insulated), for the 
U.D.O. ' Generating station, Soho Road, Handsworth. 


Keighley.— October 16th. Two boiler feed pumps, high- 
tension switchboard and transformers, 300-kw. motor-generator, 


and mains for the Electricity Department. See Official Notices“ 
October 1st. | 


| Leyton.—October 26th. Installation of electric light 


and hot water heating apparatus at the Canterbury Road Schools, 
now erecting, for the U.D.C. See '' Official Notices " to-day. 


Manchester.— October 12th. Wiring and complete 
electric lighting installation at the Cheetham Baths and Public 
Hall for the Baths and Washhouses Committee of the Council; 


specifications from the City Architect, Town Hall (deposit опе. 


guinea). 

October 19th.—Steel tie-bars for tramway rails, and bolts and 
nots for fishplates for the Tramways Committee. Specifications 
from J. M. McElroy, Tramway Manager. 


Mountain Ash.—October 25th. Electrical stores for 
the U.D C. electricity undertaking. See ''Official Notices" to-day. 


Rotherham.—October 23rd. The T.C. has two steam 


dynamos, 32 Kw. each, for disposal. See “Offcial Notices" Sep- 
tember 24th. 


South Africa.—According to the British and South 
-Ifrican Export Gazetle, tbree generators of 2, 000-K W. capacity are 
about to be ordered for the new Farrar-Anglo-F'rench power station ; 
orders will shortly be placed for a number of electric motors for the 
Rand Water Board; valuable orders may be anticipated in the 
near future for telephone and telegraph material in connection 
with extensions of the Transvaal Government services; and the 
Monomotapa Concessions, Ltd., will be in the market in the near 
future for a large hydro-electrical plant. 


Spain.—November 2nd. The Spanish Post and Telegraph 
authorities in Madrid are inviting tenders for the concession for 
the working of a tclephone system in the town of Oviedo during a 
period of 15 years. 

October 15th.—60 yeara’ electric tramway concession from the 
Calle Mayor del Gras to the end of the West Quay, Valencia. 
Deposit 2,425 pesetas (£55). Tenders to the Director-General de 
Obras Publicas Ministerio de Fomento, Madrid. A Spanish company 
also has preferential rights in this competition. 

November 70th.—60 years’ concession for constructing and 
working an electric tramway from Sans to Coll-Blanch (Barcelona). 
Deposit 1,295 pesetas (£47). Local representation necessary. 
Tenders to Dirección General de Obras Publicas, Madrid. The 
Compania General Tranvias, which has submitted an application, 
has certain preferential rights. 


Turkey.—November 30th. The municipal authorities of 
Broussa are inviting tenders for the concession for the establishment 
of a central electric lighting station and a system of electric tram- 
ways in the town. 


Wallasey.— October 19th. Three miles of electric tram- 
ways (overhead line material, poles, wire, ears, &c.) for the U.D.C.; 


ae paper-insulated cables for same. See two Official Notices“ 
o-day. 


Winchester.— October 11th. Electric light installation 
at the new County Offices, for the Hants C.C. Personal application 
necessary to Mr. W. J. Taylor, county surveyor, The Castle, Win- 
chester, between 9 a.m. and 5 p.m., and on Saturday between 9 am. 
‘and 1 p.m. ; returnable deposit, £2 28. 


Worthing.—October 11th. Cabes for the Corporation. 
See Official Notices October 1st, . 


CLOSED. 


Belgium,— Nine concerns submitted tenders for the 
establishment of the overhead equipment and the laying of the 
return rail in connection with the Anderlues-Lobbes section of the 
Carnieres-Thuin electric railway which is being constructed by the 
Société Nationale des Chemins Fer Vicinaux, the lowest being that 
of Messrs. A. Massart & Co., of Houdeng-Goegnies. 


 Blackpool.—The contract for the E.L. installation at 
the Lancashire and Yorkshire Railway Co.'s Servants’ Home at 
Blackpool has been placed with Mr. Geo. Morrison, Blackpool. 


Bolton.—The Electricity Committee has just placed an 


order for 25,000 tons of coal, to be delivered during the next 
12 months. 


Brighton.—The B. of G. has accepted the tender of Messrs. 


С. G. Reed & Sons, Brighton, for electrical fittings for the Work- 
ouse. 


The Lighting Committee of the T.C. bas recommended the 
acceptance of the tender of Siemens Bros. & Oo., Ltd., for cable, 
needed to supply power to the Railway Co., at £2,380. 


Bristol.—The T.C. has accepted the following tenders :— 


General Electric Co., Ltd.— Carbons for a year, £367. 
Electricnl Co., Ltd.—Alternating current meters for а year, £762. 
Siemens Bros. Dynamo Works, Ltd.— Arc lamp globes for a year, £31.. 


Derby.— The T.C. has accepted the tender of Mesare. Taylor, 
Whiting & Taylor, Derby, forthe installation of the E.L. at the 
new schools in Kedleston Road, at £235. 


Grimsby.—The T.C. has accepted the tender of Mese. 
Cragg & Nephew, Doncaster, for 12 months’ supply of steam cosl 


from the Bentley Colliery for the electricity undertaking, at 5e. 11d. 


per ton delivered at the works. It has further accepted the 
tender of Johnson & Phillips, Ltd., for two years’ supply of cables, 
at £757. 


' Halifax.—The B. of G. has accepted the tender of Messrs. 
J. Sunderland & Co., Halifax, for electrical fittings for six months. 


Hull.—The T.C. has accepted the tender of Messrs. 
Thursfield & Co., of Birmingham, for E.L. fittings for the Town 
Mall, at E801. The local tender amounted to £1,425. 


Kingston-on-Ihames.— The T. C. has accepted the tender 
of Henley's Telegraph Works Co., Ltd., for 880 yards of 1 square 
inch low-tension cable, at £191; and that of Messrs. W. T. Glover 
and Co., Ltd., for 880 yards of 10-ampere cable, at £72. 


London.— Messrs. Meldrum Bros., Ltd., of Timperley, 
have secured the order to equip the boilers of the South-Western 
Hospital of the Metropolitan Asylums Board with their Koker 
stokers. This is the ninth institute under the Board to adopt this 
system. e 

Pera x.— The В.О. has accepted the tender of the Electrical Co., 
Ltd., for 150 meters in various sizes for a total of £202. This was 
the lowest tender received. 

The following tenders bave been accepted for the supply of 
smokeless steam coal for the electricity works: 

Gilman & С0.—9,000 tons Mapperley Smithan nutty slack, 10s. 5d. per ton. 

Kave. Son & Со, 1.000 tons Cowdenbeath washed peas, 10s. 1d. per ton. 

Philnps & Co., Ltd, 200 tons (with an option to take a further 600 tons) 

Tuiddiogs slack, IIS. $d. per ton. 

HackNEv.—For the purpose of an electric lighting standby st 
the Baths, the B.C. has ordcred a C.M.B. auto-converter, designed 
for an input at 440 volts of an output of 5 xw., 100 volte, at £57. 

MARYLEBONE.— The I.C. has accepted the tender of C. A. Parsons 
and Co., at £162 10s. for, putting carbon brushes on three turbo- 
generators. Orders have been placed with Blackmore & Co., for 
5,000 tons of coal, at 108. G4d. per ton, and with Cory & Co. for 
15,000 tons, at 108. 7:8. per ton. Ава check to coal consumption 
two additional tlue gas recorders are to be obtained from the Anto- 
Recorder Co., at £60, less 5 per cent. 

Sr. Panckis.—The B.C. has received the following tenders for 
the re-winding of the 500-K W. armature at the Regent's Park 
station: 

White, Jacoby & Co., Ltd. . .. (accepted) Pun 


Siemens Bros. хило Works Ltd. .. v: e 
Wertminster Engineering Co., Ltd. oe e DEF DID 
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Luton.—The B.G. has accepted the tender of Mr. P. T. 
King, Luton, for installing the E.L. at the Workhouse, at £57 10s. 
The only other tender was that of Messrs. Shoolbred & Oo., at £63. 


Mansfield.—The T.C. has accepted the tender of the 
Western Electric Co., for 500 yards of cable. 


Salford.—The T.C. has accepted the tender of the Tudor 
Accumulator Oo., Ltd., for the maintenance of the battery sup pplied 
by them (in accordance with their tender accepted in July last) for 
a period of 10 years, with the option of extension, at £530 per 
annum. 


Truro.— The B.G. has accepted the tender of the National 
Telephone Co., for overbauling the telephone route to the Workhouse 
and supplying three new instruments, at £55. 


Warrington.—The B.G. has accepted the tender of the 
Economic Electrical Co., of Liverpool, for electrical requisites, for 
six months. 

Wolverhampton.—The District Electric Co., Ltd., of 
Wolverhampton and Birmingham, have received instractions to 


carry out the installation of electric lighting and bells at the new 
Municipal Baths, now in course of erection. 


Woolwich.—The B.C. received the following tenders for 
580 yards of 4-oore ‘05 cable :— 


W. T. Henley's Telegraph Works се. а $s (secepted) 2 
Siemens Bros., Ltd AR 


Callender's Cable Co., Ltd. - s - ГЕ 


For 310 yards of 2 and 250 yards of 05 cable the following 
tenders were received :— 


Siemens Bros., Lid. . £192 Alternative (acoeptod) 247 
W. T. Henley's Telegraph Works Co., Lid. . . 194 Ка oe 47 
Callender's Cable Co., Ltd. zá dis . . 196 үз 


With reference to the construction of. the cooling pond: at Plum- 
stead worka, the tender of Messrs. M. Stodart & Oo., for the supply 
and laying of 1,248 yards super. of asphalt and 429 ft. of fillet, at 
2d. per foot, was ‘accepted. 


York.—The T.C. has accepted the tender of Messrs. Dick, 
Kerr & Co., Ltd., for the extension of the electricity mains along 
the tramways route, at £2,031. The T.C. has also accepted the 
tender of Messrs. Cox-Walkere, Ltd., Darlington, for a traction 
switchboard, at £383. 


FORTHCOMING EVENTS. 


of England institute of mining and Mechanical Engineers.— Saturday, October 
9th.—At 2 p.m. At the Wood Memorial Hall, Newcastle-on-Tyne. Paper 
on. Electricity in Coal Mines," by Mr. R. Nelson. ` 

шина of Mechanical Engineers (Graduates’ Association). —Monday, October 11th. 

8 p.m. Paper оп * Invention and Industrial Progress, with a Treatise on 
the British Patent System," by Mr. J. E. 5. Lockwood. 

Association of Eugineers-in-Charge.— At St. Bride's Institute, E. C. Wednesday, 
October 13th. Presidential address by Prof. Henry Adams on Standard. 
isation."' 

Junior lastitution of Engineers. —Friday, October 15th. At 7 p.m. Visit to the 
Model Engineer Exhibition, Horticuitural Hall, Westminster. 

of ical Engineers. —Friday, October 15th. At8p.m. At tho 
i oute, Btorey's Gate. Paper on Heat Transmission,“ by Prof. 
4 у 


Electric Organ Blowing Equipments, — The Adnil 
Electric Co., Ltd. (Marples, Leach & Co., Ltd.), who specialise in 
electric blowing installations for church and public hall organs, are 
engaged iron a number of orders of this class. The following may 
be named :— 


St. Anthony's Catholic Church, Forest Gate .. . . АС, 
Brunswick United Methodist Church, Barnley iu ЮС. 
Bt. Chad’s Church, Stafford ses D.C. 
Parish Church, Colne, Lancs. .. vis . . D. C. 
St. Edmund's Church, Roundhay, Leeds . А.О, 
St. George's Schools, Ascot M Wes weit Саза. “Diy 
St. Mark's, Surbiton ... D.Q. 
The Chapel, Welbeck Abbey (for the Duke of Port- 
land) sss i D C. 
Earl of Cadogan’ s | Church, Culford ... gi “DG, 
The residence of R. W. Hawkey, к Chiswick ... рс. 
Christ Church, Chester .. A wes D.O. 
Tonbridge Schools, Tonbridge, Kent . D.C. 
Cbamber organ at Messrs. Chappell's warehouse, 
New Bond Street - DO. 
St. Matthew's Church, Southsea те» РЙ . . A. C. 


In the majority of these cases local contractors have done or are 
doing the wiring installations. The Marples patent system of 
regulation is employed in all tbe p.c. installations, and the “Adnil " 
single-phase, self-starting a.c. motor in the a.c. installations, 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued for the week ending October 16th 
1909 :— E 
Commanding Officer—Cor. R. E. B. Crompron, С.В, 

Monday, October 11th.—'' A Company. Practice for the Hopkinson Cup, 
7 to 9.80 p.m. 

Tuesday, October 12th,.—'' В” Company. Practice for the Hopkinson Cup, 
1 to 9.30 p.m. p^. 

Wednesday, October 13th.—Gymnasium, 6.90 to 9.30 p.m. 

Thured Осо 14th.—"‘C"* Company. Practice for the Hopkinson Cup, 
7 to 9.80 p.m. 


Friday, October 15th.—' D” Company. Practice for the Hopkinson Cup, 
"о 9.80 p.m. 
(Signed) P. H. CAMPBELL, 
Capt R.E. and Adjutant, 
For 0.C. E.E., L.D. 


London District Engineering Dispute.—The Daily 
Telegraph says that the differences between the employers and 
workmen in the engineering trades in the London district have now 
been settled on a satisfactory basis. Recently the employers 
sought to secure a reduction of wages by 28. per week. A protest 
was at once made, and the employers withdrew their proposal, but 
substituted another, as the result of which it would be agreed that 
no change in the rate of wages should take place for five years to 
come. Strong opposition to the proposal was manifested by some 
of the older Trade Unioniste, but those at present leading the 
movement saw the tendency of the day was towards a fixed rate of 
wages for a period of years, They consequently recommended the 
acceptance of the proposal. The engineers’ ballot has now been 
completed, and though the figures have not been definitely 
announced, sufficient ís known to make it clear that the great 
majority of the workmen are in favour of accepting the proposed 


arrangement." 


- Regenerating X-Ray Tubes.—In Archives of the 
Róntgen Ray for October, Dr. T. G. Beckett, of Melbourne, describes 
a method of regetierating X-ray tubes which he has used successfully 
for more than three years. It consists in providing a small glass 
tube a joined to the focus tube, and having a slightly porous tip at a ; 
an outer tube B is filled with mercury to seal the tip of a, and is 
pressed on over a velvet sleeve at the base of A, which holds it tightly 
in position, though a rubber band or other additional safeguard to 
hold в securely is advisable. When the tube grows hard, в is 
lowered until the tip a is exposed to the air; after a sufficient time, 
depending upon the hardness of the tube and the porosity of the 
tip, B is replaced, and the X-ray tube can then be used in any 


* 


position, witbout fear of spilling the mercury. Dr. Beckett has had 
a tube thus regulated in constant use for over two years, and would 
not exchange it fora new one. The tip of a is most easily made 
porous by heating it to redness, and directly the redness has dis- 
appeared, : Lightly touching a pool of clean mercury with the tip, 
when a multitude of fine fissures will instantly be formed. This is 
a delicate operation, as, if the glass is too hot, the fissures will be 
superficial only, and if ıt is too cold, none will be formed. If held 
too long in the mercury, the glass cracks toomuch. The best results 
are obtained when it takes 30 seconds to reduce the vacuum to the 
proper value; too rapid an action is fatal. 


National Institution of Apprenticeship. — The 
Report for 1908 shows that 166 boys and 16 girls were apprenticed 
during the year, and the total since May, 1905, now amounts to 
630. Many others have been placed to learn good trades, but without 
indentures. The analysis shows that some 16 were apprenticed to 
electrical trades during the year, making a total of 40 boys and 
three girls since 1905 under this heading. The premiums paid in 
1908 amounted to £2,263, but the bulk of these are repayable by 
parents or guardians in instalments, and £981 was so repaid during 
the year. Some 3,000 applications for assistance are now received 
yearly, and a sum of £13,000 is required to deal with these; the 
Council therefore appeals urgently for funds to carry on the work, 
which should be sent to Messrs. Robarts, Lubbock & Co., 15, 
Lombard Street, E. O. 
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Electricity in Battleships’. Turrets.—The trial of an 
electrical system of working the primary guns in the turrets of 


disadvantages on 


that to serve turret guns rapidly 
with ammunition is one of the principal needs of the Navy, since 
rapidity of fire is now so important, and cannot be obtained without 
a 


ectricity. The same conclusion is now 

being arrived at by the experts of our own Navy, but as yet the 
service is not so reliable as hydraulic power in British 
Considerable prx aiibi however, are taking place, 

and atleast one large shipbuilding firm has given the turrets an 
installation of electrical a that gunnery officers find to 
liking. Rapidity of is so important from primary guns 

that it is considered expedient to persevere with electrical plant. 


The Egmropean Electro-Metallurgical Industry.— 


The severe com 


egotia 
price convention in the carbide of calcium industry is stated 
y the Frankfurter Zeitung to be making itself still perceptible in 
an und degree in the markets of Continental Euro In 
the second week in September the price of unpacked кошын 
Continental works was ба. per cwt., as compared with the former 
quotation of from 7s. 6d. to 8s. 6d., but since then the price has 
receded to 54 fr., or, say, 4s. 5d. per owt. It is obvious, the news- 
р remarks, that such underselling is ruinous to the whole 
ustry, and the result hasalways manifested itself in the sense 
that various small producers of carbide of calcium have either 
collapsed or suspended production. It is considered that an 
improvement in the whole situation of the market can only be 
шо about by co-operation in the form of an international 
syndicate, especially as gn competition is becoming keener. 
The same observation, it is continued, also applies to ferro-silicon. 
This product of 50 per cent. ranges at present from 9s. to 9s, 6d. 
per owt. р at maker's works, with a scale of 61. per cent. and 
double hundredweight. How large the reduction has been is 
illustrated by the circumstance that the price in 1907 was on the 
level of from 19s. to 20s. per cwt., and in February of the present 
year it stood at 11s. 9d. to 12s. 8d. The price of aluminium, even 
when a present rate of 1s. 54d. per kilogramme is assumed to be 
the normal, is substantially less than the cost of production. The 
position of ferro-chromium isthe same. The common cause of the 
unfavourable development which the electro-metallurgical industry 
bas experienced is unchecked on, which has led to the 
premature progress of the producing works and to heavy over- 
production. It is therefore expected that a thorough recovery 
will omiy be possible when success attends efforts to bring the 
output and consumption into better proportion to each other. 


Football Notes.—ErxcTRICAL FoorBALL LEAGUE.— 
Last Saturday the County of London Electric visited the St. James’ 
Electric, wben the latter proved victorious by 10 goals to 2. Next 
Saturday the Metropolitan Electric visit the County of London 
Electric at their new ground in Buckbolt Road, Wandsworth, near 
Wandsworth Town station (L. and S. W. Railway). 


Тнв “Sours MzTRO." ELNOrRTO.— The South Metropolitan 
Electric Light and Power Oo., Ltd. (Greenwich), have formed a 
football club to be known as the “South Metro. Electric,” and 
Mr. O. H. Ellis, the hon. secretary, writing from 37, Annandale 
Road, East Greenwich, S. E., informs us that the club is about 
20 weak, and bave so far been unsuccessful in obtaining a ground. 
They would, therefore, be glad to hearof anything in this way from 
our readers, and would be very pleased for the opportunity to play 
a “friendly " with clubs in the same line who have a ground. 


Train Lighting.—Oomparing three systems of lighting 
railway trains with electricity—with a steam-driven dynamo and 
es, with storage batteries charged at tbe termini, and with 
axle-driven dynamos and batteries—Mr. O. W. Ott recently stated 
at Chicago that the costs worked out as follows:— 


Steam Axle 
dynamo. Storage. dynamo, 
Total cost per car, per year; operation $533.18 $599.61 $631.33 
First cost per car; equipment... 874.24 1,073 50 1,673.50 
Weight of equipment per car; lb. ... 2,075 3,800 4,900 


The actual] cost of maintaining electric light on more than 150 
cars on a prominent railroad in the United States during the year 
1908 was found to average $524 per car, and the average cost of 
equipment was $1,344 each. 


An Australian Claim.— According to the British 
Australasian the action in which Francis Edward Bradford, elec- 
trical engineer, claimed from the Victorian Government £3,500 for 
alleged breach of contract in connection with the proposed elec- 
trification of the suburban railways, has been concluded. The jury 
failed to agree. 


· Inquiries.—A ‘correspondent wishes to obtain a “ tarn- 
down” lamp with two filaments, operated by tilting the lamp, 
bara а globule of mercury, acting as a switch, connects the filament 

esired. i 

Makers of the “ Flare" arc lamp are asked for. 

Mr. C. Mittelhausen, electrical engineer and manager to the 
Bexley U.D C., will be glad if any reader who has supplied energy 
to blocks of cottages at a fixed price per lamp per quarter, will 
let him know the financial results of the system, as ascertained by 
a master meter covering the whole block. 


Will.—It is announced that the late Mr. Hugh Erat 
Harrison, Principal of Faraday House, left estate of £17,012 gross, 
and £16,740 net personalty. 


Concert.—The Anchor Cable Athletic Club held a tea 
and smoking concert last Friday week, at Leigh. During the 
evening, Mr. A. Crooke, chairman of the Leigh and District Oricket 

presented the Second Division Ohampionship cup and 
medals to the members of the cricket team. 


National Electrical Manufacturers’ Association.— 
The next committee meeting of this Association will be held on 
erent October 12th, at Balfour House, Finsbury Pavement, E. C., 

.90 p.m. 


Electrical Production of Steel.—The Siemens and 
Halske Oo., of Berlin, announces that the working up of minette 
iron ore in Lorraine-Luxemburg by means of the electrolytic process, 
has yielded an unusually favourable result. The electric steel plant 
erected at the Eicher Hutten Verein, of Le Gallais Mets & Oo., at 


scbaft fur E bas produced, since it was first set 
in o n, steel which is said to be in every respect equal to 
8 ish steel. It is considered that the manufacture of electric 


ateel in this way on the Rochling-Rodenhausen system should give 
an unexpected importance to the whole of the Lorraine-Luxemburg 
iron ore industry, as the district contains very considerable quan- 
can ore, and the opportunity for transport leaves little to be 


Corrosion of Iron.—At the Iron and Steel Institute's 
autumn meeting, Mr. J. N. Friend read a short paper on this sub- 
ject, in which he again upheld the theory that the presence of acid 
is essential to the corrosion of iron; almost any acid is effective, 
but the wide prevalence of carbonic acid has rendered this the 
most common У and thus has arisen the erroneous impression 
that carbonic acid is necessary to the formation of rust. The 
author points out the great difficulty of definitively deciding 
between the acid and the electrolytic theory, and criticises experi- 
ments which have been alleged to disprove the former, claiming 
that the balance of evidence is decidedly in ita favour. He con- 
cludes that pure water is not sufficiently active to effect the cor- 
rosion of pure ironin the presence of oxygen alone at ordinary 
temperatures, while Dr. Walker (see Exzo. Rev., August 200, 
1909) holds the contrary view. | 


Institution and Lecture Notes.—Prof. H. Stroud 
delivered a lecture at Armstrong College, Newcastle-on-Tyne, on 
the 2nd inst. on “ Wireless Telegraphy,” with the aid of 
numerous experiments aud lantern slides. The antenna at 
Armstrong College is fan-shaped. Between the two high towers is 
stretched a double cable of stranded wire, insulated at each end 
by porcelain insulators of special construction; eight wires in 
two sets, so asto avoid the gable of the King's Hall, are connected 
with the double cable, snd pass down to the experimental room in 
the physical department, all the wires being Joined together at the 
lower end and insulated from the earth. In the experimental 
room the antenna can, by means of a switch, be put in con- 
nection with the spark sender, the Poulsen arc sender, 
the receiving circuits, or the earth. During the lecture the 
antenna was used in connection with a spark sender and a receiving 
circuit on the table in the Hall, and signals were sent to and 
received from Cullercoata wireless station. The electrolytic 
detector was used, but instead of the telephone ordinarily employed 
for receiving the signals, a galvanometer was used, so that all 
could see the movement of the spot of light which indicated that 
electric waves were being received from the Cullercoats station 
eight miles distant. The lecturer expressed thanks to Mr. 
Morris-Airey, who had assisted in the design and equipment of the 
College wireless station, and to Mr. Sorensen, engineer and manager 
of the Cullercoats station. 


ASSOCIATION OF ENGINEERS-IN-CHaRGE.—The p me of the 
new session gives evidence of successful activity on the part of the 
Council. Papers on steam turbines, the heating and ventilating of 
public buildings, arc lamps, recording instruments, and electric 
welding are included, besides several of the social functions which 
form so notable and useful a feature of this society's organisation. 
On Wednesday next week the new President, Mr. Henry Adams, 
M. Inst. O. E., will deliver his inaugural address on “ Standardisation,” 
with Mr. James Swinburne, F.R.S., the retiring president, 
occupying the chair. Communications should be addressed to the 
Hon. Sec., Mr. Hy. Capsey, 112, Melbourne Grove, S.E. 


The roll of the Institution of Municipal Engineers now stands 
at 612 members and 82 students, making a total of 694—a remark- 
able number, considering the short period during which it bas 
been in existence. 


rr 
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Insrrrurion or Mmma ELECTRICAL ENGINEERS. — At the 
meeting last week, the President stated that articles of associa- 
tion had been drawn up, the principal clauses of which he explained. 
A London branch was being formed, with Mr. R. Krall, Balfour 
House, Finsbury Pavement, B.O., as secretary. A committee had 
been appointed to inquire into the causes of electrical accidents in 
mines, and to report in December. Further reference will be made 
to this meeting next week, the report having come to hand as we 


go to press. 


New Turbine Gearing. — It is reported in the daily 
Press that Rear-Admiral Melville, bis partner Mr. Macalpine, and 
Mr. George Westinghouse have jointly evolved a system of spur 
gearing which enables a high-speed turbine to drive 4 low-speed 
propeller without noise and with an efficiency of 983 per cent. The 
pinion driven by the turbine, it is stated, is mounted on an elastic 
steel floating frame, which enables it to adjust itself instantly to 
changes of alignment. Immense advantages are claimed for the 
system in connection with marine propulsion. A detailed descrip- 
tion of the device appeared in Engineering of September I7th last. 


Appointments Vacant. — The Municipality of 
Bloemfontein has been advertising for 4 station engineer at its 


electric power station at a commencing salary:of £27 108. per month, 


rising to £30 month. 

The Municipality of Kroonstad has been advertising for an 
electrical engineer for its electric power station at a commencing 
"I of £30 per month, rising to £35 per month. 

Sub-station electrician for the Mountain Ash U.D.O. (£2). Bee 
our advertisement pages to-day. 


t 


OUR PERSONAL COLUMN. 


y whether connected swith the 
de of the profession and industry, 
also electric tramway and railway oficials, to keep readers of the 
HxiyorsroaL Витт posted as to their movements, 


Central Station  Officia]s.—Mng. E. HESKETH, 
resident engineer and manager of Cromer electricity works, has 
been appointed resident engineer and manager of the Alderley and 
Wilmelow Electric Supply, Ltd. 

The City Oouncil of Bristol last week appointed Mn. A. 


Wrzsom, who had been in its service for four years, the last two E · 


distribution superintendent, as deputy city electrical engineer at 
£300 per annum, leaving over the question of future increments 
until & committee now sitting on the general increment question 
had reported. 

The Electricity Committee of Brighouse Corporation have ap- 
pointed Mn. Amos AsPINALD, who has long been in its service, 
manager of electricity department. 


General.—Mr. A. WRHALLET, M. I. E. E., is retiring 
from the British Insulated & Helsby Oables, Ltd., to commence 
a consulting practice, from November ist, at 27, Obancery Lane, 
London, E.O. (care of Knox, Hassal, Dodd & Oo.) and at 19, 
Croxteth Grove, Liverpool. During 23 years with the Telegraph 
Manufacturing Oo., Helsby, and with the British Insulated and 
Helsby Cables, Ltd., he has been chief engineer at Helsby and 
manager and engineer at Liverpool respectively, and has been 
responsible for the design and manufacture of every description of 
insulated wire and cable for lighting, power, traction, telepbony, 
c., also of all apparatus for complete trunk and local telephone 
exchanges, telephone instruments, &c., and, in addition, of tele- 
graph equipments for railway and postal administrations. He has 
had of important cable contracts abroad, and carried 
out the equipment of the London and other large telephone trunk 
exchanges for. the Post Office during the last six years, besides 
common battery exchanges. For 20 years switchboards, &., have 
been supplied under his control to the National Telepbone Co. 
His connection with telephony dates from 1881, in the days of the 
Lancashire Telephone Exchange. 

After six years with the General Electric Оо, Ltd, Mn. 
OswaLD L. Recorp has left to take charge of the accessories 
рынан of thé Lahmeyer Electrical Oo., 109-111, New Oxford 

treet. 

The Canadian Gazette states that Mn. W. W. Porn, K O., for 20 
years connected with the solicitor’s office of the Grand Trunk Rail- 
way, has been appointed secretary to the Hydro-Blectric Power 
Commission. The chairman is the Hon. Adam Beck. 

It is stated that Мв. Wu. Овіғугтн, chief inspector of the 
electrical and signal d ent of the L. & N.W. Railway in the 
Manchester Division, stationed at Tyldesley, is about to retire. 
Mr. Griffith has spent 40 years in the romper de service. 

Ma. F. Н. Bamsunyr, engineer of the Acheson Oildag Oo., of 
Niagara Falls, sailed for Europe towards tbe end of Septembar. 
Mr. Banbury is an Englishman who went to America a five 
years ago, and was connected with the Commonwealth Edison Oo., 
of Chicago, A little over a year ago he became connected with the 
Одер Oo., and he has now come to Europe in the extended patent 
interests of that company. 


Tramway Officials.—The York Tramways Committee 
has recommended the appointment of Ma. J. W. Hamm, city 
electrical engineer, as general manager of the tramways, the 
remuneration, therefore, to be fixed at a later date. 


Obitaary.—We regret to learn that on Wednesday 
morning last Ма. Онлвгиѕ J. Rongarsoy, M. I. E. B., ear and 
technical director of the Robertson Electric Lamps, , Brook 
Green, died after a prolonged illness. | 


NEW COMPANIES REGISTERED. 


Halesowen Lighting and Traction Co., Ltd. (105,186).— 
d on September 29th, with a ca of £10,000 in 


uire the rights, powers and priv gran 
the Provisional Order granted by the Board Pt under the Eleotric Ligh 
1888, t f Halesowen, Woros., 


ot, 1908, and to usiness of 
tricity for light, heat and power, &o. -The subscribers (with one share each) 
are: | M. I. M. B., The Elms, eee H, 


+, contractor. 
scription 10 per cent. of the shares offered to the public. The number of 
directors is not to be leas than three or more than five; the first are G. Balfo 
W. Shearer and A. H. Beatty ; qualification, one share; remuneration as 
by the company. Registered by Pemberton, Cope, Gray & Сог 5, New Court, 
Lincoln’s Inn, W.. i 


Electrolytio Apparatus Syndieate, Ltd. (105,153).—This 
campany was red on Septem 98th, with a capital of 45,000 in 
#1 shares, to adopt an ent with J. T. Niblett for the uisition 
of inventions for elec io apparatus, and 10 carry on the business 


of manufacturers of and dealers kinds of mechanical, chemical, 
electri and electro & (except for айр The 
subscribers (with one share are:—J. T. Niblett, Cleve ark 
J. Manger, 39, ‚ Sydenham, 

to 


com P" 
sereni: ie subscribers are to appoint the first; qualification, £90; remunera- 
tons ^н per annum (obairmah, £50), Registered office, 11, Victoria 


Therol F Patent e (108,185).— 
ero oreign Paten 8 Syndicate, Ltd. (104,185). This 


E ba certain „ agreemen 
в, o acq and turn to account a oo an $ 
with G. G. Bell and J. St. V. Platte, and to on the business of electricans, 
mechanical engineers, manu workers of, and dealers in, elec. 
trieity,'&oc. The ribers are:—J. B. tti, Bowden ‘Gree Pang. 
bourne, Berks., eng ness: 250 shares; H. M. ey, 90, Road, 

wiok, W., eleotr engineer, 100 shares. прапу, The number of 

six; the first are ameg. " 


each, to carry on th 
engineers, electricians, suppliers of electricity for light, hoat, motive рте or 
otherwise, manufacturers of and dealers in electrical tus, Eo. The 
subscribers (with one share each) 


accountant; H. Parker, Оюп , . 
Private company. The number of directors is not to be lees than two or more 
tion, 450; remuneration as Axed by the company. Registered oios. Palace 
on, ; rem on as е A ce 
Chambers, Bridge Street, Westminster. 4 : 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


РА 


Р ri e ' „= | 
enrith Electrie Supply Со, LU „09 764).—Morteage on 


certain land and premises in King Street, Penrith, dated 
the Bradford 


September Ist, 1909, to secure all moneys due or to become due to the 
District Bank, Ltd., Bradford. . 


Electric Supply Co. of Victoria, Ltd. (66,059).—This company's 
| filed on September 14th, when 147,875 ference and 195 
ordinary shares had been taken out of a nominal capital of 2807,00) in £1 shares 
(150,000 preferenoe). £1 per has been called up on 29,889 and £22,889 has 
been received. £249,908 is donsidered as paid. Mortgages and charges £167,985, 


Davis Electrical Co., Ltd. (99,740).—1ssue on September 22nd 
RD charge en tentang aaa peius 100, 1. e eem 
ing\uding uncalled capi No trustees. Previously шола of same sorisa. 


Bray, Markham & Reiss, Ltd. (74,871). — This company’s 
annual return was filed on August 27th, when 8,000 shares had been taken up 
out of a nominal capital of £90,000 in #1 shares; £8,000 has been paid. Mort- 
gages and charges: Nil, 


OITY NOTES. 


Willans & Robinson, Ltd, 


Mn. J. O. Рвлони, managing director, presided on Tuesday at the 
ора Street Hotel, over the thirty-first half - y early mesting of 
e above company, 
The Oxaraxan, in mo the adoption of арен и Пас 
TAIAL Батгат, October ist, page 546), said that the result shown 
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for the half-year’s working was, the directors regretted to say, 
unsatisfactory. After allowing for the loss on the half-year's 
working, the balance standing to the credit of the profit and loss 
account was insufficient to provide for the payment of the full pre- 
ference dividend, and there was no surplus to go to the payment of 
interest on, or to the redemption of, the funding certificates. 
The directors realised it was a result that the shareholders 
must view with concern and anxiety. In the course of his 
remarks he hoped to be able to lay some facts before them, 
which would allay in some degree that anxiety, and to 
satisfy them that when this period of failing trade was past, 
they would again attain the condition of progress that had lately 
marked the course of the company’s affairs. The disappointing 
result of this half-year’s working was entirely due to the continued 
depression in trade. They might take what comfort they could 
from vhe fact that they were not alone io this unfortunate posi- 
tion. Osher concerns all over the country were suffering in the 
same way, and their published accounts were in varying degrees 
telling the same tale. . The principal business of this company 
was the production of macbinery for the generation of electricity. 
This was a line of business that had been adversely affected to a 
greater extent than, perhaps, any other in this country. This 
branch of engineering was suffering, in common with other indus- 
tries, from the present widespread want of confidence and reluctance 
to risk the employment of further capital; but beyond this there 
were csuses, confined to this industry alone, which had been 
accentuating in its case the effects of the general depression in 
trade. The introduction of the metallic-filament lamp and the 
great economy in current realised by its use was baving a very 
serious effect on the revenue of electric lighting stations. In all 
parts of the country the output of current was falling off, and 
electricity concerns, instead of having to order new plant, were 
finding that their existing plant was in excess of their present 
requirements. In the end, no doubt, this cheapening of electric 
light would lead to a great extension of its use and a renewed 
demand for plant. For the present, however, new construction 
was at a standstill, and the business of building electric generating 
plant for this country, at all evente, was in a state of stagnation. 
The number of orders to be obtained in this country for electric 
generating plant were few, and owing to excessive competition, 
prices had been driven down to a level that left only a narrow 
margin for profit. The orders obtained in recent half-years had 
been insufficient to keep the works fully employed. In the second 
half of 1908 the value of orders obtained was disappointing, but 
that half-year profited by a large balance of unexecuted orders 
brought forward. In the firet half of the year 1909 (the half-year 
they were now considering) the value of orders obtained was con- 
siderably larger than in the previous half-year. That was an 
encouraging feature, but the bulk of their old orders had then been 
worked off, and for two months in that half-year it was necessary 
to put the works on short time. Since June, he regretted to say 
that the improvement experienced in the early part of the year 
had not been maintained, and there was no doubt that for the 
present and for the immediate future they bad to face a continued 
scarcity of work. Hewould briefly give au account of the steps 
they were taking for obtaining business to keep their shops pro- 
fitably employed. They had devoted great efforts to obtaining 
orders for steam turbines abroad, and in this direction they had 
met with considerable success, and had obtained good orders for 
Canada, Australia, South Africa and Japan. Indeed, in the absence 
of work coming forward for this country, the bulk of their orders 
for electrical generating plant had been from abroad. They had 
endeavoured with some success to extend their connection with 
industrial concerns in this country, and had supplied a number 
of turbine plants for driving the machinery of cotton 
mills, collieries, harbour works, and so forth, but in these direc- 
tions work had been restricted by the general depressed state of 
trade. Cotton mills, for instance, were now running on short time, 
and no new mills were being built. Under their agreement with 
the English Diesel Co. they were entitled to a considerable 
volume of orders for Diesel oil engines. Unfortunately, due tothe 
depressed state of trade, the Diesel Co. had not so far been able 
to keep them supplied with orders at the rate they were entitled 
to expect under their agreement with that company. They were 
still building & certain number of Willans engines, and had several 
in course of manufacture at the present time. Repair parts for 
Willans engines still furnished them with a substantial volume of 
work. Condensing plant, a comparatively new manufacture with 
them, brought in a certain number of orders. Parts for motor 
vehicles also gave them profitable employment, but in all these 
branches they were adversely affected ру the present slackness of 
trade. There were several new branches of manufacture in process 
of development. Hydraulic turbines and high-lift turbo-pumps 
formed two of these, and there were a number of both these turbines 
and pumpson order in their.shops. The first of the turbo-pumps 
had passed its trials with most satisfactory results. In this new 
departure they had the co-operation of Mr. Orten-Boving, an 
engineer of wide experience in the manufacture and working of 
hydraulic turbinee and pumps. He had already obtained a number 
of orders for them, and it was hoped that an increasing business 
in this class of machinery might be relied on in the future. They were 
also engaged on the development of some other branches of manu- 
facture. These had not yet reacned tne tinal stage, butthey trusted 
in the near future some of them would be of material help to them 
in earning a profit for the sbareholdera. Notwithstanding the poor 
result of the past half-year's working, the position of the company's 
allairs to-day was а sound one. In cash and marketable securities 
they had a substantial provision against the needs of the immediate 
future. The cash balance at June 30th was £49,339; marketable 
investments held at the disposal of the company, £11,653. The 


item of debtors stood at £168,703. Of this total £74,000 bad since 
been received, and the balance was a good asset. The result of the 
agreement made with their debenture stock holders in March now 
showed in the balance-sheet. By that agreement the fire fund was 
made available for the redemption of debenture stock. By June 
30th last they had actually redeemed £8,767 of stock, 
making a profit of £1,761 on the transaction, and this 
profit had been added to the reserve. Up to that day а 
further sum of £9,666 had been redeemed, making in all £18,433. 
At December 31st last the reserve fund stood at £36,331. At Juoe 
Sath it stood at £62,629, this increase was due to the release of the 
fire fund securities which were ear-marked for the redemption of 
debenture stock. Since June 30th they had settled a claim arising 
out of a contract made for the supply of large gas engines. This 
contract was entered iato by the company in the year 1903. For 
some years past it had been known that the company had 
incurred a heavy liability on this account: a lawsuit 
has been pending, and in July last, acting under tbe 
advice of counsel, a settlement of all claims was arrived at with 
the plaintiffa, by the payment to them of £15,000. This loss had 
to be set against their reserve fund. As stated in the report, with 
the exception of any loss that might be made on the final di 

of the Queen's Ferry works, the settlement of this lawsuit closed 
the last of tbe serious difficulties arising out of the aituation dealt 
with by the Advisory Committee in the spring of the year 1904. 
For the Queen's Ferry works, there had been one or two 


‘encouraging inquiries, and there was some hope that a sale would 


result from negotiations now in progress In the meantime the 
works had been kept in good order and repair. The charge on 
account of Queen's Ferry for the half-year was £1,170. A con. 
siderable part, however, of this sum was due to costs that would not 
recur—such as salaries to officials whose terms of engagement did 
not terminate until a recent date. In future the cost of maintain- 
ing Queen’s Ferry would probably not exceed £600 per half-year. 
It was necessary to be patient about the disposal of this property. 
It was hardly likely thet a price would be obtained that would 
fully cover the figure at which the works stood in the balance-sheet. 
On the other band, it would be unwise to attempt to force a sale 
by accepting an inadequate offer. The present depressed con- 
dition of trade was much against tne prospect of their being able to 
find a purchaser, bat the works formed a very fine industrial 
property, and they must be content to hold it for the 
present. The sale of surplus plant at Queen's Ferry 
realised some £9,313, and with the proceeds they had been 
purchasing new and efficient tools for the equipment of the Rugby 
works; £338 108. bad already been spent in this way, and they had 
& balance of £8,974 available for the purchase of further tools. This 
£8,974 was included in the item of debtors, £165,703 153. 7d., and 
although ear- marked for the purchase of plant, with this qualifie 
tion, formed an addition to the cash resources of the company 
beyond that shown on the balance-sheet. A bad time like the pre: 
sent afforded a favourable opportunity for cuttiog down expenses, 
and, as they were aware, the directors had devoted their special 
attention at this point since 1904, though this process could not be 
carried on indefinitely. Nevertbeless, during the past half-yesr it 
had been possible to effect further material reductions, and there 
were still other reductions that were being carried out at the present 
time. This matter of expenses was one that had had, and would 
continue to bave, their close attention. There was, however, one 
direction in which they dared not cut their expenses—that was in 
their machinery for procuring orders. With orders hard to get, 
their efforts for effecting sales had to be redoubled. The expendi- 
ture on travelling, for instance, might appear large, but in bad 
times like these, expenditure of this sort was even more necessary 
than in good times, when orders were coming in freely. The cost 
of patents and development work again showed an increase— 
£7,974 at June 30th, as against £7,281 at December 81st. Depre- 
ciation at the rate of 10 per cent. per annum had, as usual, been 
written off this half-year from the January total—viz, £358, 
but the additions during the  balf-year had more than 
balanced this. These additions had been principally occasioned 
by development work on water turbines and high lift pumps. In 
the opening up of new branches of manufacture, expenditure of 
this description was inevitable, but it was, they trusted, expendi- 
ture which would yield a good retura in the fature, and as already 
explained it was of vital importance to the company to widen the 
field of its operations. The board were not in fl position to make 
any proposals with regard to the vacant post of chairman or ast 
additional directors. It would be s good thing for the company 
were ib possible to secure as chairman, a man of first-class ability, 
in touch with the financial and business interests on which they 
were dependent, and one who would be able to effectively farther 
and extend the business of the company. The board were giving 
this important matter their careful attention, but until they Were 
in a position to place before the shareholders recommendations 
which would fully meet the needs of the case, they would ask them 
to leave the management of the company’s affairs in the ban 

the three directors who now formed the board. The work of the 
two ordinary directors had not been confined to the business of the 
monthly board meetings. They had carefully looked into the 
affairs of the company, and had been active in forwarding the 
interests of the company in other ways. He had not hesitated to 
call for their help in matters of importance as these bad arisen, 
their meetings had by no means been confined to the 1 
monthly fixtures. In Mr. Robertson they had a very active un 
helpful colleague. Both Mr. Anderson and he felt that his accession 
at a time when the company was passing through a difficult time, 
though of advantage to them, was rather hard on him. Tha oom 
pany has a most capable staff of servants, and the works were ina 
high state of efficiency. They trusted that the present setback was 
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but temporary, and that as, and when the state of trade returned to 
& normal oondition, the works were well prepared to take full 
advantage of it. 

Мв. SHIRLEY Puce, in seconding the motion, said the chairman 
had made no attempt to gild the vill. He did not think the pill 
after all was во difficult to swallow. It was not so serious as many 
he bad had to swallow that year in regard to other concerns. He 
thought there was a hopeful future before them. 


Cor. PLUNKETT asked how much of the item of £5,162 for the 


salaries of staff was due to Queen's Ferry, and how much to the 
Rugby works. i 

A SHAREHOLDER asked if anythiog was likely to be done with 
the freehold premises at Thames Ditton. 
MB. Вогғовр said that they heard now that a lawsuit 
had been settled for £15,000, but they had never heard of 
that before. However, he wished they would treat the (Queen’s 
Ferry works in the same way, for the board had been telling them 
year after year what they were going to do with Queen's Ferry, 
and they were about sick of it altogether. He would like to 
know whether the assets were valued by an outside valuer or by 
their own. How did they arrive at £300,000 for the Rugby works 
—it was a sum which would buy about half Rugby. Не did not 
believe in the report a tiny bit, but considered the assets were 
faked, and judged the board for what they had done. The board 
had brought them to beggary. He considered that a body of 
business men should investigate the affairs before the report was 
adopted. " | | 

Мв. W. StTEWARD wished to know whether the reduction of 

nses was anything in proportion to the reduction of the 

volume of business. A year ago Sir Gilbert East made 
some observations to the effect that Mr. Peache could not 
do everything, and said his subordinates could force him to 
pay high salaries. The expenses had apparently increased, but 
he did not know how that was attributable, to Queen's Ferry. 


Whilst everyone felt confidence in the management of the 


worka by Mr. Peache, yet the shareholders did not feel a corres- 
ponding confidence in the department which might be called the 
business management, and he supported what had been said as to 
the need of a good man as chairman. 

Мв. Lines suggested that if they could not get a good class man 
as chairman they might amalgamate with a good class concern. 

Replying to these and other questions, the CHAIRMAN said the 
freehold premises at Thames Ditton stood at the figure to which 
tbey were written down, and they were doing all they could to get 
rid of them. The lawsuit had been mentioned several times, but 
naturally it was a thing they did not talk much about for fear of 
prejudicing the result. 'The claim made against them was for over 
£100,000, and the proceedings had been going on for three years. 


Under the advice of counsel, they settled the whole matter for 


£15,000. It was a big sum, but not, he thought, an unreasonable 
settlement. That sum did not include their own costs. He could 


assure them that they bad good reason for hopes as to the disposal 


of Queen's Ferry, although it was quite true that they had ex- 
pressed good hopes in the past. The atsets had not been valued by 
an outside valuer, but if there was a strong feeling on the subject 
it could always be undertaken. The board were perfectly 
certain that a valuation would more than justify the figures 
in the balance-sheet. Everyone knew that it was impossible to 
rednce working expenses in exact ratio to a reduction of business, 
although they tried to economise all they could. It wasa reason- 
able suggestion to include the directors’ fees with the salaries of 
the staff, for they were paid for actual work in the business. 
Taking the two together, the figure for the second balf of 1908 
was £7,652, whereas in the past half-year it was £7,150, which 
showed a reduction. Neither the finding of the right man as 
chairman, nor getting offers for an amalgamation with a firm 
which would be an advantage to the company, were easy things, 
bat the last point had been under their consideration, and a year 
or so ago there was an actual proposition before them. If, in the 
future, it were to appear desirable to again consider such a matter, 
he could assure them that they were very ready to give it their 
serious consideration. 

Tbe report was then carried with one dissentient, and a vote of 
. thanks to the board concluded the proceedings. "od ds 
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Bank Rate.—The Bank Rate was yesterday raised to 
3 per cent. | | | 


Sao Paulo Tramway, Light. and Power Со.—А 
quarterly dividend at the rate of 10 per cent. per annum is 
announced. | 


Eastern Extension, Australasia and China Telegraph 


Co.—An interim dividend of 2s. 6d. per share, tax free, for the. 


quarter ended June 30th, is announced. 


Para Electric Railways and Lighting Co., Ltd.—The - 


ectors announce a dividend on the preference shares for the half- 
year ended May 31st, 1909, at the rate of 6 per cent. per annum, less 
tax, payable on November lst. | | 


Glenbeig Union Fire-Clay Co., Ltd.—A dividend of 


8 per cent. has been declared on the ordinary shares for the past. 


year. 


Lisbon Electric Tramways, Ltd.—An interim dividend 
of 24 per cent. has been declared. 


+ 


Puebla Tramway, Light and Power Co. 


Tux directors state that the issue of their report for 1908 was 
delayed, pending the completion of the arrangements for the 
acquisition of the local competing lighting company (Compania 
Hidro-Eleotrica de San Agustin, S.A.). During the period covered 
by the accounts the earnings of the tramways have been affected 
(as foreshadowed in the report to December, 1907) by the paving 
improvement work which is being carried out by the Municipality 
of Puebla, and in connection with which considerable betterment 
work and expenditure has had to be.undertaken by the company 
which, when completed, will, it is anticipated, result in benefit to 
the tramway business. The lighting business (says the Financial 
Times) has suffered very severely during the last two years in 
consequence of the fight with the San Agustin Co. The board, 
however, are glad to state they have succeeded in putting an end to 
this competition by securing for the company the control of the San 
Agustin Оо. as from July lst, 1909, on satisfactory terms, and they 
expect a material increase of revenue. The gross and net earnings 
of the power business continue to show a steady increasé, and the 
results therefrom are satisfactory. The supply of power to the San 
Rafael Paper Mills (1,500: m.P.) mentioned in the report for 
1907, commenced in October, 1908. The results for the six months 
to June 30th, 1909, show a marked improvement over those of the 
previous period. The net profits for that period amount to approxi- 
mately £21,500 (nearly equal to the profits earned in the year 1908), 
and thus the bond interest for the same period—£21,891—is prać- 
tically covered. The board consider that the outlook for the future 
is very promising. With the removal of the ruinous competition 
in the lighting business, a great improvement will be shown in the 
net profits of that department. The material increase in the profits 
of the power business during the first six months of this year should 
also be further augmented during the current half-year by the 
revenue from the power already sold or being contracted for. 
Being satisfied that it is now a practical certainty that the balance 
of the power available from the two Portezuelo Falls and the falls 
of the San Agustin Co. will be sold within the next two years, the 
directors have decided to proceed immediately with the partial 
development of the Tuxpango Falls (30,000 H.P., but вау 25,000 нер. 
to allow for abnormal dry seasons, such as the last season has 
been), so that the company will be in a position to meet the 
gtowing demands of the City of Puebla and the district served by 
the company. 


x 


Anglo-American Telegraph Co., Ltd.—The board 
has resolved, after placing £5,000 to the credit of the renewal fund, 
to declare an interim dividend for the quarter ending September 
30th, 1909, of 15s. per cent. on the ordinary stock and £1 10s. per 
cent. on the preferred stock, less income-tax, as last year, payable 
on November ist. 


South Metropolitan Electric Light and Power Co., 
Ltd.—Warrants for interest on the 44 per cent. first mortgage 
debenture stock of this company for the half-year ended Septem- 
ber 30th, 1909 (payable October Ist) have been posted. 


Germany.—The Rheinisch-Westfalisches Electricitiits- 


_werk Gesellschaft, of Essen, is declaring a dividend of 8 per cent. 


for the last financial year, the same as for the preceding 12 
months. | | 


Brisbane Electric Tramways Investment Co., Ltd. 
— he directors will pay a dividend of 3s. 6d. each on the ordinary 
shares, in respect of profits for the half-year to June 30th, 1909. 


Melbourne Tramway and Omnibus Co. (Australia). 
A dividend of 44d. per share for the quarter ending September 
30th, is announced.  . 


Messrs. Pirelli & Co., Milan.—The capital of this 
company is now 10,500,000 lire. The general meeting of the com- 
pany, presided over, recently by Signor Riva, was attended by 53 
shareholders. The shares are 500 lire.. It was decided to dis- 
tribute 40 lire per share, and to carry forward 2,954 lire. The 
directors reported satisfactory work at the establishment in Milan, 
as well as that at Villanueva, near Barcelona; the latter is now 
almost in a position to undertake the construction of submarine 
cables. Negotiations are proceeding for the establishment.of new 
works at Bicocca. ! | 


* 


Prospectuses.— New York Telephone Co. — Messrs. 
Baring Bros. & Co., Ltd, have been before the British investor 
offering £2,009,000 of 43 per cent. first and general mortgage 30- 
year bonds at 95. A further £500,000 is reserved for Amsterdam, 
and £2,500,000 for the U.S. The list was to close on 7th inst. 

Carey United Rubber Estates, Ltd.—This company last week 
offered 100, OC O shares of £1 each for subscription. The company is 
acquiring an estate at Kajang, F.M.S., which is “now yielding 
large returns,” and will also acquire 5,000 acres of virgin forest 
from the Jugra Land and Rubber Estates, Ltd., and plant rubber 
thereon. 

East African Rubber Plantation Co., Lid.—An issue of 75,000 shares 
of £1 each was offered last week.. The company acquires a number 
of plantations in the north-east of German East Africa. 
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Bouth wende ntl * 9,943 | + 8 — @ movemen Шаг Chartered st kings, the 
B. Metropolitan... rd "ш. s н | 657 |+ $8 o0] 77 of the generally дын for a few ex dividend mar | 
M Mi | и s — 35 n 150 EIER very quiet, and а и benefited substantially 
{Worcester "OM a038 f 180) " юз |+ ше |: hardly deserve ht сту M bonds gei the precise amount of 
о рс |" з 6+ шр» | 8, se Mexican Light ant roduced as f 1 in the 5 per 
Yorks. Wool эй 24 - éé 7.98 si us evidences P also a rise o exico 
os 3 2,608 + oa, л, еи E s 29 I from 5 Necaxa, send 5 Light tvi on Pen e ol 
8 P 25 , | BAT oe |. can an А 
Burton-on-Trent .. вори. 36 | 1.207 |+ ш » бм Le п: cent бый bonds с 5 Él 1 = 
+ 43 oe Ud . 9 864 |— 29 81,906 £ 604 9:89| .. mways Comm in the bonds are ° being ob 
Carl d Dist. | Вер. 19m |+ | = MAT [+ 9,88 1145 кы 5 and here ag trifle firmer, small E nS Trams at 9. 
555 17 | 8,890 |+ 21 |96 6679 — эй 4 .. this section are Euren ez 24 dividend, aud cent, and the 
tor s oa "| we a5 * 925 T мв Мв: . еч 24 4 
E са E Ca un een at 119, ez 3) per оеш, . 5 
F . 2,404 |— a7 "S ference ' d Ordinary г 122]. 
Sept. 99 116 e T 5 Prefe referre ce to 4 
Ban Bam :. G0. 3 ins 8 ie |. | 901,808 — 4,077 | dó | `$ British RU si of 2 bringing em Debenture again 1 20 
Exeter ev : =. 2 86, T 88 ee да ee * en steadily, 4 : Calcutta Tramwa benture has 
lasgow өө Sept.80 | 9, 2: ae КН vs " steady ; а nd De k a little 
TUM : m 45 | 3 1 + 188 12 Е int British p ач 0 Railway Tooome Е 
Hull .. ee 85 epi. 50 862 99 | 91 2,015 |— 102 i po * a und El ly. The 
Pm. он ас ee 11 | 19 im 4% 80 |: and Undergro hat irregular 
Ipswich .. eee 19| 99 | 52182 — 4,088 94 6 further. icurities have moved somew «кау iine 
ben Tinker rm. o. era ae 5 V e prios of the Det 
E. % xe | iô} 1006 |* MR J 5 reported 
Leicester MU as tae P orm : Hr 88 806.195 TOM tion piden. x ier. The оза iland Government = 4 the 
Leith. Go exl 5:958 | + .. | 942,961 —25, 8.55 a little н be Newfoun ables, 
Liv |» 187 561 |—2,870 | .. 9,:93 |+ 1,046 105 gone ble with the ud ucting c United 
L.C. Tm ‚ | Oct. 2 ae 5 | 61 404,806 |— 8,027 be having trou ipes for co d to the 
London United : Sepi. 18 = We 8c. — 14% . to of certain p been referred t: affect 
wm. 2 | 81,907 . to the laying of have likely to 
Manchester x Sepi. 25 9 8 . 10 . in 1 с Voll! 
„ occ в рема 30 0.886 f 1.516 (1535 = States Serena oe Debenture oe stock : 
{РОТА out Sept. 20 1.001 70 2⁵ 16.772 — 8,828 9:69! 2-6 1 last week. шек the dividend с; to each other. 
ыша c #1 | 9400 "IE: | 1518m — эй dpa аа сниме ра in directions а ten like the рю 
Rother da e 97 К 99,186 E 88 oe 5 em 
а. s+ ос B алет — m 36 | 16055 |4 o ene Fes Companies’ stocks € Telephone bonds а; open for less tban 
Bheffiel 0 баш bibi 9 963 | 15454 |— cle issue of New Yor tion lists 
оч 3 1,112 18 72 дат |+ 7 "яа Ап t cakes, the subscrip the oon 
үүтү "рн Sept. 22 | 169 17/18 | 594 + 80 verbial ho cement tbat of 
„ E 20 17,61 f 84 l.. hours. the announ r that par 
18win * 2. ost 3| 1888 [+ HAE re MESES Rt two ho fell to 15s. upon ment fo се is 
Wale; >. 2: | Oct 8 | 6,149 | вет |25} | 6036 5 ^91 140 1-76 Marconi shares V 
{Wan — o| n 9 1, 390 |18 44.258 о ева 265 tis madera ig recently ting, and the inspired to brace up the 
9| 6315 18 64,808 |— 4,970 | 1.36 | .. the disappoin , tter, failed for them- 
Waterloo | Oct. 9 597 |— 6,299 41,890 |+ 1.206 | 8 | .. regarded as very best of the ma to estimate 
parkede АЧА E dE: aint alte I — te proprietors ere abito estimate б m 
Char. +, Bus. „ 8 '824 |+ 88 | 18 16,494 |— 8 9-36 | .. tion. Probably t, which, by 
. eee 1 quota f the payment, the concern. and 
Lasan . : 3 2 — 40118 20.292 |+ 55 selves the value o fit to gained 15 
e|’ | 8 | oo | os roes of steady pro have 
EM OTAI, : : 2,652 + ш " At ы B 4*8 ps of one of the 80 0 are better. 8 and 
2 nl | и 2.4038 f 198 | 18 206982 aces | MV. National 5 shares rose to 1$ hole. Willans 
L " ' 1 675 |+ 6, 8 River Plate the w dition 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE CONPANIES. 


NAMB, 


‚з Nos. 1 to = 
do. к: et i ы? uet 

American Telephone WEIT 

( Do. Collat. Trust, 4% 1 to 8 


e, Sting. 500 year 4% Deb. Bk. Red. 


ora. 2 
10 96 Oum. Pret. 
Debs. 


eo 
ee 


Hastern Extension, 
Do. 4% Deb. 
East. & В, Afric, Tel, 46% Mt Db. Db. Mauritius) 
Globe Telegraph and Trust .. 95 : 
Do do. 


— and Bermudas Oable, 44 * 1st Mort. 
Debs., з Мов. 1 to 1,900, Red. 


elegraph .. m 
Monte Video Telephone Oo. * Ord, 


Oriental Telet. and Mies. 1 80 Ii fully paid 
Do. 40. йо, 6 Gan ба pata 


Do. do. Red. Deb, Book . ee 
Pacino a Nuropean та, 4 uar, реи» 1 to 1,000 
Telephone Co. of Deb. Red ee i 
Submarine Cables st. ü% ee se ee Cert. 
United River Plate "ue hone. " 6 
Do. . Pret. Nos. 1 14040 5 
аг 240,00 93 
esters elograph 1 to 12.000 157 Bras. Bud. Tel. 100 
ta to 901,980. . es 10 
one i« T lb. tock .. | 100 
West India and Panama Tel h 5% өө 10 
Do. do. 6% Cum. lst Pref. oe 10 
Do. do. 6% Cum. 2nd Pref. ө 10 
Do. do, 5 Debs,, Nos, 1 to 1,800 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


T IF в 


Dividends for the last 
four years. 
1908. 
* dea E 
Y: 39323 
41% 4% 14% i 
B4 84% |23 4s. 
8 6 6 5 
| Y; 
5 Б 5 5 % 
8 8 8 8 % 
4 4 4 4 
Б 5 6 6 
10 4, 104 |10 $ [10 
4 4 4 4 
10 % 10 10 f 
* 
4 44% i 43% 
7 19617 12 
ү ү 15 84 
4 4 4 4 
1 1 1 E 
4 4 á 4 
4% 4% 4% 4 
Н: 
9495 [90 4 20 % [18 
4% | 44% | 4% | 44% 
12 3175 
TIE aE: 
N Nil | Nil | Nil 
б 6 % |6 % 6% 
5 5 15 7 5 
6 655,164 65 
b 5% 16% |6 
8 6% 169% 6 
8 5 6 16 % 
4 44% 14% 4% 
7 1% 18% |8 
6 6% 169% ү: 
4 13454 
4 154 4 
FIR | | 
Y3Ev AE |6 
8 8518 75 8 
X: 6 % 230 AT 
4 44 |4 9 ut 
t 1T% 1% 7 96 
á 4%|4%|4% 
N y МЇ | Nil 
6% T 
E: "di 15 
59% 5 


% | 5 % 83 


ore Trams, 5 % Cum. 1st Pref., 
640,000 
Do. 5 95 2nd Pref., 800,001 to 1,800,000 
Lo. 4 4 Deb, Btock Е 

Auckland E. Trams, Б 96 lst Mort, Deb. Btock 
Babcock & Wilcox, i to 580,000 . PE 
Do. do. 6 % Cum. Pref., 1 to 100,000 Se 
British Aluminium, Ord., 1 to 40, 000 . җа e 


Do, do. 7 Cum. Pref, ae T 
Do, йо, " 6 % Cum. Pref, 

Do, do. 4% Funding Certs. 
Do Loch Leven Debs. 


" do. 
British Columbia E. Rail Def, Ord, Stock .. 


Do. Pref. Ord. Stock гё * ur 

Do, 5 % Cum. Perp. Pref. Btock š 

Do, 44 % 1st Mort. Debs., 1 to 6,250 . 

Do. 44 % Vancouver Power Debs., 1 to 2 300 | 
British Electric Traction ; 

" do. 6 96 Cum. Pret, T 

Do, do, 5 % Perp. Deb. Btock 

Do. do, 44 t: 2nd Deb, Stock Red, 
British Insulated and Helsby Cables * oat 

Do, do, 6 % Cum. Pref. 

Do. do, 44 % 1st Mort. Deb. Red. 


96 1st Mort. Debs, 
ref., 1 to 200,000 and 

215, 001 to 415 i) 
4 EN Deb, Btock 


do. 6 p Cum. Pret, -" 
Brush Electrica] Engineering, Ord., 1 to 106, ,781 .. 


British Thomson-Houston 4 
{ British Westinghouse 6 % 


do, Non-cum, 6 o, Pref, 
Do. do, 4 96 Perp. Deb. Btock 
Do, do, 44 % Perp. 2nd Deb, Btock.. 
Calcutta Trams, 1 to 187,610 .. 
Do. 5% Cum. Pref., Nos. 1 to 99, 880. . 
Do. 44 96 1st Deb. Stock. 2 
Callender's Cable Construction shares АА 
ро. до, 5 % Cum. Pref, ° 
Do. do. 44% 1st Mort, Deb. Btock Red. | 
Саре E. Trams.,110 491,299  .. ° 


Castner-Kellner analy і 15 450,000 
Do. lst Mort. Deb. Stock 
Central London Railway, rd, Stock. * : 
Do. do. 4% Pret, Stock i» $e 
Do. do, Det. do ee 
City and South London Railway ee es 
Crompton & Co., Nos. 1 to 86,000 яз 
Do. b 96 1st Mort. Reg. Debs. i^ 1 to 
| 900 of £100, and 901 to 11, ‚000 of £60 Red. 


1 to} | 


id 


* Oniess otberwíse stated, AI shares are fully paid, 
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84% 
4 % 
24% 
145 
5 96 


* 


Olosing Closin 
Quotations Quotations 
Bept. 28th. Oct. 5th. 

91— — 

s — o | e on 
147 —149 146 —148 
97 — 99 97 — 99 
613 — 614 — 

p. n 
101 -ue 101 -ue, 
90 — 9 a9 — o 
174— 18 "ni— ij 

3 — 9 — 

92 1 1115 
100 —109 10008 
199 —199 129 —131 
85 — B7 B5 — 87 
ин 108 104 10, 
102 —104 104 —104 
100 —109 100 —102 
101— 1 10j— 1 
12 | 1 
26 — 9] 28 — 97 
100 —102 100 —109 
613 — 313 — 
em 530 94 — 97 
79 — 81 80 — 83 
H-— d 
— — 1 
106 —107 1064 —108 
121 —198 191 —193 

104— 1 10}— 11 
5 — б 5 — oth 
ONT о! 
100 —102 100 —102 
М BI 
BÓ — 88 - — вв 
100 —109 100 —102 
104 103: 102—102] 
131 —184 181—184 
6H— 61 62- 7 

N— 1 11 — 113 
100 —103 100 —102 
IPj— 183 188— 134 
4 — 108 —106, 

— 1 

ef B- у 

101 E 1015-1084 


48— 43 
44— 42 
921 — 931 
102 —105 
44— 46 
18— 15 
14— 2 
3 — T 
gi— ЗА 
96 — 99 
| 144 —149 
118 —123 
106 —110 
102 —104 
102 —106 
i— $ 
14— 2 
84 — 87 
68 — 67 
"i— Ë 
68— 6% 
103 —106 
89 — 94 
ta— 1a 
28 — 42 
A 
M to 15/6 
9 X 
Vor. 
14 — 46 
27 — 31 
47— ой 
44— 5 
98 —101 
10% — pn 
105 ) 107 
* ra 
2 — 2 
| 105 —108 
2 — 68 
— 87 
i3 — 45 
81 — 32 
в — 14 
90 — 93 


t A period ot 1 nine ‘months, 


Continued om mext рабе. 


| 


week ended 
Oct. 5th, 
1900. 
| egt. 
147 кы 
98 974 
62 ee 
1042 | 104 
92 313 
isp | .. 
8, .. 
18^ | 18% 
181 129 
as | e 
і | 1H 
96M | .. 
5 s 
98 
157. 189 
107 i 
110 1214 
1 eo 
94/9 a 
, 874 eo 
? а 
qr ёз 
82,6 | 81/104 
0j | 1883 
"| . 
95 815 


95/73 


92/6 
93 


92/6 


48— 4i 
44— 44 
944—991 
102 —105 
18— 44 
li— 14 
à— 1 
li— 21 
84— Bá 
2à— 33 
96 — 99 
144 —149 
120 —125 
166 —110 
| 102 —104 
102 —105 
— { 
lá— 23 
8là — 84! xd 
62 — 66 
Ti— 78 
68— 64 
108 —106 
89 — 94 
Sc. rl. 
1" та 
88 — 42 
i H^ | 
14/6 to 15/6 
0— à 
0— & 
41 — 46 
27 — 81 
@— 58 
41— 6 
99 —102 
103 — 114 
581 — i | 
105 —107 | 
Ya— 12 | 
2 24 | 
106 —109 | 
61 — 63 | 
R5 — 87 
43 — 45 
BCA — 813 
u— 18 
| 90 — 93 | 
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E LIST OF ELECTRICAL COMPANIES, —Oontinued,) ; 
— ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—( 


osing osing Business done | Rise +; Present 
Btock | Dividends for the С — week ended or Yield 
r e Quotations Qu 5t 1909 Fall — per cent, 
Issue е : t. 28th. ct. . . 
rene BAME Share, last four years |. Sept. 28th Oct. 5th. — EL ri 
rr | ae dp DE [sns 
1 10 E 1 - a . .. s. > 
360,000 | Dick, Kerr & Co., 1 to 260,000 .. .. .. .. 6 6 6 là- 1i ' lá х 3 c M 
806.000 Do. ao. 5% Cum. Pref., 1 40 806,000 ..| 1 AES 7 m 0 1 15 23 
. 0. LI tock ee ee 22 | 6 | 6 á = * "^. * 
60,000 | Dublin United Trams. (1896), 6 % Pret., 1 ооо lee ае це rA = f — 5. “в X2 
99,261 Edison & Swan Utd., ' A" shs., * to 99, Б 4% a | 21d 23 E =. 1 — | 697 
17.189 Do, (X Deb Bk ен we. [62 | 4 25 1 68 — T8 e TRE se — | 64 
807,895 Do, 4 X Deb. Btock Вей... pd. 100 |5% 5% 5 4 5% | 84 — 87 сте M 2 .. ом. 
67,720 Do. 5 % Ind De Stock Prov, . ' 4 Nil | Nil | Nil Nil їл th А +. = 25 9 8 1 
112,100 | Electric Construction, 1 to 112,100 .. 81.890; g 1 1 1 7 % ly 1 173 — 61 #315 — 8 
81,890 Do, do, 1% Cum, Pref., 1 to Bl, .. 10 5 | 5 | 5 5 % 14 — 81 = a .. “а 419 0 
25,000 General Electric Co. (1900), 5 Cum. Pref, ee Stock 4 | 4 4 4 % 85 — 88 83 — 87 X .. .. 7 6 13 4 
900,000 Do. do 4 2 Mort Deb, 10 T8 000 10 4 | 4 à Nil T 1 — 1 . LE д 6 10 8 
18,000 | Gt. N. & City Rail. Pref. Ord. "А" 4%, 1 to 8,00 | 10 1&|1@|1&|.. | 10—108 | 2 MEE — | 4161 
96,000 | Greenwood & Batley, 7 % Cum. Pre. 100 5 b b & 5 9% | 102 —108 102 v і д:  |53 
B0,000 Do. do. 6% Mort. ar ag 5 oo >e b 15%, 15 16% |15 % | 124— 124— А 410 
40,000 | Henley's (W. T.), Telegraph Works, Ord, .. .. 5 |4 4 4 44% 58 — 5 m e 4 81 
40,000 Do. do. 4 96 Pref. Deb. Bt K* Stock 4 4 4 44% 106 —108 106 —108 LI „* } | 618 4 
150,000 Do. do. Mort. e — 10 1 10 10 10 % 148-— 16 142— 15 ee : А Nil | 
60,000 India-Rubber, Gutta- roha elegraph Wor 2 10 Nil N 4 Nil 29 * * .* ae 10 0 0 
87,500 Liverpool і 9 ailway, 8 Шыл | m.s b b 5 % ‘ — b л al d i P3 Y Ng 
1 . 0. ‚ . 99 1 8 8 Nil — .. ee 8 d 
600,070 | London United Trams, (1901), 1 to — . — 8 8 Nil | 2l 1 2 30, ee .. u 1 8 
133.550 Do: о 5 A Cen. Peek, 1 to 128,000 10 5 TAL 82% 5 . 3 „ | 544 1 
1,881,000 > Do. „o $| вв вар 38 — ва) 385 pet nt fa 1а, 
etropo onso OE E ©аз 9 2 2 — "X i 7s Nil 
1540.91 Do. Burpins ROME us. be tear > M ae 22% | Nit ae - р 1 n 164 162 - i| z 
285,000 . 8010 ee e- ee .. B ei 449, 19 — — “+ .. 25 Ni 
891,897 | Metropolitan Electric Trams., к. ee .. : мй | Na | Nil АК a $5 ee * big eae 
600/000 Po. rs toD Bu | T е 4 44 5а % HK 2 © - [42 8 
505,600 Do. do. 44% Deb.Btock Red, | 100 | 44% & ч: t% 125 —128 127 —180 p 2-9 +3 AX 
10,823,200 | Mexico Trams Co., Common Stock .. Рр д zm — fj H 5% | 90 — 92 92 — 94 9 5, 
$9,000,000 Do. Me ee) tee ewe de oe nd E i A wo) Е 8 
Mr bl aer Теона Pref. ee ee ee 1 5 | 5 5 & 5 " * * — & ee * i 5 1 a 
„ . . .. ee .. | 4 / — — oe 5 m 
"- TEN Gelbe Muda TT tir 15 as i 3 item 6% ILU КЕ 
е ns „+ .. | ce Р 2 
140,000 es Be. Ome Deb, lee, 8 кк ы | 00 [€ 4. i010 . 103109 ‘| om | с ета 
1,000,000 | Underground Electric RAD 5% Prior Lien ec | m ^ | gage | 87 — 89 B7 — 89 БУ: 75 
400000 Po. as V ee Be Sit || a 3 "m = s 1 [wn 
,900, Do. . g Nil Nil 10 i ге — 93 й, й: -i 
1686 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 | Б | 1 21 oi й, 
245495 | Do. 9% 18 Mort. Deb. Stock $s es ы | | | | 


ELECTRICITY SUPPLY COMPANIES. 


о. 
duced from 5% since dlst Dec., 1905) 


у 41— 42 4à— 48 T .. ар. ` 1 
15,000 Bromle (Kent) — КЫШ, b och 9 100 Y d a 93 — 96 98 — 96 71 ee 6-9 0 
B0 449 rompton "Eleo Li Bip, Ord. to 20,000 | 6 [10 % 10% 10 a 1 = . 476 
‚55 . . N x oy 4 me — ee B 11 1 
876 Central Eleotrio Supply 4 % Guar. Deb. Stock oo | 300 АТА bz A rar " -" du 
B0,000 Do, do. do. 5 m. Prt $ Y 4 4 4 48 gi— 44 ee ee se 8 19 8 
45, T08 Be. J 4 Deb Stor heir. 100 228 Б 95 — 9 . , — | 612 6 
09.06 | Chelsea Hleotricity Supply, Or un o 9 4% | 4 „ 
24 T Do | ed % Deb. Btock Red. .. Bock 42 4 А т p ve | ii 1 . 131 
» um. " ee oe А5 191 — — . .. 
400,0001 Do. 6% Db. Stk., Scrip. (iss. at 115) all pd. "m x A ü 100—109 100 —108 | 139 | °: AERA. 
B00,000 Do. 96 2nd. Db. Btk., Prov. Orts., all pd. 5 4 7 2 sie 14— 2 5m 2 өө te - g 2 
50,000 aes ^а Durham Electrical Power, Ord. .. ы - scis EVI в— E el. Ж 55 113 
50,000 do, do. 5% kg E А 2 а ge i H T $18 
чо, y enr eae 10 |5 6 b 5 T 11 дё 11 1013 ye 6 710 
40,000 | County of London Electric Lighting, 20'000 10 6 8 6 6 1 u 105 — 11 10 i 5 rac 
55,000 Do. do. dX Deu ME . 1 10 4 di ш 8 1019 |“: 2433 
496,000 Do. do. d Ф 2nd. Deb. Btock .. кк H i i E fe i- fr * xk : — 
80,000 | Edmundson's Electric Corporation, С e 6 |64 |8 Nil | Nil rS 57 fa — | 710 0 
B0: 500 ÉD m ec Ist Mort, Deb. Btk, | 100 44 4 | 4% | 44% e 01 фай о 5 6 5 
480,500 Do. do. 4% 96 1st Mort. Deb. $500 de 5 91 — 94 91 — 91 "^ e Es 5 12 10 
$5,160,000 | Electrical Dev. Co, ol Ontario, 5% lstMtg.Gold Bnds. б | six | sià | si | ba 4— 5 eh Мс = гии 
10,000 Folkestone, 1 to 10,000 ee жа oS ее 2 5 Б Б Б Б 6 — БА 4 ES 55 ee ee : 4 10 0 
10,000 Do. b 96 Cum. Pref., 1 to 10,009 ec „ 100 44 m 2 97 —100 97 —100 23 25 ie 5 11 6 
„ ͤ о e oo] | Ж S | ш | wx | ax» | 100 ZI 
$1,376,000 Kaministiquia Power Co., 5% Gold em т ve % 10 9 10 9 10 o 8 7 — 74 7 — 74 7 ee + : 1 8 
90,000 a do. J Deben, Bik, | Stock re ape ae ar 1 9 91 — 2 HU 
’ . . s е ng 8 ee oe 17 
111,000 | London Electric Supply weit inca 5 : i 2 6 2 si 6 51 "i ‘ 3 6 
900,000 "— D LN Eo ee - 4 4 ? 1 5 БА Ө 221 
76,121 Cum, f. 1 1 ee E ee % 105 —108 105 —108 bė ә 4 0 T 
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The Electrical Treatment of the Iasaue.—A corres- 
ent writes that the use of electricity for the treatment of the 
nsane wes successfully demonstrated at Cardiff last week, when 
Dr. Goodall, the superintendent of the Cardiff City Mental 
Hospital, informed his committee that he had given electric treat- 
€ 8 a patient who had been removed from another institution 
to the 
some time, but was able to get up in three days after being electric- 
y treated, and 
to be liberated, 


iff Asylum. She had been unable to move from bed for 
in three weeks afterwards had recovered sufficiently 


* 


NOTES ON ELECTRIC PRACTICE IN MINES. 
By W. О. PEPPER. 


ELECTRICITY is now generally admitted to be a practical 
and efficient power agent in mines, and its adoption is 
increasing daily. | | | 

‚ Accidents from shock and, in a few cases, from fire, have 
cast a certain amount of stigma upon it—to some extent 
retarding its more general adoption in the past; but 
competition, together with the operation of the Eight Hours 
Act, will have an important influence in favour of its general 
use in the near future. There are now so many excellent 
examples of properly equipped electrical plants working in 
collieries, that the fears originally created by careless and 
indifferent design are bound to die a natural death. 

To-day a well-designed scheme, run and maintained in an 
efficient manner, is, for all practical purposes, as safe as the 
safety lamp. A motor or a lamp, handled carelessly in a 
fiery mine, is- equally dangerous. With care, both are 
efficient agente in winning coal. . | 

The modern colliery plant is almost exclusively three- 
phase alternating, which, for many reasons, is by far the 
best. These notes will deal chiefly with the three-phase 
type, with occasional mention of direct-current apparatus. 

The pressures, where alternating currente are generated, 
have considerably increased in the last year or two—going up 
as far as 3,000 volts. for underground work. Alternating 
currents are particularly flexible, being easily transformed by 
stationary machinery to the pressure decided upon as the most 


suitable for a given mine. 


Frequency is not a deciding factor in mine work, and may 
be dismissed by remarking that 40 or 50 is the frequency 
generally adopted. | | 

Power House.—F rom the electrical stand point there is no 
difficulty in laying out the generating plant to withstand the 
heaviest work called for at a colliery. The capacity of the 

ine and generator sbould err on the generous side, as an 
induction-motor load -makes heavy demands on generator : 
and. mains. One feature calling for special attention in a 
colliery power station is the provision of a good automatic 
regulator. With an induction-motor load it is extremely 
important to supply the motors at their proper voltage, 
as the 90 falls off rapidly with the pressure. 

Apart from these points, the power station calls for no 
special mention, following the lines of the best central 
station practice. 

Cables.—The transmission circuits in a mine are, perhape, 
the weakest links in the electrical chain. The cables are 
generally carried along the sides of the roadways and near to 
the roof, suspended by leather or canvas strips from the pit- 
props. They are thus exposed to falls of roof. In the shaft 
water is the chief source of trouble, but there is also con- 
siderable danger from falling objects, a not infrequent 
occurrence. | 

The cables most favoured are the vulcanised bitumen 
make—double-armoured for the shafts and single-armoured 
for the roadways. | 

Closely running these in favour is the paper-insulated lead- 
covered and armoured type. The advantages claimed for 
this latter class аге that the lead affords a water-tight 
sheathing, an extra mechanical protection and a means 
of effecting a better earth connection, The lead is, 
however, easily damaged, and when damaged it is 
difficult and sometimes impossible to repair it. The 
paper insulation is very soon rendered useless when 
moisture enters it. On the other hand, the vulcanised 
bitumen cable has splendid moisture-resisting properties, and 
the armouring affords a good earth. Where an additional 
earth is required, the following method gives gocd results, 
and at the same time is inexpensive. Old haulage and 
winding ropes are requisitioned and connected to the earth 
at the pit top by means of any water or other mains in the 
shaft, and also by the water in the lodge rooms. They are 
then carried into the roadways and slung high up on the 
sides, and run to all the main transformer and motor houses. 
From these ropes the electric cable is slung with light 
wrought-iron hangers in the form of а rough catenary sus- 
pension. By close spacing, alliistrain; is taken off the 
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cable, and it lies more or less horizontally. This method 
also saves а considerable amount in the length, as ordinarily 
& free sag is allowed to prevent rupture in the event of the 
roof falling in. But the chief object of this suspension is 
to ensure & good earth for motors and apparatus in-bye, and 
at the face. This method has been adopted in а small way 
with good resulta. 

The Home Office Regulations at present do not permit 
the use of metallic hangere. As, 5 this method 
ensures an effective „permission would very likely be 
readily granted. If generally adopted, a light but sufficiently 
strong plough steel messenger wire should be used with 
as few joints as possible to ensure continuity. 

For portable motors a special wire ig ran from the nearest 
switch pillar or motor house. 

Great care must be taken in coupling the earth wire to 
the earth plates. The wire ropes are easily spliced by men 
skilled in the work in pita. i 

Switchboards.—There are now many excellent types of 
switchboards for underground work, self-contained and 
strongly enclosed. Interlocking devices prevent any access 
to live parts. 

The framework of a panel or switch should never be built 
into the walls, as squeezing and rising of floors is always 
going on to some extent. Each panel, or group of panels, 
should have a certain amount of freedom to follow these 
movements; otherwise straining will ensue, and prevent the 
blades of a switch from making proper contact. 

‘All switches, circuit-breakers and controllers should be 
immersed in oil, even with direct current. 

Direct-current switchgear is receiving more attention from 
designers, and ite immersion in oil is meeting with great 
success. | | 

А direct-current arc is more difficult to break and con- 
fine than that of an alternating current. The alternating 
arc breaks at zero value, and ita intensity diminishes as the 
frequency increases ; thus an arc at 60 periods is easier to 
confine than one at 25 periods. A direct-current arc is 
more prolonged and vicious. An effective magnetic blow- 
out together with immersion in oil will add greatly to the 
safe use of direct-carrent switchgear. 

A convenient form of circait-breaker to adopt for use in 
mines is the compact tramway type. This is very suitable 
for oogl-cutterw, and fuses for this work are rightly being 
abandoned. Controllers for coal-cuttera should be fitted 
with a strong ratchet device to ensure uniform starting. 
Reliable automatic overload cut-outs are plentiful, and should 
replace all fuses. Fases for induction motors are anything 
but reliable as a means of protection against ordinary over- 
loads. They have to be large enough to carry four or five 
times full-load current at starting; they are, therefore, use- 
less for ordinary troubles. 

The eame difficulty applies to an a.c. overload circuit- 
breaker. This difficulty is not insuperable. Some mechanical 
device can be arranged to throw the relay catch out of gear 
whilst switching in. When the motor has attained full speed, 
the relay can be released and set to operate at a suitable 
overload. 

The lines of all switchgear should be as simple as possible, 
dust and dirt-proof, and contact with a live part impossible. 

Where a switch and controller immersed in oil are com- 
bined in one case, and there is much starting and stopping, 
efficient ventilation is important. The fumes rising from 
the carbonised oil should be allowed a free exit, due care 
being taken that no flame can escape. If the oil is at its 
correct level there will be no escape of flame. 

An ammeter should be provided with every motor-panel 
above 10 H.P., and a voltmeter or lamp to indicate whether 
pressure is on as soon as the isolating switch is closed. 

In a fiery mine, remote control of any motor, that is, 
starting up a motor which is out of sight of the man in 
charge, should never be allowed. 

Transformers. — For underground work oil-immersed 
transformers are in general use, and should be the only type 
employed. Oil sights should be fitted and frequently 
inspected ; unless this is attended to, trouble follows, either 
through creeping and sometimes overflowing, or through 
overheating if the level is too low. 

Farthing the neutral of transformers when star connected 
is sometimes done, but more often not. It is perhaps better 


not to earth it, as there is often trouble with instruments 


and other small auxiliaries if earthed. 


Transformers in’ mines should not be connected in delta, 
as with this connection it is possible for motors to continue 
running with a defective phase. In a mine no apparatus 
should be allowed or able to continue to run under sach 


conditions. 


The employment of good static earth detectors, in con- 
junction with a frequent insulation test by a good Megger 
or Ohmer, will generally indicate the state of the cable 


system and detect any gradual deterioration. 


If all casings are well earthed there will not be much 


danger of shock to person. 


Lighting.—It is generally better to employ special trans- 


formers for lighting—stepping down to 50 or 25 volts. 


All motor houses should be liberally lighted, the wiring 


being slung on insulators and in sight. 


Molors.—With alternating current the squirrel-cage 
induction-motor is the ideal one. It is, however, handi- 
capped by ita low starting torque, and heavy current con- 


sumption at starting. 


Where heavy loads must be started, and speed variation is 
necessary, ав in hauling, the slip-ring, wound-rotor type is 
adopted. 

By means of the slip rings and external resistance, any slip 
or speed can be obtained. This type has also the advantage 
of a high starting torque, and will not fall out of step, as 
the maximum effort is not reached till the motor is nearly 
at rest. As a variable speed motor it is not efficient, 


and should be run up to speed as soon as possible. 


The squirrel-cage motor is more adapted to centrifugal 
pumping conditions and to endless rope haulage where full- 
load effort is not suddenly thrown on it. This type should 
be adopted wherever possible, on account of its simple and 


robust construction. 


Synchronous motors do not find much scope in mining 
work. For small powers they are, perhaps, out of the 
uestion, but the larger sizes can be well adapted. The 

chief drawbacks are that more skill is required to start them, 
and surging or pumping occurs when heavy loads disturb the 
line. 


But even with these defects, they are always justified in 
the case of a fan drive, which is in continuous service and 


forms a perfectly steady load. 


The great saving, by the increased power factor, in the 
generator capacity and line losses will easily compensate 
for their apparent delicacy. This saving amounts to about 
15 per cent., and in some instances, where the other motors 
on the system are well loaded, to 20 per cent. in the 


generator. 


Coal Cutlers.—Squirrel-cage motors are proving best 
in this branch. With liberal power on the generator, motors 
up to 15 H.P. can be thrown on the line without undue dis- 


turbance. Above this, auto-starters should be employed. 


Winding.—The advantages of electricity for underground 
purposes are at once apparent to even the most conservative 


of mine proprietors and managers. 


Cost, more often than not, was the least of the problems 
in excavating the old large steam pumping rooms, where the 
large unsupported roof area was а continual source of appre- 
heneion. The new compact high-speed 60,000-gallon 
capacity pump room of 16 ft. x 12 ft. x 10 ft. means a 


saving not only in first cost, but also in worry. 


The eaving and advantage are not so apparent when 
applied to winding. Lately the exhaust and mixed-pressure 
turbines have covered up the multitudinous defects of the 
steam winder, thus retarding the steady advance of the elec- 


trical method. 


It cannot be disputed that where а bulk supply, or a 
large power plant supplying a group of collieries, 18 8t 
command, the electrical wind proves itself a really practic- 
able system, and in conjanction with the general adoption 


of electrical plant at the pits is the means of effecting very 


great economies. 


Electrical machinery is to-day as reliable and darable a8 
other classes of machinery. It is more flexible and more 
easily controlled, and in view of present-day conditions 


affords the best means of meeting competition safely 
profitably. The plant must be of the best quality, 
under skilled supervision. 


and 
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SIMPLICITY IN DESIGN. 
By ALINGTON JOHNSTON. 


IT is not my intention here to apply the above heading to 
any individual piece of plant or apparatus, electrical or 
mechanical, although simplicity should be the aim and 
object in machinery of every description, if it is to have any 
commercial value. 

The heading of this article is more in view of the general 
arrangement and lay-out of individual pieces of machinery 
and their adjuncts, in order to form the simplest and most 
efficient grouping possible from an operative point of view. 

My intention is to show how necessary it is to adopt the 
most simple methods as regards both the steam and the elec- 
trical side of a large generating station, so as to facilitate 
quick and easy operation and low maintenance. Only too 
often we see this object totally disregarded, and the plant a 
source of annoyance and trouble to those who have charge of 
the undertaking. 

Simplicity is often absent due to governing factors, and 
difficulties arise which cannot be surmounted, try as you will. 

One of the greatest factors is the site of an undertaking. 
For various reasons, we are not always able to pick and 
choose, and in a crowded district a site may be settled upon 
which has distinct disadvautages, but is the only one avail- 
able; sooner than delay the scheme the ground is bought, 
or leased, and erection started. As the site is not all it 
might be, it is likely that the delivery and handling of coal 
will be complicated, and a good water supply difficult to obtain 
without elaborate arrangements with regard to pipe-work and 
pumps. These items and others all tend to complicate the 
running of a station, and add heavy maintenance charges. 

Putting aside the above case, we will consider a aite which 
has advantages instead of disadvantages — facilities for coaling, 
adequate water supply, and unlimited space. Here is an 
opportunity. The general lay-out of the buildings and plant 
should be such that access is easy to all parts, and no com- 
plications should arise. Bear this in mind, and a sound 
and creditable engineering feat will result. 

The engineer’s specification undoubtedly plays the most 
important part, and is the oracle to which both parties turn, 
contractor and engineer, in times of uficertainty. 

Specifications should be made as short as possible, and to 
the point, stating exactly what is required in clear, concise 
terms, and not written like a technical book. 

A specification is not intended to teach a contractor his 
work, but to show him the essential points which his 
machine or machiues musi fulfil, and without which they 
will not be accepted. Leave him to supply a good sound 


piece of work, which he will do for the sake of his own n 


credit and future business. 

Be careful in arranging the contract for the plant, and 
avoid having a number of different firms to do the work. A 
multitude of sub-contractors is conducive to chaos of the 
worst kind. With numerous sub-contractors the work is 
very often prolonged beyond the specified date of completion, 
and from start to finish is a cause of annoyance to everyone 
concerned. No one knows where his work begins or 
leaves off. 

Suppose we assume the generating station to be modern 
and up to date in every respect, and to consist of steam 


turbines driving generators to supply current at high pres- - 


sure over a large area. There are then three divisions of 
work to be considered: the boiler house, the turbines and 
generators, and the switchgear. 

Let these three divisions represent three separate contracte, 
and the firms who get the work in each case will be the only 
people known from start to finish. 

is ts possible, as a firm tendering for the boilers would 
de in a position to supply most of the boiler-honse plant. 
There are well-known firms who do this. The above also 
holds good with regard to the engine room. The third 
and last division—namely, high and low-tension switchgear, 
Instrumente and cable work pertaining to this contract—could 
also be done by one firm. I do not claim that the plan 
can be carried out in ita entirety, but it could to a very 
great extent, and would simplify matters immensely. 

Here is an example in my own experience of the equip- 


ment of a boiler house alone. The sub-contractors numbered 
eight. The result was, that with few exceptions, none of the 
work came into line. It was altered and rearranged time 
after time, and the confusion of mind and matter was parallel 
to the building of the Tower of Babel. 

Another essential item is accessibility. It is often totally 
disregarded, and the plant, especially basement plant, is 80 
terribly’ congested that it is with the greatest difficulty 
that repairs and running operations are carrried out. 

We must not lose sight of the fact that there is generally 
an expensive overhead traveller in an engine room, which is 
not put there for the sole purpose of dealing with the erection 
of the plant, but is intended to handle, as far as possible, all 
machinery, big and small, in the station ; and if machinery 
is congested and tucked away under concrete floors and in 
odd corners, or in among a mass of pipework, the traveller is 
not of much use, Heavy lifting tackle, and all sorte of 
unnecessary “ fakes " are employed instead, entailing incon- 
Yenience and delay. ! 

The grouping of plant is à most importent question, and 
should be so arranged, as far as circumstances will permit, 
as to allow of a direct lift for the engine-room crane. 
Unnecessarily heavy floors of steel joists and concrete and 
badly designed foundations are generally responsible for 


difficulty of access. 


The tendency in present-day practice is to keep this 
important point more in view, and instead of the basement 
being a dungeon, with no head room and boxed ір, 
there are large open spaces left protected on the engine- 
room floor level by hand-rails. The covering, where a floor 
is needed, is composed of neat gratings, which can be easily 
removed to get at any machinery situated beneath. 

Nearly all running plaut in connection with the con- 
densers and water supply can be installed in accessible places 


if forethought and common sense are exercised. The items 


which are most abused, and which come as afterthoughts - 
in many undertakings, are pipework and provision for 
running cables and small wiring. The last is treated as 
quite an insignificant detail, but what looks more unsightly 
than badly-arranged cable runs? If the auxiliaries are all 
motor driven, as they would be in & modern station, a large 
amount of wiring is required, and if provision for direct 
runs has not been made in the building and foundations, a 
great deal of trouble and ugly work is the result. 

It is my opinion that in the design and lay-out of central 
stations, more than in any other branch of engineering, we 
neglect past experience, and allow mistakes to occur which 
have already been proved bad practice, and bave hampered : 
Schemes of a like nature in the pest. There can be no 
turning back, for this would bring disaster to everyone con- 
cerned. So the undertaking drags on with a veritable mill- 
stone hanging from it, in the shape of heavy maintenance 
and repairs and low economy in the plant. 


TURBO-ELECTRIC PROPULSION. 
By A. P. OHALKLEY, B. so. 


THE following reference to electro-mechanical propulsion 
appeared in the Financial News of August 25th. It is 
these hasty and inaccurate statements which are most, harm- 
ful to new projecta, since people believe them to be based on 
real grounds, and it will be as well to point out some of the 
many fallacies which occur—indeed, it would be hard to con- 
ceive more false conclusions in so short a passage: 


TuBRBO-ELECTRICAL PROPULSION. 


In reference to the suggested turbo-electrical propulsion for 
steamships, а co ndent writes pointing out some of the 
difficulties which would have to be overcome before such a system 
could be rendered practicable. The most serious objection, he says, 
is the liability of electrical insulation to bresk down from damp- 
ness, and a ship's main driving power may become utterly useless 
from a small cause. Iflarge quantities of water obtain access to 
the engine room, serious resulta must follow, and while any form of 
mechanical propelling agency may be repaired at sea, there is 
little hope of coping with an electrical breakdown. Further, the 
design of the main motors seems a formidable task. The main 
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result is efficiency at sea speed, for which purpose constant running 
has to be provided for and overheating liberally guarded against; 
but revermbility by controllers of large size is necessary, and the 
motors must be capable of large initial torque and of being run 
dead slow and at varying speeds for long periods, as in channels, or 


during fogs, whilst the windings and resistances must not get too. 


hot. Altogether, the designers’ task is especially onerous, and the 
fluctuations of voltage due to starting the main motors from a 
generator with no reserve power, and the varying amperage, due to 
drop of voltage at starting, would be most severe upon the equip- 
ment. In marine turbines the incoming steam neutralises the 
* thrust " on the propeller shafting ; but motor-driven shafts would 
be subject to the e friction from this cause. Finally, sea-going 
electricians of a high degree of expertness would be necessary. 


Taking the first and *^most serious objection," the writer 
presumably means that not only the cables, but also the 
generators and motors are liable to breakdown, owing to the 
insulation being destroyed by dampness. All the elec- 
trical portions of the plant are very low in the ship, far 
removed from the outside atmosphere, and the air is quite 
the warmest and driest of any part of the vessel, and there 
is not the slightest reason for any deterioration in the insula- 
tion, which, as a matter of fact, would probably improve. 
The very large motors employed in mines for winding and 
other machinery, and rolling. mill motors for steel works and 
factories, operate under conditions far more severe than 
would the dynamos and motors placed in well protected 
positions iu the depths of a ship. That there is not the 
least danger may be inferred from the fact that trouble is 


never experienced with the large dynamos now used on ships - 


for lighting and power, and it is a fact for which the present 


writer can vouch, that in the case of the Mauretania the . 


insulation resistance of the dynamos increased considerably 
after some months’ service. The higher voltage which would 
be used for turbo-electric propulsion dces not alter the 
question, since the insulation in the first instance would be 
relatively stronger, and since 220 volts is now the common 
working pressure on battleships, the increase to 500 or even 
1,000 volts with electric propulsion is not a very big change, 
Indeed, we may regard as an indication that the danger to 
insulation at sea is being recognised ag a fallacy, the fact 
that the Admiralty has been gradually raising the voltage of 
electrical supply on warships, and there are several firms who 
would be perfectly willing to guarantee to maintain a 3,000- 
volt turbo-electric system for an indefinite period without a 
single breakdown in insulation. | 
The next interesting point raised is the trouble which 
would ensue if water entered the engine room. The writer 
here shows а lamentable lack of knowledge regarding sea- 
going conditions. If he implies that the whole engine room 
and stokeholds become full of water, nobody will deny the 
‘statement that “serious results must follow," but it is 
difficult to see how there would be any difference in the two 
cases. In the event of this very improbable contingency, 
everything would be at a standatill, and neither electrical 
nor mechanical machinery would be capable of driving the 
ship if the plant were totally submerged. If, however, the 
engine room became partially filled with water, the electri- 
cally-propefled ship would be better off than the direct 
driven, since the castings are smaller and lighter, and the 
turbines and generators would be placed considerably higher 
in the former case. But the point has evidently been 
forgotten that all modern ships are divided into watertight 
compartments, and the effect of one compartment bein 
filled is not very disastrous, since it can be at once isola 


by closing the doors and the water pumped out. The great 


advantage of electric propulsion, if this should happen, is 
easily demonstrated. Consider a ship with two engine 
rooms, one of which becomes full of water. With the 
electrical system the remaining generator would continue to 
run and supply both the motors driving the propeller shafts, 
so that the boat need not stop, but if the ship was direct 
driven, it would certainly be inadvisable to run with only 
one propeller, as would be necessary. 

It is next stated that there is little hope of coping with 
an electrical breakdown—a remark which is somewhat 
difficult to follow. Unless the plant had been totally sub- 
merged, the repairs necessitated by the influx of water 
would be quite insignificant, and with regard to general 
reliability, electric propuleon has much in its favour. All 
the ordinary accidents to which electrical machinery is 
liable are much more easily overcome than those of steam 


engines and turbines. If a turbine strips at sea, if а piston 
engine cylinder cover is forced out, if a connecting rod 
breaks, its repair is seldom attempted ; but if an armature 
coil burns ont, or even if a short occurs, the fault is soon 
ocated, and a few comparatively unskilled men can put 
matters right in a very short time. Besides, it must be 
remembered that serious accidents rarely happen to electrical 
machinery, as it can be so much more efficiently protected 
than steam plant with fuses, circuit-breakers, and other 
safety devices. It may be said that there is still the danger 
of bre&kdown of the steam turbine with turbo-electric 
drive, but this, curiously enough, is not so great as with the 
direct drive. Blade stripping at high speed is much les 
likely, owing to the very much smaller cylinder castings 
(due to the higher speed and the smaller power required), 
which consequently minimises the riek of distortion. More- 
over, there are no astern turbines, where the greatest pos- 
sibility of stripping often occurs, as exemplified by the 
MHaurelania. | 

With regard to the design of the main motors, the writer 
is wrong on practically every point he raises. Certainly it 
is interesting to be told that overheating is to be guarded 
against. Is thig a new or insuperable difficulty in the 
design of motors and generators? Probably he is under 
the impression that direct current will be used for, electric 
propulsion, but this, of course, is not likely. The con- 
trollers for reversing will be very small. instead о! very 
large, since it is only necessary to have a simple switch to 
reverse the phases either in the motor or generator, а 
explained in a previous article. (See ELECTRICAL REVIEW, 
July 23rd and 30th, 1909.) The motors need not have a 
very large starting torque—a ship is not like a tube train 
requiring to reach full speed in 30 seconds—but by means 
of the simple switchgear they can be stopped and reversed 
іп a few seconds. They must admittedly be capable of 
ranning dead slow and at variable speeds for long periods, 
and this is just where electric propulsion has an enormous 
advantage over the direct drive. As was shown in a pre- 
vious article, in the electrical system the motors run & 
quarter, half, three-quarter or full speed at practically the 
same efficiency, whereas in the case of the. Lusitania, the 
steam consumption at 15 knots was 40 per cent. greater 
than at 25 knots. - 2 
. The extent to which the writer understands the problem 
is suggested by his statement that the windings and resist- 
ances must not get too hot. It is, perhaps, sufficient to 
say that there are no main resistances, and hence the likeli- 
hood of their becoming too hot is rather small ; 
regulation is, of course, carried out by а transformer 
arrangement. | | 

We further read that the generators have no reserve 
power, which may be needed when the motors start—a wild 
remark which betrays complete ignorance of one of the most 
characteristic properties of turbines. Even if the motors 
required more than full power when they started up—which 


they do not—turbo-alternators, as is well known, can easily · 


take 30 to 50 per cent. overload without appreciable drop of 
voltage. The machines at Lots Road, designed for 
6,000 KW., often run at 9,000 Kw. for some time, while 
those at Carville (nominally 4,000 Kw.) develop 7,000 KF. 
for an hour, ard exactly the same type would be adopted at 
sea. The idea, therefore, of a highly improbable overload 
being severe on the machinery is somewhat amusing. - 

The question of the thrust on the propeller shaft is un- 
worthy of discussion, since motor-driven shafts are 1n exactly 
the same position as those driven by reciprocating engine. 
Apparently the writer has never heard of. the propeller thrust 
block. 

The last sentence is pathetic, and perhaps explains this 
strenuous opposition. Sea-going electricians of 8 
degree of expertness would be necessary.” Why not? Ar 
there not enough of them ? 


Tungsten Lamp Patents.—According to the Electrical 
World, the General Electric Co., U.S.A., which already or tent 
Just & Kusel patents, has now purchased all the American ра orks, 
rights covering the tungsten lamps of the Bergmann Electric W 
Berlin, for the next ten years. 


= 
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MUNICIPAL TRAMWAYS ASSOCIATION. 


The Central Repair Depot of the L.C.C. Tramways, 
Absivact of paper by W. E. InELAND, Rolling :Steck Superintendent. 


Wee А ve : 4 
T zs depot is situated on a site closs to the River Thames at East 
Greenwich, some 6:9 acres in extent, and adjoining the Angerstein 
Wharf branch of the В.Е. and C. Railway, from which it is pro- 
posed to construct a siding leading into the dep ôt. 

Fig. 1 shows the general plan arrangement of the buildings 
which will comprise the completed dept, whilst fig. 2 shows а 
cross-section. The portion within the hatched lines covering 3:25 
acres, is practically finished and has been in use some months, this 


gallery to the motor overhauling shop, and the trucks sent into the 
truck shop on the western side of the traverser pit. The body is 
then placed upon & temporary truck and taken into the body thop 
.for the attention of body makers and wiremen. The work required 
on the trucks, motors and bodies usually takes about four days to 
complete, at the end of which time the whole car is reassembled 
ready for the paint shop. i 
The paint shop is cleared of its finished cars every Sunday and 
the overhauled and reassembled cars placed in readiness for the 
painters to start their part of the work the first thing on the 
following morning. The painting and varnishing occupies a week, 
it being a rule that each week's output of renovated cars is ready 
for inspection by noon on the second Saturday following the day . 
upon which they were received at the dep ôt. 
The foregoing gives a general idea of the routine as formulated, 
but owing to the fact that the дерд is not yet in a finished state, 


consists of smiths’, machine, wheel, truck overhauling, inspection, 
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body &nd paint shops, aud tool, finished part and general stores on 
the ground floor, with electrical repair, plough, tool, light machine 
and pattern shops on the galleries. 

The buildings were designed and erected under the supervision 
of Mr. W. E. Riley, the Council's superintending architect, and 
have a capacity for dealing with the overhaul of 600 cars per 
annum; they are arranged on a definite scheme for dealing ex- 
peditioudy with the cars during the two weeks each has to be in 
the shops for its annual overhaul and renovation. 

The Metropolitan Police Regulations require the body work and 
painting of each car to be thoroughly renovated once in every 12 
months Advantage is therefore taken of this regulation to sys- 
tematically overhaul and put into first-class condition the whole 
of the mechanical and electrical equipments of the cars. The lay- 
out of the depót is arranged so that regular and synchronous 
progression of the work in the several shops is ensured. 

The works superintendent issues forms, which are forwarded to 
the rolling s superintendent, requesting the cars becoming due 
for renovation in any one week to be transferred from the severa, 
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it will be evident that some minor departures from the strict 
observance of this routine are inevitable. E 

The. smiths’ shop contains 14 dowc-draught hearths, two 5-cwt. 
motor-driven pneumatic power hammers, one Ryder оч 
machine, one drop hammer with 4 ton tup, one forgivg an 
annealing furnace, one double-head emery grinder, one punching 
and shearing machine, а 60 in. exhauster and 174-in. blest fan. 

Stoneware ducts 30-in. dia. are laid in the ground and provided 
with suite ble branches brought to the floor level for connecting with 
the draught pipe of the hearths. These ducts terminate in a square 
brick chamber at the southern end of the shop into which a 60-in. 
exhauster is built. This arrangement not only provides for the 
efficient extraction of the smoke, dust and fumes, but also ensures 
very satisfactory ventilation throughout tbe shop. 

The blast pipe is also composed of stoneware ducts laid alongside 
the exhaust mains under the floor, with branches brought to the 
floor level. That this method of dealing with a smiths’ shop has 
proved satisfactory will be readily appreciated from an inspection 
of the shop, for although work has been in progress at practically all 
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Fic. 2.—Cross-szoT1on TuBouaH THE L.C.C. REPAIR DEPOT. 
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car-sheds from which they operate in service, to the repair 
dejót on the Sunday night; each car after entering, sheds 
its plough by means of a special run-out arrangement. A 
smali steam locomotive then draws the car into the dey; ot 
through the porch-like entrance and on to a specially constructed 
shallow traverser, by means of which it is taken into the 
inspection shop. Here on the following morning an inspector 
) T examines the car, noting the repairs required, and com- 
a detailed list of the necessary work for the information of 
the superintendent. While the car is in the inspection shop the 
brake rigging and other parts of the trucks and equipments are 
disconnected, and bearing caps and bottom halvesof the gear cases 
taken down ready for dismantling. The car is again drawn on to 
the traverser, a pneumatic jack placed under each side of both 
headstocks and the body lifted clear of the trucks. The traverser 
is then moved along the pit, catrying the trucks from beneath the 
body to а point immediately under one of the lighting wells pro- 
vided in floor of the gallery above. Here the motors are lifted 
by an electric travelling crane running on a gantry above the 


the fires continuously since June, 1908, the walls are almost as free 
from dust and dirt as when the shop was firat opened. 

The hearths and anvils are set at an angle in relation to the 
longitudinal centre line of the shop, thus enabling the maximum 
length of bar to be handled at each without incommoding the work 
in progress at the next fire. К. 

The wheel shop is equipped with three high-speed tire turning 
lathes, three tire boring mills, one 150-ton power wheel press, 
one wheel boring machine, one 4-hole gas tire konting hearth with 
Jib crane and pneumatic hoist, and half-a-dozen jig saws for cutting 
off tires. The tire-turning lathes are motor-driven and capable of 
taking the heaviest cut on high carbon - steel tires that modern high- 
speed steel will withstand. 

The cutting power of these machines was calculated upon turning 
at the rate of 50 ft. per minute; up to the present time it has not 
been found possible to get above 30 ft. per minute cutting speed on 
tires of from 60 to 68 carbon, skin hardened by months of constant 


rolling on the track. 
One of the most important points to consider when specifying for 
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or designing a machine for turning high tensile tires is the rigidity 
of the machine. Both tramway engineers and machine-tool makers 
A tg to have treated this point too lightly in the earlier types of 

es, with the result that the work took far too long to do, and 
owing to the vibration set up in the machine, only light cuts could 
be taken even with high-speed steel tools. Tests have been made 
in the Council's shops on both types of machines, and it has been 
noted that the tools failed much sooner with a light cut on a machine 
which '' chattered than with a heavy cut on a rigid machine, and 
whereas, in the earlier type of lathe, from eight to ten hours were 
required to re-turn a pair of tires, or an average of six pairs per 
week of 54 hours, with the machines now in use the average output 
ыен six pairs per day or 34 pairs per week of 54 

ours. 

The life of steel tires made to the Council's 5 averages 
56,000 miles for pony wheels and 50,000 for driving wheels. "This 
gives an average rate of wear per 1 in. radial reduction of thickness 
of 5,090 miles and 4,545 miles respectively. — . 

The tire-boring mills were specially built to the Council's speci- 
fication; pneumatic hoists are carried on jib cranes above the mills 
for lifting the tires on to and off the machines. At the present 
time some 430 new tires and 575 pairs of wheels complete are 
handled in this shop per month, or an average of 5,160 and 6,900 

vely per year. 

e machine shop is equipped with a 3-ton three-motor electric 
crane running the full length of the shop; a number of lathes, by 
well-known makers, also milling, drilling, screwing and tappiog 
machines, 

The space at the northern end is occupied temporarily by an oil 
and waste-saving plant consisting of two turbo-centrifugal machines, 
one rotary washer and two oil filters by the Oil and Waste Saving 
Oo. This useful plant is capable of dealing with all the 
wool waste from axle boxes and bearings, in addition to the 
оз пазу cotton waste and wipers used at the car-sheds and 
works. 

The plant is designed to handle about 20,000 lb. of wool waste 
and reclaim some 12,000 gallons of oil per year, and it is estimated 
that the saving due to this alone will be in the neighbourhood of 
£600 to £700 per annum, exclusive of the cost of labour involved 
in handling the material, which, together with the cost of soap 
powders, steam, power, co., will probably not exceed £150 рег 
annum. 

The centre of the shop between the machines is occupied by 
fitters’ benches, equipped with the usual parallel quick action vices 
and also a marking off table. The line shafting is driven by five 
36-H.P. polypbase motors, each attached to the upright stanchions. 
The shafting is divided into five sections, coupled by means of claw 
couplings, so tbat any section may, if necessary, be run indepen- 
dently of the others. Several of the machine tools in this shop 
have been built to the Council's specifications, and are adapted for 
work of a special character. 

The power hack saws, special vertical milling machine and four- 
spindle drilling and tapping machine form the main part of a 
special plant for machining magnetic brake shoes, of which a very 
large number are used. The material for making these shoes is 
obtained in the bar direct from the rolling mills, and is cut into 
lengths by the power hack saws; after cutting to correct length 
the bars are placed in a jig on the milling machine table, which 
will accommodate 48 shoes. The cutter is of special form to the 
author's design, and carries 14 high-speed steel tools fpr roughing 
and two tools for finishing. The diameter of the cutter determines 
the width of the register cut in the shoe, and the depth of the cut 
averages т; in. The rate of feed of the table varies from 2 in. to 
4 in. per minute according to the size of the cutter used, and the 
cutting speed of the tools is 70 ft. per minute. This machine when 
working on shoes for the largest magnet will machine a gap 
18; in. in length by у; in. deep at the rate of 60 shoes per hour. 
The power required foc cutting at this rate is about 25 H.P. 

In each shoe two j-in. holes require to be drilled and tapped, 
and the four-spindle machine was designed to deal with this work ; 
the shoe, carried in & jig which slides along the table, is first set 
under the drill spindles and the two holes drilled simultaneously ; 
it is then moved to the tapping spindles and the two holes tapped 
simultaneously. 

Tbe tool, finished part, shop, and general stores are located 
immediately beneath the small gallery and between the machine 
and track overhauling shops. All tools are served out to the workmen 
over a counter, and to keep track of each the recipient is required 
to sign a ticket, which is placed in the bin from which the tool is 
taken. The shop store is used for parts in course of progress 
tbrough the shops. 

The general store, which contains & 20-ton weighbridge and some 
7.000 steel bins, is used for the storage and distribution of such 
parts as are usually obtained from outside manufacturers, and 
stands in relation to the shops generally as does an outside supplier 
to 4 manufacturing works, thie part of the organisation being 
under the supervision of the superintendent of the tramways 
stores. 

The truck shop is equipped with two 5-ton three-motor elcctric 
cranes, and the usual fitters’ benches, vices, pneumatic drills, 
hammers, chippers, &c. There are 14 working tracks, each capable 
of accommodating four bogie trucks or three single four-wheeled 
trucks. A narrow gauge industrial railway track runs along the 
full length of the shop on the side adjacent to the stores, with 
branch lines between alternate pairs of truck tracks. Two small 
battery-power motor-driven service wagons are in course of con- 
struction for the purpose of transferring material from or to the 
stores and other parts of the depot and the men employed on truck 
overhauling. Pneumatic lifting jacks made to the author's design 
are installed in this shop for lifting the bodies off their trucks. 


In this shop the trucks are first taken in hand for cleaning, after 
which all bolts, pins, links, brake rods, “с, are taken off, examined, 
and those which have worn are either scrapped or repaired, and re- 
placed by new or replaced after repairing. The end and centre sills 
are taken off and the trucks squared up by trammelling diagonally 
across from centre to centre of the horn blocks. It has frequently 
been found necessary with the early types of trucks to either 
lengthen or shorten one of the side frames to bring the track 
Square. 

All brake gear parts are thoroughly annealed, screwed parts are 
cut off and new ends welded on and screwed, the holes in the jaws 
of adjusting rods, links, &c., are closed in the smiths' chop and 
opened out to correct size by redrilling for the pins. The brake 
shoe holders, brake beams and shoes are removed and worn parts 
made good. The cbains are removed and each link 
examined, all faulty ones removed and replaced by new, and the 
whole chain carefully annealed before being put back on the truck. 
Axle boxes are thoroughly cleaned, the wool waste and ail 
removed and treated in the plant referred to elsewhere. Azle 
box bearings are removed and replaced with new ones where neces- 
sary, whilst those bearings which have a longer life are replaced 
after the sides have been eased in the machine shop. All springs 
are removed, corrected for size and retempered when necessary. 
Wheels and axles are removed, and the tires either returned or 
renewed as is found to be necessary; gear wheels are examined and 
renewed as required. 

The Council's method of dealing with the gear wheel and pinion 
problem gives excellent results in practice. 

Case-hardened steel pinions have been in use since 1906, and are 
now staudardised. They were first tried on the single-deck steel 
cars when the Kingsway subway was opened for service in 1906. 
The pinions then fitted are still in service, and the average mileage 
of the 32 pinions on these cars is to date slightly over 110,000 miles 
each, whereas the average life of unhardened pinions working under 
exactly similar conditions is from 19,000 to 20,000 miles each. 

The life of ordinary cast-steel gear wheels meshing with the caze- 
hardened pinions is also improved. This is probably accounted for 
by the fact that the hardened teeth retain their correct shape for a 
much longer period than unhardened teeth, with the result that 
they transmit a uniform rolling motion instead of the combined 
rolling and sliding motion transmitted by partly worn teeth, which 
naturally causes greater wear of both pinion and gear teeth ins 
given time. 

The steel has the following analysis:—Carbon, ‘15 per cent.; 
silicon, ‘02 per cent.; sulphur, 05 per oent.; phosphorus, 05 per 
cent. The pinions are specified to be case-hardened to a depth of 
not в than , in. from the surface of the teeth, the centre being 
left soft. 

A lubrication mixture which gives excellent results is composed 
of black axle oil and sawdust mixed in the proportion of 42 расм 
of oil to 216 lb. of sawdust, the cost of which works ont at approx: 
mately 48. 54d. per cwt. Тһе mixture is liberally applied and 
found to quieten noisy gears to a remarkable extent, in addition to 
providing au effizient lubricant for the teeth. 

The traverser pit occupies a central position in, and extends the 
full length of, the building; the track rails are laid to 13 ft. 6 in. 
gauge with standard L.O.C. conduit work in the centre. 

When the second or exterior traverser pit is constructed, it h 
proposed to lay a pair of rails on each side of the centre condait at 
4ft. 84 in. gauge and make use of this as a track for testing the oat, 
each of which will be ran aud the brakes and equipment tested 
before being sent to the cat-sheds for service. 

The inspection shop, situated at the south-eastern end of the 
building, has 15 tracks with pite, and the gangways between the 
pits are 1 ft. 1j in below the rail level. This shop is equipped 
with hydraulic pit jacke, and a system of compressed air pipes with 
cocks at frequent intervals for connecting to pneumatic drills and 
other portable tools. - 

The paintiag shop has eight tracks each capable of accommodating 
three cars. Between each pair of tracks H section columns are 
fixed, provided with movable wrought-iron brackets for sup 
planke on which the painters stand. These brackets have ve 
adjustments at 24 in. intervals. | 

The shop is heated and maintained at a temperature of 60° F. 
when the outside temperature is at 30° F., by means of nine small 
steam heated units of the Stanlock system. Each unit is capable of 
condensing 100 lb. of steam per hour, and circulating from 2,000 to 
2,200 cb. ft. of warm air per minute, the circulation being ¢ 
by a small motor or belt-driven fan attached to each 
Eighteen similar units are disposed in the several shops where 
heatiag is required. 

A small gallery is located immediately above the stores = 
between the machine and truck shops, a temporary pattern-mak 
shop, tool shop, and a number of light machines are located on this 
floor. One 20-H. P. polyphase motor with auto-starter operates 
the tools on this gallery. 

The large gallery, located above the traverser pit, is served by 8 
3-ton three-motor electric travelling crane. ° Е 

Tbe southern end of the gallery is occupied by the test room: 
here all re-wound and repaired armatures are pl in testing 
frames and run on load in both directions, the artificial load ien] 
absorbed by a Froude water dynamometer. Brake magne 
field coils are tested for continuity, internal short circuits 
ohmic and insulation resistance, before being replaced on the сап 
after overhaul, and all repaired and new ploughs pass ао to 
inspection of the test room attendant before being despatch 
the car-sheds for use on the cars. А internal 

The method of testing field and brake magnet coils for in of ite 
short circuits presents some points of interest, and in view 
simplicity is perhaps worthy of description, A frame of 8 
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transformer iron which is shown by fig. 3 has a hinged yoke acroas 
‘the top which is counter-balanced as shown and made to lift clear 
of the front limb of the frame. | 
The back limb carries a permanent coil which is excited from one 
phase of the 4.c. supply and forms the primary coil of the trans- 
former. The coil to be tested is placed on the front limb and the 
hinged yoke dropped into position. Just above the transformer is 
a panel containing the ammeter which indicates the current flowing 
in the circuit. If the coil to be tested has no short circuit the 


Fic. 3.— TESTI. G TRANSFORMEB-FOR MOR ET COILS. 


current flowing in the primary circujt will be so small as to be 
scarcely readable on the ammeter; if, however, there is & short 
circuit in the coil, even if but one turn, an appreciable current will 
: flow and be indicated by the ammeter. 

With the exception of the space at the northern end of this 
gallery floor, occupied by the office block and the advertisement 
plate stove, the remainder of the gallery is used as an electrical 
repair shor. Here the following plant is installed : two commutator 
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Fia. 4 —BSTANDABD L. O. C. PLOUGH. 


turning and grinding lathes, two armature banding lathes, and six 
_ ¢2il-winding machines. Here all ploughs, motors, armatures, con- 
trollers, field ang brake magnet coils are dealt with. ; 

The commutator grinding and turning lathes have in practice 
shown distinct advantages over the usual method of simply -turn- 
ing the ccmmutators and finishing cff with glass paper. | 

A plant is installed for vacuum drying and impregnating 
armat: res, field and brake magnet coils, &c. 

All the ploughs required for operating the cars on tbe conduit 
system are made and repaired at the dey 6t. There are two types 
of plough in use, one of which is made with а rolid hard rubber 
base айй Ње other is made with a built-up wood base, 
in both cases the fittings are similar and interchangeable one with 
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another. A full set of jigs and press tools have been made in the 
tool shop for the rapid and economical production of the detail 


ч. 

The steel frames for the rubber base plongbs are made and bolted 
together on a jig and sent to the rubber works for the tases to be 
moulded op, and to ensure accuracy of position of the base of the 
frame, the rubber mavers’, moulds are fitted with locating blocks 
which match those on the frame erecting jig. The steel frames 
for the wooden base ploughs are precisely similar to those for the 
rubber ploughs, The wood base is, however, made up and bolted 
on in the dept. 

Fig. 4 shows the general arrangement of the latest type of rubber 
base plongh in use. The collector shoes sre of cast-iron, and 
fastened fo.a spring by a wedge. These shoes have an average 
life of 8,000 miles and cost about 31d. per pair. The friction 
plates are of steel, have an average life of 3,000 miles and cost 
about 9s. per 100, which includes the cost of labour in producing 
ttem. This works out at 1з. 10d. per 100. | | 

The total maintenance cort of ploughs, including all renewals 
during the last financial year, was:05d. per car-mile. A new rubber 
base plough costs about 107a. 

The depdt is lighted throughout, both inside and outside, with 
the exception of the paint and iaspection shops, and the offices, 
by 60 Sunrae flame arc lamps by Davy, arranged in series of 10 on 
the 500-volt p. c. supply. 

The power supply is by three-phase н.т. 6,600-volt current sup- 
plied direct from the generating station at Greenwich to the 
transformer room which is situated outside the der ôt. А 

The н.т. current is controlled by means of а нт. automatic oil 
switch with an overload time limit relay. | 

Four 150-kw. single-phase transformers of the Berry type, one 
of which is a spare, have heen installed; these transform the 
pressure from 6,600 volts to 220 volts. | | 

A switchboard by Spagnoletti has been installed for controlling 
the н T. aud L.T. alternating current, and the рс. supply. 

Each feeder panel carries two feeders, one of which has in each 
case been provided to meet the demand in the extensions, addi: 
tional spaces having been left for farther panels to be erected when 
required. The feeders from the panels are led in underground 
ducts to various sections of the de; ôt, where they are connected to 
fase distribution boxes, from which each motor circuit is taken. 

All feeders are of the three-core paper-ineulated lead-covered 
type, the cables for the small ventilating fan motors are of the 
three-core V. I. R type. NN | ; 

The installation of the electric lighting, power supply and tele- 
phones bas been supervised by Mr. J. H. Rider, tramways electrical 
engineer. | 


current Consumption. 


A PAPER on this subject was submitted by Mr. R. 8. Pilcher, of 
Aberdeen; the matter was fully dealt with by him iu an earlier 
paper read before the Scortisnh Tramway OFFIOI4Ls’ ASSOCIATION, 
of which a lengthy report appeared in our issue of August 20th, 
page 292. 

That good results may be obtained by careful instruction of the 


motormen and the installation of gome type of meter, is evidenced by 
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CUBRENT Consumption Совукз, ABRBDEEN Tramways. 


the current consumption curves relating to Aberdeen, which we 
reproduce herewith. —  . 

The author mentions that all the service cars on the Aberdeen 
system are fitted with ampere-hour meters, and (as shown by the 
curve) the current consumption is lower than it has been for the 
last five years, despite heavier cars. He believes tbat the actual 
type of meter employed matters little, as it is the comparison, day 
by day, with other cars on the same route, which is of value. 


Some Comparisons of Continental and British Methods of 
Operating Tramways. | 
(Abstract of paper by A. R. FEABNLEY, General Manager, 
Sheffield Corporation Tramways.) 
I THINK it will be agreed that the differences which at once imprets 
one when inspecting Continental tramway systems are:— 


The rigid adherence to the single-deck type of car. oe 
The carrying of a large number of star ding passengers, especially 
on the front and rear platforms. 
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The almost vniversal use of trailer cars. | 

The large and increasing number of vestibule cars (both motor 

and trailer cars). 

The bow collector which is used in place of tbe trolley boom. 

The provision of shelters or waiting rooms at important centres 

and junctions. 

A further difference is now being introduced, viz. :—The provision 
of vailess electric traction systems for developing ultra-suburban 
traffic, such as is catered for at present in this country only by the 
horse or petrol bus or by railways, until the population warrants 
laying down tramway track. | 

The most frequent objection that I heard or have seen to the use 
of double-deck cars on the Continent is that a great deal of time is 
lost in passengers entering and leaving the cars at the stopping 
stations, to which statement I anticipate few British managers will 
attach much importance. The most serious objection I heard 
advanced was one referring to the continued and lengthy absence 
of the attendant from the platform. 

The best suggestions that I heard in favour of the single decker 
were that it can be readily coupled to a trailer and worked in this 
way without danger und inconvenience, and, what is equally im- 
portant, the only additional attendant required may be a shedman 
or other employé of the department, not necessarily a regular traffic 
employé, the brakes being either magnetieally or air controlled on 
both cars by the motorman, and these appear to be the most 
favourable arguments that may be advanced for its adoption in 
the first instance. In Sheffield the average current consumption 
per car-mile by the double-deck cars on our most hilly route is 
1:64 units per car-mile, and on our most hilly single-deck car route 
1°46 unite per car-mile. 

Another interesting comparison is in the mileage obtained from 
tires. The average taken from the double-deck cars under certain 
conditions is 4,505 miles per 8 in. wear, aud for the single-deck 
cars under similar conditions 4,576 miles per }-in. wear, or only 70 
miles-per g in. wear in favour of the single deck, with 46 per cent. 
less carrying capacity. 

On comparing the life obtained from brake shoes, we find that:— 


Double-deck covered-top cars average 4,520 miles per set of shoes, 
. » ‘open-top » » 4.643 п | » 
Bingle deck 2: » 4,530 s s 
NoTE.—8Bingle-deck cars are worked on three routes, two of which 
have severe gradients; the third route is practically level. 


The traffic wages are the same, except in cleaning, where there 
is certainly a little in favour of the eingle deck. 


Other important arguments in favour of the double-deck car, 


without repeating many well-known points, are: — 

Small quantity of rolling stock required. 

Oonsiderably less car-shed accommodation necessary. (Vienna, 
with & population of barely 2,000,000, has over 2,000 cars.) 

Comfortable and very popular accommodation for smokers in all 
sorts of weather. 

Jadging by the way in which they are generally used, a trailer 
appears to mean additional accommodation for abont 28 more 
passengers with each motor car. There are the increased wages 
aud maintenance charges and the greater street area covered, 
together with the necessity for providing double track where the 
trailers are in use, also the extra current consumption (the Conti- 
nental trailer appears to vary in weight from three to six tons), 
and the difficulty in placing depóts in suitable positions to avoid a 
large amount of lost mileage in taking the trailer on and cff. 

It is interesting to note that the use of the vestibule type of car 
is very general, and is rapidly on the increase on Continental 
tramway systems, In some cities it was probably provided in the 
first instance for the protection of the passengers riding on the 
platforms, and it now appears to be the exception for large Conti- 
nental tramways not to have a considerable proportion of their 
cars provided with vestibules. 

In 1907 I had the opportunity of experimenting with a bow 
collector which was manufactured by Mesars. Brecknell, Munro and 
Rogers, Ltd., for a Russian tramway, and whilst, of course, our 
overhead line had not been constructed for a collector of this type, 
we fouad that there would have been little difficulty in obtaining 
very eat isfactorv results with this arrangement if the overhead line 
had been suitable. I am of the opinion that the trolley boom, with 
its attendant overhead fittings, is the most unmechanical feature of 
the whole of our tramway equipment, and despite all that can be 
donein the way of perfecting our overhead work by keeping the 
line over the track, planting extra poles and fixing extra pull-offs 
to ease the curves and by regular and systematic examination of 
trolley standards, trolley heads and overhead fittings, there is still 
a big weakness in this attachment. 

The cost of trolley upkeep in Sheffield for our Jast financial year 
amounted to £1,031 14s., or '0336d. per car- mile. The cost on a 
line where the bow collector is in use was given to me as being 
041d. per car-mile, and, in my opinion, the bow collector would be 
a considerable advantage if it could be worked with such a small 
difference in cost. 

la meeting the requirements of suburban districts lying beyond 
the point to which it is considered financially safe to construct 
tramway tracks, reports show that there are very considerable 
possibilities in the rail-lesa electric trolley car, and in my 
opinion, if it is given a fair trial without unnecessary restrictions 
and red Пар regulations, it will, witbin the next few years, form an 
important addition to our tramway business. 

In comparing this method of dealing with suburban traffi», I 
would say that I think it is supar or to any system of horse, steam, 
elec'ric, or petrol bus, which, 8: faas my knowledge extends, is at 
work in this country at the prea-nt time. 

Hume considerablas time has no y eiapsed sines the reports of the 


"P 


deputations regarding tbe feasibility of adopting the railless electric 
cars were made, and as yet no corporation has obtained the neces- 
sary powers to work such a system, but it is anticipated that at 
least two of our large cities (Leeds and Bheffield) will obtain these 
powers within the next 19 months. : 

Technical data concerning Electric Hub-Motors as in use on the 
Vienna Municipal Trackless Trolley System.—'The electro-motor of 
the trackless trolley vehicle gives about 20 н.р. The field magnet 
is mounted on the axle, and resembles an internal pole star. The 
armature is placed outside, aud forms a part of the wheel itself in 
such way that it revolves as a wheel around the pole star. 
The field magnet has ten poles. Each spool is wound in 
a patented way, aud consists of a flat copper band of uniform 
section, but of variable width .and depth. The armature 
consists of a great number of spools built into the frame of the 
wheel. | 
` The collector is arranged in a vertical plane so that the vibration 
of the car cannot lift the brushes, which are fitted with special 
carbons. · 

The motors are placed in the back wheels for the trackless trolley 
system, but on lines of heavy gradient four motor wheels are 
employed—two at the back and two at the front—in which case the 
front wheels are fitted with a special device securing perfect 
steering even in the case of a sudden breakdown of one of the front 
wheel motors, 


ELECTRICAL STEEL. 


THERE is no doubt that the spread of electro-metallurgical pro- 
cesses has received an enormous impulse in recent years from the 
wide extension of cheap electric power supply. When we have in 
our own country such large power systems asthat of the Newcastle- 
upon-Tyne Electric Supply Co., Ltd., and other lands are favoured 
by such enormous water-power sources as the falls of Niagara and 
Shawinigan, to say nothing of the Scandinavian possibilities, there is 
no wonder that electric power is being applied to processes which 
were formerly considered to be the most remote from electrical 
engineering. | 

А notable case in point is the production of electric steel. At 
the present time some 67,000 н.р. is employed in America and 
Europe for the production by electricity of steel and its alloys, 
and the refining of low-grade steel and pig-iron. The use of 
electricity in metallurgical processes bas in meny cases resulted ia 
the creation of industries in districts previously considered unsuit- 
able. Wherever it is possible to obtain electricity cheaply, either 
from water power, steam-driven stations, or producer gas plants, it 
is feasible to put down an electric furnace. 

If we assume that electricity can be produced at the rate of 40s. 
per electrical horse-power per year of 8,760 hours, it is found that by 
the latest processes of electric steel production one ton of steel- 
making pig-iron can be obtained at а cost of £1 15s. 6d., exclusive 
of the price of raw material. This figure is baeed on the cost of 
labour, repairs and maintenanoe, together with an average price of 
£1 5s. per ton of product for lime, electrodes, coke and electrical 
energy, aud is the result of a 90-ton working test on a process which 
we are about to describe. 

The high temperature at which the electric furnace works ensures 
almost complete freedom from phosphorus and sulphur in the iron, 
and assists coasiderably in the complete amalgamation, purification 
and deoxidation of the steel produced. Hence this is equal to the 
best crucible steel, and can be manufactured with traces only of 
silicon and manganese. Moreover, the precision with which carbon 
and metallic alloys may be added to the electric furnace renders it 
possible to produce steel of any desired grade and composition, 
ranging from tool steel to mild constructional steel. Added to this 
is the fact that occlusion of gases in the metal does not occur, and 
a product is therefore obtained which is free from blow-holes, 
Uulorm in coupositiun as arcertained from uns lyses of drillings 
feam diffarer* orta -f ingota, and capable of being fcrged with 
great esse. Ву e'ec'rica! proc-eceg pr-ctically pure iron has been 
produced, analysis showing 99:95 per cent. of true iron. Mr. 
Harbord, late Metallurgist to His Majesty's Indian Govern. 
ment, has concluded a report on the production of electric steel by 
saying :—'' As a result of my investigations into the metallurgy of 
the electrical production of steel and the electrical smelting of pig- 
iron, I have come to the following conclusion:—8Steel, equal in all 
respects to the beet high-class Sheffield crucible steel, can be pro- 
duced in an electric furnace at a cost considerably less than the 
cost of producing a high-class crucible steel." 

Probably the most important application of the electric furnace, 
во far as existing steel works are concerned, is the electrical purifi- 
cation of low-grade steel and pig-iron, as by this means steel can be 
produced to any specification. When dealing with pig-iron, the 
metal in its molten condition is charged direct into an electrical 
farnace. It is here covered with an oxidising slag, which is 
removed after about 30 minutes. A layer of carbon is then placed 
on the liquid metal, and over this a slag free from oxygen. The 
neutral slag so far cools the mass that the greater part of the 
ferrous-oxide is reduced by the carbon. Oertain quantities of 
manganese ore are added to the neutral slag, and this destroys any 
remaining ferrous-oxide. When the mass is perfectly white a 
carbon test is made. A carefully calculated mixture of iron and 
carbon is then introduted into the furnace, and when thie is dis- 
solved tae пгс зз ry a.loya аге а lde to ob‘ain the grade of steel 
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required and the whole of the contents are drawn off. Where it is 
required to refine a low quality steel, this is first melted in a Martin 
or other furnace and then transferred while still molten to the 
refining furnace, built on a lower level than the first. A charge 
can be completely finished in 75 minutes. In some instances 
60 minutes suffice, whilst for special steels the charge may remain 
in the farnace for as long as 1? hours. Allowing that a 5-ton 
furnace would require, say, 800 H P., equal to an average energy 
consamption per ton of special steel ot 280 m P.-bours, the cost of 
energy for the process cannot be considered excessive.. 

The furnace which Mr, T. Scott Anderson, of Sheffield, has 
desigaed and patented for the above and similar processes is 
shown in section below. It consists of a chamber some- 
what of the shape of the porcelain boiling dishes known to 
chemists, with a domed cover, an aperture being left at the spout 
for pouring purposes. It is constructed of highly refractory 
materia's, aud is mounted either on trunnions or rockers, as sbown 
in the illustration, for the purpose of pouring. Ina addition to the 
main pouriog lip for use when fuil, tappiog holes are provided, so 
that when the metal is at the lowest point in the furnace hearth it 
can be run off. Tapping is preferable to pouring at this stage, as 
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ELECTRIO STEEL FURNACE. 


ANDERSO 


it is not uncommon to find that pouring from so low a point causes 
a distinct change in the quality of the steel, even though both 
metal aod slag may be quiescent prior to pouring. Through the 
covers of the farnace are admitted substantial electrodes capable 
of vertical adjustment, arranged in parallel or series according to 
the work for which the furnace is designed. Both the furnace and 
the electrodes are fitted with a continuous water jacketing system, 
and directly beneath the base of the furnace, in line with each 
e, are fixed electromagnets which counteract any inter- 
ference with the formation of the arc and control its action while 
at work. Moreover, the furnace is so constructed that the concen- 
tration of the incandescent gases around the electrode is utilised 
to the best advantage, and the arrangement tends to efficiency in 
a very marked degree. i 
Another sphere in wbich this furnace is found to be of consider- 
able advantage is in the production of steel from scrap steel and 
iron. In railways, dockyards and engineering works the problem 
of effectually and profitably dealing with the large amount of old 
and waste material is a weighty one, and any process which can 
show a return in tool steel, ingots for castings, and the like, has a 
certain hold on the market. A similar furnace to the one above 
described is used, the charge being placed in it cold, and a little 
ore and lime is added. When the furnace has been charged, current 
is switched on and the material reduced to a molten state by a 
combined process of arc and resistance heating. A slag formed by 
the lime and silicates of the ore floats on the surface of the molten 
metal; the electrodes dip just beneath tnis slag, but not into the 
metal. An air blast is then introduced, and the impurities in the 
charge becoming oxidised, enter the slag, which is then withdrawn. 
One or two new slags are introduced, aud the process proceeds in 
this way, with the result that a very pure product is obtained. 
When this point is reached the requisite alloys are added and the 
charge is tapped. The current is kept on the furnace for about six 
hours, and the average energy consumption is about 1,050 H.P.- 
hours per ton of steel produ:ed. Assuming the cost of scrap at 
about £3 per ton, the cost of labour of four men at £1 4s., and the 
cost of electrical energy at 8s. 6d. per ton of metal produced, and 
making allowances for electrodes, repairs and renewals, interest 
and depreciation, alloys, ore, lime, &c., the cost of steel making 
from scrap works out at about £6 8s. 6d. per ton—a figure taken 
from actual working. In this case the electrical energy required 
was generated from coal costing 25s. per ton, using gas engines and 
gas-producer plant. An installation capable of producing 900 tons 
of steel per annum from scrap, working six days of 24 hours each 
per week, was figured at a capital cost of £3,750. 
A problem to which electro-metallurgical engineers Lave for 
а long time devoted themselves has been the direct smelting of iron 


‘ furnace. 


ore by electrical means. Where chcap power is available, a great 
industry may be created; the iron ores of South Africa, India, 
Australia, Canada and Norway all await treatment by this means, 
and in New Z-aland we have vast beds of magnetite or iron-sand 
yielding fully 50 per cent. of weight of pure metal, but hitherto so 
unamenable to ordinary smelting methode, that the New Zealand 
Goverament have in vain set aside & bounty of, we believe, £200,000, 
to be paid to the firm or firms who succeed in establishing a local 
iron industry based on the utilisation of these sands. The Anderson 
furnace, as adapted to reduction processes, demands that the material 
to be acted upon shall be first pulverised, so that in the case of 
iron-sands, these need not be briquetted. The ore is first mixed 
witn the necessary flux and then supplied to the furnace by means 
of a hopper, the feeding being regulated hy shutters in tbe con- 
nectiog thutes. An adjustable electrode auxiliary to the two 
described in the refining furnace is situated immediately over the 
well of the fornace, and this serves to keep the metal in the receiver 
in a molten condition. This receiver may, with modifications, be 
used as a mixing vessel for the conversion of the iron into steel in 
one operation, or the pig-iron received from the electric reduction 
furnace may be carried in a molten state to a second or refining 
Both hematite and magnetite can be readily smelted, and 
an inferior charcoal is quite satisfactory as a reducing agent without 
briquetting. For the production of 60 tons of pig-iron per day of 
24 hours, it may be taken that, sssuming 5,000 н.р. to be available 
at a constructional cost for the power house of £10 per x.H P., the 
total cost of plant would be about £55,100, excluding accessories 
such as crushers, elevators, storage, charcoal plant, &c., but in- 
cluding furnaces, regulators and their connections, instruments 
and cables, electrode plant and repair shop. Supposing that an ore 
containing 50 per cent. of pure iron is obtainable at 7s. per top, and 
that electrical energy can be produced at 40s. per B.H P.-year, the 
cost per ton of pig-iron produced, including charcoal, labour, lime- 
stone, electrodes and general expenses, interest and depreciation, 
repairs and renewals, and management expenses, should work out 
at about £2 15s. This figure for electricity is somewbat low, and 
hence it is essential for electric smelting that power can be obtained 
at а very cheap rete. The average energy consumption in this 
process is about 0:210 в.н.р.-уваг, or about 1,840 z.P.-hours, per ton 
of pig-iron produced. 

It will, therefore, be seen that the electric furnace can compare 
very favourably with the blast furnace for the reduction of iron 
ore, where the above-mentioned condition of cheap power is 
obtainable, and there is the further point that a good ore runs no 
chance of becoming spoiled owing to the action of solphurous 
gases, as sometimes occurs in the blast furnace, this leading to tbe 
fact that a far higher degree of purity can be obtained in the pig- 
iron. It will, therefore, be understood that the electrical pro- 
duction of iron and steel possesses points of interest to the manu- 
facturer and engineer that are not merely academic, and it may not 
be very long before the work of such men as Mr. Bcott Anderson, 
who is & gold medallist for metallurgical research, will be crowned 
with the success of a far-reaching industrial development. 

It may fairly be said that the prejudice against electric furnaces, 
which was at one time very apparent in England, is very rapidly 
giving way to a realisation of their necessity, and an appreciation 
of the superiority of their product. To illustrate this it may be 
mentioned that Mr. Scott Anderson is now engaged on projects for 
electrical steel manufacture for several very important sieel and 
engineering brms in Sheffield, Glasgow, and elsewhere. Furnaces 
are now being erected in Sheffield for the electric production of 
steel from ordinary scrap steel and iron, the product being in the 
form of high-grade castings, absolutely free from blow-holes, and 
tool steel. Tne steel in the billet costs a little under £6 per ton, 
and this is produced with scrap at, £2 10s. per ton, and powef 
generated from coal costing £1 5s. per ton, used in a gas producer 
plant. Following on this, it is expected that other furnaces on 
this system will be installed in, Manchester, and at least one other 
centre, in the near future. 

Another important project which is under consideration, is the 
production of high-grade steel billets direct from the ore, utilising 
extensive water rights for power purposes, and the fact that this 
question is now receiving almost universal consideration and 
approval is without doubt very strong evidence of the excellence 
of electric steel production. The electromagnets used with the 
Anderson furnace have proved the means of considerably reducing 
the current consumption, and thereby increasing the efficiency of 
the furnace, and this has contributed in no small degree to the 
satisfactory solution of this difficult problem. 


— 


German Enterprise in Austria. — The Bergmann 
Electricity Works Co., of Berlin, which is rapidly advancing to a 
position in the front rank of the principal manufacturing firms in 
Germany, has just established a subsidiary undertaking at Boden- 
bach, Bohemia, which has been registered as the Austrian Bergmann 
Electricity Works Co. The object of the new enterprise, which 
has an ordinary share capital of 500,000 crowns, is specially to erect 
and work an electricity works. 


D.P. Batteries.—Amongst the orders which we are 
informed the D.P. Barrmry Co., Lrp., received last week, they 
have been commissioned by H LH. Empress Eugenie to install a 
storage battery of their L8 13 type at Farnborough Hill, and by the 
Crown agenta for the Colonies to supply a battery of 118 L 15 type 
cells for the Bahamas. They have also received orders for 16 of 
their specially designed 25-volt batteries for private residences. 
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FOREIGN AND COLONIAL TARIFFS -ON 
ELECTRICAL GOODS. 


GERMAN EAST AFRICA, CAMEROONS AND TOGOLAND.— 
The following articles are free of duty :— | 
All articles imported by the G»vernment, the Imperial Admiralty 
and the Imperial Postal Service; machines and ins'ruments, 
materials and working plant, directly intended for building, 
repairing and operating railwaye and other means of con- 
veysnce ; machinery for industrial and mining operations; 
means of transport of every description; physical, astro- 
nomical, chemical, mathematical, optical and like ecientific 
instruments. 
Electrical and similar’ materials not capable of being classed 
amongst the above-named goods would be dutiable at the rate of 
10 per cent. ad valorem. | 


GERMAN NEW GUINEA.—The following are free of duty :— 
All goods imported by the Government; physical, astronomical, 
. Chemical, mathematical, optical and similar instruments to 
be used for scientific purposes; transport materials of all 
kinds; m*c^ines for the immediate purpose of carrying on 
construction for communication, waterwork: & .; railway 
lines and sleepers, telegraph wires, &c.; articles imported 
by the Postal and Naval authorities. 
Other electrical and similar goods not capable of being included 
under any of the above headings would be dutiable at the rate of 
10 per cent. ad valorem. 


GERMANY—S8AMOA.—A duty of 10 per cent. ad valorem ів 
levied on electrical and similar goods. 


GERMAN SOUTH-WEST AFRIOA. — Electrical and similar 
goods are duty free. 


NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Tompson & Co., Elec- 
trical Patent Agents, = High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


91,400. “ Device for testing the pull or strength of magnete.” E. C. F. O rro. 
21,416. “Improvements in ignition apparatus for internal.combustion 
engines.“ "W.MirnLs. September 20th. 


21,424. ‘* Improvements in ejectors electrically operated.“ E. M. T. Buppam. 
September 20th, 

21484. ''Improvements in magneto-slectric ignition apparatus for internal- 
combustion engines." F. H. HALL. September 20th, 

21,441. ''Improved method of controlling electrical] quantities by means of 
sound waves and apparatus therefor.” F.J.CHAMBERS. September 20th. 

21,480. © Improvements in or relating to electrolytic condensers.” BRITISH 
TuoxsoN-HousTox Co., LTD. (General Electric Co., United States.) September 


91,481. ‘‘ Improvements in and relating to electric energy meters.“ BRITISH 
THomson-Hovuston Co., Lro., and C. R. D'Arcy. September 90th. 

21,517. Improvements in and relating toelectrio batteries ог accumulators.” 
A.W. Somuens and R. J. CnowIxv. (Application for Patent of Addition to No. 
5,064, 1909.) September 1st. ` 

21,526. ''Improved insulator for supporting the current rails of electric rail- 
ways and tramways." A. WATKINS. September 218%, 

21,529. ''Improvementa in static induction generators or influence 
machines." О. Hananisow. (B. E. Baker, United States.) September 9185. 
(Complete.) 

21,540. “Improvements іп polyphase commutator dynamo-eleotrio 
machines.“ 8SizweNs Вноз. Dynamo Works, Lrp. (Siemens Schuckertwerke 
G.m.b.H., United States.) September 21st. (Complete.) \ 

21,541. "Improvements in apparatus for regulating the transfer of electrical 
energy between two electrical systems having different eleotrio frequenoies.’’ 
SikATNS Bros. Dynamo Wonks, LTD. (Siemens Schuckertwerke U. m b. H., 
Germany.) September 21st. (Complete) А 

21.542. Improvements іп and relating to polyphase commutator dynamo- 
clectric machines." 8ikmens Bros. Dynamo Wonks, LTD. (Siemens 
Bchuckertwerke G.m.b H., Germany.) September 2lst. (Complete.) 


21,564. “Improvements in electric heaters.” J.C, Royce. September 9186. 
(Complete.) 

21,577. ‘Improvements іп and relating to machines for use in the manu- 
facture of incandescent electric lamps." British THoMsoN-HovsTON Co., LTD. 
(General Electric Co., United States.) Beptember 21st. 

21,595. “Improvements ín liquid controllers and starters for electric 
motors." J. A. Umpire. September 22nd. 

21.596. Improved inspection and extension fitting for electric wiring.“ A.J. 
Всоңҥтт, September 22nd. 

i ray " Improvements in dynamos and motors." J.A.LippLE. Septem- 
er 22nd, 

21,022. “Improvements in motor-generators, boosters, balancers, auto- 
transformers, and generators for direct and alternating-current circuits." A. M. 
'lAvLoR. Beptember 22nd. 

21,537. '' Improvements in electric telegraphs particularly applicable to 
transmitting signals on board ship." W. F. GRaTON. September 2404. 

21,659. "Impedance switches and regulators." H. J. Hexserts. Septem- 
ber 22nd. 

21,0609. "Improvements in installations of electrically-propelled vehicles for 
the purpose of obtaining current for braking." G. Rizvo. (Date applied for 
under Rule 18, March 22nd, 1909, An invention comprised in application 
No. 6,249, dated March 22ad, 1909.) September 22nd. 

21,052. '' Improvements in voltage-regulators for dynamo-electric machines.“ 
T. FrRoUvSON. September 23rd, 

21,701. ‘* Improvement in the ignition of comb astion engines." Н. Portway, 
Bepteinber 23rd. 

21,752. ~ Improvements relating to the senders of tele-selectors.“ E. Bios. 
September 23rd. (Complete ) 

21.803. Improved means for automatically controlling the reversal of 
electrically-driven machine tools," W. BkARDMORE & Co., LTD., and J. А, 
Bikes, September 21th. 


21,807. “Improvements in electrio lifts.“ 
ber 24th. 

91,945. “ Improved method of obtaining constant potential in an electric 
circuit supplied from a generator running at variable speed particularly appli. . 
cable to the electric lighting of railway trains and the like." W. F. GRAFTON. 
September 21th. 

91.854. ‘Improvements in and relating to electric limp fittings.” J. Onur. 
(Е. J. Beabolt, Gnited States.) September 94th. (Complete.) 

91,858. *'Improvementa in and connected with the ignition contrivances of 
internal-combustion engines." A. Gnar. September 24th. (Complete.) 

21,904. Improvement in or connected with microphones, receivers of tele- 
phones and the like." Т. W. Newmax. September 25th. 

21.940. “Improvements in electric clock winding mechanism," J. Gaar 
F. J. Se bolt, United States.) September 25th. (Complete.) 


E. M. T. Boppam. Septem- 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Тномрвои & Co., 823, High Holborn, W.O., and at Liver- 
pool and Bradford; price, post free, Od. (in stamps). 


| 1908. 

METHOD OF AND APPARATUS FOR ELECTRICAL SEPARAT ON, W. Fairweather. 
(Huff Electrostatic Separator Co.) 16.688. August 6th. | 

ELECTRIC SIGNALLING on RAU wars. G. H. Brown. 18,996. September 10th. 

ELECTRIC LIGHT AND SAN ELECTRICAL Fremnos. А. T. Woodhall and 
A. Emery. 19,150. September lith. | 

METHOD AND MEANS oF TRANSFORMING ELECTRICAL ENERGY INTO Heat ENERGY, 
C. O. Bastian. 19,888. September 15th. | 

OVERHEAD Conpuctors FOR ELECTRIO RalLways AND Tramways. J. Ormston 
and W. E. Charlton. 20,647. October Ist. (Cognate application 6,594/00.) 

CLAMPING Devices FOR ELECTRICAL Fittines. Siemens Bros. & Co. and 
J. Huddleston. 21,912. October 16th. 

MAGNETO-IGXITION APPARATUS, Firm Robert Bosch. 26,647. November 96th. 
(Date applied for under Internationa] Convention, November 6th, 1908.) 
Macnretic Brow-Outs ron ELzOTRIO BwiTCHES. T. von Zweigbergk. 265,954. 

December Ist. | 

Execrric Furnaces, C. Bingham. 96,956. December Sth. 

AUTOMATIC ExxCrRIO Tinna BwrrcH. F. W. W. Baker and G. Pearce. 27,393. 
December 16th. 

Contract DEVICE ON А TRAVELLING BnipGE-CRANE To Convey CURRENT FROM AN 
ELECTRIO OvkRHRBAD CONDUCTOR TO AN ELECTRIC LOCOMOTIVE PASSING UNDER 
THE SAME WITHOUT INTERFERING WITH THE WORKING OF TBK Crane. С. K. 
Mills. (Maschinen und Dampfkesselfabrik Guilleaume Werke Ges., 
Germany.) 28,076. December 21th. 

HOLDERS ов Sockets РОВ INCANDESCENT ELECTRIC Lames. H. W. Marsh, 
28,177. December 24th. | 


Pd 


1908. 

Service Reoisters IN TELEPHONE INSTALLATIONS. 
(Siemens & Halske Akt.-Ges.) 10,208. April 29th. | 

ELkcTRic ВАРЕТҮ Lamps. G. O. Wolters. 10,819. April 80th. (Date applied 
for under International Convention, May 3nd, 1908.) 

TELEPHONE TRANSMITTERS., C. E. Egner and J.G. Holmstrom. 12, 918. June ist, 

TTELkKPHONE ExcHANGES. Siemens Bros. & Co, (Siemens & Halske Akt.-Ges., 
Germany.) 17,104. July 24th. i 


Siemens Bros. 4 Cor 


, 


Electric Smelting Process.—A new electro-thermic 
smelting process has been introduced at the works of the Canadian 
Zinc Co., at] Nelson, British Columbia. The electric furnace, which 
was devised by Mr. F. T. Snyder, technical adviser to the company, 
is, in its general construction, very like an ordinary, rectangular, 
water-jacketed, lead blast furnace, with inside dimensions of 34 X 
54 in. At either end a carbon electrode is conducted through 
the end jackets, while a third electrode is connected and built into 
the furnace bottom. From a framework above, three cy | 
carbon electrodes, 9 in. in diameter, are lowered into the furnace, 
their height above the bottom being regulated by suitable gearing 
hung from the roof. In operation, the electric current, entering by 


‘these three suspended electrodes, passes to either the end or bottom 


electrodes, the electric arc so formed generating the requisite heat 
for smelting the ore, which is fed into the furnace from the charging 
floor level, around the electrodes. The products of the fusion are: 
Slag and matte run off through a suitable iron spout ; lead, collected 
in the bottom of the furnace, and ladled out of a lead well; and 
metallic zinc, which is condensed on the cool sides of the jackets 
and, running down, flows out of openings in the side of the farnace, 
through carbon blocks, perforated by emali holes. The capacity ot. 
the furnace is as yet a matter of expectation only, bat it is antici- 
pated that it will be capable of treating about 15 tons of ore per 
day, the consumption of power being estimated at 50 K E.. per ton 
of оте (? per day). The necessary current is obtained from tbe Bon- 
nington Falls plant, and is delivered by that concern at the south-east 
side of Nelson, across which town the Canadian Zinc Co. has bad 
to carry it; for this purpose, a pole line, about 3 miles in lengtb, 
has had to be erected, a high standard of construction having been 
demanded by the town authorities as a condition to ita permission 
to pass through the public streets. The high-voltage current ле 
the works directly to а tranaformer house, which is equipped wi 
transformers capable of dealing with about 750 B. F. 
experiment is being watched with interest in ore-amelting circles 
in Canada. ; 
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touch with capital. The 


FINANCE AND INDUSTRY. 


Ir must be admitted that the methods by which trade i is 
carried on in Great’ Britain are sometimes casual or un- 
organised. To take a concrete example, let the case be 
supposed of an inventor who holds a patent for something 
realy valuable. Everyone knows to begin with that the 
inventor is often apt to be an erratic genius totally 
devoid of the special ability which, even with money at his 
command, would enable him to make a commercial success 
of his invention. Usually he has very little money, 
and there is no royal road by which he can set about 


getting it. Generally speaking, he bunts around in a casual 


sort of way, and meets rome man who thinks he sees value 
in the invention, and through a greater or less number of 
intermediaries he finally gets into touch with a promoter who 
exploits the invention and the inventor, floats a very much 
over-capitalised company, and sets the company going. with 
enough working capital to keep it afloat for a year. Gradually 
the shares ‘drop in value from the premium at which the 
promoter unloaded them on a public tickled by a huge. 
advertising expenditure. Shareholders sell out chiefly at 
а small loss, the total loss is - distributed over a wide 
area, and the number who lose heavily is few, too few to 
make an effective protest. A good invention is thus lost 
or discredited. Properly and honestly applied, a tenth of 


the money would have ensured a success. 


In Germany things are done differently. The ir- 
dustrial banks afford a means of bringing men into 
banks have the command 
of the best technical advice, on which they can 
draw when investigating any proposition or inven- 
tion that may be submitted to them. The inventor is kept 
within bounds and receives a fair reward for his work, and 
undertakings are set going with the minimum of expense. 

It is quite true that some of the German monetary groups 


have sometimes gone too far in supporting undertakings of 


doubtful value, but this is not a necessary fault of the 
system. It has often happened from too great an anxiety to 
secure work for affiliated manufacturing establishments, and 


the anxiety to secure work for these establishments no 


doubt largely prompted the banks to advance capital for such 
undertakings ae, say, the Victoria Falls Co. 

These German banks, as we have often shown, make it 
their business to help the manufacturer. We say again that 
it ought to be possible to devise some means on the lines of the 
more cautious of the German industrial banks by which genuine 
industry should be furnished with capital. There is plenty 
of business to be carried on for which small sums of £3,000 or 
£5,000 would be ample. It seems to be practically impossible 
to get such small sums. The promoter class turns up his возе 
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at such small demands because they do not afford him his 
pickings. Hundreds of thousands are more to, his liking. 
Men with money to invest can seldom be found. They 
yield only to the glamour of the promoter and his over- 
watered schemes, and will riek with him thousands of 
pounds, rather than put hundreds into a genuine business 
as principals, The German Industrial Bank collecta the 
people's savings and applies them to industry. Some of the 
undertakings succeed well; some, no doubt, fail The 
depositors in the bank, one and all, receive the ‘averag 
result of all the business done by the bank. | 

In our English system Smith happens to put his money 
into the good thing, and Robinson loses all his in a failure, 
Smith makes 300 per cent. and Robinson loses 100 per cent. 
In Germany each man would have made 100 per cent. profit 
and get back his capital also. The worst of our English 
system is that the man who finds the money for the success 
could have made an equal success had he found one-fifth the 
amount without the mediation of the promoter. And the man 
who pays his thousand to prove a thing to be a failure 
could have proved it equally so by expending two hundred, 
and might even have made a success by expending three 
hundred. But the promoter has had sever-tenths of bis 
thousand pounds, and thus to make this one man rich a 
good business is spoiled by lack of working capital, and a 
thousand investors are left to curse industrials.” It is the 
promoter who should be cursed. Не is indispensable as 
matters stand, but we want a Censor who will limit the 
voraciousness of his appetite. The big promoter to-day 
cares little for the success of his companies. A company, 
with its offshoots and subsidiary companies, its re-absorp- 
tions, may be made merely a machine to be worked to 
extract shareholders’ money under the protection of the law. 
Any group of men can work the game, which has many 


variants. A small proprietary financing syndicate of the 
inner ring, a large industrial company and a large number 


of subsidiary companies to be put out and absorbed, . 


amalgamated and divided, are the stock-in-trade, and the 
payment of commissions on all this chopping and chavging 
is & perfectly legal matter to which the little syndicate is 
entitled. : 

When a company is promoted to work a patent the 
promoter's huge profits are made in the enormous enhance- 
ment of the value of the patent, between the time when the 
initial syndicate purchase it from the inventor, and the time 
it parte from it tothe company. When a promoter exploits 
an established concern, he extracts his great profit, 
perhaps, out of goodwill, and the value of a goodwill may be 
made very large if a business is capitalised on a 5 per cent. 
basis on the opinion of the amount of profit that the business 
will make. All the foregoing may be merely an elementary 
expression of an oft-repeated grievance, but it is as well that 
the subject should continue to receive attention. As we have 
before said in these pages, there appears to be a real need 
and opening for British industrial banking fomewhat in the 
lines of the German Banks. 


A CORRESPONDENT of the Financial 
Times, who appears to have some know- 
ledge of the inner workings of the telegraph 
world, recently drew attention to the purchase by the Post 
Office of the віх coastal stations of the Marconi Co., with the 
right to use all the Marconi Patenta, existing and for a period 
of 14 years, for the small sum of £15,000, and inquired what 


The Marconi 
Patents. 


. merely ut the amount of patent feea, &c. 


assets the company possessed, seeing that the “ master 
patent" would expire on Jane 2nd, 1910. The company 
replied, admitting that the patent in question was about to 
expire, bat stating that it had long ceased to be regarded as 
of much value, and had, in fact, been valued in the acconnts 
No depreciation, 
therefore, had been necessary. (a the other -hand, the 
company possessed some 500 patents protecting details, 
besides the trans-Atlantic transmission stations and the 
numerous installations on board ship. The correspondent, 
however, who signa himself ** Marconi Shareholder," retarns 
to the charge in the Financial Times of October 9th, 
averring that £75,000 was paid by the company in cash or 
shares to Mr. Marconi for the master patent,” and asks 
what has become of the balance of the purchase price, after 
deducting the cost of the letters patent. By the company’s 
own statement, it has not been writteu off. | 

This shareholder acquired his holding in 1901, when 
the market price was oonsiderably above the present 
figure, and when the attempts to signal acress the Atlantic 
were just about to afford some indications of succese. 
But trans-Atlantic transmission even now can hardly be 
regarded a8 a commercial success, and to crown all, the 
Canadian station has been burnt. What assete, he asks, 
have the shareholders to set against the £500,000 capital 
issued by the Marconi Co.—not counting loans—a capital 
big enough to lay an Atlantic cable ? 

Our sympathies must be with the unfortunate shareholders 
who, as this one says, have had по luck.” But our con- 
science is free from blame, for we have consistently urged 
caution upon prospective investors in the undertaking, and 
have pointed out the limitations of the system. Witbin 
those limits, it bas been so successful as to become indis- 
pensable ; but the, company’s policy was too long directed 
towards sengational enterprises of little utility—except to 
cause violent oscillations in the price of the shares, Since 
the reorganisation of the directorate wiser and more prosaic 
counsels have prevailed, and if the company perseveres 
in the straight, if unexciting, path of patient 
industry and sound development, we do not doubt tbat in 
the long run even Marconi Shareholder" will be consoled 
for his earlier misfortunes. It is curious to observe that not 
only in this country, but also in the United States, the 
progress of the science has been delayed and hampered by 
errors of management and over-capitalisation, and in the 
States it is in a deplorable condition. Only our German 
cousins appear to have acted on a methodical plan, com- 
bining instead of dividing their forces, and it is from them 
that competition will come, for which our Britieh companies 
had better be prepared. 


A Manchester (harge.—At the Manchester City 
Police Court on Tuesday (12th inst.), Edwin A. Wilson, of Halliwell 
Lane, Hulme, was cbarged with having stolen electrical goods, 
including tantalum lamps, wire, &c., to the value of £500, the 
property of Baxendale & Co., Miller Street, Manchester, his 
employers. Several other men were charged with receiving the 
goods. Mr. Rylands prosecuted. Wilson pleaded guilty to the 
charge, and said he was ready to give evidence against the men 
charged with having received the goods, knowing them to have 
been stolen. Mr. Lustgarten, who appeared for the prisoner, said 
Wilson had practically grown up in the firm, having been there 
for 20 years, and his father had been manager of the firm for 40 
years. The stipendiary postponed sentence until the other cases 
should be tried. Edwin Kay, an electric wireman, of 18, Parson's 
Lane, Bury, was charged with receiving part of the goods, Evidence 
was given that on October 4th he went into the shop; Wilson was 
behind the cbunter, and a man named Bradshaw was watching. 
There had been complaints of tantalam lamps having been sold 
below what was called a maintained price. Kay was served by 
Wilson, and received a big parcel from him. Kay had paid 11d. 
He was fetched back, and denied knowing there was more in the 
parcel than he had paid for, but it was alleged that he afterwards 
pleaded guilty. Wilson, the first prisoner, gave evidence that Kay 
had received several of the stolen articles, and. bad not paid for 
them. Fredk. Mason, an electrician, of Lever Street, Manchester, 
was charged with having received about £100 worth of goods which 
had been stolen. About 1,000 of the lamps which had been sold 
by him had been traced by Detective Winter. Prisoner pleaded 
guilty. All four prisoners were remanded for a week, bail being 
granted only to Harry Wilson, of Stockport. 
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TIME SERVICE IN EASTERN 


ELECTRIC 
2 4 OBSERVATORIES. 


By R. M. H. 


Some little time ago an article appeared in the ELECTRICAL 
REVIxw, in which were described at length the arrangements 
made by Mr. E. D. Pearmain to secure the advantages of an 
electric time service in connection with the astronomical 


installation at the Observatory in Mauritius, and in Ше. 


course of the article Mr. Pearmain referred to a desire to 
^ possess specially constructed master clocks to take the place 
of those which were constructed on the epot. It may be of 
interest to readers who are concerned with this particular 
application of electrically controlled and operated mechanisms 
to know that this desire has recently been accomplished, and 
how the services have been arranged. | 

Two new master clocks have been made in this country, 
and the writer has had an opportunity of becoming 
acquainted with the details of their construction ; as he 
is not aware that any description of such mechanisms has 
before appeared in the Review —or, indeed, in any journal 


—he hopes that the following information may be of 


interest. 


One of the clocks is provided with a mean-time,. 


and the other with a siderial, pendulum. The general 
arrangement of the gear in each case is similar, as shown in 


Ета. 1.—Masteg CLock, MAURITIUS OBSERVATORY. 


fig. 1, an enlarged view of the mechanism being shown 
in fig. 2. The pendulum rods are made of Invar steel, and 
they are provided with adjustable devices of copper, by means 
of which the amount of relative compensation may be varied 
should such be found necessary. The u-ual provision for 
regulation by means of raising or lowering the pendulum bob 
is entirely absent, this being arranged for by the attachment 
to each rod of a small tray, which may carry more or fewer 
small weights as required, and in addition a heavy nut is 
provided which may be raised or lowered by screwing up or 
down on the rod. The nut is graduated, to enable a close 
adjustment to be arrived at without the necessity for lengthy 
experiment. The pendulum bob is supported by means of a 
steel pin which passes through both bob and rod somewhat 
below the centre cf the former, as will be seen in fig. 1. 
The position of the pin is so fixed in order that the bob may 
be approximately self-compensating as regards its own mass. 


The pendulum receives an impulse every alternate second by 


means of the gravity lever which will be observed in fig. 2 
crossing the pendulom at right angles. This lever is 
pivoted at its feft-hand end; and when released, by the dis- 
engaging of a trip lever on the swing of the pendulum to 


~ 


Fic. 9.—MasTER-OLOCK Movement, MAUBITIUS OB3EBVATOBY. 


the right, falls, communicating an impulse to the pendulum - 
through the medium of a roller which it carries acting on 
an inclined plane, which, as will be seen, projecta from the 
right-hand side of the pendulum. Having fallen and given 
up its kinetic energy to the pendulum, a bell crank pro- 
longation of the lever which projects downwards makes con- 
tact with a screw point carried upon an extension of the 
armature of an electromagnet. This completes a battery 
cirouit through the magnet, and the armature being attracted, 
the gravity lever is restored smartly to its potential position 
ready for the next impulse. The momentum of the gravity 
lever carries it slightly beyond the travel of the screw fixed 
to the armature, so that at the instant when the trip lever 
engages with the gravity lever the circuit is broken and the 
armatare falls back. This cycle takes place entirely during 
one swing of the pendulum, so that the second swing is 


-entirely free. It will be noticed that the lever gives its 


impnlse directly to the pendulum, intermediary wheel work 
being eliminated. The presence of an element introducing 
the risk of a variable friction factor, аз would be inherent with 
a train, is therefore entirely obviated. The suspension of 


F.c 3.—SECcOoNDABRY Diar, MAUBITIUS. 


the pendulum has received a good deal of attention from 
the makers. The thickness of the spring is selected with 
regard to the weight of the pendulum, and it is placed 
between brass cheeks finished to surfaces as plane as it is 
possible to get them. All the pivots are carried in jewels. 
The pendulum of the mean-time clock is fitted with a 
device by means of which its beat may be retarded or 
accelerated through a fraction of a beat. This consists 
of a tungsten steel permanent magnet, fitted to the 
rod so as to oscillate in jaxtaposition to the poles of a 
pair of solenoids carried on brackets fixed to the case. A 
reversing switch enables either positive or negative currents 
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to be circulated through the solenoids, so that if the 
magnet be attracted, the pendulum will be accelerated, whilst 
if the the magnet be repelled the pendulum will be retarded. 
As such correction is necessarily slow in operation, it may be 


Fic, 4.— MAR Time Diar, MAUBITIUS, WITH HOURLY 
ОонтТАстз, “с. 


v 


used for minute correction to the beat of the pendulum ; 
it does not, moreover, interfere with the fixed adjustment 
governing the normal rate of the pendulum. 

The contacta which are made by the pendulum to provide 
energy for the continuance of its motion are very brief, 
varying from 0:025 to 0:05 second, and this duration ів self- 
controlling, inasmuch as it depends upon the rate with which 
the magnet restores the gravity lever, which in turn depends 
upon the self-indaction in the whole circuit. It is found 
that, although the contacte occur very frequently (every 
alternate second, as explained above), the duration is во 
minute that the installation may be worked from ordinary 
Leclanché cella without putting an undue drain upon their 
capacity. Owing to this fact, this installation will 


prove more economical in battery maintenance than the 


CONTACT OOOURRING 


OBSERVATORY DIALS 
AT EACH 2 SECS. 


SHOWING ALTERNATE SCO. MIN, 
AND 24 HOURS 


Fig. 5.— DiAGBAM or Connzctions, MAURITIUS. 


original installation, in which mercury contacts were used, 
whose duration may have closed the circuit for a period of 
the order of one second at a time. 

Each of the master clocks drives two or three secondary 
dials (бов. 3 and 4). One of these—the mean-time dial—is 
fitted with supplementary contacta to enable the time ball 
to be ria: у In this clock the circuit is completed at 
each 60th second by means of a contact fitted upon the 
seconds arbor. This circuit, however, includes, in series with 
the foregoing contact, an auxiliary contact fixed to the 
minute arbor. The latter arbor revolves once in an hour, 
and only at the 59 5h minute this contact is closed to enable 
the circuit to be completed by the contact upon the seconds 
arbor. Therefore, at the 60th second of the 60th minute of 


each and every hour the circuit is completed for the release 


of the time ball. 'Tbe springs for these contacts may be 
seen in fig. 4. One of the secondary clocks driven by the 
siderial-time pendulum is arranged so as to break the circuit 
each minute. 

The writer would here like to compliment Mr. Pearmain 


upon the design and construction of the time-ball mechanism, 


as well as upon the manner in which, baving regard to the 
local difficulties he had to contend with, he achieved an 
efficient time service for the island. 

Fig. 5 shows in diagram form the electrical arrangemente 
for one of the pendulums and diale, showing that the 
latter are connected ia series. It may be mentioned that 
there is practically no limit to the number of secondary 
clocks which may be so connected, provided the voltage 
applied to the circuit is suitably increased for every additional 
dial included, the circuit being operated on a constant-current 
value principle. 

Whilst the writer was engaged in the absorption of the 
details of the Mauritius system, as explained above, he came 
across details of a similar system, but differing in one or two 


Fia. 6.—TBiNSMITTEB, NIZAMIAH OBSERVATORY, WITH GLASS 
CYLINDER REMOVED. 


rather important details, во a8 probably to make it interesting 
to readera of the foregoing matter. This apparatus was 
designed and manufactured by the same makers to the order 
of Mr. A. B. Chatwood, F.R.S A., Astronomer to the Nizam 
of Hyderabad, for the new Nizimiah Observatory. 

The construction of the master clock pendulum is essential] 
the same as that of those described above, but it is arranged 
that, instead of every alternate second, the impulse is given 
to the pendulum once in every six seconds. Two additional 
contacts are fitted to the rod, close to the suspension— 
where their disturbing effect is reduced to a minimum— 
and by these the secondary clocks are enabled to indicate 
every second. This offers certain advan where transit 
observations are concerned, and only a slight disadvantage ; 
the greater frequency of the contacta slightly increasing 
the cost of battery maintenance over that of the Mauritius 
gystem. 

: The master clock (fig. 6) is enclosed within a novel type 
of case of somewhat more than passing interest. The whole 
of the mechanism is enclosed within a hermetically sealed 
glass cylinder. (ln the figure the glass is shown removed.) 
The iron casting at the top carries the mechanism, 
and in the bottom is a hand-hole closed by a removable 
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iron cover, through which access to the pendulum may be 
had for regulating purposes without removing the glaas 
cylinder. The bottom casting carries also a small non- 
return valve and connection to which an air-pump may be 
attached, so that the interior of the case may be maintained 
at а constant air pressure ; and, in order that no leakage of air 
may take place, india-rubber packing is placed between the 
castings and the glass cylinder, the terminals paoe 
through air-tight glands in the casting. In order that bot 
pressure and temperature may be observed, an aneroid 
barometer and a thermometer are fixed within the cylinder. 

The secondary clocke, of Mr. Chatwood’s own design, were 
provided with white figures on a platinum black ground. 
It is claimed that this enables the dials to be read with 
greater facility. — ' 

The circuit arrangementa (fig. 7) differ materially from 
the Mauritius arrangements, inasmuch as the diala—which 
also may be any number, the voltage being suitably arranged 


OBSERVATORY DIALS 


SHOWING SECS MINS а 24 HOURS 


Fia. 7.—Crmourt ARRANGEMENTS, NIZAMIAH OBSERVATORY, 


—are operated by two independent circuits, controlling the 
action of two electromagnets in each dial, each of the con- 


tacts on the pendulum operating one magnet, so that the 


even seconds are indicated through one circuit and the odd 
seconds through the other. It will be observed that a 
condenser is joined across the master-clock contacts so as 
to abeorb the spark. | 

The writer should add, in conclusion, that he is indebted to 
the courtesy of the makers, Messrs. Gent. & Co., Faraday 
Works, Leicester, who make a speciality of this and other 
classes of electrical time work, for the illustrations and much 
of the information which has enabled him to place descrip- 
tions of these interesting installations before the readers of 
the ELECTRICAL REVIEW. | 


CABLE-FAULT LOCALISATION GRAPHS IN 


PRACTICE. 


\ 
By EDWARD RAYMOND-BARKER. 


(Continued from page 570.) 

Fig. 42 affords graphic comparison between z to L and O 
to L sets of bridge readings to scale zero on an artificial 
copper exposure of 4 in. (core 400 С0/860 с.р.) connected to 

an inserted resistance of 1,050 ohms. 
| Fig. 48 shows how the trend of a series of readings and 


of the 1 curves may be affected by the condition | 


of the iron sheathing wires of the broken cable. 'The two 
sete of curves here shown are from a real recovered broken 
end of 500 Cu/860 с.р. core with 9-in. exposure in salt 
water (wires unstranded) and contiguous sheathing in one 
instance (а) of new galvanised iron wires, and in the 
second instance (4) an approximately equal superficial area of 
old rusty iron sheathing picked up with the broken end. 
Naturally the water-column apparent resistance between the 
copper exposure and the iron sheathing was increased by the 
rust, thus causing the corresponding curve to deflect from the 
vertical much more than does the curve from the same core 
exposure with the new and galvanised sheathing. 

Fig. 44 gives two graphs of actual localisation tests made 
by the writer on a repair of one of the French Atlantic 
cables (core 850 Cu[800 d. P. ). 


The ordinary Jona set of plottings (4) shows plotted оп a 
calculator-board, ship’s test to break from ship’s cat-in. 
Ship picked up to break 0°78 м.м. of recovered cable, the 


. measured ов of which was about 2 ohms. The inserted 


resistance between bridge and cable had been 992 ohms. 


оз 


1050 OHMS поо 1200 1300 1400 150Q 


Fia. 42.—Connm 400/360 LB., i" Exposure. 


In fig. 44 the set of plottings (B), likewise from a 
calculator-board, affords an interesting instance of the writer’s 
application of Jona’s graphic system to the localisation of 
partial earth faults. The plottings marked with a cross show 
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04 


BRIDGE READINGS [5.2] 
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Fic? 43.—Оовв 500/360 LB., 9" EXPOSURE (Wings UNSTBANDED). 


results of bridge tests with various battery powers. The 
circles show Mance readings with a constant voltage and 
varying bridge ratios. 


J, * 
Vd | 


Ж-Огйпату Bridge readings to 6.2 


O = Mance a м a 


. Localisation test to 

cable Vreak | from 
ship's fest cut ix 

seaward of beak, 


du ; A 0 T E ‚ 100 $0 
350 LB. Ou : 
300 LB. G.P. 


Test to localise partial earth-fault between ship's second cut-in 
and shore. Oable end free at cable house. 


Fig. 44.—AocTUAL CABLE TzesTS—COBE 


The trend of the curve showed the fault to be a few ohms 
from ship. In fig. 44 (в) the dotted line is drawn to the 
D 
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true ohmic position of the fault on the line of resistance as 
proved by length of cable picked up to the fault, and is seen 
to be absolutely in line with the Mance readings. 

Distance of fault from ship was 1,847-1,342 =5 ohms. An 
earth overlap made (under unfavourable conditions) to 
corroborate the above result gave 6 ohms, which proved to be 
1 ohm in excess. | 

Ав the foregoing two graphs аге good representative 
examples of tests respectively to a break and to a partial 
earth fault, full figures are here given. | 


: | 1 Bridge readings 
Series Leclanché | Millismperes!) ——!__ io Sonja uate 
A. celis (Z to L) N. A. a/ м.а. (0999 deducted). 
ur d w 
40 25'5 0:198 54 
1 20 12:8 0:279 84 
10 63 0:398 139 
5 3˙1 0 568 231 
40 26 0:196 53 
20 12:8 0:279 84 
2 10 63 0:398 139 
b 31 0:568 238 
Beries Leclanché | Milliamperes Ezy Japenese 
В; (Z to L) 6.40 м. (1,849 deducted) 
[^] 
40 21:9 0:214 133 
1 20 107 0:306 191 
10 5'2 0:439 288 
5 2:5 0:816 488 
40 21:5 0:216 137 
5 J 20 10°7 0:306 189 
10 5:2 0 439 288 
| 5 2˙5 0:816 488 
40 21:5 0216 138 
3 20 107 0:306 189 
10 5:9 0:439 288 
2'5 0 816 488 


Q 


20 Leclanché cells, Z to L. 


Beries ti | | KL rod 
5 Bridge ratios. A. A. J. 4 1, 849 deducted). 
| | 4 
3 | tis 16 8 0°244 158 
| 1 107 0:306 193 
- U 32233 2:5 0'816 € 
lo d 163 | 034 193 
| } 107 0 306 193 
6 18638 25 | 0816 ii 
| 


Fig. 45 (А) shows a graph localisation made by the writer 
from cable ship Dacia on one of the Atlantic cables, from 


Rhip's first cut-in on the Newfoundland banks, to ascertain . 


the distance of a break which had interrupted the working 
of the cable, and which the Dacia had crossed the Atlantic 
to repair. 

Teste from terminal stations had pointed to the break as 
having occurred, more or less, on a slope near the edge of a 
submarine bank, and much depended on ezact knowledge as 
to the locality of the break and дер of water in which the 
broken ends of the cable lay. 

On the strength of the information afforded by graph 
fig. 45 (A) the break was reported to be between seven and 
eight nautical miles from ship. Subsequently ship picked 
up 2:7 N.M. of core 500/320 + 4:9 N.M. of core 400/360 = 
total 7*6 miles of cable to break. Copper exposure was 
found worn to conical shape. Length of exposed wires of 
copper strand from 0'6 in. to 0:25 in. 

The dotted line in fig. 45 (A) indicates that point on the 
line of resistance proved by subsequent testa on the recovered 
cable (corrected for temperature) to have been the true ohmic 
resistance between ship’s first cut-in and break, viz., 
1,282 — 1,213 ohms (inserted resistance) = 19 ohms to 
break. 

Ship then hooked and cut in a short distence to the other 
side of break, spliced on ship’s cable, straightway filled up 
the gap and completed the repair within the confines of the 


bank, and without having to deal with any great depth of 
water. 


Fig. 45 (2) is of mere academic interest, showing, as it 
does, a graph of tests made after the completion of the 
aforementioned repair, on the short end between ship's 
gecond cut-in and the break. 

It was known that this short piece could not amount to a 
mile of cable, so naturally by the time the buoyed short end 
had been picked up, pied. round the drum and into the 
tenk, up into the test box, opened out and joined through 
to the testing room, the broken end of the short piece being 
picked up was well * on the move," which fact fully accounts 
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400 тв. Cu 
360 LB. G.P. 


Fra. 45.—AcrUAL CABLE TzsTS—CORE 


for the erratic lay of the curves plotted with crosses at thoe 
portions determined by the lower current readings. This 
second exposed end (Cu/400 lb. per N.M.) consisted of wires 
varying in length between 0'6 in. and 1 in. | 

Without dogmatising ав to the exact interpretation of these 
clearly supererogatory teats made on a short end whilst it was 
being picked up, the writer suggests that some explanation 
may be derived from a consideration of the following facts; 
this by way of a useful exercise on the influence of testing 
currents on copper exposures. Жар | 

(a) Jona curves plotted under the conditions governing 
the curves hitherto shown in this work—-viz., 2 to L, 
the negative polarisation current from the exposed end— 
normally lie from the lowest current plotting up on the right 
of the curve sheet, down towards the highest, current plotting 
on the left. | 

(5) As will be shown and explained later on in the present 
work, a series of 2 to L bridge readings on a broken cable 
from which, at the testing end, an appreciable poste 
current is flowing, would, if plotted, form & curve with a 
trend in a direction opposite to that of the curve mentioned 
in (a), and useless as an index of true resistance up to the 


break, for under these conditions the higher of two currents 


will be found to produce on the bridge the higher—not Ше 
lower—resistance reading. 

(c) The erratic cross-plotted curves in fig. 45 (B) were 
obtained whilst the exposed end was being subjected to con- 
siderable mechanical disturbance by being dragged along е 
bottom of the sea through the water, now and again. 
perhaps, digging into the mud or sand. "Thus, the gas due 
to the polarising effect of ship's zinc teating current would, 
doubtless, be repeatedly washed or knocked off as soon asit 
formed, thus tending to leave the positive current, from tbe 
iron-copper couple at the broken end free to pass slong tle 
cable towards the testing end, in place of the negate 
polarisation current met with under normal testing cor. 
ditions. This—from the appearance of the curves in fig. 40 
(в) —would appear to have been the case with the lower 
current values, these naturally having been more easily affectd 
by the passing of the end through the water than were the higher 
current values. These last mentioned appear to have been 
strong enough to polarise the broken end sufficiently to induce 
and maintain at the broken end a negative potential sufficient 
to bring the lower portion of the curves in fig, 45 (8) into 
the category of normal conditions. This rationale would 
account for the distinct set over to the left of the lower 
current portion of the Е арор curves a8 com 
the correct trend of the higher current portions. 
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In the practical example under consideration, the broken 


end was picked up and brought in board before the writer 
had time to repeat the tests Mance fashion, s.e., with a 
constant battery and varied bridge ratios. This second 
broken end, namely, that of the short piece picked up was, 
therefore, after its reoovery, ше! in salt water in а 
sheathing-earthed iron bucket. On this being done the 
Mance balances shown by the circle-plottings in fig. 45 (B) 
were observed, and all readings—now that the broken end 
was still—were found to be absolutely steady. 


: POLARITY or TEST CURRENTS. 


Although, for well-known. reasons, break or fault tests 


involving an exposure of the cable conductors are, as a rule, 
made with the negative or zinc current to line (as this cur- 
rent does pot, under ordinary conditions, cause the exposed 
copper to polarise) case& sometimes ocour when workable 
results can be obtained only with the positive or carbon 
current applied through the Wheatstone bridge to line. 

On these occasions the exposure is found to polarise 
under the zinc current, and to break down or decrease in 
resistance under the carbon —a characteristic quite contrary 
to the generally received customary procedure. 

Then, again, under these same conditions, any increase in 
power z to L naturally results in increased bridge readings, 
and the customary law as to increase in current produc- 
ing a decrease in the bridge readings balancing the broken 
or faulty cable is found to apply only when the tests are 
made с to L. 

All the actual instances of this reversal of the usual 
order which have come under the writer’s notice have been 
connected with tests on heavy-core cables with a copper 
exposure at the break of oonsiderable superficial area. In 
some cases there has been evidence, when the ship has 
picked up to the break, that the exposed copper has been 
buried, when both the setting free of the hydrogen evolved 
by the zinc current, and the formation of the cupric chloride 
salt under the carbon current, must have been greatly dis- 


со 3 

Where, then, а large exposure is buried in wet mud ог 
sand, the main source of current from the exposed conductor 
will be the battery element set up between the copper con- 
ductor and the iron cable sheathing through the intervening 
electrolyte of wet mud or sand. The larger the exposure, 


the less will be the tendency for it to polarise, and the leas: 


affected will be the naturally positive polarity of the copper 
of this fault battery by the action of a testing current applied 
at the ship's end of a cable. 

With a postive fault-battery current flowing from the 
cable at the testing end, an increase in voltage z to L applied 
to the cable would—in the absence of polarisation, with ita 
consequent reversal of the current reaching the testing end 
of the cable from the break—be accompanied by an increased 
bridge reading, whereas, under these conditions, with c to 
L, ап increase of current would produce a decreased bridge 
reading. That this is so will be proved graphically 
further on. 

The following is a table of actual results obtained in tests 
for the localisation of cable breaks, in which the use of z to 
L testing current proved impracticable. Useful results were 
obtained by ship only with C to L. 

These figures, for which the writer is indebted to 
.Mr. F. C. Crawford, were obtained in 1904 on the 
c.8&. Dacia during а repair of one of the Atlantic cables. 


(Core „„ per xar.) The exposed conductor 


860 Ib. G.P. | 
at the break eventually proved to extend to 2 in. of opened- 
out copper strand. | 

Fig. 46 shows Jona's graphic method applied, by means 
of the writer’s calculator board, to the figures given in the 
foregoing table. 

Test din series 1, although in the right direction in 
regard to the action of increased testing current (in this 
case с to L) proved useless with a calculated result of minus 
13 ohms, solely owing to insufficiently strong testing currents 


having been brought to bear on a copper exposure of con- | 


siderable superficial area. 
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Nora.—In attempts to make a Kennelly two-current test to false sero 
similar impracticable results were obtained, the higher current being accom- 
panied by the higher bridge reading. The customary trend of current and bridge 
readings was obtained only with a carbon testing current. 


Taking the first successful test in the foregoing series, 
viz., test F in series 2, we have | 
1,671 + 1,697 — 1,741 = 1,627 ohms. 
1,627 — 1,600 (added resistance) = 27 ohms. 
Correct resistanoe up to the break eventually proved to be 
24 ohms. The oonductor (400 lb. Cu. per N. M.) was found 
to be exposed for 2 in. Mud on centre wire indicated that 
the broken end had been buried. 
Fig. 46 shows graphically, by Jona’s method of plotting 
(2 to L), tests a, b, c, and (с to L) d in series 1, also (7 to L) 


e and (o to L) F in series 2 as given in the table. 


From series 1 and 2 we see that in these examples :— 

l. Carves plotted from z to L readings lie in a wrong 
direction and are useless for indicating the point on the 
resistance line representing x or resistance up to the break. 

2. Curves plotted from c to т, readings lie in the right 
direction. 

8. The curve for test d (с to L) in series 1 has a trend 
indicating something less than the added resistance of 


Fig. 46. 


Actual cable teste affording an instance of the impracticability— 
under certain conditions—of usual localising routine with negative 
currents, with consequent employment of positive currents. 


1,900 ohms, in other words, a negative result due to in- 
sufficiently strong testing currente as already shown in the 
foregoing table. 

4. The curve for test f (c to L) shows how, with increased 
positive durrents, а satisfactory result was obtained. 

Fig. 46 likewise includes other series, viz , 3 and 4, show- 
iug actual tests subsequently made in connection with the 
same work as that already alluded to. Here it is seen how, 
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on the oocasion in question, the only satisfactory resulta 
obtained were with the positive or carbon current to line.* 


In all these көр examples obtained from plottingson a 


calculator board, dotted lines have been drawn connecting 
the curves severally with the correct pointe for z on the 
à istance line as proved when the ship had picked up to the 
reak. - 
(To be continued.) 


CORRESPONDENCE. 

Letters received by us after 5 Р.м. OR. TuBEDAY cannot appear until 
the fi week. Correspondents should forward their communi- 
cations at earliest possible moment. No letter can be published 
unless we have the soriter's name and address in our possession, 


Coefficient of Self-Induction. 


In reply to the letter from Messrs. Smith and Cramp in 
your last issue, your reviewer finds it difficult to believe that 
they “have never suggested that the numerical relation 
between current and flux was other than а rational number." 
In your issue for October Ist, the following extract appears 
above both their names :— | | 

“ This definition does not appear to us to be inconsistent 
with the use of a complex ишш: ts express the coefficient. 
For, in the case of an alternating-current circuit in which 
iron loases affect the value and phase of the current, the ratio 
between that current and the magnetic flux undoubtedly 
involves a complex number." 

Your reviewer leaves it your readers to reconcile these 
statements. | 

When there is iron in the соге of а ooil, the ratio of the 
flux to the current is not constant. This ratio is not only 
not constant, but it is & double valued function of the 
current. It, undoubtedly, has in general a different value 
when the current is increesing from what it has when the 
current is diminishing. - ; 

Your reviewer has never come across any sensible defini- 
tion of self-inductance when the coil is immersed in a 
medium of variable permeability. He is therefore unable to 
answer the authors’ misleading, or rather leading,” ques- 
tions which postulate the existence of such a definition. 
With all due deference to the authors, Maxwell’s energy 
definition, which js now adopted by all physicists, is quite 
correct and intelligible when applied to coils ee in 
media of constant permeability. 
cases it is intelligible, but the coefficient varying with the 
current and the time cannot be used in a vector equation 


at all. 
Your Reviewer. 


Cost of Living in the Federated Malay States. 


Referring to your.article on this subject in your issue of 
August 20th, it is obvious that the article was written by 
©“ one who Лаз lived there," and as it is so very difficult for 
people at bome to get correct ideas of the cost of living in 
different parts of the world, I would suggest that you publish 
no articles of this kind unless contributed by a person actually 
on the spot at the time of writing, and who has lived in that 
particular district for at least three years. 

Anyone residing in the Straits Settlements would be 
exceedingly surprised to see that the value of the dollar ів 
given аз “ about 28. sterling, but its value fluctuates with 
the silver market,” as the value of the Straits dollar has 
been Hel at 28. 4d. since about four years ago—personally, 
I came out to Singapore about 3} years ago, and at that time 
I learnt, amongst other things, that the value of the dollar 
had been fixed at 28. 4d. a few months previously. Hence, 
a European on a sterling salary now gets 8:57 actual Straits 
dollars as the equivalent of £1 sterling, instead of about $10 
as before, so that anyone coming out on £20 per month 


* Since the above was written the new and revised (2nd) Edition 
of Mr. H. D. Wilkinson's Submarine Cable Laying and Repair- 
ing " has appeared, and, regarding the subject of the carbon being 
at times the only practicable current to employ for tests to a 
break, the student will do well to read the paragraph beginning 
half-way down page 397. 


When applied to other. 


would receive—not $200 more or less, but exactly $171:40; 
a very considerable difference, and particularly so when one 
bears in mind the fact that the purchasing power of the 
dollar is just the same now as when its value was fluctuating. 

I received my copy of the ELECTRICAL REV only to- 
day; and I read this article with pained ise; it is 
indeed disappointing to think that this kind of information 
cannot be relied upon, even when obtained throngh the 
pages of such a well-known paper as the ELECTRICAL 
REVIEW. 

For the use of anyone who happens to read this, and who 
may intend going abroad at any time, I might mention that 
& source of information not, I believe, taken advantage of so 
much as might be expected, is the Emigrante’ Information 


. Office, 81, Broadway, Westminster, S.W., which office, to 


quote from one of their handbdoks, ** was established by Her 
late Majesty's Government in 1886 for the purpose of 
supplying intending emigrants with useful and 5 
information respecting emigration chiefly to the Briti 
Colonies and is under the direction of the Colonial Office." 
Letters may be sent unstamped to the above office, and 
the handbooks cost generally, I believe, about sixpence each. 


. Precision. 
Singapore, September 10th, 1909. 


[We welcome © Precision's criticism, as we are anxious 
to give exact information on the cost of living abroad; but 
does not he labour the point somewhat ? The only item in 
the article to which he takes exception is the statement that 
the value of the dollar is “ about 28.," whereas it is now fixed at 
28. 4d. This cuts both ways; a man engaged at $200 a 
month will now receive the exact equivalent of £23 6s. 8d. 
instead of £20 more or less. Our contributor lived in the 
Straits Settlements for many years.—Eps. E. R.] 


Electric Laundry Irons with Indicators. 


In our letter dated August 17th we drew your attention 
to a rule requiring indicating devices to be installed where 
electric laundry irong were in use in Australia. 

We now beg to state that this rule has been suspended as 
far as South Australia is concerned. 


For Newton, McLaren, Ltd., 
D. EARDLEAY MoLAREN, 


Managing Director. 
Adelaide, S.A., September 8th, 1909. : 


Eleetricity in Mines. 


I am very much in agreement with you on the subject of 
the panic among the miners’ leaders with regard to elec- 
tricity in mines. 

I think there ought to be experiments undertaken at the 
experimental gallery at Altofte, to see if the arc from a severed 
cable or a short-circuit will ignite coal dust when there is n0 
fire-damp present. Of course, in the case of fire-damp, the 
present rules (which require revision) amply provide safe- 
guards ; but is the coal-dust danger real? I am sometimes 
inclined to think not, as all the experiments carried out, both 
here and on the Continent, have always been initiated by a 


small gas explosion or by a small cannon to represent a blown- 


out shot. Now in the vicinity of such initial explosion, the coal- 
dust laden atmosphere will be raised in preesure, as has 
been proved by the recording pressure instruments at an 
experimental gallery in Germany, which recorded a pressure 
up to 20 lb., by an explosion of fire-damp without coal dust. 
Has this rise in pressure not something to do with coal-dast 
explosions? It would not be present at the damaging of a 
cable by tubs or a fall of roof, which can easily be proved by 
experiment. 

As to the danger from shock, this can be avoided by 
installing good plant and proper maintenance, and all un- 
skilled and unauthorised persons when in doubt should 
switch off, or leave alone, and gend for the electrician. Too 
much attention cannot be given to earth connections, when, 
if the earth detector is in good order, trouble should soon 
be located and put right. In conclusion, I think revising 
the present rules and raising the status of mining electrical 
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engineers by the formation of the Institute of Mining 
Electrical Engineers, will soon bring matters into a more 
satisfactory condition. 


Geo. Park, I. I. . E. E. 
Pelton Fell, October 8th, 1909. 


Inadequate Salaries for Technical Teachers. 


I see by your last week's paper that a demonstrator is 
required by the electrica! engineering department of the 
Dundee Technical College. The main qualifications are a 
technical degree and practical experience, while the successful 
candidate is to assist in the equipment of the 
laboratory. The salary is £80. This salary seems to the 
writer a totally inadequate one, and he is surprised that a 
department presided over by an M.I.E.E. should offer so 
meagre a salary when such qualifications are necessary. The 
ealaries paid to technical teachers are, as the advertiser must 
know well, low enough, and it should be the endeavour of 
one who has risen to make things better for those who come 
after. What the equipment of a laboratory, while the 

j class and lecture work is going on means, only 
those who have passed through such an ordeal know. The 
writer remembers reading a day or two ago that Barnet 
(Herts.) advertised for a handyman for a workhouse at 308. 
‚ per week, which works out at a little leas than the £80 
offered in the present case. oe 


Unemployment. 


Having read with much interest the correspondence on 
unemployment and combination, I beg to ask the various 
writers if it is not possible to do something in the direction 
of organising at once and see if the electrical trade want a 
society or not. I suggest that all who are interested in this 
matter send in their names and views to the Editor of the 
ELECTRICAL REVIEW, the envelopes to be marked in the 


left-hand corner (Society), and I to ask if the Editor: 


would kindly send all the correspondence to my address, 
which I enclose, and I will undertake to read over the 
matter and report through your columns the result, and 
from that we should be able to ascertain the views of the 
trade. I am firmly convinced that it will be better to do 
this than keep on talking 

There is no doubt the trade does want organising, and 
the sooner the better, the only difficulty seems to be that our 
trade has so many branches and too much of the looking 
down upon one another ; the station assistant thinks himself 
above others, and so on, but if we are to get a standard rate 
of wages for the various branches and positions, would it 
not be better if all this was left on one side and try to 
form a body? Then it would, perhaps, be possible to agree 
to certain scales of wages for each section. 

There are so many branches in the trade that moet, people 
think it impossible to organise, but you have only to look 
at the Amalgamated Society of Engineers, and you will see 
many branches in their trade, but each branch has its own 
rate of pay, and you don’t find much falling out in their 
ranks. 


In reply to Wm. Podmore, who suggests joining the 
A. S. E., I think it would be far better to have a separate 
society ; there is plenty of room for one, and plenty of men 
in the trade to form one. 

As for the pro Engineers’ Association, that is not 
what is wanted, it being on the same lines as the Institution 
of Electrical Engineers, which is of no use to the man who 
has to work for his living. | 

No doubt most people are aware that there is already an 
Electrical Trades Union, but the bulk of their members are 
wiremen ; they do not make any provision for other branches, 
and even if they do, all candidates accepted are classed as 
wiremen, that being their main object. 

What we want to do is to organise electricians, men who 
have served a specified time at the trade and can do wiring, 
and.are capable of taking charge of plant and doing running 
repairs. 

I appeal to all shift engineers and electricians in charge 
of plant to send in their names, views, and suggestions, as 
soon as possible, and then someone in each county can 


get into touch with all who are interested. I am willing 
to do my sbare in the North, and perhaps others will do 


theirs elsewhere. 
| Unity is Strength. 


My sympathies are with the unemployed, having been out 
of employment myself; but I feel that I cannot let Mr. 
Podmore’s lament go unanswered: especially that part 
dealing with polytechnics and those taking advantage of the 
facilities offered by them. | | 

I am a believer in the principle of the living wage, &c., 
but Mr. Podmore does not abuse the men on this point. In 
fact, Mr. Podmore gives himself away somewhat when he 
says, as mechanics and electricians are watching these 
robbers, and laughing as they drill a $-in. hole in their 
brass.” Now the point is this—these men are paid to work, 
not to watch and laugh at the efforts of others ; that is their 
employer’s business. If, instead of doing this, they took an 
intelligent interest in their own work, and watched the efforts 
of those who are cleverer and better men than themselves, 
they might then improve their own position ; if not, in the 
monetary sense, they would in the esteem of their employers ; 
and even that counts. 7 

After all, the employers and their charge hands are the 
best judges of a man’s capabilities and whether it pays to 
keep a certain man or not. If a man can do his work, it. 


‘is immaterial to his employer where he gained his know- 


uo MP 

hese polytechnic, &c., men are, as 8 rule, men who use 
their spare time and money for their future welfare, are not 
spoon-fed, and many have been compelled to rely on their 
own individual efforts; the consequence is, they make the 
most use of any opportunity which may occur, and succeed 
in life without taking any mean advantage of others. 

Some little time back I had to examine the answers to an 
advertisement. The money and position were small; one 
man offered his services chad served his time), there was 
nothing in electrical work he could not do; he gave 
statistics showing day and year of birth ; he worked out his 
own age, unfortunately for him he was a year out in his 
calculations. Another (he also had served bis time) stated 
that he had passed “The Cities and Gilds” exams., I 
presume he meant “ City and Guilds.” There were over 
100 applications; the majority of them displayed that 
curious combination of over-confidence and indifference. 

A man should be judged by what he can do, not by what 
he ought to do and the amount of money his relations were 
able to spend on him as a youth. 

All honour to those men whose parents were able to give 
them a fair start in life, but why abuse and refuse the 
right to work and live, provided the game. has been 
played, to those who, like myself, as youths had to struggle 
against ; 


Adversity. | 


Reversal of S.P. Motor. 


I shall be glad if any of your readers can give me any 
explanation of the following singular occurrence. I have a 
2.H.P. Fuller motor, 210 volta, 60 periods, single-phase 
(running off towp supply), which I use to drive & couple of 
lathes and other small machines. This motor has been 
running for about eighteen months, and has given me every 
satisfaction, but on starting up on Saturday last I waa 
surprised to find the direction of rotation was reversed. 

he motor or connections had not been touch in any way. 
I will be obliged if you can find room in your valuable paper 
for this letter, as I have asked several electrical engineers, 
and none of them are able to give a satisfactory explana- 
tion. 
Puzzled. 


Australia.—A decision has recently been given by the 
Australian Customs authorities to the effect that relay instru- 
ments, time elements, used in connection with electrical circuit- 
breakers, but are separate and distinct from them,” are dutiable at 
the rate of 173 percent. in the case of foreign productions, thoee of 
British manufacture being admitted at 10 per cent. ad valorem. 
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PROCEEDINGS OF INSTITUTIONS. 


Steam Turbines. 
By Оёвагр Sronzy, B.E., M. Inst. O. E., M.LE Е. 


(Abstract of Олитов Lecrunss delivered before the Society OF 
ARTS, March and April, 1909.) 


It has been found that in the reciprocating engine there is little 
use, considering the temperature at which the feed water is returned 
to the boiler, in going to a better vacuum than 25 in. With the 
steam turbine, vacua of 28} in. or 29 in., or abeolute pressures of 
from { to 3 lb. per sq. in., can be easily utilised, as the difficulty of 
dealing with large volumes of steam does not occur in the case of 
the steam turbine as in the case of the reciprocating engine, and 
it has been found that with the steam turbine the gain due to 
vacuum goes steadily on up to the highest attainable vacua. 
Between 25 in. and 26 in., or 26 in. and 27 in., there is a gain of 
about 4 per cent.; а farther gain of 5 per cent. is made with the 
vacuum increased to 28 in., and a still further gain of 6 to 7 per 
cent, when it is increased to 29 in. 
This is more easily understood if we consider that the theoretical 
porer to be derived from the steam is almost proportional to the 
ogarithm of the expansions, and thus practically the same power 
can be obtained working 
vacuum, as from 200 Ib. to 4 Ib., or 29-in. vacuum. In each case 
there are 400 ions by pressure, and in each case the theo- 
retical consumption of steam by Olausius’ cycle would be about 
9°3 lb. per xw.-hour. With 150° F. heat this would come 
down to 87 lb., and under the conditions of 200 lb. pressure and 
29-in. vacuum with 150° F. superheat, 13:2 lb. per Kw.-hour has 
actually been obtained with an overall efficiency, including the 
-alternator, of about 66 per cent., or 714 per cent. on the turbine 
shaft, allowing for the electrical losses. Prof. Ewing, in his book 
on “ The Steam Engine,” gives a list of principal results obtained 
from condensing reciprocating engines, and in no case does the 
ratio of the consumption of steam by Olausius’ cycle, compared 
with that used per indicated horse-power, exceed 64 per cent. As 
the ratio of brake horse-power to indicated horse-power is never 
more than 90 per cent., this means an efficiency at the engine shaft 
of not more than 58 per cent. When it is remembered that the 


figure obtained in the case of the turbine was 71 per cent., and . 


farther that the reciprocating engine is unable to take advantage 
of high vacua, it is easily seen where the advantage of the turbine, 
especially in large sizes, comes in. 

In all machinery with reciprocating parte, heavy foundations are 
required, and in many cases the trouble due to vibration is consider- 
able, especially in the case of quick-running engines. Besides 
that, especially in large turbines, the cost of repairs and attendance 
is mach less, while the space occupied is only about one-third or one- 
quarter of that required for procating engines. In very large 
sizes it has been found practically impossible to make reciprocat- 
ing engines satisfactory, and it may not, perhaps, be generally 
known that one of the reasons which led the Cunard Committee to 
adopt turbines for the express steamers Lusitania and 
Mauretania was the fact t the engineering difficulties of the 
enormous reciprocating engines required, made the problem almost 
impossible of solution without the use of turbines.. | 

The arrangement universally adopted for all large turbines is 
one in which the expansion of the.steam is carried out in stages. 
If the expansion is divided up into a number of steps the velocity 
of the steam is greatly reduced, and thus not only can the surface 
velocity of the turbine wheels be reduced but also the speed of 
revolution, and cutting action of the steam is prevented, for high 
velocity steam jets аге able to out away the hardest steel. Even 
yet in some classes of turbines with few stages there is still cutting 
action on the blades. 

The compound turbine naturally divides itself into two sub- 
classes, those in which the expansion of the steam takes place both 
in the fixed and moving blades, and those in which it takes place 
in the fixed blades only. Included in the former class is the 
Parsons, while the latter contains the Rateau, Zoelly, Curtis, and 
various others. In the Rateau and Zoelly, which strongly resemble 
one another, the velocity of the steam at each stage is taken up by 
a single row of blades mounted on a wheel, and in the Curtis by a 
wheel having two or more rows of moving blades with guide blades 
between. There are also various combinations of these, especially 
those with a Curtis high pressare part and a Parsons low pressure, 
but as yet they have not come largely into use. . 

Within the last 12 years the output of the Parsons steam turbine 
has gone up by leaps and bounds, until there are now on land about 
2,500,000 H.P. of the Parsons steam turbine at work and on order. 
Practically the whole of the great power distribution scheme in the 
North-east of England, at Newcastle, is supplied with these steam 
turbines. This not only supplies electricity for lighting to the 
district arouud Newcastle, but also the whole of the power to many 
works, sbipyards and factories, besides the electrification of tbe 
Tynemouth lines of the North-Eastern Hailway. In the power 
stations supplying that district, there are crected—besides smaller 
ones—eight turbines of 5,000 Kw. each, the latter only taking 13:2 lb. 
of steam per Kw.-hour at full load. 

In the Rateau and Zoelly type of turbine (which have been 
developed obiefly on the Continent) unlike the Parsons, in which 
expansion takes place both in the fixed and moving blades, the 
whole of the expansion is in the fixed blades, the moving ones being 
cup-shaped so as to turn the steam and make it give up its energy 
without altering its velocity while passing through them. The fixed 
blades are in a series of diaphragms in a cylinder, with a sbaft passing 
through holes at their centre, which shaft carries a series of disks 


from 400 lb. to 1 lb. absolute, or 28-in. 


having cup-shaped blades on their circumference. Where the shaft 
passes through the saps prin ig there are suitable glands so as to 
minimise the leakage of steam as much as possible; and, in order 
to get a gocd height of blade, the fixed or guide blades, especially at 
the high pressure end, only extend to a portion of the circumference. 
As a rule, all the disks sre approximately of the same diameter, 
expansion of the steam being allowed for by both increasing the 
height of blade and also in ing the widths of the sectors of 
blades admitting to the revolving disks. 

The Ourtis turbine, which was originated in America, is of a 
similar construction of diaphragms, carrying sectore of fixed blades 
with revolving disks between, but these disks carry, instead of one 
row of blades, two, three, and sometimes four rows with fixed blades 
between, each row taking up a portion of the velocity of the steam 
and delivering it to the. next row of guide blades at reduced 
velocity ; and when its energy has become exhausted, it is delivered 
to the next diaphragm, where the drop of pressure enables it again to 
act on another set of moving and guide blades, and so on until the 
exhaust is reached. 

And now as to the theoretical aspects of the question. Some 60 
to 70 years ago the thermo-dynamio theory of steam was worked 
out by Carnot, Regnault, Clausius, Rankine, Kelvin, and others, and 
it was shown that under given conditions of superheat, steam pres- 
sure, and vacuum, it was not possible to get more than the 
amount of power out of the steam as expressed by the cycle which 
was worked out almost simultaneously by Rankine and Olausius. 
It is, then, the object of the turbine designer to obtain a result as 
close as possible to the result which should be obtained according 
to the above cycle. In this connection it is necessary to have the 
velocity of the steam vassing through the blades the best in relation 
to the velocity of the blades, and experience has shown that in the 
Parsons type of turbine this is best when the velocity of the steam 
is somewhere about double the velocity of the blades, and in the 
Rateau a little over one-third. 

Now the velocity of the steam depends on the drop in pressure 
between one row of blades and the next, and it can be shown that 


%=?2д2ун “Р where g =з gravity, н is the homogeneous head о! 


steam, which is about 63,000 ft. for high-pressure steam and about 
45,000 ft. for steam at atmospheric pressure, » is the absolute pres- 
sure at апу row of blades, and d p i$ the drop of pressure between 


one row of blades and the next, and therefore 2 is the amount of 


sion that takes place in any row of blades. 

ake, as an example, a Parsons turbine, as shown in fig. 1, which 
is the blading diagram for a 500-kw. turbine for 3,000 B P. A, and 
150 lb. pressure, with a vacuum of 28 in. If we assume that the 
turbine is of the same diameter throughout, it is easily seen that 
гіпсе the speed of the blades is constant, in order to make the 
velocity ratio between the steam and the blades constant, the 
velocity of the steam through the blades must be constant, and м 


the steam at each row expands by the amount * » it is evident 
that each row must have larger openings than the one before by the 


amount ep and also that this ratio P: is a constant throughout 
p 


the turbine on the assumption that н is constant, which is approxi- 
mately the case, and for a preliminary consideration may be 
assumed. 


From the equation v? = 29 H 2 the velocity of the steam can 


be caloulated at any point along the turbine, and from this and the 
area through the blades the quantity of steam used per hour can be 
calculated. In taking the area of the blades it is necessary, not 
only to take the actual area through the blades, but aleo that of the 
clearance above them, and further to the quantity thus calce- 
lated there has to be added the leakage through the dummies, and 
also, if steam packed glands are used, the quantity of steam 
required to pack these glands. 

Both these items, especially the latter, are small ones, but when 
all these allowan-es are made it is found that within errors of 
observation the quantity of steam used bya turbine is the calculated 
one. It is thus easy to calculate the quantity of steam used by а 
turbine, but the horse-power it will produce is another question, 
and in many cases, especially in new types or sizes of turbine 
where the steam consumption per kilowatt-hour was uncertain 
a considerable margin was left, it was found that the steam pressures 
required to give the rated output were considerably lower than wat 
anticipated. з 

The fact that the steam consumption of а turbine во nearly agrees 
with theory proves that the velocity of steam tbrough the blades 
muet very closely approach the theoretical, and in fact, unless this 
was the case, it would be impossible to get from turbines the high 
efficiencies that are obtained. We, therefore, have a turbine con- 
sisting of a drum with blades gradually increasing in height accord- 
ing to what ia known ss а logarithmic law, that is, each row of 


blades is 55 higher than the preceding one. 


Now since, in an ordinary turbine working from, ваў, 150 Ib. 
steam pressure down to a pressure of 1 lb. absolute, or a vacuum 
of 28 in., tbere are about 150 expansions by pressure—or, say, 100 
expansions by volume— we require the blades at the low pressure 
end 100 times as long as the high pressure end, so that it will easily 
be seen that the blades at the low pressure end would be so long 83 
to be impossible to put on the spindle. The device, therefore, d 
adopted of increasing the diameter towards the low pressure "d 
(see fig. 1), and, since an increase of diameter also increases not only 
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the circumference but also the velocity of the blades, it is easily 
seen that the height of blade will vary 
the diameter ; that is, if you double the diameter, you double the 
velocity of the blades, therefore you double the velocity of the 
steam, so that yon require only half the area through the blades, 
but since the circumference is doubled you only require blades of 
one quarter the height. The usual custom in land turbines is to have 
three drums each ^3 or 1'4 times the diameter of the noxt 
one, and thus the blades on the second drum are balf the height 
they would be if on the diameter of the first drum, and 
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Fic. 1.—BrAprNG DIAdRAM OF 500-Kw. "TURBINS, 3,000 в.р.м. 


the blades on the last drum, one-quarter the height they 
would have been if on the diameter of the first drum. This, 
in the case mentioned above, where there are 100 expansions 
by volume, reduces the ratio of blade heights from 100 to 25, and 
by making the blades at the exhaust end of larger opening, so that 
they have double the capacity for steam of the ordinary blades, the 
ratio of blade heights is further reduced down to 123, and this is a 


very common ratio between the blades at the high pressure and the 


blades at the low pressure end in ordinary. land turbines. ' 

The three drums of the turbine are so proportioned that about а 
quarter of the is in the first, a quarter is in the second, and half 
in tbe third, but this is purely an arbitrary division, and can be 
varied within wide ‘limits to any extent desired, but in practice it 
comes out as a very fair compromise between the various conflicting 
conditions that have to be considered. Small diameters are an 
advantage, because you get longer blades, but, on the other hand, as 
we have shown before, the height of the blade varies inversely as 
the square of the diameter, and it must be further remembered that 
the number of rows required for a definite expansion also varies 
inversely as the square of the diameter, and therefore with small 
diameters you get great length of drum and long blades, and with 
larger diameters you get short drums and short blades. The first 
gives you a turbine shaft of great length which is liable to bend 
and whip, and, therefore, the clearance over the tops of the blades 
has to be increased: the latter gives you very short blades, and on 
account of their shortness the percentage loss by leakage over the 
top of the blades is large, and the best result is obtained by a 
happy compromise between the various conflicting conditions. In 
this relation it is easily seen that for any given number of expan- 
sions and revolutions, to obtain a given velocity ratio a certain 
volume of spindle is necessary, or generally a more convenient way 
of expressing it is tbat the product of the number of rows multiplied 
by the square of the blade velocity gives a constant which, for any 
given number of expansions gives a certain velocity ratio between 
the blades and the steam, which may be from 0'4 to 06. 

& The above theory is on the assumption that н is constant, that is, 
that steam is a perfect gas, which, of course, is not quite true, and 
therefore, in order to attain accuracy, corrections have to be made 
for the difference between steam and perfect gas, but these being of 
a secondary order, they are, as a rule, most easily made by con- 
sidering H to bs constant for various portions of a turbine 
separately. 

* In the above turbine, as I have shown, the theoretical curve for 
the blades is & logarithmic one, but it is almost impossible in 


inversely as the square of 
' as shown in fig. 1, the blades are step 


practice to make a spindle and cylinder of logarithmic curves, and 
therefore the device is adopted of stepping the turbine, and, 
pod so as to approximate 
closely to a logarithmic curve, each step being made so 
small that there is no appreciable loss of efficiency due to the 
varying velocity ratios along the step. Another method of calculat- 
ing turbines is by the entrophy diagram or 0 ¢ method, and this 
leads to exactly the same results as the method using н, or the 
homogeneous head of steam, which is given above. Some designers 
prefer one method, and some the other, bic рана, I have always 
preferred what may be called the R meth | 
Other of turbines such as the Zoelly, Rateau and Curtis, 
can be calculated in the same way, but the velocity ratios to give 
the best results are different for them, and each type of turbine has 
to be considered separately on Ив own merits. In turbines, it is 
easily seen that, for a given size, the lower limit of speed is one in 
which the blades become so short as to cause excessive léakage, and 
thus loss of efficiency. On the other hand, the upper limit of speed 
is one in which it is impossible to get sufficient area through the low 
blades to give results, sinoe it is nob allowable to 
stress the drum or disk to which the blades are fastened beyond a 
certain point, and therefore the surface speed is fixed, and it is also 
necessary not to stress the blades beyond a certain point, and there- 


. fore the maximum height of the blade on the drum or disk is also 


fixed. 

Another thing is that it is not advisable to have the height 
of blades more than one-fifüh to one-quarter of the diameter 
of the drum to which they are fixed, as otherwise they spread so 
much at the tips as to become a bad shape. 

With these limitations, it can be shown that turbines can be 
constructed of similar dimensions to run at speeds the inverse of 
those dimensions. Thus, if we take a 1,000-x w. turbine, running at 
3,000 B. P. M., and double the size of it all over, the surface speeds 
will be the same at 1,000 в.р.м., and the stresses on the material of 
the blades, drum, &c., will be the same. On the other hand, we 
have double the diameter and double the height of blade, and 
therefore four times the area for the steam to pass through, with the 
blades moving at the same velocity, and, as a result, four times the 
power will be obtained, or our turbine at 1,500 revolutions will 
give an output of 4,000 xw. This gives the limiting speed 
for any given turbine, but exoept in exhaust turbines, which work 
with steam at atmospheric pressure, and therefore have to deal 
with great volumes, and also turbine-driven blowers which 
run at an average of about one and a-half times the speed of turbines 
driving alternators and dynamos for similar outputs, this limit is 
rarely attained, 

Now it can be shown that alternators also obey the same rale of 
varying inversely as the square of the speed, and thus it will be 
seen that alternators coupled to turbines go up in size together, and 
that apart from the trouble there is due to being compelled to have 
an even number of poles, alternators of the maximum size for that 
speed have similar turbines attached to them. For instance, as 
above, а 1,000-xw, turbine attached to a 1,000-kw. alterhator at 
8,000 R. P. M. will have similar properties and characteristics to that 
of a 4, 000-Kw. turbine attached to a 4,000-Kw, alternator at 1,500 
R.P.M., and thus there is no limit to the size of turbo-alterhator. In 
the case, however, of continuous current dynamos, the output of a 
dynamo (as it is chiefly limited by commutation conditions which 
depend principally on the ampere-turns on the armature per inch 
diameter) is practically only proportional to the speed, and it is 
easily seen that a limit is soon reached where the speed of the 
turbine is too low for economical conditions. 

This statement that the output of a dynamo varies inversely as 
the speed is not exactly true, the real ratio in practice being as the 
14 power of the speed, but still a limit is soon reached for continuous 
current work, and although we can make a 1,000-kw. alternator 
running at 3,000 B. . uu. we can only make a 500-xw. continuous 
current dynamo to run at the same speed, or a 1,200-Kw. to run at 
1,500 в.р.м, The 500-xw. at 3,000 R. P. M1. is a very good machine, 
and so is the latter, but this is about the lowest speed at which a 
turbine can economically run at that size, and thus no one has put 
more than about 1,200 or 1,500 kw, into one dynamo. However, by 
using tandem dynamos it will be seen that the output is doubled, 


: and this enables tandem turbo-dynamos up to about 4,000 xw. to be 


economically built. 

In the design of marine turbines the same lines are followed 
exactly as in the design of land turbines, but in marine turbines the 
limitations of the screw propeller are to be deait with instead of 
the limitations of dyhamos, alternators, &c., in land work, and the 
importance of carefully balancing the efficiency of the propeller 
against the efficiency of the turbine has to be most fully considered. 
Screw propellers, as a rule, are more efficient the slower they go, 
turbines are less efficient the slower they go, and therefore the 
balance between the two has to be most carefully looked into. As 
a result it has been found that with simple installations of screw 
propellers and turbines it is not advisable to go below a speed of 
15 to 18 knots. 


Electrical Matters at Newport (Mon.).—The Elec- 
tricity and Tramways Committee has recommended the T.C. to 
appoint Mr. C. P. Sparks (not Parkes as mentioned in error on 
p. 543), at a fee of 250 guineas, plus travelling and out of pocket 
expenses, to report upon the question of tariff so that the modi- 
fications cau take effect as soon as possible, and as to whether the 
undertaking i being worked to the best advantage. 
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£6,318. 


In view of the great interest that was taken in the Man- 
chester Electrical Exhibition which, at this period last year, 
was giving so excellent an education to the thonsands of that 
district, and was keeping us all engaged at such high 
preasure, we believe that the balance-sheet, given below, 
will be studied with no little interest. It will be observed 
that there was a net profit of £6,318. Twenty per cent. 
of this sum was returned to the exhibitors, and 10 per cent. 
to the donors, leaving £740, which was distributed among 
various charities as shown, about one-half going to the 
Electrical Trades Benevolent Institution. The Committee 
and others who were responsible for the success of the Exhi- 
bition—not excluding the electrical Press which played no 
little part in ensuring the above result—are to be congratu- 
lated on the financial outcome of the biggest exhibition 
effort that the British electrical trade has ever made. 


REOBIPTS. 
To Space account—exbibitors ies Vis io . . £10,061 
„ Donations—Oorporations ... п vá js 56 1,133 
» Gate money and tickets ... vss 4,751 


» Advertisements, catalogues, programmes and postcards 823 
„ Bundry profits :— 


Lavatories, cloakrooms and side-shows  ... m: 252 
„ Electric current and meters 7 з " 5 930 
» Gas and water ves ios З "T vi өз 82 
„ Commission on refreshments  ... ei n dh 1,033 
» Commission on stand fittin fas js "- ses 282 
» Bank interost 885 id "TOME T "m 46 
£19,393 

| EXPENDITUBE. 
By oost of buildings  ... А £4,031 


» Manchester Corporation For re-turfing, 
оа: drainage, sewerage, and Poor 
& не 


„ Advertising :—Posters and bill posting. 4409 
Electrical Press and Daily Press Те 729 
Post Office and other exhibits ... ES 78 


„ Entertainments :—Bands ... - а £666 
Luncheons, Press and opening 


ceremony à ins 272 


Decorations i5 bei у iv 262 
„ Lighting :— Fittings, wiring and lamps ... . £424 
Electric current and meter hire X 693 


„ Gas, water and mains рза T es 189 
» Police and Fire Brigade eae see 265 
„ Insurances ... esi M a 755 
» Licences and legal charges. iva 85 115 
» Architect's and accountant's fees, &с. ... 126 
„ Allowance gratuitous services or 311 
» Stationery and printing catalogues n5 595 
», Management, travelling and preliminary 
expenses ... s vis ‘ee vs 
» Office expenses, wages, postage, &c. ve ‚ 1,268 
„ Special rebate to members N. E. M. A 66 
„ Balance profit distributed thus :— Rebate 
to exhibitors, 20 per cent. on space 
money ... 5% $us vs .. £1,989 
Rebate to donators, 10 per cent. on 
donations ... "T sis - 113 
International Trade Exhibitions, Ltd., 
45 per cent. on profits as per agree- 
ment ТА К. d si 2,843 
C. В. Northcote and W. Davenport, 
10 per cent. on profits as per agree- 
ment Do б ve ae 632 
„ Benevolence: — East Lancashire Syste- 
matic and Benevolent Institution ... 10 
Electrical Trades Benevolent Insti- 
tution ... d i" 985 T 
Manchester Royal Infirmary ... bu 146 
Ancoats Infirmary De i b 109 
Balford Royal Hospital Тя ie 109 


£19,993 
Audited and found correct, 


Epwm GuTHRIY & Oo., Chartered Accountants, 


10, Tokenhouse Yard, London, E.C, 
September 21st, 1909. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Hand-Shield Wall Plug. 


The use of the ordi type of wall plug is attended with some 

, due to the flexible р through the hand of the user, 

and its liability to fray and short- t on the edge of the hole 
from which it hangs. To remove these drawbacks, the Bnrrun 
ORNTRAL ELECTRICAL Oo., of 17, Hatton Garden, E.C., have brought 
out a Handshield " wall plug, as illustrated herewith ; this, it will 


Fig. 1.—- HAN D-SRmTD WALL PLUG. 


be seen, provides complete protection to the user, and as the 


flexible hangs out of a vertical hole, it is not subject to the 
deleterious bending met with in the ordinary type. e plug is 
made with either two or three pins, in two sizes for 5 and 15 
amperes respectively, and is very neat and handy to use. It 
complies with the recommendations of the Home Office. 


Two-Speed “ Cascade?! Motors. 


The Sampycrort Fouspry Co., Lrp., of Obester, have brought 
out a two-speed “ Cascade” motor, generally similar in construction 
to the one-speed machine, except that slip-rings are provided. The 
stator windings carry only primary currents when the machine is 
running at the higher speed. When running at the lower speed 
they carry in addition the secondary currents induced by the action 
of the second rotor field. The rotor winding is of the plain barrel 
type, exactly simila? to those of ordinary slip-riņg machines, the 

y difference being in the method of connection. The windings 
form a olosed circuit, as in the one-speed machines, but a certain 
number of coils are tapped into the closed circuit and provided at 
their free ends with slip-rings. The arrangement of the windings 
is such that when the slip-ri are short-circuited the current 
induced in the rotor gives only one number of poles, and the 
machine under these circumstances behaves exactly like an ordinary 
slip ring motor. When the slip-rings are open-circuited a small 
number of the rotor conductors beoome inoperative, and the 
currents in the rotor then produce two numbers of poles, the 
second of wbich acts upon the stator and causes the motor to run 
at ''Cascade" speed. As an example, a machine wound to run at 
8-pole and 12-pole speed carries 8-pole windings. To start such a 
machine a starting switch, connected to the slip-rings in the 
ordinary manner, is gradually short-circuited ; the machine then 
behaves in every way ав an ordinary slip-ring motor. When it is 
necessary to reduce the speed, the slip-rings are open-circuited and 
the short-circuiting switch mounted on the side of the motor and 
connected to the stator windings is closed. The rotor now re-acts 
upon the stator, and the machine runs at Cascade” or 19-pole 
speed, The operation is reversed when it is required to raise the 

ed from the lower to the higher one. Whilst the machine is 
owing down at “Cascade” speed it is acting as a generator and 
returning energy to the line. 

It will be noticed that with these machines it is never necessary 
to break the main circuit, so that the whole of the operations сав 
be brougbt about without any sparking. This method of control is 
suitable for motors required to run for long periods at two definite 
speeds, and we are informed that it has been very succesefully 
applied to the driving of air compressors, ventilating fans, mortar 
mills, pumps, &c. There is a large field for two- d motors for 
driving such classes of machinery as winding engines and rolling 
mills; in these cases, instead of mounting a short-circuiting switch 
on the side of the machine, a controller is connected with the 
tappings. When starting, the stator controller is first brought into 
operation, and the machine is speeded up to ''Oascade" speed 
under these conditions ; the slip-ring controller is now brought into 
operation, and the machine then runs up to the higher speed. The 
method of operation is exceedingly simple, and the acceleration 
losses are very considerably reduced. There is a further advantage 
in the application of these machines for such work, as when starting 
in “Cascade” they are capable of exerting a larger starting torque 
than when operating on the slip-rings. For a given input the 
motor at “ Cascade " speed develops 40 to 50 per cent. more torque 
than when running on the alip-rings. The most economical method 
of opersting the winding engine is, therefore, to start with the 
maximum amount of power required during the winding, and to 
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run up to speed with high acceleration up to the two-thirds speed. | 


Above this speed the slip-ring controller comes into operation, and 
for the same power input the acceleration is reduced. With this 
system of control tbe efficiency of electric winders is high, and 
important advantages without complications are claimed for it. 
The cost of a two-speed winding motor is but little in exoess of 
that of an ordinary one-speed slip-ring machine, and the further 
additional cost is only that of the stator controlling gear. As the 
amount of energy to be dissipated in resistance is only about half 
as much as with single-speed machine», the sizes of the controlling 
resistances are much reduced. In the whole operation of winding 
and changing speeds the main circuit of the machine is never 
open-circuited. | 


Tell-Tale for Collieries. 


The accompanying illustration shows a “tell-tale ” invented and 
made by Messrs. Імваом, Fixcg & Oo., Ітр., of Bridge Works, 
Stockton-on-Tees, to indicate the number and identity of men in a 
pit. It consists of a series of numbered swing brass checks, each 
held in the out position by a swivel pin, bearing the correspond- 
ing number. Each man, as he receives his lamp, withdraws the pin 
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Fic. 2.— IuxSsOR 'S “ TeLL-TALE" FOR 
COLLIEBRIRS. 


to gauge in standard sizes. The high-lift pumps will deal with 
heads up to 2,000 ft., and the low-lift ones up to 50 or 60 ft. Fig.3 
shows one of these pumps coupled direct to an electric motor, and 
fig. 4 isa sectional view of the pump. A noteworthy feature is the 
absence of a stuffing box at the delivery end, as only low pressure 
existe in the end chamber. Thus much wear and friction has been 
obviated, to say nothing of the saving of trouble and annoyanoe. At 
the suction end the stuffing-box is water-sealed, and the gland need 
not be screwed hard up. asthe box has to hold against only уу atmo- 
sphere. There is no thrust bearing at all, as end thrust bas been 
abolished by means of a patent device which automatically adjuste 
itself for changes of output and head while tho pump is running, 
and for wear in the impellers. The bearings are separated from the 
packing by a gap of an iach or two, so that mud or grit cannot enter 
them. They are cast in one piece with the end covers, ensuring 
permanent alignment, and are provided with ring lubrication. In 
the case of sinking pumps, forced lubrication is fitted. 

From the drawing, fig. 4, it will be seen that the pump is not 
built up of sections, one for each stage; the central casing is of 
cylindrical bore, and the guide wheels and diaphragms fit accurately 
into it, so that dismantling and reassembling is extremely easy, and 


Еа. 4.—SgoTI0N of WiLLANS-ViCcTOBIA TURBO-PUMP. 


bearing his number, and attaches it to his lamp, ihe check at the 
same time dropping to the in position. No person is allowed to 
enter the mine without the swivel clip attached to his lamp. On 
leaving the pit, he detaches the clip and pins his check in the 
" out" position again. The lamps need not be numbered. The 
device is simple, cheap and effective. 


Wiflans-Victoria Turbo-Pump. 


Messrs. WiLLANS & RoniNSoN, LTD., of Ragby, are placing on 
tbe market a new turbo-pump for both high and low lifts, designed 
on lines wbich enable it to be manufactured cheaply and accurately 


Fie 3.— WILLAKS-VIOTORIA ToRBO-PuMP COUPLED TO 
Exzornic Moron, 


true alignment is ensured. The impellers and guide wheels are all 
made of special bronze, and the inner surfaces of the impeller and 
gaide wheel channels are finished throughout, so that the water 
never comes in contact with a rough surface; this, as experience 
has shown, materially increases the life of the parte. The central 
casing is lined with special bronze. We are informed that high 
efficiencies are being obtained with these pumps, which are bn'1t to 
the designs of Mr. J. Orten-Bóving. 


New Gauges. 


An extremely neat system of gauges has been brought out unde: 
" Windley's Patent" by the ORowx Works, Chelmsford. It con- 
sists of a set of hardened steel blocks of standard dimensions, 
which are employed in conjunction with an outside caliper and an 


à 


Еа. 5.—TESTING THE ACCURACY OF THE GAUGES. 


inside gauge, the whole outfit being mounted in a neat pocket case 
as shown in fig. 6. The blocks, which, like the holders, are beautiful 
specimens of British workmanship of the highest class, are seven 
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in number, varying from 1 to 1 in., and give, with the outside refilling, as no gas is generated in it; it is connected, as shown in ths 
holder, a range from ys to 23 in. by steps of д; in., or 40 sises ; accompanying diagram (fig. 9) at-a, in parallel with a resistance в, 
with the inside holder the range is from 2% to 4 in., 22 sizes, and which is the only resistance that requires adjusting—a very easy 
in addition the blocks themselves give 40 end-measuring sizes matter. The function of this cell is to make the meter a watt- 
singly and in combination. ‚ meter.” In other words, the effect of the combination is that the 
When “wrung” together, by sliding one over the other under rate of evolution of gas in the electrolytic cell m is proportional, 
firm pressure, the blocks adhere to one another with remarkable not to the current passing in the main circuit, nor to the voltage of 
tenacity ; they can equally well be wrung together with one arm sapply, but to the product of these two quantities. We have not 
of the external holder, when they form a convenient height gauge, | 
for use in combination with a surface plate. An important feature 
of the system is the self-checking characteristic of the device; as 


ко 6.— WINDLEY'S PATENT GAUGES. 


shown in fig. 5, five of the blocks wrung together are being tested 
against the 1-ip. block in the holder, and a crncial test, consists in 
afterwards interchanging the two; unless the gauge is perfect, it 
will not pass this test. The internal holder can similarly be tested 
with the external calipers. A set of these gauges was reported on 
by the National Physical Laboratory recently ; no error in length as 
ро as 0`00001 in. was found, and the end faces were reported to 
parallel within that amount. : 

The blocks are readily inserted in the holders by a quick-grip 
lock-nut device, and the combination gives a handy set equivalent 
to over.100 separate standard gauges with, of course, a great 
economy in cost. We have examined a set, and greatly admire the 
excellence of their finish and the accuracy of their dimensions. 


The Thorpe Electrolytic Watt-hour-Meter. 


Undeterred by the apparently insurmountable difficulties in the 
way of constructing a ahunted electrolytic meter of the gas 
voltameter type, the inventor of the Thorpe meter has for two 
years been experimenting with the view of devising such a meter. 
He now claims that he has succeeded, not only in constructing a 
shunted meter, but in making a watt-hour-meter on this principle. 
The materials appear so unpromising as to be absolutely forbidding, 
but the inventor states that his meter will register the smallest 
current pasting, and that the drop at full load is not more than 
one volt; that it is a watt-hour-meter, with a dial like an ordinary 
motor meter, and does not require refilling or resetting; that no 
chemicals are used that are likely to give trouble; that there is 
no temperature error; that the meter has a practically straight- 
line law ; and that it is cheap to manufacture. We have inspected 
the meter at work, and asit wil beon view at the Shoreditch 
Exhibition, which opens on Monday next, anyone else can do 
likewise. 

Fig. 8 shows the interior of the meter; the electrolytic cell ie 
seen on the right, and consists of a glass bulb attached to a 
capillary U-tube, the former containing a weak solution of caustic 
soda and the latter mercury. Nickel electrodes convey the current 
to the liquid in the bulb, and asthe gases evolved collect in the 
bulb, the mercury is slowly forced up the other leg until it makes 
a contact and actuates an electromagnet; the latter registers on a 
dial and recording train, and the extra current passing through 
the electrolyte fires the mixed gases as the liquid leaves the 
kathode point, thus releasing the electromagnet and at the same 
time refilling the bulb with electrolyte. The bulb at the other end 
of the U-tube is sealed, so that the temperature and pressure of 
tbe atmosphere have no effect on the records. 

The trouble due to the back кмк, of the electrolytic cell ig 
overcome by a novel device called an “absorption cell,” which 
is & test tube containing two plates of nickel having a surface of 
160 mm., in а 20 per cent. solution of caustic soda. This cell, | 
which is seen on the left hand of the figure, never requires Fig, S, TBN одаў WArI-HOUE-METER. 
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yet understood precisely how or why this comes about, but we are 
assured that it is so in practice, within a range of voltage of 20 per 
cent. above or below normal, The main current through the 
shunt в, producing at full load a drop of 1 volt in the case of the 
D type, and 3 to 1 volt in the case of the A type of meter. The 
current through the electrolytic cell is extremely small, the resist- 
ance r к of the order 4,000 ohms, and on open cironit, though 
a very small current necessarily flows, there is no creeping,” as the 

evolved recombine, without, therefore, actuating the record- 

mechanism. б. 

А somewhat similar meter is made without а dial, a thermometer 
scale reading to 1 unit being substituted; this is made for two 
ranges үү 250 and to 1,000 unite respectively. This meter can 
be reset by means of a key, which fires the gases and restores the 
reading to sero, without opening the case. 

The essential device of the Thorpe meter has been applied also to 
a time limit for а cireuit-breaker, as shown in fig.7. The coil at 
the bottom of the figure carries the main current, and on the 
occurrence of an overload attracts an armature, which closes a cir- 
cuit through the electrolytic cell on the left-hand and the lamp at 


Fic. 9.—DriaAGBAM oF CONNECTIONS. 
: ; 


the top of the figure. It also closes a circuit leading through one 
leg of the double U-tube to a tripping coil on the circuit-breaker, 
but this is open at the contact in the U-tube. As the evolution of 


gases in the bulb goes on, the mercury is driven up the left-hand 


tubes, and on reaching the adjustable contact, which is set by the 
scale shown, closes the circuit to the tripping coil, opening the main 
switch. The electrolysis continues until the liquid in the bulb 


leaves the kathode, when a spark occurs and the gases are ignited, — 


resetting the device. Should a temporary overload occur, the 
armature being released, prevents the trip coil from being energised, 
but the electrolysis continues until the apparatus resete itself as 
usnal—a matter of only about 20 seconds, The time limit can be 
set to any value below 20 seconds—in the case of the instrument 
that we inspected. Lastly, the device has been applied to an auto- 
matics motor starter. All these new apparatus will be exhibited at 
Shoreditch by the Тновре Матев Вухролте, Lro., for whom Mn. 
Harps HanBisons, of 11, Victoria Street, is the sole agent. 


'Suterlite Reflectors. ` 


Мавввз. OUR MOTOR, Harris & Oo, of 21, North Audley Street, 
W., who have taken over the business of Messrs. Frank Suter & Oo. 
Ltd., have improved the Zuterlite reflectors, which are now 

made in alumioium and lined with opal glass. A special 
featare claimed for their design is the facility for wiring them with 


| LEGAL. x 
-A Prr RgPAIBEB'S CLAIM. | 

А LooHoRBE pit repairer has raised an action in the Sheriff Court, 
Kirkcaldy, against the Fife Coal Oo., for £500 as compensation for 
injuries received in a pit explosion. Parguer says he was sent to 
switch on the current for the ventilation of the seam. Not anticipat- 
ing any danger, and being ignorant of the dangerous character of 
the gas with which the seam was impregnatéd, he did so, and 
immediately after the of the motor a terrific explosion of the 
inflammable gas took place. Three of the pursuer's fellow-workmen 
were precipitated down the shaft, and were either instantaneously 
killed or fatally injured, while the whole of the men in the seam, 
including the pursuer, were severely burned or otherwise injured. 
The accident, he contends, was caused through the failure of the 
defenders to provide a proper system of ventilation. Defenders 
admitted liability for the accident to the pursuer, and tendered £200 
in settlement of the claim. The Sheriff is considering the case. 


ALLEGED ELECTBICAL DBFEOTS IN Fre Prrs. 
[Prosecution by Н.М. Inspector.] 


A CASE of great interest was heard on Thursday ‘last week in the 


Dunfermline Sheriff Court. : 

Мв. O. A. Carrow, manager of the Fife Coal Oo., was charged 
with having in Foulford Pit (1) caused or permitted to be used two 
switches and two fuses which were not sufficient in seize and 
power for the work which they might be called upon to do; (2) 
caused or permitted to bs used in the switch room, without being 
earthed, a metallic cover provided to prevent accidental contact 


. with live parte; (3) caused or permitted to be nsed two gate-end 


or terminal boxes which were not in any way fixed, and: of which 
one was not efficiently earthed, and the other was not earthed at 
all; (4) caused or permitted the unarmoured conductors or distri- 
bution cables in the main haulage road not to be efficiently covered 
and safeguarded at all parte, and not to be so installed, worked 
and maintained as to reduce the danger through accidental shock 
or fire to the minimum; (5) caused or permitted the unarmoured 
conductors or distribution cables in the main haulage road and 
in two haulage roads leading to the coal face from the main 
haulage road to be fixed within reach of injury from passing tubs 
or tramg and not to be protected by & suitable covering, in conse- 
quence whereof the installation covering on the conductors was 
injured by abrasion at parts, and thus created danger through 
accidental shock or fire in contravention of the Coal Mines Regu- 
lation Act, 1887, and the electrical special rules. 

Da. Jonn Ross, on behalf of the Fife Coal Oo., said the Inspector 
having 41 mines to deal with calmly pounced on one pit in which 
he thought he had found defects, and without further notice this 
was followed by these proceedings. Accused was asked to do 
something! that was almost impossible, namely, to remove the 
whole of the company's plant from this date. In regard to another 
pit at Lumphinnans, the Inspector was asked tp state what he was 
driving at, but he would not come to close quarters and say what 
he wanted. He would rather lie by, and at a convenient oppor- 
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ordinary v B. wire instead of flexible. Tha holders are mounted 
on а carrier a, as shown at в in fig. 11, which can be wired and slid 
into position in the channelling ¢ the terminals a are slotted in such 
а way as to prevent any risk of shearing the wire, and it is only 
n to strip the insulation off about ł ia. of the wire as at r. 
before шор it in place with a nut н. Instead of the 10-in. 
*  Baterlite " carbon lamp, two of the firm's metallic-filament lamps, 
with contacts at both ends, can be used, as shown in fig. 10. The 
reflector can be made continuous by adding as many 12-in. sections 
as may be desired. Fig. I shows a section of the reflector with 
opal lining; it cn айю be had of polished aluminium. Fig. 10 
shows a piece of the contre strip with the holders and one of the 
two lampe, which are silvered on the underside. 
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Fra. 11.—Derars or "SuTEBRLITR" AND Wing. 


Pig, .12.—Szorioms or REPLECTOB, SHOWING 
THE CENTBE-STBIP SLID INTO РІА08. _ 


tunity seize the occasion of finding out some paltry defect. The 
N knew perfectly well that the Fife Goal Co. were moet 
anxious to use every precaution to preserve the lives and limbs of 
the men, and in the pastthey had spared neither trouble nor 
expense to safeguard the workers. They were anxious to meet the 
Inspector and see what he wanted, and in certain respects they had 
met the things he had asked for, but the matter of kindness or 
courtesy did not come into the case. . 

Mn. J. 8. Востав, the procurator fiscal, said he did not desire 
there should be any misunderstanding in regard to the purpose of 
the prosecution. The Fife Coal Co. controlled a large number of 
collieries, and employed about 12,000 men out of some 26,000 
operating in the county, and it had been determined because of 
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past experienoe that this opportunity should be taken of en- 
devouring to stimulate, or perhaps he should say a sense of 
not merely the responsibility incumbent, but the relative duty 
consequent thereon, upon those who were superior to the certificated 
managers of the pits. Granted that Mr. Rowan might also be 
responsible, they might perhaps deal with him later on. They also 
alleged that Richardson, the certificated manager of the pit, had a 
statutory duty. | 

SRH Вненнак: Apparently that is not disputed, assuming 
the complaint is relevafit. 

Мв. SouTAR said there was a specific complaint made in April 
in regard to part of the plant, and the detailed objections were dis- 
covered in the eud of July. 

The SBzERBIFF said he must write a judgment on the relevancy. 

Dr. Ross: If you go into electricity we may have to send to the 
ends of the earth for experts. 

Oar со ndent reports that his Lordship’s decision is 
anxiously awaited. 


INTERLOCKED MOTOR STARTERS AND 
SHUNT REGULATORS. 


By T. GOLDING аир O. O. DINERMAN. 


Тнк subject of interlocking motor starters and shunt regu- 
lators has received but little attention from contributors to 
the electrical Press, and, since it is a subject of such vital 
importance, a short description of some of the methods 
adopted by leading manufacturers will doubtless prove 
interesting. 

The necessity for effective interlocking is evident, when 
the dangers of starting up a motor with a weakened field are 
considered, both from the points of view of the motor and 
the starting rheostat. Unless some arrangement is po 
vided to ensure a full field at starting, great damage is likely 
to ocour. Not only should the motor be started up with a 
strong field, but precautions should also be taken to prevent 


SERIES FIELD 


FiG. 1. 


resistance being suddenly inserted in series with the shunt 
field in large steps when the motor has run up to normal 
gpeed. 
If devices are not provided to meet these ends, and the 
motor is started up with the field weakened by regulating 
resistance, the rushes of current in the armature are excessive, 
owing to the slow increase of back Ek. u. y. This, conse- 
quently, causes disastrous sparking at the commutator, 
with consequent wear and tear ; further, if the motor is not 
sufficiently fully designed, there is a danger of burning out 
armature coils. Again, rheostets are designed to start 
up motors on the assumption that the ourrent rushes will 
not exceed the normal full load current by more than a 
certain percentage. Obviously, therefore, if these rushes 
are much heavier than the specified amount, the resistance 
may be burnt out as well as bad sparking take place between 
the brush and the contacts. 

Having started up satisfactorily, if a high resistance is 
suddenly inserted in the field it, not only is bad sparking 


obtained at the commutator, due to the greatly weakened 
field, but a high E. M. p. of self-induction is produced in the 
field windings, which may break down the insulation or in 
other ways cause damage. These effects are both costly and 


ANNIN ) | 


annoying, consequently any device which will reduce the 
danger is exceedingly valuable ; and, as in actual practice 
the addition of suitable apparatus is generally so simple and ` 
cheap, it is advisable always to have some interlocking 
device when starters and shunt regulators are used. 

Generally speaking, the devices in practice designed to 
attain the above ends can be classified under two headings, 
viz., mechanical and electrical. 

Of the mechanical interlocks, perhaps the most simple is 
the type illustrated in fig. 1. It consists essentially of a 
series of contacts, some of which are for starting, the 


remainder being for regulating. 


In the example shown, the usual English metbod of 
moving brash arm is reversed, the sector being revolved and 
the brushes remaining stationary. ; 

When the sector is in the position shown, the extension 
A brushes the first of the fixed contacts, and thus com- 
pletes the field circuit through the brush в. Farther 


Fia. 3. 


movement will bring the sector on to the contact 0 com- 
pleting the armature circuit through all the starting resist- 
ance. When this has been cut ont, the sector short- 
circuits o and р, and, sept ce uy f all starting resistance, 
at the same time breaking the feld circuit, at B, but 

it again on the first regulating contact. As the lever 


Vol. es. Mo, 1,064, Остовяв 15,109] THE ELEOTRICAL REVIEW. 


617 


moved farther round, regulating resistance is inserted, and 
the motor speed is increased. 

_ It will be obvious that before the regulating resistance 
is inserted, the starting resistance must first be cut out. 


This type of apparatus can be fitted with automatic 


eatures, to protect the motor against inequalities of load or 


supply. The actual apparatus—of which fig. 2 is an ex- 
ternal view—is of German manufacture, and is designed 
for outputs from 1 to 150 B. H.. 

It wil be noticed that in the off position the shunt 
field has a discharge path through the armature and start- 


ing resistance. This is clearly advantageous in cases where 
the regulating resistance has a high value. 

"Whereas in the above case both operations are carried out 
by the movement of one lever, figs. 3 and 4 illustrate a 
type in which two separate levers are provided. One lever 
is for starting only, and on it reaching the “ full-in position 
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and being engaged by the “ hold-on " magnet, a projecting 
piece on the casting engages the trailing lever, moving it 
to the first of the shunt contacts. | 

Whilst cutting out the armature resistance the shunt 
regulating resistance is short-circuited by means of a contact 
on the leading lever brushing a sector. In the normal 
running ition of the leading lever this short-circuit 
is removed, and the trailing lever is free for regulating 


the speed. 


Any abnormal condition in the line or load effects the 
release of the leading arm, which, being controlled by a 
powerful spring, returns to the “off” position, taking the 
regulating arm with it. | 

To illustrate the application of interlocking as applied to 
automatic motor-starters, fig. 5 is given. This is a most 
simple case, the regulating resistance being short-circuited 
(by a brush on the rheostat arm) in a similar manner to 
that described in referenoe to figs. 8 and 4, until all 
starting resistance has been cut out, when the regu- 
lating resistance can be inserted for speed variation. It 
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will be clearly seen from the illustration that no provision is 
made to prevent the resistance being introduced in one step, 
consequently this would not be suitable for a large range of 
regulation. 

Of course, a device could be fitted to ensure the regulating 
lever being brought back to the no resistance in position 
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before commencing to regulate, but in cases where the 
regulation to be obtained is sufficient to merit this addition, 
it is advisable to use a slightly different type of interlock 
—of the electro-magnetic type, to be described later. 

A device which necessitates the use of a link for inter- 
locking purposes only is shown in fig. 6. In this figure 
the device is shown applied to a starter with worm slow- 
speed gear. It is, however, also applicable to any form of 
hand-operated motor-starter. This inter-connecting lever 
is provided with a hook at one end, which engages a collar 
on the worm spindle, and does not release it until the 
regulator lever is in the position when all regulating 
resistance is out of circuit, in which position the catch is 
released, leaving the worm free to engage the quadrant, and, 
consequently, to start up the motor. 

In every case described above, it is essential that the 
regulator and starter are mounted on acommon base. This, 
although in many cases an advantage, may in others be 
imposaible or inconvenient, particularly when the regulation 


has to be effected at a distance from the motor. To fit the 
starter at an equal distance would necessitate the use of un- 
necessarily long heavy lead. 

Interlocking in these cases is attained by the use of дее 
magnetic devices. Perhaps the neatest form is that shown 
in fig. 7. The arrangement consiste of two hinged contacts 
tending to always come together, and an electromagnet with 
a hinged armature, which in the closed position opens the 


two contacts referred to. The magnet is not sufficiently - 


strong to lift the armature, and the armature can only be 
lifted by bringing the shunt regulating switch to the first 
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stop, where a small — piece on the rheostat lever 
slides against the armature and lifts it into the closed posi- 
tion. The two small contacts previously mentioned entirely 
short-circuit the shunt-regulating resistance, and, as the 
electromagnet is connected in the field circuit, whenever 
this is broken, the resistance is short-circuited quite inde- 
pendently of the position of the switch arm. The motor 
can be restarted with the shunt-regulator arm in any position, 
but no shunt resistance can be inserted until the switch arm 
is brought to the first position, and the small contacts 
consequently opened. 

Another type of this class of interlock is shown in figs. 8 
and 9. This is provided with two lévers, one of which 
carries a soft iron armature and a brush which makes contact 
on the metal sector, unless held over by the **hold-on" 
magnet, when the contact is removed from the sector and 
made on a button. The other lever is free to move over the 
field contacts for regulation. When the former lever brushes 
the sector, all regulating resistance is short-circuited, the 
short-circuit not being removed until this has reached the 
position where it no longer makes contact on the sector. 
In order to bring it back to here, the other lever has to be 
brought back to the “all resistance out” position. If 
the motor 155 been started up, the magnet will retain 
the shorter lever —the longer one being free for regula- 
ing. Any abnormal conditions arising —such as failure 
of supply, overloading of motor, &c.—effects the de- 
energising of the hold-on magnet, allowing a spring in 
the hub to carry the lever into a position where all 
resistance is short-circuited. 

An exceedingly simple and efficient method of interlock 
(covered by patents) adapted to a multiple lever type starter, 
is shown in fig. 10. On the lever of the shunt regulator is 
cast a fan with notches, which are engaged by a detent, 
actuated by an electromagnet in series with the shunt field. 
Unless this magnet is energised, the contact lever iskept at the 
“all resistance out position by the aid of a powerful 
spring. 

On the fins] lever of the starter is fitted a copper brush 
which bridges two contacts, these being so connected that 
when in this position the shunt regulator and hold-on coil 
are short-circuited. When, however, this last lever is closed, 
and consequently all the starting resistance is out of the 
motor circuit, the short-circuit is removed, allowing the hold- 
en coil to be excited, and leaving the regulating resistance 
a ailable for insertion in the shunt field. 

The magnet now being energised, the detent before 
referred to will hold the contact lever in any position, in 
which it is placed by hand, corresponding to the speed 
required. On failure of voltage or any interruption in the 
motor circuit, the hold-on coil will be de-energised, releasing 
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the contact lever and allowing it to return to the first position, 
where all resistance is out. 

In cases where the variation of shunt current necessary to 
give the required increase of speed is too great to allow the 
hold-on coils mentioned ‘above to be eonheéted in series with 
the shunt field, it is usual to connect them in series with a 
high resistance unit across the lines. This, however, does not 
materially affect the descriptions given. 

The remarks with reference to fig. 1, regarding the dis- 
charge path of the shunt field when” the ШО | is in the 
off position, can be made to apply 5 any of the above 
designs by the addition of a special contact and a alight 
modification of the connections. 

The above descriptions can only be regarded as typical 
of the many interlocks on the market. ' This especially 
refers to the mechanical devices, the actual number of 
designs of which is enormous—modifications being made to 
suit special cases and starters. 

It is difficult to compare the advatitages and disadvan- 
tages of the types mentioned, because each has ita particular 
value in the case for which it is designed. For instance, 


Fic. 10. 


where space is an important factor, the combined starter 
and regulator is most suitable, whereas the se га ріесев 
of apparatus аге more suitable when controll m a dis- 
tance—as mentioned before. 

Several of the most prominent manufacturers have been 
most obliging in giving information, those to whom the 
authors are most indebted being Messrs. Brook- Hirst, 
Veritys, Adams Manufacturing Co. and Felten-Guilleaume 
Lahmeyerwerke. 


Copper. —Messrs. Merton's statistical circular again 
shows an increase in visible supplies, which for the end of Septem- 
ber, 1909, are 93,851 tons, an advance of 5,533 tons on the return 
for the end of August. The increase is divided between standard 
copper stocked in England and France, and that afloat from Aus- 
tralia. The supplies from North America are below the average, 
from Spain and Portugal slightly above, while the shipments from 
Chile and Australia are about one-third higher than usual. Total 
supplies are 5,633 tons above deliveries. Compared with last year, 
supplies are lower in all cases. The ‘total for the year endisg 
September 30th, 1908, was 473,914 tons, as against 433,000 tons for 
the current year. 
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Standardised: Publieations.— We are informed that 
the ENGINEERS’ STANDARDISED PUBLICATIONS ASSOCIATION, of 
Craven House, Kingsway, which was formed a few months ago to 
promote reform in the sizes of price lists and catalogues, bas 
received sufficient support to enable it to commence work with 
good prospects of success, Amongst those who have joined, we 
note the names of many well-known engineers and firms, including 
а score of horough electrical 
engineers, and a number of manufacturing companiés, The main 
objects of the Association are to classify and standardise trade 
publications, so that they may be conveniently filed and indexed, 


and thus may form a useful reference library instead of finding 


their way to the W P. B. 


Motor Exhibition at Olympia.— We are informed 
that the only International Exhibition of Motor- cars this year 
will be held at Olympia, London, from November 12th to November 
20th inclusive, under the patronage of H.M. the King. There will 
be no exhibitions in Paris and the other Continental capitals this 
season, and therefore the London Show, wbich will be the eighth 
held. by the Society of Motor Manufacturers and Traders with the 
co-operation of the Royal Automobile Club, is expected to bring 
over large: influx of visitors and buyers from other countries. 
London is.stated to be becoming the motor mart of tbe world. 
Amongst the 300 firins who will be displaying their wares at 
Olympia will be. the principal manufacturers of Great Britain, 
France, Germany, Bélgium, Italy and Americs, and the very latest 
ideas in motor construction will be on show. The growing strength 
of the motor industry in this country, despite its having been 
bandicapped in tbe early. days by repressive legislation, will be 
proved beyond a doubt, and it is no slight evidence of its vitality 
that England alone of all the manufacturing countries has been 
able to withstand the recent slump in trade and hold an exhi- 
bition when every other country has, through pressure of bard 
times, had to abandon such а venture. During the past year 
important structural! alterations have been made in the great build- 
ing of Olympia, which, although the largest available for exhibition 
purposes in Loridob, lias nòt been in the past large enough for the 
purpose. With the view of adding to its convenience, the large 
annexe has been thrown-info the main ball so as to form one large 
space open to tbe beet display of motor-cars. The area of this vast 
hall is now so large that visitors will require to walk three miles 
if they wish to see every stand. It will' be the greatest exhibition 
of its Kind ever héld in this country. 


Catalogues and Lists.— THE GENERAL ELECTRIC 

Со, LTD., 71, Queen Victoria Street, London, E.C.—8till they 
come, these lamp posters!—but we hope that they are not 
going to continue to increase in size, or they will be too cumber- 
some even аа draught excludes. ''Osram "lampsare destined to 
appeal to every bousehold—that is the intention of the G. E. C. 
and its publicity department, and the services of the inevitable 
and irrepressible Mr. Hassell have onte more been requisitioned 
to drive home td the publio mind in a striking and popular way 
the fact that they . berg: У 20 hours for one penny,” to the evident 
delight of the British workman and his left-handed wife. Bo 
simply expremed~ ie this truth that even the bairns (whose 
faces, by. the wan we should have preferred to see) are 
flabergasted at the;cheapness, and their hunger is forgotten while 
they bebold the Osram" above their heads in preference for the 
somewhat substantial and comprehensive meal that lies awaiting 
them. The most catchy part of the poster is that feline attitude— 
the matron's manner gives us a cold shiver down our back, though 
the pie dagger is where it is. These posters are available in bulk 
for electrical contractors who apply for them. 
TI UsfSn-AFABLE PULLEY AND MipLamABRING Co., LTD., Hyde 
Road Engineering Works, West Gorton, Manchester.— Hanging 
card showing illustrations of some of their clutches, pulleys, &c., 
and giving several reference tables for engineers, showing horse- 
power of shafting and pitch of bearings, rim speeds of pulleys of 
various diameters. at varying: numbers of revolutions, and horse- 
powers of leather belting at various speeds. 

Mn. G. Baavrix; 8, Lambeth Hill, London, E.O.— Price leaflet 
showing full-size illustrations of '' Eclipse" metallic-filament lamps 
for high and low voltages and the usual candle-powers; aleo 
battery lamps and lamps of high candle-power. 

Mrssns. A. P. LURDBERG & Sons, 477-487, Liverpool Road, N.— 
Illustrated lists No. B, 21 and 22, prepsred in their usual style, 
and giving descriptions and prices of their “ Tripin combination " 
switch and three-pin wall connection, and their “ Presto” tumbler 
switch. | 

MxssnS. Bavos Риввгив & Co., Lro., Edinburgh.—Another new 

hlet (No. 18«), describing, illustrating and giving dimensional 
and other tabular information relating to their Peebles continuous 
current dynamos and motors (open type) up to 1,500 H.P. and 
1,100 xw. E LEN ; 

Mussas. тири CONDUITE, LTD., London and Birmingham.— 
New 1909-10 catalogpe of.conduits. It is a bulky publication of 
close upon a hundred pages of well-arranged matter, with a host of 
illustrations and particulars of prices, relating to the manufactures 
coming in sections T, U. D, and M of their catalogue. These аге: 
conduits and fittings for electric light and power wiring; tke 
Simplex flexible ‘wiritg-systenr; distribution boards, switchgear, 
and enclosed fuges ; also watertight fittings for mille, ships, &c. 

Muzssns. CLASS d Oo, Berlin W. 30/48, Germany.—Leaflet 
describing their Fludor soldering lamp, a neat and convenient 


engineers, several consulting 


> 


little blow lamp buming methylated spirit, for use especially with 
the Fludor soldering materials. UM M 

Tum Онтон Егаствто Co., Lrp., Park Street, Southwark, London, 
8.E.—4A finely-produced brochure of 48 pages entitled Electricity 
for all Industrial Uses—illustrating the utility of the electric motor." 
Views of large polyphsse generators and motors, with a view of the 
Union Works, lead off, and other beautifully executed pictures 
occupying alternate pages show Union motors applied to many 
different varieties of service, among them being the driving of 
conveyors of screen separators in coal mines, mine exhausting fans, 
tbree-throw ram and other pumps, plate bending and straightening 
rolls, lathes, boring mills, drills and other machine tools, textile 
factory and wood-working machinery, portable cranes for civil 
engineering works, tile-msking machines, newspaper printing 
machinery, and a number of other departments of industry. 
Appropriate letter-press faces each page of illustrations. The book 
should be useful to those who are trying to interest the prospective 
power- use. a 

WESTINGHOUSE COMPANIES’ PUBLISHING DEPARTMENT, Westing- 
house Build ing, Norfolk Street, W.0.—30-page pamphlet containing 
& very full description with half-tone and sectional views of 
Halpin's patent thermal storage system for economy in steam raising 
(for which Mr. P. J. Mitchell, of Caxton House, 8.W., is sole 
licensee for England and the Colonies), together with particulars of 
tests, opinions of users, &c.; aleo а 19-page pamphlet describing 
the McKenzie Holland, and Westinghouse all-electric power 
signalling at Yarnton, Great Western Railway. 

TH» Reason MaxuFacroBIwG Co, LTD., Brighton.—24-page 
pamphlet, set out in the firm's standard style, containing a full 
description, with illustrations showing interiors, of their electrically 
wound time switches for continuous and alternating current. A list 
of prices of different types is given. 

Messrs. Rovczm, LTD., Trafford Park, Manchester.—New booklet 
consisting entirely of a large number of excellently executed half- 
‘tone prints on art paper, showing their specialities. These include 
a number of views of their eléctrically driven Goliath” cranes, 
overhead travellers, cantilever cranes, walking cranes, jib cranes, 
transporters, standard winches and .capstans, slow-speed crane 
motors, electrically operated worm-gears and controllers. This 
collection is a temporary substitute preparatory to the publication 
of the fifth edition of the firm’s catalogue.. 

Messrs. Homm & RowLAND, Troughton Road, Charlton, Kent.— 
Two new price lists, опе dealing with their auto-transformers for 
use with aro lamps, very fully detailing the prices in table form ; 

be other similarly setting forth the prices of auto-transformers for 
se with metal-fllament lamps. They also quote for other anto- 
transformers not included in the lists. | 

Messrs. G. M. Boppy & Co., 15, Gray's Inn Road, W.C.— 
Les flets relating to the ** Metalik lamps, which are now supplied 
of 14 British С.Р. for 60 to 180 volts, and 22 ор. for 200 to 
260 volts, these, it is claimed, betng the lowest candle-powers on 
the market. 

THe ЕгествісА, CO., Lro. (Metals Department), 121-125, 
Charing Cross Road, W.C.—Folders relating to their system of 
producing metal parts with bardened steel dies under heavy 
hydraulic pressure, with accuracy and certainty and without the 
defects incidental to the casting process. ` . | 

MxssBs. E. GoosseNs, Porm & Oo., Lro., 5, Arthur Street, New 
Oxford Street, W.C.—A handy pocket pamphlet of 16 pages, con- 
taining full-sized illustrations of the firm's metal-filament lamps. 
The pages are not overloaded with matter, so the blocks stand out 
effectively, a boldly stated bulb reference letter, voltage and candle- ' 
power being all that is given. Prices of all shapes are clearly tabu- 

ated on & page at the end. | | 


Installation Contracts.—Merssrs. EDWARDS & ARN- 
STRONG, of Bristol, have just completed the installation of the 
generating plant and underground system of mains for the town of 
Tewkesbury, and а 43-5.H.». suction gas plant, 1,100-ampere-hour 
battery, underground mains, and wiring for 1,000 lights at the 
Brislington Asylum, near Bristol. They have -in hand the 
following:— m | 

Complete generating plant and underground system of mains for the town of 
Chippenham. | 
Rari ad steam dynamo, motors, arc and other lighting for the Holywell 
Ov, e 

Complete plant, accumulators, &c., for Bucknill House, Shropshire, 

Complete plant, accumulators, &o., for The Hill, near Banbury. 

Complete plant, sccumulators, &0., for Crown Hotel, Bridgnorth. 

630-ampere-hour battery for Somerford Manor, Wilts. . 

50-в.н.р. three-phase motor and complete wiring for Co-operative Stores, 
Whitehall, Bristol. 


Bennis still Going Strong.—From Messrs. E. 
Вехнів & Co., LTD., of Little Hulton, we have received their 
latest list of contracts secured for their well-known stokers. These 
are fcr such firms as Bessemer, of Sheffield; Ruston Proctors, 
Clarke, Ohspman & Co., for Chatham Dockyard and for Sonth 
Africa, and for a number of mills in Preston, Keighley, Dewsbury, 
&c. We understand that 65 per cent. of the orders secured are for 
the firm’s new gritless and smutless coking stoker. 


Indian Electrical Installations.—The following are 
particulars of some electrical contracts that have recently been 
secured by Messes. WALTER Locke & Co., Lro., of Calcutta :— 

Hathaunda Palace, Daryabad, for the Rajah Prithwipal Singh.— 
Installation consisting of Crossley oil engine, Rhodes dynamo, J. P. 


' Childs & Oo.’s lift for four stories, 50 Locke fans, an Albany 


pump, motor-driven by a Rhodes motor, battery of 55 Hart cells, 
switchboard and wiring to 250 light and fan points. 

Midnapur Palace, for Rajah, Norendra Lall Khan Babadhur, of 
Midnapur,—Installation consisting of Ruston- Proctor steam engine 
combined with. Rhodes dynamo, 800 yards overhead main cable, 
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battery of 60 Hart cells, switchboard, 25 Locke fans and wiring to 
150 light and fan points; “Locke” metallic-filament lamps to be 
used throughout. 
. . The New Premises in Calcutta of the Allisnce Bank of Simla.— 
, Installation consisting of wiring to 266 light and fan pointe for 
connection to the mains of the C. E. S. Co., fancy fittings, and 73 
` “Locke” fans. i 

The New Pump House at the Pulta Pressure Btation for the 
Calcutta Corporation (per Messrs. Jas. Simpson & Sons).—Installa- 
tion consisting of Reader steam engine combined with Rhodes 
dynamo, wiring, &c., to some 36 points. 


Chinese Tautalums.—We recently illustrated the 
` Russian adaptation of the Siemens Satisfied Consumer show- ard. 
We are now pleased to learn that the makers of tantalum lamps 
are appealing to the people of China to allow them to throw the 
bright rays of these lampsto help them in their awakening. As we 

showed in our comments on the Chinese market recently, useful 
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pularising work is possible over there with the aid of the 
fetching coloured poster, and the accompanying block shows how 
it looks in the Chinese lingo. Brgwxxs Bros. Dynamo Wonxs Oo., 
Lap.,.of Dalston, have now introduced these for popularising 
—— in English-speaking countries, in Russia, Spain, Portugal 
and Ch m 


‘Bankruptcy Proceedings. — Re HERBERT JOHN 
Воврвтт, electrical engineer and contractor, Rugby.—This debtor 
came up for public examination on Monday at the Ooventry Bank- 
ruptoy Court, before Mr. Registrar Kirby. The statement of affairs 
showed gross assets £1,214, and there was an estimated deficiency 
of £819. Ia reply to the Official Receiver (Mr. C. J. Band), debtor 
ssid he commenced business in the early part of 1902 at Castle 
Street, Rugby, eubsequently removing to larger premises in 
Regent Street. He began with £150 capital, his own money. 
When he prepared a balance-sheet six months ago he took his stock 
at cost price, snd this showed he was quite ғо! vent. His stock then 
came out at rather more than £400. He now estimated it, at 
breaking-up price, at £120. He could not account for anything 
during the past six months to explain the £819 deficiency besides 
the difference in the value of the stock and severe competition. 
He did not file his petition earlier because he hoped to pull the 
business round, and he cut down expenses. The causes of his 
failure were: bad trade, competition and illness. Ia reply to Mr. 
A. Oripwell (Trustee), debtor stated that he had not been executing 
contracts at, or under, cost price, but with a very small margin. He 
had an arrangement with the bank for an overdraft of £100, snd at 
the time of filing his petition it stood at £75. The overdraft was 
guaranteed by his brother-in-law. In answer to his solicitor (Mr. 
H. L. Reddish), debtor said be had been hopeful of arranging a 
composition. The examination was closed, conditional upon debtor 
supplying a cash account. covering his last 12 months’ trading. 

ARNOLD RcnamERTS, electrical engineer, Rawdon, Yorks.—October 
26th is the last day for the receipt of proofs for intended dividend 
by the trustees, J. H. Haley and R. A. Venter, Bradford. 

Евиъвт Fenwick Jones, electrical engineer, &c., 132, York 
Road West, Hartlepool.—This debtor attended the Court House, 
John Street, Sunderland, last week for his public examination, the 
deficiency being stated at £487. The case was ordered to stand 
adjourned. | | 

J. а. 8. Сожиткотон & Н. P. Атлвом, electrical engineers and 
contractors, Great Newport Street, London. — The last day for 
receipt of proofs for intended dividend, by the trustee, Mr. A. 
Page, 28, King Street, E.O., is October 26th. 

HERBBRT SHUTTLEWORTH, electrical engineer, Cross Court, 
Briggste, Leeds.—October 28th is the last day for receipt of 
proofs for dividend by the Official Receiver, Mr. J. Bowling, 24, 
Bond Street, Leeds. | 


Dissolutions and Liquidations.—HALLs TRANSMIS- 
SION GAB SYNDICATE, LTD.—A meetiog is to be held on November 
J5th at 9, Little Trinity Lane, E.O., to hear an account of the 
winding up from the liquidator, Mr. T. D. Cocke. 

MonToN, Вотгвв & Co., electrical and mechanical engineers, 
Nettleton Road, Mirfield.—Mesers. J. D. M. Morton and J. D. 
Butler hav dissolved partnership. 


Trade Announcements.—MeEssrs. GEARY, ADAMS 
AND Co, LTD., have been appointed sole agents for Birmingham 
and district for Messrs. Davey, Paxman & Co., Ltd., Colchester. 

The Accessories Manufacturing Co., Ltd., have appointed 
Ма. J. W. Beswicx, of Temple Chambers, 33, Brasennose Street, 
Manchester, as their tepresentative in Mancbester and district. 


Тип RorHzRHAM ErEOTBICAL Excumenma Co. have com 
menced business at 39, High Btreet, Rotherham. 

Tam Davis ETTCTRIC Ar. Co, Ітр., 17, Moor Street, W., 
announce that they have acquired the works and stock of the 
Royal Standard Electric Lamp Manufacturing Oo., and they have 
sent us an illustrated price-list of the lamps. 

Messrs. В. H. Hayes & Co. have removed from Gloucester 
Mansions, W.O., to 72, Finsbury Pavement, E.C. 


Book Notices.—The Journal of the Municipal School 
„ Manchester. Vol. I, Part 3. Manchester: The 

ool. 

“The American Iostitute of Architecte’ Quarterly Bulletin.” 
July, 1909. Vol. X, No. 2. Washington, U. S.A.: The Institute. 

* Post Office Electrical Engineers’ Journal.” October. Vol. 2, 
Part 3. London: H. Alabaster, Gatehouse & Co. Price 1s. 

“ Mechanical World Pocket Diary and Year-Book, 1910.“ Man- 
chester: Emmott & Oo., Ltd. Price 6d. net. 

"Dynamo Electric Machinery: Alternating-Current Machines“ 


. By 8. Sheldon, H. Mason, and E. Hausmann. Eighth Edition. 
_ London: Crosby Lockwood & Son. 1909. 


" Wireless Telegraphy and Wireless Telephony.” By A. E 
Kennelly. London: T. Fisher Unwin. 1909. Price 4s. net. 

" Journal of the Institution of Electrical Engineers" No. 197, 
Vol. 43. This number contains the following papers:—" The Elec- 
trical System of the L.0.0. Tramways,” by J. H. Rider; Theory 

d Application of Motor Converters," by H. 8. Hallo; “ Extending 

e Limits of Power Transmission,” by A. M. Taylor; “ Vagabond 
Ourrents,” by J. G. and R. G. Cunliffe; “ Electrification of Bteam- 
driven Non-reversing Rolling Mills" by W. F. Mylan; and 
" Interpole Designs," by W. B. Hird. London: E. & F. N. Spon, 
Ltd. Price бе. 

“ Statistios of Publio Education in England and Wales" Part I. 
Educational Statistics, 1907-8. London: Wyman & Bons, Ltd. 
1909. Price 2s. 3d. 

" Rose's Universal Code Economiser" By Sydney A. M. Rose, 
A. M. I. E. E. London: Sidgwick & Jackson. Price 104 6d. 

" Institution of Electrical Engineers. Articles of Association, 
and List of Officers and Members.” 1909. From the Institution. 

" Jack Oarstairs of the Power House.” By 8. Sandys, London: 
Methuen & Co. 1909. Price 61. 

We have received a copy of the first issue of Surveying and the 
Civil Engineer, a new weekly journal for surveyors and civil and 
municipal engineers. Mr. B. Wyand, formerly on the editorial 
staff of the Surveyor and Municipal and County incer, is the 
editor of the paper, which is owned by the proprietors of the Pall 
Mali Gazette. Surveying is handsomely produced, and contains 
many interesting and practical articles, with well-printed illustra- 
tions. We wish it a prosperous and useful career, 


LIGHTING and POWER NOTES. 


Acerington.— The assessment of the Electricity Works 
having been very much increased, the T.C. has decided to lodge an 


e electrical engineer reported last week that the recent 
exhibition had cost £154 in round figures, exclusive of permanent 
staff wages and electricity consumed. The receipts amounted to 
£140, and about 5,000 units had been used. 


Bexhill.—The T.C. on Monday decided to apply to the 
L.G.B. for a loan of £2,560 for cable extensions to the Little 
Common district, and to provide the E.L. in each of the Wert 
Parade shelters. i 


Brandon.—The U.D.C. has decided to give the necessary 


six monthe’ notice to the colliery companies supplying electricity to 
the Council, with the object of Inviting fresh tenders. 


Canada.—A meeting was held in Toronto on September 
29th for the purpose of renewing the interest of the Municipalities 
in the hydro-electric power scheme. The Commission was repre- 
sented by Hon. Adam Beck, chairman, while the visitors included 
representatives from the towns of St. Thomas, Heepeller, Waterloo, 
Toronto, Berlin, London, en St. Mary's and Stratford. Follow- 
ing an informal discussion, Mr. R. A. Ross, Montreal, consulting 
engineer of the Commission, was chosen chairman, and Mr. E. 
Clarence Settell, secretary of the Commission, secretary. Mupici. 
palities who have not at present civic lighting were represented, and 
much technical conference work was gone over in detail. 

The Dominion Government has given a grant of 25,000 miners’ inchs 
of water on Lilloet River to the Barrard Power Co., of Vancouver, 
B.C. Under the terms of the grant the ‘harnessing of the 
waters of the Lilloet will be commenced at no distant date, and as 
the power plant will be only 23 miles from Vancouver, it is declared 
that it will not be long before some sections of industrial Van- 
couver will be drawing power from this source. 


Coatbridge.—Meesrs. Stewart & Lloyds, at a recent 
meeting of the Dean of Guild Court, have received permission to 
proceed with the erection of an electric sub-station to drive motors 
at the British Tube Works, Dandyvan Road, Coatbridge. 


Continental Notes.—FnANCE.— The Paris-Orleans rail- 
way has just ordered 900 Brown, Boveri equipments for the lighting 
of railway coaches, each consisting of a N- r dynamo and an suto. 
matic regulator, 
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HorraAxD.—Work is about to be commenced on the establishment 
of a central electric ligbting station in the town of Dordrecht. 

AUSTRIA.—It is proposed to put down a plant to utilise the water- 
. power of the River Gacks, near Otocal (Croatia) in the generation 

of electrical energy for lighting and power purposes. 

Cookstown.—The Council last week considered the 

report of Mr. Н. V. Pegg, on the scheme for the electrical lighting 
of the town. A motion to hold a meeting of the ratepayers of the 
municipal district was carried by the chairman's vote. 


Co. Durham.—The County of Durham Electric Power 
Supply Co. bas applied to the B. of T. for ission to use 
an extra high-tension overhead transmission line between Fell 
Bank, Birtley, and Harraton Colliery, and a similar line between 
the sub-station at Arkley Heads and Cater House Pit. 


Dawlish.—On Wednesday, last week, at the meeting of 
U.D.C., mention was made of the receipt from Mr. Purves (on behalf 
of the provisional board of directors formed with the object of 
carrying out, if possible, an electric light undertaking for Dawlish) 
plans showing where it was pro to lay the mains, and also a 
eketch of the poles proposed to be used for overhead mains, asking 
the Council's approval thereto. The surveyor reported that, 
although he recommended underground mains, he did not see much 
objection to the Council allowing overhead mains in the rural parts. 
The committee recommended the Council to approve 5 
mains from Queen Street to Luscombe Terrace and from Old Town 
` Street and the Bartons, and that ornamental posts be required in 
some parte of the district for overhead mains, The question of aro 
lighting was deferred for a statement as to the cost in comparison 
with the existing system of lighting. 


Dundee.—The question of the better lighting of the 
Lochee High Street has recently been under consideration, and the 
relative merits of gas and electricity were fully discussed. It has been 
agreed to recommend that the street be illuminated by electricity. 


Ellesmere Port.—Mr. W. H. Wilson has informed the 
U.D.O. that he intends applying for a prov. order for E.L. The 
Council has decided to consent to the application provided it is 
empowered to acquire the undertaking at any future time on terms 
to be arranged, and on condition that the price for energy is agreed 
upon. | 
Gillingham (Kent).—The T.C. has agreed to supply 


electricity to the whole of the R.E. barracks, including the non- 
commissioned officers’ mess quarters and the Government House 


and future extensions, for a period of five years, at 24d. per unit, 
The Government will pay the cost of necessary cables, &c. 


Glasgow.—The Clyde Trustees have decided to proceed 
with tbe erection of a large granary at Meadowside with two 
travelling grain elevators on the quay ; these latter and all the 
necessary sppliances are to be operated by electricity. 


Hessle.—The U.D.O. has informed Hull T.C. that it is 


unable to accept the offer of the Corporation for a supply of elec- 
tricity. The negotiations are to be continued by committees from 


both bodies. : 
India.—Advices from India state that it is believed that 
the great Simla hydro-electric scheme will be completed in 1911. 


Kingswinford.—At the monthly meeting of the R. D. O. 


on Monday, it was stated that Mr. W. R. Cheldon, of Lincoln’s Inn, 
, London, had been appointed by the B. of T. to determine matters 
in the dispute between the Midland Power Oo. and the Oouncil. 


London. — CAMBERWELL.— The South Metropolitan 
Electric Light and Power Co. submitted a plan to the B.C. 
for lighting Crystal Palace Parade with flame arc lamps. One 
scheme would cost £210 per annum, and £360 to install, and tbe 
. other scheme would cost £126 per annum and £360 to install. The 

matter was considered by the Works Committee, who decided that 
though the candle-power supplied would be greatly superior to that 
given by the gas company, neither of the schemes proposed could 
de adopted in view of the large extra cost it would incur. 

WasSTMINSTER.—The City Council has received communications 

from the Shoreditch, Greenwich, Hammersmith and 8t. Pancras 
B.C.’s concurring in the Westminster protest against the policy of 
the L.O.C. in encroaching on the jurisdiction of Metropolitan B.C.s 
in the electric supply and other private Bills. 


 Macclesfield.—In reply to an inquiry from the B. of T. 
as to whether the T.O. intends to proceed with the prov. order, the 
town clerk has replied that the Electricity Committee will be prepared 
at the proper time to consider and recommend a scheme to the 
Council. At present there was no demand for electricity, as 
several large tradesmen and manufacturers had their own private 
installations. If there was sufficient demand which would justify 
the Corporation jn erecting works without any financial burden to 
the rates, which at the present time are heavy, the Council would 
be prepared to favourably consider the matter. 


Merthyr Tydfil.—The Public Works Committee of the 
T C. has decided to accept the tender of the Electric Traction Co. 
for public lighting at Merthyr Vale and Aberfan at £535 per 
annum, with 119 two-light lamps. The present cost with gas and 
acetylene is £570. 

Newcastle (Co. Down).—At the monthly meeting on 
the 4th inst., the Council had under consideration the question of 
lighting the town by electricity, and correspondence from а 


number of electrical engineers on the subject was submitted. A 
Lewisham firm, in reply to the Council's queries, wrote fully as to 
the proposed installations for lighting and power in the 
town, and desired the Council’s consent to its applications for a 
prov. order. The Lighting Committee’s recommendations that the 
correspondence with the Lewisham firm be submitted to the 
Oouncil's solioitor for his legal opinion, was adopted, and it was 
decided to write electrical engineers practising in Belfast and 
Dublin, asking their fees for the preparation of a report and 
estimate on the subject. 


Oulton Broad.—The U.D.C. has received six or geven 
inquiries respecting the working of the Council's E.L. Order. A 
Committee of the Council is to confer with representatives of 
firms, &c., including those of the Oulton Broad Electricity Oo., Ltd., 
and Lowestoft T.C. 


Royton.—The Oldham T.C. having been asked to supply 
electricity in Royton, has applied for the consent of the U.D.O., 


and the matter has been referred to a Committee. 


St. Helens.—The T.C. has received from the L.G.B. 
sanction to loans of £3,254 for motor-generators, transformers, 
switchgear and service lines, and two sums of £4,746 for high- 
tension feeder mains. | 


Sidmouth.—The B. of T. has revoked the 1903 E.L. 


order. 


South Africa.— Power Commission evidence continues 
to accumulate, one of the recent witnesses being the Mayor of 
Pretoria who raised the arguments, familiar over here, as to the 
prlor right of the municipality and as to the necessity of avoiding 

mpetition in the area. He cousidered that the T.C. should, 
subject to Government approval, be able to refuse the privilege of 
laying mains in the city. An interesting witness was Mr. I Haarhoff, 
who dealt with the farming interests. He said that the farmer could, 
on the co-operative principle, dB Foedus: an electrical ploughing 
outfit. Electric ploughing would save labour; if on the Fillet 
system it could go 20 in. deep as against 6 in. in the ordinary way. 
It was not impossible to have electric reapers for wheat, oat-hay 
and maize; mechanical irrigation would also be successful, and this 
would enable the Transvaal to compete with the coast. 


South Shields.—At a meeting of the T.O., on the 6th 
inst., a report by the Finance Committee was submitted which 
recommended that the salaries of the following officials be reduced :— 
The town clerk from £1,000 to £800. per annum; borough account- 
ant, £600 to £500; electrical engineer from £650 to £500; medical 
officer, £500 to £400, &c. Alderman Readhead said he was not in 
favour of the proposals, and it would not be wise for him to move 
its adoption. Alderman Scott moved, and Mr. Andrew Anderson 
seconded, formally,the report. There was considerable discussion, 
and the matter was adjourned til] Monday last, when the proposal 
was rejected by 36 votes to 10. 


Sowerby Bridge.— The transfer of the Council's E. L 
order to the Electrical Distribution of Yorksbire, Ltd., has been 
completed. The company has paid the U.D.O. £318, the agreed 
purchase money. | 


Stevenage.—The proposal of a private person to take 
over tbe electrical prov. order has fallen through owing to 
terms not having been arrived at with Messrs. Crompton & Co. 
ыы шш has decided to ask the latter firm to assist it in the 


+ 


U.8. 4.— One of the most interesting engineering exploits 
of the present time is being carried out in California, where the 
city of Los Angeles is constructing a water conduit some 230 miles 
long from the Sierra Nevada Mountains across the desert. The 
conduit will fulfil several objects, as it is to provide drinking 
water, irrigate land near the city, and provide hydro-electric 
power. The conduit work, exclusive of power development, is 
estimated to cost $24,500,000; it comprises canal, tunnel and 
siphon construction. The source of water is the Owens River, and 
several storage reservoirs are being formed at different points on 
the route of the conduit. The difference in level between the 
intake and Los Angeles is some 3,500 ft., and it is possible to 
develop 75,000 н.р. at some 40 miles from the city, where there isa 
fall of 1,500 ft., the power plant, transmission, &c., being estimated 
to cost $4,500,000. Electricity is being largely used in excavating, 
transporting and drilling, power being furnished from mountain 
streams in three hydro-electric plants of 3,300 H. P., and utilised 
after transmission at H.T. over the route some 150 miles. 


Whitby.—The annual report of the Council’s electric 
lighting department, just issued, showsa profit for the year of £700, 
which is far in advance of any other year. The revenue has 
increased by £483, while the expenditure has only been increased 
by £19. 


Whitehaven.—The T.C. has lost the contract for lighting 
the harbour for five years by electricity, the terms submitted being 
considered by the Commissioners to be too high. 


Yarmouth.—The L.G.B. has sanctioned the Counci 
borrowing the sum of £2,000 for house services in connection with 
the electric light undertaking, 
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TRAMWAY and RAILWAY NOTES. 


Argentina.—The Public Works Committee of the 
Deputies has reported favourably on the petition of the Central 
Argentine Railway Co. to construct a tube railway between Retiro, 
Oasa Amarilla and Constitucion. · 

Messrs. Guerrico & Williams have applied to the Buenos Aires 
Legislature for a concession for electric tramways in Bahia Blanca. 
The Pacific and Southern Railways are at present constructing 
electric tramways in that city. 

During the first seven months of the year, the Buenos Aires 
tramways carried nearly 159 million passengers, 630 km. of electric 
and 1 km. of horse line being in use. 


Bradford.—The tramway undertaking created a record 
during the half-year ended September 30th. The intome approxi- 
mated to £130,500, an increase of £4,100 over the corresponding 
period of last year, whilst the expenses decreased by £1,800. 
Last year the net profit was £13,900, whilst in the past half-year 
it was roughly £19,900. The number of passengers carried was 
25,617,866, an increase of 688,645. 


Canada.—The directors of the Ottawa and St. Lawrence 
Electric Railway Oo. are reported to be selling their charter to 
English financiers. The scheme includes 254 miles of route, passing 
through 50 towns, and will cost $4,000,000. Work will be com- 
menoed on the scheme next year. ; 


Cardiff.—At a recent meeting of the Electricity and Tram- 
ways Committee, the report of Mr. W. Howard Smitb, of London, on 
the condition of the tramway tracks came up for consideration. Some 
dissatisfaction was expressed because the report generalised, and 
did not specify what remedies should be adcpted. In the end, it 
was agreed that Mr. Harpur (city engineer) and Mr. Ellis (electricity 
and tramway- manager) should report on the expert’s report within 
в fortnight, if possible, and that the matter should be considered 
at a special meeting. 


Continental Notes.—Gerruany.—The laying of a 
memorial stone in connection with the construction of an electric 
railway between the Berlin suburbs of Wilmersdorf and Dahlem 
took place at the Hohenzollern Plats, in Wilmersdorf, on October 
5th. By a coincidence, an application to the Civil Court in con- 
nection with this scheme was heard and decided the previous day 
in the Landgericht I. The application, which was made by the 
town of Oharlottenburg against the Elevated and Underground 
Railway Co., sought to obtain a provisional injunction to restrain 
the oompany from proceeding further with railway schemes, parti- 
cularly in conjunction with the town of Wilmersdorf, which would 
render it impoesible to conneot the projected Charlottenburg under- 
ground electric railway with the station at Wittenberg Platz, and 
to operate trains in through traffic by running over the lines of the 
elevated railway. .It appears that an agreement exists between 
Charlottenburg and the company, whereby a physical jauction 
should be made between the two railways, but the former had 
refused the offer of & joint station and connection in the Uhland- 
strasse. The Court dismissed the application, and the dispute is to 
form the subject of further proceedings unless the proposals to be 
made by the Prussian Minister for Railways meet with the approval 
of the interested local authorities. 

The Oontinental Co. for Electrical Enterprises, which has for a 
long time past been seeking to obtain a concession for the con- 
struction of a suspended railway from  Gesundbrunnen to 
Rixdorf, has submitted a fresh proposal to the Rixdorf Town 
Council. It appears that the latter’s inclination rather lies 
in the establishment of an underground line from the 
north of Berlin to Rixdorf, and the negotiations with the 
company have consequently been at a standstill. Now, however, 
the company has resumed negotiations, and has offered in con- 
sideration of the grant of the right to use the streets in Rixdorf 
to introduce a uniform fare of 10 pfennigs (1}d.) for the transport 
of passengers over the whole distance between Rixdorf and Gesund- 
brunnen, this rate comparing with the cheapest charge of twice 
this amount prevailing at the present time. Apart from this 
suburban question the company has now discontinued negotiations 
with the Berlin Municipal Highways Committee in respect of a 
concession for a suspended railway in Berlin. The company, in 
fact, after efforts extending over eight years, has with- 
drawn its offer, and has asked the State authorities to 
substitute their consent under the Secondary Railways Law for 
that of the city of Berlin in relation to the use of the streets. The 
action of the company is attributed to the circumstance that in 
consequence of the demands made by the Highways Committee, the 
fares would have been arranged on such a high level that it would 
have been impossible to establish a tariff which would permit of all 
classes of the population utilising the railway. It is considered 
to be an unconditional requirement that the passenger fares on 
the railway ahould not be materially higher than those charged on 
the tramways. 

The Bavarian Ministry for Railways recently specified seven 
different sources of water-power as State property for use in 
connection witk the projected electrical working of railways, 
including the Walchensee. It is assumed that the remaining 
water powers will be available for other purposes. Negotiations 
are proceeding with regard to the disposal of the water- power of the 
Alz, although these are specially iniluenced by the fact tbat the 
Austrian Government, on the principle of territorial sovereignty, 


claims the independent right of disposal with d to th 
utilisation of Austrian water courses whee enter — нац 
tion is aleo engaging official attention in Prussia, where the Mini 
for Railways is reported to desire to devote the sum of 29 500 to 
proceeding with preliminary works. Apart from this circumstance, 
the Konigliche Akademie des Bauwesens some time ago instituted a 
prize competition to advance the problem by attempting to secure 
comparative essays on water-power installations carried out , with a 
view to tbeir serving as & model for future work in Germany. But 
as the contest took place at the ssme time as the Bavarian com- 
petition in connection with the Walchensee scheme, it only 
resulted in the presentation of five compositions, of whith nothing 
further has been heard. On the other hand, the Walchensee 
contest resulted in the receipt of 80 proposals from the 
of the hydraulic profession throughont the world, and these ure 
said to represent a wealth of technical knowledge. It is now 
suggested that the Prussian Minister should take steps with a view 
to the information thus rendered available in Bavaria becoming 
known among a wider circle throughout the empire. ‘ 

ToREEY.—The August number of the Revue Commerciale du Levant 
states that there is an opening for a tramway system at Ads Bazar. 
It is pointed ont that the town is very scattered, and situated on 
level ground: that there is a large amount of traffic, and that the 
railway station is at the extremity of the town. Ada Baser is 
situated on the Anatolian Railway, at a comparatively short distance 
from Scutari and Constantinople. . 

Bram.— The Compania General de Tranvias, of Barcelona, bas 
applied for a concession for a projected electric tramway between 
Sans and Coll-Blanch (Barcelona). | 


Devonport.—The Tramways Committee of the T.C. 
reports the receipt of & letter from tbe Devonport and District 
Tramways Co., containing certain proposals for the sale of tbe com- 
pany's undertaking to the Corporation, such letter being without 
prejudice, and to be treated as private unless the Committee was 
prepared to recommend the proposals to the Counoil for adoption. 
It was resolved that the Tramway Co. beinformed that the proposal 
was not one which the Committee could recommend to the Council 
for adoption, but that it was p to consider the matter further 
if the company could submit a definite figure. | 


Dunfermline.—Col. von Donop, who will examine tbe 
tramway for the B. of T., bas intimated that he will consider the 
question raieed by the T.C. as to the terminus of the line in Dun- 
fermline. The tramway com wrote the T.C. stating that the 
petition of 1,300 ratepayers asking the company to implement 
the terms of its order and take the line to Mileswark would not 
facilitate matters. The Council will delay further representatiobs 
until the B. of T. visit takes place. a. Жа 


Gateshead.—The T.C. has approved of the application 
of the Gateshead and District Tramways Co. fora further extension 
of time until October 22nd, 1910, for the completion of the 
Wreckenton Light Railway. | 


Glasgow.—For some time past the Tramways Committee 
of the T.C. bas been in negotiation with the Oalico Printers’ Aso- 
ciation for the purchase of a corner property in Thornliebank, for the 
purpose of Jaying a double line of rails in accordance with the prov. 
order upon which the extension was authorised. The County 
Council of Renfrewshire has threatened proceedings in the Oourt 
of Session failing compliance with the terms of the order, but as the 
Calico Printers’ Co. will not accept less than £1,000 for the property, 
matters bave reached a deadlock. . — . ` 

The proposal to provide а long-service fund for motormen and 
conductors in the service of the T.C. department has again been 
under consideration. 7 | 


Halesowen.—At a meeting of the U.D.C. last week it 
was reported that considerable progress was being made with the 
scheme for the construction of a light railway; and that the 
Worcestershire County Council had given notice that it intended 
immediately to carry out the widening of Long Lane, which will 
facilitate the light railway work. ; 


Kingstown (Dublin).—The report of Col. von Говор 
(Board of Trade) as to increased speed on the Dalkey line has been 
submitted to the Council. It appears that a committee of the 
Council arranged with the inspector for the granting of iacressed 
speed at either end of the business district, the company withdraw- 
ing its application as regards the con portion of the town. 
Several councillors disputed the authority of the committee to make 
concessions, but ultimately the report was agreed to. 


London.—In connection with the Brighton Co.'s South 
London electrification, the company has, with the sanction of the 
B. of T., arranged for one of its three running lines between 
London Bridge and South Bermondsey to be used alternately for 
up and down traffic (morning and night) thus greatly increasing 
the capacity of theline. In order to achieve this result separate 
gets of signals have been provided for up and down work on this 
track, interlocked so that only one set can be used at once. 

The death of a lineman, employed by Messrs. Blackwell, which 
occurred a few days ago at Peckham on the Brighton Co.'s eleo- 
trical section, was investigated by the Camberwell Ooroner on 
Monday. It appeared that Younger climbed one of the gantries 
from which the 6,500-volt overhead wires are suspended in order 
to obtain а clip, and in some way touched one of the live wires, 
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being killed instantly. Medical evidence showed that the body 
was frightfully burned, and that many fractures resulted from the 
fall on to the track. 

On Monday the Hampstead, Bakerloo and Piccadilly Tube rail- 
ways instituted an accelerated service of trains. On the Hamp- 
stead line during the busiest hours, 42 trains an hour were main- 
tained, or at 86-second intervals, and this is regarded as the limit 
by the railway authorities, it having necessitated a rearrangement 
of the signalling system. In all, 1,300 trains a day are run on this 
line. The “Bakerloo” was able to run 40 trains an hour, and on 
the Piccadilly tube 30 trains an hour were run. All three tubes 
ran non-stop trains, or trains which miss certain stations alternately 
during rush hours. One daily paper, after remarking that this 
system gives a substantial saving of time, gravely records the fact 
that one traveller from Holloway spent 35 minvtes in confused 
journeyings between King's Cross and Finsbury Park in the effort 
to arrive at his station. 

On Wednesday, last week, the new L.O.C. tramway between 
Queen's Road, Batterses, and Clapham Junction, was inspected by 
the B. of T., and later in the week it was opened for traffic. 

On Friday last a L.C.C. Merton car ran away down the bill 
between Balham and the terminus, colliding with a stationary car 
and injuring three people. It is reported that the brakes were 
defective, | 

`А report submitted to the L.C.O. by the Highways Committee 
states that the tramways system at March 31st, 1909, extended over 
a total length of 1278 street miles, 858 miles of electric lines 
and 42 miles of horse lines. The capital expenditure on the under- 
taking amounted to £9,483,561, of which £1,068,971 represents 
expenditure during the year 1908-9. The debt outstanding was 
£8,043,139. The total receipts during the year from electric traction 
were £1,572,251, and the working expenses £896,286, leaving a 
surplus of £675,965 ; and the corresponding figures for horse traction 
were £275,199 and £305,402, leaving a deficiency of £30,202. After 
debt charges and other deductions had been made there remained a 
net balance of £107,570. There were 344,705,937 passengers 
carried on electric cars, and 68,207,004 on horse care, a total of 
412,913,841.. The number of car-miles run was 31,962,784 miles by 
electric traction and 7,156,688 by horse traction, a total of 
39,119,472 miles. The average fare per passenger was 1°05d. 


Morecambe-Heysham. — Much curiosity, says the 
Pall Mall Gazette, has-been expressed from time to time as to the 
ТИРЕНЕ К in service of the single-pbase electric system on the 

idland Railway. Test runs over a level stretch 1,760 yards long 
between Lancaster and Heysham with a light train weighing 514 


tons, and having 420 H.P., showed that tbe distance could be 


covered in 119 seconds, starting from rest, the average speed being 
therefore 303 miles per hour. The acceleration was 25 miles per 
hour in 22 seconde, and the maximum was 1:91 ft. per second per 
second, or 1'3 miles per hour per second. This acceleration is 
rather low, and it is attributed tothe low torque applied to the 
wheels, which can be altered by an alteration in the gear ratio and 
wheel diameter. The single-phase equipment is heavier by nearly 
30 per cent. than a corresponding direct-current system, but the 
additional weight available for adhesion is frequently an advantege, 
and, while the figures given represent the actual state of matters so 
far as the electrical equipment is concerned, the difference to the 
total weight of the train is only 7j per cent., so that the energy 
consumption per train · mile is not so unduly influenced as might at 
first sight appear to de the case. | 


Quarry Bank.—The U.D.C., as well as the U.D.C. of 


Brierley Hill, has had under private consideration a further com- ` 


munication from Mr. J. 8. Lycett, managing director of the Dudley 
and Stourbridge Traction Co. relative to the proposed light railway 
between Brierley Hill Quarry Bank, and Cradley Heath, bnt a 
definite decision on the matter has not yet been arrived at. 


U.S.A.—There seems to be some prospect of wholesale 
railway electrification in Chicago, if the ordinance introduced by 
Alderman Snow, at the City Council, becomes effective. This 
ordinance, according to Electric Traction Weekly, will force every 
railroad in the city to substitute electricity for steam as motive 
power within an eight-mile radius of the City Hall by January 1st, 
1912. The city relies on an old charter of 1863 and on its police 
powers in to smoke nuisance. The smoke nuisance is 
caused by the traffic of the terminal and suburban servites of 25 or 
more steam roads entering the city, and by the elevated loop ser- 
vice, which is worked by steam and quite incapable of giving an 
adequate service under present conditions. The railway companies 
regard the cost of electrification as prohibitive, and state that 
electrical working is yet experimental. The cost of electrification 
of the Illinois Central terminals is estimated at from 40 to 50 
million dollars and the cost of complete electrification of all roads 
at 200 million dollars. 

A return of all the railways in the State using 1,200-volt 
direct-current installations shows that 11 companies are con- 
cerned, one operating as much as 90 miles, and all of. them 
operating a total of 420 miles of route. The car equipments 
in use are all of the four-motor type, with motors of from 50 to 
125 н.р Oar contemporary, in giving some details of the installa- 
tions, draws attention to the small number of sub-stations necessary 
as compared with 600-volt working ; all the equipments are arranged 
for operating on both 1,200 and 600-volt routes, and the adoption 
of the system was in each case decided on after considering the 
rival claims of 600-volt p.c. and single-phase 4. 0. traction. 


TELEGRAPH and TELEPHONE NOTES. 


Cable Interruptions :— | ; 


Tourane-Amoy ane .. June 17, 1909 
Aasab-Perim ... du soe jos .. July 8, 1909 
Dakar-Conakry s DN даа .. Aug. 20, 1909 
Balikpapan-Kwandaag  ... jas .. Sept. 2, 1909 
Oheiksaid-Perim  .. ... Bept. 15, 1909 


+ 


Wireless Telegraphy.—It is reported that the German 
experiments in telegraphing from Nauen to a steamship en route 
for the Cameroone have proved successful, and that the possibility 
of establishing wireless communication between Germany and her 
colonies is regarded as proved. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Alsace.—November 1st. The municipal authorities of 
Forbach are inviting tenders for the concession for the establish- 
ment and working of an electric tramway in the town. 


Altrincham .—October 23rd. Electric light installation 
at the County High School for Girls. Sankey & Cubbon, architects, 
4, Chapel Walks, Manchester. (Returnable deposit £1 1s.) 


Australia.—Victor1a.—Accumulators for the P. M. G 
See “ Official Notices October 1st. 

V 1cTOBIA.—Electric lamps for the P.M.G. See Official Notioes ” 
to-day. 

Маигвоовнь.—50 coin attachments, suitable for coins of different 
value, for the P.M.G. Bes our “ Official Notices " September 24th. 


Austria.—The Austrian State Railway authorities have 
just invited tenders for sn electric lighting installation at the 
railway station at Tabor. 


Bray.—October 19th. 50-B. H.P. Diesel oil engine, and 
high and low-tension disconnecting boxes, &c., for the U.D.C. See 
“ Official Notices October 8th. 


Brumby and Frodingham.—October 16th. Public 
lighting by electricity for the U. D. C., with 55 50-0.р. lamps, poles, 
wiring, switches, &c.; direct-current, 220 volts, available. Mr. J. 
Green, surveyor to the Council, Frodingham, Scunthorpe, Lincs. 
Returnable deposit, 10s. 6d. 


Cape Town.—October 19th. Tenders will be received 
by the Chairman of the Tender Board, Cape Town, for the supply 
of eight electric motors. 


France.—October 19th. The, municipal authorities ot 
Saint-Mihiel (Meuse) are inviting tenders for the supply of five 
electric motors and a switchboard. 


Great Western Railway.—October 18th. Stores, includ- 
ing electrical wires and telegraph apparatus, carbons, &c. See 
“ Official Notices О tober 8th. | 


Keighley.—October 16th. Two boiler feed pnmps, high- 
tension switchboard and transformers, 300-Kw. motor-generator, 
and mains for the Electricity Department. See Official Notices“ 
October 1st. 


. Llandudno. — October 30th. Hand tower-ladder for 
trimming arc lamps, for the U.D.C. See “ Official Notices to-day. 


Leyton.— October 26th.. Installation of electric light 
and water heating apparatus at the Canterbury Road Schools, 
now erecting, for the U.D.O. See “Official Notices " October 8th. 


Lowestoft.—The Corporation requires a new tank for 
the hot well, also additional balancers and service cables. Tenders 
are being invited. 


Manchester.— October 19th. Steel tie-bars for tramway 
rails, and bolts and nuts for fishplates, for the Tramways Com- 
mittee. Specifications from Mr. J. M. McElroy, Tramway Manager. 


Mountain Ash.—October 25th. Electrical stores for the 
U.D.O. electricity undertaking. See Official Notices” October 8th. 


Norway.—October 25th. The Commercial Intelligence 
Branch of the Board of Trade is informed by H.M. Consul at 
Christiania that the Norwegian State Railways have issued a call 
for tenders for the supply of trarsformers and electromotors for 
the Drammen railway works. Tenders, marked “ Transformatores, 
&c.," will be received at Styrelsens Expeditionskontor, Christiania, 
up to 10 am. on October 25th. Copies of the conditions, specifica- 
tions and plans, forwarded by H.M. Consul, may be seen by British 
firms interested on application at the office of the above Branch, 
73, Basinghall Street, London, Е.С, 
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Radeliffe.— October 27th. Cable for the U. D. C. Elec- 
tricity Department. See Official Notices" to-dax. 


Rotherham.— October 28rd. The T. C. has two steam 


dynamos, 32 Kw. each, for disposal. See ''Official Notices" Bep- 
tember 24th. 


Spain.—November 2nd. The Spanish Post and Telegraph 
authorities in Madrid are inviting tenders for the concession for 
the working of a telephone system in the town of Oviedo during a 
period of 15 years. 

November 20th.—60 years’ concession for constructing and 
working an electric tramway from Sans to Coll-Blanch (Barcelona). 
Deposit 1,295 pesetas (£47). Local representation necessary. 
Tenders to Dirección General de Obras Publicas, Madrid. The 
Compafiia General Tranvias, which has submitted an application, 
has certain preferential rights. 

The municipal authorities of Galaroza (province of Huelva) have 
lately invited tenders for the concession for the electric lighting of 
the town during a period of six years. 


Turkey.—November 80th. The municipal authorities of 
Broussa are invi tenders for the concession for the establishment 
of в central electric lighting station and a system of electric tram- 
ways in the town. 


Wallasey.—October 19th. Three miles of electric tram- 
ways (overhead line material, poles, wire, ears, &c.) for the U.D C.; 
oe F cables for ваше. See two “ Official Notices” 

otober 8 


OLOBED. 


Belfast.—The tender of Meesrs. Imeson, Finch & Oo., 
Ltd., for two miles of trolley wire, has been accepted by the Belfast 
Corporation Tramways Department. This is a repeat order. 


Belgium.—La Socié*é des Clouteries et Trefileries des 
Flandres, of Gendbrugge, has placed a contract with the Société 
Union Electrique A.E.G., of Brussels, for the equipment of a large 
electricity generating station in connection with its works. Tne 
plant will comprise two 2,000 H.. sets of steam turbines and 
alternators, 


Blackburn.—The T.C. has affixed the seal to a contract 
with the British Westinghouse Electric and Manufacturing Oo., 
Ltd., for the supply of electric motors; and one with the Wigan 
Coal and Iron Oo., Ltd, for steam and house coal for the electricity 
department. 


Bradford.—The T.C. has accepted the tender of Messrs. 
Olay & Atkinson for eight . point-controllers for the 
tramways, at £440; and that of Messrs. Steel, Peech & Tozer for 
900 steel tires for car wheels, at £827. 

The City Oouncil is to be recommended to accept the tender of 
Messrs. Steinthall & Boydell for the provision, of a slate switch- 
board with fittings, at £310; that of the British Thomeon-Houston 
Co., Ltd., for a turbo-generator, at £632 net; and that of Messrs. 
Collinson Bros. for an electrio light installation at the Bradford 
Moor Branch Library. 


Burnley.—The E.L. Committee has accepted the follow- 
ing tenders :— 
Messrs. I. Frankenburg & Sons, Ltd., for cable required to connect No. 8 
and No. 9 generating sets with the switchboard at the electricity works. 
Messrs, Simpson Bros., Hupton, for two switches of 2,000 amps. each. 
Messrs. Proctor, Ltd., Burnley, for two meehanical stokers for the elec- 
tricity works, 
The Guardians bave accepted the tender of Mesars. Carter & Co. 
for their electrical requirements for the ensuing 12 months. 


Bury.— The Electricity Committee has given the contract 
for the switchboard work at the new generating station to Messrs. 
Ferranti. 


Devon.—The Committee of Visitors to the County 
Asylum have accepted the Metallic Seamless Tube Co.'s offer for a 
12 months’ supply of metallic conduits and fittings and white china 
wall-plugs. 


Dudley.— The D. P. Battery Co., Ltd., has secured from 
the Corporation an order to supply, erect, and maintain for a period 
of 10 years, a storage battery of 256 cells, of their L 8 37 type. 
This battery is capable of supplying over 1,000 amperes for 
an hour. 


Glasgow. — A T.C. 


acceptance of the following:— 


Additional piping and valves, Pinkston power station, —Babcock & Wilcox, 
Ltd. 
C.C. vire British Insulated and Helsby Cables, Ltd, 

The Electricity Sub-committee on Works recommends that the 
offers of the British '"'homson- Houston Co. (£211) and Messrs, 
Ferranti, Ltd. (£270), for high-tension switchgear be accepted, 
Messrs. ^ppleby's offer (£154) for the provision and erection of a 
crane at Port Dundas works was also recommended for acceptance. 


committee has recommended 


London. — L.C.0.—The Highways Committee reports 
that during the summer recess it received and accepted the 
following tenders :— 

(a) Manufacture, delivery and laying of high-tension cables :— 


Western Electric Co .. (accepted) £4,767 
W. T. Henley's Tele egraph Works Co., ue ve . 4,018 
British Insulated an HOM pose: Lad. . . 4,878 
Siemens Bros. & Co., Ltd i as .. 4,888 
Johnscn & Phillips, Ltd.. „ә . 4,987 
Callender’s Cable and Construction Co., Ltd. 7А . 4463 
W. T. Glover & Co., Ltd. we - me So 4976 
Robert W. Blackwell & Co., Ltd. ee we ев .. 5, 078. 
The Yorkehire Cable Co., Lid. r .. 6,438 


Edward Le Bas & Co. (incomplete tender) . 
Estimate of chief officer of tramways, comparable, £5,000. 


(b) Manufacture, delivery and laying of low-tension cables :— 


Union Cable Co., Ltd. (foreign manufacture) 281,07 
British Insulated and Heisby Cables, Ltd. .. (accepted) 83,000 
W. T. Henley's Telegraph Works Co., Ltd. 82,103 
, Western Electrio Co. . os .. 34,418 
Callender's Cable and Construction Co^ Ltd. ks .. 82,769 
Johnson & Philli в, Ltd. ‘a З T .. 82,990 
W. T. Glover & Co., Ltd. os ae vá vs .. 88,457 


Biemens Bros. & Co. oe ое ee ee 84,522 

Robert W. Blackwell & Co., Lid. oe ee ee oe 

The Yorkshire Cable Co., Ltd. 87,711 
Estimate of chief officer of tramways, comparable, £88,000. 


(c) Supply and delivery of tramway feeder pillars :— 
British Insulated and а) саме. € T faece ted) 21,117 


W. Boydell & Sons, Pu .. 1,198 
J. H. Tucker & Co. E y eo S 1,290 
Johnson & Philli 11847 . . 1,289 
Edison & Swan d Electric Light Co., Lid. TED 1M 
Ferranti, Ltd А се 88 .. 19215 
Robert W. Blackwell & Co., Ltd. ae 
British Westinghouse Electric and Mfg. Co., Ltd. .. 1,296 
Universal Electrical Manufacturing mi ji Ltd. .. 1,818 
wipe & вова т $ А ЗА ys eo 1,398 
псу & Co., Lide. - si " oo 1,945 
Bpagnoletti, Ltd. .. "x ss Se - E .. 1,97 
estern Electric Co- Св " d. . . 1,886 
Siemens Bros: & Co., Ltd. xe. we ss v .. 1,806 
Estler Bros. . ce es © es ee РЕ .. 1,414 
Teuer & Co.. x D vs m .. 1416 
W. T. Glover & Co., Ltd. ee ee oe ae 1,447 
Electric Construction Co., Ltd. 25 we aa . . Т 
Tramway Supplies, Leeds  . ... o M8 
Bociété Anonyme (Jones & Co. N Brussels .. es .. 16% 
Callender's Cable and Construction ES » De. E .. 1,098 
Alfred Wiseman, Ltd. ©з ба o0 01,48 
Veritys Ltd.. ee 2 ee ee ees 1,959 


General Electric Co., Ltd. 2,047 
Estimate of chief officer of tramways, comparable, 2 680. 


(0) Reconstruction of the tramways from Beresford Square to 
Nile Street—Supply of special work :— 


Wadfield's Steel Foundry Co., Ltd. vs .. (асосе ) 250 
Edgar Allen & Co., Eil. ; es pied) 543 


Estimate of chief engineer, comparable, 2590. 


(в) Reconstruction of Highgate Hill tramways— Supply of 
special slot-rails :— 


North-Eastern Steel Co. .. а £1,906 


rodingham iron aud 81001 Co., Ltd. .. — . (acoepted) 2, 
Walter Boott, Lid. Leeds is ee oe ~ee | ea 219 


In connection with the reconstruction of Highgate Hill tram- 
ways, the tenders for roadwork and platelaying were as follows:— 


Pa works 
Tramway for street 

work. widenings. Total. 
А. М. Coles, Paddington, W. (accepted) £16,655 £2,447 £19,101 
W. Manders, Leyton ой 16,400 8,996 19,606 
R. С. Brebner & Co., Edinburgh EN 16,748 8,178 19,920 
G. Percy Trentham oa AF 17,089 ‚854 19,943 
Dick, Kerr & Co., Ltd. e ee oe 18,074 8,287 91,813 
John Mowlem & Co., Ltd. 19,902 А 22,74 
Bower Bros., Bhepherd' в Bush, "w. 23,529 8,184 26.118 
Chief engineer’ 8 estimate, comparable 16,818 8,239 


The lowest tender for the tramway work was that submitted by 
Mr. W. Manders, but the tender of Mr. A. N. Coles was the lowes 
in the total amount for the tramway work and street-widening 
paving works, and, acting in conjunction with the Improvements 
Committee, this latter tender, amounting to £19,101, was accepted. 

Tenders for eteam, &c., piping, valves, water tanks, &c., for tbe 
final portion of Greenwich generating station :— 


Staveley Coal and тоя Co.. ш. Ps ae . (accepted) 27,845 
Edward Le Bas & ДЕН Vu as ва .. 1642 
John Врепсег Lede. „ WG cV е .. 7,746 
Foster Bros., Ltd. $e Р ia s es ee hi 

Babcock & Wilcox, Ltd. $$ 4 .. 9,768 
Railway nnd General Engineering Co. Lu is .. B,000 
Stewarts & Lloyds, Ltd. , M .. 80U 
James Oakes X Co. ee ee es өз ee ee 8,151 
E. Bennett & Bon, Ltd. ec eo eo ee ee ee 8,174 
John Wilson & Co. M s E Be .. 8,440 


Bhelby Manufacturing Co. ' 9,968 
Westwood & Wrights, Brierle Hill (incomplete tender) 6.878 
Estimate of chief ofticer о tramways, comparable, £9,000 


The tender of Mr. H. L. Holloway, for erecting foundations for 
the installation of two 1, 500-Kw. rotary converters at the Elephant 
and Castle sub-station was accepted, at £743. 

For the provision of choke cóils, to be fitted to 25 of the existirg 
motor-generators at the Council's tramways sub-stations, the tenders 
were :— 


Electric Construction Co.,Ltd. .. .. — .. (acoepted) £1,008 
Johnson & Phillips, Ltd, .. ay VR " s - 14 487 
Spacnoletti, td... ee we „ 1,006 
Ferranti, Lud. 1.781 
Уз (alternativ e) i» 1,768 

Dick, Kerr & Co. ee . 0 ee oe ee 1,923 
(alternativ с) ee » е 1,208 

British Westinghouse Electric and Mig. Co. 2,700 
" " " " (ist alternative) 2,611 

Т " " T (2nd alternative) 1,811 
(8rd alternative) 1,726 


Estimate of chict officer of tramways, comparable, 41,000 
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For 1,000 destination boards, fitted with end protection plates, 
the tenders were :— 


J. Challies, Ltd. ee ee ee ee ae ee (accepted) £217 
Equipment and Engineering Co. .. ©з ae ie eo 215 
Hurst, Nelson & Co., Ltd. .. js T ee e .. 800 
United Electric Car Co., Ltd. ee ee ee es [EJ 892 

(alternative tender) .. . 500 


The followiog appears in an entry regarding the contract 
placed in 1908 with Messrs. Mountain & Gibson, Ltd., for the 
supply of six stores transport vehicles required in connection 
with the Council's tram ways: 


We reported. on July 27th-28th that a receiver of the company had been 
appointed on behalf of the debenture-holders, and the Council on that date 
decided that arrangements should be made for each delivery made by the 
receiver to be regarded as the subject of a separate contract; and that payment 
for each such delivery should be made to the receiver without the exercise of 
any right of set-off on the part of the Council for any claims the Council may 
have in respect of any of the said delivesies of contracts, but otherwise without 
prejadice to any claims the Council may have against the company under the 
contracts generally. One of the terms of the Council’s contract is that 
Mountain & Gibson shall indemnify the Council in respect of all claims arising 
under patent rights. Notice has now been received from Dick, Kerr & Co., 
Ltd., claiming patent rights in respect of part of certain electrical equipments 
which have apparently been supplied to the Council by the British Westing- 
house Co., Ltd. The latter company, a8 sub-contractors to Mountain & Gibson, 
are also supplying the electrical equipments for the stores transport vehicles, 
upon the terms of the Council’s contract with Mountain & Gibson. The 
receiver has asked the Council to accept the British Westinghouse Co.'8 
indemnity direct against any olaims under patent rights in respect of these 
electrical equipments, so as to absolve bim from the stringent provisions of the 
indemnity clause in the Counoil's contract, otherwise he states that he will be 
unable, in view of the claim made by Dick, Kerr & Co., Ltd,, to proceed with 
the contract. We see no objection to this course, and we have accordingly 
authorised the transfer of the indemnity. 


BATTEBSEA.— We learn from Messrs. Ste & Oo. that 
in the recent placing of contracts by the Borough Oouncil, 
their tender was accepted for arc lamps as well as for ће 
motors. . 


Oldbury.—The U.D.O. has accepted the tender of the 


Birmingham and Midland Tramway, Ltd., for an overhead cable to 
the sewage-dis works, at £99, and for poles, wiring and lamps 
for lighting the works, at £75. 


Plymouth.— The Education Committee received the 
following tenders for the installation of electric light at Regent 
Street school :— | 


David Sale .. >» „„ (accepted) £124 
W.G. Heath & Co. .. zi ‘es a 185 
Lord & Shand .. si is - i 186 
W. J. Corse & Co. e? ee СЕ; ee 140 


Rotherham.—The Т.О. has accepted the tender of 


Messrs. Reavell & Co., at £405, for a motor-compressor, to duplicate 
the one at present in use adjoining the electricity station. The 
Council has further accepted the tender of Callender’s Cable and 
Construction Oo., Ltd., at £3,187, for the annual supply of cables; 
also the tender of the R-ason Manufacturing Co. for the annual 
supply of electricity meters, and the tender of the Sheepbridge 


and Iron Co. for the annual supply of coal (Grapwell), at 


5s. 44d. per ton. For engineering stores for the tramways depart- 
ment, the tenders of the following have been accepted :— 


India- Rubber and Gutta-Percha Telegraph Works, Ltd.; Smith Bros., Ltd. 
(Rotherham); Joseph France; London Phosphor Copper and Bronze 
Co.; Vacuum Oil Co.; Robert Young & Co.; R. D. Nicol & Co.; 
R.Ingham Clark & Co.; Griffiths Bros. & Co.; Harland & Son; L. 
Kearsley & Co., Ltd.; Hindsford Foundry Co.; Alfred Wiseman ; British 
Westinghouse Co.; Sanderson Bros. 4 Newbould, Ltd.; Tasker's Engin. 
eering Co.; Tempered Spring Co.; Tramway Supplies, Ltd.; General 
Electric Co.; L. Andrews & Co.; R. Bell & Co.; F. W. Crookes; W. 
Taylor & Sons; H. Garnett & Co., Ltd. 


St. Helens.—The T.C. has accepted the tender of the 
British Insulated and Helsby Cables, Ltd., for the supply and 
lay iog of high-tension mains for the supply of current for the 
Button district ; and that of the British Westinghouse Electric and 
Manufacturing Co., Ltd., for high-tension plant. ; 


Stretford.—The U.D.O. has accepted the tender of the 
Valcan Motor Co. for a 16-z P. petrol-motor атс lamp wagon, with 
hydraulic lift, at £385. It has further accepted the tender of 
Messrs. J. Hodgkinson, Ltd, for a coal transporter, weighing, 
feeding and storage plant for the electricity undertaking, at £682. 


Wallasey.—The U.D.C. on October 7th considered a 
recommendation of the Tramways Committee to accept the tender 
of the Brush Electrical Engineering Co. for 10 new cars, of the 
© Jong wheel-base track” design, by which it is hoped to obviate 
the jolting and pitching which has been the cause of so many com- 
plaints by passengers on this line. After considerable discussion, 
. the Committee's recommendation was approved. 


West Bromwich.— The T.C. has accepted the tender of 
the Electric Construction Co., Ltd., Wolverhampton, for a feeder 


West Ham.—The Guardians have accepted the Metallic 
Seamless Tube Co.’s offer for a 12 months’ supply of metallic 
conduits and fittings, and white porcelain counterweights and 
accessories. 


Yarmouth.—The Т.О. has accepted the tender of Messrs, 
Myers, Rose & Co, Ltd., for 2,000 tons of Derbyshire fine slack 
her Pd 8s. 7d. per ton f. o. r. Yarmouth, for use at the electricity 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, October 15th. At 7 p.m. Visit to the 
Model Engineer Exhibition, Horticuitural Hall, Westminster. 


Saturday, October 29rd.—At 7 p.m. At Caxton Hall, Westminster, 
Conversazione. 


Institution of Mechanical Engineers. —Friday, October 15th. At8p.m. At the 
шон House, Storey's Gate. Paper on Heat Transmission,“ by Prof, 
y» - 
Physioal Seolety.—Friday, October 22nd. At 5 p.m. At the Royal College of 
Science, South Kensingtcn, S.W. Paper On Cadmium Amalgams and the 
Normal Weston Cell," by Mr. F. E. Smith, and other papers. 


Institatien of Electrical Engineers (Manchester Section).— Friday, October 22nd. 
At 7.30 p.m. At Midiand Hotel, Manchester. Opening meeting for the 
session. Address by the chairman, Mr. 8. J. Watson. A smoking concert 
to follow. [Other meetings will be held at the Physical Laboratory of the 
Manchester University.] 


Eleetro-Harmonio Seolety.—Friday, October nd. At 8 


m. At the King's 
all, Holborn Restaurant. First smoking concert of 


e season. 


THE ELEOTRIOAL ENGINEERS 
(LONDON DIVISION) 


Tha following orders are issued for the week ending October 23rd, 
Commanding Officer—Cor. R. E. B. Crompton, C.B. 
Monday, October 18:h.—'* A " Company. Practice for the Hopkinson Cup, 
7 to 9.80 p.m. 
Tuesday, October 19th.—'" B " Company. Practice for the Hopkinson Cup, 
7 to 9.80 p.m. | 
Wednesday, October 20th.—Gymnasium, 6.80 to 9.80 p.m. 
: iiie re pad 218t,—'" О” Company. Practice for the Hopkinson Cup, 


,80 p.m. 
Friday, October 22nd,.—"* D Company. Practice for the Hopkiason Cup, 
1 to 9.80 p.m. i 
| ‚ (Signed) P. H. CAMPBRLL, 


Capt. R. E. and Adjutant, 
For O. C. E. E., L. D. 


NOTES. 


P. & O. Batti-Wallahs’ Society.—The Birmingham 
Local Section of this Scciety opened their social gatherings for this 
season with a smoking concert on Thursday, October 7th, at the 
Grand Hotel, Birmingham. Over 70 members and friends were 
present. The programme was contributed to chiefly by members, 
and a most enjoyable evening was spent. The chairman fcr the 
evening—Mr. J. P. Kemp—who is slso chairman of the Local 
Section, in his remarks foreshadowed many other pleasant evenings 
to follow, the next being & Bohemian concert (ladies) on November 
5th, to be held in the Grosvenor Room, Grand Hotel. 


The Electro-Harmonic Society.—The first smoking 
concert of the twenty-fourth season, 1909-10, will be held in the 
King's Hall, Holborn Restaurant, on Friday evening next, October 
22nd, commencing at 8 o'clock. The artists for the evening are 
Mr. Alfred Heather, Mr. Thorpe Bates, and the Chandos Part 
Singers; Master Lloyd Chandos, cornet solos; Mr. Bromley Carter, 
humorous dialect songs; Doraswami, Royal Indian Court musician ; 
Mr. Barclay Gammon, humorous sketch. 


Football Notes. — South METROPOLITAN ELEOTRIOC 
FooTBALL CLUB.—On Saturday last a match was played at Hither 
Green between the South Metropolitan Co.’s employ és (Works v. 
Office and Rest), which, after a very good game, resulted in a win 
for the Works by 6 goals to 2. 


. Inquiries,—A correspondent wishes for the name and 
address of the makers of the “Daylight arc lamp. 
A correspondent wishes to know if tin has been, or cau be, 
smelted direct from the ore with the electric furnace. 
We are asked for the name of the maker of Bauer“ radiators, 


Institution Notes.—AUTOMOBILE ENGINEERS.— Mr. 
J. S. Irving (Daimler Motor Co.) read a paper on Electric Ignition 
on Motor Cars,” at a meeting of the Coventry Graduates’ Section of 
Automobile Eogineers on October 4th. Inthe course of his paper, 
Mr. Irving said that when a single coil was used*in conjunction 
with a high-tension distributor, it was of the greatest importance 
that the current in the primary should never be allowed to fall to 
a value near what had been called the “critical value” for the 
particular coil, In his experience, when the trembler was adjusted 
for any given voltage so that the note produced was pure and clear, 
a very slight decrease in current would cause the timing to be 


. defective, owing to the region of the critical current being 


approached. Hence with the normal current flowing it was advis- 
able to adjust the trembler to give a somewhat harsh and shrill 
sound, for then the current might be considerably reduced before 
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the critical value was reached. When selecting a coil, regularity 
of working of the trembler for considerable variation of current 
was of more importance than length or fatness of spark. Further, а 
coil taking a small current wasto bs preferred to one taking a 
large current, since the trouble with the adjustment of the trembler 
blade would be decreased owing to the reduced sparking at the 
platinum points. Except for the fact that the engine could not be 
started on the switch, the plain coil with a rapid break on the half- 
time shaft was preferable to a trembler coil, since over a very large 
range of current— in fact, whenever the current was large enough to 
cause the passage of a spark in the cylinder—the timing was exactly 
the same. Theadvantage of a trembler might be retained by a switch 
во arranged that the trembler might be cut out, allowing the coil 
to act as a plain coil, а second condenser being provided. This 
system was adopted with the Bosch and dual ignition.: He had 
experimented with a single coil and distributor working in con- 
junction with a single firing point on a shaft working at twice 
engine speed, instead of half-engine speed, and found a great 
improvement in the steadiness of the running of the engine, due to 
the firing point occurring at exactly the same piston position 
for every cylinder, s0 that the power of the explosion in each 
cylinder was alike, whereas with the ordinary type of segmented 
commutator used for multi-cylinder engines, there was practically 
a difference of sparking point in each cylinder, tending to uneven 
running. Mr. J. B. Napier, during the discussion, said he had had 
to design a car that was going to the South Pole, and thought of 
using dry cells for the ignition, because, if dry, they could not 
freeze. A member of the expedition had since told him that the 
dry cells were absolutely of no use, as a small quantity of liquid 
had to be put in, and when once they were used they froze hard. 
Consequentiy magneto ignition had to be resorted to, both types, 
fortunately, having been fitted. 

INSTITUTION OF MiwmisG ELECTRICAL ENGINEERS.— The general 
meeting of the Institution at Sheffield, on October 2nd, was well 
attended. The President, Mr. Wm. Maurice, said that the Council 
had been engaged in drawing up a memorandum " specifying the 
objects for which the Institution was formed, and articles of asso- 
ciation under which it parposed working. As regarded the objects 
of formation, the two principal clauses were expressed thus: (a) To 
consicer means fcr minimising the risks attending the application 
of electricity to the industry of mining, and to promote the adoption 
of approved methods and devices tending to increase safety. (5) To 
. promote the general advancement of electrical science in its appli- 
cations to the industry of mining; to facilitate the exchange of 
information and ideas on this subject amongst the members of the 
Iostitution &nd otherwise; and, generally, to extend the experience, 
increase the efficiency, and elevate the status, of those engaged in 
such applications. Power would be taken to form a benevolent 
society for the assistance of necessitous members. The qualifications 
for membership of the Institution had been designed to admit 
everyone who was interested in its objecte, while, at the same 
time, providing for the establishment of a special class for 
mining electricians. Specifically, membership of the Insti- 


tution would consist of honorary members, honorary corres- 


ponding members, diploma members, associates and students. 
The President explained the qualifications of the respective classes, 
and etated that the General Council of the Inetitation (which was 
composed of representatives from branches) would conduct the 
management of affairs, the branches themselves being the bodies 
upon which all the practical work, reading of papers, holding of 
monthly meetings, &c., would devolve. The working arrangements 
for these branches were being pushed forward, and the regular 
meetings would commence, the Council hoped, in November. A 
London branch was in course of formation for the convenience of 
consulting mining electrical engineers, and of that large body of 


men associated with such work who were constantly engaged abroad 


but with London as their centre of operations. The secretary of 
this new branch was Mr. Reginald Krall, of Balfour Houte, 
Finsbury Pavement, E.O. With reference to the numerous 
accidents which had happened during the past few years in the 
use of electricity in mines, alarm had been expressed in certain 
quarters which had tended to suspend electrical development. 
The Council, therefore, had determined to appoint a small Oom- 
mittee to inquire into the causes and means of preventing accidente 
arising out of the use of electricity in coal mines, and to report at, 
it was hoped, the December meeting. 

Sours Starrs. AND WARWICKSHIRE INSTITUTE OF Mm 
Encinzgrrs — Мг. H. Johnstone (Inspector of Mines for South 
Staffordshire), the new president, on Monday addressed the 
Institute on the subject of accidents in coal mines, and stated that 
fine dry coal dust could be ignited by even a small electric arc. 

SHEFPIELD SOCIETY OF ENGINEERS.—Mr. Н. О. Wraith, M. I. E. E., 
recently delivered a lecture before the society on the Home Office 
Regulations for the use of electricity in factories. 


Electrical Firms and  Airships.— The Siemens- 
Bchuckert Works recently stated that the company had not 
taken up the construction of airships as a branch of business, 
but rather that the airship now building represents a study 
on a large ecale which the company is making in the interest 
of the military authorities and for the purpose of promoting the 
problem of technical aviation at its own rick. In these circum- 
stances, the company has no object in expediting the completion 
of the airship, the principal consideration in connection with 
which is the testing as fully and as faras possible of all its featurea 
before commencing actual trials. 


McGill University, Montreal.— Mr. Carnegie, accord- 
ing to the Tis, has given £20,000 to the general funds of this 
University, 


Our Canals.—The Royal Commission on Canals and 
Waterways—by the way, we had almost forgotten that it was still 
sitting—expects to present its final report on the canals and inland 
navigation of Great Britain in the course of a few months. - 


Legal.— ELECTRIC Lamp Manvracrugine Co., Шр, 
v. MaBPLES, LEACH & Co, Lrp.—The Master of the Rolls and 
Lords Justices Moulton and Farwell had before them, on Tuesday 
last, an appeal by the plaintiff company, from the refusal of Mr. 
Justice Warrington in this Chancery action to order the defendants 
to give further and better particulars of their objection to the 
plaintiffs’ patent. Mr. Oolefax, in aupport of the appeal, said that 
the plaintiffs brought the action against the defendants for alleged 
infringement of their patent, and among other objections, defendants 
said that the plaintiff; alleged invention was not proper subject 
matter for letters patent. What the plaintiffs wanted to know 


was against which of their claims that objection was urged. 


Lord Justice Moulton: You are not entitled to particulars of 
public general knowledge. i 

Mr. Colefax: I want to know whether my friend is relying upon 
public general knowledge, and if so, I ought to know what it is he 
alleged against me. ' 

Lord Justice Moulton said that the defendants had set ont all 
the anticipations they relied upon. "P 

Without calling upon counsel for the respondents, their Lord- 
Bhips dismissed the appeal. 

Loxpox ErzcrBRoBus Co., LID.— In the Creditors’ Winding-up 
Court, on Wednesday, October 13th, the matter of the London 
Electrobus Co., Ltd., was mentioned. The petitioners were Messrs. 
Pritchetts & Gold, Ltd. When the case was called there 
was no appearance for the petiticners. Mr. Justice Swinfen 
Eady dismissed the petitior. 


Appointments Vacant.— The West Ham tramways 
manager has been authorised to appoint an additional general 
assistant at a salary of £100, rising to £120. Switchboard attend- 
ant for Newport, Mon. (20s). See onr advertisement pages to-day. 


A Peculiar Phenomenon.—The following amusing 
comment on a recent letter has been mysteriously precipitated 
upon our desk :— 

"Iam much interested in the curious phenomenon described by 
Mr. Alfred Barnes in your issue of last week, but as he does nof 
state the periodicity of the alternator, whether the exciter was 
rope-driven or direct-coupled, or whether he believes in Tariff 
Im even I can only surmise as to the cause of the strange 
effec 

"8. P. Thompson in his masterly work, ''Electricité pour les 
Enfants,” mentions the strange case of aman who received a strong 
shock by touching the opposite poles of a galvanic battery, and 


States that this could have been avoided by having the terminals 


covered with cotton wool. I would recommend this method to 
Mr. Barnes, or failing it, the whole machine sbould be dipped in 
a solution of sal-ammoniec and hung up to dry, the bearings being 
afterwards carefully wiped. 


“ Baker Street, London.” 


"My poor friend Holmes bas suffered so much of late from 
sleeplessness and from his practice of injecting morphia, that I am 
afraid his advice cannot be entirely relied upon. 

“Warson, M.D.” 


Marconi's Wireless Telegraph Co.—As we go to 
press we have received a letter from the above-named company, 
pointing out that the recent agreement with the Post Office mainly 
concerns the Marconi International Marine Communication Co., Ltd , 
the parent company being interested princip ‹Шу as a shareholder. 
None of the stations belonging to Marconi's Wireless Telegraph 
Co., Ltd., are included in the agreement, nor does it affect the 
trans-oceanic business and stations of the company. A very small 
portion of the business of the International Co. has been trans 
ferred to the Post Office, and the manufacturing business o! the 
Wireless Co. will be beneficially affected. The damage done to 
the Glace Bay station by fire was covered by insurance, and it is 
hoped that the trans-Atlantic service will be reopened early in the 
new year. 


"SG HOLMES. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of ths 
ELECTRICAL Rmvigw posted as to their movements, 


Central Station Officials. — On the occasion of his 
marriage, MB. R. L. Torry, deputy borough electrical engineer, 
Wimbledon, was presented with a canteen of plate and catlery by 
his brother officers; also with a dining room clock fitted with 
chimes, by the employés of tbe Electricity Department. 

At a special private meeting of the Morecambe T.O. on Monday, 
a letter was read from MR. W. H. HALL, electrical engineer, 
resigning his position. It was resolved that the resignation be 
accepted, and that MRA. R. WaiaHT, an ineer who has jos 
completed a special report on the p on's 5 be 
paid 55 guineas for his services and be retained as oonsalting 
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engineer for two -yeats. The appeintment of engineer will be 
advertised, the salary being £150 per annum. 


General.—On Wednesday, 29th ult., a farewell dinner 
was given at the Midland Hotel, Manchester, in honour of Mn. 
K. K. vox Knoau, who has resigned his position with the British 
Westinghouse Oo. to engage in consulting engineering work in 
Norway, his native country. Mr. Newcomb Oarlton, managing 
director of the British Westinghouse Co:, acted as toastmaster. 
The general manager of works, the general sales manager, and 
some 25 other prominent members of the staff were present. The 
chairman, in a eulogistio speech, paid tribute to the excellent work 
accomplished by Mr. Krogh; and said that if consulting engineering 
should not prove as attractive or lucrative as anticipated, he would 
always be welcomed back at Trafford Park. In a number of sub- 
sequent speeches complimentary reference was made to the success 


ttending his able co-operation with all branches of the organisa- 
tion. together a very enthusiastic send-off was accorded him. 
Mr. Krogh's bosiness associates have presented him with several 


valuable mementoes, and his wide circle of English friends will 
wish him every success. Mr. Krogh, who has been with the British 
Westinghosse Оо. about five. years, received his technical 
training in Germany,. at the Technical High School, Darm- 
stadt. .Here he was for one year assistant lecturer, and 
graduated as Diplom-Ingenieur in 1899. Alter serving his term 
of military service in Norway, he -became associated for a 
short time with the British Schuckert Oo. in London, and subse- 
quently with Messrs. Siemens & Halske, of Berlin. In 1900 he 
joined the 4.E.G. in Berlin, commencing on the testing bed, and 
afterwards reorganising the transformer department, where, as 
designer and superintendent, he did pioneer work. In 1904 he 
accepted a position with the British Westinghouse Co. in the 
control department, and shortly afterwards was appointed super- 
intendent of the transformer department. His sound technical 
knowledge and capacity as an organiser brought him rapid pro- 
motion, and within two years he was also appointed to the control 
of the arc lamp, insulating and Winding, and шоо? and punch 
departments, Mr. Krogh has joined in partnership Jacob 
Prebensen Nissen, of Nedre Sl ade 15, Christiania, who has for 
severa] years been prominently identified as consulting engineer 
with several large and important high-tension power transmission 
plants in Norway. The firm will in future be known as Nissen 
and von Krogh, and in addition to extensive power transmission 
work, will engage largely in industrial and municipal undertakings. 
They -will aleo have a fully-equipped laboratory for carrying out 
electrical test/ng of all kinds. 

The Board of Trade has appointed Dr. ALEXANDEB RUSSELL, 
principal of the Electiical Btandardieing, Testing and Treining 
lostitutior, to be an electrical inspector under the Croydon 
Corporation Electric Lighting Order, 1891, in succession to Mr. 
Hugh Erat Harrison, who died in Auguet last. 

. MB. WiLLnM T. Тлугов, M. I. E. E., is expected to arrive in 
London about October 22nd. He has just completed his two yeare' 
agreement with the Kashmir Government in connection with the 
erecting ar d operating of their hydro-electric system. Mr. Taylor is 
going into business for himself. His address will be Glendower," 
76, Greenham Road, Muswell Hill, London. | 

Ma: W. P. MBR, A.M I. E. E., has severed his connection with 
the contract department of Mesars. Crompton & Co., Ltd., Salisbury 
House, London, E.C., and has entered into partnersbip with Mr. 
Lewis Radmore, of Messrs. Radmore & Co., 25-26, Ludgate Hill, 
Birmingham, where he will attend to the export engineering 
business, and will also undertake general inspection and testing 
work in the Midlands. Electrical manufacturers are invited to 
forward liste, &o. | | f 

Mn. James HzALEY, of Helsby, having terminated his engage- 
meat with Messrs. Hutchins & Co., Ltd., of Harlesden, London, 
N.W., owing to their having sold their business, has now taken up 
án 5 with the General Electric Co., Ltd., at Peel Wo: ks, 
Salford. : 

. The staff of Messrs. Laurence, Scott & Co., manufacturing elec- 
trical engineers, of Norwich, have presented a silver-plated tea 
service to Мн. W. H. Davizs, chief of the winding department, on 
his completion of 25 years’ service with the firm. | 
„It is announced in the Times that Мв. H. Н. Мотневвоге, of 
London, has. been appointed secretary of the North of England 

;ngineering Employers’ Association, in Newcastle-on-Tyne. 

Mn. H. Erts Tompson, till lately manager for Messrs. 
Donnison, Sillem & Co., of Great Portland Street, W., bas been 
sppointed chief engineer for Messrs. Tredegar & Co., of Westminster, 
Bt. Albans and Bow. 


: Obituary.—The death of Mr. Mito G. KELLOGG, 
founder of the Kellogg Switchboard and Supply Co., U S.A., at 
the age of 60, is reported in Telephony. Mr. Kellogg was asso- 
ciated with Elisha Gray and E. M. Barton in the formation of 
the Western Electric Manufacturing Co. in 1872 for the exclusive 
manufacture of the Bell telephones, and was for a long period one 
of the chief officers of the Western Electric Co., its successor. 
He was a noted inventor of telephonic appaatus, and in one week 
was granted no fewer than 125 United States patents, the largest 
homber ever issned at one time to any person. | 

The death of MR. Hucu BLACEBURN, Emeritus Professor of 
Mathematica at Glasgow, occurred on the 11th inst., at the age of 
86 years. | 

We regret to learn of the death, which occurred at Kensington 
on lith inst., of Damm ELIZABETH ANNE, widow of Sin SAMUEL 
CaxmisG, of submarine cable fame, who passed away only last 
year. Lady Canning was 80 years of age. 

„The faneral of MR. C. J. Новввтвон, whose death we briefly 
announced in our last issue, took place at Ealing on Saturday last, 


and the interment at St. George's Cemetery took place in the 

resence of a large number of friends and workers from the 

obertson and Osram lamp faotories, and societies with which he 
was connected. Mr. Robertson was associated with Mr. 8t. G. 
Lane-Fox from 1879 to 1881, and therefore was interested in lamp- 
making "from the beginning”; he also was in oontrol of the 
manufacture of the Gatehouse and Bernstein lamps, until the 
establishment of the Edison monopoly compelled the closure of the 
factories. Mr. Robertson next equipped and carried on a number 
of factories on the Continent, and on the expiration of the Edison 
patents, he returned to found the Robertson Lamp Works at Brook 
Green, in association with Mr. G. Byng, and the General Electric 
Oo., at which works he remained as technical director and one of 
the managers until his death. | 


CITY NOTES. 


Stock’ Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to— | MEG 


MEA Electric Railways and Lighting Co.— £700,000 5 per cent. first debenture 
8 е . 


And to allow the following securities to be quoted in the Official 


. List— 


Para Electric Railways and Lighting Co.— 10,000 ordinary shares of £5 each, 
fully paid ; and 14,000 6 per cent. cumulative preference shares of £5 each, fully 


Shawinigan Water and Power Co.— Further issue of $61,000 6 per cent. con- 
solidated first mortgage bonds. 


Drake & Gorham, Ltd.—The directors’ report for the 
year ended June 30th, 1909, states that after payment of all 
charges, including bonuses due to staff, theré remains a net profit 


of £2,282, which, with the sum of £1,328 brought forward from the 


previous year, makes a total of £3,610, which it is proposed to 
appropriate as follows:—A dividend at the rate of 24 per cent. per 
aonum, £3,125, carrying forward £485. The work carried out by 
the London office during the past year compares very favourably 
with the previous twelve months, and the agency business in Osram 
and tantalum lamps continues to expand; the orders, however, for 
installation work in the Northern district have, unfortunately, 
considerably decreased, and this is attributed to the depression 
prevailing within the last eighteen months, and the redaction in 
dividend is mainly due to thia cause. A satisfactory feature of the 
past year is the large amount of work execated for old clients in 
connection with the modernising and extension of existing installa- 
tions. 


Indo-European Telegraph Co., Ltd.—The directors 
have declared an interim dividend for the half-year ending June 
30th last at the rate of 5 per cent. per annum, free of inoome-tar, . 
payable on and after November ist. The transfer books will be 
closed from 18th to 30th inst. 


Germany.—The Rheydt Kabelwerk Gesellschaft, of 


Rheydt, is declaring a dividend of 8 per cent. for the last 


financial year. In the preceding 12 months the shareholders 
received no dividend. | 


Direct United States Cable Co., Ltd.—The board 
have resolved upon the payment of an interim dividend of 4s. per 
share, free of овен being аб the rafe of 4 per cent. per 
annum for the quarter ending September 30th. 


Stothert & Pitt, Ltd.—The directors recommend a 
dividend of 6 per cent. on the ordinary shares for the past year, 
placing £500 to reserve aud carrying forward £1,587. 


Western Union Telegraph Co., Ltd.—This company 
has published its quarterly report to September 30th, 1909, from 
which it appears that after providing for the usual capital calls for 
interest and dividends, there remains a surplus of $18,088,729. 


Rosario Electrie Co., Ltd.—The directors’ report for 
the year ended June 30th, 1909, shows a balance af the credit of 
profit and loss account, after making provision for depreciation of. 
buildings, plant, &c., of £35,014, plus £0;549 brought forward, 
making £41,663. The directors propose a dividend of 5s. per share 
on 14,513 ordinary shares (making 8 per cent. for the year), and an 
addition to the reserve of £15,000, leaving £9,282 to be carried 
forward. The lamps connected and power supply expressed in 
8 c.P. were :—June 30th, 1907, 123,318; June 30th, 1908, 151,167 ; 
June 30th, 1909, 195,705. The receipts for lighting and power 
were :— June 30th, 1907, £64,313; June 30th, 1908, £73,131; June 
30th, 1909, £91,338. The directors have ordered a 1,000 kw. steam 
dynamo to cope with the steadily increasing demand for both light- 
ing and power. A more favourable price for coal has beneficially 
affected the results of the year’s workiog, and the new condensing 
plant has reduced the amount of coal per unit. 


Oriental Telephone and Electric Co., Ltd.—The 
directors have declared the following interim dividends:—3 per 
cent. on the 6 per cent. cumulative preference shares for the current 
year, less income-tax, and 3 per cent. on the ordinary shares, free of 
income-tax. The warrants will be posted on the 30th inst. The 
share transfer books will be closed from the 14th to the 27th inst. 


Callender’s Cable and Construction Co., Ltd.—The 
directors have declared an interim dividend of 58. per share on the 
ordinary shares, 
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MARKET QUOTATIONS. 


Wednesday, October 13th. 


CHEMICALS, 40. pee ine or s 
a Acid, e ee „„ per cwt. 6/- 
a [1] tric ee ee » 99/- 
а „. alic . * " ! 
а n Sul hurio ee eo [1] &/6 ee 
a Ammoniac, Sal га d 42/- E 
: Ammonia, Muriate (crystal) .. per ton 2 АЗ 
ee » 
а Bleachin powder .. 23. "8 н £5 10 
а pupa e of Carbon vx s и £18 
a Bora ee .9 ee £16 ee 
a а Ferro. Silicon 450 %)' si A 5 £11 s 
a горе Sulphate ee eo oe n £18 10 „ „ , 
a Le „Nitrate ee ee ee » £26 10 • 
а » White Sugar "s £23 10 А 
„  Peroxide .. a Va » £82 А 
= Methylated Spirit .. per gal. 2/6 ` > 
a Potassium, Bichromate, in casks per Ib. " e 
а Potash, Caustic (75/80 ^ .. рег ton & 5 
а [T] Chlorate fe ^ ee per lb. * . 
8 ^ Perchlorate. és m » we Я 
a Potassium, Cyanide ee ° е » d. ee 
a Shellac ae .. рег cwb. 75 / A 
a Sulphate of Magnesia -- .. рег ton £4 10 
a Sulphur, Sublimed powers T ii £6 10 
” Recovered ee н 25 10 
Lump iv 45 
s Soda, Caustic o white 70 © " 210 15 : 
- » lora ee per Ib. Eu 
А dien ; .. рег ton 6 si 
a 2 sodium Bi Bichromate, cask per lb. 8d. 92 
a „ Cyanide (basis 100 %) ; re ' 44. A 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £75 £5 dec. 
b ñ Wire, in ton lots .. н £112 EN 
b Sheet, ш: ton lots. * £120 
р Babbltt's metal i ingo ái | £50 to 2196 
c Brass (rolled metal à Fi to 1% basis) per lb. Tid. ы 
с „ Tube (brazed) ЗР " 834. iz 
c т (solid drawn) ee ” 7 d. es 
C ire, basis . СЕЈ ee [T] d. ee 
c copper Tubes (brazed) E T б а. ad. inc, 
с » ni (solid drawn Ku. oN 83d. ya inc. 
g „ Bars (best selected) .. per ton 471 1 dec, 
P 4 А) Sheet oe oe ee » £71 £1 dec. 
P 4 10 Rod oe ee ee ee [T] £711 £1 dec. 
„ (Electrolytic) Bars ч" » £60 10 ; da 
е „ ” Sheets. н 27 ve 
=, " Z. C. Wire per lb AN 
e LI] м . per 0 . 
f Ebonite Rod ee ee ee » па 
f Bheet e ee " 8/- 
n German Bilver Wire М А " 1/6 
В Gutta-percha, fine è s " 6/6 to 6/6 
В India-xubber, Para fine .. oe „ 8/9. 4d. deo. 
1 Iron Pig (Cleveland w ts) .. per ton 61/9 9d. dec. 
„ Wire, galv. No. 8, P.O. qual. " £14 ee 
g Lead, English Ingot as T н £18 10 to £13 15 inc. 
m Manganin Wire No. 98 .. ee per Ib. 6/6 x 
« Mercury per bot. £7 12 6 
d Mica (in original cases) ‘small . . per lb. 6d. to 1s. 
„ „ oe medium n 2/6 to 4J- 
d „ m large M 4/6 to 8/6 
p Phosphor Bronse, lain casti : " 1/- to 1/1 ee) 
р " „ rolled bars & r б 1/14 to 1/ ik 
" » rolledstrip & sheet ө 1/24 ю 16 T 
с Platinum  .. T per oz. 111 variable. 
e Silicium Bronze Wire - per lb. 9d. ae 


r Steel Magnet, in Бага .. ee рег ton 


£56 T 


Wire, Nos. 1 to 16 .. ee рег lb. 1/9 a 
В White Anti- monon Mei d 
“White Ant" b per ton £85 to £60 ee 
k Zinc, Sh't (Vieille ene ) й 696 10 + 
Quotations supplied by— 
a G. Boor & Co. Edward Till & Co. 
b The British Aluminium Co., Ltd. і Во & Lowe. 
с Thos. Bolton & Sons, Ltd. Morris Ashby, Ltd. 
F.W & Bons. 1 Richard Johnson & Nephew, Ltd. 
e Frederick Smith & Co. m W. T. Glover & Co., Lid. 
India Rubber, Gutta-Percha and а P. Ormigton & Sons 
'Tel h Works Oo., Ltd. o Johnson, Maithey ri Oo., Ltd. 
g James 4 А p The Phosphor Bronse Oo., Ltd. 


r W. F. Denis & Co. 


Prospectuses.—Val D'Or Rubber Estates, Ltd.—This 
company has been offering 650,000 shares of 2s. each for subscrip- 
tion. The company is to acquire an estate of 2,860 acres in the 
Settlement of Penang, Straits Settlements, 

Sungei Buaya (Sumatra) Rubber Co., Lid.— This company, which 
has been offering for subscription at par 63,000 shares of £1 each, 
is acquiring the Bandar Kuala Estate, in the Serdang District. 
There are over 107,000 trees planted of ages ranging from one to 
four years. 

The Sapumalkande Rubber Co., Ltd., and the Kimsnis Rubber, 
Ltd., have also offered issues this week. 


Mexican Light and Power Co., Ltd. —The directors 
have declared a dividend of 1 per cent. on the ordinary abares. 


Cuba Submarine Telegraph Co., Ltd.—The directors 
recommend a dividend at the rate of 6 per cent. per annum on the 
ordinary sbares for the half-year to Jane 30th. 


Aron Electricity Meter, Ltd.— The directors have 
declared a dividend of 3 per cent. on the preference shares. 


Bank Rate.—The Bank Rate was yesterday raised to 


4 per cent. 


STOCKS AND SHARES. 


Tuesday Afternoon, 
Мону conditions have swung into а position of predominance, and 
last week’s rise in the Bank Rate, followed by an advance on 
Monday in the Berlin Bank Rate, caused a check to Stock Exchange 
business generally. It cannot, however, be said that the rise in 


‘either was at all unexpected. This is the season of the year when 


requirements in connection with the moving of the world’s crops 
call for capital, and a stiffening of money rates in October is as 
annual an event as the harvest itself. 

The dramatio success of the issue of the New York Telephone 
bonds sent the premium up to 34 per cent. above the price at which 
the bonds were offered. When thé allotments came out, there was 
a little selling by stags, and thé quotation fell to 1j premium, at 
which it reniained ‘but a short time, being doubled again in the 
course of the day. Telephone issues are steady, and United 
River Plates gained 4, the new shares rising in proportion. . 

Marconi shares declined another ү, to 13s. 9d., in spite of the 
brave face officially put upon the £15,U00 bargain with the Govern- 
ment, and the reply to certain critics who had been inquiring about 


the life of some of the patents, the building up of reserves, and | 


80 OD. 

Telegraph descriptions are somewhat featureless. ^ Cuba shares 
gained 1}, and Western Telegraphs 4. Anglo-American Telegraph 
Deferred further declined. No change has taken place in the Trust 
Companies’ issues. The stock and bonds of the American Tele- 
phone and Telegraph Company are both a point lower, it being 


suggested that some of the proprietors sold these. in order to take 


up the New York Telephone scrip. 


Electricity supply shares are mostly dull with movements few 


and far between. Metropolitan Ordinary rose z, giving a market 
humourist an excuse for the remark that East Marylebone requires 
a good deal of illumination on its political affairs just now. City 
of London and Charing Cross and Strand both weakened. London 
Electrics are 4 down. Brompton and Kensiogtons are fiat upon 
an incessant stream of small sales. Victoria Falls Power Preference 
continue to follow Chartered shares, and , advance has brought 
the price up to 188. 9d. middle. 

Mexican Light and Power Common rose 3 and the Preference 2, 
on the accumulating testimony as to the importance of the company 
and the comparative non-importance of the accident to the dam, a 
mishap which, it is claimed, cannot recur because of the way in 
which the re-building is being done. The group is firm generally. 
No change is marked in Mexico Tramways, Rio or Bao Paulo Trams. 
Canadian General Preference improved to 120. British Columbia 
Electric Railway Preference has advanced. Calcutta Trams drooped, 
although the Debenture stock pursues its quiet rise.  Anglo- 
Argentine Second Preference declined slightly. British Electric 
Traction Ordinary, Preference and First Debenture have recovered, 

The Home Railway market bestirred its sluggish prices to revival 
on the improving Board of Trade Returns, but the movement lived 
no longer than usual, and the hardening of money-rates caused the 
weakening of Railway prices. Districts stand out as a bright 
exception, having risen to 164 upon obviously inspired statements 
as to the financial progress which the company is making, and of 
which every Londoner will rejoice with every District stockholder 
to learn. With this rise in the price of the Ordinary it is a little 
singular that the 6 per cent. Debenture should not be realieable at 
the lower of the two prices quoted in the Stock Exchange Official 
List, where the stock goes out 143-145. 

Metropolitan Consolidated is 3 up, and the hope is expressed that, 
as traffics will so soon be running against normal takes of a year 
ago, the figures may justify a further improvement. The four 
months of Exhibition trafüos are now practically over, and the 
failure of this season's gathering at Shepherd’s Bush will be 
forgotten—except when the report appears—in the anticipation of 


better results accruing in 1910 from the Anglo-Japauese Exhibition 
at the White City. Underground Electric Railway 6 per cent. 
income bonds have again receded a point. 
Manufacturing shares show some degree of i ty. India- 
Rabbers—still called “Silvers,” as the market colloquialism— rose 
58., and so did General Electric Preference, Dick, Kerr Preference 
are a shade easior. The full amount of the rise in armament shares 
was not retained. Rubber shares have moved wildly, hardening 
up after being distinctly flat. It is thought that some of the weaker 
holders of rubber shares have been shaken ont on the fall, and that 
the market is in so much a healthier state for their disappearance. 


Caleutta Tramways Co., Ltd.—The directors have 
declared an interim dividend of 2s. per share on the ordinary shares 
(being at the rate of 4 per cent par annum, free of inoome-tax), 
on account of the profits for the half-year to June 30tb. 


© 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


toc! Basiness done 
Present of | Dividends tor the last | Сюй | Closing | Знаев ended 2 
MAME, Quotations Quotations Yield 
ане; E Oct. z. Oct.i3tb. | t | Fall — per cent. 
85.000 | Amason Со.'в shares 0 n | No 9— 8 8— 8 : “| ш Nil. 
Nos. yi to — ee oe . 
ry Do. do. 5 p Debs. os. 1 tol Hed, 100 б 98 — 96 94 — 97 9 ов 681 
9121,551,400) American Tel " e $100 B 146 ~148 | H5 —147 14 vx 6 810 
001 to 18,000 
568, Angio-American ae өө өө ee Stock А 4s. 614— 634. 614 — 63} oe 22 5 2 8 
8,290,770 | Do. do. o. 8% Pref, se • | Stock 516 104 —105 104 —106 ad 104 , 614 B 
8,220,770 | Do. do. do. De Btock 2 1 - | 914— 21 214 21 21 11110 
41,796 саро Рона а Tel., 5 & Mort. Deb. Stock Red, 100 % | 5 5 % | 101 —108 101 —108 . ec 417 1 
44,000 Telephone, Nos. 1 to 44,000 б 8 18 8 S 8— 8 в — y с> 414 1 
MT Commercial Cable ©, Sung. 600 yeas 4% Deb. Bk. Red. ЗЕ | 6 - 89 — 91 pm 90 xd. g^ : 8 H 
Опра Telegraph ee ee ee өө өө ee * ed ~ oe 
6,008 Do. 10% Pref. .. cf „„ ee ш a T 2 x — 173— 1* Е Уз A : 
12,981 Direct Spanish Telegraph, Ord, ее ee өө . — s ee 
6,000 Do, do. 10 Qum. Pref. ee 6 е 10 8 — 8 — 8 ee oe 6 б 0 
80,000 Do. do. 44% Debs  .. | 60 X ai ae 1004 —10 T 3 811 
60,7102} Direct United States Cable — 20 * — 154 184— 18 181 748 
48,500 | Direct W. India Cable, 43 % Reg. Deb., 1 to 1,308, R. 100 % 4 100 —102 100 —102 vs 48s 8 
4,000,008 | Eastern Telegraph, Ord. eo зо ee е | Stock 1 7 129 —181 139 —182 1 s 6 610 
000,000 | ’ Do, Aree Btock.. .. .. | 100 36 |8 8a 86 — 87 б — 67 86 8b 1.0 6 
1,006,306 Do. 4% Mort. Deb. Stock. Red. .. | Stock 14 4 104 —106 104 —106 1054 815 6 
800,000 | Eastern Extension, Australasia, and China Tele 10 %17 7 112— 121 111— 123 1 1j 614 8 
952,000 ро. 4% b. Stock ee ee ee Stock * 4- 4 109 —104 103 —104 1021 8 16 11 
жолдон! [ ost. & B. Atrio, Tel, 4 % Me Db. Macros) | ag 4% 4 100 —10 | 100 —102 "M ET 818 6 
181,127 | Globe Telegraph and Trust оо оо өө 10 | 10 — 108 1 T 6 88 . 
181,197 Doo. do. 6% Pre. 10 6 6 184 — 14$ 18$ — 14 185, 448 
350,000 | Great Northern Telegraph, of Copenbegen.. 10 18 906 — 71. — 27 на о 18 4 
10,000 | { Halifax and Dele eb Del ble, n ist Mors. | 100 44% | 44% | 100 —102 100 —102 e ds 488 
17,000 Buropean Telegraph .. .. „ n| 95 18 % |18 Blà— 584 | 54—58 Б |. 616 
961,380,400 | Mackay Com Mena у 2л 155 4 cg 94 — 9 | 98 — 96 E 484 
804190 | Marconi's Wireless 8 He M e I db". rmn n 3 из | 14/43 "NGC 
's oe eo ee ео . ч } 
12,680 | Monte Video Telephone Led. Ота, .. .. 1 216% |6 ў — 617 2 
86,493 do. do. 96 Pret, és 1 5865 5 — 4 Е 16/8 16/- 614 8 
9,226,000 | National Telephone, Pref. Stock es оо өз | 108 6925,16 1064-1068 1064 —108 1073 107 611 7 
8,725,000 0. t. Stock ee "T oe 100 6 & 6 191 —198 =, 1223 1211 117 2 
15,008 Do. do. 6 % Cum. Ist. А és 10 216916 11 101— 11 26 - 5 9 1 
52000) ро 40. 5 K . Sa P. f wo ise 006 " 3313 — Eh 1 P 8 55 417 3 
0 On- um. [] * — 1 
2,000,000 Do, do, 4 Deb. Stock Red. „Stock 8396 | 84 997—100 — tt sv B 10 0 
155218 одна! Telega and fes ү fully ‘paid x T АН АЕ pm i gr ә >з ie 56 9 
ep. D eo D * = oe 
60,000 Do, do. раш frel ee | е 6 & 6 1 1 la- ly, ee 414 9 
99,100 Do. do. Deb. Stock .. | 100 4% | 4 — 88 — 88 863 gs 41s 0 
| 112 рас! а Buripeen Tel, á $ K. Dat Dee tee nase . { ; 4 ‘ 100 e a "t "Er. - 
- 145,965 | Telephone Oo. of 44% Deb, Red, ..  ..| 100 X $ 1004—1024 | 1004—1024 » $ 4710. 
‚ , 8,042 | Submarine dle, tree 6 ec es oo | Corb, · 97 a 181 —184 181 —184 49 7 
. 190,000 United Rivor Plate Tel hone .. os 6 8% 8 % 63- 7 63— 7 718 7 5 12 8 
` 40,000 Do. 6% Cum. Pref., Nos. 1 $0 40,000 6 59% | 5 55 52— Д АЕ 4 8 10 
80,008 W. Coast of America, 1 to 90,000 А & 58,001 to 68, 3i 5 5 % | їв— Mà 1 LH 35 is 8 18 4 
+ M6,000 Do. 4% Debs., 4 OY by Bras. 8 Bub. Tel, 100 4 4 96 | 4 чь | 100 —109 100 — Ж T 818 5 
~ 900 | Western er, м sio | 10 7 17 |7% | 188— 131 183— 14 18:4 E 500 
"mn Do. br Bock Red, е | 100 |4 4% Ф 108 —10⁵ 108 —105 ds 816 2 
55 West шаа and Panama Telegraph. ve oe ee 10 : D * B- jd 13 14— H LIB 6; E б Pu " 
E 2 Do. do. 6 Cum, and Pret. ee 10 ae Е: 3 9 "A ia va 15 15 10 
паю) Do. до, б Debs., Nos. 1 to 1, 800 100 F 1014—1 hus "108 эч | ia А | à16 7 
"enl ra RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
640,000 6 Trams, 5 % Cum. Ist age Fed 5 | | 48— 43 42— 41 | 96/104 93.9 s 524 
500,000 Do. 5 % 2nd Pref., 800,001 to 1,800,000 5 se, 42 48 | ЧЕ 44— 49 40,— 41 | 90/- T — | 5 6 
978,250 LO 4 % Deb. stock г ka к i | és .. |4% | 944—981 923 — 991 | Уз 922 ў 4 510 
882,887 | Auckland E. Trams, Б % 1st Mort, Deb. Stock | 100 695,(595,|595| 5 % | 102 —105 102 —106 1033 X 415 8 
200,000 | Babcock & Wilcox, 1 to 580,000. zed 1 24 (40 |20 96 |20 96 4d— 4; 48— 4} 907 88/9 | 4 811 
100,000 Do. do. 6 % Cum. Pref., 1 to 100,000 - 1 R | 6 6 % | 6 9$ lg— if lg— lg EST | 4 0 0 
60,000 | British Aluminium, Ord., 1 to 40,000 . ЖУ 6 |1 1777 7 — 1 — 4 | 17/6 17/8 | .. |85 0 0 
60,000 Do, do, T Cum. Pref, T 5 7 17117777 lm 21 1 24 y ar a 15 1 4 
40,100 Do, do, "А "6 % Cum. Pref, Б b 6% 6 6 8j— 3% 39 — Bá T as * 7 10 11 
12,897 Do. do, 4% Funding Certs, * 6 45 4% 4% 49% 2à4— 3 24— ВА se; uus. 5 os 614 8 
124,400 | Ро. do, % Loch Leven Debs, .. | 100 .. | 4% | 54% | 54% | 96 — 99 96 — 99 е : р 514 7 
600,000 | British Columbia E. Rail Def, Ord. Stock .. — ..| 100 16% 16% 8% 18% | 144 —149 144 —149 146 | 6715 
400,000 | Do, Pref. Ord. Stock .. ТО NT 56% 159% | 6 % | 120 —125 120 —125 з NT. ШИ: 416 0 
400,000 Do. 6 % Cum. Perp. Pref, Stock eò .. | 100 5 5 5 V 5 % | 106 —110 109 —112 111 | 1092 +24 49 48 
288,000 Do, 43 % 1st Mort, Debs., 1 to 6,250 . 40 E 4496 | 44% | 4396 | 102 —104 102 —104 102) | 102} * 4 6 7 
212,600 Do. 44 % Vancouver Power Debs. * to 2, 900 100 nb ae | 4495 | 44% | 102 —105 | 102 —106 b ШЕК E Y. 
188,91 | British Electric Traction өө 10 895 | Nil j| Nil j| Nil | à— å 1— 1 | 16/3 11/104 + ў, Nil 
161,487 Do, do. 6% Cum, Pref, .. 10 6 6 8% | 14% lá— 923 | 3 — 25 | 476 43/9 | +$ 6 0 0 
1,478,658 | Do, do, % Perp. Deb. Stock. Stock 5 5 5 % | 5 4 | Bl4— BI ха | 82 — 85 | в) 83 +4 1:617 8 
628,986 Do, do. 44 95 2nd Deb. Stock Red, | 100 44% | 44% | 44% | 44% | 62 — 66 | 62 — 66 616 4 
100,000 | British Insulated and Helsby Cables e e. | 65 |в 110 10 % |10 % "i— 7 "i— 78 6 10 2 
100,000 Do. do, 6 95 Cum, Pret. 3 Б 6 & 6 6% 16% 68— 6 | 68— 6 411 u 
600,008 Do, do. 49, lst Mort, Deb, Red. | 100 44% | 4 & | 44% | 44% | 103 —106 108 —106 4 411 
904,94( 1 British Thomson. Houston 4 SM Mort. Debs, .. | 100 de 47 | de | 4495 | 89 — 94 89 — 94 | 415 9 
ritis estinghouse 6 ref., 1 to . aay I x E 
400,000 € % 275 to 6.08 cad) 5 Nil | Nil | Nil | Nil — ? A d Nil 
1,716,858 Do. do. 4 Mort. Deb.Btock ^ .. | 100 4% 4% (% 4% 88 — 42 9 — 49 43 910 6 
50,000 | Browett, Lindley & Co., ve ae ne | 1 Nil | Nil | Ni | Nil| — 13 “— $à T TP ET Nu 
50,000 Do. do. 6X Cum. Pret, е.) 1 Nil | Nil | Nil | Nil | 14/6 to 15/6 14/6 to 15/6 | .. e. ЕР Nil 
140,976 Brush Electrical Engineering, Ord., 1 to 106, 181 .. 2 |3% | Nil| Nil! Nil 0— à | 0— 4 e 4 нел» M I Nu 
200,000 Do. do. Non-cum. 6 % Pref. e 9 |6%| Nil| Nil; мі) 0— 4 0— 8 e. p mt Nii 
125,0001| Ро, do, 44 % Perp. Deb. Stock .. | Btock | 44% | 44% | 44% | 44% | 41 — 46 41 — 46 M s dU ees M 155 915 8 
12,0001“ Ро, do. 4% % Perp. 2nd Deb. Stock. Stock ae ds 44% | 44% | 27 — Bl 27 — 31 1 T e 14 10 2 
187,610 | Calcutta Trams, 1 to 187,610 .. 5 8% 189% 16 9% | 44% 4i— 58 б ae y as 459 
É Do. 5% Cum. Pref., Nos. 1 to 39,880. . b 595/595| 5951699 | 4— 5 | 44— 6 | 97/6 | 96/8 ) КОЕ П-И 
850,000 Do, 44 % 1st Deb. Stock. ..| 100 44% | 44% | 4495 | 44% | 99 —102 100 —103 112 ago 475 
86,000 | Callender's Cable Construction shares - xs Б [15% 15 % |15 % 15 % | 10ğ— 14 103— 11, lug 8 Ра 6 7 8 
40,000 Do. do. 6% Cum, Pref, . 5 Б%|Б9 5 V 5 % 61— 69 | 68— 69 | .. | 4 611 
800, Do. do. 44% 1st Mort, Deb, Stock Red, Stock | 44% | 4496 | 44% | 44% | 105 —107 105 —107 Ie | 4 4 1 
491,222 | Cape E. Trams., 1 to 491,222 .. =) 1 1] Nil| Nil | Nil ya— 155 Ya— va | А * ја Ni 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. 1 6 96 | 8 96 |12 96 |124% 2 — 9} 2— 23 41/9 41/6 de 517 8 
210,158 Do. do. 4à 96 lst Mort, Deb. Btock 100 44% | 44% | 44% | 4 % | 1C6 —109 106 —109 NM 3 кф WU ECUM. 
1,890,690 | Central London: ‘Railway, Ord. Stock. - e. | Btook 4 4% 8 95 | 8% | 6&1 — 63 | 61 — 63 62 + * 5 8 2 
554,655 Do. do. 4 96 Pret. Btock as .. Stock 4% 4% 1 4 % 85 — 87 85 — 67 86? Бї us | 414.4 
656, 05% Do. do, Del. do. ..  ..|Btock | 4% 4% | 2 95 | 24% | 43 — 45 | 48 — 45 I 44] 44 j| 5 11 1 
E, 0,09 | City and Вост London Railway - oe .. | Btock | 14% | 94% | 28% | 149% 41 — 512 204 — 514 31 a * 415 3 
85,000 8 PT vedo pt 5 8 3 5 V 5 W 5 0 к— 18 e Y КЕТ T 13 6 8 
B ort e | | | 
100,000: | | nf of 37а. er ODT tn TT tm d! 169 | 9 | БФ | Б9% | 90 — 93 90 — 98 T * af Be J 8 
* Oniess otherwise stated, aii shares are fully paid, t A period of nine months. rom Mancoester Bhare Liss, 
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SHARE LIST OF ELECTRICAL COMPANIES. —(Coniinusd,) - 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oontinued) 


| Btock Closing Olosing Business done | Rise +; Ртев пі 
Present Dividends for the i 
АМЕ, ог biatah Quotations week ended or Yiela 
— " Bhare, таи Tour yours, Oct. 5th. Oct. 12th. | Oct. 19th, 1909. Fall — | per cent, 
* 1906. 1900. 1907. | 1908. Hignest| Lowest Ё s. d. 

380,000 | Dick, Kerr & Co., 1 to 980,000 „| 1 4095 1095 10 2 %% 1-1 12 * 2 . | eng 

805.000 Do, do. 6% Cum . Pref, 1 to 806,000 .. 1 |6% 6 6 6 % 180 — ly, xd is — olf T T — № : : 4 

271,030 Do. do. 449, Deb. Sto 100 | 44% | 48% | 4396 | 44% —108 —108. и is 4 41% 

60,000 | Dublin United Trams. (1896), 6 %1 Pref., 1 to 60,000 | 10 |6 6 6 6 12}— 137 123— 132 a * pnt 
99,261 Edison & Swan Utd., A“ sha., £8 pd. 1 to 99,961 Б 4 4 a 14 14— 18 — 10/- 5/ S і : 0 
17.189 Do. * euge 577.100 ae 6 21 1— 13 i— 1 ca © - V 

807,895 Do. Deb. Stock Red. 100 4 4 4 4% | 68 — T8 68, — 78 UG $81 
67,720 Do. 5% 304 De Stock Prov, Certs. all pa. 100 |6 5 5 5% 89 — 85 xd 82 — 85 ч M 

112,100 | Electric pr чаш. 1 to 112,100 9 Nil | N Nil | Nil т ee 9 18 
81,890 Do, 1% Cum, Pret. 1 to 81,890. . 2 |1 7 2 19% | 1%— 1 l&— 1j " 2 ont 
25,000 | General Electrio ‘Oo, (1900), 6 Cum. Pref, - 10 5 5 6 5 96 — 81 — T è +} su : 

900,000 Do, do 4 % Mort Deb... . | Btock | 4 4 4 & 4 83 — xd | 83 — 87 an 55 - 12 
78,000 | Gt. N. & City Rail. Pref. Ord, "A" 4%, 1 to T8000 | 10 4 4 a% | Nil — ie p W 45 ‘ 
86,000 | Greenwood & Batley, 7 % Cum. Pref. sae 10, | 7 7 7 " 10ł}— 10j 1 103 d gà P^ d 
80,000 Do. do. 5 Mort. Debs. ee ee 100 5 b 5 5 % 102 —1 102 —108 .. * .. М 19 
—.— * W. T. ^ 3 e lbs T ae : 2 T 15 p 4 12 r a 1E vn A 3 

y . .* * * 

150,000 Do. do, 41 €, Mort. Deb. Stock | Stock 4 4 44% 106 —108 106 —108 $. ‘ 9 4 
50,000 | India-Rubber, сузок legraph Works.. 10 1 10 10 10% 14 ш 15 — ш 1544 154 +1 b! 
87,500 Liverpool Overhead Railway, Ord. i» 10 Ni | N 4 Nil - E е T ve oa 
10,000 |! Do. do. Pref., fully paid .. 10 5 5 5 5% | 4i— 5 44— 5 x! 45 56 

600,070 | London United Trams. (1901), 1 to 50,007 . 10 |8 8 8 $ Nil 5 2 lá— 24 ES «s ; — 

599, 980 Do. do. 60,008 to 100,000 10 |8 B 8 Nil 14— 2: 14— : a у А 
; 125,000 Do, do, 5 % Cum. Pref., 1 to 195,000 | 10 5 5 5 | 83% | 2— 92 24— 2 48/9 y - 

1,881,000 | Ро. do. 49, 1st Mort. Deb. Stock. 100 4 4 % 4% | өт — 10 67 — 10 " 16 4 
5,782,062 | Metropolitan Consolidated ..  .. e| 100 1 % j% 38 — 883 sł- 382 B94 7 175 
2,640,914 Do, Burplus Lands .. .. .. «| 100 35 96 | 23% | 65 —67 eg 658 ul ci ип 
B or * Do. TE District ОНЫ ДИ И; 100 il il | Nil yos n. 34 — А; 64 | 
, e ec 0 Lm .. .. .. .. ee ee 70 Br її .. ee — 
EE с, Бшк oi HIER LES "EERER 
, . о, um. e os ке sz ЫП .. 

595,600 Do. do. 4496 Deb. Stock Red, | 100 43 a as 44% | 944— 96} 944— oli 824 413 3 
10,823,200 | Mexico Trams Co., Common Stock s s Ps v : 127 —130 27 —130 129 1274 p ini 
$9,000,000 Do. Ist Mort. 60-year 6% Gld. Bds. .. |56% | 92—94 92 — 94 934 924 2 5 

945,500 | Potteries Electric Traction 1 42 : 4% | Nil i— i à— і js * T 

945,500 Do, 5% Cum, Pref, ee ee ee 1 5 4 5 2 5 % 86 — B9 Б ag ° * ^ =.. 5 1 9 

945,000 Do. 44% Deb. Stock ..  .. 100 43 à 10 43 S3 "ái sà 2 S 500 

87,850 "Telegraph Construction and Maintenance. 19 15 % 15 17 E 15 844— 86 B44— 36 354 85 s? v 
140,000! 4% Deb. Вав., 1 to 1,500 Red., 1909 | 100 4 4 4 4 101 —108 101 —108 м si we 14 8 
1,000,000 | Underground Electric 4% Bond , 5% Prior Lien s oe se ee Ps 5 % | 1024— 1084 1024 —1084 1034 МЕ es i 1 
2,800,000 Do, do. onds , a M Жө ба 44% 87 — 89 87 — 89 88 878 -- 512 

4,900,000 Do. do, ^. Income Bonds .. ee es 84 жык 86 83 -— 85 88 .. —-1 „ 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 6 Nil Nil 10 % | Nil 1— & E i ёз р s 

66,666 | Do, 6% C.P., 80,001 to 80,000 & 195,001 to 141,668 | 1 hd © ta Se .]. Abe B ij 5 1 
245,495 | Do, > 18% Mort. Deb, Stock — .. e '.. | 4$,| 76 — 80 ха | 76 — 80 77 | 764 | ĩ% ꝗꝗg 500 
ELECTRICITY SUPPLY COMPANIES. | 

i >. Rats | 

15,000 Bromle nd E.L. & p., 1 to 15 ,000 ee 4à— ds 40 — E во ee ee й | 

10,000 йо. 4 W 181. deb. stock . | 100 a 93 — 96 93 — % e " E i : | 

886,876 Central E Eiectrio Во aber Deb. Btock . | 100 41 4 4 97 —100 97 100 z vi avc dai | 

so | Cor Crom god каца Босна EE pi P (Ge lus ОН ae | dd а ни | 

80,000 Do. "City Undertaking " ibis Sua Ee Pri, 5 442 4 Hi Hm 48 8j1— 44 3 — 3 | 6 6 u | 

C pe T On , : d. [88 б (ae fae ш шш н за j a 

175,000; 0 p Deb. Stock Red. .. | Stock 45 4 100 —108 100 —103 ож 2,1 17% 

н -|.5610 4 
City of London Elec. Lighting, Ord. анин 10 89516 6 104— 11 103— 104 108 i — i ES 

40,000 Do. 6 Cum. Pref., 1 to 40 10 6% | 6 6 15 x si a = . NL. 

400,0001 Do. Db. Stk., Borip. 0 (iss. at 115) all pd. oe 5 «X b 5 — -— . . „+ PY \ | 

800,000 Do. ü 2nd. Db. Btk., Prov. Crte., all pd, 100 Te 43 a4 100 —108 100 —103 . . ec d ( | ' " 

50,000 | County of Durham Electrical Power, Ота... .. Б 19527 Ta 9 " 2 ix 2 R: T д 

50 Й до. до. б Ртеї, ee b b ^ b b ay 83 d Bg LE ee -p PE , 

950,000 Do. do. T do, b 96 lst tg. Deb. Stock ee ee 5 E 9 934— 9 ee ev Р ee . 6 : N | 

40,000 | County of London Hlectric Lighting, Ord. 140,000 10 |695|595|695|65 7 78— 75 i x | | 

55,000 б йо, 6 96 Pref., 40,001—60,000 | 10 |6 6 6 6 1 11 10 — 11 1035 | 104 2S t Н 710 | 

00i Po. do. а Deb. Stock | 4 | 100—107 | 104 —107 " | oe [ae 

400,000 Do. do. nd. Deb. Btock .. | Stock 100 —108 | 100 —103 E MP SE поет 

480,500 Do. do. 4% Je Mort Deb. Stk. | 100 | 44 us 44% | 44 57 — 60 57 — 60 $i à PM * : 

8,150,000 | Electrical Dev. Co. of Ontario, 6% 1stMtg.Gold Bnds, | $500 xx a i ү gl — 91 91 — 94 ` ; deo" БА 

10,000 Folkestone, 1 $o 10,008 WE аа Б |5% | 6395 | 54% 53 41— tj- T Р Vx — He 

90,000 Do; нр А м 5 TAPA 4 97105 97 —100 5 i: раю о 

15,000 Hove, 1 to 15, ee ee ee 6 9 9 9455 a тен 78 Ti— 78 oe T j LE 5 $4 
$1,976,000 | Kaministiquia Power Co., 695, Gold Bode. » és BE 99 —101 98 —101 1008 | 100 A 419 : 

91,000 | Kensington and Knightsbridge Electric Ord. 5 10 % |10 % |10 8%] "7— т 7— 71 n m eS | 5 & 

90,000 Do. do. do. 4% Deben. Bt. Btock | 4 4 4 4 95 — 98 95 — 98 ; и ico 4 OO 

oo WE NE on kd CHUA IO Limited i : - - a : ^am 51 3 "i - Р — 1% : — 0 

, * ee oe a. ee 4 E 

882,855 do. 4.% Ist Mort, Deb. Stk. Red. Stock |.4 % | 44 4 93 — 9/ 93 — 97 i * és 133 

r -| | MM аа ан oe еа 

935,000 1st Mort. Deben. В e MAN 4% | 105 —108 105 —108 106 E n nh dn 

948,0001 EA Mort. Deben. Stock R Redem. Stock % | 834— 863 834 — 863 н 4 in 
6,000,000 | Mexican Electric Light Co.. 5% 18% Mtg. Gold Bnds | s 19 b 5o | Bl — 88 E2 — В 83 823 | +1 , A E 

,000 Do. Light and wer Co., Ltd., Common .. 8100 as "M .. | 849% | 10—14 73 — 77 16 "1 +3 : 
$2,400,000 | Po. Ur 1% Cum. Pref. Stk. Stock | ›. | .. | .. |1 % | 102 —106 104 —108 108 | 104 | +a | 6,98 
¢12,000,000 | Do. do. In Mtg. Gold Buds. is Va ANY 86 — 88 BÓ — 88 87 86 ia 2 

950,000 | Midland Electric ө, Tto 107,800 44 % 1st Me Deb, | 100 4h S 97 —100 98 — 100 dx P» +1 i н 

180,491 | Newoastle-on-Tyne, 1 to 1 5% 5 8 B 8 4 4à— 48 ме ве 91 27 

137,500 Do. Pret, 1 to 187.500 . 5 (8 6 5 5%] 4ў— 5 41— 54 к Ф 416 8 

126,500 in Metropolitan ectrio Power Bu Ду Со. 100 | .. | .. |. | - | 10—103 | 100 —102 +1 ici 

10,869 | Notting Hill Electric Lighting. e c „ 10 | 99 | 79% | 305 | 195 | 1231— ut 194— 134 T és i - 6 8 

60,000 | — Do. 4 3 Deb. Brock >. ma 2 2 | 1% 4% aoe [си |>” | 475.4 25 

119,694 | River Plate Elcty. Co. Ord. Nos. 1 to 120,507 - 1 .. | 23% | 6 8% | 148— 1: 142— 1i; 31/- 30/9 TA A ү, : 

100,000 | Do. do, Non Cum. Pret, Nos.1 to 100,000 1 |6%|6 6 6 & — 1% là— là 21/9 T um E i 

200,000 | Do. do. F 5 5 5 103 —106 103 —106 is : DERI 

40,000 | Bt. James' and Pall Mall Electric Light, Ord.  .. 5 |124% 10 % |10 % |10 8à— 94 Bb— 9 84 а — ё | 6 HE 

20,000 Do. do. DX Pret. ,081 to 40,080 5 |1 7 7 17 1 — т 7 — à ba $ vi M EC 

150,001 Do. do. t Deb. Btock Red, ee 100 8 1 ^ B — 88 B4 Pea E8 + ee .. » Nu 

12,000 Bmithfleld Markets Ele с apply. О Ота. ee ee 6 4 il il =ч 3 аг i ee se 6 13 4 

85,000 | South London Electric Supply, ёе вә 4 4 В 4 5 © 28— B 28— 8 i» А s a u 

120,000 | Bouth Mot. Eleo.L& ё Power, Она... 1 5 AEn 145 P m Lo © lag | л ЕЕ 

, о, Р? ET a ee “+ 4 P 

224,520 Do, do. @ * lst Deb. вай, | 100 | 44% 49% | 4 ma 100 —108 xd | 102—105 e $s „$ 4 Ls 

. оа Oum, Pret. 6 3833545 Be 1 Y a um 1 ^n bM KS 

275,000 Do. 44 % 1st Mort. Db. Stk. 100 44 44% | 745 — 784 xd | 744 — 78 4 6 14 а 

808,000 Victoris Falis Power DEM Го, Nos. 1 to 800,000... 1 x 5 1 5 i- 1 © 19/3 tå | 500 

чыз er ee ee a E RA or di 4c BA = RR " (438 

T: 4 2 
duced from 6% since alst Dec., 1905) | | | : 
* Unless otherwise stated, all shares are fully paid, t Quotations on Liverpool Stock Exchange, Interim Dividend, 
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GERMANY'S EXPORTS OF ELECTRICAL In double centners (294 Ib., THOFease or 
GOODS DURING THE FIRST HALF OF 1909. peer GM: 
| Telegraph and Telephone Material.— 
Tux following statement showing the quantity of electrical goods To France Ue 370 810 + 460 
of various kinds exported from Germany during the six months " ран Britain Hi 1,300 g^ 5 eee 
ended June 30th, 1909, is taken from the recently issued official n E ч in-H = 350 600 pi 300 
statistics; the figures for the corresponding period of 1908 have n Hei a-Hungery i 5 410 H £0 
been given for purposes of comparison, increases and decreases jj; o See i 39 + 
being shown :— » Belgium i T 680 1,400 T 720 
In double centners (320:4 lb.). шош от o" панаа oe S10 310 AS 2 
Ө. " u Rrops cee * 
1908. 1909. : Denmark  .. e 370 350 — 20 
Dynamos, Motors, Converters, Transformers and „ Other countries 1,990 1930 — 60 
Choking Coils, ир to 5 Double Centners weight. — : , тсе 
To Austria-Hungary ... 3,600 3,500 — 100 SOME 190 11200 n 9,200 Fi cho 
, Great Britain A 1200  — 800 T 
a Belgi Pi I Ж 1900 1.700 + 200 Electrical Apparatus for Lighting, Power, {с.— 
» Italy sss 6,600 4,700 — 1,900 To Belgium . 2.700 2.500 42 900 
» Netherlands .. 1,300 1,200 — 100 A Greni Britain 3,400 2.300 — 1,100 
„ Russia іп Europe 1,100 1,600 + 500 „ Netherlands .. 1,550 1,800 + 250 
[TY Spain i een 1,300 1,000 = 300 FL Sp ain. 1,700 2,800 + 1,1 00 
» Other countries TP 9,400 8,200 : — 1,200 Т eee. 1.300 1.200 — 100 
— CER EU taly T Ss 3,900 3,800 — 
Total 26, 800 23.100 — 3, 700 . Austria- Hungary 3,100 3.900 + 100 
| i TU , Russia in Europe 2,500 . 9900 +. 1, 
pe m ue Centners in im — is 5 : 3 ве " 2,500 1809 — 600 
„өз U : , э » envine eee s.. е 7 9 ттт 
Switzerland ... а 1,500 — 700 Chile ... 1,500 660 85 840 
„ Netherlands. 3,600 3,700 + X0 | Japan... 1.260 870 — 390 
» Belgium foes . 10,400 5,600 — 4,800 „ Uruguay ces 5: 1,200 390 — 880 
„ Great Britain 12,000 5,100 — 6,900 „ British B, Africa... 900 620 — 280 
n 3 Eee on се 8 „ Other countries , 6.790 7,130 + 340 
n , , ES , | —— 
Russia in Europe 3,600 5,400 + 1,800 Total . 36,900 94.000 — 2,900 
„ Norway... 2.500 1,700 — 8000 ^ 
Spain ... 7,200 900 + 700 : ; ; it 
i Argentina 6,50 0 3. 200 — 3.100 Electrical Measuring and Recording Instruments. 
» Japan... 4,000 6,100 + 2,100 To Great Britain 220 340 + 120 
» British S. Africa 3,800 4,200 t 400 „ Italy e 888 680 900 + 220 
» Mexico iss as 3,600 1,200 — 2,400 „ Austria-Hungary .. 770 900 -+ 130 
„ Other countries 18,000 11,300 | — 6,700 „ Switzerland... =... 250 2940 — 10 
— — — — » Denmark ... m 180 140 — 40 
Total. 108,000 82,000 — 26,000 » Sweden is hs 410 210 .— 200 
Rotors and Commutators.— „ Spi ^ 2 3% 2 + 10 
To Great Britain 2,000 1600 — 400 » Argentine x RE 100 320 + 130 
" 55 1.300 1.100 — 200 „ Other countries 1,290 1,610 + 320 
„ Italy. эз 2,100 1400 '— 700 — 
Russia in Europe 1,600 1.400 — 200 Total ... 4,700 5,600 t 900 
„ Other countries deu 5,000 5,500 + 500 
—— Se Carbons, Brushes, cc. 
Total 12,000 11,000 — 1,000 en 1500 805 0 
o France ЭВ see : — 
Accumulators and Plates, without horn or rubber, Сс.— „ Switzerland ... is 1,100 5C 0 == 600 
To Den marx 2,100 3,900 + 1,800 „ Austria-Hungary .. 1,500 1,2200 . — 300 
„ Netherlands. 900 2,500 + 1,600 » United States 2,500 5,500 + 3.000 
» Sweden ae ex 6,900 4100 — 2,800 » Great Britain 6,100 5000 — 1,160 
„ Argentine 2,200 1,900 — 300 „ Italy u 2,500 2,100 — 400 
„ Other countries. * 4,900 5,000 + 100 „ Other countries 8,200 8,400 + 200 
| Total ... 17,000 17,400. + 400 Total ... 28,100 23,500. + 400 
Cables.— 
To Netherlands, 12,500 13,600 + 1,100 - 
„ Belgium eS 19,800 17.600 — 2,200 
„ Great Britain 16,300 6,700 — 9,600 
4, Denmark 10,300 9,100 — '1,200 
„ Sweden 17, 900 16400 — 1,500 
» Spain... ёз 4,200 3,600 — 600 | 
„ Argentina ns 0 + 5, 100 OUR LEGAL QUERY COLUMN. 
eee 4, э 00 NUS U 
x eus 3,200 700 — 00 [Questions addressed to this column should be written on one side 
„ Italy 3,900 5800 + 1,900 of the paper only.) 
„ Norway 5,300 3,100 — 2,200 
», Brazil T i 1,700 2,000 + 300 
». Other ones z — 49,200 71,000 + 21,800 „ W. E. B.“ writes :—"' Two braided aerial lines have been erected 
: entirely on private land for the purpose of supplying power at 220 
Are Lamps.— а PM idi E s volts. Passing over are a number of P.O. telegraph and telepbone 
. | wires at right angles to power wires. Has the owner of the power 
To Belgium. T 240 200 — 40 lines to fix euard-wires over h's cables, and bear the expense of 
„ Russia in Europe 290 300 + 10 fitting fuses, &c , on the telephone and telegraph lines ? ” 
» Great Britain - 380 350 — 30 *„* The question raited in the above query may be answered by 
„ Argentina _... ee 300 200 — 40 reference to the Electric Lighting Act, 1888. Before that Act the 
» United States e 220 390 + 170 Postmaster- General only had power (by virtue of the Electric 
„ Other countries  ... 1,570 1740 + 170 Lighting Act, 1882) to demand that his lines should not be 
s Ее injuriously affected by wires laid under and by virtue of a pro- 
Total 3,000 3,240 + 240 visionalorder. By the Act of 1888, however, he may call upon the 
I owner of any line which is “ ipjuriously affecting " his telegraph 
ncandescent Law ps.— lines to take steps to protect him. But what is ‘injurious 
To Austria- Чаш та 250 340 + 90 affection"? Ву бес. 26 of the Act of 1882, а telegraph line is 
» Italy. i5 400 340 — 60 deemed to be injuriously affected by a work if telegraphic com- 
» Great Britain "T 1,400 1,470 + 70 munication by means of such line is, whether through induction 
„ France jos 300 520 + 220 or otherwise, in any manner affected by such work, or by any use 
„ Russia in Europe is 360 640 T 280 made of such work." Jt would seem from this that the Postmaster- 
„ Other countries... 1.890 2,250 T 360 General has no power to compel the erection of guard-wires. It is 
—— — understood that where wires cross at right angles there is no danger 
Total 4,600 5,560 + 960 to be feared from induction. 
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PRETTYBOY was an electrical engineer; that is to say, he 
had spent three years at college, had hung about works in 
the Midlands for another five, and was now waiting for some- 


thing good. By way of passing the time he applied himself to 


the interesting occupation of foisting upon a diffident public 
certain worthless articles remotely connected with engineering 
—such as sparking plugs that would not spark, revolution 
counters which would only read while he held them in his 
hand and jockeyed with the spring at the back, and lamp- 
holders which had as much tenacity in them as an india- 
rubber monkey. | 

He rented two rooms and a cupboard at the top of a block 
of buildings in High Holborn, and called himself * The 
United International Electrical Mannfacturing Co., Ltd.” 
He elept in one room, interviewed possible partners in the 
other (hence the name “ office ”), and kept the stock in the 
cupboard. Ав he would airly remark to a friend, ** Turned 
myself into a company, you know. Simply had to, to pro- 
tect myself, you know. . . . Yes, good name. Thought it 
out myself. . Capital? Oh, of course, that varies. I 
pay for the rooms by the month, you see, so that brings it 
- down a bit at times. We were doing rather well a few 
weeks . I sold a couple of sparking plugs and a 
*Nokkit' gas-lighter in the same morning. . . . Initial 
capital? Oh, I raised a tenner from an uncle of mine, and 
tepped various other sources, and shoved 30 quid odd in 


myself. We had about £43 after buying what's in the 


da al { 

hat is how he would unburden himself to а College pal. 
If his interviewer were a possible partner, or a likely client 
from the diffident public, his manner was rather different. 
He would with dignity point to the chair (58. 11d.) opposite 
an elaborate pone of some German machine shops. He 
would adjust his glasses, toy with a slide-rule, and offer the 
chap a pamphlet. 

* Of course," he would gay in his most impressive manner, 
* we are kept pretty busy. Owing to the rapid revival of 
trade consequent upon the recent speech of the American 
President, (or the death of the Shah, or the new Bulgarian 
Tariff), *I am compelled to lay down fresh plant every 
month, and I badly need extra help in the executive offices. 
Though it is a constant strain, it nevertheless means 
increased efficiency if one can give close personal attention 
to all the details of a business such as ours. I am, never- 
theless, thinking of engaging a partner, a man whom I could 
trust, a man such as yourself.” 

Here Prettyboy would congh, and see if the other chap 
was going to say anything. If he wasn’t, Prettyboy would 
resume. | 

* А man may endeavour to obtain a position with our 
firm. In entering such a firm as the United International 
Electrical Manufacturing Co., a firm, it is true, with a n- 
siderable manufacturing business, but a firm, also, with an 
established connection in buying and selling, the advantages 
accruing to the individual in question are obvious. We are 
happy to confer such advantages, merely stipulating that in 
lieu of bringing a fresh connection to the concern, the new- 
comer shall purchase, say, a couple of hundred shares in the 
company, thus obtaining a real live interest in the business ; 
also, but this he muttered to himself, about quadrupling 
our beastly capital.” 

At this point the victim would grow rather red and 
mutter something about having already invested his capital. 
If Prettyboy gleaned that the chap really hadn't any brass 
at all, he would simply close the interview, and bring out 
about thirty circulars and pamphlets. While the chap was 
reading them, Prettyboy would go to the cupboard outside, 
bring in some of the stock, and show him how it worked ; 
offer him a cigar, show him to the door, and fairly load him 
up with untruthful literature. Then he would go back to 
the office, smoke a pipe, and wait for the order or orders 
which generally followed. 


f 
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One day Prettyboy thought he would do Tottenham Court 
Road—a thoroughfare which hitherto had been spared 
bombardment by the United. Sohe lit a cigarette, took his 
bag, locked the office door, and sallied forth. 

First he tried an ironmonger’s. Then he sold half-a-dozen 
fancy spanners to a bike-shop chap (and gave him 43 
circulars), and then, at the entrance to a dirty-looking 
tobacconist’s, he saw a board up 
Engineering Supply Corporation” on it. He thought he 
would try it. He inquired at the counter and was told 
to walk upstairs. He walked up about one hundred and 
fifty ricketty stairs, and again saw the sign hung out on 
а landing. He knocked at the door and asked for the 


. manager. He was shown into a room which struck him 


as being very much like his own. Around the walls were 
hung flaming blue prints illustrating the wonders of engineer- 
ing. Upon the broken-down old desk were 11 paper weights 
(he counted them) made of turbine buckets, bits of three- 


core cable, and sections of non-slip covers. In the chair was 


the manager, a sporting-looking chap of less than thirty. 
E placed his bag on fhe floor and advanced, hat in 
and. | 

*[ have been instructed,” he began, “to wait upon 
your firm and to bring before your notice some of the 
more recently introduced novelties. I represent the 
U.LE.M.C., Ltd.” To this statement he attributed the 
look of stupefaction, almost of horror, upon his listener's face, 
though there was hardly anything really in the bare 
anuouncement of the name of his firm to cause a chap to 
curl up in his chair and gasp as if he had been stung. “I 
specialise in the accessories department, and amongst other 

ings I should like to show you a little device—" 

„For heaven's sake, stop! came in a hoarse cry from 
the chair. | 

Prettyboy stopped. 

“ Yon wish me to buy a worthless article? 

* You'll pardon me, Sir," chipped in Prettyboy, ** but you 
go too fast. Sir, I am no quack. This device, as you will 
gee 99 

* Yon come to me! 


You !" 
«p? | 


* You, William Prettyboy ! " 

Prettyboy gasped. He drew back, with his hand to his 
head, white to the lips. 

“ I know you," cried the man in the chair. 
work with you at college ten years ago ? 
nise in me Wilkins, the patent crank ? Did I not help you 
in the labs., in the Drawing Office ? Did I not coach you 
in hydraulics? Did I not lend you money? Ah! this is 
too hard a blow! After these years you come to me 
and try to sell me some dirty revolution counter! But 
hold! I will have my revenge!" He rose and walked 
hurriedly to a cupboard by the window, and returned with 
a large box. See here! he cried, with:a horrible laugh, 
* here is & lampholder, which would not hold a solitary 
lamp on all this earth. It would blow any fuse, and having 
blown all fases, would shut down any station. It is worth- 
less. See here! Here is a sparking-plug which once took a 
car from Hyde Park Corner to Knightsbridge, and which will 
never spark again. It ів worthless. See here! Here is a clock 


- 


* Did I not 
Do you not recog- 


device for boiling shaving-water every morning at ten 


seven. Ugh! It would never warm a thimble-full if you 
left it on for a month. Here is a burglar-alarm, here is a 
stop-watch, here is а gas-lighter. Take the lot! Take, 
them and hang the things round your bedroom to show 
you the worthlessness of your calling, you ——.” 

He sank back into his chair exhausted. Prettyboy took 
advantage of the lull. 

* Bat, say, how did you come by those articles ? ” 

* Bought 'em ! " 

* Where ?” 

* Some in Birmingham, some in the East End, some 
imported, some ii 

* And you are selling them ?" 

“Trying to!” 

** So you are in the trade? 

* What trade?“ 

"The noble trade of bringing before the notice of the 
public at immense expense articles which cannot fail to be 
of universal service as time-savers, as Money-savers, ав ——" 


with “The Colonial 
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* Oh, help!” 

* Ag money-savers, ав ——" — 

* Man, I recite that creed every day, and I am not the 
only one. There are thousands at it. College nien, driven 
out of work by the competition, loafing for two years, then 
taking up anything that offers. If nothing offers they try 
Canada, or else set up as Тһе United International] All- 
British Electrical Fundamental X Y Z.“ 
' * We're pals, anyway, Wilkins ? " 

* We were—onoe." | 

* We are, man. Let's amalgamate ! " 

* What's the use? | 

* Double the capital; increase your plant. If you haven't 
any plant, buy some.” | | 

* Start a young works, you mean?” 

* Yes, and make the stuff ourselves. 
‘The United ——’ " 

* *'The Colonial,’ if yon please! | 

*Oh, anything! The United Colonial, British, Foreign 
and International Electrical Mechanical Anti-Vaccination 
Manufacturing Corporation. Head office and works ——” 

„The workhouse, old man! 
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We'll call it 


TUITION BY CORRESPONDENCE. 


ALTHOUGH ‘no one will maintain for a moment that an 
means of instruction can possibly be as efficient as that whi 


involves the personal attendance of the pupil in the presence. 


of his teacher, and, in the case of technical and scientific 
subjects, practical work in the laboratory, there can be no 
doubt that where oral instruction is for any reason unobtain- 
able, tuition by correspondence forms a very effective 
substitute. Of this fact we have not only abundant evidence, 
but also personal knowledge ; we speak, therefore, with the 
confidence ‘born of 5 It is true that in this as in 
every profession, there have been instances of inefficiency and 
incompetence which have brought down upon the system 
undeserved reproach ; but these abuses are apt to. provide 
their own remedy, and our remarks are intended to apply 
only to those institutions which are conducted on sound lines 
by honourable men with a staff of fully qualified instructors. 


Tuition by correspondence is no new thing; it has been . 


practised in this country for nearly 20 years to our know- 
ledge, on a large scale, and with a highly organised system. 
We have in mind in particular an undertaking which has for 
many years prepared non-resident students for the examina- 
tions of London University, with marked success, and there 
are several institutions engaged in the instruction of students 
of engineering. It is with one of the latter that we are 
especially concerned in this article. 

For several years past the International Correspondence 
Schools, an institution: which came into existence some 
18 years ago in the United States, has had a branch estab- 
lishment in London, which has quietly been developing 
ап extensive connection, and laying the foundations of a 
wide-spread organisation. Instruction was at first carried 
on with the aid of the admirable text-books and scheme of 
lessons evolved in connection with the system in the 


United States—where the business had grown to such an 


extent that a fully-paid capital of over £2,400,000 was 
engaged, and the roll of past and present studente numbered 
over & million. It was soon found, however, that while 
there was abundant scope for the Schools’ activities in this 
country, their progress was hindered by the very marked, if 
not important, differences between American and British 
practice. With characteristic energy and enterprise, the 
directors decided to create a new series of text-books, written 
by British experts, and based entirely on British practice ; 
at the same time it was resolved that a headquarters should 
be ereeted in London worthy of the magnitude and import- 
.ance of the undertaking, and early in 1909 the International 
Correspondence Schools, Ltd., was formed with a capital of 
£200,000 for this el ae Since that date rapid progress 
has been made. A large and handsome structure—“ Inter- 
national Buildings — has been erected in Kingsway, the 
greater part of which is devoted to the work of the Schools; 


the new text-books have been hurried forward towards com- 
pletion at a rate never equalled even in America, the output 
averaging 100 pages a day continuously, and a “ field staff ” 
has been called into existence with upwards of 40 branch 
offices in the United Kingdom alone ; the London establish- 
ment, however, deals with the whole of the British Empire 
except Canada, which of course is more conveniently worked 
from the American centre, and branches have been estab- 
lished in all of the Empire. It will be seen, there- 
fore, that the I. C. S. must be regarded as а new and 
important factor in the education of the British worker. 

The question naturally arises, and very pertinently, 
whether the work of the I. O. S. is or is intended to be in 
competition with that of the many technical colleges and 
schools that are scattered throughout the country. ' The 
answer, on the authority of the organisers, is emphatically 
in the negative: Itis atonce admitted that where a student 
is in & position to attend in person properly organised 
courses of instruction, it is preferable that he should do 
во. But there are innumerable instances in which this 
course is impossible. The exigencies of his business may: 
require a student to move about from place to place, or his 
hours of work may be such as to preclude his attendance at 
regular classes. Again, many а man, while willing and 
anxious to improve his knowledge, is unable or reluctant to 
sally forth from home at fixed hours after his day's work is 
over, thongh he will readily settle down at home to study 
for an hour or two. There is also a very large class of men 
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INTERNATIONAL BuiLDINGS, Kingsway. — 


who cannot associate with their own subordinates and 
apprentices at evening classes without serious loss of 
prestige, or of dignity—real or imaginary—yet who would, 
and do, eagerly avail themselves of instraction such as that 
provided by the I.O.S., for they realise that the younger 
generation is growing up with higher scientific and technical 
attainments than they themselves possess, and that they 
must take steps to prevent their being ontetripped in the 
race of progress. Even highly placed officials have taken 
and are tuking the I.C.S. courses, and students who have 
taken the diplomas of first-class colleges find that they can 
with profit pursue their studies in some ial branch of 
their profession with the aid of the Schools. The work of the 
latter, therefore, is to be regarded as complementary to that 
of the technical institutions, and also as supplementary to it, 
but not as competitive. 

One great advantage possessed by a correspondence insti- 
tution is due to the character of the students who take up 
its courses. None but earnest, dogged and industrious 
workers are either willing or able to plod through the curri- 
culum and obtain the certificate awarded to the succesful 
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student who has satisfied his teachers that he has done 
justice to the courses prescribed and has assimilated the 
instruction provided. To this fact we are disposed to ascribe 
many of the successes claimed for their pupils by the J. O. S. 
and similar organisations; they have the very best material 
to work upon, and character combined with knowledge is 
bound to make a way for itself. It is not alleged that every 
student who commences a course perseveres to the finish— 


MALI SrAFP or THE I. C. S. HeapQuaBTERs. 


such а coutention would be too Utopian for belief; it rests 
with the student to maintain his efforts without ceasing, 
and the reward is to him who deserves success by com- 
manding it. 

These comments and reflections are prompted by a visit 
which we recently paid to the headquarters of the I. C. S., for the 
шр of investigating the aims and methods of the schools. 

e were not unfamiliar with the main features of their work, 
. for we have watched their progress for years past; but the 
new developments appeared of sufficient importance to 
justify a closer acquaintance with them. Our observations 


satisfied us that the organisation of the system had been 


carried toa remarkably high pitch of excellence, and that 
the methods of carrying on the work were efficient and 
thorough. Although the dispatch of lessons in rotation is 
carried on almost mechanically, with the aid of elaborate 
card indexes, the examination of the solutions of problems 
and of the answers to queetions sent in by the students is 
performed with minute and painstaking care. It is not 
sufficient for the right answer to be given—every step in the 
working is checked, and any error is at once detected and 
brought to the notice of the student. This, be it noted, is 
absolutely eseential to the inculcationiof correct ideas and the 
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RECORD AND MaiLING DEPARTMENT. 


avoidance of a fictitious impression of progress on the part 
of the learner. Not only are the regular papers thus 
individually revised, but also any questions that the student 
may put forward in connection with the subject he is studying 
are conscientiously replied to by the instructors, and studente 
are encouraged to ask such questions. Backward studente 
are placed in the charge of special instructors, whose task it 
is to accelerate their progress by individual attention and 
instruction. 
accessible on file, and he is visited in person at regular 
intervals by the local field staff, no matter where he may 


The full record of every student is always: 


reside, so that he is constantly kept up to his work and in 
intimate touch with the schools. 

There are some 17 Schools, or subjects, embracing all 
the principal branches of industry, and these are sub-divided 
into 200 different courses of instruction. Each course is 
complete in itself—for instance, if electrical engineering is 
taken up, the necessary amount of mathematica, physica, 


chemistry, &c., is included, ab inii, and it is stipulated . 


that unless a student can show that he already possesses the 
required degree of knowledge in the associated subjecta, he 
must work through every branch of the course prescribed. 
Besides receiving a complete set of the text-books necessary 
to his course of instruction, the student is supplied with a 
duplicate set in the form of separate lessons, which he can 
therefore carry in his pocket, and otberwiae subject to hard 
wear, withont compunction. In the Mechanical Engineering 
course alone, which has cost £10,000, there are 131 of 


-these pamphlets, comprising 6,300 pages and 3,851 illus- 


trations. He is also provided with a simple but sufficient 
set of instrumenta (in the case of a course in drawing, for 
example) and with apparatus for carrying out elementary 
experiments in such a subject as electricity and magnetism. 
But we cannot enter further here into the details of the 
system. We have read students’ answers, seen them 
corrected, and watched the staff at work filing, correcting, 
dispatching, accounting, writing text-books, illustrating them 
(every illustration is redrawn for reproduction by a specialist), 
editing, &c., and we can only say that any person who feels 
any doubt as to the stability, bona fides, efficiency or magni- 
tude of the undertaking bad better pay a like visit to the 
headquarters. He will be convinced. We give a few illos- 
trations of the I.C.S. establishment in Kingsway, where a 
floor area of 14,600 sq. ft. is allotted to the work, anda 
staff of 172 persons is employed. 


THE MURRAY PHOTO-PRINTING SYSTEM. 


! 


(Concluded from page 485.) 


In the experimental model of this instrament provision has 
only been made for the exposure of a comparatively short 
length of photographic paper, which is afterwards developed 
and fixed separately. ln the machine for commercial use a 
continuous roll of photographic paper, together with develop- 
ing and fixing tanks will be provided. 

"This new machine is believed by the inventor, Mr. Donald 
Murray, to be specially suited for working on submarine 
cables in conjanction with the Brown cable relay. 

For such an instrament as has been described to be com- 
mercially useful for Press work, some means of manifolding 
the messages is necessary. 


THE TROLLEY OMNIBUS. 


THOSE who attended the recent Municipal Tramways Conven- 
tion had an opportunity, on the last day of the conference, 
inspecting the very first demonstration line in this country 
of the system of rail-less electric traction, numerous instances 
of which, however, have for some years past been successfully 
at work on the Continent, where conditions are more favour- 
able to the fostering of new methods, either because restrictions 
are absent or the spirit of adventure is higher— perhaps both. 

It is, at any rate, very noticeable that while substantial 
working progress has been made with this new system 10 
France, Germany and Austria, there appears to be some 
difficulty in this country in convincing private capitalists 
or public officials and municipalities that this is a sound 
proposal with great economic advantages and able to occupy 
a large field with satisfactory results. 

Even those who have been brought to see the uses and 
advantages of the rail-less trolley appear to be waiting one 
upon the other to take the first steps—we will not say for 
the purpose of profiting by the possible mistakes of others : 


— -— 
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it is rather a case of letting “I dare not," take the 
* I would,” or who shall “ bell the саб?” 

True, there is this to be said for delay in pushing on : no 
one seems to know the exact measure of power which official 
red tape can exert over the development of this new method, 
or which Governmental départment is to supervise it and 
how far. It may be the Board of Trade, or the Local 
Government Board, or the Home Office, or even the new 
Départment which is to look after new or improved main 
roads, and will therefore have an eye on all possible sources 
of revenue. Parliament itself may have to be consulted by 
means of Provisional Order or Private Act, for the installa- 
tion of а rail-lees trolley system implies the securing of 
powers to erect overhead wires and poles carrying electric 
energy along public roads, and also to enforce the payment 
of fares by passengers, unless the provisions of Hackney 
Carriage Acta and siniilar enactments can be made to apply. 

So far as the technical or engineering aspect of the move- 
ment is concerned, there is no such ground for criticism. 
On the contrary, substantial progress has been made, and 
this could be clearly seen at the demonstration above 
referred to, when the members of the Tramway Conference 
inspected the experimental line installed by the Railless 
Electric Traction Co., Ltd., in the depót at Hendon belong- 
ing to the Metropolitan Electric Tramways, Ltd. 

Неге was shown а line—perhaps } mile or so long 
equipped as for actual work, and embodying а great many 
additions and refinements not to be found on the Con- 
tinental lines, but considered necessary in this country, 
where higher standards of work are called for. | | 

The overhead work is, of course, different very materially 
from that employed in tramway service, seeing that both 
positive and negative conductors are overhead. The wires 
for this purpose are set fairly close together—about 11 in. 


place of 


centres—so as to reduce as much as possible the size and 


weight of the double collector attached to the car. 


This is of the under-running type, as in tramway work, 


kept up by means of springs at the base on car roof ; but seeing 
that the car is not confined to one track, but must draw in 
and ont of other traffic, the double collector pole has a 
lateral swing up to 90° on each side, also controlled by 


rings. 

The form of collector at present employed is practically a 
small inverted four-wheeled ronnd frame, pivoted at the 
centre for horizontal movement and at the side for vertical 
It has, therefore, a universal movement to allow for 
uneven roads, &c. | TO 

À pair of wheels, placed tandem, runs under each trolley 
wire, and two separate poles, with hinged tops, serve to carry 
the collector frame, their bases being secured to the car-roof 
fitting through springs, as above mentioned. 

While this is the arrangement so far at work, the Railless 
Electric Traction Co., Ltd., have an alternative method, which 
employs three wires overhead, the two outside ones being 
positive and the centre one— placed at a lower level, so as to 
make sure of prior contact — being negative and permanently 
connected with the whole framework of the vehicle. 

As india-rubber tires are, of course, employed on the car- 
wheels, the whole car is insulated from the earth. If, as 
will often be the case (where, for instance, the trolley omni- 
bus runs on a route which forms an extension of electric 
tramways), the supply of current is from the usual 500-volt 
citcuit with earthed return, it is absolutely necessary, in 
order to prevent possible shocks: to passengers, that the car 
шн and fittings should be carefully and continuously 
earthed. . 


Tramway engineers are familiar enough with compensa- - 


tion claims for shock to passengers, and in some of these it 
is quite possible that owing to dry rails, perhaps covered with 
dust and sand, the whole four wheels of a tramcar may be 


insulated from the rails just at the instant when some unfor- · 


tunate passenger, getting off or on the car, touches a 
brass platform stanchion or other metal part of the car, and 
so gets a more or less severe shock, which a clever advocate 
will invest with a well-nigh fatal importance. 

To prevent the possibility of this, the Railless Traction 
Co. have devised the triple trolley head and triple trolley 
hanger ; the three trolley wires in this case consist of two 
outer positives—13} in. centres apart—and the middle nega- 
tive at a lower level, so that the triple trolley head cannot 


— 


make contact with the positives before doing so with the 
negative. | | | 

Unless, however, the Board of Trade or Parliament, or 
whoever the authority may be with power to settle these 
details, should insist on such provision, there does not seem 
to be quite sufficient reason for the excessive precaution. 
Good motor and circuit insulation has proved quite satis- 
factory on the Continental lines; and rather than see three 
overhead wires, it might be preferable to have a separate and 
distinct source of energy for the rail-less trolley system with 
the negative insulated from earth altogether, if that be 
possible or permissible. | 

As an additional precaution against possible short circuits 
to the car-frame, the Railless Traction Co.'s equipment 
provides each car with a visible or audible leakage indicator, 
which continues to act and give warning until the circuit is 
broken or the leak found and set right. 

The type of vehicle employed on the demonstration lin 
at Hendon is probably one that will have a permanent use.- 
It has a single-deck body, with seating capacity for 22 
passengers inside, and two additional seats on the rear plat- 
form. This body is mounted on a special chassis or frame 
which carries two separate 25-H.P. B.T.-H. railway motors 
mounted with their spindles parallel to the car frame. 

These motors each drive one-half of & cross-countershaft 
by means of bevel gear; on the outer ends of the counter- 
shaft are chain wheels which transmit the drive through 
separate chains to the road wheels. | | 

The latter are, therefore, independently driven—one by 
each motor; and no differential is required. In the other 
design standardised by the Railleas Traction Co., one motor 
only is used, and a differential gear is then required. The 
former method has obvious advantages, and is on the whole 
to be preferred. 

Control is of the usual kind, employing grid resistances, 
and in the two-motor equipment series-parallel working is 
also used, but the company point out that this is not so 
important with rail-less cars as in tramway service, the demand 
for energy with the former being more continuously heavy, 
and not merely so at starting. | 

It would be interesting to test in such work as this the 
type of commutation-pole motors with variable field strengths, 
now being designed for special power duty by many of the 
leading makers. 

The question of current consumption is, of course, & very 
important one, but cau hardly be dealt with in this 


Й 


brief notice; if only for the reason that, as energy for 


. a tramway (owing to the 


power purposes may now be obtained for very little, if any, 
above ld. per unit in the majority of cases, an increased 
consumption for rail-less cars of even double the average on 
greater road resistance) is easily 
outweighed by the absence of the cost of maintenance of the 
track no longer required, together with the saving in interest 
as compared with that on the much larger capital outlay for 
a tramline. © 

This fact is by now pretty well admitted, otherwise the 
rail-less car would still have to justify itself from the 
engineer’s standpoint. | 

There are, of courge, some comments permissible upon the 
car itself. It is possible that this new system of traction 
will offer some opportunity for a stz-wheeled car to prove 
what it can do. | 

By driving on the middle pair and steering from the front 
and back pairs—interconnected іп a suitable way—-the 
weight should be much better distributed, there should be no 
fear whatever of side slip, and the steering ‘itself, while 
apparently more difficult or hard, should really prove very 
flexible. 

The six-wheel frame has been tried with petrol vehicles, 
but not very successfully. It should be an easier matter 
with electric working, and we hope to see it done. 

The passenger seats should also be fitted across the frame 
and not lengthways. This adds to the width of car, but 
that should not matter where the vehicle does not keep to a 
fixed track and where clearances need not be definite. 

The Railless Electric Traction Co. are to be congratulated 
on the work they have done, and it is to be hoped that they 
will now have some opportunity of installing several of these 
lines at once in active public service and not merely for 
experiment. 
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Some of our chief local -authorities have at length 
decided to install one or more lines as extensions or feeders 
to their municipal tramways, and it is to be hoped they will 
push on now without delay. Others will then step in with 
more confidence, and we shall see the traction world—for 
some time past almost lifeless in the direction of tramway or 
light railway building—again occupied with the development 
of a reasonably economical method of improved transit, more 
particularly in districts that otherwise could not hope to 
benefit for a long time to come from modern traction 
improvements. 

he Metropolitan Electric Tramways have in this way 
shown once more that the country is always, in the first in- 
` stance, indebted to private enterprise for improved methods; 
they are to be congratulated on it, and a hope may be ex- 
pressed that the credit of thus showing the way will also be 
accompanied by very profitable working on any routes they 
may equip. E 


NOTES ON TRADE ABROAD. 


(Continued from page 568.) 


We recently alluded to the state- 
ment of S. Kondo regarding the 
coming electrification of railroads in 
Japan by the utilisation of water-power. As illustrating the 


Japan Leaping Ahead. 


important electrical advance that is taking place in that' 


speedily-getting-into-line country, necessitating the setting 
up of a Bureau of Electricity (with S. Kondo as chief) in 
connection with the Department of Communications, we may 
quote from an American Exchange one or two interesting 
figures. In five years, it appears, the demand for electric 
power has been multiplied by six or seven, rising from 
58,000 Kw. to 880,000 kw. The proportion generated by 
hydraulic ‘power has risen from 16,000 to 62,000, and 
permits have been granted for another 158,000 kw. Out of 
817 registered manufacturing industries, 198 use electricity. 

It was recently stated in the Bulletin Commerctal, of 
Brussels, that there are good openings in Japan for all kinds 
of electrical machinery and appliances. It appears that there 
would be more tramway work put in hand but for the lack 
of capital at present. The Tokio Electric Light Co., which 
already has the largest undertaking in Japan, is just about 
to add considerably to its works and to ite generating and 
transforming plant. The Tokio Jetendo Kabushika Kaisha 
is also about to extend. 

The Times “ Financial Supplement" of October 8th 
contained, in ite “ British Oversea Trade " series, the second 
oe on * Relations with Japan." The writer concludes 

us :— | | 

It used to be asserted, especially in Consular reports, that British 
manufacturers' interests would be better served by sending direct 
representatives to Japan than by relying on the resident middle- 
man. Certainly that is true with regard to highly ised kinds 
of work. But in the vast majority of cases the resident middleman 
leaves nothing to be desired in point of industry, shrewdness and 
enterprise, to which qualities he adds the invaluable advantage of 
experience. So, too, a fashion ре some years ago of extolling 
the German at the expense of his Anglo-Saxon rival. Events have 
not justified that discrimination.  Admirable as the German 
undoubtedly is in science and theory, recent records do not show 
that the Anglo-Saxon has much to learn from him as a practical 
man of business. 

Reverting to our commenta on the 

India's Future Dependent future of electrical enterprise in India 
upon Hydro-Electrics. and the important part that hydro- 
electric schemes may be expected to 

fill in connection therewith, we observe that the Indian 
Government has announced that there are at present no 
laws relating to the development and use of water power 
in India, and that the terms of licences granted for water- 
power electric schemes are settled by special agreement 
based on the merits of the case advanced. Our contemporary 
Indian Engineering, in discussing this matter, remarks that, 
although laws may be considered unnecessary at present, it 
would do no harm if the provincial governments were 
enjoined, * seeing that electrical enterprise is still in its 
infancy in India,” to exercise due liberality in imposing 
terms; otherwise it is difficult to see how it will be 


possible to attract capital for such schemes, the establishment 
of which is essential to the industrial. development of India.” 
If our contemporary had been writing on the subject in the 
heart of the City of London it would have been even more 
urgent in its advice, for it would then have known how it 
is practically impossible to get an interest taken in far more 
immediately promising hydro-electric proposals, or even 
cut-and-dried schemes, in Norway and other countries far 
nearer home than India. We hope not only that the 
Government, when it deals with the matter, will make the 
terms of concessions as easy as it possibly can, but that the 
raising of English capital for such projecte will soon be в matter 
of far less difficulty. Otherwise this country, however good 
ita hydraulic engineers may be, and however well equipped 
its manufacturers may then be for executing larger hydro- 
electric work than they have done here, will not get its share 
of Indian electrical development business. 

2 The interest that Germany is taking 

Germans In Argentina. in Argentina is a matter of more or 

less common knowledge. A Consular 
official in Buenos Ayres has lately reported to the American 
Government on one of the various ways in which this interest 
bears fruit. He says that every year hundreds of very highly 
trained young Germans—men who can speak, read, and 
write Spanish and English when they land in Buenos Ayres— 
go out to Argentina to engage in business, and nearly all 
suoceed, because their efficient and practical training and 
adaptability to local conditions, combined with acuteness of 
mind, render them very valuable to their employers, and 
later give them such self-reliance that they usually succeed 
when in business for themselves. | 

What decimal point of one per cent. of the import business 
that they are able to influence is likely to come to the British 
manufacturer ? While the British Isles are sending abroad far 
too many failures who cannot find employment here, many of 
them because they are unfit, other countries are sending out 
men well equipped for the commercial competition, and it is 
not surprising that they are reaping the only benefit thet is 
reasonable as the outcome. 

We have no doubt that British 
travellers could sometimes obtain a good 
deal of valuable assistance by calling 
at the British Consular offices in each 
town where such exist. The American Consuls are, in their 
endeavours on behalf of American trade, often urging U.S. 
representatives to call upon them. In the case of Kobe, 
Japan, the Consul has complained that although his office 
receives letters on their behalf, travellers never call, prefer- 
ring to send any sort of a messenger to fetch their corres- 
pondence. He shows that often a call for advice concerning 
local conditions or local firms, and an interchange of opinions, 
might be time profitably spent. We would urge British 
travellers to make free use of British Consuls and Consular 
officers. The more they do this sort of thing, the more 
likely is it that pressure will be put upon the authorities at 
home, leading to the appointment of commercial agents at 
each office of importance. 

The St. Petersburg correspondent 
Prepare for the Russian of the Anglo-Russian Gazette, writing 
Boom. on “The Development of English 
Trade in Russia,” emphasises the 
need for sending out English agents and appointing English 
resident representatives, but, above all, English commerci 
travellers. Writing on the language requirements, the 
writer says: It ів an erroneous idea to sup that the 
only language required is Russian. In the Baltic Pro- 
vinces, for instance, you will do little business unless you 
can speak German. In Poland the traveller must know 
either French or Polish, whereas, in Odessa and St. Peters- 
burg, German, English and a smattering of Russian will 
carry you through, and in Moscow less of the two former 
and more of the latter will meet all demands. The deeper 
you go into the so-called Russia proper, the more Russian 
will, of course, be required, and in many places the mother- 
tongue is predominant.” Later he adds: Many English- 
men, scattered all over the country, with a good or fair 
knowledge of Russian and German, will be found prepared 
to act as pioneers and travellers for English enterprise and 
commercial undertakings, and their services should be of 
great value to those desirous of finding a market for their 


Call on the British 
` Consul. 
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capital and goods in Russia. Place your business in the 
hands of experienced travellers knowing Russia, and the 
ier and German languages, and you will do & prosperous 
e.” 
In the same journal there are interesting articles оп “ The 
Coming Boom ‘and “ Тһе Passing Hour." “ Technicus," 
“the writer of the latter, refers to the coming electrification of 
Finnish railways. There appears to be great activity in 
railway circles in Finland jast now, and the question of 
electrical working is to the fore :— 


Inasmuch as less than 7 per cent. of the 3,000 odd miles of railway 
in Finland is owned and operated by companies, the great bulk of 
the work of providing electrification will devolve upon the Govern- 
ment. The ultimate aim is to secure the electrification of all the 
railways in Finland, but for the present eff .rts will be limited to 
the line which runs from Helsingfors, through au industrisl and 
thickly-populated countryside, to St. Petersburg, after which the 
important branch line from Vibovg to Antica will receive attention. 
. 'Tnese initial electrification projects represent a distance of abont 
300 mile», and wo ld derive their power from the well known falls 
of Wallinkoski, on the River Waokeen. which is the outlet, near 
Viborg, of Lake Saima into the Gulf of Finland. It is stated that 
siogle-phass transmission will be adopted, and there are to be 14 
sub-stations. It is estimated that when the equipment is installed 
aad in working order, the electrification will result in an economy 
of more than £50,000 a year. 


The writer adds : — 


I have not heard which country will supply the electrical plant, 
but as not a fifth part of tbe electrical machinery and apparatus 
imported by Finland is of British origin, the bu k hailing from 
Sweden and Germany, it is very doubtful whether British manu- 
facturing enterprise will have a look-in in connection with, at 
least, this initial portion of the electrification scheme. 
therefore, a matter upon which British electrical engineers can con- 
gratulate themselves. It is to be hoped that they will not fail to 
figure in some of the subsequent contracts, for the electrification of 
Finland's 3 000 miles of railway repressnts opportunities eminently 
worth cultivating. : 

Ae showing the expectations of increased trade between 
Russia and ourselves, it may be mentioned that there is a 
British movement on foot to establish a regular steamship 
service between the south-west of England—particularly 
Bristol— aud the Baltic ports. A director of tbe Bristol 


Harbour Board (Mr. Hardestone) arrived in Riga last week: 


to study the commercial conditione, as well as shipping 
and other matters there, and he subsequently proceeded to 
Reval and St. Petersburg. 

There are Budgets and Budgets. 
We are pleased to observe from the 
last issue of the Brush Budget that 

the Brush Electrical Engineering Co., Ltd., is doing well 
- in Spain. The following quotation will speak for itself :— 


We have been encouraged by the growth of ост business in Spain 
to increase the value of our Spanish agency, situate at Calle Pelayo, 
12, Barcelona, by providing means for more rapid delivery of 
motors and other manufactures. Since her separation from 
burdensome foreign possessions, the improved prosperity of the 
peninsular has attracted salesmen of all nations to endeavour to 
secure a share of Expanding business. It is gratifying to find that 
Spanish buyers are showing an increasing appreciation of the un- 
equalled quality of British goods. Barcelona, which is the centre 
of Spain’s busiest industrial district, has many ties with British 

There is no doubt that there are many opportunities for 
electrical enterprise the other side of the Pyrenees. . We 
enter on the same ground as do other manufacturers 1n most 

respects—the financial support of the Germans is one of their 
points of advantage—yet, compared to our own, we under- 


The Brush in Spain. 


stand that the turnover of German electrical manufacturers: 


in the Spanish market last year was very large indeed. Our 
informant could not for the life of him say why it was that 
British engineers were so far behind, unless want of attention 
to the market and lack of selling initiative were the causes. 
It is gratifying to quote the Brush experience that Spanish 
buyers are showing an increasing appreciation of British goods 
— is it due to the fact that they are now getting to know more 
about our manufaoturing abilities than they did? We hope 
that our electrical business there will increase rapidly from 
this time forth. | 

| I quite understand the English stand- 
point and that the English feel tbat Anglo- 
German commercial rivalry makes it 
desirable for Britain’s commercial interests 
to be represented by a British-born subject in Berlin. I dare say 
it is believed that there are occasions wken a German banker, 
acting as British Consul- General, might be br ught into conflict 
with Britieh interests, І can, however, conscieatiourly say that 


British-Born Consuls. 


This is not, 


was a considerable fall in new shi 


. machinery, but iron and steel good 


during the 11 years that I have been Consul-General there has 


never been any clash between British ard German commercial | 
interests in Berlin. i : 


In these and other words Dr. Von Schwabach addressed 
Reuter’s reprecentative on the subject of his retirement from 


the office of British Consul-General in Berlin. No one, 


with ‘any idea of what is becoming, will attempt to consider 
the matter from the point of view advanced in the doctor's 
last sentence. We have none of us any desire to argue on 
particular cases in such a matter, especially when a man has 
retired, but the principle is a very important one for all 
interested in British trade welfaré abroad. The mere fact 
that Dr. Schwabach having occupied the office, can quite 
understand our agitation for British-born representatives in 
foreign countries, is enough for us without any labouring 
of the point. We hope that the decision of the Govern- 
ment to appoint Mr. Harry Boyle as the first paid British 
Consul-General is the beginning of a new policy which shall 
ensure British care for British commercial interests. The 
wrong policy of the past has been allowed, though not 
enthasiastically approved we believe, by the Foreign Office, 
on the score of economy—that is, British trade interests have 
been in the more or less zealous care of a German because 
the United Kingdom desired to save a few thousands a year. 
It has been a penny wise and pound foolish policy, and we 
hope that the present action heralds the approach of a saner- 
condition of things. We cannot imagine any Cabinet with 
business men in it allowing the old order of things to continue 
for six months after their taking up office—that is, assuming 
that those business men knew what was being done by 
Consuls of some other countries to help our foreign rivals. 
The ELEorBRICAL Review has already asked for a further 
half-a-million & year to be expended upon the British 
Consular gervice with & view to making it equal to, or better 
than, that of other countries, and rendering it of such value 
as it ought to be to British manufacturers at home. We 
observe that a correspondent of an evening paper is hoping 
for other reform, such as permitting Consular agente to write 
articles for the trade Press. This may be open to argument. 


The gradual improvement in our 
foreign trade continued during the 
month of September. 'The imports 
increased by £1,458,891, and the 
exports by £1,179.818 on the corresponding months of 1908. 
The re-exports advanced by £1,176,829. The increased 
exports consisted chiefly of manufactured articles. There 
owing to special items 
coming into last year's return, and a decrease of £88,538 in 
8 showed an improvement 
of £242,507. Last month we showed that the total of 
electrical goods and apparatus (other than machinery and 
telegraph and telephone wire) exported during the eight 
months was £239,932 better than in the similar period of 
1908. We are now told that this item for the nine months 
is £246,818. better than in 1908, so that the month of 
September shows a continued, though small, improvement 
of its own amounting to £6,416. Asa matter of fact, the 
actual figures were £151,800 for the month, against 
£145,884 in September, 1908. 

We learn from our contemporaly 
the Railway Gazette, at whose offices 
at Westminster the Buenos Ayres 
Exhibition Department is giving out 
particulars regarding space, that many leading British elec- 
trical and engineering firms have already signified their 
intention to display their manufactures at this Exhibition 
which is to be held from May to November, 1910. The 
enormous extent of the market and its promising nature, has 
led a number of firms to take this enterprising step with a 
view to getting a good foothold for British manufactures or 
strengthening whatever hold they already have. The list 
of names given by our contemporary inclades such firms as 
British Westinghouse, Crossley, Chloride Electrical Storage, 
Dick Kerr, Hadfielde, Mather & Platt, Rashleigh Phipps, 
Veritys, Applebys, Stothert & Pitt, Robey, Saxby and 
Farmer, Broughton Copper, Joseph Booth, Alfred Herbert, 
Hick Hargreaves, J. E. Hopkinson, Vickers Sons and 
Maxim, Worthington Pump Co., &c. The list for space does 
not close until December 31st, bat the firms named are a 
sufficient indication that British electrical and allied firms 


Foreign Trade in 
September. 


The Buenos Ayres 
Exhibition. 
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do not intend to allow to slip through their fingers this 
splendid opportunity of making a thoroughly representative 
showing in what for many years to come will be a market 
well ‘rewarding rational efforts that may now be made. 
In the past month’s trade returns mentioned above the 
advance in iron and steel exporte is largely accounted 
for by increased orders from the Argentina market for 
railway iron. We look for a continued increase year 
by year now in this direction, meeting the railway 
constructional requirements of these and other foreign 
territories which are in the throes of development demanding 
transportation facilities as a first aid in their efforta. Where 
the electric railway goes the electrical engineer is in at the 
beginning, bat where the railway is steam the demand for 
all sorts of electrical service and appropriate manufactures 
comes only a little later. We are delighted that our firms 
are intent on securing this market now. 

From Buenos Ayres to Chile is not a far cry, a few 
hundred. miles across country, and the kind of develop- 
ment that is taking place there just now may be gathered 
from the news recently announced in our pages that the 
Chilean Government has decided on the electrification of 
1,150 km. of railways beginning with a modest 184 km. as 
an experiment. It was stated last week that an American 
financial house had made an offer to the Government to lease 
all the State railways at an annual rental amounting to 3 per 
cent. on the capital invested. It was added that the proposal 
was being considered. We hope it will rest at that, for if 
trade once followed the fiag, it more often nowadays has a 
knack of running in the wake of finance—when the money 
is found by countries other than our own ! 

T With reference to our comments of 
Tramps Abroad. 
, fitting to introdace here some lessons 
that the intending traveller to the South American market 
should learn before he steps out. No one set of advices can 
be given which will be applicable to all markete, but there is 
a good deal in what follows which may be useful for general 
‘guidance, althongh the comments are based upon the contenta 
of a report which was prepared with special reference to 
South America. American Consul Chamberlain reviewing 
the trade-getting methods of American Commercial travellers 
in Pernambuco district, frankly told American firms 
that they did not understand how important it was to have 
good men. Cheap travellers “ invariably turn out to be 
expensive, and often permanently ruin a market for the 
careless firm that employs them.” Some of the men were 
engaged, apparently purely because they could speak Spanish, 
but their ideas of business methods in general were hazy 
and they were absolutely ignorant of the simplest formul of 
foreign trade — yet they represented firms well known 
broughont the United States! We need not enter into 
details of the amusing blunders they committed in their 
Purneyings from place to place, raising a loan here and 
another there, because of short-sightedness in arranging 
‚ eredita at home, and at times—though representing leading 
.S. firms— being in “absolute distress," “ penniless” ; 
another went with a fine lot of samples and $1,000, but owing 
to the duties on his samples absorbing as much as 3600,a pretty 
‚ chapter of accidents followed, to his own and his employer's 
discredit, because of insufficient knowledge or calculation iu 
advance. Consul Chamberlain says the following considera- 
tions must be weighed by inexperienced houses who wish to 
establish or increase their trade in Brazil : — 
. There is an abundance of trade here always, ani that it is worth 
going after ean easily be seen by studying the statistica showing 
the purchasing power of the country. To secure a share ia this 
trade it is absolutely necessary to send representatives. A deaf and 
dumb person, bowever, who knows how to do business and keep 
. cheerful, is a far better representative than a linguist who never 
paw a letter of credit or an order blank. 

American firms in arranging to send a man to do $50,000 worth 
of businees should not send one whom they cannot trust with a letter 
of credit for 33,000. Remember that a man who travels through 
South America and keeps his expenses down to $510 a day is doing 
it chesply. A book-keeperon the Ams z n gets $500 gold a month 
and finds it difficult to live within that income. 

If the representative of a firm is to be away more than a year, 
be should give bond. It will steady him and his ргіптір Ив will not 
‚ be so reluctant to back him up when he needs help in an emergency. 

People, customs, banking systems and businees ways are different 
in Bonth America frc m those that obtain in the United States. A 


traveller in his first trip encounters new and peculiar circumstances, 
and if he is harassed by improper and insufficient connections with 


last week on foreign travel, it will be 


his base of supplies he will fail, and South America will be regarded 
as being too pioneering " and too expensive, when the truth is that 
a cheerfal word from home and prompt backing would have saved 
the sitaation even after a bad start. It must be remembered that 
the traveller is on the spot and dealing with a network of trade 
reg alations that are not experienced in the United States. When 
he lands, the Custom House holds his samples until the du'ies are 
psid, and they have to be paid in a certain way; sometimes it 


takes three days, and it always requires a professional despatcher. ` 


When he gets on shore, a revenue officer calis for the local 
tax on commercial t-avellers. This tax varies in different 
cities from $30 to $300. Besides these details, he will find 
railways with triple baggage rates. One man paid $50 gold on his 
from Sa^ Paulo to Rio de Janeiro, a distance of about 300 

miles, only to find later that there is a special scale for sample 
trunks that would have cut the bill two-thirds. _ 

If one has a good representative who does not talk Portuguese, a 
line of samples may be given him that will do the “ talking." P 


For the guidance of the commercial 
traveller about to visit South America 
the following schedule of siggestions 
is offered by Consul Chamberlain :— 


“D> not start out be’ore you are an experienced salesmin. To 
be able to take an order automatically, ani take it right, is an 
ers ntial—just as necessary as to be able to get the order. A alip 
of the pencil or a little misunderstanding as to terms has often 
permanently lost a good customer. 

" Your salary and an average of $10 gold a day for expenses is 
the least you can work on comfortably. 

" Map out your trip before starting, remembering always that 
your time is not money to the people you are going to deal with, 
and that if youare going to try to hurry them you might as well 
stay at home. я 

“ If you have five days in а town, spend three getting acquainted. 
You will find that many a merchant who is altogether oversto:ked 
when you first see him, if ho takes a liking to you, after a few days 
will find several empty shelves. 

"It it is your first trip, call at the Oonsula‘e at once. You can 
save time by каша there how to clear your baggage, where to 
put up, by getting a list of firms buying your line and by learning 
on what days you can got boats or trains to the next port, &-. 

"If you are empowered to give credita, arrange introductions 
from the New York branches of thé South American binking 
systems to their different mansgers. Three concerns would cover 
the whole coast, east and west. Oa the east, either the London 
and Brazilian B ink, London and River Plate Bank, or British Buk 
of South America. On the west coast, the Grace system. Consuls 
are not allowed to give any opinion on the financial standing ot 
firms or individuals, and for sach information you will be more ot 
less dependent upon the banks. A letter of credit is the best kind 
of introduction to a banker. 

" Do not start out with the idea that you can wire for money at 
any time. Counting in the charges for cabling and bank discount 
it costa between $20 and $25 to send $100 to any town in this 
district, and even then there are few firms at home that know how 
to go abont it. | 

Keep up your spirits. A quiet cheerful salesman can place au 
order in an overstocked house when a gloomy man finds it ам 
work to draw an order fron a merchant who needs the goods. 
Business is not always exclusively business here—sympatby is apt 


to be mixed with it." 

In his report on the trade of 
Brazil last year, the secretary to 
H.M. Legation at Rio de Janeiro 
insisted strongly on the necessity for using.the Portuguese 
language in British catalogues, and he added that a good 
knowledge of the same language by representatives of British 
firms would be invaluable, though where this was not possible 
а competent interpreter should be secured. In the case of 
machinery business the traveller must be an engineer, or 
else have a practical knowledge of the working of the 
machinery he is trying to sell. Among other reasons for 
this is the fact that he may sometimes have to discuss the 
goods with the foreman or mansger in a technical manner, 
with men who would regard him with more or less di 
if he were unable to discreetly talk of and explain what he 
wanted them to buy. 


(To be continued.) 


Suggestions for the 
„Commercial.“ 


points for Brazil. 


New Financial Company.—Tux Tuomsox-Hovstos 
Co., according to La Lumière Elvctrique, is going to establish, with 
the assistance of the principal financial firms of Paris, foreign 
banks, and the Metallgesellechaft, a company with a capital of 
200,000, called the So-iété Centrale d'Industrie Electrique, with 
the object of creating throughout the world companies of all kinds 
using electricity, and of taking part in all projects of the sams 
description. 


Belgian Enterprise in Russia.—Za Lumiere Ete- 
trique states that out of 1,412 km. of electric tramways in Rassis, 
1,169 km. belong to Belgian companies, the remainder being in the 
hands of municipalities. | 


— — — — p 
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TARIFF REFORM. 
By R. M. M. 


Тнк valuable tables published by the ELECTRICAL REVIEW 
are of great interest to those of ап inquiring nature. Are they 
also a guide to the personality of different station engineere, 
their committees or directors ? "The multiplicity of different 
rates of charging is broadly expressed in many cases by 
* maximum demand." Take the printed rate without inquiry 
into method of charge, and we see more and more stations 
adopting the same figures for the high units—that is a step 
towards standardisation. A common basis of charging is 
next wanted, be it 365, 400, 300, or 600 hours at maximum 
demand, and it will be possible for. lamp makers and others 


to give on their pamphlets useful costs which do not give the 


consumer a lot of trouble to arrive at a true comparison for 
his district. Опе realixs—in time—that a consumer, unless 
he is an engineer, is a lazy person as far as electricity and 
calcniations go; 1,000 hours do not represent much to his 
mind, and 1,000 hours at. 3d. is valuelese to him for com- 
parison ; he miyht know that he averaged 34d. per unit per 
annum, but would he know that his nouse averaged 850 
hours or во per annum ? | 

Now, with a common basis of charge for maximum demand 
towne, say, 300 hours at 7d., and the remainder at 3d., 2d., 
or ld., it is fairly easy to make p'oper comparisons and to 
give “ prospective " consumers a better idea of what they are 
likely to pay. 

One set of rates which do not appear in the tables, but 
which are a subject of curiosity to many, are those dealirg 
with arc lamp lighting. There are towne in which it is 
possible to obtain 5,000 c.r. for 24d. an hour, however small 
the remainder of thé installation be—that is a good stiff 
proposition for the gas people to be up against. For this 
reason, and from the point of view of the business depart- 
ment, it is all right, but how can an encouragement to burn 
lamps on the peak load help a station ? To be paradoxical, 
the same stations very likely will have a maximum demand 
system of charging for incandescent lighting. Is the ex- 
planation that the peak load has left the evening for good 
and all, and what used to be peak is now hollow, or is it that 
there is any amount of spare plant? 

Again, with regard to power, we see rates given as, tay, 
134. to 1d.—the bare statement looks quite promising, but 
when be begin to work out figures ! One reduces his charges 
according to quantity alone ; one by discounts based on load 
factor (taken by means of the maximum demand indicator) ; 
one charges two rates based to a certain extent on load factor, 
but mainly on time; and the next, horribile dictu, even bases 
his charges on load factor obtained from units and horsc- 
power installed. The last-mentioned basis gives power 
engineers а pleasing exercise for brains—to circumvent the 
tariff, make things pay, and gain more consumers. 

An imaginary case may be quoted. Ata mill the subject 
of motors comes on the tapis, and is very favourably received. 
The firm wish to go systematically in for the maximum 
possible efficiency and saving obtainable by means of electric 
driving. Of course, a number of motors, one to each large 
machine, and grouping for the small machines, is discussed 
and considered very satisfactory ; then the question of price 
from the sapply station comes up—the tariff is based on 
units per horse-power installed. 

Most engineers know the diversity factor of their own 
district, and that likely to be obtained in a large mill. How 
can а mill obtain a low price on a tariff based on borse- 
power installed, and at the same time obtain the maximum 
caving, unless the tariff is very liberal indeed, ard only in 
effect considers, вау, 50 per cent. of the  horse-power 
installed .? | 

The power engineer who has done all the spade work for 
the mill job cannot see his way to reduce the cost of driving 
to show a profit, and either fakes the tariff or throws up 
the job ; the manufacturer, who has given the estimates, is 
only human and does not wish to see the job fall through, and 
80, after allowing the station some time to reconsider the tariff 
basis or to fake it, steps in, suggests and books the order 
for a dynamo driven from existing steam plant. This case 
18 partly imaginary, perchance, but part is fonnded on fact. 


One method which suggests itself for dealing with such a 
tariff is for the power engineer to specify motors capable cf 
standing 50 or 100 per cent. overload continuously ! 


THE TRAINING OF ELECTRICA 
ENGINEERS. | 


Тнв Engineering Session at University College, London, was 
opened on Wednesday afternoon, the 6th inst., by a lecture upon 
“ Electrical Inventions and the Training of Electrical Engineers“ 
delivered by Prof. J. A. Flemir g, D. Sc., M.A., F.R.S., the chair 
being occupied by the President of the Institution of Electrics! 
Engineers, Mr. W. M. Mordey. The first part of the lecture was 
devoted to а statement of the rapid growth of the industry since 
its practical commencement about tbe year 1637, ite gradual 
division into various branches, and a reference to the large sums of 
money now invested in electrical enterprises. 

A good general education was a necessary preliminary to a 
successful engineering career, and the lecturer did not favour the 
introduction of engineering courses into ordinary publie school 
work. He would rather devote what time was possible to gaining 
a knowledge of modern languages and good English diction. In 
choosing an engineering career for bis son, a parent should not be 
decided merely by a liking for taking part in scientific experiment ; 
a sound constitution, and the possession of ability, coupled with 
determination and perseverance, were also necessary. On entering 
college a student should first be trained in the principles of pure 
science, and afterwards, in the laboratory, taught how to apply 
those principles to technical work. An engineering degree might 
be useful, but was not essential. The main thing was to acquire a 
thorough general knowledge of engineering work, and, in his 
opinion, a year's practical works training interposed between е 
second and third year's college courses was often very useful. 

Towards tbe close of a student's course of training it was 
necessary that be should consider in what direction he should look 
for his life's work. The Post Office were offering a few appoint- 
ments for higbly trained workers, wireless telegraphy offered a wide 
scope, electricity supply, traction and lighting was another ard 
electrica] manufacturing а fourth—if, at present, rather overcrowded 
— field. Hach of these wanted special qualifications, and no one man 
could be an expert in all, but all more cr less needed in addition to 
scientific knowledge and tecbnical skill, commercial experience. 
The engineer of to-day was not merely the man who did things, he 
was the man who did things in the best way at the least cost, and 
business training, which could only be obtained after leaving college, 
was essential. Tact in dealing with men, tbe power to determine 
whether the results to be obtained from a given outlay would 
compensate for the risk, organising ability—these powers were 
developed in after life, but were needed for success in the higher 
branches of nearly every department of the industry, particularly, 
however, in electricity supply, and in manufacturing. 

The lecturer then spoke of the value to students of visite to 
works, either at home or abroad, and illustrated bis remarks by a 
series of lantern views of Swiss water power stations. 

The remainder of the lecture was devoted to a consideration of 
some of the fields in which future progress in electrical ergineering 
work would probably be made. Amongat these the manufacture of 
fertilisers was awarded a prominent place. Briefly describing how 
the electrio furnace was made use of in the industrial fization of 
nitrogen, he showed hcw, shortly, 140,000 B. ., and eventually 
400,000 H.P., would be used by one company for this purpcse alone, 
the waterfalls of Norway being utilised as the source of power. 

The direct utilisation of the sun's energy, the wireless trans- 
miseion of power, the improvement of lighting and hesting appli- 
ances and the development of electrically-propelled vebicles were 
also referred to, the lecturer concluding by impressing on his 
hearers the supreme importance of cheracter, and urgihg upon them 
the е " Whateoever thy hand findeth to do, do it with thy 
mig » | 

Mr. Mordey, in proposing а vote of thanks to the lecturer, spcke 
of the pitfalls which beset the college-trained youth on first 
entering a works, and emphasised the need for doing the work 
allotted to him as well as any workman, so that when it was neces- 
sary to find foremen and managers these posts would naturally fall 
to his share. He referred to the small proportion of patents 
which proved commercial successes, expressing the opinion that tte 
greater part of the profit made out of them went to patent agents, 
who at any rate were sure of their fees. 

He thoroughly agreed with what had been said as to the need 
for character, it was this as much as anything which had given the 
British engineer the world over such a high reputation. К. 


The “Model Engineer" Eshibition. — Sir Hiram 
Maxim will p:rlorm the opening ceremony at the Model Engin- 
eer " Exhibition at the Royal Horticultural Hall, Westminster, at 
12 o'clock to-day (Friday). Over 200 entries have been received 
in the competitions, including a large number of model aeroplanes 
of all types. 


— . ——— 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


GIBRALTAR.—No duties are levicd on electrical materiale. 


GOLD OCOAST.—Tte following goods are admitted free of 
duty: —All goods imported for the ure of His Majesty’s 
troops ог His M: jesty’s ships; all goods imported with the 
sanction of the Governor of the colony for the service of any 
public department of the colony; :pparatus and structural 
material for telegraphs, telepkones and electric lighting; 


cranes, &c., and machinery necersary for working the same; | 


instruments and appliances for scientific purposes and 
research ; macbinery for electrical, manufacturing, pumping, 
mining and gold-dredging purposes, and machinery for use 
in the preparation of any natural produot of the colony or 
the development of any industry in connection with such 
product; plant, material and rolling stock for tramways ; 
railway plant, material and rolling stock; vehicles possess- 
ing their cwn means of propulsion. Goods not specially 
mentioned in the Tariff 10 per cent. ad valorem. | 

Notz.—No person may establish or use in the Gold Coast 
Colony any apparatus or installation fcr the purpose of 
electrical communication by wireless telegraphy without a 
licence from the Governor. 


GREECE.— Invoices and consignment notes should state tke gross 
weight of packages and net weight of contents, which should 
be fully described, and the country of origin stated. When 
various descriptions of merctandise sre packed together, 
the ret weight of «ach class skonld be stated separately. 
Certificates of origin snould be d) oe for ordinary 
merchandise. A statutory declaration of origin is, however, 
accepted. Unenumerated goods which, according to the 
letter or spirit of the tariff, are not capable cf being, by 
analogy, embraced in any class of the tariff, are dutiable 
at the rate of 20 per cent. ad calorem, the value cf the gocds 
for calculation of ad valorem duty being the market value 
at the place of importation, exclucing the amount cf, 
Customs duty payable. 


The following duties are payable :— 
Drachma = °,,5,d., or 25 drachmas = £1. 
Oke = 28 lb. 


Iron in plate bars (without grooves 
like rails), in plates of all dimen- 
sions for building aud cther pur- 
poses; in ties for walls; in re Ils, 


hoop», strips, &c. ... "T i | free. 
Steel in bars, sheets or pieces. n 
Copper in blocks, bars, or sheets ... 40 drachmas per 100 okee. 


Brass in sheets up to 5 cm. in width free. 
Wire for ber tte ien or for other pur- 
poses of all kinds, of iron, steel or 
copper, pure or alloyed with other 
metals "n'a des T free. 
Articles of porce'ain of every kind, 
white and plain ... iss ... 60 drachmas per 100 okes. 
Lamps and Il other kinds of fancy or 
artistic ware iis die i г: ji 1 ii 
Glassware not specially mentioned in 
the Tariff, white, plain or presacd 
of one colour but tinted in the | 
mass... тч i к ... 30 drachmas per 100 okes. 
Ditto cat or engraved ... and e. 75 
Ditto decorated with gold orco!ours, or 
tinted in the mass with more than 
one colour and articles cf crystal 150 drachmas per 100 ckes. 
Iron rails, points and bridges of cast- 
iron for railrcads ... E free. 


Iron pipes, T- iron and other girders .. 8 drachmas per 100 oker. 


All kinds of wrought-iron goods not 
polished, burnished, or gilt but 
only tinned, varnished, glazed, | 
painted or filed... Vk . 25 1 9 T 
All kinds of wrought-iron goods 
polished, burnished, gilt, or gal- 
vanised aes m idi ... 50 - - i 
Lamps of all sorts, of iron ... se ^ ji » Oke 
Boilers of all kind.“! s ie free. 
Articles of copper not specially mentioned : , 
Plain and of coarse workmanship ... 50 drachmas per 100 okes 
9 


Chased, gilt or enamelled ... i ^ i „ oke 

Decorated with precious metals. 3 РА m. 5 
Artioles of brass or bronze: 

Oommon wares ldrachma „ „. 


Chased, gilt or enamelled 
O:namented with precious metals 
Lead pipes Е s m ДӘ 
Electric telephones, microphones, 
electrio bells, buttons for electric 
bells and electric light, indicating 
boards for electric bells and tele- 
phones, telegraph apparatus, and 


2 drachmas „„ „ 


3 n 
25 „ „ 100 ckes 


parts of all the above sx 6 i „ Oke 
Railway or tramway cars for gcods or 
passengers ... ee as es 10 95 ad val. 


India-rubber or gutta-percha in theets, 

banda, pipes, hose, &:, combined 

or not with other materials ae free. 
Other manufactures of india rubber l 


or gutta-percha not separately 


mentioned. - 3 ... 500 drachmas per 100 okes 
Dyramo electric machines ы free. 
Electric lamps: 
Itofghss ..  .. ss .. 1 drackma per (ke 
If of plain porcelain... P . . 50 drachmas per 1С0 okes 
If of porcelain, inlaid, coloured or 
gilt ... к M" dus ... 200 - "e 
All others According to material of 


which mace. 


NEW PATENTS APPLIED FOR, 19С9. 
(NOT YET PUBLISHED.) 


Ccmpiled expressly for this journal by Mrssrs. W. P. Тномрѕон & Co., Elec- 
trical Patent Agents, 822, High Holborn, London, W.C., and at Livei pool 
and Bradford, to whcm all inquiries should be addressed, 


21,957. “Improvements in and relating to electric motor-controlling appa- 
ratus." J. WHITELAW and B. A. Marxiw. September 27th. 

21,978. ‘Improvements in automatio telephc ne exchanges fcr calling one 
of se: eral subscribers on the samelire." figMENS & HALSKE Axr. ORS. (Date 
applied for under Seo. 91 of the Act, November 19th, 1908, being date of 
application in Germany.) September 97th. (Complete.) 

91,098. ‘Improvements in electrio cables." A. E. Tanxzr and E. А. 
CLAREMONT, Zepte mber 27th. 

22,029. Bccket and plug for electric lamps and other атан utilisir g 
electric current.” A. DExEREAz. Eeptember 27th. (Ccmplete.) 

29,082. “Improvements in or relating to e'ectrío pocket lamps.“ J. LI I 
September 27th. (Complete.) | А 

29,072. '' Electtio vibration pad.“ С. Herrman. Eeptember £8th. 

22. C87. " Improvements in or relating to t:iolley-arms or colléctors for eleo- 
trically-propelled vehicles 1upning withoot rails Е, M. Мскво and Ran. 
LESS ELECTRIC TRACTION Co., LTD. September 28th. 

92195. ‘Improvements in the illumination of lcome by mesne of electiic 


lomps. A. С. Keecuun. (Date applied for urder Sec. 91 of the Act, July 
Bept«mber %8.b. 


16th, 1909, being date cf application in Geimany.) 
(Complete.) 

99,133. ''Improvements relating to pads or curhicns for telephone receivers 
and similar instruments.“ H. A. Ca Non. September £8ih. 

22,141. “Improvements in and relating to switching devices for alternating 
current circuits." A.C. Heap. September 29th. 

2, 142. New and improved method for tiansmitting power by surface 
contact." Beptember 29th. , 

'99,149. Automatic working of tramway points as epplied to electrio cars for 
the streets.“ J. J. Авмьтвомо. Beptember 29th. 

22.227. Improvements in flame ale lamps," C. E. G. Опвквт. Septer- 
ber goth. 

29,994. ''Improvements in apparatus for electrically operating planivf. 
machines and the like reciprocating tools.“ LANCASHIRE LynamMo Ако Mora 
Co., LTD., and G. E. Mason. September 80th. 

22,278. '""Improvetnents in and relating to electric-flament lamps. J. 
Meszakcs, B. Fawns and A. E. McCracken, September 80th,  (Complete.) 

£2,802. "Improvements in or relating to a method of working arc lamps in 
series with incandescent lamps." A. Hrimann and W. EcBarrEn. (Date арр 
for under Sec. 91 of the Aot, October Ist, 1£08, being date of application in 
Germany.) September 80th. (Coroplete.) | 

93,885. ‘‘Improvements in or relating to electric switches and the like.” 
G. Howz and F. H. TayLog. October lst. (Complete.) 

22,450. “Improved magnetic switch." D. S. Davies. October 2nd. 
99.459. ''Improvements in alternating-current generators and motors and 
applications of them.” H. V. FIN. Ootober 2nd. 

99,454. "Improvements in electrical capstans, electrical cranes, and other 
electrical lifting, winding, or hauling appliances.”  Roxcz, Lro., and B. D 
HuLLEY. October and. 

99.458. '*"Metal-fülament lamps having filament carriers arranged 
elastically.” O. KRACTE. (Date applied for under Вес. 91 of the Jure 
10th, 1909, being date of application in Germany.) October 200. (Complete.) 

22,491. Improved spparatus for rectifying alternating currents.” E. 
Gictio. (Application for Patent of Addition to No. 17,742, 1909.) October 20d. 

22,507. '"New or improved apparatus for use in connection with telephones 
for recording and registering the number of calis made." F. E. CHUBCHABD 
and H. J. Gore. October 2nd. 


T 


PUBLISHED SPECIFICATIONS. 


ies of any of the Specifications in the following list may be obtsined 
POD ыы W. P. Тномрвом & Co., 829, High Holborn, W.C., and at Liver 
pool and Bradford ; price, post free, 9d. (in stampa). 


1908. 


METHOD оғ AND APPARATUS FOR CONTROLLING THE VOLTAGE OF DrwaMo-ELECTRIO 
MACHINERY, ESPECIALLY APPLICABLE TO VARIABLE BPEED GERERATORS. 
Stunsfleld and J. J. Hatt. 12,704. June 18th. 

ELECTRICAL DEVICES FOR PRODUCING PERIODICAL AND INTERMITTENT MOTION. 
W. Vetter and C. Mürer. 19,161. September lith. 

ErLkcrmic Motors ғов DaiviNG SUBMERGED Pumps, W. R. Macdonald. 19,384. 
September 15th. Post-dated March lith, 1909. 

Exectaic Auc Lamps, Н. Jaburg. 19,895. September 15th. 

ELECTRIC TELEGRAFHY. A. Muirhead. 19,450. September 16th. 
DrnamMo-ELectric MACHINES FOR OPERATING RoLLuG MILLS AND тия qo 
British Tbomson-Houston Co. (Allgemeine Elektricitäts Ges.) 19, 

September 16th. " Boveri et Cit 

REGULATION oF DvNAMO-ELECTRIC MACHINERY. Akt. Ges. Brown, Dove Н 
19,921. September 22nd. (Date applied for under International Conven 
tion, February 3rd, 1988.) 

ELECTRIO LIGHTING ARRANGEMENTS FOR DRESSING TABLES, MIRRORS AND THE 
LIKE ARTICLES. E. M. Ashley. 96,145. December 8rd. | | 

1хсАнрЕВСЕКТ ELECTRIC Lamrs. British Thomsor-Houston Со. (А! gemeine 
Elektricitats Ges.) 26,267. December 4th. 
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Vol. LX V.) CONTENTS: October 22, 1909. (No. 1,665 0 
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THE POSSIBILITIES OF THE ELECTRIC 
VEHICLE. 


THE more on» ponders over the position of the electric vehicle 
in this country, the more certain it appears that, some drastic 
t eatment is required for the species of *sleeping sickness" 
which has, apparently, settled on this particular form of 
locomotion. 

Probably, however, the position is not generally realised. 
Many of us are accustomed to a feeling of chagrin when we 
see smoking factory chimneys, especi»lly new ones, hard 
at work within a stone’s throw of a central station; we 
feel that something is wrong. Yet, curiously enough, there 
are very few of us who do not treat the remarkable absence 
of electric vehicles from the streets of our large cities as quite 
a matter of course. 

If we are not mistaken, the electric vehicle suffers in this 
country only from lack of enterprise, such feeble efforts as 
have from time to time been made by the makers of these 
cars having met with no encouragement from the central 
station engineers, who have everything to. gain, and having 
been absolutely swamped by the propaganda of the petrol car 
maker. 

Yet for city work in congested districts, the ріг, noise- 
less, easily operated and repaired electric car has an undeniable 
advantage over any other type of vehicle on the street— 
especially with the present trend of taxation towards its rivals. 
Fur some indication as to what may be accomplished by a 
little pushing, one turns to the United States, where the 
electricity supply companies in New York, Chicago, Phila- 
delphia, Boston and other centres have come to regard the 
electric vehicle as equally worthy of attention with the 
motor, radiator, flatiron, &c. 

It is estimated that fully 10,000 electric cars are now in 
use in the States ; New York City claims the largest number 
of commercial electric vehicles in use, the number being 
about 1,000, and Chicago claims similar honours as regards 
pleasure vehicles with some 3,000 in service. 

Los Angeles and neighbourhood boasts 575 electric cars, 
and Brooklyn 300, of which one delivery company operates 
40. In the case of Los Angeles, Mr. W. J. Grambs, in a 
recent Convention paper, stated that the rate for energy for 
battery charging varied from 2 to 6 cents per Kk w.-hour; in 


private garages the average income per month per vehicle was 


$5, and the total monthly income from public garages—the 
details per vehicle not being available—was from $50 to 
$200 per garage. Mr. Grambs considered that it was reason- 
able to estimate a yearly income of $19,500 from the electric 
vehicles in Los Angeles. 

Mr. J. T. Hutchins, dealing with the electric vehicle 
business of the Rochester Electric Supply Co., said that the 
sales of energy for battery charging had increased from 


285,470 units in 1906 to 495,490 units in 1908, or by 


73 per cent., and the income correspondingly from 
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$12,458 91 to $19,796 56, ot by 56 per cent. Some 
explanation of this improvement is found in the fact that 
the Rochester company has an organised department looking 
after this class of business, which takes particular care of the 
vehicle ownera, and assiste them in every possible way. 

In the case of the Brooklyn Edison Electric Illuminating 
Co., the services of a battery expert have been retained, 
with a view to educating and instructing the users of electric 
vehicles in the care of their batteries. 

As showing the progress made in commercial vehicles in 
America, a few years ago а 1,000-lb. load-car weighed com- 
plete 4,850 lb., and ran 25 miles at a cost of $0:0306 per 
mile; now a similar car is in use weighing only 3, 240 lb., 
and running 40 miles at a cost of $0011 per mile. 

At the same Convention, some specific examples of the 
use of electric delivery vans were given. Thus one two-ton 
truck replaccd two two-horse trucks working 12 months, 
and one additional two-horse truck during the winter 
months; the cost of horse haulage for two years was 
$9,925, while the cost of the electric truck over 2} years 


was :— 
Energy, tires, driver, maintenance 33.937 
Interest on cost is Vis sx ^ НР 690 
Depreciation (25 per cent.)... "m 1,285 


or a total of $5,912, showing a saving on the longer per- od 
of $3,418. 

A St. Louis Brewery saved 50 per cent. on haulage by 
adopting electric wagons; this concern has 50 wagons in 
service after six years’ experience of their use. 

The records of the express delivery companies show for 
J ton wagons, daily mileages of from 30 to 50, making from 
30 to 175 stops; and for 2-ton wagons, daily mileages of 32 
to +7 miles with 125 to 180 stope. 

The comparisons are, of course, mainly with the horse- 
drawn vehicles which encumber the streets of cities and 
towns. 

Now, the fact that our American consins can, and do, 
successfully employ the electric vehicle cannot be put down 
to any inherent difference between the characteristics of the 
two countries; it is simply a case of lethargy here and 
enthusiasm there. In the States, the vehicle maker, battery 
maker, motor maker, and tire maker, all boom the electric 
vehicle, hand in hand with the central-station authorities 
and assured of their co-operation. In this country the 
electric vehicle maker is scarcely known—rossibly as a result 
of the scant encouragement he has received ; the central- 
station authorities, intent on bettering their day loads by 
popularising power, heating, ventilating and cooking devices 
—all excellent in their way—have apparently forgotten the 
great possibilities of the midnight and early morning load 
which the charging of battery vehicles can very well give 
them, and overlooked the fact that, as an American contem- 
porary puts it, *an automobile uses more current for its 
storage batteries in one month than a cigar lighter does in 
10 years.” 

Some central station engineers fully appreciate the fact 
that they must sell light, heat, motive power, &c, and that 
their business by no means ends at the consumers’ meters, as 
the commercial departments which operate in conjunction 
with their undertakings bear witness; it is, there- 
fore, but a step further to add the electiic vehicle to the list 
of electrical appliances, for we may be sure that electrical 
vehicle makers will not stand in the way. 

Indecd, with the relations at present existing between the 
London supply undertakings, municipal and company, it 
should not be either difficult or individually expensive to 
impress upon the London public the possibilities of the elec- 
tric car, by means of a striking co-operative exhibit at the 
large motor shows—in which the vebicle maker would no 
doubt assist. 

Many engineers have with commendable discretion offered 
favourable terms to day-load consumers who agree to keep 
off the peak load, and with successful results; they would 
doubtless be equally glad to give even more favourable terms 


THE ELECTRICAL REVIEW. r es. но 1565 Оотовав 323, 1909. 


to garages and charging stations for supplies between mid- 
night ard 6 a.m., when their plant is practically idle. 

· Ваё even favourable rates and vigorous publicity will not 
wholly meet the case; the various supply undertakings mast 
show faith in their wares, and themselves use the electric 
vehicle where they now adopt the petrol car—in fact, the 
various Corporation departments offer a good field for pre- 
liminary work. 

Onca the central-station engineers grasp the problem, 
they will probably realise that to use a petrol car for city 
work is very much on a par with lighting the electricity 
works by gas. | 


. Tue electrical industry in this country 
1 is generally accepted as offering few 
Undertakings, attractions to investors, and come figures 

appearing in the September issue of The 

Investors’ Monthly Manual draws в comparison between 

investments of different classes, which is of interest. 

In this article arguments are put forward both in favour of 
and against the policy of confining investments to one 
particular class of security ; and an example is taken of an 
individual having invested £10,000 ten years ago in 
different forms of security, and the market value of his 
securities in 1898 and 1908 is given. 

F.om the figures given below, which are extracted from 
the article in question, it will be seen that the investor who 
selected electrical securities would have found that his 
securities had depreciated during the ten years in question 
to a greater extent than the other securities dealt with. 
British railways came next in fall value. 

It will be seen that the fall in capital value in the 
electrical investments during the ten years in question was 
from £10,000 to £4,970; British railways fell from 
£10,000 to £6,409 ; telegraphs and telephones rose from 
£10,000 to £10,582; and foreign railways roce from 


£10,000 to £20,769. 
The electrical investments referred to are these :— 
Value Value 
Securities. 1898. now. Difference. 

Charing Cress, West End and City £1,000 £324 — £676 
City of London ..  .. ii 000 411 — 689 
County of London m" 1000 563 — 437 
London Electric Sapply... 1,000  -586 — 414 
S uth London Electric ... 1,000 523 — 477 
Westminster Electric 1,000 424 — 576 
British Electric Traction 1,000 43 — 957 
Dublin United Trimways 1000 658 — 312 
Provincial Tramways... R 1,000 667  — 933 
City of Birmingham Tramwsys 1,000 741 — 259 

£10,000 24,970  —4£5,030 


At first sight it would be assumed that tbe electrical 
securities selected for investment must have been of an 
abnormally precarious nature, but on examination it cannot 
be said that these securities would have presented themselves 
as of a doubtful character when the investment was made 
ten years ago, and the heavy fall in capital value can only 
be stated to be an indication of the unsatisfactory state of 
the electrical industry from an investor's point of view. 
There are of course, as our readers are aware, many reasons 
for this. A number of the companies are those which were 
depressed for years by the London Power Bill controversy, 
and at the last meetings of some of these the consequent 
enormous depreciation in market values was referred to in 
detail. But the phenomenal depreciation shown in B.E.T.'s 
is not to any large extent due to that cause. | 

Ic might further be stated that the electrical invest- 
ments in question, confined as they are to investments 
outside the manufacturing industry, might be called the 
* cream " of electrical investments. If the manufacturing 
industry had been included, the fall in capital value would 
have been still greater; but in the course of ten years many 
new factors have arisen in British electrical manufacturing, 
and these would have to be taken into account in making a 
fair study of the matter. 
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AN article appeared in our esteemed 


Technical contemporary the Engineer on September 


Guarantees. 


24th, dealing with Technical Guarantees. 


in Engineering Contracts," which should be read with 
interest by engineers and others concerned with contract 
work. Competition has increased so greatly of late 
years that it is a difficult matter to decide on the 
best offer when considering a number of tenders. In 


some quarters price is the only consideration, but most 


engineers recognise that, despite the tendency жыш | 
standardisation, there аге many variations in the design a 
construction of machinery whicb inflnence the resulte obtaincd 
in practice. 

Too much reliance must, not be placed on guarantees given 
by contractors before acceptance, especially those of an excep- 
tional nature. High-class firms are naturally loath to give 
guarantees of steam consumption or efficiency which 
cannot be obtained in practice, though the insertion 
of truthfal figures in a form of tender may lead to 
the loss of a contract, for it is well known there 
are firms which are willing, in order to obtain work, to 
give guarantees for efficiency or delivery that they know 
cannot be realised, and also to accept almost any price or 
conditions of contract. І 

Municipal engineers are frequently called upon to give 
expert advice on technical matters, and should possess the 
strength of character to recommend their committees to 
reject tenders quoting low prices or unduly favourable 
guarantees. Penalties and powers of rejection are difficult 
to enforce and  unsatisfactory to all concerned, and if 
they know that the firm giving the most favourable 
offer has failed elsewhere to meet its obligations regarding 
operation and reliability, they should not allow their 
committees to recommend the acceptance of such tenders 
without protest. 

Complaints are heard at times that some foreigh 
concerns have not been too particular in the under- 
takings that they give, though some purely British 
concerns have not been free from blame in this respect. It 
is nob an edifying spectacle when competition for an 
important underteking resolves iteelf into an auction of 
exaggeration; it may be difficult to reject a tempting 
offer, but it should be done, for if a contract is accepted 
under guarantees which are not fu'filled, any subse- 
quent enforcement of penalties may be regarded as an 
acknowledgment of weakness or incompetence on the part 
of the engineer which he is naturally reluctant to make. 

The responsibility for the present state of affairs rests 
more with engineers and the fashionable system of control 
by lay committees than with contractors. As long as people 
ask for what they know they cannot get, and expect marvel- 
lous results and the best workmanship at lowest prices, con- 
tractors will be found willing to make the necessary promises, 
hoping to wriggle out of their undertakings at a later date. 


Heat Every subject connected with engin- 
Transmission, eering has been treated pretty com- 
pletely in detail by the many workers 

in each particular branch; but no one man has known 
the whole subject. Each writer has elaborated a small 
portion at a time. The result is that to acquire a full 
knowledge of the work done upon any branch, it is necessary 
to search through innumerable publications. Some men 
present their work to the public in the form of a paper 
read before some Institution ; others, perhaps, unconscious of 
the full value of something they have done or thought out, 
` bury their work in an obscure chapter of a book, and 


the general mass of water. 


others publish more or less casually in the technical Press. 
On this account, in o:der to facilitate the study of heat 
transmission in boilers, Prof. W. E. Dalby, in a paper pre- 
sented to the Institution of Mechanical, Engineers on | 
October 15th, has placed before the members an index of 
the literature dealing with this subject. This index covers 
about 35 pages, and gives the date of publication, the title 


. of the paper or book in which the article was published, 


the author’s name, and the library where the publication 
may be found. The working up of this index, and the study 
of each paper to the extent necessary to give the abstract 
that is to be found in the Institution library, must have 
involved great labour. 

The author indicates in his opening remarks the general 
nature of the problem of heat transmission across a boundary. 
Heat radiation into space from a black body is proportional 
to the fourth power of the absolute temperature. This 
explains why the first heating surface in a boiler is Bo very 
much more efficient than the later heating surface. 

Prof. Dalby also gives a diagrám of the several curves that 
have been drawn by different men, from Newton to Petavel, 
as published by Prof. Callendar in Nature. All the curves 
pass through two common pointe, at zero temperature, and 
at 1,800? F. (abs) and 7,000 B.TH.U. radiation per sq. ft. 
per second. 

All this has been repeatedly demonstrated practically by 
various experimenters, who have divided the water space of 
boilers into sections, and found the heat given to each 
section. The facts emphasise the absurdity of too much 
striving after heating aurface and of too liberal air supply 


to a furnace, while they uphold the contention for high-tem- 


perature farnaces, 80 necessary for smoke prevention. 

The transmission of heat by conduction and convection 
takes place firat through a cold film of gas clinging to the 
plates, and then through the surface of contact of gas and 
plate. Next there is the path through the solid plate, 
and then a breaking-out resistance into the clinging water 
film on the water side of the plate, after which there comes 
In addition, there is the resist- 
ance of soot on one side and scale and oil on the other side 
to be considered. The metal plate resistance is hardly 
worth counting as such, for a l-in. copper plate only 
offers a resistance of 1, as compared with 2 for the water 
film 28 U in. thick, and 97 for the gas film, also 5}; in. 


thick. Thus the material of the plate and its thickness 


hardly count if in metallic continuity. 

Hirsch showed that vegetable grease was more dangerous 
than mineral oil upon furnace plates, and generally the 
most dangerous greases were those that were more easily 
decomposed. 

Breckenridge found nearly 10 per cent. loss of efficiency 
with a scale of zu in. to çin., and deduced the loss as 
varying as the square root of the thickness. The structure 
of the scale has greater influence than the thickness. 

It ought to be an excellent thing to destroy the gas and 
water films which cling to the plates. Hence the value of 
high velocity of gases and of whirling movements or brush 
effects. The serious effect of films probably explains to 
some extent the heat peg theory, for it must be difficult for 


. films to adhere to projecting heat pegs swept by the flames 


which fail actually to touch the plates. 

The author notes finally how Cornish boilers still remain 
substantially as they have been for a hundred years. Nor 
have water-tube boilers shown much better results. Much, 
of course, depends on the mechanical needs of a vessel to 
carry pressure. Safety has to be the predominant factor, 
and this is what fixes types, and puts early limits on many 
proposed departures from the existing state of things. We 
must certainly express gratitude for the exceedingly valuable 
index thus presented to engineers. 
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MODERN ELECTRICAL MACHINERY: ITS 
DESIGN, COST AND EFFICIENCY. 


v By L. CROUCH. 


THE present article can be little more than a eeries of 
remarks concerning a number of curves collected by the 
author and placed in 8 form which it is believed will prove 
generally convenient. These curves (figs. 1-94) deal with 
the weight, speed, cost, efficiency and power factor of direct 
and alternating-current generators and motors, and may be 
taken as typical of modern design in these matters. Much 
has been written from time to time concerning the deter- 
mination of such figures during the design stages of machine 
construction, but little has been published, in a manageable 
form, to enable the general user or the mechanical engineer 
to determine the general properties of the motor required to 
operate his tool or crane, &c. In the past, very clumsy work 
has frequently been turned out by good works, owing to the 
lack of co-operation between the mechanical and electrical 
departments. For instance, the engineers designing a crane 
were insufficiently informed of the size, weight and speed of 
the motor that would probably be used to operate it: the 
result was, in many cases, that a motor, unsuitable electric- 
ally, had to be fitted, to conform to the mechanical conditions 
already fixed upon. Though such grave errors would not 
be likely to occur to-day in any but the most imperfectly- 
controlled works, it is still very difficult for a user, having 
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Fra. 1.—WziGHT, SPEED AND OUTPUT, 


a small grinding mill or machine tool or pump, &c., to drive, 
to obtain any idea of the size, weight and cost of the machine 
necessary for the purpose. True, he can apply toa standard 
maker of electric motors, and his needs will u:ually ke care- 
fully examined and advised upon, but it is undeniably con- 
venient to have such information ready to hand and 
covering all likely ranges of conditions, even if only in an 
approximately accurate form. Many tentative ideas only 
need reference to such curves as are presented below to decide 
their impracticability or feasibility, as the case may be, and 
small users, in particular, are frequently very reluctant, 
rightly or wrongly, to seek advice from manufacturers. 
Their apparent dread of committing them:elves by making 
such a request probably hinders the installation of electrical 
machinery, on a small scale, very considerably. 

Let the average user become aware that a 20-H.P. motor, 
suitable for driving his pump, say, would weigh 700— 
1,000 lb., cost £60 to £70, run at any desired speed between 
limits of about 400 and 1,000 B. P. u., and have an efficiency 
of 87 to 90 per cent., and he would at once realise its advan- 
tage over a steam engine, and would be possessed of sufficiently 
concrete ideas on the subject to induce him to follow up the 
matter. Thus, even from the point of view of an advertise- 
ment of the merits of the electric motor, the accompanying 
curves will be found useful by canvassers and others. How- 


ever, the wi iter finds them useful in a higher degree than the 
above. Inthe preliminary designing of an electrical installa- 
tion, whether cf generators or motors, with direct or 
alternating current, the curves here given will be found to 
present the desired information in a handier form than is 
possible by any scheme of tabulation. ' 

Little сап be written on the present subject if the object 
in view is to be attained ; the whole aim is to concentrate 
as much information as possible grophically : hence, the 
remainder of this article is copfined to remarks on the 
general conclusions to be drawn frem figa. 1 to 94, which 
P fully keyed to enable their use without continual reference 

the letterpress. In the earlier curves, several types of 
motors and generators are discriminatcd bet ween, but in the later 
figures mean cui ves have been drawn giving as representative 
results as possible, the only discrimination then drawn being 
between direct and alternating-current machines and between 
the full load, three-quarter load and half-load «fficiencies and 
power factors. 

The various classes into which machines-are divided for 
the present purpose (in fige. 1-7) are, first, direct end 
alternating-current machines, motors and generators, and, 
further, ball-bearing machines, machines with ordinary 
bearings, and in the care of alternating-current motore, 
machines with '*wourd" and tfquirrel-cage rotors 
respectively. The basis to which all quantities are bere 
referred is that of horse-power, a KW. scale being added fcr 
cenvenience to those sheets dealing with generatore. 

Fig. 1.— The curves in this diagram need little comment, 
being very consistent, and exhibiting no striking peculiarity. 
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Fic. 2.—Cos8T AND OUTPUT, 


Some difficulty is, of course, experienced in deducing а mean 
curve between B. P. 1. and  horse-power for electrical 
machinery, since, by the use of different rotor speeds, a 
given carcase can be rated at widely different horse- powers, 
while, conversely, for a given horse- power, a wide range of 
speeds (usually from 2 to 4 : 1) can be secured by the use 
of different carcaseg, The curves shown, however, represent 
the R.P.M. at which it is preferable to run the motor if 
possible. In the case of alternating-current machines, the 
exact speed is, of course, determined by the namber of poles 
and the periodicity of supply. It is noticeable that in the 
smaller units, А.С. machines usually run considerably faster 
than direct-current machines of the same horse-power. 
Above 100 н.р. output, the speed of electrical machinery 
becomes considerably more standard. 

The weight of motorsand generators naturally reflects the 
variability of the R. P. M. for a given horse-power. By using 
a small carcaseand a high R р M. to obtain a given output a much 
lighter design results than if a large low-speed macbine be 
preferred. The dotted curve (fig. 1) is representative of 
average practice. The slightly concave nature of the curve 
shows that the weight increases rather more rapidly than if 
it were strictly proportional to the horse-power. ia effect 
is mainly due to the increased material neceseary in the 
largest machines to provide mere mechanical rigidity. 
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. Fig. 2.—The main pointa to be noted with regard to the 
curves in fig. 2 are:—(1) The rapid decrease in cost per 
horse-power as the total horse-power of the motor increases ; 
and (2) the cheapness of alternating-current motors, particu- 
larly of the short-circuited rotor type. 

A small motor of, вау, 4 H.P., may cost about £50 per 
horse-power, whereas a machine of 10 —40 K. p. will require 
. an expenditure of only £4 to £2 per horge- power. The shape 
of the curves shows the extreme inadvisability of installing 
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Fic. 9.—CosT AND OUTPUT. 


machines of less than 10 H.P., provided units of the latter 


or greater ontput can be fully employed. Above ontputs of 
10 to 20 H. P., the cost рег horse-power decreases much more 
slowly. The cost of slip rings and brushes, &c., is approxi- 
mately constant for all sizes of motor between 5 and 80 H.P., 
во that the cost curves for machines with “ wound ” and 


“ gquirrel-cage " rotors are almost parallel to each other 


throughont. The costs on this sheet of carves refer to ball- 
bearing motors, but the costs are little different if ordinary 
bearings be specified ; indeed, if the smaller unite of a * line" 
of machines built up to high horse-powers be used, their cost 
may well be greater than that of the machines dealt with 
in fig. 2. The reason for this is that ball-bearings are 
seldom used on motors of over 40 H.P. output, so that all 
machines so fitted are essentially small-capacity designs, and 
hence lighter and cheaper than the smallest machines of 
ordinary motor classes in which are preserved some of the 
heavy features of design essential in the larger unite, but 
unnecessarily increasing the cost of the smaller machines. 

Fig. 3.—The curves of fig. 3 form a closely concordant set 
necessitating little remark. The high cost per horse-power 
of some of the smaller units is again to be noted. The price 
per horse-power of the medium-sized machines (say, 40 H.P.) 
is about the same as that of the corresponding machines in 
fig. 2, but the larger units (160 H. P.) fall still further in 
specific cost, finally reaching £1:20 per horse-power, and 
excellently illustrating the economy of installing as large 
unite as possible. | 

Fig. 4 treats of alternating- current generators of outputs 
ranging from 2 to 800 Kw. ; four types of machine are dealt 
with, viz., single-phase machines, two or three-phase 
. machines, belt-driven and direct-coupled in each case. The 
key to the reference letters is inset in fig.4. The ascending 
order of total cost of the types dealt with is :—Direct- 
coupled two or three-phase machines (cheapest), belt-driven 
two or three-phase machines (5 per cent. to 10 per cent. 
dearer), one-phase direct-coupled machines, one-phase belt- 
driven (again about 5 per cent. to 10 per cent. dearer than 
the direct-coupled machines). Only the mean cost per horse- 
power for the four types has been plotted, for the sake of 
clearness. It will be seen that the specific costs are here 
considerably greater than in figs. 2 and 3, though the type of 
curve is unaltered. On this point more is said below. The 
ascending order of weights of the four types is the same as 
that of the costs, so that the cost per cwt. is about the same 
throughout. These alternators are of considerably heavier 
build than the machines dealt with in figs. 2 and 3, and to 
this fact much of their increased cost is due. 
With regard to the speed of the machines—the belt-driven 
units run from 15 per cent. to 25 per cent. faster than the 


direct-coupled machines, the greatest percentage difference of 
1 рей being naturally on the slower (i. e., the larger) units. 

e higher speed of the belt-driven machines tends to 
decrease their cost per KW., but the necessity for a pulley 
and, usually, a third bearing, together with the longer bed- 
plate and heavier foundations entailed, generally overbalance 
this tendency. | 

Fig. 5.—In fig. 5 аге oollected the chief resulta of figs. 2, 
8 and 4, together with other information, the whole covering 
a range of horse-power from 10 н.р. to 400 H.P. (te, up to 
800 Kw.). From these curves it appears that direct-current 
motors are cheaper than alternating-current machines, except 
in small unite. This statement must not be accepted as 
final, since much depends on the maker, on the exact re- 
quirements of the purchaser (speed, frequency, &c.) and on. 
the accessory equipment necessary. The dotted curves 
(fig. 5) may be accepted as sufficiently accurate for any 
normal alternating or direct-current machines within the 
range of horse-power dealt with. The case of the alternating- 
current generators is rather a special one. The machines 
here appear unduly expensive, but in larger units their cost 
per horse-power is much reduced. The class of alternator 
represented by this curve is heavier than is always necessary 
and, in a later article, the writer hopes to go more fully into 
the question of the cost of alternators. This cost is very 
dependent on the specification to which the machine is built 
(voltage regulation, power factor, &c.), and is, in most cases 
below 500 Н.Р. output, considerably greater than that of the 
corresponding D.C. generator. a | 

In figs. 6, 7, 8 and 9 are treated the most important 
constants of electrica! machines from the operative point of 
view—viz., the efficiency and power factor obtainable under 
various conditions of loading. The importance of. high 
efficiency and power factor is frequently imperfectly realised : 


in general, the higher the efficiency and power factor of a 


motor or generator the higher its capital cost, and since the 
running cost of the whole equipment is less the higher the 
efficiency, and the cost of much of the apparatus 
(in the case of А.С. machines) is less the higher the power 
factor, it is clear that any increase in the efficiency and power 
factor of an electrical machine has a definite capital value. 


U 
~ 2 OR S-PHASE, BELT DRIVEN 
1 - PHASE, DITTO 
R= RPM W = WEIGHT 
T * TOTAL COST. Н = £f o. 


Ln E 
o 2 100 17 200 250 300 KW. 


ча. 4.— SPEED, Мант, Cost AND OUTPUT. 


The extra amount which it will pay the purchaser to expend 
per added 1 per cent. of efficiency or rise of power factor, is 
such that the interest on this capital outlay equals or is less 
than the net working economy attributable to the improved 
efficiency or power factor (after allowing for the capital cost 
of all accessory equipment and for any increase in certain 
items of the running cost necessary to secure the higher 
efficiency or power factor). The bonus which may be offered 
for every 1 per cent. higher efficiency and power factor above 
the value specified in the tender may thus be readily deter- 
mined in every case. The purchase of a low efficiency motor, 
because it is capitally cheap, is not necessarily a good invest- 
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ment in the long run. The problem is entirely a commercial 
one, and may be solved as guch. | 

The lettering attached to the curves of fig. 6 and the 
succeeding figures is to be thus interpreted :— The capital 
letters refer to the keys inset in the various figures, the 
numeral }, 3 or 1 refers to a 4, 4 or full-load test respectively ; 
n means that the curve deals with the efficiency of а machine, 
beg p f denotes that the power factor is the function dealt 
with. 

Fig. 6, dealing with direct-current and alternating- 
current ball-bearing motors, shows that over the range of 


Pia. 5.—AvgRAGE Curves OF Cost AND OUTPUT. 


horse-power treated there is little to choose between direct 
and alternating-current machines, the alternating-current 
machines having the advantage, particularly at half-load. 
The latter is not necessarily always the case: by varying 
the design and somewhat raising the cost per horse-power, a 
very high efficiency can be secured on a direct or alternating- 
-current machine at practically any desired load. The 
very considerable drop in efficiency as the output of the 
motor falls below 10 Н.Р. is to be noted, and forms a further 
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disadvantage congequent оп the use of small machines. 16 
is to be noted that the power factor falls considerably faster 
than the efficiency as the load falls from its normal value. 


Thus the efficiency of а 30-H.P. alternating-current motor 


(fig. 6) falle from 89 per cent. on full load, to 87:5 per cent. 
on half-load, whereas the pore factor falls from 89 per 
cent. to 83 per cent. over the same load range. The fall 
in efficiency from full to three-quarter load is usually only 
one-half to two-thirds that occurring between three-quarters 
and one-half full lcad, and such a distribution is very 
desirable, since a motor properly chosen for ita load will 


: 
usually run at between three-quarter full and ita full rated 
output. 

Fig. 7.— The curves of fig. 7 clearly show the generally 


acknowledged superiority of direct- current motors in the 


matter of efficiency of larger unite. The direct - current 
machines have an advantage of from 2 per oent. to 8 per 
cent. at full load and slightly more at half-load. The very 
considerable fall in power factor of alternating-current 
motors from full to half-load is again shown, and is here 
more serious than in fig. 6, chiefly owing to the greater 
slip, which is, for instance, now 4 per cent. at about 50 H.P., 
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whereas in fig. 6 it is then only about 24 per cent. Apart 
from these pointa there is little to note in fig. 7 beyond those 
already noted for fig. 6. The efficiencies are, in general, 
the same in both cases. The ball-bearing machines have 
naturally a slight advantage in this respect. 

Fig. 8 deals with the efficiency of generators, the curves 
shown being based on three types of machine covering a 
range of outputs from 3 H.P. to 180 H.P.(2 Kw. to 140 Kw.). 
The curves lie close together and enable average efficiency 
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Fig. 8.—EFFIOIENCY OF GENBBATOBS. 


curves to be deduced, as in fig. 9. The efficiencies agree 
closely with those given for D.c. motors in figs. 6 and 7, 
and this would be expected, since there is no inherent 
differenoe between a direct-current motor and generator. 
The remarks regarding the 2-load efficiency being greater 
than the mean of the full and half-load efficiencies again 
apply. The efficiency of 98 per cent. obtainable in 170-H.P. 
generators at full load is not exceptions]: an even higher 
efficiency can be secured, and on smaller machines, by the 
exertion of special care in the design of the machine. At 
the present day the efficiency of some units in the series of 
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a given type of machine is frequently slightly sacrificed to 
obtain & convenient standardisation of machines, whereby a 
minimum number of parte and patterns will cover a maxi- 
E range of motors or generators as regards output an 
speed. | 
Figs. 9 and 94.—The curves on this page form a con- 
venient summary of the results expressed in full by figs. 6, 
7 and 8. Ball-bearing machines are discriminated from 
thoge fitted with ordinary bearings, since the increased effi- 
ciency consequent on the use of the special bearings amply 
compensates their adoption, on small motors particularly. 
The power factors of alternating-current machines are sum- 
marised in the inset diagram, fig. 94. The dotted curves 
I, II, fig. 94, show the mean power factors to be expected 
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from normal alternating-current motors on full and half- 
load respectively, while curve III deals with alternating- 
current generators of the type already referred to (figs. 4 
and 5). The efficiency curves Iv, V and ут, fig. 9, show 
reasonable values to be assumed for the efficiency of elec- 
trical machinery in general (excepting those machines fitted 
with ball bearings, which are separately dealt with) on full, 
3 and 4-load respectively. 

No further comment is necessary on this family of curves, 
except to reiterate that electrical machinery, having an 
efficiency varying from 80 per cent. to 95 per cent. on full 
load (less by only about 1 per cent. to 2 per cent. on three- 
quarter load and 3 per cent. on half-load) has assumed a 
position in modern engineering and manufacturing practice, 
the importance of which it is difficult to over-estimate, and 
which it would be impossible to fill by any other means. 

It is the author's sincere hope that the present set of 
curves may lead to & yet more general appréciation of the 
merits and possibilities of electrical machinery, and be as 
useful to others in roughing out designs of every descrip- 
tion as they have proved to himself. 


——— E Ó 


The L. C. C. Stores Appointment.—It will be remem- 
bered that the L. O. C. advertised a short time ago for a Chief 
Officer of Stores at £1,000 a year. It was reported to the Council 
on Tuesday that there were 300 applicants for the position. Of 
these 36 were sel for interview, and 35 responded. The 
Stores Committee then reported that in their opinion. none of 
them were so fitted for the appointment as Mr. F. W. Mackinney, 
one of the assistant clerks of the Council, who for nearly three 
years has been entrusted by the clerk of the Council, with the 
work of store reorganisation which has been carried on under the 

irections of the Stores Committee, who accordingly recommended 
his appointment. The Stores Committee submitted, with the name 
of Mr. Mackinney, the names of five of the candidates. Each of 
these has been seen by another Committee, which endorsed the 
opinion of the Stores Committee that Mr. Mackinney shonld be 
appointed tothe position. To comply with Standing Order No. 
86, three names were submitted, as follows: — Mr. E. J. Allen, Mr. 
G. H. K. Kingdon, Mr. F. W. Mackinney. 

The matter came before the Council on Tuesday, and the recom- 
mendation was adopted by 37 votes to 13, after discussion, in the 
course of which objection was made to the way in which the 
appointment had been carried through. 


A NEW TYPE OF CASCADE INDUCTION 
MOTO. ` 


By M. I. WILLIAMS-ELLIS, M.Issr.M.E.E. 


THE cascade induction motor is no new idea, although there 
are few examples that have given a really good account of 
themselves, being generally an inefficient and cumbersome 
form of apparatus. But a motor of this type has now found 


its way into both the English and foreign markets, which is 


а most practical and highly efficient machine, being manu- 
factured by the Sandycroft Foundry Co., under the patent 
rights of Mr. L. C. Hunt, M.I.E.E. 


AND 8. RoroR or Cascapz MOTOR. 


Being the first in this country to adapt the above type of 
machine for haulage use, I have no hesitation in putting 
forward the figures obtained as the result of a test taken by 
me of a 70-B.H.P. cascade motor haulage set that I have 
erected for Messrs. The Buxton Lime Firms Co. at their 
quarries in Derbyshire; this is the second set that they 
have had erected for such work. The motor is connected 
to a 500-volt 50-cycle three-phase circuit, and as a drop in 
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Curve оғ PO WIR Factor or CascaApmB Inpvorion MOTOR. 


the line had to be allowed for, the machine was designed 
for a pressure of 485 volts. Both sets have given full 
satisfaction, and have proved themselves well suited to 
the work, the chief advantages being total elimination 
of slip rings, with the full characteristics of a slip-ring 
motor. The windings on both stator and rotor are of a 
simple nature, and the machine is controlled through 12 
tappings taken from the parallel windings of the stator 
and worked in pairs, each pair being finally short-cir- 
cuited when the machine has reached approximately 
its final speed. Both machines are of the 12-pole 
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type, while the air-gap is kept very short, and for this reason, 
to provide against a bearing wearing the slightest shade, a 
simple device for recentring has been added. 

e above motors are each connected through double- 
reduction gearing to a set of four drums giving a rope 
of 45 miles per hour, which is a maximum safe working 
speed upon roads as laid in this class of quarry work. The 
motors themselves have raw-hide pinions fitted, aud in spite 
of the humidity of the locality I have found such: pinions 
work without the slightest sign of wear or detrimental effect 
due to climate, in conjunction with haulage motors erected 
some four years back. | 

The efficiency of а Cascade motor is naturally expected to be 
low, and for this reason the full-load efficiency of 85 per cent. 
was specified, while the actual tests gave the following: Full- 
load efficiency, 88:5 per cent.; half-load efficiency, 87 per 
cent. ; 14 load efficiency, 89 per cent. The specified over- 
load was 100 per cent.: the actual overload developed on 
test was 110 per cent. » 

Final Temperature Reached after 4 Hours’ Run. Stator 
winding, 62° rise ; surface of stator winding, 48° rise ; stator 
core, 67° rise; rotor copper, 46° rise; rotor core, 55°. 

The following are test figares of a 70-B.H.P. three-phase 
“ Cascade” motor, 50 cycles, 492 R P.M., 485 volta, taken by 
the writer for the Buxton Lime Firms, in 1909. 


Wattmeter Per phase. 8-pole alternator. Motor. Po 
readings. Volts. Amperes. R.P.M, P.M. factor 
59,900 499 76'8 770 — '918 
57,270 485 73b 760 490 929 
61,500 483 80 760 490 92 
57,690 485 75°2 750 485 91 
58,050 479 76:2 760 490 92 
57,690 483 75:4 750 480 91 
63,420 489 81:5 760 485 92 
58,200 492 945 770 500 91 
М№о-голр READINGS. 
4,030 488 18 65 760 500 
4,020 488 18 65 760 500 


| INSULATION TEST. 
2,000 volts a-c. for three minutes from all windings to earth. 


SOME NOTES ON REFRIGERATING 
MACHINERY. 


By FRANOIS H. DAVIES, A.M.I.E.E. 


Ав a desirable class of load for electricity supply undertakings, 
there is no doubt that refrigerating machinery occupies a 
prominent place. Generally speaking, its period of maximum 
work is in the summer when the station output is at its 
lowest ebb, and the load factor is in almost all instances 
good, as in the hottest weather the machinery has often to 
be run 24 hours daily. In ehort, where there is any chance 
of succeeding, it is well worth while to make a special effort 
to cultivate load of this nature, and the following outline of 
refrigerating practice is offered as a help to this end. 
Leaving out of the question exceptional cases, such as 
natural ice skating rinke, there are two broad purposes for 
which freezing plant is employed : (1) The manufacture of 
ice in can, cell, or plate form ; (2) The cold storage, freez- 
ing or chilling of goods, such as foodstuffs, furs, tobacco, 
beer, &c. For either of these pur there are at present 
two leading types of machines on the market, one of which 
operates on the ammonia compression system, and the other 
on the carbon dioxide principle. It ig not neceseary to go 
into the relative merits of the two, upon which point there 
is, of course, some divergence of opinion. Both аге success- 
fully employed, and to the supplier of electricity it matters 
little which system is adopted. Fig. 1is a diagram showing 
the action of a plant employing anbydrons ammonia (NH,), a 
liquefied gas. Following its course from and back to the com- 
pressor, the ammonia gas under high pressure is delivered to 
the condenser, being there cooled by the action of the 
circulating water and converted into a liquid. It is now 
allowed to expand into the refrigerator coils, where it turns 
again into a gas, producing an intense degree of coldness. 


After passing through the coils the gas flows back to the 
compressor, and the operation starts over again. 

The refrigerator may take several forms, according to the 
purpose for which it is to be employed, and the degree of effici. 
ency required from it. For cooling a store, the moat usual course 
is to place the refrigerator coils in a part of the room parti- 
tioned off from the rest, circulating the cold air through the 
room or rooms by means of a fan, and if more than one room 
is used, through wooden ducts fitted with dampers. 

There are, however, elaborations of this system involving 
the use of brine circulating pipes, &c., which, though 
interesting, are rather beyond the scope of a cursory review. 
Particulars may be obtained from numerous makers, and they 
should certainly be investigated before any serious work is 
undertaken. 

As previously indicated, refrigerating apparatus is used 
either for cold storage, freezing, or chilling. The former 
consists in maintaining in a sound condition perishable goods 
which have previously been either frozen or chilled. Freez- 
ing speaks for itself, and chilling consiste of reducing the 
temperature of articles to not lower than 35° F. Some 
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Fic. 1.—DiAGBRAM OF THE AMMONIA REFRIGERATING BysTEM. 


makers recommend 34° F. as the best all-round temperature 

for cold storage, but it should be noted that various goods 
uire different temperatures, and to secure the best 

this point should be carefully looked into. 

To give a few examples taken from common practice. Eggs 
require a temperature of 34°, fresh meat 85°, die». 32.93, 
fresh fish 25°-80°, game 25°-28°, fars 85°, and frozen rabbits 
as low as 15°. 

A most important point in cold storage or freezing 
installations is the method of insulating the refrigerating 
chamber. All six sides must be thoroughly lagged, and the 
usual practice in well-planned installations is to allow, in the 
following order, 1 in. air space from the wall, one layer of 
1 in. tongued and grooved boards, two layers of waterproof 
paper, 6 in. of slag wool or silicate cotton, two layers of 
waterproof paper, and one layer of 1 in. tongued and grooved 
boards. If considered desirable, the inner layer of 
and the air space may be dispensed with, but in this case the 
wall should be given a coating of waterproof paint. 

So much of the efficiency of an installation depends upon 
the lagging of the chamber, that too much attention can- 


not be accorded it. Unfortunately, the average butcher 


or provision dealer’s cold storage room is generally not at all 
well lagged, and this constitutes one of the greatest diffical- 
ties in persuading him to substitute a freezing plant for the 
usual archaic method of filling the store with blocks of ice. 
Without proper insulation the best resalts cannot be promised, 
and while a man may be willing to go to the expense of 
installing the machinery, he generally objects to having tọ 
rebuild or alter the walls of his store. 
Since even a small butcher with his primitive ice-box will 
often expend 20s. to 408. a week on ice during the h 
weather, it is possible even under bad conditions to show him 
a monetary saving ; but bad lagging will necessitate longer 
hours of running, and that is the rock upon which 
many negotiations have split. .To reduce the hours of 
running, a very efficient accumulator system which gives 8 
ood reserve of cooling power has been introduced by the 
Pulsometer Engineering Co., and other firms. It will meet 
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cases where Sunday or all-night running is out of the 
question, but it, of course, involves additional capital 
expenditure. 

As conditions vary so considerably, it is impossible to give 
hard and fast figures to apply to any case; the power 
required, and therefore the cost, may, however, be estimated 
from the following figures given by Messrs. Ernest West 
and Benyon, Ltd. :— 


Internal capacity of 
insulated cold rooms at 84? F. B.H.P, required by 
cb. ft. compressor, 
350 2 
700 2i 
1,100 
1,600 84 
2,800 4 
4,000 
7,000 64 
9,000 8 


In conclusion, it many be of assistance to append some 
arguments which may fairly be employed in support of 
refrigerating plant versus the ice box. First, there is the 
question of monetary saving, which is particularly noticeable 
in the case of large plants. Owing to loss by melting 
during carriage, the cost of ice in outlying districts is often 
very high, and in such cases it is a simple matter to show 
and guarantee a saving that should prove a powerful induce- 
ment. In effectiveness there is also much to say in favonr 
of a machine, and a great deal against the ice box. Tem- 
perature cannot be properly controlled by the latter; the 
air іп the room is damp; the ice, if natural, may come from 
very unhygienic sources, and the ice and its bin take up a 
deal of room in the very place where it cannot be spared. 

Upon all these points the refrigerating machine obviously 
shows up to advantage; there is better circulation and dry 
air, and—an important point—the temperature is easily 
regulated. The question of capital outlay is often one of 
some difficulty, and can only be met by some form of hire- 
purchase scheme. puse speaking, the price of a small 
installation to deal with a storage room of 700-800 cb. ft. 
capacity is £90, the room iteelf, the motor and accessories 
being extra. The majority of firms will be found quite 
willing in hopeful cases to supply plante on trial, and by this 
means, coupled with the unquestionable advantages offered, 
it is quite possible to do much good work among butchers 
and provision dealers. 
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CORRESPONDENCE. _ 

Letters received by us after 5 Р.м. ON TUBSDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the voriter's name and address in our possession, 


Magnetising Current of an Induction Motor. 


The magnetic fluxes in an induction motor can be divided 
up as follows :— | 

1. The working flux. 

2. The stator leakage flux. 

3. The rotor leakage flux. - 

'The stator current will produce a magnetic flux in the 
stator, and the induced current in the rotor will produce 
another flux perpendicular to the stator flux ; the resultant of 
these will be the working flux, and the current taken by the 
stator to produce this flux will be the magnetising current 
(that is, the resultant of the stator and rotor currents). 

The stator leakage is that part of the flux which does not 
enter the rotor, but passes from tooth to tooth; therefore it 
does not affect the rotor conductors, but it appears in the 
form of self-induction in the stator windings. 

The rotor leakage is that part of the flux which is formed 
in the rotor core, and does not enter the stator ; this produces 
a back E. M. F. in the rotor windings, and will tend to 
demagnetise the stator, so causing an increased stator current 
to overcome this. The stator and rotor leakage increase 
with the load. If a motor is running unloaded the magnetis- 
ing current taken will be sufficient to maintain the resultant 
flux due to the stator and rotor currente, 


In the case mentioned by “ Troubled " there will be no 
rotor flux or leakage due to rotor current, therefore the current 
taken by the motor will only be that necessary to produce 
the stator flux and leakage. The magnetising current taken — 


‚Фу a single-phase motor will be much greater than that 


taken by a polyphase motor per phase, as there is a large 
current in the rotor which is almost wattless ; this current ів 
sufficient to produce a flux at right angles to the stator flux, 
and this causes an increased stator current. 

If the motor in question is 4 single-phase one, the fact 
of its being open-circuited will decrease the stator current 


considerably. 


W. Daneer. 


Manchester Exhibition Accounts. 
In answer to the numerous inquiries from exhibitors and 


| others as to the delay in publishing the above, I would say that 


this has been occasioned entirely by the special conditions 

under which the Exhibition was organised, but I hope that 

the trade will be satisfied with the results that have now 

been put before them. | 
E C. S. Northcote, 

Late General Manager to the Exhibition, 


London, S;W., October 14t^, 1909. 


Coefficient of Self-Induction. 


In quoting a few lines from our previous letters your 
reviewer, we think, hardly does us justice. Our statements, 
of course, should not be construed apart from their context ; 
and your readers, recognising this, will see that the meaning 
suggested by your reviewer cannot fairly be read into our 
letters. For this reason we are well content to leave the 
matter in their hands. | `. | 

With the statement in italics at the end of your reviewer's 
last letter we find ourselves unable to agree. In a strict 
academic sense it is, of course, true; but we think that to 
abandon Maxwell’s coefficient merely because it is not con- 
stant throughout a half wave, would be to take a course 


which, if logically followed, would effectively destroy every 


ordinary alternating-current calculation. By substituting 


. for irregular waves their Ton sine waves, the 
9 


coefficient, as defined by Maxwell, may be made to serve in 
vector equations ; provided that the density in the iron does 
not approach saturation. A complex number is, as we.have 
pointed out, involved in the coefficient when so used, unless 
iron losses be neglected. — ^ 

All this follows from, and is exemplified in, the work of 
Steinmetz, S. P. Thompson, and many others. In case, 
however, your reviewer does not admit the authority of such 
writers, we might perhaps refer him to an author whose 
dictum we have reason to think he will not question. In 
Dr. Russell's second volume of Alternating Currents " he 
will find under the equations for a transformer an expres- 
sion for Maxwell’s coefficient in terms of the reluctance of 
an air circuit. Dr. Russell further points out that, to an 
iron circuit with constant permeability, these equations are 
applicable ; and in subsequent calculations not only does he 
assume the permeability as constant, but he also attempte to 
justify the neglect of iron logses—of which neglect at least 
we are not guilty. 

We think that perhaps we may congratulate ourselves 
on one result of this correspondence, viz., that it has appa- 
rently caused your reviewer to modify his opinion as to the 
relative usefulness of the two forms of the coefficient of self- 
induction. . 

On August 6th be writes, in comparing the use of Max- 
well’s coefficient with that commonly adopted by electrical 
engineers, We are, therefore, at a loss to understand the 
greater convenience of the coefficient used by electrical 
engineers." 

On October 15th he writes of Maxwell's coefficient that 
it cannot be used in vector equations at all.“ 

C. F. Smith, 
William Cramp. 
. Municipal School of Technology, 
Manchester, October 18ih, 1909, 
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Applications for Employment. 


For some time past there have been advertisements in 
your columna from persons who claim to be able to set out 
applications in such a striking way as to attract the notice 
of prospective employers. and enhance their chances of 
success. For the benefit of those who are striving to obtain 
n would any of the RRVIEw readers kindly say if they 

ave ever availed themselves of these offers, and if by 
following their advice they have succeeded in obtaining poete 
which they honestly believe they could not have secured if 
they had made out their own applications? .  . 
| Luckless. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


A Novel Indicator Board.  - 


A vertical indicator board recently brought out by Musans. 
Mix & Отнкквт, of Scbóneberg-Berlin, is provided with a drop of 
extreme simplicity, the vane stem being designed to work also as 
the armature of an electromagnet. Unlike the usual type of indi- 
cator, in which the jacks rotate or oscillate round an axis after 
being disengaged, the design of this vertical” board is based on a 
simple falling motion. 

A short distance in front of the electromagnet is an extension of 
the vane stem, which, when set, rests obliquely to the vertical on & 
projection from the lower part of the frame. As soon as the elect10- 
magnet istraversed by a current the magnet attracts this stem, 


Fids. 1 An D 2.—" VEBTICAL" INDICA TOR Boarp. 


drawing it into à vertical position. Directly the current is 
interrupted the vane is disengaged, and tbe drop falls into 
position behind the window. 

The drop is replaced mechanically by a slide working from 
beneath; the rod protruding from the box is connected inside 
the latter with a horizontal bar, which when lifted presses against 
the angular end of the vane stem, and this being raised strikes 
an inclined slide which sots the jack in an inclined position. Very 
little energy is required to actuate the indicator, and the size and 
' weight of the board are reduced to the minimum. 


The Wilkinson Thermal Column. 


Mr. Guo. WILKINSON, borough electrical engineer, Harrogate, has 
devised à new apparatus for returning water condensed in steam 
pipes, &c., to the boilers without loss of heat. The “Thermal 
Column,” as it is called, consists essentially of two chambers—the 
sump and the receiver—connected by a pipe, the sump being placed 
at a low level so that water draining from the steam range, separa- 
tors, jackets, &c., will flow into it by gravitation, while the receiver 
is situated 5 or 6 ft. above the tops of the boilers, with which it is 
connected by a pipe with a non-return valve. In operation, water 
collects in the sump until it seals the rising pipe, thus cutting off 
the latter and the receiver from the supply of live steam. Directly 
this happens, the pressure in the receiver drops, and the water in 
the sump is forced up the pipe into the receiver, until steam 
re-enters the pipe and establishes equilibrium of pressure in the two 
chambers, while the water raised flows from the receiver into the 
boilers. To provide against excessive rushes of water into the 
sump which might overcharge the receiver, an automatic relief 


valve is fixed on the latter, but such flooding does not occur under 
normal conditions. The apparatus, we are informed, has been in 
successful operation for nearly 12 months at the Harrogate Electri- 
city Works, where it may be seen by those interested. It will be 
noticed that the column has no opéning to the atmosphere, so that 
there is no loss of heat by evaporation—the only loss being the 
slight radiation from the lagged surfaces of the chambers and pipes; 
there are no moving parts, and the operation is entirely automatic. 
The system is applicable to the steam heating of buildings, as well 
as to power stations. 


A Dioptric Sign. 


The Dropraic Siam Co., Lrp, of 4, York Buildings, 78, Duke 
Street, Liverpool, have introduced & system in which each letter is 
fitted with a dioptric lens and lighted with a single lamp, the effect 
being uniform illumination of the whole of the letter, as shown in 
fig. 3 herewith. It is claimed that this constitutes a great advance 


чо 3.—Dropraic Lerree Bien. 


over present practice, and affords means of concentrating the light 
in a particular direction if desired, or of producing an effect of 
automatic flashing, due to the movement of the observer. The 
letters are built up separately in galvanised steel cases, and 
measure 15 in. x 12 in.. A dioptric sign measuring 22 ft. over all 
is being erected at a Liverpool theatre. 


New Reflector Sign. 


Mzssns. W. Lzonarp & Co, 4, Soho Street, Oxford Street, W. 
are placing on the market a combined window lighting and adver- 
reflector, shown in end view in fig. 4. It will be seen that 

while the advertising device— which consists of a frame containing 
a letter plate, interchangeable with similar plates bearing different 


Fic, 4.—REFLECTOR ADVEBTISING BION, 


legends—is illuminated, light is also reflected backwards upon 
the contents of the show window, and the spectator is not dazsled. 
Bpring lamp-holders are used to lengthen the life of the metallic- 
flament lamps, and the frames can be made in any sise desired. 


Magnetic Storms.—An interesting discussion, aroused 
by the storm of September 25th, has been going on in Nature 
elsewhere, between Sir Oliver Lodge and Dr. C. Chree. The formet 
claims that the phenomena are consistent with and strongly support 
the theory that such storms are due to the emission of таќ 
multitudes of electrons from the surface of the sun during a solar 
eruption, as evidenced by the appearance of "spots on the #2. 
The stream of electrons, projected at an immense velocity in the 
form of a conical beam, has a magnetic effect calculated to be 
equivalent to that of hundreds of millions of amperes, and as the 
beam passes over or near the earth, the magnetic disturbances past 
from positive, through zero, to negative. Dr. Chree pointa ont, 
however, that the disturbances are not limited to the declination, м 
Bir Oliver appears tacitly to assume, but take place also bothin 
the meridian and in the vertical component of the earth’s magnetic 
force, and the storm does not correspond to a disturbing force in s 
fixed direction, waxing and waning, but is irregular and oscillatory. 
Moreover, the average duration of such storms is not 9 hours, bu 
30 hours. Dr. Chree does not combat or support the emission theories 
but calle for reservation of judgment and minute stady of the 
with an unbiased mind. 


— — — 
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ELEOTBIO INSTALLATIONS IN Mm. 
[Prosecutsons by the Home Office.] 


TuROUGHOUT the West of Scotland more than ordinary interest was 
taken in the prosecutions which, on Wednesday last week, at the 
instance of the Home Office, were taken against Mr. Andrew 
Balmond and Mr. James Salmond, the manager and general manager 
respectively of the Ferniegair pit, near Hamilton, belonging to the 
well-known coal-producing firm of Archibald Russell, Ltd. The 
complaints which were the outcome of the recent explosion 
at Ferniegair Oolliery, by which three men lost their lives, 
were heard in the Hamilton Sheriff Court, the presiding judge 
being Sheriff Thomson. 

The charge against the general manager (Mr. James Salmond) 
was that of having on June 27th, 1909, failed to bave, in the oom- 
pletely insulated electric circuit in use for the cutting of coal 
in Ferniegair pit, an earth or fault detector kept connected up in 
the generating station, to show immediately any defect in the 
insulation of the system in use in the pit. Accused at a 
previous diet had denied the charge, and on Wednesday he was 
pre to adhere to his ples, the counsel for the defence 
the Hon. Wm. Watson, advocate, Edinburgh. At the 
outset of (the proceedings, however, Mr. Wm. Thomson, Pro- 
curator Fiscal, Hamilton (who appeared for the Crown), 
intimated that he would not proceed with the charge against 
Mr. James Salmond, the general manager of the colliery. 

Thereafter, the manager, Andrew Salmond (a son of the previous 
т ent), was called to the Bar, and the charges against him 
included the specific complaint already detailed, as libelled against 
his fatber, together with the further offence of having on June 27tb, 
in the Virtuewell seam of Ferniefair Colliery, failed to keep the 
electric cables for the portable electric coal-cutting machine pro- 
tected with either galvanised steel-wiring armouring, extra stout 
braiding, hose-piping, or other effective covering. The charge- 
sheet further bore that, on the date in question, the onter braiding 
of the trailing cables had been exposed and worn in different 

and that there had been failure on the of the respondent 
to bave the exposure of the insulating sheath of cables promptly 
repaired. Accused denied the cbarge, and were defended by the 
Hon. Wm. Watson, advocate, Edinburgh. ` 

Before witnesses were called, the Fiscal said he intended to drop 
the first charge, that of failing to have an earth or fault detector in 
connection with the generating station. It had now been ascer- 
tained that there was such a detector, although it was not at its 


lace. | 
Phe chief witnesses for the Orown were Mr. J. M. Ronaldson, 
Н.М. Inspector of Mines for the Western District of Scotland; and 
Mr. Robert Nelson, Electrical Inspector of Mines, London. The 
latter's evidence was ed as the most important, and he 
deposed that following the explosion on June 27th, he had examined 
the electrical fittings of the piton July 1st. Very special attention, 
he said, had been directed by him to the condition of the trailing 
cable attached to the coal-cutting machine in the Virtuewell seam. 
The trailing cable consisted generally of two copper wires covered by 
rubber insulation, on the top of which there was a cotton braiding. 
Above that again there ought to be а rope or leather covering. In 
the present instance he thought there were both layers of rope and 
leather constituting the outer covering to the trailing cable. In 
accordance with the provisions of the Act, the india-rubber insula- 
tion was not a proper protection for mechanical damage—the 
material protection being the rope or leather covering. As 
examined by bim, after the explosion, the trailing cable was only 
partly effectively covered. He observed that at three or four parte 
of the cable the outer covering was entirely gone, and the only pro- 
tection to the live wires was the cotton braiding and the india- 
rubber insulation. With this condition of affairs, three things 
might have occurred, all of which would have been prejudicial to 
the pit and the men working therein. First, there might have been 
a fall from the roof, which would have cut the cable in two, Then, 
if that happened when the motor was running there probably would 
bave been sparking. Then, again, the cable might have been trampled 
under foot, and in that event a man standing on it would have sus- 
Such a shock might have been sufficient to kill a 
depended on the nature of the ground and the 
Witness said he would not 


Pirface and underground. | Modul wa 
In reply to Spuayry Тномвон, Мв. №160 said he was bound 


trical coal-cutting machineman, Larkhall 


to admit that apart from the apparent defects in the outer braiding, 
the trailing cable appeared to be in good condition. 

For the defence, evidence was given by Јони WisHART, elec- 
| „ and Тномлв WBIGHT, 
machineman, William Place, Ferniegair, to show the precautions 
which the management of the colliery took to ensure that defects 


in the electrical fittings were promptly attended to. 


ALEXANDER ANDERSON, managing director of the firm of Mesers, 
Anderson, Boyes & Oo., Ltd., electrical, mining and mechanical 
engineers, Motherwell, stated that he had examined the trailing 
cable on. July 26th, a month after the explosion. He was then in- 
formed that the cable had undergone no alteration whatever from 
the condition it was in immediately following the blast, On the 
occasion of bis examination he observed that there were two parta 
of the cable where it was exposed, and where the dielectric was 
specially There was a third instance where the covering 
was injured, but there was no of the cables or the pro 
insulation. In his view, he regarded it as possible that these defects 
might have been caused in the course of the explosion. He did not 

e that statement with absolnte certainty, but the defects to 
N could have happened through the débris being thrown 
a 

The Fiscat, in pressing for a conviction, said it had been sought 
to be made out that the defects found in the trailing cable, subse- 
quent to the explosion, were caused by the blast. He maintained 
that such a contention was far from being sound, because they had 
the clear and conclusive evidence of the two mines inspectors to 
demonstrate that the condition of the cable was not of recent origin, 
but had been in existence before. They could not definitely say 
that these defects brought about the explosion, but of this they 
were certain—that there had been gross negligence on the part 
Y the management of this colliery, resulting in the loss of three 

ves, + 5 

SHERIFF THOMSON, without calling upon counsel for the defence 
to address the Court, said he thought the trailing cable was un- 
doubtedly quite sufficient to start with. Then they had it on evidence 
that the cable was thoroughly overbauled and repaired six weeks 
before the accident. From the evidence he thought it was proved 
that these defects were not caused by the explosion, but that they 
must have existed before it. Apparently they were not of quite 
recent origin. It was probable, but by no means certain, that they 
existed before the shift began, and, of course, it might be that 
they occurred in the course of the shift. If they existed before 
the shift then there was gross negligence somewhere. From 
the evidence led that day he did not find any neglect of duty on 
the part of the machineman, and on the assumption, which he 
stated previously, that the defect arose before the shift began, 
the only inference he could draw was that the negligence lay with 
the machineman primarily, and only secondarily, if at all, with the 
manager. 80 far as the latter official was concerned, he did 
not find that he was negligent in his supervision. He did not find 
that he was negligent in any system of examination or repairing, 
and he did not hold he was negligent in the enforcement of any 
rule. In the whole circumstances he could not see that any 
responsibility had been brought home to the respondent, and there- 
fore he must dismiss him from the bar. | 

The verdict of the Bheriff was received with some applause in 
Court. | 


WESTERN v. BARR. 
Ix the King's Bench Division, on Monday, October 18th, judgment 
was given in default of appearance of the defendants in the action 
of Mesers. G. Western & v. Messrs. Louis Mortilmas Barr and 
Co. Plaintiffs claimed the sum of £119 158. 6d. in respect of 
supplying electrical fittings, &c., to defendants’ premises. 
Me Јовтісв HAMILTON ordered judgment to be entered for the 
amount claimed, and coste, — | 


McMULLEN v. SUNDERLAND Distaicr ELECTRIC TRaMWAYS 
Co.,,Lrp. 


AT the Sunderland Oounty Oourt, on 18th inst, before Judge 
O'Connor, Isabella McMullen, of Silksworth, sued defendant 
company for £25 damages in respect of injuries received. 

Mn. Н. M. MoLzaN, for the defendant company, admitted 
liability to the extent of £15, which had been paid into Court. 
The Puammirr stated that on April 80th last while crossing the 
road at Bilksworth she was injured by a falling wire. She was 

bruised, and received a severe shock, and was in bed for a month. 
After hearing further evidence, his Honour gave judgment for the 
plaintiff for £29 with costs. | 


TRENBRY v. LIVERPOOL CoBPOBATION. 


In the Liverpool Court of Passage on Wednesday last week, before 
Mr. W. F. K. Taylor, K.O., and a common jury, the hearing was 
concluded of an action brought by Mrs. Trenery against the Liver- 
pool Corporation to recover damages for personal injuries. Mr. 
Rigby Bwift was counsel for the plaintiff, and Mr. Wooll for the 
defendant Oorporation. The case for the plaintiff was that on the 


night of Satprday, June 10th, Mrs. Trenery, with her husband, 


boarded a Smithdown Road tramcar at the junction of Hope Street 
and Myrtle Street. The car was very full, people etanding up inside 
дз wel] as on the platform. Plaintiff secured a seat, and her husband 
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stood near the door holding a strap. She intended to alight near 
Parliament Street, where there was a request stop, and she rose 


from her seat, but on the instant the car stopped and the passengers 


were flung about, and plaintiff was thrown tothe floor. She was 
picked up in a collapsed condition, and developed floating kidney, 
with which she had been in bed for several weeks. 

Mr. Woort, for the Corporation, urged that the Corporation 
could not be held liable, seeing the car had been stopped suddenly 
outof consideration for the public. He held that every tramcar 
passenger must be prepared for a sudden stoppage. The conductor 
rang the emergency bell of five rings as he saw a crowd of people 
waiting to get on the car. He called Sir James Barr, Dr. Paul and 
Dr. Brannigan to say that the effect of such a fall would not give 
rise to a floating kidney, and it must have been contracted prior to 
the accident. 

Јони A. JOHNson, the tramear conductor, said he stopped the 
car by using the emergency signal in order to avoid scuffling 
between the gers, as might have been the case if they went to 
Granby Street, where a number of people were waiting. Plaintiff 

, was the only one who complained. 

Мв. Woorr quoted one of the Tramway by-laws, apprising 
passengers that they must be prepared for sudden stoppages when- 
ever it was neceseary to avoid impending danger. . 

Мв. Шшовү Swirr complained of the system in vogue in the tram- 
ways department, whereby the reports of their officials were sent 
to the town clerk’s department, and were, therefore, not accessible 
to the legal advisers of injured passengers for the purpose of litiga- 
tion against the Corporation. 

The jury returned a verdict for the plaintiff, assessing the 
damages at £153 and coste. Judgment was entered for that 
amount. 

Mn. Woorr asked for a stay of execution, on the ground that 
there was no negligence, but his Lordship refused to grant it. 


ErmorRicITY mm Firm Ooar Prrs. 


SHERIFF SHENNAN, Dunfermline, has dismissed the objections to 
the relevancy of the charge against the "euros 5 and representative 
of the Fife Coal Co. and the certifica manager at Foulford 
Colliery. They are charged with having contravened the осм 
electrical rules by having defective apparatus in Foulford Colliery. 
. It was contended that the plant and apparatus were installed before 
the coming into force of the special rules for the use of electri 
in mines. Special Rule 55, the Sheriff points out, permits su 
plants to be continued in use unless the should otherwise 
Mines did otherwise direct by letter, and the prosecutor would fail 
if he could not prove the notice. 
Ма. D. Ооннкг, on behalf of the Fife Coal Co, asked his 
Lordship to give them time to have their evidence collected, and 
the Sheriff fixed proof for November 18th. 


Влвооск & WII cox, Ілтр., v. BPSABING. 


Im the Oourt of Appeal on Saturday, the 16th inst., Lords Justices 
Vaughan-Williams, Buckley and Kennedy had before them the 
case of Babcock & Wilcox, Ltd., v. Spearing, on the appeal of tbe 
plaintiffs and cross-appeal of the defendant against an order of Mr. 
Justice Bucknill in Chambers affirming an order of the Master. 
In the course of the bearing an advertisement which appeared in 
the EizcraicaL Review was referred to. 

Ма. 8. H. EMANUBL, for the plaintiffs, said that the point in- 
volved in the two appeals was really the same. It was whether 
certain documents disclosed in the defendant's sfüidavit of docu- 
ments should be open for inspection by the plaintiffs. The 
defendant opposed inspection on the ground that, as he alleged, 
the documents contained nothing which would assist the plaintiffs’ 
case, The Master, in Ohambers, ordered that опе of the docu- 
mente, namely, an agreement dated July 27th, 1908, and made 
between the defendant and Edwin Danks & Oo. (Oldbury), Ltd., 
should be open for inspection, but as to a batch of other documents 
he refused inspection. This order Mr. Justice Bucknill affirmed. Tbe 
facts were as follows: On May 16th, 1903, the defendant, Arthur 
Horace Spearing, entered into an agreement with the plaintiffs 
for the settlement of an action for alleged infringement of patents 
which was pending against the defendant and others at the suit of 
the plaintiffs Amongst other things, it was agreed by the defen- 
dant that he would not undertake the sale or manufacture of any 
water-tube boilers in competition with the plaintiffs. There was a 
proviso in the agreement that so far as sale was concerned, that 
restriction should only apply for a certain period, which period had 
now elapsed. The agreement, however, remained valid for ever in 
regard to the undertaking vot to manufacture. The question of 
whether that agreement was reasonable and valid was the subject 
of an action in the Chancery Division, in which specific perform- 
ance was granted. The present action was for alleged breach of 
the agreement not to manufacture water-tube boilers, an injunction 
being asked for. Amongst other things, the defendant had pub- 
lished an advertisement in the ELECTRICAL Review, in which 
he represented himself as a manufacturer of water-tube 
boilers with works at Oldbury, Birmingham, and the 
plaintiffs alleged that he had tendered in competition 
with them for the manufacture of such boilers. In other words, 
they said that he was manufacturing or undertaking the manu- 
facture of water-tube boilers. In reply, the defendant said that he 
was not manufacturing or undertaking the manufacture of boilers, 


It is contended, on the other band, that tbe Inspector of. 


but that he was selling them under an agreement with Men 
Edwin Danks & Oo., Ltd., of Oldbury, Birmingham. Defendant 
admitted that the Water-Tube Boiler and Engineering Oo., of 
Oldbury, was himself. | 

Lonp Justice Восксжу : The defendant says that Messrs, Danks, 
under an agreement with him, are entitled to manufacture. They 
may be hís agents for manufacture. 

Мв. BExANUEL: Yes, and we say that we are entitled to have 
inspection of that agreement. The Master who saw the agree- 
ment so held, but he refused inspection of tenders by the de- 
fendant, which we say are tenders for manufacture. 

‚Ма. DISTUBNAL, for the defendant, submitted that the plaintiffs 
were not entitled at tbis stage of tbe litigation to inspection of 
either the agreement or the tenders. The whole question was 
whether the defendant was und fo manufacture, and that 
would have to be decided at the trial. The defendant's case was 
that he only sold boilers which were manufactured by Менг, 
Danks, who were an old-established firm of boiler makers. The 
documents when examined so far from showing that the defendant 
was manufacturing showed that he was not manufacturing. 

Говр Josrion Кимнерт: Then you ought to be only too 
delighted to show them. 

Мв. DisTURNAL submitted that as Messrs. Danke were rival 
manufacturers with the plaintiffs, the defendant ought not to be 
called upon to disclose the tenders, which would show the names 
of the customers and the prices. 

After some further discussion, their Lon DSI S intimated that in 
their view the agreement and all the other documents in question 
ought to be open for inspection, and it was directed tbat the 
plaintiffs should have inepection, but that in the case of tenders they 
should be furnished with copies with the prices and names of 
customers left out. Order accordingly. 


| LrNGwoop v. BBAULIK. 


In the City of London Court, on Friday, before Judge Lumley 
Smith, K.C., a claim was made by Frank Lingwood, clerk, 93, 
Elboro Street, Southfields, agaihst Mr. George Braulik, proprietor 
of the Victoria Electric Works, 8, Lambeth Hill, E.O., to recover 
the sum of £3 5s. wages due, and damages for alleged wrongful 
dismissal. - 

PraiBTIFF said he was in the defendant's service for three years 
as a clerk, latterly at 32s. 6d. а week. He had compiled a book of 
cost prices of all the electrical goods dealt in by the defendant, 
aod when the defendant made the discovery, he was instantly die 
misged from his employment. He had prepared the book for ure 
in the office. It was not done for use in a competitive firm's 
service. He was now employed by the General Electric Co., 144. 
He had since burned the book. 

DEFENDANT said he was very surprised to find that the plaintif 
had compiled a cost prices book. They were all of a private ud 
confidential nature, and included the names of the man 
from whom he bought all his electrical goods. Plaintif № 
collated the information from index cards, and was guilty of a 
breach of confidence. He might have given the information to 
any competitors. If the plaintiff had parted with the cost prices 
to other firms, defendant's business would have been got away 
from him, and his prices cut. 

JUDGE LuMLEY SMITH said that betraying one's master's oon · 
fidence was not consistent with a proper discharge of duty. It it 
had been merely a record of what different firma c d he would 
not have thought anything of it, but it went furtber than thst. 
It was a record of transactions which the master bad been HUN 
for some considerable period with different firms, and that co 
only be useful for the p of beivg carried away after he left 
the service. He thought it amounted to a breach of confidence. 
On the whole, the master was justified in dismissing the plaintiff. 
Judgment for the defendant, with costs. 


BritisH WESTINGHOUSE ELECTRIC AND MARUFACTUBING 
Co., LTD., v. BBAULIK. 


Mn. JusTICB Joyce in the Chancery Division on Monday, delivered 
a considered judgment in this action which was brought by the 
panut for an injunction to restrain the defendant from infringing 

etters patent granted to them in 1902 for an improvement іп are 
lamps. The facts sufficiently sppear from the following 
judgment :— 

B. JUSTICE JOYCE said the invention claimed by the patent in 
this case is: An arc lamp having downwardly-pointed electrodes, 
and provided with both downward and horizontal feed meehanism 
80 arranged that a certain amount of operation of the horisontal- 
feed mechanism takes place before the downward-feed mechanism 
is permitted to operate, subject to the disclaiming note.“ The dir 
claiming note is: The lamps to which this, my invention, applies, 
are of the type in which the current 4s supplied to the electrodes 
through electrode-holders in which the upper ends of the electrodes 
are firmly clipped, and which are capable of being lowered 
simultaneously through the same distance, and about one of which 
the corresponding electrode can swing under the action of a device 
acting near its lower end, and I limit my claim to lampe 
of this description." Apparently the original claim was too 
wide, and by the disclaiming note the plaintiffs restrict the m. 
cation of their invention to a particular kind, or particular 

or to a sp3cified type of аго lamp, in such arc lamp claiming any 
and every arrangement whereby a certain amount of the operation 
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of the “ horizontal 
takes place before the “downward feed mechanism," a term also 
previously defined, is permitted to operate. He does not claim 
some specified or any particular apparatus or mechanism to effect 
the purpose indicated. The patent is not for any particular con- 
trivance or device to effect a certain object, but generally for every 
mode of effecting that object in any arc amp having certain speci- 
fied characteristics. The specification, by letterpress and drawings, 
in which it is admitted on the part of the plaintiffs, for it could not 
be denied, that there are several errors and inaccuracies, purports 
to show a mechanism quite easy to contrive, the object being given 
whereby such an arrangement as claimed can be effected in the 
particular type of arc lamp to which the invention is intended to 
apply, but it does not claim this specific mechanism or any other 

icular mechanism. Now, assuming the validity of the plaintiffs’ 
patent, if I rightly understand what the defendant is doing, it 
appears to me that his lamp is an infringement. But I think the 
тба! and serious question in the present case is the validity or 
otherwise of the plaintiffs’ patent, and this is impugned upon two 


grounds :—First, it is said that this patent is invalid for want of 


subject matter; and, further, that the patent was completely anti- 
cipated by the invention claimed in Graham's specification. As 
has been said, and asI have said before, I do not intend to describe 
and explain the details of these various lamps or to discourse upon 
the sientific nature of what I do not understand. Lord 


Justice Bowen pointed out in the Fleet Case in 2 Times 


Law Reporte, that it is no part of the function of the Court 
to qualify itself as an expert. The Court, in such а case 
as this, has to act upon the evidence of experts whose quali- 
fications and opinions are tested by cross-examination, and the 
Court weighs the evidence so given and tested. Thus proceeding, 
to my mind, the result of the evidence is this: That there being a 
well-known contrivanoe or arrangement, common, if not universal, 
in the kind of arc lamps in ordinary use, this patent is taken ont 
for the application of such contrivance or arrangement mutatis 
mutandis toa precisely similar, if not the very same, purpose in a 
particular specified type of aro lamp, namely, that described in the 
claim as limited by the disclaiming clause. This contrivance or 
arrangement as employed in the vertical arc lamp in common use 
at the date of the patent is variously described in the evidence. 
To make use of it in the manufacture of any new or other type of 
arc lamp, I think was a perfectly natural and the obvious thing to 
do, and there does not appear to have been the slightest difficulty 
in doing it. It might, no doubt, have been done in various ways, 
in any one of which there might possibly be invention and conse- 
quently subject matter for a patent; but, in my opinion, there 
could nof, in the circumstances, be a good patent merely for the 


use in any new or specia! kind of arc lamps of that which was 


already known and commonly adopted in the ordinary arc lamps 
for practically the same purpose. Rightly or wrongly, I think the 
objection founded on want of subject matter to be, in the circum- 
stanoes, a good and valid objection to the patent, and that is what 
is elaimed; there is no invention to support the patent, and con- 
sequently, in my opinion, this action fails. As to the other 
objections, I do not think it can be denied that the invention 
described in Graham's American specification is within the claim 
of the patent in question, and that the lamp described in such 
specification would work in the manner which the patentee claims 
as his invention, and for which he has obtained his patent. Upon 
the whole, I think that the plaintiffe' patent, if otherwise valid, has 
been anticipated by Graham's patent, if not by others; but the 
ground upon which I decide this case is, that in the so-called 
invention of the patentee as claimed, there was no real invention 
or subject matter to supporta patent. The result is, that I dismiss 
the action with the usual consequences. 

Ми. Gray: I ask your Lordship to certify that the particulars of 
objeotions were reasonable and proper. I dare say my friend and 
I can agree the certificate, if your Lordship would prefer it in that 


Мв. JusricE Joyos: If you agree, I will certify it. 
Mn. Russzn Cranks: We should have to agree. 

Мв. Justion Jovom: Is there any question about it ? 
Мв. Russet OLABEE: I do not think there is. 


Мв. Gray: There were some things which were not referred to, 


and, of course, I cannot get my certificate as to those, 
Es Ross T. CLARKE: I do not suppose there will be any diff- 
Ма. Justioz Jovom: There will be liberty to mention it to me if 
you cannot agree. 
Mr. Gray: I do not think it will be necessary. 
еар JUSTIOB JOYOR: Very well, then the action will be dismissed 
with costs. 


We learn from the British Westinghouse Co. that they have 
lodged notice of appeal. 


Ногмив v. ASSOCIATED NEWSPAPERS, LTD. 


Ма. Јовтіси NzviLLE this week was occupied in the Chancery 
DivisiorPwith the hearing of a patent action—Holmes v. Associated 
Newspapers, Ltd.—by which the plaintiff claimed an injunction in 
of an alleged infringement of letters patent No. 9,802 of 
1898, ted for an invention for a combination of electric motors 
for driving printing presses, &c. 
Hid. W 2 5 K. O., and Mr. J. 
un ; an А .C., and Mr. Kerley а d f 
the defendanta, ii F 
Mn. WaLTzu explained that the actioa was brought in respect of 
the motors of an eotrically-driven printing press exhibited by the 
defendants at the White City and supplied to them by Kohler Bros., 


feed mechanism," & term previously defined, 


of U.B.A. and England, who, it was understood, took all responsibility 
in the matter. Having explained the methods of modern printing, 
the speed at which modern presses worked, the great length of 
paper used, and the consequent necessity for smooth working, 
counsel said the patent in question was for a system of coupling up 
electrically-driven motors for the purpose of driving printing 
machinery, by which method the full power of the motor could be 
applied without shock, with the advantage that the armature 
shaft of the main motor was in motion before it was called 
upon to exercise its full driving power—that was to say, that 
at the same time that & small motor was doing its work, an over- 
lapping took place, and the current began to come on the large 
motor. While the small motor was running doing its work, the 
current was turned on to the large motor, causing the latter to 
speed up until it overlapped the small motor, and eventually took 
up the load. By this arrangement a gradual movement was obtained, 
and the small motor was in action until up to the time when the 
full power came on. The result was that there was no jerk. The 
attempt to produce a slow movement by driving from a single 
large motor when coupled with a printing machine resulted in 
danger not only to the printing but also to the motor, due to 
overheating. In order to start a large motor, as his Lordship might 
understand, there was an enormous amount of power necessary 
to overcome the inertia of the printing press. The full current 
went through the machine, and if the whole of the energy was 
turned on at once, part was turned into heat and was apt to melt 
the insulation and destroy the armature. 16 was in order to pro- 
vide against those difficulties that the patent in question was 
directed. To carry this principle into effect they provided a direct 
and simple connection between the main shaft of the driving 
motor and the spindle of the printing press and then between the 
two motors. Then by means of a reversing gear the auxiliary motor 
could be left at rest when the big motor gathered speed and took the 
load. That was the invention which the plaintiff claimed was both 
noveland useful. A number of specifications had been put in 
which were relied upon as anticipations, but none of them seemed 
to have accomplished what the plaintiffs had done by the same 
means, and he (counsel) would deal with them when he had heard 
what his friends on the other side had to say about them. As he 
understood Mr.fAstbury accepted his explanation of the working of 
е отеп, he would be able to deal with his witnesses quite 

rtly. | 

Мв. DucALD CLERK, called in support of the plaintiff's case, in 
answer to MR. WALTER, said that he had had considerable 
experience of electrical contrivances and machinery. He had read 
the specification of the invention in question, and it dealt with the 
difficalties of working modern printing presses electrically. 

Мв. WALTER: What are those difficulties ? 

Witness said that modern printing presses carried paper in very 
large rolls, and the paper was usually of a very tender nature. A 


- very little jerk would break the paper, and it was consequently 


very important that every press shoald be started very gently, and 
it was also necessary as well as starting the press gently, that fall 
pone should be obtained almost immediately after the paper had 

adjusted before the press was started. Those essentials were 
given by the plaintiffs’ combination. The arrangements in the 
specification were such that all the operations must follow in a 
mechanical sequence, and therefore you got a smooth starting. The 
main motor spindle ran faster than the press spindle, and there- 
fore there was leverage. With a small motor the leverage the 
small motor had on the large motor was much less than the leverage 
of the large motor on the press. Having а mechanical series there 
was very little leverage, and the result was that you got a 
smooth starting. The tendency was to start the motor smoothly 
and with very little jerking. He had looked at all the papers 
connected with the csse very carefully, and he found all the 
essentials of the plaintiff's specification in the defendants’ machine. 
He did not find the plaintiff's invention described in any of the 
prior specifications relied upon as anticipations. 

Cross-examined by MR. AsTBURY, WiTNESS said that when using 
only one motor the difficulty at starting was the keeping up of the 
slow speed, во as to E gradually up to the high speed. Much greater 
power was required to start the machine after it had been at rest 
than was required to keep it going once it was in motion. It 
followed, therefore, that when using one motor, if the energy was 
sufficient to enable the machine to start, it would take up its power 
much too quickly in order to enable it to do the preliminary opera- 
tions. It would produce a check, and a check that would tend to 
tear the paper. In some respects the action of the plaintiffs’ and 
defendante’ machines was different. The sequence of action was 
not always the same. 

Evidence was given by Mn. Manam, of the People, and other 
gentlemen connected with newspapers, who spoke to the utility of 
the plaintiff's invention and the impossibility of using electric 
motors for printing machines before, and the hearing was adjourned. 

On Wednesday MB. WALTER, K.C., summed up the саве for the. 

laintiff. Without opening the case for the defence, Mr. ASTBURY, 

.O., proceeded to call his evidence, and MR. Henry Норжоор, of 
the Patent Office, gave formal evidence as to the production of 
certain documents of 1598 that had been produced and were relied 
upon by the defence. The hearing was again adjourned. 


NORTHERN ELECTRICAL AND VENTILATING Co., Lrp., v. D. YATES 
GREGORY. 

Brrork Мг. W. F. K. Taylor, K.O., presiding judge, at the 

Liverpool Court of Passage, on October 18th, plaintiffs claimed 

from defendant, who was a theatrical manager of Douglas, I.O.M., 

the recovery of £51 12s., the price of a dynamo supplied by them. 
Plaintiifs’ case was that in May they delivered to Gregory a 

F 
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dynamo complete with all accessories, without a warranty, which 
he required for the purpose of a bioscope entertainment at Douglas. 
Tbo charge made by plaintiffs was £51 12s., which Gregory now 
refused to pay. The company declared that the dynamo was 
used in the Isle of Man all the season without complaint, and that 
it was one such as defendant required. Defendant, however, offered 
to pay £25 for the dynamo, which was refused. On the writ being 
issued, a counterclaim was put in for the price of an electric 
lighting engine, which plaintiffs had supplied him, and which he 
declared was defective. Evidence was given in support of 
plaintiffs’ case, | 

DzrENDANT, in evidence, asserted that the dynamo was pur- 
chased by him with a warranty that it was a first-class electrical 
machine, and that it was competent to accomplish the work 
required of it. It was, however, not a first-class machine, and 
could not do the work, and he claimed that it was not worth more 
than £30, which had been paid into Court. | 

Мв. Kennepy (for plaintiffs) pointed out that no complaint had 
been made about the engine until the claim was put in in respect 
of the dynamo. . 


Mr Сотнвивт Smits (for defendant) replied that his client had 


been away. He asked that a substantial amount should be taken 
off the eum of £68 153. which bad been paid for it, because the 
machine was older than it was represented to be, and had not 
given satisfaction. 

His Говрѕнір gave judgment for plaintiffs on the claim for 
£43 12s., and also found for them on the counterclaim, with costs. 


AnMOoRDUCT MANUFACTURING Co. v. Тнв GENERAL 
INCANDESCENT Co. 


Он Monday Mr. Justice Ridley and a especial jury іп the King's 
Bench Division had opened before them an action, in which the 
Armorduct Manufacturing Oo., of London and Birmingham, sued 
the General Incandescent Co., of Great Eastern Street, E.C., for 
damages for alleged conversion by the defendants of certain goods 
belonging to plaintiffs. 

Mr. Mostacu Luss, K.C., said the plaintiffs, as well as the 
defendants, had depóts in different towns in the country. In 1904 
a Mr. S. Haynes, who traded as The Electrical Stores, S. Haynes, 
agent,” was plaintiffs’ agent, but there appeared to be a discreparcy 
between the goods in his stock and the money he had paid over, 
and it was found that he had also been acting as the defendants’ 
agent. His agency with the plaintiffs was terminated, and after- 
wards he was appointed as manager of the defendants’ depóts at 
Nottingham and Derby. The allegation of plaintifis was that the 
defendants had received the £170 (which was the value of the 
goods plaintiffs’ had missed), and that amount had been paid into 
their account by Haynes, acting as theiragent. Defendants denied 
the allegations. Counsel added that judgment had been secured 
against Haynes for £160, but it had not been satisfied. 

On defendants’ behalf, Мв. Lewis THOMAS, K.C., contended that 
there was no case to go to the jury. 

His LoBpsHiP, however, said he thought there was. Haynes, 
acting quite rightly, told the defendants that he had sold certain 
of plaintiffs’ goods, but acting in accordance with his agreement, 
he paid all the money he had received to his employers, the 
defendants, who should have paid plaintiffs their share. He 
thought it was plain that defendants kept the money, and the case 
wa8, in his opinion, undefended. 

The hearing was resumed on Tuesday, when Mr. W. J. Moore, the 
managing director of the defendant company, gave evidence. 

The jury returned a verdict in favour of the plaintiffs, and his 
Lordship entered judgment accordingly, ordering the payment to 
plaintiffs of £58 88. and an inquiry for accouat as to the balance 
that might be due. | 

A stay of execution was granted. 


TRADE NAMES AND TRADE DESCRIPTIONS. 
Bx A BARRISTER-AT-LAW. 


EvEgBY trader who relies on his good name and the good name of 
the article which he deals in to assist in the promotion of his 
business, is naturally solicitous with regard to the way in which 
thelaw will protect him. It is true he may become the proprietor 
of a registered trade mark; but it is not proposed, in the present 
article, to deal with the English law of trade marks—properly so 
called. What it is desired to show is that, according to the law 
of England, the fraudulent use of a trade mark or name will be 
made the subject of judicial control. 

Apart altogether from the law of trade marks, the English Courts 
have and will exercise an inherent jurisdiction to prevent one 
trader adopting the title of another’s goods with a fraudulent 
intent. Again, the law of England will restrain what is known as 
“passing off." Thus, suppose the steel made by а particular firm 
were to become known throughout England as Elephant Steel "— 
so well known that anyone buying ' Elephant Steel " would know, 
or assume, that it was the product of the firm in question. Sup- 


pose that, in these circumstances, another steel merchant were to 
: —— —— 
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stamp his bars with the words Elephant Steel, the Courts would 
interfere to prevent his committing this fraud upon the public. 
This principle would be held to apply whether plaintiff or defen- 
dant was a foreigner trading in England. So it ів apprehended 
that if an American firm of steel merchants had acquired what we 
may term a customary title to a certain name, their use of it would 
be protected. Again, if an English firm had acquired the right we 
have indicated, it would not be competent for the American firm 
to make infringing articles in America, and import them into 
England to deceive “ His Majesty's subjects.” Such a proceeding 
would be restrained and prevented, if the offenders could be got 
hold of. | 

The fact that the misuse of а name will be prevented was well 
illustrated in the case of Aerators, Ltd., v. Automatic Aerator 
Patents, Ltd., which was heard by Mr. Justice Farwell early in 
June, 1903. There the plaintiff company, who are the proprietors 
of the well-known “ sparklets,” sought to restrain the defendants 
from using the name “ Automatic Aerator Patents, Ltd.,” on the 
ground that it so nearly resembled the name of the plaintiff com- 
pany as to be calculated to deceive. Sec. 20 of the Companies 
Act provides that no company shall be registered under a name 
identical with, that by which a subsisting company is already 
registered, or so nearly resembling the same as to be calculated to 
deceive, except in certain cases, which are not material to the 
present discussion. It follows from this that a company has greater 
rights than an individual in respect of names which are identical, 
for while John Smith cannot always prevent another John Smith 
using his own name, Jobn Smith, Ltd., could prevent the registra- 
tion of any other company as John Smith, Ltd. Mr. Justice 
Farwell, however, declined to grant an injunction, for the reason 
that, giving words their ordinary meaning, no one was likely to be 
deceived. Farther, it was not competent for any company or 
person to claim the sole proprietorship of any word in common use. 
* For example,” said his Lordship, “suppose & company had regis- 
tered the name of ‘Motore, Ltd., and another the name of ' Auto- 


. mobiles, Ltd., it appears to me impossible to say that they could 


thereby prevent all other companies from using as part of their 
titles these two words, which, so far as I know, are the only words 
which represent the fashionable locomotives of the day, although 
their sole trade was the manufacture or sale of motors or auto- 
mobiles In considering whether a name is calculated to 
deceive, it is, as I have said, material to see what that name 15; 
and if the name is simply a word in ordinary use, representing a 
machine or an article of ccmmerce, the probability of deception 
is out of all proportion less than it would be in the case of an 
invented or fancy word, or even of the name of a place.“ 

Even if a man uses his own name in connection with his business, 
with intent to defraud, the Gourts will prevent him. 

In Holloway v. Holloway, 13 Beav. 209, the defendant, Henry 
Holloway, commenced seliing pills as H. Holloway's pills in boxes 


- Similar to those of the plaintiff, Thomas Holloway, with a view to 


passing off his pills as the plaintiff's, He was restrained byin- 
junction. Again, where a man named Day having obtained the 
authority of one Martin to use his name, set up in business м 
Day & Martin, and sold blacking in bottles witli labels similar to 
those of the well-known firm, he was restrained by injunction. 
These two cases illustrate the proposition that ' fraud vitiates 
everything.” In the absence of fraud, however, a man may use 
his own name fn his own business, no matter what may be the con- 
sequences to his neighbours. The case of Turton v. Turton may be 
regarded asa leading authority in support of this proposition. 
The plaintiffs had for many years carried on the business of 
manufacturers in Sheffield under the style of Thomas Turton and 
Sons.” In 1886 they were registered as а company, and added the 
word Limited” to the above title. The defendants were Jobn 
Turton and his two sons. John Turton had commenced a business 
very similar to that of the plaintiffs in 1869, in partnership with 
one Lawton, under the style of “Turton and Lawton.” In 1875 
Lawton retired, when John Turton took his sons into partnership 
under the style of John Tarton & Sons.” Owing to the confusion 
caused by the similarity of names, tbe plaintiffs sought an injunction 
to restrain the defendants from carrying on the business of s 
merchants and manufacturers under this name, or any name $0 
olosely resembling their own a8 to be calculated to deceive. Much 
evidence was called as to the confusion which had arisen in Sheffield, 
but the defendant deposed that the new name of his firm had been 
adopted for the sole purpose of making known the fact that his two 
sons had become partners. When the case reached the Court of 


Appeal, their lordships refused to grant an injunction. The late .. 


Lord Esher said :— 
“ Tt is not alleged, and it certainly is not proved, that the defen- 


dant did anything in the way of his trade which tended to give - 


any other meaning to the name in which he carried on his business, 
or which could give any other meaning to it, than the mere fact 
that he did carry on his business, and was in partnership with bis 
sons. The plaintiffs have no right to say a man may not use his 
own name. Upon principle I should say it is perfectly clear that 
if all а man does is to carry on the same business, and to state how 
he is carrying it on, that statement being the simple truth, and he 
does nothing more with regard to the respective names. ће ii do 
no wrong, and there is no prima facie case against him.” 

The law on this subject may be thus summarised :— : 

1. A man will not be restrained from simply carrying on business 
in his own name, even though confusion may arire. 

2. A man will be restrained from carrying on business in hisown 
name dishonestly, i.e., when he not only uses his own name, 
uses it in such а way (that is, in conjunction with other circum: 
stances) as to represent that his business or his goods| are the basi 
ness, or goods ofjanother trader. 85 


— 
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3. Ifa trader has a trade name for his goods which denotes 
2006 goods solely in the market, and distinguishes his goods from 
similar 
when asking for goods under that name, mean and intend to get 

articular goods emanating from one particular trade source 
although they may not know such trader's name), then he is 
entitled to be protected by the Court against other traders using 
E name in such & way a8 to be calculated to pass off other goods 
as his. 
' The doctrine of “passing off" may also be illustrated by 
reference to numerous decisions. In one case, it was held that 
there was no monopoly in the use of the word “ megnolia” as 
applied to metal, as it had become well known in the trade asa 
substance peculiarly adapted for bearings in machinery. Where, 
however, a brewer had manufactured ale at Stone for a number of 
years, во that his ale came to be known as Stone ale, an injunc- 
tion was granted to restrain the defendant, who had only recently 
eome to the town, from selling ale under the appellation of '' Stone 
ale,’ or “Montgomery Stene ale." (Montgomery v. Thompson 
(1891), A.C., 217.) 

As a trade name is really acquired through the laches of the 
market, 80, too, a trade name may be lost through the laches of the 
owner. If the owner of a trade name allows bis rivals to use his 
trade name on their gcods without objection it will cease to be his 
trade name. It will become, in legal phraseology, publici juris, 
i.e., com mon property. What is the test whereby to ascertain 
whether that wbich was original & trade name has become 
publici juris i. e., common propeity ? 


original man's goods in the market. Of course, it ceases to 
denote his goods solely if it is habitually used on similar goc de 
by other traders. But this state of things—habitual use by 
other traders—can only arise with the acquiescence, i e., by the 
eanction, of the original trader. If when he becomes aware that 
another or others are using his trade name he takes legal procecd- 
ings to stop that use, presumably he will succeed ; if he does not, 
then he will be held to have acquiesced in what is being done, and 
will be precluded from interfering afterwards. 
trader becomes aware that his rights to his trade name are being 
invaded, he must take steps promptly to assert and protect thore 
rights, if he wishes to preserve them, and he must not content him- 
self with a mere protest, or even with a threat of legal proceed- 


ings; but if the infringer sets him at defiance, he must follow up 


his threat with the proceedings he threatened. 


In the generality of cases between trade rivals which come before 
the Courts the plaintiff says: “I complain that you have passed 
off your goods as mine, which they are not.” 
ever, the plaintiff says: “ You are passing off my goods as youre, 
which they are not.” It seems that the Courts are inclined to pre- 
vent the latter form of piracy, just as much as they will prevent 
tle former. 

The case of Bullivant v. Wright, 1897, 13, T.L., R. 201, illustrates 
what kind of~passing off will be restrained by the Courts. The 
plaintiffs were wire-rope manufacturers and contractors for aerial 
tramways and cableways. The defendants, who were also wire- 
rope manufacturers, published & trade catalogue, which contained 
(inter alia) two diagrams,or pictures, of aerial cableways which 
had been designed and erected some years before by the plaintiffs’ 
predecessors in title. The plaintiffs alleged that the publication 
of these diagrams by the defendants in their catalogue was a repre- 
sentation that the ваше had been erected by the defendante, 
They claimed au injunction to restrain the further publication of 
the catalogue, and an order for the delivery up of all the cataloguca 


in existence. Asa matter of fact, what the defendants Гай done 


was to supply new wire cables as they were required during several 
years. Mr. Justice Kekewich, in the course of bis judgment, said: 


„No reasonable man, seeing these pictures in a book of this kind, 


would have any doubts that the defendants intended it to be under- 
stood that they haderected thetramway. It is as distinct а representa- 
tion to that effect as if it had been expressed in plain language. 

.. II it is proved to the tatisfaction of the Court in a case 
of this kind that the defendants did in truth ssy that the plaintiffs’ 
goods were theirs, I think that, as between rivals in trade, the 

Court would be justified in drawing the inference that the wide 
circulation of such a statement would necessarily damage the 
plaintiffs quite as much as in the ordinary case of the passing off of 
goods." These observations seem to show that if the plaintiffs had 
been able to show that they had themselves erected the cableway, 
they would have had judgment; but the case was decided against 
them on another point. e may draw the following conclusion :— 
That if Jones sells or advertises boots and thoes manufactured by 
himself in such a way as to make the public believe they are 
Brown's, and so obtain the benefit of Brown's gocd name, he may 
be restrained by injunction. . 

In a Scotch case, Parozone Co., Ltd., v. Johnson Gibson (1904, 
21 R. P. O. 317), the plaintiff company invented and applied the 
name Parosone to a bleaching fluid made by them, and it 
was admitted that they were entitled to the exclusive use of that 
name as indicating fluid manufactured by them only. Gibeon, 
another trader, also made a bleaching fluid, but said that he never 
sold it as ‘‘ Parosone," and when asked for that substance explained 
that his fluid was not Parozone.” The plaintiff company proved 
that on five occasions to two persons Gibson, or his servants, sold 
his fluid in answer to a request for “ Parozone,” and without explana- 
tion. They further proved that Gibson pointed out to two former 
shop-gitls the jar where he kept “ Parozone,” and that it was a 
matter of daily occurrence for Gibson’s fluid to be sold to customers 
who asked for Parosone without explanation. Gibson proved 


that on some occasions he had explained that his bleach was not 


oods of other traders, so that the trade and the public,. 


‹ It becomes to when it 
ceases to be distinctive—when it ceases to denote solely the. 


If, therefore, a 


In some cases, Low- | 


E d 


"Parozone." It was held on these facts that the plaintiff compapy 
were entitled to the injunction. 

It is next nocessary to deal with the provisionsof the Merchandise 
Marks Acts, which prevent a trader from passing off his goods as 
those of arother trader, and make him criminally liable. The first 
section of the Merchandise Marks Act, 1887, mskes it an offence, 
among other things: (1) to forge a trade mark; (2) to falsely 


apply to gocds any trade mark or any mark ғо nearly resembling a 


trade mark as to be calculated to deceive; (3) to apply ару false 
trade description to goods; and (4) to caute any of еке things to 
be done. But it is not to be an offence if the person charged proves 
that he “acted without intent to defraud.” Trade mark in this and 
the provision next referred to means а trade mark registered at the 
Patent Office, but it also includes certain foreign and Colonial trade 
marke, for which the Act itself must be consulted. Sec. 2 (2) 
makes it an offence to sell or expose for tale, or possess for the 
purposes of sale or any other trade purpose, any goods or things to 
which а false trade mark or а false trade description is applied, or 
to wbich any trade mark or any mark so nearly resembling a trade 
mark as to be calculated to deceive is faleely applied. But it is 
not to be an offence if the person charged proves—" (a) tbat, 
baving taken all ressonable precautions against committing an 
offence qe this Act, he had, at the time of the commission 
of the alleged offence, no reason to suspect the genuineness of 
the trade mark, mark, or trade description; and (5) that, on 
demand made by or on behalf of the prosecutor, he gave all the in- 
formation in his power with respect to the persons from whom he 
obtained such goods or things; or (c) that otherwise he had acted 
innocently.” . 

Forging a trade mark is defined by the Actas follows: “ А person 


shall be deemed to forge a trade mark who either— (a) without the 


a:sent of the proprictor of the trade mark makcs that trade mark, 


or a mark so neatly resembling that trade mark as to be calculated 


to deceive; or (b) falsifies any genuine trade mark, whether by 
alteration, addition, effacement or otherwise; and any trade mark 
or mark so made or falsified is in this Act referred to as a forged 
trade mark. Provided that in any prosecution for forging a trade 
maik, the burden of proving the assent of the proprietor thall lie on 
the defendant.” ЖИ: 

Applying a trade mark or mark or trade description to gocds is 
defined by the Act: "(1) A person shall be deemed to apply a 
trade mark or mark or trade description to goods who (a) applies 
it to the goods themselves; or (b) applies it to any covering, 
label, reel or other thing in or with which the goods are sold 
or exposed, or had in possession for any purpose of sale, irade 
or manufacture; or (c) places, encloses, or annexes аву gcods 
which are told or expcsed, or had in possession for any purpote 
of tale, trade or manufacture, in, witb, or to any coverirg, label, 
reel, or other thing to which a trade mark or trade description bas 
been applied; or (d) uses a trade mark or mark or trade descripticn 
in apy manner calculated to lead to the belief that the goods in 
connecticn with which it is used are designated or described Ly 
that trade mark, hal] mark or trade description; (2) The express ion 
‘covering’ includes any stopper, cask, bottle, vessel, box, cover, 
capsule, case, frame or wrapper, and the expression ' label ’ includes 
any band or ticket. A trade mark or mark or trade description shall be 
deemed to be applied whether it is woven, impressed, or otherwise 
worked into, or annexed, cr affixed to the goods, or to any covering, 
label, reel, or other thing; (3) A person shall be deemed to falsely 
apply to goods a trade mark or mark who withont the assent of the 
proprietor of a trade mark applies such trade mark, or a mark £0 
nearly resembling it as to be calculated to deceive; but in any 
prosecuticn for falsely applying a trade mark cr mark to gocds, the 
burden of proving the asseat of the proprietor shall lie on the 
defendant.” | 

A trade description is defined by Sec. 3 of the Act as any 


е description, statement, or other indication direct, or indirect, as to 


certain things not material for the present purpcse. A false trade 
description is defined by the same section, as follows: — The 
expression false irede description’ means a trade description 
which is false in a material respect as regards the goods to which 
it is applied, and includes every alteration of a trade descripticr, 
whether by way of addition, effacement, or otberwite, where that 
alteration makes the descripticn false in a material respect; ard 
the fact that a trade description is a trade mark, or part cf a trace 
mark, shall not prevent such trade desciiption being a false пабе 
description within the meaning of this Act. The expression ‘goocs’ 
means anything which is the subject of trade, manufacture cr 
merchandise, The expressions 'persop,' ‘manufacturer, dealer cr 
trader,’ and ‘ 8 include any body of persons corporate or 
unincorporate. e expression 'name,' includes any abbreviation 
ofa name," The description must be false in a material respect” 
—which means that it must be materially or ШАПА false, 
and not necessarily wholly false; and it may be remarked that the 
section does not extend to mere verbal descriptions. 

The first offence described consists in doing something illegal to 
goods; the second consists in dealing with goods to which scme- 
thing illegal has been previously done. The first is aimed mainly 
at manufacturers, the second at sellers, wholesale or retail, Lot 
being themselves the manufacturers of the fraudulent goods. 

As to the first offence, it is not to be held to be committed when 
the person charged proves (tke burden of prcof is, of ccurse, on 
him) that he “acted without intent to defrard.“ This does not 
mean intent to defraud any particular purchater or other 
individual, but intent to defraud generally by parsing off an 
article as different to that which it really is. It does not cover 
what are mere cases of inaccuracy of descripticn. 

The following сьве is a convenient illustraticn cf the wsy in 
which this Act is interpreted by the English Couits. It bas been 
laid down that where trade ususge confines a generic name to one 
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species of the genus, it шау be a false trade description to apply 
the name to another species. The defendant sold a mixture com- 
posed of sulphate of soda and nearly 50 per cent. of crystallised 
sulphate of soda under the description “soda crystals." Both 
crystallised carbonate of soda and crystallised sulphate of soda 
could accurately be called “soda crystals” chemically; but it was 
proved that in the trade the term “soda crystals” was not applied 
to crystallised sulphate of soda at all, nor was it usually applied to 
crystallised carbonate of soda containing more than 2 per cent. of 
sulphate of soda. It was held, by a majority of the Court, that 
this was a false trade description. One judge, however, decided 
that the description “soda crystals,” being a true description 
chemically, could not be a false trade description within the 
Merchandise Marks Act, 1887." 


A DESCRIPTION OF THE METHODS OF GAS- 
SAMPLING AND TESTING EMPLOYED 
BY THE HAMBURG SMOKE ABATEMENT 
SOCIETY. 


Bx JOHN B. C. KERSHAW. 


Tue engineers of the Hamburg Vereins fur Fenerungs- 
betrieb und Rauchbekämpfung have adopted a special form 
of aspirator and testing apparatus for the control of boiler 
and furnace firing, in preference to the more generally 
employed automatic CO, recording apparatus, for the follow- 
ing reasons :—(1) Automatic recording apparatus is often 
complicated in construction and easily gets out of order; 
(2) the percentage of CO, alone is not sufficient to enable 
the engineer to judge of the completeness of the combustion, 
or of the absence of unburnt hydro-carbon gases and of 
carbon monoxide. 

The sampling and testing apparatus in use at Hamburg 
has been thoroughly tested, and is now installed on nearly 
400 of the boilers under the control of the Society, with most 
excellent results. The apparatus is shown in diagrammatic 
form in fig. 1. The sample of gas is drawn constantly 
(using natural or artificial draught) from the exit flues by 
means of the pipe L, and as it passes over the aspirator C, a 
small portion of the gas-flow is sucked down into this by the 


ABRANGEMENT OF ‘APPABATUS. 


action of clockwork on the bell £. The aspirator above this 
bell is filled with water covered with a film of paraffin oil, 
and the rate at which the bell sinks and the gas is sucked 
into the space с above it, is controlled by a pendulum and 
simple clock-work arrangement at U, the speed of which can 
be varied to suit the length of the firing shift. At the end 
of 8 or 12 hours (г.е., when the firemen change), the clock- 
work is stopped, and the average sample of gas stored in the 
space ( ів tested for carbon dioxide and for oxygen, by aid 
of the Orsat apparatus shown on the right-hand side of the 
aspirator, a rubber tube being employed to connect the 
aspirator and Orsat apparatus. 

Two tests of the average sample of gas are made, and the 
aspirator is then emptied by raising the bell E, and by open- 
ing the taps a, c and d. 


By closing a and opening b, and by starting the pendulum 
of the clock again, the apparatus is set for taking the next 
average sample—no attention being required for 8 or 12 
hours—according to the length of the firing shift. 

The pipe L is kept free from soot and rust deposits by 
blowing steam or compressed air through it (at regular 
intervals) by means of the tap at v ; and snap samples of 
the exit gas can be taken when desired without stopping the . 
aspirator, by connecting the cock at H with the tap on the 
Orsat apparatus at d by means of a thick rubber tube. 

The absorbing solutions used in the Orsat apparatus are 

caustic potash for the COs, aud an alkaline solution of 
pyrogallic acid for the oxygen. These solutions require 
renewal every three or four weeks. 
The gera of unburned hydro-carbons and of carbon 
monoxide in the exit gases is calculated from the total = 
centage of carbon dioxide and oxygen, the total of these 
two constituents when perfect combustion has occurred, 
flactuating between 19:0 per cent. and 19°5 per cent., 
according to the kind of coal used. 

The following tables show the working of the method 
in practice, with the basis upon which the bonus for good 
work and fines for bad work are calculated :— 


| А ' Average Average 
Fireman. ur percent. per cent. 
| : CO; 


Date. | 
M | Time | ам. * per cent 


— — ee 
! 


| | 


June 22... е a.m. to | Day Muller 1 and 2 113 194 
59 p.m. · | | 
(6pm to Night Lange 2 | 110 | 195 
| 6% a.m. | | 


June 22-23 | | 


Bonus TABLE ғов Goop PERcENTAGES OF CO; 


Fuel burnt, about 7,000 kg. in 12 hours at M. 16 per 1,000 kg. 
Temperature of the exit gases, 290°—320° C. 


— ——— = 


Average percentage Fuel saved, ' Valueoffuel Bonus addition to 
O2. in kg. | saved, in Mark. | wages, in Mark. 
80 — | — i — 
85 165 2230 15 
90 360 | 575 30 
9:5 490 7 85 | 40 
10:0 645 10:30 50 
105 740 1185 
110 900 1445 40 
11:5 1,005 16:20 ` 
12°0 1120 17 95 90 
130 1.260 20:20 1:00 


—— — — — -— M M 


Fores TABLE FOR INCOMPLETE COMBUSTION. 


Average percentage | Fuel burnt un- Value of fael Fine, in 
of CO, and oxygen. |necessarily in kg.] wasted, in Mark. ~ Mark. 
19:4 — | — — 
190 80 1:26 10 
18 7 225 3˙10 15 
. 184 315 5 00 25 
181 460 7°35 85 
17˙8 610 9 75 50 


Similar tables can be worked out for each boiler installa- 
tion, taking into account the class of fuel and the amount 
used per shift. 

With the aid of these tables the labour involved in 
calculating the bonus or fines for each stoker’s work is 
reduced to а minimum, and the men are given a very real 
incentive to saving fuel and preventing waste. 


Freight on Glass Shades for South Africa.—We 
learn from Mr. F. B. O. Hawes, the secretary, that the NATIONAL 
ELECTRICAL MANUFAOTUREBS' ASSOCIATION has obtained a con- 
cession from the South African Steamsnip Conference regarding the 
freight of electric light glass shades. Hitherto these have been 
rated in the first-class rate, while gas-lamp shades were carried at the 
second-class rate (a lower figure). The matter was taken up with 
the conference by this Association, and the South African lines in 
the conference have agreed that, in future, common glaas abades for 
electric lights, packed in cases, shall be carried at the second-class 
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THE LEA AUTOMATIC WATER RECORD ER. 


AcconDING fo an article in Power, the Lea recorder should be a 
most useful instrument in the investigation of steam engine 
behaviour. We gave a brief description of the instrument in our 
issue of October 23rd, 1908. А 

Аз is known, this instrument measures the ontput of water from 
а steam engine condenser. The water is collected in a steady 
tank whence it flows into a notch tank and escapes over a v notoh 
of 90°, 45°, 2243" or other equal division of 90°. The height over 
tke apex of the notch is measured by a float in a tank connected to 
the notch tank by a pipe of suitable size, which serves to prevent 
rippling yet is big enough to give prompt levelling. The peculiar 
feature of the machine is that the movement of the float js trans- 
ferred to the pen of the recorder by means of a spiral groove on a 
drum that is rotated by a toothed rack attached to the above float 
stem. The spiral groove has an increasing spiral pitch from zero, 
во as to give a pen motion on the formula н? J H, where н is the 
height of the water service above the apex of the v notch. Where 
н is measured in inches and у is the flow in cubie feet per 
minute, the amount of F = 0305 н? yB. With such a spiral, 
therefore, the pen movement is proportional to the volume of water 
flowing, and practically to the weight of flow, since the float sinks 
deeper in warmer water and corrects automatically for tempera- 
ture. The v notch has the valuable property that for all values of 
н the coefficient has the same value and it is proportionate to the 
angle. Its value 0'305 is for the notch angle of 90°. For small 
amounts of water the notch may be quite narrow and the flow will 
be similarly less, the coefficient for 9° being 0 0305, and so on. 

If one of these instruments be watched at work, it will be found 
very promptly to respond to any change that may be made in the 
régime of the engine. Thus, if the hand regulated cut-off for the 
low-pressure valves be changed to a less economical point, the 
water consumption will increase, and the increase will begin to be 
recorded in a few seconds after the change of cut-off has been made. 
A few seconds are, of course, needed for the increased steam to 
appear as water flowing tothe air pump. Very soon, steadiness of 
action is attained and the flow is recorded steadily at a higher 
figure. If such a change were made in an engine under ordinary 
test conditions, a whole day might be given over to the ran. To 
try the effect of half a dosen points of L.P. cut-off would easily 
extend to a week's run. With a steady load such a series of tests 
could be made either in a series of steps of, say, 10 minutes’ 
duration each, or by means of an index plate on the shifting wheel 
of the cut-off gear, it might be arranged that the wheel should be 


- moved so many degrees every 10 seconds, so that the recorder would 


trace a steady curve from earliest to latest cut-off, and the height of 
the curve at each minute would coincide with the water consump- 
tion of the engine with the cut-off then in action. Similarly, 
& series of tests could be made for which only the pressure 
varied, or the temperature of superheat, or the amount of con- 
densing water, or the use of steam in the reheater or jackets, or the 
load on the engine. What now amountsto elaborate and expensive 
tests would be rapidly made with an accuracy beyond what would 
be likely to attend a long test during which so many items might 
vary. 

The recorder proves what has become recognised by engineers 
—that a steam engine isa very regular machine. Give ita set of 
standard conditions to work with and it will produce the same 
indicator card for hours. "There ie, therefore, no occasion for long 
testas. A boiler test has to be of some considerable duration, 
because it is impossible to make an accurate estimate of the fires 
at any time, and a long run is made in order to reduce to a mini- 
mum the relative importance of the terminal inexactitudes, and of 
the steady running figures. But this is quite absent in an engine 
test. There is no terminal uncertainty to be taken into considera- 
tion. The rate of steam consumption of an engine is always taken 
when the engine has attained a permanent condition of tempera- 
ture, and that being attained the rate of steam consumption is 
simply read off the recorder diagram 


The experimental conditions are then varied a step, a few - 


minutes allowed for the cylinder to change its mean temperature 
and readings taken every minute then until no change occurs A 
whole curve of results can be plotted out in a few hours, and accu- 
rate estimates of the effect of varying conditions found. It is 
pointed out that the best and most rapid and accurate results can 
be obtained where each engine possesses its own condensing plant. 

Condensers common to two or more engines can be suitably re- 
corded, but a variation made upon one engine is liable to be more 
orless vitiated by any change in the other engines. And the 
change in the steam used by one engine will bear a more insignifi- 
cant ratio to the total than where only one engine is dealt with. 

Jet condenser engines can be similarly dealt with, but the records 
of steam used can only be calculated by the aid of temperatures in 
apportioning the total flow between the injection water and the 
working steam. "There may be cases where the injection water can 
also be measured before use, as well aa after, the difference then 
counting as steam condensed. The instrument seems to bring a 
step nearer the complete automatic measurement of everything 
about a station. 


New Arc Lamp.—Messrs. VgnrTYs, LTD., inform us 
that they are placing on the market for this lighting season a new 
arc lamp of exceedingly simple construction. This lamp is listed 
for 3-4 ‘amperes and 5 amperes; it burns for 60 hours, and is of their 
own make. 


BUSINESS NOTES. 


Consular Notes.—France.—The British Consul at 
Lyons reports that the products of the French metal industry find 
it increasingly difficult year .by year to keep a footing in 
foreign markets—much more to find new outlets abroad, and those best 
qualified to judge urge the Lyons manufacturer to concentrate all 
his efforts upon the development of the home market, and the 
supplanting of the foreigner, more especially the German, who is 
leaving no stone unturned to capture the French trade. Lyons 
and its district are noted for the construction of steam engines of 
all kinds, petrol and gas engines, and small locomotives for narrow 
gauge railways, while the important locomotive works of the Paris- 
Lyons-Mediterranean Railway Oo. at Oullins have a complete 
plant for repairing large railway engines. The ny je of the Lyons 
bofler-making industry, though hard pressed by foreign competi- 
tion, also runs into large figures yearly. lling stock, metal 
girder work and cables are also flourishing branches of the trade. 
With regard to the last-mentioned industry—very important by 
reason of the enormous development of hydro-electricity within 
recent years—it seems to be only a matter of time before 
aluminium takes the place of copper for cables, thus finding а 
fresh use for its large output in tbe water-power works in the 
Alps. The copper and aluminium industry is very flourishing. 
The electro-metallurgical industry suffered throughout 1908 from 
the effecta of thc general crisis, the most serious symptom being & 
heavy fall in prices, particularly in the case of aluminium, where а 
decline of 50 per cent. in the market rates was registered. The 
official statistics for 1908 of the outputof the chief products of 
the electric furnace (special iron alloys and aluminium) which had 
made great strides during the three previous years, are not yet 
available, but the export figures seem to indicate that, production 
received a check (see below.) It is said, indeed, that the crisis 
in this industry was aggravated by over-production, especially of 
aluminium, during the period 1905-7, farther contributing to the 
fall in prices. 


Production and Exportation of Electro-Metallurgical Products 
During the Years, 1906-8. 


1906. 1907. 1908, 
Special alloys of Iron— А 
Production 13,700,000 kg. 15,700,000 kg. — 
Exportation ... 7,758,000 kg. 8,149,000 kg. 9,585,000 kg. 
s ccm 3,396,000 kg. 4,686,000 kg 
uction ‚396, . 4,686, А — 
Exportation 1,473,000 kg. 1,118,000 kg. 1,331,000 kg. 


The most important branch of the electro-chemical industry 
consists in the manufacture of nitrates.  Cynamide is now 
being regularly produced by works at Notre Dame de Briançon 
(Bavoy), and important new works which the Nitrogene Oo. is 
building will begin to turn out nitric acid and nitrate of lime in 
the course of the present year (1909). " 

The development of water-power grows apace in the valleys of 
the Dauphiné and Savoy, and every year sees fresh falls laid under 
contribution and harnessed in the service of industry, thereby 
adding many thousands to the already large total horse-power 
now developed by white coal in the mountainous districts 
of south-eastern France, and involving the erection of new works, 
either for the manufacture on the spot of various metallurgical and 
chemical products, or for the generation of electric power for trans- 
mission over many scores of miles for traction and industrial pur- 
poses generally. In the Grenoble district alone, seven new 
companies for exploiting the hydraulic forces of the Dauphiné 
Valley were formed in 1908 with an aggregate share capital of 
over 10,000,000 fr. (£400,000), of which six were for generating and 
distributing electrical energy for a variety of industrial purposes, 
including the lighting of the town of Grenoble, and the remaining 
one for driving paper mills at Voiron—the waters put into harness 
for these enterprises being those of the Drac, a tributary of the 
Isere, its afluents the Champa and Gresse, the Odole, a small 
afilaent of the Romanche and the Lake of Aiguebelette, in the 
Chambéry district. Though by no means the most important indus- 
trially of these new companies, the Lignes Electriques is perhaps, 
the most interesting, as showing the great distances over which 
electric power is now commonly sent by overhead wires; for the 
object of this enterprise is to construct a line for the transmission 
of power from the power station in the Grenoble Alps to Gier, in the 
Loire coal basin, with eventual extension into Central France. 

As an outcome of the isolation of Paris from the rest of France 
during the post office strike in the spring of the present year, 
experimental wireless telegraph stations were temporarily 
established on the heights commanding Lyons and Grenoble, thus 
connecting those military centres with each other and with the 
Eiffel Tower station in Paris. The OConsul understands that 
similar installations have been made at Toulon. 


Catalogues and Lists.—TuEk GENERAL ELECTRO 
Co., Lro., 71, Queen Victoria Street, London, E.O.—New list 
(No. F1,350) of 24 pages, relating to an interesting variety of 
electric advertising tigna, also a number of shop lighting fittings, 
including lanterns and reflectors. The Osram lamp has led-to the 
addition of quite a new department to the shop-fittings branch, and 
some very effective designs are introduced to meet the demand 
occasioned by the prevailitg popularity of Osram lightigg 
fittings among shopkeepers. Reflector fittings for direct ard in 
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verted lighting, cluster lights, automatic time switches, electric 
flashers for signs and advertising devices, Striplite,“ also the 
" Pixielite" strip for decorations and temporary lighting, are well 
shown. Those who are interested in this increasingly important 
department of electricity supply business should write to the 
company for a copy of this Signs of the Times list. 

Messrs. THomas L, Scorr & Co, Lrp., 28, Martin's Lane, 
Cannon, Street, Е C.—Lesflet briefly describing Scott's patent 
flexible trolley wire suspension. * 

Tus Свүрто Evgcraicat Co., 155 ani 157, Bermondsey Street, 
London, S.E.—Leaflet illustrating, describing and giving prices of 
their single, two and three-pbase 4 c. motors of 4 to 20 H P., which, 
owing to extension of their works, they have been able to put 
through in larger quantities and at reduced prices. 

THE Patent Fitz AND Тоог, Co., Lrp., 8, White Street, Moor- 
fields, E.C.—Loatlet describing their Dreadnought " milling file; 
a second pamphlet details their Smooth on” compound, cement 
and other specialities. 

Тнк Reason ManvuracTUBING Co., LTD., Brighton.— Eight - page 
pamphlet containing a detailed description, with clear interior 
views of the mechanism, of their hand -wound time switches. 

Mrssns. PARMITEB, Нора & 8сарен, Holme Electrical Works, 
Ellesmere Street, Hulme, Manchester.— Eight- page Progress 
Sbeet (No. 4), in which are described the Ajax 1910 pattern 
K-type ironclad switches, Lyon ironclad switch and fuse, Hope's 
^N" type fuse, new М” pattern ironclad fusewosrds, "Ajax" 
ironclad power boards and motor panels. Prices are tabulated. 

Тнв Barrish Тномзох-Носоѕтох Co., LT»., Rngby.— Price list 
No. 224 (12 pages) containing a full description, illustrated and set 
out in the B.T -H. well-known standard form, of the firm's enclosed 
oil switches. Dimensional drawings and diagrams, also tabulated 
prices, are given. The switches are specially designed t> provide a 
totally-enclosed oil switch which can be fitted with any of the 
usual automatic accessories, and which can be operated with perfect 
safety by unskilled workmen. They are claimed to be capable of 
meeting the most severe requirements on systems up to 3,000 volts. 

THE Kor Ввавіха Oo., 1, Mill Lane, Blackburn.—Leaflet and 
sample tin of Kul, a greyish powder which, it is claimed, when 
poured into the usual lubricating devices of a bearing that is 
running hot, will prevent any stoppage due to hot bearings and 
ensure continuous running until time allows of their overhaul. 

Tum NaTIONAL ÉrLEcTBIO Sians Co, LTD, 112, Bath Street, 
Glasgow.—Brochure describing the Universal electric sign, 
which exhibits phases containing over 40 illuminated letters or 
numerals, and conveying any announcement within its scope; a 
continual succession of such announcements is automatically shown, 
thus adding endless variety to the other excellencies of the electric 
sign as au advertising medium. | 

Messrs. GEO. M'CagTNEY & Oo., Burnside Works, Oumnock, 
N.B — Postal card drawing attention to switchgear manufa>tares, 
of which they make a speciality. 

THe ABBEY ELECTB!O Co., 17, Victoria Street, London 8.W.— 
Four-page list giving illustrations (interior avd exterior) together 
with full particulars of prices of their improved pattern ' Abbey ” 
flame arc lamp. The firm haye appointed Mr. J. W. Beswick, 
Temple Ohambers, 33, Brazennose Street, Manchester, as their 
representative in Manchester aod district. 

TBE AMEBICAN METAL Hoss Co., 173, Lafayette Street, New 
HIE City.— Price leaflet of flexible arme for portable electric 
amps. 

Мв. G. BRaurik 8, Lambeth Hill, E C.— Small leafiat relating to 
bis " Eclipse” metallic-filament lamps stating their good points 
aad prices. 


Mawdsley's Contracts.—The following is a list of 
contracts that Messrs. MAwosLRX's, Ltp., of Dursley, either have 
now in band, or have recently completed :— 


Nine motors aggregating 510 H р. for equipment of granite quarry. 

Fourteen motors aggregating 4:0 1. P., for new rubber factory in Manchester. 

Booster sets, for Agent-General for the Cape, and fur the Crown Agents for 
the Colonies. 

Variable epeed motor for coupling to Reavell compressor. 

Dynamos and boosters, for new generating stations at Tewkesbury and 
Chippenbam. . 

Hydro-electrie installation, comprising turbine dynamo and motors, for 
sugar factory in Mauritius; and in addition a large number of lift and other 
motors. 


Employment Register.—Some time ago an Employ- 
ment Register was instituted by the Society of Engineers for the 
use of professional engineers seeking employment. The principal 
features of the register are as follows:— 

1. No fees of any kind are charged, the cost of management 
being defrayed by the Society. 

2. (Qualified engineers of all grades may have their names 
recorded, though in making a selection from a number of equally 
suitable men preference is naturally given to members of the 
Society, for whom the register was originally instituted. 

J. Only & few names of probably suitable candidates are put 
forward for each vacancy, во as to facilitate the employer's choice 
ав muc as possible. 

4. Every effort is made to get personal knowledge of candidates, 
together with full details of their qualifications, before sending in 
their names. 

We are informed that a number of well-qualified men, repre- 
senting the various branches of engineering work, are now avail- 
able, and it is thought that if the register were better known it 
would be widely used and appreciated by all who require draughts- 
meo, inspectors, and other classes of assistants, Employers aro 
invited to send inquiries by telephone or in writing to the secretary, 
Mr. A. B. B. Ackermann, 17, Victoria Street, B.W., stating their 
requirementa as regarde age, qualifications, salary, &c. 


Venner Time Switches.—Among recent orders booked 


by Muss a8. VENNER & Co. are the following: 100 time switches for 


Bedford, and 48 for Cork, both of these following on several previous 
orders; also an order from the North Metropolitan Electric Supply 
Co. for time switches for controlling the street lighting at 
Hertford. 


Trade Announcements.—Mr. Н. С. BanLow has 
resigned hia position as representative of the Electrical Co., Ltd., 
Manchester Branch, and commenced business as H. O. Barlow and 
Oo., at 52, Chapel Street, Salford, Manchester, where he will make 
а speciality of switchgear, electrical accessories, metallic-Glament 
and carbon lamps, cables and flexibles, flame arc lamps, &:. 

us MawpsLEv'S LTD, of Darsley, have appointed Mr. 8. 
Mansel Jones, of Western Mail Obambers, Cardiff, and Wind 
Street. Swansea, as their sole agent in South Wales for the sale of 
Mawdsley 2 пе patent dynamos and motors. 


For 8ale.—On November 3rd and 4th Messrs. B. 
Norman & Вон will offer for sale by auction, at 78, Golden Lane, 
E.C., a variety of plant and fittings, including electric motors, 
apparatus, telephone and electric light fittings, in re D. Bernstein 
and Co. (deed of assignment). Particulars appear in an adver- 
tisement to-day. 


Book Notices.—Drawinys for medium-sized Repetition 
Work. By R. D. Spinney, AM.IM.E. London: H. & F. N. 
Spon, Ltd. Price 3s. 6d. net.—The large amount of repetition 
work which now obtains in manufacturing engineering is due toa 
general recognition of the advantages of standardisation. Motor- 
car work, with which the author deals exclusively, has instanced 
this perhaps more strikingly than any other industry. It is now 
fully recognised that not only is it cheaper to produce details in 
large quantities because of the reduction in the “share” cost of 
specials tools, jigs, &c., but also that standardisation assists manu- 
facture for stock and considerably reduces the idle periods of all 
machine tools. The responsibility of the draughtsman has conse- 
quently been increased, for the alightest waste оп a poorly -designed 
detail may represent & considerable financial loss when multiplied 
by the number of such details produced. The author in this small 
volame deals with the drawings for repetition work, the word 
t drawings,” as the author defines it, covering the visible result of 
the draughtman’s labours, and including the fallest necessary 
instructions for the buying and making of the component parts of 
ma^hines. He takes the one reasonable view of the drawing—that 
it is only justified as it contributes to the efficient manufacture of 
machines, and is not something to be coloured and indexed 
ad infinitum, The first three chapters are devoted to *'system." 
The method of prepsring shop drawings aud lists is treated in 
detail. The fourth chapter, headed Tolerances,” deals with the 
methods of measurement in workshops, the necessary difference of 
size for various classes of “fit” and the allowable variations from 
nominal dimensions. The method of marking dimemsions oa 
drawings must ensure that time is not wasted in obtainiog un- 
necessary accuracy, and also that the tolerances do not ad up pro- 
du^iog trouble in assembling. A very suggestive chapter on 
designing is perhaps one of the best, and the author gives several 
examples showing how the amount of work on a detail can be 
reduced by a little forethought. A short chapter on office routine 
brings the work to a close. The book is well produced, and worth the 
money expended by the draughtsman who wishes to understand 
his work. 

British Standard Specification for Keys and Keyways, (Report No. 
46). London: Crosby Lockwood. Price 28. 6d. net.—The report 
is divided into two sections, the first being a specification for the 
steel bars from which the keys are to be cut, and the second deal- 
ing with the proportions of keys and keyways recommended. The 
specification requires a minimum tensile breaking strength of 36 
tons per sq. in., with an elongation of 12 per cent. on the test piece 
specified. A list of standard sizes is given, and the margins of 
manufacture to be allowed on merchant bar are defined. With 
regard to the second section of the report, the information which 
the Committee obtiined from engine builders and others bas been 


- supplemented by the res ilts of their own experimental work, and 


the standard sections for sunk keys given are based on data obtained 
from these two sources. At present only sunk keys (taper and 
parallel) are dealt with. Recommendations as to tolerances on the 
finished key and keyway are included. The experimental work 
was done by Mr. P. A. Ransom. 

The Patent Road to Fortune. By a Successful Traveller on it. 
Hall: Burtt Brothers. Price 3d. net.—Many have said, as the out- 
come of bitter experience, that the “Patent Road” leads to the 
workhouse; this little book, while it does not profess to teach 
invention, tells how to patent an invention, how to set about 
working or selling it, and a vast number of other matters of interest 
to those who wish to get rich by this pathway. It is clearly and 
pleasantly written, and covers in brief the whole field of patent 
law and procedure; apart from the title, it does not paint too 
rosy a picture. It inc'udes sections on trade marks and copyright. 

University of London, University College, Calendar, 1909-10. 
London: Taylor & Francis, 1909.—This bulky volame of some 650 
pages testifies, by ita bulk alone, to the rapidly-growing importance 
and activity of the reconstituted University of London. The 
Calendar, of course, deals with University College in particular, 
but this being the original foundation, and the principal con- 
stituent of the University, may be regarded as the body, with the 
associated teaching institutions as members, Full details are 
given in the Calendar of all the departments and staff, the various - 
curricula, examination papar (occupying 200 pages), lieta of 

raduetes and students of the Oollege, scholarshi tions, &c. 

z. J. А. Fleming is Fender Professor of Kléotripal ngineering, 
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with Prof. W. C. Olinton as assistant ; Mr. H. M. Hobart is Lecturer 
on Electrical Design, and Mr. G. B. Dyke demonstrator. We have 
previously drawn attention also.to the post-graduate courses in 
engineering, which will be conducted by specialists of the highest 


standing. Courses on Railway Engineering and Surveying have 
already commenced, and. Mr. Hobart’s course on Electrical Design 
begins on the 27th inst. 


" Differential and Integral Calculus" By A. E. H. Love. 
London: Cambridge University Press. 1909. Price 5s. 

" Cape Colony To-Day." Second edition. Issued by the Cape 
Government Railway Department. 

“ Prospectus of the Royal College of Art, London.” Wyman and 
Sons. Price 3d. | 

A new monthly review dealing with municipal government 
matters is to appear shortly, under the title The Local Government 
Review 


u Voltsge Ratio in Synchronous Converters,” and Electromotive- 
Force Wave-Shape in Alternators,” by Comfort A. Adams; and 
'" Pole-face Losses," by C. A. Adams, A. C. Lanier, C. C. Pope and 
O. O. Schooley. Reprints from the Proceedings of the American 
Institute of Electrical Engineers. 


Bankruptcy Proceedings. — H. P. ALLISON. — An 
application for an order of discharge was made on Wednesday 
last week, to Mr. Registrar Giffard, at the London Bankruptcy 
Court, on behalf of' Harry Pigott Allison, who traded in partner- 
ship with Joseph Grace Smith Cunnington, at 7, Great Newport 
Street, St. Martin's Lane, W C., under the style of Laing, Wharton 
and Cunnington. Mr. E. Leadam Hough, Senior Offisial Receiver, 
reported that the firm failed last May with provable debts £6,923, 
and assets which bad realised, or were likely to realise, £2,495. 
The offences reported by the Official Receiver were: (1) insufficiency 
of assets to pay 10a, in the £ to the creditors; and (2) trading with 
knowledge of insolvency. Mr. Hansell appeared in support of the 
application, and asked for the discharge to be granted, subject to 
his client consenting to judgment of £200. He submitted that it 
was a very unfortunate’ сазе for the applicant, who for some years 
was engaged as chief electrical engineer to a firm in India. Owing 
to ill-health, he had to throw up that engagement, and return to 
England. He entered into partnership with Mr. Cunnington, and 
they were persuaded to buy the business of the Improved Electric 
Supplies, Ltd., which proved to be a bad bargain, and brought 
about their failure. His Honour agreed with the learned counsel’s 
view of the case, and granted an order in the terms suggested. 

Ево Eaton, electrical engineer, Alexandra Road, Ashton-under- 
Lyne.—A receiving order was made on October 14th on debtor's 
own petition. 

Dissolutions and Liquidations.—Tux X ELECTRIO 
AOCUMULATOR Co., Lrp.—A meeting of creditors has been called 
for October 27th to consider a proposal for finally winding up, as 
there is no hope of ever realising anything. It is now nearly 12 
months since the company went into voluntary liquidation, and the 
sole asset which remained was an interest of 10 per cent. on the 
net profits of the X Syndicate, Ltd., а company formed for the 
purpose of purchasing from the debenture-holder's Receiver the 
entire property of this company. The X Syndicate, however, has 
been similarly unsuccessful, and some weeks ago the debenture- 
holder took possession, and the plant and machinery were sold by 
auction. Since then an application has been made to the Court for 
a compulsory winding-up order. Under these circumstances, after 
consultation with some of the large creditors, a meeting had been 
called as above. | 

La OaPrrAL (ExTENSIONS) Taamways Co., LTD.—This company 
is winding up voluntarily, with Messrs. E. A. Lazarus and F. 
Thursby as liquidators. 
^ Improvep Егестһіс Grow Lawr Co, LTD.—4A meeting is to 
be held at Salisbury House, E.C.,on November 22nd, to hear an 
account of the winding up from the liquidator, Mr. F. F. Faller. 

CUTLER, WABDLE & Co., LTD., electrical engineers, Manchester.— 
Mr. A. G. Mellors, in reporting upon the now completed realisation 
of this estate, regrets that no surplus is available for the unsecured 
creditors; indeed, there is not eutficient to pay off the debentures. 
The summary shows receipts amounting to £1,439 from the sale of 
atock-in-trade, machinery, patent rights and factory, also collection 
of book debts. After settling business expenses, preferential 
creditors for rents, receiver’s remuneration, paymént of first deben- 

'ture and interest (£518), and a first and final dividend of 14s. 2d. 
in the £ on further debenture claim and interest (£378), there 
is a balance remaining of only £1 178. 1d. 


The Lighting of Blackpool Aviation Grounds.— 
Tum BairisH WzsTINGHOUSE Oo. are lighting the Aviation Grounds 
at Blackpool with 36 of their Arcturas” flame arc lamps. These 
have outdoor choking coils for running the lamps four in series on 
& 200-volt 83-period circuit. | 


LIGHTING and POWER NOTES. 


Amble.—The local Council, which is considering the 


desirability of adopting electricity as a mode of lighting, has 


appointed Mr. Cecile A. Eemarch, M. I. M. K., of Newcastle, to advise 
the Council on a lighting scheme tor the town and to report. 


Aspull.— The U. D.C. has sealed the transfer of the prov. 


order to the Lancashire Electric Power Co., who will pay £308 as 
consideration. Я 


Blackpool.—The returns from the electricity department 
for Beptember show & decrease on the total works output, as com- 
pared with the corresponding period last year, by 11,303 units; 
private lighting showed & decrease of 11,002, For the half-year 
ended Beptember the output has decreased in private lighting by 
24,604 ; public lighting increase, 6,289. 


Bahamas.—Electric light has just been installed by the 
Bahamas Government at Nassau, the total estimated cost being 
£15,500 for & system of direct current and large cables. The 
generators are driven by suction gas engines. It will probably be 
necessary to expend another £1,000 on a storage battery to provide 
for a day supply for industrial purposes and for an all-night 
service. ! 


Barnes.—Application is to be made to the Local 
Government Board to sanction a loan of £4,100 for mains and 
£3,000 for house services. The electrical engineer reported at the 
last meeting of the Council that extensions of mains estimated to 
cost £500 would be required to supply & number of houses. The 
engineer mentioned that it was now the exception in the district 
for a builder to put in gas pipes for lighting. To enable local 
wiring contractors to advertise electric heating and cooking 
apparatus they are to be charged in future at the flat rate of 14d. 
per unit, provided their displays of fittings are satisfactory. 


Bootle.—The T.C. has decided to extend the mains at a 
cost of £1,070 to supply the works of Messrs. Williams, Harvey and 
Oo., Ltd., and other consumers in the neighbourhood, 


Braunton (Devon).—The Р.О. has definitely decided to 
support the electric light scheme submitted by Messrs. Crompton 
and Oo., Ltd. The company offer to take about £400 of the necessary 
capital (£3,500) to be raised, and for public lighting energy will 
supplied at 8s. per annum per 50 0.P. lamp. 


Brighton.—The Aldrington electric lighting, upon 
which some £9,000 has been spent, resulted in a loss of £452. 


Canada.—The Aylmer (Ont.) municipal electric light 
works was completely wrecked by a boiler explosion, and an 
engineer was killed, last week. An adjacent factory and buildings 
were destroyed by fire, and many buiidings were damaged. The 
damage is estimated at £40,000, 


Chadderton.—The U.D.C. has consented to the appli- 
cation of Oldham T.O. to supply electricity to consumers in the 
Chadderton district. 


Continental Notes.—FRANCE.— La Société de Distri- 
bution d'Energie Electrique du Rhone is the name of a new com- 
pany which has just been formed in Lyons, with a capital of 
£60,000 


, . : 

BELGIumM.—The Compagnie Continentale du Gaz is establishing a 
large new central electric lighting station at Droogenbosch; the 
contract for the generating plant for the same, as well as for the 
mains, bas been placed with the Société Union Electrique A. E. G., 
of Brussels. The contract comprises a 2,000-н.р. steam turbine and 
alternator, and a similar set of 1,000 H.P. 

ITALY.—Acocording to the Gas World, Messina, after having been 
in darkness for many months since the earthquake there, has had a 
service of electric lighting restored, “ which is said to show up the 
rows of wooden housos very well." 


Dundee.—The competition between the electricity and 
gas departments came in for criticism at a meeting of the T.O. 
For the better lighting of Lochee the sub-Committee accepted a 
tender by the electrical engineer of 16 flame-arc lamps of 54,000 c P. 
at an annual cost of £144, against a tender by the gas manager to 
supply 31 lamps of 11,000 o. P. at an annual cost of £156. Reply- 
ing to criticism, Mr. Richardson, tbe electrical engineer, said he 
was driven to competition; if ever he got anything he had to fight 
hard for it against gas. The recommendation in favour of elec- 
tricity was adopted. 

Evesham.— The T.C. has deferred full consideration of 
the proposed application for a prov. order for E.L. by the Stratford- 
on-Avon Electricity Oo., Ltd., pending the receipt of more definite 
information as to the wishes of the ratepayers. | 


Fife.—The electric power station at the Rosyth naval 
base is being pushed forward, but pending its completion it has 
been decided to put down a temporary plant; 16 electric cranes, 
supplied by a Leeds firm at a cost of £10,C00, will soon be at work. 


Glasgow.—The T.C. is making strenuous efforts to 
eradicate the smoke nuisance in Glasgow, and firms are asked in 
their own interests to introduce the latest stoking appliances. This 
week it was reported that the North British Locomotive Co. had 
recently installed 20 motors (with an average of 35 H.P. each), 
obtaining power from the Corporation Electricity Department. 


Hull.—A stand is being made by users of electricity for 
lighting purposes for the same discount which is granted users of 
current for power. The Hull Chamber of Trades nas forwarded a 
pointed communication to the Electric Ligut Committee, urging 
this point. Mr. Bell, the electrical engineer, stated in reply to 
questions, that the reason why discounts were allowed off motive 
power accounts and not off lighting accounts, was that the 
latter are rendered quarterly, while motive power accounts are 
rendered monthly. It would not be feasible to render lighting 
accounts monthly. Councillor Costello urged that users of light to 
the value of over £20 per annum should be aliowed a discount if 
they made payment within 14 days. Eventually the matter was 
referred to à sub-Committee, to be considered in connection witn 
the estimates, 
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Grassington (Yorks.).—The electric lighting installa- 
tion in the village was inaugurated on the 15th inst. Energy is: 
generated by a amall plant erected on the river, and using water 
power. The official opening ceremony is to take place in a few 
days' time, . 


Iudia.—It is understood that the Oudh and Rohilkhand 


State Railway is arran ing to fit Stone'a svstem of electric lights 
and fins to four first class, fonr enmposi'e first and second class, and 
four second class carriages.—Zndian Engineering. 


Llansamlet.— A scheme of electric lighting is being 
promoted for the Glais district by Mr. Evan Lewis, of Graig-y-pal. 


London.—ManYvLEkBONE.—Hot water is to be supplied 


to the lavatories in the Town Hall by means of small Therol elec- 
trical heaters. The cost of supplying and fixing the apparatus will’ 
be £45, and the annual cost for energy, which will be supplied at 
1d. per unit, will beabout £10. 

STEPNEY.—The Blyth’s Wharf generating station is to be opened 
by the Mayor on the 27th inst., when any machinery that may be- 
ready for use will be set in motion by the Mayoress. Application 
is to be made to the L.C.C. for a loan of £10,250 for mains 
extensions. 

The L.O.C. is to submit to the B. of T. proposed agreements 
between the London Electric Supply Co. and Westminster, and 
Bt. James’ and Pall Mall Companies, for it to determine whether 
these fall within Sec. 3, London Electric Supply Act, 1908; also a 
copy of the Highways Committee’s report on the above, and on an 
agreement between the South Metropolitan Co. and West Kent Oo. 
If the B. of T. approves the agreements, the Council suggesta . 
certain amendments, mainly with a view to safeguarding its pur- 
chasing powers. 

East Lonpon ErzoTBICAL ExuHrBrITION.—On Tuesday afternoon 
last the joint Electrical Exhibition, promoted by the Shoreditch, 
Hackney and Stepney Borough Councils, was opened by Mr. W. M. 
Mordey, in the Pitfield Street Baths, Shoreditch, a large gathering 
of the civic representatives of the three boroughs being present. 
Amongst the prominent exhibitors mention may be made of Messrs. 
Siemens Bros. & Co., who make a feature of their O.S. wirin 
System, tantalum lamps and fittings, cables, cells, batteries, &c., an 
in the Machinery Hall have a stand devoted to switchboard and 
testing instruments of the latest type. An interesting little appli- 
ance on one of their stands is a portable motor-driven vacuum 
pump, of compact arrangement and mounted on wheels—a device 
which in some form or other deserves more attention than it has 
hitherto received. Messrs. Simplex Conduits, Ltd., exhibit their 
conduit specialities, heating and cooking appliances, and metal- `· 
filament lamps, and Messrs. Marryat & Place show a miscellaneous 
collection of electric plant, including an interesting example of the 
Moissan electric furnace. Street lighting specialities figure on the 
stands of Mr. Haydn T. Harrison and the Reason Manufacturing 
Co., which latter firm is also showing electrolytic meters, demand 
indicators, &c. Mr. Harrison also watches over the interests of the 
Thorpe Meter Syndicate, who show their recently introduced 
electrolytic wattmeters, time-lag circuit-breakers and motor starters. 
Messrs. Worssam & Son have an attractive motor-driven refrigerat- 
ing plant suitable for country house installation, while Messrs, 
Ferranti, Rashleigh Phipps & Oo.—who exhibit electric signs— 
Pooley & Austin, Tyler & Freeman, and many others are responsible 
for interesting exhibits. Ж 


Norwich.—The T.C. has been recommended, at the 
termination of the existing contract with the Gas Co., to convert 
the gas lamps in the city to electric ones. 


Port Glasgow.—The question of introducing electricity 
has been discussed by the T.C. at various times during recent years, 
but the members have not been unanimous as to the course to be 
followed and nothing definite has been done. A few of the 
councillors are of opinion tbat plant should be laid down at the 
refuse d:structor works, while others hold that the better plan 
would be to ob'ain a supply from Greenock. Some months ago а 
petition was presented to the Council by the shipbuilders and other 
large employers of labour in the town asking that the Council should 
endeavour to come fo terms with (ireeno k. Negotiations were 
carried on between the two burghs for some time, but latterly the 
matter was allowed to drop. Last week the Meesrs. Lithgow, who 
are reconstructing the D iy area, reopened the subject in connection 
with the lighting of the shops in the new area, and the T.C., ata 
meeting in committee, agrecd to spproach the Greenock Corporation 
with a view to obtaining a supply of electricity from that burgh. 


Ravensthorpe,—The U.D.C. has given consent for the 
Yorkshire Electric Power Co. to use overhead lines to the Mirfield 
boundary for supplying energy to Brighouse. 


Rhyl.—At a mecting of the D.C. held last week, it waa 
announced that au offer had been made for some of the old plant . 
at the electric light works, which will be superseded by the new 
oil engine. The clerk was instructed to ask the sanction of the 
L. G. B. to the sale. 


Kochdale,—The T.C. has approved of an agreement 
to supply electricity in buik to Littleborough U.D.C. | 


South Africa.—Porcuersrroom.—The T.C. has held a 
epeciil meeting to consider several important matters, including a 
municipal electric liybting echeme, which is estimated to cost 
£15,000, and tae consideration of which has been provisionally 
sanctioned by the Government, 


- Southampton.—At the last meeting of the T.C., it was 
agreed that Parliamentary powers be sought to carry on the work ot 
“free or assisted wiring, to install wires, fittings, бе, through a 
contractor, but not otherwise, and to hire ont arc lamps, heating 
apparatus, and cookers either at a rental or on the deferred pay- 
ment system.” On the motion for the adoption of the reeommenda- 
tion, Mr. Hirst moved as an amendment that the whole question 
of the financial position of the electricity department be referred 
to the borough treasurer for report, and in the meantime the matter’ 
of free or assisted wiring be adjourned. The amendment was, 
however, lost. It was further decided to obtain Parliamentary» 
powers for the reconstruction of certain tramways and the 
acquisition of certain properties. | 
 Stafford.—The T.C. has fixed the following scale of 
discounts for consumers of over 3,000 units per quarter:—From 
3,000 to 4,000, 15 per cent.; from 4,000 to 5,000, 173 per dent.; over 
5,000, 20 per cent. 

Surbiton.—The U.D.C. has received from the L. G. B. 
sanction to a loan of £1,266 for the extension of the electricity 
works. ge d E 


Swansea.—The:B. of G. has asked the borough elec- 
trical engineer to prepare a scheme for lighting Blocks 1, 2 and 3 ot 
the workhouse. 


Widnes.—With the object of showing the B. of T. 
that it is in earnest, the T.C. has decided to have plans and esti- 
mates prepared for an electrical station at an estimated cost ol 
£4,100. The E.L. order was obtained four years ago, and the 
Council is negotiating with a company connected with the Balt 
Union, which offers to supply current to the town. 


Worsley.—The U.D.C. has sealed the transfer of the 
E.L. order to the Lancashire Electric Power OO. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—The question of the price of the electrical 
energy supplied to the Suburban Tramway Co., came up for discussion 
recently. The secretary of the Tramway Co. contended that, instead 
of complying with the terms of the agreement and the reference to 
him, and fixing a price for every unit actually supplied, the arbiter 
had ordained the company to pay a standing charge of £900 per 
annum, irrespective of the number of units that may be actually 


supplied. Mr. Kemp moved that intimation be made to the com- 


pany that, so far as the Council was concerned, the decree arbitral 
was accepted as final and binding, and that a remit be made to the 
Committee to give effect to this resolution. A long discussion 
ensued. The amendment was adopted by 16 to 13 votes. 


Australia.—The South Australian Government has 
recently obtained a report from Mr. W. G. T. Goodman, chiet 
engineer of the Adelaide Tramways Trust on the electrification of 
the Glenelg suburban railway line, which he estimates would cost 
£201,760. The city terminus of the line is in King William Btreet, 
along which the steam trains operate at present ; they also operste 
in the main street at Glenelg, and in both these instances it is 
pointed out that electric working would be much preferable to 
steam. Mr. Goodman proposes certain alterations in the routes 
with a view to giving a double track throughout ; the length of route 
considered amounts to 7 miles 28 ch. He further recommends that 
the Tramways Trust should have running powers over the King 
William Street lines, with a view to avoiding the placing of four 
tracks in that thoroughfare, and that the gauge should be altered to 


the standard. Mr. Goodman foretells a better, safer and speedier 


service, greater convenience at termini, and a satisfactory financial 
result. The system would operate with the overhead trolley. 


Blackpool.—A net increase of £1,496 has been taken 
in receipts on the cars during the season from April let to October 
7th. The total receipts were £42,536, compared with £41,040 in 
the corresponding half-year of 1908. There had been an increase 
of 182,515 in the number of passengers. 


Bournemoath.—The annual church parade of the 
Corporation Tramways employés took place on Sunday. As a 
matter of fact, a good proportion of the men did not take part in 
the actual parade to church, at least three contingents of about 
thirty on each occasion being taken in the Oorporation motor-'bus, 
a singular commentary on the Sunday traffic decision at the Council 
meeting in the previous week. 


Brazil.—In connection with the frequent opening of 
new tramway services by the Rio de Janeiro Tramway, Light and 
Power Co, the Brazilian Review says: "Now that the service all 
over the zone is being improved every day, tbe scoffers of some 
months back have turned their scoffings to blessings, and readily 
admit that not only is the amount of work done almost incredible, 
but that the service is gradually approaching that perfection which 
the company has set up as its ideal. 


Continental Notes.—Germany.—A fresh dispute has 
arisen between the Grand Berlin Tramway Co. and the city of 
Berlin as a result of the former’s claim to have received from the 
magistrate the exclusive monopoly for the working of tramways 
in general, and in particular of the tramways from the Stellin 
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Babnhof to the Central Vichhof and from the Vichhof-Rudolf 
Virchof to the Kraakenhaus, which have been constructed and are 
Operated by the municipal council. The company contends that 
these lines have caused it to lose £2,000 during the past year, and 
that the city is responsible forthe loss, According to the workiog 
return of these particular tramways for tie year, a considerable 
surplus has been realised, and the company therefore demands the 
payment bv the city of the £2,000 mentioned as compensation, and 
reserves other claims for the future. In addition, the compsny 
notifies that other claims will be presented in connection with the 
three municipal tramways which it is proposed to construct in 
the south of the city. | 

Bereium.—La Société des Tramways Bruxellois has applied for 
a concession for а new line of electric tramwsy in Brustels between 
the Gare de Luxemburg and the Place Dailly. | 

Traty.—In connection with the Socialist demonstrations, the 
whole of the tramways and cabs in Rome suspended service on the 
14th inst. ocd 

AUSTBIA,—It is reported from Vienna that the negotiations in 
respect of the projected conversion of the city railway to electric 
traction are expected to be brought to & conclusion during the 
forthcoming winter. The expenditure on the work is computed at 
from 40,000,000 to 50,000,000 florins, which would presumably be 
raised by a city loan, and the transformation would be undertaken 
by the Laender Bank in conjunction with the Siemens-Schuckert 
Co. The conversion represents one of the fondest wishes of the 
mayor, and is said to be only possible simultaneously with the 
municipalisation of the undertaking. At present the railway 
belongs in equal thirds to the Lower Austrian District, the Austrian 
State and the City of Vienna, and the management of the line is 
in the hands of the Austrian State Railway Administration in 
retarn for a small payment by the three parties concerned. The 
mayor hopes that after transformation the railway will yield results 
as favourable as the electric tramwavs, but it is declared 
that the surplus realised by the latter will become a deficit if the 
demands made by the employés for higher wages, which are not 
unjustified, are granted. e principal difficulty in regard to 
the suggested transfer of the railway to the Municipal Council 
lies in the circumstance that the latter is not inclined to pay any- 
thing for taking over the undertaking, whereas the other two co- 
proprietors are not dispos 
. compensation. It is possible that the present co-operation of 
the Laender Bank will bring the negotiations to a fresh stage. 

The new Ronstal railway in the south of the Austrian Tyrol was 
completed and set in operation on October llth. It is 37 miles in 
length, and connects Trient, Clep and Malé, and a branch line nearly 
15 miles long leads from Dermpllo to Fondo-Mendel. The railway 
is the longest electrically-operated overland line in Austria, and is 
the first to be constructed by the department of the State Railway 
Administration for the account of the concessionaires. The maxi- 
mum rise in the main line is 53 metres per 1,000 metres, the gauge 
is 1 metre, and the speed amounts to about 123 miles per hour. 
Power is supplied by the electricity works of the town of Trient, 
on the Sarca, and is distributed to the line from three transformer 
stations. The rolling stock comprises 10 four-axle passenger motor 
coaches, each capable of accommodating 44 persons, 12 passenger 
trailer coaches of the same capacity, 12 covered and 15 open goods 
wagons, each of 7 tons carrying capacity, and 3 mail coaches. 

SwrTZEBLAND.—The St. Gall-Speicher-Trogen Railway Co., of 
Trogen, has obtained a concession for the construction of a single- 
track, metre-gaoge electric railway, 54 miles long, on the St. Gall- 
Walzenhausen route, via Trogen and Heiden, with a branch from 
Kaien to Rehetobel. The concession will expire on May 16th, 
1949. The line is to be built in two sections: (1) Trogen to Heiden, 
including the above-mentioned branch, and (2) Heiden to Walzen- 
hausen. The total cost of the work is estimated at £43,000.— Board 
of Trade Journal. 

Spain.—The Compania Nacional de Tranvias has applied for а 
concession for the construction of an electric tramway in Barcelona, 
called the Sans Extension, being an extension of the company's 
existing lines.— Board of Trade Journal. 


Cradley Heath.—The U.D.C. has decided that it is 
desirable to enter into an agreement with the Dudley, Stourbridge 
and District Electric Traction Co. for the construction and working 
of a tramway from Brierley Hill to Oradley Heath, if satisfactory 
terms can be arranged between the company and the Brierley Hill, 
Quarry Bank, Rowley Regis and Cradley Heath Councils. 


Falkirk.—Owing to the severe gale which visited the 
district on the 14th inst., many trees were blown down on to the 
telegraph wires and tramway trolley lines, completely blocking the 
tramway service in places. 'The obstructions were removed and 
services renewed on the 15th inst. 


Handsworth.—The District Council, at a meeting 
last week, considered a report dealing with complaints against 
the South Staffordshire Tramways (Lessee) Oo., against whom 
action has been taken; also an application to Parliament for 
powers to construct a network of tramways in the district. 

The Parliamentary Committee has been notified that the 
Birmingham City Council proposes to make representations to the 
L.G.B. with respect to the extension of the city boundaries (in 
which the U.D.C. does not acquiesce). 


Leeds.—At the meeting of the Corporation Tramways 
and Electricity Committee on Monday, reference was made to the 
success of the year's working in the tramways department. The 
half-yearly statement was satisfactory, and there was promise of 
another good financial year. There haa been a fairly substantial 
increase in revenue to meet extra expenditure necessitated by 
repxire and renewals of permanent way, Án application has been 


ed to agree to the change without . 


received from Otley for the extension of the tramway system to 
that boundary from Guiseley, and the matter has been placed in 
the hands of a committee. Mention was made of a proposed 
extension of the electricity undertaking to Thwaite Gate, and 
questions were also under consideration regarding the supply of 
electric power for sewerage plant on the new estate at Templenew- 
sam, and for similar works at Headingley, eo that there were 
indications of very contiderable future progress. 


London.—The L.C.C. on July 16th, 1907, concurred 
in the proposal to refer to arbitration the question whether the 
expense incurred by the G.P.O. in providing heat coils, fuses, &c., 
for the protection of telephone and telegraph wires in the neigh- 
bourhood of tramways worked on the overhead trolley system of 
electric traction, should be borne by the Post Office or by the tram- 
way authority concerned. The arbitrator appointed by the 
B. of T. has now decided that the cost shall be borne by 
the latter. The case for the tramway authorities was 
undertaken by the Tramways and Light Railways Association, 
and by the award the Association is required to pay half the arbi- 
trator’s fee in addition to its own costs. The Council is to pay £10 
to the Association as a contribution toward the costs incurred by it 
in the arbitration proceedings. 

The City and South London Railway has introduced a reduced 
scale of fares to season-ticket holders, and with a view to 


" accelerating the traffic, experiments are now being made with auto- 


matic signals. 

Lower Bebington.—The U.D.C. has under consideration, 
the question of the extension of the Birkenhead tramways from New 
Ferry to Bolton Road, Port Sunlight. 

Newcastle-on-Tyne.—As а result of the measures taken 


by the tramways manager to carry out the reduction in working 
expenses decided on by the Tramways Committee, the employés 


are going to lodge a protest with the latter against reducing the 
бай . | 


When entering Manors North Station on Wednesday evening last - 
week, an electric train left the metals and tore up the permanent 
way for some distance. Two of the carriages were considerably 
smashed, and a young man was injured. 

Linlithgow С.О. 


Queensferry (Edinburgh).—At 
recently a letter was read from Messrs. Deas & Oo., asking whether 
the Council would consent to a tramway being constructed between 
Cramond Brig and South Queensferry. The chairman explained 
that about four years ago a company applied for a provisional order 
to ley a tramway over the same road, and the Council opposed the 
scheme on the ground that the road was not wide enough for a 
tramway and the ordinary traffic. After discussion, it was agteed 
that the clerk should acknowledge the letter, and that any further 
communications on the subject should come before Linlithgow 
District Committee. 


Swindon.—The T.C. has decided to offer a bonus to 
tramway motormen on their attaining a minimum consumption of 
energy, ав fixed by the Committee for the tramways, 


West Fife,.—The tramway company is pushing ahead 
with the new tramway system. Immediately after the B. of T. 
inspection it will commence a service between Oowdenbeath and 
Dunfermline. The system will then be extended, and before the 
end of the year Lochgelly will also be linked ap. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Postal Department has twice invited 
tenders from manufacturers who are prepared to supply telephones 
made in Australia, but so far no tenders have been received. The 
Government is most anxious to have the instraments made in the 
Com monwealth. 

It is estimated that in order to put the telegraph and telephone 
systems of the Commonwealth in a state of high efficiency, an 
expenditure of £1,828,152 would be necessary, to meet existing 
requirements alone. Speaking on the subject in the House of 
Representatives, Mr. Reid said that the Postal Department had got 
its bad reputation because it had never had a chance to do its work 
properly. The officers were not inefficient, but had not been 
afforded an opportunity to show what they could do, and had never 
had the proper appliances for the work. 


Ваһатав, — Тһе annual Colonial Report for the Bahamas 
for 1905-0 states that the revenue of the Telegraph Department 
was £1,665 and the expenditure £548, as against £1,248 and £545 
respectively; 4,251 messages were dealt with, 377 of which were to 
and from Great Britain. The previous year's traffic was 3,947 
messages. 

There are 225 telephone stations now working in Nassau and 
suburbs, The revenue for 1909-10 is put at £912 10s. and expendi- 
ture (inclusive of ioterest and sinking fund) at £516 16s. "The 
system is owned by the Government, 


Brazil.—The Zrezilian. Review reports that the contract 
between the Government and the Amazon Telegraph Co. for the 
duplication of the subfluvial cable between Para and Amazonas 
was signed on September 28th, The work is to be completed 
within 15 months, and a reduction of 20 per cent. in the rates, or 
30 per cent. if the trafic exceeds 600,000 words per annum, is to be“ 
made, i 
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Cable Interruptions :— 


Tourane-Amoy ais M T— .. June 17, 1909 
Assab-Perim ... PE sas ee .. July 8, 1909 
Dakar-Oonakry 8 aia bis Aug. 20, 1909 
Balikpapan-K wandaa Р Sept. 2, 1909 
Cheiksaid-Perim  ... 7 Sept. 15, 1909 


Canada, — Yesterday the King was to perform the 
ceremony of opening the doors of the Royal Edward Tuberculosis 
Institute in Montreal by "touching a button" at West Dean Park, 
Obhichester. The shortest line of tbe Commercial Cable Oo. was to 
be employed, with relays and repeaters at all intermediate points, 
80 that the signal would go through without manual aid from start 
to finish. It is believed that this is the first occasion on which an 
opening ceremony has been performed by wire at a distance of 
3,000 miles. А 

The extension of rural telephone lines in Ontario and the West 
has been astonishing. These lines, usually 10 to 20 miles in length, 
are built by the farmers, who find the poles and give free 
right of way, doing all except the technical work themselves, so 
that the great advantage of telephone communication costs the 
rural people very little. í 


French Postal Strike Sequel.—lIt is reported that the 
new Minister, M. Millerand, has reinstated 455 of the 586 post 
office servants who were dismissed in connection with the postal 
strike last March. The opportunity has been taken to leave out 
employés not recommended by their former chiefs. 


South Africa.—The system of farm telephones which has 
proved so successful and advantageous in Canada and the United 
Btates bas attracted attention in South Africa, and the various 
Governments bave been approached with a view to its introduction. 

The falling off in telegraph traffic has enabled the Government 
of Oape Colony to give additional facilities for trunk telephone 
service, with the aid of the telegraph wires set free. | Е 


Wireless Telegraphy.—The Admiralty have decided to 
erect a wireless telegraph station at Wick. An acre of ground has 
been leased and provision will be made fora staff of 12 men. The 
station is to be equipped with the latest appliances for long-distance 
communication, and is expected to be in working order early next 


ear. 

It is reported that the airship “ Zeppelin III" has been proved 
capable of commnnicating by wireless telegraphy with stations at a 
distance of 300 miles. Nevertheless, the experts consider that, to 
ensure successful communication, wood must be substituted for 
aluminium in tbe construction of the frames of airships of the rigid 


type. 


Wireless Telephony.—Under the heading ‘ Caveat 
Emptor,” the Cope Times of September 15th severely criticised a 
prospectus issued by the Collins Wireless Telephone Co., of 
Newark, U.S.A. It was stated in the prospectus that the 
capital of the company was £200,000, divided into 1 million shares 
of $1 each, of which the inventor of the system concerned—Mr. 
А. F. Collins—had retained 600,000, while, according to the special 
representative of the company in Cape Colony, of the remainder 
250,000 bad been sold in America and foreign countries. Mr. J. J. 
Kelly, the representative in question, was placing these on the 
market in South Africa at 13s. each. The Cope Times drew 
attention to several discrepancies in the statements issued on 
behalf of the company, and to the magnificent claims to the effect 
that the profits from subsidiary companies were estimated in 
millions during the next few yeers. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Alsace.—November 1st. The municipal authorities of 
Forbach are inviting tenders for the concession for the establish- 
ment and working of an electric tramway in the town. 


· Altrincham .—October 23rd. Electric light installation 
at the County High School for Girls. Sankey & Cubbon, architects, 
4, Chapel Walks, Manchester. (Returnable deposit £1 1s.) 


Australia.— VICTOnIA.— Accumulators for Ње P.M.G. 
Зее Official Notices” October 1st. 


Vicronra.— Electric lamps for the P.M.G. See “Official Notices“ 
October 15th. 


MELBOUBNE.— 50 coin attachments, suitable for coins of different 
value, for the P.M.G. See our Official Notices“ September 24th. 


Belgium.— December 31et. The municipal authorities 


of Jupille are inviting tenders for the concesion for the lighting of 
the little town by gas or electricity. 


Epsom.— November 2rd. Eight p.c. long - burning 
flame arc lamps for the U. D. C. Bee Official Notices to-day. 


Llandudno. — October 50th. Hand tower-ladder for 


Air ero lamps, for the U. D.C. Beo Cffeial Notices”. 
October 15tb 


L.C.C.—November 1st. Brass and other castings and 
fittings, lamp glasses, carbons, insulating materials, cables and lamps, 
for the L. C. O. See Official Notices to-day. 


Leyton.— October 26th. Installation of electric light 
and water heating apparatus at the Canterbury Road Schools, 
now erecting, for the U.D.O. See '' Official Notices " October 8th. 


London.—November 3rd. Electric lighting installation 
at the Buxton Street Elementary School, Whitechapel. See 
“ Official Notices to-day. 


Luton.— October 29th.  Vuleanised bitumen cable for 
the Corporation. See “ Official Notices " to-day. 


Manchester.—October 25th. Steel girder tramway rails, 
for the T.O..(returnable deposit, £1 18.); J. M. M’Elroy, General 
Manager of the Tramways, 55, Piccadilly, Manchester. 


Mountain Ash.—October 25th. Electrical stores for the 
U.D.C. electricity undertaking. See “Offcial Notices” October 8th. 


Radcliffe.—October 27th. Cable for the U. D. C. Elec- 
tricity Department. See Official Notices ” October 15th. 


Rotherham.—October 23rd. The T.C. has two steam 


dynamos, 32 Kw. each, for disposal. See Official Notices” Sep- 
tember 24th. 


Turkey.—November 30th. The municipal authorities of 
Broussa are inviting tenders for the concession for the establishment 
of a central electric lighting station and a system of electric tram- 
ways in the town. 


Warrington.—November 2nd. Arc lamp lowering gear 
for oe Corporation Electricity Department. See Official Notices” 
to-day. 


CLOSED. 


Barnes.—The District Council has accepted the tender 
of the Union Cable Co., Ltd., at £413, for 1,760 yards of cable. 


Belgium.—La Société des Ateliers de Constructions Elec- 
triques, of Charleroi, has just secured a contract from the Bociéte 
des Forges de Clabecq (Be)gium) for the establishment and equip- 
ment of a Jarge electric power plant. The contract includes three 
dynamos of from 1,100 to 1,600 ку. capacity, six electricall y-operated 
pumps, three electric motors of about 1,200 H.P. each for the opere 
tion of the rolling mills, and seven electric cranes. 


Bootle.—The T.O. has accepted the tender of Cellender's 
Cable and Construction Co., Ltd:, for cables, at £815. 


Burslem.—The T.C. has accepted the following tenders: 


Mr. Jas. Grant, Burslem.—Extension of the electricity works, £1,400. 

Messrs. Babcook & Wilcox, Ltd.—Boiler, £1,100; and pipework, £1(8. 

Messrs. аео Bros. Dynamo Works, Ltd.—Belliss-Siemens generator 
set, £2,922. 

J. Storey & Sons.— Condenser, £1,600. 

Messrs. Crompton & Co., Ltd.—Switchgear, £100. 


Glasgow.—The T.C. Committee on Sewage recommend 
for acceptance the offer (£3,469) of Meters. Lowdon Bros. & Co., 


Glasgow, in connection with the electric power contract for Shield- 
hall sewage works. 


Government Contracts.— During the past month the 


following contracts have been accepted by the Government Depart- 
ments named :— 
Wak OrricF, 


Electric lamps.--Fdison & Swan United Electric Light Co., Ltd. ; British 
Thomson- Houston Co., Ltd. 
'Telephone sets and parts.— British Insulated and Helsby Cables. Ltd. 


GENERAL Post OFFICE. 


Paper core cable.—British Insulated and Helsby Cables, Ltd, ; Johnson and 
Phillips, Ltd. 

Cables, submarine.—Telegraph Construction and Maintenance Co. 

Detectors and leather cases.—General Electric Co., Ltd. 

Gcnerators.— International Electric Co. 

Wire, copper, hard drawn,—T. Bolton & Bons, Ltd.: British Insulated and 
Helsby Cables, Ltd.; Elliott's Metal Co., Ltd.; R. Johnson & Nephew, 
Ltd.: Shropshire Iron Co., Ltd.; F. Smith & Co., incorporated with the 
London Electric Wire Co., and Smiths, Ltd. Wilkes, Son and Mapple- 
beck, Ltd. 


Johannesburg.— The following tenders for electrical 
supplies have been accepted by the municipality :— 


Dick, Kerr & Co.— Tramway spares, £660. 

Telegraph Manufacturing Co. Two tramway feeder pillars, £45 ; 2,700 yar?s 
002) armoured cable, 4145. 2,700 yards troughing, &c., £1,846; 100 yarus 
б cable, £67; 200 yards '25 cable, £104; 160 pairs fuse-boxes, £3 
Overhead tramway sundries, £ 65; 19 disconnecting boxes, 4 . 

Blane & Co.— Five electric freight.cars, 42,895; 1,600 yards G cable, E. 

Henlev's S.A. Telegraph Со. OO yards ‘129 cable, £162; 300 yards ‘13 cavie, 
4102; 2,000 yards 05 cable, £400; 500 vurds 44 single cable, 443. 

Western Electrlo Co.—Four 100-5w. transformers, 4361. 

Reunert & Lenaz.—Four-tons insulating compound, 486, 


oe ee 
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London.—L.0.0.—The Education Committee has received 
the following tenders for installing elestric light, &c., at Paddington 
Technical Institute :— 


Brit. West. E. & M. Co., (accepted) £359 | G. Harland Bowden & Co. ‚. £706 
Whitehead Bros. .. - . 960 


D. J. Macdonald ix .. 810 
Tilley Bros. .. Ma iu . 966 M. 8. Smith .. А - eo 811 
R. Bridger .. ER se . 968 Johnson & Phillips, Ltd... .. 818 
Westminster Ventilating Co. $80 W. A. Lawrence ys .. 890 
Pinching & Walton . ie . 290 G. Weston & Sons .. "s .. 849 
R. H. and J. Pearson, Ltd. e. 296 R. N. Cunningham & Co... . 378 
Foote & Milne, Ltd. S .. 298 E. E. Beaven.. xx ae .. 818 
Sweet Bros. oe ee ee . 299 T. L. Hellyar & Bons ee eo. 447 


The British Westinghouse Co. are authorised to aub-let the 
wiring to G. Foster, Curtis & Co. (Camden Town). 

In connection with the electrical equipment fcr ‹` - L.. C. 
Paddington Technical Institute, tenders were invited by the. С.С. 
from six firms for the supply of a condensing plant. Three ot she 
fiems, however, stated that they had not suitable patterns, and they 
did not therefore submit tenders. The tenders received were as 
follows :— | 

isaac Storey 2 Sons, LI. 


J. H. Carruthers & Co, ae "E 
Clarke, Chapman & Co. ae ё› АА .. 499 


. (accep'ed) 2916 
e .. 970 


Lowestoft.—At the last meeting of the Council, the 
Electricity Oommittee recommended the acceptance of the tender 
of Messrs. Aubert Grenier & Oo., at £783, for feeder cables. The 
recommendation was referred back with instructions to the Oom- 
mittee to call for fresh tenders. Two Babcock & Wilcox chain 
grate stokers are to be provided to boilers at a cost of £330. The 
Council has accepted the tender of the Vacuum Oil Oo. for the 
annual tupply of oils to the electricity undertaking at the following 
prices :— Cylinder oil, 23. 4d. per gallon; crank chamber oil, Vacuum 
Etna engine, 1s. 4d. per gallon; 600 W, 2s. 4d. per gallon. 


Randfontein.—The Randfontein Estates Gold Mining 
Con of Johannesburg, have accepted the tender of the Telegraph 
Manufacturing Co. for the supply of various cables, amounting to 
abont £18,000; also 20 section pillars. The total lengths amount 
to about 70,000 ft. of E. H. r. three-core paper-insulated cable, for a 
working pressure of 6,600 volts; the sizes range from 1. 125, `2, 
and 25, and the price includes both the laying and jointing. The 
same fi em is also carrying out the laying of cables for light and 
power for the Admiralty at the Simonstown new docks. ` 


Swinton aud Pendlebury.—The U.D.C. has accepted 
the tender of Messrs. Heenan & Froude for a refuse destructor, at 
£6,739. The Horsfall Dsstructor Co. tendered at £6,764. 


Tauaton.—The T.C. has accepted the tender of Messrs. 
O. Goodland & Sons for 2,500 tons of coal, at 153. 4d. per ton, for 
the next 12 months. 


FORTHCOMING EVENTS. 


- 


Phyeten! Seeley. Friday. October 22nd. At 5 p.m. At the Royal College of 
Science, South Kensington, S. W. Paper On Cadmium Amalgams and the 
Normal Weston Cell," by Mr. F. E. Bmith, and other papers. 


lnctitation of Electrical Engineers (Manchester Sectiem.—Fridsy, October 9?nd. 
At 7.30 p.m. At Midiand Hotel, Manchester. Opening meeting for the 
session. Address by the chairman, Mr. 8. J. Watson. A smokipg concert 
to follow. (Other meetings will be held at the Physical Laboratory of the 
Manchester University.) . 


Eteetro-Harmosic Seniety.— Friday, October 9?nd. At 8 p.m. At the King's 


Hall, Holborn Restaurant. First smoking concert of the season. See 
t Notes last week. 


institution of Electrical Engineers (Leeds Section. — Wednesday, October 27th. 

At 7.15 p.m. At tbe University, Leeds. Presidential address by Mr. W.M, 

e iar and a paper, "Notes on Superheated Steam,” by Mr. A. B. 
ountain. 


institution of Mechanical Engineers.—Friday, October th. At 8 p.m. Extra 
meeting. Resumption of discussion on Prof, W. E. Dalby's paper on Heat 
Transmission." 


THE ELEOTRICAL ENGINEERS 
(LONDON DIVISION) 


Hd following orders are issued for the week ending October 31st, 
NE Commanding Officer—Cor. R. E. В. Свомртон, О.В, 
Monday, October 25th.—" A Company, Hopkinson Cup competition, 7 p.m, 
Tuesday, October 26th. B” Company. Hopkinson Cup competition, 7 p.m. 
Wednesday, October 27th.—Gymnasium, 6.80 to 9.80 p.m. 
Thursday, October th. Q” Company. Hopkinson Cup competition, 7 p.m, 
Friday, October th. D" Company, Hopkiason Cup competition, 7 p.m, 


(signed) Р, H. Оамудз:, Capt, А.Е, and Adjutant, . 
Tet 0.0, B.B., L. D. : 


NOTES. 


Late Legal.—ErkcrRic PEAT-COAL CASE APPEAL.— 
An appeal by the defendant, Mr. George Darlington Simpson, from 
a verdict and judgment in tbe action of J. O. Barker v. Earl Mayo 
and Others, tried by Mr. Justice Lawrence and a special jury, was 
in the lists for hearing before Lords Justices Vaughan-Williams, 
Buckley and Kennedy on Wednesday. On it being called on, 
Mr. Thompson, representing Mr. Simpson, asked for an ad: 
1 There had, he said, originally been an appeal 

y the plaintiff, and Mr. Simpson, thinking he would have 
the benefit of counsel representing the other defendants, 
intended to appear in person. A few days ago, however, he was 
informed that that appeal would not be proceeded with. Being 
alone on this appeal, he desired the assistance of counsel, but had 
not yet had time to give the necessary instructions. Their Lord- 
ships allowed the appeal to be adjourned for a fortnight. 

Тав Barrish ALUMINIUM Oo.—Mr. Justice Swinfen Eady, 
in the Companies’ Winding-up Court on Tuesday, had before him 
the petition of Dick, Kerr & Co., Ltd., and A. Schonfeld & Co., for 
the compulsory winding up of the British Aluminium Co., Ltd. 
Mr. Younger, K.C., eaid he appeared for the company on both 
petitions, and he had to ask that they should stand over for another 
month. The petitions were originally presented in Jaly last. The 
company was of very great magnitude, and was doing a very great 
business. It was very desirable that there shonld be a proper 
reconstruction, the figures to be dealt with being enormous. A 
scheme of arrangement had been sanctioned, but it was necessary 
that the arrangement should be further matared. Mr. Martelli, for 
tbe petitioners, ssid he did not oppose, and his Lordship agreed to 
the adjournment, as requested by Mr. Younger. 


Indirect Illumination.—Oar American electrical con- 
temporaries have lately alluded to an interesting example of iudi- 
rect illumination by tungsten lamps. The Canadian Electrical News 
says that indirect illumination in ite most recent application con- 
sists in entirely covering the source of light with a scientifically- 
designed mirrored reflector which casts the light on the ceiling, 
whence it is distributed back throughout the room. This gives the 
nearest approach to daylight ever secured by artificial illumina- 
tion. This method is in use in many residences, offices, banks and 
hotels, and has recently been installed in the new ball-room or 
auditorium of the South Shore Country Club, of Ohicago, one of 
that city's largest clubs. This is a magnificent separate building 
connected by & passage-way with the main club house, and is 86 ft. 
X 140 ft. in size, constituting practically one large room. A 12-ft. 
promenade, as shown, on all four sides, is separated from the main 
room by 30 Ionic columns. The ceilings of this promenade are 


Tue Ілантіха OF A OHICAGO BALL-ROOM, 


20 ft. high, divided in 12-ft, panels. In each of these 28 panels is 
hung a fixture, containing a single '' I-comfort indirect illuminat- 
ing unit, as shown. The ceilihg of the main auditorium is 28 ft. 
high, and, as shown in the illustration, contains three large 
chandeliers hung at equal distances in the large panel of the ceil- 
ing. Each of these chandeliers contains 23 I- comfort indirect 
lighting units. The passage-way to this building from the main 
club house is illuminated with three fixtures in each cross 
panel, each fixture containing a single indirect lighting unit. 
Every one who enters the auditorium is immediately impressed 
with the magnificent results obtained. Many expressions as to its 
being the most beautiful illumination seen in any part of the 
world are heard, aud not one who sees it but realises that a great 
advance step has been made in interior illumination. During a 
ball the scene is one of unusual splendour. The colours of the 
different gowns are brought out with a distinctness that is moet 
pusprieing. Plans were originally prepared to light this audi. 

um by dizeqt VE ede and the cost of the direc 17 
fizturesapprozimated $9,000. The fistures containing the indirec 
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ligbt units cost complete, installed, about one-half this eum. The 
97 ''I-comfort" inverted units used in this installation (69 in the 
three large central chandeliers and 28 in the small fixtures around 
the promenade) each using a 100- watt tungsten lamp, make a total 
of 9,700 watts. At 8 cents per xw.-hour for current, it will be 
seen that the cost of illuminating this space is but 77 6/10 cents 
perhour, The fixtures are made of composition (instead of solid 
metal), such as is coming into general use in European countries, 
where elaborate designs are desired, and are given a metallic finish 
that similates a solid metal fixture. 


Municipal Undertakings in Germany.—A con- 
sideration of the question of municipal socialism in various 
countries has just formed the subject of articles published by the 
Kolnische Zeitung. As far as Germany is concerned, it is stated 
that municipalisation has become the work of communal bureaucracy, 


and that the principal object now is to municipalise the means of 


transport, particularly the tramways. According to Herr Fachs, 
the development of electricity works, on the other hand, has 
proceeded too rapidly, especially in the small towns, under the 
pushing influence of large électrical works which desire to earn 
money by supplying the equipment, but not by operating the works. 
Thus, a reaction in favour of private industry has already occurred 
by the advent of the Rhenish-Westphalian Electricity Works Oo., 
and its agreements with various Rhenish towns in regard to supply 
: and participation in the profits. This company enjoys the most 
favourable conditions imaginable for producing on the cheapest 
scale, in consequence of a direct connection with collieries, coke 
works, and power works, whereby economy in coal is gained, 
and coal freights are avoided. Being enabled to sell at low 
prices, the company has secured a number of large consumers 
whose requirements, according to time and quantity, are so far 
equalised that the power station on the whole is said to be 
uniformly loaded during each hour of the day and night. The 
situation is rendered all the more complete by the mutual agree- 
ments with some large industrial companies which have their own 
generating plant, so that both parties need not install standby 
plant. Instead of embarking upon a contest with the small 
communal works in the district, the company succeeded in 


concluding agreements of long duration with various towns on 


the basis that the communal works should undertake the 
sole supply of energy for lighting and of power to con- 
sumers on a small scale, leaving the custom of the large 
power users to the company which also undertook to furnish 
energy to the communes, апа to give them a share in the 
profits. Such agreements offered undeniable advantages to the 
towns concerned, as they were thereby enabled to utilise their 
plant to the fullest capacity, and at the same time have current 
at their disposal in any required quantity, As a consequence, not 
only small localities, but also such towns as Essen and Mulheim 
bave become associated with the company, and oertain towns 
bave subscribed a large portion of the share capital, whilst others 
merely appear as large consumers acting as distributors in their 
respective districts. The agreements within the limite already 
mentioned, give the company the exclusive right for a number of 
years. As soon as this development had shown that the combina- 
tion of large areas of supply was more economical than the 
establishment of smal] individual stations, a new departure in 
public activity began in this particular branch, in the sense that 
various communes united to erect joint works, as, for instance, the 
Mark Electricity Works, but these works have not been in existence 
sufficiently long in order to form an opinion of their prospects. It 
isadded that the 2,590 German communes (2,309 town, and 281 
country), are provided with electricity works to the extent of 407 
per cent., and 41°1 per cent. of these are owned by the local 
authorities. All towns having a population in excess of 50,000, are 
equipped with electricity works. In the case of tramways, not one- 
half of the undertakings in towns of 50,000 to 100,000 inhabitants, 
or even in towns having а larger population than 100,000, is under 
municipal ownersbip or working, and municipal and private tram- 
ways are often to be found in the same town. 


Electricity in American Mining.—In the Mining 
and Scientific Press of Ban Francisco, we find the following :— 
" Electricity is being more and more substituted for steam in 
mining operations, and in many situations notable economies result. 
At the Butte-Balaklava the saving is estimated at more than 60 
per cent. At the Tucson Mine in Leadville it is reported at over 
70. These great savings are possible because of the high cost of 
steam in isolated plante. In Colorado, temporarily, there is more 
power available than the market demands. The completion of the 
Shoshone plant and the building of transmission lines of the 
Central Colorado Power Co. has made electric power available in 
Lake, Summit, Clear Creek and Gilpin counties at a time, when, 
for various reasons, mining is less active than usual. The cheapness 
of the new power is a not unimportant influence in the mining 
revival which is beginning in these old districts. Incidentally, it 
is interesting to know that a recent comparison of rates shows that, 
for the smaller installations, this electricity developed by water- 
power and transmitted 100 miles or во across the mountains, is 
being sold at approximately the eame rates as by the Common- 
wealth-Edison Co. in Chicago, where the electricity is steam- 
generated from coal hauled 100 miles across the prairies. This is 
one way of removing mountains.” 


A Manchester Charge.— With further reference to this 
prosecution, which was mentioned on page 602 last week, the 
hearing was resumed on Tuesday. Several witneesss were called, 
tbe result being that all the defendants were committed for trial at 
the Sesbions, 


Electric Lighting at Dencaster Aviation Grounds. 
—The grand stands and other permanent buildings on the 
Doncaster Race Course are lighted by gas, as they date from pre- 
electric lighting days, and have not been modernised in accordance 
with the spirit of the times, except by the addition of an electric 
lift for the use of the King, when he patronises a race meeting, 
The bangars or sheds for the accommodation of the aeroplanes are, 
however, new and temporary buildings; accordingly provision bad 
to be made for lighting them, so that the mechanics might be able 
to makeadjustmentsand repairs after dark. Aleo it was essential that 
these machines should be guarded by night to prevent either wanton 
destraction or acidental fire; so light had to be provided for the 
use of the watchmen and mechanics. The latter never leave their 
machines, and when not working, sleep alongside the aeroplane 
they are in charge of. Owing to the light, inflammable nature of 
flying machines, and aleo on account of tbe petro] used as the fuel 
for the engines, the only form of illuminant that can be considered 
is, of course, electric light. At Rheims Aviation Meeting, which 
was held at a distance of some four or five miles from the town, 
a portable steam plant was installed to drive the electric 
generator. The Doncaster Corporation have gone one better, for 
at very short notice they have arranged to light the hangars of 1 
traction feeder (not having a lighting feeder within reach) Tw 
drums of cable for some street lighting extensions had just bem 
delivered, so this cable was laid on the surface of the gromi 
between the terminals of tbe traction feeder, and the temponn 
sub-station at the hangars, a distance of several hundred yard. 
This cable was protected by boards laid over it. А 15-m.p. 40- 
volt motor, constructed by Electromotors, Ltd., of Manchester, ws 
connected by belting to a 40-ampere 220-volt dynamo of Rhois 
make, so that the voltage employed in the hangars might be kept 
within safe limite. As the load on the racecourse tramway fe 
is but a small one after dark, no special voltage regulator и 
rigged up, beyond a water resistance and an ordinary sbmi 
regulator, which will be hand regulated by a switchboard attendant. 
The switchboard used sees service normally in the electricity worn 
test room. Inside the hangars incandescent lamps are provided, 
while outside the fronts of these buildings, which are in a lim, 
four flame arc lamps are installed. In Mr. Cody's hangar, it 
accordance with this aviator's instructions, what he calls searc- 
lights are fitted up. These merely consist of a bunch of һар 
under one reflector, which is tilted во as to throw the ligit 
on the part of the aeroplane upon which the mecum 
happen to be working. Everything oonnected with tie 
Doncaster Aviation Meeting seems to have been hurd 
and rushed, so great credit is due to the borough electrical engines, 
Mr. E. S. Rayner, and his staff for the promptitude with which thy 
formulated and carried out a scheme for the electric le 
within а very brief period after the time at which the Anta 
Committee discovered that artificial lighting was essential Tat 
work was actually cómpleted before the temporary subsaton 
structure—a lean-to on one of the bangars—was ready, and bel 
the hangars were in shape to receive the machines, 


Institution and Lecture Notes.—IxXSTTrI TUN © 
ELECTRICAL Exomerss (Leens LocaL Smcrrox).—The ргорзаве 
for the new session has been received, and includes the followng 
items: — 

October 27th, at Leeds.—Presidential address by Mr. N. M. 
Rogerson. Paper by Mr. A. B. Mountain: Notes on Soperbested 
Steam." $ ‚ 

November 17th, at Shefüeld.—Psper by Mr. W. T. Mal: 
“ Some Experiments on Single and Stranded Fuses.” 

December 15th, at Leeds.—Paper by Mr. G. Wilkinson and Vt. 
McCourt: “ Metallic-Filament Lampe.” 

January 26th, 1910, at Sheffüeld.—Paper by Mr. Н. E. Yeu: 
“ Equitable Charges for Tramway Supp y.” 

February 23rd, at Leeds—Paper by Mr. W. B. Woodbout: 
Notes on Overhead Lines.” : 

March 16th, at Sheffield.—Paper by Mr. E. B. Saunders: Fler 
trical Machinery for Iron and Steel Works.” 

April 20th, at Leeds.—Annual general meeting. 


INSTITUTION оғ ELECTRICAL Емоімвавз (MANOHESTER уге 
Вксттом).—Тһе opening meeting of the present session wil | 
held to-day at the Midland Hotel, when the chairman, Mr. 8.1 
Watson, will deliver his address, and the smoking con is 
follow. The next meeting will be held on November 2nd st 
University. 

The Manchester Students’ Section will open the session witb ! 
supper and smoking concert on November 9th. 

INSTITUTION OF ExectricaL ExnnERBSAS (Grascow eat 
BxcrIoN).— We have received the programme for the new seu 
which opens on November 16th, with the chairman's ins Я 
address. The annual dinner will take place on December! 
The Students’ Section opened on Friday last. f 

ASSOCIATION OF ENGINEERS-IN-ÜHABGE.— On Wednesday e 
ing, October 13th, Mr. Henry Adams, M.Inst.O.E. read bia үн, 
dential address before a very large and interested audience 11 
Institute (Bt. Bride's). The title of the address was “Standardin 
tion,” and Mr. Adams dealt with the matter from many pointi % 
view, giving the engineers plenty of useful information to 
with at their first diecuesion evening of the session ( ж 
October 30th). It is interesting to note that specific dates 
been assignedto these instructive evenings, which no rua 
enable members to arrange to keep the dates open more freely 
if this had not been done. gal 

AMERICAN SOCIETY OF MECHANICAL — Ta © 


i oo 
meeting of the rociety will be held in the erip 
Building, New York, Белет bar 7th to 10%, BAL Po, gm to be 
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presented on electric driving, discussing the economic as well as 
the technical phases of the subject; upon apparatus for the 
measurement of flow of air, steam and water; tests of lubricating 
oils, steam turbine nossles and steam turbines; governing rolling» 
mill ; the useof moist fuels; boiler jointe, pump valves, a 
new type of pile-driver, and other engineering subjects. ` 


Motorist Committed for Trial.—At Dartford on 
Monday, Mr. Clifton Robinson, son of Bir J. Olifton Robinson, of 
the London United Tramways, Ltd., was committed for trial at the 
Maidstone Assizes, bail being allowed, on a charge of causing the 
death of Thomas Goulding and his wife by running into them with 
his motor-car while they, accompanied by their seven children, 
were returning to London after hop-picking at Malling. 


. Whitworth Seholarships.—Scholarships (tenable for 
three years) have been awarded to Arthur W. Judge, John Airey, 
Henry 8. Rowell and Hubert Mawson. 


German Electrical Works.—According to a Berlin 
Reuter dispatch, it appears that statistios have just been issued by 
the Union of German Electrotechnicians, showing that there were 
on April lst last 2,050 electricity works in Germany, providing 
with power not only the places where they are situated, but also 
2,600 places in their vicinities, in all 4,650. The total capacity of 
Germany s electrical works amounts to 1,200,000 xw. In Germany 
there are 93 works with a capacity of more than 2,000 kw. About 
two-thirds of the existing works are in private hands, the other 
third belonging to the municipalities or the State. 


The Copper Market.—Mr. Thomas W. Lawson, of 

Frenzied Finance fame, has recently issued another manifesto deal- 
ing with the copper market and the rumours which have been in 
circulation regarding important pending developments. He says 
that the big copper deal which has been hinted at during the past 
віх months ів the formation of a copper metal trading company 
with a capital of $150,000,000. This company will confine its 
business to baying, selling and trading in metal. It is claimed that 
it will be able to control 1,500,000,000 to 2,000,000,000 1b. of copper ; 
that it will buy on low markets and sell on high, thus minimising 
violent fluctuations in the metal price, and thereby enabling pro- 
ducers and oonsumera«like to plan ahead intelligently. The bulk 
of the new company’s stock will be owned by the large producers; 
the company's management will be two of the most representative 
copper producers and one of the great copper users, and one of the 
prominent electrical magnates will be on the board of directors. 
One of the principal features of the new enterprise, and one that 
ie expected to work radical changes in the conduct of the copper 
trade in the United States, will, it is said, be the issuing of ware- 
house receipts for the metal.— Iron monger. 


Inquiry.—A correspondent inquires for the makers of 
“ Dermatine” and Durite." 


Concert.—At Swadlincote Town Hall on October 6th, 
the second annual concert in aid of the funds of the Burton and 
Ashby Light Railway Athletic Society was held. The arrangements 
were in the hands of Mr. Wm. Barton, chief clerk, and Mr. R, O. 
Baldwin, traffic manager, of the Light Railways Department. 


Model Exhibition. — An exhibition of engineering 
models, promoted by the Society of Model Engineers, was opened 
on Friday last at the Royal Horticultural Hall, by Sir Hiram 
Maxim. Among the exhibits—some of which were as much as 
16 ft. in length—was the Antiforge ” pen, which writes by per- 
forating the paper with an electric spark. The British School of 
Telegraphy showed & wireless installation, with which, on the 
opening day, communication was accidentally established with an 
Atlantic liner. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELBEBOTBICAL Revizw posted as to their movements, 


Central Station Officials.—The Morecambe T.C. on 


Monday decided to appoint Mn. Wau. Rypma WRIGHT, of London, 
as consulting engineer for the electrical undertaking, for two years, 
at a fee of 100 guineas per annum, and 34 per cent. commission on 
any further capital expenditure. 

Мв. J. R. S. BARKSHIRE, resident electrical engineer at the Royal 
Naval Ordnance Depót, Bull Point, was married on September 25th 
last, at the Stonehouse Wesleyan Church, to Miss Mabel Westlake, 
of Btonehouse. 

There was recently a heated debate in the East London Town 
Council over the position of the electrical engineer with that body, 
during which personalities were freely indulged in. Ultimately 
the following resolution was carried, with two dissentients :—“ That 
the Council proceed to enter into an agreement with the electrical 
engineer in terms of his letter, and that the special remuneration 
be paid, provided that the electrical engineer prove to the Council 

hat the cost of generating current does not exceed 24d, per unit 


` Hars, of the firm of Haes & Eggers, of Sydney. 


in torms of his report.” The terms of Mn. Lampn’s offer are that 


he shall be paid at the rate of £510 per annum, together with a 
special remuneration of £850 in connection with the relaying of 
the tramways track and the equipment of the West Bank power 
station. | 
Ма. R. MacaAuLaY, of the Durban municipal electric power 
station, has been appointed station engineer at the Bloemfontein 
electric power station; on leaving Durban he was presented with 
a gold watch and case of pipes as a token of regard by his fellow 
employés, with whom he had been associated for over seven years, 
Mn. Н. Hearn, of the Natal Government electric power station, 
has been appointed electrical engineer to the Municipality of 
Kroonstad. С 
The following appointments have been made in connection with 
Marylebone electricity undertaking :—Messas. К. A. E. Bos RL. 
(general manager's private secretary and personal clerk), £3 17s. 
r week; C. B. MzaTzNEB (filing clerk), £1 10s; W. B. Ніхр 
Кеймен диз), £2 155; A. PALMER (representative), £2; G. 
Мюруговтн (representative), £2; J. THompson (clerk), £2; Н. 
Monz»xy (do.), £1 128. 6d.; W. E. Banter (do.), £1 15s. ; T. E. WHITE 
(do.), £1 16s. The seven officers last-named belong to the Sales 
ment. 'The Electricity Commíttee has considered a letter 
and memorial from four members of the staff complaining of their 
dismissal by the general manager, and asking that an opportunity be 
given them for resignation, and that their cases may be considered 
under the Superannuation Act. The Committee has decided, in 
view of the powers of appointment and dismissal conferred upon 
the general] mansger, that his discretion cannot be interfered with. 
A8 to the suggestion that gratuities be awarded under the Super- 
annuation Act, the Committee did not think that any action 
shonld be taken. 


Tramway Officials. — Мв. W. HUNTON, assistant 
engineer, was on Thursday last presented with a case of razors and 
set of instruments by the staff and employés of the Bunderland 
District Electric Tramways, Ltd., on his leaving the company’s 
service. | 

The employés of the Brighton Corporation Tramways Department. 
on 14th inst. presented a number of useful gifts to Мв. W. N. 
Ввоокез, traffic superintendent, on the occasion of his marriage. 
Mr. W. Marsh, the manager, made the presentation. 


General.— Mr. James F. GILL has opened an office at 
25, Castle Street, Liverpool, as a consulting engineer, and is 
specialising in power installations, transmissions, and general 
economy teste. 

Мв. HooanwINEEL, of Messrs. Hooghwinkel, Anthony Brown 
and Partners, bas just returned from Canada, ‘where he has been 
inspecting an important electric water-power scheme. Mr. 
Hooghwinkel reports that he is much impressed with the necessity 
for electrical manufacturers to arrange for proper representation in 
that part. 

Мв. J. D. MacKznziE has taken up the position of manager of 
the National Electric Signs Co., Ltd., Glasgow. 

According to Indian Engineering, Мв. T. R. Ropers, Telegraph 
Superintendent, M. and S. M. R., has been granted a further 
extension of service for one year up to October, 1910. The Madras 


. and Southern Mahratta Railway have, besides the telegraph 


superintendent at Bellary, a telegraph engineer (Mr. H. H. L. 
Prendergast) stationed at Arkonam. 

A marriage has been arranged between MR. J. WALTRR BAALER, 
manager of Messrs. Bruce Peebles & Co., Ltd., Manchester office, 
and Miss Frances Redfearne Knott, daughter of the late Mr. Walter 
Knott, of Southsea, and niece of the late Surgeon-Oolonel Dr. 
Knott, medical adviser to the Portsmouth Corporation. 

Мв. C. 8. Мовтноотв, M. I. E. E., informs us that owing to the 
lease of 2, Queen Anne’s Gate having been disposed of, his present 
office address is 6, Old Queen Street, Westminster, where he will be 
pleased to hear from his numerous trade friends, on any business 
that is likely to intereet him, 


Obituary.—We regret to learn from friends in Australia 
of the sudden death, which occurred last month, of Мн. Oswanp 
Mr. Haes, who 
passed away while on a visit to Melbourne, had been engaged in 
electrical work in Australia since 1891, when he arrived there from 
England, as the representative of the Brush Electrical Engineering 
Co, Ltd. He was a member of the I. E. E., and was a founder of 
the New South Wales Electrical Association, to the presidency of 
which he was several times elected. According to the Melbourne 
Argus, Mr. Haes negotiated the purchase in 1899 of the supply 
undertakings of the New Australian Electric Co. and the A, U. 
Alcock Electric Light Co. by the Melbourne Electric Supply Oo., 
and the transfer to the City Council of the city portion of these 
undertakings, i 


NEW COMPANIES REGISTERED. 


Tramways (Conduit) Point Syndicate, Ltd. (105,328).— 
his company was registered on October 7th, with a capital of 2300 ш 41 
BhareR, to acquire, deal with and turn to account inventions for improvements 
appertaining to tramway and railway construction, particularly relating to tlc 
conduit point system, The subscribers (with one share each) are:—H.C. 
Howard, 704, Basinghall Street, E.C., chartered accountant; Dr. J. Mac- 
Cormac, Blackwater, Hants, an:vathetist; W. H. Ockenden, 40, Turney Roa‘. 
West Dulwich, S. E., clerk. Private company. The number of directors is nct 
to be less than two or more than tive; the first are Н. C. Howard (mana gir g 
director) and Dr. J. MacCormac; remuneration ag fixed by the comp any. 
Registered by Alfred H, Atkins, Ltd., 27-8, Fetter Lane, E. C. 
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Carmarthen Electric Supply Co., Ltd. (105,409).—This 
company was registered on October 146, with a capital of £10,000 in 21 shares 
(5,000 5 per cent. pref.), to acquire from J. B. Saunders & Co. the benefit of the 
Carmarthen Electrio Lighting Order granted to them under the Electric 
Lighting Acta, 1882 and 1888, for the supply of electrical energy in Carmartben 
and to carry on the business of electricians, mechanical engineers, suppliers o 
electricity, &с. The subscribers (with one share each) are:—A. E. wer, 
9, rocker Grove, S E., clerk; Miss G. W. Barnett, 8, Tressillian Road, Brockley, 
8. E., clerk; Miss M. E. Gill, 91, Wickham Road, Brockley, B. E.; W. A. 
Bchultz 50, Caunon Street, E.C., chartered accountant; C. M. Cockerton, 182, 
Upper Thames Street, E.C., printer; F. Martin, 29, Queen Street, B.C., 
solicitor; R. A. Reeves, 68, Raleigh Road, Hornsey, N., clerk. Minimum cash 
subscription 25 per cent. of Ше shares offered to the public. The number of 
directors is not to be less than three or more than seven; the subscribers are 
to appoint the first; qualification of managing director, 100 shares; of ordinary 
directors, 200 shares; remuneration as fixed by the company. Registered 
oftice, Salisbury House, London Wall, E.C. 


Anglo-German Wireless Syndicate, Ltd. (105,371).— This 
company was registered on October 12th, with a capital of £200 in 1s. 
shares, to adopt an agreement with Baron Egbert von Lepel, Gen. Baron 
von Gayl and Dr. W. Burstyn and others trading as the Drahtlose Telegraphic- 
system von Lepel, and to carry on the business of electricians, engineers, 
battery makers, founders, generators, distributors and workers of and dealerg 
in electricity, land, submarine and aerial telegraphy, &с. The subscribers (with 
one share each) ате :—А. F. Simpson, 7, Stratford Mansions, South Molton 
Street, W.: G. Elkin, 27, Mill Hill Road, Acton, secretary; W. H. Page, I. 
Balcaskie Road, Eltham, gentlemen ; T. Burrett, 80, Gwynne Road, Clapham 
Junction, 8.W., olerk; F. Thurston, Oakleigh Road, Croydon, cashier; W. 
Groom, 27, Mayes Road, Wood Green, N., clerk; E. A. Harbert, 1, Spring Villas, 
B oomfield Place, Ealing, electrician. Minimum cash subscription, £10. The 
first directors (to number not less than four or more than eigbt) are Baron 
Egbert von Lepel, Gen. Baron von Gayl, W. Burstyn, Bir Thomas Myles, Kt., 
A. Holtand Viscount Massereene and Ferrard ; qualification, £1; remuneration, 
£100 per annum, divis'ble. Registered ссе, Audrey House, Ely Place, Е.С. 


Electric Smelting Co., Ltd. (105361)— This company was 
registered on October 11th, with a capital of £6,000 in £1 shares, to carry on the 
business of manufacturers of and dealers in machinery for the treatment of 
ores and the generating of electricity, &0 , to acquire the right to uso any 
secret or other information relating to the treatment and reduction of ores, or 
relating to magnetic separators, and to adcpt an agreement with M. Ruthen- 
burg. The subscribere (with one share each) are:—H. Jacques, 45, Lancaster 
Road, Kensington, W., clerk: T. W. Doran, 17, Aden Grove, Green Lanes, N., 
clerk. Private company. The number of directors is not td be less than two 
or more than five; M. Ruthenburg is one of the first direotors and may retain 
office while holding 1,000 shares. Registered by Ingle, Holmes, Sons and Pott, 
Capel House, E.C. 


Kinetic Co., Ltd. (105415).—This company was registered on 
October 14th, with a capital of £5,000 in 21 shares, to take over the business of 
electrica! and general engineera, manufacturers of, and dealers in, electric, 
water and other engines and T fot blowing organs, air compressors and 
exhausters, &c., carried on by E. J. Jackson and J. H. Swanton at Lincoln, as 
the Kinetic Co. The subscribers with one share each) are:—C. Steele, Tele- 

raph Street, E.C., solicitor; 8. J. Tilley, Dcvonshire House, Oxford Road, 

ilbura, accountant, Privatecompany. The number of directors is not to be 
less than two or more than five; the first are E. J. Jackson and J. Н. Swanton 
(both permanent); qualifioation, 50 shares; remuneration as fixed by the com- 
pany. Registered office, Rosemary Lano, Lincoln. 


Franco-British Electrical Co., Ltd. (105381).— This com- 
pany was registered on October 12th, with & сар of 21,500 in £1 shares, to 
acquire the business carried on at 994, Charing Cross Road, W.C., as the 
Franco-British Electrical Co., and to carry on the business of gas, electrical 
and general engineefs. illuminating decorators and contractors, «c. The sub- 
scribars (with one share each) are: -A. E. Spearman, 76, Elgin Avenue, Maida 
Vale, W., clerk; T. J. Alexander, 40, Overhill Road, East Dulwich, 8.E., clerk. 
Private company. Table A" mainly applies. Registered by W. B. Styer, 11 
and 12, Fenchurch Street, Е.С, 


A. A. Rupprecht & Co., Ltd. (105,433).—This company was 
registered on October 15th, with a ospital of £1,000 in £1 shares, to carry on the 
business of mechanical, electrical „апа general engineers, electricians, 
machinists, founders, &c. The subscribers (with one share each) are :—А. A. 
Rupprecht, Carlton House, Lower Regent Street, 8.W., engineer; E. L. Grant, 
Cariton House, Lower Regent Street, 8.W., engineer ; A. R. Martin, Carltou 
House, Lower Regent Street, B. W., gentleman. Private company. The number 
of directors is not less than two or more than five; the first are A. A. Rupprecht, 
E. L. Grant and A, R. Martin. Registered office, Carlton House, Regent 
Street, S.W, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Munster Electric Lighting Co., Ltd. (100,269).—Particulara 
of £1,000 debentures created September 17th, 1909, Aled pursuant to Sec. 93 (8) 
of the San ee: (Consolidation) Act, 1908, the amount of the present issue 
being £600. Property charged: The company’s undertaking and property, 
prescnt and future, at Fethard and Callan, Ireland. No trustees. 


Church Stretton Electric Sapply Co., Ltd. (80.857).—Charge 
dated September 30th, to secure £50 (supplemental to a charge dated March 
17th, 1909). Property charged: Certain freehold hereditaments at Crossways, 
Church Stretton, Salop. Holder: E. Bond, 43, Thurloe Square, 8. W. 


Goring and Streatley Electric Light and Power Co., Ltd. 
(101,223).— Particulars of £3,C00 debentures created Apri! 20th, 1909, fled pur- 
suant to Sec. 93 (3) of the Companies’ (Consolidation) Act, 1908, the whole amount 
being now issued. Property charged: The company's undertaking and pro- 
perty, present and future, including uncalled capital. No trustees. 


Costa Rica Electric Light and Traction Co., Lid. (56,447).— 
Trust deed dated September 14th, 1909, to secure £85,C00 6 yer cent. prior lien 
debentures. Property charged: Concessions and immovable property in Costa 
Rica, and the company's undertaking and property, present and future, includ- 
ing uncalled capital. Trustees: City Safe Deposit and Agency Co., Ltd., 18, 
Throgmorton Avenue, E.C, 


Jandus Arc Lamp and Electric Co., Ltd. (43,898).—This com- 
pany's annual return was filed on September 80th, when 2,041 shares had been 
taken up out of a nominal capital of £30,000 in £10 shares. £5 per share has 
been called up on 1,195 and £10 on 950 shares, resulting in the receipt of 
408 с is considered as paid on 6U6 shares, Mortgages and charges! 

i 8, Й 


Electrolytic Alkali Co., Ltd. (64,360). — Issue on September 
vidi QE UND debentures, part of & series of which particulars have already 


Electro-Mechanieal Brake Co., Ltd. (98.276). —А memorandum 
of satisfaction iu full (a) of mortgage dated April 15th, 1900. recuring £575, and 
(b) of charge dated June 7th, 1909, securing not more than £1,500, has been fl ed. 


Crompton & Co., Ltd. (27, 200).— Issue on July 19th of £100 
debentures, part of a series of which particulars have already been filed. 


Dixon & Corbitt and R. S. Newall & Co., Ltd. (343:5)— 


Issue on October 1st of £1,700 5 per cent, debentures, part of a series of which 
particulars have already been filed. 


Edmundson’s Electricity Corporation, Ltd. (52.013).—This 
company's annual return was filed on August 815%, when the entire capital of 
£800,000 in £5 shares (80,000 ordinary and 80,000 preference) had been taken ор. 
E784. 000 has been paid on 66,800 ordinary and 80,000 еее, апа £66,(00 is 
considered as paid on 18,200 ordinary, Mortgages and charges: £572,000, 


Lancashire Dynamo and Motor Co., Ltd. (61,447). — Тепе on 
October 6th of £100 debentures, part of a series of which particulars have 
already been filed. 


Halifax and Bermudas Cable Co., Ltd. (28,972).—This сох. 
pany's annual return, made up to September S0th, has been filed, The entire 
capital of £50,000 in £5 shares has been taken up. £50,000 is considered as pail. 
Mortgages and charges: £10,000. 


Yale Electric Power o., Ltd. (60.493).—This company’s annual 
return was filed on October 9th, when 668 shares had been taken ap outof s 
nominal capital of £20,000 in 800 shares of £25 cach. £25 per share has bees 
called up on 600 shares, resulting in the receipt of £14,081 59. £18 158. remairs 
n аем £1,700 is considered as paid on 68 shares. Mortgages and charges: 

il. 


Warren, Beattie & Co., Ltd. (70,585).— This compeny's annual 
return was filed on September Sth, when 400 deferred and 796 ordinary share! 
had been taken up out of a nominal capital of £10,000 in 400 deferred and 1,60 
ordinary shares of £6 each. £2,300 has been received on 460 ordinary and £3,600 
is considered as paid on 400 deferred and 336 ordinary. Mortgages and charges 


2, 


Dick, Kerr & Co., Ltd. (63, 407).— This company’s annual return 
was filed on October 14th, when 805,000 preference and 970, 000 ordinary shares 
bad been taken 305 out of a nominal capital of £650,000 in £1 sbares (350.00 
prefer nce and 800,000 ordinary). £265,000 has been received, and £30,000 ; 
considered as paid. Mortgages and charges: £265,480. 


Metals Corporation, Ltd. (70,569).—This company's annui 
return was filed on September 2nd, when 17,532 shares had been taken up c: 
of a nominal capital of £25,000 in EI shares. £1 per share has been called up 
on 2,482, and 22.425 has been received. £7 remains in arrears. #1510! 9 
considered as paid. Mortgages and charges: Nil. 


e 
Dargne, Griffiths & Ca., Ltd. (48858).—A memorandum М 
eatisfaction in full on July 17th, 1909, of mortgage dated May 25th, 19, 
securing the liability under certain guarantees, has been filed. Also charge br 
way of indemnity on the company's undertaking and property, present ari 
future, including uncalled capital, dated October 2nd, 1909, to secure #0. 
Holder: E. Griffiths, 61, North John Street, Liverpool. i 


Northampton Electric Light and Power Co., Ltd. (2861. 
Issue on October 19tb of £400 debentures, part of a series of which parcu- 
lars have already been filed. 


OITY NOTES. 


Brisbane City Electric Light Co., Ltd. 


TRA directors’ report for the half-year ended July 31st, 1909, which 
was submitted to the meeting held in Brisbane on September 14 
shows that during the half-year the output was 1,035,429 anita 
as against 960,715 for the corresponding period of 1907. inem a 
increase of 74 per cent. Oomparing the revenue from the tale 
electricity for the same periods, the increase bas been 114 Pf 
cent., while the revenue from all sources has increased 7j per 
The results of the half-year's working bave been sucb, tat 
placing £500 to the credit of the franchise purchase sinking 
account, £150 to the accident insurance account, and s substantial 
eam to the credit of renewals, replacements, and con ee 
account, there remains а credit balance of £2,686, which, with of 
balance brovght forward from last half-year, makes s nn, d- 
£4,622 to be disposed of, The directors recommend thats 
dend, at the rate of 6 per cent. per annum, be paid on the 
ence shares, and a dividend at the rate of 7 per cent. per — 
be paid on the ordinary shares, in proportion to the amoont pel 
thereon; they also кошш a рова at the rate д аа 

er annum оп the ordinary shares, in proportion 
paid thereon. The payment of the above-mentioned dividend iris 
bonus, together with the dividend duty, will absorb £3,218, len jets 
a balance of £1,404 to be carried forward. During the balf· year, 
all the machinery and plant, as well as the underground д Dab 
have worked well, and have been maintained in a state to the 
efficiency, and the thanks of the shareholders are again due "i 
staff for the good work performed. During the rq den 
700-Kw. turbine plant mentioned in the last report the 
installed, and has, during the last week, been taken over from 18 
contractors, The anticipation of the directors bas been justified 


* 


t 


Vol 65. No. 1,665, Оотовив 22, 1900. THE ELECTRICAL REVIEW. | 


connection with this plant, as the maximum load in the station 
increased 27 per cent. during the half-year. Good progress has been 
made in the extension of mains in the Valley area, and also in the 
laying of ducts for feeders from the new power house to the Queen 


Stseet area, The plans for the new waterside (William Street) | 


power house had been completed by the company’s architects, who 
were at the date of the issue of the report calling tenders for the 
erestion of same. 


^ 


United Electric Tramways Co, of Caraeas. 


Тніз company held its meeting in London on Tuesday. The report 
for the period of 18 months from January 1st, 1908, to June 30th, 
1909, which was then submitted, states that the working of the 
tramways during the time that the electrification of the lines was in 
progress was carried on for account of contractors, who paid all 


expenses including the coats of the London administration up to 


March 15th, 1908, and consequently the accounts of the company 
commence only from that date. The results of the operations of the 
local company from March 16th, 1908, to June 30th, 1909, before 
charging mortgage interest, which is payable to this company and 
amounted £13,175, were as follows :— Gross receipts £42,000, opera- 
ting expenses £31,654, net receipts £10,346. The improvement in 
the political and internal condition of Venesuela is re flected in the 
steadily increasing passenger traffic of the tramways. The local 
company is under contract to carry meat from the public slaughter 


houte to the city, but from causes in operation prior to the purchase 


of the tramways, this service was carried out by a local railway 
company. The result during the period covered by the accounts 
was a loss to the local company of Bs. 11,001. This arrangement 
is now ended, and the loca] company will in future carry the meat, 
upon which a considerable profit is anticipated. The total length 
of track which has been electrified is 132 miles. Two miles of new 
lines are in course of construction, whicb, when completed, are 
expected to give facilities for greater economy in working and also 
a considerable additional traffic. The profit and loss account shows 
that after meeting interest on the first mortgage debenture stock, 
paying all costs of administration and placing £425 to sinking fand 
for redemption of mortgage debenture stock, & balance remains of 
£894, which is carried forward. The mortgage of the property of 
the local company to this company has been daly completed and 
vested in the name of the Consolidated Trust, Ltd., the trustees for 
the debenture stockholders. 


Monte Video Telephone Co., Ltd. 


Тни directors’ report for the year ending July 31st last show, after 
providing for all working expenses in Monte Video and London, 
a net profit for that period of £19,931, as against £19,401 for the 
previous year. The interim dividends paid on May 186 last 
absorbed the sum of £4,343, leaving a balance of £15,588, to which 
should be added £2,797 brought forward from last year, making an 
available balance of £18,385. After applying £11,000 to deprecia- 
tion of the company's property and plant, the directora recommend 
the payment of dividends of 23 per cent. upon the preference 
shares and 3 percent. upon the ordinary shares, making for the 
year 5 ре cent. on the preference and 6 per cent. on the ordinary 
shares, leaving a balance of £3,042 to be carried forward. There 
has been a moderate increase during the year in the number of 
subscribers and in revenue. 


"a 


Cuba Submarine Telegraph Co., Ltd. — The 
directors’ report states that the total receipts of the six months 
ended June 30th were £17,706, while the expenses amounted to 
£6,635, leaving a balance of £11,071, to which has to be added 
£6,788 brought forward from last account, giving a total of £17,859 
to be dealt with. The sum of £3,000 has been added to the 
reserve fund, which now stands at £114,000. The dividend on the 

erence shares will absorb £3,000, and leave £11,859, out of 
which the directors recommend the payment of a dividend at the 
rate of 6 per cent. per annum on the ordinary shares, free of 
income-tar, the balance, £7,059, being carried forward to the 
current half-year. An interruption occurred in May to the 
Batabano-Oienfuegos 1891 cable, which was speedily repaired, and 
all the cables are now in good working order, 


* 


Reduction of Capital.—ErrorRiciTY SuPPLv Co. 
FOR Brain, Ltp.—A petition for confirming a resolution reducing 
the capital from £205,000 to £105,000 is to be heard in London on 
Wovember 2nd. 


Parsons Marine Steam Turbine Co., Ltd.—A final 
dividend of 5 per cent. and a bonus of 24 per cent. are recommended, 
making 124 per cent. for the year; £5,000 is written off patent 
rights, and £10,532 is carried forward. 


Austria.—The balance-sheet of the Vereinigte Elec. 
tricitkts Gesellschaft, of Vienna, for the last financial year shows a 
net profit of 599,104 crowns, as compared with 590,035 crowns in 
the preceding 12 months. A dividend at the rate of 6 per cent. is 
being maintained, 
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Ferranti, Ltd. 


Tux directors’ rt for the year to June 30th, 1909, shows that 
the profit on trading was £29,218, and after crediting discounts and, 
interests and transfer fees, and deducting general rage шшер. 
charges, repairs and renewale, legal expenses, bad debts an 
directors’ and trustees’ fees, there remains & balance of £12,240, 
which has been applied as follows: Interest on prior lien deben- 
tures, £818; interest on first mortgage debenture stock, £5,000 ; 
interest on bank loan, £1,115; amount charged in respect of depre- 
ciation, £5,000 = £11,933, leaving a balance of £307. This sam 
has been deducted from the balance standing at the debit of profit 
and loss account at June 30th, 1908, reducin the amount to e 
"The commercial depression has continued during the шоо Ө 
financial year, and the results show a falling off as compare 

the previous year. 


Prospectuses.—77e Nilambur Rubber Estates, Lid.— 
250,000 shares have been offered for subscription. The company 
owns among its estate property in Soathern India about 
9.000 acres suitable for rubber. Ор 1,029 acres there are planted 
132,256 Para rubber trees of ages ranging up to three years. 


Cuban Telephone Co.—An issue of £1,050,000 5 per cent. first 
mortgage convertible bonds has been offered in this country at £91 
per cent. ; 

Washington Traction Co.— 400,000 shares of $5 each have been 
offered at £1 each. The company is to construct and operate an 
88-mile electric railway in the State of Washington, and to supply 
electric power for all purposes. 


Cleveland and Durham Electric Power, Ltd.—The 
Financial Times Darlington correspondent says that the annual 
report shows that during the year ended June 30th investments in 
associated companies increased by £7,987. Oapital expenditure 
on works amounted to £14,084, which small total was due to con- 
tinued trade depression and consequent diminished amount of new 
business, The gross profit for the year was £2,098, and after pro- 
viding for debenture and other interest there remained a debit 
balance of £4,909. From this was to be deducted £1,252, the 
amount brought forward from the previous year, leaving a debit 
balance of £3,657 to carry forward. Connections to the company s 
system showed an increase of 9,744 K. P., and an additional 
3,500 н.р. had been contracted for. The extension of the mains 
system from North Bank, River Tees, to Marton had been completed, 
and the company’s system in the Tees district had been connected 
up with that of the Newcastle and Durham County Distribution 
Companies on Tyneside. 


Stock Exchange Notice.—Application has been made 
to the Committee to allow the following security to be quoted ia 
the Official List:—Rosario Electric Co.—Further issue. of 2,553 
6 per cent. cumulative second preference shares of £5 each fally 
paid. 


Official Announcement re Companies.—The following 
are to be stiuck off the register in three months, unless cause 16 
shown to the contrary :— 


Chitty Dynamo and Motor Co., Ltd. 
French Victoria Accumulator Co., Ltd. 
Gutta-Percha Corporation, Ltd. 

H. M. Salmony & Co., Ltd 


D 


Phcebus Solder and Electric Soldering Fluid Co., Ltd. 
Premier Electric Lamp Syndicate, Ltd. 

Smokeless Chimney Co., Ltd. (Registered July 21st, 1899.) 
Special Telephone Directories, Ltd. . 
Bteam Boilers Circulators' Co., Ltd. 

Warrington and District Electric Light and Power Co., Ltd. 


Mexican Light and Power Co.—A dividend has been 
declared of 34 per cent. on the preference shares for the six months 
ending October 3186. | 


Mexico Tramways Co.—A dividend of 14 per cent. is 
announced for the quarter ended September 30th. 


The American Westinghouse Co.—According to the 
Electrical World the Westinghouse Electric and Manufacturing 
Co.,on September 29th, announced that regular dividends upon 
the preferred stock would be resumed, and declared a quarterly 
dividend at that time of 14 per cent. There was also declared a 


` dividend of 34 per cent. on account of the accumulations overdue 


since October, 1907, upon the preferred stock. This stock is 
entitled to 7 per cent. per annum cumulative, and 124 per cent. 
back dividends were due. There is outstanding $3,998,700 of this 
preferred stock. “No information has been given out as to how 
soon the earnings of the company will permit a dividend upon the 
assenting stock, of which ($56,000,000 is authorised and $37,000,000 
is outstanding. It is believed that the back dividends upon the 
preferred stock will be entirely liquidated before the other matter 
is taken up. The Westinghouse concern announces a very satis- 
factory expansion in business, sufficient working capital, and 
altogether a very good financial standing.” 


Bank Rate.—The Bank Rate was yesterday raised from 
4.to 5 per cent. | 
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ELEOTRIO TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 
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* Compared with the corresponding period of 1908. 
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2 Ё" 
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„ 16 307 — 20 99 
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29,426 — 603 
8,521|— 103 
82,510 |4- 1,250 
109,625 |+ 4,614 
81,082 |— 398 
181,459 |+ 4,611 
32,414 — 1,140 
19,740 |+ 921 
68,641 |— 201 
51,241 |+ 207 
137,833 |+ 3,568 
80,616 |+ 1,858 
8,799 |— 8) 
6,767 |— 856 
9,416 |— 653 
3,430 |— 78 
14,570 — 8,222 
59.716 |— 503 
8,511 — 113 
22,548 |+ 1,147 
9,557 |— 205 
4,197 |— 178 
7,197 |+ 250 
8,519 |+ al 
250,189 | 418,590 
13537 |— 918 
229,210 — 2,021 
22,613 |— 1,810 
4,19 |— 416 
71,88} |— 1,002 
9 517 |+ 177 
11,932 |— 841 
82,454 |— 534 
89,225 | + 1,104 
10,388 |+ 744 
6,808 |+ 893 
11,389 |— 163 
4,004 |— 168 
86,827 |— 91 
8,500 |+ 185 
7,856 |— 193 
81,625 |— 471 
62,912 1+ 670 
6,919 |— 827 
381.171 |+ 1,573 
18,604 |— 644 
41,569 |+ 2,665 
6,406 — 400 
7,190 — 205 
6,3914 — 428 
89,618 — 1,074 
26,210 — 524 
29,138 |+ 8,088 
$36,829 |— 6,156 
8,532 |— 243 
11,9601 + 118 
3,352 |— 117 
54,791 ;—— 714 
190,978 .+ 4,101 
13,580 |+ 1,734 
422,003 — 2,122 
974,119 | 4 35,151 
254,171 ,—271,42 

448— 22 
435,205 = 4,647 
111.40 |— 1,507 

18,703 |— 811 
53,652 |— 8,747 
11,616 |+ 1,014 
64,733 * 1,793 
16.718 — 819 
128,968 |— 8,985 
166,208 — 209 
81.318 — 427 
17.0606 4 2,350 
16,569 [ 81 
8,763 + 26 
270643 |4 700 
19,8 |+ 286 
61,955 |+ 8.977 
23,523 ,— 603 
44610 ;+ 200 
75.829 — 37,272 
64,940 4 5,715 
46.053 |4- 1,498 
2,459 + 84 
19.224 — 21 
75.615 1 1,120 
22.845 i+ 28 
14,341 [+ 2150 
25 мох | + 1,105 
934 4425 — 6,187 
112 553 6.731 
1,005,110, +95 062 
122,707 | + 11,020 
92,519 |+ 6,442 
34,524 x 
24,311 p+ 756 
67,061 |+ 682 


. CODD 


, ^9 • 


Fo. m. 0 
8 SN S 


© 
е 


oS 
. 2 
a2 N 


eo DOS: Be: 
2 мел? со не UV 9. 
a «a 390 7o a o 


5 Опе month. 


t One week only, 


. of theirs. 


STOCKS AND SHARES. 


Tuesday Afternoon, 
Various causes—of which money is the principal—conspire to 
hinder the course of free business in Stock Exchange markets, and 
the markets generally have fallen into a sort of jog-trot condition. 
There are spasmodic gasps cf strength in the Home Railway 
market, and there is a good deal of activity amongst rubber shares, 

Prompted, no doubt, to some extent by the success of the New 
York Telephone issue, the Cuban Telephone Company has this 
week been offering £1,000,050 of 5 per cent. First Mortgage Con- 
vertible bonds at 92. It cannot be said, however, that thie was 
received with a superabundant amount of enthusiasm, and before 
the lists closed the price was quoted round about par ”—i.e., 92— 
in the market. The New York Telephone scrip commands a 
premium of 3 for cash, and 1 more for special settlement. 

The breath of improvement in Home Railway prices has not 
electrified any of the quotations with which these paragraphs are 
more particularly concerned. Indeed, Metropolitan Consolidated 
has sagged away, and Districts, too, are down after their rise of 
last week. The company’s 6 per cent. Debenture stock fell 2, to 
142, and, in view of the manifestly improving fortunes of the 
company, this security may be worth notice by the investor, 
yielding, as it does, 41 per cent. on the money at the present price, 
and with dividends due in Jauuary and July. 

Baker Street and Waterloo 4 per cent. Debenture changed hands 
at 99; on Monday, Obaring Cross and Euston Fours at 96 and 
Piccadilly Debenture at 963 on the same day. Piccadilly 4 per 
cent. Preference stand at 8}, at which the return is a trifle under 
5 per cent, on the money. The Brighton Railway's electrified 
portion is expected to be open for traffic on December 1st next. 

The feature in the rubber market is the amazing rapidity with 
which prospectuses of new issues continue to be poured ott, 
practically every day bringing one or more fresh undertakings to 
the attention of the public. Somewhat a novelty is the offer at 3 
per share of 250,000 Nilambur Rubber Estetes shares of 3s. each, 
with 1s. 6d. paid up. The offer is made by the London Financial 
Trust, and the shares are available in respect of an option to sab- 
scribe for shares which was granted at the time the company was 
registered. 

After a sharp shake out of weaker holders, the rabber share 
market has hardened vp again, and prices exhibit a quiet amount 
of steadiness which will, if maintained, serve a more excellent 
public purpose than all the wild gyrations, slumps and booms thst 
have attended the rnbber market throughout the current year. 

Some of the authorities in the electric lighting companies aver 
that tbe famine price of rubber, the raw material, will make little 
perceptible difference in the expenditure, although, of course, it 
must exercise a certain influence. The outlook for the electricity 
supply prices is rende ed none the rosier for the rise in rubber, but 


. then people hava ceased to take any particular interest in these 


descriptions. The price-lists overleaf show no alterations amongst 
the Metropolitan shares. In Bromptons the fall has been stayed; 
perhaps certain strong representations from the Stock Exchange 
helped to check the drop, but the prices are still flat. Hove shares 
have come down 7s. 6d., of which 48. is due to the ex dividend 
marking. River Plates continue to ascend ; the Ordinary are now 
up to 1,4, middle. 

The Mexico Canada group is quieter than usual Mexico Trams 
are unchanged, and Rio Trams at 93 are ex a dollar dividend. The 
5 per cent. first mortgage gold bonds at 95 and the 5 per cent. 
mortgage bonds at 85 show very little change. British Columbia 
Electric Railway stocks are very strong. The Deferred is up 7 and 
the Preferred 1. 

British Electric Tractions are quoted nominally a trifle easier, 
but the First Debenture is again the turn harder, and the Preference 
shares are à better. 

1а the Telegraph department the few alterations are mostly due 
to the deduction of dividends. Anglo-American Deferred 15 
perhaps, the strongest feature. Direct United States sbares 
recovered part of their dividend, Eastern Extensions the whole 
Marconi shares are dullish, and in the Trust group 
nothing noticeable has happened. Telephone issues are steady. 
United River Plate Ordinary have gone over 7, and Monte Videos 
are better by a shade. 

Babcock Preference gained уу. Во did British Westinghouse 
Preference : those fully-paid shares of £5, which stand at 78. 6d. 
Cromptons and Ediswan partly-paid shares are rather lower. 


Montreal Light, Heat and Power Co.—A dividend 
of 1j per cent., at the rate of 7 per cent, per annum, for the past 
quarter, is announced. 
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i "S & 
SHARE LIST OF: ELECTRICAL COMPANIES, 
TELEGRAPH AND 1 COMPANIES. | 
wh жЕ ard | Stock | Closing Closing | Basiness done | Rise +| Present 
Present NAME, - Dividends for the ‘ast 8 Quotations | reus Dg or Yield 
. Bhare. four years, Oct. 12th. Oct. 19th, N 7609. 7^ | Fall — per cent. 
El x ~ | 1906. | 1906, | 1907. | 1908. —— Sube bote 1 в. d. 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 10 Nil | Nil | Nil | Nil 3— 8 8 — 84 ЭЕ | Nil. 
186,700 Do. do, 5 Debs., Nos. 1 to 1,950 Red. 100 n4 b b 5% 94 — 97 95 — 98 P * *1 520 
£181,551, American Telephone Telegraph, Cap. Stock .. | $100 | 7% | 8 8% 8 % | 145 —147 145 —147 .. SQ, 5 8 10 
&55,000,000 [ Ро Collat, Trust, 4% mum Yr]; $100 4 4% 4% 4% 96 — 98 96 — 93 4 s 1:4 1^ 
8,220,770 Do, do, do. 0 6 % Pref, «„ Stock * 5 y 6 96 | 104 —105 102 —108 1022 | 101 —8 516 6 
8,220,770 | Do. do. do. Deferred Btock iy 1 1 2 8/- 203— 214 213— 21 22 20H ка 1 17 10 
47,725 | Anglo-Portuguese Tel,, б % Mort. Deb. Btook Red, 100 5 5 b 5 9 | 101 —103 101 —103 1023 iu 417 1 
44,000 | Chili Telephone, Nos. 1 to 44,000 ; б B B 8 2 8 95 8 — Уй 8 — „88 T T ee 414 1 
2,481,850 | Commercial Cable, Sting. 600 year 4% Deb. Sk. Red, Stock 4 1 2 4 4% | 88 — 90 ха, 88 — 60 891 883 S M - 2 1 ^ 
16,000 туж ово 10 % Pret. dE E E MTM @ 10 2 10 & 111 — ii у ди 181 а is i 581 
U е . s. .. [I .* ri .. ‹ 
6,000 59 do. Cum, Pret, ' ee 5 10 10 % 10 2 10 % 8 — с 8 — BÀ .Ă „* о 5 0 
B0,000 Do, do, ü Debs, ee se 50 do do» 44% | 44% 1181 — 10} 1191 ud HH | T ^ 1 : : н. 
60, 7101] Direct United States Cable 20 4 4 4 4195 91— 18; — A - : 
43,500 Direct W. India Cable, 44 Reg. Deb» 101 200, R. 100 4496 | 4496 4475 ite 100 —102 100 —102 "s T 3: 4 8 8 
4,000,000 | Eastern Telegraph, он. осы took | 7% 17% | 71 95 |T% | 129 —182 127 —130 130 | 1274 | —2 578 
2,000,000 po Pref. Stock d 100 84 85% | 849 | 84% | E5 — 67 84 — B6 855 844 L : 4 11 
1,896,706 Mort. Deb. Stock, Red. .. Stock | 4 4 & 4 95 4 9% | 104 —106 1044 —1064 1054 | 104s + 4 5 2 
800,000 | Eastern Жана. rpm and China Tele 10 7 7 7% 79 11ў— 124 112— 12: 12,1 14 4% 5 14 8 
152,400 Do, 4 % Deb. Btock . ; Btock 4 4% | 4 95 | 4 95 | 102 —104 102 —104 1088 | 102 | 816 11 
200,000; J Bast. & В. Atrio, Tol 4 % Mi p3 Id 5 4% % 4 4% 100 —102. | 100 —102 ‘i 818 5 
181,127 | Globe Telegraph - ттан. es б» 10 53 54% | 53% | 10%— 10g 103 — 10g 10% + 5 8 3 
181,127 Do. юе o. Pret... 9 - 10 6 x 825 6 % | 6 % | 138— 148 188— 14% 188 1833 v^ 4 4 8 
160,000 | Great Northern Telegraph, : Copenhagen... > 10 24% |90 % 20 % 18 % | 26 — 27 264— 274 2644 26% +3ł 6 10 11 
10,000 pes ча Bermudas Cable, 8 % Ist Mort.) 100 | 44% | 44% | 44% | 4% 100 —102 | 100 —102 x 488 
17,000 | Indo-European Telegraph ee T T ee 25 |18 % |18 18 18 95 | 514— 534 514— 588 52, T Өү | 6 1 6 
41,880,400 | Mackay — Common өө ee .. | $100 2 BA 4 4% | 93 — 96 98 — 95 933 * — 3 4 43 
50,000,000 | Ро. 4% Cum, Pret, .. . .. |. |810 4 4 47 49% | 75 — 78 T] — 79. Ti e +14 | 5 RS 3 
894,190 | Marconi's Wireless Telegraph .. Se * 1 Ni Nil | Nil | Nil g— j 8— 1 i sa Ul at 
Бл) Moni Video 3 Co. Lid. Or. ut. m - - : $ : ha : 7 - А Ха $ + | 8 14 H 
2,995,000 | National Telephone, Pref. . Biock s C d] ШЙ Рев е5 % йин т-н | ш £a | 510 7 
15,000 А o. um, Ist. Pref. .. v» 3 — — S 
15,000 Do, do, 6 % Cum, 2nd Pref, .. 10 6 5 6 6 % 104 — 104 104 — 104 5 lu 4 
950,000 Do, do, 6 % Non-cum, 8rd P, = 350,000 b b e b $ b 5 5 9% | bí4— 518 58. — 5th Ота 4.7.8 
2,000,000 Do, do. Bà 96 Deb. Btock .. | Btock | Bà 84 849 | 8495 | 95 — 100 9 —100 98 933 X 0 
1,983,593 Do, do. 4 % Deb. Stock Reg. 100 4 4 4 4 96 100 —102 | 100 —102 1004 В 5 
179,818 | Oriental Telep. and Elec, 1 to 171,504, full ‘paid . 1 7925119618 895 | 145— 148 115— 148 30/ 5 5 9 
e do LS CCP „ „ „ i 
99,400 | Pacifio & European Tel.,4% Quar, Debe., 1 401,000) 10 |4% |4 7 4% | 4 % | 100 —102 100 —162- | 818 Б 
145,955 | Telephone Со, of Egypt, 45 % Deb. Red, ee өө 100 de 7 re 44% | 1004—1024 1004 —1024 фә - bà 4 710 
8,042 | Bubmarine Cables Trust . ee өө eo. | Cert, 6 % | 6 6 6 96 181 —184 129 —1842 59 vi —4 4 10 11 
— hene ek ооа а ЕЕЕ ЕХ ee Ке Же! ЖЫ ИШ, Ж MIB Drac 
40 о. um e OB, ug 1— 59 — bg vs n \ 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 94 | Nil 24% 2455 2% | ljy— А | 1%— li 51 ӨШ 26 
150,000 Do, 4% Debs., 1 to 1,500 guar, by Braz. Sub. Tel. 100 4% | 4 49% | 4 % 100 —102 100 —109 T T 818 Б 
— cdm dap XS CU NW UV NEAR е ЫЕ Кш аш v ase Tr 
000 0. e oc ed. . "6 3 —10t 8 —105 F $3 6 
r^t West India and Panama Telegraph .. өө T 10 Nil | Nil nit Nil M— 13 li 33 15/74 14/ Nil 
84,568 Do, do, 6 % Cum, Ist Pref. T T 10 5 8 6 6 95 81— Ul 1 Yt 9 T: - | 699 
4,669 Do. do, 6% Cum, 2nd Pref. T - 10 Nil | Nil 426 115 % | Ba— 94 RÀ— Ya 9i as T 15 15 10 
80,000! Do, do. 6% Debs., Nos. 1 to 1,800 -- | 100 |5 % | 6 96 | 5 % 5 V | 1013—1031 | 1014—1084 „ ovn — 416 7 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
P 640,000 6 Trams, Б Cum. Ist dur 6 " : (— 4 4i— 4 96/3 98/13 Е 53 
` Do. 6 2nd Pref. 800,001 to 1,800,000 5 . ee б 4л 4 — 4 ee ee 5 6 
2 106, 44 Deb. Mock k el Рр eg] seH— 9840 9T в 98 o4 1 46 
902,581 | Auckland E. Trama 5 % 1st Mort. Deb, Btock ..| 100 | 5 b b b b 102 —106 102 —105. vs T > 415 8 
180/000 | Babcock & Wilcox, 1 to 680,000. . ..| 1 % 4 [904 [90% |20 4j— 4 13— 15 - | ёз | + „ 47 5 
- 100,000 Do. do. 6 Um. a. Pref., 1 іо 100,000 T 1 |6 6 6 6%} 1 14 Y 1% . oe + 7, | 819 2 
89.890 xin Aluminium, 1 Cum отео oe T : Ч 1 1 ; i 4 1 — l ss ee 15 0 0 
40,100 Do. de. "6% Oum. Fre. 5 665 6% 6 = j < | — | 71011 
12,897 Do. 48 4 Funding Certs. ee e b 4 4 4 4 2à— 34 — ee ee 6 14 B 
500,000 British Cotumbia B. Def. Ord. Stock .. e. | 100 0 6 8 8 144 —149 151 —166 1513 148 +1 52 7 
400,090 Do. ~Btock .. . .. of ..| 10 [6 6 b 6 120 —125 121 —126 122 +1 415 3 
400,000 Do. 5% Cum. Perp, Pref. 170 8.250 7? ..| 100 : 6 b 8 d 119 10 и 11ià 1104 : : : : 
Do. 1st Mort. „lto Ws 40 — — — 
213,600 Do. E d: Vancouver Power Debs., 1 to 9,200 100 d i d 16 Шш mr Ed 17 150 А 4 Rn Y 
British 66 0 Traction ee ee ee eo 10 i тте — - — 
151491 Do. do. 696 Cum. Pref. .. T 10 6 6 8 14% 2 — 23 ^- 2 46/- 45/- + P 6 0 0 
Мв | Do dos 443 Ba Deb Stec Red. | 10 4% 4 % 4% ае асе | „ +4] бїт 0 
ges 0 e — T. e es 
: 100.000 British Insulated and Hones Ca е oe ee 6 8 10 10 10 % 71— 78 Ti—- 78 as 610 2 
. 100,000 Do. do. 6 96 Cum. Pret. b 6 6 6 6 0$— 64 6$— 6% vd +4 411 8 
500,000 Do. do. 44% ist t Mort, Deb. Red... ee | 100 4 d 4 4 108 —106 108 — 106 ; Ps 4 411 
P 204,9401 British Thomson-Houston %, 1st Mort. Debs. ee 100 89 -— 94 89 — 94 ee ee ee 4 16 9 
айю | { Britith Westinghonse 6% Pret, yu) в Nu na| Nl | Nl | A— 2 ł} à e| e | tay] NO 
U 
6,818 Do. do. 4 Mo rt. Deb. Stoo es 100 4 4 4 4% 39 — 49 40 — 48 eo ee +1 9 6 LU 
80'000 d in Lindley & Co., e. ee oo аә 1 wit wi Na Nil YY ES T ra РЕ Nil 
50,000 || Do. do. 6 % Cum. Pref. .. M 1 Nil | Nil | Nil] Nil | 14/6 to 15/6 14/6 to T s% as Nil 
| мо Brush Electrical Engineering, ока: 1 to 106,781 ee 2 9à Nil Nil Nil тт А 0 = eo ee ee 1 
200,000 Do. Non-oum. 6 % Pref...  .. 3 |6 Nil | Ni | Nij) 0— 8 0 — ee ee . NI 
1800 Во, d Trop. trà Deb. 8 Bow. Bo d 4 4 3 aoa J — 51 : 14 10 7 
icon 8 zn % Oum, Pref, Noi. 1 to W, 80. | & 7 6 5 % d- e 4- S e 
| * 0 os. ee 
890,000 Do % 18 Deb. 8 Stock k.. X ee | 100 44 44 44 40% 100 —108 101 —104 1083 2% +1 46 7 
$5,000 | Callender's Cable trud shares ass Dux 6 115 15 15961595] 1 11 108— n 0$ #7 6 78 
- $800,000 Do do: 4i uy Mon. Deb Stock Red, 8 d H 4 à ae 105 107 105 —107 4 А 11 
Do. O. Ort. . tock ъ тее ax: • 
491,999 | Cape Е. Trams., 1 to 491,223 % „% we 1 $i il | Nu | Nil Pj Y^ k— 1 Nil 
450,000 | Castner-Keliner Alkali Alkali, I to 450 1 6 8 19 % |19195 — 2 dia 27h 43/ 42/8 *4]| 519 1 
810,158 Do. do. ‘a 180 Mort. Deb. stock 100 & 43 4 4% | 106 —109 106 —109 3 13 5 
1,800,690 | Central London Баптау, .Btock.. ..  ..| Stock | 4 4 8 8} 61 — 68 60 — 62 623 605 | —1 5 410 
564,066 Do. do. Det. do. ee ee Stock 4 4 9 11 48 -— 45 48 жы 45 e 5 11 1 
1,680,000 City and South London Бастау. eo оо ое Stock |1 9% % 1 803— 81 80 — 81 £01 30 — 4 416 9 
86,000 FFF i 8 Б б 6 96 §— 1 à— 1 — à 15 1 8 
е 6 ; P EON 
109,008; { ole’ ot 100, 24 Gel to L1 000 sf 255 Bed. } 05| °%|5% |69 | 90 — 98 90 — 98 ер е 5. 3. 6, 
ЭЕ e Oniess otherwise stated, а i shares are fully paid. t A perio? of nine months, rom Manonester Share Lis. 
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| "T Continued, ) 
SHARE LIST OF ELECTRICAL COMPANIESB.—( 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Confinusd) 


Olosing Busíness done T иш 
ur | Dividends for the сест Й Quotations week ended Yielo 
—— НАМЕ, Ҥ or | last four years, Oct. 19th. Oct. 19th. | Oct. 19th, 1909. Fall — pm. 
ue, Share, Hang | — — ——— | Lowest a. d. 
i 19 7 we 10 J 10 % 1— 1 UNES 568 
1 „ , f 
Kerr & Co., 1 to 260,000 e | 6 4 Yo 1 1— ly РА . | 
806 000 T do, ' 8% Cum, Pref., 110 806,000 .. E A A | x. x: 100 —108 100—108 Kc 12 — 11 ; 
271,080 | Do. do. 49% Deb. Stock 1 ќо 60,000 | 10 |6% |6% |6% |6% 122— 132 134— 152 = ee A 
60,000 | Dublin United Trams. (1896), 6 96 Pret., to to 99! 961 6 4 | 9 A tho ў — ja . . 868 
99,261 | Edison & Swan Utd., 4 4 e £8 pd. 1 189 ' Б 4 4 2) 23 123 -i : 2 а 9977 
17,189 Do. 4 À shares, 01—011, ..| 10 4% 17 17% 1% | 68 — 78 68 — T8 A . | 518 4 
112,100 Electio С Construction, 1 to 112,100 20 9 |1 100 1 CAE 1 1 a 17, > з mt 
81,890 | Ро. do. 1% Cum. Pref., 1 to 81, 10 6 F 6 & 5 & 5 | 8ł— кей * ^ у 412 0 
35,000 | General Electric Со, (1900), 5 % Cum. ‘Pret, .. Stock 4% 14% 4c | 4 % | 88 — 87 „Кай lad e 2 "oL. 
000 see Ni = . ГІ) | 
"78,000 Gt. N, & City Rail. Pref. Ord. 174 * 1 00 18,000 B 9- : ОТР 102 101— 1 * Ке : сют 
Me То ae em» н а t 55 |56 ес | uw er - is 5 — 3 2 
Ue Же | b 15% [1 — — $ | 
40,000 Bus ^ (W. T.), . AC ous : | * T 4% r2 E: i К: a E at 3 ts 1 1 2 
000 о, ‘ ә wil 7 | 
160,000 Do, do. Mort. Deb, Btock Вох 10% 10.4 10 tei T 10 15 — * шыш eee 
50,000 India-Rubber, Gutta-percha elegraph Works.. 3 na | N A Nil ж 9.— А 5 рою А 
n ратор Qveri n ailway, р tally paid 5 5 Б 5 % E 11— 5 ны Es is оа 
10 t B 8 Ni $— m va 2 Nil 
070 London United Trams. (1901), 1 to 60,007 . REN. 7 ` B 8 & a - — à Н: 2 51/9 51% p wits 
899, y : 10 6 5 5 70 — = А 
' do, Cum. Pret., 1 to 125,000 | 67 — 10 67 — "0 >- HE: " 
1,881000 Do. do. Lp Mort, Deb. Btock .. “rs 4 : 2 4 2 38}— 98 373—384 883 872 =, | } 14 
5,782,062 | Metropolitan Consolidat io dh '** | 100 ae ate ahd? 65 — 67 y sid 163 ié} + | N 
4.225.000 бо. г олон с . ..| 100 il T lane "z^ 135 M— n | 18: e | +h] enu 
891,337 | Metropolitan Electric Trams., Ora, 0 | Ni | Nü | Na il p NE 5 $ E ds Cale r : 
БОО, 000 Do. do. Ва Pref. 1 |65 Ф 5 » b : 76 ш өй 0 90 96 = E 418 3 
595,600 Do. do. 44% Deb. Stock Red. 100 | 4% ч ч» Чч» 15 127 —130 18} 55 Кур» 
10,823,200 | Mexico Trams Со., Common Stock oe i n пБ | 92 — 94 92 — 94 93 — 6 
$9,000,000 Do. Ist Mort. 60-year 6% Gld. Ваз, 11 4 4 Nil à— # * $ n. г T 61711 
945,500 | Potteries Electrio oe » T T T i HAT 5 & 5 9, [3 .9 ie 3 8 P "a 5; 
757800 | ‘Telegraph „ E. a. ME E 16 % 1 ф 4 4 ,S4— 86 Mi— M М MA pae 
Laoni egen Do: a a Ж Deb ide T io DOMUM M (x TN EE US MEE NE NET 
1,000,000 | Underground Electric Railway. , 6% Prior Lien sa’ De d lace 7 BP ee 87 — 89 8 s Li bs 
4000.000 Do a tps Bonds Bonds s ae o M ч "= " 82 — 34 E Ж» 
4,900,000 о. 8 | 6 | Na! Nil 10 Nil 1— 45 4j. | —à|280 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 - Ud Ti 6% а ә A — | 132 
Do, 6% C. P. 80,001 to 80,000 & 125,001 to 141,668 .. "sif 76 — 80 a : À 0 
246,495 | & Ist Mort. Deb. Stock .. 4% 1% |4% 1%| 16 
ELECTRICITY SUPPLY COMPANIES. 
| 53 
ч 5 13 — 4% 44 — 48 ee ee ee 9 
15,000 | Bromley (Kent) * & P., 1 to 1 niue 3*5 us d4 d 10 = m6 93 — p я : : і 15 и 
80,449 | Brompton & Kens, Mise. Lt. dep. 2 тю T : T S " 1 Ko tot T e : а : 
9 1 x i; 4 — — oe ee ee 1 
990570 Central Electric Bu ly 4 Guar. Deb. Brock ач нр 84 5 T: 12 E 9 m Б: is eu : 
80,000 | Charing Cross and Strand жиш ae 3 e í qe ij- 4 4a— i E | е * 8 
B00 Do. "© Unde "ioo Cum. Prt. 100 us * 4 4 @ 98 —101 98 iol xx ә F ' 
445,786 Do. do, 4 96 Deb. Btock ed, do 6 "i by 1 . ew | фу 476 
үс aea Nes 2 Deb. Sock Red. : Steck 43%, 44 4 4 100 —103 "uoo s im |) 2S [ЖЗ 
136,0001 do. = . 40.001 —110.596 о le&le^*io 6 1 1 103— 1 419 4 
apis 3 Fibum. ю |65 1651641651 ni-14 | ui- i ee ZEIT 
40,000 8 5 5 J 5 — — ‘ "s Lr 
Do, b Db. Btk. Scrip. (iss. "at 115) all pd, l2 ^^, . —108 100 —108 ^ .. ee 
800,000 Бо 44nd DE. Bake Prov Gris) all pa 100 4 47 а ut ет ш е 8 3 ж 4 
Eoo сн Durham Electrical Fower, Ord... | 8 JC Bite Soi а -i m 6 96 — |783 
88.000 s m E — Өй. , м 2 9 
40000 de 9 London te righting Ord.1—40,000| 10 |5% |6% |6 А . 36 jog | 103 | |. | 6 710 
55,000 | e йо, 6 96 Pref., pre NE 10 6 6 6 : 104. —107 10 40 106 8 b 1 
400 LI 7 ~ 26 100 — 108 — T es .. 
408,000 Do. 2nd. Deb. Btock , ee 4 4 il ] E P E bé ee FM — 
80, 000 3 есіме PPS Gam, Pre & 15 в Nil | Nil ET 8 in . Eo" 
400.800 до, 9 in rt. Deb. Stk. 100 43 "ma 44% "y iaa 91 — 91 ia 8. » AME 
$8,150,000 | Electrical Dev. Oo, ol Ontario, 6% 1stMtg.Gold Ends. we eee tm Ee | dee r 40 4i s Ex e выш 
10,000 E э dei 010,00 3. | 6 5% 5 7 БФ 5 4— t 48 — 68 L ee „ DUET 
10,000 % Cum. ; Pret. 11010008  .. .. 106 44 s) 97 —100 97 —100 ки i * E TT 
90,000 Qi in b. Stock ee ee ee 5 9 9 af Tà— 78 pe n 1000 ws 419 U 
n Hove, to 18, el Bnds ^e Ф Я ee - ee 5 98 —101 99 —10 sta 5 + 1 
$1,876,000 Kaministiquia Power Co., 6 Gold e оо ee ' 10 10 10 8 2 Th ks 74 zt as * * 3 
90,000 а о. 4 ted. LI 8 4 4 9% 8 1ł}— ot 1 61 {3 ee ex Р Б 14 3 
шы B XS ae ration, 6% Prol 6. 16 H 6 6 4 5 Pe К: E. — ^ és Ws 436 
А . ee 4 md — s P 84 8 
883,855 ао, 66 ш Mort, Deb, Bik, Red. | Stock | 4 | & Б 4 48 4à— 48 е .. a ee, 
— кее Electric Sn a pe ec - 4 К 105 KE v» de w : x 
ee ee 4 ea! “бы. аз о PT 4 
25:000, D dot Mort, Deben Btock Redem. | Btock { d 82 — 864 Bs 864 8 | 82 EET 
, ы 298 oe А èk a 1 
000.000 Mexican Electric Light Co.. 5% lst Mtg. Gold Bnds ni 5% 5 x. A nne 22 8 1 75 zi T. І 
12.888.600 Do. Light and Power Co., rg esos caa ai m M i. $ 104 —108 105 —109 1 1 $ $155 
сес Do = 5% 1st Mtg. Gold Bnds, T 8 T 1 = =- 7 ^m : 0 a 11 : 
450,000 | Midland Electric tion, 4 % lst Mort. Deb, | 100 | 44% | 449% i 2i деа 4- aa : E ELA 
180,491 W „ к ае 8 |6 Б Б б M Bi 43 А 26 3 
187,500 North me ohn Mos ectrio Power 2 Oo., 100 dn 2 88 v 100 —102 99 — 101 * os = s 6 
126,500 * Mortgages (Red.), Nos. to 1,266 E Sd NS Я кыыл s | "T 
10,852 otting Hill Жс rg ee ee Б 1 1 1 s. 6 лж. 6 — 6 HE Ls = 4 1 8 
30,000 | Oxford, 1 to 96 and 407 to 30 veas e| 20 445 1% % 955—895 | 95 — 1 8) | ;. | *& | 456€ 
119,694 | River Plate Elcty. Co. Ord. Nos. 1 169 162 6 6 là— 1% 1 irh | 22/ i «154 14 
100,000 | Do. do. Non Cum. Pref. Nos. 1 to 100,000 wi [4 : : : & 108—106 100 —106 з y E ELI 
е Bt. „ Pall Maii Mectio Light ..| 5 123% |10 & 10 95 10 8 4 17. : 2x TE 
$0,000 Do. do. EXC C „еее ел Рат. p [aq 
150,000: Do. do. eer nl ae ee 6 4 il 4 à— 1 — 2 Y ees Ы 6 13 4 
12,000 Smithfield Markets Ele Ep, О 4 we ee 4 4 B 4 b % 2&g— 8 9 5 8 is es 4 811 
85,000 | Bouth London Electric Supply, c өө : A A 2j 2 00 5 б a és 311 
120,000 Bouth 7 Elec, Lt, & Power, $3. Bre oe ee 1 3 1 1 1 Ф ту, 1 3 23/14 $6 11 5 
142 . ' gi 4 / 1 — — ee ee 6 8 
124020 ü Do Bogply, Ora 4 * ln Deb. Btk, - ` “ y: нуч = i i- E sin $ | 5 - | 
80,000 rban ectric , Ord ee ee ee ee 5 Ox — — .-. . 614 
6 Cum. Pret. ee ee b b 6 5 /o eu 4 cH 7 16i 1 S 
215,000 be do. u^ 1st Mort. Db. Stk. Red, - 44% | 4496 us 1 T JH 15 19/5 i : 5 1 
„ f. Nos, 1 to 800,000 .. a lis ax hes p^ ^ 9 : "> bs 430 
px ы Do, do. к % 88 Pret, Re- 6 6 ae 4% 44 5 «че bd b — 3 ee .. 
duced from 69% since 218% Deo., 1906) 


— — ——— A — € Se 


* Unless otherwise stated, all shares are tally paid. 


t Quotations on Liverpool Stock Exchange, 


Bank rate of Discount 4 per cent., October 14th, 1909 
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CABLE-FAULT LOCALISATION GRAPHS IN 
PRACTICE. 


By EDWARD RAYMOND-BARKER. 


(Continued from page 608.) 


—— 


EFFECTS OF TELLURIC CURRENTS ON CABLE-BREAK 
LOCALISATION, 


The writer has already referred to the possibility of 
- localisation tests having to be made on a cable from which a 
strong positive current is found to be flowing. Allusion is 
not here made to the ordinary positive current due solely to 
the copper-iron couple at the break, but to a much stronger 
current produced, may be, by abnormal terrestrial magnetic 
conditions which have caused a strong telluric current of one 
sign or another to flow from the testing end of a broken 
cable. | 

Under normal conditions the application of the usual 
neqative testing current causes the current of positive sign 
due to the copper-iron couple at the break to be, as it were, 
swamped, and the copper polarised in such a manner as to 
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give a current from the break in a reverse direction, that is 
to say, of negative sign. | | 

Clearly, under these normal conditions, the ordinary testing 
routine with negative currents of various strengths would 
give the usual results according to the Kennelly or the 
Schaefer law, under which conditions, the higher the testing 
current used, the lower would be the apparent resistance at 
the break, aud vice versa. : 

If, however, the negative polarisation current be swamped 
by a strong telluric current of positive sign, the normal fall 
of bridge balances obtained on a cable will be completely 
altered, and it may be that with normal testing currente 
zinc to line, the higher battery powers will be found to 
produce the higher bridge readings, and the lower powers 
the lower bridge readings, with consequent necessity for re- 
sorting to a carbon testing current. This is a somewhat 
involved question, and one that the writer would wish to 
gee thoroughly dealt with in future editions of existing 
excellent text-books on submarine cable electrical tests. 

Exact knowledge of actual conditions regarding the 
resultant testing current passing into a cable influenced by 
a strong telluric current one way or another is given by 
a mil-ammeter between the other apparatus and the cable. 
The mil-ammeter has, of course, long since been reckoned 
indispensable for cable-break localisation purposes. 

Fig. 47 shows a few out of many days’ telluric current 
observations made at Cape Cod in July, 1898, under the 
direction of the writer on a length of 1,562 nautical miles of 


Atlantic cable—core 660 О0/400 G. P. per N.4.—making 
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earth at the distant end, in mid-ocean. (св = 2,697 Ohms 
approx.) at sea temperature. | 

In the diagram dots mark off hours as abscisse of the 
curves, while the accompanying scales of milli-amperes and 
volts facilitate evaluation of the curve ordinates. , 

Observations made July 14th to July 18th inclusive, may 
be taken to indicate normal telluric current conditions across 
the North Atlantic.* 

Inspection of carves—or of the figures in the following 
table—for any one of the days on which earth currente were 
normal, Jaly 18th, for instance, will show that at Cape 
Cod at 7 a.m. on that day a negative k. C. at 7 volts P.D. (a) 
flowed from the cable, whereas later on, at 1.30 p.m., the 
Е.С. was at a р.р. of 8 volts posiive (b). — — E 

Towards eleven o'clock on the night of July 19th a 
“magnetic storm” gave signs of approach, and is found 
duly recorded in the portion of the. curves for July 
19th and 20th, given in fig..47 with midnight 
instead of noon in the centre of the horizontal 
time-line, so that the configuration of this telluric 
disturbance may be more clearly shown. The main feature 
of this disturbance is seen to be the 33-volt peak negative 
(c) covering over two hours, followed by a back swing peak 
of a maximum 13 volts positive (d) abnormal variation. 
This disturbance subsequently was proved to have synchron- 
ised with similar abnormal variation photographically recorded 
on the horizontal force and declination magnetometers at 
Greenwich, Kew, Stonyhurst and Paris. Here, then, are 
four instances, viz., a, b, c, d, where, had а localisation 
test been undertaken, Е.С. conditions would have been found 
somewhat diversified. The column giving effective milli- 
amperes under normal bridge conditions (ratio = 1,000 : 1,000) 
affords evidence of what contrary к.с. conditions may be met 
with at various times by a cable electrician on his starting to 
localise a break. | 


| | i Earth current (E.C.). 
| | a EEEE 
Instances. 885 | Ме eck: Volts. raus milli- 
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The figures in the foregoing table do not, of course, 
exactly give telluric ourrent values, seeing that these must 
necessarily be affected by the slight voltage pertaining to 
the natural battery (Fe — Cu) couple at the cable break. 
In fact, the natural positive current from the battery 


couple at the break must itself be modified in the presence 


of a much more powerful telluric cürrent which must neces- 
sarily polarise the exposed copper at the break one way or 
another, additional complications and reactions thus arising 
іп any true analysis of what really takes place at the break, 
and so - ad infinitum ! 3233 х У 


' GRAPH PROOFS oF CABLE-BREAK TEST CONDITIONS. 


ere follow graph proofs by the writer illustrative of the 


foregoing remarks on the Polarity of Test Currents. 

In figs. 48 and 49, the galvanometer used on the bridge 
is taken—for simplicity of illustration—as being like an 
electrometer, or on a circuit of practically infinitely high 
resistance, as through a condenser. The inward or out- 
ward deviation of the lines of potential-fall at points 
coinciding with c, and с, is thereby avoided; and the 
diagram simplified. 

Fig. 48 shows test conditions at moment of application of 
positive or negative testing р.р.'в toa cable already affected 
by a natural positive P.D. at the break. 

If from any canse—such, for instance, as a strong posi- 
tive telluric current—the natural P.D. at the break is main- 
tained positive, then fig. 48 shows how, when this is so, dual 
testa to scale zero with negative currents must necessarily be 
useless, as the higher testing current neg. C, produces the 


higher apparent resistance T, as read on the bridge at /, 
Ses article on “ Atlantic Earth Currents.” By E. Raymond - 
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whilst the lower current neg. c, produces the lower apparent 
resistance T, as read upon the bridge at £. 

On the other hand—as shown by fig. 48—a dual test 
with positive current becomes effective and affords rational 
resulte. Here the higher of the two currents, pos. с, is seen 
to be productive of the lower apparent resistance T, indicated 
by the bridge reading /4, whilst the lower current pos. с, 
brings about the higher apparent resistance T,, as shown by 
the higher bridge reading /,. 

Fig. 49 shows a reversed, and what might be termed the 
orthodox condition of things, viz., that state of affairs that 
the cable electrician expects to find when he starts to localise 
a cable break. Here, the application of negative testing 
P.D.'8 has polarised the exposed copper at the break so that 
the former weak positive Cu — Fe battery-couple P.D. has 
become reversed to negative. This negative P.D. at the 
break now opposes the negative testing P.D.’s, 80 that—con- 
trary to the conditions existing in the former fig. 48—the 


higher and lower P.D.'s, viz., neg. с, and neg. c, respectively 


С. = 14° win 

te = 35 el- Pos. C2 m = 100 

[з = 136 „ C p, sario] ^ 

Г. = 180 ci* 2 E UD 
"E R = 100 

R= 100 4 X = 100 


ҮБЬ= 100,” 


2 


bring about lower and higher apparent resistances T, and T3, 
as observed at the corresponding bridge balancing re i*tances 
^ and t. i - 

A similar state of affairs ав regards polarity of P. . would 
prevail—though to a greater degree—in the evert of a 
strong negaisve telluric current flowing, so to speak, from 
the break towards the testing station, opposing, therefore, 
any applied testing current of negative sign, for well-known 
reasons, the right polarity to test with whenever practicable. 

Fig. 48 and fig. 49 include graph illustration of во many 
other points connected with Wheatstone bridge tests on 
cables traversed by earth currents, that some additional 
interpretation may here be given. 

Bridge ratio resistances m = m, = (вау) 100%. 
Balancing resistances R = cable X = 100° respectively to 
earth at E, and at break. 

To bridge apex A may be applied higher and lower 
battery powers of either sign, viz. : 
these severally producing at various easily recognisable 
points potentials м, —— N,, and P, —— P. | 

T, and T, = observed resistances of cable by bridge 
readings (to scale zero) /, and 4 under negative teating 
currents. 

T, and T, = observed resistances of cable by bridge 
readings (to scale zero) /, and f under positive testing 
currents. | 

R, m, m, and x each being = 100°, linear measurement 
of the various balancing resistances /,, , ¢,, i, will show that 
by construction in, say, fig. 48 :— 

{, = 74 under higher power negative, 
l = 186° „ 9 „  posiive. 


Then x = V 74 х 186 = 100* the correct c B of cable 
here obtained by Dressing's geometrical mean.* 


* First published in the Тисваварито JOURNAL AND ELEQTRIOAL 
Bryn, November 16th, 1877. 


Neg. Ca, Ci, or pos. С,, Ci, 


Again, in fig. 48 by construction, the linear measure. 
ment :— 
і, = 55° under lower power negative, 
L= 180° „ y, „ — positive, 


Then x = У 55 x 186 = 100° the correct С R of cable 
by Dressing's geometrical mean. This mention of the 
geometrical mean haa, of course, no practical bearing on testa 
toa break. It is merely illustrative of the comprehensive- 
ness of graphs, figs. 48 and 49. 

Reasoning similar to the above applies also to the extract- 
ing of parallel values from fig. 49, but in the reverse order, 


Е, = 136 win С Ё 

P = 180 . Є = Pos, C2 ratio IK = 100 
5 = T4 . РК m. = 60 
4 = 55 R = no 
NRB = юб X 2 00 


VR = 100 3 


owing to the r.c. potential in that graph being negative 
instead of positive. 

The bracketed values Fz, . . . . FZ, show, each in ite 
place, thut excess of potential on one side of a balance, to 
which is due the galvanometer deflection, constituting what 
is known as false or rable zero. 


(To be continued.) 


THE SYSTEMATIC FILING AND STORING 
OF RECORD CHARTS. 


, By ORITICUR. 

THE question of filing and storing of record charts is an 
important one, and yet it is safe to say that very few central 
stations can boast of a really good system. A well-appointed 
drawing office affords a good example as to what should 
obtain in this particular department; here, a few seconds’ 
time is usually sufficient for the production from store of a 
drawing, print, &c., and there is no reason why even the 
small-sized stations should not possess an equally satisfac- 
tory system at a minimum of first cost and subsequent 
upkeep. 

The usual method, where any attempt at all is made for 
the systematic filing of records, is to use an ordinary letter 
file, or some modification thereof. But this arrangement 
soon becomes unwieldy, as, even where only two or three 
recording instruments are kept, as in the case of, say, 8 
small lighting station, the record charts quickly accumulate, 
and if additional files are not used for storing—which means 
further cost—the charts are generally removed from the files 
and rolled up in the form of bundles, to be finally packed awsy 
anyhow in some out-of-the-way hole or corner. There they 
remain out of sight, and -likely enough out of mind as well, 
until, perhaps, some day a certain record is urgently wanted 
for reference— maybe at a Board of Trade inquiry. A day or 
two's exciting search having proved unavailing, the 
wanted is considered lost. Although the Board of Trade 
Regulations provide that certain records relating to the 
operation of public supply systems must be kept, yet in 
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practice the requirements are often more honoured in the 
breach than in the observance. 


It seems somewhat strange that most recording instru- | 


ments for electrical purposes are by no means satisfactory 
when working under every-day conditions; and it is no exag- 
geration to say that, in the majority of cases, the inking 
arrangements give most trouble. An instrument suitable 
for a widely-varying load, say a recording ammeter for 
heavy traction load, which will print a true and legible 
record without constant attention, has yet to be seen 
by the writer, who speaks from extensive experience. This 
may seem to be digressing somewhat from the foregoing 


subject, bat, making due allowance for the human element, 


the more imperfect the record the leas chance it stands of 
ever being permanently filed. 

As mentioned before, it is only in the larger stations that 
anything like system is observed in the filing and storing of 
records, and here it is usual for the drawing office staff to 
look after this particular department. But where no drawing 
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SysTRMATIO FILING AND STORING oF RECORD CHARTS. 


office facilities are available, as in the case of most small 
stations, chaos soon reigns, and it is astonishing what a litter 
a few months’ accumulation of record charts becomes. ` 

With a view of assisting those who may be thus placed, 
the writer some time ago devised the arrangement described 
herewith. ! 

A simple arrangement of shelves is fitted up and pigeon- 
holed. The size of each compartment should be about 6 in. 
x 8in. x 8in. For containing the record charte cylin- 
drical-shaped papier-maché boxes with well-fitting lids are 
used. The type of box employed for phonograph records is 
well suited for the purpose in question, and these can be 
obtained complete with neat labels, any colour, at very 
reasonable cost. 

The accompanying sketch, which is really self-explanatory, 
illustrates the device arranged for ten recorders, the two 
bottom sets being meant for spares for possible future extensions. 
The writer has taken ‘an example fairly representative of a 
moderate-sized combined lighting and traction supply 
station, the recording instrumenta being as follows: 


Traction Feeder Recording-Ammeter. 
Traction Line Recording- Voltmeter. 
Traction Earth Recording-Ammeter. 
Traction Rail-Drop ” Recording-Voltmeter. 
Lighting Positive Recording- Voltmeter. 
Lighting “ Negative" Recording-Voltmeter. 
Lighting * Earth " Recording-Ammeter. 
Battery Recording-Ammeter. 


The usual monthly files are, of course, used in conjunc- 
tion with the device. At the end of the month, however, 
the file is stripped, and the record charte, after being 
gecured together in proper sequence of dates by means of one 
or two substantial fasteners (strong bifurcated pins are very 
suitable), are transferred to the storing box, correctly 
labelled, and finally pigeon-holed. The subsequent storing 


== 
A | | | || | 


of the records will, in individual cases, be largely governed 
by local circumstances. It will be seen, however, that the 
device illustrated is well adapted for extension to accom- 
modate several years’ accumulation of record charte, and 
practically without materially adding to ita bulk, except to 
slightly increase the depth or back to front dimensions. 

The arrangement is simplicity itself, and its first cost and 
Bubsequent upkeep trifling, and. by it& means any record 
can be produced at a moment's notice. It will be fairly 
obvious that if appearance be a desideratum, the rack can 
easily be made to match superior surroundings, by the aid of 
stain and varnish, with perhaps the added dignityiof doors, 
glazed or plain, or some form of collapsible shutter to exclude 
dust and dirt. 


REVIEWS. 


Electric Railways Theoretically and Praciwally Treated. 
Vol. II. By S NEW W. Авнк, B.S., Е.Е. London: 
Archibald Constable & Co. 10s. 6d. net. 


This is the second part of a proposed three-volume work on 
electric railways, and deals particularly with engineering 
preliminaries and direct-current sub-stations. Jt is an 
American production, so that the word railway must be 
understood as including tramways, and particularly the 
interurban lines which are so characteristic a feature of 
American electric railway development. | 

The book is professedly a text-book of the subject rather 
than a treatise, so that one cannot complain that it is, to a 
large extent, a compilation from the papers of experte, inter- 
spersed with descriptions of standard apparatus and methods 
of operation, illustrated with such pictures as manufacturers 
of apparatus are always willing to supply. The result is, on 
the whole, satisfactory, and the book will be of value to 
students seeking general knowledge of the subject. The 
ee described are sound, and the information is fairly up 
to date. . 

Chapter I deals with the estimation of profits of a 
prospective line from a counting of noses in the vicinity. 
Much more experience is required in the estimation than the 
simple tale would lead one to suppose, and the results when 
obtained are usually better forgotten when the line has been 
bailt. The chapter should be regarded as furnishing aid to 
shrewd guessing rather than a complete scientific method. 

The two following chapters deal with the determination of 
the motor capacity; the fourth with schedules and load 
diagrams; the fifth with power-house and sub-station 
location, The remaining five chapters give descriptions of 
sub-stations and their contained apparatus. 

The author is, perhaps, rather apt to divagate into by- 
ways having but slight connection with the subject in hand. 
One of the ten chapters, for instance, is devoted to insulating 
oils, being based on articles published in the Electrical Club 
Journal. So practical a discussion of the subject would 
adorn a work on transformer design, but appears hardly 
necessary here. 

The book is well printed and illustrated with numerous 
curves, diagrams, and cuts. Fig. 86, indicating that a rotary 
should be up-ended in order to sandpaper the brushes, is 
doubtless merely inserted sideways. E 


Electricity for Everybody: A Popular Handbook. By 
R. ВОВАВЕ MaTTHEWS, Wh. Ex. London: The Elec- 
trical Press, Ltd. 1909. Price 5s. 


This handbook, designed to meet the demand for informa- 
tion of all kinds regarding the uses of electricity, contains an 
extraordinary mass of data, tables and condensed notes “ in 
infinite variety,” being in great part, we believe, based upon 
the * Canvasser’s Handbook," for which the author was 
recently awarded a valuable prize by the National Electric 
Light Association of the U.S.A. The contents deal with 
electric lighting, heating and power, general electrical engi- 
neering notes for users of a public supply, and hints to can- 
vasserg, each division being further sub-divided into portions 
relating to residences, stores, and factories. It is not 


Li 
- e 2 e А А +» oe 


— - c + 4 — Am аз 


674 


e o» 


[Vol. 65. No. 1,665, Остовив 22, 1909, 


— — — — —-—- RR EE 


a book to be read through from cover to cover; it is rather 


a pocket companion for the commercial engineer or can- 


vasser, furnishing information on, we should think, almost 
every point that could be raised by a prospective consumer, 
while to the latter it will serve to show what electricity can 
do for him, how it does it, why it is better than its rivals, 
what it costs, and how it should be used. 

Naturally the advantages of electricity for lighting, and 
the best ways to keep the bills low, are early met with, and 
a model specification is given. The author deprecates 
references to costa per unit, strongly recommending the can- 
vasser to discuss the total amount of the quarterly bill as a 
more intelligible basis. Shop lighting and advertising with 
electric signs are dealt with, and the use of time switches 
is described; the principles of illumination are clearly 
explained, with distribation of light curves for various arc 
lamps (why not for glow lamps ?), and the importance of 
proper screening and diffusion of light is emphasised. One 
section is devoted to comparisons between gas and electricity 
for lighting and heating. The collection of data on ironing, 


cooking and heating will be especially welcomed, including - 


as it does prices and coste, with other useful particulars. - 

In dealing with domestic applications of power, the author 
describes a patent electric servant that he has brought 
oat, in the shape of a portable motor with a radius arm, 
carrying a pulley driven at reduced speed by belt from the 
motor spindle. The large pulley drives a. friction wheel, 
which can be placed in contact with the driving pulley of 
auy machine that itis desired to drive—the essence of the 
idea being that one motor may thus be employed to drive 
any number of handy domestic appliances. This is an 
ingenious and admirable solution of the difficulty of high 
cost due to the present practice of fitting every such 
appliance with a separate motor. _. 

The driving of factories and workshops is the subject of 
a lengthy section, containing an invaluable collection of data ; 
and the section on engineering notes covers a vast field in 
small space. Hints to Canvassers " are given a separate 
division of the book, and constitute a liberal education in 
the gentle art of fishing for new business. 

Not the least interesting of the work is the series of 
illustrations at the end, giving examples of fittings, acces- 
sories, installations, signs, lampe, heating and cooking appli- 
ances, and power applications of all sorts. We feel that this 
unique handbook, in the hands of the customer, iwill do a 
great deal to broaden his—and her—views as to the possi- 
bilities of electricity in connection with his comfort, his 
business, and his home; in the hands of the canvasser it 
will bea most potent weapon, guide and support; and, 
generally, it should exert a material influence upon the 
development of the electrical industries in this country. 


Les Découvertes modernes en Physique. O. MANVILLE, 
D. es. Sc. А, Hermann et Fils. Price 8 fr. 


To many studente, and those who desire to have a pretty 
comprehensive knowledge of the newer discoveries in elec- 
tricity, together with the mathematical treatment of the 
subject, this book will prove extremely useful. 

The work before us consists of some 450 pages, and is 
divided into two portions. 

The former of these consiste of seven chapters, in which 
are discussed such things as the Discharge of Electricity 
Through Liquids and Through Gases, Sir J. J. Thomson’s 


Measurements of the Ratio г „Ionisation of Gases, Ruther- 


ford and Sir J. J. Thomson’s Experiments on Electrons. 
The remaining chapters of this portion relate to Radio- 
activity and Induced Radio-activity, and a final chapter 
deals with the Electronic Theory of Matter, together with 
the Zeeman Effect. 

The second portion is split up into five chapters, and is 
wholly theoretical. Here the student will find the mathe- 
matical theories of Gaseous and Liquid Conduction Through 
Gases at Low Pressures, Righi's Theories of Binary Systems, 
&c. The fourth chapter deals with the Theories of Metals 
due to Sir J. J. Thomson, Lorenz and P. rade, as well as 
the Magnetic Theories of Ewing, Langwin, &c. 


The final chapter discusses Maxwell's and Lorenz s theory 
of light, Voigt's absorption theory, the Zeeman effect and 


' sundry other magneto-optical phenomena. 


The work is extremely well provided with references 
where original papers, or works, are quoted from, and it is 
very refreshing to notice that in this, the premier branch of 
physics at the present time, France, Germany, and the rest 
of the civilised world are mainly interested spectators of 
the progress made by British scientists. | 

At present English students have the advantage of treatises 
on this subject written by the pioneers themselves. Never- 
theless, we consider the author has written an excellent and 
useful book for those who have neither time nor means to 
consult the original treatises or papers referred to. To 
many this will form а valuable book of reference. 

If we have any fault to find, itis that the figures are very 
poorly printed, and as in most Continental treatises, the 
index might well be greatly extended. There are also some 
12 pages of notes and errata at the end of the book, which 
in the third edition should, if possible, be altogether 
eliminated. | 


WATER FROM ARTESIAN BORES. 
Bv W. H. BOOTH. 


IN a communicated article published in the ELECTRICAL 
Review for April 23rd there are certain statements relative 
to artesian wells that are apt to mislead the reader. 

The first of these is to the effect that the supply from 
boreholes is very unreliable. This is not the case. A bore- 
hole having been made, and its yield proved, that yield, if 

roperly stated, may be relied upon to endure. There are 
high and low water levels in all wells, but the range of 
flactuation varies considerably, according to the nature of 
the stratum. Let the upper chalk with flint be considered. 
Assume that each flint bed has sufficient voids in it to store 
lin. of rainfall, in conjunction with the adjoining fissures. 
Then ten such flint layers would store 10 in. of rainfall, and 
the range of high and low water level would be small. But 
if the lower chalk be taken into view, it has no beds of flint 
and few open fissures, and it is also of a more clayey of 
sticky nature, and a fall of 10 in. of rain absorbed might 
raise the water level in the wells as much as 80 ft, Recently 
such an area of country came under my notice, and I found 
that in the full season some wells were nearly 100 ft. above 
the drainage point of the chalk stratum, as indicated by the 
presence of perennial springs at certain of the lower levels. 
In the ordinary process of well sinking it is usual to dig 
down to water, and if the digging is done when the 
water is not at the minimum level, then, when theJevel does 
subsequently fall to & minimum, the bottom of the well is 
dry; I have often walked in such wells and in the 


headings foolishly driven at a level higher than the 


minimum. 

Thus, while the statements in the article may be correct, 
they do not convey а correct impression. In boring a well 
the water level repeatedly changes as the work progresses, 
rising or falling as each fresh supply vein is piereed. These 
rises and falls both mean the same thing, namely, a further 
and more copious yield. If the level rises, it means that 
the new supply has a natural rest level higher than the 
supply above it, and is able to overcome it to such an extent 
that, though the new supply will partially flow away by the 
fissures of the older supply, yet its volume is enough to raise 
the general level. If a fall takes place it does but show 
that the water previously struck is flowing away by fissures 
out of which more water will flow when the level is reduced 
by pumping. A borehole, unless lined, will always open up 
communication between different strata or the various water- 
bearing beds of the stratum cut through. | 

A test by pumping, combined with observation of Ше 
hydrogeological conditions, will enable a proper estimate to 
be arrived at of the yield to be expected. But, naturally, 
water cannot be drawn from the upper part of acistern when 
this is half emptied. Vet this is what is often virtually 
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attempted. As thongh to obviate this difficulty, contractors 
will sometimes urge very unnecessary depths for boreholes. 
Not every borehole will yield water, but if it does, the yield 
will usually be permanent. But in all such work it is most 
important, as the work proceeds, that notes be made of the 
first appearance of water, of all the stratigraphical sequences 
and peculiarities, and of each change of water level. Such 
observations are sometimes made in a most perfunctory 
manner, and important geological facte are lost. The greater 
the reduction of water level by pumping, the more water can 
there be taken out of a borehole, always provided that the 
entry of any supply into the hole is below the pumped level. 
If it be above the pumped level, no further increase can take 
place. The yield of each source which is lower than the 
pumped level will vary as “A, where ^is the amount of 
lowering of head. This applies also to the yield of a bore- 
hold when fed with numerous supplies, all of which would 
give the same reat level, and very often the yield with reduced 
levels is greater than the above would indicate, for the lower 
springs frequently give the lowest reat level, and the yield 
of the boring, as & whole, usually increases at a higher rate 
than V. 

In a depth of 605 ft., the writer has obtained three 
entirely different supplies of water from as many different 
strata. In this particular case about 200 ft. of solid clay 
came bebween the second and third water-bearing rocks, and 
of the three supplies obtained, the lowest, water level belonged 
to the upper rock, and the water from the lower rocks fed 
the upper rocks, and only became manifest when pumped 
freely. Boreholes, if properly carried out under expert 
advice and properly utilised under the same degree of know- 


ledge, ought not necessarily to be so very costly. There are 


localities where much cannot be hoped from any sort of 
well, and again in other localities failure is practically out 
of the question. Every well ought to add to the knowledge 
of both geology and hydro-geology, but too often the 
information to be obtained is altogether too unreliable to be 
of independent utility. Boreholes have frequently been 
made which were foredoomed to failure. The testing of 
them is worthless, they are abandoned when they ought to 
be continued and so played with, often, it is to be feared, 
from sheer ignorance rather than unworthy motives, that it 
has been well said, Truth lies at the bottom of a well; the 
maker of the well lies at the surface.” d 

The importance of knowing the points where water is 
struck may be judged from the fact that a well, not pumped 
below the inflow point, will yield continuously 25 per cent. 
more water than is usually required if it be pumped, say, 
60 per cent. lower than when giving its ordinary yield. It 
is simply a question of y ос RN, an expression that cannot 
hold good when A has reached its limit, that is, when no 
lowering of the well can reduce ^, as when the water flows 
in above the pumped level. . 

Some wells will bear any amount of lowering of head 
without injury, as when they are bored in good sound rock. 
But it is not always good practice to draw down the water 
level too far. For example, in the case of the chalk where 
the Thanet sand overlies it, the upper surface of the chalk 
is. often very shaky, and a great reduction of head may cause 
the Thanet sand to find its way into the borehole ; once 
the well has been strained in this way, it is difficnlt to 
remedy it. Fifty feet is a conservative practice as regards 
lowering the head ; 100 ft. is somewhat excessive. | 

But very many wells yield so copiously that practically no 
lowering of the water level takes place under the biggest 
draught of the pump that can be put down the borehole. 

The air-lift pamp will give many times the yield of the 
ordinary pump, but when the water is far below surface, the 
depth of boring is usually much in excess of that required to 
give the yield, and the power required to work an air lift 
may be double or treble that necessary to work an ordinary 
pump. l 
Still, where water must be had and the hole is small, the 
air lift may be the only possible pump to fill the contract as to 
quantity. The air-lift pump is also useful where there is 
sand in the borehole. Sand is sometimes yielded by bore- 
holes in the chalk, and probably it is almost always due to 
bad workmanship, including insufficient lining into the 
chalk, or a lining badly put in so as to permit the escape of 


generators are about 25 per 


the overlying Thanet sand into the borehole. On the whole, 
it is a good thing that sand should ruin a pump, and it is 


somewhat of a bad thing that sand can be dealt with by an 


air-lift pump. Though it is my opinion that the settlement 


. of St. Paul's Cathedral is due to the shrinkage of the 


London clay, brought about by the fact that the water 
level under London has been reduced to about the upper 
surface of the chalk, and therefore. does not maintain the 
London clay moist and swollen—still, it is open to be 
argued that many years of pumping small quantities of sand 
from under London have let down the clay. | 

The natural water level of the chalk under London is, of 
course, above sea level, for no natural water level can be 
below sea level. It is only a few years ago that scores of 
wells in South London, in the locality of Tooting and 
Mitcham, overflowed some 20 ft. above surface. Hammer- 
smith and Fulham, less recently, were areas wherein the 
artesian contours were above the surface. cs 

` All this is now changed by the multitude of pumped wells, 
and the water level all over the London basin, or, at least, 


in the inner area, is going steadily down a few inches 


annually. But with an artesian well properly constructed, 
and characterised or-classified as to its proper yield by a man 
who understands the subject, it is quite wrong to say that 
the supply is unreliable.- | | 

The proper yield of a well is not that which can be drawn 
from it at ita high-water level when this is considerably above 
the low-water level; nor is it what can be drawn from it 
by a brief pumping test. Again, & prolonged pumping test, 
such as is often prescribed, is usually a sheer waste. A true 
estimate of a borehole yield may usually be made in a com- 
paratively short time at a small cost by an engineer who 
is able to deal with the case in a suitable manner, such 
manner depending on the conditions of each particular case. 

There may be instances of prolonged pumping drying a 
bore-hole right out. This would imply the existence of a 
pocket, of an abnormal segregation of а small mass of rock. 


. But such instances are 80 abnormal as to be practically non- 


existent. Pockets are, it is true, sometimes declared to have 
existed, and have been brought into argument to explain the  . 
failure of a well which could be much more easily explained 

otherwise, though, perhaps less creditably. И 


CENTRAL STATIONS IN TOWNS OF LESS 
THAN 4,000 INHABITANTS. | 


A PAPER on this subject was read recently by Mr. James B. 
Knolson before the National Electric Light Association, of Atlantic 
City, N.J. It is interesting not only as showing how American 
practice in this matter differs from ours, but also as indicating 
certain lines on which English engineers may gain by adopting 
American ideas. | | 

The author confines his obaervations to small steam-driven 
stations, and takes as his standard a station of 100 Kw. capacity 
with two sets. In the first place, he strongly recommends a local 
company with shares as widely distributed in the neighbofrhood 
as possible, and states that such undertakings rarely owe their 
inception to outeide capital. This, unfortunately, is uncommon in 
England, and, however desirable it may be, is likely to remain so 
in the present condition of things electrical. The author pleads 
strongly for careful restriction of capital outlay, and such simplicity 
of arrangement as will reduce the amount of skilled labour required 
toa minimum. ‘His ideal engineer is a sort of working foreman, 
who takes some of the shifts himself, with one eye on the switch- 
board and the other on the boiler gauge-glass (though, unfor- 
tunately, in the plan given in the paper, thís feat is rendered 
difficult by an intervening wall) the stoker being an inferior sort 
of person, presumably living on inferior pay. Floor space being 
unimportant, belt-driven sets are recommended, and a curve is 
given showing that high-speed simple engines and direct-coupled 
cent. more costly than high-speed 
simple engines and belt-driven generators, This is very astonish- 
ing, and one would very much like to know where this large 
additional cost comes in. Possibly this is due to using a very 
high-speed dynamo in the latter case, as the vertical section of the 
engine-room shows a horizontal engine driving a dynamo on what 
looks like about a 5 to 1 increase of speed. Evidently а 50-xw. 
engine running at about 500 в.р.м. is not contemplated in making 
the comparison. Return-tubular boilers are preferred to water- 
tube, “for while the water-tube boilers are capable of better 
economies, the efficiency of a boiler plant rests heavily on the 
method of firing, and higher costs of water-tube boilers seldom pay 
for their use in such stations.” | | 
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With reference to this, we venture to submit that no station is so 
small but that water-tube boilers, with some form of mechanical 
stoker capable of burning cheap coal, will pay for themselves over 
and over again. ‘ 

For cheapness he also recommends a steel stack, while admitting 
its more rapid depreciation. An iron stack will probably, in any 
case, last until it is necessary to replace it by one of greater 
capacity. | 

In discussing the necessity of condensing plaut, he speaks of the 
complication involved. While admitting that in most cases such 
stations will not pay for the cost of surface condensers, it will 
generally be admitted that jet condensers, costing, probably, for a 
100-kw. plant, no more than £250, including pipework, will be 
worth considering if the annual coal bill is at all considerable and 
& plentiful supply of water is readily obtainable. In any case, 
they are best eit out for the first few years. His remarks about 
complication would be better applied to Corliss engines, which he 
condemns on account of high first cost. Turbines, on the other 
hand, are favoured, because the exhaust is free from oil, and 
because of their better “continued efficiency” than simple high- 
speed engines. As a 50-K w. steam turbine is notoriously a terrible 
steam-eater, owing to the large amount of expansion, 
due to the relatively large clearances that are necessary, this 
remark rather points to rapid wear in the American high-speed 
engine. 

ning next to distribution, the author recommends А.С. at 
2,300 volta and 60 cycles in very scattered districte, and three-wire 
distribution at 220 volts across the outers in more compact areas, 
with step-up transformers for outlying districts. Overhead mains 
appear to be taken for granted. What a pity we cannot take them 
for granted in this country! An interesting table of pole costs is 
given, which we reproduce (Table I) 16 shows that the average 
cost per mile in six districts, exclusive of painting and establish- 
ment charges, is $126 15, or, with 50 poles per mile, roughly 34s. 
per pole. Probably £2 to £3 would be nearer the mark in this 
country for H.T. lines. 


TABLE I.—PoLrE.LiwE Costs PER MILE FOR THREE-PHASE, 
2,800 ов 6,000-Vorr. 


Kansas Mon- Minne- Tennes- Aver- 


No. Item. Omaha. City. tana. sota. Texas. see. age. 

50 30-ft. poles - .. $275°00 $287'50 8 200 ·00 $200-00 8171 · 00 $180-00 $218:90 
50 Pole hardware. .. 1000 710 16:00 12-50 8:30 T40 10:25 

50 Cross-arms, two-pin .. 17:50 725 11:50 16°00 17:00 1600 1400. 
150 Insulators: НЯ . 16°50 6:00 11:20 6:00 6°95 1:00 9°00 
Labour, setting .. 80°00 90:00 200°00 195-00 55:00 100-00 100 · 00 
Labour, stringing wire 26°00 15°00 40°00 50:00 0 85:09 
Incidentals ex .. 25°00 41°00 50°00 28000 100) 20:00 80:00 
Total .. .. $449-00 $453°85 3528°70 $488:50 8297-05 2370:40 $496:16 


These figures do not include painting, and are exclusive of book-keeping, 
overhead charges and the like. 


We also reproduce a table (Table II) giving comparative costs of 


street lighting with arc lamps and various-sized metal-filament 


lamps:— 
TABLE II.—Cost or STREET LIGHTING IN VARIOUS UNITS. 
Aro, mag- Tungsten. 
Unit. 4-amp. 40-watt. CO-watt. 100-watt. 200- watt. 


No. of units giving street illumi- 

nation equivalent to one are. 1 4. 8:21 2:48 1°76 
First cost per unit, including 

brackets, transformers, &c., on 

a basis of equipment necessary х 
' for illumination equivalent to 

100 4-amp. magnetite arcs .. $54:00 81096 $12°00 


Opgrating Cost, BASED on 4,000 Hours’ BURNING PER YEAR. 


$11:60 — 815-70 


Magnetite Tungsten. 
4. amp. ————-———————— 
Unit. arc. 40-watt. 60-watt. 100. watt. 200-watt. 
Maintenance and renewals .. $600 $3600 $380 $4:90 $4:61 
terest, 5 per cent. .. ix .. 2°90 55 68 58 80 
epreciation, b per cent. .. . 2°70 *:49 57 62 790 
Current at 2 cents per kw.-hour .. 27:50 4°00 6-00 10-00 20°00 


Total perannum .. 88°64 $1105 
Exclusive of cost of lamps. 


$180 


These figures are exclasive of repairs on overhead equipment, inspection 
cost, clerical, storeroom costs and the like. 


Speaking of upkeep of plant, the author seems to forget that he 
is dealing with a tiny station with two small boilers, for he recom- 
mends the engineer to try experiments on varying the number of 
boiler units to suit various portions of the load." 

Turning to the question of getting new business, various Yankee 
methods are suggested, such as "frank talks" in the newspapers 
and published lists of consumers' average bills, ' so that others may 
see how cheaply their friends receive light" We positively 
tremble at the thought of such a method in a small English 
residential district. 

Speaking of motor load, 750 units per annum is given as the 
average demand per H.P. of small motors in five or six towns. In 
this country the figure for purely industrial towns is about the 
same. The corresponding figure for a number of towns in England 
and Scotland, partly industrial and partly residential, was about 
400 for 1908. 

Ice making and water pumping are mentioned as useful 
auxiliaries to the supply of electricity, as such loads provide a 
useful day load which can be applied to suit the convenience of 
the station. 'The Americans consume large quantities of ice, but 
where this has been tried in this country we understand that it has 
not resulted in а large enough load to be of any very great value 


in improving the load factor. If, however, the water and electricity 
works of a small town could be combined, it looks as if the 
combination would be an extremely economical one. This question 
of linking some industry involving power with that of electricity 
supply is one that deserves more attention from the hands of 
English engineers than it has received in the past. The experi- 
ments at Poplar have, we believe, been attended with considerable 
success, but there are other things besides disinfectants, the 
manufacture of which require power. 


AN ELECTRO-HYDRAULIC BOOSTER. 


AN interesting adaptation of electricity to the needs of the water 
supply of a town has recently been completed in Darlington. For 
some time past, owing to the development of the town, diff: ulty 
has been experienced in maintaining sufficient pressure in the 
high-lying parts around Harrowgate Hill, without creating an 
unnecessarily high pressure in the remainder of the distributing 
mains. To overcome this in the past, a stand-pipe has been used 
adjoining the reservoir over which the water has been pumped. 
This, however, has involved a considerably increased coal con- 
sumption, as, whilst additional head has had to be maintained 
on the whole of the mains, a small proportion only of the head is 


Fig. 1.—MoTOB-DBivEN PUMP AND AUTOMATIO SWITOHGEAB. 


used in the higher-lying portions, and to reduce this loss as much 
as possible, a sufficient supply for this district has only been give 
during certain hours of the day. Mr. George Winter, the borough 
surveyor, has evolved a scheme by which not only will ample supply 
be maintained constantly at Harrowgate Hill, but it not be 
necessary to maintain any higher pressure for the town than is 
called for by ita own requirements, and during the night, when the 
general supply is at a minimum, the reservoir at Harrowgate Hill 
is filled up, as well as certain tanks in other portions of the tows, 
which are filled only once a day. 

A centrifugal pump capable of lifting 120,000 gallons of water 
per hour against a head of 35 ft. has been provided, the suction of 
which is connected with the reservoir, and the delivery to 8 
tank capable of holding 60,000 gallons, placed above the pump. 
The main supply pipe from the pumping station is also carried 
directly into this tank, together with an overflow into the 
reservoir. 

This pump is coupled directly to a compound-wound motor, 
having an exceptionally heavy series winding, in order that the 
quantity of water delivered may be maintained approximately 002: 
stant with a voltage varying between 430 and 500, as current и 
supplied from the traction trolley wire at & considerable distance 
from the generating station. The normal rating of this motors 
38 в.н.р. Provision is made for fine speed adjustments by 
means of shunt regulation. 

A combined automatic main and starting switch, with no- voltage 
release, is provided, capable of starting up under full load ; tbis 
switch is of substantial design, with quick step-by-step motion, tbe 
time limit between steps being readily adjustable by hand, and is 
manufactured under Moule's patent. 

This starting switch is operated by means of a special pattern of 
iron-cased quick-make-and-break float contact, operated through s 
copper rope connected to a float in the tank. 

A further provision is made to prevent the motor being started 
up automatically, should the pump from any cause have lost its 
priming. A pipe connected with the upper portion of the pump is 
coupled to a cylinder containing a copper float, which, when up. 
completes the connection between the solenoid main switch and tbe 
tank contact ; but if the water falls below a fixed level in the pump 
the circuit is broken, and the pump cannot be started until 
reprimed. 

This provision is necessary, as the plant ie left unattended, 
and considerable injury could be done if the pump started up 
without water, though the special winding prevents the motor 
from running at an excessive speed. 
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The svitchboard, in addition, contains an ammeter, overload 
circuit bre.ker and main fuse; the whole is totally enclosed in 
iron, so that it is impossib'e to obtain a shock from any portion, 
although the plant is operated from a traction feeder at approxi- 
mately 500 volts to earth. 

Provision is made by means of a relay, operated from the elec- 
trisity works through ore ot the pilot leads, for bresking tke whole 


Fig. 2.— Vr&w or AUTOMATIC 
STARTER AND CIEOUIT-BREAKBB, 
HvpnBAULIO RELAY, AND LEVEL 
INDICATOR. 


Figs 9 asp 4.— HYDBAULIC 
RELAY ABD SWITCH. 


~ 


circuitewhen rcquired for the purpose of testing leakage current on 
- the traction system, or for other reasons. 

Heating units are provided inside the motor and switchboard, 
consuming about 50 watts each, to prevent condensation and leakage 
on the surfa es of the aj paratus. | 

The pumping plant was supplied and erected by Messrs. Cox- 
Walkers, Ltd., of Darlington ; and the whole of the switchgear, 
float contacts, automatic switchgear, &c., was designed and maru- 
factured by them to meet the special requ rements called for by 
Mr. J. В. P. Lunn, the borough electrical engineer. The accom- 
panying figures show the general arrangement and some of tke 

details of the install ation. 
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PROCEEDINGS OF INSTITUTIONS. 


Steam Turbines. 
By GERALD Stopry, M. Inst. O. E. 
(Continued from page 611.) 


(Abstract оў Oanton Lecrorrs delivered bifore the FOCIBTY or 
ARTS, March and April, 1909.) 


TRI design of condensers has been especially influenced by the 
introduction of steam turbines. In the old days of reciprocating 
engines, the condenser giving 25-in. vacuum was quite gcod enougb, 
but nowadays, on account of the great improvement in 
economy of steam turbines wilh higher vacua, it is common 
to have between 28 in. and 29 in. As a iu’e, in the 
case cf a condensing plant, the temperature of the cooling 
water is fixed, snd therefore, in order to obtain as low a 
temperature of the outlet water from the condens:r as possible, as 
large 8 quantity of ccoling water as is practicable should be used. 
As a fair average, it is generally found that somewhere t etween 50 
and 70 times the steam condensed can be obtaia«d. This means а 
rise in temperature of the cooling water of abont 17° F., as it taker, 
on an average, about 1,C00 В.зн п. to condense 1 lb. of steam. 


^ When it is remembered that, from about 24 in. to 27 in., each inch 


of vacuum makes 4 per cent. difference in the s*eam consumption of 
a turbine, between 27 in. and 28 in., about 5 per oent., and from 
28 in. to 29 in., 6 or 7 per cent., or that approximately 3° F. differ- 
ence in the temperature of the exhanst means an increase or 
decrease of abont 1 per cent., it is easily understood how important 
it is to keep the difference between the tempersture of the outlet 
water from the condenser, and the temperature due to the vacuum 
as small as possible. This difference in good modern condensers, 
when condensing, say, 12 lb. per sq. ft. per hour, can be kept as low 
as 5° oro’ F. 

The в.тн v. transmitted per square foct of cooling surface per 
hour per 1° F. difference of temperature can, in well-constzucted 


condensers, be as high as 1,000 to 1,200. The resistance to 
the heat passing from the steam to the tubes of the condenser, is 
affected by the quantity of air in the condenser. If air is present 
it not only vitiates the vacuum, but also reduces the rate of con- 
dentation of the steam by, so to speak, causing a blanket of air to 
form round the tubes, and thus preventing fresh steam getting to 
them. The resistance to the transmission of heat in the metal of 
the tube iteelf is an exceedingly small figure. The resistance to the 
passage of heat between the metal of the tubes and the cooling 
water is apparently one of the principal losses, and varies enor- 
mously with the cleanliness of the tube; if there isany slime or dirt 
or deposit on the inside of the tubs, it is found that conduction of 
heat very rapidly goes down, and therefore, to get the best resulte, 
the tubes must be kept clean. It is necessary to have sufficient 
velocity of flow to make the water mix up as it is travelling along 
the tubes, and not to have a cold core of water with a hot envelope 
outside it neat the tubes. 

It is in connection with the extrac'ion of air thoroughly from the 
condenser that the greatest improvements have been made of late 
years, and amongst these, dry air pumps and the Parsons vacaum 
augmentor are especially prominent. The latter consists simply 
cf a jet of steam drawing the aic and vapcur from the condenser 
and delivering it through a small auxiliary condenser to the air 
pump, and thus, although the air pump may only produce а va^uum 
of, say, 27 in. or 28 in., there may be a vacuum of 28 in. to 29 in. 
in the cond-nser, and in practice this appliance has been found 
most satisfactory. The effect of using this vacuum augmentor has 
been in some cases to bring up the conductivity from about 250 or 
300 to between 800 and 1,000, or to reduce the loss of temperature 
from some 26? F. to 5° F., a gain in temperature of, say, 21° F., or 
7 per cent. in the consumptien of the turbine. The steam jet only 
uses about 06 per cent. of the steam used by the turbine. This 
vacuum augmentor is applicable not only to surface condensers, but 
also to jet condensers, with most beneficial resulta. 

One great field for turbines which has only within the last couple 
of years come into prominence, although it was patented by Mr. 
Parsons some years ago, is the use cf exhaust turbines, that is, tar- 
bines taking steam at atmospheric pressure from reciprocating 
engines or other machinery, and utilising tbe power contained 
in it. When it is remembered that there is as much 
power in steam working from atmospheric pressure down to a 
27 in. vacuum, as between 150 Ib. down to atmospheric pressure, it 
is easily seen that the power of an existing non-condensing plant 
can be more than doubled by the simple application of an exhaust 
steam turbine and condenser. In cases where cooling water is not 
available, cooling towers can be fitted, and, of late years, these have 
been improved so mush as to be most efficient pieces of apparatus 
Also, in some cases, a further advantage has been obtained in that 
if the supply of water for feeding the boilers is bad, this bad water 
can be used in tbe cooling towers, where it does no harm, sr eui 


` condensed water from the turbines can be supplied to the boi 


Buch installations are now in use all over the country, and from 
being absolutely a waste product, exbaust steam has become a most 
valuab‘e by-product in many works, the exhaust steam being used 
to drive turbines and dypamos, and the power either used in the 
works where the exhaust steam is produced or supplied to other 
consumers of electricity. In many cases the exhaust steam supply 
is intermittent, such as the exhaust from a winding engine ofa 
colliery where each time the cage goes up or down there is steam 
from the winding engine, but in the intervals between the winds, 
there is none. Buch intervals, if not too long, can be bridged over 
by a thermal accumulator. The principle of thermal storage is 
itself a comparatively old idea in connection with steam 
boilers, having been proposed by D. uitt Halpin in 1891-2, 
but the best known form of accumulator for use in con 
nection with exhaust steam turbines is that of Prof. Rateaz, 
where a tank containing water has the exhaust steam blown through 
it so that EET the exhaust st:am is partly condensed, and 
the water in the tank boils, and thus the supply given to the turbine 
is constant. . | 

Іл many cases, however, the stops are two long to be bridged 
over by any form of thermal accumulator, and in such cases what 
are called mixed-pressure " turbines have been introduced in which 
there is a high- pressure part revclving idly when exhaust steam is 
used, but when the exhaust steam supply fails, by an automatic 
arrangement this high-pressure part is supplied with live steam, 
and thus the turbine continues to be driven. This, also, can be used 
in conjunction with a thermal accumulator, for such cases as a 
winding engine where there are short stops only for a portion of 
the day, and long stops at week-ends or at times when winding 
is not going on. 

It bas been found that such mixed-prersure turbines are within 
5 per cent. as economical as either a pure turbine for using bigh- 
теше steam alone or a pure turbine for using exhaust s:eam 

one. | 

Bome of the difficulties to be met with in turbo dynamos will be 
understood if we compare a slow-speed two-pole dynamo of 50 xw. 
for 300 R r M., with а turbo-dynamo of 500 xw., at 3,000 R.P M., aleo 
two-pole. Here we have ten times the speed of revolution, ten 
times the surface speed, and 100 times the centrifugal force to 
contend with. The output in kilowatts is proportional to the 
speed, or ten times, but as the former was for 110 volts, and the 
latter for 550, we had to have only half the number of segmenta, 
80 that the voltage per segment is ten times. The frequency of 
the commutation is five times as great therefore, and the reactance 
voltage on wbich the sparking largely depends is 50 times as great; 
and finally the hysteresis and eddy loss in the armature соге wi'l 
be somewhere about 16 times as much. 

It isthus seen that special arrangement: will have to be made to 
meet the very special conditions of a tarbo-dynamo. The core loss 
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has to be taken care of by very special ventilating arrangements to 
enable the heat to be carried off; and centrifugal force is met by 
employing the best materials ard most careful construction. The 
voltage per segment in tte commutator and the reactance voltage, 
the two principal things which govern commutation, are met with 
by the provision of either commutating poles cr a compensating 
winding, or a combination of the two. In our experience we have 
found compensating winding alone most satisfactory, and the 
adoption of such compensating winding enabled a dynamo to be 
increased in ontput from about 200 Kw. to 500 Kw., and that with- 
out sat Bar ius of the brushes tush as was formerly necessary. 

We have found in our experience, two-pole turbo-dynamos to 
much more satisfactory than four-pole, and to cost little more to 
build, the two-pole proving to be much less liable to flash over than 
the four-pole; in fact, with our modern two-pole turb»-dynamos 
such a thing as flashing over is unknown. 

For alternators the type with revolving field maznets has been 
adopted. The stator is of the usual type of laminated iron, the 
only noticeable point being that the end windings have to be very 
firmly stayed. The rotor consists of a steel casting with forged 
steel pole tips, the coila being separately wound and al ipped on in 
place, after which the pole tips are put on and strong nickel-steel 
bolts with manganese-bronze keeps are used to counteract the 
tangential component of the centrifugal force. This rotor may be 
said to be typical of what is called the “salient pole formation," 
but there is also what may be called the “ barrel " or “ drum ” type, 
which was first introduced by Mr. C. E. L. Brown, of Baden, 
Switserland, in which the rotor consists of a series of plates with 
the winding embedded in slots in the outer circumference. It is а 
moot point which form is best, some having advantages in one way 
and some in the other, and which will eventually turvive depends 
both on ease and cost of manufacture as well as mechanical and 
electrical advantages, and up to the present this point has not been 
settled. As in the case of continuons-current machinery, one ol ject 
is to get the maximum output at the highest speed possible, and 
since the materials available limit the length and diameter of rotor, 
and therefore the available fl ix and the ampere turns, these again 
limit in the stator the output which can be obtained with a certain 
inherent regulation. 

A much larger output can be obtained by the adoption of some 
form of compounding which enables regulation to be made as 
good as is desired. There are several means of doing this, one 
which is often used being the “ Tirrill " regulator, in which moving 
contacts regu'ated by the voltage of supply alter the excitation of 
the alternator, Another method which we have largely used is 
what we call a leakage path winding; a small yoke is put across 
the poles of the exciter round which the main current passes, and 
when this current increases it chokes back the magnetism, and thus 
raises the voltage of the exciter. 


(To be continued.) 


The G.B. Electric Tramways in Lincoln. 


А MEETING of the AssocrATION cr MuNICIPAL ABD County ENGI- 
NEERS was held at the Guildhall, Lincoln, on Saturday, Bep- 
tember 25th, when Mr. S. Clegg, M.I.E.E., city electrical er gineer, 
read a paper on the G.B. tramway syetem and its results in 
Lincoln. Mr. W. Nisbet Blair, M. Inst. C. E., borongh engineer of 
S'. Pancras, president, was in the chair, and there was a large 
attendance of members, After describing the system, Mr. Clegg 
said that the Lincoln tramways compared very favourably in their 
maintenance cost with those on the overhead system, and he gave 
an analysis of the working costs for the three complete years the 
system bas been in operation, as follows :— 


Pence per Pence per Pence per 

car-mile, oar-mile, car-mile, 
908-9. 1907.8, 1906-7, 
Traffic expenses  ... ivi aya 2:10 2:28 2:512 
Repaits and maintenance... vie 112 115 0:913 
Maragement and general expense 1°С0 118 1:476 
Power expenses... Ks — 1°38 1°39 1797 
5:60 610 | 6:698 


The average total working costs of 75 other municipalities, 
taking 1908 figures, were 6 37d. per car-mile run, showing sn advan- 
tage for Lircolu of 0°77d., which, considering the fact tbat only 
156,190 car-miles were run—the fewest of any municipal system 
proved to the author that better results might be looked for with a 
larger sy stem. 

During the whole time the tramways bad been running, the 
current had never been off any part of the line owing to failure of 
the electrical equipment (apart from the feeders). Apart from 
unusual anowstorme, a total of only 215 car-miles (or 0'039 per cent. 
of the total car-miles run) had been lost in the three years; of this 
total, 88 per cent. was due to faults on the care, and 12 per cent. 
e melting-out of the main feeder from its socket in the feeder 
pillar. 

Studs which bad become alive st Lincoln bad always been 
located as soon as they cccurred, without danger to anyone. 

The silent running of the cars at Lincoln was remarked on by 
visitors accustomed to the trolley system. 

Ia times of exceedingly snowy weather the G.B. system was 
at а slight disadvantage, as compared with the overhead, owing to 
the fact that it had to make contact not only with the rails, but 
also with the studs through the snow. 

In the discussion, Ma. Опвеһт Wayatt (Grimsby) asked how 
the cable was to be half turned rcurd in the conduit as suggested 


by Mr. Clegg. He took it that the sleeve pieces were romewtat 
loose, and the problem in his mind was how to get a proper grip of 
the cable with a loose sleeve piece when it was being moved on 3 in. 
He also a*ked what was the difference between London and Lincoln 
that made the G B. system a success there and apparently a fai. ute 
in London. 

Ms. W. Weaver (London) акей what would be the effcct of 
leaves falling on the studs. At Brighton, when the cars came down 
a steep hill from the racecourse, the leaves on the teack broke the 
cir:uit, and there was a narrow escape from a terrible accident. 

Мв. W. B. Fusser (Kesteven) said he was a near neighbour 
to Lincoln, and had good opportunities of seeing the work as it 
was going on. The tramways had operated very euscessfully from 
the commencement. | 

The РакзїрЕмТ remarked that there was generally an o! jction 
to the overhead system on esthelic grounds; but as soon as the 
overhead system had been established a little time, people forgot 
that objection. Itsone great recommendation was economy in cost 
of construction. The great expense of the conduit system was due to 
the laying of pipes and cables underground to a depth of 2 ft. 6 in. 
He believed the absolute minimum in London was 1 ft. 11 in. Mr. 
Clegg spoke of the minimum depth in Lincoln as 1 ft. 5 in; that 
was not a great difference. Even that might mean in thoroughfares 
such as they had in Londop,crowded with all kinds of pipes, 
considerable and costly alterations of pipes which would add 
enormously to the cost of laying this system of electrical traction. 
He thought the use of springs in the studs was the weak point ol 
the system. There was no doubt that in narrow streets, and Lincoln 
had very narrow streets, the obstru:tion of poles would be a 
serious matter. 

Мв. CLEGG, in replying, remarked that the sleeves in order to 
be threaded on the cable had to be to a certain extent loose, but 
with cables 100 to 3150 ft. long (the distance between tbe various 
access boxes) he would not proc ed to give the cables a half-tura only 
to leng hen their life. They had about 4 ft. Gin. at each access box ; 
he would haul up 3 in , and that would give them an increased life of 
15 years. That life would be considerably reduced in London. 
They had started by leaving the cableat the same place and turning it 
halffround; by putting a slight bend on the cables, they could practi- 
cally turn the cable as they liked. They had done that on one or 
two occasions with perfect ease, The question why the G.B. 
system as installed in London did not work satisfactorily at present 
was sub judice, and it would not be advisable to make any remarks 
upon it. He had not had any experience with leaves on the studs. 

ey had experienced all sorts of obstacles of the nature of leaves 
on the roads; they had used wet and muddy paper, and had never 
found anything which would prevent the magnet finding the stud- 
head. He had been driving the cars himself, when he had beea 
unable to find the studs, but the maznets had always found them. 
They had had very difficult conditions, but had never found any 
working conditions which would prevent the studs operating. There 
wae, however, one difficulty which was rather serious; that was the 
question of ice. Very occasionally there was a fall of rain, followed 
immediately by a very strung frost; this was liable to produces 
thin coating of ice on the top of the studs, which was very diffi 
to deal with, as ісе was a non - conductor. If it happened when tbe 
cars were not running, bis men had to be got up to go over the 
track. A heavy fall of snow was also a d fficult matter for all 
systoms, the overhead system incltded. Their case was worse. 
They bad not only to find the rail, but to get contact with the stadt. 
He always had a great admiration for the Lorain system; bot in the 
first place it had astud which had to be raised slightly above the level 
of the road, and secondly, it was more costly to install than the G.B. 
system. Those two points were sufficient to cause them to adopt 
the G.B. system in preference to the Lorain. The G.B. system 


could claim to be as economical in operating expenses as the over- 


head system. As the result of their last 12 months’ working, they 
occupied a position very much better than the average overb 
system. Taking the 70 municipal systems, they occupied the 
twentieth position as to cost, and that despite the fact that they 
were absolutely the smallest system in the country. The question 
of live studs, which was regarded as the bogey of the system, had 
turned cut to be nothing. They had found it an absolate im- 
possibility, when a stud was at rest,to make it become live. It 
was only a car passing over and pressing the carbon against the 
spring which could cause a stud to go wrong. They had found thst 
the making of the stud live had always been detected by the cat 
which caused it. The spring which the President regarded as tbe 
weak point of the system Lad not teen so. During the three ot 
four years the system had been working, they bad only bad 28 live 
studs due to faulty springs, eo he did not think any danger need 
be apprehended from that source. 


Devonport Dockyard Lighting.—We learn that the 
Admiralty have adopted the Davy flame lamp for the lighting of 
Devonport Dockyard. Messrs. Fcote & Milne, Ltd., the contractors 
for the installation, have recently placed an order for 40 Davy long- 
burning lamps with Messrs. FBAMPTON & Paine, the agents for 
Arc Lamps, Ltd., in the Eastern, Southern and Western Counties 
These lamps, which burn for 36 hours with one trimming, are fitted 
with a device wbich prevents the fumes se'tling on the globe, thes 
ensuring that the maximum light is obtained during the whole run. 


Wilkinson Heaters.— Messrs. Bray, MARKHAM AND 
Riss, Lap , of Walthamstow, inform us that on and after Novem: 
ber 1st next, they will only manufacture the Wilkinson heaters, the 
entire sales being managed by Messrs. F, A. Wilkinson & Partners 
Ltd., Harpenden, to whom all irquiries and orders should be seat. 
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GAS TURBINE RESEARCH. 


By Е. KILBURN SCOTT, A. M. Inst. O. E., M. I. E. E. 


SOME six years ago in the discussion on Mr. Merz's paper on 
“ Power Station Design," the writer used these words :— 
„The whole question 10 going to turn on the bojlers, owing 
to the fact that about 1,000 H.. is the maximum 
sizə that boilers can be made. . . The space occupied 
by the boilers and economisers, taking the one station with 
the other, is about four or five times the space occupied by 
the engine plant. Now this means a good deal of money, 
not only in boiler plant but also in buildings, &c., and it is 
going to turn the whole question in favour of gas. After 
the present craz for steam turbines has had a run, we shall 
have a period of gas engines, and eventually the gas turbine 
will make sts appearance." 

There can be no doubt that we have now fairly entered the 
gas engine period, for although there has been one notorious 
failure, the successes are almost as numerous as are the iron 
and steel works of this country and the Continent. Five 
years ago the writer was asked to report on the general 
question of the use of large gas engines for power stations, 
and he visited many of the leading iron and steel works 
where gas engines were in use. It was quite remarkable to 
вее the small amount of attention required, and how steadily 
the engines ran. Their large size was, however, very 
noticeable, a gas engine of, say, 1,000 HP. covering 
nearly twice the area of a slow running steam engine of 
similar capacity. 

The same reasons which brovght about the general 
adoption of quick speeds for steam prime-movers will, sooner 
or later, cause the present huge slow-running type of gas 
engine to go out of fashion. The industry badly wants a 
Willans or а Morcom to lead the way, in large quick-speed 
gas engines, and so make the link between the present 
type and the gas turbine, which must follow. 

As the field for investigation in gas turbines is so undefined, 
and the scientific and engineering skill required muet be of 
a high order, the writer thinks it would be well for the 
engineering trade to combine and have the matter thoroughly 
investigated by two or three experts who could give undivided 
attention to it. At present, experiments are being made in 
a haphazard fashion, without co-ordination, and progress is 
therefore necessarily slow. 

All engineers are interested in the matter, and the initiative 
for combined action might very well come from the various 
learned societies. If, for example, the Royal Society, with the 
Institutions of Civil, Mechanical, Electrical and Mining Engi- 
neers, could form a gas-turbine ccmmittee and start a fund, 
the research could be made at an early date. It is probable that 
the National Physical Laboratory would assist in the physical 
and chemical experiments, and some of our more progressive 
firms would, no doubt, bear the cost of drawings, patterns, 
castings, and the machining and erecting of experimental 
apparatus. 

The matter is practically a national one, because we are 
dependent on "i for our power, and are now having to 
compete with countries which have cheap natural water- 
power. The application of the electric furnace in iron and 
steel manufacture promises to be revolutionary, and countries 
without cheap water-power must be on the qui vive. 
Even if the resulta were mainly negative, the money would 
be well spent, because it would prevent other investigators 
going over useless ground. | 

ing the choice of experte, a combined committee 
made upof members of the contributing societies and firms, 
under the chairmanship of, say, the Hon. C. A. Parsons, 
could be depended on to find, say, two or three young 
engineers having the sound scientific training, as well ag 
engineering skill, necessary for such an investigation. 

The idea is not so startlingly novel a8 some might think, 
because the famous high-speed electric traction investigation 
in Germany was finarced and carried out by several firms 
and banks, and the Government, working conjointly. 
The information obtained was of a most valuable 
character, although most of it was negative. It was 
given freely to the world, and Germany thus 
placed engineers of other countries under a debt of gratitude. 


If, therefore, the findings of a gas turbine Research Com- 
mittee were also published, the world would be immensely 
indebted to this country, and this is the best kind of 
international courtesy that we can pay. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


PHILIPPINE ISLANDS.—The following rates of duty came into 
force on October 4th of this year. It should be noted that 
the new tariff provides for the free importation of United 
States goods if imported directly from that country. If 
imported indirectly they are liable to duty in the ordinary 
way. Ia addition to the ordinary import duties given below, 
imported goods are also liable to an * internal revenue tax,” 
which is also levied on similar goods manufactured in the 
Philippine Ielands. This tax is, moreover, levied on goods 
imported from the United S'ates. 

Farther details as to this new tariff are contained in a 
Blue Book just issued by the Board of Trade, and entitled 
Philippine Ielands— New Customs Tariff.” This Blue Book 


may be purchased at Messrs. Wyman & Bons, Ltd., Fetter 
Lane, E.C., and the price is 64 1. 
Dollar = 48. 2d. Kg. = 2:204 lb. 
Marble in slabs 5 sé us iss .. 80 95 ad val. 
Asbestos and manufactures thereof, not otherwise 
provided for 928 Ts € % % Gy 
Mica and lava and manufactures thereof ... 25 „ 
Porcelain, &c., not otherwise provided for 2595 „ 
Earthenware not specially provided f.r: 
Plain. ies jid iss im S. 25 i 
Ornamented E $us Male dd 4. 40 - 
Dols. cts 
Wrought-iron and steel: In rails, straight or bent, 
cross-tier, portable tramways, crossings and 


similar track sections; switch rails, switches, 

tongues, frogs, fish-plates and chaifs... ; 
Wrovght-iron or steel, in pieces, finished: 

Wheels weighing each more than 100 kg., axles, 

springs, brake-shoes, drawbare, brake-beamr, 

шр, couplings, lubricating b.xes, and 

articles for railways and tramways... 100 kg. O 45 

Wheels weighing each 100 kg. or less, axles and 

springs for vehicles, not otherwise provided 

or ees eet [ER] eee 669 


€ 100 kg. 1 05 
Wrou,ht-iron or steel pipes: : 
Plain, ted, tarred or galvanised ... .. 100 kg. 1 10 
Other (except those coated or covered with gold 
or siiver) i без 99 iss .. 100 kg. 1 50 
Wrought-iron or steel wire: 


More than 1 mm. in diameter, plain, galvanised 
'or coppered, wire cables and ropes, and 


bar»ed wire " даа "m .. 10% ad val. 
1 mm. or less in diameter, plain, galvanised, or 
coppered, and wire netting... "T *. 1695 „ 
Other, including those covered with textiles... 25% „ 
Manufac' ures not otherwise ree for, in which 
wrought-iron or steel is the component 
material of chief value: 
Plain, painted, varnished, or j panned, or 
covered or coated with lead, tin, or zinc ... 15% „ 
Other (except those covered or coated with gold 
or silver)... or n E M *. 2096 „ 
Copper or alloys thereof, in tars, pipes, and sheets, 
or alloys of copper in lumps and ingote, any 
of the foregoing except of Muntz metall. 10% p» 
Copper and allcys thereof, in wire: 
Plain aes ais — se 15 T 
Blanched, gilt, or nickelled 25 M 


Covered with textiles, not otherwise provided 
for, or with insulating materials, cables for 
conducting electricity, and trolley wire ... 10% 

Covered with silk, not otherwise provided for... 25% 5 

Gause, cloths, and screenings, in the piece ... 20% 

Manufactures not otherwise provided for, in 
which wire of copper or its alloys is the com- 
ponent material of chief value (except when 
covered or coated with gold or silver) as 


Manufactures not otherwise provided for, in which 
copper or alloys thereof is the component 
material of chief value: 

Plain, polished, varnished, painted, tinned or 
japanncd. -— -— yas iet 955 
Other (except thote covered or coated with 
gold or silver) m" ii - m 

Machinery ard apparatus for weighing, and 
detached parts therefor, not otkervise pro- 
vided for... е7 ко FA mah s 


25 y^ » 


20% * 
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Electric and electro technical machinery, appa- 
ratus and appliances: 
Dynamos, generators, generating sets, alter- 
nators, motor&, and similar machinery, rot 
otherwise provided for; transformers and 
storage batteries, switchbcards and switches, 
arc lamps, telephone and telegraph instru- 
mente, fans, brzzers, and snnunciators, am- 
meters, voltmeters, wattmı ters, and similar 
measuring apparatus, dry and wet batteries, x 
and detached parts for апу of the foregoing, 
and srticles used exclusively in the inatalla- 
tion thereof, insulators, and insulating com- 
pounds and materials used exclusively for 
electrical purposes, carbon, aud incandescent 
bulbs and tubes ... me “iat m és 
Cocking ard heating apparatus and utensils, 
chandeliers, desk and table lamps, flatirons, 
soldering and curling irons, thermo-cauteries 
and cauterisirg inttrumente, surgical, dental 
snd therspeutic appliances, including во- 
called electric belts, X-ray machines, vibra- 
tcry apparatus, electro-plating outfits, cigar 
lighters, other instruments implements, 
utensils and articles used in connection with, 
for, or by the application or production of 
electro-tecbnical, thermo-electric, galvanic, 
or galvano-magnetic force, and detached 
parts for any of the foregoing, not otherwise 


10 95 ad val. 


provided for id a e P .. 200% „ 
Engines, steam boilers, » pumps, and machinery : 
Of iron, steel, or wo bs Ses ds Sia. oO Ue. cus 
Of other materials; emery cloth ` ... .. 2095 „ 
Ca outchouc and gutta-percha : 


Crude, and rubber, in sheets, sheeting,-or pack- 
ing, even with cloth or wire insertions, and 
gaskets and washers... ~~... 2 me LOK ж 
Rubber, soft, in articles not otherwise provided 
or me gn eoe s Ma *. 25% 5 
Rubber, hard, in aiticles nob otherwise provided 
for Nt is T "m n % 00% „ 
Submarine telegraph cables xi $55 Т7 free. 


NEW PATENTS APPLIED FOR, 1909. 
i (NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Тномрвон & Co., Elec- 
trical Patent Agents, 822, High Holborn, London, W. O., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


- 93518. "Jmprovements in methods of charging and discharging secondary 
batteries or electric accumulators.” А. M. TAyLoR. October 4th. 


22,589. “Improvements in he prid and testing machine electrical 
indicating means," J. Dosson and Н. PcoLxV & Sox, Ltp. October 4th. 


19,547. '' Propeller to be used for aerial and nautical pu: poses, snd for elec- 
trical fans. A. E. Ganneau. October 4th. 


99,551. ‘‘ Improvements in and relating to protective devices for alternating. 
current systems." H. Brazil and Н. CoocH. October 4th. 


. "Improved time-switch for electric circuits.” H. WELLER. October 
4th. (Complete.) 
92,573. ‘Improvements relating to and in wires, ropes, cables, electric con- 
ductors, and the hke.” G. W. Garren. Octcber 4th. 
72 580. "Improvements in and relating to telephores and the like.” G. R. 
Wrss. October 4th. Complete.) 


2,596. "Improvements in and relating to sutomatic telephone exchanges " 
E. NxvHoLb. (Date applied for under Вес. 91 of the Act, April 7th, 1909, 
being date of application in Germany.) October 4th. (Complete.) 

92,611. ‘* Improvements in systems of electric train lighting.“ H. LEITNER, 
October 4th. 


99,627. "Improvements in electric fire alarms.” H. W. HEADLAND and 
H. W. HEADLAND, jun. October 4th. 

993,635. ‘Improved continuity fitting for electric wiring." A.J. Burritt. 
October 6th. 


22.640. ''Bystem of wireless telephony." A. Burns. October 5th. 


22701. ‘Improvements in electric cooking and hestirg tables.” H. Gray, 
October 5th. 


92,715. '' Improvements in electrodes and in the use thereof in the production 
of stable electric ares.“ J. Y. JouxsoN (Badische Anilin and Soda Fabrik, 
Germany.) October бб. 

92,718. "Improvements in and relating to current collecting devices for 
dynamo-electric machines.” British Тномзом-Носэтох Co., LTD. and W, F. 
Dawson. October 6th. 


93,725. "Method and apparatus for collecting mechanical energy in the dis- 
turbed waters of seas and lakes by directly obtainirg a continuous rapid rotary 
motion easily convertible into electric energy." Е. Boucmarp-Prackiy. (Date 
applied for under Bec. 91 of the Act, April 9tb, 1909, being date of applica- 
ticn in France.) October 6th. (Complete.) 1 

92,765. ''Fool.proof switch wall plug." C. M. Gaxpner and R. Evans. 
October 6th. 

22,768. ‘‘ Improvements in or relating to electiic arc amps." E. CHRISTOFH 
and H. KLkiN. October 6:h. (Complete.) 


92,769. ‘Improvements in telephone transmitters or microphones.” G. А. 
Хсчавлим. October 6th. 

22,789. “ Improvements in cooling dynamo-electric machines." SIEMENS 
Bros. DyNAx0 Wonks, LTD. (Siemens Schuckertwerke G.m.b.H., Germany.) 
October 6th. (Complete.) 

22,791. '' Improvements in motor-generators, balancere, boosters, and auto- 
tran: formers for direct and alternating currents.” A. MILLS. October 6th. 

2,78. “Improvements in switch stands." С, Raiter.  Cctober 6th. 
(Compiete.) 

22,802. "Improvements in or relating to starting-app'iances for alternating- 
current electrio motors.“ F. G. Baity, October 6th. 

22,806. '"Improveinents in and relating to starting-switches for electrio 
motors." E. N. Bray and Bray, Markuam, & Reiss, Lip. October 6th. 


929,823. ''Imprcvements in electric incandescent lamp fittings.” C. Damer, 


. Cetcber Eth. 


22 827. Improvements in electric veporising opparatus.“ E. Popszvs. 
(Date applied for ur der Bec. 91 of the Act, October "th, 1908, being date (f 
application in Ger many.) October 61. Complete.) 

22,866. Improvements in or relating to electric signalling for railways." 
G. Слһквомі and C. TI RON I. October 7th. (Complete. ) 

22.869. Improvements іп or connected with means for the manufacture of 
buebes or bearirge for shafts, axlee, electro-motois, dynamos, self-propelled 
vehicles, ard the like." W. G. Hanna and R. W. BAN ANA. October "th, 

22,876. *'' Indesiractible ard unbreakable telegraph insulator.” J. BALL and 
С. Е. REAT MAN. Оси Бег Teh. (Complete.) 

22.895. Improvements in or relating to electric switches." A. P. Loxo- 
BEEG, G. C. 1 охгвегс and P. A. LCNDRBERO. October ib. (Complete.) 

22,897. “ Improvements in electric switches." А. P. LCD BRRG, G. C. 
LuNDBEEG вод P. A. Luni BERG, October 7th. (Ccmplete ) 

22,922. Improvements in electrical energy meters." RrigwEXS & Harare 
Axt.-Ges. (Date ғрріієа for under G o 91 of the Act, October 8th, 1908, being 
date of applicaticn in Germany.) October 7th. (Complete.) 

92,980, ''*Jmprcved means applicable for use in transmitting and receiving 
signals by wireless ecg арв or telephony,” British Rapio-TELEGRaPH AND 
TELEPHONE Co., LTD., and J. G. BALSILLIE. October 7th. 

29982. '"Crcuiting arrangement for working mono and polyphase alternat- 
ing.current motors." A. HEYLAND. (Date applied for under Sec. 81 of the 
e 9 10.b, 1908, being date of application in Germany.) October Tth. 

cmp:ete.) 


29.946 *'Imp:ovemente relating to time-indicating devices." A. J. Borur. 


(Btromberg Electric Manufacturing Co, United States.) (Date applied for 


under Rule 13, August 12th, 1908. An invention comprised in application No. 
16,999, dated August 12th, 1908. Oc: ober 7th. (Complete.) 

49,988. ''Improvementa in chains for dup Aun electric pendant, electric 
chandeliers and the like." R. J. BIMPSON. tober 8th. 

38,029. "Improvements in electric signalling apparatus.” Errxexs & Hatsxe 
Axt.-Ges. (Late applied for under Beo. 91 of the Act, January 998), 1909, 
being date of application in Germany.) Octcber 8th. (Complete.) 

28,089. '*Improvemerts in or relating to processes of preserving." A.J. 
BouLT. (Electric Meat Curing Co., United States.) October 8:h. 

98,040. “Improvements in or relating to an apparatus for causing sub- 
stances to commingle or separate." A. J. Восіт. (Electric Meat Caring Co., 
United States.) October 8th. 

98,042. “ improvements in or connected with reversing mechanisms for 
dynamos." Н. Leyiner. October 8th. 

98,060. “Improvements in connection with installati. ns of electric incan- 
descent lamps connected in series." E. Bco1H and N. R. Воотн. October 9th. 


23.071. Improvements in electrical table fittings." O. VaucHAN, October 


9th. 


PUBLISHED SPECIFICATIONS. 


Copies of | any of the Specifications in the following list may be obtained 
of Messrs, W. P. THompson & Co., 822, High Holborn, W. C., and м Liver. 
pool and Bradford; price, post free, 9d. (in stamps). 


1908. 


IRONCLAD ELECTRIC SWITCHES AND SwitcH FvsEs, V. Hope. 17,461. August Wt. 


Means OF WORKING OR CoNTROLLING 1HE Motors ix PETROL-ÉLECTRIC ОВ 
ELECTRIC Cars. W. A. Stevens. 17,822. August 25th. ` 
TROLLEY Heaps FOR ELECTRIC Traction. F. G. Holmes. 19,482. September là. 
Process FOR THE PREVENTION OF THE DISIXTEGRATION INTO FINE ben or 
ELECTRICAL INCANDESCENT REFRACTORY METAL FILAMENTS IN A ҮАУ. 
Glut lampenwerk Anker-Ges, 19.817. September 22nd. (Date applied tot 
under International Convention, October urd, 1907.) 

баш APPARATUS FOR ExrLosiox Exaings, R. Varley. 19,850. September 


DzNAMO-ELECTRIO Maocuines, A. Bceckel, O. Grünberg, and J. Krukovski and 
E. Luxembourg. 90,098. September 24th. 

SEALING oF CaAsES FOR CONTAINING ELECTRICAL AND OTHER INSTRUNENT. 
gren Insulated and Helsby Cables, Ltd., and F. A. Bayles. 20,31% 

epteinber 28th. 

RELAY APPARATUS FOR POLYPHASE ALTERNATING-CURRENT Cracuits. U. 8. 
Peck. 20,895. October 8rd. 

B;:GNAL Systems FOR RAILWAYS AND THE LIKE. British Thomson-Houston Co. 
(Gene.al Electric Co.) 21,596. October 12th. 

CONTROLLERS FOR USE ix CONNECTION WITH ELECTRICALLY-PROPELLED TRAMCAR 
AND LIKE VEHICLES. С. H. Spencer. 21,988. Oc tober 17th. 

APPARATUS FOR IHE ELECTROLYTIC PRODUCTION OF SODIUM AND THE LIKE. 
Soc. d'Electr -Chimie and R. Hulin. 99,894. October 3?th. (Date applie 
for under International Convention, November 2nd, 1907.) 

APPARATUS FOR THE Рворсогіох or Comtincous ELECTRICAL OaGCILLATIONS. 
H. Manders. 28,170. Oc:ober 30th. 

MECHANICAL OPERATION or ELECTRICO Motor CoxTROLLEKRs. Siemens Bros. 
Dynamo Works and F. O. Thompson. 23,841. November 7th. 

ANCHORING oF OVERHEAD ELECTRIC Coxpucrons, F. E. Saunders. MAL. 
November 17th. 

ELECTRIC IGNITION DEVICES PARTICULARLY FOR INTERNAL COMBUSTION ENGINES. 
L. H. Bousfield. 2',759. November 18th. 

MULTIPLE CONTACT VIBRATOR FOR IGNITION, INDUCTION AWD Вноскгив Cons, 
TELEPHONE, TELEGRAPH, ELecTRIO BELL, AND ;ELEOTRO-MAONETIC APPA- 
BATUS. F. J. Clarke. 25,783. November 30th. 

ELECTBICALLY-DRIVEN Rotary BRvsHzs, Light Electric Motor Co. and G. F. 
Higgins. 26,283. December ith. 

ALTERNATING-CURRENT METER. Landis & Gyr. 27,983. December 150. 


ELECTRIC VoLTAGE REGULATORS. A. A. Tirrill. 28,190. December 24th. (Date 
app ied for under In:ernational Convention, April 27th, 1978.) 


1909. 


ELECTROLYSIS OF ÁQUEOUS SALINE SoLUTIONS. Siemens Bros. & Co, (Fiemens 
and Halske Akt.-Ges.) Rights under Sec. 91 of the Patents, &c., Act, 1907, 
not granted. 605. January 9th. : 

Means ғов DIRECTLY CONVERTING AN ORDINARY ELECTRIC LAXPHOLDER INTO 4 
Swit. H LAMPHOLDER. E. B. Wright. 8,637. February 15%. 

METHOD OF AND MEANS FOR PROTECTING METALLIC ARTICLES EMBEDDED ти THE 
Grovusp FROM STRAY EARTH CURRENTS. H. Geppert. 4,353. February 204. 

STARTING DEVICES FOR ALTERNATING-CURRENT Ixpbocrion Morors. М. Kall- 
mann. 6,957. March 23rd. (Date applied for under International Conven: 
tion, March 27th, 1908.) 

ELECTRIC [GNITION APPARATUS FOR INTERNAL Сомвсвтіои Exons. R. F. Ball. 
11,223. May 12th. 

MAGNETO- ELECTRIC APPARATUS FOR Firo ELECTRIC lowirkms. W. E. Lake. 
(Fabrik E'ektrischer Zunder Ges.) 14,196. June Iéth. 


Paimaky BATTERIES. W. A. F. Elceck. 15,191. June 4:th. 
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No. 1,666 


THE STATUS QUESTION. 


THE problem of raising the stetus of the engineering pro- 
fession, which has been kept во prominently before the eyes 
of engineers during recent years, is in no danger of falling 
into oblivion. Only the other day a paper on this subject 
was read before the Society of Engineers, by Mr. G. Allan 
Thomas, who gained the first of five annual prizes offered by 
the secretary of that society, Mr. A. S. E. Ackermann, with a 
view to promoting reform and hastening the recognition of 
the profession as being on an equality with the older pro- 
fessions of law and medicine. The author advocates 
co-operative action on the part of the three leading engineer- 
ing institutions for the purposes of restricting the title of 
* engineer" to those who are duly qualified by training and 
experience to act as such, and of obtaining statutory powers 
similar to those possessed by the governing bodies of the 
sister professions—a proposal very much on the lines that we 
put forward some months ago. 

Mr. Thomas would appoint the “Central Organising 
Body,” or, a8 we should prefer to call it, the Engineering 
Council, from the. Institutions of Civil, Mechanical and 


Electrical Engineers only, but it must be admitted that these 


by no means include within their scope the whole of the 
branches of engineering, and in this respect the profession is 
at a serious disadvantage compared with the legal and 
medical professions ; the functions of an "engineer" cover 


a very wide field, from sewerage and waterworks to railway 


construction and power supply, from shipbuilding to tele- 
graphy, and it is clear that the task of reconciling and 
marshalling in line the diverse forces of these heterogeneous 
and incoherent interests will be a gigantic one. Nevertheless, 
the need is preasing, and that there is a powerful and growing 
current of opinion in this direction, not only here, but also 
abroad, is certain. . 

As things are, anyone can call himeelf an engineer, with- 
out incurring the least risk of exposure or punishment if he 
is not possessed of adequate qualifications ; provided one can 
secure commissions, there is no difficulty in obtaining the 
services of akilled assistants to carry them out, for qualified 
men in subordinate positions are only too plentiful. The 
man with a talent for commercial organisation, therefore, 
may succeed, while the man of high scientific and pro- 
fessional attainments is left out in the cold. Instances will 
readily occur to the mind of anyone familiar with engineering 
circles. Unfortunately, important works are not seldom 
placed in the hands of men who have neither the ability to 
carry them out successfully, nor the acumen to surround 
themselves with a competent staff, and the result is disaster, 
for which, however, Ше “ engineer is not legally respon- 
sible. Much public money has thus been wasted, and 
unmerited discredit cast upon the whole profession. 

Another unfortunate result of the present state of things is 
that even the most highly-qualified engineer, duly appointed to 
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& position of high responsibility, is often denied the respect 
which is his due. When one calls in the advice of a doctor 
or & lawyer, one feels that it must be followed, even if it run 
counter to one’s own views or desires ; but when an engineer 
is consulted, his opinion does not carry equal weight, and 
his authority is not unquestioned. Nothing is more remark- 
able than the manner in which non-technical officials, who 
would not dream of pronouncing upon a point of law or 
medicine, show no hesitation in expressing their views upon 


engineering matters, and overriding the opinions of com- 


petent engineers. This phase of the subject is, perhaps, 
most strongly marked in the case of the public services, such 
as the Post Office and other Governmental departments and—- 
as electrical engineers will readily agree—in municipal 
undertakings. | | 

It hag been argued that the Institution of Civil Engineers, 
by the wide scope of its articles, embraces all branches 
of engineering, and is in itself qualified to provide the 
necessary stamp of merit. It cannot be denied that this, 
the premier Institution, has led the way, by requiring candi- 
dates for membership to prove themselves duly qualified 

by examination and otherwise, towards the attainment of a 
high standard of scientific training, experience, and general 
education and culture; and it has urged upon ite 
members the desirability of adhering to the recognised 
code of etiquette. But we do not think that, as 
at present constituted and governed, the Institution 
of Civil Engineers can be accepted either as fully repre- 
sentative of engineering or as а model organisation. 
Affiliation of the other important bodies to the Institution 
of Civil Engineers would go far towards removing the former 
objection, but cannot be suggested unless they also agree to 
institute dae trial and strict examination into the qualifica- 
tions and experience of their new members, and there will 
still remain the difficult question of the status of those. who 
have already been admitted to membership. It is doubtful, 
too, whether the younger institutions would be prepared or 
could be induced to part with any fraction of their indepen- 
dence, in view of their great size and importance, and, 
possibly, some reluctance to admit the superior standing of 
the elder body. 

On the other hand, the Institution of Civil Engineers has 
always exhibited a somewhat haughty temperament and has 
held itself aloof from all proposals towards co-operation, 

though it has offered generous hospitality to its juniors. 
Even when proposals for reform and progress have emanated 
from within its own ranks it has usually turned a deaf ear 
to them. The most recent attempt was that of April last, 
when an influential committee submitted to the Council the 
resulte of a plebiscite of the members, proving the existence 
of a strong feeling in favour of reform. Yet the Council 
merely acknowledged without comment the receipt of the 
letter conveying the result of the inquiry. Its attitude, 
as expressed in the report to the last annual 
general meeting, is that of leaving to .the public the 
recognition of the professional status of members of the 
Institution, and it deprecates any attempt to regulate the 
acts of engineers who do not belong to it. A code of pro- 
fessional conduct was submitted to the meeting, but the 
adoption of a scale of fees was regarded as impracticable. 

It will be seen that the Council, at any rate, is disposed to 
withdraw within its shell, and to do nothing. Vet, surely, 


if the claim of the Institution to be the head of the 
engineering profession is to be allowed, this attitude is an 
impossible one. The call for reform is insistent, and 
cannot be denied. If the Civil Engineers will not move, 
action must come from other quarters—and any such pro- 
ceeding will necessarily detract from the high standing of 
the parent body. 


SUCTION GAS AS A POWER FOR 
| PIONEERS. 


WE are by no means anxious to stir up the embers of the 
fierce fires of controversy which have raged in times past 
regarding the use and abuse of the suction-gas plant. 
Whatever its merits and demerits, they are by now patent 
to all observers, so far as conditions in tbis country 
are concerned, owing to the fact that the erstwhile “ revolu- 
tion in power” has now settled down to an ordinary every- 
day existence. The object of these notes is to point out 
that, whatever may be the decision of engineers as regards 
the usefulness of the suction-gas plant in Great Britain, it 
does not follow that the power problem of the world is 
solved. 

We are led to these remarks by an extract we have 
received, through the courtesy of an Australian correspondent, 
from the pages of The Lone Hand. This magazine, which 
is of a character calculated to appeal to a large clas of 
general readers in the Antipodes, contains in ite September 


issue an article by C. A. Jeffries, entitled The Suction Ga 


Fiasco.” The interesting point to us is not so much the 
graphic revital of the early English failures, or the able and 
lucid summary of the engineering pros and cons of the 
question, as the assertion with which the article concludes. 
This reads as follows :—“ To the knowledge of the writer, 
three Sydney firnis, four Melbourne houses, and one Brisbane 
manufactory have installed suction or producer gas plant, 
found them wanting, and replaced them, or are in the act of 
doing so, with either electric power or gas from the civic 
authorities or gas companies. So, with these experiences of 
suction and producer gas, Australian manufacturers will do 
well to keep clear of what on paper can be made to look 8 
very alluring proposition.” The sting of this article assuredly 
lies in ita tail. | | 

Now there is no doubt in the minds of most engineer 
that, given on the one hand an adequate system of central- 
ised power at average rates, and on the other an independent 
suction gas plant with ite possibilities of breakdown, the 
manufacturer who chooses the latter must seek protection 
behind the Scriptural injunction which deters us from 
calling our brother Fool.“ But what about the pioneer of 
civilisation who has established a factory several hundred 
miles up country, where the municipal authority, if there 
were one, would rather set its Sanitary Department to chase 
the mobile mosquito than inaugurate an Electric Lighting 
and Power Committee? There are many thousands 
of industrial concerns, all vital to the world’s progres 
situated in such a position that only a slender line of rails 
provides them with the necessaries of life, and with an 
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outlet for their finished product. Freight is heavy, labour 
. is cheap, and the plant which will give them the most power 
out of a pound of anthracite, independent of any question 
of depreciation, steadiness of running, labour charges, and 
other complexities which enter into the short-radius fight at 
home, will win theday. In such locations suction gas plante 
have surely a sphere. 

Again, in many pioneering power planta of this nature the 
question of transport into place is a serious one. When one 
hears of boats destined for the Upper Nyanza being com- 
pletely built and fitted at home, taken apart, numbered, and 
sectionalised so that each piece can be carried between two 
natives for many miles through rough country, one realises 
the difficulty of engineering operations in the lone lands of 
the world. Thesuction gas producer plant is light, portable, 
and capable of sub-division. It is not difficult to put together 
with comparatively unskilled labour, and when in place it is 
not subjected to severe internal pressures testing the excel- 
lence of the work. The gas engine itself is a compara- 
tively small and portable affair. No expensive found- 
ations are necessary, Bo that the plant can be put up with 
comparatively little precaution on soft ground, and, granted 
. the supply of suitable fuel, there is very little doubt as to 
ita superiority to a cranky old steam engine and a super- 
annuated loco-type boiler. Wanderers in the backwoods 
will bear us out when we say that the choice of firms or 
individuals of small capital operating in such places does not 
usually lie between a high-priced modern steam plant and a 
low-priced but capricious gas plant, but rather between the 
latter and an absolutely cranky, vicious, but dirt-cheap 
second-hand combination of alleged steam engine and boiler. 
Under the circumstances the gas plant scores. | 


The matter is of great interest to electrical engineers, and 


is therefore discussed in these columns. The sale of elec- 
trical plant, from a dynamo to а metal-filament lamp, 
depends upon the presence in the first instance of mechanical 
power; water power is not often available in sufficient 
quantity or steadiness. Wind power is used considerably 
for pumping water, &c., but the driving of dynamos 
at a steady speed by this means would make even a Salt 
Lake City Mormon “admire.” The suction-gas plant, 
unless the above remarks can be contradicted, comes 
next on the list of practical accessibility and efficiency, and 
we therefore suggest consideration of its merits from an 
entirely new point of view by electrical exporters when the 
question of power for pioneers arises. 


LÀ 


m AT the Imperial Conference held in June 


last, & Cable Sub-committee was formed of 
3 leading representatives of the Press of 


Great Britain and Greater Britain, to open 
negotiations with cable companies for Press rate reductions. 
The result was an agreement by the Government-owned 
Pacific Cable Board to reduce their Press rate to Australia 
and New Zealand from 1s. a word to 9d. a word, and this 
was closely followed by reductions of about 25 per cent. on 
the Eastern Telegraph Co. 's lines to India, Australia, New 
Zealand and South Africa, practically falling into line with 
the Pacific Cable reductions. There has been submitted for 
the approval of the Board of Trade the memorandum and 
articles of a new organisation, registered in the name of the 
** Empire Press Union, with which the Cable Sub- com- 


mittee will be merged. A secretary has been appointed, 
and Mr. Harry E. Brittain, the popular hon. secretary of 
the Conference, will act in the same capacity, and help in 
the organisation of tbe permanent body. | 
^. Dominions and over-sea States will form their own com- 
mittees and enrol members, and every newspaper of the 
Empire will be eligible, and may nominate one member. 

The object of the Empire Press Union is to carry on the 
work begun by the Conference, and it now remains to be 
seen what will be the result of its endeavours to obtain for 
the newspapers throughout the Empire a better and fuller 
news service. During the Conference the Canadian section 
seemed desirous of obtaining lower rates between this country 
and Canada, and of having news of purely British origin and 
flavour, and went so far as to suggest the laying of a cable 
to provide for its realisation if the Atlantic cable companies 
did not rednce their rates. | 

* Wireless " was to be a valuable lever to reduce charges 
across the Atlantic, but so far, notwithstanding various 
protestations and Mr. Marconi's statement at a meeting of 
the Conference, and the pious hope, if not belief, of others 
at the Conference, we have not yet been favoured with a 


. demonstration that would lead to the belief that it is possible 


to rely on this system of communication, year in and year , 
out, for continuous working at any speed for from 12 to 
24 hours daily, between the United Kingdom and Canada. 
This must have been more or less in the minds of members 
of the Conference towards the finish, as another plan—viz., 
that of laying a cable to Canada at their own cost, or 
preferably that of the Government — was freely mentioned. 
It will, therefore, be interesting to note the next step 
taken, because, if the Atlantic companies remain obdurate, 
there will be no other plan left but cable laying and working. 
Will the Government or the Committee rise to this, a8 nothing 
material has yet been gained in the reduction of rates on 
Government lines and the consequent meeting of them on 


‘competing lines? The rate of 9d. is probably divided up 


as follows: 5d. to the Atlantic and land-line companies, 
and 4d. to the Government lines beyond Canada ; and the 
Government are apparently not doing much more in the 
way of cheap rates than the companies, 


е == = 


MODERN TENDENCIES IN STEAM TURBINE 
DESIGN. 


By A. Р, OHALKLEY, B.Bc. 


PRACTICALLY no radical alteration in the design of steam 
turbines has taken place in the last five years, and each 
manufacturer has continued more or less on the same lines 
as previously, making various improvements in detail but no 
change in principle. In the last 12 months, however, there 
have been signs of great activity among even the most con- 
gervative of turbine builders, who in each icular case 
seem to have been roused to a sense of the possibilities of 
advancement, and to a realisation that types of turbines 
other than their own may possess advantages so consider- 
able as to lead to their general adoption, unless further 
improvements are effected in the design of the original 
type. 

That the question is becoming one of importance is 
evidenced by the fact that the two most prominent firms 
engaged in the manufacture of Parsons turbines in this 
country are now both working upon designs embodying 
great modifications from the usual type, and one of these 
firms has already placed a new machine on the market. 
There is, further, the ominous news that the British 
Admiralty, which has hitherto plumped solidly for the 
Parsons turbine, has recently ordered three destroyers to be 
equipped with Curtis turbines, while one will probably be 
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engined with & type manufactured by the Parsons firm, in 
which the impulge and reaction principles are combined in a 
somewhat original manner. | 

Keen observation is not necessary to see that neither the 
Parsons nor the Cartis turbine (and all others may be con- 
sidered for the moment as offshoots of these two) is the 
ideal machine which can be expected to maintain ite sway 
for any length of time. The former has gained such a 
foothold in this country that to speak of it as anything but 
perfect seems to be almost a heresy. But it has its weak 
points, and the evolution of the turbine can only be carried 
out by recognising them and not by neglecting them while 
‘another type is brought forward elsewhere to capture the 
none too abundant trade. 

The chief weakness of the Parsons machine lies in the 
high-pressure end. The steam after passing through the 
double beat valve has a pressure of, say, 100 lb. per aq. in. 
when it enters the firs& row of guide blades, and hence its 
specific volume is low and also its actual volume. This 
necessitates that the annular space between the spindle and 
the cylinder, whose sectional area is rather more than the 
circumference of the spindle multiplied by the blade height, 
should be small. The spindle diameter cannot be reduced 
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reason that the temperature is much less, and, secondly, 
because the clearances are greater. In fact, the low-pressure 
end of a Parsons turbine—that is, from the point where the 
steam is at atmospheric pressure to the exhaust, is about as 
ideal a machine from a theoretical and practical point of 
view as could well be expected ; and this is proved by the 
splendid results obtained by Parsons exhaust steam turbines, 
both as regards reliability of running and lowness of steam 
consumption. | 

The Curtis turbine, on the other hand, snffers from defects 
which do not exist in the Parsons type, but possesses advan- 
tages at the high pressure end, which are of enormous 
value. The first set of nozzles through which the steam 
passes do not extend round the whole of the periphery at the 
inlet end, and are usually only about one quarter of the area 
of the annular space between the wheels ard the cylinder, 
which can, therefore, be much larger than in the Parsons 
machine. On expanding through the nozz'es the steam, of 
course, drops its pressure very much more than in the first 
row of guide blades in the reaction turbine, and the volume 
is consequently large, permitting the use of long blades, 
which, for the machine previously mentioned, would be per- 
haps 1] to 14 in. high, instead of 1 in. Furthermore, the 
full steam pressure comes on no part of the turbine casing 
except the steam chest, and the temperature throughout is 
correspondingly lower, even with the use of superheat, so 
that the liability of the cylinder to distortion is greatly 
minimised. | 

The only part of a Curtis turbine where leakage of steam 
is probable is between the spindle and the fixed diaphragms 
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EVAPORATIVE CONDENSERS AT BRIDLINGTON (see opposite page). 


below a certain limit for several reasons, the chief being that 
the resultant velocity of the steam is dependent on it, so that 
the only remedy is to have short blades. This canses two 
troubles. The clearance between the cylinder blades and 
the spindle and between the spindle blades and the cylinder 
can never be less 0:02 in., and even with this 
clearance the danger of stripping, especially with super- 
heated steam, is quite serious. If the blades are only } in. 
high, as is кт the case for a 500 or 750-Kw. turbine, 
the area of the leakage path through which steam can 
pass without doing any work is more than 4 per cent. of the 
whole steam inlet area—that is to say, nearly 4 per cent. of 
the available power in the steam may be wasted. Of course, 
it is hardly fair to say that the whole of this is irretrievably 
lost, as it is more than probable that some of its energy is 
returned in the next stage ; but, in any case, it does not do 
its work in the most efficient manner. 

At the low-pressure end the case is different, particularly 
in the third and last expansion. The clearances need not be 
very much greater—at any rate, not more than 0:08 to 
0:035 in. for the same machine (500 to 750 kw.)—while 
the blades would be from about 3} in. in the first row to 
6 in. in the last row of the final expansion. The loss in 
efficiency by leakage is, therefore, practically negligible, and 
the danger of stripping is much diminished—first, from the 


which extend down to it, and it is here that this turbine is 
at a disadvantage. The clearance has to be necessarily 
small, and if seizure takes place, the effect is far more serious 
than the stripping of blades in the reaction turbine, for the 
reason that the spindle is usually bent when such an accident 
occurs. Also, while in the latter case the blades may easily 
touch the cylinder casing or the spindle without being 
stripped, it is more than probable that the slightest contact 
in the Curtis turbine will cause the maximum disaster. This 
danger is greater as the wheels become larger and heavier, 
that is to say, as the low pressure end is approached ; and in 
view of this, the Fore River Shipbuilding Co., of Quincy, 
U.S.A., the constructors of practically all the Corts 
machinery for the United States Navy, have recently made 
a great alteration in the design of their turbines. They 
have now adopted 14 stages instead of seven, which 
hitherto been universal in marine work, and the last eight 
stages are on one drum, thus transferring the leakage space 
to & similar position to that in the Parsons turbine— between 
the drum and the interior of the diaphragms—and 
considerably to its reliability. 

Summarising the above facts, the result which mus finally 
be brought about is the combination of the two systems ш 
the points where they show their greatest efficiency. The 
deduction is cobvions—so obvious that one might wonder 
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why it had never been put into practice, if the difficulties of 
construction and the high cost of experimenting jn these 
competitive times were not realised. A turbine in which the 
high-pressure end is of the Curtis type (in principle), and the 
low-pressure end of the Parsons type, seems to contain all 
the elements necessary for the greatest success. The exact 
meaning of high- pressure and low-pressure ends must be 
determined by experiment, but as a rough estimate it may 
be said that the machine should be of the Curtis type from 
the stop-valve pressure to atmospheric pressure, of the 
reaction type down to exhaust pressure; that is, so that 
the work accomplished in the two portions should be 
approximately the same. There is but little doubt that a 
turbine built on these lines would far exceed in efficiency 
and reliability all the others at present in existence, and it 
is indeed satisfactory to learn that the pioneer in steam 
turbine manufacture in this country is now engaged in 
experimenting with such a machine, and a few years hence 
we may expect to see its general adoption. 


EVAPORATIVE CONDENSERS. 


Ix view of the article on this subject contributed by Mr. 


E. K. Scott in our issue of September 24th, Mr. A. J. 
Coan Test, JuLY 2728, 1909.  Now-CowpmmSING. 
= ot fo. : ` 
A Lb. of Lb. Load 
Time. | Machine reading. | Unite. | S t. — in xw. 
3-4 | 2592. 2676 8460 66! 3 
4—5 2,676 2,761 85 784 | 92 4| 745 
5—6 ' 2,761 2,837 76 672 | 88 5 720 
d | 2,837 a 70 672 | 96 6| 858 
—8 f 2.976 69 ? 7| 819 
A E 655,640 13) 1,008 | 122 { 8 | 1316 
8— f 2979 3 . 9 | 269:5 
EM 655,640 855,816 175 [118 | 1,456 | 81 110 165 7 
и 8 56,008 193 11 | 846 
wan Gifte | gts в] de ва {ia| 8 
656, ‚116 1081; 
3.027 3037 10 | 118 1,288 | 109 
u | 3,037 3,095 58 616 | 106 
La | : . m FERE 
| | | 392 9.072 915 | 
EM M | | 
Кы д з т ЕЕЕ cu шч ие o ES 
Соль Tast, Compmnsina. Монрлү, JULY 26TH, 1909. 
} 
Units Lb. : 
Te: Machine reading. generated, coal. | agin 
46 
5'0 
75 
90 
7:25 
87 
67 
64 
71 
67 
267 % saving 


Pence per unit, 3148d. 


Coal used, smudge, 8s. 10d., band fired, Crosthwaite fire bars 7 
barometer, 29; vacuum, highest, 27; lowest, 244 ; coal saving shown 
on fests, 26°7 per cent. . 


New Conpensinc PLANT RESULTS. 


Contract price e "Ael caue. de ae 41,600 
Interest and principal on £1,600 at 7 per cent. £112 
Сова] 1,640 tons at present price Ва. 10d. ... А £724 
Saving shown on test A bey 5 20:795 

26 7 on £724 ... i £193 
Interest and principal £112 
Ooal.aavinnng. £193 


Net gain £81, after paying interest and principal. 


Beckett, borough electrical engineer, Bridlington, has kindl 
forwarded the following particulars of his plant :— : 

The condenser (figs. 1 and 2, p. 684) consiste of 12 coils 
of Ledward's corrugated pipes arranged in one group ocon- 
nected together by a common exhaust main at the top and a 
vapour pipe at the bottom. At three intermediate points the 
water is drained away from the coils and led through horizontal 
pipes to one end of the condenser, where it passes through a 
sealing chamber, which is connected to the wet pump. Each 
drainage section is controlled by a valve, so that the hot well 
temperature may be varied as desired, and a higher 
temperature obtained than that corresponding to the vacuum. 

The air pumps are of the Edwards three-throw type 
motor driven, 10 in. diameter x 10 in. stroke with a separate 
rotary wet pump. 

The air pumps and the circulating pump, which is also 
motor-driven, also the switchboard for the three motors, are 
installed in a section of the boiler house. 

The whole of the condensed steam from the wet 
pump to the gauge tank of a Lea recorder. This tank is 

laced close to the hot well from which the feed pumps 
draw, while the recorder proper is fixed in the engine room. 
A pipe is connected between the tank and the recorder to 
maintain the same level throughout, and by this means an 
exact record is kept of the steam consumption. 

The plant is installed for dealing with a maximum load of 
500 Kw., the power absorbed by the air pump is 4 Kw., and 
by the circulating pump 2 Kw. The low power consump- 
tion is due to the fact that the amount of water circulated 
over the condenser and the height to which it is lifted 
(15 ft.) are extremely low. 

Coal tests have been carried out both condensing and 
non-condensing under precisely similar conditions of load, 
and a saving of 26°7 per cent. has been obtained. In 
addition to this saving there is also a large saving in water, 
which from the town's supply costa 9d. per 1,000 gallons. 


CORRESPONDENCE, 
Letters received by us after 5 Р.м. ОН TUBSDAY cannot appear unti? 
the following week. Correspondents should forward their communi- 


cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Coefficient of Sejf-Induction. 


Your reviewer must again claim your indulgence in order 
to reply to the letter of Messrs. Cramp and Smith, published 
in your last issue. They accuse him of reading a meaning 
into their words which they had not intended. All that he 
did was to quote seven consecutive lines from one of their 
letters, and two from another, and propound to your readers 
the riddle of reconciling the statements contained in them. 
If this be reading a false meaning into their words, then he 
apologises. Messrs. Cramp and Smith may have perfectly 
clear notions in their own minds of what they mean, but 
outsiders can only judge by what they have written. 

They admit that “in a strict academic sense it is, of 
course, true " that Maxwell’s coefficient cannot be used in a 
vector equation at all. Yet they cannot agree with this 
Statement," because “ if logically followed it would effectively 
destroy every ordinary alternating-current calculation! 
In your reviewer's opinion this is sorry stuff. It sounds as 
if they said that the gods are false, yet we cannot get on 
withont them. Surely it is unnecessary for scientists to 
assume such a humiliating attitude. 

* By substituting for irregular waves their equivalent 
sine waves.” The assumption is made here that there is 
such a thing as an equivalent sine wave. Your reviewer 
thinks that this idea was exploded some years ago. 

“ All this follows from, and is exemplified in, the work of 
Steinmetz, Thompson and many others.” It is useless for 
the authors to quote the authority of these high priests, 
unless they give chapter and verse. They might as well 
summon Aristotle and Lucretius to their aid. They also 
quote the second volume of Dr. Russell’s “ Treatise on 
Alternating Currents," apparently not 80 much for the pur- 
pose of confnting your reviewer, but, rather to point out, the 
superior merits of their own volume. 


D 
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They tell him that he will find in this volume under the 


equations for the transformer “an expression for Maxwell’s 
coefficient in terms of the reluctance of an air circuit. Dr. 
Russell further pointe out that, to an iron circuit with con- 
stant permeability, these equations are applicable ; and in 
subsequent calculations not only does he assume the per- 
meability as constant, but he also attempts to justify the 
neglect of iron losses; of which neglect at least we are not 
guilty." | 

Your reviewer has looked up the references in the above 
quotation, and is surprised to find that they are hopelessly 
inaccurate. Dr. Russell does not give an expression for 
Maxwell’s coefficient in terms of the reluctance of an air 
. circuit. When discussing the iron circuit transformer, he 
neither assumes that the core has constant permeability, nor 
does he neglect the iron losses. | 

In conclusion, it is well to remind electricians that self- 
inductance depends not only on the number of turhs, and 
the geometrical shape of a coil, but also on the thickness of 
the wire. If this wire be infinitely thin, then the inductance 
is infinitely great whatever may be the shape of the coil. If 
there is iron in the neighbourhood of the coil, the notion 
that the flux is proportional to the current is one which will 
appeal only to the simple ones of this world. To assume 
that this quantity can be represented by a complex variable 
ів а leap іп the dark. If we make such suppositions we can 
deduce from them certain formule which may, or peradven- 
ture may not, represent approximately what happens in 
practice. As it is absolutely impossible to calculate, even 
roughly, the magnitude of the errors introduced by these 
assumptions, the whole performance must remain a botching 
piece of work. 

If there is no self-inductance when iron is present, then 
how can we make our calculations? It is certainly more 
difficult in most cases, but in a few cases it can be done 
quite easily. For example, we can prove easily that the 
magnetising turns of a constant-potential transformer are 
very approximately constant. .. We can even discuss the 
effects of wave shape on the voltage drop in the secondary. 
In this connection Ampere's and Faraday's laws are invalu- 
able. Unfortunately no one has yet explained in a rational 


manner how hysteresis can be accurately taken into account 
in our equations. Further research in this direction is badly 


wanted. 

It is of importance that the youthful engineer should 
know where the quagmires are in the grounds on which he 
intends some day to build. If he is ignorant of their 
existence, is there not a serious risk that he may erect a 
noble superstructure on one of them, which when the rains 
come, and the winds blow, will gradually sink from sight, 
and he will see the labour of the best years of his life pass 
away like a dream. Would he not then have reason to 
blame his teachers? Instead of warning him of the 
treacherous quagmires, they lure him on to them by showing 
that they can support light structures. Some of these seem 
to have drifted on to firm foundations mainly by good luck, 
others are at the mercy of every breeze. Is it not the duty 
of every teacher to purge the eyesight of his pupils with 
“ euphrasy and rue," so that they may be able to examine 
carefully the foundations on which they have to build ? 


Your Reviewer. 


t 


Finance and Industry. 


Being the inventor of a new wiring system,. and after 
having a four months’ hard struggle to raise working capital, 
I have read your leading article in last week’s issue with the 
greatest interest. Every word I can personally confirm and, 
аз far as this country is concerned, I may say that the 
taking out of a patent is simply child's work in comparison 
with the difliculty in getting the necessary working capital 
to put the invention on the market. 

At the present time one would surely think the greatest 
need of the electrical industry isa cheap, simple and reliable 
wiring system. And, yet, what are the facts? I wrote to 
nearly three-hundred directors of electrical supply companies 
pointing out that I had invented and perfected such a system 
and asking their co-operation in placing it on the market. 
Eagerly I awaited their replies, for these were the very people 
who would be most interested in such a thing as a help in 


securing better financial results for their concerns. To my 


. disappointment I had bnt one reply, and this simply stated 


the writer regretted he could not help me. Not onethought 
it worth their while to investigate matters, and yet people 
wonder why the Germans and Americans are getting ahead 

Having failed to secure the financial help of the directors, 
I next approached a well-known manufacturing and supply 
conoern, whose name is a household word in the electrical 
industry. This firm simply acknowledged my letter, and 
stated the matter would have further consideration. After 
waiting for some time, I decided to call personally and in- 
vestigate matters. As the gentleman I wanted to see was 
engaged at the moment, I had a conversation with the 
manager of the showroom, and I explained my new wiring 
system to bim by means of actual models. He examined 
them carefully, and was quite enthusiastic in praise of the 
whole thing. Just then the gentleman I wanted to see came 
along, and the following took place :— Oh, Mr. Martyn, we 
are writing to you to-day to say your new wiring invention 
does not interest us.” The manager of the showroom: 


. * Oh, Mr. So-and-So, have you seen this system?” “No; 


what is it?” Further comment is needless. And yet a 
shareholder friend of mine wonders why this firm is doing 


, во badly. 


I am now in communication with some city people, but it 
is difficult to say if I shall be successful in raising the neces- 
sary working capital, and I am determined the invention 
shall not be strangled by company promoters. The system 
is во simple that any village mechanic could erect it, so 
reliable that it is safer than any method now in use, and its 
cost should be abont half in comparison with present 
standards. It has been most favourably reported upon by 
well-known consulting engineers, central station engineers 
and even by yourselves (see page 216 of the ELECTRICAL 
Review, August 6th, 1909); and for the want of working 
capital I am beginning to doubt more and more every day 
if I shall succeed in getting it on the market in this country, 
and for this reason an invention which is undoubtedly of the 
cree benefit to the electrical industry must stand on one 
side. 
Sarsfield W. Martyn, A. I. I. E. E., A. M.I.Mech.E. 


London, N. W., October 19th, 1909. 


British- made Magnetos. 


There recently appeared in your columns a letter calling 
attention to the fact that the large majority of British motor- 
cars are fitted with foreign magnetos. Your correspondent 
drew some conclusions rather to the detriment of British 
electrical manufacturers, and finally asked why it was that 
no British firm could turn ont a magneto to compete with 
the foreign machine. He concluded by saying that the car 
manufacturers are only too anxious to secure a reliable 
British magneto. May we offer some observations, as the 
result of our experience ? 

We have been manufacturing ignition apparatus for 
motor-cars almost since the beginning of the motor industry, 
and have equipped thousands of cars, and can claim, we 
think, to be fairly experienced in ignition requirements. 

About four years ago we turned our attention to magnetos, 
and spent some thousands of pounds in experimenting, 
until finally we brought our machine to perfection. Our 
magneto gives dual ignition and switch starting from the 
dash, and is considered in many respects in advance of any 
other magneto. In price also, our magneto will compare 
very favourably with all the leading foreign makes. 

We have spent large sums in advertising, and as a result 
we are selling a large number of machines. The magnetos 
we have supplied are giving every satisfaction, and in every 
way it would seem as though the British magneto problem 
were solved. 

So far, so good ; but when we approached the car manu- 
facturers our difficulties commenced. 

Your correspondent said that the motor-car makers would 
rather use a British magneto if they could. We wish this 
were во, for we have found nothing but obstacles placed in 
our way up to the present. In some cases the car manufac- 
turers are willing to test the magneto, and are even quile 
flattering in their reports, but this is as far as they will go. 
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It appears that makers have even signed agreements with 
foreign magneto firms undertaking to supply no other 
magneto than their own unless the buyer of the car definitely 
specifies another make. In fact, we have this morning 
received a letter from.a well-known car maker in precisely 


these terms. The British magneto manufacturer is thus on 


rare uns of a dilemma, and he must, perforce, appeal to the 
public. 

If the public will specify British magnetos for their new 
cars for next season, the car manufacturers will be unable to 
refuse to supply them. The matter really resta in the hands 
of the public, and it is entirely at their option to encourage or 
discourage the home manufacturer of electric magneto 
equipment. 

Jno. C. Faller & Son. 

London, E., October 20th, 1909. 


4 


The Relative Costs of Electricity and Gas. 


For the purpose of comparing the relative costa of light- 
ing by electricity and gas, I understand that some Govern- 
ment officials assumed 8 units equivalent to 1,000 ft. 
of gas. | 


Would you please state what price of gas is equivalent to 


electric light (100 volts) at 6d. per unit with Osram lamps. 
Can you give such standards of comparison as used by 
the Postmaster-(reneral, any Government department, or 
big Corporations ? | a 
A. B. C. 


[ This, as has often been pointed out, is a fallacious mode 
of comparison. It is like comparing an electric oven with a 
kitchen range on the single and inadequate basis of cost of 
fuel. There is no direct comparison of any value on sueh a 
restricted basis. The cost of electricity under the con- 
ditions stated, would be about the same as that of the gas 
required to give the same number of candle-hours, at 3s. per 
thousand cubic feet, but the cost of running an establish- 
ment lighted with electricity has repeatedly been proved 
leas than that of one lighted with gas.—Eps. E. R.] | 


Publication of Prospective Business. 


I think it would be interesting to hear the views of your 
readers on the publication of prospective business. My own 
idea is that it is hardly less than a curse to manufacturers, 
their representatives and purchasers alike. What happens 
is that a paragraph appears in the papers to the effect that 
the F.C. of Timbuctoo had before them a report by the 
engineer, Mr. Smyth-Jones; re extensions. 
every manufacturer who is any good bombards Mr. Smyth- 
Jones with сіссшагв, and hosts of representatives call upon 
him. Ultimately the matter is either shelved or tenders 
are called for, and there is the same old fight for the con- 
tract at an unremunerative figure. The net result in any 
case is that the manufacturer and his representative have 
wasted time, trouble and money, the engineer has been 
bothered, and nobody is any better off than if the job had 
never been mentioned till tenders were invited. . : | я 


Contractor, Supply House, and Manufacturer. 


Do you not think that it is about time the contractor, the 
supply house, and the manufacturer understood exactly their 
respective positions in the electrical world ? Every week 
there appear letters in the electrical papers calling attention 
to either one or the other of these people cutting one another’s 
throats and tumbling over each other in the effort to secure 
business. | | | 

Only this week I notice that one of the largest electrical 
machinery manufacturers in the country has accepted a 
paltry wiring job, but has placed tbe carrying out of the 
work in the hands of a contractor. (Observe the kindness in 
cntting а man's throat and then giving him a piece of 
sticking plaster to patch it up again.) 

And what do you think of the lamp manufacturer who, 
instead of openlv giving better terms to the consumer, 
aneakingly offers him lamps at 14 to the dozen ? 


Thereupon | 


Surely it is about time that something was done to put 
this thing down, and the sooner it is done the better it will 
be for all concerned. 8 | 

| | Supply or Contract (not both). 


A Question on Load Factor. 

Will some one kindly inform me whether I should be 
correct in including the capacity of the battery in deter- 
mining the load factor of a tramway station, and, if go, how 
this should be determined ? | 

THe plant consists of two 100-Kw. generators and a battery 
of 980 ampere-hours capacity. The machines run about 14 
hours a day, the load being commenced and finished on the 


tery. 
I feel inclined to ignore the battery, take the station 
capacity as 200 KW., and reckon on a 14-hour day. 
Ratio. 


The Pablication of Salaries, 
It has often been a matter of wonder to me why you 


publish particulars of salaries. Of what possible interest to 


anyone can it be to read, as those who run may do this week, 
of the appointment of a gentleman at 30s. per week? More- 
over, there are the recipients themselves to consider. I should 
think the feelings of any engineer would at any rate be mixed 
when reading in the paper that his salary had been increased 
from £200 to £210 per annum, which seems to be about the 
usual extent of Corporation generosity. m 


Unemployment. 


I have been much interested in the correspondence on 
unemployment and combination in your last few issues. The 
question is one that vitally affecta the workers, whether they 
style themselves electricians, electrical fitters, or wiremen, 
but I cannot let the letter of Unity is Strength” pass 
without comment. He says: Most people are aware there 
is already an Electrical Trades Union, but the bulk of their 
members are wiremen; so far tis true, but he goes on to 
вау : They do not make any provision for other branches, 
and even if they do, all candidates accepted are classed as 
wiremen, that being their main object." This is simply 
rubbish ; the men accepted in the Electrical Trades Union 
are classed according to their trade, the same as they are in 
any other trade union. Again, * what we want to do is to 
organise electricians, men who have served a specified time 


at the trade, and can do wiring, and are capable of taking 


charge of plant, and doing running repairs." This is 
exactly what the Electrical Trades Union has been trying 


to do for some years, and the bulk of their members 


have exactly these qualifications. 

The fact of the matter is, the term wireman has been as 
much abused as the term electrician. 

A man or а youth who has been about a fortnight carbon- 
ing arc lamps (and cleaning windows) in a draper's shop, 
becomes at once an *' electrician," but after following various 

hases of employment and half ruining a few contractors who 
have eccentric ideas of cheapness, he may become a species 
of wireman, but, fortunately, there are other types of 
wiremen. There is the man who has served a genuine 
apprenticeship and is able to lay. down an electrical plant, 
including motors, switchboards, wiring, telephone, bells, 
lifts and all the many electrical appliances now so common 
to a modern works, ship, or block of offices. This is the 
real wireman, and with all due respect to other grades, he is 
one of the most important units in the electrical industry. 

To those “electricians” in charge, shift engineers, sub- 
station attendants, and others who may feel they- are above 
the ordinary trade union, let me point out that by combina- 
tion in the Electrical Trade Union many others in addition 
to armature winders and wiremen have been enabled to 
establish a reasonable rate of wage, that we have an 
efficient organisation ready to hand, that we desire to see 
all grades of competent electrical workers combined, and if 
these men are really anxious to see better conditions prevail, 
they will not endeavour to form a multiplicity of sectional 
organisations which will only lead to chaos, but will join the 
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organisation which was formed, and .is maintained, by 
electrical tradesmer for the betterment of the electrical trade. 
By so doing, * Unity is Strength," and others who have 
written on the subject, will be carrying out their own ideas 
to their logical conclusion. "AP | 

In erance of these objects, I will be -pleased to 
correspond and give further information to any who will 
write to me direct. 

| J. Rowan, 

General Secretary, E. T. U. 


Manchester, October 20th, 1909. 


If my first letter starta a society of the genuine brand of 
electricians demanding a living wage and keeping up the 
prestige of our trade, I shall not only be rewarded, but 


delighted ; this is the only means of extracting the wheat 


from the chaff. 
-The great complaint and growing evil is that the electri 


market is flooded with inexperienced men, whilst the good . 


brand are shut out. 


In these days of combines and federations of master 

the right with their might, it is incumbent to keep 
efence (not defiance); therefore, I am rather afraid 
of new-born societies, because their weakness is a loophole . 
for cowardly. attack. My reference to the A.S.E. electrical 


fighti 
up a 


section was owing to ita Jong and tried establishment and 
powerful representation in the House of Commons on burning 
complaints and trade injustice and tyranny. 

We often hear of the tyranny of Trade Unionists in 
shops in not giving a royal welcome to men with a keen 
relish for plums fought for and dearly bought by others. 
We shall always find plenty of passengers willing to travel 
without paying their fare. Bad as the boycotting is, this is 
nothing to the tyranny of masters if we stand alone. 

In some cases men offer their services merely for the 
experience, whilst their board and clothes are found or drawn 
from the bottomless pit of unearned increment. What 
chance has the poor boy with brains, and no cash, or rich 
parents to lean on for supplies ? 

As magnetism and electricity are twin sisters, во are 
theory and practice. Practice is the proof of the pudding, 
and men with merits and ability should have a clear road 
to elevation, and poverty should never be a hindrance. 


Wm. Podmore. 
Sheerneas-on-Sea. | 


Train Lighting. 


Will any reader please give information on the following 
pointa relative to train lighting by electricity ?— 

1. Name of firm, making and pushing the “ Moskowitz” 
system, or any railway on which it is in use, results, &c. 

2. Any railway using the Leitner-Lucas system. 

8. Any railway on the Continent (or elsewhere) actually 
using & turbo-generator set on the engine for main lighting, 
with data, or where the same can be obtained. 

| | Railway. 


"STERLING" CENTRAL-BATTERY 
AUTOMATIC INTERCOMMUNICATION 
TELEPHONES. 


Тив march of progress in electrical science, which is constantly bring- 
ing into view new and surprising developments in almost all branches 
of the industry—so that what was novel five years ago has become 
a back number” to-day—is as steady and continuous in telephonic 
matters as in any other department of electrical activity. But the 
great advances that have been made in telephony are probably less 
fully appreciated by the bulk of the electrical profession than those 
in more familiar subjects, principally because there is so little ia 
common between telephony and the heavier branches of electrical 
engineering. Telephone engineers, like telegraph engineers, are, 
above all things, specialists; and their work, except in respect of 
its fundamental principles, is to a great extent a sealed book to the 
average electrical engineer. Nevertheless it is a most interesting 
subject, well worthy of study and presenting many remarkable 
examples of mechanical ingenuity and patient evolution, 


. difficulties inherent in this special 


Sometimes, as recently in the lighting industry, revolution is a 
more appropriate word. The introduction of the central-battery 
system into exchange communication, for example, whereby 
innumerable isolated primary batteries at subscribers’ stations were 
3 by one big storage battery at the exchange, practically 

ected a revolution in this claas of work. The adoption of the 
system in connection with the allied function of intercommunice- 
tion between the different offices or departments in a single 


Fig. 1.—Avromatic IntsRcOMMUNICATION BaTTERY Вшоша 
TSLEPAONE, WITH RaDIAL SwrrcH, WALL ТҮРЕ. 


building has been somewhat delayed, doubtless on account of the 
problem ; it must be bornem 
mind that in this case no staff of experts is at hand to remedy 
defects, and therefore no defects must be allowed to arise; moe- . 
over, there are no switchboard operators to put the different stations 
in communication with one another; each user is his own opersiot. 
There are also technical and commercial difficulties to be overcome. 
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Fia. 2.—AuTOMATIO I&TERCOMMUNICATION BATTERY Rwoma 
TELEPHONE, W1TH RADIAL SwiTCH, TABLE'PATTRRER. 


A solution of the problem has been attained, however, and is 
embodied in the new system of “automatic intercommunicat e 
telephones" which has recently been put on the market by е 
Sterling Telephone and Electric Oo., Ltd. In this system only ооё 
central battery is employed, and a great economy is thus eff Le 
for example, in an installation comprising 10 stations, 20 microphon 
cells are dispensed with, their place being taken by one а 
six cells, whioh serves for both ringing and speaking. Thís аро 
ment has been extended to all the company’s intercommunica n 
telephone equipments, except those in which magnetos are tof 
Fig. 1 shows one of the wall instruments, and fig. 2 & table se : 
the radialswitch type; employed in this system. An importan 
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feature of these is the део patented device employed by the 
Ster Oo., to effect self-replacement—the " automatic” feature. 
What device accomplished was briefly explained in our issue of 
May 28th. We ате now permitted to show Лого it is done. 

в object of the device is to restore the connection between the 
receiver and the home line automatically after another station ‘has 


By raising the receiver and pressing the bell-push (on the right hand) & call is 


rod fits freely in the sockets, and carries a term 


end. А glass cover is provided, with а central hole for the 


carbon rod, and a slot through which the lead strip passes. А 


recess in the bottom of the jar receives the lower end of the carbon 
rod, round which is the “sack” containing the EPOR MM: the 

1 at the uppér 
end. The whole is of sound mechanical design ; the jar is exoep- 


ven; on releasing the 


push, the bent lever retains the receiver in connection with the selector switch, but when the receiver — 


is hung up. the bell-push is released by the bent lever and the home - line connection is restored. 
Fic. 8.—IwTrmEHi0R or "AvTOMATIQ" TELEPHONE, AND DIAGRAM OF CONNECTIONS. 


been called up; so that, no matter what stud the selector switch 
arm is left on, the stetion, when not in use, is always in readiness 
to receive a call. In the ordinary way, to effect this purpose, it has 
been necessary to fit a separate movement for each line at each 
instrument, but, with this device, one lever fulfils the whole of the 
ente, To answer а call, the user has merely to raise the 
receiver and listen, his selector switch being out of the circuit 
altogether. To originate a call, the user places the selector switch on 
the desired contact, raises the receiver, and rings, the act of ringing 
disconnecting the home line and connecting the receiver to the 
line selector switch. The replacement of the receiver on the hook 
when the conversation closes again actuates the lever, connecting 
íhe receiver to the home line and disconnecting the selector 
switch. Besides effecting these operations, the device, by discon- 
merce, onp line, reduces the capacity of the circuit and thus 
cross-talk. This is made clear by the diagram, fig. 3, 

which with the footnote is self-explanatory. 
It should be added that the illustrations given only represent 
fwo out of many patterns of the radial-switch type; and fig.4 
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та. 4.—'' Esa” AvTOMATIO I.O. TELEPHONE, MULTIPLE- 
Luvern ТҮРЕ. 


0 
shows one of the multiple-lever instruments, arranged for central- 
battery working, in which the ordinary separate self-restoring 
movements are employed. 

It one puts all one's eggs in one basket, it is advisable to watch 
that basket; the Sterling Co., while putting alli te cells into one 
battery, has endeavoured to render the task of watching the 
battery a sinecure, and to this end has investigated the battery 
question very closely. We were interested to learn during a recent 
visit to the company’s showroom, that the result had been the 
adoption of a wet cell, doubtless on account of the lower resist- 
ance and greater reliability of this type. The pattern selected is 
enfirély new—the two-quart Invicta sack type, illustrated in 
fig. 5. In this cell, it will be noticed, the zinc, a split cylinder of 


large size, rests upon four inward projections of the glass jar, and 


is gnided at the top by similar projections; connection is mado with 
it by means of а leadep strip, with a screw terminal at the free 


Fra. 5.—“ InvioTA " Sack CBLL. 


tionally deep (11 in.), and creeping is abolished. Six of these are 
required to form the central battery for an installation of 10 or 15 
stations. 


The advantage of getting rid of a large number of scattered 
batteries is self-evident ; at the same time the difficulty of finding 
convenient places to put them in, and the unsightliness of the 
e connections, are obviated when the central-battery 
system is irr ge eg We have no doubt that the improvement 
will meet with the approval of the user, and that the enterprise 
of the makers will be duly rewarded. We may add that ‘the com- 
pany's works at Dagenham (Essex) have commenced the many- 

e of telephones and allied apparatus. 


rr .— 
DIFFERENCES BETWEEN ENGLISH AND 
AMERICAN PRACTIOCE.* 


Bx J. B. CONOVER. 


Many engineers and manufacturers have often wondered why there 
seemed to be so little demand in England for articles which are 
sold in this country in large quantities. This condition is largely 
due to certain differences in engineering practice, and the following 
explanation of some of these differences may be of interest to the 
readers of the Review. . 

The early progress in the electrical lighting field in England was 
greatly impeded by the strict regulations imposed by the Govern- 
ment, which made the cost of producing and distributing electricity 
so high as to be almost p In the early nineties these 
regulations were materially modified, and the electrico lighting 
industry began to advance with considerable rapidity. One 
important regulation remained and is still in force, which in itself 
is sufficient to account for many of the differences in lighting 
practice between this country and England. Under this regulation 
practically all electric lighting wires in cities and towns, large and 
small, have to be placed underground. This requirement has 
been one of the principal factors in limiting the use of electricity 
for lighting purposes to cities or towns of about 20,000 inhabitants 
or more, a8 smaller towns cannot often afford the pee of an 


. underground cable system. In the large cities in this country 


underground cables are generally used, so that the difference in 
practice is much less marked than in the case of smaller cities ana 
towns in which overhead cables are mostly used, except, perhaps, 
on a few of the principal streets. 

Another fact which undoubtedly had a considerable influence 
upon the use of electricity for lighting purposes in amall towns is 
that, in England, most of the towns were provided with & gas plant 
and distributing system before the advent of electricity into the 
lighting field. In this country such was not the case, as many of 
the towns of between 5,000 and 10,000 inhabitants have only come 
into existence within the last 10 or 15 years, snd electricity has 
had the same chance with gas of being first in the field. In tbis 


* Abstract of ap article in the General Electrio Review, MI. f. A 
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country over 60 per cent. of the central.stations generating and 
distributing electricity for lighting purposes are in towns of less 
than 5,000 inhabitants. . ze 2 

A large majcrity of the electric lighting plants in England are 
. owned by the municipalities, which also own the street railway 
Systems. In the smaller towns in which only one generating 
station is required, it is economy to combine the lighting and rail- 
way stations in one. It is also economical and convenient to have 
the generators so designed that they can be used for either class of 
service. This has led to a demand—which is practically unknown 
in this country—for direct-current generators which will give about 
460-480 volts as shunt machines, and which are provided with a 
series field so that they will give 500-550 volts when operated as 
compound-wound machines. 

The system of street lighting generally used in England is the 
series multiple; thet is, two lamps in series on 220-240 volts, or 
four in series on 440-480 volts; or the straight multiple. Series 
are and incandescent systems are practically unknown. 

The comparatively small amount of alternating-current distri- 
bution naturally limite the demand for lighting transformers, and 
even this demand is different from that in this country. The 
underground cables necessitate the grouping of transformers and 
the use of larger sizes, so that the demand for tranaformers of 
under 20 Kw. ie very emall. All lighting transformers have to be 
provided with ground shields, a requirement which prevents trans- 
formers of standard American construction from being used. 

A very marked difference exists in the demand for meters, apart 
from that due to the difference in the relative proportion of alter- 
nating and direct-current distribution. 
all house-service meters are wattmeters; in England nearly all 
direct-current house-service meters are ampere-hour meters. 

Until recently the principal differences in incandescent lamps 
have been in the voltage and the type of base. The English 
demand has been primarily for voltages between 220 and 240, and 
the bayonet type of base. | 5, 

The demand for lighting apparatus in this country and in 
England differs in amount as much as in character, it not more. By 
1902 or 1903 most of (the cities and towns in England that could 
support an electric lighting plant, had one. The growth of cities 
and towns there is very slow compared with that in this country, 
and very high buildings are not replacing those of moderate 
height; so that after the more thickly settled portions of a city or 
town have been supplied, the yearly demand due to expansion is 
relatively small. Iu this country the erection of very high 
buildings in place of those of four or five stories creates an ever 
and rapidly increasing demand in a given area. Furthermore, the 
use of electricity in England is limited more to the real need for 
light, and does not extend to any considerable extent into the 
realm of advertising. The central portion of London is fairly well 
lighted, from the standpoint of convenience and safety, but it is 
dark as compared with New York, due to thelack of brilliant 
advertising displays. The yearly increase in the load of the New 
York Edison Co. is, I believe, about 20 to 25 per cent., while the 
yearly increase in the total lighting losd in London is not more 
than 5 or 10 per cent. The total yearly sale of incandescent lampe 
in this country “at the present time is estimated to be about 
60,000,000, whereas in England, with & population approximately 
one-half as great, the total yearly sale probably does not exceed 
15,000,000. 

Ia the railway field there are fewer marked differences between 
the practices of the two countries, although a number of quite 
important ones is to be noted. The most important, perhaps, is 
that of speed. In England the maximum speed for street railway 
cars allowed by the municipal regulations (which are generally 
enforced) is about 12 miles per hour. In this country, while there 
are regulations in most cities, they are not strictly enforced, and 
кей average maximum gpeed in cities and towns is about 25 miles 
an hour. E 

To the writer's knowledge, no interurban roads using the public 
highways have been built in England. Whether any attempts to 
promote such roads have been made is also unknown to the writer, 
but it is pretty certain that speeds of from 40 to 50 miles per hour, 
wbich are common in this country on the public highway, would 
not be permitted in England, and tbe authorised speeds would 
probably be so low as to make the service unattractive and the 
undertaking unprofitable. | 

Another regulation which tends to limit the extension of electric 
roads into the more thinly populated districte, is that the drop in 
voltage in the return circuit shall not exceed seven volts. This 
regulation has made the use of track boosters quite common, and 
even with these boosters tbe cost of return cables becomes a serious 
item on lines extending into the suburbs. The limits set for speed 
and for drop in voltage in the return circuit have had the effect of 
confining the field of the electric railway to the fairly thickly 
settled portions of good-sized towns. 

A fact which ought not to be overlooked in this connection is 
that the average English working man's wages give him a ve 
narrow margin above his bare living expenses, and he will walk a 
considerable distance rather than pay a car fare. This fact alone 
would make a failure of a street railway in an English town of a 
size sufficient to support a good paying road in this country. | 

The type of street car generally used in England differs from 
that used in this country, in that it is of the double-deck type with 
seats on top. The low speed employed makes this type of car 
possible, and as the regulations limit the number of passengers 
carried to the seating capacity, this can be almost doubled without 
much expense or additional weight. 

The usual practice in England is to stting the trolley wires on 
the side of instead of over the middle of tho track. This is done 
to minimise the length of brackets and to permit their use 


In this country practically 


THE ELECTRICAL REVIEW. 


- 


[Vol. 65. No. 1,666, Ocronzn 29, 1909, 


v — — m 


wherever possible, as they are considered more sightly than span 
wires. This type of overhead construction necessitates the use of 
a trolley with a swivel head, which design is practically unknown 
in this country; furthermore, the doublewdeck car reqniree a 
special type of trolley base to prevent the trolley pole from inter- 
fering with the passengers. There ig, therefore, practically no 
demand in England for trolleys of the types which are standard in 
this country. s 

The low speeds do not necessitate motors of as great capacity as 
those generally used in this country, and lower armature 
are required. This latter requirement led first to the design of 

ial low-speed armatures to fit frames of standard American 

type, but lately it has resulted in the design of special motors for 
the English conditions. The low speeds also make it feasible to 
use electric brakes, which have never been employed to any extent 
in this country, and which necessitate a different type of con- 
troller from that generally used here. 

In the field of heavy traction the English practice has adbered 
more closely to ours. | 

In the industrial field the difference between English and 
American practice is, perhaps, more one of degree than of character. 

Competition in most lines of manufacture is very keen, and 
profits are generally smaller than in this oountry. Stockholders 
are very insistent upon the payment of regular dividends, and as 
the directors of joint-stock companies are personally liable for the 
payment of dividends which have not been earned, they are very 
careful to satisfy themselves that such have been earned before 
authorising their payment. The natural result of these conditions 
is a tendency to minimise the amount allowed each year for depre- 
ciation, and as the initial plants are generally of a very substantial 
character, rates of depreciation which would not be considered 
sufficiently high in this country are considered satisfactory in 
England. | | 

Many manufacturing firms in England are just about able to pay 
a dividend, after making the usual provisions for depreciation. 

The difference in conditions between the two countries extends 
even into the field of renewal parte. A characteristic of the 
English is their ability to make things last a long time and continue 
to give good service. This is due, in some measure at least, to the 
fact that they usually have an ample equipment for the require- 
ments of the service and are able to give it:(systematic inspection 
and care. mE 

The English market can be classed as 4 very restricted one as 
compared with our market. A restricted market must bave an 
effect upon those wbo are supplying it, and the natural result is 
relatively small production and a limited stock. This is just what 
one finds in England in nearly every branch of business. It is 
quite clear that а manufacturer who bas a small produotion and 
carries only a very limited stock cannot afford to install the same 
sort of equipment as the manufacturer who has a large produc- 
tion and carries a large stock. The English manufacturer must 
then get along with the minimum equipment, and have that equip- 
ment as flexible as possible. | 

The necessity for minimising his equipment has forced the 
English manufacturer to make the best use of what he has, and in 
doing this he often shows great skill. In going through one of tbe 


. large shipyards on the Tyne, near Newcastle, I remember being very 


much impressed by finding in the middle of an old and badly-lighted 
shop with a very poor equipment of tools, a thorougbly modem 
5,000-н.р. triple-expansion marine engine in process of construction, 
the height of which was so great that a hole had been made in the 
roof to permit of its erection. The average American manufacturer 
would not undertake to build saw-mill engines in such a shop and 
with such an equipment, and yet I doubt if the best equipped ср 
in America could produce an individual engine of equivalent sise 
and type, of better quality or at a lower cost. If a number of 
duplicates were required, the English shop would, of course, be at 
a great disadvantsge; but in England a number of duplicates are 
seldom required, and the manufacturers’ facilities are fairly well 
suited tothe character of the demand. ` ~ 


NEW ELECTRICAL DEVICES, FITTINGS. 
AND PLANT. 


Veritys’ Installation Manufactures. 


We understand that since the issue of “Verity in Three 
Volumes,” Mxssns. Venitys, Lrp., of 31, King Street, Covent 
Garden, London, W.C., have been so constantly asked by their 
customers for particulars and prices of small plants suitable for up- 
country electrical installations in bungalows &nd on tea and rubber 
plantations, that they have published a pamphlet, X108, giving the 
details generally desired, and & copy of this is before us as we 
write. It shows direct-coupled petrol or paraffin engines and 
dynamos, and all other parts going to make up an installation. 
The plants are well past the experimental stage, for Messrs. Veritys 
have quite a number of them running here in England, and already 
several abroad. It is claimed that they are so simple thst the 
average gardener or groom can easily look after them, and owing to 
their small weight they can readily be moved to fresh quarters 
when desired. They consist of a high-speed vertical petrol of 
paraffin engine coupled, as shown in the illustration, fig. 1, to an 
" Aston" dynamo; the pamphlet also gives particulars and prices 


of accumulators, ceiling fans, fittings'and other sundries which are 


~ 
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generally required in eonnection with such installations, and to 
simplify matters for non-technical buyers there is given on the back 
page a complete estimate for an average installation. 

To meet the requirements of the increasing number of alternating 
current electricity supply systems abroad, Messrs. Veritys have for 
the last 18 months been preparing alternating-current ceiling fans, 
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Switchgear. 
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Ferranti High-Tension Ironclad Mining 


Messrs. Ferranti, Lp. of Hollinwood, have recently placed 
on the market 4 new ‘design of high-tension ironclad switchgear to 
meet the demand for absolutely safe, simple and fool-proof switch- 
boards for use in collieries, mines, factories, and other works receiving 


high-tension supply from a central station. The design, as shown in 
fig. 4, is simple and inexpensive. The bus-bárs are contained within а 


tuch as would be suitable for use in the tropics; this new fan, 
the “Rangoon,” is now ready, and. after teats extending over 
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Fic. 2.—Venirys’ "iIRAgGOON", OBILING FAN FOR ALTEBNATING 


Fig 1.—Vearrys’ SMALL ELECTRIO LIGHTING SETS FOR 
CURBENT. 


BUNGALOWS AND Ur-CooNTBY STATIONS. 


separate chamber situated at the back top corner. This compart- 
ment is normally kept locked while the bars are alive, but access 
can be obtained to it by unlocking doors at the back (when the 
gear is erected clear of any walls) or from above (when erected to 
butt up against a back wall). ^ de 

The equipment of the feeder cubicles usually consists of cable 
receiver, two isolating switches, automatio oil switch, ammeter and 


several months, it is claimed to be as great a success as their 1909 
D.C. ceiling fan.. A point about this fan, and one which friends 
from abroad have accentuated, is its silent running. The fan is 
English made, and is shown in fig. 2. These ceiling fans are 
stove-enamelled, and consequently are readily kept clean with a damp 


Fic. 3.—Vuairys’ New “ RBADIANT" LANTERN FOR ASTON 
MRizTALAMPS. 


Fic. 4.— FEgBBANTI HiGH-Tension ÍnoNCLAD MINING 


cloth, an improvement on ordinary painted fans. The fan can be - SWITOHGEAB. 


fitted with two, three or four blades, which are set up at a large 
angle and pitch, and therefore give a most excellent breeze, even 
when running slowly. 
Another item for which a large sale abroad ie expeoted is the 
firm's new Radiant lantern, which has been brought out to meet 
the demand for a lantern having all the advantages of an enclosed 
atc lamp as to brilliancy of illumination, but requiring no daily or 
weekly trimming. The efficiency of these lanterns when fitted 
‘with “Aston Metalamps," is stated to be very high, and by their 
~ use they will give as much as 400 c.. The lamp is understood to 
be an effective and economical lantern for shop and street lighting. 
Id is fitted with specially fluted globe with self-contained opal 
reflector, so that the light is well diffused, and it has been found to 
be а very popular way of lighting small shope- 


current transformers; the transformer panels require only one 
isolating switch. 

The gear is primarily arranged to receive the minimum necessary 
apparatus as above enumerated, with perhaps the addition of a 
voltmeter or other device to indicate when the feeder or bus-bars 
are alive. It is, however, very flexible, aud can be arranged to 
accommodate additional transformers where wattmeters, relays, 

| power-factor indicators, Mern-Price protection or other refinements 
are specifled. 


The isolating switch (in the case of the feeder cubicle both are 
votipled together) is interlocked with the main switth, so that it 


6:59 


When required, the interlocking can be very completely effected. 
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cannot be or closed unless the main switch is open. The 
isolating switch may further be interlocked with the front panel, 
so that the latter cannot be removed unless the isolating switch is - 


in the position, and, finally, the panel closing the cubicle at . . 
the. back is vided with an indicator showing whether the 
isolating switch of the corresponding cubicle is open or closed. 


Thus the apparatus in each cubicle can be examined with perfect  .. 


safety and without interrupting the supply. 

In the design of this gear special attention has been paid to the . 
position and method of fixing the cable receiver so as to enable 
the feeder cables to be easily coupled up ; all connections are of the 
simplest and most straightforward character, and the main switches 
are arranged for ready withdrawal for examingtion or otherwise. 
These switches are of the free-handle type, with indicators show- 
ing whether they are open or closed, and they can be arranged for 
operation on overload with or without time-limit devices, reverse 
power, or in accordance with the Mers-Price system. i 

The gear is built upon the unit system, and can be extended inde- 
finitely in either direction, each panel being self-contained and 
separated from the adjoining ones. It is very suitable fot use 
under temporary conditions, as if can be erected, dismantled, 
transported and re-erected, when required, in the minimum of time. 


A Handy Refrigersting Plant. | 
Boum time ago a well-known engineer—Oolonel Crompton,.we 
believe—referred, at a meeting of the Institution of Blectrical 
Engineers, to the great field which existed in hof oonntries like 


Fia. 5.—SELF-CONTAINED ÉLBOTBIOALLY-DBIVEN ICE-MAKING 
PLANT. 


^ 


India, for means of prod “ artificial cold," and there is no 
doubt that the small refrigera plant when electrically driven is 
а most com and convenient appliance for this purpose, Last 
week we referred briefly to the electrically-driven refrigerating 


Fic. 6.—Corp STORAGE WITH “ Zero” COMPRESSOR. 


plant shown by Messes. Worssam & Son, of Wenlock Road, City 
Road, N., at the East London Electrical Exhibition, consisting of 
one of the firm's country house and hotel installatiang. 


In this the cold air chamber is provided with the necessary hooks 
and shelves for the reception of perishable goods, the low 
temperature obtained by means of cold brine, which is 

ed in a tank suitable for storage, so as to obviate the necessity 


of continuous running and allow of the plant being shut down 


over a week end. 

The brine tank forms an internal partition of the store, and com 
tains the cooler coil in connection with one of the firm's “ Zero" 
compressors, driven by a small electric motor. 


.' The brine tank is protected by wooden screens with hinged doors 
at top and bottom, which provide for temperature regulation wich- 


out it being necessary to enter the store. 

The “ Zero" machine is of the enclosed type, with the working 
parts running in oil ; the compressor piston is fitted with metallic 
packing rings, and no cup leathers are used. The compressor is 
single acting, and the gland is only subjected to the low pressure of 
the suction gas. 

In addition to cooling the store, blocks of ice for table use can 
be produced in moulds inserted in the brine tank from above the 
store. ү А 

The cost of mechanical refrigerating plant suitable for private 
house purposes, usually ranges from £85 to about £140, being 
dependent on such factors as sise and sto accommodation. 
Messrs. Worssam make a compact little ice-m plant, in which 
the compressor and ice-making tank are entirely self-contained and 
driven by a small motor energised from accumulators. This plant 
is illustrated in fig. 5. 

The firm are makers of both carbonio acid and ammonia com- 
pression plants, and recommend the former for small stores, owing 
to the odourless and harmless nature of the OO, used, and its 
cheapness. - 

Cooling is effected either by direct expansion, air circulation, or 
brine circulation, each system having its particular application. 


Low-Voltage Batterles for Metallic-Filament Lamps. 


Тнв OHLORIDB ELECTRICAL BToBAGX Co., Lro., of 89, Victoria 
Street, London, S.W., are making a speciality of low-voltage 
batteries of moderate capacity for use with the various kinds of 
metallic-filament lamps which are producing a silent revolation in 
the electric lighting industry. With these new lamps the sise of 
the generating plant necessary for а given number of lights is so 


Fra. 7.—Low-vorTAGE ' CHLOBIDE ” BATTERY. 


-considerably reduced, that the cost of an installation need no longer 


be a bar to business, with the result that а very large number of 
smal} batteries of Ohloride Acoumulators" are being erected all 
over the world for low-voltage plants. These batteries embody the 
Chloride Co.'s standard practice, the plates being suspended from 
the edges of the glass boxes, and are fitted throughout with their 
well-known wood diaphragm separators, which reduce the attention 
required by the battery to a minimum. The company issue & 
leafiet giving dimensioned particulars of the трасе occupied by 
these small batteries according to the method of arrangement, and 
information regardiog charge and rates, These leaficts 
should be of particular service to readers in Indis and the Colonies. 


“Dura” Dry Cells. 


Messrs. Sizugws Bros. & Oo., Ілтр., of Caxton House, B. W., 
have brought out a dry cell specially adapted for export and for 
use in hot climates, called the “ Dura " cell. All dry cells are more 
or less alike externally, but the peculiarity of the Dura cell 
is that it is really "dry"; the cell is issued with the exciting 
agent in an absolutely dry condition, so that there is no 
of deterioration during transport or storage. The cell is rendered 
active by adding pure water to the contente, by way of a 
tube; it is then ready for use in the ordinary way. The is 
fitted with the usual brass terminal and wire connection, but can 
be supplied with two locking terminals if desired. 

A somewhat similar cell, in respect of portability and freedom 
from deterioration, is the Siemens " T rt” cell. In this case 
the excitant is fluid, but cannot escape, the filling tube beny do 
vided with a water-tight screw-down cap. When the cell is not 
wanted for la time the exciting fluid can be poured off and the 
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cell rinsed out, after which it can be stored for any length of 
time, in any climate, being recharged with solution only when 
it is pue for m As the 7 Батон а б these cells 
can be u or ignition purposes, for lighting am ow lamps for 
short períods, &c. ' к à | j 


-S 
LEGAL. 


MzaTALLIO-FiLAMENT LAMPS. 
The Welsbach Incandescent Gas Light Co, Summoned. 
Вкғовв Mr. Bros, at Clerkenwell Police Court on Saturday, the 


Welsbach Incandescent Gas Light Co., Ltd., were summoned at the 


instance of the Wolfram (Tungsten) Metal-Filament Lamps, Ltd., 
and the General Electric Co., Ltd., the alleged offences седе 
applying a false trade description to goods (lamps) which they 

in their possession, and which they sold under the name of 
“ Welsbach Aur" lamps. There were also summonses against Mr. 
Lawrence Fletcher, managing director of the defendant company, 
i having caused false descriptions to he made concerning those 

ps. 

Mr. Rufus Ieaacs, K.C., Mr. H. A. Oolefax and Mr. E. Lunge 
represented the plaintiffs, and Mr. A. Walter, K.C., and Mr. A. Н. 
Bodkin appeared for the defendante. 

At the outset if was stated by Mr. Walter that they would elect 
to have the case tried by a jury. The summonses againet Mr. 
Fletcher were adjourned until the summonses against the company 
were disposed of. 

Mn. Roros Isaacs, in opening the case, said the summonses 
were issued ‘under the Merchandise Marks Aot of 1887. The 
Welsbach Incandescent Gas Light Co. was incorporated for the 
purpose of dealing with the inventions of Baron Auer von Welsbach, 
a famous inventor in relation to lighting plant, and the inventor 
of what was commonly known as the incandescent gas mantle. The 
connection of the company, however, with Baron Welsbach was 
entirely in relation to gas lighting, and had nothing to do with 
electric lighting. A German company known in this country as 
the Aur Co. had acquired Baron Welsbach's inventions in Germany 
in relation to gas lighting, and subsequently acquired the invention 
in relation to metal filaments for electric lamps. That was a lamp 
in which the metal filament was distinguished from the carbon 
filament, which bad hitherto, but not entirely, practically ruled the 
market. The metal filament was made of а rare metal called 
osmium, and the lamp was designated the osmium lamp. Apparently, 
inventors had been devoting a considerable amount of attention to 
finding some means of making this metal filament which would be 
commercially developed, but Baron Welsbach had succeeded in 
inventing this lamp, which was never in any way, whether as an 
invention or as a manufacture, acquired by the Welsbach Incan- 
descent Gas Light Co. The Aur Co. had appointed the General 
Electric Co., Ltd., their exclusive agents for the sale of this lamp in 
this ccuntry.- After a little time there was a further invention 
which was of great practical and commercial utility, and 
which consisted, among other things, of using for the metal 
filament а metal which was known as “wolfram” or tung- 
sten.” That a d to be a cheaper and a commoner kind of 
metal, with the result that it became at once a very useful and a 
very popular mode of making metallic-filament lamps. The Osram 
lamp was made of this wolfram or “tungsten,” and was made 
under the invention of the German company known as the Aur Oo., 
which introduced the Osram lamp into this country. The Aur Co. 
was therefore the pioneer and the introducer to this country of the 
metal filament made of “tungsten.” The General Electric Co. 
was also appointed the exclusive agents in this country for the sale 
of these Osram lamps, and subsequently, under the Patent Act, a 
factory was established in this country by a company known as the 
Wolfram (Tungsten) Metal-Filament Lamps, Ltd., consisting of а 
number of persons associated with the General Electric Co. and the 
.German company known as the Aur Co. That had become an 
immensely valuable business, and there had been a large demand 
for thobe Osram lamps, which were known as metal-filament lamps. 
On September 22nd last a full-page advertisement appeared in the 
Daily Telegraph, which was subsequently repeated in other well- 
known daily ne 
“ Welsbach,” “Aur,” and “Remember that the electric metallic- 
filament lamp was invented by Baron Wels bach, and see that the trade 
mark 'Aur' appears on every lamp." There was also an offer to supply 
the lamps in exchange for other lamps, and only charge the difference 
in the cost of the customer’s electric lighting for the quarter ending 
December, 1909, compared with the corresponding quarter last 
year. At the foot of the advertisement was the name of the 
Welsbach Gas Lighting Co., Welsbach House, Gray's Inn Road. 
Those statements, submitted Mr. Issacs, in conjunction with the 
picture, were calculated to lead persons to believe that the lamp 
which the defendant company was thus offering, was a lamp which 
had been either invented or manufactured by Baron Welsbach, 
whereas that was not true. 
Welsbach Oo.’s premises in Gray's Inn Road, and saw a young lady 
who was in attendance upon customers. Having read the advertise- 
ment, he asked for the lamps as advertised, and asked whether 
they were the Welsbach lamps, and the young lady answered 
“Yes.” Afterwards he saw a salesman and asked the same 
‘question, and received the same reply. Mr. Hale thereupon 
bought two lamps for 5s. 6d. Later he went and purchased 18 
more lamps, and received an invoice upon which the lamps were 


wspapers with a picture of a lamp bearing the words 


Subsequently a Mr. Hale went to the 


described as Baron von Welsbach lamps.” Having dealt in 
detail with the sections of the Act under which he contended the 
defendants had made themselves liable, Mr. Rufus Isaacs said 
that was as far as they proposed to go that day. There would be 
only one formal witness, and then they would ask for an 
adjournment. 

A clerk from the office of the Registrar of Joint Stock Com- 
panies was called, and proved the registration of the defendant 
company. 

. WALTON intimated that there would be a good deal of 
technical evidence, and he was going to submit that no case had 
been made out. | 

Мв. Isaacs remarked that it would be better to hear the evidence 
first. 


The hearing was adjourned. 


BraAckPOOL TAMROAD Co. v. FLBETWOOD URBAN DISTRICT 
COUNCIL. 


TEE Blackpool and Fleetwood Tramroad Oo. were the арен 
and the Fleetwood Urban District Council were the respondents in 
an appeal heard at the Preston Quarter Sessions on Thursday 
last week. The question at issue was whether a length of tramway 
rated at £467 should be treated as a tramway and rated as a 
railway at one quarter of the full rateable value. 

According to MR. SUTTON, who appeared for the respondents, two 
distinctive things were authorised under the private Acts of Par- 
liament of the Blackpool and Fleetwood Tramroad Oo. One was 
a tramroad 6 miles 5 fur. in length, and the other a tramway a 
little over 5 far. long in Fleetwood. In a previous case of the 
appellante, the House of Lords directed that so far as their line was 
& tramroad, the company was entitled to exemption, and ought only 
to be rated to one quarter of the full rateable value. That had been 
done, and the rate of £2,232, which had been previously laid upon 
the company, was divided, thus leaving the ''tramroad rated at 
one-quarter, but the tramway at the full rateable value of £467. 

Against the latter arecesment the appeal was laid. The appellants 
held that although it was a tramway they were entitled to the 
exemption given to railways. | Е 

For the respondents, Мв. Sutton submitted that a tramway was 
not a railway, the test: being what it would be described in 
ordinary language. The rails did not project above the road and 
were laid in the public streets, whereas in a railway the rails were 
raised above the ground and on private property. He contended 
that ifthe Corrt decided that the Fleetwood Co. was entitled to 
5 every tram way in the country could be treated as a 
railway. ' E 

Mr. WonsLEY Tay or, K.C., said if he decided in this case that 
the tramway was а railway, and the decision was upheld by the 
House of Lords, the result would be to turn over three-quarters 
of the rating of the tramways belonging to public authorities. 

“Tramroad” and “tramway,” contended Mr. Норавон, for the 
appellants, meant practically the same thing. In the .present 
undertaking they had through booking, and the same carriages ran 
from one end of the undertaking to the other. | 

The Bench reserved judgment, and Мв. Worstey TAYLOR 
intimated that his decision would be given on November 29th. 


SrovEL TO Fire Pit EXPLOSION, 


SHERIFF ВненмАН, Kirkcaldy, has given judgment for £350 as 
damages, with the expenses, in the case of the pit repairer who sned 
the Fife Coal Co. for injuries sustained in an explosion of inflam- 
mable gas in the Mary Pit, Lochore. Theexplosion, it wasalleged, 
was due to a spark from a motor used in connection with an electric 
fan for ventilating the pit. | | 


HOLMES v. ASSOCIATED NEWSPAPERS, LTD. 
(Concluded from page 653.) 


CALLED for the defence, Мв. James SwINBUBNE said he had 
made a particular study of electricity, and had considered the 
documents in the case, including the plaintiff's specification, 
also what the defendants said had gone before, and the 
defendants’ machine. Various appliances had been in use, 
or tried, for printing machinery, and amonget others was 
that known as the Ward-Leonard system.: As an electrician, 
he could not see that there were any advantages set forth 
in the plaintiff's specification other than those which followed 
from the use of two motors as distinct from one motor Having 
described the defendants’ arrangement, witness said he had 
not found, reading through the plaintiff's specification, anything 
which to him, as an engineer or an electrician, would give him any 
idea that he had in mind the wish to avoid the gentle reversal of 

ressure of the teeth in such an arrangement as described by Mr. 

ugald Clerk. There was nothing stated about it at all. There 
was no invention in an electrician or mechanician coupling his 
machines in series. 

Supposing that prior to 1898 electrical driving was perfectly 
well known, in your opinion would there have been in 1898 any 
invention in merely driving that machine by the motors instead of 
by two sets of pulleys ?—None at all, There would have been no 
invention in 1881, 

His LogpsRI P: Supposing that the printing press had never been 
driven by electricity before, and somebody made a machine which 


E 
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worked satisfactorily—which substituted motors for the pulleys 
and belts—that would require originality, would it not ?—No, my 
lord; because it was directly understood, since there have been 
electric motors, that an electric motor can in every case take the 
place of a belt with advantage. 

Referring to claim 4 of the plaintiff's specification, WITNESS 
. Baid that every specific thing claimed there was per se old. 

Cross-examined by Мв. WALTER: In 1898 a system by which you 
could use a high-speed motor for the purposes of slow driving was 
an advantage, chiefly, not beoause of efficiency, but because of the 
price. Blow-speed motors were not only more expensive to make, 
but they were more wasteful in current. The only system he 
found in the whole of the plaintiff's specification was a system of 
coupling electric motors plus controlling adjuncts. 

Pror. Cuas. VERNON Boys gave evidence, generally bearing out 
the evidence of the last witness. 

In summing ре case for the defence, Мв. ASTBURY said his 
contention was that everything in the plaintiffs invention was to 
be found in the earlier American specifications. In both you had 
all the parts which the switchboard was to operate, and when you 
did operate them you got all the same results in both. 

Мв. Justice NEVILLB asked how, in the American machine, the 
current was cut off in the small motor ? 

Мв. Аѕтвовү said that it was cut off by a plunger falling down 
beyond a certain contact, but not until the big motor had overlapped 
the smaller. The only difference between the American system and 
the plaintiff's, he submitted, was that in one the two starting- buttons 
were side by side, and in the other, one was on top of the other. All 
that the plaintiff had done, he contended, was to take two sides of 
a switchboard and put them together in a way that required no 
invention at all. He submitted that the whole of the plaintiff's 
patent was bad, and, in respect of the only one part that might be 
tlfe subject matter of a patent, the detandante did not infringe. 

Ма. KEBLEY, following on the same side, submitted that what 
the plaintiff claimed that his patent would do had been done 
long before. If the plaintiff had been the first to apply it to 
electric motors in place of the old belt-drive, there might have 
been some subject matter for invention; but the principle had 
been applied to electric motors in the American invention. 

Мв. WALTEB, replying on the whole case, submitted that the 
defendants had only been able to show similarity between the 
patent sued upon and prior inventions, by taking the principle 
only and leaving out all the adjuncts. One feature of the plaintiff's 
invention was that the starting motor worked with & very small 
current ; that enabled the invention to be worked commercially. 

At the conclusion of the arguments, his Lordship reserved 


judgment. А 


In giving judgment on Tuesday, his Г,оврзнтр said that mechanism 
in which auxiliary driving power was used in connection with the 
main driving power or mechanism arranged in such a way that the 
main driving power overtook and then cut out the auxiliary power, 
was well known. Such a device was used in barring and turning 
engines, and in the case of printing presses driven by hand and 
pulley. In the latter case the device was used for, inter alia, the 
purpose of getting a smooth drive from the start, avoiding jerks 
which; were apt to break the paper in the printing press. In 
Such cases, the shaft turned by the small pulley was geared 
sometimes to the shaft of the main pulley and sometimes 
to the shaft of the printing press, or, as Mr. Clark put it, 
sometimes in mechanical series and sometimes in mechanical 
parallel. For the sake of brevity, I will adopt these expressions. 
In the Western Electrician and in the Electrical Engineer was pub- 
lished before the date of the plaintiff's patent a description of an 
American motor-driven printing press. In that case two motors 
were used, main and auxiliary geared to the press in parallel and 
not in series, the auxiliary motor being used for making ready, and 
as I read the description for starting the engine, the two motors 
were 80 arranged that upon the main motor being started it over- 
took and, by releasing a clutch, cut out the auxiliary motor. The 
two motors were operated by separate electrical controls. In my 
opinion, the only noticeable differences between the mechanism во 
described and that of the plaintiff's are, first, that in the American 
machine the motors are geared in parallel, while the plaintiff's 
are in series, and, secondly, there is a different method of 
control A good deal turns upon the question whether the 
difference between motors geared in parallel and in series is 
material The plaintiff's evidence is to the effect that it is. 
It is alleged that if in parallel back-lash would be occasioned, at 
the moment when the main motor took up the driving from the 
auxiliary motor, to the risk of the web. I come to the conclusion 
on the evidence that no appreciable back-lash could be caused in 
the American machine, and that the arrangement of the motors in 
parallel or in series is not a matter of mechanical importance, but 
rather a matter of convenience having regard to the amount and 
position of floor space. Upon these findings the question arises 
whether Claim 1 in the plaintiff's specification is a good claim. As I 
read Claim 1, it is not contined to the use of an auxiliary motor in 
addition to, and driving by, power gear through the shaft of a main 
motor for the purposes mentioned in the claim in connection with 
the plaintiff's controlling device alone, but in connection with any 
suitable electrical device for operating the motors. It appears to 
me that the claim thus construed covera tlie use of the motors as 
described in the published description of the American machine in 
every particular except the arrangement of the motors in parallel. 
I have already stated my oonclusion that this distinction is 
immaterial, and I think, therefore, that Claim 1 claims the use of 
mechanism, the use of which for the same purpose had been 
already publicly described in this country before the date of the 
plaintiff's patent, It follows, in my opinion, that the plaintifi’s 


patent is bad, and that his action for infringement fails, and mast 
be dismissed with costs.” | 
Мв. Автвовт, K.C.: With regard to the particulare of breaches, 
I ask your Lordship to certify that they were reasonable and 
roper. 
3 Ma. WALTER, K. C., said a large number of papers had been put 
forward, but no doubt he and his learned friend could agree what 
should be included, 
His LonpsuiP granted the usual certificate. 


Francis & Co., Lrp., v. West Ham CORPORATION. 


Mr. Јозттои Col RRI DOE and a Common Jury were occupied during 
the greater part of two days in hearing au action brought by 
Francis & Co., Ltd., againet the Mayor of West Ham in regard to 
the liability of the West Ham Corporation for an accident toa 
workman through coming into contact with a live wire connected 
with the electric tramway service. 

Francis & Co., who are blind manufacturers, of 64, Gray’s Inn 
Road, claimed indemnity against the sum of £178 12s. 2d. received 
from the plaintiffs by the widow of a workman under the Workmen's 
Compensation Act for the death of her husband, which, it was 
alleged, had been occasioned by the negligence of the defendants. 
There was also a claim for indemnity against the-cost of the action 
in which the award was made. 

In July, 1908, the plaintiffs were employed by the defendants to 
execute certain repairs to the tramway-shed bliuds at the defendants’ 
depót in Greengate Btreet, Plaistow. It was the duty of the 
deceased workman to place in position a revolving shutter over one 
of the doors through which the electric cars entered the shed, and 
owing, it was said, to the negligence of the defendants’ servants, 
the man came in contact with a live wire, and received a shock 
which knocked him off the scaffold upon which he was standing, 
and his injuries were such that he died on the following day. 
Arbitration proceedings were taken under the Workmen's Compen- 
sation Act, and the plaintiffs, who were the man's employers, were 
called upon to pay compensation to the widow, for which they claimed 
they were entitled to be indemnified by the Corporation of West 
Ham, as the owners of the tramways. The defence was that the 
deceased workman at the time of the accident was under the 
control and direction of a foreman in the plaintiffs’ employ, who 
hadjbeen warned of the existence of the live wire and its us 
proximity to the work which was being done. 

Mr. Ashton, K.C., was for the plaintiffs, and Mr. Macall, K.C., for 
the defence. 

Tho jury returned a verdict for the plaintiffs, and judgment was 
entered accordingly. 


SOME NOTES ON THE MANAGEMENT OF 
AN ELECTRICAL SHOWROOM. 


By DELTA. 


WiTH the increase in the use of electrical energy for 
domestic and other purposes during recent years, there bas 
been correspondingly increased competition with rival 
systems of illumination. Electrical engineers have found it 
necessary to include in their organisation a complete an 
self-contained staff, whose duty it is to disseminate 
information concerning the advantages attaching to the use 
of electrical energy. This publicity department is now an 
important factor in all electricity undertakings, and Ж 
presided over by an official trained and fitted for his position. 
The general methods of publicity campaigns are now well 
understood. Much has been written on the subject, and it 
has received the attention of all engineers supplying elec- 
tricity- for domestic purposes. The principles of- 
important department can now be said to be well established 
on rational lines, and fairly standard general methods are 
in operation. In the case of the various sub-departmente of 
the publicity section, it cannot be said that at present there 
exists that uniformity of practice which indicates a thorough 
understanding of the subject. The sub-sections forming 
together, as they do, the whole department, must have given 
them just as careful study as the broad principles of publicity 
work, if efliciency is to be ultimately attained. Especially 
does there appear to exist some lack of understanding, or ci 
any rate, uniformity of idea, as to the precise lines on whic 
the electrical showroom should berun. This state of affairs 
is, to say the least, undesirable, for the showroom, both 1n 
point of view of capital expenditure, and also in cost 0 
working, is the most expensive part of a publicity depart- 
ment. The function of a showroom being in the first pa» 
educational, it is important that the very ample means 
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this end at the disposal of the publicity manager should be 
used effectively. Lack of attention to the deteils of this 
section of the publicity department will not only, in the 
natural order of things, decrease ite utility, but lead to the 
undesirable result that the existence and cost of working of 
it, are not justified by the benefite accruing to the whole 
undertaking. 

The size of the showroom will, of course, be decided 
within fairly close limits by the amount of capital at the dis- 
posal of the undertaking in question. It is important that 
these premises should not be too large. It is far better to 
have asmall establishment, and spend the money saved on the 
internal decoration, than to have large premises poorly and 
barely equipped. The size should be carefully restricted to 
that which can be adequately or even extravagantly fitted. 
The showroom will, in the majority of cases, bein connection 


with the office of the publicity department, and it is of the 


highest importance that however small the undertaking may 
be, if it boast a publicity manager, this official should be 
provided with a private office in which he can interview 
prospective consumers. A far better effect will be obtained 
than by a semi-private talk in the showroom, where possibly 
other people may be. At least one assistant will be necessary 
in this department, and again, on however modest lines this 
department is run, the selection of this person should have 
adequate care. It is not sufficient to have merely an intelli- 
gent clerk, or an enterprising shop assistant in this capacity. 
The man chosen should be thoroughly well acquainted with 
the class of work with which he has to deal, and should be 
competent to answer all ordinary questions that may be put 
to him. Many may be inclined to regard the foregoing 
statements as superfinous, by reason of their being so obvious, 


bat the writer can assure such persons that he knows of more. 


than one case in which the assistant in charge, for the time 

being, of а showroom in connection with an important elec- 
tricity undertaking, was unable to answer the simplest 
questions having reference to the business. The choosing of 
all the assistants in this department requires great care, and 
the salaries should be such that reasonable knowledge of the 
subject may be expected. 

The actual arrangement of the showroom stock will 
depend, in a large degree, on the particular taste of the 
publicity manager. Variety should be aimed at in the 
selection of the fittings to be exhibited, and one particular 
type should not, as a rule, be unduly multiplied. The great 
number of lacquered brass fittings to be found in many 
showrooms does not secure that variety which should be found 
in an establishment of this kind. It should be borne in 
mind that wrought-iron and oxidised copper fittings do not 
cost a great deal more than lacquered brass and are preferred 
by many people, and for this reason they need not be treated 
altogether as a side line. A glance at many showrooms algo 
seems to indicate that the general public have a predilection 
for fittings of the pendant variety, those of the bracket and 
ceiling type being, in comparison with the others, few in number. 
The arrangement of the windows should be according to 
some well thought out plan, and should be changed at 
regular intervals of time. A showroom that has precisely 
the same appearance from week to week will soon cease to 
attract attention, and become “stale.” It is advisable to 
arrange with the contractors who supply the fittings for the 
showroom, to have these changed from time to time, in order 
that the appearance of the showroom may be continually 
altering. This should especially be done in the case of 
electrical heating devices, as these are many in number, and 
the purchase of even a moderately representative selection 
would entail great expense, while if an arrangement is made 
with the fittings manufacturer the latest types can be con- 
tinually exhibited. . : | 

À question of considerable importance arises at this stage, 
as to the sale of fittings in the showroom. There are 
generally two courses open to the publicity manager. In 
the first place, the showroom can be treated as such literally, 
and the establishment used merely for the exhibition of those 
fittings which are likely to find most acceptance among the 
inhabitants of the neighbourhood, or on the other hand, the 
department may be regarded in à more strictly commercial 
sense, and the sale of fittings undertaken. Which of the 
two courses is adopted will depend, to a large extent, on local 
conditions, especially on the size of the electricity under- 


taking. If fittings are sold at the showroom the amount of 
clerical work necessarily entailed will be considerable, and 
the trouble ensuing in the frequent case of the publicity 
department not being adjacent or near to the offices of the 
department, will by no means be negligible. On the 
other hand, it will be of inestimable value, in the case of 
many consumers, to be able to do this kind of business on 
the spot without the intervention of the manufacturer or 
local electrician. However, as a general rule, the sale 
of fittings should not be undertaken in connection 
with the showroom of an electricity undertaking, except in 
special circumstances, or in the case of the publicity depart- 
ment being at all extensive. Care should, however, be taken 
that information as to cost, &c., of any fitting exhibited in 
the showroom can be at once turned up in the maker’s cata- 
logue. It is not sufficient for the assistant merely to give 
the price, but the person interested should have an oppor- 
tunity of inspecting illustrations of fittings of similar design. 
In the case of fittings being cold at the showrooms, the 
details of such practice fall naturally under the head of 
business methods, and with such details the writer does not 
purpose dealing. ! 

The methods of dealing with the various persons who 
from time to time visit the showroom, call for some com- 
ment, The system employed by many publicity managers 
of having every call recorded is in principle admirable, but 
the practice which is the result of this system, of the 
assistant making strenuous endeavours to discover the names 
and addresses of strangers, when they may not care to dis- 
close them, is of questionable expediency. It should be 
remembered that the function of the publicity department 
is to educate the general public to realise the advantages of 
electric light, and not to persuade them to adopt a particular 
gystem of illumination against their will The showroom 
Seeks to carry out this education in the simplest manner 
possible by placing before the public actual examples of the 
superior method. Obviously, a system that has the effect of 
keeping people away from the showroom is inimical to the 
interests of the publicity department. The knowledge that 
he will be bullied by an assistant into leaving his name and 
address, will often keep a prospective consumer away from 
the showroom, and cause him to continue to use whatever 
system of illumination he then has in his house. For 
this reason the general public should be invited to visit 
the showroom, and undue efforts should not be made to 
obtain the names of those so doing, while it is pointed out 
that such information is requested, and will be gladly | 
received. If this information is supplied, the person in 
question can, of course, be called upon and carefully looked after 
in the orthodox fashion until the application form is signed. 
While bearing in mind the fact that the showroom does 
not exist for the gratifying of idle curiosity, it should never 
be forgotten that no custom or rule should be suffered to 
remain in force that has the effect of keeping the undecided 
person away. 

To say that a showroom should be adequately lighted is 
to express a platitude, and no publicity manager would be 
guilty of neglect in this particular. It is, however, possible 
to be needlessly or even harmfully extravagant in the illu- 
mination of these premises. The general public are quite 
well aware that an excessive degree of illumination can 
obtained by the use of any illuminant, provided sufficient 
money is spent for the purpose. An enormous blaze of 
light is not a primu facie argument in favour of electric light, 
and is very costly to the department. The superfluity of 
illumination should also be avoided in view of the fact that 
this will hinder the display of various fittings, and will also 
make the premises uncomfortable. 

This important department of the modern electricity 
supply undertaking calls for great and detailed care in its 
management. There is no reason why it should not be run 
on lines of thorough efficiency, it being borne in mind that 
the existence of no department is justified if the result of a 
long period of working is a loss to the undertaking. Of 
course, it is impossible to adequately estimate the efliciency 
of such a department, for many circumstances, out of the 
control of the publicity section, may hinder an otherwise 
willing consumer from being connected. The cost of working 
the showroom should be as rigorously studied as in the case 
of the generating station, for unprofitable, extravagance and 


лл — — . —— . w;ͥ—œ . — —— —— ——̃ä — Ара 
696 THE ELECTRICAL REVIEW. [VoL 65. No. 1,666, Oo $9, 1909, 


waste can easily occur. Above all, the showroom should be 
up to date, and any new electrical device on the market 
should be exhibited as soon as poesible. Progress and 
economy are two cardinal maxims in modern business 
methods, and in no commercial enterprise will the observance 
of these contribute more directly to efficiency than in the 
case of the electrical showroom. 


BUSINESS NOTES. 


Consular Notes.—Turkey.—The British Consul at 
Salonica reports that the electric tramway in that town, which 
began running in June, 1908, has survived several attacks of the 
strike epidemic, and now has no competitor in the shape of passen- 
ger steamboats, all except one having returned to Constantinople. 
In 1909 a few additional tramcars will be imported. Something 
is at last being done by the municipality to improve the lighting 
of Salonica. The electricity will be supplied by the dynamos 
which drive the electric cars. The wires will be carried overhead, 
and for this purpose 211 tapering trellis-pattern standards of 
Belgian iron of an average weight of 1,760 lb. are to be used. 
Private consumers still seem to be deterred by the tariff—70 c. per 
unit—though this compares favourably with European rates; and 
the Consul has been assured it is to be the maximam rate. So far 
three theatres and a big flour mill are the only instances of private 
electric installations. Three of the four main arteries of Salonica 
will shortly be lighted by electricity, as well as one or more of the 
principal cafés. The telephone is in use in the Custom House, the 
offices of the Provincial Government and the Inspectorate- General, 
and the police-stations are also linked up by telephone. The 
instruments are being imported chiefly from Germany. 

The British Consul at Smyrna reports that application has been 
made to the Government for the concession forthe right of exploit- 
ing electric lighting and traction in Smyrna and suburbs. In this 
connection the Consul calls attention to the Official Programme of 
public works, issued by the Imperial Ottoman Ministry of Public 
Works, which deals with this &mongst other projects. The book 
(printed in French) may be consulted at the offices of the Oom- 
mercial Intelligence Branch of the Board of Trade, 73, Basinghall 
Btreet, London, E.C. That British merchants and manufacturers, 
and even finan ‘ial houses, are taking а more active interest in the 
trade of Turkey is evidenced by the Press reports and by the 
iacpeased number of inquiries reaching the Consulate-General. 
Most of these inquiries are for names of local dealers in the special 
article or articles in which the home merchant or manufacturer is 
interested, or for those of suitable agente. Suitable answers are 
duly supplied fo these inquiries, but it may not be amiss to observe 
that in most cases the information sought for is already in the 
possession of the Commercial Intelligence Branch of the Board of 
Trade, a direct or first application to which would very often mean 
а saving of time to the inquirers. The recently established British 
Chamber of Commerce in Smyrna ought to prove of additional 
service to British merchants and manufacturers disposed to extend 
their businesses in Smyrna. 


A Tantalum Smoker.—A smoking concert was held 
at the Crown and Oastle Hotel, Dalston, N.E., on Friday last. Mr. 
A. D. Hunter was in the chair, and a number of visitors were pre- 
sent, including Mr. 8. Green (St. James’ and Pall Mall Oo.), 
Messrs. R. E. Pooley and Clifford Austin, Mr. H. E. Harrison 
(Great Northern and City Railway), and Mr. Lidgey (of Mesers. 
Siemens Bros., Cardiff branch) The programme was provided 
chiefly by the joint staffs of Messrs. Siemens Bros. 


Exhibition Awards.—THE Cowrer-CoLes ENGINEER- 
тне O0., Lrp., have been awarded by the juries for the different 
sections of the Imperial International Exhibition a Diploma for 
Grand Prize in connection with their metallargical and electro- 
chemical exhibits, and a Diploma for Gold Medal for Mechanical 
Engineering ; also a Diploma of Honour for Applied Chemistry. 


Bankruptcy Proceedings.—The affairs of LAING, 
WHARTON & Conninaron, electrical engineers and contractors, 7, 
Great Newport Street, St. Martin's Lane, W.C., were again before 
Mr. Registrar Giffard at the London Bankruptcy Court on Wednes- 
day last week. It will be remembered that, in the preceding week, 
Harry Pigott Allison, a member of the firm, was granted an order 
of discharge, subject to a judgment for £200 being entered against 
him. Mr. Hansell, for the debtor, now asked that the £200 should 
only become payable from any surplus income above £400 & year, 
on the ground that his client could not properly earn his living 
under that amount owing to the character of the business in which 
he was engaged. Mr. W. P. Bowyer, assistant Official Receiver, 
suggested that £350 per annum was amply sufficient for the debtor's 
expenditure, and that anything beyond that amount ought to be 
handed over to Mr. Alfred Page, the trustee under the bankruptcy, 
to be placed against the amount of the judgment. Mr. Hansell 
agreed to the amended sum, and said his client would file an account 
of his income every six months, until the judgment had been 
satisfied. The order of the previous Wednesday was amended on 
those terms. 

E. A. BBRANDON, electrical and mechanical agent and factor, 
trading as E. A. Brandon & Co. at 33, Devonshire Ohambers, 
Bishopsgate Street Without, E.C.—The public examination of this 


debtor was to have been held on Wednesday last week. The state’ 
ment of affairs showed total liabilities £2,107, of which £1,137 wa 
expected to rank against assets valued at £8 1s. 8d., after deducting 
£14 16s. 6d. for payment of the preferential claims. The case wu 
not reached at the rising of the .Oourt, and the hearing was 
adjourned until November 10th. 

S. E. Вигтн, electrical engineer, Lincoln.—A receiving order was 
made on October 19th on & creditor's porton: First meeting and 
public examination, November 4th, at Lincoln. 

Enric Eaton, electrical engineer, Ashton-under-Lyne.—Fint 
meeting, October 80th ; public examination, November 18th—the 
former at Manchester, the latter at Ashton-under-Lyne. 

Евнквт Goopmay, electrical engineer, Coventry.—4A receiving 
order was made on October 22nd, on debtor's own petition. 


Trade Annouucement.—Msn. GrorcEe  ELLIBOS has 
just completed extensions to his works at Warstone Lane, Birming- 
ham, which have been made owing to increased business. 


South African Order.—Mkxssns. ANDRE CITROEN ах 
Co., of 19-21, Queen Victoria Street, have just received a 2300 
order for their machine-cut double helical gears in connection with 
South African hoists. 


Stirling Boilers.—The following are among the orders 
that have lately been received by the Szi&LING Borres Co., Lb.: — 
a NO Stirling boilers for the Indian State Railways (Oudh & Rohllkund 

ailway). 

Boiler for Copenhagen Tramways. 

Boiler, chain grate stokers and superheater for the Newcastle and District 
Electric Lighting Co. 

Boiler, superheater and chain grate stoker for the Borough of Partick. 

Two boilers and superheaters for Fulham Electricity Works. 

The foregoing are all repeat orders. 

Order for boiler, superheater. and chain grate stoker for Ashton- under. Гум 
Electricity Works. 

Order for boiler fired with waste gases from destructor for the General Post 
Office, Mount Pleasant. 

Besides the above, orders for many large boilers for important 
paper works, chemical works, cotton mills, oil works, sugar 
refineries and other general manufactories are in hand. 


Renovation of Glow Lamps in Germany. — The 
attention of the Imperial Chancellor was recently drawn to the 
opinion, as expressed in newspaper advertisements, that glow lamps 
can be placed on the market, without payment of the lamp tur, 
which have been reconstructed either by the insertion of new fla- 
ments or by the cleaning of the blackened bulbs, followed by re- 
exhausting of the lamps, the contention being that these operations 
do not represent manufacture within the meaning of the law in 
regard to the taxation of illuminating articles. As the Prusian 
Minister has just informed the chief revenue authorities, this view 
of the question is based neither upon the law nor upon the 
conditions. Both lamps whose filaments have been burnt through 
and those which have become blackened, are technically d 
as used. If they are again made capable of service, this is 
as equal to the manufacture of new lamps, and these lamps are t 
be taxed as new lamps as soon as they are removed from tbe rooms 
of the establishment in which the construction or the reconstruc: 
tion has taken place. Іа addition to this, lamps which become 
unserviceable before use, perhaps during dispatch, or shortly after 
being placed in use, cannot be put on the market after resons'ree 
tion without being subject to taxation, as compeneation for tbe ta 
in the form of a lump sum to manufacturers is provided for in the 
case of lamps which become unserviceable in this way. 


Book Notices.—ZElektrische Uhren. By Dr. A. Тобе 
and J. Zacharias. Second revised edition. Vienna: 4 
Hartleben. Price M 3.—This book was originally published some 
years ago, but has now been practically re-written, as the sobj*d 
of electric time service has advanced more than most othe! 
branches of electric work, more especially in connection with the 
maintenance of public clocks. After & short historical introduction, 
the writer proceeds to а detailed description of the various electric 
devices employed in connection with clocks. Ohapter I deals with 
driving mechanisms (electrically influenced pendulums, ae 
winding devices, &c ) and with contact-making devices. Chapter I 
describes the electric distribution of time to the various р 
of a town, district or country. In Chapter III electric chrono 
graphs, time-registering devices and other scientific instrament! 
are described, and in Ohapter IV а usefal descriptive catsloge 
of the various patente taken out in connection with elec i 
clockwork between 1877 and 1909 is given. This list is divide 
into seven groups: (1) Self-contained electric clocks and 9 
installations; (2) electric clocks controlled from a distance: 
circuit arrangements for electric clocks; (4) devices fcr setting ue 
hands of electric clocks; (5) regulation devices; (6) electric strik:ne 
mechanisms; and (7) electric winding and contact-making dericet 
The book is comprehensive and fairly up to date, although АЁ 
deal of obsolete material has been retained from the older edition 
The treatment will appeal more to those engaged in the work this 
to studente, as there is much more detailed description of 
constructions than critical comparison of typical arrangements. 10 
Fowler's Mechanics! and Machinists’ Pocket Book and Diary, 1919. 
By W. H. Fowler, Wh. Sc. Manchester: Scientific Pablisbing 
Co. Price 6d. net.— This is the second edition, and has been co 
siderably extended in scope and contents; it contains a grest ке 
of information for machinists, and strikingly illustrates the gres 
changes which have taken place in workshop practice dud 
the last 20 years, Numerous tables and data are included, and t 
book will no doubt be as popular as the other handbooks 
from the same source, bbe 
Arithmetic of Electrical Measurements. By W. B. P. Ho < 
Thirteenth edition, London: Т. Murby & Oo. 1909. Price Js 
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In this book a large number of problems are given which involve 
the application of Ohm's law, Lenze law, and other fundamental 
principles of electric technology —some of them being derived 
from City and Guilds examination papers. Numerous examples are 
fully worked out, and brief explanations of the governing conditions 
are included. The book should be useful to students as affording 
practice in such calculations. Answers are appended to the 
questions. 

Standard Dimensions for the Threads of Sparking Plugs. Engineer- 
ing Standards Committee (Report No. 45). London: Orosby Lock- 
wood. Price 2s. 6d. net.—The Oommittee’s investigations bave 
shown that the general practice in making sparking plugs is to 
employ a thread similar to that originated by Messrs. De Dion- 
Bouton, having 17 threads to the inch (corresponding to a pitch of 
1°5 mm.) This thread is во extensively used in this country for 
sparking plugs that considerable difficulty would be experienced by 
manufacturers in adopting any other standard, and it has therefore 
been adopted by the Oommittee. The Report gives the dimensions 
of the thread on the plug itself, the tap for cutting the thread to 
receive if and the gauges for both the plug and the female thread. 
It is the Committee’s intention to hold a conference in the near 
future with the automobile societies in order to draw up an 
alternative standard of larger diameter, which will permit of a 
more satisfactory design for the sparking plug. 

Everybody's Story Magazine, November.—This is the first issue of 
a new 44d. magazine, iesued by the Religious Tract Society, for 
which there has been a very large demand already, and the machines 
are still running. It contains & number of complete short stories, 
forming very readable fiction for the railway traveller or for our 
voteless folk at home. 

British Standard Specification for Ammeters and Voltmeters.— 
The Engineering Standards Committee (Report No. 49). London: 
Crosby Lockwood. Price 2s. 6d. net.—In this specification, instru- 
ments are classified as sub-standards, first grade and second grade 
instrumente, according to their accuracy. The, second-grade 
instrament, having а not very high order of accuracy, is 
suitable for workshops and similar places where accuracy is 
not of vital importance. The Committee make certain definite 
recommendations for the construction of instruments, and 
standard scale readings for ammeters and voltmeters have been 
adopted, reducing the number of scales which have to be kept io 
stock. The drop in pressure on the shunt has been standardised, in 
order to obtain interchangeability ; its value is different to the 
German standard. The transformation ratio of a pressure trans- 
former has been fixed, as well as the current in the secondary 
circuit of a series transformer. The Committee intends dealing in 
a separate report with standards for instrument transformers, 
resistances and separate shunts. The question of accuracy has 
necessitated a great deal of investigation and prolonged discussion, 
on account of the inherent differences in the various types of 
instruments, as well as the degree of accuracy attainable under 
practicable working conditions. The difficulty of expressing in a 
simple manner the permissible limits of error when these had been 
decided upon gave the Committee a considerable amount of pre- 

iminary work before a useful result was attained, and we are 
assured that the figures for the accuracy are based on actual “test 
records supplied for the use of the members. 

Examination Questions in Electrical Engineering. By a Certifi- 
cated Teacher. London: 8. Rentell & Oo. Price 1s. net.—This 
little book gives the questions set by the City and Guilds Institute 
at its examinations in the title subject since 1900, with answers 
where these are numerical; complete answers and illustrated solu- 
tions are given for the questions set in 1908. In spite of the 
possible suggestion that books of this kind aid “ cramming,” there 
is no doubt that they are of great assistance to both student and 
teacher: to the former by enabling him to test and exercise the 
knowledge that he has acquired, and to the latter by providing 
him with a store of suitable questions for home work. Мапу 
students of considerable ability undoubtedly fail to convey to the 
examiner a due sense of their attainments simply because they have 
not acquired the knack of answering examination questions in the 
most efficient way ; these will find the fully worked examples most 
helpful, and we understand that in future issues of the book full 
solutions will be appended to all new questions. So far as we have 
tested the solutions they are correct, and the book is well printed. 

% Electrical Engineering.” Ву C. P. Steinmetz. New York: 
McGraw-Hill Book Co. 1909. Price $4.00 net. 

" Radiation, Light and Illumination.” By C. P. Steinmetz. 
New York: McGraw-Hill Book Co. 1909. Price $3.00 net. 


Effect of Strike in Sweden. — According to the 
Swedish industrial journal, Norden, a striking example of the 
disastrous effect of the great strike on the Swedish industry is 
found in the statement of the proprietor of the Scandinavian 
manufactory of incandescent electric lamps at Nykoping, that 
his firm lost & contract for the delivery of 300,000 incandescent 
lamps to a German firm. Owing to the new Bill introducing a tax 
on electric light in Germany, it was in the interest of the manu- 
facturers and the wholesale, as well as retail, trade to supply their 
customers, or all consumers of electric light, with as many lamps as 
possible before October 1st. His firm thus received an order for 
300,000 lamps, but the strike commenced, unfortunately, and the 
result was that only 20,000 lamps were delivered, 


Electrical Smelting.—The Swedish Iron Commission, 
appointed by the Government, a short time ago appointed a Com- 
mittee with the object of going into the question whether the 
Commission ought to provide the necessary capital for carrying on 
experiments on the electrical smelting of iron ore, not only for the 
- purpose of attaining a practical solution of the problem, but partly, 
and perhaps chiefly, with the view of being able to make practical 
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demonstrations of the processes and furnaces before iron masters 
aud other representatives of the iron industry, so as to call their 
attention to the advantages of the electrical process. It is estimated 
that & sum of 250,000 kr. (£13,833) is required in order to build the 
plant and to carry on the experiments long enough to ascertain the 
economical resulta. 


Charge of Stealing Lamps.—At St. Helens on 
October 20th, Frank Hammond, alias Dr. Kerr, George Frank 
Blease, F. Taylor, &c., was charged with stealing 40 electric lamps 
from the London and North-Western Railway Station. Accused 
had been employed at the New Brighton Tower as an electrician, 
and he obtained the lamps by representing that he had been sent 
for them by the Rev. Father Proctor, to whom they had been con- 
signed. He then sold 29 of the lamps to a Warrington tradesman 
by stating that they were a bankrupt stock. Prisoner was sentenced 
to six months’ hard labour. At Warrington, on the previous day, 
Hammond was sentenced to three months’ hard labour for stealing, 
ы меш of a trick, six electrio globes, value 18s., the property of 

. H. Bibby, 13, Arpley Street, and obtaining by similar means 
ко electric globes, value 6s, from Mr. T. Daintith, 121, Bridge 

treet. 


Catalogues and Lists.—THe ELECTRIC AND ORDNANCE 
AccESSORIBS Co., LTD. Cheston Road, Aston, Birmingham.— 
Twenty-four-page illustrated catalogue (No. F79), in which they 
set out very fully particulars of their ' Eclipse” electric heaters. 
Special attention is devoted to the convector patterns, and some 
very acceptable designs are shown for different classes of buildings. 
Circular patterns, electric car and train heaters, wall and cylindrical 
type heaters, factory heaters, &c., are represented, catalogue 
numbers, code-words, prices and sizes being given. A small section 
of the catalogue is devoted to glow lamp radiators. Two amall 
folders have also been received, one relating to these heaters, giving 
sizes, prices, &c., the other giving prices, &c., of ће E.O.A." 
metal-filament lamps. Contractors who apply to the firm ssing 
the wish can have a quantity of these folders with their own name 
and address printed thereon. 

Tux» ELIOTRICAL Твлриав SuPPLY, Lro., Britannia Works, Great 
Charles Street, Birmingham.—Twenty-four-page catalogue, їп. 
which they set out numerous illustrations, with prices, &o., of a 
variety of E Т.В. porcelain and stoneware insulators and cleate, 
ironwork for insulators, tools for line construction and general 
electrician’s service, also various sundries. . 

Тнв Ѕсяввлм LAMP Oo., LTD., Park Road, Gateshead.—From 
this company we have received а number of publicity novelties, 
postcards and other things setting forth the claims of the Sunbeam 
metal lamps, which “ give the best light in the world,” and “save 
14s. in the £ on your lighting bill.” A neat hanging show-card 
effectively represents the bowels of the earth brilliantly lighted 
by one of these 220-volt lamps—the candle-power is not stated. 
Copies of all this advertising matter are being distributed broadcast 
amongst the trade, 

Тнк GENRAL Ёг®ствїс Oo., Lro., of Queen Victoria Street, 
E.C., seems to have a never-ending variety of novelties in its 
Wonder Box of Publicity. The saving in one's lighting bill and 
the additional flood of light when using Oaram lamps, as compared 
to when one used carbon-filament lamps, is easily seen by operating 
the cardboard switch on the card just received. 

Мувѕвв. BAXENDALE & Oo., Miller Street, Manchester.—68-page 
catalogue detailing, with an abundance of illustrations, their various 
telephones and telephonic manufactures, fire alarm apparatus, wires 
and cables, batteries, insulators, &c. A number of pages are occupied 
with clear diagrams of connections, 

Messes. FALK, STADELMANN & Oo., Ітр., 83-87, Farringdon Road, 
London, E.C.—The plaster bust of Mephistopheles” with which 
this firm have long made the ''Efesca" metal-filament lamp 
familiar to electrical men and consumers, has in the publicity efforts 
of the makers taken upon itself a cardboard cut-out form. This 
cut-out is designed to carry suspended from the Mephistophelian 


"hand an actual lamp, and it is for counter or shop-window display. 


Being less expensive to produce than the plaster busts, the new 
device can be distributed more freely, and Messrs. Falk, Stadelmann 
are prepared to supply one or more to any electrical contractor or 
dealer who will communicate with them.  'l'hey are not discon- 
tiuuing the use of the plaster cast, which they supply to their more 
regular Efesca lamp customers. / 

Messrs. 8. W. Martyn & Co., 11, Pratt Street, Camden Town, 
N.W.—Two pocket lists; one entitled What a Nice Car!” particu- 
larising regarding the firm’s motor-car business ; the other, entitled 
" An Imitation," drawing attention to their electric lighting, 
heating and cooking and other installation work. 

MR. GEORGE ELLisox, Birmingham.—lIllustrated and priced 
leaflets ; No. 102, describing oil-immersed three-phase rotor-starters ; 
No. 221, detailing their oil-break circuit-breakers ; also an attractive 
date-card for November. 

THE CABLE ACCESSOBIES Oo., LTD., Britannia Street Works, Tivi- 
dale, Staffs.—Illustrated list of 16 pages giving particulars of their 
electric light cast-iron water-tight fittings, &c., for collieries, 
factories, mills, street and general lighting. Hand lamps, cluster 
light fittings, arc-lamp winches and other tackle, fuse boxes and 
sundries, are noted. 

Messrs. MIRRLEES Watson Co., LTD., Scotland Street, Glasgow. 
—A number of new publications have just been issued. The chief 
is a 20 page finely illustrated catalogue of independent condeneing 
plant, the relative merits of the three following types being dealt 
with; surface condensing (counter-current or contra-flow); jet 
condensing (elevated self-draining counter-current type); jet 
level counter-current type). Photographs 
and line drawings are included of a number of installations 
that have been put into different works, electrical and other. The 
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other publications are devoted to the following subjects: Conden- 


sing plant for rolling-mill engines at the steel works of Messrs. 
David Colville & Sons, Ltd., at Motherwell; surface condensing 
installation at Leeds Corporation electric lighting station; 
utilisation of exhaust steam on the Rateau system; tabulated list 
of independent condensing plante installed by the firm; two 
surface condensing installations at Pretoria, 8, Africa, and at Meerut 
electric power station, in India; jet condensing plant at a Scottish 
Oo-operative Works; condensing plant for blowing engines at 
the Workington worke of the Moss Bay Hematite Iron and Steel 
Co., Ltd.; surface condensing installations supplied to the 
Lancashire Electric Power Oo. and the Yorkshire Electric 
Power Co.; and the Mirrlees-Edwards sir pnmp. All of these 
pamphlets are of uniform size, and are executed in very good 
style on art paper. 

Messrs. Н. G. Mayer & Co., 67, Alderrgate Street, London, 
E. O.— New price list of Plania ” carbons for open, enclosed and 
flame arc lamps. ; 


LIGHTING and POWER NOTES. 


Bath.—The Electric Lighting Committee is desirous of 
extending the area of supply to within a radius of 3 miles from the 
Guildhall, and it is intended to interview the representatives of 
the Somerset Power Co. respecting the cession of its powers, 


Bedford.—The T.C. has received from the L.G.B. 
sanction to a loan of £630 for street lighting by electricity. 


Berkhamsted.—The U.D.C. has executed an agreement 
with the Chesham E.L, and Power Co. 


Bradford.—At a recent meeting of the City Council, the 
annual report of the city electrical engineer was adopted. This 
points out that it is hoped to have the first turbine extension run- 
ning іп а few weeks, and the second a month later. The beneficial 
effect of reductions made two years ago in the rates for power 
and heating, and of the special terms offered to consumers taking a 
bulk supply, is now being felt, the units supplied to consumers 
affected by these rates having risen from 2,697,381 during the year 
ended June 30th, 1907, to 5,039,274 in the year ended June 30th 
last. Both hired and purchased motors are on the increase, 
whereas, previously there had been a falling off. Some fear is 
expressed as to the immediate future as regards lighting revenue, 
owing to the universal adoption of metallic-filament lamps; the 
units sold for lighting during the past half-year are less than those 
sold during the half-years ending June 30th, 1907-8. The total 
number of consumers has increased from 2,313 to 2,457. Con- 
siderable economies in production are expected when the turbine 


plant is in service, and also as a result of advantageous coal 
contracta. 


Brighton.—The borough electrical engineer is recom- 
mending the purchase of a fifth turbo-alternator for the Southwick 
generating station, owing to the increasing demand for electricity. 


Bushey.— Watford U.D.C. is taking steps to ascertain the 
probable number of consumers for E.L. in the area of the Bushey 
U.D.C. Ifthe demand warrants it Watford will, with the consent 
of Bushey U.D.C., apply for a prov. order. 


Canada.—The parish of Pointe aux Trembles, says the 
Canadian Engineer, has awarded to the Saraquay Electric and 
Water Co. an exclusive franchise for electric light and power over 
a territory of 35 square miles on the Island of Montreal. A corres- 
pondent states that the company is about to install an electrically- 
driven water-works pump witha capacity of 14 million gallons per 
day, also six 250-K w. 11,000-volt transformers. A contract for a 
500-Kw. steam turbo-generator has been placed with the Canadian 
General Electric Co. 


Continental Notes.—SwEDEN.—4À meeting was recently 
held at Stockholm at which some of the most prominent and well- 
known landowners and representatives of industrial circles were 
present, when it was decided to form an association under the 
name of the Swedish Water-power Association. The object of this 
association is to form a central body, which will be able to further 
the joint interests of the owners of the waterfalls. As the develop- 
ment of the electrical industry in connection with the waterfails 
makes new legislation for the regulation of the rivers and the water- 
falls absolutely necessary, the Association will be able to represent 
and to protect the interests of the owners in a way that will carry 
great weight, when the new law is drawn up. It is further 
intended to assist the members with information and advice, and 
to make the waterfalls and everything connected therewith a 
matter of special study. In Norway invitations to attend a 
meeting in order to discuss the formation of a similar association 
have been sent out by men interested in the matter. 

The Hellefors Ironworks Company has just placed with the 
New United Electric Company the orders for the entire electric 
equipment of the just completed extension of its works. It comprises 
five large three-phase generators, and transformer station complete 
with the necessary apparatus, The grinding sheds will be driven 
by the biggest electric motor so far used in Sweden—an asynchro- 
nous three-phase motor of 2,700 H.P. at 210 B.P.M. For driving 

he acceesory machinery of the grinding sheda, there will also be 
nstalled a similar motor of 400 E. p. 


BwrrzERLAND.—The Electrieitäts Genossenschaft is the name о 
а new concern which has lately been organised at Sins (Meienbu) 
to establish a 5 in the town for the supply of ele 
trical en for lighting and power purposes. e 

. Société des Forges et Laminoirs de Baume kis 
decided on the establishment of a large new electric power plant, 
at au estimated cost of £14,000, for the driving of the rolling mili 
at its works. 


Crompton.—The U.D.C. has decided that whenever 
there ів a specific application for electricity, Oldham T.O. shall be 
allowed to supply it, subject to the Council's future interests being 
safeguarded. | 


Falkirk.—A note in our issue of October 8th unde 
this heading, dealing with the Corporation electricity undertaking, 
made it appear that after paying interest, &c., there was a clear 
profit for the year of £953. We have since received an abstract of 
the accounts of the T.0., and find that after paying interest a 
balance of £999 remained, but after meeting sinking fund, bed 
debts, taxes, &c., there was a deficiency of £316—this sum, how- 
ever, including £227, the cost of procuring the provisional order, 
which had appeared in the capital account. 


Frodingham.—The U.D.C. has decided to apply for a 
prov. order for E.L. The Council has already arranged to light 
the streets by electricity. | f 


Fleetwood. The U. D. C. has decided to pay its clerk 
the sum of 50 guineas for extra work—legal and Parliamentary— 
done by him in connection with the acquisition of the electricity 
undertaking, the said amount to be included in the next loan. 


Llanelly.—An electrical plant is being installed at the 
Morfa Tinplate Works for providing power in the cold-rollisg 
department. This is a new departure in the neighbourhood. 


London.—Sterney.—The new generating station of the 
Borough Council, situated at Blyth’s Wharf, Limehouse, was 
opened by the Mayor on Wednesday afternoon last. The new 
plant will have many advantages over the original station st 
Osborn Street, not the least being sea-borne coal and ample con- 
densing water, whereas at Osborn Street the plant is necessarily 
non-condensing and all fuel carted. The buildings are of sted 
and concrete—provision being made at one end for extending 
them. The boiler house contains an initial installation of three 
water-tube boilers, and space remains for four more. One boiler of 
22,000 Ib. per hour capacity is fitted with Underfeed stokers aad 
forced draught, and the two smaller ones with chain grates aad 
induced draught. The bunkers will accommodate 1,000 tens of 
fuel, which will eventually be handled mechanically over the river 
wharf, Steam is supplied to one 2,000-к.т.л. Willans Fra 
turbo-alternator and one 1,000-xw. Parsons turbine with two 
generators in tandem, this plant being similar to one installed sí 
Osborn Street, which is to be removed to the new building shortly. 
Both turbines are equipped with contraflo condensers and air 
pumps, the circulating water being obtained from two river wells 
equipped with Rees-roturbo circulating pumps and piping апа 
on the Bowden patent system, as described by us in Mo: 
with the South Metropolitan Electric Light and Power Oo. U station 
at Greenwich (see ELECTRICAL Ruvmw, August 20d, 1907). The lame 
turbine unit generates three-phase current at 6.600 volte, and in the 
case of the smaller machine, the output is transformed up to this 
pressure, the machines being controlled by 2. . r. switchgear of - 
Reyrofle ironclad type installed ina gallery. Similar switchgear 
provided at Osborn Street, where motor-converters ate installed to 
convert and transform the н.т. a.o. supply to direct current st 
normal pressure; the Mers-Price patent system of control is 
installed in connection with the B. H. . swi . The 17. 
boards are of Messrs. Crompton's make. The total of mains 
now laid in Stepney amounts to 150 miles ; the borough bas » river 
frontage of 24 miles, almost the whole of which is lined with large 
warehouses, &c., and it is anticipated that these will take a large 
supply in the near future. The electrical and mechanical equip- 
ment, has been installed to the design, and under the supervision of, 
the borough electrical engineer, Mr. Wm. C. P. Tapper. 

Crry.—At the last meeting of the City Corporation, the Streets 
Committee brought up a report relative to the notice (already 
mentioned in this paper) of the County of London Electric Boppy 
Co., of its intention to commence the laying of electric N 
various important streets. It was agreed to give notice bor 
proposed works were disapproved of. An application was к 
by the City of London Electric Light Co. for permission to 
mains in King William Street, Lombard Street and Creech 
Lane. The required permission was granted subject to the works 
in King William Street and Lombard Street being commenced after 
six o'clock on a Saturday evening and continued continuously ved 
Sunday. It not then completed, the trenches are to be filled, 
operations are to be resumed on the following evening. The een 
Committee is to arrange for some further experimental lighting 
the thoroughfares, as suggested in the report on the à 
inspection of various systems of publio lighting on the (шч 

HaMrsTEAD.—The recent electrical exhibition was visited by 
12,000 persons. А 01 7 

HAMMERSMITH.—A referee having been appointed by the B. ot 1. 
to inquire into the complaints as to the condition of the London 
United Tramway tracks, the Council's solicitors have been 14" 
structed to retain counsel and obtain expert engineering awe 
ance. The authorities of the Shepherd Bush Exhibition duele 
the Council expressing a desire to enter into a contract for 
supply of three-phase current for the remainder (four amr 
of the contract period. The Oouncil communicated with 
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Kensington and Notting Hill Electric Lighting Companies, from 
whom it purchased the current, with the result that the com- 
panies, with the exception of a few minor-modifications, to 
which the Exhibition authorities are willing to agree, are 
prepared to enter into a contract to give the supply required 
upon the same terms as those under which the present 
supplementary three-phase supply is given. The Electricity 
Committee directed the attention of the Works Committee to an 
experiment which had been tried in the lighting of the Grove by 
substituting for one of the existing arc lamps a 400-0 р. “ Osram," 
with clear glass globe. The annual cost to the electricity under- 
taking for lighting the Grove by arc lighting, is £138, compared 
with £92 18s. 6d. for the incandescent lighting, and the cost of the 
conversion is estimated at £20 lls. 4d. Having regard to the 
saving to be effected, and the increased lighting efficiency to be 
gained, the system of lighting the Grove is to be converted as 
suggested. ` 

The East London Electrical Exhibition, to which we referred 
last week, closes to-morrow ; we understand that it has resulted in 

good business in electric plant, motors, &с. 

The Finsbury librarian reported at the meeting of the Council on 
October 21st that the introduction of Osram lamps at the Central 
Library in May last had caused a saving in the cost of current 
amounting to £14. into consideration that the period 
covered was the lightest portion of the year, it was not too much 
to believe that when there was a complete installation of Osram 
lamps at the Central Library and branches, the saving in the cost 

. of current would be at least £80 per annum. 

Some details of the new Post Office power station on the Surrey 
Bide of the Thames at Blackfriars were contained in a recent issue 
of the Times. The new plant will supersede three existing instal- 
lations; it is housed in & brick and steel structure, and will include, 
in the first instance, three Willans-Dick, Kerr turbo-alternators, one 
of 500-K w. and two 1,000-kw. capacity. The plant is to operate on 
17 lb. steam per kilowatt-hour (presumably at full load), and will 
generate at 6,600 volts pressure, A small Willans steam dynamo 
and a B.T.-H. motor-generator are provided for excitation. The 
main switchgear is of Westinghouse type, and other adjuncts are a 
20-ton three-motor traveller in the engine room and coal-handling 
and conveying plant by Babcock & Wilcox. Seven Stirling boilers 
are installed, three of the land type, each of 20,000 1b. per hour 
capacity, and four of the marine type, each of 17,750 lb. per hour 
capacity. The fuel will be bituminous slack, which will be burnt 
in chain grate stokers. Duplicate cables couple the plant with 
sub-stations in the main Post Office buildings, where the supply will 
be transformed down to 440, 220 and 110 volts for generaluse. The 
40 miles of pneumatic tubes radiating from St. Martins-le-Grand 
require some 500 н.р. for their operation, and the numerous lifts, 
conveyors, and other applications in addition to lighting will 
ensute & good load for the new plant. 


Macclesfield.—It is understood that the B. of T. has 
intimated to the T.C. that it proposes to revoke the E.L. order, and 
in consequence the General Purposes Committee, which bas dis- 
cussed the matter in camcra, has recommended the Council to 
empower the Gas Committee to prepare plans and estimates for the 
supply of electricity within the borough. 


Methley.—The U.D.C. has granted permission for the 
Yorkshire Electric Power Co. to pass through the district with 
overhead lines for the purpose of supplying energy to the Castle- 
‘ford district. 


Rawtenstall.—The Globe Spinning and Manufacturing 
Co., Ltd., has applied to the T.O. for a supply of 1,500 н.р. for 
driving the works. 


Rotherham.—The T.C. has decided to apply by a 
Parliamentary Bill for power to supply electricity in the Tinsley 
district, to lay a feeder and distributing main in tne Broom dis- 
trict, and to borrow £5,000 for small extensions of mains and 
additional services. 


A Scottish Deputation, — Representatives of the 
Glasgow, Edinburgh and Partick Corporations interviewed Mr. 
Tennant, of the B. of T., on October 20th, with regard to the 
Blectrio Lighting Acts Amendment Bill. A new clause safeguard- 
ing the rights of public bodies supplying electricity was discussed, 
but another conference will be held before the proposed amend- 
ment to the Bill takes final shape. 


Sheffield.—An Electrical Exhibition, arranged by the 
Electric Supply Department, was opened on the 14th inst. It* 
is essentially a domestic electrical exhibition, and no pains have 
been spared to get together a thoroughly representative display of 
every useful electrical appliance for the home. A large selection 
of ovens are on view under actual working conditions; ironing by 
electricity proceeds all day long, and the Therol water heater and 
Faller geyser attract a good deal of attention. Among other items 
are a vacuum cleaner, also useful novelties in the form of hair 
dryers, vibrators, sterilisers, bed-warmers, coffee pots, kettles, &c. 
A portion of the premises has been arranged as a dining room, and 
is a source of admiration to visitors. The table is covered with an 
electric cloth, and is decorated with some handsome examples of 
candelabra and glassware. 

The E.L. Committee has accepted the offer of the Windermere 
and District Electricity Supply Co., Ltd., for the purchase of six 
“75-Kw., six 14-Kw., four 3-Kw., and two 6-Kw. second-hand trans- 
formers for £41 bs. The general manager has been authorised to 
sell to this com second-hand transformers to the further value 
of £100 dtring thé next 12 months. 


Swansea.—The Streets Committee has resolved that 
whenever electric cables are available for lighting, the borough 
survevor and the electrical engineer are to confer with a view to 
the substitution of electric for gas lamps. Four electric arc lamps 
are to be put up in Eaton Road, Brynhfryd, at an annual cost of 
£12 10s. per lamp. 


Walthamstow.—The L. G. B. has sanctioned the borrow- 
ing of £1,100 for feeder cables for interconnecting the Higham Hill 
and Blackhorse Lane feeders. 


Whitchurch (Salop).— The U.D.O., which has un- 
successfully negotiated for the purchase of the gas undertaking, 
and forthe reduction of the public lighting account (about £400 
per annum), has decided to consider the question of an electrical 
installation. 


Willesden.—The Electricity Committee reports that 
the chairman of the Committee, with the clerk, the electrical 
engineer, and Mr, J. F. O. Snell (consulting engineer), interviewed 
Mr. James Devonshire and Mr. T. E. Ruthven Murray, managing 
director and electrical engineer, respectively, to the North Metro- 
politan Power Co., with reference to the terms under which the 
Council is to receive a bulk supply from February, 1911. All 
matters had previously been settled, except as to metering the 
maximum demand. As a result of the interview, it was 
that the maximum demand of the supply to the Council in each 
quarter shall be the maximum sum of the simultaneous readings 
of both the alternating and the continuous current supplied by the 
company to the Council occurring during such quarter, as recorded 
by the average readings of two appropriate indicators, one to bs 
provided and kept in repair at the expense of the company, and 
the other at the expense of the Council In regard to a letter 
requesting the Council to join and financially support an Associa- 
tion which had been formed for the purpose of giving publicity to 
electricity undertakings, the electrical engineer was instructed to 
report as to the best means to advertise the undertaking of the 
Council The annual report for the year ended March 31st last, 
shows a gross profit of £8,594, and a net profit of £320. 


Worthing.—In connection with the laying of additional 
feeder cables, the Electricity Committee of the T.C. proposes, with 
the consent of the Highways Committee, to place the fuses used for 
sectionising the feeding districts in pillars to be erected on the 
footway, instead of in chambers under the footway, as has been the 
practice in the past. | 


TRAMWAY and RAILWAY NOTES. 


Accrington.—The question of the through running of the 
electric cars between Accrington and the Rossendale Valley, which 
has caused a dispute between the Rawtenstall Corporation on the one 
hand and the Haslingden and Accrington Corporations on the other, 
has been amically settled by committees of the various corporations, 
and it is expected tbat the cars will run through in & few days. 


Bacup,—The Rawtenstall Town Council has adopted 
a resolution of the Electricity and Tramways Committee to supply 
any electricity which the Bacup Corporation may require for the 
purposes of the proposed extension of the Rochdale tramways from 
Shawforth to the centre of Bacup. The resolution was passed in 
response to a letter from the town clerk of Bacup to the town clerk 
of Rawtenstall, intimating that in the event of the tramways 
becoming an accomplished fact, the Rochdale Corporation would 


require a supply of current to work the service from the terminus 


at Bacup to Shawforth— just over 2 miles. Rawtenstall's price for 


the current is 14d. per unit. 


Belfast.—At a recent meeting of the Tramways and 
Electrical Committee, a deputation was present to urge on the 
Committee the desirability of having the tramways extended up 
the Oldpark Road for the accommodation of the residents. The 
manager, Mr. Nance, was directed to report on this, and also upon 
the proposed extensions on the Ligoneil and Donegall Roads. The 
question of removing the centre poles at certain points was 
adjourned until tbe next meeting. 


Bradford.—At a meeting of the Finance Committee of 
the Corporation held on the 21st inst., it was reported that the 
Tramways Committee had decided to recommend that dogs should 
be allowed on the top deck of tramcars at ordinary fares, the con- 
ductor to be given power to discriminate between dogs suitable for 
passengers, and dogs likely to cause annoyance to other passengers. 
We understand that the subject of lady passengers being allowed 
to carry teddy-bears was not discussed. 


Brighton.—-The Tramways Committee is urging that the 
B. of T. should obtain powers to issue licences to local authorities 
for the working of rail-less trolley cars. 


Bury.— A letter has been received by the Tramways 
Committee of the Corporation from the Association of Tramway and 
Vehicle Workers, in which it complains that suflicient time is not 
allowed in which to make the journey on a number of sections, and 
expressing the opinion that the speed at which cars often travel is 
dangerous. Consideration of the subject has been deferred for a 
month to enable the manager to. prepare a report. 
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Cardiff.—EFarly on Sunday last 300 tramway employés 
met Mr. Arthur Ellis to discuss the alleged hardships attendant on 
the recently introduced 54 hours week. Ultimately it was agreed 
that the men should devise & scheme which will be submitted to 
Mr. Ellis for consideration. 


Continental Notes.— BAVvARTA.— Herr von Frauen- 
dorfer, Bavarian Minister of Railways, has just been interviewed 
on the subject of electrio railway working and the utilisation of 
water-power in the Kingdom. As to the question whether 
military reasons place certain límite upon the working of main 


lines by electricity, the Minister is reported to have remarked that . 


the subject was not yet ripe for decision. The military authorities 
had declared themselves in agreement that electrical working 
should first of all be established on lines of less military import- 
ance, and the experience gained on the lines after a few years 
would determine the future solution of the problem. The 
water-power presumably intended for the purpose (the Walchensee, 
&c.) had already been designated by the authorities. With regard 
to the suggested use of Bavarian water-powers for industrial pur- 
poses, the Minister expressed a warning against an over-estimation 
of the value of such powers. It was not sufficient to have cheap 
water-power alone. It was necessary to have easy facilities for 
obtaining raw materials and for forwarding manufactures and also 
to possess good conditions of labour. Referring to the competi- 
tive schemes received in connection with the Walchensee water- 
power project, the Minister observed that naturally it could not be 
stated beforehand which plan would be carried out, although pro- 
bably a combination of the features contained in the various pro- 
posals would be made. The authors of the competitive schemes 
included first rank firms in Germany and Switzerland on the one 
hand, and representatives of technical science on the other. Bat 
not a single project put the water-power of the Walchensee at 
100,000 H.P. as estimated by Major Donat, the proposals ranging 
from 59,000 to 60,000 H.P. 

GzeRMANY.—It is just over two years since the А.Е G. brought 
forward a scheme for the construction of a new underground and 
high-level electrid railway in Berlin, and the Municipal Highways 
Committee has just given approval to the project in principle. 
The Committee has decided that in every respect the underground 
railway is to be preferred to the proposal for a suspended electric 
railway. As projected by the company, the railway would begin 
as an elevated line at the junction of Christiania and Schweden 
Btra:se, and proceed to the Humboldthaio, where it would descend 
underground by means of a decline. The railway would then con- 
tinue авап underground line under the Brunner Strasse to the 
Waisenbracke, pass under the Spree and subsequently rise into 
a high-level line and finally terminate at Hermannplatz, Rixdorf. 
It is estimated that the cost of cons'ruction would amount to 
£4,400,000. 

BwEDEN.—As a result of the fresh inquiries which the elec- 
trical department of the Swedish State Railways has made with 
regard to the cost of electrifying the border railway (the line by 
which Lapland iron-ore is carried to the Port of Narvik, in Norway), 
а new programme has been drafted, on the basis of which two 
tenders have been procured. One of these is from the Swedish 
General Electric Co., of Viisteriis, associated with the firm of 
Siemens-Schuckert, of Berlin; the other is from the A. E. G., 
through the Swedish Share Emission Co. The amount of the 
tender is in each case kept secret. Tenders were also invited from 
the United Electric Co., but declined, as the latter are connected 
with sub-contractors of the first-named company. 

ITALY.—The Società Imprese Elettrice Piacentine is to con- 
struct and work five sections of electric tramways in the town of 
Piacenza. 

The commune of Galluzzo, in the province of Florence, has been 
autborised to construct an electric tramway from Tavarnuzze to 
Impruneta, starting from a junction with the existing Chianti line 
near the station of Tavarnuzz3. Energy will be provided from the 
central station at Varlungo. 


Liverpoo].—The City Council at the next meeting will 
consider the following recommendation of the Tramways Com- 
mittee: “That an application be made to the Board of Trade, 
under Sec. 20 of the Tramways Act, 1870, for their sanction to the 
borrowing of the sum of £10,000 for the provision of additional 
cars, and that the amount which may be sanctioned by the Board 
be placed at the disposal of the Tramways and Electric Power and 
Lighting Committee.” 


Newcastle-on-Tyne.—A report has just been issued by 
the general manager of the Corporation tramways on the present 
condition of the undertaking. In the course of it he reviews the 
history of the concern, and then goes on to refer to the late 
engineers' strike, and the severe depression which followed. Many 
concessions, he says, were granted just prior to the strike, and it 
was, therefore, impossible to make a fair comparison with the year's 
working priortothe concessions being granted. This wasdecidedly 
unfortuna'e, as, if a fair comparison could have been made, it 
would have been of very considerable value in deciding 
how far the concessions had affected the undertaking, 
Every endeavour was being made to curtail the expense of 
car maintenance, consistent with the safety of the travelling 
public, and the well-being of the cars themselves. The 
system had always been heavily handicapped owing to 
the variety of cars. There were far too many cars of the 
eight-wheeled type, and not enough of the four-wheeled 
top-covered type. The Tramways Committee might take it as an 
accepted fact that the life of the large care was very limited, 
owing to their bad design, and, therefore, it would become necessary 


sooner or later to replace those cars. He recommended that a start 
should be made as soon as convenient with building a better kind 
of car to replace them. Seeing that it was the desire of the Com- 
mittee to reduce their operative expenses, Mr. Hatton points out 
that the maintenance of the permanent way must be placed under 
his control. When he was appointed by the City Council the 
appointment stated that he was to undertake the complete control 
and management of the system. He had not that control when 
another department had control over an expenditure of some 
£8,000 per annum. In the course of a reference to 4d. fares, he 
says one could not ignore that class of person who was always 
clamouring for jd. fares. There was a section of the public who 
would be perfectly satisfied if they could have the same fares 
and stages as in Glasgow—balf-mile stages for 4d., and four j-mile 
stages for 1d.—but there no difference was made between work- 
men's fares and ordinary fares. The above conditions in Newcastle 
would, undoubtedly, benefit the 1d. passenger, but a workman who 
now travelled on the Newcastle system 1j miles for a id. coupon 
ticket, would then be reduced to half a mile for a Ad., and the 
workman who could now travel close upon four miles for a 1d., 
would only be able to travel two miles for a 1d. under the Glasgow 
system. It was probable that such an alteration would raise more 
opponents than it found supporters. No doubt the reply would 
then be, let us retain our present system of workmen's fares and 
stages, and give us in addition a system of fares and stages as are 
in use in Glasgow.” The undertaking would then have to be 
supported out of the rates in a similar manner to the other great 
departments of the Corporation, i e., there would have to be a rate 
levied to produce the necessary funds to carry on the tramway зу 
tem. Mr. Hatton maintains that the tramway system is in great 
need of an average fare greater thana 1d. It was essential that 
some alteration should be made in the workmen's fares. For cheap- 
ness the workmen's 44. fare in Newcastle had no equal in the pro- 
viuces. Further, there must be an alteration in the present coupon 
system. He makes certain recommendations, including the 
following :— 

Every car thronghout the day shall run at a penny minimum fare 
except for school children. This lis the same condition as at 

resent. 
: On every car run before 7 a.m. the conductor shall issue a return 
ticket value 14d. to cover the return journey over any 1d. section. 
This is an increase upon the present 4d. workman's fare. 

That the conductors shall be empowered to issue (or T 
these return tickets only to men dressed as artisans, or who, to 
appearances, are of that class. 

Failing the adoption of those modifications, Mr. Hatton suggests 
that the Committee should adopt a system which is in use in some 
towns:—That up to 7 o'clock in the morning a universal penny 
workmen's fare shall be charged, and to those who desire the same 
a return ticket for 2d. shall be issued allowing for the retum 
journey at any time of the day. That system bad 82у 
advantages compared to any otber, and it treated all work 

ple alike. The last-named system appealed to bim as the 
et suited for the city and the least expensive to work. Dealing 
with ordinary fares the manager states that what tbe sytem 
required was an average fare of something greater than 8 
penny. He suggeste a revision of stages with alteration 
of fares, but the whole route would remain the same in esch 
case аз at present, that was 1}d., but to encourage the long- 
distance traveller he proposed that anywhere in the 13d. section 
а return ticket covering the whole route should be issued for the 
fare of 24d. It was undesirable to revert to the old fares and fare 
stages. In conclusion, Mr. Hatton says :—'' The course tbat I should 
adopt if the undertaking belonged to me is to reduce the working 
expenses to a minimum by further cutting down the expenditure, 
and await developments. With improved times, and then—and 
then only—if matters do not improve to the satisfaction of the 
Committee, the Committee and the whole of the ratepayers in tbe 
city will know that there is only one alternative—i с, to increase 
the fares, but not necessarily by falling back on the old fares and 
fare stages and conditions, as even that altered condition of affairs 
may not yield that amount of money that it is necessary to set 
aside annually for renewals and depreciation." 

At midnight on Saturday last the Newcastle and District Tram- 
way Workers’ Union held а largely attended meeting to discuss the 
action of the tramways department in connection with tbe re 
organisation of working which is being carried out. Ultimately 
resolutions were carried protesting against tbe methods of the 
management in evading consideration of grievances, and in 
to the Tramways Committee's action respecting the car cleaners. 


Rawtenstall.—The T.C. on Thursday passed a reto- 
lution agreeing to the through running of cars between Bacup 
and Accrington upon certain conditions for 12 months. A sub 
committee has been appointed to deal with additional stopping 
places between Lockgate and Bacup. 


Rotherham.— The T.C. has decided to apply in a Par- 
Jiamentary Bill for power to run rail-less cars in the Wickeraley, 
Bramley, Maltby, Tickhill, Whiston, Aston, Swallownest, Aughton, 
Brinsworth, ‘I'imeley, Catcliffe, Treeton, Laughton, Bramptob, 
Dinnington and Thorpe Healey districts. 


West Ham.—In conjunction with East Ham and Leyton. 
arrangements have been made with the L.C.C. for tramway 
through-running between Aldgate and Ilford Broadway, and 
Aldgate and the Green Man, Leytonstone. The basis arrived at 
was an equa: carning value for the whole of the lines, the d 
between Stratford aud Aldgate being provided witb a double 
service, as compared, with the other lines, as at present. 
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TELEGRAPH and TELEPHONE NOTES. 


Cable Cut.— It is reported that the cable of the 
Ministry of Marine along the Finnish coasts has been cut between 
Laehta and Mogenport, and 300 metres of it have been carried 
away. 

Cable Repaired.— Cheiksaid - Perim, 
1909. 


Ceremony by Cable.—The daily Press during last week 
contained much matter in reference to the opening of (or giving 
tbe signal to open) the doors of the new Tuberculosis Institute, 
from West Dean Park, Ohichester, to Belmont Park, Montreal, by 


October 10th, 


the King. The lines were cleared in the usual manner, and the. 


point connected with the ceremony which calls for special notice 
is the vast improvement in/ automatic relays brought about during 
the last few years. Nearly forty years ago one of our contributors 
took part st the other end when His Majesty (then the Prince 
of Wales) was present at the residence of Mr. Pender, at 
18, Arlington Street, at sn inaugural fite to celebrate the 
opening of direct submarine telegraphic communication with 
India. It was even so early in tbe history of the invention of 
using a wire to direct and control electric impulses, that 


through submarine cables for vast distances and with numerous 


manual transmissions—far greater than the transmission across 
the Atlantic—messages were passed along a clear course from 
His Royal Highness to H.E. the Viceroy of India, containing 
57 words, and & reply was written and received in London 
` in 11 minutes. Bir Bartle Frere also dispatched a messsge to 
the Gorernor of Bombay, containing 19 words, and the acknow- 
ledgment was received in London in 4 minutes 50 seconds. The 
interest of the world was at that peniod centred in the question 
how quickly it was possible to get a message from the United 
Kingdom to India and back, and this was actually accomplished 
in 4 minutes 22 seconds, and from Malta to Bombay and back 
in 1j minutes, over six independent circuite, one after the other, 
by hand, or there and back, 12 transmissione. 


Emden-Teneriffe Cable.— The Eleltrolechinische Zeit- 
schrift of October 7th contains interesting particulars of the German 
cable to South America. On August 26th last the Emden-Teneriffe 
section was opened to internstional traffic. Our contemporary 
states that this cable is owned by the Deutsche-Sudamerikanische 
Telegraphengesellschaft, of Cologne, who laid it at the request of the 
Imperial Postal Department, and is to form part of a system of 
cables connecting the German West African Colonies and South 
America with the German Empire. The Zeitschrift emphasises the 
fact that the German system at present ends at Vigo. It is not yet 
known if the Teneriffe-Pernambuco section is to be laid direct or 
via Monrovia, but it is considered that the extra coat of this devia- 
tion will be more than counterbalanced by the connecting-up of the . 
West African Colonies over German cables. The section already 
laid was manufactured by the North German Cable Works at 
Nordenham, and the cable steamer Stephan, from June 15th to 26th, 
laid 676 K. uu. of cable to the mouth of the Canal, and between July 
28th and September 2nd, the remainder of the cable to Teneriffe 
—1,431 хм. The short cable b:tween Borkum and Emden worked in 
conjunction with the system is owned by the German Goverament, 
and was already laid last year. 

The cable has one conductor :— 

Shore End and Intermediate core, 600 lb. copper/340 d. v. 
Deep Bea type core, 500 lb. copper/315 G. p. 

The conductor of the Shore End and Intermediate is a sivgle 
wire of 3 mm. surrounded dy 12 wires of 1 mm. diameter. The 
` conductor of the Deep Sea is also a single wire of 273 mm., 
surrounded by 12 wires, 0'91 mm. in diameter, с.в. 2,0170, or 
about 2°42w рег м.м. at 75° F.; capacity 445 mfd., or 4200 mtd. 

N.M. 

The core was subjected to a pressure of 600 atmospheres, 

The dielectric resistance is not less than 400 megohms per N M. 
The outer covering of the cable varies according to type. "The core 
of the shore end and intermediate types is brass taped. 


The telegraph authorities at Emden work the German end of the 


cable, while the station at Teneriffe is in the building of the 
Spanish Government telegraphs at Santa Cruz, but the cable is 
worked by the company’s employés. 

The land cable between Borkum and Emden has two conductors 
ofthe same size as the intermediate cable, one being used as an 
earth connection. 

The capital of the company is at present 11,800,000 Mark, of 
which 4,000,000 Mark is in shares, and 7,800,000 Mark in 43 per 
cent. debentures. 


Long-Distance Telephony.— According to the Italian 
newspapers, the work of establishing & telephone connection 
between Italy and Germany will be completed within & brief 
period. The line proceeds from Milan and follows the St. Gothard 
railway, terminating at Frankfort-on-Main. The charges for 
utilising the telephone between the two cities have already been 
fixed by the two States interested. It is said that Switzerland, 
which has not participated in the connection, will receive com- 
pensation from both Germany and Italy. 


Newfoundland Cable.— The Telegraph Age states that 
the authorities have stopped the laying of the Commercial Cable 
Co.'s underground conductors through the streets of St. John's to 
the company’s city office, so that the operating staff has had to be 
housed in the cable hut, on a most desolate seashore. The con- 


business. 


tract with the Government having been repudiated, the company 

is liable to pay an annual tax of $8,000, besides а rent of $2,000 | 
& year demanded by the city of St. John's for the right to carry 
the telegraph line into the city. For the last two months the 
company has been doing a through-trafüc business between 
London and New York, having no connection with Newfoundland 


Rose's Universal Code Economiser.—Invented by 
Sydney A. M. Rose, A.M.LE.E. London: Sidgwick and Jackson, 
Ltd. Price 10s. 6d.— This system, in the words of the author, is the 
outcome of much thought, and was devised to overcome vexatious 
errors, entailing much delay, from which he has greatly suffered ; 
the economiser is intended to provide for the use of any number 
from 0 to 159,999 as а propounceable code word of seven letters, 
each word being quite distinot from any other of the remainder of 
the 160,000 words in Section C.“ In addition tothe foregoing, any 
sum of money ranging in halfpenny stages up to £6,666 13s. 34d., 
or ite equivalent in dollars and cents, can be transmitted in one 
word in Section F,” or any sum from one halfpenny or cent up to 
£8,199,999 198. 113d., or $15,359,999.99 c. in Section G.“ A key 
table is given in which numbers from 1to 19 are represented by 
consonants B, O, D, F, G HJ, K, L, M, N, P, R, 8, T, V, w, X, Y, z, and 
the vowel "v" is inserted between each two letters representing 
numbers, to separate one from the other. A fixed divisor of 20 is 
agreed upon to reduce a series of figures to numbers within 
the scope of the key table, and letters thus selected are 
formed into code words with the vowel “u” inserted 
as above stated. This vowel is looked upon as a check 
upon any irregularity or mutilation of a word by the telegraph 
system, but we do not follow Mr. Rose in this claim, as bad spacing, 
the only class of fault which be contemplates, is not the only 
reason for errors; if a dot or dash be dropped, the check of the 
“0” will not serve at all. Much complaint has been made by tele- 
graph companies and administrations of the nature of words used 
by the public, and we hardly think combinations such as 
BUBUBUBUBUB, ZUEUVUVUX, LUSUGUFUPUO will 
serve the cause of accuracy; in the rush and scurry of 
getting the meseage off, an operator might be confused. Mr. Rose 
may have a partial check, but it would seem by the above three 
words that 14 of the letters are wasted to secure this advantage, 
and the system of the divisor 20 is to this extent neutralised. 
Two of the words quoted contain more than 10 letters each, and 
would be chargeable as two. The dividing or multiplying by 20 
as many as five times, also seems a cumbrous task, and 
errors in calculations may be made. Delays or serious con- 
sequences caused by errors in telegrams in proportion to the large 
number handled are very small, and if greater attention were paid 
to the formation of code words, it may be reasonably advanced 
that greater accuracy would follow. 


Rowland Telegraph System.—Explaining the reason 
for its abandonment of the Rowland printing telegraph 
system, the Postal Telegraph Cable Co, New York, states in the 
Telegraph Age that excellent results have been obtained with the 
system, which has been in use for about two years on six of the 
company’s circuits, three being operated octoplex, two quadruplex 
and one duplex. The octoplex circuits had each a carrying capa- 
city of 2,000 to 2,500 telegrams of 30 words each per day, and the 
other circuits in proportion, while on emergency this traffic could 
be increased by 50 per cent. But it was not found possible to 
maintain the apparatus in working order, it being subject to more 
or less frequent interruption, and it could not be used upon wires 
with which the attendants were not familiar. The company having 
determined to prevent every avoidable delsy to telegrams, found 
it necessary to stop using the printer, the use of which was always 
regarded as experimental. Improvements may be effected in the 
apparatus, and it is quite possible that further experiments will 
then be made. 


Wireless Telegraphy.— Experiments with the portable 
outfits made by the Telefunken Oo., for the German [Army, have 
shown that with them communication can be maintained between 
Berlin and Vienna, a distance of 1,550 km., or 963 miles. 

An Admiralty station is to be erected at Wick. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— VICrOnIA.— Electric lamps for the P. M. d. 
See Official Notices October 15th. 

MrLRHOVUBENR RB. — February 22nd, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stat ions on 
North and South Heads, Sydney, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 

MELBOURNE.—Telegraph and telephone material, for the P.M.G. 
See Official Notices to-day. 


Belgium.—December 31st. The municipal authorities 
of Jupille are inviting tenders for the concession for the lighting of 
the little town by gas or electricity, | 
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Bradford.—November 13th. General stores for the Tram- 
ways Department for a year (returnable deposit of £1 1s.). Tram- 
way Offices, 7, Hall Ings, Bradford. 


Canada.—MoxrREAL.—Tenders are being called by the, 
Saraguay Electric and Water Оо. for turbo-generators of 2,000 Kw. 
capacity. Proportionate increase of power-house boilers and other 
equipment will be made likewise. Oharles Brandeis, consulting 
engineer, 4, Phillips Place. : 

Orrawa.— November 25th. Tenders are invited for the packing of 
material and supplies for points along the Yukon telegraph line 
between Quesnelle and Atlin, in the course of the season of 1910, 
1911 and 1912. Forms of tender and specification may be obtained 
and form of contract seen on application to Mr. J. T. Phelan, 
Superintendent of Government Telegraphs, Vancouver, B.C.; Mr. 
William Henderson, District Superintendent Government Tele- 
graphe, Victoria, B. C.; and from the Government Telegraph Agents 
at Ashcroft, B.C. ; Quesnelle, B.C.; Hazelton, B.C.; and Telegraph 
Creek, В.О. Napoleon Tessier, Secretary, Department of Pablic 
Works, Ottawa.— Canadian Engineer. 


Eastbourne.— Tenders are to be invited for a condensing 
plant, similar to the one now in use at the generating station. The 
estimated cost is £1,835. 


Epsom.—November 2nd. Eight p.c. long-burning flame 
arc lamps for the U.D.O. See “Oficial Notices" October 22nd. 


India, — Lucknow. — December 31st. The Lucknow 
Municipal Board is prepared to consider proposals for the grant 
of & concession for the supply of electrical energy, coal or oil gas, 
within the municipal limits of Lucknow, for house and street 
lighting and other domestic or manufacturing purposes. Particulars 
of area of supply, &с., can be obtained on application to the 
Secretary of the Board. Tenders will be received up to 
December 31st, 1909. R. Hobart, I. C. S., Chairman Municipal 
Board, Lucknow, India. 


Italy. — November 3rd. The Italian State Railway 
authorities in Rome are inviting tenders for the supply of four 
electric motors for the railway workshops in Rome. 


London. — L.C.C. — November 1st. Brass and other 
castings and fittings, lamp glasses, carbons, insulating materials, 
cables and lamps, for the L.C.C. See "Official Notices” 
October 22nd. 


London.—November 3rd. Electric lighting installation 


at the Buxton Street Elementary School, Whitechapel. See 
" Official Notices October 22nd. 


Sherburn (Co. Durham).—November 6th. Electric 
light installation for the main portion of tke parish, for the P.O. 
A. Stanley, clerk, Leamside, Fence Houses. 


Turkey.—November 30th. The municipal authorities of 
Broussa are inviting tenders for the concession for the establishment 
of a central electric lighting station and a system of electric tram- 
ways in the town. 


Warrington.—November 2nd. Arc lamp lowering gear 
for the Corporation Electricity Department. See Official Notices“ 
October 22nd. С 


CLOSED. 


Aberdeen. — The Public Health Committee has 
accepted the tender of Messrs. J. Blaikie & Sons, at £610, for the 
electric light installation at the City Hospital. 


Brumby and Frodingham.—The U.D.C. has accepted 
the tender of Messrs. Reid, Ferens & Co., of Newcastle-on-Tyne, 
for electric light standards, &c., for the streets, at £278. 


Canada.— QuEBEC.—According to the Cunadian Engineer, 
the Verdun Municipality has awarded the following contracts :— 


Two engines for electric installation.—Belliss & Morcom, Birmingham, 
England; agents, Messrs. Laurie & Lamb, Montreal: 9,500. 

Two 23 Kk. v. A., three-phase, engine-type generators, with direct-connected 
exeiters and complete switchbuards.—The Canadian. Westinghouse 
Co., $7,532, 


Mr. Charles Brandeis, of Montreal, was consulting engineer. 


Dundee.— Messrs. A. Westwood & Son have secured the 
contract for the electric lighting of the Corporation branch reading 
room, at £110. 


Fleetwood.—The tender of the Klein Engineering Co. 
for the erection of a cooling tower at the electricity works hag been 
accepted by the D.C., at £250. 


Glasgow.—A Committee of the T.C. has recommended 
or acceptance the offer of Fairlie & Paxton for collector brushes. 


Haslingden.—The Chloride Electrical Storage Co., Ltd., 
ave secured the contract for a 500-volt battery, a Highfield 
ooster and ewitchboard for the tramways. 


Hertfordshire.—The County Council has accepted the 
tender of Rogers & Gowlett, Ltd., at £138, for substituting 
metallic-filament lamps for carbon lamps in five schools, requiring 
approximately 800 lamps. 


India.—The Globe Electric Co., Ltd., have secured the 
contract for a large number of their latest pattern, 1909, l 
burning Globe-Santoni Standard" flame lamp, for the В 
Nagpur Railway. The contract includes the whole of the insulators, 
brackets and wiring eundries for the installation. 


La Plata.—The Chloride Electrical Storage Co., Ltd., 
are supplying an Ents booster and switchboard in connection with 
the lighting and tramway circuits. 


London.— L. O. C.— During the summer recess the High- 


. ways Committee received tenders for supplying and laying 440,000 


stoneware ducts in connection with the electrification of further 
portions of the tramways. The following is a list :— 


(1) BUPPLY or Stoneware DUCTS. 


Amount of tender 
Rate for (including £100 for 
1,000ducts. Quantity. extra works). 
Stanley Bros., Ltd. (accepted) £9 0 0 440,000 £4,060 (less 34 % cash) 
Sutton & Со. .. $a a 917 8 922,000 2,270 
H. R. Mansfield. . $5 10 411 100,000 1,125 (less 24 96) 
Hosea Tugby & Co., Ltd. 10 411 250,000 2,661 " 
Ensor & Co., Ltd. t „ 10 5 0 440,000 4,010 И 
Robinson & Dowler .. . 1100 100,000 1,900 
Doulton & Co., Ltd. .. 12 0 0 100, 000 1.800 10 
R. W. Blackwell & Co., Ltd. 18 18 6 440,000 6,117 : 
Joseph Place & Sons, Ltd. (not 
to specification) .. .. 15 00 000 1,600 


100 
Estimate of chief officer of tramways, £4,000, 


(2) LAYING oF BTOXEWARE DUCTR. 
Reid Bros. .. 


7 sd v» T .. (accepted) £96,492 
Westminster Construction Co., Ltd. А e .. 926 
Bower Bros. oe oe oe ee oe ee ee 81,907 
Dick, Kerr & Co., Ltd. .. ee ee oe ee oe 


John Mowlem 4 Co., Ltd.  .. is z $36 oe 82,501 
Callender'& Cable and Construction Co., Ltd. .. 33, 200 
Robert W. Blackwell & Oo., Ltd. .. e 84,066 
R. C. Brebner & Co. 548 


. е ee ae ee oe we 50, 
Estimate of chief officer of tramways, £99,750. Messrs. Reid Bros. will 
sublet certain portions of the work. 

During the recess tenders were also received for high and low- 
tension switchgear and motor-generators, required for further 
tramways electrification :— Е 

(1) HiGH AND Low-TENSION SWITCHGEAR. 
Switchgear Co., Ltd. 


[| ae eo ee ee (accepted) £8,517 
Johnson & Phillips, Ltd... s RR ies ys ee 9,02 
Bpagnoletti, Ltd. .. E es бә - i eo 8,610 
Ferranti, Ltd. Ке 4 W ME vs ee eo 4,112 
Electrio Construction Co., Ltd. nt ie s S 4,176 


General Electric Co., Ltd. " Es j^ ze ee 4,296 
British Westinghouse Electric and Mfg. Co., Ltd. 0 4,864 
Estimate of chief officer of tramways, £3,550, 


(2) Moror-GENERATORS. 


*Tancashire Dynamo and Motor Co., Ltd. PT 
General Electric Co., Ltd. oe @e ee oe ee 8.821 


Bruce Peebles & Co., Ltd. ae Е ad .. 3,939 
Dick, Kerr & Co., Ltd. .. iis à . (accepted) 4,205 
British Electric Plant Co., Ltd. ‘we 4v ie . 44931 
British Westinghouse Electric and Mfg. Co., Ltd. 4,291 
Brush Electrical Engineering Co., Ltd. 5% 4,997 
Electric Construction Co., Ltd. 5,428 


Estimate of chief officer, £4,750. `` 
* Not to specification. 
Messrs. Dick, Kerr's tender was accepted because the Council 
already has a large number of their machines of the kind working 
very satisfactorily. 


SovTHWABK.—The B.C. has received the following tenders for 
the motor-generating plant for Kennington Theatre :— 

British Electric Plant Co.—(a) Two 40-xw. motor-converters, £130; (b) 
switchboard, £65; (c) two 8-kw. motor-converters, £96; (d) switch- 
board, £82. 

General Electric Co. (accepted for a and b).—(a) £898 30s., (b) £81 be., (c) 
£88 10s., (d) £26 10s. 

Electric Construction Co.—(a) £386, (b) £67 10s., (c) £85, (d) £94. 

Pooley & Austin.—(a) £376, (b) £67 10s., (с) £94, (d) £19 10s. 

Siemens Bros. Dynamo Works.—(a) £394, (b) £88, (e) £86, (d) £47. 

Crompton & Co. (accepted for e and d).— (а) £839 (alternative, £363, less 10 pet 
cent.), (b) £58, (c) £58, (d) 23 €s. 

Westinghouse Co.—(a) £100, (b) £102, (c) £87, (d) 2103 (switchgear included). 

Lancashire Dynamo Co,—(a) £414, (h) £100, (c) £106, (d) £17. 

Mather & Platt.—(a) £422, (b) £91 10s., (c) £100, (d) £35 19s. 

. A — (a) £440 (switchboard included), (c) £89 (switchboard 
included). 


Sweden. — The  Korsnis Share Co. has recently, 
through a firm in Gothenburg, ordered two steam turbines for the 
new pulp mill at Karskür from the English firm of Willans and 
Robinson, and also two electrical generators of 1,500 Ew. 
The latter will be made by the Swedish General Electric Oo. 
whose tender was lower than those of the British electrical mant 
facturers. The whole contract amounted to about 200,000 kr. 
(£11,111). The turbines are specially arranged so that part of the 
stcam can be used for heating and drying at a pressure of 
14 atmospheres. Similar turbines were supplied by Messrs 
Calvert & Co., of Gothenburg, to a factory at Ortviken. 


Walthamstow.—The U.D.C. has accepted the tender 
of Henley’s Telegraph Works, Ltd., at £690, for feeder cables. 


War Office.—Messrs. J. G. Childs & Co., Ltd., of 
Willesden Green, N.W., have just obtained an order from the War 
Office for three lifts for the Royal Army Clothing Factory st 
Pimlico. They bave also received anotber order from the Londos, 
Brighton and South Coast Railway for а crane for Brighton, making 
the third supplied this year, -c 
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Watford.—The U. D. O. has accepted the tender of the 
British Westinghouse Oo. for the annual supply of transformers. 


Woolwleh.— The B. C. has accepted two tenders as 
follows for carbons for the next 12 months :— 


Oliver Arc Lamp for В ала E. 
Biemens Bros. for C and D. 


With regard to A,“ the Council decided, in view of the varia- 
tion in the amounts of the different tenders, which seemed to 
indicate a great difference in the quality of the carbons offered, to 
have testa made of the various samples. 


Worthing.—The Т.С. has accepted the tender of the 
Callender Cable and Construction Co., Ltd., for 4,110 yards of 
valcanised bitumen-sheathed concentric aud triple - concentric 
cables, at £1,038. The other tenders received were :— 


Johnson & Phillips, Ltd, "^ E s ix 
W, T. Glover & Co., Ltd. M € si M ae . . I. 
British Insulated and Helsby Cables, Ltd. ia vx . . 1,089 


Healey's Telegraph Works Co., Ltd. s is a 
Western Electric Co. ee eo ee -› ae ee oo 1,102 
Siemens Bros. & Co., Ltd. ee „ ee ee ee oe 1,107 
Bt. Helens Cable Co., Ltd.  .. és si » " ee 1,180 
Frankenburg & Bons, Lt! .. .. .. 1196 


Aubert Grenier & Co. .. oe а x e s ee 1,428 


FORTHCOMING EVENTS. 


institution of Mechanical Engineers. Friday, October 29th. At8p.m. Extra 
meeting. Resumption of discussion on Prof. W. E. Dalby's paper on " Heat 
Transmission." 


North-East Coast institute of Engineers and Shiphbuitders.—Friday, October 29th. 
At 7.80 p.m. At the Lit. and Phil. Society, Newcastle-on-Tyne. Annual 


meeting. Paper on Notes on Marine Boiler Design, Construction and 
Economy," by Mr. D. Myles. 


Northampton Institute Engineering Soolely.—Friday, Oetober th. At 5.45 p.m. 
Paper on The Development of the Marine Steam Engine,“ by Mr. A. T. 
Barber. 


Р. а 0. Batti-wallahe’ Society.—Monday, November Ist. At 8 p.m. 
Holborn Restaurant, Council Chamber. Smoking concert. 


lastitation of Electrical Engineers (Manohoster Seetion).— Tuesday, November 2nd. 
At 7.80 p.m. At the University, Manchester. Paper on “The Electric 
Ignition of Internal Combustion Engines,” by Mr. J. W. Warr. 


Institution of Civi! Engineers.— Tuesday, November 2nd. At8 p.m. Presidential 
dress by Mr. J. C. Inglis, presentation of medals and prizes, and 
reception by the President. | 
Tuesday, November 9th. At 8 p.m. Papers on '' The Single-phase 
Electrification of the Heysham, Morecambe and Lancaster Branch of the 
Midland Railway,“ by Messrs. J. Dalziel and J. Sayers; and Thie Equip- 
ment and Working Results of the Mersey Hailway under Steam and 
Electric Traction,“ by Mr. J. Shaw. , 
lastitutien of Electrical Engineers (Birmingham Local Section).— Wednesday, 
November 8rd. At 7.30pm. At the University, Birmingham, Inaugural 
address by Mr. R. K. Morcom. . 
Civit and Meehanica! Engineers’ Soclety.— Thursday, November 4th. At 8 p.m. 
At Caxton Hall, Westminster, S.W. Paper on Technical Popular 
Fallacies," by Mr. A. 8. E. Ackermann. 
Roentgen Soelety.— Thursday, November 4th. At 8 p.m. At 20, Hanover 
Bquare, W. Presidential address by Mr. C. E. B. Phillips. 
institution of Electrical Engineers (Manchester Studente’ Sectiom.— Tuesday. 
November 9th. At 7.30 p.m; At the Mosley Hotel, Manchester, Supper 
and smoking concert. 
institution of Electrical Engineers (Londom.— Thursday, November 11. At 
8 p.m. ening meeting. At the Institution of Civil Engineers. Presi- 
dential address by Dr. Gisbert Kapp. 


At the 


ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


Tur tollowing orders are issued for next week : — 


Commanding Officer—Cor. R. E. B. Crompron, O.B. 
Monday, November 1st.—'* A Company. Technical! drill, 7 to 9.80 p.m. 
Tuesday, November md.—" B" Company. Technical drill, 7 to 9.80 p. m. 
Wednesday, November 8rd.—Gymnasium, 6.80 to 9.80 p m. 
Thursday, November 4th,—'' CO" Company. Technical drill, 7 to 9.20 p.m. 
Friday, November 6th.—'! D" Company. Technical drill, 7 to 9.30 p.m. 


(Bigned) P. H. CAMPBELL. Capt. R. E. and Adjutant, 
For 0.0, B.E., L.D. 


National Electrical Manufacturers’ Association.— 
The next committee meeting of this Association will be held on 
Tuesday, November 9th, at Balfour House, Finsbury Pavement, 
E. O., at 2.30 p.m. 


NOTES. 


Iaquiries.—A correspondent wishes to know where he 
can obtain information on the subject of The Thermal Oonduc- 
tivity of Heat Insulators,” in the form of papers or books. Pro- 
bably the " Engineering Index " and “Science Abstracts” would 
help him. Another wants the name of maker of the "King" 
magnetic separator. 


‘Magneto Ignition.— We were recently asked by a well- 

known engineer, " Who invented magneto ignition as applied to 

engines?” Can any of our readers tell us to whom belongs 
the credit of this invaluable invention ? 


Parliamentary, — ELECTRIC Licut EMPLOYES. — In 
last Friday's Parliamentary papers, Mr. Steadman asked the 
Postmaster-General whether, in view of the fact that a scale of 
wages to govern the electric light employés of his department had 
been submitted by the Executive of the Association to which the 
men belong, he was in a position to signify his acceptance of the 
rates, aud if not, would he state the grounds of his objection. Mr. 
Sydney Buxton replied that the Select Committee of the Post 
Office Servante recommended that as regarded the electric light staff, 
the Post Office should pay the wages and observe the conditions of 
labour which were, from time to time, agreed upon in the various 
districts by the organised masters and men. He further stated that 
inquiries were proceeding on the subject, and he hoped the matter 
would soon be settled. 

THs ENGINEERING DEPARTMENT OF THE Post OrricE.—Mr. 
Tyson Wilson, in Friday's Parliamentary papers, asked the 
Postmaster-General whether a number of constraction hands in the 
engineering department had recently been dismissed, and whether he 
wculd state the reason of their discharge ; and further, whether the 
men would be provided with work during the winter months. Mr. 
Sydney Baxton, in reply, said that it had become necessary during 
the last 18 months to take on extra hands for the strengthening and 
partial reconstruction of some of the main telephone trunk routes 
in the North of England, which could not be delayed. The work 
had now come to an end, and the general quantity of Post Office 
work had reverted to its normal level. The men paid off would be 
taken on again as soon as circumstances permitted. 

Егаствіс LiGHTING Acts AMENDMENT BILL.—In the House of 
Lords on Tnesday, after some discussion on the amendments made 
by the House of Commons, an amendment was moved by Lord 
Belper, who desired to permit electric supply companies to supply 
current for energy to railway companies for purposes conn 
with their undertakings. According to the Datly.Telegraph, Lord 
Hamilton of Dalzell opposed the amendment on behalf of the 
Government, but did not divide the House. The amendment was 
agreed to, and the other amendments made by the Commons were 
accepted without further discussion. 


Electricity in Mines.—On Monday a visit was paid to 
the works of the Electric Construction Corporation, Ltd., Wolver- 
hampton, by the South Staffordshire, Warwickshire, and Worcester- 
shire branch of the National Association of Colliery Managers; the 
visitors, numbering over 20 members (headed by Mr. Arthur Hall, 


_president), were courteously conducted over the works by Mr. W. 


Bulloch, the manager, who explained the technicalities of the 
various processes in the manufacture of electrical (equipment. 
Subsequently a vote of thanks was accorded the company, in 
replying to which Mr. Bulloch pointed out that, while electricity 
was extending in underground operations, there was great scope for 
its further use. 


Electrolytic Disinfectant.—The report of the Publio 
Health Committee of the Poplar Borough Council on the working 
of the electrolytic plant during the past summer shows that the 
demand for the fluid could not be fully met, although the plant 
was worked overtime. The stability of the fluid during the hot 
weather was found to be very good. "The total output for the year 
to the end of August was 17,794 gallons; during August the output 
was 4,326 gallons. The total cost of materials was £37 19s., includ- 
ing electrical energy (2,988 units at 14d ), £18 13s. 6d. ; the cost 
per gallon, therefore, was slightly over $d. During the past four 
years nearly 80,000 gallons of the fluid have been made, at & cost, 
for electricity and materials, of under £160, and a great saving has 
been effected in outlay that would otherwise have been necessitated. 
The plant is in good order, and extensions are under consideration, 
with & view to meeting the increased demand, the estimated cost 
being £430. By far the largest item of cost is that of wages, mainly 
incurred in bottling and issuing the fluid, and amounting to £416 for 
five men, apparently from January to August, 1909, inclusive. "This, 
on the basis of 18,000 gallons, means over 5d. a gallon issued. 
and including sundry expenses, the total cost appears to be about 
6d. a gallon. The Works Department is supplied, however, at 1d. 
& gallon. The mode in which the accounts are presented renders it 
difficult to arrive at & definite decision as to the unit cost, for on 
the first page we find the cost of materials, bottles, &c., from 
February, 1906, to January, 1908, inclusive, and from January, 
1908, to December, 1908, inclusive ; on the second page, the cost of 
the same items from January, 1909, to August, 1909, inclusive, a 
detached statement as to the total quantity manufactured during 
four years, an account of wages over a period unstated, and a state- 
ment of total cost of the fluid, bottles, &c., from 1906 to 1909; on the 
third page, a statement of capital and maintenance costs of the plant, 
cost of carbolic disinfectants for the years 1903, 1904 and 1905, and 
wages spent on bott].ng and issuing carbolic acid during those 
years. ‘luo whole forms a remarkable jumble, such as we have 
rarely met with in connection with a public department. 
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Two interesting reports have been issued by Dr. Alexander on the 
use of the fluid for disinfecting and deodorising the water in public 
swimming baths, It seems clear from the tests and analyses made, 
as well as from observation of the appearance and odour of the 
water, that an immense improvement is effected in the state of the 
water by treatment with a comparatively small quantity of electro- 
lytic disinfectant—some 40 gallons to a bath of 75,000 gallons on 
the first day, and 20 gallonsa day afterwards, the same water being 
used for three or four days. It was found that the water remained 
unpolluted for several days when thus treated, and the bathers 
expressed their appreciation of the improvement. 


Impregnation of Field Coils.—In a report of the 
Committee on Equipment to the Convention of the American 
Street and Interarbsn Railway Engineering Association, the 
impregnation of both new and old field coils was highly recom- 
mended. In carrying out the impregnation process with wire- 
wound field coils the wire is insulated with asbestos, which 
is held on by a thin cotton covering. The coil is wound in a 
form of definite dimensions. After winding, the coil is taken out 
of the form and wrapped with porous tape. The coil is then filled 
with asphaltum compound by the vacuum process. This 
process consists of putting the coile in an air-tight pot or kettle, 
the same being heated; while the coil is hot the air is exhausted 
from the kettle, thus taking the air out of the coil. When a good 
vacuum is obtained, hot melted asphaltum ie allowed to flow in 
from another kettle, and as soon as the coils are covered with 
asphaltum, it is turned off and air pressure is applied on top of the 
asphalt in the compounding kettle, and thus the asphalt is forced 
into all the spaces in the coil. When cooled down slightly, the 
coilg are taken out and allowed to become fairly cool. Then 
clamping plates are placed on the coil, both back and front, to 
bring the compounded coil to the exact dimensions desired. After 
the coil is cold the clamps are removed, the first taping is removed 
and varnished cambric insulation is put on the coil. This treat- 
ment makes a compact coil of definite dimensions whicb, when 
bolted up in the motor, will maintain its dimensions and is not 
liable to become loose. Electrical World. 


A Moral Tale.— We have received the following story, 


founded on facts in connection with a London contract recently 
awarded :— 


THE KIND BOBOLAB. (А Story and a Moral.) 
By A. H. P. 
Scene: Inside а villa. The Pad-Tec- Stute.“ 

Time: A week ago. | 

Characters: Bill Sykes (alias Bill Westingcastle), standing 7 ft. 
higb, and broad at that. 

Mr. Willie Contractor (rightful owner of above villa), short of 
stature and weak of muscle. 

Mr. W. C. wakes up (after having peacefully dreamed that he 
had a tender accepted), to find that B. S. has ransacked the place. 
The latter is standing near by, calmly smoking. 

Mr. W. О. (very, very timidly): “ What are you doing here, 
please?" 

B.8.: “ What am I adoin', eh? Why! ain't I a Socialist, and 
believes in sharing everything with me pals? (Wiv а bit over on 
my side.) What are yer agrumblin' at, Cocky? Shut up, an’ let 
me do the jab in peace, I ses.” (Threatens Mr. W. C. with a 
bludgeon.) 

Mr. W. C.: But. . . please, it’s really mine... 1. 

B. S.: Less cf it—but look ere, I've took a fancy to yer, like, 
во ere yer are—'ere’s yer chance, me boy. Just come here." 
. (Proceeds to pull Mr. W. C. out of bed, and takes him downstairs, 

where Mr. W. C. observes that his silver is on a wheelbarrow ready 
to be moved.) Now, you wheel that 'еге barrow to my 'ouse, 
and | Tl give yer a 0) —'an come on quick before the ‘Cop’ comes 
round." 

(Mr. W. C. looks at Bill's 7 ft., and then at the bludgeon, and 
proceeds to rarn the bob.) 


Moral: Halt a job is better than none at all. 


An Inventors’ Exhibition.—An exhibition of inven- 
tions will be opened next year by the Royal Central Board of Trade 
at Btuttgart. The chief object of the exbibition is to call the 
attention of manufacturers and capitalists to inventions which 
ought to be economically exploited. The exhibition will include 
only inventions which are patented in Germany, or for which 
applications for patent have been made. The most noteworthy 
feature of this exhibition is that it is the Government itself, repre- 
sented by the Board of Trade, which bas taken the initiative. In 
the first instance, a great number of patent agenta from all parts of 
Germany were asked to express their views on the matter, and by 
them the suggestion was warmly approved of. Of special interest 
are the views of the Government with regard to this matter, which 
were expressed by the President of the Board of Trade in a speech 
which formed the introduction to a diacussion of the proposal. The 
President firet drew attention to that branch of the Board which 
dealt with the protection of industrial rigbts. It was a common 
experience, he said, that people of small means, who wished to pro- 
tect their ideas or inventions, were frequently quite helpless and 
fell into the hands of unscrupulous patent agents or others. Thie 
circumstance had led the Government to open an oftice, which gave 
advice free of cost to all interested in industry. During so 
short a period as nine monthe, the office had already given pro- 
fessional advice to 500 persons. The President then proceeded to 
explain the objects of the exhibition, which were to bring inventors 
and manufacturers into touch with one another, to enable the former 


to show their inventions to the greatest possible number of interested 
persons, and to give the latter the opportunity of making them. 
selves acquainted with the existing inventions and improvements, 
The idea seems to be a good one, and might be given a trial in 
other countries also. 


Institution and Lecture Notes.—IssriTU'TION or 
EnECTRIcCAL ENGINEERS (MaNoHESTER Locau Sxcriox).— We 
have received the syllabus of meetings for the new Session, showing 
that the following papers will be read :— 


November 2nd.—J. W. Warr, А.МІЕ.Е.: “The Electric 
Ignition of Internal Combustion Engines.” 

November 16th.—L. E. Wilson: “ Telephones." 

November 30th.—Prof. E. W. Marchant, M.I.E.E., and E. A. 
Watson: Recent Developments in High-Teneion Trans. 
mission on Overhead Lines.” | 

December 14th.—Ņ. J. Lepine, Student, and A. R. Stelling, 
Dipl. Ing., Student: Notes on Methods and Practice in the 
German Electrical Industry." | 

January 11th, 1910.—Prof. A. Schwartz, M. I. E. B.: The Testing 
of Rubber for Electrical Work.“ 

January 25th.—W. P. Durtnall, M. I. Mar. B.: The Generation 
and Electrical Transmission of Power for Marine Propul · 
sion.” 

February 8th.—A. G. Cooper, A. M. I. E. E.: Three - Wire 
Balancers.“ 

February 22nd.—B. Thomas, A. I. E. E., and E. Thomas, B Se.: 
" Some Modern Developments in Automatic Switch Gear." 

February 25tb.— Annual Dianer. 

March 8th.— Miles Walker, M.I.E.E.: “The Short-Circuiting of 
Large Electric Generators, and the Resulting For:es on 
Armature Windings.” 

March 22nd.—Annual General Meeting.—wW. Pollard Digby, 
A. M. I. E. E., and D. B. Mellis: ' Some Properties of Switch 
and Transformer Oils." 


On Friday last the chairman, Mr. В. J. Watson, delivered his 
inaugural address. 


BoUTH AFRICAN ASSOCIATION FOR THE ADVANCEMENT OF 
ScimNcE.—The seventh annual meeting of this Asaociation was 
opened at Bloemfontein on Monday, September 27th. His Excellency 
tne Governor delivered the presidential address on the Application 
of Chemistry to Agriculture." 

INSTITUTION OF ELECTRICAL ENGINEERS (BrgMINGHAM LOCAL 
Sxction).—The book of rules, list of members, &c., has been issued, | 
and gives the dates of meetiags in the new session, which opens on 
November 3rd with the inaugural address of the chairman, Mr. 
R. K. Morcom. The annual dinner will take place on November 
12th at the Grand Hotel, Birmingham; applications for tickets 
should be sent to the hon. secretary, Mr. H. B. Matthews, Win- 
chester House, Victoria Square, Birmingham. 

INSTITUTION OF ELECTRICAL ENGINEEBS (LONDON).—The open. 
ing meetiog will take place on November 11th, when premiums 
will be presented, and the President, Dr. Gisbert Kapp, will deliver 
his idaugural address. . 

INSTITUTION OF Отуп, ENGINEERS.—The Council bas made the 
following ‘awards, amongst others, for the year 1908-9: Telford 
Gold Medals to Prof. B. Hopkinson, M.A., B.Sc. (Cambridge), and 
Mr. G. R. d. Conway (Monterey, Mexico); Watt Gold Medals to 
Messrs. D. A. Matheson (Glasgow) and W. C. Popplewell, M. 8e. 
(Stockport); George Stephenson Gold Medals to Mesars. E. H. 
Tabor (London)and A. J. Knowles, B.A. (Cairo). 


The Electric Driving of Textile Factories.— We 
publish elsewhere in thie issue the interim report of the special 
committee of inquiry appointed by the Bradford Engineering 
Society on this subject. The report bears on its face indica- 
tions of partisan tendencies which compel us to regard it with 
grave surpicioo. Wy, for instance, wherever possible, are saving 
clauses inserted to discount the advantages of electrical driving? 
Where are known methods of destroying synchronous vibrations 
employed? Where is “some form of power meter" worthy the 
name in use in connection with a mechanical drive? The Com- 
mittee has been nearly two years at work, and yet produces no 
details of tests or other data. Were the members of the Committee 
unanimously ia favour of the conclusions put forward in this report? 
The impression left upon our minds is that the report constitates 
merely an attempt to damn with faint praise electric driving, 
and we regret to have to say that we have no confidence in its 
findings, nor can we regard it as a serious contribution to 
knowledge. 


National Institution of Apprenticeship.— The first 
list of contributions to the funds, in response to the Lord Mayor's 
recent appeal, amounts to upwards of £470; but а sum of £13,000 
is needed. Donations may be sent to the Lord Mayor, the Right 
Hon. Lord Avebury, 15, Lombard Street. E.O., or to the Hon. 
Secretary, Mr. J. S. Ballin, 39, York Place, Baker Street, W. 


Glasgow and Unemployed.—The various departments 
of the T.O. have becn asked to report on what work they can pro- 
vide for the unemployed during the incoming winter, when & 
continuance of the distress is expected. The Tramways Committee 
reports that about 50 men will be required in connection with the 
roads leading to and the erection of the proposed new car depts, 
while the Electricity Committee states that abont 100 men will be 
employed for four or five months in connection with the new 
extension of tbe generating station at Port Dundas (already 
reported in the Review): 
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Copper.— European visible supplies, as shown by Messrs. 
Merton’s circular, continue to rise. The return for October 15th is 
96,612 tons, an increase of 2,761 tons on that for the end of Septem- 
ber. About 2,000 tons of this increase is to be found in Standard 
copper in English ports, the remainder being afloat from Chile and 
Australia (increase 500 tons). Bo far as can be judged from the 


mid-monthly figures, American supplies are below the average, 


Spanish to this country considerably so, while shipments from Chile 
and Australia remain steady. | 


Ice-Making Machinery.—A correspondent having 
inquired the cost and size of plant, space occupied and power 
required to produce 1 ton of ice per day, with a motor-driven 
compressor, Mr. F. H. Davies replies as follows :— 

Replying to “L. E. W.s" inquiry: Without a full knowledge 
of the 1 conditions, it is impossible to вау which would be the 
best type of machine to employ for producing 1 ton of ice per day. 
Both ammonia and CO; plante have, to some extent, their special 
sphere; and while the former is, perhaps, more extensively used, 
there are circumstances under which CO, might be preferable. On 
this point it would be best for L. E. W.” to consult a prominent firm 
of manufacturers making both types, laying before them the full 
circumstances of the case. With regard to the remaining queries: 
assuming an ammonia installation, the initial cost of a motor- 
driven plant of the above capacity per 24-hour day, complete with 
а cbarge of chemicals, would be approximately £235. The power 
required would be 5 H.P., and the floor space occupied by the ice 
tank and compressor about 10 ft. x 134 ft. The motor сап, of 
course, be fixed to the ceiling or the wall, bat if b.th these 
alternatives are impossible, floor space must be allowed for the 
motor and its drive. The particular machine the writer has in 
mind turns out the ісе in 17-lb. blocks measuring approximately 
3 in. x 7 in. х 24 in. 

With regard to the expense of running: in addition to the cost 
of current, repaira, wages, depreciation allowance and capital 
charges, it is necessary to take into account the cost of the con- 
densing water. With a 20-cwt. machine about 150 gallons of water 
per hour will be required, and unless it can be used for other pur- 
poses after having passed through the machine, it will have to 
be wasted. There are also further items for ammonia ard sealing 
oil for the glands, which, together, may amount to about £5 per 
annum. 


Holmes v. Associated Newspapers, Ltd.— With refer- 
ence to the judgment in this action, which is reported on another 
page, we are informed as we go to Press that notice of appeal is 
being given. 


The Departmental Committee on Electricity in 
Mines.—It is announced that the Home Secretary has appointed 
a Departmental Committee to inquire into the working of the 
existing special rules for the use of electricity in mines, and to con- 
.sider whether any, and, if so, what, amendments are required. The 
Committee is composed of Mr. R. A. 8. Redmayne, His Majesty's 
Chief Inspector of Mines (chairman), Mr. Charles H. Merz, and Mr. 
Robert Nelson, His Majesty's Electrical Inspector of Mines. It is 
stated that correspondence may be addressed to Mr. Nelson, at the 
Home Office. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELsOTBIOCAL Битви posted as to their movements, 


Central Station Officials.—The Hoylake U.D.C. has 
decided to increase the salary of its electrical engineer, Ми. 
TURNER, by'£20 per annum. : 


General.—At Wednesbury recently, Mr. J. L. ANDREWS, ` 


electrical engineer at the Patent Shaft Works, was presented with 
an illuminated address and a cheque for £22, subecribed for by 
nearly 600 of the employés, on the occasion of his leaving the firm 
after 10 years' service. 

Mn. Ововав MarrET, late of the Bolton Electricity Works, has 
been appointed electrical engineer to the Afghan Government, with 
headquarters at Kabul. | 

Mn. ALBEBT E. WILKES, formerly engaged in the service of 
the D.P. Battery Co. and the Chloride Electrical Storage Co., has 
been appointed storage battery engineer to the Canadian General 
Electric Co., Ltd., of Toronto, who are sole agents for the Electric 
Storage Battery Co., of Philadelphia. 

ALDERMAN T. B. Watson, Mayor-Elect of Stockton-on-Tees, is 
head of the firm of T. B. Watson & Son, electrical engineers, 
Bishopton Lane. | 

Мв. E. 8. Franzem, chief electrical engineer of the Bengal- 
Nagpur Railway Co., who is at present staying in London (com- 
munications will reach him if addressed c/o the company, at 132, 
Gresham House, E. O.), will conclude his nine months’ furlough in 
England shortly. He will return to India early in December, and 
would like to receive from manufacturers particulars of electrical 
& tus specially applicable for use in locomotive workshops, and 

telegraph and telephone work. 
Oo. now have extensive workshops worked Easier by electricity 
on the 2.6. 220-volt system. Mr. Franklin is specially interested 
in any advances recently made in the application of electricity to 


: Buildings, 18, James Street, Liverpool. 


The Bengal-Nagpur Railway 


tool hardening and tempering furnaces, driving portable tools, 
control gear for large motors, lighting of shops, &c. 


Obituary.— Francis Hastincs MEDHURST.—It is with 
found regret that we record the untimely death of Mr. F. H. 
edhurst, B.Sc., M. I. E. E., which occurred under most tragic oir- 
cumstances on Tuesday morning at the King's Arms Hotel, Oroydon, 
at the age of 38 years. From the Press reports it appears that the 
deceased gentleman was originally educated for the Indian Civil 
Service. He was apprenticed to Messrs. O. A. Parsons & Oo., of 
Newcastle-on-Tyne, and some 16 years ago—at the age of 22—he 
opened an office at Westminster as a consulting electrical engineer. 
It was in this capacity that he was engaged in partnership at 
Victoria Street, S.W., as Medhurst & Brewer, at the time of his 
death. During his electrical career he had acted as consultant for 
a number of undertakivgs in this country and abroad, the original 
municipal and workhouse installations at Falham being among them. 
In recent years, however, he had turned his attention enthusiastically 
to politics, and twice he unsuccessfully contested West Islington 
Pariiamentary seat in the Unionist interest. He was the founder of 
the Trade Unionist Tariff Reform Association, and was only recently 
adopted as the Conservative candidate for Borough of Stafford. 
Recently Mr. Medhurst had been spending a good deal of his time 
abroad. It appears that he left his office last Saturday with the 
intention of journeying to Paris, but it seems that he never went 
there. On Monday night he engaged a room at the hotel named, 
and next morning, after writing a letter to the landlord apologising 
for the trouble to which he was putting him, he, it is reported, shot 
himself in the head, death ensuing a few minutes after his 
admission to the Croydon Hospital. 

Мв Oswatp Hass, M. I E. E., to whose death we alluded briefly 
in our last issue, had been in ill-health for several years, and was 
опу 44 years of age. Supplementing the particulars which have 
already appeared regarding his life and work, we are now able to 
add that in October, 1904, Mr. Haes attended the Electric Con- 
ference in Melbourne as the engineer of the Brush Co. at Sydney. 
In Jaly, 1896, he installed the electric light in the steamship 
Airlic, belonging to the E. & A. Co. at Bydney. In August, 1901, 
he read & paper before the Electrical Association of New South 
Wales, on Electric Power Transmission Plant at Rotorua, New 
Zealand," and in June, 1904, he opened a discussion at a meet- 
ing of the Electrical Association on Economies in Electricity 
Bupply Stations." In July, 1904, Mr. Haes was associated with 
the installation of the new electric ligbt system of Sydney. 


— ____} 


NEW COMPANIES REGISTERED. 


Magneto Co., Ltd. (105,528).— This company was registered 
on October 21st, with a capital of £500 in 81 shares, to acquire tho business 
belonging to H. W. van Raden and J. J. Horne, formerly carried on by them at 
Dreadnought Works, Phillip Street, Aston, as the Magneto Co., and to carry on 
the business of magneto and electrical manufacturers, dealers and inventors, 
manufacturers of and dealers io motor-cars, engines and fittings, &c, The 
subscribers (with one share each) are:—J. Woodward, 92, Station Road, King’s 
Norton, accountant; Dorothy L. Shepherd, 91, Jakeman Road, Balsall Heath, 


Birmingham, typist. Private company. The number of directors is not to be 


more than five: J. J. Horne is the first. Registered office, Dreadnought 
Works, Phillip Street, Aston. 


Howe Electrical Engineering Co., Ltd. (105,542).—This 
company was registered on October 22nd, with a capital of £5,000 in £1 shares, 
to take over the business carried on at16, Redoross Street, and 144, Moor 
Street, Liverpool, and at 94, New Road, Blackburn, as the Howe Electrical 
Engineering Co." The subscribers (with one share each) are :—S. Lord, 90, 
Roxburgh Avenue, Birkenhead, electrical engineer; L. F, В. Sington, 47, 
Hamilton Terrace, 8t. John's Wood, N.W., electrica) engineer. Private com- 
pany. The first directors are 8. Lord, J. W. Garsden, 5, Hope Terrace, Duke's 

row, Blackburn, and L. F. 8. Sington. Registered office, Mersey Railway 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Delhi Eleetrie Tramways and Lighting Co., Ltd. (88,758).— 
Issue on March 29th of £2,000 and on May 90th of £2,000 debentures, parte of & 
series of which particulars have already been filed, 


Electrolytic Alkali Co., Ltd. (64, 360).— Iasue on October 11th 
С 3 debentures, part of a series of which particulars have already been 
ed. 


GITY NOTES. 


Paris Compressed Air Co. 


AT the end of May reference was made in this Journal to a reported 
transaction between a French syndicate headed by the Société 
Générale and the Banque de Paris et des Pays Bas and a German 
group in regard to the latter's extensive holding of shares in the 
Compagnie Parisienne de l'Air Comprimé, Force Motrice et 
Eclaitage Electrique. Negotiations on the subject were certainly 
in progress at the time, but the French group were indisposed to 
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accept the terms proposed by the group led by the Disconto 
Gesellschaft, and the operation was not completed. The negotia- 
tions were, however, recently re-opened, and it is understood that 
the French banking institutions have now accepted the conditions 
proposed a few months ago whereby the shares will be disposed 
of at the rate of 145 per cent., which will yield the Disconto 
Gesellschaft a book profit of from £250,000 to £300,000. ‘ 
The transaction recalls the fact that the Paris lighting company 
in question was very largely of German origin; it has indeed been 
termed a German undertaking. Та 1890 the Disconto Gesellschaft 
formed the Internationale Druckluft und Elektrisitäts Gesellschaft 
with a share capital of £1,500,000. The company acquired the 
ресе of Victor Popp, of Paris, and the Compagnie Parisienne de 
Air Comprimé was constituted to work them, the former 
company holding the majority of the latter's shares. Owing to 
unfavourable results the Paris company was compelled to recon- 
stract its share capital in 1898 by reducing it from £800,000 to 
£320,000, and then raising it to £1,000,000. The new shares were 
taken over by the parties principally interested, who had to 
renounce a claim for £348,000, represented by interest and money 
due. The Internationale Druckluft und Elektrizitiits Gesellschaft 
had to subscribe £492,000 of the new shares and release £260,000 in 
interest and money due, whilst the company's total loss, including 


that resulting from the reduction in the share capital, amounted to ' 


£600,000. As a consequence the International Oo. in turn was 
compelled to reduce its capital by one-half, and the name was 
changed to that of the Internationale Elektrizitiits Gesellschaft. 

Since the reconstruction of the finances of the Compagnie 
Parisienne de l'Air Comprimé, the position of the undertaking has 
improved, not from the compressed air business but from the 
lighting concession which expired in 1907, and was extended to 
1918. No dividend was paid down to the year 1906, the profits 
being allocated to & special reserve fund which amounted to 
£1,960,000, and out of which the sum of £200,000 was repaid on 
old advances, and thus enabled the International Co. to return this 
amount to its shareholders. The Paris Co. was able to distribute 
64 per cent. to its proprietors in each of the years 1906-7 and 
1907-8. Asthe operations of the International Co. in the course 
of years were limited to its holding in the Paris Co., it was decided 
to dissolve it in 1908 in order to obviate expenses, and the shares 
were accordingly transferred to a group under the lead of the 
Disconto Gesellschaft, the first liquidation balance-sheet showing 
eecurity assets of £461,400 representing substantially the value of 
the interest in the Paris Co. 

It is considered that the present assumption of the shares by 
French banking interests is principally due to the circumstance 
that the concession held by the various electric lighting companies 
in Paris will expire with the year 1913, when a new company —the 
Compagnie Parisienne de Distribution d'Electricite—will control 
the supply, and in which the compressed air company has secured 
a large interest. The new company is financed by the Société 
Générale and the Banque de Paris et des Pays Bas which are also 
the principles in the acquisition of the shares from the Disconto 
Gesellschaft. 
preferred to dispose of their holdings at a profit, rather than keep 
them, as the social conditions in Paris, particularly the recurring 
strikes, might act as an obstacle to the further development of the 
undertaking in that city. 


— 


Drake & Gorham, Ltd. 


Ar the annual meeting held on Wednesday last week, Mr. B. M. 
Drake, in moving the adoption of the report (see ELEOTBICAL 
Review, October 15th, page 627), said that the financial results 
were not as favourable as those of the previous year, and this would 
scarcely come as a surprise when the depressed etate of the country 
during the period was borne in mind. The prevailing sense of 
insecurity amongst owners of property, and the necessity for avoiding 
anything in the nature of a luxury, had caused a reduction in turn- 
over, besides which the stagnation in trade, especially in Lanca- 
shire, had stopped the firm's progress in the electrification 
of mills. Owing to the new conditions brought about by 
the advent of metal lamps, the value of individual con- 
tracts was enormously reduced; and although a considerable 
influx of business in lighting small houses was anticipated 
(for the public were beginning to appreciate the fact that electric 
light was now the cheapest form of illuminant, and undoubtedly 
the best to install even in *he smallest houses), yet it must be 
remembered that these small houses required as much individual 
attention as larger contracts, so that it remained to be seen whether 
& corresponding advantage would accrue to the company from & 
financial point of view. In any сазе, the cost had hitherto been 
the deterrent to a more general adoption of electric light, and that 
objection might now be taken as having been removed. Tue firm's 
trade department for the wholesale supply of metal lamps to the 
trade and large uera had been very busy, a number of important 
contracts having been secured. This department was worked inde- 
pendently, so as to remove any scruples whi-h contractors might 
have in dealing with possible rivals. From the large increase in 
the number of accounts that bad been opencd with contractors, it 
was evidently appreciated not only that their interests were safe- 
guarded but that there was a di-tinot advantage in dealirg with a 
firm which was thoroughly coaversant with their requirements 
under all conditions. Iu the mo:or-car department arrangements 
bad been concluded during the year, in conjunction with Mesars. 
Tarupp & Maberly, for working the sole agency for the Riley 
motor-car for the southern counties and a general agency elsewhere. 
They were, however, also acting as buying agents for any well- 


On the other hand, the German interests have. 


known make of large or small cars. The chairman proceeded to 
give names of some of the principal cliente for whom lighti 

contracts had been carried out during the year. They had equipp 

with light and some power a large bleach and cotton works at 
Milford for tbe English Sewing Cotton Co., and had acted as 
buying agents for well-known mining companies im Africa. A list 
of contracts now in hand was next given. The firm's factory had, 
in addition to meeting their own requirements, manufactured 
switchboards and other apparatus for the War Office, Buckingham 
Palace, Houses of Parliament, Royal Hospital, Chelsea, Maidstone 
Corporation, Baxton District Oouncil, Mexborough Corporation, 
Dake of York's Schools, Dover, and others. As a result of their 
experience with suction-gas producers for use in connection with 
gas engines, they had been able, in conjunction with a well-known 
expert, to pa upon the market a producer of their own. A 
number of these had been put to work, and they were giving 
better results than they had been able to obtain with any other 
make on the market. Although the dividend was below what it 
had been in previous years, this was due to special conditions which 
he trusted might soon be changed. Their aim was still, as ever, to 
do only first-class work at the lowest possible figure consistent 
with the use of materials and labour which would maintain their 
reputation. He felt sure that the moment the general condition 
of the country improved they would be able to show better returns 


to the shareholders. 


The report was adopted, and a dividend of 24 per cent. on the 
ordinary shares was approved. 


Edison & Swan United Electric Light Co., Ltd. 


THE directors’ report states that the net revenue account for the 
year ended June 30th, 1909, shows that the sum of £26,836 has 
been brought forward from profit and loss account. Interest on 
debenture stocks has absorbed £15,702; £5,500 has been set aside 
as depreciation on freehold and leasehold property, plant and tools; 
£4,000 has been applied in writing down values of stocks, and the 
sum of £1,213 has been reserved on account of bad and doubtful 
debts. The result, as shown in the net revenue acoount, is a credit 
balance of £421, to which must be added the sum of £9,606 brought 
forward from the previous year, thus making a total of £10,027, 
which the directors propose to carry forward. Oost of establishing 
the business, goodwill, &o., £390,432, has been brought forward at 
the figure standing in the last balance-sheet. The freehold and 
leasehold property and plant have also been brought forward at the 
value stated in the last balance-sheet, with the addition of the 
amount expended to June 30th, 1909, less depreciation charged in 
net revenue account. The shares of the Altrincham Electric 
Supply, Ltd., have been taken at par, as in previous years. This 
concern continues to be satisfactory, and has paid a dividend on its 
shares of 7 per cent. for the year ended December Slat, 1908. Its 
indebtedness to this company has been reduced during the year by 
£155. There has been expended on capital account during the year 
ending June 30th, 1909, £19,813, almost entirely on account of addi- 
tions to buildings and plant in connection with the manufacture of 
metal-filament lamps. The manufacture of metal-filament lamps 
has been considerably extended during the year, and the satisfac- 
tory results attained justify the directors in looking forward tos 
large and remunerative trade in the future. The directors regret to 
announce the death of their colleague, Mr. H. Wolfenden, jan. Mr. 
Wm. Murray has been elected to fill the vacancy. Mr, Eustace О, 
Qailter has also been elected a director. 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to :— 

Northern Light, Power and Coal Oo.— 82,000,000 first mortgage 5 per cent. 
90-year gold bonds. > 

To appoint a special settling day in :— 

Marconi’s Wireless Telegraph Co.—Further issue of 25,569 7 per cent. cumu- 
lative participating preference shares of £1 each, fally paid, Nos. 625,081 to 
652,649, 

And to allow the following securities to be quoted in the Oficial 
List :— 

Edmundson's Electricity Согрогайоп, — 455,543 6 per cent. prior lien deben- 
ture stock. 

Underground Electric Railways Co. of London.— £1,000,000 р cent. first 
power house debentures, Noa. 1 to 2,500 of £100, 2,601 to 3,000 of , and 8,001 
to 3,500 of £1,000 each. А 


Prospectuses.—7/e Rubber Estates of Kedah, Ltd.— 
This company has been offering for subscription 700,000 shares of 2s. 
each at par. It is acquiring estates in the State of Kedah, on the 
bank of the Krian River, which divides Kedah from Perak 
Territories, Fed. Malay States. 

Lok Kawi Rubber, Ltd.—100,000 guaranteed shares of £1 each 
have been offered for subscription. The concession to be acquired 
isin British North Borneo. 5 percent. per annum is guaranteed by 
the Government for six years. 


Ciyde Valley Electrical Power.—At the half-yearly 
meeting held in Glasgow, Mr. James Mackenzie presiding, it was 
reported that tha accounts showed a credit balance on net revenuo 
account on the half-year's working of £4,084, which had been 
carried forward. Contracts for the supply of power to the extent 
of 27,725 п.р. had been entered into as at June 90th, 1909, an increase 
of 3,344 н.р, on the half-year. 
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Monte Video Telephone Co., Ltd, 


Tun annual ordinary general meeting was held on Wednesday at 
Winchester House, Old Broad Street, Mr. Ohas. Lock presiding. 

In moving the adoption of the report (see ELEOTBICAL REVIEW, 
October 22nd, page 667), the Онлтвмахк said that a comparison of 
the report now before them with that of the previous year would 
reveal a steady expansion in the company's business. The gross 
receipts from all sources amounted to £43,045, as against £39,261 
for the previous year, an increase of some £3,800. The interest 
on securities was about the same. On the other hand, the 
working expenses had increased by some £3,000. That figure, 
however, included the £500 paid to their late chairman, and also 
iucluded the special payment to Sir John Gavey in connection with 
his visit to Monte Video at the request of the board. There was 
also a further expense in the removal of lines caused by the pulling 
down of old houses in the town, which were being rebuilt on 
more modern lines, The increase in London office expenses was 
trifling, and the amount under the item of income-tax was 
slightly larger. The net profit for the year was £19,931, 
as compared with £19,400 for the preceding year, or an increase of 
over £500. In past years, out of this balance, they had been in the 
habit of appropriating an amount to the reserve fund. This year, 
however, they had taken the same amount, but had placed it to 
“ depreciation.” It was merely a matter of account, but if they 
succeeded in obtaining a concession from the Government to lay 
an underground plant, it would naturally entail some capital out- 
lay, and this fund would be used for the purpose. They proposed 
to pay a final dividend of 24 per cent. on the preference sbares, 
and 3 per cent. on the ordinary, which, with the interim dividend 
already paid, would make a total dividend for the year of 5 per 
cent. on the preference and 6 per cent. on the ordinary shares. 
They had been in the fortunate position for the third year in 
succession, of declaring a 6 per cent, dividend on the ordinary 
shares. He thought they would all admit that was a satisfactory 
return. Turning to the balance-sheet, the '' value of the property 
and capital outlay” up to July 31st, 1909, was £212,071. 
The real estate in Monte Video stood at precisely the 
same figure as last year. The investments at cost, showed 
a alight increase of £12,000, and their total investe 
ments for which they paid £12,688, at the present moment 
had a value of some £14,000. The liquid assets, debts, 
bills receivable, and cash, stood at £17,400, as against £10,800 for 
the preceding year. He thought from the figures he had given 


them they would agree with him that the business showed signs of 


steady progress. At the same time, however, he would point out 
that if was a business which required careful and close handling 
and economical managing for it to turn out profitable. The chair- 
man then proceeded to deal at length with the question of the 
proposed installation of a Government undertaking, and a con- 
cession to the company for an underground plant. He said that 
- immediately the board heard that the Government had retained 
An English engineer to report upon the feasibility of the Govern- 
ment installing a plant, they sent out Sir John Gavey, their con- 
sulting engineer, to Monte Video. That gentleman, in company 
with the board's legal advisers, took steps to urge rpon the public 
authority the fair and legitimate claims of the company. Во far 
the question had not been discussed by the legislative body, but 
the company understood that the President had recommended that 
body to consider it during the extraordinary session which was 
now sitting. He did not believe that the matter had been 
considered up to that moment, as they had heard nothing 
` from their local representatives. It seemed to the board and to 
their legal advisers in Monte Video that the public had nothing to 
gain by the installation of a Government system. To administer a 
telephone system with satisfaction required a carefully-trained 
staff, which could not be improvised at short notice. Moreover, 
it appeared to the company that the profits of the business were 
never very large. One would therefore think that the Govern- 
ment would hardly find sufficient inducement to invest public 
money in a telephone system, and so far as the directors had been 
able to learn, out of a considerable amount of money voted by the 
Chamber for public purposes, no portion of it had been appro- 
priated for the provision of a telephone system. Having regard 
to all the circumstances, they were not unhopeful that businesslike 
eounsels would ultimately prevail, and that a concession would be 
granted to that company, which had for so long sought to give an 


efficient and up-to-date service to thé Monte Video public. 
Мв. G. Lz CHANT seconded the motion, and the report was 
adopted. 


Cuba Sabmarine Telegraph Co., Ltd. 


Мв. C. W. PaniSH presided on Wednesday at the offices, 58, Old 
Broad Street, over the seventy-sixth ordinary general meeting of 
the above company. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
October 22nd, page 667), the CHAIRMAN said it represented the busy 
period in Cuba when the sugar mills were hard at work, and their 
produce was being dispatched to various ports for shipment. The 
Success or. failure of the sugar crop was naturally of extreme 
importance to the island, and although at one time it was feared 
that the prospect of a large crop was somewhat doubtful, yet a 
period of favourable weather during the harvest saved the situation, 
and the actual result turned out to be quite satisfactory. On the 
other hand, the tobacoo crop in the western portion of the island 
was not good,and fell short of the previous year. Generally 

; the conditions of the island remained much the same, which 
explained why their traffics were also about the same this year as last 
year. Although their revenue came largely from through traffic, yet 


436, 941. 


they found that generally the same conditions which maintained 
in the island of Ouba existed also further south, excluding, 
of course, those occasions when earthquakes, cyclones and 
political disturbances brought about a special rush of Press 
and private traffic. The earnings for traffic receipts amounted 
to £15,926, as compared with £16,352 last year—a decrease of £426. 
The interest for investments was £1,772, against £1,719, and, with 
transfer fees, they finally arrived at total receipts of £17,706, 
against £18,079, or a reduction of £400. Really the reduction was 
less than that, because in the sum of £16,352 was included £194 
balonging to the previous half-year, and, consequently, the decrease 
in traffic only amounted to £232. On the other side of the account 
they would find that the expenditure amounted to £6,635, against 
£6,523 iu the corresponding six months of last year, and the slight 
increase was more than accounted for in the item for expenses at 
stations, and was due to some small cable repairs which figured at 
£524. The results enabled them to place £3,000 to the reserve 
fund, pay the usual dividend at the rate of 10 per cent. on the pre- 
ference shares, amounting to £3,000, and to pay a dividend on the 
£160,000 ordinary share capital at the rate of 6 per cent. per annum 
free of income-tax. He thought they might again be satisfied with 
such results, especially ina period when, generally, business from one 
cause or another was greatly depressed in many ways. Their reserve 
fund now stood at the respectable figure of £114,000, but they 
would not let it stop there, for they had to remember that each 
year increased the age of their cables, and the reserve fund con- 
tained the provision they made for their gradual depreciation. 
Most of them were acquainted with the working of cable companies, 
and knew the way to maintain the value of their property was to 
have a stroug reserve capable of meeting any calls which might be 
made upon it. All the cables were in good working order, and 
they had no difficulty in dealing rapidly and accurately with all 
the (хай з they had. In conclusion, the Chairman mentioned with 
great regret that he had asked bis colleagues to relieve him of the 
duties of chairman, and Mr. Keith had agreed to take his place. 
He had been a director for 18 years and chairman for 14, and there 
was no board more united in their policy and in the conduct of 
their business. They had always worked together in perfect 
harmony to the best of their ability for the good of the company, 
in which they had always been greatly assisted by their most 
efficient secretary, Mr. Scott. Mr. Keith had been closely con- 
nected with the company for 33 years, either in Cuba or in this 
country. 

Мв. Gao. Kerra seconded the motion, and it was carried. 

Replying to а SHABEHOLDEB, the ORHAIRMAN said he was not 
retiring from the board, but he had not озеп well of late, and had 
to knock off some of his work. 


Allis-Chalmers Co. 


THe annual report for the year ended June 30th, 1909, as quoted in 
the Electric Traction Weekly, shows that total earnings, after 
deducting cost of manufacturing and selling, taxes, general 
expenses, &c., were $1,809,009; and net earnings were $135,431. 
Daring the year the company suffered with other industrial cor- 
porations from a business depression, which, existing with 
fluctuating severity for three-quarters of the preceding year, con- 
tinued with little change throughout the first half of the fiscal year 
ended June 30th, 1909. This condition was reflected in the volume 
of the company’s sales, which compelled the works to bs operated 
during the year at about 50 per cent. of their normal capacity, and 
although improved methods decreased the cost of production, yet 
the fixed charges (interest, taxes, insurance, depreciation, &:.), 
necessarily continued nearly constant, and prevented the company 
from showing for the year larger net earnings. New business 
booked commenced to show substantial gains in January last, and 
for the last half of the year averaged per month nearly 65 per cent. 
more than the monthly average for the first half. This increase 
with advancing prices has continued to the present time. 

In a supplemental report it is stated that for the three months of 
the current fiscal year the expectations expreased in the annual 
report of an “ increasingly heavy volume of orders,” have been 
realised to the extent of a regular increa;e in amount for each 
month. ‘In September the total amou:t of business booked 
exceeded every month but one since the organisation of the com- 
pany, and for the present month (October) there was an equally 
favourable prospsct.” 


Parsons Marine Steam Turbine Co.— The report 
for the year ended June 30th states that the profits, after providing 
for depreciation on buildings, plant, machinery, and office furniture, 
upkeep of patents, &c., and tranaferriog £5,171 to the experimental 
work account and £5,000 in reduction of patent rights account, 
amount to £26,699. The amount available for distribution ie 
The directors recommend a dividend at the rate of 10 
per cent. per annum (of which aa interim dividend of 5 per cent. 
has been paid) and a bonus of 23 per cent., leaving £10,531 to be 
carried forward. 


Western Telegraph Co., Ltd.—The directors have, 
after transferring £90,000 to the general reserve fund, £5,000 to 
the maintenance ships' reserve fund, £10,000 to the marine insur- 
ance fund, and £10,000 to the land and buildings depreciation 
fund, decided to recommend a final dividend of 33. per share, 
making with the previous distributions, a total dividend of 6 per 
cent. for the year ended June 30th, 1909, and also the payment of 
a bonus of 28. per share, both free of income-tax. The balance of 
the account is carried forward, 
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MARKET QUOTATIONS. 


Wednesday, October 27th. 


Latest Fortnight's 
CHEMICALS, &c. со. Iro or Ded. 

a Acid, Hydrochlorio e. per сиф, 5/- - 

a 7% Nitric ee ee ees es »? 29J- ee 

a » Oxalic oe es ee ae » 98/- 

a. Sulphuric ee 8 s ЕА 6/6 

а Ammoniac, Sal  .. zs i "m 42/- Е 

а Ammonia, Muriate (crystal). per ton po 

a r ээ ee ee ee oe 

a Bleaching powder .. ive . н £5 10 

а Bisulphide of Carbon Ks » £18 

а Borax ee ee ee ee ee 90 416 ee 

a Ferro-Silicon (50 %) de * is £11 & 

a Copper Sulphate .. > T" 5 £18 10 xo 

a Lead, Nitrate ee ee ee X] £26 10 

а „ White Sugar ec ea W £23 10 

а ^ Peroxide oe ee eo rT) £82 

а Methylated Spirit .. m .. per gal. 2/6 

а Potassium, Bichromate, in casks per lb. 83а. L 

a Potasb, Caustic (75/80 %) *.. per ton £20 ae 

а „ Chlorate .. en .. per lb. d. К 

& „ Perchlorate ae oe y 81d. . 

а Potassium, Cyanide А эө d. we 
‚ а Shellac as ec D .. per сиё. 757 . 

а Sulphate of Magnesia .. рег ton £4 10 

а Sulphur, Sublimed Flower сЕ РЯ £6 10 

" Recovered es ee РА £5 10 

а se Lum "S » £5 

а Soda, Caustic (white 70 %) m a £10 15 

a ТІ Chlorate ee oe ee per Ib. m 

a „ Crystals m ee . рет ton £8 5 ano wie 

а Sodium Bichromate, casks .. per lb. 8d. ae 

а „ Cyanide (basis 100 ) - 1а. 

METALS, &c. 

b Aluminium Ingots, in ton lots. per ton #75 EN 

b E Wire, in ton lots. > #112 n 

b Уз Sheet, in ton lots .. И vex 

p Babbitt's metal ingots... ss 9 £50 to £136 

c Brass (rolled metal to 12" basis) per lb. 234 

с „ Tube (brazed) es -— is 82d. 5% 

c m T (solid drawn) ee a "id. ee 

с „ Wire, basis oe ond m вза. a o 

c Copper Tubes (brazed) .. i n 87d. 

c i „ (solid drawn ae 45 83d. 

g » Bars (best selected .. рег ton £70 £1 dec. 

gz EN Sheet ws ae a 5 £70 ` #1 dec. 

g 99 Rod ee ee ° о ee ye £70 £1 dec. 

е „  (Electrolytio) Bars ee P £60 10 az 

e 70 m Bheets ee " 477 as 

e i № Коа ри ss £85 10 

e А 8 H.C. Wire per lb. а. 

f Ebonite Rod is 5% V 5 8/8 = 

f '• Sheet ee ee oo " by- ° о 

n German Silver Wir es iis К 1/6 Ж 

В Gutta-percha, fine.. E" es d 5/6 to 6/6 " 

h India-rubber, Para fine ee 9j- 3d, inc. 
Iron Pig (Cleveland warrants) .. per ton 61/8 €d. dec, 
„ Wire, galv. No. 8, P.O. qual. ТА &14 2 
g Lead, English Ingot ee - s £18 6 to £13 10 | 5/. dcc. 

m Manganin Wire No. 28 .. .. per lb. 6/6 "T 
є Mercury T xt аа . per bot. |8 17 to £8.17 6 inc. 
d Mica (in original cases) small .. per ib. €d. to 1s. d 
» " » medium ,» 2/6 to 4/- oe 
d x КА „ large i 4/6 to 8/6 m 
p Phosphor Bronze, plain castings 15 1/ to 1/14 me 
р Є » rolled bars & rods тА T to 1/3 а 
р Ф » rolled strip & sheet б 1/24 (о 1/6 S 
o Platinum. 25 s .. рег oz. - 111/6 variable, 
e Silicium Bronze Wire. ee per lb. 8d. сә 


r Stee! Magnet, in bars се . рег ton £55 vs 
g Tin, Block (English) ee ee ss £135 10 to £136 10 KI ine. 
п „ Wire, Nos. 1 to 18 ee per lb. 1/9 re 
p White Anti-friction Metals :— 
"White Ant" brand. per ton £35 to £60 we 
k Zinc, Sh't (Vieille Montagne bnd.) РА £27 10/- inc. 


Quotations supplied by— 


a G. Boor & Co. В Edward Till & Co, 
b The British Aluminium Co., Ltd. 1 Bolling & Lowe. 
c Thos. Bolton & Bons, Ltd. k Morris Ashby, Ltd. 
d F. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd. 
e Frederick Smith & Co. m W. T. Glover & Co., Ltd. 
India - Rubber, Gutta- Percha and a P. Ormiston & Sons. 

Telegraph Works Co., Ltd. o Johnson, Matthey & Oo., Ltd. 
g James & are, p The Phosphor Bronse Co., Ltd. 

t W. F. Dennis & Co, 


Harst, Nelson & Co, Ltd.—According to the Times, 
the report for the year ended July 17th states that the accounts, 
after deduction of repairs, directors’ fees, management salaries, 
and all other charges, show a gross profit of £33,283, and deducting 
income-tax, interest on the purchase price of the business from 
July 13th, 1908, till settlement, and bank interest (£9,270), depre- 
ciation on machinery, plant and wagon stock (£11,903), and portion 
of expenses of forming the company (£1,200), there is a balance of 
£10,910. The directors recommend a dividend at the rate of 6 per 
cent. per annum on the preference share capital from May 15th to 
July 17th, 1909, placing to special reserve fund for security of 
dividend on preference share capital £686, and carrying forward 
£6,170. 


Electrolytic Alkali Co.—The annual report, according 
to a fiaancial contemporary, shows а net profit for the year, after 
allowing for depreciation, debanture interest, general upkeep, &c., 
of £11,919, making, with the balance brought forward, a credit 
balance of £22,174. There are now three years’ dividends due on 
the preferenca capital, The directors propose to pay 12 months’ 
dividend and to carry forward £15,177. 


` 


STOCKS AND SHARES. 


Tuesday Afternoon. 
Тнв Stock Exchange has once more drifted into troubled waters 


Three rises of the Bank Rate in as many weeks were quite enough 
to upset the balance of the markets. The usual over-trading 
evidences stand revealed in the shape of what the newspapers call 
an unwieldly bull account. Liquidation of this has led to losses 
that had to be made good by realisations of investment securities, 
and the consequence is that prices all round are either dullor 
weaker. Flickers of occasional revivals, however, show that all is 
not yet over between the Stock Exchange and its clients. 

That improvements in electrical iseues should this week be 
scarce as strawberries goes almost without saying. There are, in 
fact, very few departments in the markets to which the same 
remark would not be equally applicable. 

Pronounced flatness in the Home Railway market was one of the 
first resulta of the rise in the Bank Rate to 5 per cent. A faint 
recovery set in early this week, but it failed to wipe out the whole 
of the previous losses of which the electrical stocks had had their 
full share. Metropolitan Consolidated and Surplus Lands stocks 
are both lower. Districts sagged away to 164. Underground 
Electric Railway 44 per cent. bonds fell а point. City and South 
London eased off, but managed to regain the loss, the forthcoming 


revision of certain of the fares being put forward as one explanation 


forthe support. There have been no alterations in Central London 
stocks. 

Amongst electricity supply issues, the few changes are down- 
ward, except as regards a small further rise in River Plate 
Ordinary shares, which have risento 18. There are small declines 
in London Electric Ordinary and in Metropolitan Ordinary. The 
threatened closing of the Crystal Palace has been ignored asa 
market factor in any way, and none of the electrical companies’ 
shares are affected. A slump in South African mining shares caused 
Victoria Falls Power Preference to ease off, but the reduction is 
extremely slight. 

Directors of electricity supply undertakings might well make s 
note of the example of a well-known suburban gas company which, 
slong with its demand notes for payment of the Michaelmas 
accounts, has distributed a little slip stating that it is about to 
issue some more of its stock, and inviting customers to apply for 
particulars, Asan inexpensive way of making a new issue of stock, 
the procedure might commend itself to those interested in such 
matters. 

Rio Trams at 90 are flat, showing a drop of 3 points. Mexico 
Tramways and the company's bonds are 1 down, while Mexica 
Light and Power Common and Preference are 1 and 2 points lower 
respectively. Canadian General Ordinary and Preferred have 
come into line at 110. British Columbia Electric Railway 
Deferred fell 1, after its substantial rise, but the Preferred gained 
a farther 2 per cent. Anglo-Argentine Tramways are dull, both as 
regards the shares and the Debenture stock. British Electric 
Traction Preference maintained their improvement, and British 
Westinghouse 4 per cent. Debenture at 43 exhibits a gain of 1}. 
A little speculative buying was stimulated by the better reports, 
quoted here Jast week, which are being received as to the progress 
of the American Westinghouse Company. 

As American Railway shares are jumping violently and irre 
gularly, the trans-Atlantic wire varieties are mostly rather lower. 
Anglo-American Telegraph Deferred naturally gave way, and Direct 
United States shares are easier. Commercial Cable Debenture 
drooped, American Telegraph and Telephone capital stock fell 3. 
New York Telephone scrip has kept wonderfully firm, considering 
the circumstances, at 2 premium for cash. Great Northern Tele 
graphs rose 30s. 

Eastern Telegraphs and Eastern Extensions developed dallnes, 
and West Coast of America shares are a trifle easier. 

United River Plate Telephones reacted z after their good and 
steady rise. Monte Videos, however, are strong ; although, on the 
other hand, Oriental Telephones are rather lower. In the National 
Telephone list, the only change isa fall of 1 in the price of the 
Deferred stock. 

Manufacturing issues are quiet and featureless. The Edison and 
Swan issues did not move, on the announcement that the company 
will pay no dividend on ite Ordinary shares. Electric Construc- 
tion Debenture rose а point. Rubber shares are flactuating freely, 
and the prices on balance show slight losses as compared with those 


of a week ago. 
(Saree GEGEN осы Рес ысы ыл ч) 


Calcutta Electric Supply Corporation, Ltd.—Tbe 
number of units delivered to consumers during the five d 
ended October 1at, 1909, were 974,050, compared with 7 82,821 
in the corresponding five weeks of 1908. 
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Basiness done 
Closing | Closing endes | Rise +| Present 
НАМЕ, or | Dividends forthe Jast | Quotations | Quotations — ША or Yield 
тал. куш» Oct. 19th, | Oct. 26th. 04000. | Fall — per cent. 
E 4 1906, | 1908, | 1907. | 1908, Misco шше 2 s.d. 
| Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 | 10 Nil | Nil | Nil | Nil | 8— 8 3 — 83 * T vs Nil, 
у” Do. do, 6 Debs., Oa, 1 to 1,250 Red, 100 5 5 5 5 95 = 98 95 pu 98 954 ee .. 5 2 
паа ае y үү ше Всей kid pet be-d Б-де НЕ pe АЫ xai ae 
А st, nds, an = ims 
| 59,001 to 18,000} $100 |4%|4%|4%|4%| 96 — 98 96 — 98 ‚5 У 41 
Angie-American Telegraph „„ | Btock | 8195 | BZ% | 8395 |£84s.| 61 — 63 61 — 68 T T e 5 8 
Do, do, о 6% Pref. - ..| Stock |6 951695169516 102 —108 102 —103 pi^ 103 s 5 16 
Do. do, do. Deferred „Stock | 8% | 12% |1 % - | 213— 21 218— 218 21 21 — È 1 16 1 
Anglo-Portuguese Tel., 5 % Mort. Deb. Btock Red, | 100 5 5 |5659, | 595 | 101 —108 101 —108 os ee - 4 17 
Telephone, Nos. 1 to 44,000 .. .. .. 6 88 |689 8 / 8— Bi в — 8] 8 .- z 4 14 
Commercial Cable, Sting. 500 year 4% Deb. Bk, Red, | Stock | 4 95 | 4 4, | 4 4, | 4 95 | 88 — 90 87 — 89 89 "AI ра. ВТ 
Cuba Telegraph ee ee ee ce ee ee 10 b * 5 ys 6 * 6 96 E 88 — TR 9 * 6 8 0 
Do. 10% Pret. .. X 5 * 10 110 €, 10 % 10 10 174— 18 174— 18 E б ә 5 8 1 
Direct Spanish Telegraph, Ord. SE. LES ME 5 45 45% 494 9 — B 9 — T .. T 5 14 8 
" do, 10 % Oum, Pref, өө 5  |10 10 10 % |10 8 — 8 — 8 .. .. .. 6 5 0 
Do. do. 44 % Debs. iu" Ss 50 % | 44% X, | 4à 1181 — 13 1004 —10 T ec ais 2 811 
Direct United States Cable ee ee ee ee 20 "b "b Ж 4 1 uam 1 13 — 1 184 „ы — $ 6 4 7 
SUME, Ча Cable, 6$ Б Reg, Diba Ltn 1,900, R, | 100 % | 4496 X. 100 —102 100 —102 .. T ve 48 8 
Eastern Telegraph, Ord. Btock.. — ..  ..  ..|Btock 1% 717 1 7 127 —130 126 —129 128 127 —1 5 8 6 
E U BÀ Pret. Btock.. .. ee К 100 84% BA% 84%, 84 84 итин ngs 85 85 ыы Г" i 4 1 10 
È . 4 % Mort. Deb. Stock. Red.. | Stock | 4 % | 4 % |4 96 4 Ст: зву 1044 —1 1053 a ka 815 2 
Eastern Extension, Australasia, and China Tele 10 77577777 113— 1 118— 12 124 At EDT 
Do. 4 % Deb.Btock .. — ..  ..|Btock 4 4 | 4 96 | 4 102 —104 102 —104 e e I 81611. 
Мам, &B, Atrios Tel, 4 9, Mi D. Жш s [4%] 4% | 4%] 4% | 100 —102 100 ма "er Ru kl 
Globe Telegraph and Trust Mis Jee es 10 5; 104— 1 1 1 1 T 5 8 B 
4 & * 0. 6 Pre t.. .. ee 10 x: He 85 5 1 - 1 18 = 14 1 ni 1 5 9 
ааа 2 A 4 7 len M ёе 10 24% |90 20 18 264— 27 28 — 29 T +1 6 4 2 
an ermu e st Mort, 
. , Re ат ат dtd re ee Abg 
0- uropean eie р ee ee ee ee = * 775 e» 1 
80, 00 Mackay Companies Common ., Se TN .. | $100 2 B4 E 4 % | 98 — 95 93 — 95 oe »4 — 3 44 38 
a 4 000 Do. о. 4 Cum. Pret. ee ee ee $100 4 4 4 4 % т = 79 77 -— 79 + .. 5 1 З 
. poH Marconi's Wireless Telegraph. ре" 1 N N N Nil > = 17/6 15/- e №1 
^ Monte Video Telephone Co. Lid. Ord. ee ee 1 Б 6 * 6 X 6 & T "S 17/6 .. + 8 6 8 0 
588,92 Do, do. o. 6% Pret, wa 1 |6 5%15%/5 E 4— 1 A + 5 6 8 
,000 | National Telephone, Pref, Stock ec өө es | 100 6 6 |69 |6 107 —1084 107 —1084 108} ti a 610 7 
8,196,000 | Do, o. Det. Stock $4. eo „ 5 V6 6 121 —198 120 —122 1224 1 *1,418 4 
4 15,000 Do, do, 6 Cum, Ist. Pref, se ee 10 6 6 y 7 6 y B 6 1 11 1 — 11 ee .. s.. 6 9 1 
Е ^ 15,000 Do. do. 6 Cum, ünd Pref. ee .* 10 6 5 y 7 6 , ^ 6 1 ru 1 1 -— 10i 1 .. .. б 10 4 
-~ 250,000 | Ро, do, 5 % Non-cum, Brd P., 1 to 960,000 b b 5% |Б5Б% 5 Б 98 — 5H 5% t iè 4:7 8 
| 2,000,000 | Po. do, 83 & Deb. Stock Red, .. | Stock | BA% 33% 83% | 34 —100 —100 s е: s "1287100 
1,988,593 Do. do. 4 Deb. Stock Red. ee ee 100 4 4 y n 4 y 7 E 100 —102 100 —102 » * .. .. 8 18 5 
37 179,818 | Oriental Telep. and Elec, 1 to 171,504, m paid .. 1 7 157188 lij— 1% li— 1j 28/9 * ‘ 559 
0 50,000 Do, do, do, 6 Cum, Pre t.. ee 1 6 6 У 6 "b 6 801 — 1 a 1 — 1 а .. oe . 414 9 
n. . 99,100 Do, йо, do, 4% Red. Deb. Stock. | 100 4 49% |49% 4 — — ке в i 410 5 
š . 99,400 | Pacific & European Tel., 4 95 Guar, Debe., 1 to 1,000 10 4 4% 14% 14 100 —102 100 —102 а å ; 8 18 Б 
ESTY — Со, of Egypt, 43 & Deb. Re. oo 4% 4 | tae | aa 10-1044 1001 8 YA : 1 10 
i , е one Co, of Egypt, eb, Red, .. ix 1.3 y 4 06 | 4 — — 6s è К 
: 8,042 | Bubmarine Cables True.  ..| Cert, б 93 "i * se 129 —182 120 —132 us ьа T 4 10 11 
. 120,000 | United River Plate Telephone 6 |8 8815 | 7— i = Ü 15 ELI Шм 510 4 
40,000 Do. > 5 % Cum. Pret., Nos. 1 to 40,000 Б Б 695165 Б % 68— 6 51— Si бә 85 4 810 
— 80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 24 | Nil | 949 | 24% | 24% | 1%— ца li— 1 80/- "s — M 816 4 
{ . 150,000 Do. 4 96 Debs., 1 to 1,500 пат. һу Braz. Bub. Tel, 100 4 4 y е 4 4 926 1 —102 100 —102 * ee. ee 8 18 5 
E ee Western Telegraph, Ltd., Nos. 1 to 207,980..  ..| 10 7 1% 7 7% | 181— 14 184— 14 133 134 5 0 0 
.. 800,000 Do. do. 49 Deb. Stock Red, ..| 100 4% 4% 4% |4% |108 —105 | 108 —105 s. * 8 16 
* 88,821 | West India and Panama Telegraph .. oz e 10 Nil | Ni | Nil | Nil i-— ё 14 — i 15/- 18/9 Nil 
84,560 Do, do, 69 Сит, Ist Prei... 10 5 X ва | 6 % | 6 MI 9 — A 9% 834 6 99 
4,669. Do. йо. 6 & Cum. ànd Pre... Nil! Nil 42 6 15 Bi— 9 Bi— 9 б * 15 15 10 
80,0001 Do, do, 6% Debs., Nos, 1 to 1,800 ..| 100 | b * b 96 | b 96 | 5 96 | 1013 —1 101 1035 а | 416 7 
„у s ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
mno ^ nglo-Argentine Trams, 5 ?5 Cum, lat Bred 100 5 4 53 
- ПЕ ИЕ I €, Е 640,000 Ni 
n Dé ^^ Do 5 % 2nd Pref., 800,001 to 1, 00, 0 ¶ꝗʃũ 0y0 Б |... .. |. 56.. 
a^ . g. Л, Tn . 4% Deb. Stock ee ee ee ӨЫ ий Я Vas ^ ee . 4 6 6 - 
Я 387 [Auckland E. Trams, 6 % lst Mort. Deb. Stock .. 100 6 b b 415 B 
E | Babcock & Wilcox, 1 to 580, O (o.. 1 0 490 4 20 475 
= Do. do. 696 Cum. Pret., 1 to 100,000 .. 1 |6 6 6 . 819 2 
$ „000 British Aluminium, L] 1 to 40,000 ee ee ee Ж 1 7 7 87 6 B 
$ 000] Do. do, 7% Cum. Prei. 8 1974197917 15 1 4 
100 Do. do. = ” 6 96 Cum, Pref, eo ee b 6 6 6 7-10 11 
4 1 897 Do. do, 4% Funding Certs. .. КУ 6 4 4 4 614 8 
А 1 ,400 Do. do. X Loch Leven Debs, ee 100 ee 54 5 14 7 
500,000 British Columbia E. Def, Ord. Btock ..  ..| 100 6 6 8 €X- 533 
r ,000 Do. Pref. Ord, Stock ee oe ee ee 100 5 b 5 95 413 9 
" 000| ро, 6% Cum. Perp. Pref, Stock .. - ..| 100 |б: b 5 4.9 B 
ў E 000 Do. lst ort. Debs., 1 to 6,250 ee ec |. 40 1 4 8 8 
€ 600| Do. ‚% Vancouver Power Debs., 1 to 2,900 | 100 d 4 59 
Е 1 British 0 4 ee ee ees ee 10 8 i 1 Nib. 
- 161,47 | Do. do. 6% Cum. Pref, .. . 10 6 6 8 6 0 0 
^ 1478,68 |- Do. do, . 6% Perp. Deb. Stock .. | Stock 5 Б b o, 6.91 
— 628,986 | Do. , do. 95 2nd Deb, Stock Red. | 100 | 4396 | 44% | 44%: 5 17 0 
100,000 British Insulated and Helsb € es 96 6 8 10 Ü 708 
N | . dO. . , "T b 6 6 411 8 
: Я let Mort. Deb. Red... | 100 4 4n 
401| British т tap teta УҢ " 3 gm å 100 4 | 415 9 
1 British estinghouse . [| an : 
s { | $75,001 to 475,000 5 Nu Nü Nil Nil 
Do. do. 496 Mort. Deb. Btock .. | 100 p? 4 NA С 919 
tBrowett, Lindley & Oo., . ee . ee 1 il il Nu 
t Do. do. 6% Pref. .. "T 1 Nil | Nil | Nil Nil 
Brush Electrical Engineering, Ord., 1 to 105,781 .. 2 9 Nil | Nil Nil- 
do, Non-cum, ef... 9 6 Nil | Nil Nit 
do, Perp. Deb. Stock Stock 9 15 8 
do. Perp. 2nd Deb. Stock.. Stock 4 14 10 2 
Caloutta Trams, 1 to 187,610 “a s 5 8 8 6 410 0 
Do. 5 96 Cum. Pref., Nos, 1 to 29,880.. b b b b 600 
тє „ * Do. lst Deb. tock.. ee ee 100 44 44 4 6 1 
Callender's Cable Construction shares 5 15 96 115 % 15 6178 
Do do, 5 % Cum. Pref, .. vá x b b b b 4 611 
Cape E Trams., l to 1 ee ee ee oe 1 il 1] Nil 
-Kellner Alkali, 1 to 450,000 .. т a 1 6 4 12 619 1 
, йо. 4$ еге Mort. Deb, Btock | 100 dà 44 4} 4 813 5 
Central London Railway, „Stock “a Stock | 4 4 8 6 410 
Bo. do. 4% Pref. Hook .. Stock 4 4 4 414 2 
Do. do, ms GO: sc „ Rick { i A a 1 
ee ee ee 1 9 
Crompton & Oo., Nos. 1 to 86,000 8 Б Б 15 1 8 
Do. b aie Mort. Reg. Debs., 1 to Б 
900 of and 901 to 11,000 of £60 Bed. 6 * 95 | 696 | 6 96 6176 


Continues op next pade. 
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SHARE LIST OF ELECTRICAL COMPANTES.—(O»winued) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Continncd) 


Brock Ciosing - Closing Business done | Rise 4, Бен 
— namm, — or сл . Quotations | Quotations | week ended | or | Tie 
Bbare. Oct. 19th. Oct. 96th. , Oct. 26h, 1909. Pal — per cent, 
Ty scc U 1908. Hignesti!Loren; — —— aac 
980,000 | Dick, Kerr & Oo., 1 to 980,080 .. .. .. 1 ‚10% 10 1— 1 1— $1/01 | NET. y 
806,000 Do. do. 69% Cum. Pref., 1 to 805,008 .. 1 6 12 1 t — 1 90/9 М 568 
271,080 ‚ бо 4% Deb. Stock .. . ..| 100 4} 100 —108 100 —103 р : e 175 
09.91 рари à Bran UM, “А" one 22 54. 1 о 80.251 n 13 T i м; 8/6 Ё ра 
17,189 "Do. “А” shares, A aw , E 6 2i i— 1 1 cq P m ү ^ 
807,896 Do, took Red. . 100 4 68 = 78 68 — 18 22 2 . | 697 
67,720 Do. 5% tnd De Stock Prov. Certs, all рй, | 100 6 89 — 85 82 — B5 & $5 61 4 
112, 100 Electric Construction, 1 to 119, ee ee ee a N 4 ж oe ee oe Nil 
Do. do. 1900, $3 Cum’ Prats 1 3,1796 111 — 1 1 1 s m 9131 
25,000 General Electrico Co, d Cum. Pref, eo 10 "Io 6 87 84— oe ee А 5 14 3 
800,000 Do. do Mort Stock 4 83 — 87xd| 83 — 87 " D . | 620 
98,000 | Gt. N. & City Ran. Pref, Ord. Fern T ec 06,000 10 | N 1 — 1 18/- 15/. . ГЕ ‹ 
96,000 | Greenwood Bailey, 7 Cum. Pref. ^e œ| 10 A MEM 1 102 ae s e | 608 
60,000 | Do b Debs. 5, .| 100 ? | 6% | 108 — 109 —108 : n 43 U 
oo Henley's (W. d; Telegrap h Works, Ord, ..  .. 6 AT = 1 2 B is : ; 519 3 
. 0. в ee ee D — = ее " es 4 1n 
150,000 й до. Mort. Deb. Stock | Воск d 106 —108 106 —108 " D: Е 431 
60,000 | Indis-Rubber, Gutta- ha elegraph Works.. 10 10 15 — 15 — 16 153 16/8 as 614 3 
87,500 Overhead way, e ee ee ee 10 N mee те ee ee Nil 
10,000 7 Do. do. : ire m paid eo 10 5 f 4 — 5 4 c 5 ee ee * 10 0 L| 
600,070 | London United Trams. „0901, 1 80.007 „ œ| 10 Ni | 15 — 1 В Ma В Bil 
899,980 Do. do. 008 to. 100,000 ee ee 10 Nil 1 9 1 тә oe ee * Nil 
196,000 ро. до. 65 Cum. Pref., 1 to 195,000 10 24 — 2 == 2 @e ee ee 10 12 ( 
1,881,000 | Ро. до, 44 Ist Mort. Deb. Stck.. | 100 4 67 — б — 70 e E ИШЕГЕ 
6,789,000 | M litan Co we w^ "as > exh MU &, 372— 881 874— 373 878 873 | —} 16 6 
9,640,914 : Surplus Lande. «| 100 65 —67 64 — 66 65 61 —1 |431 
s Metropolitan Fides Teams, iui т | ойс а 4 жый Жый ы 
6 0 е ee ee ee з & NA ee ө» ee 1 
814,016 do. > Detd.. e ee 1 E i x — і ee ee ee Au 
500,000 : do. . Pref. . 1 5 qm 5 — 2 n » . [670 
595,600 . do. 43% Deb, Stock Red, | 100 ү 94$ — 964 — 96 95) 91 - | 4H 3 
10,828,200 | Mexico Trams Co., Common Stock . de .. | 127 —180 196 —129 127 -l m 
$2,000,000 Do. Ist Mort. 60-year 6% 01а. Ваз, | .. 5% | 92 — 98 $1 — 93 09 | -1 | 576 
945,500 | Potteries Electric Traction ce ee 1 Nil — — 0 a is às M 
945,600 Do. 6 % Cum. Pret. .. cc oe 1 5 1 " КА So, 98m 
345,000 4 % Deb. е eo m 100 43 86 — 89 88 — 89 * өө ee ee 6 1 1 
87,860 | Telegra Construction and Maintenance 19 15 B44 — — 85i Hh . 1590 
iB | Osean нгы: D n 100 HL илы |ia [ш „ laii 
U n ergroun eo е wa or Lien ee ee eo eo e 5 — 102 ee 
2,800,000 Do. о: Bonds ee es e eo ee 4} 87 — 89 88 — 88 872 бе —1 b 2 8 
1384 525 Wians & Robinson 000 4 89,001 1 ц мб % | Hot кй 10% | wa 7 9 — ЕЕ е 
9 to 6 Nil N 10 Ni — s ee ee oe . 
66,666 . 5 1 Nil| |6 6 2 — of 2— 55 Ж „ 1280 
945495 | Do. int tort, Deb. B 5 49, 4% 4 14 16 — 80 "6 — 80 i. is . [500 
ELECTRICITY SUPPLY COMPANIER. 
15,000 Bromle (Kent) E.L. & P., 1 to 16,000. es өө Ж 4$— 4i ° &— 43 oe ee oe 6 21 
do. 44 1st. deb. stook 100 F 4 98 — 96 98 — 96 е ee ce 6157 
80,449 | Brompton & Kens, leo. Lt. Bup., Ord., 1 to 90,000 b ; 10 J 10 64— Th 64— 7 : s . | 618 4 
9,551 e do. 7% Cum. Pref. 5 , 7 7 — 73 6g— 7 vs T EN $13 4 
00'000 | Charing Cross an p eciricity 8 pay | 01% 184 (b % Gay | 3-9 | eo | тв | ia | ius 
eo u ‘ee Ы € — — 
80,000 Do. "Gr Und. dertakin os 1. 5 | 4 d ye 1 d- ч тв | .. 5 2 
e nde g’ Pri. y — ee о 
445,786 do. 4% De ee 100 * 4 4 93 101! 98 m ee ee oe 819 8 
49,486 | Chelsea Electricity Supp! oa „ . b 4 4 dj— 4 7/3 es . | OBE 
198, 0002 do. % Deb. Stock Red. Stock x, 4 4 100 —108 100 —108 Sr үй „~ 841 
10,595 | City of London Eleo, Lighting, Ord. оа ши 10 X 6 6 109— 1 1 104 10 10,%,| .. | 6%! 
40,000 Do, 6 % Cum. Pref., 1 to 40 10 * 6 6 • 111— 1 1{— 124 12 1 sx ЖЕ 
400,000: Do. - 65% Db. Stk., Scrip. (iss. EE 28 5 5 121 —124 131 —194 id 2: e [408 
800,000 62 Db. v. pd. | 100 А, 4 100 —108 100 —108 "e — 411 
60,000 | County ot Durham Electrical Power, Ord. . x 5 X 2 af 1 2 1 2 - А 600 
50,000 . do. do. Ord. rel 6 * 8 5 96 28 — EY 83 ee ee oe 181 
950,000 do. do. 6% 1st Mtg. Deb. | Stock | .. e | 5 — 984— M s . {| 649 
40,000 | County of London Electric Lighting, Ord. 1—40,000 | 10 | 65 5% | 5 q 7 74 Tm! .. | 613 
55,000 : do. 6 95 Pref., 40,001—60,000 | 10 |6 64% |6 104— 11 108— 114 103 1041 .. | 6 110 
600 — Bo. 40. Book у] су, 104 —107" 105 —108 108, | .. | 4 | 6349 
,000 Do. do. ind. Deb. Btock ee Stock р 100 —108 100 —103 ee ee 4 1 b 
80,000 | Bámundson's Electric Corporation, Ў vs 5 [4 il E E f 4/44 КЕ a Bn 
50,000 i do. t. 5 |6 8 Nil | Nil = is e Nil 
480,500 do. 4 % 1st Mort, Deb. Stk. | 100 | 4 44% | 44% | 57 — 60 57 — 60 i a . 11100 
$8,150,000 | Electrical Dev. Co, ot Ontario, 6% 1stMtg.Gold Buds. $500 „ 91 — 91 91 — 94 dx © | 665 
10,000 | Folkestone, 1 00 10,000 .. .. .. .. ..| Б 61 5% | 5a 44— 4 @— 4 8 es . | SRH 
10,000 Do. 69% Cum. Pref., 1 to 10, , .. .. 6 |6 5 b 5 4í— ы 4&— bù * p . | ane 
90,000 Do. (o 19 Deb. Shook: rn os| Ий 4 97 —100 97 —100 100} 2 . | $20 0 
15,000 | Hove, 1 to 15 es 5 |9 9 Hi 6}— "i 62— 727 1 К . | 678 
$1,976,000 | Kaministiquia Power Co., 6% Gold Ra. |5 99 —101 99 —101 ; s |18 
$1,000 | Kensington and Knightebridge Electric Ord. 5 |10 95 109% 110 8 7— т 7— Th 5 у SQ, | 64) 
90,000 я до. do. 7 Deben. Stk, | Bock 4c 171K | 4 95 — 98 95 — 98 i: = 11443 
111,000 | London Electric Supply Corporation, Limited, Ord. 8 |4 4 97 | В lj H- 4 ae or . «ut 
10,000 Do. do. % Pret. .. 5 |6 6 6 6 4— 44— 53 5 515 
—.— © Do angie Lun Mort, Deby Deb. Bik, Red, Btock 4 4 = 9/ n Ro 5 $ У : 
а ee 10 8 5 4 ыт 4 = oe vei 
76,191 Bo, Cum Pret. 1100 do 08 43% : 5 б : Qo | see 
985,000 lat Mort Deben. Stock.. 44% | 106 —108 105 —108 1 p — | ahd 
948,000: Бо, Mort. Deben. Stock Redem. | Stock % | 844— 863 834— 864 : . [469 
$6,000,000 Mexican Electrio Light Co.. 5% ist st Mtg. Gold Bnds e |6 5 б 69,| 82 — 84 £0 — 82 И ЕУ -9 |6 iu 
,000 Do. Light and wer Co., mon .. 19100 и к . | 84% 72 — 76 71 — 16 S: —1 413 4 
$3,100,000 | Do. do. 7% . Prof. Bik. | Btock |... | >. |... | 195 105 —109 105 —109 107} | 107 E 
$12,000,000| Do. do. 5% 1st Mtg.Gold Bnds. n el. | oe 169 86 — 88 86 — 87 81 es: —1 40 
960,000 | Midland Electric , 44 % 1st Mort. Deb, 44% | 44% | 97 —100 98 — 100 v: as SQ [10 
180,491 | Newoastle-on-Tyno, f to 187,500 ER 5 |8 8 8 % 48 4a— 48 un иа 
ud O аа оета Ж ве ви нои о N, Е 
o etropo c Power Supply —16 s 
de шшк иш Шымга Reds Е „ ir mom mom Т 
ee ee ee өө 1 — 1 oe ee ee 
90,000 a кю акс лю EH oe ee ee 6 n n n 1% m 6 == s 63 ee ee 6 3 н 
60,000 4 95 Deb. Stock . .. 10 |49 44 414% 4% 95 — 98 96 — 98 X Zi M ES 
119,604 River Plate Eloty. Co. Ord. Nos. eke M 1 121516 89,| 14— 14 1%— 1 зов | 309 | +A 1 1 
100,000 Do. do. Non Cum. Pref. Nos to 100,000 1 16%/6%16%16% m ly l&— 1% y ic m К 
200,000 Deb. Stk. Red. .. 10 5 „ 6 159% 5 95 | 103 —106 103 —106 104 | .. „ 
40,000 | Bt. A jane pe Pall Mall Electric Light, Ord. >. 5 [1949 [10% 10 % 10 & 8à— 9 8)— У i . — 18 | i 
80,000 Do. о. 3X ышы, Ота, oii 2 |1%|1%|1%|[1 7— ù 1— 7 ү» : „ 
150,000: Do. epu. Btock Red.. | 100 | 8 84 B4 — 88 84 — £8 eh кө e|! 
11.000 | Bmithfield Markets Electri B apply, Ord... ss | в |4 u Nii] 4— 1 E 4 XA Wy Geer M 
65,000 | South London Electric Supply, 8 e 4 |4 8 4 Б о of 8 8 55 / ; . 1 
120,000 Boum Mot Rise: ГЬ 4 Power: Ont. se. ws 1 195 3355 | 24 1 m is : $ nu 
142,968 Do. 0. 1 96 Pret ee 1 3 3 3 1 & Lin T i 1А eo ee " b i 15 
994,520 Do. do. 44 % lst Deb. вак, | 100 | 4455 4 | 44% | 4% | 100 —108 100 —103 к? ER ane 
80,000 | Urban Electric Supply, Ord. Р E 6 5 7 5 7 5 69| = & — i А : К 
60,000 do: 6 % Cum. Pref. ee 6 6 5 5 5 % 1 — 14 1 14 @e ° ace и н 8 
275,000 Do, ti Ie Mort. Db. Stk. Red. 100 44% | 48% | 44% 70 — 786 144— 7 ja e f ш 
B06,000 | Victoria Falls Power Cot 05130800000 .. | 1 |. „ % ik 1 M 1 18/9 2%! TE 
181.358 ge Ворді Ord ex EA uS : Р: ue 10 10 % 84— 9 z= A n Eos is ee 
L] Cum. e b — — ee 
duced from 69% since dist Deo., 1906) Б 4 me P 5 | 
Ошен советите надод: Oli ШО аге Pally раја; — са Léverpool Mook Экол: Interim Dividend. 
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‘EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING SEPTEMBER, 1909. 


So far as the exports are concerned, the — Ü returns of 


ета business are rather disappointing. 
e 


grose total for the month, amounting to £260,436, com pares 


with £302,849 in August, and is the авон since February; it 
includes some £34,132 worth of telegraphic material, deducting 
which we obtain 2226, 304 as the value of general business com- 
parable with the amount recorded by us in September, 1908, vis, 


£224,913. 
It is 


ness is still above the average of 1908. 


ssibly some consolation to know that the month’s busi- 


The imports, with a total of £138,462, are some £8,000 in excess 
of the дшш total, but are less than the average obtaining in 1908, 


Registered ‘Exports of British and Irish Electrical Goods from the United Кон, 


E 3 x4 s 
р Y ` ii 2 ЕЙ - É E е » ' A Р 28 л 
‚|8 3 > : E | 
-3| 355 325 E 3.) РЕ | dee 15 | s B $38 | 3 
‚ Country receiving exports and tmporting, - 171 i ees $ HI $3 TE Г E 285 Xr 3 
E ЮЗ ч LE 282 |. $ $| $28 | к 
5 4 HE HE 54 8 2 E В E Ёз боа 
1 А T + | Ё а s i | a d 
| LO Du x 8 
Russia, Sweden, Norway and Denmark nk. 278 328 ^ 27 | 150! 15 4,87. 3 .. | 18. 161% 7,299 
Germany and German West ча. $us 264 | 45 74 98 84 901 | 46 12 322 1,841 
Netherlands and Java ee ET — 329 | 848 i 24 104 | 114 l 531 | TY i 7 ' 15 | 5,970 5,786 
Belgiunmn . ER ej 27, 716 57 | 82 | 743 2,788 j 5| . 348 214 5,30 
France and French West Africa... 75 .. 49 448! ... 1.229 20 154. 1,955 
Portugal, Madeira, Portuguese Africa and | | | | A | | | | 
M . . 996: 224 63! 993 | 61! 2,355, 409  .. 16! 46, 973, 4596 
ain and Oanary Isles wo J89! .. | 20| 1007 .. · BOM ..  ... 8 293 288 2,669 
Ө ыы, Italy and Austria-Hungary 461 40) 10, 54, 1,089 | $319. .. | 334 . 112, 890: 5888 
Greece, Roumanis and Turkey p | 88! 74. 74 26 50 309, 33. 69 9 156 +88 
Channel Isles, Gibraltar and Malta . | 99, 137 12 12 | ae | 137 1 466; 23| .. | 28; 1,573] 2,486 
: E | : | B 
U.S.A., Philippines and Cuba. 172 | | Ww. | 1187 -— = 411 1412 
Canada and Newfoundland 275 1.8238 81, 333, 1,181 161 3 52 aes 581 | 4,440 
Bahamas, British West Indies and British | ; | nid ! | | : | | | 

Guiana 21 20 45 | B2 ^ uis 38 ‚ 93 559 
Mexico, Gautemala, Nicaragua, Venezuela, | | | | \ | | ! 

Colombia and Panama ' 36 402 14; .. | 2,10 82 | 113 2,759 
Peru and Uruguay. si 195 264 E 75 | 348  .. 103 75 | 515 | 190, 1,755 
Ef „dM · 1-85 аша» 

eee eee eee eee TD NELLE F | | | i , 4 | | ‚ә | , 
Argentine И р о де E 152 7,173 | 142 1.078 311 | 6,172 651 454| 342 1,2906 1,095 15,801 
1 | : | 
Egypt, Tunis and Persia... „ 54 161 235 87 | is | 112 22 . 165 269 1,105 
British West Africa and Bt. Helena... (004 / 339, .. ! 98 21 96 15 3 14 39 378 1,07 
Cape of Good Hope. - 674 676 381 5235 94. 3,971 ... ' 1,566 i 2 67' 7,254 

Natal | 705 12,219 39 119  .. 13.454 20 „ eo, 1.209 27,765 
Bhodesis, Orange River ову ‘and Transvaal | 2,134 3,989 98 757 15 1.649. 305 66 67 159, 8.639 
Mauritius я Е | 3, ... Hoe: VEMM. 8 a t А57 84 
China and Siam uiis ae Й . 1,669. 848 158 510 142 5,237 E 503 34: 99 13,870 23,198 
Japan ..  . Сш. „з 5 с. 7241, 2,168: 250 370 556 3,718 40. 341 . 3,4398 391, 12,15 
India 0 poe eee [IIl өзә ee 958 | 7,475 | 1,916 1,084 558 | 17,885 | 1,333 1,147 172 ' NAE | 278 34,072 Ё 
Ceylon TP ee 4 Е 38 i 21 29 33 | 86 ; 220 330 231 TP 59 | vee 1,047 
Straita Settlements and Fed. Malay 8 Btates... 321 526, 9 167 9 66 96 %8 211 174 2298 
Hong Kong n өө, e. 843 | 323 | 95 | 135. 351 | 3 12| .. 15 .. ' 1,808 

| C | | | | | | 
West Australia, se „ os 177 12. 14, 11 200 12 576 
South Australia ꝗ ͥ. 490 1.737 21 177 161 | 1070 430 146|... | 432 ' 4,664 

Victoria „ 1408 3281. 132 620 131 4,929. .. | . 682! ... „ | 15,81 
New Bouth Wales ence re * 2,207 1,750 | 261 | 583 472 10, 495 1.710 1,153 | uM | 18,921 
Queensland ^... ... . '60| 242 39 22 | 1,279 148 kd 37 | | 1.847 
Tasmania б - i m 16 ee 06 270 , ... Saas 28 
New Zealand ..  .. кт 977 | 4227 | 167 560 | 131 | 1,411 | 180 41 EISE — 14,073 

Total, £ 15,990 02,303 5.172 19,073 | 6,405 1103, 470 7,561 7,318 | 893 18, 189 34, 132 260,436 
Registered Imports into the United Kingdom of Electrical ite from all Countries. 
20 £ 4 E e £ £ £ £ 
Norway, Sweden and Denmark eos s з 9 | B oss 456 Es X 338 3,843 4, 650 
German. И 847 14187. uM 24, eH и 18,786 863 | 1,652 | 4,062 12,199 82,313 
Holland eee ІДД) eee АДД see eee #00 29 eee eee 61 = 18 3,198 
Belgium .. ae ee e | 104 614 P 31 в5 2,093 132 | 495 5,269 8,757 
France sig: Se ae 194 | 561 534 | 1,457; 198 | 2,179 2,219 | 2,592 3,763 1161 
Switserland ea TM 19 492 382 74 75 | 2,909 2 9 ss 3, 
CC — NM" 74| L1671^ 24 . S е oF 530 2,299 
Austria-Hungary bs 25 385 38 271) .. 70 ... 8 472 128 1.397 
United States «. 1,524 110 781 4297 86 | 5,146 5,462 552 261 18,219 
Total, £| 2,721 |18,028 | 4.680 93,897 2,583 31,667 6,325 4,908 7,611 26,011 138,426 
Additional imports: Spain, carbons, £25 ; Canada, instruments, £3; New South Wales, goods, £8. 
Registered Re-Exports of mn a Colonial Electrical Goods from the United Kingdom. 
£ | £ & & £ £ £ £ 
Various countries, mainly as above ... — 2276 1 6 | .. | 2,691 - 4,952 | 8 | 197 | 242 6,115 | 


— — 


Toran Exports : £260,436. 


` materials to those appearing in Adjacent columns: 


while the re-exports show an improvement on the month, standing 
at £17,662, as compared with £15,591 in August. 

In the export section the electrical machinery returns exhibit a 
considerable decrease in value, and this also applies fo telegraphic | 
material; cables and telephonic plant, however, show an upward - 


tendency 


The lamp imports have increased from £25,084 in August to 
£33,897 in September, cable and telephonic importe are algo some- 


„what higber in value. 


India, Natal and China proved very good customers during the 
month, while Germany, the States and France, in the order given, 
were the most prominent importers into this country. 


\ 


Totar ВЕ-ЁлРОВТЕ: £17,662. 


Nor. The amounts appearing under the reveral headings are classified 
third columns contain many amounts relating to goods” otherwise unclassified, the latter, 


Tora, Imports: £138,462. 


acoording to the Customs returns. The first and 
doubtless, consisting of similar 
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| TRADE STATISTICS OF CHILE. 


Tun following figures, showing the imports of 
materials 


electrical and similar 


: into Ohile during 1907, are taken from the Annual 
Consular Report on the trade of Chile, just issued; figures of 


increases or decreases, as against 


purposes of comparison :— 
1906. 
Coal.— "Tons. 
From United Kingdom 744,000 
» Australia 235,000 
LE) y eee m 24,000 
„  Othercountries ... 17,000 


Total ... 1,020,000 


Acids— sulphuric, nitric, dc. Kilogs. 
From United Kingdo 33,000 
» Germany... .. 196,000 
„% Frane ... sas 3,000 
„ Other countri 2,000 
а оз Total. 284,000 
Earthenware, crockery, &c.— i 
From United Kingdom ... 952,000 
dg eo aes 1,401,000 
3 , Franee eee eee 43,000 k 
a Other countries 288,000 
Porcelain.— Ne ЗЕЕ Е 
From United Kingdom. 52,000 - 
„ Germany .. ^... .462000 | 
» Frane > ...  .. 94,000 
„ Other countries 29,000 
| Total . 575,000 
Con and steel wire.— —— 
From United Kingdom. 828,000 
m ermany' .. 4,194,000 
„ Belgium sis 844,000 
» U.. A. ae 2,126,000 
» Other countries 86,000 
Total 8,078,000 
Copper and bronze wire.— 
From United Kingdom 28,000 
» Germany  .. 119,000 
„ USA. A 30,000 
„ Other countries ` 1,000 
Total . 178,000 


Lamps of various metals for electric und 
paraffin lights, and mining lamps.— 


From United Kingdom. 44,000 
„ Germany v 114,000 
» U.S. A. М 26,000 
„ Other countries 20, 000 
Total 204, 000 


Pipes and tubes of iron for drains, d:c.— 
From United Kingdom 


„ Germany . 5,000 
„ Belgium js . 1,919,000 
» U.S.A. is 271, 000 
„ Other countries. 591,000 
Тоба ... 26,831,000 
Cranes and lifting machines.— 
From United Kingdom 417,000 
» Belgium d vii 21,000 
» Germany 68,000 
„ France vus 1,000 
» Other countries 2,000 
Total 509,000 
Machines for industrial uscs.— 
From United Kingdom 2,670,000 
» German; 2,221,000 
„ Italy 14,000 
„ Other countrie 977,000 
Total 5,882,000 
Rathray coaches and cars.— 
From United Kingdom 6,699,000 
» Germany 1,923,000 
» Belgium 4,541,000 
„ UBA. 175,000 
» France 127,000 


.. 18, 415,000 


2.892, 000 


54.000 
396,000 


22,063,000 


421,0C0 


48,000 
2,000 
11,0C0 


482,000 


4,239,000 
2,649,000 

46,000 
1,£09,000 


8,743,000 


4,436,000 
4,552,000 
8,542,000 
556,000 
36,000 


Total .. 13,465,000 f 18,122,000 


the previous year, are added for 


Increase or 
decrease. 
Tons. 
+ 345,000 
+ 111,000 
+ 8,000 
+ 18,000 
+ 482,000 
Kilogs. 
+ ~ 142,000 
+ 357,000 
+ . 24,000 
+ 72,000 
+ . 595,000 
+ 460,000 
— 421000 
+ 9,000 
— 100,000 
+ 148,000 
+ 2,000 
— 66,000 
T 14,000 
— 10,000 
— 60,000 
+ 1,150,000 
+ 2,462,000 
+ 741, 000 
+ 2,870,000 
9, 
+ 7,314,000 
+ 47,000 
+ 131,000 
+ 27,000 
+ 2,000 
+ 207,000 
— 10.000 
+ 2,000 
+ 3, 
+ 3,000 
— 2,000 
— 5,502,000 
— 1,194,000 
4- 2,174,000 
+ 840,000 
— ,000 
— 4,768,000 
+ 4,000 
— 21,000 
— 20, 000 
+ 1,000 
+ 9,000 
— 27,000 
+ 1,569,000 
“+ 428,000 
+ 82,000 
+ 832,000 
+ 2,861,000 
— 2,263,000 
+ 2,629,000 
+ 4,001,000 
+ 381,000 
= 91,000 
+ 4,657,000 


1907. 


А 1906 2. Increase or 
E i 4 * decrease. 
Locomotives and tenders.— . Kilogs Корв, Kilogs. 
From United Kingdom. 538,000 2,472,000 + 1,934,000 
„ Germany >... . .. . 4,116,000 3,983,000 — 1933000 
СЕТ U.S. A. T *. 826, 000 E 1,850,000 T 1,524,000 
„ Other countries 73,000 15,000 — 58,000 
Iuoeotal . 6,058,000 8,820,000 + 9,267,000 
Electrical machinery P 
From United Kingdom. 546,000 1,422,000 + 876,000 
„ Germany...  ... 951,000 1,512,000 + 561,000 
FT] U.R.A. Tr) eet 494,000 454,000 — 40, 
» Other countries -— 22,000 44,000 + 22,000 
Total ... 2,013,000 3,432,000 + 1,419,000 
Mining machinery.— | 
From United Kingdom . . 14,586,000 10,090,000 — 4,496,000 
„ German 9,445,000 3,162,000 — 283,000 
» Belgium 16,000 247,000 + 281,000 
„ ОВА. e 253,000 389,000 + 186,000 
„ Оет countries —. 29,000 + 29,000 
Total ... 18,300,000 13,917,000 — 4,383,000 
Rubber and gutta-percha goods.— . LED 
From United Kingdom ... 42,000 35,000 — 7,000 
н Germany... .- 346,000 44,000 — 2,000 
» France T s 10,000 9,000 — 1,000 
» Other countries 22,000 23,000 + 1000 


Kilog. = 2 204 1b. 


THE NEW GUTTA-PERCHA CO. LTD. 


In our issue of February 26th, 1904, we gave some interest- 
ing particulars regarding Gutta-Gentzech, a cable-insulating 
material which the New Gutta-Percha Co. had placed on 
the market, and which, as a substitute for vulcanised rabber 
and gutta-percha, had obtained considerable success on the 
Continent. | 

At that time the company’s operations were restricted to 
the manufacture of the insulating material which was made 
up into cables elsewhere. TN 

This arrangement, however, did not prove a commercially 
workable one, and, therefore, with,a view to oompeting in 
the British cable business on. favourable terms, the directors 
decided to extend their Greenwich. factory and add the 
necessary machinery for manufacturing cable throughout. 

These extensions were carried out in 1907, under the 
guidance of Mr. A. E. Garbutt, who had joined the com- 
pany as general manager. Mr. Garbutt brought with him 
& 20 years’ experience in the cable business, and it is there- 


. fore not surprising that during the last 18 months the 


company’s output has more tban quadrupled, necessitating 
constant additions to machinery. | . 

As to the exact composition of Gutta-Gentzach—or 
Pernax, as one quality of this insulation is named—we are 
naturally in the dark, but its constituents include the finest 

uality Para rubber, and certain wax-like materials which are 
chemically treated in order to produce the desired consistency. 

The first stage in the manufacture of Gutta-Gentzsch i$ 
the preparation of the pure para, which, after being roeked 
in water for come hours, is passed through a washing mill in 
order to get rid of grit and dirt. 

The rubber is then fed into special masticating machines, 
together with a proportion of the chemically-prepered 
material to which reference has been made, the mixtare 
subsequently passing through mixing mills and calenders, 
from which it emerges in thin sheets, black in appearance 
and highly tenacious in character. 

It is then ready for wire-insulating purposes, and is passed 
on to the covering machines, which are specially d 
for this material. 

Amongst the machines in use here, we were particularly 
interested in a high-speed stranding machine for small 
cables, which is capable of turning out 6 miles of 7/22 con- 
ductor per day. There are also in the same ehop ordinary 
stranding machineg for medium sizes, and а large one for 
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dealing with conductors up to 91 strands, this is also 
adaptable for laying up three-core cables, and for armouring 
with steel tapes or galvanised iron wires. 

Three covering machines are provided; two of these are 
six-nozzle machines, driven by 16-H. . motors, for applying 
the insulating material to single wires, small and medium- 
sized strands; the third is a large three-nozzle machine 
for dealing with the output of the large stranding machine 
previously mentioned, and is driven by a 20-H.P. motor. 

These machines consist essentially of an enclosed die box, 
through which the conductors are drawn, and into which 
the insulating material is forced under preasure by feed 
rollers, this operation incidentally revealing the extraordi 
tenacity of the insulating material even under the hig 
temperature which resulta fon frictional effects produced by 
the feed rollers. . 

Emerging from the die box, the covered conductors are 
drawn through tanks of cold water to solidify the insulation 
before being coiled on drums. 

The cores are then carefully inspected and tested and 
afterwards taped.or braided, according to requirements, and, 
finally treated with preservative compound. 


The taping and braiding processes are carried out in a - 


‘braiding shop which contains winding frames, taping 
machines and 16 and 24-spindle braiders in sufficient 
numbers to cape with the output of the covering machines. 
The. latest. addition to the plant is a 32-spindle heavy 
-braiding machine, for large cables up to 8} in. in diameter. 
These wires and cables are manufactured for ordinary 
purposes in three qualities, viz., 2,500 and 600-megohm 
grades, insulated with Gutta-Gentzsch, designed for. use in 
situations where, prior to the introduction of this material, 
those insulated with vulcanised india-rubber of similar grades 
were the only suitable ones obtainable, and a third quality 
insulated with Pernax intended to compete with 600-megohm 
class Non-Association " V. I. R. ` 
As these insulations are free from sulphur, and do not 


undergo vulcanisation, it i8 not necessary to use tinned wires, . 


and taping under the braid is not needed, the braid and pre- 
servative compound affording adequate protection under 
ordinary conditions. However, if required, tinned wires and 
tape are supplied at a small extra charge. 

The dielectric is of the same radial thickness as specified 
by the Engineering Standards Oommittee, but the overall 
diameter is rather less than in other types of wires and cables, 
owing to the absence of tape. This is greatly appreciated by 
wiring contractors, as it enables them either to use smaller 
tubes and casings, or to draw a greater number into a given 
"give. Other features which appeal to users are great 
flexibility and the fact that Gutte-Gentzsch withstands 


alternations of wet and dry without deterioration, which is 


of the greatest importance. | 

For high-tension work, Gutta-Gentzsch only is employed, 
and the cables are made up to specification or designed to 
suit any special requirements. tos 

The works are provided with a-160-H.P. Marshall engine 
and Lancashire boiler, although the bulk of the machinery 

is normally operated by electric motors supplied from 
the South Metropolitan Co.'s mains; other indispensable 
features are a completely equipped test room, and the 
necessary stores. EE 

It is somewhat of a habit in this country to regard a thing 
ag new, and, possibly, untried, for the first 10 years or so of 
its existence, and it is, therefore, necessary to emphasise 
the fact that Gutta-Gentzsch insulated wire underwent 

prolonged and satisfactory tests by the German Postal 
authorities as far back as 1899 ; the material was also exten- 
Bively tested in this country some five or six years ago with 
equally good results: 

However, the average man is probably inclined to regard 
time as the. crucial test of durability, and it is therefore 
interesting to note that several of the leading British railways 
have been regular users of these wires for the past six years; 
indeed, a portion of the company's Greenwich works was 
wired with its own product six years ago, and inspection 
shows that this is in excellent condition. 

The company is now fully equipped for a large output, and 
judging by its cheniéle—including, as it does, a dozen rail- 
ways, some 50 municipal authorities, the National Telephone 
Co., and many large works, collieries and contractors—one 


< Twelve to One. 


an article on the “Import Trade of India.” We 
there by quoting from Government Blue Books that the 
electrical import figures for 1906-7 were :— 


can scarcely doubt that this dielectric is pushing rapidly 
into favour, despite the strenuous competition of the older 
forms of insulation. We are indebted to Mr. Garbutt 
for facilitating our inspection of the works and kindly 
explaining the special -processes there carried out. 


NOTES ON TRADE ABROAD. 


(Continued from page 638.) 


. Iw a report prepared in reply to 
Our Electrical Business a number of requests sent to him 
in India ; Fiction and by American manufacturers of elec- 
Fact. trical machinery for information abont 
the chances of making sales of their 
goods in India, U.S. Consul-General Michael, of Calcutta, 
told his countrymen that the “ electrical machinery made in 
the United States is considered by electrical engineers 
in India as the best made in the world, and 
the same is true of electrical supplies.” We - would 
modestly suggest. that this is just a trifle American in 
the manner of its expression. The Consul's figures, 
which follow, do not bear the mark of authority, he does not 
вау they аге official," and we are inclined to regard them 
as more or less imaginary, as we show later. Is it not a 
wonder that we can get anything British in at all, and yet 
wedo! Three yeara ago, 1906-7, the electrical machinery 
and goods shipped into India, according to this report, were 
valued at £372,000. Of this “ it is claimed that British 
manufacturers furnished £75,000," and ‘the bulk of the 
balance, £297,000, went to the United States.” We are 
interested to know why he says if is claimed, and further, 
we should like to know exactly what he means by the “ bulk 
of the balance.” Reference to our own Tables of Electrical 
Imports and Exports during the period, shows that our 
exports from this country to India were at least £328,000, 
exclusive of telegraph material and of trans-shipments ; if 
that were all it tells quite a different story. It would be 
worth inquiring from what official source, if any, Mr. 
Michael’s information was derived, and also whether there 
is anything in the method of classification which could lead 
him so far astray. To complete his own version, however, 
before we allude to what we believe to be more trustworthy 
British Blue Book statistics, and whether his figures be 
correct or not, we quote his statement showing how his 
£872,000 total is made up :—“ Electrical machinery and 
goods shipped into Bengal, £122,700; into Bombay, 
£58,800; into Sind, £9,500 ; and into Burma, £56,400 ; 
other provinces. helping to make up a grand total of 
£372,000.” | DN MC 
Now let us refer to the issue of the 
ELECTRICAL REVIEW a5 E une е 
1909, е 922, in which appear 
2 showed 


From the United Kingdom— Electrical instruments, &c., 
£296,612 ; electrical machinery, £154,265 = £450,877. 
From the United States—Electrical instruments, £27,782 ; 
electrical machinery, £8,733 = £36,515. That is, the 
electrical imports into India from the U.S. were one-twelfih 
of those sent from the United Kingdom! The figures 


for the year 1907-8 are still more unfavourable to the 


United States, their total being only £21,897, while ours 
was £450,536. 

Really, if these figures mean what we think they do, 
they do not indicate that U.S. electrical manufacturers are 
regarded by Indian electrical engineers as being the beat 
in the world.” Consul Michael might be a safer guide for 
his American electrical countrymen if he were to quote from 
the ELECTRICAL REVIEW, of London, next time he desires 
to send them statistics in “ reply to a number of letters.” 

In Afghanistan there are at Kabul 

In Afghanistan. and Quetta gold-mining and other 

т industries established, including а 
modern -boot factory, a new woollen mill; electric power 


supply is available at Kabul, and coal has been found not far 
off, though it is of inferior quality. 
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he 


А U.S. Vioe-Consul at Calcutta, 
Small reporting on electrical equipments 
Indian Installations. and supplies, wrote as follows :— 


There seems to be an excellent opening in India for small eleo- 
trical installations for furnishing light and running fans in 
country places, and in places away from power stations, A number 
of successful installations have recently been made for 25-volt 
lamps, one for which details are available, being arranged for 30 
lighte, and 8 electric fans. The battery is easily contained in an 
unused corner, and occupies floor space of 7 x 44 ft. The power 
house containing the dynamo, which is driven by a small vil 
engine, is placed some distance away. The whole installation isa 
very compact one and is quite simple in operation. There is a 
large field for similar installations, and American electrical com- 
panies are urged to investigate this opening. А 


During the year 1908 there were 
opened in India 616 miles of new rail- 
way, bringing up the total mileage to 
30,576 miles. Last March 2,992 further miles were either 

under construction or sanctioned. The railways had 

525,583 employés, of whom 73,444 were Europeans. It is 

reported that the English hold on the market for rolling 

stock is not so great as it was. In regard to local manu- 
facturing, the limit of the length of span of railway girders 
which may be purchased locally was nearly doubled recently. 

* Orders have been issued to three State lines for the 

gradual introduction of electric lighting in all first and 

second-class carriages.” The American Consul adds :— | 
* Heretofore all structural iron and certain other iron and 
Bteel commodities used by the State railways, and, for the 
most part, other railways under Government control, were 
purchased in England, but the rule has been relaxed. This 
loosening up of the home influence must be regarded as note- 
worthy." Quite so, and if true, it must be seriously regarded 
by English manufacturers who do not nowadays expect to 
have things all their own way in the commercial struggle. 

Some extracts from the Review of the Trade of India appeared 

in the ELECTRICAL Review for October 9th, 1908, and these 

will be found of general interest. 


Turning to the possibilities that lie 
before us in. the matter of electrically 
equipping the coalfields of India, the 
U.S. Consul-General at Calcutta stated 
not long ago that many of the collieries would have to put in new 
machinery, some of them requiring complete new equipment ; 
this need led to the organisation in Calcutta of the Coalfields 
Power Syndicate with £140,000 capital, with the object of 
providing cheap power. This company in its prospectus stated 
that 10 per cent. of the coal mined in India was consumed 
at the mines for power, which, for 1907, would be a con- 
sumption of 915,296 tons, worth 83 per ton. The company 
proposed to sell electric current at 1 anna (2 cents) per unit, 
and it also proposed to handle up-to-date colliery: equipments, 
which would be kept in stock in order to meet any emergency. 
It was believed that the gross revenue would be $113,666 for 
sale of power, and 331,150 from rentals of colliery equip- 
ments. The prospectus, from which we quote in order to 
indicate the position generally, stated— 


New Railways. 


Electricity for 
India's Coal Mines. 


Atthe present time many collieries have to face an early replace- 
ment of much of their plant, and it is partly owing to this that the 
present demands on the syndicate for power are so large. It isonly 
since the construction of the railways that the coalfields have been 
seriously worked, and although the progressfor many years was 
slow, the development has been extremely rapid of late, as the 
‚ following table of coal raised in Bengal will show :— 


Persons Output in No. of 
Year. employed. tons. companies. Capital. 
1904 ... 14,896 7,058,980 28 $6,964,360 
1905 ... 33,496 7,234,103 33 7,916,152 
1906 . 36,194 8,677,820 37 8,448,517 
1907 ... 39,365 9,993,348 77 15,358,000 


The above table shows that the number of companies and their 
capital employed in coal mining increased very slowly until 1907; 
since then the expansion has been very rapid, but, as will be noticed 
from the column of output, there has not yet been time for the new 
companies to develop their mines, and a large part of the increased 
capital is therefore not yet productive. A natural result of this 
expansion is the ehortage of labour from which the coalfields are 
now suffering, and which is considerably restricting the operations 
of fully developed mines. In fact, as shown in the table, the 
number of miners available has not kept pace with the output, and 
shows little elasticity, in spite of a greatly increased demand. The 


slow development of the recently opened mines is also largely due 
to deficient labour. 


indicating the exhaustion of the mines. 


Another Consular report for the 
year 1907-8 referred to the Cauvery 
Falls powerscheme. This was under- 
taken, as our readers are aware, primarily for the purpose of 


Cauvery Falls.’ 


supplying electric power to the Kolar goldfields, but it also 


supplies the lighting of Bangalore. It is stated to have 
proved a most useful and profitable investment. The net 
revenue from this source during the year was $500,853, 
which was a bif return on the capital outlay. The gold 
mines which have been equipped with up-to-date machinery, 
made possible by the electric energy supplied by the Cauvery 
plant, yielded during 1907-8 $8,225,540, compared with 
10,844,850 in the previous year. The cause of this 
decrease is not satisfactorily explained, although assurance 
is given that the decrease is in no sense to be taken as 


It. is interesting to note from 
further report that there are 26 jute 
mills near Calcutta, 24 of which ina 
recent year showed profits amounting to £740,000, the 
highest profit for a single mill being £8,270. If what we 


Mills need Electrifying. 


- hear be correct, there will be interesting work for our firms 


in mil! electrification shortly. 


The new steel mill of the Tata Iron 


Tata’s Iron and Steel and Steel Co. of India, which is the 


Works. first in the country, and is being put up 
| in Bengal, at Kahmati, will be on a 
large scale. The site of the works is some 20 square miles, 


and the construction of the works and necessary residential 
buildings involved the employment of 4,000 men, the con- 
struction of many roads, and a 45-mile railway was con- 
structing last year. It had been hoped that the works 
would be ready to manufacture finished products by the end 


of December, 1910, but we are not sure whether that is 


likely to be accomplished. The electrical installation work, 
as was stated in our pagesa few weeks ago (ELEC. REV., 
September 3rd), has been placed with Lahmeyer Electrical Co. 
The Tata Co. is partly owned by Americans, and from a U.3. 
report we gather that the engineer in charge of this vast enter- 


prise, as well as his first assistant, are Americans, who have 


had practical experience in mill work near Pittsburg, U.S.A. 
The Tata Co. left the selection of the works equipment 
their hands, also the selection of works officials and staff, and 
an American Consul may therefore feel justified in adding, 
“ This being true large orders have been, and will probably 
be, placed for modern mill machinery in the United States, 

for that is the way things often do eventuate. The placing 
of the electrical installation with a Continental firm, how- 
ever, is an exception, the reason for which has not 
reached us. 

Consul E. C. Wakefield, of Rangoon, 
reporting on the opening for machinery, 
says that when the tide turns business 
is expected to resume normal conditions. Here we may 
remark that the latest news respecting Indian trade is to 
the effect that there are satisfactory signs of expansion, and 
the season's crops promise to be above the average. This 
province is very rich in natural resources and should prove & 
good market for standard American machinery of various 
kinds, including machinery for sawmilling, mining, smelting, 
oil drilling and refining, rice milling, agriculture and for all 
other industries which are sure to be established. Tbe 
future of Burma is very promising, and the next few year 
should witness a great change in methods and | 
Cheap labour has been the en s handicap in introducing 
modern machinery. Wages are, however, slowly but steadily 
advancing to a point that will ensure the employment 
machinery to perform much of the work now done by 
manual labour." 


Burma. 


Consul Wakefield in another report 
condemns American packing of g 
as compared to English and German. 
and he urges that boxes containing light goods should be 
firmly nailed with iron straps round both ends of each and 
every box, large or small. He mentions cases or packages 
having been opened in transit and part of the consignment 
abstracted. ‘ These occurrences are not infrequent.’ ' 
consignee makes claim on the shipper for such losses, the 
claim is seldom allowed, and possibly a good customer 1 


Various Points. 
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lost. A bureau in Bombay and Calcutta for the exclusive 
exploitation and sale of American goods would be useful, as 
has been suggested at various times, "Thus far, however, 
there has been no concerted action along this line. A few 
industrial firms who have acted upon the suggestion are 
reaping satisfactory returns from t eir ventures, and others 
might do likewise.” : | 

In recent years Karachi, in North- 
Western India, has become of 
increased importance as an importing- 
and trading centre. American Consul Wallace Bond 
recently told his countrymen that nearly all the large 
importers at Karachi are really branches of English and 
German firms, established there for the sole purpose of 
building up trade with their respective countries. Practi- 
cally the only importing firms with headquarters in Karachi 
are native concerns—Parsee or Indian. It must be remem- 
bered by any English electrical firms who desire to open up 
connection there, that representatives ought to be sent out to 
study the customs and needs ; they must also bear in mind 
that caste and peculiat customs practically constitute the 
law of the land, while religions prejadices and scraples enter 
largely into business ; for instance, no Mohammedan will 


North-Western India. 


sell intoxicating liquors, lard, bacon, ham, &c., while a 


Parsee may do so—these are not electrical goods, though it is 
said that some of them have been known to enter into elec- 
trical relationships at home at Christmas time (that was 
before we had a N.E.M.A. to send out, circulars D). We 
mention them purely as an illustration of the “necessity of 
remembering `a foreigner’s peculiar -susceptibilities and 
idiosyncracies if you want to make him your client. The 
foreigner is not alone in having his own peculiar views and 
predilections. He may be very entertaining, even from 
some points of view ludicrous ; his religion may be the most 
heathenish thing among all beliefs, that is not our concern 
in this connection. It ts his custom that we want, and we 
want him to be a satisfied consumer, so that we may retain 
his electrical custom for the future. He must, therefore, 
have the thing he needs, not what we may prefer to sell 
him because we already make it or have it in stock. In the 
year 1907-8 practically 80 per cent. of the miscellaneous 
machinery shipped into Karachi went from Great Britain, 
bat America is being urged to. “ watch this spot,” because 
north-western India is considered to present “a most 
attractive outlook as a future market for American 
machinery, particularly for such articles as gasoline engines, 
small pumps, windmills, and agricyltural implements.” It 
is not stated that our trans-Atlantic friends would have 
particularly encouraging results immediately, but they are 
being advised to commence an industrial campaign 
in Karachi district as a proper and necessary pre- 
liminary for building up a great future trade.” As we showed 
several weeks ago American electrical manufacturers have 
succeeded in getting ‘important electrical plants introduced 
in certain parts of India during the past 10 years. A 
number of leading British electrical firms are alert up and 
down India, doing a fairly good business, but with the more 
settled state of affairs which we all hope for out there, there 


should be greatly increased opportunities. We must not let 


it be imagined that there is any body of manufacturers 


in the world better capable of catering for the elec- 


trical needs of the Indian market than are firms in this 
country. The connection that we have we must endeavonr 
to hold against all comers, and in the very latge new under- 
takings that are bound to be required before long, as well as 
in the innumerable private electrical installations that are 
5 being called for, we must be aggressively to the 
ore. j | | 

U.S. Consul Wakefield, of Rangoon, 
in an entertaining report on the 
| - . manner in which trade is conducted 
in Burma, descfibed the bazaars and the System on which 
they are run for the great bulk of the retail trade. 

Every town and village has its basaar section or sections, and, 
considering the relative sizs of average transactions, the amount of 
trade transacted is surprisingly large. | 

The stocks in view are not very imposing, although it is really 
surprising how much some traders keep, considering the small limits 
in which they carry on business, i 

Some carry reserve stocks at their homes or in godowns, while 


оће, buy, from importing agents and dealers in local supplies, 
quantities sufficient to meet immediate requirements. The import- 


Rangoon Ways. 


ing agents are not usually confined to any one particular line, but 
handle almost anything which finds a profitable market. It is this 
peculiarity in the Rangoon trade which makes it difficult to list 
importers in particular lines of trade. M 
The bazaar trade is very large and constantly growing in volume 
as the city increases in population. l l 
To secure a much larger proportion. of this trade for American 
products, it is only necessary to give the same attention to details 
as is given by other exporting nations. American trade suffers 
because of inaccessibility of stocks, length of time required for 
delivery, practically cash-payment requirements, and improper 
packing. The latter, however, is being improved, and the others 
would largely disappear if a sales depót or commission house were 
established at some point between Bombay and Singapore. 
: | What is being done in India by the 
* Calcutta Electric Supply Corporation, 
Ltd., and the Calcutta Tramways Co., 
Ltd., by the Madras Electric Tram- 
ways Co., Ltd., the Bombay Electric Light and Tramways 
Co., Ltd., the Oriental Telephone and Electric Co., Ltd., 
the Colombo Electric Light and Tramways Co., the Indian | 
Electric Supply and Traction Co., Ltd., the Burma Electric 
Tramways and Lighting Co., Ltd., the Delhi Electric Tram- 
ways and Lighting Co., Ltd., the Rangoon Electric Tram- 
way and Supply Co., Ltd., and some other English com- 
panies concerned with the supply of electric light and power 
and the provision of traction facilities, onr readers are 
already familiar with. These, as they are cgntinually 
developing, must be in need of extensions of plant and 


Some | 
Indian Installations. 


mains, which British manufacturers are in a position to 


supply. There are also (as reference to the Universal Elec- 
trical Directory, Colonial and General Section, will show) 
electricity works, either operating or constructing, at Alla- 
habad, Bangalore Government scheme, Barrackpore, Bikanir | 
State, Lahore, Decca, Darjeeling, Agra; Kolar mines, · 
Lashgar, Mogok, Mussoorie, Srinagar, Pondicherry, and во 
on. Some of them are municipally owned, others are the 
property of private parties, but all.of them are certain cus- 
tomers for the future, for where was there an electricity works 
put down which remained unextended for long at a time, 
especially where it © cut new ground," and where were there 
ever electrical consumers, whether for light or power, who were 
not wanting something more? A consumer gained anywhere 
is generally to be regarded as a permanent purchaser from 
the electrical industry. That is what we say at home, and 
it applies quite as appropriately to the Indian user of electric 
lights, fans, cooking apparatus and everything else used in 
the modern installation. The Jhelum water power utilisa- 
tion scheme for supplying electricity to the silk factories at 
Srinagar we fully described in the ELECTRICAL REVIEW of 
March 5th and 12th, 1909. It is hoped that early in 
1911 some of the plant will be ready for operating at the ` 


Station of the Simla hydro-electric scheme, 14 miles from 
. Simla. Last year, in connection with the proposed electri- 


fication of the Nilgiri Mountain railway, it was proposed to 
light Ootacamund, Coonoor, Wellington and Ooty. Just 


now, as a notice on another page shows, the city authorities 


of Lucknow are inviting proposals for electricity supply. 
| (To be continued.) 


. 
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THE LEBLANC CONDENSER. 


DzsoRBisrsG this comparatively new form of combined air · pump · 
condenser as made by the Westinghouse Oo., Le Génie Civil pre- 
mises that a jet condenser is preferable. to a surface condenser 
for certain reasons, such, for example, as the difficulty in 
thoroughly removing oil from condensed steam for use as boiler 
feed-water. 

The new system described is that: of M. Maurice Leblanc of the 
Westinghouse Co. The condenser contains no valves or clacks, 
It makes use of two centrifugal pumps; one is a water pump to 
supply condensation water, and the other a pump to remove water 
from the condenser after it has done its work. The supply pump is 
the air pump. 

It is known that in a centrifugal pump the diameter of the 
rotating part for a given angular velocity is proportionate to the 
square root of the height of delivery. 

In order to standardise manufa:ture the whole apparatus ig con- 
structed in series, with the water pump dimensioned to maximum 
diameter, or for a height of 10 metres above the pump axis. Ifa 


less height will serve, the pump blades are turned down to the 


proper diameter. 

The air pump is quite novel. Fig. 1 (p. 716), & vertical section, 
shows its arrangement. A ir enters at 4. There isa reversed turbine 
T, which is motor-driven, and water is fed to a part of the circum- 
ferenoe from an inner chamber 1. The flat Jets of water extend 
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across the passage 4, and have a downward movement as of so 
many water pistons. These act somewhat on the principle of the 
mercury air-pump or sprengel. If, for example, there is a pressure 
difference of six units above and below the water pistohs, and 
there are six water pistons at one time in the passage, then there 
will be about one unit of pressure difference at each piston. 

In fig. 2 a is the injection chamber of the condenser, с the con- 
densation cone, and g the injection jets from the water passages /. Air 


Fic. 1.— SmoTION oF Am Pump. 


is drawn away by way of the outer case 5 to the sge a of fig. 1. 
At e is a valve for the purpose of destroying the vacuum at will. 
The turbine is seen at i, j is the air-pamp body, [ the water 
chamber, and / the plate disk carrying the wings of the air pump. 


SECTION A B 


4 
. 
uL 


A 


Fic. 2.—8SBOTIONS OF CONDENSER AND PUMPS. 


Water is fed into the air pump at the centre at a considerable 
peus and issues as described, and the water escapes with its 
oad of air through the cones, being helped if need be by a jet of 
live steam entering at m (fig. 1). The air and the water pumps are 
keyed onone spindle, and encased in one body as a compact unit. 
The speed is 2,500 revs. per minute. 

Injection water is admitted through jets furnished with internal 
metal spirals which cause the water to spread throughout the 
condenser in the form of spray. A first compression of the air is 
given in the cone c. The float below the cone breaks the vacuum 
if the water rises too high. 

An ordinary water jet gives the following results:— 


Pressure of aspired air, 60 mm. of mercury. 
Water temperature, 9 5° О. 
Initial water pressure 05 10 20 30 40 atmospheres. 
Litres of air en- 
trained per litre of 
water A .. 0'2 04 075 100 1:35 


If the centrifugal pump has an efficiency of 85 per cent., the 
cubic metres of air entrained will be :— 


Water pressure in atmospheres — . 05 10 20 30 40 


Cubic metres of air per hour entrained ^^ - 
perhorse:power .. .... ·.. 92 93 862 767 778 


Та а Leblanc pump of about 40 н.р, Working with convergent 
air ajatages perfectly calibrated to an efficiency of unity, the 
following results were obtained with a speed of 480 B. p u., and a 
water temperature of 8:5* :— —— 


m 


р Гаю і 
Water Horse. | Diameter Weight” | pressure. | 
in tres | power | Чы second. | pümpin-| Litres | Cobie 
er P in- 
second | absorbed. | mm. Grammes. pem | per litre | RE 
| i | mercury. | of water. | pour. 
= тес EFE | : 
| | | 
160 , 220 0 | 0°00 9 00 : 00 
27°0 280 2 075 11 65 235 
35:5 | 36:5 4 2:87 18 50 176 
340 | 365 6 6:16 24 44 150 


These results justify the development made by this condenser 
especially in its application to turbines. 


The vacuum obtained is high, and is limited only by the 


te re of the water fed to the cones. 


ere are no waste spaces such as prevent an ordinary sir pump 
from securing equal results, for since such pumps draw moist air, 


they work ag though they really had considerable lost volume. 


The Leblanc condenser is claimed to be excellent for cent 
plants which do not give vacua of above 85 to 9) per cent. In a 


Еа. 9.—CoxPLETE LEBLANO CONDHNSBB. 


well-installed plant the pressure is alike at all points, being the 
sum of the pressures of the air and water vapour. i 
Thus take the case of a condenser with a pressure of 60 mm. ° 
mercury, condensing water at 15° C. initial temperature 
supplied in such proportion that it becomes heated to 34 0. T 
If the pump is a piston pump extracting air and water, it M7, 
the air at a pressure of 60 mm. ; water vapour at 34° has a pres 
39'6 mm.—or say, 20 4 mm. less. The pump should engender 4 ©, 
metres if one counts on a volumetric output equal to unity. 
if the pump is of Leblanc type, it takes air at 60 mm. и 
only by the pressure of water vapour at 15˙5˙, or 127 mm. 1 


47:3 mm., and should engender a volume 4 770 = 043 a 02), 


or less than half that demanded in a piston pump. c work 
At the ооа] mines of Anzin, where the system bas been fth het 

nearly a year, there is a winding engine of 850 Н. wi wor of 

cylinders of 800 x 1,500 mm. at 45. f. PN. а compre 

150 R. p., with two cylinders of 500 x 1,200 mm, 4 


with a Baulte-Labordière motor of 340 x 690 x 360 of D: S 
at 280 R. P. M., and an electrical generator of 90 K. P. at e 

The hourly steam consumption is 10,000 kg., but owing his aster 
mittent working it fluctuates between 3,600 and 21,600 Kg., bout. 


rate lasting for 25 seconds per draw. There are 25 draws pe 


-— ~ 
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There is a Balcke water tower with chimney and water delivery 
5 metres above the pump axis of the condenser. The Leblanc con- 


~ denser has a capacity of 16,200 kg. of steam per hour. It is worked 


by a three-phase asynchronous motor of 60 н.р. at 480 B. . 1. The 
water return pump delivers directly to the cooling tower. With 
an injection of 10° С. and a barometer of 770 mm., the vacuum 
realised varied from 89:5 to 100°7 of the theoretical vacuum due 
to the temperature of the outflow water, the highest percentage of 
vacuum accom ing the hottest outlet water, and being due there- 
fore to the effect on the air of the inlet water temperature. The 
air pump is fed with cold water, which becomes the make-up 
water of the cooling tower. 

After six months' work a test was made with injection water at 
20* C. and a barometer ef 757 mm., and the percentage vacuum was 
from 95'8 to 98 0 per cent. 

. This air pump, therefore, appears to be particularly efficient, and 
of special value for turbine work. 


PROCEEDINGS OF INSTITUTIONS. 


Steam Turbines. 
By Gunatp Втозвт, M.Inst.C.E. 


(Abstract of Oanton LmoronmS delivered before the Socmrr or 
Arts, March and April, 1909.) 


(Concluded from page 678.) | 
In the last lecture some account is given of the greatest develop- 
ment in the application of the steam turbine, that is, to the pro- 
pulsion of ships. i 
The large and increasing amount of horse-power, and the greater 


*aizs and speed of the modern engines tend towards some form 


which shall be light, capable of perfect balancing, and economical 
in steam. The marine engine of the piston type does not fulfil 
these requirements. In January, 1894, a pioneer syndicate was 
formed to explore the application of the steam turbine to marine 
ulsion, After three years’ hard work and many failures the 
Turbinta was completed, and in her the problem of adapting the 
turbine to work a screw propeller was worked out, and, like almost 
everytbing else in engineering, resulted in a compromise. 

In the first lecture it was shown that for any given amount of 
expansion and a given velocity ratio, & certain spindle volume was 
necessary for good economy. By dividing up the turbine ínto 
three parts, each had only one-third of the total volume, and-at the 
same time the blades were tbree times as high as if there were 
three separate turbines, each with drums of the same diameters as 
the divided cnes. Also, since the expansion in each is moderate, 
there is no need to step the drums, and thus they are cylinders of 
one diameter only, very short and stiff, and enabling fine clear- 
ances to be used. 

The total result was that the weight was probably about one- 
third and the leakage one-quarter of what there would have been 
with three separate turbines, each having the full e sion carried 
out in it, and it was this dividing up of the turbines that more 
than anything else made the T'urbinia the success she was. A 
түне stern turbine was fitted on the centre shaft for going 


After the Turbinia, the Viper and Cobra, torpedo-boat | 


destroyers, followed, but the next great step was the introduction 
of the turbine into the mercantile marine, when the King Edward 


was built in 1902 at Dumbarton, the engines being made by the 


Parsons Marine Steam Turbine Co., of Wallsend. 

The success of the King Edward was the starting point for the 
success of the turbine in the mercantile marine for ships above 
18 knots. Ab sea as well as on land one of the most important 
questions is coal consumption, and it was found by Messrs. Denny 
that this was some 20 per cent. less than in the case of similar 
vessels with reciprocating engines; also the cost of oil, which 

y amounts to something like 5 per cent. of the coal bill, 
was reduced to well under 1 per cent., and at the same time the 
upkeep of the machinery was found to be very small, and it was 
most reliable. Vibration was also less, and the necessary engine- 
room staff much reduced. 

In 1906 the Admiralty decided to fit turbines in all new fighting 
shípe, and the Commission appointed to consider the question of 
the 25-knot Atlantic liners to be built by the Cunard Co. decided 
on turbines instead of reciprocating engines for these great vessels, 

The Admiralty went up from the 15,000 H. r. of the Amethyst to 
the 23,000 н.р. of the Dreadnought and the 41,000 н.р. of the 
Indomitable. 

The Cunard Commission went up from tbe 8,000 н.р. of the cross- 
channel boat Queen to the 70,000 m.P. of the Mauretania and 
Lusitania in a single step, a thing requiring the greatest courage 
and confidence on the part of the Cunard Co, How successful 
these ships have been been proved by the recent trip of the 
Mauretania, in which she crossed the Atlantic in less than 44 days 
at an average speed of 26 knots. 

Jn these Cunarders each low-pressure turbine weigba about 300 
tons, is some 50 ft. in length and 17 ft. 6 in. in diameter; in the 
Queen they were only 25 tons weight, 20 ft. long, and 6 ft. in 


In these vessels, on account of their great size, it was decided to 
have four shafts, both to reduce the size of the turbines and to give 
increased reliability in case of accident. Thus each side, port and 


starboard, is complete in iteelf, having a high pressure and a low 
pressure turbine on separate shafts. ТЕ 

In the case of warships also, especially of large size, а similar 
arrangement of four shafts is adopted, and such an arrangement has 
the great advantage that each set of engines is completely indepen- 
dent of the other, and thus, although one may be disabled by gun 
fire ortorpedo, the other is unaffected, & condition which it is not 
possible to arrange with three shafts. 

During the past 12 years there has beena distinct improve- 
ment in the steam consumption of turbine ships. In 1897 the 
Turbinia consumed 16 lb. per shaft н.р ; in 1907 the Mauretania 
consumed 114 lb. The last figure represents abont 69 per cent. of 
the energy available in the steam, acoording to Rankine's Cycle. 

Part of the improvement is due to increased size, which as a rule, 
under similar conditions, gives more economy, because of the 
reduction in the ratio of clearance to length of blade, and conse- 
quent reduction of leakage. Part also has been due to improve- 
ments in manufacture and design, especially in tbe direction of 
better vacua. Increase in the steam pressure above, say, 120 to 
150 lb. at the turbines, asa rule, improves the efficiency of the 
turbine only a little, and adds to the weight not only of the turbine, 
but also the boilers, steam pipes, &c. More can be done at the 
lower end of the range of expansion, that is, by improving the 
vacuum, a 

The application of the steam turbine to the propulsion of slow- 
speed ships, that is, ships of below 15 to 18 knots, has up to the 
present been difficult owing to the low speed of revolution of the 
screws msking the turbines large and heavy, as well as nct econo- 
mical. This difficulty has now been got over by the useof an 
arrangement patented by Mr. Parsons some years ago, viz., the 
combination of reciprocating engines and exhaust turbines, similar 
to what was described before for land work. Here each utilises the 
part of the expansion for which it is best suited the reciprocating 
engine for the high pres; ure part of the range, and the turbine for the 
low pressure where the volume of steam islarge. The reciprocating 
engine, as explained before, is not economical for low pressures and 
large volumes, and the steam turbine, especially when the rate of 
revolution is smal], is large, heavy. and uneconomical for high 
pressures and small volumes; but the turbine for low pressures, 
even at low revolutions, is an exceedingly economical heat engine. 
Thus the combination is more economical than either alone. | 

The first ship to be fitted thus was the Otaki, which at 13 knots sea 
speed required only 5,000 H. r. With 200 lb. pressure and without 
superheaters being fitted, the very low consumption of 12:3 lb. 
steam per shaft horse-power for all purposes was attained on trials, 
and better results are ex after more experience is gained in 
the working of the ship. Bot even this trial consumption is better 
than that which could be attained by the use of either reciprocating 
engines or turbines alone. | 

It is interesting to note that in the early days of the screw pro- 
rs the great difficulty was to make the engines run fast enough 

or tbe screw, and spur gearing was adopted in many cases in the 
first half of the last century. Now the difficulty is to make the 
turbine run slow enough for the screw, and once more gearing is 
being considered, so as to make the turbine adaptable for use in 
slow-speed steamers, which constitute by far the greater part of the 
shipping of the world, 

The electrical gearing is especially promising, one or more turbines 
with dynamos or шон aap gard identical with those used 
on land, being employed to drive one or more motors on the ssrew 
shafts at reduced speeds of revolution. Again, in the combination 
system of reciprocating engine and turbine, the exhaust torbine 
may be a high speed one, driving a motor on the shaft of the 
reciprocating engine instead of a screw on its own shaft. 

Such questions are now receiving much attention,and may result 
in all the steamships of the world being wholly or partly turbine- 
driven, instead of only those vessels of comparatively high speed. 

At the present date there are about 120 vessels actually on service 
fitted with turbines, resenting about 1,250,000 H.P., and these 
comprise practically the high-speed ships which have been 
recently built. Some 70 more are under construction, representing 
another 1,000,000 E. p., or a total of 2,250,000 H.P., and the curve of 
progress as yet shows no sign of saturation. 

It has taken 200 years to bring the reciprocating engine to its 
present high state of efficiency; tbe steam turbine in a practical 
form is only 25 years old, and already has in many instances proved 
its superiority to its older rival. 


The Physiological Effects of Radiation.* 


Он September 28th, Dr. C. P. Steinmets delivered a lecture before 
the Illaminating Engineering Society on this subject. He said the 
statement had frequently been made that short wave lengths were 
harmfal to the eyes, and it had often been said that lamps whieh 
produced short wave lengths necessarily had an injurious effect on 
them. The fact of the matter was that daylight contained pro- 
portionately even more ultra-violet light than any of the light from 
the common artificial sources. Beyond any doubt, harm had been 
produced asa result of the introduction of artificial lighting, but 
such harm was attributable to the fact that humanity now 
made use of the eyes for more hours per day than formerly, rather 
than to any injurious effect produced by artificial light itself. 

The harmful effects due to radiation which did not fall within the 
visible spectrum might be classified as indirect, direct and specific. 
One of the indirect effects was that connected with the attempt of 
the eye to match colours when the light was of an improper tint. 


— * Abstract from the Electrical World. 
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In such a case there was an over-straining of the eye which attempts 
to overcome the deficiency by adjusting itself to the abnormal con- 
ditions. As a direct effect, what might be called а power blow 
upon the eye, was produced when energy reached the eye at a rate 
considerably greater than that for which the eye was momentarily 
adjusted. The mechanism of the eye was so arranged that the 
pupil coutracted in order to reduce the light reaching the retina to 
he proper value. When radiations suddenly impinged upon the 
eye at an excessive rate, the mechanism was unable to act instan- 
taneously, and the eye received a damaging blow; such a blow was 
caused by the light from an electric arc in the case of a short- 
circuit. Exposure to an explosion of this nature produced tem- 
porary blindness, bat ths recovery of the eve was relatively quite 


rapid. The blow could be said to be due almost exclusively to the 


ra-red radiation. 

High- frequency ultra-violet light in considerable quantity was 
very harmful The harm produced by such radiations became 
Apparent at a very slow rate, and the recovery therefrom was 
extraordinarily gradual. For example, there might be cited the 
case of an investigator who subjected his eyes to the unshielded 
mercury vapour aro; the recovery from the injury to his eyes 
required practically eight years. The symptoms of trouble from 
hig -frequency radiations were headaches and a blurring of the 

on. 

The radiations from the commercial form of incandescent electric 
lamps contained practically no ultra-violet light. The common 
carbon arc lamp gave forth a limited amount of ultra-violet radia- 
tion. Arc lamps of the flaming and luminous types gave a con- 
siderable amount of ultra-violet light. Such lamps must be provided 
with enclosing globes. For this purpose even clear glass was quite 
effective, because if was opaque to ultra-violet light. The common 
low-temperature mercury.vapour lamp produced ultra-violet light 
in considerable quantity, but was harmless on account of the fact 
that the arc was surrounded by glass. The high-temperature 
mercury-vapour lamp was provided with a quarts tube, through 


which the ultra-violet light, if produced, would pass readily ; how- 


ever, the high-temperature lamp gave forth almost no ultra-violet 
radiations. An effective method of detecting the presence of ultra- 
violet light was by noting the odour of ozone, which was either 
caused by, or produced simultaneously with, such light. 

Among the advantageous characteristics of radiation not found 
within the visible spectrum might be mentioned the beneficial effect 
upon plant life, and the destructive effect upon certain germs. 


/ 


é 


Factory Lighting. 


At the same Convention of the Illuminating Engineering Society, 
the disadvantageous features of localised and highly concentrated 
illumination, as commonly used in many factories, were discussed 
by Mr. L. B. Marks. In installations of this kind the illumination 
produced by each lamp is confined to a very small zone which is 
brilliantly illuminated, while contiguous.parte of the working space, 
where good light is needed, are in comparative darkness. The actual 
intensity of illumination directly underneath the lamps is in most 
cases several times as much as is desirable to secure the best vision. 

With the localised system of illumiuation as installed in factories, 
there is a maximum of direct reflection of light from the working 
parts of the machines. The direct reflected light does not increase 
the ability of the operator to see the object, but, on the contrary, 
decreases his visual acuity and necessitates the use of a far greater 
amount of localised light than would be needed if there were no 
direct reflection. 


In a system of localised illumination, such as is employed in 


factories, it is necessary to readjust frequently the height and 
position of the lamps to suit the requirements of the work. There 
appears to be a natural tendency on the part of the operator to 
p his lamp as close as possible to the field which is to be 
illuminated. The operator may be content for a while with the 
localised lamp 2 ft., or even 3 ft., above his work, but experience 
shows that when the matter of adjustment is left to him, he will, 
as a rule, ultimately lower the lamp to a position as close to the 
work as it is possible to locate it without actual physical 
interference with the operation of the machine or the performance 
of the work. 

The frequent handling of the lamps by the operators to adjust 
the height and position of the lighting units results in soiling the 
lamps and reflectors. It is not unusual, in most of the depart- 
ments, to find finger marks on the glass bulbs and on the reflecting 
surface of the shades, which latter are in many instances so smutted 
from handling that they are practically worthless as reflectors. 
The proximity of the lamps and reflectors to the machines accounts 
in some cases for the rapid accumulation of gritty and oily material 
on the former. This is especially true of the grinding, the buffing 
and the automatic-screw macbine departments, in which the lamps 
and reflectors are begrimed and oil-spattered. Measurements have 
shown that almost double the amount of light was given on the 
working plane when a clean reflector was substituted for a 
deteriorsted reflector. 

The handling of the lamps by the operators and the disposition 
of the latter to place the lamps as close as possible to the work 
sometimes lead the operators to bend the reflectors and force them 
into some convenient part of the machine close to the work. In 
some instances where it is impossible to lodge the lamp in a con- 
venient part of the machine because of the large size of the 
reflector, the reflector is removed by the operator and the bare 
lamp used. 

The frequent adjustments and readjustments of the lamps 
unnecessarily occupy the time of the operator and t» some extent 
distract bis attention from his work. The multiplicity of dangling 


wires from the drop lamps presents an ightly appearance. 
Moreover, those wires are apt to be in the way of moving parts of 
the machinery, &c. 

In some cases the eyes of the operator are very close to the 
reflector, and are affected by the heat of the lamp. Objectionable 
shadows are cast by the reflectors, lamp supports, drop cords and 
hangers. The shops present a gloomy appearance at night. Even 
when all the local lamps are in operation, the intensity of the 
general illumination on the working plane in locations outside of the 
restricted field illuminated by the drop lamps is at best only abont 
0°25 foot-candle, being less than 0°15 foot-candle in most of the 
departments, and in some less than 0'03 foot-candle. The 
extremely low degree of general illumination in the shops makes it 
difficult, if not impossible, for the foreman to exercise the same 
character of supervision at night as he does in tbe daytime, and 
makes it more difficult to guard against factory accidents. 

With the present system of localised illumination in shops, 
advantage cannot be taken at night of the reflecting and diffusing 
value of the walls and ceilings, whereas in the daytime the wall 
and ceilings are used to great advantage in reflecting and diffusing 
natural illumination. 

A remedy for the objectionable features of concentrated factory 
lighting lies in the use of a suitable degree of general illuminati 
and moderate intensity of localised lighting. | 


The Electric Driving of Textile Factorles. 


AT & meeting of the Bradford Engineering Society, on November 
28th, 1907, a Committee of Inquiry, including representatives of 
mechanical and electrical engineering firms, the Bradford Oorpora- 
tion Electricity Department, textile firms, and the textile depart 
ment of the Bradford Techical College, was formed to inquire into 
this subject. | 

A programme limiting the scope of the inquiry was drawn up, 
end it was decided, in the first place, to carry out certain experi- 
ments to determine the ectual cyclical variation occurring in prime 
шо and electric motors and in shafting апа machinery driven 
by them. 

An exbaustive series of trials was carried out by Prof. Charnock 
and Mr. Barker at Dock Ing Mills, Batley, by kind permission of 
Messrs. Brigg & Sons, the proprietors. This mill was selected as an 
example in which the plan of the buildings necessitated power being 
taken off in various directions by means cf spur and bevel gear, belt 
and rope driving, with long lengths of shafting intervening in some 
cases, The machinery driven included mules, cards, drawing and 
looms. From a report prepared by Mr. Barker, it was found that 
even under such circumstances, the amount of cyclical variation was 
not nearly so great as had been anticipated. Further teste were 
made at the Leigh Mills Co., Ltd., Upper Mills, Stanningley, with 


. worsted-drawing machinery driven by an induction motor, using 


current from the Yorkshire Electric Power Co.'s supply, and sls 
on spinning machinery driven by shafting from a compound tandem 
Corliss engine. Various other teste were made at works ia tte 
city, and Mr. W. B. Woodhouse kindly arranged some experiments 
to demonstrate the speed variation due to slip in three-phase 
motors under varying load. The committee also visited the Thor 
Mill Whitworth, near Rochdale, on the invitation of Messrs. 
Siemens Bros. Dynamo Works, Ltd., who supplied the equipment 
for electric driving. The point submitted was that, with this 
arrangement, the increase in steadiness of turning was such as to 
lead to increased output and better quality, commanding a higher 
price on the market. Of this no actual evidence could be supplied, 
and the committee have been unable to obtain any proof whatever 
based on actual experience. 

The committee, after very carefully considering the above reeulis, 


` and after a thorough discussion of all the information before them, 


arrived at the following conclusions :— 

1. That in good installations there is practically no difference in 
cyclical variation between mechanical and electrical transmission 
when measured at the end nearest the main drive. 

2. That any initial cyclical variation which may exist М 
the driving end of the above shaft is liable to be increased if 
transmitted through long shafts. This can, however, in many 
cases, be controlled by known methods of destroying synchronous 
vibrations. 

3. That so far as any irregularity is concerned (excluding bresk- 
downs), electrical transmission will maintain ite condition better 
than mechanical transmission. | 

4. That in modern textile, combing, spinning, and та 
factories, where those factories are of ordinary dimensione, 
where the power is generated on site, power is conveyed with les 
loss by mechanical than by electrical transmission; but where the 
plan of the buildings is irregular, involving awkward angles of 
drives or irregular arrangement of machinery, the saving in роте 
by electrical transmission begins to appear. The Committee find 
it difficult to arrive at a definite decision as to the exact point 
where the friction due to mechanical transmission is excessive, 
owing to the very varied conditions which obtain, but make tbe 
following suggestions :— f 

5. That the friction loss with mechanical transmission is exceetive 
if over 30 per cent. By friction loss" is meant the proportion 
which the collective friction of the engine drives, and shafting with 
the belts on the loose pulleys of the driven machines, bear to tbe 
total horse-power when the whole load is on the engine. 

6. That electrical transmission is likely to be most efficient— 

(a) Where there are long lengths of shaft from which power i 
not taken off at intermediate points. 4 

(b Where machinery is distributed and requires starting АП 
stopping frequently during the day. 
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(c) Where machines require to run at various speeds and have 
those speeds altered during motion. 

(d) Where there are excessive lengths of shafting, making it 
desirable to separate these into two or more lengths. 

The question as to the adoption of electrical or mechanical 
driving is largely опе of cost, which can only be decided by careful 
investigation of each individual case. By adopting electric 
driving, the following advantages can be obtained, whether the 
power be generated on site or taken from an outside source of 
supply :— 

l. Ease of checking daily the power required for running in- 
dividual machines and departments, and of detecting any faults 
or deterioration of the plant. In the case of mechanical driving, 
this may be done by employing some form of power meter. 

2. Ability to run only a portion of the plant—as, for instance, on 
overtime—without serious loss in transmission. With mechanical 
transmission, the same object may be attained by the judicious 
application of clutches or similar mechanical devices. 

3. Reduction in the number of belts, shafts, gears, &c., with con- 
sequent improvement in lighting and cleanliness when individual 
driving is adopted. | 

4. Ease of regulating the speed and of introducing periodical 
ра аа in certain machinery, if individual driving be 

opted. 

5. Ease of utilising the available space to the best advantage 
and of extending into adjacent buildings at any time, irrespective 
of the layout of the same. 

6. Saving in the cost of the engine house and its foundations, 
the latter made possible by the adoption of a high-speed 
generating set. Care must be taken that the possible extra 
cost of other portions of the plant or buildings, or reservoirs, 
does not more than balance any saving in the direction indicated. 

The following further advantages may be obtained if an outaide 
source of supply is available: 

1. A reduction in the first cost of the installation and buildings 
due to the absence of power generating plant. This, in conjunction 
with the corresponding saving in floor space, may be utilised for 
the installation of productive machinery. 

2. Freedom to run only parts of the plant, and to work overtime 
without any increase in the cost per brake-horse-power of the 
power used, 

3. Unlimited supply of power available. 

4. Less liability of total stoppage, due to the standing plant of 
the supply authority, as compared with private generating plant. 

This report is not to be regarded as complete or final, but is pre- 
sented to the Society as an indication of the work already accom- 
plished by the Committee. 


G. F. CHABNOCKE, Chairman. 


DOMESTIC ELECTRICITY. 
By MAUD. 


AFTER а somewhat chequered and interesting experience 
with r to electric lighting and the simpler forms of 
electric heating and cooking, I decided to try an electric 
oven. The majority of housewives shrink from this mode of 
cooking chiefly on account of cost, but the information which 
I have at hand, based on my own experience, contradicts this 
commonly asserted notion, that electricity is very dear for 
cooking purposes. 

Let us take first the simplest and most commonplace 
method of cooking—that of a coal fire—and suppose we 
have to deal with an average-sized cooking range; this, I 
find, costs, on an average, to cook a dinner consisting of a 
joint (about 5 Ib.), pudding, pastry and vegetables, about 23d. 
in coal, allowing for cóal at 16s. per ton; you may gay that 
for this price you also have a constant supply of hot water, 
but this is not always the case, as usually the boiler damper 
must be closed to allow sufficient draught to heat up the 
oven, and therefore the cost of heating water for the house 
is an entirely separate charge. : 

Passing on to gas cooking, which is undoubtedly the 
most popular method of cooking at the present time, it is 
found that this costs for the same dinner 3d.; this price 
does not include the time and gas taken to heat up the oven 
or the greater time taken to rid the oven of the objection- 
able smells (if the latter precaution is not taken the smell 
permeates the food). T 

Thirdly, we come to electric cooking, as regards the 
cost of which the majority have such hazy notions. This 
costs for the same dinner 24d., with electricity at ld. per 


unit. On the top of the oven stands a boiler for vegetables, 
&c., all the rest of the cooking being done in the oven. 
This oven is controlled by a switch, which allows for three 
heats: the first of these is low, costing a third of Id. per 
hour; the second, which is medium, costs a little under 
three-quarters of 1d. per hour ; the third is high heat, with 
all the heaters in use, the cost being a little less than 14d. 


per hour, with electricity, as previously mentioned, at 1d. 


per unit. | 

The electric oven takes a very short time to heat up to ita 
maximum temperature, and when so heated can be easily 
regulated by the aforementioned switches, with the result 
that meat can be cooked to perfection, and cakes and pastry 
browned, in a way almost impossible with the ordinary 
cooking range. It will also be found that the lighter forms 
of confectionery can be cooked after the current has been 
switched off, by means of the heat contained in the oven. 

As will be seen by this article, I am enthusiastically in 
favour of electric cooking, though I must confess that 
previous to my experience with this most useful form of 
cooking, I was rather sceptical both as regards the cost of 
electricity for cooking purposes, and as regards the reliability 
of cooking utensils, but I have now nothing but praise for 
the same, after having given this oven a good and fair trial. 

It would probably be interesting to many readers to know 
whether electric cooking is as satisfactory as cooking by coal 
or gas. My experience has taught me that electric cooking is 
far ahead of either of these, its competitors, for cooking 
purposes, owing to the very even temperature obtained, 
which, as every lady knows, is essential to produce satis- 
factory results. The only fault I have to find is the entire 
absence of a ventilator on the oven; the want of this 
ventilator means that there is always, when cooking, a fair 
amount of steam in the oven, and this tends to take up some 
of the heat which should be given to the contents of the 
oven. lam sure this small thing has only to be appreciated 
by the makers to be remedied. — | 

On the score of cleanliness the oven has no equal ; all 
that is required after cooking is wiping out with a dam 
flannel, as there is no possibility of dust and dirt: as wi 
fires, and absolutely no smell is left in the oven after cooking 
is done. When the oven is switched on, that is all that is 
necessary for the heating of it, and there is по the continual 
poking and building up as with the coal fire, which must be 
done to keep tife oven to a maximum even heat, the result 
of all this poking being that the heat of the ordinary oven is 
continnally varying. 

From the numerous questions I have been asked with 
regard to electric cooking, it is clear that ladies are 
extremely interested in the subject, and I feel confident 
now that the bogy of cost is rapidly disappearing that the 
electric oven will soon become a household article. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


GRENADA.—The following goods are admitted free of duty :— 
Any articles for the use of His Majesty’s service or for the use 
of the Government, and machinery or appliances considered 
by the Governor-in-Council to be usefal for the development 
of local manufactures or products, or to be imported for the 
development of any business or manufacture carried on by, 
or belonging to, the importer. E 

The following duties are payable:— 
. Carriages and other vehicles on springs ... 10% ad val. 


Earthenware (not being porous and unglazed) and 


glassware ... . ; 109 „, 
Iron and steel, whether partly or wholly manufac- 

tured eee ees EI see eee eee 10 T) 
Goods not specially mentioned in the tariff по AS ж 


The value of imported goods for the purpose of calculating duty 
is the true invoice price, excluding freight, insurance and other 
charges. 

N.B.—No person may install erect, maintain or use in the 
Colony, any apparatus or instrument for the purpose of wireless 
telegraphy without a licence from the Governor, 
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NEW PATENTS APPLIED РОВ, 1909. 
(NOT YET PUBLISHED.) 


Compiled for this journal by Mzssus. W. P. Toompson & Co., Elec- 
trical Patent ents, 892, High Holborn, London, W. O, and at Liverpool 
and Bradford, to whom all inquiri-s should be addressed, 


93,161. * Improvements in gas controllers, electric time switches and other 
timing devices" G. O. Н. Horstmann, E. Н. Horstmann, A. Horstmann, В. A. 
HomsTMANNM and W. Т. Ёралв. October lith, 


29,171. "Improvements in magnetio ignition apparatus.” R. J. Isaacson, 
October 11th. (Complete.) 


28,179. Improvements in or relating to electrical transmission and distri. 
bution systems." A. F. Berry. October llth, 


. “Improvements in and relating to the control of electric motors.“ 
H. C. Leake. October 11th. 


ium Me " Improvements in make and break switches." J. Wirsow. October 


99,995. “ vements in insulating compounds and processes of making 
the same." RITISH THOMSON-Hovuston Oo., Lap. (General Electric Oo., 
United States.) October 11th. 


38,927. ‘‘ Improvements in electric out-outs." T. E. Murray. (Date applied 
for under Seo. 81 of the Act, October 17th, 1908, being date of application in 
United States.) October llth. (Complete.) 

938,298. ‘‘ Improvements in eleotric out-outs." T. E. Murray. (Date applied 
for under Sec. 91 of the Act, November 9th, 1908, being date of application 
in United States.) October lich. (Complete.) 

28,229. ‘Improvements in electric cut-outs. T. E. Murray. (Date applied 
for under Sec. 91 of the Act, November 80th, 1908, being date of application in 
United States.) October 11th. (Complete.) 


W, 247. Double- pole spark plug for use with internal combustion engines 
and the like." C. H. NaxLoB. October 19th. 


38,969. '"Improvements in mouthpieces for telephone transmitters." M. 8. 

HvrsoHMIDT and V. F. WAGXER. (Date applied for under Bec. 91 of the Act, 

поташа п. 1908, being date of application in United States.) October 12th. 
mplete. 


29,991. Improved arrangement for the prevention of brush sparking in 
rotary electric frequency transformers having commutators.” SIEMENS 


Bros, Dynamo Wonxs, тр, (Siemens-Schuckertwerke G. m. b. H., Germany.) 
October 12th. (Complete.) 


29,807. ** Combination of an electric cable jointer’s hand-cart and an electric 
cable nie Areca PONES CABLE AND CoxsTRUCTION Co, LTD. and T. 
r ; 


28,810. “Improvements in telephone exchanges." Sizmens Bros. & Co., 
Lp. (Siemens & Halske Akt.-Ges., Germany.) (Application for Patent of 
Addition to No. 14,289, 1909.) October 1&th. (Complete.) 

28,819. ''Improved arrangement of a combined collector, ring, commutator, 
and switches, for use with a small battery to stert petroleum engines fitted with 
magneto starting apparatus.” A. 8. J. Carman. October 12th. 


. Improvements in machines for manufacturing electric-welded wire 
obains." О. L. Graves. October 13th. (Complete.) 


н. % Improvements in and relating to ит jir = bulletin printers.” 
To Eran (Electric Press Bulletin Oo., Unite tates.) October 13th. 
Complete. 


29,898. * Improvements in and relating to telegraph transmittin aratus.’’ 
Н. W. Laxe. (Electric Press Bulletin Co., United States.) October 12th. 


28,879. ''Improved detector for use in radio-tel hy or telephony.” 
W. T. DrrcHAM. October 13th. — кт 


33,884. ‘* Combined lampholder and wall plog for use in connection with 
electrical fittings." A. W. Maconocur and T. Н. CABzv. October 18th. 


28,907. ''Impro ents in or relating to ourrent-collectors or trolley-heads 


for electric tractio stems." E.M. Мсиво and Bass EngOTRIC TRACTION 
Co., LTD. October А 


28, 406. Improvemonts in electricity meters." F. BCI. (Date applied 
for under Seo. - 91 of the Act, October 15th, 1908, being date of app on in 
Germany.) October 18th. (Complete.) 


28,415. '*Improvementsin and relating to the voltage regulation of alter 


nating electrio current distribution systems." BniTISH TTHoMsox-HousTox Co., 
LTD. (General Electric Co., United States.) October 18th. 


28,416. Improvements in and relating to the voltage regulation of alter- 
nating current circuits."  BRirisH Тномяон-Носвтои Oo., LTD. (General 
Electric Co., United States.) October 18th. 

38,491. ‘* Improvements in or relating to the manufacture of а com 
00 e чш ed particularly for electric insulating purposes." F. 

т • 


23,499. "Improvements in electric telegraphy.” A.MuiRHEAD and M 
HEAD & Co., LTD. October 18th. TM 4 us 


tion 
ALTON, 


20,459. Improved attachment for preventing the b e of the con- 
ductors in the flexible leads used with electric irons." E. T. Pick and W. 
Ross. October 14th. 

23,466. ''Electric bell piano." A. HopoxiNs. October 14th. 


28,494. ‘*Improvements in ficld and tele hic signalling and recording.’’ 
В. 8. Wrstox. October listh. id im Ё IU 

98,500. "Improvements in and relating to incandescent electric lamps 
having fllaments of refractory metal." BnirisH THomson-Hovuston Co., LTD. 
(General Electric Co., United States.) October 14th. 


28,502. “ Improvements in or relating to electric prepayment meters.'" 
ELECTRIC PREPAYMENT METERS, LTD., and E. ScHATINER. tober 14th. 

28.504. ''Improvements in trolleys for use in electric tramways on the 
overhead system." E. J. FRxpznRicks, D. R. FnxDERICES, L. E. RUCSSELL, 
C. W. Weppine and J. Соимеігу, October 14th. 

28.506. Improved burglar electrio alarm.” A.B. Миз млн. October 14tb. 

23,526. ‘‘Improvements in electrical switches of the push-button type.“ 
Finx WATI-INSTALLATIOKEN FUR BTARK-UND-FCHWACBSTROM Схві Schrrz. 
(Date applied for under Bec. 91 of the Act, October 16th, 1908, being date of 


application in Germany.) October 14th. (Complete.) 
25,541. Improved connecting device or terminal for electrical conductors.” 
А. H. RoBiNsON. October léth. 


23,663. * Improvements in or relating to windings for alternating-current 
motors." M. STERN. (Application for Patent of Addition to No. 12,326/08.) (Date 
applied for under Bec. 91 of the Act, October 16th, 1908, being date of applica- 
tion in Germany.) October lith. (Complete.) 


23,542. " Improvements in alternating current transformers for conversion 
of polyphase currents to single-phase currents.“ С. L. Roberts. October 15th, 

23,001. ''Improved electrical burglar or other alarm or indicator," J, 
WhioHr and Т. Doturas. October 15th. 

23.619. Improved governor for use with electric motors." H. C. E. Jacony. 
(Date applied for under Rule 13, December 23rd, 108. An invention comprised 
in application No. 27, 907, dated December 23rd, 1905.) October 15th. 


23,028, "Improved detector of electromagnetic waves." A. G. Rossi, 
October 15th, (Complete.) 
21,649. ''Improvements in and relating to electric transformers." BRITISH 


Tiowsos-HotsToN Co., Lrp, 
l^th. 


23,000. “Improvements in and relating to dynamo-electric machines.“ 


Вкіт:-н Тномьох.Носвтом Co., Lib. (General Electric Co. | 
October 15%. ' ( c Co., United States.) 


(General Electric Co., United States.) October 


28,670. ''Rigid suspended plate-handling electric crane.” B. Waicetss 
Heap. October 16th, Ё 


23,704. “Starting device for electric motors." W. М. BTEWART and E. Рон. 
October 16th. = 


23,719. "Improvements in and relating to electric circuit closing devices.” 
A.J. Востт. (Acme Automatic Street Indicating Co., United States.) October 
16th. (Complete.) 

28,742, *' rovements in devices for the automatic counting and recording 
of telephone calls.” J. KizssLER. October 16th. (Oomplete.) 

28,747. ‘Improvements relating to electric signalling means.” 


E. А 
GRAHAM. Ootober 16th. (Complete.) 


28,756. ‘‘Improvements in dynamo-electric machines." Larrzzr. 
(Date applied for under Seo. 91 of the Act, October 16th, 1908, being date of 
application in Germany.) October 16th. (Complete.) 


W. 759. rovements іп sound-a enting devices for use in telephony." 
8. G. 5 16th, (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Тномрвои & Co., 823, High Holborn, W. U., and at Liver. 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


Inpvucror Сопа лир TRANSFORMER APPARATUS. 
J.H. Webb. 19,885. September 22nd. 


TrwE-ELEMENT DEVICES, APPLICABLE TO ELECTRIC CIRCUIT BREAKERS AND ИЕА 
APPARATUS. J. G. Statter. 20,468. September 99tb. 


Braxe Віоскв, EngOTRIO COLLECTOR SHOES, AND THE LIKE, J. Taylor. WAT. 
September 29th. 


CONTROL or Execraic Morons. J. G. V. Lang and Johnson.Lundell Electric 
Traction Co. 20,791. October 1st. 


ELEcCTKOLYTIC DECOMPOSITION OF SODIUM AND OTHER CHLORIDES IW TER 
MANUFACTURE OF CAUSTIC Вора дир OTHER UsEFUL Pmopvucrs. R. J. Levy. 
20,787. October 2nd. 


ELECTRICALLY-DAIVEN TRAINS, ESPECIALLY APPLICABLE TO TRACKLESS Tuus. 
F. Wagner. 21,490. October 10th. (Application for Patent of Addition to 
No. 4,687, of 1008.) 


PRorEOTIVE Devices ғов ErxkorRIO DISTRIBUTION ВҮВТЕМВ OF THE TYPE KNOWS 
as LIGHTNING ARRESTERS. British Thomson-Houston Co. (General 
Co.) 22,184. October 19th. 


SHEATHING OF ELECTRICAL Wines. J.J. Rawlings, Н. W. Handcock and А.Н. 
Dykes. 24,948. November 12th. 


ELECTRIC AUTOMATIC CALL Волвре РОВ ComTROLLIMG Tiss Siena AND 
APPARATUS CONNECTED THEREWITH. J. Appleby and A. E. Drew. 94418 
November 16th. 


REGULATION or THE PowzR Factor IM ÜBYSTEMS OF ALTERNATING ELECTEX 
CURRENT DisrRgiBUTIOx. British Thomson-Houston Co. (General Electric 
Co., U. S.) 95,556. November Alst. 


ELxormic CLooxs, 'T.J.Murday. 26,289. December 4th. 


IMPROVEMENTS IN, AND IN THE PRODUCTION or, Тплтио SHADE Horn of 
CARRIERS yor ELECTRIO Lamps. M. Lawton and H. Whatson. 2,816. 
December 22nd. 


ELzcrRIC BATTERIES. A.J. Boult. (T. MoNaugbton.) 28,286. December tb. 


Егкстис BxLT- WIe Сіоскв. A. J. Boult. (Н. О. Jackson ad 
T. MoNaughton.) 28,286. December 28th. 


ELECTRIO  SzgcoNDARY  Crocks. A. J. Boalt. 
McNaughton.) 28,287. December 28th. 


VoLTMETERS, AMMETERS, WATTMETERS, AND LIKE ELECTRICAL lwpicarine МО? 
5 APPARATUS, W. О. Smith and W. Phillips. 28,622, December 
Ist. 


H. F. Bigge, F. R. Batt and 


(H. O. Jackson asd T. 


1809. 


APPARATUS FOR THE PRODUCTION ОР ELEOTRIC IMPULSE CHARGES FOR THE PURIONM 
or WIRELESS TRLEGRAPHY. S. Eisenstein. 17,217. July 98га. (Applice 
tion for Patent of Addition to No. 10,019 of 1908.) 


A. Boeckel, O. Grünberg, J. K. veki asd 
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January lat. (Date applied for under Rule 1. 
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caL HArme Deyics. 
12,562, May 27th. 


Susrension Devices FOR BvPPLYING ELECTRIO CURRENT FRON OvERNEAD WIRES 
TO ARO LAMPS AND OTHER APPARATUS. A. Schweiger. 18,661. June 100. 


ELECTRIC Contact-BREAKERS PARTICULARLY APPLICABLE FOR Іирсстюя 08 
BPARKING Coils. R. W, Grant. 14, 117. June 16th. 


REGULATION OF ALTERNATORS Rowena IN PARAL Allgemeine Elektricitits 
Ges. 17,199. July 28rd. (Date applied for under International Convention, 
July 28rd, 1908.) 


TELEPHONE Systems. E. W. Smith. 9,161. January th. (Application for 
Patent of Addition to No. 22,688, 1907.) 


ELxcTRIO APPARATUS FOR CONTROLLING THE OPERATION oF A NUMBER 07 
MACHINES OR OTHER DEVICES FROM A Distant Porwr. C. Wirth and C. Beck. 
5,811. March 10th. (Date applied for under International Con ven non. 
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I.. Wechmar. 9,808. April Hth. 


Device rox STARTING AND Соттіко-ост Execraic Moroms. Zucker rap 
Frankenthal. 12,258. May 24th. (Date applied for under Internsbor 
Convention, June lat, 1908.) 


G. Cooper, F. C. Sharp and Т, A. Stevens 
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MUNICIPAL APPOINTMENTS. 


FAR oftener than we like do we receive complaints of 
favouritism in the appointment of public officials. Corres- 
pondents who smart under failure to secure berths for which 
they thought they were fairly in the running, hint at many 
things that they do not care to enlarge upon for publication. 
It is favouritism, they say, not merit, that decides who shall 
succeed. Men elected in the public interests to seats in 
municipal councils, besmirch our public life, and the reputa- 
tions of their colleague councillors, by taking private advantage 
of public office. They are, of course, only the black sheep, 
but the act of one or two unfortunately discredits the whole 
municipal family, and men who could, and ought to, serve 
the public well, too often hold aloof, because the public 
suspects the candidate for electoral position of having private 
personal ambitions. Sometimes the misdeeds or unfair 
favouritisms leak out, and reputations of offenders are nailed to 
the municipal pump, for all comera to study, and studying to 
profit thereby. But for every actual case that is revealed there 
are many others where our correspondents can see nothing 
more than smoke, the cause thereof lying concealed. We 
are prepared to make every allowance for a man out of 
work, or for an unsuccessful seeker after promotion, so in the 
absence of actual evidence we prefer to take their complaints 
cum grano salis, or, at any rate, very guardedly. Consider- 
ing that we have such a very large number of councillors, 
and that there is practically an open door for the lowest and 


least educated class of man with little more than his bag of 


tools to call his own, to obtain office, also that too many men 
of the right stamp regard municipal life with contempt, our 
standard of municipal purity as revealed is wonderfully high, 
but that standard will only be maintained, or improved 
upon, by our making as public as possible an example of 
those whose guilt is proved. The Guardians pro- 
secutions of several years ago cleared the air 
very considerably, and in doing so must have caused 
much fluttering in the dovecotes of the undetected ones. 
These prosecutions related more to dishonesty in contract 
transactions. It would not be wise to write all the things 
we know about some municipal appointments, how they have 
been arranged or secured, how councillors have even tried to 
arrange matters with prospective candidates in advance 
before anyone was supposed to know who the candidates 
were! We do not ask engineers who have had experiences 
of these kinds to write them to us, for some of them are 
better forgotten—we do not want to stir up mud, especially 
when we remember that councillors are ever on the change, 
and that those now in office might be reflected upon by 
allusion being made to the sins of their predecessors in office. 
But while we do not ask for such epistles, we do not doubt that 
these few words will remind this and that electrical engineer 
of something he has either experienced himself, or has heard 


of concerning some ronfrere. When men whose occupation 


— 
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brings them in а pound or two a week have the giving away 
of berths varying from three to ten times their own annual 
incomes, they are plunged inf a new and unaccustomed sphere 
that is attractive, no doubt, but one which is fraught with 
dangers unless the councillor’s moral standard be absolutely 
beyond reproach. But as we have said, we do not believe 
that cases of public office being made to save personal ends 
are numerous. One actual case may eet suspicions working 
in a dozen places, and legendary growths are matters of 
common occurrence. It is quite easy to allow mistrust to 
be engendered for which, if one knew the actual facta, there 
would be no justification. We onght to be carefully on our 
guard before we sear the reputation of any man. We may be 
Very confident that we are the only person on earth possess- 
ing the advertised qualifications for a particular poet —that ів 
a mistake to begin with, for there are a good many things 
about that job that we know nothing of, and there 
are more good men about than we remember until 
we enter into competition with them. Tell us that some- 
body who is a far-removed relative of the least 
influential member of the Committee has secured the 
appointment, and we are quite ready to believe that his 
success was unfairly come by. Sometimes our suspicions 
may be justified. | 

Only last week, according to the Daily Express, one of the 
London Borough Councils was engaged discussing an unwise 
action on the part of one of its Aldermen and its elec- 
trical engineer. The agenda, it seems, contained the 
following :— 


That the committee find that a young man, who is the son of | 


Alderman Hennessey, was engaged at the King’s Road Station in 
April, 1909, as an improver, under the name of MacCarthy, at the 
suggestion of the chief electrical engineer and with the consent of 
Alderman Hennessey. 

After discussion at the St. Pancras Council meeting, it 
was resolved to let the matter drop, “ as it was considered ” 
(we are quoting from our daily contemporary) ** that Alder- 
man Hennessey had been punished sufficiently by the appear- 
ance of the Committee’s finding on the Council's agenda. 
Arrangements have been made which will prevent, anything 
of the kind occurring again. Mr. Hennessey is a Socialist 
Alderman, and a J.P." 

But what about the remark “at the suggestion of the 
chief electrical engineer” ? We are sorry that that appears 
in the minutes, and that it has gone forth to the public. 
There might have been nothing whatever wrong in the 
appointment of Hennessey under his own name, he may be 
most acceptable as an improver in a central station, but 
suspicions of unfairness and favouritism are likely to arise 
when there is an attempt to make Hennessey appear to be 
somebody else because he is the son of an Alderman. 


A NOTE appeared in our “ Contracts 
Closed " oolumn last week on the resulta 
of tenders for motor-generators for the 
London County Council. The order was placed with 
Messrs. Dick, Kerr & Co. at a price considerably above the 
lowest tendered because the Council * already had a number 
of their machines of the kind working satisfactorily." 
Without in any way casting aspersions on those firms who 
quoted lower prices, it may be said that this is a somewhat 
unusual step to take, and the County Council may be con- 
gratulated on allowing a question other than that of first 
cost to inflaence its decision, though this is a policy that 
has by no means usually been followed by municipal bodies in 
recent years. 

It is a frequent complaint of the municipal contractor 
that manufacturing goodwill must be regarded as a very small 
asset, and that any special pains to make a good job, give 
extra assistance, or do work beyond the strict letter of the 
contract, are to all iutents and purposes thrown away if in 
future competition for work a rival contractor, perhaps one 
without the same reputation or experience, happens to 
quote a few pounds lower. 

It has often happened that after one make of plant has 
given satisfaction, a cheaper make has been adopted on 
extensions being required, and not merely has the cost of 


Common-Sense 
Contracting. 


upkeep or loss from breakdowns been many times the saving 
in first coat, but the reputation of the undertaking has 
suffered in consequence. One of the chief argument 
against municipal trading is that highly technical busines 
departments are too much under the control of committees 
of laymen, who frequently disregard the recommendations 
of their salaried engineers. : 

It may be said that those who have given practical credit 
to contractors for good work done, while at the same time 
encouraging reasonable competition, obtain far more satis- 
factory results, in the long run, than those who jump at the 
lowest tender regardless of obvions circumstances, and in 
consequence turn their power stations or other undertakings 
into collections of odd and assorted plant. 

One can, however, go to the opposite extreme in this 
question of preference, and some of the leading manufacturers 
of electrical plant have at times made loud complaints of 
consulting engineers, favouring certain concerns, particularly 
those from abroad, and refusing to allow British firms of repute 
reasonable opportunity for tendering for important work. 
This has especially been the case in some classes of work in 
connection with mines lighting and power stations. 

Experts are employed by municipal bodies and private 
parties for the purpose of preparing designs, issuing specific. 
tions and adjudicating on the most favourable all-round 
offers received. The effect of placing all orders in one direction, 
on the ground that some machinery manufactured in this 
country during the early days of high-tension work 
gave trouble, or that responsible firms at home have not 
previously supplied plant fitted with easily designed details, 
is nob only to purchase at non-competitive prices, but also to 
defeat the main object with which experts are employed, that 
is, to furnish technical advice and unbiased opinions. 

Some engineers think themselves hardly used when their 
motives are questioned by those in the trade, after one firm 
has been particularly favoured to the practical exclusion of 
all others, but in matters of this kind, the more open and 
above-board the inquiries and contract arrangements, the 
less is the opportunity for dissatisfaction on the part of 
unsuccessful tenderers. 

The remarkably good results so far obtained from the 
engines, turbines, generators and sub-station plant of 
British design and construction, supplied to the London 
County Council, at a time when very little had been 
attempted at home previously on so large a scale, tend to 
show that those who ran down all plant made in thi 
country, or confine all their orders to one firm, must be 
actuated not merely by prejudice, but must be in a state d 
ignorance of the all-round progress that has taken place at 
home in recent years. 


THE need for engineers in charge of 


ane qni large central stations to keep a sharp eye 
yard res : upon the quality of the fuel which is now 


being delivered to them, especially when 
this fuel is slack or small coal, is emphasised strongly by 
some figures which have been published lately in the chief 
organ of the coal mining industry in this oountry,“ relating 
to the increase in the percentage of ash in the small coal 
produced by the South Wales coal mining district. 

In the year 1887 the percentage of ash in the coal from 
16 leading collieries using Cardiff as their port of shipment 
averaged 8°43 per cent., while in August, 1909, the 
corresponding figure was 14°2 per cent. Similarly, 10 
Monmouthshire the percentage of ash has risen from 12:04 
to 15:58 per cent. To quote the paper and article from 
which these averages are compiled :— 

This statement speaks very largely for itself, and will probebly 
both astonish and grieve those who have at heart the best interests 
of the trade. It will be seen that in many cases the yield of ash 
has been doubled; that in a few it has been more than trebled: 
and that only in rare instances bas it been kept stationary. ot 
course, analyses vary appreciably, even in short periods, bat tbey 
have never shown such unsatisfactory results as they have done 
since the Mines Eight Hours Act has been in operation. In order 


Iron and Coal Trades Keview, September 94th, 1909, The Small 
Coal Problem.” 
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to minimise that Act’s restrictive effo:t on outputs, every effort has 
been made by colliery managers to accelerate the rate of. produc- 
tion, and, apparently, one of the many consequences, unfortunately, 
of these efforts, has been increased carelessness in the filling of 


trams, and a corresponding decline in the quality of small coal. A - 


few instances may be mentioned in illustration. In February last, 
the percentage of ash yielded by colliery A was 1120 —last month 
the percentage was 14:18; in the case of D it has increased from 
10:83 to 13:28; whilst in other cases it has increased from 8 90 to 
13:96—from 11:0 to 13:52— from 11:32 to 12:40— from 11°10 to 13 96, 
and from 16°36 to 18:88. 


As proof that this deterioration in quality is not, confined to 
the South Wales mining district, we may quote the experience 
of a firm in South Lancashire, who have been sampling and 
testing their supplies of small coal regularly since the begin- 
ing of the year, and who have found a notable inorease in 
the percentage of ash in the coal delivered during the last 
two months. 
. Under these circumstances we advise all engineers to peruse 
carefully our leading article of September 24th, upon “ Fuel 
Supply Contracta,” and to consider whether it will not be 
advisable to adopt one or other of the systems of purchase 
there referred te, in the framing of the fuel contracts for the 
coming year. ` | 


WE have received from Mr. W. H. 


8 логоа Stentiford, the secretary of this Exhibition, 
E" SEMIS: which is to be held at Shepherd's Bush 


| next year, a batch of documents describing 
the undertaking. Electrical firms who propose taking an 
interest in the matter can obtain copies of the prospectus by 
writing to him at the Exhibition Offices at the Exhibition. 
It is expected that'the unique character of the Far Eastern 
exhibit, which is wholly under the auspices of the 
Imperial Japanese Government, will have greater 
drawing powers than even the Franco-British Exhibi- 
- tion. Though the Exhibition is not officially recog- 
nised by the British Government, a keen interest is being 
taken in it by many of the most eminent personages in the 
kingdom and by members of the Government, and it is hoped 
that the British section will not be less interesting than the dis- 
play of arta, crafts and products of Japan and its neighbouring 
countries. The members of the British electrical industry 
are being circularised, drawing attention to the excellent 
opportunity that will be afforded of bringing our manu- 
factures under the notice of the many Far Eastern and 
other desirable foreign visitors—possible purchasers of 
engineering material. Many visitors are expected from the 
Continent and America. We have before us a plan showing 
the proposed arrangement of the different classes of 
engineering exhibits in the Machinery Hall. The electrical 
engineering exhibits will lie between the spaces devoted 
respectively to gas and mechanical engineering stands on the 
British side of the Hall. A supply of direct, single-phase 
and three-phase current will be available for lighting and 
power. The tariff for space will be the same as at the Franco- 
British Exhibition of last year. Mr. Stentiford will send 
copies of the plan, together with space application forms, to 
any firm interested in the matter. We hope that our manu- 
facturers will not allow the matter of this exhibition to be 
shelved without giving the fullest possible consideration to 
the chances of deriving benefit directly and otherwise from a 
demonstration of their capabilities before Far Eastern visitors. 


А $ 
. Nor so long ago there was considerable 
controversy as to the best type of wheel 
for electric tramcars, but the struggle 
then was between chilled iron and steel tires. It was well 
fought upon both sides, and the steel tire won in the end, 
although the chilled wheel is used largely still in its home 
acroes the Pond, and in the British home of its adoption. 
During that controversy whispers reached us of another 
rival in the field, and in the interval we find it a champion 


The Rolled 
Steel Wheel. 


grown, already at fisticuffs with its fore-runners. This is 
the rolled-steel wheel, partaking of the nature of both 
predecessors, for it is solid like the chilled iron wheel, and 
it is made of the same material as the rolled steel tires. 
Therefore, if the newcomer finds the universal favour which 
some of its admirers predict, it may be said that the battle 
between “ chilled " and “ tire resulted in no win for either 
but a compromise. | Е 

It is evident, from the report presented by a committee 
to the American Street and Interurban Railway Engineering 
Association, that the rolled one-piece wheel is making rapid 
progress in the U.S.A. Fifty companies returned data on 
these wheels, and it is said that many of the larger concerns 
are adopting them as safer and more economical than the 
steel-tired wheel. 

The diameters used vary from 30 in. to 374 in., and the 
radial wear seems to be the game, whether tired or solid 
wheels are used. In some cases rims are worn to an extreme 
limit of } in., but the majority of roads use limits ranging 
from 1 in. to 14 in.; ł in. is considered perfectly safe with 
dien steel wheel, but tires worn to this degree tend to 
oogen. | | Ши 

Ав might be expected, the wheel makers were not 
anxious to give away anything about the composition of 
their producte, and only one reply was received to the 
question asking for specifications. This maker uses the 
following mixture :— 


Carbon 0°65 to 0°85 per cent. 
Manganese ... 0°60 to 0°98 per cent. 
Phosphorus ... 0:60 per cent. 
Silicon 0°15 to 0 35 per cent. 
Bulphur 0°05 per cent. 


As no indication is given of the status of this maker, or 
where his wheels are marketed, it is not possible to judge 
whether the analysis is good, bad or indifferent in practice, 
although it appears to be similar to the usual composition of 
British steel tires: 

Probably it is the same maker who provides an interesting 


“outline of the process of working up the wheel from the 


ingot. A long ingot is cast vertically and cropped cold, 
discarding all segregation and shrinkage defects. The 
resulting billet is pressed into roagh shape under a 12,000- 
ton hydraulic press, whence it emerges from 6 in. to 10 in. 
less in diameter than the finished wheel. It is of the utmost 
importance that the metal shall be homogeneous and solid, 
and the centre of the ‘ blank" which comes from the presa 
contains any piping or segregation. The centre is punched 


.out to make the bore of the wheel, so that the imperfections 


are removed in the punching, which weighs 18 lb. and 
upwards. The blank is now rolled in a specially-constructed 
very heavy mill, in which the work is done on the plate 
(web) and rim, expanding the diameter until the finished 
section is obtained. The rim is entirely surrounded by rolls, 
except that portion from which the web springs. Rolling 
increases the density of the metal, as with steel tires and rails. 

Makers are unanimous in declaring that the rims of 
rolled-steel wheels are uniformly hard throughout their 
depth, but the experience of users is that the last turning is 
slightly softer than the first. | 

The Committee conclude that at the present time there is 
not enough experience to enable them to make a definite 
statement as to which type of wheel is preferable; but it 
would seem reasonable, in their opinion, that a one-piece 
wheel should be better, or at least safer, than one made of 
several parte. Althongh the rims are not quite homogeneous 
throughout their life, they have a greater safe-wearing depth 
than steel tires, and the scrap value is in favour of the one- 
piece wheel. 

Little or nothing has been heard of the rolled-steel wheel 
on this side of the water, but American practice is sure to 
be reflected here sooner or later, just as British improvements 
always influence American standards, albeit without much 
acknowledgment in most cases. Oft-times an innovation is 
overtaken by the fate which is natural to exotics treated as 
hardy plants, but upon occasion a long and useful life 
follows the transplantation. In this particular case the 
chances seem to be that the rolled-steel wheel will strike a 
true graft in these islands, but it. may not be for another 
while. 
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FEATURES OF THE DESIGN AND 
OPERATION OF ROLLING MILL MOTORS 
AND THEIR ACCESSORIES. 


By W. MANKTELOW. 


A REASONABLE knowledge of the general method of manu- 
facturing iron and steel rolled sections is here assumed in 
order to allot the maximum space possible to the consideration 
of the following matters :—(a) A brief discussion of the 
relative advantages of electric and steam drive for the rolls ; 
(b) theenergy and horse- power required in rolling mill motors; 
(c) the proportion of the maximum H.P. demand that need 
be taken as the basis of the continuons rating of the various 
machines; (d) allowance to be made for auxiliaries; (e) 
types of electric motor used for roll driving; (/) gearing of 
motors to rolls and reversal considerations ; (g) use and 
design of fly-wheels as large energy reservoirs ; (л) tecondàry 
batteries as load equalisers. Ё 

(a) Electrical v. Steam Driving.—Electric driving for 
rolling mills has now proved commercially economical in 
working over periods of several years in many Continental 
and American works, and is at present installed in several 
large English concerns. The high capital cost of electrical 
operation, particularly when its adoption necessitates the 
scrapping of an existing steam plant, is its chief objection ; 
but even so, it has been repeatedly justified by results. By 
the substitution of an electric for a steam drive, it is usually 
possible to work at higher daily outputs while running 
shorter shifts and employing fewer men. 

Not only is electric operation more efficient, it is also 
more reliable and steady ; this, combined with the higher 
rolling speeds permissible, results in an increase of output of 
from 20 to 50 per cent. being obtained. Electric motors 
and their control gear occupy far less floor space than the 
corresponding steam equipment, and extensions are more 
readily made. The adoption of electric drive for the mill 
motors is usually accompanied by a complete replacement of 
all steam power in the works, all the advantages consequent 
on the centralisation of power then accruing. The ease 
with which the energy consumption in any operation can be 
accurately measured is a most valuable feature in aiding the 
evolation of economical means of working. | 

(b) Energy and Horse-Power Required. — The energy 
required to effect a given purpose is naturally the true 
criterion of the efficiency attained, the Aorse power expended 
being mainly concerned with the speed of working. In the 

resent case, however, the capital cost of the installation and 
ence its indirect working charges depend on the horse-power 


that must be installed, hence the importance of the latter 


amount. The energy required per ton of metal rolled 
depends on the weight and shape of the block dealt with and 
of the section ultimately required. In general, the heavier the 
ingot, the less rolling it needs, and the more compact its initial 
and final forms, and hence the hotter it keeps during rolling. 
The energy consumption per ton rolled is, therefore, less in 
such cases than in the case of light rails, channels, plates, &c., 
where the relatively large surface and great length of material 
per ton weight favour rapid cooling and high roll friction. 
Plates, for instance, frequently cool from 1,200°-1,300° C. 
to 800° C. during rolling, so necessitating a large increase in 
the relative energy expenditure during the final passes. As 
illustrative of this point and as a useful guide for estimating 
purposes, the following figures may be noted :— 


KW.-hours 

per ton. 
Mean energy consumption for rolling rods and rails .. 423 
T i Т i channels and plates 91˙1 
Mean of 20 tests, including both tbe above sets. * 594 


As regards the horse-power allowance to be made when 
designing & new scheme, figs. 1 and 2 present useful informa- 
tion. Fig. 1 shows the relationship between the prolonga- 
tion of ingot and the horse-power per ton of ingot for various 
weights of the latter. For a fairly low number of prolonga- 
tions, say 10 to 20, it is necessary to install motors relatively 
far more powerful than are required for heavy blocks whereas, 
as the number of prolongations increases, the horse-power 
allowance approaches a common value for all cases (roughly 
4,000 H.P. per ton of ingot). 


Fig. 2 shows the increasing horse-power necessary if higher 
outputs per hour are to be attained ; the number of pases 
ingot must be reduced by the use of a heavier draught, thi 
being made possible by the more powerful motors installed. 
Under these conditions the horse-power required per ton of 


мР PER TON OF INGOT 


Fig. 1.—Cunves SHowmaG Квг,лтон BETWEEN INGOT 
PROLORGATION AND H.P. PER TON. 


output per hour falls rapidly as the latter increases. The 
advantage of working on as large a scale as possible and of 
keeping the whole plant fully loaded is emphasised ; by 
this means also the relative importance of friction losees is 
reduced to a minimum. To obtain the maximum output 
from the installation, it is advisable to arrange the passes and 
draught in each case co that the motor torque is constant so 
long as the machine rons at about the same speed. Sach 
improvements in manipulation as the introduction of 
hydraulic or electrically-operated tipping tables, live rolls, 
furnace chargers and withdrawers, &c., as well as the higher 
speeds consequent on electric driving, have resulted in great 
reductions in working costs. | 
(c) Poder for Auviliaries.—Among the chief auxiliaries 
of a rolling mill are the live roll motors, tipping tables, and 
so on, while the excitation of the main motor and the 
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Fic. 29.—CunvES SHOWING RELATION OF H.P. AND OUTPUT. 


machines of the fly-wheel set and their auxiliaries require а 
considerable expenditure of energy. The “live” 0 
traversing rolls require 50-100 н.р. each in many Cases. 
In a particular installation each of the live rolls (before and 
behind the main rolls) was fitted with two 40-H.P. series 
motors, running at 500 R P. M. and of 200 kg. m. torque: 
while in another equipment 80 H.P. was required to 
the generator and mill motor fields and the special accumu- 
lative compound winding for the latter. In most cases the 
auxiliary energy consumption amounts to from 5 to 10 per 
cent. of the total. 
(d) Types of Motor Used.—The load on rolling mills 
being one of the most variable kinds to which electric 
motors are applied, it is obvious that shunt motors are not 
suitable for the purpose, though in at least one installation 
two 3,500-H.P. D.C. shunt motors are used for such a load. 
The armatures are on one shaft, and the extreme over! 
capacity of the two machines is 80 per cent. above the 
normal maximum of 7,000 н.р. Simple series mac? 
are impossible because of their racing tendency on light 
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load and their too drooping speed characteristic on hea 
load. Thury series motors have been successfully employed, 
and possess many valuable features in this connection. It is 
obvious that, being constant-current machines, no harm can 
bé done to them, even should they be brought to a standstill 
by an overload. A fly-wheel is still employed as an equaliser 
in such cases, but is placed on the same shaft as the 
generator and prime mover. The generator voltage is 
automatically varied as required by the load. The motors, 
being direct-current machines, are more suitable for their 
work in many respects than alternating-current machines. 
No switchgear, beyond a simple on and off lever, ів 
required, all regulation being automatically effected by brush 
movements on the generator. Such a simple and robust 
system, though open to the grave dangers of all constent- 
current systems, is otherwise excellently suited to its work, 
its surroundings and its manipulatora. 

Accumulatively compounded p.c. motors have а very 
suitable speed characteristic for the present purpose, though 
it is no longer necessary to rely wholly on a drooping 
characteristic in the main motor to enable the fly-wheel’s 
stored energy to become operative. The fiy-wheel or buffer 
battery, as the case may be, is electrically compelled to take 
on part of the load when necessary. 

Three-phase motors are very common, not because of any 
inherent advantages in their characteristics, but, because of 
the well-known conveniences afforded by alternating 
currents where large amounts of energy are concerned. In 
practically every instance a modified Siemens-Ilgner winding 
equipment is employed. | | 

In April, 1908, 230 rolling mill motors in Europe totalled 
190,000 normal H.P. and 110,000 maximum H.P. (according 
to Hooghwinkel), giving an average of 830 H.P. each and a 
mean overload capacity of 2-15 : 1. The largest single motors 
regarding which information was then available were the 


two 7,500-H.P. machines of the Rombacher Hutte—both 


coupled to the same shaft. 

Overload capacities of 3 : 1 for short periods are not 
uncommon in rolling mill motors, which have, in general, to 
operate under a worse load factor than colliery winding 
engines in spite of recent improvements (the figures in the 
two cases being 40 per cent. and 49 per cent. respectively). 
Where an electro-mechanical fly-wheel storage system is 
employed, as is usual in electricallv-driven mille, the horse- 
power of the converter motor, i. e., the steady horse-power 
supplied to the circuit usually varies from 4th to poth the 
maximum output of the main motor. In several of the 


largest Continental and American installations the ratios ' 


have the values shown in Table I (see also fig. 3 for mean 
valueg). 


TABLE I. 

Maximum Н.Р. of i 
Н.р. of main converter motor Converter 

motor. motor. Ratio. н.р. Н.Р. Ratio. 
+ 15,000 2,00  535:1 + 12,000 1,000 12:1 
+ 10,000 1,400 715:1 | + 12,000 1,800 67:1 
+ 7,000 1,300 54:1 + 10,000 1000 10:1 
+ 323,620 950 3:8:1 -- 4,000 700 57:1 
+ 9,000 1,200 75:1 -- 1,100 100 11:1 


(e) Gearing and Time of Reversal, &с.—Ав a rule the 
driving motor is direct coupled to the roll shaft, some 
degree of flexibility in the coupling being desirable in the 
case of motors of very large horse-power. Convenient forms 
of flexible couplings for such machines. consist of 20 or more 
tapered steel rods or leather bushings in the holes for the 
bolts of the flange couplings. 

If the main motor be not direct-coupled to the rolls it is 


мамка кр 
Р] Ld 


geared down to them, usually in the ratio 2: 1 or 5:1, the 


torque available at the rolla being correspondingly inoreased. 
ln some cases the roughing rolls are direct-coupled to the 
driving motor, the finishing rolls being rope-driven from 
pulleys on the first shaft; such an arrangement is neither 
neat nor convenient, but is cheap. The arrangement, 
employed in some installations, of assisting an electric motor 
direct-coupled to the rolls by a gas engine, also coupled-up 
when needed, is not to be recommended if at all avoidable. 
The overload capacity of gas engines i8 very poor, they being 
the worst prime movers in this respect. "The characteristics 
of gas engines render them quite unsuitable for use in 
perallel with electric motors. 


The neoessity for rapid reversal of the rolls will be appre- 
ciated from what has already been said regarding the 
importance of muintaining as high a mean temperature as 
possible in the metal during rolling. In Table II are shown 
the times of reversal of several modern electrically-driven 
rolls of the R.P.M. stated. The number of times the rolling 
cycle can be completed per minute is also given :— 


TABLE II. 
The rolling cycle 
Reversal from Is effected in being completed 
+ 120 revs. per min. 6 seconds. 7 times per minute. 
+ 110 ü 4$ „ 12 m 
+ 100 " 275 „ 14 " 
4 90 97 2 n 15 39 
* 60 » 14 » 28 „ 


The statement, that electric motors are inferior to steam 


horse-power and starting torque of the motor installed und 
the inertia to be overcome. 

(f) Fly-wheel Use and Dasign.— The fly-wheels used in 
rolling-mill inetallations present problems of design exactly 
akin to those met with in the design of colliery winding, 
balancing fly-wheels. Only the best material, usually cast- 
steel or forged nickel steel, must be used, and it must be 
run at as high'a peripheral speed as possible. Built-up 
fly-wheels made from layers of armour-plate have proved in 


! 


HP OF ми: MOTOR 


Fig. 9.—PAnRTICULABS OF FLv-WHERL WEIGHT, ILGNER 
Мотов RB. ., &. 


many respects more satisfactory than simple castings for the 
largest wheels. Owing to the difficulties and risks of 
manufacture of large wheels, two small ones are sometimes 
employed in place of the eqnivalent single wheel. The 
moment of inertia obtained per ton of metal is then reduced, 
the only advantage of the process being simpler and safer 
construction. | 

A recent American design for large fly-wheels consists in 
the dovetailing of thin sheet steel stamped sectors to a 
suitable cast-steel spider. The overlapping points of the 
stampings are staggered layer to layer, and the whole is 
bolted between massive steel cover plates. Failure of such 
a wheel owing to unobserved defects of material is very 
improbable. The largest wheel yet built'on this principle 
weighs 200,000 lb., is of 168,500 ft.-lb. units of moment 
of inertia, and is ran at 258 ft. per sec. peripheral speed. 
An added advantage in the use of twin fly-wheels in cases 
where the load factor is very variable is that it is sometimes 
possible to disconnect one or both wheels when the maximum 
demand does not exceed the output of the Ilgner set motor. 
The bearing and windage losses of the fly-wheels are thus 
avoided and the accelerating periods considerably reduced. 
The curves of fig. 8 show the usual weights of fly-wheel for 
various horse-puwers of main motor, and, inset, the horse- 
power of Ilgner motor required to drive the fly-wheel, and 
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the diameter, R.P.M. and peripheral speed of the latter. 
The fly-wheel shaft must be of the most careful and liberal 
design and manufacture, and, as a tentative value, its 


diameter may be made = Din. = 5 М" 5, where W = 


weight of fly-wheel in tons ; 8 = bearing span in feet. 
The excessive weight of balancer fly-wheels, together 
with their relatively high R. P. M., necessitates very special 
і The simple bush type, lined with white metal 
and designed on the basis of & very moderate pressure per 
square inch 
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. Fia. 4.—RorLma MILL Loan Совт. 


lubrication, by gravity or by an oil pump, is necessary, and 
a hand pump should also be fitted in case of failure of the 
ordinary system of lubrication, which failure should be at 
once and unmistakeably indicated to the attendant by an 
alarm device. The enclosure of fly-wheels in metal casings 
considerably reduces their windage losses, and, to further 
this end, their surface shonld be as smooth as possible. A 
plain disk wheel is the best as regards low windage loss. 
Exhausting the enclosing casing, though beneficial, presents 
obvious practical difficulties. | i 

In order that the kinetic energy of the fiy-wheel may be 
available to assist the rolling motor over the peaks of its 
load, it must be slowed down by some means on the 
occurrence of a peak. If the fly-wheel is on the main motor 
shaft, this necessitates a fall in speed of the main motor, 
Buch as is automatically obtained in accumulatively com- 
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pounded p.c. machines ог in three-phase machines when 
resistance is inserted in their rotor circuit. Otherwise the 
fly-wheel is compelled to slow down, meanwhile adding its 
kinetic energy to the main gupply of energy throngh the 
intermediary of an auxiliary generator to which it is coupled, 
as in the Ilgner system. 

Where three-phase motors are used, the rotor resistance, 
introduced to cause “slip” when desired, is obviously 
wasteful of energy. The waste may be reduced by decreasing 
the slip necessary, śe., by increasing the weight of fly-wheel 
used, and for maximum economy the interest on the capital 
cost of the fly-wheel plus the money equivalent of the energy 
wasted in the rotor resistance must be a minimum. The use 
of automatic slip resiatances affords some saving in this 
respect. Such a resistance is only switched into circuit when 
the demand from the mains exceeds the desirable predeter- 
mined value, and thus the loss of energy in the rotor resis- 
tance during light loads is avoided, and the fly-wheel is 
enabled to speed up again more rapidly after a high load 
period, but it must be remembered that during the high load 
periods in which the major part of the losses occur, the rotor 
resistance is of necessity still in circuit. Though it cannot 
be definitely stated whether, in general, automatic slip resist- 
ances are good or bad, the extra complication they involve 
frequently only resulta in a gain of efliciency of 1 per cent. if 
the maximum load periods are frequent; if they are separated 


1% rad. per sec. (where w, = 


of bearing, is most satisfactory. Forced 
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by fairly long light load runs, the saving is of course con- 
siderable. . As regards the percentage variation desirable in 
the fly-wheel speed, this varies from 7 to 15 per cent. in 
most cases, the kinetic energy available being directly propor- 
tional to the difference between the squares of the initial and 
final R.P.M. The average horse-power available from a fy. 
wheel of weight w tons running at & maximum peripheral 
speed v ft. per вес. and retarded from angular velocity te, to 
l—p.i: : 

169 10) in a period of! 


seconds is given by— 


W v? 
Т, = —— ———————-——— д = . . е е 1 
нр. 316,000 x 1 (2007 — P) Q) 


(h) Batteries as Load Equalisers.—A study of the load 
curves shown in figs. 4 and 5—typical of rolling-mill 
practice —and an appreciation of the enormous magnitude 
of the variation in demand, will explain and justify the 
statement that electro-chemical storage is quite unguitabk 
for equalising such loads. The life of secondary cells a 
such a service, subjected to great overloads both of charg 
and discharge, is very unsatisfactory. It is, of course, no 
impossible to use chemical storage, but the cost of so doing 
will, in most cases, far exceed that of storage on any of the 
well-known electro-mechanical schemes (Westinghouse, 
Siemens-Ilgner, Creplet-Lahmeyer, &c.). The Iffland system 
is typical of those employing a floating battery to aid the 
main generator, and, apart from the above inherent dis- 
advantage, has the advantage of avoiding friction and 
windage losses, while the battery will serve as the sole source 
of energy for a short period in case of breakdown in the 
normal supply circuit. Such duty as the latter is, however, 
very destructive to the battery. The efficiency of electro- 
chemical storage, especially on short alternate charge and 
discharge, is very high, being frequently over 95 per cent. 

In the mills of the Carnegie Co. there has recently been 
installed a battery of 125 secondary cells having 10,000 
amperes normal discharge current with an output of 15,000 
amperes over short periods. 

In general there can be no doubt that electro-mechanical 
is preferable to electro-chemical storage, in spite of the 
difficulties involved in the manufacture and running of 
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sufficiently heavy wheels, and, electrically, in voltage control 
and the elimination of sparking. The use of commutating 
poles and Deri windings has enabled direct-current motors 
to be run sparklessly, even with such variations of load af 
are shown in figs. 4 and 5. 

When designing rolling-mill vequipmenta it is necessary to 
ensure compactness of arrangement while preserving ea 
accessibility for repair, substantial and shock-resisting 000- 
struction and easy, simple and safe control, preferably from 
an elevated platform, whence the whole machinery controlled 
can be overlooked. All these desiderata can be mach more 
readily fulfilled in electrically-driven than in steam-driven 
installations. | 


A 100,000-volt Sub-statiom.—The Denver sub 
station of the Central Colorado Power Oo. is now complete. 
oil switches and lightning arresters for the incoming 100,000. volt 
lines are located some distance from the main building, and the 
pumps for the transformer oil-cooling are also in a separate building 
at the edge of a small creek. The main building is used for purely 
sub-station purposes, and is without a pound of combustible 


material in its structure; and a transformer oil fire is the only 


possible damage. This, however, is safeguarded against by every 
possible precaution, and the tanks are so arranged that the ал? 
former room can be flooded with carbonic acid gas in М 
necessity.— Electrical World. 
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ASYNCHRONOUS PLANT AT THE PRAHRAN 
. (VIC.) DESTRUCTOR. 


THE asynchronous generator, although discussed in text- 
books on electrical generating machinery and now and then 
noticed in the electrical journals, is rarely met with in 
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PRAHBAN DESTRUCTOB, SHOWING THE CELLS. 


practice. Very soon after the introduction of the asyn- 
chronous or induction type of alternating-current motor, 
proposals were made and patents taken out for the use of 
these machines as generators under various arrangements, 
but for reasons not easy to discover the method has been 
seldom applied. Advocates of this type of generator, how- 
ever, from time to time make themselves heard, and quite 
lately an excellent paper was read by Mr. W. L. Waters before 
the American Institute of Electrical Engineers, again draw- 
ing attention to the type and expressing surprise at the 
neglect of ita good qualities. One of the latest notices of an 
asynchronous generating station in actual operation appeared 
last year in the technical papers in a description of an 
hydraulic installation on the Rheinbinnenkanal, Switzerland, 
in which two asynchronons generating stations are run in 
conjunction with, but at several miles distance from, the 
master synchronous station. Two important characteristics 
may, after all, explain the apparent neglect of this type of 
generator. These are, first, its somewhat low power factor ; 
secondly, its incapacity to generate unless running in con- 
junction with a synchronous generator ; where the choice lies 
between such a set and one which can independently gene- 
rate the station engineer will naturally prefer the latter, 
There are, however, conditions in which the characteristics 
of the asynchronous generator are of special value; hence a 
description of an installation lately completed in Australia 
may be of interest. 

The Council of the City of Prahran, the largest suburb of 
Melbourne, with a population of 43,000, decided to erect a 
refuse destructor, and an order was ultimately placed with 
Messra. Meldrum Bros. for two independent units of their 
Simplex type. As the refuse to be burned varied between 
20 and 35 tons per day, and averaged throughout the year 
26 tons per day, it was evident that a good deal of waste 
heat would be available, and accordingly a Babcock water- 
tube boiler of 1,426 sq. ft. heating surface was incorporated 
in each unit. A portion of the steam generated was reserved 
for operating a mortar mill, and a clinker-crushing and grading 
machine, as well as for use with the feed pumps and forced 
draught, and it was decided to use the remainder in the genera- 
tion of electricity for sale. Before deciding as to the genera- 
ting plant to be installed, careful consideration was given by 
Mr. Calder, the city engineer, to all the conditions surround- 
ing the propesed supply, with the result that the following 
desiderata were formulated :— 


(a) Before all else, it should be recognised that the destructor was 
a desttuctor of refuse, and hot a power house for the supply of elec- 


tricity to consumers. Complete destruction of the refuse was the 


primary consideration; the generation of electricity a secondary 
one only. | i 

(6) The consumer of electricity supplied from a destructor 
should not prescribe to the Council the rate at which elec- 
tricity should be supplied or the times when it should be 
available, for the requirements of the ordinary consumer would be 
inimical to the proper operation of the destructor as a destructor, 
and lead to considerable waste of steam. Hence the ideal consumer 
was one who would provide, as it were, an electric sink,” into 
which the destructor could pour itd by-product when and as fast as 
made, and who would not gramble even if, at times, no supply were 
forthcoming. 

(c) The generating machinery must be so arranged that the 
output would automatically follow the ever-varying rate of steam 
production as closely as possible. | 

(d) Та order to save labour, which in Australia is an importapt 
item, the machinery should be as automatio and simple in operation 
as possible, so that the existing staff at the destructor could operate 
it without difficulty. . 


The ideal consumer was found in the Melbourne Electric 
Supply Co., the electric undertakers for Prahran and the 
surrounding subarbs, who undertook to provide the “ electric 
sink " required under Condition (b). They, however, stipu- 
lated that the destructor staff, naturally unskilled in electric 
supply, should not find it necessary to undertake the some- 
what delicate operation of synchronising their generator on 
to the company’s mains, and this stipulation, coupled with 
the requirementa of Conditions (c) and (d), led naturally to the 
choice of an asynchronous generator. | 

The company’s system, covering an area of over 40 square 
miles, distributes by single-phase alternating current, 50 
cycles, at a pressure of 4,000 volts. (For a description of 
this undertaking, see our issue of July 9th last.) The 
Council's asynchronous generator was, therefore, built for this 
pressure, by Messrs. George Weymouth & Co., Melbourne, 
and has a maximum output of 125 Kw., an efficiency of 88 
per cent., and a power factor of 87. The alternator is 
direct-coupled to an Allen non-condensing compound 
engine, running at 875 в.р.м. Synchronising gear is, of 


course, absent, but in order to keep down rushes of current 
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IRTERIOR OF ExaiNE Room, PRAHBAN DESTRUCTOR, SHOWING 
WAYMOUTH ASYNCHRONOUS GENERATOR. 


on switching-in, a choke-coil with movable core has been 
fitted, which reduces the pressure across the stator windings 
to about 2,000 volts. When switching in, the machine is 
run up to just over synchronous speed, and the oil switch 
closed through the choke coil; it is easy to keep the current 
rush down to abont 18 amperes, the core of the choke coil 
being natural withdrawn and the coil short-circuited as 
Boon as switching in has been effected. 
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The perfectly automatic operation of the generating set is 


obtained in the following manner :—The shaft governor of . 


the engine is so adjusted as to be quite inoperative at 
ordinary working speeds, which at 50 cycles and about 
1°35 per cent. slip, lie between 380 R. P. M. at fall load 
and 375 R.P.M. at the point of no load—+s.e., just before 
the generator céases to generate, and becomes a motor. 
The pressure st which the boiler safety valves are 
set to blow off is 200 lb. ; but in order to take advantage of 
what thermal storage effect would be obtainable in conse- 
quence of the mass of water in the boilers, it was specified 
that the engine valves should be so set by the manufacturers 
that the fall-load torque on the shaft, equivalent to the 
maximum load of 125 Kw. at fnll-load speed, should be 
obtained with steam at a pressure of 150 lb. per sq. in. at 
the fully opened stop valve, the shaft governor, as mentioned 
above, to be inoperative. In the steam pipe, therefore, a 
reducing valve has been inserted, айа carefully adjusted 
under actual running conditions. It is interesting to note 
that the setting of the valves was so well predetermined that 
the above conditions were found to be satisfied when the 
reducing valve was set for 146 lb., a very small deviation from 
the specified figure. With this arrangement, teste have 
shown that the steam pressure may vary from 200 Ib. down 
to about 35 lb. at the boiler with fully opened and untouched 
engine stop valve before the generator ceases to generate. 


In this manner perfectly automatic operation is secured, and 


in practice the engine is not touched during the run of about 
10-12 hours per day. The output exactly adjusts itself 
automatically to the rate at which heat is at any time being 
passed through the boiler plates from the burning refuse, 
and only thoee who have had practical experience of 
destructors know how enormously variable this rate is. The 
following are some test figures :— 

Frequency of current, 51 cycles, and pressure 4,400 volta, 
both fixed by the main synchronous generators in the power 
house, and a load of about 0*8 power factor. | 

| Pressure 
Power Boiler at stop 
Amps. Volts. xw. factor. R.P.M. pressure. valve, 
Fall load... 35 4,400 1251 0°8125 387 170 146 
No load ... 18°75 4,00 — — 382 175 35:7 


In practice, reverss] or motoring does not take place; it 
is evident that a very small amount of steam is required to 
overcome engine and generator friction, and keep them 
running at no-load and synchronous speed. The only use 


made of the shaft governor is as a run-away governor, and 


it is set 80 as to come into operation at about a 10 per cent. 
increase of 8 over the normal. | " 

Ав output, the results obtained during the first 
two or three months of operation give an average of 42 units 
per ton of refuse; no allowance has been made in this figure 
for the steam used for the air-blast, steam pumps, mortar 
mil and clinker crusher. Considering that the climate of 
Melbourne is responsible for a much smaller percentage of 
household grate ash in the refuse than obtains in English 
refuse, the result is not unsatisfactory. The choice of the 
asynchronous type of generator has thus been fully justified ; 
in consequence of its characteristics, special labour has been 
rendered unnecessary; the destructor staff cannot inter- 
fere with the pressure or frequency of the general supply, 
and the power to create trouble during the delicate operation 
of synchronising has been taken out of its hands. The 
* electric sink " provided by the company, moreover, enables 
the Council to make profitable use of every ounce of steam 
generated, and there i8 no reason to either blow off steam or 
tamper with the proper working of the destructor in the 
attempt to conform to the ever-varying requirements of the 
ordinary consumer. The Council of Prahran and its engineer, 
Mr. Calder, may well be satisfied with the suocess of this 
somewhat unusual installation. 


An Aluminium Understanding.—It is stated that 
the principal producers of aluminium have now arrived at an 
understanding only to proceed with sales for deliveries until the 
end of next March. The makers include the Neuhausen Aluminium 
Iadustry Co.,the French works, with the exception of а small factory, 
the American works and, it is said, the British Aluminium Oo. It 
is believed in interested circles that the arrangement represents the 
preliminary step in the direction of reconstituting the international 
ryndicate. 


THE RELATION OF ELECTRICAL DISTRI- 
BUTION TO STREET TRAFFIC. 


By A CIVIL ENGINEER. 


ELECTRICITY supply engineers who are interested in the 
design and lay-out of systems for the distribution of light 
and power are apt to discover that many of the problems 

resented to them are hardly those which can be combatted 
by the theoretical instruction, however sound, that they may 


have received in a technical college course. In very many 


cases the difficulties can only be met by an intelligent appli- 


cation of common sense, and in the design of distribution 
systems a considerable amount of foresight is necessary in 
order to avoid difficulties which upon completion would 
appear obvious to even the man in the street. 

One of the great troubles which are found, more particu- 
larly in our larger cities, is the question of the extent to 
which street traffic will interfere with the installation of 
electric appliances. This does not merely apply to the inter- 
ference which is caused to the easy installation of the plant 
in the first instance ; it may very easily affect the working 
conditions of the finished design. As the subject is of such 
importance from the point of view of the municipal engineer, 
it may be worth while elaborating the matter by noting one 
or two examples which have been actually met with in 
practice. AN : 

A very simple case, and one which, dnring the last year 


or two, has been brought very prominently into public obser- 


vation, is the question of the location of arc lamp- posts for 
public street lighting. Undoubtedly the ideal system from 
the point of view of minimum obstruction to traffic is the 
placing of the arc lamps upon brackets secured to the 


' premises on either side of the thoroughfare. This, how- 


ever, involves two difficulties, one being the fact that it is 
in many cases difficult to obtain permission from the owners 
of such premises for the support of the brackets, except at 
an exorbitant rental; the other difficulty is that with a 

tem of street lighting from lamps situated at a distance from 
the centre line of the thoroughfare the light distribution 
upon the atreet is likely to be unequal, and a larger number 
of lamps per mile is required than if they were placed along 
the middle of the thoroughfare. The first difficulty 18 
partially got over by mounting the arc lamps on standards 
placed close to the kerb. By the use of brackets on Шеге 
standards, projecting over the roadway, a closer approxima- 
tion to central lighting is obtained, but at the same time 
obstruction to passenger traffic is caused by the bases of the 


poles, and this is aggravated in many cases by the unwieldy 


proportions which the bases often assume due to mistaken 
notions as to ornamental design. In many instances the 
side-post construction has been abandoned, more particularly 
in wide streets, and centre poles have been placed in the 
middle of the thoronghfare. This arrangement gives the 


. best possible distribution of light, but except where the 


street is a main thoroughfare of considerable width, the 
obstruction to horse and motor traffic is of very great 
importance. Where such а construction is adopted, it 
should be noted that every arc lamp-post should be protected 
from collision with vehicular traffic by means of an “ island 
raised some 6 in. above the surface of the roadway, and pro- 
tected by hard stone kerbing. Even with this protection it 
has been found in the Metropolis that collisions caused by 
motor-omnibuses, which have a tendency to skid on slippery 
road surfaces owing to their great weight, have been very 
frequent, and means have been sought to avoid this trouble 
by some other means of suspension. One of the modes 
suggested, which appears to be meeting with favourable con- 
sideration, is the fixing of small rosettes in the walls of 
premises adjacent to the thoroughfare, from which steel 
span-wires are taken at the centre of which the arc lam 
may be slung. The annual rentals for such rogettes would 
be smaller than those required for brackets, although it must 
be ascertained that the buildings to which they are fixed are 
structurally strong enough to withstand the heavy strain of 
the span wire. mE 

In cases where the side-post type of lighting is adopted, 
which is the most common solution of the edifficnliy a 
present, great care should be taken to see that every lamp 


f 
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column is placed at the statutory distance away from the edge 


of the pavement, as where this point is neglected any claim 
for compensation for damage caused by the knocking-down 
of such columns by vehicles in foggy weather or where the 
roads are greasy will be nullified. 

The question of trimming the arc lamps has a. very serious 
bearmg upon the placing of arc lamps for street lighting 
purposes, and in some cases it would almost appear as if this 
point had been overlooked, or at any rate as if insufficient 
precantion had been taken to avoid accident. It is, for 
example, the custom in many cases where the municipality 
owns a tramway system to utilise the standards employed 
for supporting the overhead conductors for the purpose of 
giving а central system of street arc-lamp lighting, by 
placing the arc lamp on the top of the pole bearing the 
brackets for the conductors. This in iteelf is quite a sound 
construction so long as care is taken to select a type of arc 
lamp whose steady effect is not interfered with by the vibra- 
tion due to the periodical passage of car trolleys. In some 
instances, however, owing to the narrowness of the streets, 
or to an attempt to economise on first cost, the tracks are 
laid so close together that very little clearance is left between 
the side of the car and the column; where this is the 
case the arc-lamp trimmer is given a narrow ladder which he 
has to plant with great exactitude against the column, and 
the clearance between the edge of the ladder and the aide 
of the passing car in some instances is only a fraction of an 
inch. It is obvious that a very slight error of judgment in 
such a case would cause a very nasty accident, should a 
passing car knock the ladder away when the trimmer is 
engaged in putting in new carbons or cleaning the lamp. 
Even where due precaution is observed as to the clearance 
of tramcars, it does not follow that safety is ensured to the 
arc-lamp trimmer. Some little time ago in the metropolitan 
area an arc-lamp trimmer was very seriously hurt owing to 
the fact that he was working on the top of. a ladder pro- 
vided with wheels, used for trimming street arcs. A pass- 
ing 'bus skidded and collided with the ladder, bringing the 


man to the ground. Fortunately there was no loss of life, 


and only minor injuries to the man, but the injury so upset 
the man's nerves that he was afterwards unable to carry 
out such work, and the result might easily have been still 
more serious. 

The subject of interference with electricity supply owing 
to street traffic does not, however, end. with the question of 
arc-lamp columns. The switch pillar, which is frequently 
adopted in order to give adequate space for the housing of 
tramway and other 5 without incurring cost of 
excavation work, comes under precisely the same category 


as the arc-lamp columns as regards obstruction to traffic, 


more especially as the switch pillar often contains a large 
amount of apparatus and heavy connections, and must 
therefore either be of large. dimensions or else have very 
cramped internal arrangements. The tendency is to place 


such switch pillars as near to the edge of the pavement as 


ever possible, in order to avoid obstruction to passenger 


traffic. This, however, has ite danger.: In one instance a 


switch pillar placed right on the edge of the pavement in a 
main thoroughfare had one of ite sides smashed in by the 
wheel of a passing cart. The cart in drawing up to the 
kerb completely broke in one side with its wheel, as the 
cover was made of cast-iron only 4 in. thick. The broken 
side fell inward and came in firm contact with a live 
terminal, making the whole framework alive and rendering 
any passer-by liable to shock. Fortunately the voltage of 
this terminal was only 200, but the matter was sufficiently 
serious to show the danger of placing such a post in a 
ition where it was liable to vehicular concussion. In 
order to remove the danger of shock to pedestrians the broken 
side was lifted out, apd wooden planks were wedged into 
lace to serve as a safeguard against the inquisitive small 
boy until the pillar could be properly repaired. The 
question of constructing such pillars of mild sheet steel is 


_ worthy of some consideration. 


. The increasing weights of carte, lorries, &c., which are 
now coming into vogue, owing to the greater use made of 
petrol tractors, bring in their train the necessity for the re- 
consideration on the part of some electricity supply authorities 


of the design of the street service boxes which are used at 


corners of thoronghfares and other exposed positions for the 


purpose of connecting and inspecting the cables running in 
the streets. The usual urban by-laws provide for the bury- 
ing of cables at a sufficient depth or their protection in 
some other approved way, to provide against disturb- 
anoe due to the passing of heavy traffic; and up to the 
present the limita of safety in this direction have not yet been 
reached by the increase of size of traffic unite. The weakest 
part of the system is, however, as may readily be imagined, 
at the point where the electric connections are brought 
nearest to the surface, that is to say, at the junction and 
inspection boxes, and it would be well for electrical manu- 
facturers to examine their designs in view of the mofe . 
stringent requirements which are now made necessary owing 
to the increase in weight of the traffic. Ав a case in point 
may be mentioned a fracture of a street box containing low- 
tension fuses, which had its cover entirely broken up by the 
wheel of a heavy traction engine. Pieces of the cover fell 
into the interior of the box, but the apparatus was fortu- 
nately protected by a glass lid, preventing earth contact being 
made. Fortunately this glass did not break at the time of 
impact. In order, however, to protect the street box from 
subsequent injury, a temporary repair pending the replace- 
ment of the cover had to be made by letting in a paving 
stone of the required size flush with the road. The lesson to be , 
learnt is that such expedients should not become necessary, 
and that in order to meet the case designers should take pains 
to construct their street boxes with a very large factor of safety, 
in spite of the severe competition which at present 
undoubtedly existe between makers of such apparatus. 

It will sometimes be found that even when considerable 
care has been taken in the.design and construction of elec- 
trical apparatus, and due regard has been given to the pro- 
bable conditions under which it will have to be worked on 
the part of the manufacturer, his efforts are nullified by 
oversight on the part of a district authority or other govern- 
ing body of such a simple matter as the influence of traffic 
conditions. Numerous cases of this kind cen: be mentioned, 
but it will be sufficient to typify them all by one example 
which will sufficiently indicate the nature of such trouble. 
A certain urban supply authority has erected a small sub- 
station on the corner of a road at the foot of a fairly steep 
hill. This station is a static transformer station for the 
purpose of converting from a high-tension supply at 3,000 
volta to a low distributing pressure. It contains not only 
transformers, but also high and low-tension switchgear, the 
“necessary bus-bars and connections. All this apparatus is of 
good design and thoroughly adapted to the work for 
which it is intended. The sub-station, however, which is 
made of cast-iron structural work, the plates being 
about jin. in thickness, is situated above ground on 
the edge of the pavement, this being a fault in location 
which will sooner or later almost inevitably induce a most 
serious accident. It is quite possible that on some occasion 
a vehicle will fail to turn the corner and will almost certainly 
crash into the station. It is quite conceivable that under 


such circumstances the broken metallic side of the sub- 


station may rest on the high-tension plugs, and the results 
to the curious crowd which will inevitably collect would be 


too terrible to be imagined with equanimity. It may be 


argued that this is rather an exceptional instance of short- 
sightedness in the location of electricity distribution and 
utilisation devices, but it will probably be found that a good 
many instances of inattention to traffic conditions can be 
found in a considerable number of the supply systems 
operating in congested areas. The consideration of traffic 
conditions in electrical plant design will therefore probably 
be worth the attention of our engineers in a more. marked 
degree than at the present time is apparently the case. 


South African Trade.—There are signs of improve- 
ment in South Africa. Reuter’s Cape Town representative says that 
.the imports from the United Kingdom to South Africa have 
increased 2 per cent. during the past nine months. Foreign imports 
decreased 1 per cent., as compared with the corresponding period 
ef 1908. “Кот the month of September the former show au 
increase of 4 per cent. and the latter a decrease of 54 per cent. 
against September last. This is the first decided turn for several 
years.” | | 
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This trolley is intended specially for the conveyance of ооа! 

WAGES IN THE ELECTRICAL TRADE. dom the pile to the boiler-house oor, It isa plate-iron box, open 
3 «m n in fig. 1, Fick а sides near the front end have a 
| verti ng way, in which slides a shutter plate. At each side 
Tum Labour Department of the Board of Trade has issued а report there is fixed also a round bar, bent to the outline of the trolley 
in which it is stated that the standard hourly rates of wages and front and top edges, and these bars pass through a pair of eyes on 
usual working hours in a full week (exclusive of overtime) ^ the closing shutter. When the closing shutter is lifted so as to 


recognised at October lst last by the Electrical Trades Union for open the front of the trolley, it cannot be removed from the trolley, 


its members in the undermentioned towns of the United Kingdom but can only be laid horizontally as a cover above the coal. 
were as follows :— 


This movable slide is shown lying on the top of the trolley in 
fig. 1 at a; the restraining bars are seen at D D, while the upper 
horizontal part of each bar is visible in fig. 2. 

The trolley has two leading wheels, and one trailing or steering 
wheel carried on a vertical bar at the back of the trolley, the bar 
being fitted with a T top, as shown, and with a locking pin atc. 
When being moved, the wheel is free to roll іп the same direction 
as the front wheels, but when at rest on the boiler house floor, the 


* 


d. d. 
8 8 aia ce 53 
84 9 9 8 53 
83 9 ў P 50 
Bradford 8 8 94 50* 541 
Bristol 8 b sos ds 
iff ... 9 9 9 54 
Hull 8 9 93 8 53 
Leeds 8 8 10 ix 
Leicester 81 83 83 8 53% 54+ 
Liverpool 9 9 9 9 50* 537 
ndon ... re 9j 9 94 9 54 
Loughborough ... 83. 338.1 eee s 524 
Manchester d 83 83 378 t 49 E 
Middlesbrough... | 8 8 53 
Newcastle ss | 8 8 50° 531 
Norwich... ixi 8 бө 54 
Nottingham. 8 8 54 
Oldham ... Ке. 84 52 
Plymouth 36s.} 488 54 у 
Portsmouth 368. 488 
Preston .. 83 .. | 50 Fia. 2. 
Sheffield 84 84 | 50* 5371 
Southampton 8 ss [d o4, 
aerial Så | 8 T handle is turned through 90°, and the wheel is set across, as 
Wolesshameon € СБ Sg shown in fig. 2, and locked in this position. The slide is raised out 
P | | of the guides, and the front platform в, fig. 1, forms an excellent 
Scotland, | | shovels =. 9 5 оса] ів sels вюрчеї ч on the боор вао 
| ovelled di y from the trolley, w now preven 
Me — 7 A 8 5 Л 43 98 51 5 54 moving by the transverse position of the back wheel. 
аот i Ж E Е Sh — 54 The dimensions of the trolleys so far made are such as to admit 
hil gd | ia. ‚ of 6 owt. of Welsh coal broken down to proper firing lumps being 
Ireland. | | | shovelled iuto it, and experiment has shown that the accuracy is 
Belfast 8 | а g | 54 such that in a mass of 49 tons of coal, there was not found a dis 
Ibi . 8 9 TES 4 crepancy of more than 8 owt., or less than 1 per cent., while 
' | Zu b a trolley taken at random was weighed and found correct 
j ^w V "A no h different deliveries of coal to find wheth 
^B : | It is necessary with different deliveries o to whether 
7 gius" рона й чеч Еме - the usual filling gives а weight differing from 6 cwt. — If so, then 


the trolleys are во rated, but such check weighings need not be very 
frequent, and meantime, the weight once ascertained, it is only 
necessary to check the number of trolleys filled for very close 
approximation to the coal consumption to be known. The position 
of the slide A on the top of the trolley prevents the filling of the 
| trolley, and the alide is so easily run into position that there із » 
THE "E.IC." COAL TROLLEY. reason why it should not be. 
i The work of the fireman is rendered easier, because he has several 
— | inches less to stoop for each shovel of coal, and the platform т 
Ім many public institutions, such as schools, workhouses, hospitals, Bie ш ы o kept pn 0 erally 
23 actori and moderate-aizod electricity works, pumping stations js promoted, but these are all incidental to the арени Оку object ` 
x es, it cannot be arranged to have every pound of coal  songht—namely, the checking of the fuel to within 1 per cent, 
which can be secured by an occasional test weighing of a loaded-up 
trolley to find if the coal bulks the same weight. 

It is particularly claimed for this trolley that it obviates the 
dumping of coal in the boiler house, with the attendant dirt and 
dust. Three sizes are proposed to be made, of 4, 5 and 6 cwt. 
capacity, acoording to the coal consumption and the condition of the 
floor or roadway along which the trolley will be drawn, and its 
inclination to or from the boiler house. ` 

The trolleys are made by Messrs. Pryke & Palmer, of Upper 
Thames Street, E.C., who are placing them on the market as the 
E.I.C. or Engineers-in-Charge Trolley. 

While primarily intended for coal, the trolley is also useful for 
other approximations, as, kor example, in mixing aggregates, sand 
and cement for concrete on extensive works. 


American Telegraph Combine.—According to Tele- 

Fia. 1. phony, Clarence H. Mackay, head of the Mackay Companieg, a oor- 

_ poration which controls the Postal Telegraph Oo., and is the largest 

2 : stockholder in the American Telegraph and Telephone Co., when 

weighed, and there is no simple method of knowing day by day asked about the report that the Postal Оо. had absorbed the 

how much coal has been consumed. The stock which remains at Western Union, said that neither the Postal Oo. nor the Mackay 

any given time is difficult to estimate in the rough pile, and no Companies had entered into any arrangement for the purchase or 

reasonable statistical accuracy is practicable. To get over this lease of the Western Union or the purchase of its stock, and neither 

difficulty a new coal trolley has been devised by Mr.!Chas, A. the Postal Co. nor the Mackay Companies contemplated doing so. 
Clarke, superintendent engineer of the Brentford Union. Competition would continue. 
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CORRESPONDENCE. 


Power for Pioneers. 


Re your article headed “Suction Gas as a Power for 


Pioneers," I should like to point out that it would be well- 
nigh impossible to transport a suction gas producer miles 
up country or in the back-woods, as it is now constructed, 
and a great question arises — Where are the pioneers to 
get the anthracite from? Surely the old “ cranky " steam 
engine has the pull, as wood or any similar fuel would be easily 
procured and equally easy to burn in any boiler ; but when 
the suction gas producer is designed to burn any class of 
bituminous coal or dross, then:a wide field is surely opened 
up for that power which is wrongfully called “ suction gas. 
R. V. Farnbam. 
Skelmorlie, October 29th, 1909. 


A'Question om Load Factor. | 


In reply to “ Ratio’s” letter under this heading, provided 


that the battery is fully charged each day from the generators 
during the time they are running, he will certainly be quite 
correct in assuming the station capacity at 200 Kw. A. 
station load factor, however, is usually reckoned on a 24-hour 
day basis, the actual hours of plant run only being taken into 
consideration in arriving at running plant load sac) 

urn, 


Train Lighting. 


ing Railways inquiry on page 688 of your 


issue for October 29th :— 


(1) The G.W. Railway have, or had, one Moscowitz 
installation ; 

(2) The Leitner system has been adopted on the G.W. 
Railway ; 

(3) Turbo-generator sets on the locomotive are, or 
were, used in Belgium, the system being known 
as the Pieper & l'Hoest. 

Lighting. 


[Curtis turbo-lighting seta have been adopted as standard 
for the Chicago, Burlington and Quincy Railway's suburban 
traffic; see ELEC. REV. p. 864, May 21st, 1909.— Eps. E. R.] 


The Possibilities of the Electric Vehicle. 

With reference to your leading article in last week’s issue, 
we have been endeavouring for some time past to interest 
the large business houses in London with a view to their 
adopting electric vehicles for parcel delivery. 

Messrs. Peter Robinson, Ltd., hired one of our 15-cwt. 
electric delivery fans. During one week the distance covered 
was 204:8 miles, and the total number of units consumed 
for charging the batteries was 187°5. With energy at $d. 


per unit, this works out at 68d. per van-mile run. The 


batteries are of the Tudor type, and their qaintenance is 
undertaken at а cost of 1:2d. per van-mile run. 
We shall be pleased to furnish full particulars to those 


interested. 
F. A. Wilkinson & Partners, Ltd., 
F. A. WILKINSON, 
Managing Director. 


Harpenden, October 27th, 1909. 


Refrigerating Plant. 

With reference to the article on “ Refrigeration " in your 

issue of October 22nd, I should like to say a few words. 
In the main, there is little to criticise from a refrigerating 
Point of view, especially in those parts dealing with generalities. 
They are concise and treat the subject skilfully. On certain 
Points, however, it seems to me your correspondent has been 
misinformed. -—- 

First, ав cold accumulators have been in use in cold storage 
(3n & greater or less degree) ever since brine has been the 
cooling medium, it might have been advisable to leave out 
phe name of the Pulsometer Со, as introducing the system, 


і 


At least half а dozen firms were in front of them, each with 
an equally ingenious m. коза 

Secondly, in publishing а table of capacities and powers, 
why select the very youngest of all the refrigerating firms 


. for this honour? What have the dozen reputable firms 


done that they were not consulted, so that the table could 
be checked and the resulta be more accurate? The actual 
carve of powers is much steeper than that given. 

A man with a store of 350 cb. ft. would be cross if told he 
required 2 B. H.P. to run his machine. He would says that at 
that rate he would have little advantage, if any, in cost over 
cooling by ice. The difference between 2 m.H.P. and the 
actual 1 to 14 at 2d. per unit would be great at the end of the 
quarter. Again, there are few machines chilling and main- 
taining 9,000 cb. ft. at 34? F. which only absorb 8 B. H. p. 

It also appears to me to be a mistake to publish a state- 
ment that £90 will cover a man's outlay on a plant for 800 
cb. ft. at 34° F. Nobody expecta to get a plant at this 
price except at cutting rates. A manufacturer must have 
some profit, and surely enough cutting has already been done. 
* Cheap and nasty " is undoubtedly the term for this plant run- 
ning 24 hours a day and then not satisfying the buyer. 
The machine is, however, sold from the maker’s point of 
view, and the six months’ guarantee time goon The 
repair bill may recuperate him. On the other hand, many 
firms have gone under as the result of such tactics; those 
who ask reasonable prices are respected—and busy, too. 

Most people are prepared to pay a fair price for a good 
and lasting article, but can this be said of a £90 plant? 

There is, it is said, room for everyone at the top of the 
tree, and it should be the aim of every manufacturer to get 


there. 
| ‚ William Bell. 
London, S.W., October 26th, 1909. 


Finance and Industry. 


Although not an inventor, I thoroughly sympathise with 
Mr. S. W. Martyn regarding the hopeless task of introducing 
any new idea to the electrical trade. This is partly due to 
the fact that wiring and installation work is so largely in 
the hands of ex-plumbera and men whose technical training 
does not allow them to judge of the merit of any new idea. 
I was recently called in to report on a 30-light job carried out 
by one of these men styling himself electrical engineer. 
My client had experienced a severe shock when standing in 
his bath and touching the wall, the pressure being 220 volts. 
The wiring was in conduit, and where the bend should have 
been the wire was simply taped with black tape and plastered 
over. Not a single bend or elbow or tee-piece could be 
found in the whole installation ; yet this man does most of 
the builders’ wiring work in the district ! 1 | 

No idea but **cheapness" would appeal to such a man. 
We have qualified registeted plumbers; why not qualified 
and registered electrical contractors ? 7 

How few electrical contractors are able to give а customer 
any information regarding anything out of the ordinary run 
of things ! ] 

Six supply houses were recently asked to quote for an 
electric water-heater for bath-room use; only one was able 
to do so. In another case, a client asked a round dozen 
contractors to give particulars of an electrical water steriliser 
and filter, such as are very largely used abroad ; not one of 
them could give him any details or even knew the apparatus. 
A firm of sanitary engineers were approached, and at once 
gave full particulars. 

Until the electrical trade wake up, they must be content 
to see the German and American people run away with the 
plums, as they did in the early days of polyphase plant, and 
are still doing with colliery and electrical winding plant. 


Flashlight. 


The Coefficient of Self-Induction. 


In reply to your reviewer's request for references, we may 
mention the following as typical :—Kapp, “ Dynamos, 
Alternators and Transformers,’ 3rd German Edition, Chaps. 
xvi, xvii; S. P. Thompson, ** Dynamo-Electric Machinery,” 
Vol. II, pp. 18, 19, 21, 592 ; Steinmetz, “ Alternating. 
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Current Phenomena, throughout; A. Russell, Alternating 
Current," Vol. II, pp. 299-301. 

We fear that further correspondence will not bring us 
nearer to an answer to the question raised in our first letter, 
and we do not propose to continue it. | | 

Before closing, may we ask any interested reader to look 
at our first letter, and then to study the following proposi- 
tions, which we would especially commend to the earnest 
consideration of practical engineers and designers :— 


1. It is practically impossible to calculate the self-inductance of 
copper coils near masses of iron.—October Ist. | 

2. Even if the calculation of Proposition (1) were possible, it 
would be a far too complicated function of the current to be of any 
use.—-October lst. 


3. The coefficient of self-induction cannot be used in a vector 


equation at all.—October 15th. 

4. When there is iron in the core of a coil, the ratio of flux to 
а is а double-valued function of the current (зіс). — October 
15th. | 

5. It is unnecessary for scientists to assume the humiliating atti- 
tude that approximations are necessary.— October 29th. - 

6. The idea of calculation by equivalent sine waves was ex- 
ploded some. years аро. — October 29th. 

7. If the wire of a coil be infinitely thin, the inductance is 
infinitely great, whatever may be the shape of the coil.— October 
29th. т 


8. If there is iron in tbe neighbourhood of а ooil, the notion 
that the flux is proportional to the current is one which will appeal 
only to the simple ones of this world.— October 29th. 

It is further stated of the approximations constantly made by 
every designer of alternating-current machinery, that "as it is 
absolutely impossible to calculate, even roughly, the magnitude of 
the errors introduced by these assumptions, the whole performance 
must remain a botching piece of wor ."— October 29th, 


C. F. Smith. 
William Cramp. 


í 
\ 


! 


Manchester, №огетбег 1st, 1909. 


Voltage of Country House Installations. 


Iam at present engaged by a firm who make a speciality 
of petrol planta for lighting country honses, and in all cases 
they recommend a 25-volt set; now this is contrary to my 
ideas, and I have ventured tosuggest that.we should be doing 
our clients justice in recommending 100-volt plants. 

My objection to the 25-volt pressure is the unsteady light 
when the load on the accumulators varies ; the considerable 
drop (D.P.) when the test is anything but infinity, or caused 
by dirty connection in lampholders, fuse boxes, &c. ; that it 
is impossible to utilise the plant for heating, owing to the 
amperage required by even the most economical radiators, 
hot, plates, water heaters or irons. 

It has always béen my idea that it would be preferable to 
put in a 100-volt plant, divide the lighting circuits into two 
equal parts, running back to the distribution board, and 
divide the accumulators in a like manner; this would 
enable the man in charge to change over, and light the more 
important parts of the house in the case of a temporary 
breakdown. 

Re the heating, this I consider could be carried out with a 
certain amount of economy by running a separate circuit to 
100-volt terminals on the board. 

As regards the D. p., this surely would not be so noticable 
with the 50-volt circuit, and a steadier light would result. 

Ав 50-volt metallic lamps can be obtained in a low H. C. P., 
I fail to see the reason for recommending 25 volts, and even 
when transforming from 100 or 200 volte, &c., have never 
suggested a lower voltage than 50 which has always proved 
satisfactory. 

H. C. P. 


[We quite agree that 25 volts is suitable only for small 
installations, where the distances are short and the load not 
great. A pressure of 50 volts affords a happy mean, requir- 
ing only 28 cells, while the current is nearly halved, and the 
percentage pressure drop in the leads is practically the same 
as at 100 volts. Wedoubt very much, however, whether the 
suggested division of a 100-volt battery, giving in effect a 
three-wire 50-volt system, would prove satisfactory in 
practice, without skilled attention to ensure the proper 
charging of the two halves of the battery. It is a simple 
matter to run heavy leads for heating circuits when required, 
and probably less costly than the method proposed by our 
correspondent.— Ens. E. N.) 


Economy of Parsons and Impulse Turbines, 


In an article entitled Comparison of the Efficiency of 
Parsons (Reaction) and Impulse Turbines” (ELECTRICAL 
REVIEW, June 25th, 1909, Vol. 64, No. 1,648, page 1062), 
the results of the steam consumption trials at Rammelsborg 
are contrasted with those of two Parsons turbines. The 
author comes to the ‘conclusion that the Parsons turbine 
surpass the A.E.G. turbine in economy, but conducta his 


inquiry in such a superficial manner, that the strongest 


exception must be taken to his deductions. 

The author suggests as the best basis of — 
for different turbines the thermodynamic efficiency, is, 
the ratio of the steam consumption of the turbine in question 
to that of a theoretically perfect turbine working without 
losses and under identical conditions. According to him, 
this value for the 4,000-kw. A.E.G. turbine at Rummel- 
burg is not во great as for the 4, 000-xw. Parsons turbine a 


Carville, nor for the 2,000-kw. Willans-Parsons turbine s 


CURVE 1. 


termjnals 
Theoretical steam consumption per kw.-hour of а 
PP without lomai 
Measured steam consumption per Kw.- hour. 


Thermodynamic efficiency calculated on the load at generator 


— 


Sydney (N. S. W.). Moreover, he states that with later 
Willans-Parsons machines still better efficiencies have been 
attained. 

The following is a reply to these statements: — 1. The 
efficiency of 68 per cent. which is given for the Pareons 
turbines at Carville and Sydney is not correct. The Carville 
efficiency is apparently!taken from the published table (“ Zeit- 
schrift des Vereins deutscher Ingenieure, 1907," page 1122). 
The author has neglected to observe that this value is based 
on the load in horse-power, and has been obtained by dividing 
the value for the Kw. by 0°98 (electrical and mechanical 
efficiency of turbine and generator). It is manifestly wrong 
to compare the thermodynamic efficiency of а tarbin: 
reckoned on a basis of H.P. with that of another turbin 
calculated from the load in Kw. 

The thermodynamic efficiency for Carville, when reckoned 
from the load in kilowatts, is, at 5,164 KW., 63:4 per cent. ; 
at 5,059 Kw., 62°2 per cent., or a mean value of 62°8 per 
cent. This is the value which should be compared with the 
Rummelsburg value of 63:9 per cent. 

The trials of the Sydney turbine were conducted with 
unfavourable steam conditions, as follows (Engineeriny, 1907. 
page 752) :—150 lb. sq. in. boiler pressure ; 145° F. saper- 

eat; 27)-in. vacuum (Bar. = 80") = $1°7 per cent. 

If a drop in pressure of 15 Ib./sq. in. is assumed to take 
place in the steam piping, the steam pressure at the stop 
valve will be only 135 lb./aq. in. The available heat con- 
tents in expansion from the pressure to the above vacuum 
is 338 B.TH.U. per lb., and the theoretical steam con- 
sumption :— 

ро = 3, 420/388 = 10°12 Ib.[kw.-hoar. 


Since the actual consumption (р) at 2,000 Kw. is 
15:5 Lb./Kw.-hour, the thermodynamic efficiency deduced 
from the electrical load is 

n = D/D = 65:0 per cent. 

2, The three turbines thus appear nearly equal. A 
comparison of the thermodynamic efficiencies is, how- 
ever, not quite fair on account of the different heat drops 
utilised, and more particularly by reason of the different 
degrees of vacua. With the very high vacuum (from 
07 per cent. to 98 per cent.) of which the A. E. G. 
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turbine in question had to make use, the specific 
volume of the steam at the exhaust end is so large that the 
steam velocities are very high, and consequently there is an 
` appreciable exit loss, even when the blades are of the 
maximum permissible length. The efficiency with which 
the steam can be utilised is naturally thereby diminished. 
At 90 per cent. or 92 per cent. vacuum these disadvantages 


. 
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* f CURVE 2. 

Heat consumption = Heat contents of live steam minus the heat 
contents of the feed water, the whole divided by the boiler 
efficiency of 0°75. 


disappear, and higher efficiencies can be obtained. 
therefore necessary, in order to properly compare different 
turbines from the standpoint of thermodynamic efficiency, 
to select a method which takes this difficulty into account. 
The steam consumption, as is well known, decreases with 
increasing vacuum, but the attainable efficiency must also 
decrease, as is shown in the curve (fig, 1). On this curve is 
shown, in addition to the results of the above turbines, a 
series of actual measurements taken on a 3,000-kw. A.E.G. 
turbine in the Moabit station of the Berlin Electricity 
Works. These measurements took place in October, 1906, 
and were conducted to show the influence of vacuum on the 
steam consumption ; the steam pressure was 192 Ib. per 


sq. in. (absolute), and the steam temperature 600° F.. 


(222° F. superheat). The results of the official trial of a 
2,000-Kw. A.E.G. turbine at Witkowitz are also given. 
This curve clearly shows that under equal conditions of 
vacuum, the A E.G. turbine surpasses both the above 
Parsons turbines in thermodynamic efficiency. 

8. While the thermodynamic efficiency is chiefly of 
interest to the designer and theorist, ‘thermal efficiency 
is the station engineer's only true guide to the economy of 


1000 Q d 
F 


2000-K M Willans-Parsons Turbine of Sydney. 1, V 


г Electrical energy 

Thermal efficiency a шош 

his machinery, and when considered on this basis, the 

superiority of the A.E.G. turbine becomes still more marked. 

By thermal efficiency is to be understood the ratio of the 
energy actually produced electrically, to that contained in 

. the coal or other fuel. If the boiler efficiency is assumed 

to be 75 per cent., and the feed temperature is equal to the 

temperature of the condenser (to), the heat corresponding 

to the coal will be :— 


| w = (f, — à) 0/0"75 B. EH. u., 
where +, = total heat contenta of one pound of steam at the 
turbine stop valve, 
% = total heat contenta of one pound of steam at the 
i | сопдепвег, m | 
and р = the steam consumption in Ib. per Kw.-hour. 


The thermal efficiency reckoned from the coal to the 


electrical energy is then— 
nth = 8,420/w. 


The loss by radiation may here be neglected. The values 
for ths heat coasamption and ths therm il efficiencies are 


It is 


graphically depicted in the curves Nos. 2 and 3. These 
show in an explicit manner the undeniable superiority of 
the A.E.G. turbine. m 

The superiority of the A.E.G. turbine depends also on its 
ability to carry under continuous working conditions the 
highest steam temperatures ; Parsons turbines are not able 
to do this. The steam consumption resulte, with such 
turbines, taken at low steam temperatures, are often reduced 
to the corresponding values at higher temperatures, in order 
to obtain better figures. Such a computation is evidently 
not permissible, when it has not been previously proved that 
the turbines in question can safely run under working con- 
ditions with such high temperatures. . Bos 

The author is incorrect in his assertion at the conclusion 
of the above-mentioned article, that * up to now turbines of 
the impulse type have not been set to work, which have 
surpassed the resulte obtained on a commercial scale with 
turbines of the Parsons type,” at least so far as the A.E.G. 
turbines are concerned. 

On the contrary, there have not been, up till now, 
figures published to show that any other turbine has reached 
the economy of the A.E.G. turbines here mentioned. 


| The Electrical Co., Ltd. (A. E. G.). 
London, W. C., November 1st, 1909. 


Rose's Code Economiser. 


In your ** Telegraphic Notes last week you referred to 
% Roge's Universal Code Economiser,” and I feel it only just 
to myself to endeavour to correct the wrong impression 
which may possibly be conveyed by the fact that several 
important advantages claimed, and not embodied in other 
systems, have been overlooked. It is also somewhat. unfor- 
tunate that eleven-letter words should have been chosen as 
examples, while omitting to mention that the section under 
which they are compiled is merely a supplementary one, pro- 
vided in view of Future developments, and with a range of 
no less than 64,000,000 code words. 

May I ask that a few examples be chosen under Section C, 
ae to any code word number from 0 to 159,999, 
which is well outside the range of the majority of r i 
code books in present use. Take the four words— 


PHRYGIANUL PHTHISIQUS IAPYGIORUN IASPACHATI. 


The “ cumbrous task referred to (that of dividing the 
serial numbers of these words by 20 three times, allotting to 
the resultante their corresponding consonante as per key 
table, and inserting the connecting vowel U) I have just 
им in considerably under two minutes, producing the 
words— | 


GUHUKUM GUHUKUR LUFULUM  LUFUMUG. 


I venture to assert that these four examples fully sub- 
stantiate my claims, which are :— 

1. Extreme simplicity, owing to the fact that the words 
handed in for trangmission are of the same character, length, 
and pronounceability. 

2. The certainty of immediate correction by the receiver, 
he merely having to lay out the signals representing the 
mutilated words and delete the Us, leaving the consonants 
originally transmitted. | 

9. The expeditious manner in which a message can be 
coded and decoded, my four examples, as above stated, 
having been compiled in less than two minutes. 

4. The ease with which the system lends itself to rapid 
transmission by the operator, the position and frequency of 
the connecting vowel U being imprinted on his mind. 

6. The economy to be effected by writing down the words 
continuously and ticking off the letters in tens for trans- 
mission. | 

6. The secrecy instantly secured by making one of the 
innumerable possible rearrangementa of the key table. 

In addition, the most suitable phrases can be selected 
from various code books and combined with catalogue matter, 
&c., without the necessity of using extra distinguishing 
text-words, each word being at once identifiable with its own 
particular code book, catalogue, or any other serially 
numbered matter, by means of the allotted prefix, as explained 


in the book. To further simplify the reading of a message 


the small U might be used in the transcript thus— 
GuHuKuM, GuHuKuR, Lu FuLu M, LuFuMuG, &c. 
F 
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Regarding Olaim No. 5, the code words transmitted need 
not necessarily end with a consonant. In fact, the terminating 
letter U will always show that the words have been linked 
up and re-divided for the purpose of economical transmission. 
In the following example five words have been linked up, 
re-divided, and transmitted as four, showing a saving of 
20 per cent. :—BULUGUM, SUTUMUG, DULUFUB, JUBUNUL, 
KUGUTUM, 

BULUGUMUSU/TUMUGUDULU/FUBUJUBUNU/LUKUGUTUM. 


Regarding Claim No. 6, the number of changes available is 
the enormous one of 2,432,902,008,176,640,000, from which 
it will be seen that a change may be made every day (with 
the concurrence of the correspondent) without fear of 
exhausting the possibilities of the system. Sections A, D 
and E are placed in the book for the use of those who wish 
to apply them to their own special cases, but Section C com- 
prises all that is necessary for present requirements. 

You mention that “ We do not quite follow Mr. Rose in 
this claim" (to check irregularity or mutilation resulting 
from bad spacing by means of the deletion of the connecting 
vowel п). This I claim to do invariably within one minute 
of receiving the mutilated word. But I do not claim to 
replace a signal omitted entirely. No system can or does. 
The user, however, has a much better opportunity than 
ever before of replacing the lost signal, as our word contains 
only four unknown characters. The position of the error is 
definitely located, whereas; with an ordinary code word there 
is the danger of making a wrong replacement and producing 
an almost identical code word, yet one having an entirely 
different meaning, the results of which have, on many 
occasions, been disastrous. 

A simple check system has now been devised, and will be 
issued to all users of the book, by means of which any 
omission either in indicating consonante or connecting vowels 
will at once be revealed. 

You contend that, owing to the improfment in telegraphic 
working, the proportion of delays or serious consequences 
caused by errors is exceedingly small in comparison with the 
large number of messages handled. This I fully admit, and 
do not seek in any way to minimise the credit due to the 
cable companies and the compilers of codes for the magnificent 
results achieved. There still remains, however, an element 
of uncertainty, which it is my object to finally eliminate by 
enabling the user to compile his message on a purely mathe- 
matical basis. Errors of a magnitude with which other check 
systems would find it quite impossible to deal, are immediately 
located and corrected with absolute certainty. I claim that 
my system greatly enhances the valne and adaptability of 
existing codes, and indefinitely extends their range of usefal- 
ness. It has received the cordial endorsement of eminent 
code compilers and cable representatives. But, like all new 
ideas, it has, in the first instance, to overcome the weight of 
public inertia, and to satisfy the experts, which I have every 
confidence of being able to do. 

Sydney A. M. Rose, A. M. I. E. E. 


London, W. O., November 2nd, 1909. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Electric Lamp Lock. 


An extremely simple device for locking incandesent lamps in 
their holders has been introduced by the ELTOrnIC Lamp Loc& Oo., 
of 25, Wellington Street, Glasgow, under the name of the “ Ellco " 
invisible lamp lock, for which a patent has been applied for. It 


Fia. 1.—" ELLOOꝰ LAur Lock. 


consists of not more than a perforated washer of insulating 
material (fig. 1), which is dropped over the plungers in the holder. 
It is nece to slacken the ring at the top of the holder 
before inserting the lamp; alter this, when the ring is tightened 


again, it is impossible to remove the lamp unless the trick is 
known, for the locking device is invisible from the outside. The 
high price of metallic-filament lamps renders some such device 
necessary where lamps are accessible to the public. 


The ** Best” Electric Radiators. 


With this happy and positively convincing title, Messrs. Bust 
AND Lioyp, Lrp., of Cambray Works, Handsworth, Birmingham, 
have issued a new catalogue (No. 77), in which they bring before 


amm — -. 
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Fia, 2.— Best” Two-Lamp RADIATOR. 


the trade some fine designs of luminous radiators for the current 
season. 

There is something impressive about & number of the designe 
shown. To break forth iato song regarding some of the firm's 
choise art metal-work in electric light fittings is not, a difficult 


Fia. 3.—Foun-LíAxP RADIATOR, ADAM BTYLB. 


matter, but we have not often felt moved to rhapsody by the lines 
and curves of the metal-work enclosing the luminous bulbs of an 
electric radiator. However, in the list now before us the designs 
are very acceptable and more pleasing than many that we have 
seen; good blocks and oarefal printing have doubtless had mush 
to do with the good effect. The registered d are all shown to 
a scale of one-sixth, and they include two, three, four and siz-lamp 
radiators, which are supplied with either wrought-iron: or polished 
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or oxydised brass frames, with polished copper interiors; also with 
polished copper or hammered antique copper frames, in Sheraton” 
style with brass frame, Adam, Empire, Louis XVI, and circular 
types. In the two examples which are selected for illustration 
purposes, fig. 2 shows a two-lamp registered design, with hammered 
antique copper frame and polished copper interior; fig. 3 is a four- 
lamp design in Adam style, supplied with brass frame, and polished 
copper interior with ornamental covers for lampholders. 


The Yenner Patent Sign. 


An ingenious device has been put on the market by Mzssns. 
VENNER & Oo., of 6, Old Queen Street, Westminster. It consists 
of letters composed of small clear glass balls, which are illuminated 
from behind, and it possesses the special advantage that owing to 
the peculiar optical properties of the balls, the letter can be read 
from almost any position over a range of 160°. The effect, when 
the sign is illuminated, is that of & continuous letter of light, the 
individual balls being merged into one another by irradiation. 
The letter is strong and of inexpensive construction. The 
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Fic. 4.—VENNEB SIGN, BY Day AND BY М№Мант. 


кырс figures show а single letter, as it appears when 
unlit, aud when illuminated by a single 16 o.. lamp. When 
mounted in a suitable frame, a series of these letters can be 
employed, and they are readily interchangeable, so that a new 
legend can be displayed each day—a practice which has been 
adopted by some theatres and electrical showrooms which have 
adopted the device. Metallic-filament lamps can be used with this 
sign, and the frame is weather-proof. The extinction of one of 
the lamps in a frame only causes a slight diminution in the 
illumination, and does not leave a gap. Ohromatic effects are 
easily arranged, with the aid of coloured lamps, which give a 
variety of graduated shades of colour. Uniform illamination of 
a 2-ft. letter with two 32-0 P. lamps is one of the advantages 
claimed for the system, and the sign at the middle of a street can 
be read from either end or any part of the street. 


Howard-Cousins Patent Radiator. 


The popularity of glow-lamp radiators has not owed anything to 
the construction of the lamps usually employed, which, being 
modelled on the pattern of the lamps used for lighting, have long 
looped filaments and are held in holders of the ordinary type. In 
the Howard-Oousios radiator, made by the Gmnuaat ELECTRICO Oo., 
Lrtp., of 71, Queen Victoria Street, E.C., the lamps are made double- 
ended, with sig-zag filaments, so that short circuiting inside the 
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Fic. 5.—HowaRB»-CousiNS8 RADIATOR. 


lamp is impossible; the massive end contact capsare held in strong 
spring clips, which provide secure support, and the lamps can be 
placed horizontally, as shown in the accompanying figure, or 
vertically, as preferred. The elastic construction of the filament 
renders it immune from breakage due to shocks, and thus prolongs 
its life. The figure shows a radiator with the usual wire guard 
removed, to enable the lamps to ba seen clearly. 
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The Antiforge Pen. 


A new patent electric pen, the invention of Dr. Dinsbsh P. 
Ghadiali—the '" Parsee Edison —has been introduced by the 
AwTIFORGE Pus Co., of 448, High Road, Chiswick. The essential 
feature of this device is that it writes by perforating the paper with 
electric sparks. The principle, of course, may not be new, but the . 
methods adopted by Dr. Dinshah for carrying it out are certainly 
novel and ingeníous. The pen, as illustrated herewitb, resembles 


| 


Fia. 6.—ANTIFOBGE PEN, AND DESK, OPEN. 


a stylographio pen, and is used in conjunction with a polished 
aluminium plate, on which the paper is laid. The plate is mounted 
on the bevelled glass top of a desk, which contains the whole of 
the accessory apparatus, as shown (fig. 6). | 

The spark is produced by an induction coil excited by a small 
battery of storage cells, such as is used for ignition purposes on 
automobiles. To increase the intensity of the spark a condenser is 
connected across the secondary terminals, and a highly exbausted 
vacuum-tube is also connected to these terminals, in parallel with 
the pen, to indicate (by glowing) the condition of the apparatus, 
besides acting as a ballast load on the coil, and providing a fixed 
limit to the maximum potential difference between the secondary 
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Fic. 7.—ANTIFORGE PEN AND DESK. 


terminals, The pen itself contains a mercury interrupter, which 
ensures that the primary circuit shall never be closed except when 
the pen is held point downwards. There is also a spring point 
actuating contacts within the pen, so that even when the pen is 
held in the proper position the primary circuit is not closed unless 
the pen is pressed on the paper in the act of writing. By these 


. means the work of the battery, and the possibility of the operator's 


receiving a shock, are reduced to the minimum. | 

The effect of the condenser across the secondary is to give fat 
sparks, which not merely perforate but actually burn the paper, 
rendering the record absolutely indelible. By varying the 
resistance in the primary circuit with a rheostat, of which the 
handle is seen projecting on the left-hand of the desk, the intensity 
of the spark can be varied over & wide range, giving from the 
finest to the coarsest perforations. As it is impossible to produce 
two identical series of perforations, owing to the variations in the 


thickness of the paper, the pressure used in writing, and the speed 


of motion of the pon, the owner himself cannot produca an exact 
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facsimile of his own signature, though each signature as a whole is 
unmistakeably hisown. This property is utilised when signing a 
batch of related papers, as the signature is written on the top of 
the series, and all the sheets are perforated simultaneously ; it is 
then impossible, even for the owner, to substitate a new sheet for 
any of the batch, without detection. 

A graphite point is used in the pen to increase the legibility of 
the writing, though a metallic point can readily be substituted when 
only the perforations are required. The apparatus is of British 
manufacture, and should find many uses in business houses. The 
inventor, Dr. Dinshah, was formerly electrician to H.H. the 
Maharsj Rana of Dholpar, and afterwards electrical engineer to 
5 State, and is a noted journalist and lecturer, as well as 
an inventor. | 


LEGAL. 


Tan SUMMONSES AGAINST THE WIZLSBACRH INCANDESCENT Co. 


FunTHER evidence was given before Mr. Bros at Clerkenwell 
Police Court on Saturday, in the case in which the Welsbach Incan- 
descent Gas Light Oo., Ltd., were charged on summonses issued at 
the instance of the Wolfram (Tungsten) Metal-Filament Lamps, 
Ltd , with selling and exposing goods for sale to which a false trade 
description had been applied. The alleged offence was in respect 
of electric lamps marked with the words Welsbach ” and “ Aur.” 

Mr. Rufus Isaacs, K.C., M.P., Mr. Н. A. Colefax and Mr. Ernest 
Lunge appeared for the prosecution; Mr. A. H. Bodkin and Mr. 
Walter were for the defence. ; 

Last week Мв. Rurus Isaacs, in opening the-case, said the 
Welsbach Incandescent Gas Light Co. was formed for the purpose 
of dealing with the inventions of Baron von Welsbach in regard to 
gas lighting, but not in regard to electric lighting. Baron von 
Welsbach’s electric ligbt inventions were acquired by a German 
company, known as the Auer Oo., who, by agreement, appointed the 
General Electric Co. exclusive agents for the sale of the lamp. The 
defendant company published an advertisement in which there 
were illustrations of an electric lamp bearing the words “ Wels- 
bach " and “ Aur,” and he contended that this was calculated to lead 
persons to believe that the lamp was either invented or manufactured 
by Baron von Welsbach or the Auer Co. 

FREDERICK Harm, of London Road, Bromley, assistant manager 
of the General Electric Co., Ltd., produced a copy of the Daily 
Telegraph, ot Beptember 23rd last, and said it contained an adver- 
tisement of the Welsbach electric light, issued apparently by the 
defendant company. On September 29th he received certain 
instructions from Mr. J. Y. Fletcher, manager of the electric light 
department of the General Electric Co., in consequence of which he 
went to 334-354, Gray's Inn Road, the address of the defendants, 
He was taken to the showroom there, and he asked to see a lamp 
as advertised in the daily papers The young lady in charge 
showed him samples, and he asked, Are these Baron von 
Welsbach’s lamps?” She said “ Yes.” He ordered two and went 
downstairs to receive them and pay forthem. As the lamps were 
being handed to him, he asked again, Are these Baron von 
Welsbach’s lamps?” and the salesman in the warehouse at once 
said “ Yes.” The lamps were similar to the one now produced. 

Mr. Bros examined the lamp produced in Court, and observed 
that it had “made in Germany,” and the words Welsbach ” and 
“ Aur” upon it. 

WITNEss, in continuing his evidence, said that on October 8th he 
received further instructions from Mr. Fletcher, and he went again 
to the premises of the defendant company in Gray’s Inn Road, and 
asked for some more lamps similar to the samples he had previously 
taken away. He asked the attendant in the warehouse if he could 
assure him they were Baron von Welsbach's lamps, as the party for 
whom he required them had made a special point of it. The 
attendant said they were, and witness then said : “ Will you kindly 
put it on the invoice to enable me to show my customer?" The 
salesman replied, ' Certainly," and did so. 

Mr. Rurvus Isaacs: Are the lamps with this filament made 
by any particular firm or company ?— WITNESS: Yes. The 
chief makers are the Auer Co., of Berlin. He added that he 
believed Auer” was one of Baron von Welsbach’s names. 

In cross-examination by MR. WALTER, WITNESS said that when 
he went tothe defendants’ premises, he gave his name as Holloway, 
of Bath Road, Hounslow, and produced a trade card. 

Мв. Warteg: Where did you get that from ?—WiTNESS: From 
Mr. Fletcher. 

D» you know where he got it ? —I don't know. 

Do you know if there is such & person as Mr, Holloway ?—I 
don't know. 

Did the young lady in the showroom ask you to go to the trade 
counter ?—Y es. 

And at the trade counter did you say you were a member of 
the trade ?—No; I simply asked for the lamps І had ordered in the 
showroom. 

I put it to you, you never mentioned the name of Baron von 
Welsbach ?—I did. 

Then if the salesman you saw says you did not, it is not true ?— 
It is not. 

What were your instructions from Mr. Fletcher ?—To purchase 
the lamps, and ask if they were Karon von Welsbach's. 

Were your instructions on October 8th to get something in 
writing?—Xes; I was to ask them if they would give it. 


Did you ask them if they objected to the words “Baron von 
Welsbach " appearing on the sale note, as your customer would not 
have the lamps unless that appeared on the receipt ?—1 did not. 

Do you know if Baron von Welsbach makes any electric lamps 7~ 
I do not know. 

Does he, to your knowledge, deal in lamps?—No; not to my 
knowledge. 

Tell us how these words got on the receipt ?—I said, Are these 
Baron von Welsbach’s lamps? My customer makes a special point 
of it.“ The attendant answered “Yes,” and I said, Will you 
please pat it on the invoice? ” 

The only metal-filament lamps you sell are the Oarams ?—Yes; 
at the present time. | 

The Osrams are not the invention of Baron von Welsbach ?— 
They are made under his process, I believe. 

Do you know ? —No, I do not. 

How long ago is it since the only metal-filament lamps you have 
sold have been Osrams?— T wo and a half years. 

Where have you seen anything about the Auer Oo. in London ?— 
I have seen their co dence. 

Are you aware that they are under contract not to use the words 
“ Aur" or Welsbach in the United Kingdom ?—No. 

The only mention you have seen of the Auer Oo. is in private 
correspondence with your firm ? —Yes. 

Are you aware that the trade mark Aur" is put ou all the goods 
sold by the Welsbach Incandescent Light Oo. ?—No. 

Do you know "Aur" is their registered trade mark in this 
country ? —I do not know. 

The hearing of the case was further adjourned for a week.. 


ErLrorRicIiTY rw FN Mmes. 


Mz. H. Rowan, district manager and agent of the Fife Coal Co. at 
Cowdenbeath, and as the superior to the certificated manager sí 
the Foulford Pit, was charged in Dunkermline Sheriff Oourt with 
having contravened the special electrical rules by haviog inadequate 
electrical apparatus in the Foulford Pit. Recently the son of the 

director of the бза раву and the certificated manager 
were similarly charged, and objections to the relevancy of the 
complaints were repelled. Mr. Rowan denied the charge, and the 
evidence in the three cases was fixed to be taken on the same date. 


Егвоствісіту SuPPLY Co. FOR Sram, Lo. 


Ix the Chancery Division on Tuesday last, Mr. Justine Parker heard 
& petition by this company for a reduotion of its capital. 

Мв. Marr RouzB, К.О. (with him Mr. A. G. Wright in sup- 
port), stated that the company was formed in 1889 for the purpose 
of manufacturing and supplying electricity in Madrid and other 
towns in Spain. The original capital was £100,000 divided into 
19,900 ordinary and 100 deferred or founders’ shares of £5 cach. 
In 1901 the capital was reduced, the shares being written down 
from £5 to 5s., but at the same time that it was reduced it was also 
increased by the issue of 40,000 preference shares of £5 eseb. 
On January 20th, 1901, therefore, the capital of the company was 
£205,000 divided into 19,900 ordinary shares of 5s each, 100 
founders' shares of 5s. each, and 40,000 preference shares of £5 
each, the preference shares ranking for preference both as to divi- 
dend and capital. It was now proposed to reduce the issued capital 
by £86,650, and that was to be effected by reducing the value of 
the 34,€60 preference shares that had been issued out of the 
authorised issue of 40,000. The whole of tbe loss would, 
fall upon the preference shareholders, bat the whole of the d Heston 
shares were held by a Spanish company, who also held а large 
number of the ordinary shares, and 90 of the founders’ shares, and 
the whole of the shareholders in the Spanish company appeared 
before the Court and supported the petition, Tae propose was 
to meet loss of capital amountiog to £86,650 by reducing the 
issued preference shares from £5 to £3 103., and it was shown by 
the evidence that the actual depreciation in the value of the com- 
pany's assets was more than that sam. There was a preference in 
Madrid for a direst- current syetem over the alternating-carrent 
system, which was the one used by the company, and their dis- 
tributing plant was thus reduced ia value. The valae of the com- 
pany's land remained about the same, but the company's buildings 
had deteriorated from £10,300 to some £5,300; the boilers and 
engines were antiquated, and praotically of no value; the 
electric plant had also very mach deteriorated, and there was & 

heavy falling off in the value of the wiring of the system. It 
appeared that for some years past the directors had been devoting 
the profits in writing off these depreciations, but they could noi 
keep them down to the real value of the assets, and there was 
nothing to do but to reduce the capital. There were only nine 
shareholders, and they had all signed the balance-sheet and 
appeared to consent to the proposed reduction. 

There was no opposition, and his LompsHIP samctioned the 
reduction in accordance with the proposed minutes, and dispensed 
with the use of the words and reduced as part of the company § 


title. 
eee 


Engineering Exhibition in Manchester. — Our 
‘monthly contemporary, the Z'4gineering Review, is promoting an 
Engineering and Machinery Exhibition, to be held in Manch 
from October 14th to November Sth, 1910, The head office is at 
16, John Dalton Street, Manchester. 
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BUSINESS NOTES. 


Catalogues Wanted.—As will be seen from an advertise- 
ment in this issue, the representative of an Australian house, who 
will be in London until the end of this month, will be glad to 
тосе то copies of catalogues of all classes of electrical manu- 

bures. 


British Trade with Russia.—In our recent references 
to the Russian market, a good dealof advioe was given conceraing 
the best metbods to adopt in strengthen the British position 
there. Some very in remarks on this subject appear in the 
1928 report of Mr. Consul A. W. Woodhouse (St. Petereburg), as 
abstracted in a Birmingham newspaper. He says that British 
goods, in spite of the keen competition, rank first in quality. Even 
the illiterate peasant, whose only tool is an axe —which he uses 
with marvellous skill—will say with pride that it is “ Anglisky,” 
or British, and has served him well for years. So it is with superior 
and more complicated wares, especially machinery. But the con- 


sumer must be constantly reminded of the fact or he will forget it.. 


itu ur a thorough knowledge of the requirements of the Russian 
et, it must be studied on the spot. First and foremost, the 
business methods of dealers necessarily conform to the economic 
conditions of their localities, and as ready money is scarce in Russia, 
they are obliged to give and take credit. Very little busines, if 
any, is done on spot cash terms. Our foreign competitors realised 
this years ago, and acted accordingly, and that is precisely where 

ed they advantage. They will readily supply goods on 
periods up to a year, and will even then renew bills on 
easy terms. On the other hand, British manufacturers are only now 
beginning to realise the necessity of conforming to this custom. 
Many undoubtedly no longer insist on selling their wares “free on 
board " at some British port and for cash against bills of lading. 
This method, so tenaciously observed, in spite of everything, gave 
foreigners, and especially Russia's nearest neighbours, the oppor- 
tunity which they promptly seized. They have established branches 
in the chief cities and appointed ageuts all over the country. 
Their commercial travellers visit the markets regularly, taking with 
them samples and sufficient data to quote prices for delivery direct 
to the retail dealer or the consumer. It follows that British manu- 
facturers and merchants must do likewise. They can even at this 
hour profit by the experience of others, before it is too late, and send 
out commercial travellers ing a knowledge of the vernacular. 
Ignorance of the Russian language will only drive buyers to middle- 
men who can understand them. 


Siemens’s New Central Depót.—On November 1st, 
new premises were opened by Messrs. SiewkNs Bros, DYNAMO 
Works, Lep., at 39, Upper Thames Street, Е.С, as London stores 
and showroom. Here, henceforth, all the business of the Supplies 
department will be conducted, including that hitherto carried on 
both at 6, Bath Street, E.O., and at 1, Abchurch Yard, Е.С. We 
recently had the privilege of making a ran through the building. 
The new premises comprise six spacious floors and basement. 
The ground floor is arranged for counter trade, and every facility is 
provided for promptly executing customers’ orders. The first floor 
is devoted to an extensive showroom, where the Siemens com- 
panies’ specialities will be exhibited. One feature will be a tasteful 
display of the latest designs in artistic electric light fittings and 
shades, exhibited in conjunction with the well-known tantalum 
lamps. The showroom is 1 prepared for effective display; 
it is wired, like the whole of the other departments in the building, 
on the Stannos system, and circular selective switches control a 
number of lights. The third floor is occupied by the manufactures 
of Messrs. Siemens Bros. & Co., Ltd., and a stock of all sizes of 
wires and cables is carried. The remaining floors contain a 
comprehensive stock of all articles required by the trade, 
including tantalum and carbon incandescent lamps, electric 
light fittings and shades, conduits aud conduit fittings, arc lamps 
and arc lamp carbons, ampere-hour and watt-hour meters, small 
generators and motors, electric accessories of all kinds, such as 
lampholders, switches, fuses, ceiling roses, &o. A Waygood 1-ton 
lift with a new type Siemens lift motor serves all floors, and 
there is a small lift beside for parcels. As our readers are aware, 
the Biemens manufactures produced at fheir several extensive 
factories in this country cover a very wide range indeed, it is said 
that their manufacturing ability covers practically everything from 
а amall incandescent lamp to motors of 16,000 E. ., and from the 
smallest bell wire toan Atlantic cable. We are sure that this large 
depét in so central a position will be a convenience to the electrical 
trade. 


Bankruptcy Proceedings.—Eric Eaton, electrical 
‚36, Alexandra Road, late 12, George Street, and 2, Btreets 
Yard, Mossley Road, Ashton-under-Lyne, Lancs. The first meeting 
of the creditors in this case was held last week at the Official 
Receiver's office, Byrom Street, Manchester, but a sufficient number 
of creditors to form a quorum did not attend. It was stated that 
the liabilities amoun to £130, and the deficiency was put at 
£117. Debtor ascribed his failure to bad trade, lack of capital and 
loss on contracts. 

Pamir Евкеѕт BUTLER, promoter of the Electric Lamp 
Renovating Oo., Ltd, and described under a creditor's petition 
as late of Hill Street, Knightabridge. This public examination 
was held on Wednesday last week before Mr. Registrar Giffard, 
at the London Bankruptcy Court. The statement of affairs 
showed liabilities £1,666, and assets £1. In the course of 
his examination, which was conducted by Mr. W. P. 
Bowyer, Assistant Official Receiver, the debtor stated that his 


father died in 1898, leaving him-segurities to the value of about 
£20,000. He had since been interested in a number of public com- 
panies, of most of which he was a director, and in connection there- 
with he had sustained considerable losses. In May, 1903, witness 
promoted the Electric Lamp Renovating Oo., Ltd., to which he 
sold his interest in certain electric lamp patents, &c., previously 
acquired by him, some from the inventor, and some from the 
liquidator of a company in which he wasa sharebolder. The 
consideration of the sale, which was not completed until the end of 
1904, was ultimately fixed at £13,000 in shares and an undertaking 
by the company to discharge liabilities amounting to about £491. 
One third of the shares were allotted to the inventor. The sale 
consideration covered expenses incurred by witness in equipping 
a factory, taken in his name, at Britannia Street, City Road, E. 
Witness attributed hie failure and insolvency to losses estimated at 
£30,970 in connection with the above undertakings, and farther 
losses to the amount of about £3,000 by Stock Exchange specu- 
lations, Ia most of the companies he purchased large blocks of 
shares partly for investment purposes and partly as speculations 
with the idea of selling out at higher prices. None of the eight 
companies in which he had been interested were old-established 
concerns. The examination was concluded. 


Russian Platinum,—The fact is recalled that the 
platinum mineowners, particularly in the Ural, some time ago 
sought to induce the Russian Government to nationalise the 
industry, especially the mines in the Nishny-Tagil which produce 
about three-fourths of the total output in Russia. But the Govern- 
ment declined to embark upon the transaction, although a French 
syndicate had expressed ite readiness to participate in a company 
for the working of the mines in question. It is now stated that 
such a company has either been constitutéd or is about to be formed 
by all the platinum producers in the Ural, in conjunction with the 
French firm of Bonardelle, which has hitherto purchased 4 large 
portion of the outturn in the Ural, and that the company will take 
over the Nishny-Tagil mines. In the circumstances it is expected 
that a slight upward movement in the price of the metal will take 
place. The French firm will subscribe for shares in the new under- 
taking to the extent of £600,000. The English firm of Matthey, 
which was formerly a large customer for platinum in consequence 
of long-term contracte with producers in the Ural, and which paid a 
comparatively low price, is reported to have been settled with by 
the payment of compensation by way of damages. | 


Catalogues and Lists.—Messrs. J. H. HOLMES AND 
Co., Portland Road, Newcastle-on-Tyne.—Several new pamphlets 
have just been issued relating to different departments of the firm’s 
manufactures. One is a 28-page price list of electrical switchgear, 
including Holmes-Page switches, replaceable bridge fuses, oil 
switches, circuit-breakers, fuses in cast-iron boxes, solenoid main 
and starting switches; the second is a 36-page catalogue of the 
“ Оазе " motors and dynamos, motor-starting rheostata, &c., con- 
taining a large quantity of tabular matter, dimensional information, 
and directions for coupling up motors to mains. The third is a 
24-page pamphlet containing a!list in tabular form of electric 
lighting and power installations put down by the firm for mining 
work, elecfrically-driven plant being shown. All three lists are 
laid out in good style, and a large number of well-executed and 
boldly-printed half-tone illustrations appear in each. 

Tum LAHMEYER ELECTRICAL Co, Lro., 109-111, New Oxford 
Street, London, W. O.—Eight- page list describing and illustrating 
their automatic high-tension oil switches, which are specially 
suitable for working under severe conditions, such as are met with 
in flery mines, atmospheres containing acids, and dangerous gases, 
&c., where open type switches are inapplicable. A second list in 
similar form and size gives a full description of the Lahmeyer turbo- 
alternators, the illustrations showing parts of 5,000-kw. and 
3,000-kw. machines, and views of Continental stations with 
Lahmeyer turbine sets in position. The turbine list describes the 
firm's generators, both for alternating and continuous current. 
The Lahmeyer Oo. are agents in this country for the ''Zoelly " 
steam turbine as manufactured at Messrs, Escher, Wyss & Co.s 
on Zurich, and are therefore well able to quote for combined 
plant. 

Мв. G. Уїстнвтон, Oswaldestre House, Norfolk Street, Strand, 
W. O.—Leaflet giving illustrations of a number of their electrical 
machinery and apparatus manufactures; also an eight-page pamphlet 
containing a reprinted article on Oerlikon new five and six-speed 
three-phase motor. 

Тнк VALOR Co, LTD, Lane, Aston Cross, Birming- 
ham.—A number of leaflets relating to the “ Valor" automatic 
waste oil filter, fire extinguishers, &c. 

Tum Reaent ELECTRIC Co., Lro., 52, Regent Street, Piccadilly 
Circus, London.—Leafiets relating to the Holmquist" electric 
heat pads and hat pads which have attracted a good deal of atten- 
tion from visitors to the recent electrical exhibitions; also the 
“ Holmquist ” electric light bath cabinets. 

Messrs, A. E. Harris & Co., 95, Camden Street, Birmingham.— 
Four-page illlustrated list of copper switch clips of standard sizes, 
fuse board clips, copper contacts, name plates, and stampings for 
the trade. 

Messrs, ALLEY & MaAOLELLAN, LTD., Sentinel Works, Polmadie, 
Glasgow.—Eight-page illustrated pamphlet giving descriptive 
information concerning their “Sentinel” double-acting forced 
lubrication high-epeed engines, with tabulated sizes, outputs at 
various steam pressures, condensing and non-condensing, and 
prices, of two-crank compound, and three-crank triple-expansion 
engines. Weights and shipping particulars also appear. ‘The 
illustrations show engines direct coupled to electric generators, but 
they can also be arranged with belt or rope pulley for factory and 
mill driving. 


— A ——— ÓÁ!——————ÁÉÓÓÀ— EEE 


788 


THE ELECTRICAL REVIEW. [Vol 65 No. 1,667, Novmesms 5, 1905. 


Мквввв. Vsnitys, LTD., 28, King Street, Covent Garden, 
London, W.0.—Postal card effectively drawing attention to their 
“Comet” arc lamp. 

THE Арип, ELO RIS Co., Lro, Adnil Building, Artillery Lane, 
London, E.C.— Price leaflet of their direct-current motors of from 
4 to 5-Н Р. 

Тнв LivERPOOL ELgcTRIC CABL9$ Co, Lro., Vauxhall Road, 
Liverpool. Reprint сору of their latest catalogue (50 pages) of 
" Liverpool " electric wires and cables, The first few pages contain 
tabular information regarding standard sizes of conductors, and 
extracts from the I E. E. wiring rules; particulars are next given 
of first quality and non-Association quality respectively, and the 
other sections that follow relate to silk and cotton-covered wires 
for dynamos and instrumenta, lead-covered aud armoured cables 
for mining purposes, flexible conductors, electrolier wire, shot-firing 
cables, motor-car flexibles, resistance wires, dynamo flexible cables, 
jointivg materials, clincher cable clips, &». Various additions and 
alterations have been made in the tables since the last catalogue 
appeared. 

Tus Онговтрв ЕгествісА, Brogacm Co, Lrp., Clifton 
Junction, Manchester.—Circular No. 25 (20 pages) giviog very 
fully detailed information regarding the Eatz" booster, with 

‘curves, diagrams, and half tones, and with descriptions of installa- 
tions of their boosters and Chloride bitteries in industrial 
works. One of these installations is at the Dalsell Steel and Iron 
Works of Messrs. David Colville & Sons, Ltd.; others are at 
Halifax and Maidstone electricity works. A specification follows 
for standard “ Entz” booster and switchboard for traction system, 
400 amperes, 90 volts continuous outpat. 

BoHrEBSTEINER METALLwEREK, Schwerinstr. 3, Berlin W. 57.— 
Leaflets describing their cyclometer length measuring instruments 
for roads and railways, and for wires and cables. 

Tax Dowsme RaprasT Heat Oo., Lrp., 24, Budge Row, Cannon 
Street, London, E.0.—A 54-page catalogue is devoted to the 
description and illustration of many designs of electric radiators 
for the current season. Notes on using the luminous radiators” 
preface the pages illustrating the different designs. The latter 
include new specimens in various periods and styles, such as 
Jacobean, Georgian, Tudor, Eliz ibsthan, Sheraton, Adams, &c., 
with framework in ornamental wrought-iron, polished copper, 
antique hammered copper, block enamelled cast-iron, antique 
dull brass finish, ornamental brass with copper pillars, green Doulton 
ware, and other metals and finishes, all fitted with patent coppered 
interior and reflector. The Dowsing-Huntley patent combined 
rad io converter is a feature of the book. It is fitted with four 
luminous heat lamps, also with non-luminous elements, the total 
consumption being 2,000 watts. These radiators are specially 
recommended as efficient and rapid heating appliances. Some 
cheap designs in convectors or air heaters pure and simple, with 
non-luminous heating elements are included in the list. Mr. 
Dowsing has msde radiators of this type for the past twenty years, 
but they have not been inoluded in the firm's list of luminous 
radiators until now. Prices of all designs are boldly iadicated. 


Tramway Points.—It is reported from Brussels that 
the Brussels Tramway Co., the Chemins de Fer Economiques, the 
Société de Transports et d'Enterprises Electriques, the Société 
Générale d'Eaterprises Electriques and the banks associated with 
them, are forming a company with a share capital of £10,000 for the 
introduction of the invention devised by the Italian Oaptain Dino 
Samaia for the automatic working of tramway points. The apparatus 
is operated from the driver's platform, and trials made in Brussels 
are said to have been carried out to the satisfaction of the experts 
who were present. 


Book Notices, —Magnetos for Automobilists — How Made 
and How Used. By 8. R. Bottone. Second edition, enlarged. 
London: Crosby Lockwood aud Son. Price 2s. net.—We 
have a feeling of sadness in turning over the pages of this 
useful little work, as it is, perhaps, the last that will bear the 
author's name, for his death took place shortly after he had 
its pages for the Press. In view of the fact that during the 

two years or so, magneto ignition has become the standard 
method of firing the explosive charge in the engines of petrol motor 
cars, the book is one that cannot fail to be both interesting and 
instructive to those motorists who take a practical iaterest iu the 
details of their vehicles. To many the magneto and its method of 
generating an electrical current are still a mystery; a perusal of the 
simple explanation furnished by Mr. Bottone shoald, however, do 
much to геодет the principles on which this system of ignition is 
built up readily comprehensible by the merest novice. The subject 
is dealt with in a series of seven chapters, in the first of which the 
history and theory of the magneto is traced. Then follows an 
explanation, in simple language, of the component parts of a 
magneto machine, the functions of the same being described, and 
elucidated by means of a numberof line drawings ; other chapters 
deal with maguetisation and the armature screen. Although 
the late Mr. Bottone, judging from his remarks, was distinctly in 
favour of the low-tension form of magneto for ignition purposes, he 
did not overlook or disregard the high-tension machine, the method 
of generating a bigh-tens8'on current being dealt with in a separate 
section, in which the Simms-Boscb, the Eisemann, and Gianoli— 
three of the types largely used—are fully described. Finally, we 
have A Few Practical Hints“ and Latest Types of Magnetos,” 
the last chapter—the raison dctre of the second edition—giving 
particulars of a number of new magnetos that have been put on the 
market since this form of igaition became the accepted type. The 
late Mr. Bottone was a prolific writer of popular handbooks, and in 
bis Magnetos for Automobiliiste produced one which is not only 
well worthy of perasal by all owners and drivers of motor-cars, but 


one that may usefully find a place on the “Reference Book" shelf 
of their libraries. 

Annuaire pour l'An 1910. Paris: Gauthier-Villars. Price 1 fr. 50c. 
—The year-book of the Bureau of Longitades—the 115th of its kind 
—contains this year tables and data relating to physics and chemistry, 
which alternate with the geographical and statistical matter. 
Coming from so distinguished a source, the contents may be accepted 
as accurate and reliable, and an alphabetical index of unusual 
completeness, for a Oontinentsl work, renders them readily 
accessible, 

The Mechanical World.” Pocket Diary and Year-Book for 1910. 
Manchester: Emmott & CO. Price 6d. net.—This pocket-book, 
now in ite twenty-third year, contains a new section on oil engines, 
by Mr. W. A. Tookey, who has also revised the section on gw 
engines. Mr. B. M. Woodhouse has contributed some notes on 
centrifagal pumps, and a section on ball bearings has been added. 
The book is now printed on a thin tough paper of better quality, 
reducing its bulk without altering the number of pem 

" Report on the Tungsten Ores of Canada." By T. L. Walker. 
Ottawa: Dapartment of Mines. 1909. 

“The Mechanical World Electrical Pocket Book for 1910. 


' Manchester: Emmott & Co. Price 6d. net. 


“The Physical Review.” Vol XXIX, No. 4. October, 1909. 
New York: The Macmillan Co. 

" Atti della Associszione Elettrotecnica Italiana.” Vol. XIII. 
part 4. Milan: The Assosiation. Price L5. The Central Office of 
the Association has been removed to Via 8. Paolo N. 10, Milan. 

" Electric Oables: Their Construction and Cost.” By D. Coyle 
and F. J. О. Howe. London: E. and F. N. Spon. 1909. Price 
15s. net. 

“Gas Works Direstory and Btatistics, 1909-10." London: 
Hazell, Watson & Viney. Price 10s. 6d. net. 

Ia making its bow to the public the Local Government Кетігг 
announces that it will devote itself exclusively to the adequate 
and impartial treatment of the great range of subjecta classed under 
the term “local government” The contributions in the fira issue 
(November, monthly 1s. London: Bimpkin Marshall, Hamilton, 
Kent & Oo., Ltd.) include articles on afforestation, poor law, city 
bridges, German municipal government, coast erosion, the rating of 
owners, municipal finance, and other subjects. 


Trade Announcements.—We understand that, owing 
to the success of their meters and motor-control gear, and the 


rspidly-increasing demand for them, THE ELECTRICAL APPABATUS 


Со., Lro., of Queen’s Road, Battersea, are making considerable 
extensions to their works These will be completed by December 
lst. The demand for both meters and motor-contvol gear is said 
to be three or four times as big as it was eight months ago. The 
company are just placing on the market а new motor and prepay: 
ment meter. | 

Мв. A. Fzrp and Mn. F. W. BrogTESMANN have resigned their 
positions as managers in the Electrical Co., Ltd. (A. E. &, Berlin), 
and have established themselves as сорив of all electrical 
materials for lighting ani power plants. The style of the firm is 
Feld Bros. & Co., Ltd, 25, Budge Row, E.O. (Telephone No. 1,697, 
London Wall). They are putting on the market a new metallic 


anit lamp, of entirely British make, under the name of 
e Fie A 


Price-liste will be issued shortly. 

Тнв Авмоврост Mamuractusma Oo, LTD, have issued s 
circular announcing further advances in the prices of vulcanised 
rabber insulated wires and cables and pure rubber insulated con- 
ductors owing to the continued high price of rabber. 


Dissolutions and Liquidations.—SorrvM ELECTRICAL 
Oo., Lap -A meeting of creditors in this voluntary liquidation и 
to be held at the office of the liquidator (Mr. Edward Harlow), 
28, King Street, Manchester, on Friday, November 12th, M 
12 o'clock noon. 

VauGHaN & Соок, Lrp—A meeting to hear an account of the 
winding up from the liquidator, Mr. L. V. Houseman, is to be beld 
at 33, Bedford Row, W.C.,on Dacember 3rd. ‚ 

Hows ELECTRICAL ENGINEERING Co., electrical engineers, 
Redcross Street and Moor Street, Liverpool aud Blackburn— 
Mesers. W. Sutton, S. Lord, and J. W. Garsden have dissolved 
partnership. Messrs. Lord & Garsden will attend to debts and 
continue the business. 


LIGHTING and POWER NOTES. 


Australia.—The Sydney Council has to Mr. 
Forbes Mackay, city electrical engineer, negotiating with the Glebe 
municipality with a view to laying mains and supplying electricity 
in the area, Glebe to have the right of purchase in 25 years The 
City Council has decided to petition against the North Sydney 
Electric Lighting Bill. 


Bury.—A letter has been received by the Electricity 
Committee from several local photographers pointing out that arc 
lamps were used in connection with their businesses, both daring 
the daytime and evenings, and asking that the prics charged for 
electricity might be reduced. The application, after discussdos, bat 
heen acceded to. 
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Caerphilly.— The London Gazette contains notice of the 
intention of the U. D. O. to transfer its prov. order to the South 
Wales Electrical Power Distribution Co. for £10. 


Castleford.—The U.D.C. has informed the B. of T. 
that if the Council conld be assured that the Electric Distribution 
of Yorkshire, Ltd., would be in a position to carry out the E.L. 
order within the early months of next year, it would hesitate 
before taking steps to apply for an order on its own behalf. But 
in view of the long delay in carrying out the provisions of the 
order, the Council is somewhat dubious as to the promise of early 
attention, and it had been decided to proceed with the necessary 
steps to obtain an order. Since then the B. of T. has granted the 
application of the Electrical Distribution of Yorkshire for an 
extension of time for carrying out its order. 


Cleethorpes.—On October 28th a L.G.B. inquiry was 
held into the application of the U.D.O, for a loan of £4,000 for 
laying mains in the busiest part of the town, where 81 residents, 
including 54 tradesmen, have signified their intention of beooming 
consumers It was stated that in 1912 the Council would exercise 
its right to take over the power station erected by the Grimsby 
Btreet Tramway Co. for £17,000, less depreciation. It was also 
intimated that new property being erécted was being wired in 
anticipation of the scheme going through. There was no 


opposition. 


Continental Notes.—AvsTRO-GERMAN WATER-POWER 
Drsrors.—A new difficulty has arisen in recent months in con- 
nection with the proposals for the utilisation of water-powers in 
Bavaria for State and private purposes, in consequence of differences 
of opinion between Bavaria and Austria in regard to sovereign 
rights and obligations in respect of the ait La territory. 
Austria claims the right of artificially diverting waters g 
in Austria and flowing over into Bavaria, but the latter 
country disputes the p of the right. If the dispute 
were a theoretical one the solution could be left for the distant 
future to solve. But Austria seems to make the supply district of 
the Chiemsee a serious matter, and to desire to withdraw about 
one-third of the water-power of the Alz. Во long as this danger 
threatens, it is considered that no industrial undertakiog 
wil be willing to assume а oonoession for the use of water- 
power in the country. The Badische Anilin und Sodafabrik has 
for years been seeking a concession for the erection of nitrogen 
works by the use of a portion of the fall of the Als, which is the 
second largest water-power in Germany. The Government made 
inquiries of manufacturers as to their prospective demands for 

wer, but these were unsatisfactory, and it then seemed as if the 

aden company's application would be granted. In the meantime 
the dispute has arisen with Austria, and although the subjeob was 
discussed several months ago in Vienna between representatives 
of both Governments, no progress was made towards a settlement. 
It is believed that Prussia is also interested in the question, 
although to а less extent than Bavaria, and the hope is expressed in 
the latter country that Austria will consent to have the problem 
. referred to the Hague Court of Arbitration for decision. i 

BELGIUM —A large electricity generating station has jast been 
completed and put in operation at the works of the Societe 
Metallurgique du Hainaut, at Charleroi. The plant includes 
two 1,250-H P. gas engines. ' i 


Dundee.—Mr. Richardson, the Corporation electrical 
engineer, reported to a meeting of the Public Health Committee 
that there was reason to believe the material used for the electric 
lighting of King's Cross Hospital was not up to specification. Mr. 
Richardson was instructed to enforce the carrying out of the terms 
of the contract. | 


Eccles.—The T.C. has fixed the following scale of charges 
for meters :—24-ampere, 18. 6d. per quarter; 5-ampere, 1s. 6d. ; 10- 
ampere, 18. 61. ; 20-ampere, 2s.; 40-ampere, 28. 6d.; 80-ampere, 
4s. ; 120-ampere, 4s. 61.; 200- ampere, бэ. 


Hall.—Messrs. Wray & Sanderson have applied to the 
T.O. fora supply of electricity in bulk to their works in Morley 
Btree 


The E.L. Committee has voted £50 for the purchase of small 
apparatus for heating and cooking by electricity, with a view to 
popularising the use of the supply for these purposes. 


India.—The Punjab Chamber of Commerce has decided 
to address the Punjab Government with & view to obtaining certain 
amendments in the Indian Electricity Act of 1903, which would 
have the effect of facilitating the supply of energy by overhead 
transmission wires, especially where it is necessary to pass over 
private property. 


Japan.—It is announced that the Tokio Electric Light 
Co. has decided to increase the capacity of its hydro-electric plant 
from 35,000 н.Р. to 50,000 n.». 


Kingston-on-Thames.—At the last meeting of the 
Council the 15th annual report of the borough electrical engineer, 
Mr. J. E. Edgcome, was presented, and showed a deficit balance of 
£1,251 on the year’s working. The receipts fell from £11,190 to 
E10, 987, while the expenditure had risen from £12,074 to £12,289. 
The decrease in íncome was ascribed to metallic-fllament lamps, 
and the reduction in the price of current for motor and heating 
purposes, while the increase in the expenditure was put down to 


the fact that, by direction of the L.G.B., the payon of employés 
was charged to revenue account, whether the staff were employed 
on works of a capital or a revenue o 


Lees.—The Oldham T.C. has applied to the U. D. C. for 
fot consent to its supplying energy in tbe district, there being pro- 
spective consumers. The U.D.C. has decided to ascertain what 
consideration Oldham is prepared to pay for the privilege. 


London.—HaMwwERsMITH. — At a recent Guardians’ 
meeting the question of electricity supply to the Infirmary came up 
for discussion. One of the Guardians, a Mrs. Graves, thought it 
would be useful if a committee of women was appointed, as men 
had € considering the matter for 18 months with practically 
no result. 

STEPMEY.—We are informed by Messrs. Bruce Peebles & Oo., 
that the 2.000-Kk. v. A. turbo-alternator at the B.C.’s new station at 
рн! иш is a Willans-Bruce Peebles set, and not as stated 

wee 


Luton.—The adjourned L.G.B. inquiry into tbe applica- 
tion for & loan of £11,707 for electricity purposes, was held on 
October 26th. The Inspector (Mr. H. R. Hooper) had reported to 
the Board with respect to £7,207 for buildings and machinery, 
leaving for farther consideration the item for mains, in order that 
the suspense accounts might be made up to April 1st of this year. 
The application was not increased by £3,000 for mains, and, as a 
result of the suspense account submitted, £646 14s. 5d. was struck 
out of the proposed loan. The Inspector said he thought they now 
had a perfectly fair basis to start upon. 


Navan.—The scheme for the electrical lighting of the 
Union, recently formulated by Mr. A. Scott, Dublin, has been sub- 
mitted to the L.G.B. The U.D.O. is applying to the B. of T. for a 
porn order empowering the Council to supply electricity in 

ts jurisdiction for public and private purposes. 


Newcastle (Staffs.).—At a recent meeting of the 
Council a question was raised as to whether Mr. de Rensi was the 
electrical engineer to the Oouncil or not. It appeared that every 
member of the Committee thought be was, but no minute confirming 
the appo niment could be unearthed, so eventually the Mayor tried 
to settle the matter by adding toa report, Mr. de Rensi is hereby 
appointed electrical engineer of this borough." This apparently 
easy way out of the diffculty was, however, disallo on the 
vote. 


Portsmouth.—At a meeting of the T.O. held on 
October 26th, the Hleotrlo Lighting Committee submitted the 
report of the consulting engineers on the contract of Messrs. 
Willans & Robinson, for the supply and erection of a 1,000-xw. 
alternator and condensing plant, and recommended that the firm 
be required to raise the efficiency of the plant to meet the require- 
ments of the contract, and that the maintenance guarantee be 
extended for a period of four montbs. It was also recommended 
that four superheaters be installed at а cost of £713. 

The Finance Committee has purchased £2,500 worth of Ports- 
mouth Corporation stock at 872 per cent. as an investment for 


. the Electric Light Committee's reserve fund. . 


Reigate.—The T.C. has applied to the B. of T. for 
permiesion to supply electricity outside the borough. A prospective 
consumer has agreed to bring his cable up to the terminus of the 
Council's cables, and thus there will be no capital expenditure on 
the part of the Council. 


Royton.—The U.D.O. has definitely decided to allow 
Oldham T.C. to supply electricity in the Royton area. 


St. Helens.— In order to supply energy to the Sherdley 
Colliery, the Electricity Committee of the T.O. has decided to 
extend the overhead feeders from Sherdley Glass Works. 


South Africa.—At a Council meeting held at Benoni 
(Transvaal) on September 30th, it was agreed to accept an offer 
from the Kleinfontein G.H. Oo. to supply current at 24d. per unit 
at the switchboard for seven years. A similar offer was made by 
the Victoria Falls Power Co. 


Spalding.— The canvas of the compulsory area for pro- 
bable consumers of electricity has not proved very satisfactory, and 
the үре has decided to ask the В. of Т. for a further extension 
of the order. 


Stevenage.— With reference to the transfer of 'the E.L. 
order, a syndicate has informed the U.D.C. that it will canvass the 
district with the object of ascertaining the prospect of providing 
an installation. If the results are favourable, it will take over the 
order on a 14 years' lease, under certain conditions. 


Wimbledon.—The T.C. has approved of the specification 
submitted by the B.T.-H. Oo. for a horizental Curtis turbine to be 
substituted for the vertical turbine recently installed by the firm. 

The borough electrical engineer reports that the Howden 1,000- 
kw. turbo-alternator was completed and in working order on 
October 7th. The question of enforcing payment of penalties for 
non-completion within the specified contract time was left over for 
further consideration, 
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“TRAMWAY and RAILWAY NOTES. 


Aberdeen. The Electricity Committee has considered: 


the remit made by the T. C. in regard to enforcing the arbiter's 
award between the Corporation and the Suburban Tramway Oo. as 
to price charged for energy. It was agreed, in the first place, to 
take the necessary step of obtaining the approval of the B. of T. 
before enforcing the award. 


~~ 


Belfast.—At the quarterly meeting of the Corporation on 
the 1st inst., various matters in connection with the tramways were 
discussed, and amongst others it was suggested that & line should 
bs constructed to the top of the Cave Hill, the old world fortress 
which looms over the city, and which stands over 800 ft. above its 
level. Extensions of the system on the Donegall Road, Ravenhill 
Road, Shore Road, Ligoneil line, and Old Park Road, were urged 
by various members, and it is known that some of these will be 


attended to in the near future. It is a wonder that no effort has 


been made to construct a line to the top of the Cave Hill,a place 
which is constantly patronised by those who cin do the stiff walk 
required to reach it. 


Blackpool.—At the meeting of the T.O. on Tuesday, 
Alderman Brodie (chairman of the Tramways Committee), stated 
that up to the end of September the takings on the cars were 
£1,700 ahead of last year, and during the first fortnight in October, 
there was a falling off of £300. Up to Thursday night there was, how- 
ever, a wonderful change, for the receipts showed an increase of 
£4,000 on the corresponding period of last year. There was no 
doubt the flying week had brought them an extra £2,000. Several 
months ago tbe Tramways Committee introduced an innovation by 
providing for children to travel free on all the cars on Wednesday 


afternoons, the only stipulation being that they should be accom- . 


pauied either by their parents or guardians, and Alderman Brodie 
said they might almost allow everyone to ride free in the winter, as 
the receipts were comparatively small, 


Brazil.—Serious disturbances occurred in Bahia on 
October 7th and 8th, owing to a car belonging to the Light and 
Power Co. having knocked down and killed a blind man who was 
crossing the street. The people in their indignation attacked 
various tramway stations and upset a number of cars, setting fire to 
several and throwing parts into the sea. The offices of the com- 
pany were attacked, and one of the engineers ia self-defence shot 
one of the crowd and injared several persons. The damage to the 
company's property is estimated at several hundred pounds, but it 
is believed that the company will ask for indemnifi:ation from the 
Government of the State of Bahia. | 


Continental Notes.—France.—The Paris, Lyons and 
Mediterranean Railway Оо. intende, in conjinction with the 
Elektricitats-Gesellechaft Alioth, of Basle, to convert the main line 
section between Cannes and Ventimiglia to electric.traction. A 
short section from Frasse to Mouans-Sartoux will be equipped at 
once for experimental purposes, This section is specially suitable 
on account of its having gradients and sharp curves, and the fact 
that there is not much traffic on this part of the system. An over- 
head eqaipment for 12,500 volts single-phase will be installed on a 
new multiple catenary system. Wooden poles ate to be used on the 
experimental section, but eventually steel girler supports will 
be adopted. The first locomotive will have four driving axles and 
a bogie truck at either end. It will be about 65 ft. long, and will 
weigh 140 tons, the drawbar pull will be some 16,000 lb. at 
36 miles per hour, and 10, 600 Ib. at 62 miles per bour. The alter- 
nating current is to be converted to continuous current on the 
locomotive at any presture up to 600 volts. Each driving axle will 
be geared to a 450-н.р. continuous-current motor. 

It is stated that the Chemin de Fer du Midi has given out con- 
tracta for the conversion to electric working of 400 km. of main line 
between Bordeaux and Toulouse, a single-phase system at 15 cycles 
being adopted. 

According to the daily papers, on Satarday last ап electric train, 
ranning at high speed down a hill between Villefranche and Bourg- 
Madami, in the Pyrenees, left the rails owing to the driver having 
lost control, and fell into a ravine. Six-psrsons were killed and 12 
injured, all!being railway employés who were testing the line, 
which is not yet opeu for public traffic. 
Major Gisclard, one of the engineers to the line. 

Gesmany.—After remaining in abeyance for several years, the 
scheme for the construction of an electric railway between Cologne 
and Dasseldorf, with the privilege of utilising the tramways in each 
town, has made а certain step forward. The Prussian Minister for 
Railways has just declared himself prepared to entrust the project 
to private enterprise and to seek a royal concession for the purpose. 
As applications for a ooncession have been made by the two towns 
and by the large electricai firms, including the A.E.G. and the 
Bergmann Electricity Worka, it will be necessary for these to com- 
bine their respective interests before the actual concession ie pro- 
ceeded witb by the Minister. 

AusTBIA-HuNGARY.—Permission has been granted to the 
Abbazianer Blektrisitiite-und-K leinbahngeeellachaft, Vienna, for the 
extension of the Abbazia-Mattuglie electric railway to Lovrana via 
Volosca and Abbazia. 

A scheme for the contruction of a narrow-gauge electric railway 
between Grein and Gross Gerungs is at present under consideration. 

BELGIUM.—A new line of electric tramway in Brussels, between 
the Bourse and the Place des Gueux, was opened on Saturday last. 


Among the killed was 


— 


Darcy Lever.—The work of constructing tramways 
between Bolton and Darcy Lever village will shortly be commenced, 
the necessary surveys having been made. | 


Dunfermline.—The Dunfermline and District Tram- 
ways have now been completed and inspected by the B. of T. The 
company is to employ about 20 cars. 


Liverpool.—The City Council, at the meeting on 
October 28th, passed a resolution to apply for sanction to the 
borrowing of £10,000 for the provision of additional cars for the 
electric tramway service, and, in reply to questions, the Ohairman of 
the Tramways and Electricity Oommittee (Sir Charles Petrie) 
stated that the Oorporation had been making itsown cars for the 
last seven or eight years. Mr. H. R. Rathbone hoped that they 
would have an opportunity of discussing the question whether these 
new cars should be made municipally or by contract. It was an im- 
portant question which they could not taks for granted. They 
ought to have a report as to what the cars had cost and what they 
would have cost had they been constracted on contract. 


Morecambe.—The T.O. has applied for a loan of 
£3,465 for the tramway permanent way. | 


Japan.—According to a local newspaper, a company is . 
to be floated, with a capital of 2,000,000 yen (about £200,000), to 
construct and work an electric railway to ran for a distance of 
some nine miles in thesuburbs of Tokio, and to be connected 
with the Tokio Railway at Otaska.— Board of Trad: Journal. 


.London.—In July last the L. C. C. decided to apply for 
authority to constract certain new tramways moa in North 
London, at a total cost of £856,910. Since that date farther pro- 
posals have been considered, and it is recommended that 15 miles 
„of additional track in North London, to cost £328,695, should be 
оне This estimate does not include sub-stations, their 
equipment, and cars, or certain widening expenditure. The High- 
ways Oommittee further proposes that the Mitcham Jane 
(Streatham) Garret Lane (Tooting) and Rainton Road to Chapel 
Btreet аи tramways should be proceeded with, these lines 
being authorised by Parliament. | 

Conciliation Boards are to be established for the tramways for 
the (1) traffic; (2) rolling stock; (3) electrical; and (4) permanent 
way and building departments. On each of the fi est two the men 
will have six representatives, aad nn each of the others, three. 

A regular experimental electric train ssrvice was started on 
October 29th, bstween London Bridge and Victoria Stations of the 
Brighton Co.; the service will бз continued every week-day 
between 8 p.m. and 3 am. Experimental running has, of courss, 
been in progress for some months during the day. 


Pontypridd.—The receipts of the Council tramways 
have rscently dropped considerably, and the manager (Mr. J. E. 
Teasdel) attributes the deorease in part to the operation of the 
Mines Sight Hours Act. The hours for the use of workmen's 
tickets having been extended, the ordinary traffic has been affected, 
and working expenses have at the same time been increased. The 
average weekly receipts have dropped by about £7, compared with 
last year s. l 


Rawtenstall.—The T.C. has unanimously decided to 
takesteps for securing powers to construct and work an electric 
tramway in Lumb Valley, from Waterfoot to Dean Lane—2 miles. 


Rhondda,—The U. D.C. has decided to apply for Parlia- 
mentary powers for the construction of tramways to Mardy, 
Blaenrhondda&, and Williamstown, aad to lease the powers to а 
company. 


South  Africa.—The Transvaal Government bas 
approved of the electric tramway scheme proposed by the Pretoria 
-Municipality, provided that the system be constructed and con- 
ducted in conformity with the B. of T. Rules. The scheme is 
estimated to cost £160,000, and the Works Committee is authorised 
to call for tenders for such part of the work as it considers should 
be done by contract. 


Stirling.—At the annual meeting of the Stirling and 
Bridge of Allan Tramways Co, which clings to the old-fashioned 
horse, a shareholder asked if there was no possibility of introducing 
another system of traction. Mr. T. A. Mortimer, of Rhynd, Dun- 
fermline, the chairman, said that on two occasions they had pro- 
visionally sold the company for the purpose of haviog the tramways 
electrified. He thought the present rails could carry a light motor 
quite well. Mr. Headerson, the mansging director, had been asked 
to make inquiries. A shareholder said that with a better system of 
traction they could double their dividends. The matter was left in 
the hands of the directors. 


Sunderland.—The D. of T. has sanctioned the doubling 
of the track in Ryhope Road, Sunderland, from Villette Street to 
Spelter Works Road. This will enable an improved service to be 
run, The work, it is expected, will be commenced after the new 
year. 


United States.—The Westinghouse Co. is stated to have 
secured the contract for two 25,010-н P. water turbines coupled to 
15,000 kw. generators for installation in the Edward's River power 
house of the Rock Ieland Southern Railway. 

The Chicago Railways Oo., operating over 170 miles of street 
tramways, has, since the present season commenced, built over 9) 
miles of track, which is considered a record for this class of work. 
The company has 650 pay-as-you-enter cars in service; 457 other 
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cars are being remodelled to this type, and 350 additional cars of 
this type are on order. 

It is reported, says Electric Traction Weekly, that a consolidation 
of Chicago public utility corporations is being planned by a group 
of Ohicago and New York financiers—the total capitalisation 
representing 300 million dollars, It is proposed to consolidate the 
street cars, the elevated railroads, the Commenwealth-Edison Co. 
and subsidiary electric supply intereste. 

The Illinois Central Railroad directors have passed a resolution 
deferring electrification of the Ohicago suburban service until “ such 
time as a continued study of the subject can intelligently deter- 
mine the propor line of procedure." Upon learning this decision 
the Chicago City Oouncil is reported to bave drafted an. ordinance 
with the intention of compelling the electrification of all the steam 
roads in the city within two years, and prescribing a penalty of 
$100 for each day's delay in submitting plans, over six months from 
notification, The Railway Co. asserts that the traffic density is not 
вой зіепё to enable electrical working to pay; it also points to the 
lack of interchangeability and trouble caused from it, on the New 
York Central and New Haven lines at New York, which conditions 
it is not desired to have at Chicago. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Commonwealth Government has accepted 
a motion to the effect that wireless stations should be established 
round the coasts of Australia. An allowance of £10,000 has been 
made in the Estimates, for which, it is expected, two stations can 
be erected, one at Sydney and ths other at Fremantle or Rottnest. 


Cables Interrupted .— 


Sitka-Valdes... T s October 28th. 
Lowestoft-Em ien eos „ 30th. 
Balikpapan-K wandang November Ist. 


Canada.—On October 18th the Canadian Pacific Railway 
placed in operation a telephone wire from Cartin, in Ontario, to 
Brandon, in Manitobs, a distance of 1,045 miles. This is the 
nucleus of a system which will stretch from the Atlantic to the 
Pacific, with telephones along the company's branches, For the 
time being the wire from Cartin to Brandon will be used for 
emergency purposes only, but it is possible that the company will 
utilise it for dispatching trains before long. Every station and 
section house between Cartin and Brandon is a telephone exchange, 
and, in addition, each train will be fitted with apparatus which 
wil enable thé conductor to obtain connection with the nearest 
town from any point along the line in the event of an accident. 
The company is also installing a similar wire between Swift 
Current and Medicine Hat, and it is expected that this section will 
be linked up with the line now completed before the end of the 
year. ` 


Long-Distance Telephones.—The Swedish Board of 
Telegraph Commissioners has obtained permission from the Govern- 
ment to purchase for kr. 25,000 the long-distance telephone invented 
by. Messrs. Egnér & Holmström. It is stated that conversation is 
possible with this device over a distance of 3,000 to 4,000 km. The 
Ericsson Co. has secured the patent rights for a new strong -current 
microphone for long-distance telephony, which, it is said, permits 
of iron being used more freely than hitherto, instead of copper 
wires,— Affärsvärlden. | 


The New Argentine Cable.—A Buenos Ayres German 
dent confirms the report already announced by telegraph 
to the effect that the Western Telegraph Co. has been granted by 
the Argentine Congress a concession for the establishment of a 
direct cable between that country and Ascension, and states 
that the scheme was only a pretext to secure a cable monopoly. The 
monopoly, which was originally of practically unlimited duration, 
has зеп restricted (э 25 years by the addition of a fresh clause by 
the Ohamber, and it is also expressly declared that the company’s 
privileges do not apply to wireless telegraphy. If, therefore, the 
German cable which is about to be laid to North Brasil cannot be 
extended to Rio de la Plata, the correspondent remarks that the 
way is still open for the eventual establishment of competition by 
means of wireless telegraphy. 


Postal Telegraphs.—The report of the Postmaster- 
General, just issued, shows that during the year 1928-9 84,825,000 
telegrams were transmitted, a decrease of 13 percent. The total 
number of telegraph offices is now 13,490. The number of foreign 
telegrams, inward and outward, was upwards of 9,421,000, an 
increase of more than 274,000. Twenty-eight licences, covering 48 
installations, were granted for experimental wireless stations. The 
trunk telephone exchanges open numbered 598, an increase of 47; 
during the year 141 trunk circuits were opened, making a total of 
2,526. The capital expenditure on the trank telephone system was 
increased by £736,138 to £4,682,796. The total number of con- 
versations over trunk lines was 23,502,024, an increase of 6 86 per 
cent. The gross revenue from inland calls was £573,883, an increase 
of 7°25 per cent., and the average receipts per conversation were 
5:864. Continental calls brought in a revenue of £22,125, an 
increase of £938. 

The telegraph revenue of the year was £3,099,724, a decrease of 
£1,216, the expenditure, including interest on purchase capital, 


was £4,218,659, an increase of £44,776. The telephone revenue 
was £1,522,442, an increase of £139,262, and tbe expenditure was 
£1,567,570, an increase of £133,219, leaving a ‘net deficit of 
£45,128. | 

There are now 25 commercial, 11 private, and 164 experimental 
wireless stations in the United Kingdom. 

Tbe underground telegraph line between Glasgow and Edin- 

bargh is practically complete; the line running south from 
Newcastle has reached Stockton--on-Tees; that to the west, 
Pensance; and the extensions from Birmingham and Bristol have 
reached Worcester and Barkeley. It is intended to provide under- 
ground connections with the landing places of the principal sub- 
marine cables to the Continent. 
. "The total number of British merchant ships now equipped with 
wireless apparatus is over 100, most of them being Atlantic liners. 
Tne Iaternational Radio-Telegraphic Convention has worked 
smoothly, and its effect has been distinctly advantageous to the 
Marconi Oo., which has co operated loyally with the Government 
in carrying out the provisions of the Convention. The number of 
outward radio-telegrams dealt with during the year was 1817, and 
inward 22,732. 

D the year 109 P.O. telephone exchanges were opened in 
the provinces, and 55 public call offices connected with the trunk 
system. Namerous additions have been made to the rural call offices, 
which are terved by adapting existing telegraph wires for local 
telephone working. 

The total number of subssribera to the P.O. provincial telephone 
exchanges at the end of March, excluding Glasgow and Brighton, 
was 12,618, аз compared with 11,579. The number of subeoribers 
in Glasgow was 8,525, and the number of stations 15,595; at 
Brighton the numbers were 1,211 and 1,721. At Glasgow a new 
P.O. central exchange of the latest type is being constructed at a 
cost of £100,000, to accommodate 10,000 lines; when this is opened, 
the present exchange purchased from the Corporation will be 
closed, as it is worked on the call-wire system, and cannot meet the 
increasing requirements of the service with efficiency or 
economy. | 

The Hull municipal telephone system has 2,445 telephones 
(1,850 lines) connected, and that at Portsmouth 2,666 telephones 
(1,987 lines). | 

The rental of private wires provided by the Post Office amounted 
to £195,243. The London P.O. telephone service comprised 55,125 
telephones and 682 call offises, with 2,417 miles of undergroand 
pipes, and 447,797 miles of wires; 124,571 miles of wire were 
reated by the National Telephone Co. Royalties for telephone 
licences amounted to £293,828 from the National Telephone Co. 
and to £2,618 from other sources. | 

The mileage of wire in the Post ОВ зе system now amounts to 
304,562 for telegraphs, 548,694 for telephones, and 193,656 for 
private lines—total 1,046,912 miles—of which 412,434 miles are 
aerial, 623,930 underground, a ad 10,548 submarine. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— VIOrORIA.— Electric lamps for the P. M. G. 
Bee “ Official Notices October 15th. 

Mz.souans.—Feraary 2204, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydney, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 

MELB DUgnR.— Telegraph and telephone material, for the P.M.G. 
See Official Notices” October 29th. d 


Austria.—The Austrian State Railway authorities in 
Innsbruck have just invited tenders for an installation of electric 


lighting at the railway station at S:hwarzich-Bt. Veit. 


Belgium.—December 31st. The municipal authorities 
of Japille are inviting tenders for the concession for the lighting of 
the little town by gas or electricity. 


Birmingham,—November 6th. Electric cables, lamps 
and sundries, for a year, for Cadbary Bros., Bourneville. (Forms 
Nos. 3 and 4; applications for forms to be made by letter by 
November 6th.) | | 


Bolton.—A correspondent says that the Tramways 
Committee will, ere long, be in the market for additional cars. 


Bradford.—November 18th. General stores for the Tram- 
ways Department for a year (returnable deposit of £1 18.). Tram- 
way Offices, 7, Hall Ings, Bradford. 


Bury.—The Tramways Committee is in the market for a 
motor tower wagon, 
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Canada.—MonTrEeaL.—Tenders are being called by the 
Saraguay Electric and Water Oo. for turbo-generators of 2,000 xw. 


capacity. Proportiopate increase of power-house boilers and other 


equipment will be made likewire. Charles Brandeis, consulting 
engineer, 4, Phillips Place. 

Ottawa.—November 25th. Tenders are invited for the packiog of 
material and supplies for points along the Yukon telegraph line 
between Quesnelle and Atlin, in the course of the season of 1910, 
1911 and 1912. See this column for October 29th. 

NaLsoN.—The street railway by-law was carried almost unani- 
mously. The company's plans as to initia] equipment and extension 
comprise :— Motor- generator set, including sheds, switchboard, and 
necessary cable from sub-station to trolley lines, $11,000; two 
double-truck four-motor cars and two trailers, $12,000 ; car barns, 
machine shop, and full line of repair parts, $2,500 ; rotary broom, 
and apparatus necessary to attach same, $1,200 ; belt-line extension, 
$16,000 ; total, $43,700.— The Canadian Engineer. 


Doncaster.— November 8th. Laying steel rails, perma- 
nent way construction, for two additional tramway passing-places, 
Bentley route, for the T.O. Borough Surveyor. 


Dublin.— November 29tb. General stores for the 


гаша United Tramways Со. (1896), Ltd. See “ Official Notices” 
е J. 


Dundee. — The Corporation electricity department invites 
offers for the supply of a motor vehicle suitable for dealing with 
the transference of stores, dc. W. H. Blyth Martin, Town Clerk. 


Eccles.—A correspondent understands that the Electricity 
Committee is in the market for electric heating apparatus. 


Edmonton.—November 23rd. Electric light ard power 
installation at the new infirmary. See ''Official Notices" to-day. 


Germany.—November 13tb.. The State Water Engineer- 
ing authorities at Brunsbuttelkoog are inviting tenders for the 
supply of 24 electrically operated centrifugal pumps. 

November 15th. — The municipal authorities of Forbach are 
inviting tenders for the corstruction of an electric tramway in the 
town. 


India, — LuckNow.—December 31st. 
Board invites proposals for su 
gas. 


The Municipal 
ly of electrical energy, coal or oil 
Bee this column for October 29th. 


London.—L.C.0.—Covering with asbestos tape about 
22 miles of lead-covered high and low-tension electric cables in 
manholes. See “Official Notices” to-day. 


Mexborough.—November 6tb. Wiring skating rink. 


(Returnable deposit, 2s. 6d.) J. Willis, jun., 100, High Street, 
Mexborough. 


Sherburn (Co. Durham).—November 6th. -Electric 
light installation for the main portion of the parish, for the P.C. 
A. Btanley, clerk, Leamside, Fence Houses. 


Turkey.—November 80th. The municipal authorities of 
Broussa are inviting tenders for the concession for the establishment 
of a central electric lighting station and a system of electric tram- 
ways in the town. 


Warrington.— November 19th. Telegraph materials for 
a year, for the Cheshire Lines Committee. B. Saxon Barton, Stores 
Superintendent, Cheshire Lines, Warrington. 


OLOSED. 


Bury.—The Electricity Committee has accepted the 


п of Messrs. E. Green & Sons, Ltd., for economisers for the 
works. 


Canada.—Toronto.—The contract for one 650-K w. 
120-R. P. M. eagine-type alternator, together with switchboard, steam 
driven exciter and motor-generator set, has been awarded to tbe 
General Electric Manufacturing Co., of Sweden, through their 
representatives, Messrs. Kilmer, Pullen & Burnham, Toronto. 

CarGaRY.— The order for four 750-K vA. water-cooled step-down 
transformers for the Calgary Power and Transmission Co. has also 
been awarded to the General Electric Manufacturing Co., of Sweden, 
tbrovgh the same firm. 

The contract for about 8,000 lb. of wire, for the balance of this 
years electric light work at Calgary. was let to the CanaJian 
General Electric Co., who have just opened a branch in Calgary, at 
%17 20 a bund red, with a discount allowance of the half of 1 per 
cent. for 30 days’ cash. The tender of tbc North-West Electric Co. 
was 81770 with no discount, and that of the Enterprise Electric 
Co. 818.50, All these prices are f.o.b. Calgary.— 7/4 Canadian 
Engineer, 


ы, 


Electric Crane Contracts, — Messrs. Royce, Ltd., 
Trafford Park, Manchester, report that they have recently booked 
the following orders:—Two 45-ton overhead electric cranes for 
Oanada ; two 125-ton electric cranes for a Japanese Dockyard ; and 
23 electric capstans for the Clyde Navigation Trustees, 14 of the 
latter being of the '' Royce " patent free barrel type. 


Heywood.—The Electricity Committee has accepted the 
tender of Mr. Thomas Hollinrake for 2,000 tons of coal. 


Portsmouth.—The T.C. has accepted the tender of the 
British Thomson-Houston Оо. to supply 8-с.р. and 16-0 pP. incan- 
descent lamps for the ensuing 12 months, at 5s. per dozen. 


South Africa.—DuRBAN.—At the Council meeting held 
on October 7th the tender of Messre, C. A. Parsons & Co. was 
accepted for the supply of a turbo-geuerator set, at a cost of £6,250. 

The following tenders were also accepted for cable:— 

Henley's Telegraph Works Co.—1,900 yards °76 sq. in. L. r. cable, at £50)' 


7,000 yards 25 sq. in. L.T. cable, at £1,185. 
A.E.G. Electric Co.—880 yards 5 sq. in. vulcanised rubber cable, at £142. 


Stockport.—The T.C. has accepted the tender of 
Messrs. W. A. Shaw & Oo., of 6, Warren Street, Stockport, for 
electrical supplies to the sewage outfall works. 


Turkey. — CONSTANTINOPLE. — According to a special 
dispatch from Constantinople to the Financial News, it is now 
reported that among the firms which have submitted tenders for 
the construction of the telephone installation (to which we recently 
referred in Notes on Trade Abroad”) are the following:— 
Antwerp Telephone Co., Antwerp ; Deutsche Telephonwerke, Berlin; 
Siemens & Halske, Berlin; Milde et Fils, Paris; Brenon, Paris; 
Société Gécérale de Télégraphio de l'Est, Constanka ; Skon Skira- 
kian, Constantinople; and several English firms. ‘No decision 
has been arrived at yet by the Turkish Government, but it is raid 
that the offer of & French firm is likely to be accepted." 


Wordsley.—Staffs. Education Committee has accepted 
the tender of Messrs. Whittaker Bros., of Dadley, for installing 
the electric light at Wordsley Schools, at £84, and for mains, at £17. 


FORTHCOMING EVENTS. 


Aesooiation of Teachers In Teohnical lagtitutions.—Satarday, November 6th. At 
p. m. At St. Bride Institute, E.O, Annual meeting. 


institution of Mechanical Engineers (Graduates Association).— Monday, November 
8th, At8 ро; Paper on The Oommeicia! Testing of Railway Materials, 
by Mr. T. H. anders. 

institution of EKieotrioa! Engineers (Manchester Зірок! Seotion).—Tucsdsy, 


November 9th. At 7.30 p.m. At the Mosley Hotel, Manchester. Buppet 
and smoking concert. 

Institution of Civil Engineere.—' Tuesday, November 9th. At 8 pm. Pa 
“The Single-phase Electritication of the Heysham, Morecambe Lan. 
caster Branch of the Midland Railway," by Messrs. J. Dalziel snd J. 
Sayers; The Equipment and Working Results of the Mersey Railwsy 
under Steam and Electric Traction," by Mr. J. Shaw; and * The Effect of 
Electrical Operation on the Permanent-way Maintenanoe of Railways. as 
illustrated on the Tynemouth Branches of the North- Eastern Railway," by 
Dr. C. A. Harrison. 


Institution of Electrical Eegineers (London).— Thursday, November llth. At 
8 p.m. Opening meeting. At the Institution of Civil Engineers, Pres: 
dential address by Dr. Gisbert Kapp. 


Institution of Electrical Engiaeere (Birmingham Seotion).—Friday, November 19. 
At 7 for 7.16 p.m. At the Grand Hotel, Birmingham. Annual dinner. 


| Seolety.—Friday, November 19th. At8 p.m. At the Imperial College 
of Science, South Kensington, S. W. Paper on Some Further Notes on the 
Physiological Principles underlying the Flioker Photometer, by Мг. J. B. 
Dow, and other papers. 


duntor Institution of Eapiasers.— Tuesday, November 16th. At Bp.m. At the 
Royal United Service Institution, Whitehall. Presidential address, on 
„Recent Warship Machinery,” by Engineer Vice-Admiral H. J. Oram. 


llipminating Engineering Soolety.—' Thursday, November 18th. At g p.m. At the 

Royal Society of Arts, 18, John Street, Adelphi, W. Opening meetiog. 

паша address by Prof. Silvanus P. Thompson, D.so., F. R. S., first 
esident. 


THE ELEOTRICAL ENGINEERS 
(LONDON DIVISION). 


Tur following orders are issued for next week:— 


Commanding Officer—Cor. R. E. B. Свомртои, О.В. 
Monday, November 8th. —'* A Company, Technical drill, 7 to 9.80 p.m. 
Tuesday, November 9th.—'' B" Company. Technical drill, 7 to 9.90 p.m. 
Wednesday, November 10th.—Gymnasium, 6.80 to 9.80 p.m. 
Thursday, November 110, —' O” Company. "Technical drill, 7 to 9.00 p.m. 
Friday, November 12th.—" DP“ Company, Technical drill, 7 to 9.30 p.m. 


Saturday, November 18th.—" A " Company. Week-end run at Coalhcure 
Port. Parade at Fenchurch Street station at 8 p.m, Dress: khakis, with 
haversack and greatcoat ; knife, fork, and toiles requisites to be carried 
in haversack, Tickets will be isunod at the station before entraining. 


Р, Б. CAMPSSLL, Capt. R. B. and Adjutast 
For 0.0, B. B., L. D. 


(Bigned) 
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NOTES. 


Inqutries.—A correspondent wishes to obtain grinding 
machinery to convert a previously crushed crystal into a material 
of the consistency of French chalk. | 

The makers of “ Chain-o-lite" lamps are asked for—a series of 
spherical and oval lamps hooked together in the form of a chain. 


The Batti-Wallahs’ Smoker.—The first smoking 
concert of the P. & O. Batti-Wallahs’ Society was held at the 
Holborn on Monday, November 1st, Mr. C. L. Lichtenberg appro- 
priately being in the chair. A most pleasant evening was spent, 
and Me. Walter Waters delighted the audience with his humorous 
song, What's tha Use.” Mr. Davis rendered '' A Farewell” ex- 
cellently. Our old favourite, Miss Annie Bartle, was there, and 
Mise Mary Strangeways, while Miss Saidee Hamilton supplied 
humorous songs. Nor should we omit mention of Mr. Jas. Davis, 
Mr. Chas. Wreford and Mr. Harry Heap, all of whom, with Mr. 
Jack Treval, combined to make & full evening of song and humour 
such as we now expect at the meetings of this Society, which are 
always pleasant and free from stiff formality. 


Tramway Accident and Its Sequel.—Some time ago 
& man was kaocked down by a tramcar in the Harrow Road, and 
killed. The jury returned a verdict of Accidental Death,” but 
the tramway company discharged the driver, a man named Smales. 
A 16-year old son of the latter was overcome by the thought of the 
poverty which stared the family in the face, and after returning 
from church on a Sunday nignt, he committed suicide on the 
railway, leaving behind a pathetic letter, stating that he did it in 
the belief that the publicity that would be secured would obtain 
redress for his father. It was reported a few days later that the 
Metropolitan Tramway Co. had sent for Smales, and had given bim 
work as an examiner оѓ tramcar motors at the depdé. E 


Gas Out.—Last week a turncock, intending to cut off 


the water supply in a Sunderland street, turned off the gas instead, 
depriving the centre of the town on the south side of the river, as 
well as Monkwearmouth, Roker and Fulwell, of the supply, shortly 
after 6 o'clock in the evening. The mistake was rectitied in a few 
minutes, but its consequences persisted for a much longer period. 
All gas lamps went out, in the streets and indoors; the former 
were relighted by the gas company’s men, but great alarm was 
occasioned in houses, especially where the owners had gone out, 
leaving fires and lights burning. It was at once realised that, the 
gas having been turned on again unlighted, explosions in such 
houses would be inevitable unless immediate steps were taken to 
turn off the taps, and in many cases, says the Sunderland Daily 
Echo, neighbours in fear for the safety of their own houses got into 
vacant premises and turned the gas off, Fortunately, no serious 
results were reported, but it is obvious that widespread disaster 
might easily have occurred. No such risks attend the temporary 
laterruption of & supply of electricity, nor could it bs brought 
about by a careless turncock. 


Institution and Lecture Notes.—NonTH or ENc- 
LAND ImsTITUTE OP MININd AND MECHANICAL: ENGINEBRS.—Oa 
Baturday, October 23rd, a party of members visited the works of 
Messrs. J. H. Holmes & Co., Newcastle-upon-Tyne, to inspect the 
works, and in particalar to examine a selection of mining electrical 
machinery. This included a 20-m.P. haulage gear fitted with a slip- 
riog motor and speed control device, a number of squirrel-cage 
motors suitable for mining purposes, auto-transformers aud starters. 
A special feature was made of the Holmes-Page patent three-pole 
switch aud fase pedestal, which has been designed especially to 
meet conditions of mining practice, and is of the interlocked type. 

On Saturday last the members of the GLASdow UNIVERSITY 
Рнүзісаг Society visited the Blythswood laboratory and museum, 
Renfrew, which was founded and equipped by the late Lord 
Blythswood. | 

GLaSdow "TECHNICAL  CornLzGE бошто BoorgTy. — On 
Saturday last Mr. A. G. Oollis, A. M. L. E. E., read a paper on this 
subject, in the course of which he referred to the indifference to 
danger shown in many switchboard designs, and emphasised the 
strange ideas of economy prevalent in some stations, where the cost 
of the switchgear was cut to the lowest possible amount, although 
such extravagances as oak pannelling and mosaic floors were 
considered necessary. 

ASSOCIATION OF TEACHERS IN TEOHNICAL INSTITUTIONS.—The 
annual meeting of this Association will be held to-morrow, 
November 6th, at the St. Bride Institute, Fleet Street, E.C. The 
chair will be taken by Mr. J. Wilson, who 18 to be President of the 
Association for the coming year. The annual report of the Council 
will contain an abstract of the educational and professional work 
accomplished during the year, including the consideration of such 
questions as syllabuses in Applied Mechanics and Electrical 


Engineering, the Training of Craftsmen, the Preliminary Training 


of Technical Students, and Higher Education in London. 


Amongst professionel matters dealt with are registration of 


teachers, superannuation, legal matters and а minimum scale of 
salaries for teachers in techuical institutes. 

Rox. Soorsry or Agts.—Sir William White, the chairman of 
the Council, will open the new Session of the Society on November 
17th, with an address, the subject of which will be “ An Imperial 
Navy." Among the arrangements for meetings before Christmas 
are papers by Mr. T. Thorne-Baker оп Photo-Telegraphy,” and 
tbe Hon. Richard Clere Parsons on '' Resilient Wheels for Vehicles." 
There will be one course of Cantor Leotures by Mr. Obarles O. 
Turner, who will give a popular account of the progress which has 
been made in aeronantics, 


IwsrrTUTION оғ ExszorntcaL ENGINEERS.—AUí the opening 
meeting on November 11th, a marble bust by Hamo Thornycroft of 
the late Dr. John Hopkinson, F.R.S., who was president in 1890 
and in 1896, will be presented to the Institution by Prof. Bertram 
Hopkinton, on behalf of his mother, Mrs. John Hopkinson. 

Ixsrrruriox ОР ErEzorRICAL ENGINEERAS (LEEDS).—On Wednes- 
day last week Mr. W. M. Rogerson, chairman, delivered bis 
inaugural address, which consisted mainly of a retrospect of 
progress made in connection with electricity supply for lighting, 


power and traction. Оп Wednesday, November 17th, a paper is to 
be read b 


Mr. W. T. Maccall on Some Experiments on Single 
and Stranded Fases.” 

JUNIOR INsTITUTION oF EscINEEBS.—The annual general meet- 
ing of this Institution was recently held at the Royal United 
Service Institution, Whitehall. The Council's annual report, which 
was presented, showed that the membership had increased to 1,063. 
Nine ordinary meetings had been held, and 39 visite to works 
made, covering practically avery branch of engineering. The 
Sammer meeting in ths Midlands had proved very successful. 
Birmingham had been made the centre on account of the Iastitu- 
tion's first local section having been established there during the 
year. Mr. Geo. T. Ballock was elected chairman. The benevolent 
fund accounts showed that the amount standing to ite credit was 
£189. A paper was then read by Mr. T. A. Wateon, A. M. Inst. O. E. 
(member), on The Reinforced. Concrete Construction of the New 
General Post Office Buildings, London." On November 16th, 
Engineer Vire-Admiral Henry J. Oram, O.B., will deliver his pre- 
sidential address on Recent Warship Machinery.” | 

INSTITUTION OF MuNIOIPAL EmNGINEEBS.—The roll of the Iastitu- 
tion now numbers 719. It is considered advisable that a class of 
associate members be attached to the Institution, such associate 


members to be entitled to the privilege of corporate membership, 


and a clause in the by-laws in respect thereto is under con- 
gideration. 

N.E. Coast INSTITUTION OF ENGINEERS AND SHIPBUILDERS.— 
The new session opened on 29th ult. The report of the Council 


' Bhowed that the roll of members numbered 1,097. A paper on 


" Marine Boiler Design " was read by Mr. D. Myles, vice-president. 
_ Rovar Instrrution.—The Christmas Course of Juvenile Lectures 
will be delivered this year by Mr. William Daddell, F.R.8 , his 
subject being “ Modern Electricity." The course, which will be 
experimentally illustrated, commences ou Tuesday, December 28tb, ` 
at 3 o'clock, and will be continued on Deoember 30th, 1909, 
January 186, 4tb, 6th and 8th, 1910. | | 


Late Теса]. —Ілтноглте, Lro., v. HALIL.—In the 
Shoreditch County Court on Tuesday, before his Honour Judge Bray, 
Messrs, Litholite, Ltd., of 55, Hackney Grove, N. , manufaeturers 
of electric insulators, sued Mr. R. F. Hall, of 137, Saffolk Street, 
Birmingham, consulting engineer, for £30, money erpended and 
work done in connection with dies for electric insulators. The 
plsintiffs' case was that they supplied insulators made of litholite, 
which was a cheap substitute for vulcanite, to customers. They 
took an order from the defendant, he supplying the thing he 
required, from which they made the dies, When they had finished 
the work, however, he complained that the litholite was 
untultable for what he required the insulators for, as it '' roughened 
up.” They offered to put any defect right, as they were 
convinced their goods were of the best, but the matter dragged on 
until they were forced to sue. The defendant appeared in person, 
aud said that, when the traveller called upon him, he told him that 
he had got a special job on, and showed him what it was, asking 
him at the same time if he considered litholite would answer the 
purpose. He was assured that it would, and on that understanding 
he ordered the stuff, but he now found it of no service at all. He 
asked the plaintiffs if it was not a fact that they had some trouble 
with the Electrical Ignition Co. in a similar way. Plaintiffs’ 
representative said it was not so. They supplied some insulators, 
and after they had been used, the company complained of 
leakage of current across the surface. They could not make 
out. what had caused it, and it was some time before they 
discovered that there was a thin coating of lacquer on the 
litholite which contained carbon, and caused the surface 
leakage. They were under the impression at first that 
it was the dies that were wrong, but во soon as they found out the 
cause of the leak they paid £15 to the Electrical Ignition Oo., the 
whole of the cost they had been put to. That defect had now 
been remedied. The defendant said he had had to pay compen- 
sation to the people to whom he had supplied the goods, and he 
considered it very hard on himself. He was prepared to call 
witnesses as to this, aud also expert evidence, but a little later 
counsel for the plaintiffs mentioned to his Honour that the 
defendant was more inclined to settle the matter on the spot, and 
judgment was entered for the plaintiffs for £12, with £20 costs. 


Fires at Cable Factories.— On Wednesday morning a 
fire broke out at the works of Messrs. Connolly Bros, Ltd., of 
Manchester. Although rather serious damage resulted, the firm are 
making arrangemente so that little delay will be occasioned in the 
execution of orders, a8 they are able to utilise their branch works in 
place of the portion damaged. 

It is reported in the daily Press that on Saturday morning last a 
fire occurred at the Victoria Works, Charlton, of Messra. Johnson 
and Phillips, Ltd. One of the buildings used in one of the processes 
of cable manufacture is said to have been burned out, but an adjacent 
building used ай a strand shop was saved. 


To-day's Great Thought !—M.D. doesn’t mean medical 
doctor.” It stands for "Merry Devil"—Ds. WALFORD Bopis, 
M.D.. Ph.D, D.8o. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tranway and railway officials, to keep readers of the 
ELasOrRICAL Ruvinw posted as to their movements. 


Central Station Officials—Mr. J. кант, the 
senior shift engineer to the Hounslow electricity undertaking, bas 
resigned, and his place bas been filled by the promotion of Мв. 
GoLpina, second engineer. Mn. Woops, third engineer, has been 
given the second engineer's position, and Мв. FLETCHER, of the 
Nottingham and Darbyshire Power Oo., has been appointed third 
engineer. 

At Thornhill, recently, Мв. A. E. Watswaicut, of the Yorkshire 
Electric, Power Co., was presented with a Gladstone bag by the 
members of the staff on the occasion of his leaving the service of 
the company. Mr. Wainwright takes up the position of engineer- 
in-charge to the Stalybridge Corporation. 

We understand that Мв. Oswin Hawson, the electrical engineer 
for the Fleetwood Oouncil’s recently acquired electric light and 

wer und „ has been appointed general manager of the 

iverpool and District Electric Lighting Co. 


The staff of the Bridlington Electricity Works have presented 


an oak clock to Мв. Н. W. НАван, mains foreman, on his marriage. 
The Wrexham T.C. has increased the salary of Мв. W. J. 
Pick vanon, electrical engineer, from £225 to £250 per annum, as 
from April 1st. 
Мв. G. Fnaxcis, A. M. I. E. E, rolling stock superintendent with 
the Hastings Tramway Oo., was presented with a gold watch by 
the work staff, on the occasion of his leaving the company's service, 


General.—It is announced that Mr. Mervyn O'GonMAN 
has been appointed by the War Office to uadertake the organisation 
of the construction department at Aldershot for the manufacture of 
engines for dirigible airships and aeroplanes. 

Мв. Kioxr Ковові, chief electrical engineer of the Nji 

River Electric Co., at Kyoto, Japan, was at Niagara Falls last 
month, inspecting the works of the power companies, with a view to 
gathering information as to the installation and operation of power 
plants. The Canadian Engineer says that his company will constract 
the biggest plant in Japan. 

Ма. G. W. FABBALL, a member of the works staff of the Electric 
Construction Co.s works at Bushbury, Wolverhampton, was last 
week presented by the workmen of the Brush-gear department with 
a smoking cabinet on his retirement after being employed at the 
works over 20 years. | 

Ма. I. E. WiNsLow is removing his offices from 2), Bishopsgate 
Street Within to 8, Crosby Square, E.C., as from the 8:h inst. 


Obituary.—Tur Late Mr. MEphrnsr.—The inquest 
was held on Thursday last week into the death of Mr. F. Hastings 
Medhurst, which was referred to briefly in our last issue. A per- 
sonal friend said that the deceased gentleman ‘ burned the candle 
at both ends always," and in 1904 he was persuaded to go to Canada 
for his first holiday, after at least 10 years’ hard work. The 
evidence given by Mr. Medhurst’s father showed that he had several 
times tried to persuade him not to overwork himself. He was 
most ambitious He had been suffering from sleeplessness, and 
frequently after working all day had made night trips to Stafford 
in connection with his candidature. In a letter to the hotel land- 
lord, Mr. Medhurst asked that the cash found upon him should be 
divided between the waiter and chambermaid at the hotel, and that 
his cigarette case should be given to his valet. The jary returned 
a verdict of ‘Suicide during temporary insanity,” and expressed 
their sympathy with the relatives. А 

Мв. Јони E. Prroarns.—We regret to record the death, at the 
age of 59 years, of Mr. J. E. Pitcairn, J.P., who retired from 
active service under the Edinburgh Tramways Oo. in 1906, after 
being manager for 22 years. 

Mr. W. I. BucHaBAN.—Bhareholders and others interested in 
the British Westinghouse Electric and Manufacturing Co., Ltd., 
will have learned with regret of the sudden death in London last 
month of Mr. W. I. Buzhanan, who was for a time chairman of that 
company. Mr. Buchanan was a man of fine presence and person- 
ality and one of the best types of American statesmen. For 
several years he acted as deputy-cbairman of the company and as a 
director of some of its associated companies. 


CITY NOTES. 


Cape Electric Tramways, Ltd. 


IN their report for the year ended June 30th, 1909, the directors 
state that the profit and loss account, after providing for debenture 
interest and redemption of debentures, and taking into account 
the balance brought forward from last year, shows a balance to 
credit of £5,955, which has been carried forward. During the 
year the tramways carried in Cape Town 11,888,180 passengers, 


earning £117,715, against 14,742,155 passengers, earning £120,910 
in the preceding year. In Port Elizabeth 2,978,217 passengers 
were carried, earning £31,455 against 3,561,211 passengers, earning 
£37,048 in 1907-8. The dividends declared by the sub-companies 
amounted to £47,029, against £46,081 last year. This result has 
been obtained by stringent economies in the working of the under- 
taking, and in spite of a decreased traffic. The Cape Town system 
shows an improvement in the profit earned over last year. This 
increase is unfortunately almost counterbalanced by the decreased 
earnings of the Port Elizabeth system. Ia the month of 
November of last year, a disastrous flood occurred in Port Elisabeth 
owing to the overflowing of the Baakens River. This catastrophe 
caused considerable damage to the rolling stock, power station and 
other buildings, amounting to nearly £6,000. Of this amount 
£4,667 still remains to be charged sgainst the fature profits of the 
Port Elisabeth tramway,it being decided that this exceptional 
loss should be spread over а period of years. The financial 
depression in Port Elizsbath has been most acute; and in Cape 
Town, although no marked improvement was shown, the results 
that are now coming forward are encouraging tothe extent that the 
retarns have begun to give indications of a gradual increase, which 
can reasonably be expected to be sustained, as local conditions 
all point in that direction. The directors place on record their 
highest appreciation of the services rendered by the local boards in 
Cape Town and Port Elisabeth, by Mr. A. 8. Giles, and Mr. J. A. 
Barkley, the general managers, and by the staff under them. 

In an accompanying report, Mr. A. 8. Giles, general manager of 
the Cape Town companies, says: “The gross profit shows an 
improvement on last year, and has been due to reduced working 
expenses, and notwithstanding the fact that the total receipts show 
a falling off as compared with last year. The following table gives 
the traffic returns for the past three years:— - 


Year ending Aver. receipts 


апе 80th. Mileage. Passengers. Receipts. per car-mile, 
1907  .. 2,074,656 19,563,808 £181,594 15 294. 
190808 2,185,108 14,742,155 £120,909 13:284. 
19009  .. 1,874,801 11,888,180 £117,714 15 07d. 


The two routes, Southern Suburbs and City, show a substantial 
increase in traffic, whilé the other routes, especially the residential 
lines within the City of Cape Town, show a large decrease. The 
public residing in the suburbs continue to make use of the increased 
facilities given them by the increased length of the stages and the 
adoption of chesper fares between Mowbray and Wynberg. The 


: traffic between Cleremont and Оаре Town has much improved by 


the extension of the 6d. cash stage from Westerford Bridge to a 
point n»ar Station Road, Claremont, and it is this traffic which has 
increased the recsipts on the Southern Suburbs and City lines. The 
serious decrease on the Gardens route, more especially Kloof Street, 
Tamboers Kloof, and Oranjezicht, is the result of continued bad 
times, and shrinkage of population. ‘Traffic on the Sea Point line 
has been, of course, very much less than in the previous year, but, 
with a smaller service of cars, and consequent reduced expenditure, 
we have earned a better return on this route, althouzh the total 
rexeipts are a little lower than last year. The actual working 
expenses for the year amounted to £78,623, and compare favourably 
with previous years. - 


Year ending Average per 
June. Mileage. Expenses car-mile 
1907 s 2,074,656 £86,940 10°06d. 
1908 m 9,185,103 £88,656 9 73d. 
1909 es 1,874,504 £78,623 10 064. 


The cat-miles run during the current year are considerably less 
than in previous years, for, on account of the continued falling - off 
in receipts, the service of cars has had to be reduced to effect 
economies. This reduction of mileage has caused the average cost 
per mile to exceed the average of the previous year. The result is 
due to the fact that the standing charges do not vary in proportion 
tothe mileage ; these have to bs met, and are practically the same 
as last year, when the mileage was 16 per cent. greater. The power 
costs for the year average 1 0398d. per KW.-hour, a figure lower than 
any obtained in previous years. The plant has been well maintained 
throughout and is in good working condition. Notwithstanding 
the reduced output, economies have been achieved in fuel consump- 
tion, and the total costs have been reduced largely. The permanent 
way throughout the system has been properly maintained. During 
the year, the asphalt paving in Long Street and in Darling Street 
was completed, and these routes, it is hoped, will require baut little 
upkeep for many years to come. The cars have been overhauled 
and repaired, and thoroughly kept in working condition. The 
result of careful inspection and testing, and a system of metering 
the current consumed by each car, has had the effect of lowering 
the cost of energy per car-mile. I anticipate reduced cost of car 
repairs during the ensuing year by the system I have now 
adopted." 

A matter which at one time during the year assumed serious 
dimensions arose by the Cape Divisional Council bringing an action 
against the Southern Suburbs Co., requiring extensive alterations 
to the track between Mowbray sni Wynberg. The ruling of tbe 
Court couples with it & sort of ccmpromise, and calls upon the com- 
pany to carry out certain works at the points along the tramway 
which are considered dangerous. These works it is estimated will 
cost a comparatively small sum, and must be completed by March 
of next year. 

In the report of Мв. J. A. BARKLEY, the general manager of the 
Port Elizabeth Electric Tramway Co., Ltd., it is stated :—" The 
business depression has increased in severity and its effects upon 
our revenuo are deplorable. The prosperous conditions of the 
Transvaal and Rhodesia, and the resulting demand for labour in 
these Colonies, has depleted our population almost as much as tbe 
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retrenchments made in previous years. This applies to the skilled 
‘mechanic as well as to the native labour, and to so great an extent 
as to render it difficult to secure workmen and labourers of satis- 
factory quality. When a business revival does come, the local 
demand for help will soon be felt, and an increasing population 
will be the natural result. Until then no great improvement in 
our business may be expected. The flood of November 16th, 1908, 
was most disastrous to your property, severely damaging as it did 
our entire equipment and buildings, but aleo seriously disorganising 
our service. This is particularly noticeable in our November and 
early December returns, and accounts for a substantial part of our 
decrease in revenue. The loss sustained on this account was 
£5,749.” "The operating expenditure for the year totals £21,579, 
which includes the following extraordinary expenditure :— Flood 
losses written off, £1,050; smoke stack losses written off, £359; 
total, £1,409; which brings the real operating expenditure down 
to the sum of £20,170. 


Metallic Seamless Tube Co. Ltd.—The accounts 
show a net profit of £1,170, plus £4,540 brought forward. A divi- 
dend of 78 per cent. on the ordinary shares is recommended, carrying 
forward £4,157. 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd.—The report for the half-year ended June 30th 
shows gross receipts amounting to £290 931, against £290,295 for 
the correspondirg half-year of 1908. The working expenses, in- 
cluding £23,799 for maintenance of cables were £156,976, againat 
£150,889 for the corresponding period of 1908, leaving a balance 


of £133,954. Deducting £3,068 for income-tax payable in England, 


and £15,048 for interest on debenture stock, £115,838 remains as 
the net profit for the half-year. After adding £18,005 brought 
forward, there is an available balence of £133,844. After paying 
two quarterly interim dividends of, 1} per cent. each, amounting to 
£75,000, a balance of £58,814 is carried forward. 


Norwich Electric Tramways Co., Ltd.—The directors 
recommend a dividend for the past year at the rate of 1} per cent. 
per annum (against 14 cent. last year), less income-tax. 

placed to reserve and £198 carried forward. 


Stock Exchange Notices.—The Committee has appointed 
special settling days as under :— 

November 8th.—Marconi's Wireless Telegraph Co.—Further issue of 10,000 
7 per cent. cumulative participating preference shares of £1 each, fully paid, 
Nos. 625,081 to 635,080. 

November 9th.—Marconi's Wireless Telegraph Co.—F'urther issue of 50 7 per 
cent. cumulative participating preference shares of Д1 each, fally paid, 
Nos. 635,081 to 635,180. 

November 10th.—Marconi’s Wireless Telegraph Co.—Further issue of 2,233 
7 per cent. cumulative participating preferenoe shares of £1 each, fully paid, 
Nos. 635,131 to 687,862. 


November 11th, —Marconi's Wireless Telegraph Co.—Further issue of 10,782 
трет cent. cumulative participating preference shares of £1 each, fully paid, 

08. 687,368 to 648,144. 

November 12th.—Marconi's Wireless Telegraph Co.— Further issue of 4,505 
7 per cent. cumulative participating preference shares of £1 each, fully paid, 
Nos, 648,145 to 662,649. 

And ordered the undermentioned securities to be quoted in the 

Official List :— 

Rosario Eleoctrio Co.—Further issue of 2.568 6 per cent. cumulative second 
preference shares of £5 each, fully paid, within Nos. 15,001 to 20,000. 


Electrolytic Alkali Co., Ltd.—The annual meeting of 
this company was held at Liverpool on October 28th. Oolonel Lee 
Pilkington, the chairman, in moving the adoption of the report, 
said (as reported in the Financial Times) that the increase of 
£20,933 in the trading account was gratifying and was the result 
of large sales. The price of the company’s principal products, 
however, was still abnormally low; otherwise the result of the 
year's trading would have been eminently satisfactory to all the 
Shareholders. The net profit for the year was £11,919, against 
£10,411 in the previous year. The figures in all departments 
proved that the company was makiog progress, especially consider- 
ing the dulness of the trade. The disposal amount at profit and 
loss account was now £22,174, as against £17,252 last year, and 
that was more than sufficient to discharge all the accumulated 
arrears cf dividend on the preference shares. Nevertheless, the 
directors, after giving the matter full consideration, had deemed it 
prudent to recommend a payment of one year only, which would 
leave to carry forward £15,177, or nearly £5,000 more than in the 
previous year. In the present bad state of trade they considered 
it wise to keep a large balance in hand against any contingencies 
that might arise. The report was adopted, with five dissent:erts. 


Prospectus.— Lumut Rubber Estates, Lid.—An issue of 
150,000 shares of £1 each at par has been offered to the public this 
week. The company will acquire the Sungei Wangi and Riverside 
Estates, in the State of Perak. 


Companies Struck off the Register.—The following 
have been struck off the register, and are accordingly dissolved :— 


Anglo-Iberian Electric Light and Power Co., Ltd. 
Cari ermann Electric Carriage Co., Ltd. 
Electric Carriage and Storage Co., Ltd, 

London Electric Supply (Joint Committee), Ltd. 


Change of Address.—The Norwich Electric Tramways 
Oo., the Coventry Electric Tramways Co., and the New General 
Traction Oo., Ltd., are, on 8th inst., removing their offices from 
Bishopsgate Street Within, to 8, Crosby Square, E.C. 
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of development. At their present station they 


Rosario Electric Co., Ltd. 


Tun seventh annual general meeting of the shareholdefs of this 
company was held on Tuesday at River Plate House, Finsbury 
Circus, Mr. W. T. Western presiding. 


smallness of the figure being accounted for by the lower prices of 
fuel, and still more во by the benefit they had obtained by using 
their own condensing plant. After providing for depreciation, 
there remained £35,000, as against £23,000 last year, Last year 
they had to provide for £1,700 special charges, which did not 
recur on this occasion ; and they were enabled to pay a dividend of 
8 per cent. on the ordinary shares, and to place £15,000 to the 
reserve, making that fund £30,000. He trusted the shareholders 
would consider those results satisfactory. Their relations with the 
municipal authorities had been harmonicus. They had expended 
£33,700 on capital account, which included the completion of their 
condensing plant and about £13,000 for additional mains. He had 
only recently returned from a visit to Rosario, where he went 
specially on the business of the company, in order that he might study 
on ће spot the lines of future development. It was only four years 
since his last visit, and the development of the town in that time had 
been remarkable—it might be summed up in the statement that 
the population had increased by something like 20 pér cent., and 
that the conveniences of the town in the way of paving, lighting, 
water supply and tramway service had all been improved. If 
there was a fly in the ointment, it was that municipal taxation 
had increased to an extent which had caused a general protest in a 
vigorous form. He had the great advantage of the presence of Mr. 
Merz, who was in the Argentine on other business, and who inspected 
their station, and gave them the benefit of his counsel. He also 
met the members of their Advisory Committee, and consulted 
with them. The important point to decide was as to the lines 
had room 
for more plant, which might be sufficient to provide 
for their business increasing at a normal rate for two or three years, 
and which might, by a rearrangement of the plant, and at con- 
siderable cost, be made to last for another four or five years. In 
view of the general development of the town, he ко they 
ought to look ahead for a longer period. They had, erefore, 
agreed to purchase some land at Sorrento, just outside the muni- 
cipal boundary, hsving an area sufficient to last them for many 
years. Upon the site they contemplated erecting a turbine plant 
of the latest pattern, with its proper equipment of condensing 
plant. That would cost £100,000 to £120,000 for the station, to 
which would have to be added the cost of cables and transformers, 
making in all, perhaps, £200,000. That would give them a station 
about equal to their present one, or, say, double their present . 
effective capacity. It might seem a large sum to expend in the 
courze of the next three or four years, and was a departure from 
their past policy of looking ahead to next year's demand only, but 
he was convinced that it was no longer sound policy to take short 
views, and that the policy of at once commencing to erect a new 
station was preferable to filling up their existing site to its possible 
maximum capacity and postponing the inevitable constraction of a 


| new station. Towards the cost of dividend on the new capital 


expenditure they already had a considerable margin of revenue, and, 
given a continuous growth of business even at a lower ratio than 
they had experienced in the past, he saw no reason to fear any 
reduction in the present dividends. Towards meeting the expendi- 
ture they proposed to call a special meeting shortly to sanction an 
issue of £100,000 new ordinary shares, As to the current year, he 
was pleased to say that the profits for July and August—which, of- 
course, it was important to remember were their winter months— 
were over £3,000 in excess of the corresponding two months of last 


ear. 

Мв. W. F. LEESE seconded the motion. 

The CHAIRMAN, in reply to a shareholder, said that the metallic- 
filament lamp was coming into use in the Argentine, but not to the 
extent that was the case at home. He rather fancied that that was 
because the quality of the lamp sent out was not a particularly good 
one. Fora time, no doubt, it would tend to reduce consumption, 
but in the end he believed it would be to their advantsge, and, 
personally, he was always in favour of the consumer using the lamp 
that would give him the best results with the smallest amount of 
consumption. 

The report was adopted. 


City of Buenos Ayres Tramways (1904), Ltd.—The 
directors announce a dividend of 1s. 3d. per share, less income-tax, 
for the three months ended Beptember 30th last. 


West African Telegraph Co., Ltd.—The directors 
have declared an interim dividend of 4 per cent. per annum, free of 
income-tax, for the past half-year, 
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Cleveland and Durham Electric Power, Ltd. 


Tam annual meeting was held in Newcastle-on-Tyne on October 
27th. The CHarRMAN (Mr. Charles Emmott) moved the adoption of 
the report (see ELECTRICAL Review, October 22nd, р. 667). Dealing 
hrst with the balance sheet, he said, that the share capital remained 
the same as last year. An additional sum of £10,000 had been 
raised by firat mortgage debentures, and further financial arrange- 
ments had resulted in the creation of 6 per cent. second mortgage 
debentures to the amount of £150,000. Of these they had placed 
£111,500, £75,000 of which had been taken up to date, and the 
balance of £36,500 would be issued as occasion demanded. The 
total amount due to creditors was, this year, £78,097, a decrease of, 
roughly, £31,000, as compared with last y ear—a satisfactory feature. 
Turning to the investments and loans, he said these had been 
increased, roughly, by £8,000—from £837,607 to £845,594—due to 
& further advance to their subsidiary company, the Northern 
Counties Electricity Supply Oo., Ltd. The capital expenditure on 
works had been rather over £14,000, and had been spent chiefly on 
the erection and equipment of additional sub-stations. That was 
the smallest amount they had spent on capital account in auy 
12 months, and it reflected the bad state of trade in the district. 
During the previous year they had spent about £46,000 in that 
direction. There was an increase in the amount due from debtors 
to the company for current supplied, &c, of £8,800, the total due 
this year being £45,993, as against £37,109 at the corresponding 
date last year. With regard to the item of deferred shares that 
increased by £1,085, and completed the option which he had 
explained fully at their last meeting. He came now to the profit 
and loss account. At first sight the result of the year's trading did 
not appear tocompare favourably with that of the previous 12 months. 
Dealing first with the receipts they wonld notice that the revenue 
was this year £68,457, as compared with £73,328 shown last 
year. Tbe outstanding feature of the year as affecting 
the company's business, had been the increased depression in trade, 
which had been more severe during the period covered by the 
accounts than for very many years past. During the previous year 
they had felt the infiuence of strikes, which continued into 
the year under review, and trade consistently got worse. This 
had been reflected in the balance-sheets of nearly every industrial 
undertaking in the district, and generally to an extent much more 
noticeable than in their own, for, whereas their loss, after deducting 
debenture interest, was under £5,000, other companies had either 
lost or reduced their profits by à sum many times that figure. 
Trade depression bad a three-fold effect on an industry such as 
theirs. First, it reduced the consumption of current of consumers 
already connected. Secondly, it retarded the volame of new business 
contracted for. Thirdly, it unfortunately did not permit, in their 
case, Of a substantial reduction in working expenses, as was some- 
times possible in other works where a whole department might be 
shut down. So far as the first two factors were concerned, it was 
not an uoreasonable assumption that had the consumers connected 
consumed the amount of current which they would have used in 
normal times, the company's receipts would have been at least 
25 per cent. greater, and if others had not delayed the completion 
of their installations pending trade improvement, but had changed 
over to electric driving with the usual dispatch, a further substan- 
tial revenue would have accrued. There were other firms again, 
too, which although anxious to modernise their plant, had perforce 
to decide upon a policy that for the time being no capital expendi- 
ture, however remunerative, should be incurred. So far as the 
third factor was concerned, they would appreciate that it cost very 
little more to run generating stations at their fuU capacity than it 
did to ran at, say, half their possible output; for whether a 
station was run fully, or only half employed, the same staff was 
necessary to operate it. During the year under review the waste 
heat stations they operated had not been run at their best advant- 
age. Owing to the reduction in the quantity of pig-iron produced, 
furnaces had been sbut down, which had resulted in blowing 
engines being laid off duty, with a consequent reduction in the 
amount of steam placed at the company's dieposal. A special word 
with regard to the electrification of collieries was necessary. They 
had in their area a very large number of coal mines, in fact, in 
East Durham and round about the district of Consett and Bishop 
Auckland there was practically no other industry carried on in 
which a large amount of power was used. In their area 
there were about 150 pite, most of which could, with 
profit to their owners and that company, be connected 
with the Cleveland Oo.'s mains. They expected ultimately to 
do a very large business in that direction. The Eight Hours 
Act would not come into force in the counties of Durham and 
Northumberland until January 186 next. The owners refused to 
spend money until they knew what was going to happen iu regard 
to that, but he thought that in order to increase their output in a 
given time, and to decrease working expenses, colliery owners 
would be compelled to adopt more efficient labour-saving plant. 
There was no doubt at all that those responsible for the manage- 
ment of colliery undertukings were more and more coming to 
realise the fact that they must make increased use of mechanical 
power, and that this could be applied far more conveniently and 
cheaply by electrical than by any other means. The use of elec- 
tricity in mines was being rapidly extended all over the country, 
and there were many collieries in Durham which were run entirely 
by this form of power. While, therefore, the company 4 progress 
had been retarded for the moment, they could be sure that the 
considerations he had referred to would have a beneficial effect on 
their future results, Referring to the company's expenses, he said 
that tkey did not think that their working coste or business 
organisation could be improved upon. The cost of producing cur- 
rent was as low as the best engineerirg practice could get it. 


Bummarising the last two years’ trading, and taking into account 
only the company's permanent source of revenue, and excluding 
interest from their calculations, the trading results showed an 
improvement of £15,185. Now while there were signs that trade 
was improving, those best able to judge believed that it would be 
slow, and the directors had, therefore, thought it right to pursue 
a distinctly conservative policy in dealing with every item in the 
accounts upon which he been commenting. They had taken 
no credit for any profits on uncompleted contracts with their 
associated companies. They, nevertheless, held strongly that that 
company's investments in the Cleveland Parliamentary Oo. would 
prove a profitable one, and they had in no way modified their 
opinion as to the excellent area which the Tees and iron mines 
districts presented from a power supply point of view. They 
would be pleased to note that the connections with the com- 


'pany's system had considerably increased. All the connections 


were bound to lead to an increase of revenue as trade improved, 
and already the result showed considerable improvement for 
the current yeat as compared with the year covered by 
the accounts. The returns for the current year down to a 
fortnight ago, showed a revenue of £26,423 as compared with 
£20,315 for the.corresponding period of last year. The profit 
was £4,008, as compared with £1,507. These were the combined 
figures for that company and its associated companies, of waich 
that company held most of the capital. The improvement that 
those figures showed was a very substantial one. Не did not think 
that he was a* all over sanguine in prophesyiag that with a reason- 
able improvement in trade, advances on those figures might be 
looked forward to as the year proceeded. Amongst their more im- 
portaut new agreements entered into were those with Bolckow, 
Vaughan & Oo, L:d.; Head, Wrightson & Co, Ltd.; the Salt 


‘Union, Ltd ; North-Eastern Railway Oo.; and the O-mesby 


Rolling Mills, Ltd. Ia addition to the improved figures which he 
had given them, they had room for some encouragement in the 
negotiations they had been able to resume with some very large 
power users in their area, and they were, therefore, confident that 
when they met them at that time next year it would be with much 
improved results to show. 

The report was adopted. à 

Tue retiring directors (Mr. James Falconer, M.P., and ths Hon. 
Robert James) were re-elected. 


The American General Electric Co.—The Llectrical 
World says that the American General Electric Co. is contemplat- 
ing extensive improvements to its plants, both at Schenectady and 
at Lynn. Itis said that contracts for two buildings have been 
made at S:henectady. One of the buildings, it is stated, will be 
80 ft. x 409 ft. and five stories high, to be built of reinforced con- 
crete and steel. The otber is in the form of a 200-ft extension to 
boilding No. 50, which isa warehouse. The first of these baildings 
will be used for manufacturing purposes. In this connection it is 
also given out that the Lynn plant is to be extended by the erection 
of two mammoth new buildings at the river works. Buildiog 
No. 74 will have an added length of from 300 to 500 ft., which will 
make the structure the largest single building for mauufacturing 
purposes in New England. It is also underatood that the employés 
of the Lynn plant will be increased from 9,200 to 15,000. The 
business of the General Electric has so materially increased that it 
is necessary to extend its manufacturing facilities. 


Western Telegraph Co., Ltd.—The directora’ report 
for the half-year ended June 30th, 1909, says that the revenue for 
the period amounted to £357,082 and the working expenses to 
£134,917. After providing £16,000 for debenture stock interest, 
and £6,743 for income-tax, there remains a balance of £199,421. 
to which is added £5,214 brought forward, makiog a total of 
£204,636. A quarterly interim dividend, amounting to £31,189, 
has been paid, £90,000 transferred to the general reserve fand, 
£5,000 to the maintenance ships’ reserve fund, £10,000 to the 
marine insurance fand, and £10,000 to the land and build- 
ings depreciation fand. The directors now recommend the 
declaration of a final dividend of 33. per share, making with 
the interim dividends, a total dividend of 6 per cent. for the 
year, also the payment of a bonus of 2s. per share, both free of 
income-tax, which together will amount to £51,952, leaving a 
balance of £6,464 to be carried forward. The dividend and bonus 
will be payable on November 11th. Lord Richard H. Browne has 
resigned his seat on the board, and the vacancy bas been filled by 
Mr. John George Griffiths. 


Venezuela Telephone and Electrical Appliances 
Co., Ltd.—The report for the 12 months ended June 30th, 1909, 
states that the accounts show a profit of £7,006, plus £7,168 brought 
forward. After providing for the interest on debentares, there 
remains a balance of £4,846 to be carried forward, Daring the 
past year trade in Venezuela has been very bad owing to political 
changes, the renewed outbreak of plague at La Guayra and the 
inevitable interruptions to the telephone service caused by chang irg 
the subscribers over from the old to the new switchboard, and as & 
consequence the gross receipts show a falling off of £1,400. The 
expenses have increased by £850, chiefly owing to the cost of com- 
pleting the work of conversion since September, 1908, having been 
charged to revenue. The conversion of the lines in Caracas is now 
completed, and the general manager says that the company has an 
absolutely first-class system. The capital outlay for the year was 
£1,633. 
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Western Union Telegraph Co. 


Tus report for the year ended June 30th, 1909, states that there 
has been no change during the year in the amount of capital stock 
or bonded debt. The figures submitted in the report, says the 
Financial Times, are naturally favoured by a comparison with the 
adverse conditions of the previous year; but irrespective of this 
comparison, they show that the company has participated fully in 
the marked improvement in all lines of business which is being 
experienced throughout the country; 5,682,152 more messages were 
handled than during the preceding year, with a resultant gain of 
$1,958,860 in the gross revenue. An increase of 3,036 miles in the 
mileage of poles and cables is shown, with an increase of 23,070 
miles of wire, of which 14,200 miles is copper. The number of 
offices has been increased to 24,321, due in part to the reopening of 
some of the offices temporarily closed by railroad companies. Dis- 
bursements on construction account aggregated $947,296, or 
$191,211 less than last year. Oontracts covering 4,073 miles of 
railroad were closed during the year. A development since the 
close of the fiscal year is the sale of the company’s holdings of 
New York Telephone Oo. stock (namely, at par, $16,221,800, of 
which $9,733,100 is pledged to secure the convertible bonds). The 
plans of that company for acquiring other telephone properties 
involved raising an amount of additional capital by the sale to 
stockholders of an issue of $35,000,000 of new stock. It was 
thought imadvisable for the telegraph company to undertake to 
raise the large sum required for its proportion of the new issue, 
and advantage was taken of a favourable opportunity to dispose of 
the minority interest in the telephone company t» the American 
Telephone and Telegraph Co. In connection with this sale, 
Arrangements have been made for retiring on May 1st, 1912, the 
$10,000,000 4 per cent. convertible bonds of this company, which 
are redeemable at the pleasure of the company on and after that date. 
The revenue for the year was $30,541,073 and the expenses totalled 
$23,198,966, leaving a profit of $7,347,107. Interest pn bonds 
absorbs $1,732,250 and cash dividends (2?) $2,739,436— $1,471,686, 
The surplus broaght forward was $14,393 856, while there is carried 
forward $17,269,277. 


Cordoba Light, Power and Traction Co, Ltd. 
THe directors’ report states that the balance of profi) ав at 


September 30th, 1909, after meeting all charges, including interest 


on debenture stock, is £13,411. Out of this profit the directors 
recommend that a dividend at the rate of 2 per cent. (less income- 
tax) be paid on the shares of the company, and that the balance of 
£5,192 be carried forward. The company now owns the share 
capital of the Cordoba Light and Power Co., and the Cordoba 
(Argentine) Electric Tramways Construction Co., Ltd., with the 
exception of 102 per cent. of that of the Cordoba Light апа Power 
C». The original concession of the Cordoba Light and Power Co. 
for the use of the water-power of the River Primero, which would 
have expired in 1921, has been replaced by a new concession 
extending to 1948. To supplement the existing hydro-electric 
generating station during the periods of heavy load or shortage of 
water, steam plant of approximately 900 н.р, has been installed 
during the year, and a further addition of over 1,100 н.р. is on its 
way out from England. Construction of the tramways has pro- 
ceeded actively, and the first section was opened to publio service 
at tke end of August with satisfactory results. In order to 
consolidate the position of the tramway, an agreement has been 
entered into for the purchase of the only important competing line. 
By this acquisition the efficiency of the service will be greatly 
increased and the expenditure upon construction distributed to 
greater advantage. Surveys have been made and plans are now in 
course of preparation for the works required to utilise the hydraulic 
power of another section of tke river. For this purpcse, and for 
tha completion of the purchase and farther construction of the 
tramways, additional capital will shortly be required. Two of tke 
directora, Mr. T. Frame Thomson, the deputy chairman, and Mr, 
H. A. Trotter, visited Cordoba during the year. 


The meeting was held on Wednesday at the offices, 62, London 
Wall, Sir J. Irving Courtensy in the chair. 

The CBAIBXMAN, in moving the adoption of the above report, said 
that it was the fint annual meeting, and it wonld be usefal if he re- 
called the purposes for which the company was constituted, aud the 
progress which had been made. The primary object was the 
acquisition of the control of the Cordoba Light and Power Co.—an 
American Co. which had for some 12 years carried on the business 
of electric supply in the City of Oordoba in the Argentine Republic. 
That company’s source of supply of energy was the River Primero, 
the waters of which were impounded by a dam, one of the largest 
in the world, built some 20 years ago by the Government of the 
Province of Oordoba, for the purpose of regulating the flow so that 
throughout the dry season of the year the water would be available 
for irrigation of the rich agricultural lands in the neighbourhood of 
the city. This regulation of the supply naturally lent itself also to 
the application of the hydraulic power due to the rapid slope of the 
. river bed, in the production of electric energy for light and power. 

In the year 1897 the necessary works were carried out for atilising 
one section of the river for such purposes, and for many years the 
power so made available was more than sufficient for the require- 
ments of the city. The population, however, had grown with 
pe rapidity, and it was now an important manufactur- 

ng district, and an important commercial and railroad 
centre. Those causes would, of themselves, soon have sufficed 
to render the original installation unequal to the demand, 


and their action һай been hastened by the restriction of the power 
available, resulting from the droughts from which the country had 
suffered during the last three years. The necessity for developing 
a farther section of the river, and supplementing it by a reserve of 
steam or other mechanical power, had thus been urgent for several 
years past. That, however, involved a heavy expenditure of capital, 
and, unfortunately, the American company found iteelf in a difficult 
position for raising this new capital. The facte, however, that a 
considerable proportion of its capital was held in London, and that 
a favourable opportunity offered for associating with the light and 
power bisinsss an electric tramway concéssion (which included 
rights also to supply light and power) having a term of 75 years, 
offered a possible solution of the difficulty by the formation of this 
English company to control both concerns, and thus provide a basis 
broad enough for the financial requirements. He was happy to say 
that the experience they had gained during this preliminary year 
of the company’s existence pointed to a complets justification of 
that policy. Naturally, they would not expect that this 
first year should show great results in the form of divi- 
dend. Steam ^ plant, aud especially hydraulic installa- 
tions, took time to install and develop, and tramways also 
required a period in which to extend and reach their full 
yielding capacity. Undoubtedly the most important fact of the 
year was the secaring of a 40-year concession for the American Co. 
That concession was the subject of long and anxious negotiation 
with the Government of Cordoba. He could pay to the repre- 
sentatives of that Government a high tribute in respect of the 
ability and technical knowledge which was apparent in the pro- 
visions it contained in the interests of the public. He could also 
congratulate them upon the fact that their subsidiary company 
now held a concession which not only extended the life of ita 
business by 27 years, but placed it upon a footing of security in 
many respecte much superior to that of the original concession. 
Active progress had been made in every direction during the year, 
Their holding in the American Co. had been increased by farther 
exchanges of its shares for those of the new company, so that they 
now held 90 per cent. of its share capital. They had acquired the 
entire share capital of the Cordoba (Argentine) Electric Tramways 
Construction Co., Lid, which owned the 75-year concession 

which he had referred. They had also entered into an agreement 
to purchase the more important of the other two tramways, vis., 
the Ciudad de Cordoba Tramway, & purchase which should not 
only materia! improve the efficiency and economy of their 
tramway service, bit would also strengthen their position very 
much ia relation to the supply of electric energy. They made 
arrangements early in the year with Messrs. J. G. White & C». for 
the preparation of desigos and specifications for the new hydraulic 
installation, the studies for which were now well advanced, and 
a contract was baing prepared with that firm for the execution 
of the work. Meanwhile, provisional steam plant of about 900 H.P. 
had been installed; permanent steam plant of 1,100 н.р, had been 
purchased, and was now on its way to Cordoba, and a farther 
800 нр. had b2en ordered for early delivery. That would provide 
for the growth of the electric supply business during the construc- 
tion of the new hydraulic installation. Construction had proceeded 
actively upon the tramway, and about 4j miles were opened for 
traffic at the end of August. As the power available for tramway 
purposes was limited, it was not possible to put more than five cars 
in average service. In spite of this restricted service, the traffics 
were most gratitying, especially as the line was opened during the 
winter months, which was the period of low traffics. Two miles 
more were ready for service, and it was expected that there would 


' be on the average 12 to 15 miles in operation during 1910. The 


directors were able to recommend a dividend of 2 per cent. on the 
shares of thecompany, leaving £5,191 to be carried forward. 

Ма. T. FaAME Тномвох seconded the motion, and the report was 
adopted. 


Eastern Telegraph Co., Ltd.—The report for the half. 
year to Jane 30th states that the revenue amounted to £592,686. 
After deducting £206,055 for the ordinary expenses and £72,909 
for expenditure relating to maintenance of cables, sund:y differ- 
ences in exchange and income-tax payable abroad, a balance of 
£313,721 remains, to which is added £34,435 brought from the pre- 
ceding account, making a total available balance of £348,156. 
After providing for income-tax payable in England, interest on 
mortage debenture stock and two quarterly dividends on the pre- 
ference stock, which in all absorb £83,087, there is a balance of 
£265,069, out of which the directors have placed £110,000 to the 
general reserve fund, and have allocated £100,000 to meet the two 
interim dividends of 1} per cent. each on the ordinary stock; 
£55,069 is carried forward. 


В. & J. Dick, Ltd.—The report for the year ended 
August 31st last shows a gross profit on the year's trading of 
£58,361; deducting income-tax and depreciation £7,197, there ís a 
net profit of £51,163. There is to be transferred to the special 
reserve fund for securing payment of preference dividends £10,000. 
£10,000 is written off good will, and a dividend is to be paid on the 
ordinary shares for the year at the rate of 4 per cent. per annum, 
less income-tax. 


West India and Panama Telegraph Co.—The board 
has declared dividends of 6s. per share on the first preference 
shares for the six months to June 30th, and 20s. per share cn the 
second preference shares (on account of dividends accrued to 
June 30ib). : 
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ELECTRICO TRAMWAY AND RAILWAY 


TRAFFIC RETURNS. 


Looality. 
1 ee eae 
yr ее eo ee 
Bath ee ee e 
Belfast ee ee 
Birkenbead.. К 
Birmingham Oorp. 
Blackburn eo” ees 
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Bolton s T 
Bournemouth 90 
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Brighton ee oe 
Bristol ө oe 
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Airdrie .. é 
Bernsley .. А 
Barrow .. * 
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Greenock 
Hartlepool ` 
Kidderminster .. 
Leamington . 
Merthyr А 
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Miscellaneous .. 
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G. N., P'y. . 
L'pool Overh'd Riy. 
Llandudno-Col. Вау 
Mersey Railway .. 
Metroyolitan Rly... 
Met. District Rly... 
Anglo-Argentine .. 
Auckland ee 
Bombay (B.E.T.) ee 
Brisbane. ee 
Brit. Columbia Rly. 
Calcutta .. э» 
fCapeElectric T.Ld. 
Kalgoorlie, W.A... 
adras 5% 
Melbourne.. 
Lisbon se " 
erth (W.A.) 
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Reoetpts for 
the 
fortnight. 
a £* 
9,458 |— 120 

+ 4 
1,434 1+ 26 
7,624 |+ 263 
9,188 T 23 
18,741 |+ 885 
2,094 |— 180 
1,142 |+ 494 
4,448 |+ 72 
9,85; |+ 189 
9,808 |+ 107 
1,164 |+ 168 
10,899 |+1,070 
408 i+ 4 
851 |— 1 
418 |+ 42 
135 T 6 
748 — 994 
9,074 |+ 18 
483 |+ 42 
1,137 |+ 146 
482 |+ 52 
174 + 8 
894 |— 27 
896 |— 28 
1336 |+ 1,052 
651 |+ 81 
12,063 |+ 618 
1,178 |+ 62 
958 |— 12 
8.969 |+ 249 
102 |— 99 
614 |— 14 
1,651 |— 89 
9,017 |+ 96 
897 |+ 52 
109 — 5 
5:0 |+ 2 
183 |— 19 
9,054 |+ 184 
428 + 40 
2,427 |+ 945 
610 — 50 
9,218 |+ 87 
4,8:8 |4- 216 
815 |— 12 
1,657 1+ 60 
947 1+ 24 
1,798 | + 91 
872 |— 321 
«95 + 1) 
0,584 |$ 856 
1 + 
2,887 |+ 81 
1,997 |+ 160 
576 |— 196 
1,009 |— (8 
814 |+ 6 
716 ＋ 27 
150 + 9 
2478 |— 1 
14,075 |-- 1,990 
4,161 260 
1,188 |+ 182 
10,997 |+ 317 
78,974 |+ 8,630 
11,147 |— 938 
+65 . 18 
29,291 —2, 242 
8,164 1+ 18 
1,817 |+ 64 
8,426 |— 48 
799 |+ N 
8,666 |+ 854 
1,463 |+ 85 
1,169 — 85 
8,965 — 78 
11,414 |+ 139 
2,180 |+ 133 
825 |+ 108 
1,077 + 21 
965 + 57 
1,703 j+ 30 
620 |+ 49 
4,718 |+ 306 
1,858 |+ 279 
6,915 95 
11.2:4 |— 5,624 
7,745 |+ 040 
6668 |+ 80 
840 — 9 
2.816 — 9 
1,730 + 630 
9733 |+ 69 
803 |+ 62 
Be |+ 121 
82 490 |—1,:378 
20,554 ＋7 506 
82,150 46.358 
13,794 | 4 1,4.0 
4,452 |— 82 
15,500 |4 1,310 
6.477 |+ 489 
4,269 2 
1,408 |+ 180 
3,785 112 


No. 
of 
wks. 


21 
24 
48 
29 
30 
80 
Bl 
17 
81 
30 
99 
81 
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60,146 |+ 515 | 28 


* Compared with the corresponding period of 1988. 
1 1000406 borse, steam and other receipts, 


Route 
Total to date. | miles 
open. 
£ * ino: 
81,884 — 718 ee ee 
8915 |— 99 B |.. 
775 |+ 138715... | oe 
117,149 |+ 4,917 | 87 |.. 
88,216 |— 375 '18:68, .. 
195,201 |+ 5,476 ; 56:5 | .. 
84.818 — 1,270 145, .. 
20,982 |+ 1, 05 oe 
78,086 |— 198 | 26 |.. 
54,098 |+ 845 (21°96 .. 
147,141 |+ 4,275 |54'81| .. 
82,981 |+ 1,537 | 95 | .. 
ee ee ee ee 
9,268 |— 78 | 8°65/ .. 
7,118 mm 868 ee oe 
9,893 — 611 0m [E 
8,765 — 7% oe ee 
15,608 |— 4,046 | 8'85 | .. 
41,991 — 490 1 25 ee 
8,978 = 70 6:5 eo 
684 + 1,318 7:26 ee 
10,038 — 158 6:79 ee 
4,652 — 75 ee °з 
7,591 |+ 222 "T 
8,989 | + 8| 29! .. 
263,825 |+19,652 29 ., 
14,849 |— 926 | 86! .. 
941,276 = 1,408 oe e 
‚792 |— 1,247 |9'18| .. 
5,086 — 498 5:81 [3 
70,94 |— 626 | 29 Ў 
6.919 |+ 148 2705 
12,476 |— 855 | 8:17 | .. 
84,106 == 578 ee oe 
41,241 |+ 1,200 |125 | .. 
10,785 |+ 976 | 8°95) .. 
6,917 |+ 888 8 |.. 
11,949 |— 161 1} 56°96) .. 
4,191 |— 172 A 
88,875 |+ 8417 
8934 |+ 170 
8,966 — 214 0:68 ee 
83,889 I 884 22:6 ee 
67,340 |+ 9155. 
234 — B40| .. | .. 
85,828 |+ 1,622 1498 
43561 f 29,6 [11-25] 4 
4 + 26 "95! 4 
5,719 -— 421 ee 3 
3,685 — 187 4:86 ee 
6,798 — 403 4:16 "T 
99,801 | - 1,980 |54:95| . 
28,539 — 508 15 | .. 
31,454 |+ 4,219 | 852| T1 
4,208 | 297 $ 
13,087 |+ 149 [105 |. 
3,501 |— 108 | 4°25 
57,280 |— 769 | 39 
206,054 |+ 5,297 | 64 6 
14,783 |+ 1,916 | 9 8 
455, — 1,764 | 585 
1,053,093) + 83,782 | 124:7| 9 875 
265,318 —28,865 oe ее 
814 |— 6 | Bb5|.. 
484,495 — 6,978 105 ee 
119,704 | — 1,897 А $ 
90,027 |— 248 | 14:5 | .. 
68,927 | — 8,828 |28:16| .. 
12,816 |+ 1,011 | 65 | 1°98 
68,400 |+ 2,147 |14°5 "16 
133,598 |— 4,009 | .. we 
171,082 880 |39-62| 2:6 
88,19 |— 283 : 
17,832 |+ 9,08| .. | .. 
17,046 d ee ee 
1,728 + 981 . ee 
29,845 |+ 790 "93 
20,516 |+ 319 | 9 |... 
69,674 |+ 4,284 115:13| 43 
25,896 |— 224 | 14°96) 1:75 
51.525 4 225 | 4°25] .. 
87,051 |- 42,806 | 6°32) 55 
62,685 |+ 6,355 | T75] .. 
52,611 1+ 1,578 T3. | .. 
2,699 |+ 75 7 |... 
22.070 18 | 3.5 „ 
87,345 |+ 1,750 | 925] .. 
25,669 |+ 80 | 68 | 4:8 
13,744 |+ 2.182 | .. "T 
82 816 |+ 1,221 | 45 | ., 
270.805 |— 6,525 | 24°5] LL 
168.705 |+ 6.347 | 24. |. 
1,657,240] - 101,415| .. | „ 
180,001 |+ 12,150 | 22:8| 1:38 
97,671 [+ 5,08. 
84,084 - 20˙5ũ, 
25,714 + 936 ee ee 
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# One week only, 


1 Ове month. 
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STOCKS AND SHARES. 


° | Tuesday Afternoon. 


Tas swing of the pendulum has been in the direction of greater 
confidence, with the result that prices generally have recovered 
from some of their worst weakness on the money scare. Only in 
Consols and similar gilt-edged securities is improvement retarded. 
Even Home Rails show a better tendency. | 

Amongst the electricity departments, the movement displays 
itself mostly in a smart rally in Anglo-American Telegraph Deferred 
stock, where the gamble on the prospects of next February's divi- 
dend is resumed with vigour. The Canadian - Mexican group wu 
comparatively little affected in the earlier slump, во prices have 
varied only narrowly. i 

Electrical railway stocks are motionless, neither Metropolitans 
nor Districts recovering from their falls. There is likely to bas 
good deal of opposition to the District Railway's scheme for 
reorganising the G zaranteed and Preference interest, and although 
it is probable that the directors will be able to command more than 
sufficient stock to carry their scheme, the dissentients are marshall- 
ing forces in some strength. Underground Electric 6 per cent. 
income bonds have fallen 3, and the other two issues continue a 
dull market. 

London United Trams have gained 3. Brush issues are unaltered. 
Farther inquiry for British Westinghouse 4 per cent. Debentare 
stock raised the price a couple of points. Cape Electric Tram 
keep nominally about 63. 3d., although the report just out is а 
miserable document. No dividend, of course, is paid ; there bas 
not been one on the Ordinary shares since July, 1905. The carry- 
forward of a credit balance of £5,9)0 is about £2,500 less than the 
same item a year ago. Certainly, the company appears to get more 
than its fair share of bad luck, but with South Africa reviving so 
refreshingly, it might have been supposed that important tram- 
ways at Cape Town and Port Elisabeth would have done better. 

Victoria Falls Power Preference shares are better at a trifle under 
£1, another riss in Chartered supplying the motive power for their 
improvement. The London electricity companies’ issues are quiet 
as usual Westminster Ordinary are 3 lower, and this is the only 
alteration. Mexican Light and Power, and Canadian General 
descriptions are steady. Electrical Development of Ontario 5 per 
cent. Gold Bonds were done at 812 the other day. Kalgoorlie 
Preference were sold at 153. 61. There are a few er dividend 
markings in this section, but they have led to no changes of 
consequence. 

Babcock & Wilcox shares were bid for most energetically at 4}, 
although the Official List quotation is left with the price as the 
middle. Industrials once more are favoured, and business in the 
leading issues is fairly active. Rubbers are to the fore again, 
thanks to a fresh rise in the price of the product, and the stream 
of new companies threatens to set in with renewed force. Indis 
Rabber, Gutta-Percha shares have gone up 1, the shares being 
scarce. 

With the restoration of a better tone to the stock markets, Anglo 
American Telegraph deferred experienced a rapid recovery, and, 
as already noted, optimistic expectations of the next dividend are 
in great vogue at present. Direct United States Cable shares 
keep dull. Great Northerns are 10s. better, and the fall of 10s. in 
Indo-Europeans is more than accounted for by the deduction of 
the dividend of 123. 6d. a share. The Eastern and Eastern Exten- 
sion reports had no effect upon prices. 

New York Telephone Debenture at 24 premium is the tara 
lower, although American Telegraph and Telephone capital stock 
gained a point. Cuba Telephone rallied to 3 discount, after changi"g 
hands at 5 discount. It is understood that underwriters were left 
with a large proportion. National Telephone Third Preference 
shares are a trifle easier. Business is rather more active in Marconi’s 
than it has been recently; the price of the shares remains about 
16: 3d. United River Plate Preference are у; up, while Oriental 
Telephones at 1,’, are still somewhat weak. 

Better prices are quoted for Mexico Trams Common stock, snd 
6 per cent. bonds, and for Rio Trams at 90. The Argentine division 
is quietly firm, the company's Debantare stocks, both 4 per cent. 
and 44 per cent., being steadily absorbed for investment. 


Aluminium Corporation, Ltd.—The Court has directed 
separate meetings of the unsecured creditors and the holders of 
the preference and ordinary shares respectively to be held o& 
November 11th at Winchester House, E. C., to consider a scheme ol 
arrangement between the company and its creditors. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


TELEGRAPH AND TELEPHONE COMPANIES. 
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Вазіпевв done 
Dividends for the last | Closing Closing week ended | Pise + совок 
10 Quotations Quotations Nov. 2nd or e 
Ur уема. Oet. 26th. Nov, 2nd, | 1909. | Fall — per cent, 
1905. | 1908. | 1907. | 1908, куле Highest Lowest. £ s. d. 
Ni | Ni | Ni Nil | 8— 83 8 — 83 4 deo IONS il, 
5 5 5 9% | 95 — 98 | 96 — t9 m ae +1 5 1 0 
T Ti B 96 | 148 —145 144 —146 я Se +1 5 9 7 
36 | 84% 28 48. 61 — 63 61 — 63 tee "^ * 5 8 2 
616 6 102 —1(3 1 1023 | 1012 T } 5 16 10 
Deferred 5 | 19% 1 . | 214— 918 24 27 2934 | 14 +2 116 8 
41,725 Anglo, Pertaguose Tel., 6 % Mort. Deb. Btock Red, * 58 Б % | 101 —108 101 —105 2 be ў 417 1 
44,000 i Telephone, Nos. 1 to 44,000 6 |8% В 8% 8 — 8] 8 — н, e. .. 4141 
2,481,850 Oommoneitl Gable Satay. 600 year 4% Deb. Sk, Red, | Stock | 4 $ 44 4% 87 — 89 um 83 88 +4) 405 
16,000 | Cuba Telegraph .. 22. Ж toa. HT „Ай. DONE % | 6 6% is Е ja —} | 699 
6,000 Do. 10 KK. uou Cu «| ЗО Вне пе 174— 18 17 — 18 * . —4|51 1 
12,981 | Direot Spanish Telegraph, Ord, g 88 6 * X 4 4 — з — T ee oe 514 y 
6,000 Do. o. 10 % Cum, Pret, as Б 10% 10 J |10 95 |10 — 8 — 8 s эз 6 5 0 
80,000 Do. do. 44 96 Debs, se ‘oof UB 4% | 44% 44% | 1004 —10; 1004 —1024 T 4 81l 
80,710: Direct United States Cable 20 39% | 48% 4 13 — 18 18 — 134 138 1855 . 647 
48,500 | Direct W. India EE Sd Deb.,11$01,900,R, | 100 456 | 44% 4 100 —102 100 —102 E H 483 
4,000,000 | Eastern Telegraph, Ord k.. * sé „Stock 7% |7% 17 7 126 —129 126 —129 120 126 * 5 8 6 
2. Do. Bà Je Pro t. Stock . ee | 100 |8495 | BA% | 8396 | 33 R34— B54 884— 85 84 848 .. 4 110 
1,996,706 Do. 4 % Mort. Deb. Btook, Red. 41 4 4 4 1044 —106 1024—104 " M —9 816 7 
Eastern Extension, Australasia, and China 10 1511717 7 l1g— 1 lig— 12 12 А ^e 614 8 
153,400 Do. 4 95 Deb. Stock Btock |495|4 95 | 4 4 102 —104 102 —104 p ee 8 16 11 
300,000; | { Bast. & B. Afric, Tel, 4 % Mi Db. Manritins | 95 4% [49% 4% | 495 | 100-102 | 100 —102 i 0 .. | 16 
181,197 | Globe Telegraph and Trust bs wal. 1 53 1 108 102— 103 i T 5 8 
181,197 Do. do, Co Pet, ic. Т" x: 9 7 Y: 6 7 134— 14 134— 14 1874 | 1333 4 б 
_ 150,000 Gree Northern Telegraph, of оеша. Ss 10 | 24% |20 % 909% 18 | 98 — 29 284— 294 284 +4170 
ах an ermu e 96 1st Mort. 2 "E 
Sm | OR аЗ e ed Rr) | e 85 diri ti 
, о- uropean e ee .. .. .. Ca TE Ll _ 
80, 400 a oe es Common .. .. .. LES 100 2 Bà 4 4 % 98 — 95 932— 95 ee ee 4 4 
000 Do, Cum. Pret. .* LE fr 100 4 4 4 4% 77 — 79 77 — 79 .. ee ee 5 1 
894,190 | Marconi’s Wireless 1 elegraph.. .. «ce ee 1 Ni N N Nil — A і 17/6 T T N1 
72,680 | Monte Video Telephone Co., Ltd, Ord. .. .. 1 |6 696,16 6 $ — 1H — .. .. oe 6 8 
86,499 Do, do. o, 58 Pre. 15 6% 5 5 &—. i — $ T I - b. 6 
2,995 National Tel bone, Pref. Воск .. of «| 100 |6 6% 6 6 107 —1084 107 - 1084 1074 e. ч b 10 
8,725,000 Do, Det, Btock LE * ee 100 5 5 Io 6 6 120 — 122 120 —122 121 120 .. 4 18 
15, Do, do. 8 Cum. 18%. Pret. ee ** 10 6 6 * 6 6 104 — 11 it ll “+ se 6 9 
Do, do. 6 Cum. 2nd Pref. „* ** 10 6 b y ^ 6 6 10$— 104 10 Р 1 “+ ** 5 10 
, do, 6 % Non-cum, 8rd P., 1 to 950,000 6 б 5 |5 b . — 513 51— 5 57a pó — 4 8 
2,000,000 | Ро. do. 84 d. Stock Redl. Stock | 84% | 84% | 84% 83 - 98 —100 <; n ed MT 
Y) Do. NE e ssl “ qr pm Red. . ee 100 |4 4 X - 4% =. «у: В м 
Огїеп ер. ec, 1 to ' ‘paid .. 1 7 7 y. B fo * ы ы 
50,000 Do, do. do. А Cum. Pro. 1 6 6 6 6 5 là-— 1 1 lj : 414 
99,100 Do, do. do, Red. Deb, Btock . .. 100 4 4 * 1 4 тар T 4 10 
99,400 | Pacific & European Tei. 4 uar, Debe., 1 to 1,000 10 4 194 4 95 | 100 —102 100 —102 - B 18 
15/966 | "Telephone Од; ot E 4% De Ré . . 100 4 8 48 004 — 1025 = a ets 
^ elephone 0 gypt, 96 Deb, Red. .. | 100 % $ 1004—1 1004—1 
8,042 | Submarine Cables Trust es oo o. | Cert "d 3 "d 2 8 129 —182 129 —189 , 4 10 1 
120,000 | United Ríver Plate ele shone "v b 8 888 96 1 8 7 6i— Ц, 72, - Р 5 10 
40,000 Do. um. Pret., Nos. 1 5 |6 695,|595|595| BRR b.).— 673 "e 4 + M 4 8 
80,008 | W. Coast of 1 128 80800 a ba, ce; 1000000 д | Nil | 9495 | 24% | 28% | 1à— 1 — 12 . 8 16 
150, Do. 4% Debs, 1 to 1 ‚500 guar, by Braz. B Bub, Tel, 100 495,|495|4 & 4 % | 100 —102 100 —102 ; F B 18 
207,980 | Western «әры, Lid. Nos. 1 to 207 Ps 10 1 7925171 79% | 184— 14 184— 14 181 138 5 0 
000 % Deb. Stock R.. 10 |44|44 4 % | 4 % | 103 —105 103 —105 - . | 816 
88,821 | West India and Panama тра Rh. 6s T ae 10 Nil | N Nil | Nil — 18 i, 18 e н * Nil 
84,568 Do. do. 69% Cum, lst Pret. ie cw] ae А B % 6 % 6% — 8.— gi 85 Ы: » 6 9 9 
4,669 Do. do, 69 Cum. and Pret,  ..  ..| 10 il! Nil |296 |15 %| 84— 94 81— 95 Bg 5 .. 15 15 10 
80,0001 Do, do. 5% Debs., Nos, 1 to 1,800 100 | b % | 6 * 5 96 | Б 9% | 1014—1034 | 1013 —108à | * fa d 4 16 7 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
500,000 Do. 5 95 2nd Pref., 800,001 to 1 ‚800, 000 5 сә Pe - . 4}— ^ 41— 4 97/6 85/ 5 6 
978,230 DO. 4 % Deb. Btock aa * aa T .. 149% | 91 — 99 91 —92 91g 4 6 
Auckland E, Trams, 6 % 1st Mort, Deb, Stock .. | 100 b 6 5% | 5 % | 102 —106 102 —105 - 415 
680,000 | Babcock & Wilcox, 1 to 580,000.. "s 1 (20 % |90 p "E 4va— 47 44— 4 91/8 90/6 +5) 4 6 
100,000 Do. do. 6 % Cum. Pref., 1 to 100,000 .. 1 |6 6 6 9516 11 1% ló— 15 d E 9 8 19 
60,000 | British Aluminium, Ord., 1 to 40,000... ..| 8 |7% 75 9 7% — M i- t ＋ 1 |51 6 
60,000 | Ро, йо, ‘am. Pref, e 5| 1717147 1— 9 1j— 2 40) M ET Н 
40,100 Y do, y " 6 % Cum, Pret, .. a 6 6 6 6 6 — af 8 i oe 7101 
12,897 Qe. do, 4% Funding Certs. .. ee 5 ч 4 4 4 2 84 2 8 А 5 b 14 
500,000 British Columbia E. Rail Def, Ord. Btook .. .. | 100 6 6 8 8 150 —155 150 —165 6 8 
400,000 | Do, Pret. Ord. Stock .. „ | A8 5 b 5% | 6 95 | 123 —198 123 —128 125 1244 4 18 
400,000 | Ро, Б % Cum. Perp. Pref, Stock .. ..| 100 5 5 5% 5 109 —112 109 —112 111 4 9 
233,000 Do, Ist Mort, Debs., 1 to 6,250 .. 40 96 hi 100 —102 100 —102 1034 4 8 
* 212,600 Do. 4 Vancouver Power Debs., 1 to 2, 900 | 100 4 44% | 4 102 —105 102 —105 4 5 
188,801 | British Electric Traction Je 80 10 |8 il| Nil | Nil 1 1 15/8 . Nil 
161,497 Do, do. 6 Cum. Pref, .. ee 10 6 6 8 96 | 14% 2à— 28 — 98 £0/8 46/3 ЭА 6 0 
2,478,658 Do. do, 5 Deb. Stock .. | Btock 5 b 5 6 824— 854 824— 854 B4 88 Б 9 
628,986 | Do, do, 44 x. an "Deb. Stock Red. | 100 44% | 44% | 44% | 43 60 — 64 68 — 62 604 58 —9 7 5 
100,000 | British Insuiated and Helsby Cables w^. ^а 5 |в% 1095 10 95 1095, | Th "B — 78 73h 1% 7 0 
100,000 Do. do. 6 % Cum. Pref. 6 6 6 6 & 6 68— 64 68— 64 TIN" 411 
600,000 | Do. do, 44% lst Mort, Deb. Red... | 100 | 4 4 4 44% | 103 —106 103 —106 141 
204,9401 poe ere tan a ү: 4 Б Mort. Debs. .. | 100 4 do 44% | 449% | 89 — 94 89 — 94 ee ec 95 4 15 
оре | [ Prin Westinghouse 0 & Pret ee ЛА 5 Un NU| N NJ | a à РЕ б z » Nil 
1,016,868 Do, do. 4% Mort, Deb. Stock. | 100 1% 4 495,|495,| 42 — 44 44 — 47 T ie + 24 810 2 
50,000 |: Browett, Lindley & Co., Ord. .. cat tre 1 il il | Nil| Nil is. + $— Ф eR * * Nil 
50,000 || Ро. do. 6% Cum. Fre. 1 Nil Nil Nil | Nil | 14/6 $0 15/6 | 14/6 to 16% * 55 + Nil 
140,976 | Brush Electrical Engineering, Ord., 1 Зд 1%, II 2 24 Nil | Nil | Nil O— à 0— $ .. T T Nil 
200,000 Do, do. Non- cum. 6 % Pr T 3 6 Nil| Nil| Nil 0 — 0 — D e qoo» d Ni 
195,000) Do. do, 96 Perp. Deb. Stock Stock 4495 | 4495 | 41 — 46 41 — 46 Ф 9 15 8 
12,0001] Do. do. 44 Perp. 2nd Deb. Stock.. | Stock | 4 4 44% Hi | 27 — 81 27 — 81 - 14 10 2 
187,610 | Calcutta Trams, 1 to 187,610 .. 5 |8 8 6 % | 44% | 44— 5 44— 5 97/6 | 92/4 ; 410 0 
45,804 Do. Б % Cum. Pref., Nos. 1 to 29,880. . 5 5 b 5 5 4 4 b 42— Б * sė 500 
850,000 Do. 44% 18+ Deb. Stock.. — ..  ..| 100 | 44% | 49% ma ma 101 —104 101 —104 2: 467 
86,000 | Callender's Cable Construction shares " * 5 15 15 96 15 15 % | 10j— 113 103— 102 103 10$ — 1 618 0 
40,000 Do. do. 6% Cum. Pref, 5 5 b 96 6d 6 95 bi— 54 63— 64 yar ni aras 4 611 
800,000 Do. do. 44% lst Mort, Deb. Stock Red. | Stock 4496 | 44% | 44% | 44% | 105—107 105 m — 4 4-1 
491,229 | Cape E. Trams,, 1 to 491,299 . „ осв CA 1 Nil | Nil | Nil | Nil N +з Yh— th - Nil 
450,000 Gaginer-Kaliner АТКАН, 1 to 450,000 .. 46 B 95 12 % |124% | 23.y— 2% Q0 — 2A 519 1 
210,158 Do. 44 & lst Mort, Deb, Btock | 100 44% | 44% | 44% | 4 95 | 106 —109 106 —109 | р | 313 5 
1,890 690 | Central ME Railway, d. Btock ee ee | Btock | 4 4 B 60 — 62 60 — 62 613 | 60 b 410 
554,655 Do. do, 4% Pref, SE ÜR. . Stock | 4 4 4 4% | 85 — 87 B5 — 87 804 a 414 2 
554,656 Do, do. Det, do. e- | Btock | 4 4 2 24% | 48 — 45 43 — 45 443 » 5 11 1 
1,480,000 | City and South London Railway ө» ee „Stock af 28 2496 117 80 — 81 BO — 81 804 80 | 416 9 
85,000 epo & Qo. Ио. 1 юма. bu ыыт d 96|695 15% 5 96 1— 1 1— 1 FA T 15 18 
B or eg. Debs., 1 to 
100000 000 ot 4100, and 901 to 11,000 of 450 Hed. 059915955625] 69% | 90 — 98 We e| | 91319 
* Uniess otherwise stated, aji shares are fully paid, t A period of nine months, From Mancoester Share List, 
ЕЕЕ“ > В 
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Gee, 
ELEOTRICOAL OOMPANIEB.— 
nid бый RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Continued) 


Rise +; Presen 
| Closing | Closing | паноа сае) or | Yiela 
| Btock |  Dividendsforihe | Quotations Quotations Nov. 2nd, 1909. | Fall — | per cent, 
p * Bhare | жама sutor мыгы | Ос. 2th. - | ———.— Highest Lowest 1 4. d. 
Issue, * 1906. 1906, | 1901 | 1908 1 là | 1 — là * | A - ӊ - 
—Ó 1 10% 10 96 10 % 10 % lw M 1—1 415 
000 | Dick, Kerr & Oo., 1 to 960,000 . s 1 6% 675 6 6 % = 100—108 
806.000 "Do. do," 6% Cum. Pret., 1 46 806,000 .. 100 | 44% de | e | ee "1a 13 192— 189 5 4 1 5 4 
271,080 Do. do, 44 96 Deb. Btock T 18 60, 000 10 |6 @ |6 | 6 1o T _ 2 — Ф, 2/6 8 68 
60,000 | Dublin United Trams. (1896), die? Py, 1 to 99,961 5 | 44% | 44% | 23 14% I 1 1 di là 843 
99,261 | — Bwan Utd., n см. da diis, 189 ^. 5 | 15 | y: | ** 215 68 — 18, 8 — i | | 519 4 
17,189 o. 100 | Бе | Бо | B — B5 — 85 ' | ма 
Б 2 4 % Deb. Stock Red. b 5 % 5 | 82 — | „5% 
"67790 | Do. 5% aud Deb. Stock Prov. Certe. all pd. | 9 | Ne | мй TCR. ae i | iX-— Yi COP EM E 
113,100 | Electric кырг "рш Т усу ЖОШ to 81,890., | 3 1% 1 & тата M- 53 — 8 . | 4B 0 
-= | 00. : — | 10 45 4 e3—s 83 > | | 
25'000 | General Electric Co, (1900), р . Btock 4 2 | 4 76 | 4 96 Ad Ex ск 1 | Же. 6 10 8 
900,000 | * Do. do d An as 1 to 18,000 10 4%) 4% | M 10$— 103 101— 10} | . | 416% 
78,000 | Gt. N. & City Rail. Pref. Ord. 5 t. ' 10 | 1 2 1 7 | 7 96 8 & 109 —108 102 —10 j? p | 512 3 
| aima Eae: сма [didi h-m е uci. 
R0,000 | Do. о, ‘ .. © Б i гә ER а Ба К „2 
40,000 | Henley's (W. T.), Telegraph N94 ms AL: 43 bn 100 108 106 —108 | £21660 
40,000 Do. 2 4 & Mort. Deb. Stock Stock | 44% K- we 10747 | 15 — 162 151— 16 | ip Nil 
150,000 | Do. йо, Telegraph Works.. | 10 | 10% | | wil Ж 1 p e «я .. 10 0 0 
50,000 | India-Rubber, Gutta- ercha 8 * p His 10 Nil | Ni 4% : і. 4i— b 4 5 .. $e | Nil 
87,500 |I Liverpool Overhead 00) Pret., fully p paid oe 10 5 T T мї lá— 2 14— 2h ži A : Nil 
10,000 |; Do. do, 1t 60,007 : ae 10 |8 ? | Nil 14— af — 2 *à | 18 010 
600,070 | London United Trams, (1900) | 100,000 : 10 |8 : |. - 2 332 9)1— 2? 28— E 652 514 4 
D . о. x | 5 2 — 67 — | - 2 * М ) 
vM Do. do. — 59565 Cum. Pret., eb oct ur 1214 & | e | 4,2 sh 973 — 92 | 374 SU M BU 
1,881,000 | — eee | 10 nd 54 i% | {4 64 — 66. 64 —65 H, "t 5 Nil 
5,782,062 | Metropolitan Consolidated ee $ 100 N | 2396 2 % | Ní 16 — 163 16 — 164 164 50 6101 
2,640,914 Do, PM Lands ,. T T ** | 100 Nil | Nil | Nil 2 M— H 42 — 1 oe Hn 
8,295,000 | Do. istric .. * oe “ri 1 ** T 0| 3970 Ll x | АРЕ е r 
801.887 | Metropolitan Electrio Trams., Ord, .. a" - d 1 Nil | Nil | Nil | Hi 2 2 | 12 j^ | + s | : 8 
82 D 59% Gam. Felt. 1 | 37 a 4 4% 985 934— 96 ^ | 5E V*X 
* | d ‘ 2 —1* | - | - 

— 50. do, % % Deb. Btock Red. | 100 | d F k 136 Ebr p — 29" 921 gii .. (76 
alone А F mmon oc .. T | | b- T | 9% т "s T 2 | | ee .. 
r year 6% Gld, Bas, 1212 Si { | =. Я enn 

45,500 Potteries Electrio Traction . .. 1 Б % 15% | 5 8 pi. R6 — R9 t 4. " 
CC ANNE NC T соз ср (АА 1% dy | saca | eacee | ae aiaj воа 
| Do. 8 * 15 $ enn 101 —108 Е NNI * | 
о | Telegraph Construction and Maintenance . 1900 5 — | 4 & 4% 46 | 4 % 1094—1084 100 —101 e | ге —2% - p : 
140,000! | Do. 4% Deb. . Д AE iris Mte | d r4. ikv 86 — 88 81 | .. *'à | 
1,000,000 Unde rground Electric Railway, 6% Prior Lien .. B LL ЗР .. | 44% Вб == ies 808 | -$ | is 
2,800,000 Ро. ад, ince una hs Nn Ni 109,| ND} a 8 | ag 8 E ~ 1280 
4,900,000 Do. do. 6% 0 & 60,01 to 116,666 | 6 Nil | Nil 109% | ? 2— 9i 2— 2 500 
66,666 | Willans & Robinson, 1 to 80,000 & 141, 688 | 1 | ни... 65162 — 80 16 — 80 | | 
245,496 Do. & 1st Mort, Deb, Btock а | * — 
m ELECTRICITY SUPPLY COMPANIES. T 
a— 4 4— 44 5 79 .. [азво 
= 91 — 94 xd | .. „ 
15,000 aan AAD th ine deb NE 100 4 ya "à P ы B 6 18 ‹ 
pe tip. Ord, 100 9,000 | б 9 —. 7 18 D Ж. | 818 6 
9,65 Deb. Btock ee — 4i m na ° 412 4 
о Bo Guar, Z ae 
= Contrai й ые үз: Bu ly м d d- H d- НК А 21 " 
A aes ra : 3 m —101 bs oe 
CINE NECI af Cum. Pet | 8 Pa бш o |р: |р 
445,786 i do. 4 96 Deb. è . . b 4 100 —108 100 —108 1013 oe oe 8 10 4 
49,496 | Chelsea Electricity Supply, Ord, |. | Bad. Block 6 4 | 10j— 1 MET lig ssa 
‘Biss он ыш Bs Ort дй бл | “T ЕЕ 1 
ТЧ" j 
А е е os 6 oe os os oo 
950,000 Oonn ot Durham Electron! Bower, Orde.» 5 5 58 an e. "n —— : i i 
250,000 Do. do. aun 5 % lat Mig. Т eb. 10 Б b u 1 1 4044 10 A 3 4 
65,000 Bo do. 6% Pref, 8 a s d 100 —1098 98 —101 8 2 ee e Nn 
de. 44 Gnd. Deb. ere... | 4 SINI] PE а Вр ра 
60,000 | Bamunáson's Hlectrio o, Cont Ота en 6 |6 Nil Ra 87 — 60 67 — 60 59 . E ELT 
80,000 ро, do. 43 5 Int Mon Deb. Bii, 0 |& * gi J — . 8 ШЕ — 61210 
9,150,000 Electrical Dev. Co. of Ontario, e . 6 81% | 69 | 5i м 4 — bi 44— by 28 ae oe 210 : 
10:00 ße“ 63 Oum, Pref., 1 0 10,000 3. „ we |E „ „ 100 "uc quss aos ur к Оа 
000 è . б i q = жө ae oe 
90.000 Do. st Deb. Nock е: = i 6 9 9 4 А $ 99 con 90 — 1003 1002 T : d i 
1,876,000 | Kaministiquia Power Co. 5% Gold Ends. ^5 — 1: 5 pod hog na 83 1— | т n „р | ра 
ere ee | Kensington and Knigh do. 4% Deben. Bik. | Sten 4 [44 | 4 84| u H— % | 68 | . : [6M s 
90,000 do. à tion, ted, Ord. 8 4 4 3) 6 m of 4— 51 zm : 439 6 
111,000 | London. Electric Supply Sopor 6% Pret, a | |е 6 6% | 6 93 — 97 98 — $7 > "ENT 
25% ро do. 4% lst Mort, Deb. bik, Көй, me hoe | 8 Tu = ae ee D EE. (34 
300,000 oe Meare бй ref, 1 108 .. i: 5 У 105 —106 106 —108 88 кү d ‘ 011 
16,191 е lst Mort 2 ben. i ee 884 — 883 831— 864 84 ee oe 6 1 u 
285,000 Do. Deben. Stock Redem, | Stock b 80 — 82 80 — 7 ei 418 4 
948,000! Do. 12 7 Mtg. Gold Buds .. : "1 — 15 Tl — 76 3 i 612 1 
6,000,000 | Mexican Electric Light Co.. 5% 1st a Sn $100 sse | wes .. |8 105 —100 102 —106 105 108 —8 613 8 
686,000 | Do. Light and Power Со, ' 1% Cum. Pret. sd. stock | $ |; | :. 64 | 85 — B] 86 — 87 — ot [4100 
кыо Do 22 5% 1st Mig. Gold Bnds. id ix | aia 4 4 98 10 ай — 100 “ s -i $15 1 
9150 600 Kaare, Fer za 44% Int Mort. Deb 5 |8 y: ү! ae A x 1 б — | —2 | 6103 
го Mowoni once Pref., 1 to 187,500 .. 6 б б б 99 —101 99 — 101 dis ee ee - 
181, P er Bu y co., eo * TN 5 6 0 
h Metro шал eotrio Pow 100 eje 14— 2, ʻi .. 
196,600 | { North Metron Sro м hal Нов РО 01 iô MH | TH) 7% | 10—18 8 — " A e ETE 
Notting Hill Eleotrio e| 5 1% |1 as = 95 — 98 = : ss 4 10 
80,000 Oxtord, 1% 96 and лю ЛО" se „ ee | 100 ae 47 37 noms 11 11 — lh | 82/8 397 ame (eee 
80.0001. Do. d db Deb. C Ord. Nos: 1 to 130 1 9 8 % 6 16 | ЦЕ i " | 4M 4 
. ien Non Cum. Pref. Nos n ains id 54 37 5 4 100 —10 |1 dar арр |6 11 
A Do. ” өө 9 : 51 
000 | Do. do. Deb. Btk. ; ijs Б 10 9% |10 V |10 5i— 1— 73 TE EM oe 
^40:000 Et nk ae Sio load 5 18 |74 |7 NEU 91 — 85 863 i d 
000 Do, aoa Deo Seck о 00000 е ЕЛ E в ag gts . ve | *^ | ois 
e. 4 Бы M ч 1 
127000 ашна Markets Blei Supply ‘Ord. „ 4 8 4 5 & В 4 sí " 2. : " T 
65,000 South London Electric apply, Ord, . AW m. u% 5 1% 1 — EN CP s » i cna 
120,000 South Met. Elec. Lt. кшш X Pen. 1 7 7 ae 100 —108 100 —108 za vs p re E 
142,968 Do. do. 4 % 1st Deb. Bek, | 160 4% | @ 5 — i = 2 = no 1 5 4 
924,520 : Ora " e ee б б : Б 5 lim 1 1 1j 21/6 Е ` 6 34 8 
aol Re 5% Cum. Pret, 17 . 6 4% | тй— 16—14 |. © 42 46 san 
808 D. do. 4431s Mort. Db. Bik. Red. 100 n d» 5 5| = — i ‘ae | ‘a zi 513 8 
888.000 Victoria Falls Power Oo., Pref, Nos. 1 to 800,000 .. 5 13 10 $ 10 & 5 6 4- 61 b e — 4 6 
110,000 | Westminsser Klectrio Bappl (X oum Pret, Re | 5 44% | 49% а 
61,270 Do. duced from 6% since 218% Deo., 1905) . = Se 
eid, + Quotations on Liverpool Bock Bzohange, Interim Dividend, 
* Unless otherwise stated, ali shares are fully paid, 


Bank rate of Discount 5 per cent.. October 22nd. 1909. 
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METAL MARKET. 


Fluetuations in October. 


SPELTER (G.O.B's.). 
Ост. 14 5 6 7 8 111213141518192021222526272829 


-— Gee. 


-—— —— Ge OE ee) — — — eee — ee 


LEAD (ENGLISH). 
Ост. 1 4 5 6 7 8111213141518 19 20 2122 25262798 29 


‘ 


£20 
10 FEE 
ie iO ЕШ ЖЕНШ ШЕ БЕ ПИ SESS 
E E E 
CCC 
FR ИПИ БЕЙ ШШ ПЕ ЖО ELS 
TT 
1з OS — — — 
i T 
AEE . HE REE 
1 SEN 


' | IRON. 
Ост. 1 4 5 6 7 8 111213141518 19 20 21 22 25 26 27 2829 


D TIN. i Ae 
Oct. 1 4 5 6 7 8111213141518192021222526272829 
£14 | 3 
CCC. 
мз ЕЕЕ 
Е 125 
N wis 
uo ЕЕ 

15 H Ж Ж 
BRE ИШ. аа ap 
3 72 2 
V E 

СС SEIS р. 


COPPER (G.M.B's.). 
Ост. 1 4 5 6 7 8111213141518192021222526272829 


Radium in Sweden. — According to Affarsvirlden, 
a company has been formed in Sweden for the production of 
ms of which, it is estimated, the output will be 44 grammeg 
yestiy, 


A NEW ARC LAMP WITHOUT CLOCKWORK. 


Тив Regina-Bogenlampenfabrik, of Cologne, has recently intro- 
duced a lamp known as the Conta Universal" lamp, which, 
possesses some novel features. It is called a Universal lamp because, 
besides being suitable for use with any type of ordinary round 


‚ carbons, it is also possible to switch it over from direct to alternat- 
ing current without any adjustment. 


The carbons in this lamp are side by side and almost parallel, and 


they are geared together во that any motion of one is transmitted 


to the other. The end of the negative carbon р (see figure) reste with 
its point on a copper knob x below the eqonomiser. This knob is 
attached to a bell crank D with a projection к above the economiser, 
which presses the carbon against the edge of the circular hole in 
the economiser. In this way a great part of the weight of the 
carbons is removed from the knob in consequence of the pressure 
exerted by the bell crank. The negative carbon, therefore, tends 
to burn fo a very long point; when finally the point barns away 
the weight on the knob is removed and the pressure of the bell 
crank also ceases, and the carbon drops slightly until the point again 
rests on the knob. The material of which the knob is made must 


7 MZGCHANISM OF THE Conta Lamp. 


have a high melting point and a high boiling point, must conduct 
heat readily and have large specific and latent heats. Copper, or 
some alloy having practically the same properties as copper, has 


. been found to comply best with these conditions. The surface of 


* 


the knob is made considerable, so that the heat is readily dissipated, 
and it is found that practically no wear takes place. In fact, when 
the experiment was made of weighing the knob before and after a 
10-hour run, a very slight increase of weight was found to have 
occurred due to oxidation. There is no danger of the arc becoming 
transferred to the knob, as the latter forms no part of the circuit. 
The knob and bell crank serve another purpose in the lamp as well. 
The negative carbon holder above the carbon ig reduced somewhat 
in díameter, so that when the carbon is practically burnt away, the 
bell crank can advance a little further forward than usual. This 
withdraws the knob and allows the carbon point to clear it, and 
the carbon then automatically drops out of its holder into the 
ash tray and the lamp is extinyuished. 

The striking of the arc is effected, as usual, by means of a series 
solenoid drawing up an iron core. This motion causes the positive 
carbon 8, which is normally slightly out of the vertical with its 


point in contact with the negative carbon, to be set vertical, and 


80 open the circuit at the points. A dashpot is added to prevent 
jerky operation. The ampere-turns of the solenoid are so chosen 
that even if the current fell 50 per cent. the iron core would not 
be released. Oonsequently, the solenoid is entirely out of action 
once the arc is rack, and it in no way helps in the regulation of 
the lamp. А 

The regulation is, in fact, effected naturally by the burning away 
of the negative carbon, although it is aided also by the presence 
of a blow magnet м above the economiser, and by the action of 
the economiser itself. 

The blow magnet not only keeps the arc to the pointe of the 
carbons, but also tends automatically to regulate the current, for 
any increase of current causes the arc to be lengthened, and to 
increase in resistance, whilst a reduction of current, from any 
cause, weakens the magnet and shortens the atc. The economiser 
helps the regulation, from the fact that ite inside is filled with 
inert gases, so that the consumption of carbon is much quicker 
when the arc is formed beyond the economiser than when inaide 
it. Should the positive carbon therefore, from any cause, not burg 


752 


THE ELEOTRICAL REVIEW. 


[ Vol. 65. No. 1,667, Мотливив 5, 1909 


&way as quickly as the negative one, it will project beyond the 
economiser, and will soon burn away to the right extent. If, on 
the other hand, the positive. carbon burns away too quickly, its end 
will gradually recede within the economiser, and its rate of con- 
sumption then be reduced. 
The parallel position of the carbons in this lamp prevente the 
ibility of any very wide current variations, and consequently 
t is unnecessary to provide the special iron wire regulating resist- 
ances used in some recent simplified lamps. 


When fitted with ordinary carbons, this lamp burns with about 


80 volts, and, without any change even in the carbons, it can be 
m over from a direct to an alternating supply if desired, 


SOUTH KENSINGTON MUSEUM. 


IN amplification of the article on the electrical work at the 
new Victoria and Albert Museum, which appeared in the 
issue of the ELECTRICAL Review of August 27th, the 
figures given in the following table may be found of uge to 
lighting engineers. 

A few typical galleries only have been selected, but these 
give a very fair idea of the lighting of the whole building. 

The figures in the column showing the approximate watts 
а square foot of floor врасе for the various methods of 
ighting are especially interesting, and, although no particu- 
lars are available of the difference in the resultant illumina- 
tion, a visitor is able to judge of the effect for himself, and, 
with this table before him, to imitate or improve upon the 
results as he may consider desirable in any installations with 
which he may be dealing. 

Similar figures have also been given for some of the 
galleries at the Natural History Section of the British 


— 2—ùg. ————— ́ꝓ—„ùUũ—üä—ũä — — — — — — — 
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Museum, which ба those E of the Institution of Elec- 


_trical Engineers who are in the habit of attending the con- 


versaziones are aware) has for some time been partially 
lighted, and the installation at which is being gradually 
extended. 


EXTRAS. ' 
[FROM A LEGAL CONTRIBUTOR. | 


OF all the questions which arise from time to time between 
contractors and the ns who employ them, there are 
none more difficult than those which relate to extras. To 
draw a specification which shall include everything is well- 
nigh impossible. There must be an extra clause of some 
kind in the contract, and it is upon the construction of this 
clause that the chief difficulties arise. 

'It may be well, at the outset, to draw attention to one or 
two elementary principles of law in relation to extras. 
Assume that a contractor agrees to erect certain plant accord- 
ing to agreed plans and  epecifications for the sum of £1,000. 
Take the simple case in which there is по extra clange. 
When half-way through the work the contractor finds that, 
owing to a rise in the price of materials, he is unable to 
carry out the work, except at a loss. In such a cese he 
cannot claim the additional cost to him as extra to the 
contract price. Again—to take another simple case—if the 
contract provides that no extras shall be allowed for unless 
they are ordered in a particular manner, the contractor can 


— ä——ä—ʒ ( —ö2—— — — — — — — — 


Total A i NI proximate Height 
о atte 
Position. Lamps. vatis: Bbape ot room. Han | er a ЦЕ: pr lights. 
| | of floor. 
VICTORIA AND ALBERT MUSEUM. 
Enclosed arcs, 2 in series | | 
А on 200 volts. Sq. teet. |! Ft. ip 
(a) Octagon Court, No. 40. Ground floor ... | 12 pairs of 8 amperes. 19,200 ошо, diameter 12,000 160 22 0 
| 110 ft. + 4 apees | 
Central Court, No. 43. - He we 5 " i 8,000 90 ft. x 50 ft. . 4,500 177 | » 
West Hall, No. 48. ^ 5. wl 19 3 » 20,800 | 230 ft. x 50 ft. 11,500 1:80 90 0 
East Central Court, No. 44. |, x py Б 12,800 90 ft. x 70 ft. | 6,300 2:01 | К 
Gallery 121. First floor 2 pairs of 3 amperes. 1,200 34 ft. x 34 fl. 1150 104 | 18 0 
Gallery 192. „ „ "NEL E н j 4,200 | 107ft. x 30 ft. 3210 130 , 
Gallery 21. Ground floor iv К 8 i i 4,800 106 ft. x 31 ft. 3,290 1:45 ; 
(b) Gallery 142. Second floor... “© Vis 5 M " 3,000 50 ft. x 84 ft. 1,700 176 17 0 
Metallic-filament 
| Incandescents. | 
(c) Gallery 114. First floor. .. 4G— 63 watte, clear. 2,898 500 ft. x 16 ft. 8,000 0°36 9 6 
(d) Gallery 47. Ground floor. 27—125 „ " 3,375 1 bs 5 0:42 14 0 
(c) Galleries 70—73. First floor 10—126 1,250 145 ft. x 20 ft. 2,900 0:43 9 6 
(7) Gallery 137. Second floor 84— 28 watts, obscured 2,352 107 ft. x 30 ft. 3,210 073 | „ 
(9) Gallery 75. First floor 132— 28 „ n 3,696 155 ft. x 31 ft. 4,805 077 " 
Gallery 136. Second floor 8—125 ,, „ 1,000 34 ft. x 34 ft. 1,156 0:86 , " 
(A) Gallery 181. First floor ... 116— 28 5, m 3,248 107 ft. x 30 ft. 3,210 1°01 ‘i 
(32 clear). | 
Tantalums. 
(i) Galleries 22—24. Ground floor ... 168 —40 watts, clear. | 6,720 230 ft. x 35 ft. 8,050 0 83 14 0 
NATURAL HISTORY MUSEUM. 
Inverted open-type ares, | | | | | 
4 in series on 220 volts. | | ! 
(j) Bird Gallery. Ground fioor m - 5 series of 10 amperes. ! 11,000 200 ft. x 50 ft. 10000 | 310 ; 110 
(+) Gallery east of Hall. First floor...  ..| 2 n к 4400 120 ft. x 18 ft. 2,160 201 . 110 
Flame arcs, 4 in series | | 
on 220 volts. | | | 
(/) Main Hall. Ground floor ... 14 series of 10 amperes. : 3,300 120 ft. x 60 ft. 7, 200 046 300 
| | (omitting side galls.) | 


REMABKS. 


(a) Lights hang ір a circle: 41 ft. radius. (Except where 
otherwise stated, the lamps hang in two rows.) 

(b) Lamps hang in an oblong. 

(c) 19 of these points are two-light fittings having a spread 
of 4ft. Fittings hang in a single row. 

(d) Parts of this corridor receive a little additional light 
from the arcs in the adjoining courts. Lamps hang 
in a single row. 

(e) This gallery is divided into 4 rooms, but with wide com- 
mupicating openings. The lamps hang in a single row. 


(7) 14 gix-light fittings. Owing to position of beam, these 
fittings are hung too near the walls to give the best 
distribution of light. 

(g) 22 six-light fittinga. 

(А) 14 six-light fittings; 
wall-cases. 

(7) 28 six-light ball pendants. 

(7) 4 ft. 9 in. reilectors. 

(4) Lamps hang in a single row. 

(L) Alterations in contemplation, 


J2 lamps for top-lighting of 
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have no redress unless the terms of the contract are strictly | 


complied with. 

It has been well stated that “ In the absence of any pro- 
vision in a contract that alterations or additions may be 
made in certain specified ways, the ordinary law of contract 
does not find any place for extras or alterations so-called, 
and any alteration or addition to the work originally con- 
tracted for must depend upon a new contract, express or 
implied.“ 

Works which are indispensable to the performance of the 
contract cannot be regarded as extras. This is for the 
reason that those who employ a contractor are entitled to 
rely on his skill and judgment to put in what is right and 


proper for the purpose of making a satisfactory job. Hence, 


although details which were known to be clearly necessary 
for the purpose of carrying out the work are not expressly 
mentioned in the specification, yet the contractor will not be 
allowed to charge for such evident omissions as extras. For 
instance, when the specification omitted to refer to flooring, 
it was held that flooring could not be charged for as an extra 
to a contract for the building of a house (Williams v. 
Fitzmaurice 3 H. and N. 844). | 

No contract of any magnitude is ever signed unless it 
contains an extra clause. It will be convenient to con- 
sider the form which such a clause usually takes. Asa 
rule, the duty of deciding questions relating to extras is left 
to the architect or the engineer, as the case may be. 


A vexed question may arise with regard to extras ordered 


by the employer himself. Suppose that, in the case of a 
building con the building owner is constantly on the 
job watching all that is going forward. In these circum- 
stances, alterations and improvements will be constantly 
occurring to his mind, and he may direct the builder to 
make changes without waiting for the approval or written 
authority of the architect. In such circumstances, it is 
conceived that he wonld be liable to pay for any extra work 
ordered by him. But the mere fact of the employer having 
assented to certain alterations is not sufficient to make him 
liable to pay for them as extras, unless he is either expressly 
informed or must necessarily, from the nature of the work, 
be aware that the alterations will increase the expense 
(Lovelock v. King, 1 M. & R. 60). But when it was shown 
that, in the progress of building, some process more expensive 
than that contracted for was ordered by the architect, with 
the knowledge of the employer, who was present at the time, 
and the builder’s sub-contractor was told that it was to be 
charged as additional work, it was considered that there was 
sufficient evidence of a contract to pay the builder extra for 
it, and of authority in the architect to make such a contract 
with him (Wallis v. Robinson, 3 F. & F. 307). ! 

The following is à common form of clause which deals 
with alterations and extras: “If any part of the said 
materials or work shall be ordered not to be used or done 
respectively under the handwriting of the engineer, the same 
shall be withdrawn, and the difference of expense occasioned 
thereby shall be deducted from the amount hereby agreed 
to be paid to the builder, and in like manner if the employer 
or the engineer shall in writing under his hand order any 
materials or work to be used. or done, not included in this 
contract, the difference of the expense to be so occasioned 
shall be added to the amount of the sum hereby agreed to 
be paid, but no account or allowance shall be had or made 
in respect of any work omitted to be done, nor of any extra 
work which shall be done, unless the same be omitted or done 
by an order in writing under the hand of the employer or of the 
engineer ; andall accounts and allowances for such omission 
or extra work respectively shall be ascertained and settled by 
the engineer from time to time as they shall be made or 
take place, and his decision shall be final and binding on 
both parties.” 

The foregoing: clause makes it necessary for all extras to 
be sanctioned in writing, either by the employer or the 
engineer. This is of enormous importance to both parties, 
inasmuch as it tends to prevent any question arising as to 
whether extras have or have not been ordered. But what 
constitutes an order in writing? It has been decided that 


a sketch made by an architect and not signed by him, is not 


such a direction as complies with a contract containing a 
clanse similar to the above (Myers v. Sarl, 30 L.J.Q.B., 9), 
but even apart from that decision no prudent contractor 


a 


would embark upon any extra work without. a definite order 
in writing. : | | 

The following cases may serve to illustrate how strictly 
the terms of such a clause must be observed. In Lorden v. 
Pryce (“ Emden's Building. Contracts,” 4th ed., page 105), 
а building contraet provided that orders for extras were to 
be signed by the secretary and treasurer of the employers, 
and countersigned by the architect. The builder having 
completed the work, the architect isaued a final certificate 
which apparently included certain extras not signed for by 
the secretary and treasurer. It was held that the builder 
could not recover for such extras. 

Where a contract provided that no claim should be made 
for extras without the written order of the architect, and no 
such written order as stipulated for was given, it was held 
that the final certificate of the architect, including such 
extra work, was conclusive, and that neither party could 
raige the question of whether or not there was a sufficient 
order in writing (Goodyear v. Weymouth 1 H. & R. 67). 
It is to be observed, however, that although the final 
certificate may be conclusive as to extras for which no 
written order as stipulated for has been given, this is 
probably not the case with progress certificates. So where 


‚ contract provided that no alterations or additions should 


be made without a written order from the employers’ | 
engineer, and during the execution of the contract the con- 
tractors were allowed to erect certain addditional works, and 
the particulars were entered in the “ progress certificate," 
the House of Lords held that these certificates were not 
written orders, and that the claim was, therefore, excluded 
by the terms of the contract. | 

The question whether the architect, or engineer employed 
in connection with a contract has power to order extras 
remains to be considered. The architect or engineer is only 
the agent of his employer to see that the works contemplated 
by the contract are carried out properly; he cannot, with- 
out authority, bind his employer to pay for additional work. 
Where, therefore, extra work is done by order of the archi- 
tect, the builder must show an authority in the architect to 
give directions for extra work, and, when the architect is 
shown to be the employer's agent to bind him by any devia- 
tion or addition, it will be necessary to inquire whether the 
agency of the architect to order extras was general, or was 
limited to a тше extent (see Emden's Building Con- 
tracta," 4th Edition, page 187). 

It is material to notice that there are cases in which work 
in the nature of extra work may be claimed for, although the 
contract contains no extra clause. So where something 
has been done by the builder, beyond what he has to perform 
according to the special contract, and that has been done at 
the instance of the employer, thé price of extra work, not 
being under the contract at all, can be recovered as for 
work and labour done; yet the contract must be proved in 
order that it may appear how much was extra. - 

If the builder, in completing a contract for a stipulated 
price, use materials of a better kind than those contracted 
for, he is not at liberty, on that account alone, to charge 
more than the stipulated price, nor, of course, can he require 
the materials worked into the building to be returned, 
because the employer will not pay an increased price on 
account of the better materials. (Wilmot v. Smith, 3 С. 
and P. 453.) | 


Canadian Boiler Regulations,—Mr. F. E. Leonard 
brought before the annual convention of the Oanadian Association of 
Btationary Engineers this year the discrepancies which at present exist 
between the Acts of the different Provinces governing the constrac- 
tion and inspection of steam boilers. One province allows the 
usual re-inforced manhole in the shell, while another calls for the 
flanged-in or ellipse pattern. One will allow a cast-iron steam 
nozzle; another insists on cast-steel. One province allows the 
safety valves to blow off from the top; its neighbour insists on 
a side outlet. The provisions as to supports are equally confused. 
British Columbia was the first to lead the way in boiler legislation, 
while Ontario and Qaebec have not put any restriction on industrial 


development. Mr. Leonard pleaded for co-ordination in these rules, 


so that a boiler might be purchased in any part of the Dominion 
and used anywhere from the Atlantic to the Pacific, if it hada 
certificate of inspection. The matter isa very important one to 
boiler manufacturers and central-station equipment firms in Great 
Britain who do an export trade to Canada, and should be the subject 
of their careful attention. 
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CABLE-FAULT LOCALISATION GRAPHS IN 
PRACTICE. 
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By EDWARD RAYMOND-BARKER. 


(Continued from page 672.) 


THE HEURTLEY Test CONSIDERED GRAPHICALLY. 


Mr. E. 8. Heurtley, as an investigator of problems con- 
nected with exact localisation of copper-exposure faults or 
breaks in submarine cables, has, in the use of artificial 
copper-exposures, made an interesting step in advance. He 
does not merely compare test resulta from a real broken cable 
with those from an artificial “end ” of more or less super- 
ficial area of exposed copper; he combines the comparison, 
80 to speak, into one operation, and balances the broken or 
faulty cable with its natural exposure against the balancing 
resistance plus an artificial exposure. 

. The writer is aware that some good individual work in 
this direction was done many years ago by Mr. John Gott, 
and that this exposure-balance system had, in 1893, been 


clearly suggested by Messrs. G. K. Winter and G. B. Winter.“ 


Mr. Heurtley, however, has reduced the matter to a complete 
system, and to an extremely simple formula with factors 
easily obtained. | | 
Connections for Heurtley's test are shown in fig. 50 in 
combination with an extra resistance r end key K, which 
enable all bridge readings to be made to false zero. by Mr. 
R. R. Black’s reduced-current method, by means of which 
inconstancy of polarisation at / is minimised owing to a 
certain amount of testing current being made to flow steadily 
to line throughout the test, without the usual earthing 
intervals and disoonnections of battery which accompany 
ordinary false-zero testing. | 
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Fic. 50.—HEURTLEY'8S TEST COMBINED WITH BLAOE'S REDUCED- 
OuRBENT FALsE.Zmno METHOD. 


Fig. 50 shows :—1. Switch for connecting either higher 
or lower battery power to Rymer-Jones Key K, which serves 
either to apply battery to bridge system, or to put the latter 
to earth, 


2. Extra resistance r inserted between K, and bridge, and 
short-circuited at will by ку. 


ee 


* In a communication by G. K. Winter and G. B. Winter, pub- 
lished in the Journal of the Institution of Electrical Engineers, 
No. 106, Vol. XXII, June, 1893, the foll:wing passage appears :— 
‚+... “It seems to us, however, that by putting an artificial fault 
at the end of the balancing resistance, e not only eliminate 
directly the false resistance due to polarisation, but by altering the 
size of the exposed wire at the artificial fault until the measured 
resistance remains the same whether the testing current used be 


small or large, we may arrive, without calculation, at the result 
aimed at." 
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9. A mil-ammeter which will be found useful to measure 
testing-current entering chble, if any plotting is to be done 
for graphs. 

4. Resistance R used to balance z and fault or break, and 
connected to a switch by means of which & can be earthed 
direct to cable sheathing, or at choice through any one of 
several lengths of cable core—say, 130 On|130 c.».— 
immersed in earthed salt water, and having at their further 
several extremities (а f) copper exposures varying from, 
say, 1 in. of conductor to a flush cut. 

It is well here to note that smaller exposures than the 
above can be produced by a slit made with a sharp knife in 
the gutta-pe of the immersed core, and opened out or 
Closed up as occasion may require for the balancing of f. 
Here, then, the cable pius the real fault or break f can be 
balanced against в plus the artificial fault or break a — 


So, when k. C. = zero, 
balancing with higher current c, :— | 
4 ＋ = B T 47 


with smaller current c, :— 


a+ 1 В, T 47. 


Heurtley his pointed out that the higher power is to be a 
high, and the lower as low as possible, as long as the test 
with the lower ів not too insensitive. A current ratio 5 to! 
will often be found convenient. 

The now well-known conditions based on investigational 
developments by Mance, Kennelly, Schaefer, and others have 
been aptly summarised by Heurtley in the following 
axioms :— 

1. All exposures of equal effective area are, with the same 
current passing, of equal resistance, and vary equally in 
resistance under similar changes of the testing current. 

2. That with two exposures of unequal area, that having 
the smaller area will not only have the higher resistance, but 
will vary more in resistance with a similar change in current, 
than the larger area. : 

3. That, other things being equal, the smaller the testing 
current, the greater the resistance of an exposure. 

In developing the rationale of his test, Heurtley points 
out three cases to be considered :— 

1. When the effective exposures at fand at af are equal 
or f = a f. 

2. When exposure at a f ig greater than that at / or 

a f > f. | 

9. When exposure at a f is less than that at fo 
af «f. — | 

From consideration of these three casea, Heurtley draw? 
the following deductions :— 

l. If resistance R remains the same for all strengths of 
current, then н = resistance up to the fault. 

2. If resistance n with the higher current is lees than 
that with the lower, then both these resistances are higher 
than the actual resistance up to the fault, and the artificial 
exposure (a /) is too large. 

3. If the resistance R with the higher current is more 
than that with the lower current, then both these resist- 
ances are less than the actual resistance up to the fault, and 
the artificial exposure is too small. | 

4. In all cases, the result obtained with the higher current 
is a closer approximation of the resistance up to the fault 
than that obtained with the lower. 

The practical routine of Heurtley's test is as follows :— 

l. K, moved over so as to permanently apply battery 
(z to L) to bridge. 

2. False zero noted by R. R. Black's reduced-current 
method, viz, with k, depressed and r thereby inserted 
sufficient to about halve the testing current. Bridge 
resistance R to be adjusted till galvanometer deflection 
remains the same whether r be in or ont. Obviously, owing 
to the capacity of the cable, the galvanometer, for the 
avoidance of undue deflection disturbance, must be short- 
circuited, or cut-out, during the actual depression or 
raising of K;, /.e., at the moments respectively of decrease or 
increase of the testing current. For this purpose, it is well 
in practice to have k, and the galvanometer key near each 
other for convenience in co-ordinate manipulation. 

For each exposure condition, the above operation # 
effected twice, viz., first with the higher power and then 
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with the lower. During the whole test the current is kept 
on permanently, alteration from a higher to a lower power, 
and vice versa, being effected by means of a ly 
manipulated switch. 

en an exposure (a f) has been found which causes R to 
remain the same whether the higher or the lower power be 
applied, then (with equal bridge ratio), R = x. It is not, 
' however, n to exactly balance a f with f. 

МАШ fo really necemary is for a test to be made under 
two exposure conditions, one with the artificial exposure too 
large, the other with it too small. 

Each of these two tests is, of course, made with a higher 
current and a lower current, the balance being made as close 
as is easily practicable. The mean of the two bridge 
readings (в) with the higher power (viz., with a f too large, 
and a f too small) gives a. 

Before any practical examples are given, a short inqui 
may be made into the graph aspect, of this test, for which 
reference may be made to fig. 51. f 


M, M, are bridge ratio resistances, taken as equal through- 

out. ОУ 
Resistance R balances x, viz., that of broken cable (both to 
earth x). І 

Artificial copper-exposure in core immersed іп earthed 
salt water, and. connected to R, balances real exposure in the 
eore of cable x, the broken end or fault, being in the sea. 

At bridge apex Y are applied higher and lower battery 
powers, Z to L, iba paa 002 and 01. 

di and G, are points to which would be applied the galva- 
nometer, for simplicity, here omitted. 

P, representa polarisation P.D. at break. 

P, is polarisation P.D. at artificial exposure. 

P, and P, are opposite in sign to the P. D. s primarily due to 
Qu-Fe elements at the two exposures previous to the appli- 
cation of the negative testing current. 

A and B represent apparent increase in resistance, due to 
opposition of P, and P, to higher testing power с, o and D 
represent further apparent increase in resistance, due to 
opposition of P, and P, to lower testing power 0. 

Under the above conditions with both natural and artifi- 
cial Cu exposures of equal effective area, on application 

of Cs, | 
` X TB R +4, 
and with c, applied, 
X+D=R+C. | 

But the two exposures being equal and—let it be granted 
under uniform conditions in regard to cleanness of copper 
surface, and earth-connection resistance, 


A = B and c =D. Therefore, R = x. 


Let—for the sake of argument—the artificial exposure be 
of smaller effective area than that of the cable conductor. 
F then represents the consequent extra resistance at the 
artificial exposure, P, the polarisation P.D., к and c the 
apparent inoreased resistance due to the opposition of P, 
respectively to c, and с,. 

Under these conditions, that is to say, unless R be re- 
adjusted to a lower ohmic value, there is no balance, for 
with C, X + BSR T F + E. 

With ci, x 1 DS RTF + 9. 

A Heurtley test may best be made under conditions per- 
mitting the use of comparatively low testing currents, the 
relative value of the higher to the lower being, at the same 
time, as high as is practicable, not 2: 1 as shown in fig. 51. 
A proportion 5 to 1 has given good results. A Heurtley 


balance —as has been shown — is obtained when the artificial 
exposure is so adjusted that bridge readings under the higher 
and under the lower testing current remain the same. 

. А graphic illustration of this is seen in fig. 51, if for the 
sake of argument we suppose the ratio between the higher 
and the lower testing currenta to be much higher than the 
2 : 1 shown in the diagram. | 

M and M, being equal, we have with power c, the equation 
X + B = Е + A with respective polarisation P.D.'s, P, and 
P. Then with power ci, X + B = R + A with respective 
polarisation P. D. р; and P, 

But A= B.. R X. 

Any natural or telluric earth current from the cable would 
be accounted for by the two bridge readings being observed 
to false zero, if possible, by К. R. Black's reduced -current 
method as before described. The lower testing current must 
be sufficiently high to well overcome any possible natural, 
i. s., telluric, current flowing counter to it. 

In practice, however, as has already been shown, it is 
unnecessary to arrive at a perfect balance. On the contrary, 
when a fairly close approximation has been arrived at, the 
arithmetic mean of the two higher-current bridge readings 
(one with the artificial exposure too large, the other with it 
too small) gives x, viz., resistance up to fault or break. 

Some actual tests by the Heurtley method are here tabu- 
lated. The table includes (0) number of Leclanché cells 
with corresponding effective current passing to line, and 
ET values with corresponding bridge readings, also 
detaila ав to length of copper conductor exposure (core 
130 lb. Ca/180 Ib. G.P. per М.м.) and the redaction—or 


increase as the case may be—of A E the area of artificial 
exposure. 


(b) | Graph 
Test Oe Ils Ж 5 T€ Remarks plotting 
No. s / 3.4. (. z.). re A. E. ыо; 
Е ЕР NN —— | | 
25 53 | 0434 6,013 DE г Too | 
| 5|1 |1 6,020 } 4 in. { large. | ^ 
25 | 53 | 0°434 6,01 Still too 
1 5 1 1 6,013 } reduced { large. B. 
25 | 53 | 0434 | 5,997 | again Too C. 
5| 1 1 ,996 reduced small. D. 
20 116, 0294 1,250 li { Too 
г 5| 28| 0598 1258 } мы large. E. 
20 | 116, 0294 241 it 11 
5 28| 0598 | 1,941 | 4 in Balance. F. 
20 11.5 | 0295 | 1,251 |} I in { Too d. 
3 5 2'8 | 0598 1,257 ar large H. 
20 | 11:5 | 0:295 | 1,217 | in { Too I. 
| 5| 28| 0598 | 1213 || T5 in. || small J. 
20 9'6 | 0323 1,261 } 1 in Too K. 
4 5 l1! 0954 | 1,382 large. L. 
20 | 97 | 0321 1,231 \ in { Still too M. 
5 11| 0954 | 1,319 |] 152 large. N. 
20 | 130 | 0277 | 1,248 lin | Тоо О. 
5 5; 41; 0494 1,222 : small. P. 
20 13˙0 | 0:277 1,218 } 18 Much too Q. 
5 41! 0494 | 1179 || 797 || small | R. 
—— ions: | "T "m 
‘NOTE 


25 cells = 37°5 volta. 2 
20 »" = 29 7 [T] 4 
5 „ = 74 „ 
In Test No. 4, Е.С. = 3° against testing current. 
РА No. 5, 8.0. = 3" assisting , ° n 


The writer is indebted for test No. 1 to the kindness 
of & friend. This test, believed by the writer to have been 
made by Mr. E. S. Heurtley, was made on a broken cable, 


. and gave the result 


6,010 + 5,997 


= 6,003°5 ohms. 


This was 1°5 ohms more than what eventually proved to 
be the correct resistance—viz., 6,002 ohms. 

For the bridge readings in Nos. 2, 8,4 and 5, which 
were made on an artificial cable and with artificial ex- 
posures, the writer is indebted to a colleague—Mr. J. G. H. 


rey. 

In tests Nos. 2, 3, 4 and 5 the correct resistance up to 
break was in all cases 1,240 ohms (ctd.). Readings were 
noted to F.Z. by Black’s reduced-current method. 
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No. 2 affords an example of an exact balance—viz., 1,241 
ohms, with both higher and lower testing currents ; error, 
1 ohm (+). 

No. 3. The mean of the two readings with the higher 
1.251 + 1.217 


2 


current, or— 


1 ohm (—). 

No. 4. During this test the cable was influenced by an 
artificial telluric к.с. of 3 volta jn opposition to the negative 
testing current. In this test the exposure adjustment was left 
incomplete, for a purpose which will be explained further 
on. The same remark applies to test No. 5, in which the 
conditions were similar to those in No. 4, excepting that the 


= 1,239 ohms. Error, 


E.C. was not, opposed to, but, was in the same direction as the 


negative testing current. 
(To be continued.) 


— MERE 


THE ELEOTRICAL TRADE AND 
RAILWAY RATES: INEQUALITY AND 
INCONSISTENCY. | 


By S. WHETTALL. 


IN certain sections of the electrical trade there has been 
a reduction in the cost of production and also a lowering in 
the prices at which the manufactured articles have been 
sold, but there has not been any proportionate reduction 
in the railway carriage charges, which therefore constitute 


a greater proportion of the price when sold and delivered . 


than was hitherto the case. The reader will, therefore, 
probably appreciate the particulars given in this short 
article, and admit that the subject affecte most traders 
connected with the electrical business in this country. 

It has been evident for a long period that some traders have 
an advantage over others in connection with the railway 
carriage charges over equal or proportionate distances owing 
to the said rates being unequal, and when it is recollected 
that the electrical trade will probebly pay over £4,000,000 
in railway carriage charges every year, then the importance 
of the question of the disproportionate railway rates will be 
appreciated by traders and others interested in railway rates 
and in matters pertaining to railways. 

To give the reader a clear idea of the subject under dis- 
cussion, it may be as well to mention that railway rates are 
divided into eight sections or classes, and those which 
more particularly relate to the electrical trade are Classes 
C, 1, 2, 8 and 4. 

Class C includes such traffic as cable tubes. 

Class 1 includes such traffic as accumulator plates. 

Class 2 includes such traffic as accumulator dynamos and 
motors. 

Class 3 includes such traffic as electric arc lamps, &c. 

Class 4 includes such traffic as electrical instrumenta, &c. 

Class C rate includes the station terminals for use of 
railway company's stations, the service terminals for use of 
railway companies’ sheets, loading and unloading, covering 
and uncovering, and also the rate for conveyance over the 
railway, which includes the wagon hire for use of the railway 
company’s wagons. Cartage is not included in the rate for 
Class C traffic, and if cartage is performed by the railway 
company it is, of course, additional to the rate. 

Class rates 1, 2, 3 and 4 include all the charges given as 


being included in Class C rate: the charge for cartage ` 


within the ordinary boundary is also included in these 
rates, with, however, some few exceptions. That the incon- 
sistencies in railway rates are many cannot be gainsaid, and 
seeing that this is so, a wide field for discussion is opened 
up, and the tables given hereafter will probably throw some 
light upon a rather intricate matter. 

Table I represents the station and service terminal 
charges. 

Table II shows the maximum rates of conveyance. 

Table III representa the actual mileage rates in operation 
between the places for traffic in Classes С, 1, 2, 3 and 4. 


Table IV shows the class O rate as based upon the marxi- 
mnm service and station terminal charges plus the maximum 
conveyance charge. 

The particulars given above will give the reader some 
idea as to the composition of the rates, and to make the sub- 
ject clearer all details with respect to the rate charges are 
given hereunder :— 

Maximum terminals along with conveyance charges con- 


stitute the basis of all railway rates with, however, one excep- 


tion, and that is, cartage. 
TABLE I.—Maximom TERMINALS.—PxB Тон. 


In respect of mer- Station ter- Un- 
chandise oom- minal at Unload. Cover cover- 
prised in each end. Loading. ing. ing. ing. 
classes. s. d. 8. d. з, d. d. a 
C 1 0 0 3 0 3 1 1 
1 1 6 0 5 0 5 14 1} 
2 1 6 0 8 0 8 2 2 
3 1 6 1 0 1 0 2 2 
4 1 6 1 4 1 4 3 3 
TABLE II.—Maxmom Rates OF Conveyance.—Pasn Tox 
Per Мга. | 
In For the Forthe ' For the 
respect of first 20 next 30 next 50 For the 
merchandise miles, or апу miles,oreny miles, or any remainder 
comprised part of such part of auc part of such of the 
in classes. distance. distance. distanoe. distance. 
C 1°80d. 1:504. 1:204. 0:704. 
1 2:20d 1:85d. 1:404. 1:00d. 
2 2:66d. 2:30d. 1:80d. 1°60d. 
3 3°10d. 9:654. 200d. 1:80d. 
4 3°69d. 3°15d. 2˙50d. 2˙20d. 


It should be noted that the conveyance rates shown above 
are not universal, as they differ slightly over some 
companies' lines, as sometimes they are fractionally less, and 
sometimes slightly higher, than those given above. It may 
also be mentioned that in some parts of the country a small 
toll is chärged (for various reasons and purposes), and the 
toll is usually 1d. or 2d. per ton. 


TABLE III. —Acruarl. MiLEAGE AND AOTUAL Rares IX 
OPnmBATION.—HRaTE PER TON. 


Class. Class. Class. Class, Class. 

Between Miles. i 1, 9. B. A 
Grimsby and— в. d. s.d. s. d. в. d. в. ё. 
1. London -— ..155 18 3 287 3511 419 501 
2. Birmingham ... . . 182 1611 237 26 3 33 8 40 2 
3. Manchester .. 91 13 4 200 23 9 271 318 
4. Leeds v ... 53 7 11 118 13 4 168 20 0 


TABLE IV.—Críass O Rats, AS BASED UPON тни MAXIMUM 
STATION AND SERVICE TERMINAL CHARGES PLUS THE Maxt- 
MUM Oonveyvances OHARGES. 


Station 

terminal Maximum conveyance 

at both Service rate according to 

ends. terminals actual mileage. Total. 
Miles. Per ton. Per ton. Per ton Per tos. 

s. d. d. $. d s d. 
1. 155 2 0 8 15 0 17 8 
2. 132 2 0 8 13 8 16 4 
3. 91 2 0 8 10 11 18 7 
4. 53 2 0 8 7 1 9 9 


TABLE V.— CLASS 1 Бате, aS BASED UPON THE MAXIMUM 
STATION AND Вввуск TERMINALS PLUS THE MAXIMUM 
OORVEYANCE CHARGES AND AN APPROXIMATE ALLOWANCE 
FOR CARTAGE. 


Maximum An 
Station conveyance approximate 
termi rate owance 
at according for 
both Bervice to actual cartage 
Miles. ends. terminals, mileage. both ends Total. 
Per ton. Per ton Per ton. Per ton Per ton 
s. d. 8. d в. d. s. d. s d. 
1. 155 3 0 1 1 18 9 5 6 28 4 
2. 132 3 0 1 1 16 10 3 0 23 11 
3 91 3 0 1 1 13 2 3 0 20 3 
4 53 3 0 1 1 8 9 3 0 15 10 


A comparison, showing where the inequality of the rates 
is apparent, will be found in the following table :— 


Class С, Class О, Class 1. Class 1. 

Actual Maximum Actual Maximum 

rate in basis rate rate in be зів rate 

operation, per ton. operation. per ton. 
s. d. 8. d. s. d. s. d. 
London 18 3 17 8 28 7 98 4 
Birmingham.. 16 11 16 4 23 7 23 11 
Manchester... 13 4 13 7 20 0 20 3 
Leeds 7 11 9 9 11 8 15 10 


Vol 65. No. 1,667, Novum 5, 1900] THE ELECTRICAL REVIEW. 


157 


From the figures, it is easy to understand that 
traders in Leeds have an advantage over other towns when 
traffic is forwarded thereto from Grimsby, and this instance 
. is only one of many, so that one naturally asks why should 
railway rates be cheaper in one part of the country than they 
are in another; the only inference to be made is that the 
railway rates require adjusting. 

Another instance of the inequality of railway rates is 
given hereunder, showing that such inequalities prevail all 
over the country :— 


Class C rate as based 
n the maximum ter- 


Class C rate actually minals and conveyance 
in operation. o 
Per ton. Per ton. 
Bristol Miles. 7 B. d. 8. а. 
and London 1184 13 1 15 7 
Birmingham ... 872 10 6 13 3 
Manchester 166 18 4 18 4 
Leeds 2022 20 4 20 4 


In this case it will be seen that the traders in London 
and Birmingham receive a certain amount of benefit over and 
above probable competitors in either Manchester or Leeds, 
and such instances as these olearly prove the need of reform 
or amendment in railway rates, as it is unjust that some 
tradera should obtain better rates than others. 


OVER-RUN AIR PUMPS. 


[COMMUNICATED. | 


ENGINEERS who are а little careless of their pipe joints have 
to pay for the same in poor vacua. This poor vacua they 
then endeavour to cure by over-running the air pump. 
Doing this is perfectly useless, and pays about as well as the 
endeavour of a man to lift himself by his own boot straps. 
To over-run an air pump is to vitiate the vacuum, for it is 
not possible under ordinary conditions to secure its best 
efficiency above a certain в Let an Edwards 
air pump be taken as an example. When the bucket descends, 
ita conical base projects the water which has gathered in 
the conical bottom of the casing, round a curved passage 
into the pump berrel. The prompt return of the bucket 


covers the port through which the water has been shot, and 


through which also the air from the condenser has entered 
the almost vacuous space above the bucket. The two fluids 
are more or less converted into foam, and this proceeds to 
settle upon the face of the bucket in a layer of water 
and a superincumbent layer of air. Given time, this sepa- 
ration would be complete and the air would be discharged 
through the upper valves, followed by the excess of water 
beyond that requisite to fill the clearance space, but with- 
out sufficient time there cannot be complete separation, and 
there will remain on the bucket the clearance volume of 
foam at atmospheric pressure. The air of that foam expands 
on the down stroke of the bucket, and the vacuum formed 
above the bucket fails to attain to that proper to the 
temperature of the water; less air enters the ring 
port and the efficiency of the pump is permanently reduced. 
By slower running, such a pump would have a better 
efficiency. Because of this foaming, the clearance above the 
bucket should be a minimum in order that the clearance 
layer shall, if possible, be solid water, so as to ensure the 
fullest discharge of the foam layer. An inefficient pump may 
be improved by attending to the clearance. In an Edwards 
pump, wear of the bearings tends to shorten the rod and 
reduce the elearance, so that a pump needs to be watched 
against entire disappearance of clearance as well as against 
the lining up of bearings to give too long a rod and excess 
. clearance. 

In considering the interaction between an air-pump and 
the condenser to which it is connected, two conditions are 
prominent. Assuming the air-pump clearance is filled with 
water, the vacuum formed above the bucket is simply that 
due to the pressure of aqueous vapour. In the condenser, 
assuming the same temperature, there are two pressures 
combined—that of the aqueous vapour and that of the air 
which is present. The absolute pressure in the condenser is 
greater than that of the air-pump space by the amount of 
the partial preasure of the air. But two different pressures 
- cannot exist in free communication, the gas at the higher 


pressure must 1ush into the lower pressure space until equili- 


brium is maintained. When the air-pump bucket opens this 
communicating passage, the mixed vapourrushes in from the 
condenser ; this raises the pressure in the pump chamber, 
and the vapour already there partially condenses ; and this 
action goes on until the inrushing vapour has carried with 
it so much air as to bring the ratio of air to aqueous vapour 
to the same figure in each vessel. 

It is, of course, still assumed that the water temperature 
remains equal in both vessels. Presumably if a vessel of 
water is hotter at one end than at the other, any air that may 
be present will collect at the colder end in order to bring the 
sum of the two partial pressures of air and water vapour to 
the same figure. This is the scientific reason, in addition to 
others, why air is best drawn from the coolest part of a 
condenser, and it would conduce to efficiency of an air pump 
could its barrel be well cooled. Apparently the Edwards 
air pump, with a continuous small cold water spray into the 
barrel to maintain a fall clearance space, would act well as a 
dry air pump, the water being removed from the condenser 
by a wet pump or even barometrically. Such a pump would 
represent a thoroughly cold end tw the condenser, into or 
towards which air would rush automatically to maintain 
equilibrium of pressure. The laws of mixed vaponrs tell us 
that the space above water of a given temperature will always 
contain a definite weight of aqueous vapour per unit. of 
space irrespective of the presence of other gases. This law 
underlies the action of the air pump, and explains why air 
will rush into a space until the ratio of air is brought up 
to that of the space whence the air flowed. | 

Equalisation of pressure is, of course, instantaneous or 


. practically so, the molecular velocity of the gas or vapour 


involved being many hundred feet per second, and time being 
therefore negligible. But time is not negligible when there 
is any question of the settling out of foam into its constitu- 
ents, gaseous and liquid. Hence the danger of over-running. 


SSt. 
PROCEEDINGS OF INSTITUTIONS. 


The Electrical System of the L.C.C. Tramways. 


Іх connection with the above paper, by Mr. J. H. Rider, which 
was read at the meeting of the I.E.E. on March 25th last and dis- 
cussed on two subsequent dates, our readers will remember that 


. Mr. Rider’s reply was held over owing to shortness of time. As 


many of the points raised were of considerable interest, we briefly 
extract some of Mr. Rider’s remarks from his published reply in 
the Journal of the ImgrrruTION or ELEOTBICAL ENGINEERS. 

Mn. Riper said he considered the change of site from Camber- 
well to Greenwich to have been justified by the resulte; it had to 
be remembered that the railway company stipulated that the pro- 
posed siding:at Camberwell should only be used for three hours in 
the night. A recent quotation by London coal merchants for 
Scotch coal showed a saving of 2s. 3d. per ton delivered at Green- 
wich as compared with Camberwell; there was also the question of 
condensing to be considered, as cooling towers would certainly have 

ved a ps nuisance. He doubted whether the site would 
ave been big enough to contain cooling towers for 22 million lb. 
water per hour. He could not agree that 25 per cent. spare boiler 
plant was too much if the best resuits were to be obtained; the 
new Babcock boilers were bigger than the original Stirling units, 
and anything larger would have involved more costly buildings. 
The type of reciprocating engine adopted at Greenwich was from 
experience the best for large powers, and its speed had not proved 
too high. The 6,600-volt pressure for transmission was adopted as 
being low enough to get rid of many of the electrical troubles 
experienced at higher pressures, while still sufficiently high for satis- 
factory economy when the average distance and load density were 
considered. Experience bad shown that the 85 per cent. power factor 
for which the turbines were designed was more in accordance with 
actual work than the 94 per cent. of the reciprocating plant. The 
power factor of the plant as a whole, at full load was from 90 to 93 
per cent.; at half load from 80 to 85 per cent., and at light load 
during the night about 70 per cent. Considerable economies had 
been found from the turbines which were run on heavy constant 
load, the reciprocating plant filling up the hollows, and also work- 
ing at its most economical load, viz, ? full load. The coal con- 
sumption per unit delivered to sub-stations had decreased by 
something like 20 per cent. since the beginning of 1909. The 
impulse turbine was not adopted for extensions, because the author 
hoped to obtain any more reliability with it on account of larger 
radial clearances. The aim of the station was to maintain an 
outside supply under all conditions, and the author considered that 
nothing but a hand-operated switch could be relied on to pull а 
machine out of circuit, in the event of a failure of the machine 
itself. With the present system of earthing, no trouble was ex- 
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perienced with the a.c. motors driving the cenfrifugal pumps. Ав 
regarded sub-station efficiency, the average of the synchronous 
sub-stations was 73:5 per cent., and of the induction sub-stations 
82 1 per cent., but this did not necesearily indicate the comparative 
efficiencies of the two types of plant. There was nothing like one- 
third spare plant in the sub-stations, which frequently operated on 
their overload capacity. 

In reply to several speakers who drew attention to the heavier 
energy consumption per car-mile of the L.0.0. cars as compared 
with other cities, notably Glasgow, he pointed out that if allow- 
ances were made for the greater weight and higher speed of 
the London cars, and the frequent traffic stoppages, it would be 
found that there was no great difference bet veen the energy con- 
sumptions in the two cases. 


Iustitation of Electrical Engineers (Manchester Section). 


THE opening meeting of the session of the above Section was held 
on Friday evening, the 22nd ult., when the chairman, Mn. S. J. 
Warson, delivered his inaugural address. 

Referring first to the steps recently: taken by the Council to 
acquire the Medical Examination Hall on the Victoria Embank- 
ment as a permanent home for the Institution, Mr. Watson 
expressed the opinion that such a centre could not fail to be of 
immense advantage to the Institution, and that a grave error in 
judgment would have been made if full advantage had not been 
taken of theopportunity when it arose. He regretted that during 
the last few years there had at times been a difficulty in obtaining 
suitable papers for Institution meetings. It was necessary in some 
cases for members to obtain permission from their employers before 
offering a paper, and perm n was, he was afraid, sometimes 
withheld on the grounds that the information given might be used 
to the prejudice of such employers. While there were doubtless 
some trade secrets that could be maintained absolutcly inviolable, 
he did not think there was very much electrical manufacturing 
work carried out that might be classified under this heading. 
Most electrical manufacturers had received benefits in one way or 
another from the work carried on by the Institution, and in return 
they should do what they could to encourage their employés to join 
the Institution and contribute to its success. s 

He had also found that members who were engaged on the 
manufacture of special apparatus did not care to offer papers on the 
subject they were most intimately acquainted with because they 
were afraid competitors might consider they were trying to obtain 
a cheap advertisement. Such a feeling could be carried too far. 
Most of them had to specialise in one direction or another, and 
those whose everyday work was in one direction were just the men 
most capable of giving information in regard thereto. 

Dealing with the development of electric supply undertakings 
during the past 15 years, he could not help being impressed with 
the remarkable growth that had taken place during a comparatively 
short period of time. He had prepared a table giving a summary 
of the records contained in issues of Lighining and the Electrical 
Times in 1894, 1899, 1904 and 1909, so that they would see the 
peon enta which had taken place during three periods each of 

ve years, 


RECORDS oF SuPPLY UNDBBTAKINGS. 


1894, 1899. 1904. 1909. 
No. of undertakings 30 100 225 290 
Cap. expenditure, £ 4,472,925 11,895,993 38,284,458 57,818,142 


Plant installed, kw. 32,108 112,631 454,565 795,036 
Inc. in capital, £ ... 7,423,068 26,388,465 19,533,684 
Inc. in plant, Kw. ... id 80,523 341,934 340,471 
Cap. outlay per Kw. £139 £105 £84 £72 
Cost per add. KW. T £92 £77 £57 
Maximum load, kw. Vus 78,866 269,680 501,941 
% to plant installed igi 70 59 63 
Units sold ... . . 15,231,181 76,432,250 349,003,935 824,819,593 
Increase in output... 61,201,069 272,571,685 475,815,568 
% increase ... 885 v 401 357 156 
Units sold per £ 
expended i 3'4 64 9'1 142 
Units per add. £1 
expended E 7 432 10 3 244 

Revenue ... £392,077 £1,556,262 £4,763,111 £7,528,321 
Ф to capital n 87 131 12:4 128 
Inc. in revenue, £... ius 1,164,185 3, 206,849 2,665,210 
Revenue per unit ... 6 16d. 4 89d. 3:27d. 2:16d. 
Rev. per add. unit i 4 55d. 2 82d. 134d. 
Working expenses, £ 243,021 756,115 2,334,088 3,681,504 
% to revenue m 62 51 49 49 
Cost per unit sis 3'82d. 2 47d. 1`6С8. 1074 
Cost of add. units, £ т 543,091 1547.973 1,347,416 
Cost per add. unit id: 213d. 1:364. 63d. 
Gross protit, £ 145,056 770,147 2429028 3,846 817 
% to capital Sai 3˙3 64 6:3 60 
Inc. in gross profit, E T 621,001 1,009876 1,417,794 
% to add. capital ... Hos 83 63 72 
Load factor, total 

output  ... was se 110 147 15:7 
Load factor, add. i 

output T vss -— 16 3 233 


The amount of capital invested had increased from, four to nearly 
sixty millions of money in fifteen years. 

Ascertaining the cost of the extra units sold from year to year, 
and the extra capital charges incurred in supplying the extra units, 


gave some very valuable assistance when working ont the price to 
be charged to cover the cost of supplying large consumers. Apply- 
ing this method to the past seven years’ records of the undertaking 
with which he was connected, during which time the output had 
increased nearly tenfold and large extensions had been carried out 


to plant and mains, he found that the extra generating costs 


amounted to ‘203d. per unit, the extra capital charges on plant to 

154d. per unit, the extra distributing costs— i.e., repair and capital 
charges on mains, &c., to 234d. per unit, and the extra management 
charges to 087d. per unit, so that the total additional cost of 
supplying the extra units amounted to 768d. per unit. The load 
factor of the increased output had been 23:2 per cent. The capital 
cost per xw. of plant and mains installed deoreased from £139 
in 1894 to £72 in 1909; the number of unite sold per £1 of capital 
invested had increased from 34 to 14'2; the average pe 
charged had been reduced from 6':16d. to 2:16d. per unit, and the 
gross profit had gone up from 33 cent. to 6'6 per cent 
Whereas the cost of the plant and mains added during the period 
1894 to 1899 was £92 per Kw., the cost of the additions during the 
period 1904 to 1909 was only £57 per xw., and the additional 
working expenses for the increase in the output between 1894 and 
1899 was 2:13d. per unit, whereas the cost for the increase in 
between 1904 and 1909 was only ‘68d. per unit. There was a di 
ence of 293,095 Kw. between the total capacity of the plant in- 
stalled and the maximum load recorded; that is to say, no les 
than 37 per cent. of the total plant was provided as spare. This 
represented a capital expenditure of over six millions, which was 
entirely unproductive, inasmuch as it did not earn one penny of 
income. 

Witbin & distance of 8 or 10 miles of the Manchester Town Hall 

there were some 20 public generating stations, having between 
them a total capacity of 100,000 Kw., which bad probably cost over 
two million pounds. To construct a system of mains partly above 
and partly below ground, so as to interconnect these generating 
stations, would cost abont £150,000, but by so doing it would be 
possible to reduce the quantity of spare plant from 37 per oent. to, 
say, 12 per cent., and enable the existing stations to supply an in- 
crease in load of 25,000 xw. without any further expenditure, thus 
making use of existing plant having a value of about £500,000 at a 
cost of £150,000 on mains. Some additional expenditure would be 
necessaty to provide converters at some of the existing works, bat 
against this might be put the saving in working expenses through 
running the plant at higher efficiencies. 
, Bearing in mind the rapidity with which power stations were 
constructed one after the other about 1894, it might be said that 
with the knowledge and experience then available the majority of 
the work was carried out on lines that had very well wi the 
test of time. It appeared to him that only one serious mistake was 
made, which had only become apparent as one extension after 
another had had to be carried out—the common practice originally 
adopted of erecting the generating stations in thickly-populated 
districts, in order to keep down the expenditure on mains, without 
taking into consideration either the facilities provided for obtaining 
delivery of fuel, the provision of an adequate supply of water for 
condensing purposes or providing ample room for extensions. 

The growth which would take place was very much under 
estimated, and in consequence of this want of foresight it had been 
necessary in many cases to construct new generating stations on 
more suitable sites, or to make good the deficiencies of the existing 
sites at considerable expense. 

The reduction in the average cost per unit between 1894 and 
1909 had been brought about principally through the increase in 
the output and the better load-factor conditions, but these influ- 
ences did not appear to be sufficient to account for the reduction 
which had taken place in the fuel cost; speaking broadly, there 
had not been any considerable change in the design or arrangement 
of generating plante to account for this reduction. 

At the present time equally good resulte were apparently being 
obtained from both the impulse and the reaction t of turbine, 
but it would appear that the impulse machine was being used to 
an increasing extent in the large sizes. The tendency of turbine 
construction was to increase the clearances, reduce the number of 
stages and to shorten the length between bearings, and progres 
along these lines was likely to be more successful with the impulse 
than with the reaction machine. 

The question of some importance to supply undertakings was to 
what extent the costs could be reduced by the employment of 
exbaust steam turbines. | 

In order to illustrate the effect of installing exhaust turbines in 
anexisting generating station, he assumed a case where 4,000 EW. 
of reciprocating plant was installed, and worked out the costs. 

His conclusion was that for public generating stations, the 
circumstances would have to be exceptional to result in any 
ultimate advantage from installing exhaust or mixed-pressure 
turbines, as compared with high-pressure turbines of equal capacity. 
A very wide field, however, existed for the application of exhaust 
turbines for other purposes, such as collieries, rolling mills, ship 
yards, and other industries particularly where large non-condensing 
engines were used. In many such cases the output could be in à 
100 per cent with the same consumption of fuel, and electric 
motors supplied from the generator connected to the exhaust 
turbine could be substituted for the many small non-condensing 
engines usually required for other duties, во effecting a still 
saving in the fuel consumption. Inasmuch as the load factor was 
slowly but surely improving, it was not unlikely that in tbe near 
future it would be found economical to install gas engines to deal 
with at least that portion of the load having the highest load 
factor, 

For a direct-current station situated in a good position for 
obtaining coal supplies, a combination of gas engines as the prime 
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movers with large storage battery capacity, appeared to be an 
excellent arrangement. The combination would not much exceed 
in cost the steam plant capable of dealing with the same maximum 
demand, and as the working load factor of the gas engine would 
probably reach, if not exoeed, 60 per cent., there was little doubt that 


the fuel costs and the working expenses generally would be lower 


than for the steam station. 

Power station engineers were evidently appreciating the many 
advantages incidental to the use of storage batteries оп а compre- 
hensive scale. During the last few years batteries many aizes 
larger than previously contemplated had been put into use, and the 
ideal conditions of supply of gas and water undertakings in regard 
to storage might even be realised in the near future. 

The best results were now obtained from large plants, although 
they sometimes had to be worked on light loads; small seta had to 
be replaced by large ones, and those responsible for the manage- 
ment should use every opportunity to provide funds, whether under 
the heading of reserve or depreciation to enable the value of such 
obeolescent plant to be entirely written off from to time, so that 
the net capital expenditure should only represent the value of the 
plant capable of being usefully and economically employed under 
modern conditions. : 

There was no doubt that many manufacturers appreciated, and 
had taken full advantage of, the improved results obtained by 
using direct-current motors with efficient long range speed regu- 
lating devices, and would not have a constant-speed motor, even if 
it were given tothem. Two textile manufacturers in Bury had 
installed a few direct-current motors with shunt regulators to drive 
a portion of their premises; these worked very well, and he was 
subsequently approached in regard to the driving of the remainder 
of the mills. In each case, on pointing out how much better it 
would be to use constant-speed A. C. motors with no brash or commu- 
tator troubles, he was told that they did not want constant speed, as 
they had found it exceedingly convenient to alter the speed slightly 
to suit the work they might happen to be engaged on, and they had 
not experienced any commutator troubles. | 

The development of our public supply undertakings had been 
very materially assisted by the hiring-out of different kinds of 
apparatus particularly of motors, and Mr. Watson pointed out 
that inasmuch as Parliament had granted powers both to 
municipalities and to companies to establish and to work electrical 
supply undertakings, the same treatment should be meted ont 
to both alike. Ifan undertaking established by a company in one 
district was allowed to supply its consumers direct with hired 
apparatus, it would be very unfair to debar a similar undertaking 
established by a local authority in a neighbouring district from 
doing the same thing. The majority of municipal undertakings 
were directed and managed at least as well as those financed by 
private enterprise. 

It was probably less difficult to ascertain the amount to be 
charged to individual consumers on account of the working ex- 

s of the generating plant than to arrive at a fair figure for the 
cost of distribution. Apart from other factors, an appreciable 
difference in price should be quoted to a consumer who only 
necessitated an expenditure £100 on mains as compared with 
another at a distance on whose behalf £5,000 had to be spent.. 

The cost of meter reading and repairs, office expenses in making 
out and coll accounts, depended entirely on the number of 
consumers supplied and was independent of the consumption of 
each consumer. Assuming that 500 consumers were supplied 
using between them 1,000,000 units a year and that the cost of the 
above items came to £500 a year, equal to £1 per consumer рег 
annum, or an average cost of 12d. per unit on the total con- 
sumption, if one additional large consumer were connected using 
another 1,000,000 units a year, which at à power rate of a half- 
penny per unit would give an income of rather more than £2,000 


а year, the extra cost of the items mentioned would only be 41 


per annum instead of another £500, and it would be grossly unfair 
to reduce the charges to the other 500 consumers by ‘06d. per unit 
and to charge the larger consumer ‘56d. instead of ‘5d. per unit 
when the actual cost of supplying him was quite an insignificant 
sum. Moreover, the difference between the price of 56d. and 50d. 
per unit on the output supplied to the large consumer was 12 per 
cent., and represented in cash nearly £250 a year, no small matter 
in these days of competition. 

He mentioned these two aspects of the problem to illustrate the 
difference which must be made in the charges as between one 
consumer and another if the business was to be carried out on 
sound commercial lines, and how unjustified was the contention so 
often put forward by those insufficiently acquainted with the 
subject that all consumers should be charged alike, without taking 
into consideration all the circumstances of the case. 

He had heard the remark made time after time, that if any 
great progress was to be made in the application of motor power 
supply from public mains, the price would have to be brought down 
to about ‘30d. per unit, because that was the total inclusive price 
(usually stated as rather on the high side) it was costing large 
consumers to work their own plant. II there was one fact more 
than another which stood out prominently in connection with most 
of the supply undertakings in Lancashire, it was the tremendous 

h in the demand for power supply during the last few years. 

He felt quite sure that it was unnecessary to quote во low a 
figure nowadays. Many large manufacturing concerns had found 
it remunerative in the long run to purchase from outside sources 
at prices varying between 75d. and ‘50d. per unit, depending 
on the conditions, but unfortunately it was difficult to get those 
who had made the change to come forward and give facts and 
figures to show what electrical driving had done for them. "There 
was not the slightest doubt also that a price between 75d. and 
50d. per unit was quite sufficient to enable most of the larger 


undertakings to maintain and even improve their financial positions, 
as their accounts showed, that with the access of the power load at 
these low prices the working expenses per unit had been very 
largely reduced and improved financial results attained. These 
prices were only intended to refer to mills or workshops using the 
supply during ordinary factory hours, and where fuel could be 
obtained at about 8s. per ton. For longer hours the price could be 
appreciably reduced. | 

During the past 15 years the price of all standard electrical 
apparatus had been reduced 50 per cent. to 75 per cent. 

The only matter for regret was that many of the old-established 
manufacturing concerns who had contributed so largely to the 
success of the industry, had not themselves received the financial 
reward their services deserved. He could hardly believe that the 
small increase in price necessary to re-establish the majority of 
manufacturers in a strong financial position would have any 
appreciable effect on the demand, and unless greater financial 
stability could be secured in one way or another, it would be 
difficult, if not impossible, to maintain our position in the vanguard 
of the army of progress. 

It seemed more than probable that, when a future address or 
paper was written dealing with a similar period to that covered by 
this address, 1ess changes and improvements would have taken place 
than had occurred during the past period. 
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A New Steam-Electric Locomotive. 


AT the opening meeting of the GLASGOW UNIVERSITY ÉNGINEEBING 
SocrgTY, held in Glasgow on Friday, October 29th, Mr. Hugh Reid, 
deputy-chairman and chief managing director of the North British 
Locomotive Co., delivered his inaugural address as honorary pre- 
sident. The subject was The First Steam Tarbine Electric Loco- 
motive,” and Mr. Reid described a new type of engine at present 
under construction on the Reid-Ramsay system at his firm's works. 
Mr. Reid explained that various proposals had been made to 
electrify existing steam railways, but the anticipated cost for con- 
version and of pepe and subsequent maintenance had 
hitherto prevented progress. Attempts had been made to intro- 
duce independent self-generating electric units that might 
operate over existing railway systems withont necessitating 
any electrica! equipment on the railways themselves. Th. 
Heilmann steam-electric locomotive, built in . 1894, was the 
most notable of these attempts, and the Reid-Ramsay loco- 
motive was a development of that idea, but on a different and 
more practical basis. Proceeding, Mr. Reid gave the following 
description of the new engine :—Steam is generated in a boiler of 
the ordinary locomotive type, which is fitted with a superheater, 
and the coal and water supplies are carried in the side bunkers 
and side water tanks at both sides of the boiler. The steam 
from the boiler is led to a turbine of the impulse type, running at 
a speed of 3,000 R. P. M., to which is directly coupled a continuous- 
current, variable-voltage dynamo or generator. The dynamo 
supplies electrical energy at from 200 to 600 volts to four series- 
wound traction motors, the armatures of which are built on the 
four main or driving axles of the locomotive. The exhaust steam 
from the turbine passes into an ejector condenser, and is, together 
with the ciroulating condensing water, delivered eventually to the 
hot well. As the water of condensation is free from oil, it is 
returned from the hot well direct to the boiler by means of a feed 
pump, and the supply of water carried in the tanks is actually 
circulating water for condensation purposes. It is circulated by 
by means of small centrifugal pampe driven by auxiliary steam 
turbines placed alongside the main turbine and dynamo. The 
cooler is situated in front of the locomotive, where 
the full benefit of the blast of air caused by the 
movement of the locomotive, aided by a fan, is utilised. 
As the condensation of the exhaust steam deprives the locomotive 
boiler of the usual exhaust blast, in the experimental locomotive, 
forced draught is provided by means of a small turbine-driven fan, 
placed within the cooler, so that it will deliver hot air to the 
boiler fire, and at the same time assist the current of air through 
the cooler. The small switchboard and the instruments required, 
the controller for grouping the four motors in series, series-parallel 
and parallel, according to the drawbar pull to be exerted, and the 
regulator for controlling the voltage in the electrical circuit, and 
consequently the speed of the train, are all placed on the driver's 
platform within easy reach. The whole is mounted upon a strong 
under-frame, which is catried upon two eight-wheeled compound 
bogies so constructed that they will easily negotiate curves. Hach 
bogie carries two of the four motors. The arrangement is the out- 
come of much thought and some experiment over a period of several 
years, and is being carried out on a large scale, and at heavy cost. 
As the engine is intended for express passenger main-line work, it 
is hoped to obtain comparisons from its actual working with the 
performances of the reciprocating steam locomotives, especially as 
regards the relative consumption of fuel and water, and as to the 
efficiency of transforming the energy of steam into draw bar or 
train pull, and also the relative rapidity of acceleration under the 
old and new systems. 

Most of the component parts of this steam turbine electric 
locomotive have already proved themselves effective and eflicient 
in other applications, and the novelty lies inthe combination of the 
different elements of which the locomotive is composed. The 
expected results in this case should not therefore be so problem- 
atical as in an invention where the novelty is in the details, and 
it isthe question of the cost of the locomotive which most troubles 
the patentees or raises any doubt as to its free adoption. A steam 
locomotive can now be produced at a very moderate first cost in 
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up-to-dat- cstablishments with modern machinery and scientific 
organi:at on in comparison with any arrangement involving the use 
of expensive electrica] apparatus. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODR. 


GUATEMADA.—It is neceseary that the ex:ct net and gross 
weight in kg. should be marked on each package, and 
specified on invoices, bills of lading, and certificates of 
origin. Tbe net weight of each class of goods included in & 
package should be stated, and the origin of the goods must 
be declared on all documents. Invoices must be made out 
in quadruplicate on special forms, and must be signed by the 
Consul for Guatemala. Invoices aud sworn declarations 
must be signed by an authorised member of the exporter's 
firm, and in no case by irresponsible clerks, brokers, or ship- 
ping agents. Strict тра with the regulations is 
required. 

The following fees are payable :— 


When the amount of the invoice is under £20 0 
from £20 to £100 1 0 0 
from £100 to £200 1 8 0 
0 
0 
0 


19 » n 
m 17 T 
from £200 to £600 1 
уз á from £600to £1,200 2 
and for each additional £200, or part thereof . el 0 
Forms of invoices may be obtained from the Conruls for the 
Republic of Guatemala. 


50 per cent. of the amount of duty leviable must be paid in 
American gold (i.e., peso = 4s. 2d.) ; the remainder may be paid at 
the currency rate of exchange. 


Kg. = 2:204 lb. 


The following goods are admitted free of duty :—Asbestos in 
fbre or plates in naturalstate; articles imported for the 
State or the Municipalities, for the public service or the 
service of charitable institutions; lights for lighthouses, or 
harbour lights; galvanic batteries ; electrical machinery and 
batteries not charged, destined to a publio service. 


The following duties are payable :— 


Pesos 
per kg 
Axles and axle boxes, iron or steel, of all kinds... se. SI 
Iron lampe, complete or in parts m * "90 
gilt, silvered or nickeled — iss e. 50 
Machines on various industrial purposes .. re *. 10 
Р worked by water or steam power $us пе 902 
Machines or motors, steam or wind i DEN .. ‘02 
Iron pulleys for transmission belts... zi € ..  '09 
Iron wheels for cars, &K ... e iss г .. 10 
Tubes or pipes of iron i T" Pes " ..  '02 
» coated with brass, copper, &c. es "s ..  '05 
Chandeliers of copper ..  '60 
gilt, silvered or nickeled... ss | 
Articles not specified in the Tariff, of copper v 
Bells of copper. '60 


Candelabra of copper, gilt or silvered, with or witbout 
foot of other material, weighing up to 10 kg. each ... 1:50 


Ditto, weighing more than 10 kg. each  .. n ae 75 
Lead tubing ae ses TO Din "t .. 05 
Lamps of copper an .. 60 
Ditto, gilt, silvered or nickeled .. з 21 
Transmission belting of leather when not forming any 
part of any particular machine.. 30 
Manutactures of glass or crystal not specified in the Tariff 1 
к. porcelain, faience or earthernware not 
specified in the Tariff ... КҮ T5 
Ditto, ornamented with silk, metal, e. s sid 
Candelabra of crystal or glass 50 
Lamps of crystal or glass with or without accessories of 
metal - ay " е Gp x 
Ditto, of faience or porcelain... .. 60 
Articles of aluminium not specified in the Tariff .. —. 4 
И gutta-percha ог celluloid 1 
Wire of iron, galvanised, or of copper insulated for the 
transmission of electricity » E d wee 013 
Electrical apparatus ... Ў? T 855 T" %% 02 
Pumps of iron or bronze б wa we 02 
Globes, glass, for incandescent electric lights T 02 
Locomotives, carriages, tools and materiale for railways... 02 
Lightning rods... 02 
Lamp-sbades of all kinds not specified, with or without 
their metal frames is sa T - —. 4 


GUERNSEY.—All goods imported into the island of Guernsey 
рау a tax of 18. 8d. per ton of 2,000 lb. gross, with a few 
unimportant exceptions. 


NEW PATENTS APPLIED 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. THompson & Co., Neo- 
cal Patent nts, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


FOR, 1909. 


28,803. “ „аро шейш in audible electric signalling devices апа the Ше," 
T. B. Rocers. October 18th. 
28,808. ‘Improvements in portable electric lamps.” 

Ootober 18th. (Complete.) ES 

28,814. ‘Improvements in and relating to the manufacture of electric 
incandescent metal-filament lamps.” H. Hinsr Ань THe WOoLrBAM (Тсиоѕтех) 
Мктлт FiLAMSENT Lamps, LTD. (Date applied for under Rule 18, January (th. 
1909. An invention comprised in application No. 142, dated January 4th, 1909.) 
October 19th. (Complete.) 


98,819. "Improvements in apparatus for cooking and like operations by 
means of elec city," G. G. BELL and J. Өт. V. Px TTA. October 18tb. 

28.821. “ Improvements in езара = sopporting devices for electrical 

condensers.” SIZMENS Bros, and ©. R. Riser. October 18th. 
(Complete.) 

28,884. Improvements in or relating to telephonic apparatus.“ E. A. 
GranaM. October 18th. '(Oomplete.) 

23,808. ‘‘ Improved method of and means for charging electrical accumulators 
or secondary batteries." J. ScuHMELTZz. October 18th. (Complete.) 

23,987. ‘Distributing box for cables with multiple electrical conductors." 
R. Monnier. (Application for Patent of Addition to No. 18,199, 1909. Date 
applied for under Bec. 91 of the Act, October 19th, 1908, being date of appli. 
ee in France.) Ootobsr 18th. (Complete.) 

988. ‘‘ Improvements in electrical transformers.“ C. Lz G. FonTESCCE. 
ines applied or under Beo. 91 of the Act, November 19th, 1908, being date ol 
application in United Btates.) October 19th. (Complete.) 

CE с proved means for supporting electric lampe." H. 8. НАвацоз. 


а 516 „Improvements in current collectors for electrically driven vehicles." 
BRITISH THOMSON-HOUSTON Oo., LT». (General Electric „ United States.) 
October 19th. 

21,017. ''Improvements in and relating to signal systems.“ 
19 -Housrow Co., LTD.. (General Electric Co., United States.) 

24,023. "Improvements in and relating to dynamo-electric machines. Е.К. 
icon. Ootober 19th. 

94,028. ' New and im 
use with telegraph reco 
F. T. Lovr. Ootober 20 

24,076. Improvemente i ia or relating to electric burglar alarms and the like 
apparatus. " A. BLoch. October 20th. 

24,079. “Improvements in suspension chains for electroliers, electric lamps 
and like electric lighting apparatus.’’ R.Pzvrom. October 20th. 

24.109. Improvements in electric switches." Н. J. CanmBiGA»» October 
90th. (Complete.) 


G. N. Vrraxorr. 


ni rian 
October 


roved adhesive Morse alip and automatic demper for 
apparatus and the like." C. T. Росивғовр abd 


24120. ‘Improvements in and relating to dynamo-electric machines. 
Ввттівн "THOMSON-HOUSTON Oo., LTD. с trio Co., United States) 
October 20th. 

94,197. ‘Improvements in and relatio M the regulation of the vol 
alternati -current machines.” Ном, A. Panmsoxs and А. Н. 

october 


24,10. Electric pocket igniter.” F. DEIMEL. October 90th. (Complete.) 

24,184. ''Improvementa in apparatus for the production of continuously. 
maintained and sustained oscillations of electricity." H. Maxpras. 
October 20th. 

24,187. ‘Improvements in dynamo-electric machinery.“ 
AXD Co., Lrp,, and P. D. DE LA Cour. October 21st. 

94,185. ‘*Improvements in electric signalling installations." BiBMENS AXD 
HALSKE, Акт. Ges. (Date applied for under Вес. 91 of the Act, October 118, 
1908, being date of application in Norway.) Ootober 21st. (Complete.) 

94,187. ''Aerial resonator for receiv apparatus of electrical wireless 
systems." С. BARDELONI. October 21st. ( plete.) 

94,190. “Improvements in electric signs." L. MiLLER. October dist 
(Complete.) 

94,208. ‘Improvements relating to apparatus for controlling electric 
motors.“ H. E. Dry. October21st. (Complete.) 

94,969. ' Improvements in or relating to the driving and operation of electric 
frequency transformers having commutators.” Sizmens Bios. Dyxamo WORKS, 
pro. ni Schuckertwerke G.m.b.H., Gesmany.) October ud. (Com- 
plete. 

24,215. ‘Improvements in or relating to means for receiving and recording 
telephonic messages or communications.” N. P. Jasrzs. Ос Sind. 

24,276. Improvemente in dynamo brush holders.” О. Hö RNA. October 
23nd. (Complete.) | 

94,294. " Improved device for supporting the filaments of incandesoent 
electric lamps. . C. Нурк. October 22nd. 

24,806. ‘Improvements in and relating to continuous-current motor 
tors or transformers.“ ALLGEMEINE ELEKTRICITATS Gres, (Date 
under Seo. 91 of the Aot, October 220d, 1908, being date of application 
Germany.) October 22nd. (Complete.) 

24,236. ‘Improvements in and relating to fittings for electric candle lamps.” 
J. 8. HiGHFIEZLD. October And. 

24,372. "Improvements in or in connection with eleotrio motors and other 
electrical apparatus." W. Атренвон and J. Н. Ногмкв, October 28rd. 

94,373. ** Improvements in electrical switches.” N. CorLms. October 31. 

94,838. “Improvements in apparatus for receiving meseages by wireless 
telegraphy or telephony." British Rabio TELBORAPH & TELEPHONE Co., 
LTD., and J. G. BaLsiLLIE. October 23rd. 

24,389. "Improvements in thermo-electric devices for то сена the tem- 
perature of steam on а steam locomotive." Sizmens Bros. & Co., тр. (Sie- 
mene & Halske Akt.-Ges., Germany.) October Wed. (Complete.) 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the Bpecifications in the following list ma be obtained 
of Mxssks. W. P. Тномрвом & Co., 822, High Holborn, WO and at Liver- 


pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


ELECTRIC WinELEss SIGNALLING. R. A. Fessenden. 189,965. June Sth. (Date 
applied for under International Convention, July Ist, 1907.) 

ELECTRIC SWITCHES AND SWITCH ARRANGEMENTS, Н. J. dun F. Costes, 
H. W. Clothier and A. Reyrolle & Co. 20,590. September 

Process ron FASTENING THE FILAMENTS OF ELECTRIC INCANDERCENT FAND IS 
THEIR ELECIBOUDEM. T. Mchonns. (Gluhlampenwerk Ánker.Ges. 20, 
October Brd, 
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THE JAPAN-BRITISH EXHIBITION. 


On Friday last week, the then Lord Mayor of London (Sir 
G. Wyatt Truscott) presided at the last of the Mansion 
House functions which have signalised his civic reign, and 
we may be pardoned if we look upon it as the most impor- 
tant, in view of the far-reaching effects it ougbt to produce 
upon the commerce of this country, especially in so far as it 
applies to our engineeting and industrial undertakings. The 
occasion was a luncheon, to which a distinguished company 
numbering some 140 well-known gentlemen had been invited 


to meet Prince Arthur of Connanght, the Honorary President 


of the Japan-British Exhibition to be held next year at 
Shepherd’s Bush ; with what took place we deal in another 
column. | 

Exhibitions of various kinds have beep held in practically 
every country of importance on the face of the globe from 
the time of King Ahasuerus to the present day, but we shall 
only concern ourselves with a few of these, commencing with 
the firat great International Exhibition held in London in 
1851, by the Society of Arts, under the Presidency of the 
late Prince Consort. Previous to this, such displays had been 
confined to the products of the country in which they took 
place. All nations were invited to compete in 1851, and the 
Exhibition remained open for 54 months. The total 
number of exhibitors was 13,937, of whom 6,861 were con- 
tributed by Great Britain, 520 by the British Colonies, and 
the remaining 6,556 by foreign countries, 

Others followed in New York and Dublin in 1858, 
Melbourne and Munich in 1854, and Paris in 1855, but the 
next great world's fair was held in London in 1862 ; still, 
none of the International Exhibitions between 1857 and 1878 
had attracted. as many as 7,000,000 visitors, probably 
because of the want of education amongst the masses and 
the lack of facilities for locomotion. The greater facilities, 
however, brought about by the extensions of railway 
systems in every part of the civilised world, together 
with an ever-growing population, considerably increased 
the attendances at subsequent shows, and at the 
Centennial Exhibition, held in Philadelphia in 1876, to 
celebrate the one-hundredth anniversary of American inde- 
pendence, the number of visitors totalled nearly 10 millions, 
of whom over 8 millions paid for admission. In Paris, 
too, in the year 1878, the number of paying visitors amounted 
to 13 millions ; and in 1859, to the then unprecedented 
number of over 25 millions; but in 1900, 39 million persons 
paid for admission, and the Exhibition was largely visited by 
foreigners. A new plan of classifying exhibits was here 
adopted, all being displayed according to their nature and not 
according to their country of origin, as had been the system 
at previous Exhibitions. (ne half the space in each group 
was allotted to France, so that the exhibitors of that nation 
were enabled to overwhelm their rivals by the number and 
the magnitude of the objects displayed by them, there being 
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no exclusively British and no exclusively German Court. 
The United Kingdom was well, but not, largely, represented, 
both in Fine Arta and Manufactures, the administration 
of the section being in the hands of a Royal Commission, 
presided over by the Prince of Wales, now King Edward ҮП. 
For the first time since the war of 1870, Germany took 
part in a French International Exhibition, and showed the 
great industrial progress which had been made since the 
foundation of the Empire in the above-mentioned year. 
France maintained her superiority in all the objects in 
which good taste was the first consideration, but the more 
utilitarian exhibits were remarkable for their number rather 
than their quality, except those connected with electrical 


work and display, automobiles, and ironwork. The number 


of exhibitors in the Industrial Section from the British 
Empire, including India and the Colonies, was 1,250. 

- There is no need further to labonr the story of bygone 
exhibitiong, so we will return to our muttons and expresa 
the hope tha' history will repeat itself, and that the 
Japao-British Exhibition will achieve as colossal a success 
under the honorary presidency of Prince. Arthur, as did the 
International Exhibition of 1851 under the wise guidance 
and large-minded views of his illustrious grandfather. 

The idea was Prince Albert's own, but he had to work 
for its realisation against an extraordinary outburst of angry 
expostulations. In these days of enlightenment it is 
difficult to believe that every stage of his project was com- 
bated ; that in the Upper House, Lord Brougham denied 
the right of the Crown to hold the Exhibition in Hyde 
Park ; and that in the House of Commons Colonel Sibthorp 
prophesied that England would be overrun with foreign 
rogues and revolutionists, who would filch our trade secrets 
from us, he being apparent!y oblivious of the fact that our own 
" countrymen would have equal chances of learning—we will 
not say filching—the trade secrets of their Continental com- 
petitora. Every post brought the Prince, as President of 
the Exhibition Commission, abusive letters, accusing him, as 
8 foreigner, of being intent on the corruption of England. 
But he was not the man to be inflaenced by threats or 
charges of this kind, and he quietly persevered, with the 
result we know so well, for he had a profound belief that the 
manufacturing power of Great Britain would be quickened 
and stimulated by the bringing together of foreign manu- 
factures and products in addition to our own. It may be 
interesting to add that the surplus of £150,000, after all 
expenses had been paid, was spent on establishing and 
endowing the Museum at South Kensington and on the 
parchase of land in the neighbourhood. 

The interest of His Majesty the King—the sanest 
monarch, ъв a Westminster Gazette correspondent happily 
expressed it the other day, who ever adorned a throne—in 
the forthcoming Exhibition is well known; the Prince of 
Wales for several years has been striving to wake up 
England, and now Prince Arthur has shown that he isa 
worthy worker in the same good cause, the cause, as the 
Lord Mayor aptly termed it, of calling the Dritish manu- 
facturer to arms, so as to increase our already great trade 
with a nation ready and willing to be our customers. 

Will the British manufacturers accept this call to arms, 
and show that the belief of Prince Arthur that they 
realise the importance of the occasion, the belief which 
animated the Prince Consort in 1851, is justified, by 
coming forward with one accord as in the Great Exhibition 
of 58 years ago, and making the Japan-British Exhibition 


worthy of themselves and of the marvellous Eastern race 
with which we are to be associated in the arts of peace? 
Or will they allow our ever alert, industrious, and sober 
allies, whose preparations have been made on the most 
elaborate scale and are now in a very advanced state, outvie 
the old country even ia those industries in which we have 
hitherto prided ourselves as standing pre-eminent ? 

We have not forgotten the Milan Exhibition of 1906, in 
which we were personally interested, and it way be well to 


repeat some of the strictures we made on the apathy of the 


British manufactarer towards that exhibition, indubitably 
one of the greatest of modern times. In a retrospect published 
in an issue of January 11th, 1907, we said :— 


It is somewhat the fashion to sneer at and disparage exhibitions 
among those who pose as the elest of the markets of the world, and 
who act as if there were no such contingency as the dissipation of 
business and its gradual extinction in the hands of those who take 
competition lying down. It is all very well, they say, for firms who 
are on the make to exbibit, and for nations who are struggling for 
share in the general trade of the earth to participate; we who have 
an established reputation among faithful clients, and who have 
more orders on our books than we can execute, have no necessity to 
show, and it is money in our pookets to keep away. Thereupon 
they do keep away, aud with them many minor firms refrain from 
exhibiting who possess no such spacious excuse for absenting them- 
selves, and Great Brita/n makes herself once more chiefly conspicu- 
ous by her absence. 


Bat the lapse of three years has brought with it half 
depleted workshops with few fresh ordera coming in to keep 


· Ње machinery running, while dividends have become smaller 


and beautifully less ; we have no longer, therefore, the excuse 
above mentioned to make us refrain from taking part in exhibi- 
tions, but every reason to once more assert ourselves in the 
way of other nations. 

In our conversations with manufacturera at various times, 
one has said: “І know the Germans are keen and practical 
business people, they are serving many of the customers 1 
used to serve, and they exhibit extensively. but it is useless 
pretending I hold with exhibitions, for I don't believe it 
pays to exhibit." Another will argue: What is the use 
of exhibiting in a country protected up to the hilt, you 
haven’t a chance of pushing your goods there if you do show, 
for the duties kill them. Yes! I know that Protection hits 
others besides us, and that our goods pay the same as those 
of our competitors ; but. I don't hold with trying to do 
business in Protectionist countries.” 

. These were some of the reasons given for holding aloof 
from the Milan Exhibition, and it was a matter for con 
siderable regret that our leading electrical firms should have 
abstained from exhibiting to the extent that they did, as it 
gave a wholly false impression of the position we occupy 10 
the electrical industries in the world—all the more 80 con- 
sidering the enormous demands which were being made for 
new industrial installations in Italy on all the electrical 
houses in that country as well as in Switzerland, Germany, 
and France in which our own makers should have parti- 
cipated. The same thing may be said in the case of manu- 
facturers of railway stock and locomotives. Here the supply 
offering for several years to come from Italian sources #83 
ridiculously short of the demand, and the Italian Govern- 
ment would have been influenced to a large extent in placing 
their orders with us had our leading houses exhibited, a8 
they were repeatedly asked to do. As it was, they bad to 
content themselves with limiting their custom in this 
country to a few second-hand locomotives purchased from 
the Midland and Metropolitan Railways for immediate 
delivery, while Belgian and German firms, who 

expensive and beautiful displays of rolling stock, almost 
entirely monopolised the orders for future delivery. 

Milan did not appeal to anything like the extent that it 
should have done to British. manufacturers and tradere, 
owing partly to a mistaken idea of ite importance, partly to 
a misapprehension of the effect of the Italian Protection 
policy on the opportunities for trade in that country, part 4 
to a disinclination to exhibit, largely engendered by self- 
sufficient complacency in our commercial position 10 
markets of the world—and partly to the lazy habit pro- 
duced by over-prosperity in the past which prevents d 
from exerting themselves, even when face to face with o 
of business, and makes them „inclined to cry " Kismet 


when it is actually gone. 2 
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It is abundantly clear that our somewhat halting partici- 
pation had nothing whatever to justify it, and was a 
regrettable mistake from many pointa of view which it would 
not pay our manufacturers to repeat. 

Now the Japan-British Exhibition stands on an entirely 
different footing, but what should we gain by exhibiting ? 
What our reward ? we can imagine the British manufacturer 
exclaiming. 

That is difficult to answer in £ s. d., but even so long 
ago as the 1878 French Exhibition, it was stated at the 
time that, in addition to the impetus given to the trade of 

France, the revenue of the Republic and of the city of 
Paris from Customs and octroi duties was increased by nearly 
three millions sterling as compared with the previons year. 
"And, as we remarked close upon three years ago :— 

No one can estimate the spscific benefits conferred on the 
individual exhibitor or on the trade of the country to which he 
belonged through having participated at a great exhibition like 
Milan. Neither is it possible to estimate the benefits conferred on 
the country and the city where the exhibition is held. A balanee- 
sheet of profit and loss would be almost as difficult to frame in the 
one case as in the other. But apart from indtvidual profit, it is 
unquestionable that the fact of this show having taken place has 
led to the establishment of fresh and more extensive relations 
between manufacturers and consamers, not in Italy alone, but in 
several of the neighbouring States as well, and in others connected 
by close ties of relationship and interest with Italy. These rela- 
tions have embraced more or less all those who have exhibited at 
TE and have certainly not left British exhibitors out in the 


Noblesse oblige is a trite saying; yet its application to exhibitions 
among many other international matters is too often forgotten. 
The political standing of a nation in the comity of nations often 
compels it to take upon itself duties of a general character which 
 &re far from, or the reverse of, remunerative, and yet it dare not 
decline to do so, lest it should lose reputation, which is more valu- 
able than money ; indeed, the loss of which could not be measured in 
millions sterling. Even so there are certain classes of exhibits 
which nations in the foremost rank may not with impunity neglect 
to make ; exhibits that under no conceivable circumstances can 
made to yield any direct profit. These are in the fields of social 
economy, of public hygiene and of public education. The world at 
large expects a nation to show the best it produces in these 
fields of human energy ; the foremost results and greatest achieve- 
ments have to be placed at the disposal of, and demonstrated to, 
humanity at large on all suitable occasions. International exhi- 
bitions are among the most suitable of these occasions, and a nation 
which does not availitself thsreof loses caste, as it were, among 
other nations. We did not exactly lose caste at Milan in these 
respects, but we went perilously close to doing so. 

It is useless to disguise the fact that English manufac- 
turers have had serious misgivings as to the manner in which 
the exhibitions at the ** White City " have been engineered ; 
at the same time it must be confessed that the Anglo-French 
display of last year was in many ways a success. We are 
personally aware that for the forthcoming show the Exhibi- 
tion authorities are leaving nothing undone to secure the 
best available chairmen, vice-chairmen, and members of 
committee for the various sections ; gentlemen whose names 
will command the respect of Industrial England, and whose 
. reputations are unsullied and beyond reproach. 

Therefore we would urge that whatever circumstances may 
have arisen in the past to make exhibitors chary of partici- 
pating in the world's fairs at Shepherd's Bush, all fears 
should now, like physic, be thrown to the dogs, and that we 
all combine to make English manufactures, English engin- 
eering, English art, science and literature, English every- 
thing, appear at its best, and show not only our Japanese 
friends and allies, but the whole world, that we can still 
hold our own against all comers. 

Only last week we alluded to the fact that the British 
Government had not officially recognised the Exhibition 
although individual members of the Government were keenly 
interested in ita success. Now that Parliamentary discussions 
seem to have completely lost their old-time digaity, now that 
both political parties are filling the air with “ terminological 
inexactitudes " and “ frigid calculated lies,” and the Budget 

has changed old and tried friends into deadly foes, what a 
relief it would be if Mr. Balfour, with that charm of manner 
which Mr. Balfour alone possesses, would move in the House 
of Commons that the Government should officially take 
cognizance of the Japan-British Exhibition of 1910, and lend 
its support to the project. This would give that confidence 
to would-be British exhibitors which is now lacking and put 
the final touch, the official seal as it were, upon the genuine 
character of the Japan-British hyphen, which the Lord 
Mayor claimed as the happiest part of the title. 


Bat even as it is, the refreshingly frank, boyish enthu- 


` віват of Prince Arthur, the more matured experience of the 


Duke of Norfolk, whose interest in the domain of engineer- 
ing and science we have long known, the co-operation of the 
City of London and of the leading City Guilds, combined 
with the support of the numerous influential commercial and 
technical gentlemen, some 200 or more, whose names appear 
in connection with the Exhibition, should make for complete 
success. 

That there will be any want of enthusiasm on our 
part we are loth to believe, when we have the assurance 
of the Japanese Ambassador that the Emperor, his 
Government and the people of his country had been doing 
their best to make their exhibits worthy of the occasion ; it 
reste, therefore, with ourselves whether or not we take 
advantage of the opportunity of a lifetime, and reap the 
benefit of an increased demand for British products, such as 
His Excellency foresees. 


THE opening of the new Session of the 
Institution of Electrical Engineers has let 
loose upon us a flood of retrospects, it 
being a deeply-rooted belief in many quarters that it is the 


The Electrical 
Industry. 


.duty of a chairman to devote his inaugural address to a 


review of the past history of the industry with which his 
hearers are connected. Usefal lessons, can often be derived 
from such reviews, provided that they are not merely 
statistical compilations, but thoughtful and stimulating 
commentaries as well, for there is no better index to the 
future of an industry than a searching examination of ita 


Twoof the inaugural addreases delivered in the provinces 


. this year are of special interest. The first was read at 


Manchester by Mr. S. J. Watson, and besides giving 
an interesting table of statistics, showing the changes 
that have taken place in electricity supply during the 
last 15 years, embodies much useful information bearing 
upon commercial electricity supply. The second, on the other 
hand, by Mr. R. K. Morcom, who is not actually engaged in 
electrical engineering, but, as he aptly pute it, is direct- 
coupled to it, is a review of the manufacturing side of the 
industry, and presents the matter in a style so novel and 
illuminating that we have thought it well to reproduce the 
address in full. Mr. Morcom occupies a position which, 
while it brings him into close contact with electrical manu- 
facturing, enables him to view the situation from an impartial 
standpoint, and his remarks are worthy of serious considera- 
tion. 

It is satisfactory to note that Mr. Morcom regards British 
machines as the finest in the world; he goes on to say 
“at prices far below their true value," and we cordially 
endorse his opinion, which agrees with reports from other 
sources. Hecomments on the tendency of the large engineer- 
ing factories to take up the manufacture of accessories, which 
he regards as a mistaken policy ; in this he does not stand 
alone, and some instructive lessons might be derived from a 
comparative study of the results obtained by jadicious 
specialisation, and by indiscriminate plunging into diveraified 
manufacture. 

“Ifall our works were full, the demands of our home 
and export trade would not be enough to take their out- 
put." Over-expansion, with the consequent increased 
severity of competition and lowered prices, has brought the 
industry into a depressed condition; but it has compelled 
reorganisation, and thus has resulted in increased efficiency, 
which should have its effect when conditions improve. 
'The obvious need of our manufacturers i8 an increased export 
trade to take their output. We are doing all we can to 
stimulate their efforts in this direction, and we are assured 
that the opportunities are there, if they will only bestir 
themselves and take advantage of them. The pro- 
tective tariffs of non-manufacturing countries are no 
greater bar to us than to our competitors, and our 
goods, once introduced, will bring repeat orders. Our 
export tables, unlike the data which Mr. Morcom quotes, in- 
dicate a steady and continuous rise in exports of electrical 
machinery, and we have full confidence in the future 
prosperity of the industry. 

D 
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GAS POWER v. STEAM POWER 
FOR CENTRAL ELECTRIC GENERATING 
STATIONS. 


d Bv HORACE ALLEN. 


WHEN the London underground railways were electrified, in 
1905, the power was supplied from a central station in Lot's 
Road, and necessarily the capacity required rendered the 
station one in which large units could be employed with 
advantage. 


The electric generators were provided with steam-driven : 


turbines of the double-flow impulse and reaction type. 

Although it is only four years since this plant was 
installed, it is stated that, owing to the high consumption 
of steam, the original turbines are to be replaced by others 
of the standard Parsons type, which will, it is claimed, 
reduce the steam consumption by from 6 to 7 lb. per 
KW.-hour, thereby reducing the fuel cost by £30,000 per 
annum. 

Seeing that economy in fuel consumption, by the employ- 
ment of an improved class of turbine, is of sufficient import- 
ance to warrant the discarding of the original engines in 
Such a short period as four years, it naturally occurs to 
engineers that the higher fuel economy of gas power would, 
in this special case, have promised such a further reduction 
in fuel cost as to render ite application advisable. 

If the new turbines, of the standard Parsons type, are 
capable of producing full-load current at a consumption of 
steam of 13:4 Ib. per Kw.-hour, the original machines must 
have been requiring about 20 lb., which, at an evaporation 
factor of 8 to 1, represente 24 lb. of coal per kw.-hour. 

Under the eame conditions gas engines would have reduced 
the consumption by 1} lb. of coal, and the saving would 
have been £55,000, as against £30,000 by the new turbines, 
or £25,000 more than will result from the replacing of the 
original turbines by more modern economical ones. 

For an installation of 10,000-Kw. capacity, with 1,450-Kw. 
gas-driven unite, the extra expenditure per B.H.P. has been 
estimated at about 318. per B.H.P." more than that of steam 
plant with turbines of high economy, and, with coal at 12s. 
per ton, the percentage of profit on the extra capital outlay 
is calculated to be over 35 per cent. 

The higher cost of a gas power installation is dne to the 
comparatively small unite considered as available at the 
present time when compared with steam-driven unite, and 
the resulting increased area of ground occupied by the 
gas engines and gas treatment plant. However, for such a 
large power installation it is probable that gas engines of about 
4,000 H.P., which can now be obtained, would have been 
adopted, in which case the relative capital expenditure 
would not be so high as stated; as, for a 10,000-Kw. plant, 
the extra cost of a gas-driven plant is considered to be only 
19 per cent. , 

The relative coal consumptions taken as a basis are 
obviously those to be obtained under full load, without 
including accessories, but they are only employed to arrive 
at comparative economies ; however, it has been estimated 
in a comparison between gas power and steam power, in the 
case of an installation of 10,000 Kw. working under a 
21 per cent. load factor, that with gas the cost of fuel was 
21 per cent. of the total running coste, while for steam it 
was over 48 per cent.* 

Taking into consideration the situation of the station 
on the banks of the Thames, where coal is expensive, and 
any variety could be obtained to suit the requirementa of 
bituminous producers without increase in price, there should 
be no difficulty in regard to satisfactory generation of a 
suitable quality of gas; while the capacity of the station 
would allow of full advantage being taken of the economies 
due to the recovery of by-producta and their market value. 

In this connection, Mr. G. L. Addenbrooket has said: 
“ The economy of using the gas engine will, of course, be 
7Jöũĩ?00⁰ - CNRC QN 

*"The Use of Large Gas Engines for Generating Electric 
Power," by Leonard Andrews and Reginald Porter, Institution of 
Electrical Engineers, 1909. 

t Royal Society of Arte, Cantor Lecture. 


much greater in districts such as London and on the banks 
of the Thames, and in other similar places where much 
power is used, and where the price of coal is much higher 
than in the industrial districts near the coalflelds. 

Mr. Addenbrooke, while drawing attention to the greatest 
advantages of gas engines being obtained at or near fal] load, 
and proposing a combined gas and steam installation, owing 
to the latter being „better able to deal with large variations 
in load, does not draw attention to the fact that gas engines, 
of even the largest sizes, are capable of being started from 
cold to full load in a fraction of the time possible by steam, 
while the standby costs are much lower. 

It is therefore within the range of possibility that, within 
another short lapse of yeara, a further change may be made 
at the Lot's Road station, and before the new turbines have ' 
fulfilled their allowance for depreciation. 


CORRESPONDENCE. 


Letters received by us after b Р.м, on TOBSDAY cannot appear until 
the following week. Oorrespondents should forward their communi- 


we have the writer's name and address in our possession. 


Electric Oven. 


I would be much obliged if any of your correspondents 
could tell me the name of the maker of a small oven for 
cooking sample biscuits. Such an oven does not require 
to be of large size, but it should be strong and capable of 
being washed without falling to pieces and without damage 
to its elements. 


Electricity Works, N. Shields, 
November 8th, 1909. 


C. Turnbull, 


A Question on Load Factor. 


Very many thanks to Return " for kindly answering my 
query on the above matter, but, I am atill uncertain how to 
arrive at a conclusion, as the battery is charged up only 
three times each week, being twice brought up to gasing 
point and the third time gased for one hour. 

The battery is never out of service during the day's run, 
and it is always necessary to run one engine for a portion of 
each day, and the second engine occasionally. Еге 

0. 


The Coefficient of Self-Induction. 


I have to thank Messrs. Cramp and Smith for recom- 
mending а few quotations from some of my letters “ to the 
earnest consideration of practical engineers and designers.” 
I hope they will do some good in this connection, but they 
were primarily intended for the serious consideration of 
writers of books on the Theory of Alternating Currents.” 

It is possible that some of your readers may be ignorant of 
certain well-known electrical theorems. The quotations also 
being couched in scientific language, and, therefore, not 
being easily understood by those unfamiliar with the subject, 
some may be led to infer that Messrs. Cramp and Smith are 
demonstrating that your reviewer has been talking nonsense, 
or, at least, that he has been continually contradicting bim- 
self. Of course this is not their intention. I sm well 
content with all their quotations with the exception of No. 5. 
In this case, doubtless owing to their anxiety to do me 
justice, they have amended what I wrote so as to g ive it a 
meaning which I never intended. May I be permitted, Sir, 
to expound a little more fully some of the scientific thaeorems 
which the authors very properly commend. | 

Before doing this, I should like to state that, Ш my 
opinion, an appeal to Reason is ever preferable to an ар 
to Authority. I find that Thompson, Steinmetz, Kapp and 
Russell are arrayed against me by the authors. As lam 
thus challenged, I am forced to state that there is much that 
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is crude, there is much that is bedly expressed, there is 
much even that is illogical and wrong in some of the 
authorities quoted. But this does not make the notion that 
self-inductance can be represented by a complex variable less 
ludicrous. 

Many designers of alternating-current apparatus, and 
your reviewer has the honour to number several amongst his 
personal friends, read through certain incantations from the 
treatises on which Messrs. Cramp and Smith rely before 
going through the preliminary cabalistic operations in con- 
nection with self-induction, which they think an essential 
part of their computations. Naturally, they have not much 
faith in the resulte, and check them from their own practical 
data. Their self-induction calculations are, in fact, a 
* botching piece of work,” and they are grateful to anyone 
who will throw light on the subject. 

Let us now consider quotation No. 7 : *If the wire of a 
coil be infinitely thin, the inductance is infinitely great what- 
ever may be the shape of the coil." Why is this quoted ? 
Do Messrs. Cramp and Smith mean the reader to infer that 
itis wrong? Let me try and convince them. The self- 
inductance of two equal parallel wires is universally believed 
to be given by— 


l (4 log, © + 1), 


where / is the length of the wires, / the distance between 
their axes, and a the radius of either wire. This formula 
will be fonnd in the standard text-books. Now let them 
put a equal to zero in the above formula; noticing that d/a 
becomes infinite in this case, and that the logarithm of an 
infinite number is itself infinite, they will see that the self- 
inductance is infinite. This is not an isolated case. Your 
reviewer is prepared to quote dozens of other formulz to 
prove that self-inductance becomes infinite when the wire is 
infinitely thin, and that when the wire is thin, the self- 
inductance varies enormously with the diameter of the wire. 
] vnde he cannot see that it could possibly do anything 
e 


But this does not agree with the notions of the multitude ? 
Then who is to blame? Who has blinded them? Who is 
telling them to shut their eyes lest they see the truth and 80 
forsake the Temples and cease to bring tribute to the High 
Priests who minister therein ? 

No. 6. “ The idea of equivalent sine waves was exploded 
some years ago." Your reviewer remembers pricking the 
bubble in your columns several years ago when criticising 
another book, but he may as well prick it again.. The 
definition (Steinmetz) of equivalent sine waves only takes 
into account the effective values and the phase differences of 
the two waves. There is, therefore, an infinite number of 
pairs of waves which can be represented by the same two 
"equivalent" sine waves. They cannot, therefore, take 
into account the area and the maximum amplitude of the 
applied potential difference wave. 

ow it is known that the magnetic flux in the core of a 
transformer varies as the area of the applied potential 
difference wave, and that the stress on the insulation of its 
windings varies as its maximum amplitude. The “ equiva- 
lent" sine waves do not take into account the areas and the 
maximum heights of the original waves, and, therefore, they 
are very far from being equivalent to them. 

But they are practically equivalent ? No, they are not. 
Prof. Roessler proved experimentally, 14 or 15 years ago, 
that the magnetising current, the core losses, the magnetic 
leakage, the voltage drop and many other characteristics of 
a transformer varied very appreciably with the area of the 
applied wave, although the effective value of the applied 
potential difference was maintained constant. Messrs. 
Taylor, Beeton and Barr proved this also in their Institution 
paper read in 1896. It is necessary to dwell on these points, 
otherwise practical men will lose faith in theory if hasty 
and ill-considered artifices are forced on them which are 
incapable of explaining the observed facts. 

Why do the authors quote the statement that the flax is 
a“ double valued function of the current," and write (sic) 
after it? Is it gibberish to them, or do they mean to deny 
it? The flux varies with the current, and for a given value 
of the current it haa in general two determinate values, one 
when the current is increasing, and one when it is diminish- 
ing. This is obvious from an inspection of Ewing’s hyste- 


resis loop. The function is, therefore, double valued—a 
phrase which will be found in advanced physical and 
mathematical treatises. 

Althongh I regret that Messrs. Cramp and Smith do not 
intend to continue this correspondence, yet I hope that they, 
or some of your readers, will be tempted to discuss the sub- 
ject further. In my opinion, the self-induction theory of 
circuits with iron in them is dead, and little, if anything, is 
to be gained by trying to galvanise it into life. Recent 
attempts in this direction have only led to a hopeless jumble 
of definitions of “inductance,” **self-inductance " and 
“ coefficient of self-induction," none of which аге scientific- 
ally accurate. 

. Your Reviewer. 


L.C.C. Motor-Generator Contract. 


With reference to your leader in to-day's issue, Common- 
sense Contracting," re the order for the 500-Kw. motor- 
generator, which has just been placed by the L.C.C., we 
think that it should be stated, in justice to the unsuccessful 
tenderers, that this specification, which was advertised in the 
ordinary way as a specification for a 500-Kw. motor-generator, 
eo thé exact sizes to which everything had to be made, 
the windings, the details of the insulation, and, in fact, the 
whole of the particulars of the machines. In our case, and 
no doubt in the case of other tenders also, these dimensions 
did not fit in at all with our standard sizes, and hence we 
quoted for our standard machines, which we guaranteed to 
be satisfactory in operation. 

We think that the L.C.C., when calling for tenders for a 
particular class of machine, with all the dimensions specified 
(presumably to be interchangeable with machines they 
already have), should state this in the advertisement, so that 
firms who were not willing to make special machines for 
them would not apply for the specification. 


The Laneashire Dynamo and Motor Co., Ltd., 
A. P. Woop, General Manager and Director. 


Manchester, November 5th, 1909. 


Voltage for Country House ‘Installations. 


I think * H. C. P." is making a mistake in advocating 
high voltages for country house lighting. We have followed 
the false scent of high voltages all too long; it very soon 
got us into difficulties with our arc lighting. We could not 
burn arcs singly without а wasteful resistance. Manu- 
facturers of heating and cooking apparatus prefer 100 volts 
to anything higher. Fire insurance companies cordially 
dislike high voltage, and have commenced to make war on 
it; and now it has left us floundering in a slough of despond 
because we cannot make satisfactory use of the metallic 
lamps, which would have done so much to help us to success. 

The difficulties connected with low-voltage lighting are 
not anything like so great as those which have been over- 
come with high voltage. There is a plating workshop in 
London which is lit by current from the electro-plating 
dynamo at 4 or 6 volts. Our offices and showroom are lit at 
10 volts, our workshops at 16 volts, and our small lighting 
sets on test are made to drive the machinery in the shop by 
means of а 16-volt motor. We have a private house lit at 
12 volts, and the bells, telephones, fans, &c., are run from the 
game supply as the lamps and at the same voltage. 

Two of our 25-volt installations are houses changed from 
100 volts—in these two instances we did expect some 
difficulties, as we had to deal with long mains—and we had 
water boilers to provide in two cases, and an arc lamp for a 
magic lantern. One of these installations has 200 lamps, 
and it is proposed to add 60 more—and from the success 
we have had I would not alter the voltage if 600 more were 
added. 

To obtain satisfactory results, all that is required is plenty 
of copper in our conductors and good connections in our 
switches, fuses, &c. We provide 14 cells only in the battery 
room, and one cell in the house with a special switch, which 
gives 26, 28 and 30 volta. 

I am advising this extra low voltage lighting for villages, 
garden cities and small towns, going as low as 8 volta, 
6 volts, and even to 4 volts for very small houses. There ia 
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nothing very wonderful about this when it is remembered 
that lamps of 8 С.Р. can be had at 4 volte, 12 С.Р. at 6 volte, 
and 16 c.P.8t 8 volts, and I do not expect to find any 
difficulties to surmount so great as the opposition of 
electrical engineers who are not used to the idea of low voltages. 

* H. C. P." fails to see any reasons for recommending 
25-volt lamps. I can assure him there are some. They 
are cheaper, more economical, less fragile, more durable, 
smaller, more suitable for standards and brackets than the 
100-volt ones ; they are preferred by rich men who like brackets 
and candelabra with a number of small lights, and by poor 
men, who do not care to pay for 16 c.P. for their stairs, 
landings, passages, lavatories, bath rooms, &c., where 5 C.P. 
is sufficient for all their requirements. 

If electric lighting is to become universal, it must pro- 
vide a man with the light he wants, not with what some of 
us imagine he onght to have. 


J. Jackson. 
London, N.W., November 8th, 1909. | 


British Magnetos. 


We have noted some correspondence in your columns with 
reference to the absence of an efficient British made magneto, 
and should like to add a few remarks on the subject. 

Your first correspondent cannot have been aware of the 
exceedingly keen competition now going on between our- 
selves and the manufacturers of various foreign magnetos. 
We may say that at the present moment we are employing 
350-400 men solely upon the manufacture of Simms British 
magnetos and sparking plugs, and we have a weekly 
minimum n a of 300 magnetos. A number of the 
largest, English motor and motor-car manufacturers have, 
after very exhaustive tests of our machines, decided to 
adopt them for the coming season as a standard. 

We may also add that not only has the Simms British 
magneto become a recognised fact in this country, but we 
have also opened our own branches in New York and Paris, 
and have agents in Canada, South America, Australia, New 
Zealand, Belgium, Holland, Italy, Switzerland, &c., and have 
secured contracts with several large Continental and American 
firms for the next season's cars. 

In order to aseist the British magneto industry, prospective 


car purchasers should specify that a British magneto be ' 


fitted to their new cars, and to prove our capacity for turning 
out not only a British magneto but a first-class machine, our 
works are open to inspection. 
The Simms Magneto Co., Ltd. 
T. BAvAGE, 
Assistant Manager. 


London, N.W., November 8rd, 1909. 


The Electrical Vehicle in the States.—At a meeting 
of the Electric Vehicle and Central Station Association, held at 
Boston, U.S.A., on October 13th, President Stone briefly referred to 
the progress of the electrical vehicle in Boston within the past 21 
months. He said it was estimated that there had been an annual 
increase of 231,000 units for commercial vehicle service and 95,000 
units for pleasure vehicle use; this at 4 cents for commercial and 
7 cents for pleasure purposes represented 815,876 additional 
revenue per year. In all New England the year’s increase in 
revenue on vehicle account amounted to $28,000. Boston had now 
six electric garage and 88 charging stations. In emphasising the 
value of this business to the central stations, Mr. Stone showed that 
the energy consumption of a light commercial vehicle over a year 
was equal to seven 550-watt arcs (burning four hours per day), 320 
50-watt incandescents (burning one hour), and 61 500-watt flat-irons 
(working 156 hours per year) A heavy commercial car on the 
same basis was equivalent to 18 arcs, 800 incandescents and 153 
flat-irons. A paper dealing with the New York Edison Co.'s 
vehicle service was read, from which it appears that 65 cars are in 
gervice, equipped generally with 40 to 44 Exide cells, and used by 
the ofticials also as lamp wagons, emergency cars, for general 
delivery purposes, and for hauling arc lampe, signs, cable, &c. 
Among other particulare given, it was mentioned that 23 general 
delivery wagons, each of one ton capacity, run 35 miles on one 
charge, the positive plates having a life of 390 days and 8,635 
miles, and the negatives 670 days and 11,514 miles, Five five-ton 
cable trucks, running 15 miles à day on one charge, are equipped 
with 48 cells each, the positive plates having a life of 395 days on 
3,733 miles, and the negative of 461 days on 9,630 miles running. 
The tire life on the older cars amounted to 10,000 miles; the 
company assembles its own batteries, a hydraulic lift enabling 
them to be changed in 12 minutes. 


TESTS OF THE FREUND BRAKES. 


Am interesting demonstration of tramcar brakes which have been 
designed by Mr. Edwin Freund took place on Thursday last week, 
at Liversedge, before the members of the Yorkshire Tramway 

ers’ Association. There was a representative attendance, 
only three members being absent. After luncheon af the Railway 
Hotel, Dewsbury, a special car conveyed the members to the Frost 
Hill depót of the Yorkshire (W. D.) Tramways, Liversedge, where 
two cars had been fitted up for the purposes of the demonstration. 

The first car taken out was No. 47, а car of the ordinary type 
which had been fitted with the self-winding spring brake, 
described in our issue of September 11th, 1908. A section of the 
car floor had been taken up, and the whole of the mechanical part 
of the brake was exposed to view. The first test consisted of an 
exbibition of the brake in descending Frost Hill from the depót. 
The rails were in a very greasy state, and it was doubtful whether 
the wooden shoes with which the car was fitted would be more satis- 
factory on the track than iron shoes. However, the spring brake 
performed its duty easily and efficiently on the descent, which 
was accomplished at a speed of about 10 miles per hour, 
and the winding of the spring was done with perfect regularity. 
The brake is a substantial piece of mechanism in which 
the springs are wound by the momentum of the car; when 
fully wound the winding paw! of catch is automatically disengaged. 
A feature of the brake is that even though the winding may only 
ust have been commenced when the car is started, the brake may 

e put into immediate use. The ascent of Huddersfield Road was 
commenced at a moderate speed, and when the car reached the 
steepest gradient—abont one in nine—current was switched off, 
and the car was held by the brake, there being not the slightest 
suggestion of the car running back. In test No.3 the car was 
taken to the top of the hill. Starting from rest, it descended the 
top part of the hill, which is about 1 in 12, and immediately it 
entered upon the second part, which is about 1 in 14, at a apeed of 
18 miles per hour, the track brake was put on, and the car stopped 
in 32 yd., neither sand nor wheel brake being used. In the next 
test the car started from rest and was allowed to attain a speed of 
22 miles, when both brakes were applied, the car pulling up in the 
short space of 14 yd. It was pointed out by Mr. Goldston, the 
engineer who was superintending the demonstration, that the 
brake could be applied at any strength desired, the mere pulling of 
a hand lever bringing the brake into service. A very interesting 
feature was illastrated in the next test, when the car, which was 
travelling at about 16 miles per hour, was brought to a stop by 
the application of the brake from the back platform. The appli- 
cation of the self-winding spring brake from the front or the 
back is one in which each application is of service to the other; 
but in many of the ordinary tramcar brakes at present in use 
the application of the brake from one platform neutralises that 
from the other platform. Thisis looked upon asa decided improve- 
ment, and the ease with which the car was pulled up was apparent. 
One of the members desiring to see the effect of the brake on an 
unsanded portion of the track, the car was taken to the steepest 
gradient previously mentioned, and, having reached a speed of 12 
miles, the brake was applied. The speed, of course, was not very 
high, but the brake pulled up the car in a very short distance (nət 
measured) in a most satisfactory manner. 

The second part of the demonstration took place upon car No. 7. 
The brake fitted to this car was a magnetic brake fitted with 
& mechanical attachment for putting it on by hand—really an 
ordinary mechanical track brake which could be used with a 
variable drag action so as to increase the power. Mr. Freund, 
who is the designer of this brake also, has styled it the Tumbler 
brake (self-tightening). The principle, briefly, is that a depression 
plate is fitted with cup-shaped housings for the shoulders of the 
tumbler, the latter resting on spherical pivote on the top ofthe 
brake shoes. Immediately the lever on the platform is pulled 
the tumbler tilts, allowing the shoe to drag. Another touch of the 
lever releases the brake. The shoes fitted to this brake provide 
for a certain amount of side play, and it is, therefore, claimed that 
the brake block finds ita best possible “hold.” The brake fitted to 
car No. 7 had been regulated to give four “notches” of drag 
that is, four different degrees of the drag action— and in the first 
test the brake was applied notch by notch, so as to show the effect 
of the various amounts of drag. This test was watched with 
considerable interest, and the easy manner in which the brake 
was manipulated, and the faultless way in which notch succeeded 
notch without any appreciable jerk, were highly praised. In the 
next test, the speed was not much higher, but the brake was 
used as an emergency brake and the drag action went right over. 
It should be mentioned that this car was fitted with new iron 
shoes, and the opinion was expressed that quicker and better 
stops would doubtless be obtained if wooden shoes were 
In consequence of this, а wooden shoe was inserted—the proces 
only taking about two minutes—and travelling at about the 
same speed, with one iron shoe and one wooden one, à quicker 
stop was obtained; the effect was a gentle and gradual pm 
and was not at all “uneasy.” The general utility of the e 
was admirably shown in a coast down the hill, and the smooth 
manipulation of it, coupled with its simplicity and the ease wi 
which it was released, appeared to make a favourable impression 
upon the managers present. Mr. Goldston explained that, in 
adopting the “tumbler brake," the driver had, in reality, & double 
brake. The drag action was intended for coasting purposes 
as well as for use as an emergency brake, and the mecbanical action 
could take place before or after the magnetic. It had often been 
shown that the magnetic brake was apt to fail un yy 
and this difficulty was entirely overcome by using the “tumbler, 
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inasmuch as the driver could apply the magnetic brake by hand, 
and he could intensify the mechanical effect by means of the drag. 

Those tests in which the speeds were not indicated were taken 
at a speed of from 16 to 23 miles per hour, and the gradients on 
the portion of track where the majority of the trials took place 
were 1 in 12, 1 in 14, and down to 1 in 17. 

Mr. Goldston appeared to be very well pleased with the excellent 
manner in which the brakes had worked under the circumstances, 
and was highly satisfied with the demonstration. In the course 
of & short chat with our local representative, he said he particularly 
wisbed it to be understood that car No. 7 had not been fitted up for 
the purpose of exhibiting quick stoppages. It had been fitted up 
simply and solely to show what the Tumbler” brake could and 
would do. Не was particularly well pleased with the Tumbler“ 
brake, and said that there were three advantages which appealed 
to him very much. The first was that the brake was an ordinary 
mechanical track brake, with equal power to those which they had 
on their cars and to those in general use all over the country. 
Secondly, the apparatus gave them the drag action, viz., the extra 
weight of the car on the blocks. Thirdly,- the brake could be 
applied as an ordinary magnetic brake. 

The managers: who . witnessed the demonstration also appeared 
to be favourably impressed. Several complimentary references were 
made to the brakes, especially with regard to the Tumbler,” and 
coming as they did from managers who, for the most part, are 
engaged in the West Riding of Yorkshire, where hills are the 
rule rather than the exception, they should prove of value to 
other tramway managers in the country. During the demon- 
stration there was practically no criticism of an adverse character, 
and the general opinion appeared to be.that the brake was sound 
in principle, and one which could be relied upon. 

The mansgers were afterwards entertained at tea by the manag- 
ing director of the company, and in the evening a private discussion 
took place upon the demonstration, and upon other tramway 
matters. 


ELECTRIC LIGHT INSTALLATION ON 
THE STANNOS WIRING SYSTEM. 


Om Saturday last the students attending Mr. E. Kilburn Scott's 
lectures on Electrical Engineering Quantities and Estimates at the 
Northampton Institute visited the new factory aud laboratory of 
Messrs. J. Fletcher-Fletcher & Co., Seven Sisters Road, to see the 
electric light installation and lift, &c. Mr. Rawlings, who had 


Fig. 1.—Box FrrrED with Two ADAPTERS, Taking ONE AND 
TuHREB Stanyos WIRES RESPECTIVELY. 
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carried out the electric installation, was present to describe the 
details of the work and explain the many advantages of the 
Stannos wiring, which he has used. The installation is unique 
in that it illustrates the OS system of wiring for :— 

1. A two-wire system. 

2. A surface concentric system. | 

9. A water-tight concentric system with Kalkos fittings. 

4. A combination of 2 and 3 in buried work. 

Stannos wire is insulated with pure and vulcanised rubber, taped, 
and then wrapped round twice with a closely compressed sheet of 
tinned copper. On an earthed concentric system the outer copper 
carries the return current, and it has only about one-third of the 
resistance of No. 18 8. w. G. wire. | 

The supply for the lighting is taken from the Islington Оогрога- 
tion at 100 volts (or 200 if desired) alternating, single-phase, 
50 cycles. 

The mains, consisting of twin-armoured cable, pass from the 
Corporation fuses through an ironclad D.P, switch and fuse to the 
first floor, terminating at a Foster double-wound transformer 

. giving 100 volts on the lamp side and 100 or 200 volts as desired 
on the supply side. The object of using a separately wound trans- 
former is to isolate the installation so as to enable an earth return 
aystem to be used, besides affording facilities to alter the voltage. In 
conjunction with the transformer there is a Burston automatic 
switch to disconnect the primary circuit when no lamps are in use. 
Distribution from this point is made from a four-way board, one 
pole of which is connected to a bus-bar, forming the return of an 
earthed concentric system. From this point single cables drawn 
ipto Kalkog tubes are carried to four distributing boards, the tubes 


being connected to the earthed bus-bar. From the fuseboards, 
the OS system of wiring has been employed, using Stannos 
wire and fittings, together with the special continuity fixtures 
provided for concentric work On the top floor, and a portion 
of the ground floor, the system has been made water-tight by 
soldering the Stannos wires into Kalkos boxes. 


s d 


Fic. 3.—GRIP FOB Fid. 3.—S K 2 ADAPTER. 
STANNOS WIBES. 


In addition to the before-mentioned “ earthed system two pilot 
lights have been installed on the ground floor, two Btannos wires 
being used in the ordinary way without the intervention of the 
transformer. 

The number of points installed is 180, with 121 switches, and 
the following material has been used :—1,800 yards Staunos single 
1/18 and 3/20; 50 yards main cables; 2,500 ОЗ clips; 300 con- 
tinuity fixtures; fittings for Kalkos boxes and Kalkos tubes, &c. 

In addition to the lighting, there is a system of electric 
fire and burglar alarms worked from the 100-volt accumulators, 
which are used for the lift control. The wires leading from the 
accumulators run through fuses to the whole of the bells, terminating 
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Fic. 4.— KALRKOS Box AND SWITCH, WITH SK 2 ADAPTER. 


at a relay. This portion of the wiring is carried out with Stannos 
wire, the wiring between the relay and the whole of the fire and 
burglar alarm points being carried out with ordinary high-class bell 
wire. 

The bells which are used for timing (rung three times daily), 
together with the relay, batteries, &c., are the same as are used for 
the burglar and fire alarm system, thus ensuring their main- 
tenance in good working condition. 

The electric lift has been supplied by Messrs. Childs & Co., 
and is of special interest because, although the motor is single- 
phase, the control gear is worked by direct current from a Hart 
battery. In order to charge this battery an aluminium rectifier is 
employed. The push button for stopping has two contacts, the 
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Fic. 5.—8 E 2 Sipe Entry CONTINUITY Frxronx. 
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first putting the brake on through a resistance and the second 
putting it on ditect. In this way the lift is brought to rest without 
any jerk. 

As various improvements have been made in the OS wiring 
system since we first described it, the following particulars will 
probably be of interest to our readers, "The ideal before the manu- 
facturers (Messrs. Siemens Bros. & Oo., Ltd.) has been to provide a 
system of wiring which shall be inexpensive, but efficient and 
durable, unobtrusive when used for surface wiring, but suitable also 
for concealed wiring, and possessing an electrically continuous 
earthed sheathing, which can be used also as the return conductor 
of a concentric system. 

The Stannos wires can now be had insulated not only with 
vulcanised rubber, but also with a special dielectric called Unvul," 
which contains no sulphur; they are subjected to a test of 1,000 
volts pressure, and both classes can be supplied with aluminium 
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taping under the sheathing, a type especially recommended for 
concentric i It is interesting to note that the current- 


carrying capacity of the Stannos wires on the concentric system is 
greater than on the ordinary two-wire system, owing to the small 
pressure drop in the sheathing; thus a 3/20 wire carrying 6°4 
amperes has a drop of 11°3 volts per 100 yards on the two-wire 


W 
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Fic. 6.—CoNTINUITY Frxturs ғов Back Entry OF WIRES. 


system, but only 7:7 volta on the concentric system, while, of course, 
the latter costs little more than half as much as the former system. 
The importance of these points, especially in connection with iow- 
voltage metallic-filament lamp installations fed from transformers, 
is obvious. 

A variety of new accessories has been evolved for use with the 
О 8 system. Fig. 1, p. 767, shows two new adapters employed when 
Stannos wires are run into steel junction or fuse boxes; they are of 


, 
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Fig. 7.—FRoaG Crame ғов Еговн WORE, WIRES SHOWN 
SUNK IN PLASTER. 


brass and are provided with metal grips such as that shown in 
fig. 2, which is so constructed as to prevent rotation of the wires. 
Fig. 3 shows the S K 2 adapter for running Btannos wires into Kalkos 


Fic. 8.—Contimuity Bos-BAB (Type B.B.B.) wits 1/18 
AND 3/20 STANNOS WIBES. 


boxes, the joints being soldered water-tight, and fig. 4 shows a 
Kalkos box and switch fitted with one of these adapters. Con- 
tinuity fixtures are illustrated in figs. 5 and 6, the former for side 
entry and the latter for back entry; in each case a back plate is 
used, with a screwed stud for the attachment of the earthing 
clamp. Special screw-clamps are provided for the concentric 
system. Fig. 7 shows a frog clamp for flush work, where tho 
Stannos wires are sunk into the plaster, and it js desired to bave 


he wood block (or the switch Пия with tbe susfeces; a temporary 


cap is placed over the wires after they have been fixed as shown, 
to preserve them from damage while the plastering is completed. 
A continuity bus-bar for a fuseboard is illustrated in fig. 8; 
such bus-bars are made in various sizes. Lastly, fig. 9 shows a 
water-tight T' joint-box for concentric work, with the component 
parts displayed and the jointed wires in position; these boxes are 
used where the ordinary continuity fixtures with steel covers would 
be too large or ansightly, and where it is desired to have the whole 
system water-tight. The wires are jointed with the aid of amall 


AND METHOD oF JOINTING SINGLE WIBE OIRCUIT. 


channels of soft metal, which are soldered together and to the 
wires: the joint, with two porcelain linings, is then laid in the soft- 
metal base, and the cover is soldered to thelatter and to the outer 
sheathing of the wires. A hole is left in the cover to permit the 
air to escape when heated in the act of soldering, and is afterwards 
filled up with a screw, as shown. 

Full particulars of these and other details, special tools, &c., are 
given in a recent catalogue (No. 517, Section I) issued by Messrs. 
Siemens Bros., which also contains instructions for the erection of 
the Metacase " (Kuhlos and Stannos) conductors. 


LEGAL. 


ALLEGED FALSE TRADE DESCRIPTION. 
Tus PROCEEDINGS AGAINST THE WELSBACH Co. 
(Continued from page 736.) 


AT Clerkenwell Police Court on Saturday, Mr. Bros heard further 
evidence on the adjourned summonses against the Welshach Incan- 
descent Gas Light Oo., Ltd. 

JAMES FLETOHER Young, manager of the electric light depart- 
ment of the General Electric Co., Ltd., said his firm acted as agents 
in this country for the Auer Gesellschaft Co., of Berlin. The first 
metal-filament lamps they had to deal with were the osmium lamps 
which were sent to them by the Auer Co. The metal-filament of 
these lamps was made of osmium. Then they had lamps the 
filament of which was made of tungsten or wolfram. Afterwards 
they imported the Osram lamps from the Auer Oo. They first 
began to receive these at the end of 1906. Some of these still came 
from Germany, although some were manufactured in this country 
in a factory, which was erected after the passing of the new 
Patents Act. The General Electric Co. was the only firm selling 
Osram lamps in this country, and their sale had assumed very large 
proportions. When the Osram lamps were first introduced, they 
bore the name of the Auer Gesellschaft Co. The osmium lamp 
was invented by Baron von Welsbach, and as far as he knew no 
other metal-filament lamp was invented by him. 

A copy of an advertisement of the defendants’ lamps was placed 
in the witnese’s hands, and Мв. Rurus Isaacs asked him what 
effect it would have on his mind. Wrrwess: I should consider that 
the lamps offered were the invention of Baron von Welsbach, or 
the output of the Auer Co. 

Мв. Isaacs: Do you know of any electric lamp invented by 
Baron von Welsbach sold with the trade mark “Aur” upon it ?— 


No. 

What would be the effect of stamping these lamps with the words 
" Aur" and “ Welsbach ”?—It would lead people to believe that 
they were the product of the Auer Co., or, as it is sometimes known 
in this country, the German Welsbach Oo. 

So far as you know, had Baron von Welsbach, or the Auer Co., 
anything to do with that lamp?—No. Nothing whatever. 

Мв. WALTEBR: You know there are three Welsbach companies 
in Europe, the German, the Austrian and the English ?—I 
believe 80. 

Are you aware that 98 per cent. of the shares of the Austrian 
company are the property of the English company ? —No. 

Are you aware that the policy of the Welsbach companies has 
been not to use the words Welsbach " and Aur" in the terri- 
tories of the others ?—No. 

Are you aware that the trade marke “ Auroslamp " and '' Auer- 
osmi” were applied for by the German company for their lamp? 
—No. 

Are you aware that the Austrian company, at the instigation of 
the English company, objected to that registration? —No. I am 
not aware of it. 

In reply to further questions, WrrNESS said he believed the 
German company undertook for a eertain period net to use the 


— EP 


VoL 65. No. 1,668, Мотвивив 12,1909.) THE ELECTRICAL REVIEW. | | 769 


word ' Auer" in connection with incandescent gas mantles, but he 
believed that period had now expired. The registered trade mark 
of the German company for incandescent mantles was '' Dagea.” 
The word “ Auergesellschaft " had formed part of the name of the 
German company as long as he had known it, which was two and a 


years. 

Мв. WALTBB: During the last two and a half years as a single 
advertisement been issued by your company in which the word 
" Auergesellschaft ” appears? Not by our company. 

With the exception of the one circalar in evidence, have your 
company ever advertised the word “ Auer” in connection with the 
lamps ? —No. 

Baron von Welsbach has nothing to do either as manufacturer or 
inventor with the Osram lamp ?—Not as far as I know. 

A certified copy of the Patents Register was handed to the 
witness, and he said he saw by that that since January, 1899, the 
defendant company had had the trade mark “ Aur" registered for 
goods in class 13. He was not aware that the trade marx Aur" 
had been used upon all the goods sold by the Welsbach Oo. for 
many years. 

Ma. WALTER: Are you aware that the word “Aur” upon goods 
in this country commonly means that they are the goods of the 
Welsbach Co?—I am not prepared to deny it. 

Is the word “Welsbach " largely used upon the merchandise of 
the Welsbach Co. ?—I do not know. 

Are you prepared to deny that the word Welsbach upon goods 
in this country commonly means the merchandise of the Welsbach 
Co. ?—On electric goods I should deny it. 

Wrrness said the osmium lamps were not capable of being made 
for use on high voltage circuite, and they were not so succeseful 
commercially as the Osram lamps. 

Мв. WALTER: Has the word Welsbach” ever been used in an 
advertisement in connection with the Osram lamp?—Yes. In 
reprints from the Standard and Daily Telegraph. 

WALTER read extracts from these reprints, in which it was 
Btated that Dr. Auer, of Welsbach, who invented the first incan- 
descent gas mantle, also invented the first metal-fllament lamp. 
He asked the witness if the word Auer had appeared in any of 
his advertisements of Osram lamps. Wrrnzss: No, not in trade 
advertisements. 

Re-examined by Mn. Ботов Isaacs, WrTNESS said there was а 
reference to the Auergesellschaft Oo. on the printed wrapper in 
which the osmium lamps were sold. 

The case was adjourned until November 20th. 


WooLrF v. Loxpon Омітвр Tramways Co. 


Ім the King’s Bench Division on Monday and Tuesday, November 
8th and 9th, before Mr. Justice Bucknill and a common jury, an 
action was tried in which Mrs. Nina Woolf, a dressmaker, of Stoke 
Newington, sued the London United Tramways, Ltd., for damage for 
personal injuries alleged to have been sustained in consequence of 
the defendant company’s negligence in failing to keep the roadway 
along which the line runs in a fit and proper and safe condition 
for vehicular traffic. 

Mr. Ralph Bankes was counsel for the plaintiff, and Mr. Roskill, 
K. O., and Mr. Glasgow appeared for the defendant company. 

It appeared that defendant was one of & party who on Whit- 
Monday of last year were proceeding bya four-horse brake from 
Stoke Newington to Hurst Park to witness the races, when, 

posite Christchurch schools in the High Road, Chiswick, the 
brake collapsed, and its occupants were thrown out into the road, 
plaintiff being somewhat seriously injured. She alleged that the 
accident was due to the wheel of the brake dropping into a hole in 
the roadway and thus being wrenched off; and the defence was 
that, on the contrary, it was caused by the rotten condition of the 


` vehicle itself, Evidence on either side was called, and his Lord- 


ship, in summing up, instructed the jury that the onus of proof 
rested upon the plaintiff. Parliament had laid upon the tram 
company the obligation to keep the highway in a fit and proper 
state to enable it to be used by the public with safety, and 
she had to prove that they had failed to fulfil this obligation 
and that it was in consequence of such negligence that the accident 
occurred. Of course, as men of the world, the jury would say the 
company were not bound to keep the road as level asa billiard 
table; and they must be satisfied that at the particular spot where 
the accident occurred, the state of the tramway was dangerous for 
the public passing over. If they thought the brake was in a rotten 
condition, it would be a matter for their grave consideration and 


judgment whether there was a hole in the roadway into which if the 


wheel dropped it would have broken it off, even if it was sound. 

The jary found a verdict for the defendant company ; and, upon 
his Lordship’s suggestion, approved by the jury, they did not ask 
for costs; and judgment was entered for them without costs. 


Ввівтог, Gas Co. v. Tus BRisTOL TRAMWAY AND CARRIAGE 
Co., Lr». 


In the Court of Appeal on Tuesday, Lord Justice Buckley, Lord 
Justice Kennedy, and Mr. Justice Swinfen Eady had before them 
the case of the Bristol Gas Oo. v. the Bristol Tramway and Carriage 
Oo., Ltd., which was an appeal by the defendants from a decision of 
Mr. Justice Phillimore, affirming the award of the arbitrator, Mr. 
Allen C. Edwards, appointed under the Tramways Act, 1870, to 
settle a dispute which had arisen between the Bristol Gas Oo., and 
the Bristol Tramway Co., Ltd., in regard to Sec. 32 of the Act. 
That section provides that the construction of a tramway shall not 


interfere with the rights of local and road authorities or gas, water 
or electric light companies to deal with the roads for the purpose of 
repairing, laying down or removing mains, pipes, &., giving notice 
of their intention to do so when the contemplated work will 
interfere with the traffic or affect the tramway, sud sub-Sec. 5 pro- 
vides that any extra expense in doing such work caused by the 
existence of the tramway shall be borne by the tramway company. 
In the present case the gas company alleged that by reason of the 
tramlines having been laid over the gas mains, the company had 
incurred additional expense’ in obtaining access to and 
altering their service pipes; such additional expense for the 
period between February 16th, 1905, and December 26th, 1906, 
amounting to £115 8s. The tramway company baving refused to 
pay this demand, the gas company applied to the Board of Trade 
under Sec. 33 to appoint an arbitrator. Mr. Edwards was selected, 
and he undertook the referenoe without prejudice to the conten- 
tion of the tramway company that no such “ difference " had arisen 
as was contemplated by Sec. 38. Detailed particulars of the claim 
were furnished, and for the purpose of his award the arbitrator 
divided them into three classes. (1) Laying down a new service 
pipe and connecting it for the first time since the construction of 
the tramway with a main laid before the construction, amounting 
altogether to £63 19s. 8d. (2) Repairing, altering or removing a 
service pipe laid since the construction of the tramway; the main 
having been laid before such construction, £14 1s.8d. (3) Re- 
pairing, altering or removing & service pipe or main laid before the 
tramway was constructed, £37 16s. 8d. The arbitrator held that 
with regard to the first claes, the gas company was not entitled 
to the extra expense of laying the new service, but to one-third of 
the amount claimed ; this being the proportion of the total 
applicable to connecting with the old main as distinguished from 
laying the new pipe. He therefore awarded them £21 6s. 6d. 
With regard to the second class, he held that the gas company 
were not entitled to the amount claimed. As to the 
third class, the gas company were entitled to the £37 16s. 8d., and 
he directed the tramway company to pay the costs of the arbi- 
tration. It was contended by the gas company that they were 
entitled to the whole amount claimed. On behalf of the tramway 
company, it was contended that the only work for which expendi- 


ture could be claimed, was that which caused an interruption of the 


tramway traffic, and that the arbitrator was wrong in holding that 
any trifling delay shown to have taken place was such an 
interruption of trafüc, as was contemplated by the section, and 
that no such claim by the gas company for additional expense was 
founded. Mr. Justice Phillimore confirmed the arbitrator's award 

and dismissed the appeal, but without coste. Hence the present 
appeal of the tramway company. : 

Mr. Balfour Browne, K.C., Mr. Simon, K.C., and Mr. Murphy, 
appeared for the tramway company ; and Bir A. Cripps, K.C., Mr. 
Bethune, and Mr. Weatherley for the gas company. 

Мв. Влгғоов Brows, for the tramway company, said 
the question raised was as to the proper construction of Sec. 32 of 
the Act of 1870. Before that Act was passed, various private Acts 
had been passed allowing water companies, gas companies, and elec- 
tric light companies to use the streets or roads for the purpose of 
laying down their pipes or maina to supply gas, water от elec- 
tricity to the public, and it was necessary when the Tramways Act 
was passed to see that the tramway companies did nothing to take 
away the rights which had been conceded by Parliament to those 
various bodies. Sec. 32 of the Act of 1870 dealt with the relations 
between those various bodies and the tramway companies. The 
important words upon which he relied were “such works whereby 
the traffic on the tramway will be interrupted." The contemplation 
of the Legislature was that, if the work to be done was really serious 
work, interrupting the passage of the cars along the tramlines, the 
tramway companies were to be responsible for the expense of the 
work. He submitted that the expenses which had been put upon 
the tramway company in the present case were not incurred in 
respect of work which interrupted the traffic on the tramway, and 
therefore, having regard to the construction of Sec. 32, the tramway 
company could not be held liable for the expense. The Legislature 
said, “Hera are two public bodies in the road, both doing public 
service. If the work to be done on the road is a small matter which 
might have occurred whether the tramways were there or not, the gas 
company shall pay it. If itisa big matter which interrupts the tram- 
ways, the tramway company shall pay it.” The learned counsel, pro- 
ceeding, said there was no need to give the tramway company notice if 
the work to be done did not affect their traffic. It would only be a 
wasting of the time of the tramway engineer to give the tramway 
company notice of such matters as were set out in the gas com- 
panies' claim. If in the old days of horse-drawn cars the gas com- 
pany had dug a trench between the two rails the traffic would have 
been stopped, because the horses could not then run over that part 
of the road, but nowadays with overhead traction a hole between 
the rails did not matter, because the cars could run over that, and 


. there would be no interruption of traffic. 


Мв BiMon, K.O., who followed on the same side, said the point 
was of great practical importance, because the claims made 
here were for very small amounts and were numerous. He sub- 
mitted that what was referred to in the proviso of Sub-sec. 5 of 
Clause 32 of the Act was a class of expenses which was limited in 
several ways. The pulling up of a gutter would not affect the 
tramways at all. The scheme of the section was that the gas 
water and other companies might goon doing their work on the 
road as before the Act was passed, but in so far as the work they 
wanted to do was work which would interrupt the tramway traftic 
they must give notice, and in so far as the work which interrupted 


.the tramways was work which would immediately affect its 


stability, it had not only to be done under notice, but it had been 
done under superintendence. It seemed a very strange thing if the 
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Legislature really meant that a tramway company, which was doing 
useful public work, had to pay all those 244. charges which ex- 
tended back to 1903. There were over 200 cases. 

Mr. OniePs, K. O., for the gas company, said that it had been 
found by the arbitrator that every subject matter of the claim was 
in respect of works of which a proper notice had been given. He 
could not agree that "interruption" necessarily meant total 
stoppage. “Interruption” was rather a question of fact than of 
law. He submitted that the tramway company took an absolutely 
wrong view as to the constructfon of the Act. f $ 

Logn Justicn BuockLEYy, in giving judgment, said that in his 
opinion the appeal failed. The second question in the case was, 
" Do the facts proved in this case, which are admitted, constitute 
in law ‘interruption’ within the means of Sub-sec. 2 of Sec. 32 
of the Tramways Act, 1870." After referring to the statement 
of facts in this case, his Lordship said it seemed to him that 
there had been an interruption by reason of the fact that in one 
instance, until the doing of the work in question, the tramway com- 
pany had been in possession of two lines of tramways, and were, by the 
events which happened, deprived of the use of one of the lines, 
and obliged for the whole day to carry on the traffic on one line 
only. In his opinion that constituted an interruption. He further 
thought that there was an interruption in this that the workmen in 
the trenches were in a position of danger when the tramcars 
approached, and that the tramoars had to come to a standstill or at 
least to slow down to enable the workmen to get out of the 
trenches. In his judgment, there was interruption within the 
meaning of the sub-section. As to the third question in the case, 
he was of opinion that the notices served by the gas company were 
proper notices and sufficiently complied with the section. Under 
those circumstances it was obvious that the other questions in the 
case did not arise. But the arbitrator had answered the first 
question: Does the proviso in  Sub-sec. 5 of Sec. 32 
of the Act of 1870 apply if the work claimed for does not 
cause an interruption of tramway traffic within the meaning of the 
Sub-sec. 2." The arbitrator had answered the first question in the 
affirmative. His Lordship would not refrain from expressing his 
opinion on that question. He thought “such work” in Sub-sec. 2 
and Sub-sec. 5 meant work whereby the traffic on the tramway 
would be interrupted. In his opinion the answer to the first 
question should have been in the negative. He was also of opinion 
that the connecting of the new service pipes with the old mains 
was an alteration of the mains, 

Logn JusricE Kannepy and Мв. Jostion SwrsrBN Eapr con- 
curred. 

The appeal was accordingly dismissed with costs. 


In re MagpHUBST—MOBBIS v. BREWER. 


In the Chancery Division on Friday last, Mr. Justice Parker had 
before him а motion in re Medhurst—Morris v. Brewer, by which the 
plaintiff asked for the appointment of receiver of the electrical 
engineeer’s business carried on by the late Francis Hastings Med- 
hurst, and other property. 

Мв. Paroy VaAuGHAN, in support of the motion, explained that 
Mr. Medhurst, who was prospective Unionist candidate for 
Stafford and who committed suicide at Croydon on October 26th 
last, had mortgaged to the plaintiff his electrical engineer's busi- 
ness, together with a policy of insurance for £3,000. Beyond the 
property mortgaged to the plaintiff, the estate consisted of some 
securities and furniture, part of the farniture having been 
seized during the testator's lifetime under a distress for rent, and 
the remainder was now warehoused. The estate was very much 
embarrassed, and proceedings by creditors were pending. Under 
these circumstances, counsel asked that a receiver might be 
appointed of the property comprised in the plaintiffs mortgage 
on the ground that the security was in jeopardy. 

Мв. BENNETT said that he appeared for the two persons named 
in the testator’s will as executors, who had been made defendants. 
One of them had actually signed a renunciation of probate, and the 
other either had renounced or was going to renounce. That being so, 
they had not filed any evidence in opposition to the motion, but 
he suggested that no receiver was necessary. The testator's assets, 
apart from the business and tho insurance policy, consisted of some 
share certificates and the warehoused furniture. The share 
certificates were in the hands of solicitors, and were perfectly safe, 
and the farniture would not be dealt with. 

His LonpsHiP asked what was the value of the estate. 

Mr. BENNETT said about £1,000. The plaintiff's mortgage, which 
was dated in 1897, gave a charge on the business and the policy of 
insurance. The policy was in no way in jeopardy, and Mr. Brewer, 


who was taken into partnership by the testator in 1908, was. 


perfectly willing to act as receiver for the purpose of getting in the 
book debts, &c. 

Mr. Hansa. said he represented a creditor for £30,000, and he 
suggested that the estate, which was insolvent, should be 
administered in bankruptcy. He understood that some of the 
creditors were applying for administration of the will annexed. 

Мв. JUSTICE PaBKER thought that the plaintiff was entitled to 
have a receiver of the property comprised in his security. That 
was all he could do at present. There being the necessary affidavits 
of fitness, he would appoint the gentleman named in the notice of 
motion with liberty to him to act at once, but the plaintiff must 
undertake to accept short notice of motion to discharge the appoint- 
ment when a proper legal personal representative of the estate 
had been appointed, 


common to most 


Invmd v. Bopn. 


Ім the Courts of Justice on Thursday last week, Mr. Ohas. Henry 
Irving, the son of a Cumberland farmer, obtained £1,000 

against Mr. Samuel Murphy Bodie, known on the music-hall 

as Dr. Walford Bodie, medical electrician, hypnotist, bloodless 
surgeon," &c. Irving had apprenticed himself to defendant to 
learn the cure of diseases by electricity, &c., and had paid £1,000 
for his apprenticeship. After some time, however, he came to the 
conclusion that defendant had misrepresented to him his powers, 
and he came before Mr. Justice Darling and a common jury in the 
King's Bench Division, asking for the return of his money. 
During the hearing some remarkable evidence was given from an 
electrical point of view. Among other things, Bodie claimed to 
have the power of withstanding enormous currents of electricity 
through his body, amounting, as he told his Lordship, to “ millions 
of volts." My treatment,” said Bodie in the box is electricity, 


which reanimates and brings back fresh life to the muscles." 


Mr. Powe tt, K.O. (for the defence): Is it a fact that yon 
sustain a current of many thousands of volts ?—DEFENDANT: As 
many a8 you like— millions if you like. 

His LoapsHre: Do you say million or millions ?—DmrzENDANT: 
I am prepared to sustain millions to-day to save my honour. 

His LonpsSHiP: Is this a special property of yours, or is it 
le ?—DzrmNDANT: It is quite common; the 
higher voltage diminishes the danger. І am speaking of high. 
frequency current. Defendant added that he had sustained 60,000 
volta of intermittent current—a quantity no one else had ever come 
near sustaining except the plaintiff. 

His LogpeHre: How many amperes are you using ?—Dzrzxx. 
DANT said he had had as much as 20 amperes. 

Mr. Рок: Have you studied electricity and obtained a 
knowledge of it ?—DzrzSDANT: A little. i 

Defending counsel applied to his Lordship for permission to 
allow Dr.“ Bodie to give a demonstration of his powers in one 
of the private rooms in the Courts, and this request Mr. Justice 
Darling acceded to, on terms that a qualified electrician appointed 
by himself should be present to give his opinion afterwards in the 
witness box. 

After the demonstration had taken place, Мв. ARTHUB BTBIOH, 
of the Sanitas Electric Oo., went into the box, and stated that 
defendant had a 12.volt accumulator from which he obtained bis 
current, and by means of a transformer and coil, changed it to a 
higher voltage. The coil was made to give a 12-in. , but asa 
matter of fact, it only gave a 6-in. spark. Defendant took about 
30,000 volte intermittent current. Witnesscould have done it him- 
self if he had trained himself at all to take large quantities of 
electricity. There was no risk of life in the amount of current 
defendant sustained. 

Other evidence was given with reference to a “ Cage of Death." 
Defendant, on the stage, got inside a large wire cage which was 
electrified, and holding ircn bars in his hands touched the sides of 
the cage, causing a great deal of sparking. Evidence for plaintiff 
was given to show that here again a high-frequency machine was 
used, which rendered the ''Cage of Death" quite safe, and a 
member of Messrs. Оох Bros, the medical electrical apparatus 
precede gave evidence of supplying defendant with some of his 

[| P t.” 


BUSINESS NOTES. 


Book Notices.—Gas Works Directory and Sbalistics. 
1909-10. London: Hazell, Watson & Viney, Ltd. 108. 6d.—This 
is the thirty-second edition of this work, revised up to August, 1909. 
Full particulars appear in three sections of the gas undertakings in 
England and Wales, Scotland and Ireland respectively. The name 
of town, population, owner of system, capital, price per thousand, 
number of consumers, number of public lamps, personnel, &c., are 
clearly stated, and where there is an electricity supply system that 
fact is indicated also. 

"The Physical Review,” Double Number, Vol. XXIX, No. 3. 
September, 1909. London: McMillan & Oo., Ltd. 

“Science Abstracts,” Sections A and B, Vol. 12, Part 10. 
London: E. & F. N. Spon, Ltd. Price 1s. 6d. each part. 

" Health in the Home.” By J. Johnston, M.D. Manchester: 
John Heywood, Ltd., Deansgate. Price 6d. net. 

“Electric Power Conductors.” By W. A. Del Mar. London: 
Orosby Lockwood & Son. 1909. Price 98. net. 

‘Electrical Inventions, and the Training of tbe Ilectrical 
Engineer." Lecture delivered before the Faculty of Engineering 
of University College, London, October 6th, 1909. By Prof. J. A. 
Fleming. London: Engineering. 

“Motor Manual.” Twelfth edition. London: Temple Press 
Ltd. 1909. Price 1s. 6d. net. 


Private Heeting.— HAROLD Downer, 110, High Street, 
Watford, electrical engineer.—A meeting of the creditors herein 
was held on November Ist, when a statement of affairs was sab- 
mitted, showing liabilities amounting to £405. Of that amount 
£329 was due to sundry unsecured creditors, the balance of £75 
being in respect of cash claims. "There were preferential claims for 
£28, and, after providing for these, the assets were estimated to 
realise £548, the estate thus showing a surplus of over £140. The 
assets woreas follows ;—Btock in trade, £109; book debts estimated 
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to realise £263; work on hand, £80 ; cash at bank, 58. 1d.; fixtures 
and fittings, £25; household furniture, £50; and ínvestment in 
building society, £48. It was stated that the debtor started trading 
for himself with little or no capital in December, 1889. He had 
made a net average profit of about £200 per annum, while his 
drawings had also been in the neighbourhood of that figure. Pro- 
ceedings had been commenced against the debtor by a creditor, and 
acting on the advice of his solicitor, the debtor executed a deed of 
assignment. The stock in trade had been valued by the debtor, 
and after a lengthy discussion, it was resolved that the meeting 
should be adjourned for an independent investigation to be made 
by the nominee of the principal creditor. 


Bankruptcy Proceedings.—EnsNrEsr GOODMAN (trad- 
ing as E. Goodman & Co.), electrical engineer, 30, Hertford Street, 
Coventry.—The receiving order in this case was made on debtor's 
petition, and according to the accounts filed, the unsecured liabili- 
ties amount to £198, and the assets are estimated at £36 net, a 
deficiency being shown of £162. It would appear that the debtor 
started business in March, 1908, with about £400 capital at the 
above address. A meeting of creditors was held last September, 
when the statement of affairs pee showed a deficiency of 
£127. A composition of 10s. ia the £ was offered and accepted by 
the creditors, subject to debtor being able to find satisfactory 
guarantees, but this the debtor was not able to do, and on October 
6th he executed an assignment. Debtor ascribes his failure t» bad 
trade and losses on contracts. The books kept appear to be debit 
and credit ledgers. The unsecured liabilities, with the exception 
of about £3 for personal expenses, appear to be trade debts. First 
meeting, November 15th ; public examination, December 6th, both 
at Coventry. | 
. BAMUEL Емиввон BurrH, electrical engineer, 271, High Street, 
Linooln.— The first meeting of the creditors in this case was held 
last week at the Official Receiver's offices, 10, Bank Btreet, Lincoln, 
and later on the same day the debtor attended the Sessions House, 
Linooln, for his public examination before Mr. Registrar Stephen. 
The liabilities were stated at £125, and the assets were estimated 
to realise £420, an estimated surplus of about £94 being shown. 
Debtor stated that the cause of his failure was the illegal seisure 
of his goods and machinery. Mr. B. E. Tweed (Lincoln) appeared 
for the petitioning creditor, and Mr. G. L. Hazlehurst (Lincoln) 
for the debtor. Іа reply to the Official Receiver (Mr. F. О. Brogden), 
debtor stated that he was now employed by Smith's Electrical 
Oo." He started business in 1903 under the title of A. Smith and 
Co., bat made an assignment in November of the following year. 
A trustee was appointed, and to the best of his recollection his 
liabilities were £400 odd. He never knew or inquired what divi- 
dend was paid. He next managed the business. for his wife under 
the style of A. C. Smith, her name being Ada Cooper Smith. He 
was manager and received £2 a week. Then A. C. Smith, Lincoln, 
Engineers, Ltd., was established, this being the same bnsiness 
turned into a limited liability company. He held 500 shares, 
practically the whole. In November last this concern got into 
difficulties, a receiver being appointed, and debtor did not think 
it was quite wound up yet. Smith's Electrical Co. and the Ados 
Co. followed, and in these “the usual seven” were concerned. 
The Ados Co. also got into difficulties, and A. C. Smith and Ados” 
had been realised. Smith's Electrical Co., of which he was 
manager and his wife secretary, was still going on. The case stands 
adjourned. 

W. T. Hannts, electrical engineer, Commercial Road, Portsmouth. 
November 22nd is the last day for receipt of proofs for intended 
dividend to reach the trustee, Mr. E. W. C. Whittaker, 3, Portland 
Street, Southampton. 

O. Scorr SNELL, civil engineer, Westminster.—An order of dis- 
charge was applied for on July 19th. Mr. Registrar Linklater 
suspended the discharge for two years and six months, 


Consular Notes.—Paraguay.—H.M. Consul at Asun- 

cion reports that seven new telegraph stations were opened to the 
public in Paraguay during 1908, viz, at Santiago, San Cosme, 
Carmen del Parana, Encarnacion, Трапе, Jbapobo and San José-mi. 
A double wire has also been stretched between Tebicuary and Villa 
Florida, and between Manduvira and Concepcion. A line is, 
moreover, baing constructed to unite Puerto Max, the most northern 
telegraph station at present in the Republic, with Bahia Negra, 
still further north. 
. China.—H.M. Consul at Shanghai reports that the inauguration 
of the electric tramways in the International and French settle- 
ments took place in the spring of 1908. The two systems, which 
were contracted for and laid by a British company, traverse all 
the principal thoroughfares of the two settlements, The new form 
of locomotion became at once very popular among the Chinese, 
and has proved an immense boon to the inhabitants of the settle- 
ments. When the two system are linked together, as is projected 
within the next few months, it will be possible to reach all parte 
Of the settlement from the native city, and a large increase in 
earnings is certain. | 

Servia.—The Belgian Minister at Bəlgrade, in an admir- 
able report on the conditions of the electrical trade in 
Bervis, states that it was the Société Belge de Tramways et 
d'Eleotricité, which about 1903 initiated electrical installation 
work in Bervia by building a large power station to serve the tram- 
ways and the public and private lighting. Since then several 
other towns have had recourse to electricity for public and private 
lighting, vis., Nisch, Schabatz, Leskovatz, Ujitse and Valjevo. At 
Valjevo there are two concessionaires: a German, Herr Julian 
Schmidt ; and an Englishman, Mr. Finay. The works at Nisch are 
exploited by the municipality ; those at Leskovatz were installed by 


a Servian company, as were also those at Ujitze and Schabats. A 
Servian company was on the point of being formed at Tchatchak 
to erect electrical works there for the utilisation of the forces of 
the River Morava, but the project has been abandoned for the 
moment, owing to the lack of competent technical engineers. 
Besides the works named, there exist only those built by the State 


` (for telephones and telegraphs), and some private enterprises at 


Belgrade which produce electricity for; their own use. In the 
provinces electricity is used in several mines, e.g., at Bor (a French 
company), at Segue (Government mines), at Alexinatz (a Belgian 
company), at Maydan Pek (a Belgian company), and at Baba (a 
Swedish company). The restricted use of electricity for power 
purposes and lighting explains the smallness of the trade in elec- 
trical appliances up to the present. The official statistics do not 
permit of quotation of the imports prior to 1906, as before that 
year they were nat shown separately. Since 1906, however, 
the imports have risen from 438,858 fr. to 615,362 fr. in 1907 (the 
figures for 1908 are not yet available). Taking the various classes 
of goods separately, it is found that the dynamos most in demand 
are those of from 10 to 50 Kw., the price of a 20-kw. dynamo 
delivered in Servia free, including Customs duties, being given at 
2,200 fr., with an addition of 90 fr. for the regulator, &c. Motors 
and dynamos of low powers (according to the report) are best sup- 
plied by Germany, but Belgium oan do a good trade in higher power 
machines. Theduty ondynamos, alternators, and other electric motors 
with their accessories and detached parts is 12 fr. per 100 kg. (if 
weighing more than 3,000 kg.), 17 fr. per 100 kg. (if weighing from 
500 to 3,000 kg.), and 22 fr. per 100 kg. (if weighing less than 500 
kg.) In 1907 the total importation of dynamos was 168,677 fr., of 
which Germany supplied 84,145 fr., Austria 73,672 fr., and Belgium 
2,800 fr. The accumulators best adapted for the market are 
those with a capacity of 580 ampere-hours, of which the price is 
quoted at 150 fr. (port dues and Customs cbarges included). The 
imports in 1907 were 46,033 fr., of which 39,217 fr. were supplied 
by Austria. The duty is 20 fr. per 100 kg. The supplies of wire 
and insulated cables sre for the State and central stations, and 
Germany holds practically a monopoly with 151,024 fr. out of a 
total of 156,056 fr. ; the duty is 20 fr. per 100 kg. The largest trade 
is in heavy wires and cables protected by metallic coverings. The 
imports of electrical appliances of various kinds amounted to 
72,286 fr. in 1907, of which Germany supplied 28,819 fr. and 
Austria 31,093 fr. A duty of 60 fr. per 100 kg. is levied on 
telegraph and telephone apparatus, electric bell apparatus, 
microphones, battery elements, and a duty of 75 fr. 
per 100 kg. on electric meters, interrupters, rheostats, &c. 
The arc lamps most in demand are those for continuous current of 5 
amperes, 10-11 hours, of which the price is 90 fr.(port duesand Customs 
charges included). In 1907, 17,831 fr. worth of lamps were imported, 
of which Germany supplied 9,847 fr. and Austria 7,281 fr. The 
duty is 60 fr. per 100 kg., and a good opening for trade existe even 
with thig duty. Electric carbons were imported in 1907 to a value 
of 11,540 fr., of which Germany supplied 4,877 fr. and Austria 4,904 | 
fr. The duty is 30 fr. per100 kg. The class most in demand is 
that valued at 55 fr. per 100 metres (port dues and Customs charges 
included), and selling at 18 fr. per 100 pairs of 200 mm. length 
each. Incandescent lamps and other similar lamps were imported 
to a value of 26,294 fr., of which Germany supplied 11,981 fr., and 
Austria 8,891 fr. As to price, the lamps consuming 3:6 watts per 
candle are sold at 60 centimes each, and those consuming 1 watt. 
per candle at 4 fr. each. The duty payable is 150 fr. per 100 kg. The 
official statistics do not give details as to heating apparatus but 
supplies are chiefly from Germany, except those used for heating 
tramcars which are supplied by America. Firing and explosion 
apparatus which are frequently seen on the market, ventilators, &c., 
were imported to a value of 7,050 fr. in 1907, Austria supplying 
3,065 fr. and Germany 3,339 fr. Electric ventilators are in demand 
for hotels and restaurants and are subject to a duty of 150 fr. per 
100 kg. Electro-therapeutic goods are sold only to Dr. Farkitch 
who has an establishment at Kalimegdan, and has received 
a concession for another establishment at Vrutse. Various 
houses in Servia are engaged in the installation of electric 
lighting in private property, and supply the necessary apparatus. 
The chief are Slutzki & Co., Savitch & Co., and Christitch, 
at La Therasia; the Maison Ristitch, rue du Prince Michel, 
Belgrade; В. Yovanovitch & Bros., rue du  Kolaratz, 
Belgrade: and Viktorovitch Bros, of Belgrade. The various 
accessories for electric lighting, such as shades for lamps, lamp 
globes, fusible interrupters, safety apparatus, insulating material, 
&c., are dutiable at the rate of 120 fr. per 100 kg., or 75 fr. per 
100 kg. The value of the imports of this class in 1907 was 
58,377 fr, of which Germany supplied 34,491 fr., and Austria 
21,950 fr. There is no establishment in Belgrade dealing with 
repairs to dynamos effectively. Such repairs are seen to by the 
works themselves, or by the suppliers. The foreign houses which 
supply electrical materials to Servia are very numerous, and the 
keen competition which is thus made necessary has had the effect 
of reducing prices, which are often lower than the prices of the 
same goods in the country of production. In order to obtain 
trade it is necessary not only to supply articles of good quality at 
cheap rates, but also personally to solicit orders with activity, and 
to offer generous terms of payment. If it is hoped to gain an 
advantage over German and Austrian houses, the particular needs 
of the market must be carefully studied by the manufacturer him- 
self, or by his representative. It is certain that the local buyer 
will not be induced to trade through a catalogue merely, but when 
his attention is drawn to the catalcgue by a reliable agent, 
and explanations and concessions are given, there is every reason 
to believe that he may become a purchaser. The Servian 
houses interested in the trade have already been enumerated. All 
of them represent foreign manufacturers, and in some cases they 
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represent many. A useful method of introducing electrical goods 
would be to establish in Servia a warehouse for the exhibition of 
various specialities. If this warehouse proepered, a technical office 
could be added to study on the spot the various projects for elec- 
trical undertakings, which the development of the country is bound 
to produce. Up to the present, no office of this nature exists, and 
in the opinion of a Servian engineer, such an office would find con- 
siderable success, and might result in the establishment of works 
forthe production of electrical materials in Servia. In accordance 
with a Servian law, new industrial undertakings of this nature are 
given many concessions in the matter of duties, &c.,and a certain 
reference is given to the goods produced. In fact, the public 
partments, who are the largest buyers of electrical goods, must 


buy from the concessionaires of such works at standard prices, One : 


of the essential conditions of success in business in Servia is the 
granting of long terms of credit. Capital is rare, and interest on 
money is high. It therefore becomes necessary for the purchasers 
to pay for the goods they buy at the time when they sell them 
again, and the manufacturers who have been prepared to be 
generous in this matter have been those who have succeeded in 
establishing themselves onthe market. Austro-Hungarian manufac- 
turers, in particular, grant three, six, nine and even 12 months’ credit, 
and they have rarely suffered from the insolvency of their debtors. 
Their associations with the market make it possible for them to 
know at once the financial standing aud reliability of the firms 
with which they deal, and they are thus enabled to carry on their 
trade without serious risks. The Germans, too, have appreciated 
the importance of the matter, and now give as long credits as those 
given by the Austrians, with very satisfactory results. In this 
respect English manufacturers are much to be blamed, since in 
many cases they even demand payment in advance. Care, of 
course, must be taken in giving credit, but if the ordinary pre- 
cautions are seen to there is no reason why there should be any 
great risk attached to the trade. The usual credits in the elec- 
trical trade are from four to six months. The great success which 
the Austrians have attained is all the more extraordinary when 
one takes into account the fact that not being entitled to most- 
favoured-nation-treatment the duties leviable on their goods are 
in many cases 50 per cent. higher than those levied on similar 
goods imported from the other competing countries, 


Austrian Cable Syndicate.—It is reported from 
Vienna that the cable-makers in Austria have concluded a price 
convention, and increased quotations by 10 per cent. Negotiations 
are still proceeding in respect of regulating the production by the 
fixing of tonnage allotments for each firm. 


Industrial Progress in South China.— The South 


Ohina Government has ре an order for a complete shoe factory | 
P 


in America, also а complete tannery and belt, harness and saddle 
factory in England, the equipment of which is being purchased 
through Messrs. Sanders, Rehders & Co., Ltd., London. 


Catalogues and Lists.— TRR LANGDON-DAvIES 
Motor Co., Lrp., Southwark Works, Deverell Street, London, S. E. 
—New set of price sheets giving revised prices and sizes of their 
polyphase motors of 50 periodicity, and single-phase motors of 
40, 50, 60, and 80 to 100 periodicities. Since the last lists were 
рН several new intermediate sizes, also larger sizes, have been 

ed. : 

MABCHINENFABRIE AUGSBURG -NüRNBERG, A.G., Caxton House, 
Westminster, 8. W.—Three new pamphlets containing full descriptive 
information, with line and balf-toned illustrations, regarding the 
M.A.N. Diesel oil engines, and tabulated sizes, powers, speeds, &c., 
of single, two, three and four-cylinder engines. One of the lists 
contains tabulated particulars showing the numerous users of these 
engines on the Continent and elsewhere. It is stated that 1,600 
of these engines, aggregating 145,000 B.H.P , have been supplied. 

Messss. Mackgy’s ELEcTBIC Laure Co, Lro., Tulip Place, 
Bermondsey, В.Е —BHight-page illustrated price list ої Mackey’s 
„ Metalux " metal-filament lamps with various shaped bulbs inolud- 
ing ordinary, pear-shaped, crinkled tubular, and other fancy lamps, 
as well as traction, shop, dock and street lighting lamps. 

Mrssas. Davip SHanxks & Co, Lro, 58, Albert Road, Aston, 
Birmingham.—40-page catalogue of electric fittings. A large 
number of very pleasing designs of brackets, pendants, ball lamps, 
shade lights, counter-weight pendanta, electroliers, table standards, 
&c., are effectively shown on art paper, prices appearing beneath 
each illustration. Some cast-iron water-tight fittings are shown in 
the closing pages. 

Messrs. Тнов. BnoADb BERT & Sons, LTD, Central Ironworks, 
Huddersfield.— With the title ot More Cranes," the firm has issued 
a 64-page catalogue of finely produced half-tone views of cranes 
manufactured by them, and of the works in which they are made, 
and of the offices at Huddersfield. A few pages of tabular matter 
show the principal dimensions, weights, &c., of their standard three- 
motor cranes, and in the other sections pictures appear of multi- 
motor, single-motor and miscellaneous eranes, supplied by them 
for electric power houses, steel foundries, engineering and other 
factories, rolling mills, railway shops, cable works and so forth. 
The miscellaneous section depicts hand-power, walking-jib, canti- 
lever, warehouse and other cranes. 

Messrs. Apaus MamNcvFACTUBING Co, Lrp., Bedford.—New 
catalogue ("B") of 40 pages, in which they illustrate and fully 
describe their “ Іргапіс" ironclad pillar-type panels. Detailed 
prices are clearly tabulated. Many combinations are included, 
meeting the requirements of the Home Office and local authorities. 

Messrs. SIMPLEX Conpceits, LTD., Garrison Lane, Birmingham. 
Two new catalogues dealing respectively with electric heating 
and electric cooking manufactures, The heating list (Bection H) 
contains illustrations of & large number of designs of luminous 


radiators, and radiator lamps, also convector heaters а number of 
them being of very artistic design. The cooking catalogue 
(Section O) shows & very interesting selection of kettles and irons, 
The former range in price from an article in tin supplied at a very 
low figure to a heavily silver-plated kettle with ebony fittings А 
number of this latter pattern were supplied a short time ago for 
use of Н.М, the King. The most popular ty pes are a 14 pint copper 
kettle of kitchen design, loaded to 400 watts to boil in 12 minutes, 
and a rather more ornamental brass kettle, with a cane handle, 
more suitable for afternoon tea use. Large quantities of these have 
been supplied during the past year, showing that the atility of 
electric appliances for both kitchen and drawing room use am 
appreciated. A low-priced copper shaving pot, capacity à pint, will 
boil water in three minutes. A glance through the catalogue shows 
& general tendency towards cheaper utensils, together with 
leaning towards the ordinary kitchen articles with which everyone 
is familiar. There is a useful range of saucepans of the cast-iron 
variety, with a thin lid, ranging from a capacity of 2 pints and a 
rating of 500 watts, to 12 pints rated at 1,400 watts. Potato 
steamers, double saucepan porringers, frying pans, &o., are shown. 
Irons, of course, are an important featare. Oommencing with a 
light domestic iron for lace work, there are also several types for 
the heavy side of household work. The popular 249" is 4 lb. in 
weight. A feature in connection with irons is the automatic stand; 
the action of placing the iron on the stand completes the circuit, 
but when the iron is actually in use it is not in circuit. This hes 
been found & good arrangement for short, intermittent work 
Among the lines with which the general public are not so con- 
versant, there are hot cupboards for linen drying in the case of 
large wooden constructions, or for plate or food warming in the 
case of the smaller iron variety. The larger type of apparatus, 
particularly adapted to restaurant use, is given considerable atten- 
tion. First, there are large capacity water urns, ranging from 
1 gallon capacity up to four, together with combined tes, water and 
coffee urns, and also the regulation form of café au lait, adapted to 
electricity and fitted with regulation. On the industrial side, glee 
pote of various descriptions, sealing-wax heaters, and other 
Apparatus, are shown for medicinal and dental purposes. А novel 
innovation is the production of universal voltage apparatus. Many 
pages are devoted to the now well-known Silandam apparatus 
Both lists are well illustrated and very neatly arranged, price 
being plainly indicated. 

Mzssas. EasTMAN & WARNE, Acton Vale, W.—New leaflet 
announcing reduced prices for their “Hot Point" electrically- 
heated flat-iron. Also а leaflet regarding Hot Point" electrically- 
heated soldering irons. 

Tum Рвемієв ACCUMULATOR Oo., LTD., Cattle Market Road, 
Northampton.—Very finely illustrated pamphlet, showing s 
number of places where Premier accumulators are used, and the 
work they are doing. Central station service, large private instal- 
lations, ship and train lighting, launch propulsion, motor-cat 

lighting and ignition, are all represented. 

Mn. ALBERT O. Hanps, 30-32, Snow Hill, London, E.C.—4 
number of leaflets illustrating and giving prices of various designs 
and finishes of théir A.C.H. luminous electric radiators. 

Mzssns. E. Bennis & Co., Lro., Little Hulton, Bolton.—Nev 
pamphlet entitled Appareils modernes pour lz manutention di 
Charbon et des Cendres,” containing an illustrated description 18 
French of the piant supplied by the firm for the Coventry electricity 
works. The pamphlet, of course, is for the use of Contin 
engineers or works managers, and to such, copies of the pamphlet 
will be forwarded on application to the above address. 

Ma. G. BBaULIE, 8, Lambeth Hill, London, E.C.— New pampblet 
describing and giving prices of the “Eclipse” double carbon 
intense flame arc lamp, which is fitted with deposit-free globe with 
dioptric inner globe. 

Messrs. Turners & ManNviLLE, Lro., 5, Lloyd's Avenue, 
London, E.C.—Small pamphlet giving particulars of their Leak- 
No" metallic compound and H.O. pipe joint cement, which they 
are just putting on the market. 


Trade Announcements.—Mxssns. ARCHIBALD SWITH 
AND STEVENS, lift engineers, Janus Works, Qaeen’s Road, Batter 
sea, S. W.—For family reasons this firm have converted their basi- 
ness into a limited company, under the title of Smith, Major and 
Stevens, Ltd. No shares have been offered to the public, and tbe 
previous owners, Messrs. С. G. Major, E. C. Stevens and P. Н. 
Btevens, together with Mr. Р. C. Major, become directors, with Mr. 
C. G. Major as chairman. 

Messrs, G. M. Boppy & Co., suppliers of “ Metalik " lampe 879 
extending their London premises, having taken over the building, 
15, Gray's Inn Road (lately occupied by the Electro-Motor 
Dynamo Co., whose business has been taken over by Messrs. J. 

H. Grevener) With the additional facilities thus afforded the 
firm will be able to give early deliveries for export, country 
City orders. 

Мв. ALBEBT BURNsTINE has been appointed general agent 1 
the Warner Engineering Co., Ltd., in the Argentine, U 
Paraguay, with an office at 425, Maipu, Buenos Ayres cable 
address, "Grantall, Buenos Ayres). The company bas 
opened ian office at 2, Rector Btreet, New York, U.B.A. (cable 
address, Interamer, New York). 


Rumoured Amalgamation.—A correspondent learns 
from semi-official sources that meetings of shareholders in two 
electrical engineering companies in the Manchester district 
shortly be held to consider a scheme to be put before them ) 
a view to amalgamating the two concerns, th have been fairiy 
busy of late executing substantial orders, 
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Northampton Polytechnic, Clerkenwell. — The 
storage battery and automatic reversible booster balancer set 
required in connection with the electrical equipment of this 
ain i are being supplied by the D.P. Barrery Co., LTD., 

ewell. 


Charge of Stealing.— At the Manchester Assizes 
last week, Edwin Arthur Wilson (32), salesman, was charged with 
stealing a large quantity of electric fittings the property of his 
employers, Messrs. Baxendale & Co., of Thithe Street, Manchester, 
and Harry Wilson (42), electrician, Welli n Road, Btockport, 
and Fred. Mason (45), electrician, were charged with receiving 
the goods well knowing them to have been atolen. Edward Kay 
(44), electrician, who was also charged with receiving in connection 
with the case, failed to surrender to his bail. E. A. Wilson was 
sent to prison for 12 months, Harry Wilson for nine months, and 
Kay and Mason for six months, each with hard labour. 


Dissolutions and Liquidations. — Sorivw ELEC- 
TRICAL Co, Lrp.—This company resolved on October 27th to wipd 
up voluntarily with Mr. E. Harlow, 23, King Street, Nottingham, ‘as 
liquidator. A meeting of creditors will be held on November 12th. 

Ввттівн Eastern EnzcTRIC Power Co., Ltp.—A meeting is to 
be held at 574, Old Broad Street, E.C., on December 6th, to hear 
= account of the winding up from the liquidator, Mr. T. F. 

evens. 


School Lighting.—A news correspondent writes: 
„Quite a score of new schools (costing from £4,000 to £12,000 each) 
to be built in the near future in Central and South-East Lancashire, 
are to be electrically lighted. Mr. R. Littler, county architect, 
Ribblesdale Place, Preston, is responsible for the plans of these 
new educational institutiong." 


Plymouth.—Mr. T. N. Riley, engineering master at 
the technical school, has requisitioned electrical machines, 


measuring instruments and regulating resistances, at a cost of 
£226. 


Imports of Electrical Goods.— In answer to Mr. 
Clougb, the President of the Board of Trade gives in the Parlia- 
mentary Papers a summary statement ghowing the value of each 
principal group of articles included in the official trade accounts 
under the head of articles wholly or mainly manufactured 
imported into the United Kingdom from foreign countries and from 
British Possessions respectively during 1908. It is stated that the 
value of electrical goods and apparatus other than machinery and 
telegraph and telephone wire imported from foreign countries was 
£1,263,265, and from British Possessions £497. 


LIGHTING and POWER NOTES. 


.Amble.—Mr. Cecil Esmarch has submitted to the 
Council a report with reference to the proposed lighting of the 
town by electricity. The costof the generating station is estimated 
at £2,368; of the distributing system, £1,794; making a total out- 
Ray of £4,162. The annual cost of upkeep is estimated at £668 
including the payment of interest and capital, and the revenue, a 
4765 per annum; the Council decided to take a vote on the 
question. 


Ardsley.—The U.D.C. has asked the Yorkshire Electric 
Po wer Co. if it is contemplating introducing an electric supply into 
the district. 


Australia.—The new electricity works at Balmain 
(N.8.W.) of the Electric Light and Power Supply Corporation, 
Ltd. have just been opened by the Mayor of Balmain. 
The works are situated at Iron Cove, adjoining the chemical 
establishment of Messrs. Elliott Bros. The site is an excellent 
one with a water frontage of 270 ft., and is a good central 
position for supplying electricity to the remaining municipalities in 
the New South Welsh metropolitan area. The plant of the new 
works, contained in a substantial steel framed building, comprises 
two 5,000 volt, three-phase Thomson-Houston generators, direct- 
coupled to two Belliss & Morcom triple-expanion engines of 
1,200 f. r. These are supplied with steam from two Babcock and 
Wilcox water-tube boilera fitted with superheaters and automatic 
chain-grate stokers; in addition there is a Babcock & Wilcox 
boiler connected with & garbage destructor, and the latter is more 
than sufficient to supply the steam necessary for lighting the whole 
of Balmain. The supply is oontrolled by a switchboard supplied 
by the Australian General Electric Oo. The plant was supplied 
pursuant [to specifications prepared by the chief engineer and 

general manager, Mr. J. E. Donoghue. 


Belfast.—The electrical engineer has submitted a report 
on the additional plant required to meet the increasing demand 
for lighting and power purposes. The report was recommended to 
the Council for confirmation. Several deputations were present to 
ask that the centre poles be removed from the streets at certain 
points, and as the result of a report from the general manager, it 
N decided to change the centre poles to side poles in a number of 
8 ets. 5 


Burton-on-Trent.—The L.G.B. has sanctioned the 
borrowing of £4,000, to be laid out as follows :—£2,900 for mains 
and feeders ; £650 for services ; and £100 for switchgear and instru- 
ments. 


Birkdale.—The U.D.C. has received from the L.G.B. 
sanction to a loan of £370 for arc lighting and storm-proof fittings 
eon protection of the tantalum lamps on tramway poles at 
Ainsdale. 


Camberley.—The U.D.C. has decided to apply for 
electrical powers. It will be remembered that the Yorktown and 
Blackwater Gas Co. obtained electrical powers for this district 
some little time ago, but & provision was made that the powers 
should not be exercised for 12 months, in order that the Council 
might take the matter up if it thought it wise to do so. Hence the 
recent decision of that authority. 


Chippenham.—The T.C. has decided to inform the 
во T. that it is unable at present to carry out the. eleotricity 
order. , 


Clevedon.—A prov. order for electric lighting is to be 
applied for by Messrs. Christie. The scheme is to be on the over- 
head system. Mr. Christie has informed the Oouncil that with 
250 50. с.р. lamps the cost per lamp per annum would be 378. Sd. 
for 1,750 lighting hours, 


Continental Notes. — Ітлтү. — La Société Anglo- 
Romano, which has already a large electricity generating station 
at Subiaco, has just started work on the establishment of a new 
one at Arci, 4 km. from Tivoli. Water-power is being utilised, the 
plant to be installed comprising two sets of 4,500-H р. turbines. 
and 30,000-volt alternators, which are being built by Messrs. Gans 
and Oo., of Budapest. 

ALSACE.—The municipal authorities of Mulhouse have decided 
on the extension of their electric lighting undertaking at an 
estimated cost of £100,000. 


Darlingten.—By ten votes to nine, the T.C. has 
decided to support Maidstone T.C. in promoting a Bill consisting 
of the wiring clauses struck out of the E.L. Acts Amendment Bill, 
empowering local authorities to deal in lamps, motors, and other 
fittings. | 

Dawlish.—With reference to the proposed electric light 
installation, Mr. Parves, consulting engineer, recently wrote to the 
Council that he was pleased to know that, subject to the steel 
poles being approved both as to design, position, and height of 
wires, the Council was prepared to give permission for the erection 
of overhead mains in the whole of the streets of the town. In the 
case of a town like Dawlish it was а sinc qua non that overhead 
mains should be used. The Olerk read a petition received from 
ratepayers who begged the Oouncil not to permit the use of overhead 
wires, which, in their opinion, would be detrimental to the appear- 
ance of the district, and would depreciate the value of the property. 
The Council, baving come to a decision in the matter, allowed 
the communication to lie on the table. Mr. W. Leaman gave notice 
of motion to rescind the resolution on the books raising no 
objection to overhead mains for the electric light. | 


Dandalk.—The U.D.C. is arranging for a loan of 
£20,000 wherewith to carry out the proposed electric lighting and 
power scheme for that town. The loan is to be repayable by a 
sinking fund within twenty-five years. 


Eastleigh and Bishopstoke.—The B. of T. has asked 
the U.D.C. if it can give an assurance that there is a probability 
of the Council being able to put the E.L. order into operation 
within another year, if the order be extended for that period. 
The Council has referred the matter toa committee. 


Grays.—The U.D.C. has applied to the L.G.B. for a | 
loan of £900 for electricity purposes. 


Hants.— £816 is to be laid out for additional electric 
plant and a calorifier at Fareham Asylum, the total mentioned 
being made up as follows: 90-H P. engine, estimated cost £376; 
300-ampsre dynamo, £270; calorifier, £200. i 


Hastings.—The Corporation is seeking new powers by 
promoting a new local Act, the terms of which were discussed at - 
the last meeting of the Council. Clauses to enable the Corporation 
to do electrical work were strongly contested by the opponents of 
municipal trading. On the other hand, it was urged that in the 
interest of the Corporation electrical undertaking it was essential 
that it should have power to supply fittings, as at present people 
would not take the electric light in consequence of the cost of 
fittings. The general idea was that the Corporation should be in 
& position to do wiring and fitting up, and that it should be repaid 
by instalments. Eventually the clauses were passed to be included 

the Bill. 


Hertford.—At the meeting of the Metropolitan Water 
Board on November 5th, it was agreed that £1,410 be laid out in 
reconstructing the Hertford sewage works. The Works and Stores 
Committee were authorised to contract for the supply of electrical 
energy to the works. ; 


Kingswinford.—At a meeting of the R.D.C. on Monday, 
the chairman stated tbat the arbitration between the Midland 
Electric Corporation and the Council with reference tothe lighting 
of the district took place on the previous Tuesday. The result was 
к yet known, but he thought the Council would be satisfied 
with it. 
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Lamorbey (Kent) .— The Bexley U. D.C. has sealed an 
agreement with the Foot's Cray Electricity Supply Co. for the pro- 
vision of electricity for Lamorbey. 


Berkhampsted.—The Council has sealed an agreement 
with the Chesham and District Electric Light and Power Oo. for 
powers in the district. 


Llandaff and Dinas Powis.—The R.D.C. has received 
from the L.G.B. sanction to a loan of £2,960 to cover the cost of 
the Whitchurch electric lighting scheme, under which energy will 
be taken from the South Wales Power Co. 


Middieton.—The T.C. has applied to the L.G.B. for a 
loan of £3,000 for cables for five years. 


, 

Rhyl.—An inquiry was held by Mr. Н. R. Hooper, of 
the L. G. B., on November 3rd in respect to the U. D. O. s application 
for sanction to borrow £5,000 for the purposes of the electric light 
works Evidence was given by the electrical engineer, Mr. Wright, 
to the effect that since he had had charge of the works, there had 
been considerable trouble with the mains. These were now righted, 
but it was felt that the plant was not up-to-date, and was too large 
for the town's needs. What was required was a smaller plant of an 

‘up-to-date pattern. The cost of the works was originally £27,000, 
but tbat included provision for a tramway which was never made. 
They would save at least £350 per annum on the works cost alone 
by putting in a smaller plant. he Inspector said he realised that 
Ehylhad been bard hit by the undertaking, but he urged that the 
proper course to adopt was not so much to reduce the works cost, 
but to develop and secure fresh customers. He suggested that the 
Oouncil should borrow money for mains extension, and by careful 
development bring the works to making a profit. 


Royton.—Messsre. Baker & Sons, Parliamentary agents 
to the U.D.O., have communicated with the Oouncil respecting the 
application of Oldham T.C. for permission to supply electricity in 
the district. They suggest that Oldham will only supply consumers 
who are prepared to take a quantity of electricity which will be 
remunerative, and that small consumers will bs unable to obtain a 
supply because it might not be worth while for Oldham to give it. 
If all the remunerative customers obtained their supply from 
Oldham, it would not be worth while for Royton to obtain a prov. 
order to supply the rest. They advise tbe Council to obtain a prov. 
order, and then negotiate with Oldham for a supply of current in 
bulk or for the transfer of the order. The Council has appointed a 
sub-committee to go into the matter. 


Runcorn.—The U.D.C. has decided to consent to the 
applications of the Castner-Kellner Alkali Oo., Ltd., and Messrs. 


G. H. Cox and H. J. Falk, of Liverpool, for prov. orders for electric 


light. 


St. Helens.—The Education Committee has decided to 
have the new Higher Grade School lit by electricity, and has asked 
the Electricity Oommittee to reduce the price of energy for 
education purposes from 41d. to 34d. per unit. 


Wednesbury.—The T.C. has applied for a loan of £345 
for meters aud mains already provided; £1,750 for small mains, 
extension services and meters, for two years; and £2,000 for other 
main extension services and meters. 


Whitchurch.—The L.G.B. has sanctioned a Joan of 
£2,960 for the electric lighting scheme. The number of lights 
required to make the scheme a success was 930, and in 1907 the 
Llandaff District Council had 800 promises, and it is thought that 
there will be not the alightest doubt that the number will be made 
up. The eleotric light will be supplied by the South Wales Power 
Co. Asimilar scheme at Radyr, also within the jurisdiction of 
the Llandaff Council, has proved profitable, and the Whitchurch 
echeme will be undertaken immediately. | 


Whitehaven.—The Harbour Commissioners have de- 
cided to defer for a year the putting down of the proposed plant 
for lighting the Harbour by gas, and to continue taking electrical 
energy from the T.C., who will before the end of a year quote 
special terms for the supply. The T.O. will supply current for 
the next year at a minimum of £250 for the first 28,500 units, 
and Jd. per unit beyond. 


Wingate (Co. Darham).—The parochial electors have 
decided to ascertain the terms of the Electric Power Co. for light- 
ing the parish. The estimated cost of the installation is £165, and 
the annual cost £70. 


Wolverhampton, — The report on the Council's 
electrical undertaking for the year ending June 30th last, shows 
that 1,244,612 units were sold for lighting; 4,135,169 for 
power; 1,471,632 for tramways, making a total of 6,551,413 units 
sold. The increase in power supply amounted to 2,026,697 units, 
but there was some falling off in the lighting and traction supply. 
Application has been made to the L.G.B. for sanction to the 
borrowing of £10,000 for mains extensions. 


TRAMWAY and RAILWAY NOTES. 


Blackburn.—[nteresting figures are contained in the 
half-yearly tramway report, issued on Saturday by the Corporation. 
It appears that the trafi: expenses were £7,358 ; general expenses, 
£1,618 ; general repaira and maintenance, £4,098; and cost of 
current, £5,862. The total expenditure was £18,938, the income 
was £32,697, leaving a balance of £13,759 to be carried to the net 
revenue account. The total inoome of this account wss £13,788, and 
the expenditure for repayment of loans, sinking fund, interest, ёс, 
£10,832, showing a net surplas of £2,955 on the half-year's working. 


Continental Notes.—Atstria4.—The municipal autho- 
rities of Iglau have secured a concession for a projected electric 
tramway between the town and the railway station. 

SwITZEBRLAND.— An 80 years’ concession for the eonstruction and 
working of a narrow-gauge electric railway from Stalden to Saas- 
Grund has been granted. The line, which is to be a single track of 
metre gauge, must be completed within three years from the com- 
mencement of work. 

A decree has been granted to Mr. Alfred Hurter, of Oerlikon, on 
behalf of a company to be formed with head office at Saas-Fée, for 
an 80 years’ concession for the construction aod working of s 
funicular electric railway from Saas-Grand to Saas-Fée. The line 
is to be a single track of metre gange.— Board of Trade Journal. 

SwEDEN-DENMABEK.—4A Swedish engineer has drawn pp a projet 
for the constraction of an electric railway from Malmo to Copen- 
hagen, passing under the Sound. The line would be about 147 
miles long, with about 10 miles of tunnel. The projent has been 
submitted to a Special Commission appointed by the Swedish 
Government.— Board of Trade Journal. 

Iraty.—A comprehensive scheme of electric railway works has 
recently been decided upon by the adoption by the Parliament of 
two Bills which project the conversion of certain existing railways 
to electric traction and the construction of new electric railways. 
The former class comprises four different groups of lines, the first 
representing an extension of the present system of electric rail ways 
around Milan. It is proposed to reconstract in connection with 
the existing line between Milan and Gallarate, the lines leading 
from the latter to Laveno and from Gallarate to Arona; a similar 
conversion is contemplated for the line Milan-Lecco leading tothe 
Como Lake, and for that from the Usmate station to Bergamo 
The second group is that of the frontier tunnel, and comprises an 
extension of electrical working in the Simplon Tunnel from Iselle 
to Domodossola; and the favourable experience gained in the 
former case has also led to the decision to electrically equip the 
Bardonecchia-Modane section of the Mont Oenis Railway. Ia the 
case of the third group, which embodies the tunnels on the southern 
declivity of the Apennines to Genoa, the “galleries” near Genos 
and to Sampierdaréna will first be converted, then the Giovi 
Tunnel, and, finally, the San Guiseppe-Savona section on the direct 
line between Turin and Savona. The fourth gronp refers to tbe 
section between Naples, Pompeii and Salerno, and the branch from 
Torre-Annunziata to Oastellamare di Stabia. Among the new 
railways projected the first position is occupied by two new lines 
over the Apennines, which would materially accelerate traffic with 
Rome by reducing the time of the journey by three hours Ап 
entirely new route is proposed for the railway between Bologna 
and Florence, whilst the line from Sant Arcangelo di Romagna 
to Urbino is of special importance to tourists. The other new 
electric railways inclade the long-discussed direct line between 


-Rome and Naples, which is at last to be realised. 


Dudley.—The Tramway Co. having applied to the 
B. of T. to appoint an arbitrator to fix the price to be paid for 
energy from June 30th last, the Council isto inform the Board that 
it concurs in the application. 


Hendon.—The Council is to visit the depot of the 
Metropolitan Electric Tramways, Ltd,, in response to an invitation 
sent by Mr. A. L. Barber. The visit is in connection with the pro 
posal to run a service from Golder's Green tube terminus to Hendon, 
which would require the approval of the Council as road authority. 


IIford.— The Council has decided to separate the tram- 
ways from the electricity undertaking. A tramways manager is to 
be appointed to deal with the tramways alone. Mr. Woolstencroft, 
who for some years has been the tramways superintendent, һм 
been given the management pro. lem. 


Ringswinford,—The R. D.C., in consequence of the 
attitude of the tramway company on the question of childrens 
fares, is urging the Staffs. Education Committee to convey students 
to the Dudley Schools in a special vehicle, instead of on the com- 
pany's cars as at present. 


London.—In June last the Metropolitan Asylums Board 


entered int» a contract with the Tudor Accumulator Co. for the 


maintenance of the battery supplied by them to the Obildren* 


Iafirmary for a 5-cwt. electric motor vehicle. The agreement 
provided fora fixed payment at the rate of £10 per year for any 
number of vehicles up to six, plus 11. per mile for 5 cwt. vans. 
Since the agreement was entered into a 25-cwt. van for heavy goods 
has been purchased, and the company offer to maintain the battery 
of this car at a rate of 14d. per mile run. The engineer-in-chief 
having certified that this amount is reasonable the agreement is to 
be entered into. 

L C.C -The Highways Committee is recommending that the 
Wool wich-Eltham tramways should be constructed, using a double 
(positive and negative) trolley wire construction in order to get 
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over the objections of the Greenwich Observatory authorities. The 
cost will be £76,000, and it ie expected that there will be a loss in 
working for some years £o come. 

Ciry.—The Bridge House Estates Committee recommended again 
to the City Council, last week, the construction of a new bridge, 
80 ft. wide, over the Thames, having its outlet on the north at the 
eastern end of St. Paul's Cathedral, also the reconstruction of 
Southwark Bridge. The St. Paul's Bridge would carry a double 
line of tramways, which would pass underground at Knightrider 
Btreet and rise to the surface near Goswell Road, thus giving 
6 Que between the North and South London tramways of 
the O. 


New Zealand.—The annual report of the Wellington 
Corporation Tramways and Lighting Department, of which Mr. 
Stuart Richardson is engineer and manager, shows that as regards 
the tramways, 21,679,902 passengers were carried, resulting in a 
traffie revenue of £129,032; street lighting and sundry consumers 
of energy for lighting and power added £7,247, and with minor 
items the total revenue amounted to £136,436. The traffic revenue 
on the city lines amounted to 14:12d. per car-mile, and the expenses 
on the whole system to 9°69d. (including power supply). Interest 
absorbed £20,652, sinking fund £4,934, and depreciation £13,243 ; 
the net balance being £5,934. А 750 Belliss-E. O. O. generating set 
is being added to the power station, bringing its capacity up to 
3,000 Ew., supplied by nine Lancashire boilers. During the year 
590 н.р. of private consumers’ plant has been added, making a total 
of 1,335 НР. connected. Some 5,173,971 units were delivered from 
the power station at а cost of 749d. per unit, or inclusive of depre- 
ciation (165d.), interest and sinking fund, 115d. per unit; as com- 
pared with 1:09d. in the previous year. The electric lighting 

ment sold 2,004,304 units during the yearto 4,136 consumers 
(including 3,821 lighting, 244 power and 71 heating). The total 
revenue amounted to £44,321, and after meeting financial charges 
and depreciation (£5,466) there remained a surplus of £4,272. 
Owing to the indifferent character of the plant at this station, the 
working expenses per unit sold amounted to 299d., and the over- 
all cost (including 65d. per unit depreciation) to 479d. per unit. 
A 1,500-kw. Parsons turbine set is being added to the station, 
which is being extended and brought up to date so as to increase 
the efficiency. 


Neweastle-on-Tyne.—Sir J. Baxter Ellis, in a letter 
to the Tramway Committee announcing his resignation of the 
chairmanship, remarked that the new system of working was a 
failure, and that it would be better to go back to the position of 
18 months ago, subject to minor alterations. 


Northampton.—The Tramways Committee has recom- 
mended the T.O. to apply for powers for the construction of tram- 
ways from All Saints’ Church to Far Cotton. The estimated cost 
is over £13,000. 


South Lancashire.—The South Lancs. Tramways Co. 
has intimated to the Little Hulton, Farnworth and Worsley 
Councils that it bas abandoned the idea of constructing tramways 
in those districts for the present. 


United States.—The New York, New Haven and 
Hartford Railway is, according to Electric Traction Weekly, 
obtaining a number of new motor-cars for ita suburban service, 
which will be equipped to operate on both the 11,000-volt a.c. 
trolley and on the 600-volt p.c. third-rail system, the latter 
being necessary to enable the cars to run over the New York 
Central' lines. The cars are intended to draw two 50 ton 
trailers and to accelerate at a rate of 7 mile per hour 
per second. The cars are equipped with four series compen- 
sated motora, each of 200 H..; these and the step-down auto- 
transformers are supplied with forced ventilation. The Pittsburg 
Railways Co. is installing three 5,000.kw. Westinghouse steam 
turbines and 11,800 н.р. of Babcock boilers, as an extension to its 
present 9,000 xw. plant at Brunot Island. 

The Washingtoo, Baltimore and Annapolis Railway has prac- 
tically finished the work of changing over its system of working 
from single-phase ac. to po. It is estimated that the change 
will lead to an annual saving of $100,000; one reason for changing 
was that the single-phase system prevented the company from ex- 
tending its business in Washington. 

The attitude of the Illinois Central Reilway in shelving the elec- 
trification of ite terminal lines in Chicago, is the subject of much 
ad verse comment. The president of the company in considering 
the matter, estimated a loss of $600,000 yearly by conversion, but 
it is noted that he made no allowance for probable increase in 
receipts after electrification. 

The New York Edison Co. has made a formal offer to supply 
power for the proposed new Broadway-Lexington Avenue subway, 
and other lines in connection therewith. The company considers 
that it is in an exceptional position to supply energy on advan- 
tageous terms. 


Wolverhampton.—Jn the annual report of the Cor- 
tion Tramways Committee, the following statement is given of 
traffic receipts, &o., for the first six months of this financial year, 
ending September 30th last, as compared with the same period last 


Passengers. Receipta. N. p. C. u. 
4,647,667 £21,725 10:553d. 
4,814,268 £22,533 10:901d, 


'The reduction in the receipts is again due to the continuation of 
trade depression in the district generally. 


— 


TELEGRAPH and TELEPHONE NOTES. 


Trunk Telephone Calls.—In reply to a question 


whether the duration of a trunk telephone call could be extended 


from three minutes to five minutes, Mr. Sydney Buxton replied 
that experience in nearly all countries had shown that a period of 
three minutes was the most convenient unit. A unit of five 
minutes would involve a higher charge and would reduce the usefal 
traffic capacity of costly lines. 


Italy.—The Government will shortly ask for powers to 
spend a million sterling of the construction of a number of tele- 
phone lines.— Board of Trade Journal. 


Cables.—Falmouth-Bilbao repaired November 6th; La 
Reunion-Mauritius interrupted November 3rd; Oayenne-Balinas 
interrupted November 3rd. 


Switzerland.—The Journal Telegraphique states that 
the telegraphic receipts of Switzerland during 1907 were 12,988,888 
fr. and the gx pain 12,407,453 fr. leaving & profit of 521,435 fr. 
The number of messages handled was 4,917,018 as against 4 918,679 
in 1906. There were 2,318,960 international telegrams while 
1,008,080 passed in transit. The system consisted of 5,803 km. of 
line and 23,827 of wire, of which 2,483 km. are underground. The 
telephone service consisted of 17 574 km. of line and 291,214 of wire 
while the subscribers totalled 291,214. The number of offices was 
3,031, of which 726 were telephone stations; 4,385 employés were 
engaged in the joint services in 1907. : 


Bolivia.—The Bolivian telegraphic system in 1907-8 
consisted of 5,107 km. of line and 6,087 of wire. There were 120 
offices, and 590,143 telegrams were handled. The receipts of the 
Government system amounted to 365,373 fr. and the expenses to 
789,638 fr. The value of telegraphic business done by all enter- 
prises, Government and private was 804,237 fr. 


Wireless Telegraphy.—From the Si. James’ Gazette of | 


October 28th we learn that Signor Marconi returned from Americe 
by the Caronia, and at an interview declared that the Oape Breton 
station would not be finished until January let, when operations 
would be commenced. He did not think the working would affect 
the cable companies for some time. 


—— 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Accrington.—A proposal is being considered to acquire 
a motor tower wagon for use by the Accrington Electricity and 
Tramways department. 


Australia.— VIOTOnIA.— Electric lamps for the P. M. G. 
See Official Notices October 15th. 

MELBOURNE.—February 22nd, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydney, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 

MELBOURNE.—Telegraph and telephone material, for the P.M.G. 
See Official Notices October 29th. 

MELBOURNE. — November 29th. 1,950 opalescent aro lamp 
globes for the Council. See “Official Notices" to-day. 


Belgium.—December 31st. The municipal authorities 
of Jupille are inviting tenders for the concession for the lighting of 
the little town by gas or electricity. 


Birmingham.—November 20th. The Guardians invite 
tenders for the maintenance of their private telephone installation 
at the Workhouse, Dudley Road, for 12 months. Apply to Master 
of the Workhouse. 


Bradford.— November 13th. General stores for the Tram- 
ways Department for a year (returnable deposit £118). Tramway 
offices, 7, Hall Ings, Bradford. 


Chatham.— November 25th. Incandescent electric lamps, 
&., for a year; Chas. Day, Borough Surveyor. 


Canada.—Montreat.—Tenders are being called by the 
Saraguay Electric and Water Co. for turbo-generators of 2,000 x w. 
capacity. Proportionate increase of power-house boilers and other 
equipment will be made likewise. Charles Brandeis, consulting 
engineer, 4, Phillips Place. 

OTTAWA.— November 25th. Tenders are invited forthe packing of 
material and supplies for points along the Yukon telegraph line 
between Quesnelle and Atlin, in the course of the season of 1910, 
1911 and 1912. See this column for October 29th. 
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Nurson.—The street railway by-law was carried almost unani- 
mously. Tbe company's plans as to initia] equipment and extension 
comprise :— Motor-generator set, including sheds, switchboard, and 
necessary cable from sub-station to trolley lines, $11,000; two 
double-truck four-motor cars and two trailers, $12,000 ; car barns, 
machine shop, and full line of repair parte, $2,500 ; rotary broom, 
and apparatus necessary to attach same, $1,200; belt-line extension, 
$16,000 ; total, $43,700.— The Canadian Engineer. 


Dublin,— November 29th. General stores for the 
Dublin United Tramways Co. (1896), Ltd. See “Official Notices 
November 5th. : 

December 1st.—Electric wiring and fitting of the Workhouse 
buildings, nursing sistere' residence, and North City Dispensaries, 
for the North Dublin Board of Guardians. Specifications at the 
office, North Brunswick Street, or from the consulting engineer, 
Mr. L. J. Lawless, 27, Oastlewood Avenue, Rathmines, on payment 
of the cost of production. 


Edinburgh.— The T.C. invites tenders for electrical 
installation at McLeod Street Police Station. Frank A. Newington, 
engineer, Electricity Station, Dewar Place. 


Edmonton.—November 23rd. Electric light and power 
installation at the new infirmary. See "Ofcial Notices" Novem- 
ber 5th. 


Farnwortli.— The D.C. is in the market for 50-c.r. 
lamps for tramway pillars in place of incandescent lamps. 


Germany.—The municipal authorities of Bietburg, 
Westphalia, are about to invite tenders for the establishment of a 
central electric lighting station in the town. 


Hull.—November 17th. Unwashed slack for the elec- 
tricity works for six and twelve months respectively. Mr. H. Bell, 
city electrical engineer. 


India, — Lucknow.—December 31st. The Municipal 
Board invites proposals for supply of electrical energy, coal or oil 
gas. See this column for October 29th. 


` London.—L.C.C.—Covering with asbestos tape about 
2? miles of lead-oovered high and low-tension electric cables iu 
manholes. See “Official Notices" November 5th. 


Manchester.—November 19th. The Electricity Com- 


mittee invites tenders for the work required in connection with the 
provision and laying of a 10-in. diameter rising main from the 
pumping station at Clayton Vale to the Stuart Street generating 
station. Forms, &c., from the Secretary, Electricity Department 
(two guineas deposit). 


Waketield.—November 25th. Stores for the Wakefield 
and District Light Railway Co. See Official Notices” to-day. 


Warrington.—November 19th. Telegraph materials for 
a year, for the Cheshire Lines Committee. В. Saxon Barton, Stores 
Superintendent, Cheshire Lines, Warrington. 


York.—November 25th. E.L. fittings, lamps, &c., for the 
North-Eastern Railway Co.; F. H. Clark, Stores Superintendent, 
Gateshead. 

Telegraph stores, for the North-Eastern Railway Co.; 
Ellison, Telegraph Superintendent, York. 


C. H. 


OLOSED. 


Саре Town.—The following tenders were received by the 
Corporation for the supply of wrought-iron arc lamp carriers 
required in connection with the Green Point and Sea Point electric 
lighting :— 

Clyde Engineering Works gi on 25 .. £99 17 
Hudson & Hopkins + ө» АА e. (accepted) 110 0 
J. F. Nosworthy & CO ка > aie è .. 113 0 
Walter Donald ss 119 Q 


Jadia.—It is row reported that the A.E.G.-Union Elec- 
trique, of Brussels, which is a subsidiary of the Berlin A E. G, has 
received from the Tata Iron and Steel Works Co. an order for 
motore, turbines and lighting equipment. 


Kilkenny Asvlum.—Messra. Mcguire & Gatchell, Ltd., 
of Dublin, to whom has been entrusted the electrical installation of 
this Asylum, have placed the order for the necessary storage 
battery of 120 cells with the D.P. Battery Co, Ltd., of Bakewell. 


London.—The Metropolitan Asylums Board has placed 
orders as follows :— 
J.W. Gray & Sons, re-establishing telephonic connection between Gore 
]Housc arel the Hospital, £56 10s, 
W.J.Vryer & Co, two electric motors, with cables, switches, &., £129 18. 
L. COC. — The Highways Committee received the following tenders 
for two marine- type boilers, complete witb coal elevator, muchine 
stokers, foduced draught and air-beating apparatus, required for 
the frat extension of the tramways central car-repair бербе :— 


Stokers Stokers Stoker: Stokers 


A type. B type. C type. D type. 

Davy Bros., Ltd. .. (accepted) £2,858 . £9,918 £2,923 £2818 
James Howden & Co., Ltd. es B,045 091 8,058 — 
Samuel Hodge & Sons, Ltd. ре 8,154 8,191 3,24 — 
Ditto (alternative) 8,624 9,581 8,694 — 
H. & T. Danks (Netherton), Ltd. .. 9,190 8,250 9,190 — 

Johu Fraser & Son s 2s - 8,206 8,306 8,986 8,186 
Westminster Ventilating Co. У — 8,849 8,823 — 


Lindsay, Burnet & Co... ET m 8,349 3,885 8,354 
Clayton. Son & Co., Ltd. ee Ge + 

Edwin Danks & Co. (Oldbury), Ltd. 3,637 8,727 8,702 — 
Richardsons, Westgarth & Co., Ltd. 4,482 4,587 4,131 =- 


Estimate of chief ofticer, £2,500. 

Messrs. W. T. Henley's Telegraph Works Co. are to carry out 
certain work in conneetion with the underground telephone system 
now in use between the various sections of the Tramways Depart- 
ment, at about £2,200, as an extension of an existing contract. 


Portsmouth.—The Tramways Committee has accepted 
the tender of Messrs. Steel, Peach & Toser, Ltd., for 200 steel 
tramway tires, at £1 10s. 3d. per tire. 


Sheffield.— The Т.О. has accepted the tender of the 
British Insulated and Helsby Cables for two miles figure-8 copper 
trolley wire, at 74d. per lb. less 24 per cent. 


Spain.—Messrs. Drake & Gorham, Ltd., have received 


an order for 50 of their new registered pattern shuntlese single- 
enclosure lamps for the Spanish Arsenal. 


Russia.—The Compagnie Union-Electrique A. E. (i., of 
Brussels, has secured a contract for three sets of 2,500-H.r. steam 
turbines and alternators for the power station in connection with 
the electric tramway system in Odessa, as well as 100 cars, with 
motor equipment for the same lines. 


FORTHCOMING EVENTS. 


institution of Electrical Engineers (Birmingham Section).—Friday, November 12th. 
At 7 for 7.16 p.m. At the Grand Hotel, Birmingham, Annual dinner. 


Physical of London.—Friday, November 19th (to-day). At8p.m, At the 
Imperial College of Science, South Kensington, S. W. Meeting. Paper on 
"Some Further Notes on the Physiological Principles underlying the 
Flicker Photometer," by Mr. J. S. Dow ; and other papers. 

The annual exhibition will be held on Tuesday, December lth, from 
8 to 6 and from 7 to 10 p.m. 


Northampton Institute Engineering Soclety.—Friday, Novembor 12th. At 5.45 p.m. 
Paper on The Application of the Steam Turbine to Marine Propulsion, by 
Mr. C. B. Dicksee. 


P d 
Birmingham and District Electric Clab.—Saturday, November 18th. At 7 pm. 
At the Colonnade Hotel, Birmingham. Paper оп “ A Discourse on Power 
Generation and the Transmission and Distribution of Electrical Energy, 
by Mr. C. de Hoedt. 


Mespow Technical College Scientifio Society.—Saturday, November 15th. А: 
.30 p.m. Paper on "Modern Condensing Installations," by Mr. W. A. 
Dexter. 


Kleetro-Harmonio Soolety.— Monday, November 16th. At 8 p.m. At the Holborn 
Restaurant. Concert, Ladies’ night. 2 


institution ef Electrica! Engianers (Glasgow Sectiom.— Tuesday, November 1600. 
1155 p.m. At 207, Bath Street, Glasgow. Inaugural address by Mr. E. O. 
М А 


Jantor institution of Engineers. — Tuesday, November 16th. At 8p.m. At the 
Royal United Service Institution, Whitchall. Presidential address, on 
Recent Warship Machincry,'' by Engineer Vice-Adiuiral H. J. Oran. 


institution of Civi! Engineers.— Tuesday, November 16th. Discussion on three 
papers on Electric Railways." 

institution of Electrical Engineers (Manchester Seotion). — Tuceday, Nover.! er 
100. At 7.30 p.m. At the University, Manchester. Paper on Tele. 
phones," by Mr, L. Б. Wilson. 


Institution of Electrical Engineors (Students? Section).— Wednesday. Novemler 
l'th. Meeting at 7.45 p.m. at 92, Victoria Street, SW. Opening address 
by Mr. J. H. Rider on“ The Importance of Attention to Details. 


institution of Electrical Engineers (Leeds Soction).—Wednesday, November 170. 
At 7.15 p.n... At the University, Sheffield. Paper on “Some Experiments 
on Bingie and Stranded Fuses,” by Mr. W. T. MacCall. 


Hiuminating Enginsering Socioty.— Thursday, November IRth. At 3 p.m. At the 
Royal Society of Arts, 18, John Street, Adelphi, W. Opening meetine. 
Inaugural address by Prof. Silvanus P. Thompson, D.sc., F. R. S., frs 
President. 


THE ELEOTRICAL ENGINEERS 
(LONDON DIVISION). 


Tux following orders are issued for next week :— 
Commanding Offlcer—Cor. R. E. В, Crompton, С.В. 


Monday, November 16th, —'* A " Company, Technical drill, 7 to 9.30 p. m. 
Tuesday, November 16th. —'! B" Company. Technical drill, 7 to 9.90 p. m. 
Wednesday, November 17th.—Gymnasium, 6.90 to 9.80 p.m. 

Thursday, November 18th,.—'* C" Company. Technical drill, 7 to 9. M p.m. 


Friday, November 19th.— D' Company, Technical drill, 6.80 to 7.30 p.m. 
Company eupper at“ The Feathers,” at pim. Names must be inn Е 
as Boon AS possible, as acconminodation ів limited. 

baturday, November 20:h.—' B" Company. Week-end run at LP ut 
Fort. Parade at Fenchurch street Btation at 8 p.m, Tickete ми 
lee ued at the station. 

(Signed) P. H. CaxrsaLL, Capt. R.B. ao 44304201, 


For 0.0, B.B., L.D, 
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NOTES. 


School Lighting Rates in America, —AÀn important 
ruling in favour of the Edison Electric Illuminating Oo., of 
Boston, has just been handed down by the Board of Gas and 
Electric Light Commissioners, of Massachusetts, in relation to a 
request for reduced electrical rates for school houses by the Boston 
School Committee. The Commission holds that no grounds exist 
on which to order a reduction in rates, ав compared with the 
charges applied to other customers, and that the fact that the 
customer is a municipality in nowise justifies such discrimination. 
The School Committee claimed that the City of Boston ought to 
be entitled to a lower rate than other customers; that it costs the 
central station company less to serve the city, in proportion to its 
other business; that the schools are large takers of electricity, and 
that the demand upon the station does not come at the time of the 
peak load. The Commissioners find that they are asked by the 
Committee to discriminate in favour of the schools over all other 
customers of the company, and that such discrimination is in no- 
wise justified by the conditions. It cannot be seriously urged that 
there is any material difference between the cost of serving the 
schools, and the cost of supplying other customers. The board 
says that the two items of advertising and collection would be a 
fraction of a farthing per kilowatt-hour, as saved in serving the 
schools, and would, therefore, be insignificant in their influence 
upon the cost of production and distribution. It maintains that 
other customers are fully as desirable as the schools, on the ground 
of the hours in which they use electricity, and that no discrimina- 
tion can fairly be applied bere. It has long been the established 
policy of the Massachusetts Gas and Electric Light Commission to 


discountenance discrimination based solely upon the amount of elec-. 


tricity consumed by different customers. The schools consume s 
large amount of energy in the ageregate, but the consumption of 
each building is relatively small. The:buildings are also scattered 
over many square miles of territory, and cannot usually be supplied 
in group, to resulting economy of investment and operatiqn. A 
private owner of similarly located buildings would not be entitled 
to a reduction simply because his total electricity consumption was 
large in the aggregate. Finally, the Commissioners point out that 
the right granted by a city or town to a company to erect wires 
over or under the public streets, is not & permissien given for the 
private benefit of. the company, but for the general public welfare. 
Hence any attempt to charge for the use of tbe streets, either 
directly in the form of a tax, or indirectly in the form of reduced 
rates, becomes virtually an effort to shift the burden of taxation in 
part from the shoulders of the taxpayer to the consumer of elec- 
tricity, as such. The Commission, therefore, has refused to order 
any special rates for the schools, stating, in conclusion, that if any 
consumer, including the municipality, considers that the rates are 
in themselves excessive, the Commission has ample authority 
under ап appeal to make апу such modifications as it may deem 
necessary. 


Boiler Explosions in Great Britain and America, 


— Daring the year ending June 30th, 1908, in the United Kingdom | 


35 boiler explosions proper occurred, out of a total of more than 
150,000 boilers ia operation, causing an aggregate of 14 deaths and 
23 injuries. While it is not possible even approximately to 
estimate the number of stationary and portable boilers in use in 


the United States, it is known that during the same period there 


were some 470 explosions, with a death roll of 281, or about 14 
times as many explosions and 12 times as many deaths on land 
alone as on land and water in Great Britain. In the United States 
there is no Federal law governing the operation and inspection of 
land boilers, either stationary or portable, and only five States have 
such laws, and not all of these furnish adequate protection to steam 
users; and in the majority of large cities there are not proper 
regulations pertaining to the installation, inspection and operation 
of steam boilers. While, in Great Britain, the laws are few an 
simple, they are enforced.— Power. 


The Man who Didn’t.—A gentleman who recently 
had an electric installation put down engaged a haudyman to take 
- charge of it. The plant was only a small one, requiring but a few 
hours running every otber day to charge the batteries. It was 
suggested, therefore, that the new man could fill in his ample epare 
time with sundry other work. 

Strong opposition: The plant required the whole of his time!“ 
And sure enough every day, from dawn to dewy eve, the engine 
was to be heard thumping merrily away, running up the oil bill, 
with the “engineer” in close attendance. His employer perforce 
had to engage an extra man for the other work. 

By and by somebody advised him that there must be something 
wrong for so smalla plant to need so much running. He wrote 
indignantly to the contractors, and in due courae their represent- 
ative came down from London. The engine and its attendant were 
busy with their eight-hours' day when he walked unexpectedly 
iuto the engine room. A glance at the switchboard ; an aatonished 
look at the plant, and his eagle eye noted the interesting fact that 
the dynamo was running with the brushes held off; busy, like the 
man, doing nothing. 

The iogenuous handyman now helps to swell the unemployment 
problem. 


Northampton Polytechnic Institute.—The annual 
fime distribution will be performed on December 10th, by Sir 
» Wolfe Barry. 


The Light that Failed.— 


The other day we got a wire, 

From Ponsonby de Jones, Esquire. 
Said he: Plant’s broken down, 
And Brown, O.E., from town 
Came down, and damned the lot 
As rot, upon the spot. 

Send down your man to-day, 
I pray, to take away 

The whole. As for your bill, 
I will pay simply—^i." 


In view of his excited tones, 
We thought we'd wire to Mr. Jones. 
ў We said: “ Тһете must be some 

Misunderstanding ; one. 
We'll easily put right, 
At sight. We'll send to-night 
Our foreman, Simpson, who 
Will do the trick for you." 
We got a note within a day 
From Simpson, care of P. de J. 


He wrote: “І found down here when I arrived, 
A frantic crowd of sense and light deprived. 
First, Mr. Brown, consulting engineer, 

With two assistante and their testing gear; 

The butler, chauffeur, gardener, and bands 

Of servants, labourers and stablehands ; 

And villagers and tenants of th’ estate ; 

All questioning the engineman and mate ; 
While Mr. Ponsonby de Jones, and kin, 

Were there to lead the chorus of the din. 

I showed myself, and with this mob around, 

I took a casual walk about and found 

An interesting circumstance which seemed 

To me to simplify the case. I beamed | 
Upon the crowd, and said, ‘Now mark me right ! 
I put this main-8witch on, and lo—the light !'" 


Moral. 


If anything's wrong, 
. Heed not detractors ; 
Bhun language that's strong, 
And trust your contractors. 
H. R. T. 


Electro-Harmonic Society.— The next concert (ladies 
night) will be held in the King's Hall, Holborn Restaurant, on 
Monday evening, November 15th, at 8 o'clock. The artistes on this 
occasion will be:—Mr. Robert Radford; The Alexandra Ladies’ 
Quartette: Miss Nellie Danford, Miss Beatrice Ferguson, Miss 
Lilian Berger, and Miss Mary Proctor; Mies Gwendolen 
Mason (harp soli); Master Lloyd Shakespeare (cornet soli); 
Mr. Stuart Debnam (humorous interludes); and Mr. Harrison 
Hill (humorous sketches). . We are requested to draw special 
attention to the fact this concert is to take place on Monday 
evening, instead of the Society’s usual Friday evening. 


British Tungsten Filaments for America.—Mr. F. 
Harrison, manager of the International Filament Oo., Ltd., London, 
together with Mr. W. Btewart, financially interested in the enter- 
prise, have been in the United States for some time making con- 
tracts for the disposal of tungsten lamp filaments, which are manu- 
factured in England by a secret process controlled by Mr. Harrison, 
and are sold throughout Great Britain and on the Continent by the 
Bryant Trading Syndicate, of London. These gentlemen report 
that they have been quite successful in placing their filaments in the 
States, both with the independent manufacturers and with some 
members of the incandescent lamp combination. The same com- 
pany also makes parts of lamps and has a patented sealed package 
for transporting tungsten lamps, so arranged that the lamp can 
be tested before the seal is broken, thus limiting claims to actual 
breakages in transit. Messra, Harrison and Stewart have inoor- 
porated under the laws of New York a company, named the Elec- 
trical Manufacturers’ Agency, for handling their goods in the 
United States, which will have headquarters in New York. They 
aleo declare that if the market for their filaments turns out as satis- 
factory as it now promises, & factory will be established in that 
country in order to get the benefit of the 45 per cent. tariff tax.— 
Electrical World. 


Sealed Tungsten Lamp Cartons.—4A sealed tungsten 
lamp carton, says the Electrical World, is being adopted by many 
manufacturers abroad, in order to minimise claims made for lamps 
broken in transit. The lamp may be examined and tested, and 
even lighted while in the carton. Jt cannot be removed without 
breaking the seal, and, therefore, enables a hard and fast line to be 
laid down as between the seller and the buyer as to claims for 
breakage in transit. In case a broken lamp is returned to the sender 
within a reasonable period, with the seal of the carton unbroken, it 
is fair to assume that the breakage occurred in transit and a claim 
is therefore allowed. The cartons, which are of square cross-section, 
and thus not likely to roll off the counter or shelf, have a label 
including brief instructions as to test and conditions of claims. 
Other advantages for the cartons are that they do not need any 
packing when cased; the breakage in transit is considerably 
reduced; improper claims for breakage are prevented, and argu- 
ments between the buyer and seller are minimised, 
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Parliamentary.—In the House of Commons on 4th inst. 
the Lords’ amendments to the Commons’ amendments to Electric 
Lighting Acts (Amendment) Bill were agreed to. 

MINERALS OT Great BRrram AND IELARxD.— Reporting to the 
Home Office on the production of minerals in the United Kingdom 
and Ireland during 1908, Mr. R. A. 8. Redmayne states that the 
bulk of the compounds of barium are supplied by Durham, North- 
umberland and Shropshire. Northumberland supplies the valuable 
mineral witherite, or carbonate of barium, and the produce of 
Darbam and Shropshire is mainly heavy spar, or sulphate of 
barium. Daring the year 38,947 tons were raised, of the value of 
£35,221. Bauxite, sometimes called alum clay, occurs in the form 
of seams lying between sheets of tertiary basalt in County Antrim. 
The produotion of alumina from bauxite and the extraction of the 
metal in the electric furnace was started in the United Kingdom in 
1896 by the British Aluminium Oo., Ltd. The alumina is prepared 
near Larne, and then dispatched to Foyers, in Inverness-shire, and 
to Kinlochleven, Argyleshire, where abundant water-power enables 
electricity to be generated cheaply. There were 11,716 tons of 
bauxite of the value of £3,025 raised in the year. The output of 
British eopper ore in 1908 showed a decrease of 1,351 tons com- 
pared with the previous year. In 1863 the production of copper 
ore and copper precipitate amounted to рта of 210,000 tons, 
valued at over a million sterling. In 1908 the production was only 
5,441 tons, valued at £25,053. 'The amount of copper obtained by 


smelting British ores is about one twenty-fifth, or 4 per cent. more: 


than the amount calculated from the dry assay. : Thus in the case 
of an ore containing 5 per cent. of metal by dry assay the actual 
yield has been taken at 5} per cent. : 


American Rubber Combine,—A Reuter telegram 
from America rays that the amalgamation of the Continental Rubber 
Co. with the Inter-Continental Rubber Co. is announced under the 
name of the latter with & capital of $40,000,000. The new com- 
es will control a large part of the rubber industry in the Congo 

on. 


The French Aluminium Combine.—A Paris dispatch 
to the Financial News says that the negotiations which have been 
proceeding for several months with a view to arriving at an under- 
standing between aluminium works have failed, owing to the 
opposition to the scheme by a number of the principal firms. 


Institution and Lecture Notes.—LEEDS UNIVERSITY 
Еноіквнвіка Bociety.—Prof. T. W. Morgan, of Bristol University, 
recently brought before the Society the new Knight engine 
adopted by the Daimler Motor Co. He enumerated the difficulties 
which had been met with in the use of internal-combustion 
engines, due to heating end warping of the valves, and lubrication 
difficulties, and claimed that the Daimler people had now overcome 
these defects. The valves, which are the peculiar feature of the 
Knight engine, consist of two concentric sliding cylinders surround- 
ing the piston, each having two ports at opposite sides, and the 
same end of the cylinder, and both having a travel of 1 in. The 
piston is inside the inner valve cylinder, and the outer valve 
cylinder is next to the fixed cylinder, which is enlarged for this 
purpose. Thus internal pressure does not increase the friction of 
the slide valves. The valve cylinders or sleeves are worked from 
eccentrics which revolve once for every two revolutions of the 
crankshaft. These sleeves may be madean easy fit on one another, 
the inner sleeve being the valve proper, and the outer sleeve the 
distributor. The inner one is made gas-tight at the explosion end 
by suitable metallic packing rings, 80 that there is no leakage during 
either the compression or the explosion. The explosive charge enters 
at one side and is exhausted at the other. It was mentioned that 
the cost of the valve-sleeve experiments had run into thousands of 
pounds. An interesting discussion followed the reading of the 
paper. 

Rontoen Socrsety.—The new president of the Society, Mr. 
C. E. S. Phillips, delivered his inaugural address on November 4th, 
devoting it partly to a general survey of recent developments in 


radiography and medical electricity, and partly to the description 


of a new arrangement of his own for measuring X-ray radiation, 
which he is to demonstrate at a subsequent meeting. Discussing, 
as a layman, the medical aspect of X-ray work, he said that the 
value of Rontgen's discovery in the field of medicine became more 
impressive as time went on. With the aid of the X-rays it was 
now possible, by watchiag the diaphragmatic movements with the 
flaoroscope, to detect tubercular conditions, and owing to the great 
transparency of the chest, especially during inspiration, not only 
could fluid be seen in the thoracic spaces, but even the ripples on 
ite surface following a change in the position of the body could be 
noted. He went on to refer to the researches of Mr. C. A. Badler 
upon the problem of secondary radiation, and said that in all the 
talk about radioactivity the share which England had in its dis- 
covery was overlooked, and all the credit given to France. Prof. 
Silvanus Thompson, working on different lines from those of 
Becquerel, discovered the phenomenon at about the same time ag 
the French investigator. The atomic weight of radium, according 
to Thorpe, was 2267, which was fairly well in accord with Mme. 
Curie's latest number. 


INSTITUTION OF ErEcTBICAL  ENcGrINEEBS (LrEDps)—In the 
course of his inaugural address, the chairman, Mr. W. M. Rogerson, 
stated that ten years ago 93 municipalities had established electric 
generating stations, having a total capital of £5,734,938, while 
rome 70 companies were also undertakera with a total capital of 
£5,261,763. At the end of 1958, the latest date up to which the 
returns are available, there were 541 undertakings, 338 of which 
helocged t^ |с] authorities and 203 to companies or private in- 


dividuals, the total capital involved being £40,016,300 and 
£40,722,000 respectively. It will be seen, therefore, that the 
capital laid out both by private companies and local authorities 
has increased in about equal proportion. The total lamps con- 
nected, equivalent to 8 с.р., ten years ago were 4,106,727, which 
have now increased to 35,056,700, while the output in Board of 
Trade units gold both by companies and municipalities has in- 
creased in ten years from 60,125,500 to no less than 749,594,200. 
In 1898 only some 40 electric tramways were in existence, with a 
capital of approximately £24,000,000, while from the latest returns 
there are at present 305 undertakings in the United Kingdom, with 
а capital of £68,199,918, the gross receipta being £12,439,625, while 
the total number of passengers carried per annum amount to the 
large total of 2,6 25,532,895. | 


P. AND О. BaTrI-WALLAHS' SocrgTy.—The Birmingham Section 
of this Society held their second entertainment of this season in the 
Grosvenor Room, Grand Hotel, Birmingham, on Friday, November 
5th, in the form of a Bohemian Concert. There were between 200 
and 259 ladies and gentlemen present, including many gentlemen 
welt known in the electrical and engineering profession. The 
evening was a most enjoyable one. The chairman, Mr. J. P. Kemp, 
in his remarks appealed to all Batti-Wallahs who were also members 
of the Institution of Electrical Engineers, to endeavour to be 
present at the dinner of the Birmingham local section on Friday to 
welcome and support the chairman —Mr. К. К. Moreom—who was 
also a Batti-Wallah, and was present with them that ‘evening. The 
next function of this local section is to bea ball at the Grand 
Hotel, and the probable date is Friday, December 17th. 


.IwsrrTUTION or ELECTRICAL ExNGrNEERS (BigMIncHam).—The 
first meeting of the Session was held at the University of 
Birmingham on Wednesday last week. The retiring chairman 
(Dr. Kapp) stated that the Council of the Institution had agreed to 
extend the area of the Birmingham Local Section, to include the 
whole district within a radius of 50 miles, with the exception of 
Nottingham and the Potteries. This had the effect of increasing 
the membership from 330 to 401. The chair was then taken by 
Mr. R. K. Morcom, and a vote of thanks was accorded to Dr. Kapp 
for the able way in which he had acted as chairman during the 

ast two years, after which Mr. R. K. Morcom read his address 
reported elsewhere in this issue). 


PaysıcaL Босінтү'в Exursrrron.—The date of the annual 
exhibition held by the Physical Society of London, which was fixed 
some time ago for December 10th, has been altered to Tuesday, 
December 14th, so that the exhibition may be open in the after- 
noon as well as in the evening. | 


Mr. Thomas Humphreys, M.LE.E., has delivered a lecture 
“ A Discussion on Electrical Difficulties " to the members of the 
Rochdale and District Motive Power Mutual Improvement Society. 


INSTITUTION OF МохісІрАІ, ENGINEERS.—AÀ meeting is to be 
held at Norwich to-morrow (13th) to form the District Committee 
for District No. 4. 


Insrirurs OF MARINE ENaGrNEERS.—Àt the nineteenth annual 
dinner of the Institute last week, the President, Mr. James 
Denny, occupied the chair, and some 330 members and guests were 
present. A handsome presentation was made to tbe founder and 
hon. secretary, Mr. James Adamson. Replying to the toast of 
“ Kindred Associations,” Mr. W. M. Mordey, president LE.E. 
recalled the fact that as long ago as 1882 he helped to put into the 
old Colossus an installation of aro lighting, which was, he thought, 
the very first example of electric lighting of a in the 
world. Since then the applications of electricity on board ship had 
extended until the lighting had become a matter of minor impor 
tance, and the question of adopting electricity even for the 
propulsion of the ship itself had been brought forward, great 
advantages being claimed for the use of electrical gearing between 
high-speed engines and low-speed screws. The provision of an 
economical heat engine was not an insoluble problem, and he 
believed that the end of this century would see steam disappear. 
The engineers of this country bad always been, and still were, 
pioneers; the engine used by Fulton was a Watt engine, built at 
Seho, near Birmingham, and the work of Parsons had brought 
about the most profound change in marine engineering of later 
years. An electrical carriage was run by Davidson on the 
Aberdeen and Glasgow railway between 1839 and 1842. 


Faraday House Old Students’ Association.—A 
smoking concert and At Home” will be held at Faraday House, 
Southampton Row, London, W.O., on Friday, December 3rd, from 
8tollp.m. Dr. Alexander Ruseell, M.A., the new Principal of 
Faraday House, will take the chair at the concert. 


Trade in October.—The trade returns for the month of 
October show an increase of £1,905,477 in importe, £923,192 in 
exports, and £518,953 in re-exporte, as compared with the same 
month in 1908, For the 10 months there is an increase of 
415,902,148 in imports, a decrease of £7,402,496 in ex porta, and an 
increase of £10,181,804 in re-exporta, over the same months in 
1908. 


American Competition.—At the meeting of Messrs. 
R. & J. Dick, Ltd., belting manufacturers, Glasgow, it was 
announced that the board had acquired a site in New Jersey 
(United States), where they would erect a belting factory of even 
greater capacity than the Glasgow works. The heavy tariff of 35 
per cent. on their belting entering the States had forced the com- 
pany to erect an American mill. 
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DR. GISBERT КАРР. 


THE new President of the Institution of Electrical Engineers 
was born at Mauer, near Vienna, in 1852. He received his 
technical education at the Zurich Polytechnic School under 
Zeuner and Kohlrausch. Both this training and hie first 
practical experience were in mechanical engineering. Coming 
to England in 1875, he specialised at first in the design of 
centrifugal pumping plant with Messrs. Gwynne & Co., 
subsequently travelling on the Continent for another 
mechanical engineering firm. 

Dr. Kapp’s connection with electrical engineering com- 
menced in 1882, when Col. Crompton appointed him 
engineer of the Chelmsford ‘Works. The designing of 
dynamos was then in a chaotic state, and Dr..Kapp soon 
established his reputation for original investigation in the 
subject. He found ы 
-that the best method 
of acquiring critical 
knowledge was to 
prepare papers for the 
instruction of others. 
At that time the bulk 
of the literature avail- 
able on dynamos was 
of an academic 
character, whereas 
the early papers by 
Dr. Kapp appealed 
at once to the prac- 
tical man. "The con- 
fusion over the design 
of dynamos was due 
to ignorance as to 
the magnetic circuit. 
The scientific prin- 
ciples were known to 
theorists, and had 
been expressed in 
abstruse mathe- 
matical formulz, but 
the application of 
these principles to 
dynamos was not seen 
either by theorists or 
practical engineers. 
Dynamos were made 
with insufficient iron, 
and the iron parts, 


as in the Edison 
Jumbos, were too 
Jong and too thin. 
It was to Нор- 
kinson and Kapp 
that the: alteration 
in this state of 


things was due. 
Dr. Hopkinson 
greatly improved the 
magnetic circuit of the old Edison dynamo, and explained 
his reasons in a difficult paper read before the Royal Scciety, 
and buried in its Transactions. Dr. Kapp independently 
introduced the same improvement, and, what was more 
important, made quite clear to electrical engineers the 
essentials in the design of a magnetic circuit. The: term 
magnetic resistance,“ introduced by him, made the 
magaetic circuit simple to understand, and his methods of 
calculation were universally adopted. His earliest papers 
were presented to the Institution of Civil Engineers. "The 
one on “ Modern Dynamos and their Engines," in 1885, 
gained the Telford premium and medal; it was followed by 
others on the design of alternators and electrical apparatus. 
These showed the power of the author to grasp the funda- 
mental principles involved, and to make his reasoning as 
clear to others as to himself. "These papers, and Dr. Kapp's 
book on “ Electric Transmission of Energy," published in 
1886, were read with eagerness, and provided information 
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GISBERT Kapp. 


which enabled others to design with certainty machines to 
fulfil given conditions. It must be remembered that this 
information was published at a time when the general 
tendency was to keep all electrical data secret. (Generous 
frankness has characterised Dr. Kapp’s professional career 
throughout, and he is still an emphatic Free Trader. 

When the number of electrical manufacturers increased 
and competition in prices ensued; his opinion was that the 
designet should meet this by. the more economical use of 
material rather than by cutting down labour charges. The 
multipolar type of direct-current dynamo was introduced by 


him in 1889, and for some years he alone in this country 


defended this type when other designers were straining the 


possibilities of bipolar machines. The multipolar machines 


in the municipal elec- 
tricity works at St. 
-Pancras were the first 
-of their type, and, in 
spite of cast-iron field 
magnets, fulfilled 
their guarantees. Dr. 
Kapp was then prac- 
tising as a consulting 
engineer in West- 
minster, and was res- 
ponsible for several 
large electrical under- 
takings. The Cor- 
poration Electricity 
Works at Bristol 
were designed by 
him as joint con- 
sulting engineer with 
Sir W. H. Preece. 
Dr. Kapp's engi- 
neering works and 
publications, together 
-with his wide know- 
ledge of languages, 
kept him in close 
touch with engineers 
abroad, who  fre- 
quently consulted 
him over questions of 
design. In 1894 he 
was invited to act 88 
secretary of the Ver- 
band Deutscher Elek- 
trotechniker, which 
was formed by the 
leading German engi- 
neers to assist in the 
standardisation of 
electrical practice 
throughout the Ger- 
man Empire. With 
i Eh o. ce the co-operation of 
the large manufacturing firms standards for the rating 
of plant, electric lamps, copper conductors, &c., were 
drawn up. Rules for electrical installations and for 
the protection of the public from overhead lines were 
also prepared, which have since been accepted by 
the majority of the German States. This avoided 
the confusion which would have arisen had each State 
acted independently in the preparation of local regu- 
lations. More than technical skill is required from the 
secretary of such a society to accomplish work of this 
nature, which is wrecked if professional jealousy is aroused. 
Dr. Kapp’s tact and personal influence, coupled with the 
fact that he was independent of any of the large German 
firms, carried this work to a successful issue. These regu- 
lations and machinery ratings are now accepted in most of 
the European countries. 
While acting as secretary of the Verband, Dr. Kapp was 
also free to practise as a consulting engineer, and here again 
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his expert advice was widely sought, both as arbitrator and 
as designer of schemes for power, lighting and traction. The 
cosmopolitan nature of his practice was unique. Thus, 
Moscow, Trondhjem, Trieste, Leipzig, are amongst the towns 
he advised, and he was frequently called to Switzerland and 
Italy. When the electrification of the Underground Rail- 
ways in London was under consideration, he gave evidence 
as to the possibilities of the Ganz system, and his support 
in 1901 of a high-tension system for railway working 
has been justified by subsequent developments. 

Again, he was consulted as to the transmission of power 
from the Zambesi Falls to the Rand Gold Fields, and 
advocated the continuous-current series system at 100,000 
volts as most suitable for the purpose; but the commercial 
possibilities of such a scheme depend on the price of coal on 
the Rand. 

While living in Berlin Dr. Kapp lectured on the subject 
of electrical design at the Technical High School, Charlotten- 
burg, where the practical nature of his instruction was highly 
valued. In 1905 
the University of 
Birmingham offered 
him the new. Pro- 
fessorship of Elec- 
trical Engineering, 
which he now holds. 
Before he left Ger- 
many, the Univer- 
sities of Dresden and 
Karlsruhe each con- 
ferred on him their 
honorary degree of 
Doctor of Engineer- 
ing. His welcome 
back to England 
showed the hold he 
possessed, and still 
maintains, over those 
who worked with 
him in the earlier 
day of electrical engi- 
neering. Dr. Kapp's 
genuine hospitality 
makes many friends, 
and his kindliness, 
combined with ab- 
gence of side, ex- 
tends his list of 
friends to all classes. 
His capacity for hard 
work is accompanied 
with the power of 
encouraging others 
to exert themselves 
and of extracting the 
best efforts of all 
associated with him. 
His recreations are 
music and sailing. 

Elected an Asso- 
ciate of the Institu- 
tion of Electrical 
Engineers in 1877, 
and a Member in 
1883, Dr. Kapp has now attained the highest honour 
that it is in the power of the Institution to bestow—a 
post which he will assuredly occupy with dignity and 
ability worthy of his illustrious predecessors in that office. 
—1n. W. W. 


—— м — — 


New Electrical Showrooms.—The Brompton and 
Kensington Electricity Supply Co., Ltd., has opened showrooms 
and offices at 254, Earl's Court Road, S. W.—in a central situation 
in its area of supply and in close proximity to Earl's Court Station 
—where there are on view the latest improvements in electric 
lamps, fittings, and cooking and heating appliances. An electric 
kitchen is furnished with the latest electric cooking utensils, and 
demonstrations of cooking, ironing, &c., will be given as desired. The 
company's offices, in Richmond Road, are now closed, and all 
communications must be sent to the new address. 


Hamo THornycror?’s Bust оғ THE Lare DB. JoHN Hopkinson, F.R.S. 
PRESENTED TO THE INSTITUTION OF ELECTRICAL ENGINEERS BY MRS. HOPKINSON. 


BUST OF THE 
LATE DR. JOHN HOPKINSON, F.R.S. 


AT the opening meeting of the Institution of Electrical 
Engineers, held at Westminster last night, members were 
privileged to take part in one of those interesting functions 
which help to keep green the memory of past leaders in the 
chair. There have been few greater presidents of the Insti- 
tution than Dr. John Hopkinson. Twice—in 1890 and in 
1896 —he occupied that exalted office. Not only was he 
eminent in research and discovery and in inventions of 
enormous practical service in the development of the elec- 
trical engineering industries, but he was a president of 
charming affability and dignity, with a reputation absolutely 
unsullied among his contemporaries and others in the 
profession. 

Among the various 
services rendered 
by him, one re- 
members in such 
times as these the 
characteristic energy 
with which he 
devoted himself, at 
a period of some 
national excitement 
and alarm, to the 
organisation of 
trained electrical 
engineers for volun- 
teer service. It 
is the direct result 
of his initiative 
and interest in this 
matter that we 
have the electrical 
engineers fully 
equipped to-day for 
defence should occa- 
gion arise. 

Dr. John Hop- 
kinson was a leader 
whom we could ill 
afford to lose, but 
it will be recalled how 
his splendid career 
was cut short by an 
event which came as 
a shock to all who 
knew him through- 
out the entire elec- 
trical world. The 
details of the holi- 
day in Switzerland, 
and its untimely ter- 
mination, there is no 
need to dwell upon 
here. Since 1898 
Mrs. Hopkinson has 
made very many 
valuable gifts to 
electrical education which will perpetuate the memory of 
her late husband, but the bust which will now stand in the 
premises of the Institution is a fitting form in which 
to keep before the minds of those who attend the London 
meetings the very fine abilities and qualities that were 

ed and exercised by a former noted occupant of the 
presidential chair. 

The presentation was made by Prof. Bertram Hopkinson, 
of Cambridge University, on behalf of his mother. 

The ExvecrricaAl REVIEW is placed under a debt of 
gratitude to Mr. Hamo Thornycroft, R.A., for granting 
facilities for photographing the marble bust as it stood in 
his studio at Kensington. Mr. Thornycroft's record as a 
sculptor is of such world-wide renown that we are sure Mrs. 
Hopkinson could not have made a more excellent selection 
of an artist for carrying out her wishes, 
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BROWN-BOVERI TURBINE PLANT AT BUENOS AYRES. 


THE new power station which the Deutsche Ueberseeische 
Elektricitäts Gesellschaft (German Trans-Atlantic Elec- 
tricity Co.), of Berlin, are erecting in Buenos Ayres will, 
when completed, be one of the largest power stations in the 
world. The supply of electrical energy for the various 
undertakings in Buenos Ayres which are owned or leased by 
the above company will be effected in the future entirely 
from this station, which is situated on an arm of the Dock 


extra alternator ; a tandem arrangement for the 1,000-Kw. 
turbo-dynamo sets was adopted on account of the D.C. supply 
pressure, which is 2 x 230 volts. . 

Fig. 1 shows the first of these large turbo-alternator seta 
to be completed, this particular plant having been shipped 
from the Mannheim works to Buenos Ayres in November 
last; figs. 3, 4 and 5 show one of the alternators in 
various stages of construction, and give a good idea of the 


Fig. 1.—8твлм TURBINE ОР 11,000 H.P. COUPLED TO Two ALTERNATORS, EACH OF 7,500 Kw. AT 750 R. P. x. 


Sud immediately outeide the boundaries of Buenos Ayres. 
Its generating capacity will eventually exceed 110,000 H.P., 
and some idea of its dimensions, when completed, will be 
gathered from the outline drawings of the engine room, &c., 
shown below and on page 783. | 

When complete, this station will contain ten turbo-alter- 
nator sets, each of 7,500 KW., and in addition several 
smaller sets, and the first instalment of this equipment, con- 
sisting of five tucbo-alternators of 7,500 Kw. and two turbo- 
d ynamos each of 1,000 Kw., is now being erected. 


11000 &P. TURBINE SET — 11,000 HP TUREINE SET 
= ana 


11,000 И.Р TURGIRE SET 1009 H.P TURSIME Т 


dimensions of the parts. As will be seen from the illustra- 
tions, the alternators embody in their constraction (for 
instance, with regard to the method of ventilation and of 
field-magnet construction) the features of design which were 
originally introduced by Brown, Boveri & Co. about 1902, and 
which have now become almost standard practice with every 
maker. The machines are totally enclosed, with the excep- 
tion of chimney-shaped openings at the top and bottom of 
the armature casing, and of an air-trunk at each end. Cool, 
clean and dry air is drawn up these tranks for ventilating 
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Fra. 2.— PLAN SHOWING PROSPECTIVE ARRANGEMENT OF GENEBATING PLANT AT THE New PowER STATION AT BUENOS AYRES, THB 


First INSTALLATION BEING SHOWN IN Heavy LIS. 


The order for all the generators, which include six 7,500- 
KW. alternators (two 50-cycle machines and four 25-cycle 
machines) and four 500-Kw. dynamos, was placed with 
Mesars. Brown, Boveri & Co. The five steam turbines are 
of the Brown-Boveri-Parsons type, two having been built at 
Messrs. Brown, Boveri & Co.’s Mannheim works, and three 
(to the same drawings) at the works of Messrs. Franco Tosi, 
of Legnano. One of the turbo-alternator sets consists of a 
turbine of 11,000 H.P. driving both a 25-cycle and a 50- 
cycle-alternator, each of 7,500-Kw., which accounts for the 


purposes, which, after circulating through every part of the 
armature and field system, is expelled from one or other of 
the discharge openinga—in this case the upper one, the 
lower opening being closed up. This nearly total enclosure 
(taken in conjunction with the perfect and permanent 
balance readily obtainable with the Brown, Boveri cylindrical 
construction of the field magnets) enables the machines to 
work with a negligible amount of noise, as the warm air can 
get away without any throttling through the single large 
opening provided for the purpose. 
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The core of the cylindrical field system is formed of steel 


plates —separated from one another by distance pieces to allow 
of free ventilation between them—built upon & hollow hub of 
forged steel (machined inside and out), into the ends of which 
the shaft-ends are shrunk. The winding consists of former- 
wound coils composed of copper strip, wound edgewise, whic 

are placed in slots machined in the core for their reception, the 
coils being held in these slots by means of metal wedges in 
guch a way that radial movement due to centrifugal force or 
expansion is an impossibility. The ends of the windings 
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Fic. 3.—Cour LATIN FisLp-MacNET System FOR 7, 500-K w. ALTERNATOR, SHOWING (IN 
FOREGROUND) THB STEEL Нов AND SHAFT ON WHICH THE FIL D Сови Із BUILT UP. 


projecting over the field magnet core are ecured in position 
by caps of non-magnetic metal, to which are attached the 
impellers for forcing cooling air through the machine, as 


&bove referred to. "These impellera, which, in conjunction 
with the casing, constitute a proper fan system at each end 
of the alternator, are so dimensioned and arranged that an 
ample supply of ventilating air (drawn up through the air 
trunks from the engine-room basement or from outside) is 


forced through the field and armature cores, and through the 
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Fic. 4.—ARMATURE CASING AND CORE ғов 7,500-kw. ALTER- 
NATOR, READY TO RECEIVE WINDINGS. 


end windings, the air being made to travel along well defined 
paths before it is discharged to the atmosphere, and in fig. 4 
will be noticed the baffle plates and air channels in the 
armature casing, which partly serve for this purpose. The 
complete field system of one of these alternators, together 
with one of the hubs, is shown in fig. 3. 

The armature core is built up between heavy end plates 
in the casing, a large annular space existing between core 
and casing, which forms one of the principal airways through 
the machine, and a great number of radial ventilating ducts 
being provided throughout the entire length of the core. Slots 


with parallel sides are provided along the internal periphery 
of the core for the reception of the windings, which consist 
of former wound rectangular coils, built up on the “ solid 
system " in accordance with the maker’s usual practice with 
this class of work. The coils are held firmly in position in 
the slots by means of hardwood wedges, which run the entire 
length of the armature core along grooves left in the teeth for 
the purpose. As will be observed from fig. 5, very great care 
is taken with regard to the clamping of the coil ends of 
these armatures; heavy gun-metal clamps are used for this 
purpose which, together with their bolta, 
are thoroughly insulated from the 
windings by blocks and tubes of com. 
pressed insulation. 

The slip rings are of steel, faced 
with copper, and are provided with 
carbon brushes. In accordance with 
Messrs. Brown, Boveri & Oo.’s usual 
practice, they are placed one at each 
end of the field system; very great care 
is taken with the connections from 
the field coils to the rings, these con- 
nections being of heavily insulated 
stranded conductor positively held 
throughout their length. 

The normal rating of these alternators 
is 7,500 Kw. at a power factor of 0˙8— 
0:9 when running at & pressure of 12,000 
—18,000 volte and a speed of 750 R.P.M. 
At this rating the temperature riee is 40 
—45° С. after a long continnons run. 
The weight of a single generator complete, but without bed- 
plate or bearings, is 73:5 tons, the armature weighing about 
48 tons, and the field system about 25°5 tons. 

In the case of the two alternators in tandem, separate 
bedplates are provided for each, these being fitted and bolted 
together, as shown in fig. 1. 

The steam turbines, driving the alternators described above, 
are constructed for a continuous output of 11,200 H.P. ata 
speed of 750 R P.M., and are capable of giving an output of 


Fic. 5.— COMPLETE ARMATURE BysrEM, WITA END COVERS 
REMOVED, OF 7,500-kw. ALTERNATOR. 


14,200 H.P. for at least two hours under normal steam con- 
ditions, that is, with a steam pressure at the stop-valve Li 
180 lb. per sq. in. and a steam temperature of 572° F. The 
turbines, which are all of the Brown, Boveri-Parsons pA 
have two cylinders—high and low pressure—with a bearing 
between them. This arrangement has been adopted by the 
designers with a view to obtaining greater economy in steam 
consumption and to allow a greater number of blade rows 
to be fitted, and with it all shaft troubles, even with widely 
varying temperatures, disappear. 

The turbine rofor'gensiste-jH each case of a forged steel 


V YU. 
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drum, into the extremities.of which the shaft ends are 
shrunk and locked by means of bayonet keys. Heating 


channels are provided at the steam inlet end of the 


drum, so that uniform heating of the 
entire rotor is obtained, while the 
high temperatures are confined to the 
comparatively short high - pressure 
cylinder, so that the expansion effecte 
due to these high temperatures are 
reduced to a minimum. To balance 
the thrust, dummy pistons with laby- 
rinth packing are provided. The 
piston which balances the thrust of 
the low-pressure expansion (and which 
in the earlier type of Parsons’ turbines 
was very large) is built on the low- 
pressure end of the rotor, in accord- 
ance with Fullagar's patent. The two | 
rotors are coupled together by a ` 
flexible coupling, a small intermediate 
thrust bearing being provided. 

The relay for the double-beat con- 
troling valve is operated by means of 
oil under pressure instead of steam, this 
being a special feature lately introduced 
by Messrs. Brown, Boveri & Co. in their 
large turbines. "The oil for this purpose 
is supplied from the general lubrication 
system, and one of the advantages of 
this method of governing is that, should 
the lubrication fail, the tarbine will be 
automatically stopped. 

The centrifugal governor working 
on the relay is driven by helical gear | 
from the vertical shaft from which one of the oil 
pumps is also driven, and on this same shaft there 
is an emergency governor, set to act when the speed 
increases above the normal by 15 per cent., in which case the 
double-seated inlet valve would be closed in the usual 
manner. 

On the other side, and symmetrical with this shaft, is a 
second oil pump, driven by the game helical wheel. This 
second oil pump works in parallel with the first pump, and 
supplies oil for general lubrication at a pressure of 22 lb. 
per aq. in. The normal steam consumption of these turbines 


Fie. 7.—PLAN SHOWING ABRANGEMENT OF CONDENSING PLANT FOR 
Two ToBBISE UNITS, BUENOS AYRES PowER 


when working at a load of 7,500 xw. has been guaranteed 


mot to exceed 6:3 kg. (19:9 Ib.) per Kw.-hour, the vacuum 


being 28:5 in. with the barometer at 80 in. | 


Each surface condenser has а cooling surface of 1,300 sq. m. 
(18,998 sq. ft.), and, when supplied with sufficient cooling 
water at 60° F., is capable of producing the above-mentioned 
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Fic. 6.—Sscrion THROUGH ExGism Room, Воинов AyBRWS)POwER PLANT, 


SHOWING Brown, BovERI TUBBINE, 


vacuum when condensing 50,000 kg. (110,200 Ib.) of steam 
per hour, while a vacuum of 27:2 in. will be maintained 
under these condifions when the condenser is supplied with 
cooling water at 77° F. 


ELECTRIC DRIVING OF TEXTILE 
FACTORIES. 


Tux following important communication came to hand after 
our * Correspondence" columns were closed. It will be 
seen that Mr. Woodhouse, who possesses experience probably 
unique in this subject, corroborates the views expressed in 
our ** Note " on page 704 :— 


The report issued by the Bradford Engineering Society on 
* The Electrical Driving of 'Textile Factories," appears to 
have been accepted in some quarters as being an authoritative 
pronouncement based on exhaustive tests, and backed up by 
the whole of the Committee. As this is certainly not the 
case, I venture, as the reader of the paper which was to 
gome extent the cause of the formation of the Committee, 
but more particularly as a member of the Committee, to offer 
some explanation of the actual facte. 

1. The Committee were not unanimous, and although I, 
myself, dissented from the form of the report, the Society 
have not thought fit to publish this fact. 

ә. The report is not conclusive, nor are many of the so 
styled ** conclusions " based on any tests made by the Com- 
mittee. 

The report speaks of exhaustive teste, but it does not 
make it clear that the only comparative tests: made were 
those of speed variation, and that of the two tests mentioned 
—at Dock Ing and Leigh Mills respectively—the latter 
(which is electrically-driven) showed the smaller speed 
variation. 

The statement that (in the mechanically-driven mill) 
“the amount of cyclical variation was not во great as 
been anticipated,” is anexample of the misleading way in 
which the report is worded. It suggests that the Com- 
mittee were unscientific enough to form a previous opinion 
on the matter, which was certainly not the case. The 
majority of the Committee had never seen the mill, and the 
anticipations referred to were of unknown amount and 
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existed in the mind of some unknown person. I submit 
that a vague statement of this kind should have no place in 
such a report. 

No figures were presented to the Committee on the rela- 
tive output of mechanically and electrically-driven machines, 
but to say that “no evidence of increased output from 
electrically-driven machines can be supplied,” is incorrect, 
and that the Committee have been unable to obtain any 
proof based on actual experience " is more—it is misleading. 
Evidence of increased output due to electrical driving is 
available from all parts of the world, and I am sure that 
the statement to the contrary made above has never been 
formally agreed on by the members of the Bradford Com- 
mittee, nor would it be by any anbiased person with a 
knowledge of the results of electrical driving. 

Several of the other conclusions are worded in the same 
curious manner.. I will take as example those which state 
* Where power is generated on the site the mechanical losses 
are less than the electrical" and mechanical losses are 
excessive if the friction load exceeds 30 per cent." These 


TUNBRIDGE WELLS EXTENSIONS. 


DESCRIPTIONS of new generating plant, which formed an 
important feature of the technical papers a few years ago, 
have now become somewhat rare, particularly with regard 
to those undertakings which deal principally with a lighting 
load. There are signs, however, that the winter peaks will 
shortly show their familiar upward tendency again, and it 
may be safely assumed that when the lighting load really 
increases, due to new business obtained with the metallic 
lamp, the rate of growth will be far more rapid than in the 
past, for such business will come from those users of light 
who are obliged to consider the immediate and obvious coat 
of their necessities, and their number is in most towns 
enormously greater than that of the present domestic 
users of electricity—in spite of the great increase in 
the use of electricity during recent years. The proportion of 
dwelling houses taking the supply is generally found to be 
between 5 and 10 per cent. of the total in an average 


500-kw. WESTINGHOUSB TURBO-GENBBATOB, RECENTLY INSTALLED AT TUNBRIDGE WELLS. 


are generalisations which have not even a single test to 
support them. 

If the writer were disposed to generalise from the very 
large number of tests which he had made in woollen milla, 
he might with justice disagree with both of the above con- 
clasions, but it is perhaps sufficient to point out that on 
such vital points as these the report furnishes conclusions 
without data—bricks without straw. 

For the reasons given above I disassociated myself with 
the report, and I mach regret that it should have been 
issued without faller consideration. 


W. B. Woodhouse. 
Thornhill, November 9th, 1909. 


Copper.—The surprising fact about copper is that, in the 
face of hage visible supplies, the price continues to hold up. The 
total given in Mesers. Merton's circular for October 31st is 99,357 
tons, an increase of 2,754 tons over the mid-monthly return, which 
increase is principally in the stocks of standard copper at Liverpool 
and Swansea, and the quantity afloat from Australia. In the 
sapplies columns, America is up to recent average, though not up 
to average for the year. Spain is average, Onile slightly low 
Australia fully average. A re-shipment of 75 tons from England 
to the States is noticeable, 


provincial town, a figure which shows the great possibilities 
of the future and the magnitude of the engineering problems 
involved, from the point of view of distribution at least. 

The borough of Tunbridge Wells has had a flourishing 
electric light department for the last 14 years, and the use 
of the supply has become very general in the district, which 
is almost exclusively residential, and for the most part of a 
prosperous character. The works, which were originated by 
Mr. H. P. Boot, at present consulting engineer, are interest- 
ing in many respects; they contain some early examples 
of electric lighting machinery, and are evidence of the 
excellent plant which was made in England more than а 
decade ago, in spite of the limitations of experience and 
material then available. 

Although much of the machinery must in the natural 
course of events be replaced by more modern types, it is of 
interest to note that none of it has become unusable, or has 
so far been replaced on account of failure. 

A new plant, recently installed, consists of a 500-Kw. 
Westinghouse-Parsons turho-generator designed for 2,000 
volte single-phase supply, and working at 150 lb. pressure 
with superheated steam. This machine is fitted with a 
high-pressure by-pass, allowing it to be loaded up to 
750 KW. for short periods; its performance under tests 
carried out after erection was extremely good for a machine 
of this size, the poe figures, after corrections, ot as 
follows, in lb. of steam per Kw.-hour: pressure, 150 Id. 
superheat, 100? F. ; vacuum, 373 in. | 
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Full load $33 es 19 6 . 18'81 


The generator is of the revolving fleld type with radial 
collectors, the exciter also being fitted with the Westing- 
house radial commutator and carbon brushes, which appear 
to be giving satisfaction at this relatively high speed 
(2,225 R.P.M.). 

The condensing plant was supplied by Messrs. J. and P. 
Hall, and consists of a centrifugal circulating pump and air 
pump of the Edwards type, driven directly by a 30-H.P. 
single-phase Fuller motor. The whole plant is compactly 
arranged on concrete work and finished with vitrified tiles. 
The pipe work, carried out by Messrs. Spencer & Co., is 
arranged to permit of the reciprocating sets in the station, 
and the turbine being worked either with the electrically- 
driven condensing plant or the original steam equipment. 

The steam-raising plant, consisting of water-tube and 
Lancashire boilers, is being modernised, and underfeed stokers 
and Hotchkies circulators are about to be installed. At the 
present time hand firing with high-grade steam coal is 
practised, and there appears to be room for considerable 
economies in fuel costs, which will, no doubt, result from 
the use of the turbine and other improvements. | 

The mains system is, owing to the scattered character of 
the district, a very extensive one; armoured concentric 
cables are used throughout, the nature of the soil and light 
character of the local traffic rendering cable work compara- 
tively. inexpensive. Transformers are accommodated in 
underground chambers and pillarsin the more recent work. 


At the present time several extensions are in progress, and 


the department is beginning to feel the benefit of the 


great cheapening of cost which has resulted from the . 
extensive use of the metal-filament lamp. The Corporation 


does npt exercise any trading powers, and the installation 
work is in the hands of local contractors, who, although 
not numerous, appear to be thoroughly alive to the 
possibilities of the district, and find ample reward 
for their efforts at the local rate of supply, 44d. per 
unit. This figure compares with 2s. 8d. per 1,000 ft. 
for gas, and is distinctly in favour of electric lighting, 
and with the high-efficiency lamp opens out a great 
possible market for electric heating aud cooking apparatus 
amongst the consumers, who are now finding their accounts 
reduced by many pounds per annum. 

The supply of power, although small, constitutes quite 
a large proportion of the total in the district, several 
printing and photographic establishments being driven by 
electric motors, whilst tradesmen and the usual employers of 
small machinery help to form a day load on the station 

lant. 

Pablic lighting by electricity has been carried out in 
this borough for many years, and recently great extensions 
have taken place—some 15 miles of streets being illuminated 
with Osram lamps and arc lamps; amongst the latter are 
& number of rectified lamps and other early types which 
are being gradually superseded by modern flame lamps. 

On the occasion of completing the turbine extension, the 
chairman of the Lighting Committee, Mr. B. M. Woollan, 
J.P., invited the Council and a number of local residents 
to inspect the works. 

The engineer prepared a booklet describing the under- 
taking and containing a quantity of illustrated advertising 
matter, and arranged with the local contractors to display 
lamps and fittings, heating stoves, cooking utensils and a 
“Tricity " cooker in operation, which were much appreciated 
by the visitors. Amongst the exhibits a new form of elec- 
trolytic rectifier calls for some attention ; it is designed and 
made by Mr. Avery,of Fulmen Works, who is, so far as we are 
aware, the only electrical manufacturer in the district. The 
apparatus, which works on the principle of the Nodon valve, 
is combined with a voltage-reducing transformer, and has 
water-cooled elements; an efficiency of 80 to 90 per cent. 
is claimed, which should make the apparatus of interest 
to those who wish to charge accumulators off an alternating 
supply without the use of running machines. 

Unfortunately, owing to indisposition, the chairman was 

unable to be present, and the guests were received by the 


Mayor, Councillor Caley, J.P., and the vice-chairman, 
Councillor Tylor. These gentlemen made а feeling reference 
to the valuable services which Mr. Boot had given to the 
undertaking during such а long period of years, and showed 
clearly how much it was to the interests of the town to 
develop the business, and the great extension in the use 
of electricity which might be gnticipated as the result of 
recent improvements and the comparatively low rate charged 
for the supply. | | 
Our thanks are due to the resident engineer, Mr. J. W. 
Beauchamp; for details of the undertaking, and the photo- 
graph reproduced herewith. : 


FP 
A CURIOUS INCIDENT IN CENTRAL 
STATION LIFE. 


Cunious MOTORING INCIDENT. 


Extract from The Motor of October 19th]. 


Morogists who have occasion to travel at night in country districts 
хте familiar with the sight of the wild rabbit disporting itself in 
the glare of the headlights, oftentimes with disastrous result to 
itself; and in this connection a curious incident is reported from 
Cumberland. | 

On Wednesday night, September 29th, about nine o'clock, while 
Dr. O. Crawford Aitken, of Carlisle, was motoring in the vicinity 
of Cotchill, some six miles out from Carlisle, a well-grown rabbit 
ran in front of the car, a 15-H.P. Humber, and disappeared from 
view, apparently run over. On search being made no signs of it 
were to be found, and it was assumed that it had managed to make 
its way to the hedge. ; | 

Next morning, on lifting the bonnet of the car preparatory to 
starting, the chauffeur was astonished to find the animal seated on 
the top of the carburetter alive and well. It had evidently jumped 
in through the small epace between tbe radiator and number plate 
notwithstanding that the car was moving at nearly 20 miles an hour 
and it had maintained its position amid the operating levers of the 
carburetter and synchroniser during the whole run of six miles into 
Carlisle. It appeared to be perfectly unhurt, though & quantity of 
fur adhering to the under s e of the radiator and to the governor 
spindle and electrical connections showed it to have sustained a 
rough passage inaide the bonnet. It was later in the day set at 
liberty. FAOT. 


Shift engineers who have occasion to sit up late at night 


watching the wheels go round, frequently are in the habit 


of causing the long night hours to pass more pleasantly by 
indulging in the companionship of the station cat, and in this 
connection one of the engineers of the Hammerlebone Urban 
vet Council's station in London has an interesting story 
to tell. | 

Some six months ago—to be precise, on Wednesday night 
April 19th— while Mr. Busbar Thompkyns was going his 
rounds about 11 p.m., preparatory to turning in on top of 
one of the boilere, he noticed the station cat playing with a 
large mouse, which, after geveral efforts at escape, finally 
bolted through the boiler house door, and fell into the hot 
well, while pussy, in hot pursuit, was unable to stop her 
headlong career, and was also precipitated into the same 
watery abyss. 
Mr. B. Thompkyns exhausted himself and every form of 
fireman's implement (including a garden rake) in the 
endeavour to save his feline friend, but after prolonged 
efforts was obliged to desist and return to his duty (in the 


. boiler house). 


Aremarkable sequel to the story has recently developed 
during the overhaul of the Hammerlebone steam turbines 
preparatory to the heavy winter and Christmas loads. 

Mr. Busbar Thompkyns was on dayshift, and in charge of 
this work, and was standing by No. 2 turbine, while the 
cover was being lifted. Imagine his amazement after the 
cover had been raised some little distance, when he observed 
pussy sitting up contentedly in the space just in front of the 
low-pressure blades, cleaning her face with her paws and 
ministering to the wants of a family of seven kittens. 

Pussy appeared to be quite unhurt, though a quantity of 
fur adhering to the high-pressure blades (and also further 
quantities subsequently found in the boiler-feed pump and 
Buperheater) showed her to have sustained a rough passage 
from hot well to turbine. | 

The kittens were all in excellent health, but pussy her- 
self (who, we understand, had been found eating boiler 
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composition on previous occasions), though in good health, 
appeared rather thinner than usual. Mr. Thompkyns is 
inclined to attribute this to her strict attention to family 
duties, and to the great heat of the past summer: in fact, 
he points ont that there are distinct evidences that she spent 
the earlier part of her sojourn in the turbine under the 
double-beat steam admission valve, but was forced to move 
further down the turbine as the summer heat increased.— X. 


NOTES. > 


(Concluded from page 778.) 


Olympia Motor Exhibition.—Although the eighth 
International Motor Exhibition, which opens at Olympia to-day 
and closes on November 20th, does not, so far as one can see, pre- 
sent any particular novelty in electric cars, there is every promise 
of a fine display of petrol cars and a sprinkling of novelties in the 
shape of valveless and piston valve engines, transmission apparatus, 
&c. As usual, the galleries will be devoted to accessories, includ- 
ing ignition apparatus ad lib, electric lamps, sparking plugs, 
accumulators, electric horns, speed indicators, ball bearings, chains, 
and the thousand and one details which have been evolved for the 
convenience of the motorist. One feature which appears to be more 
pronounced this yesr is the display of electric generating apparatus 
for car lighting, aod, generally speaking, the Exhibition contains a 
good deal which will interest engineers and electricians. 


What is an Electrician ?—The following little 
incident, witnessed by a correspondent a few days ago, might, he 
says, be a practical solution of the never-ending inquiry, What 
is an electrician?” He was in an auction mart in a well-known 
seaport in South Wales. The auctioneer was a very smart and 
witty man, and kept the audience in a good humour with his 
jokes. The main object of his witticisms was the showman, whose 
duty it was to take the goods round and show them before they 
were put up for auction. This showman went by the name of 
Smelter. The mart was very brilliantly lighted, and in the midst 
of proceedings all the lights went out except one small row at the 
back of the place. The auctioneer explained to the audience that 
the volts had become too high and so burnt the fuse; but Smelter 
would soon put it right; he was a very handy man, Smelter was. 
Smelter in the meantime was fiddling with the distribution board, 
when, bang! a huge report, and all tbe remaining lights went out. 
There you are,” exclaimed the auctioneer; I told you so. 
Smelter is an electrician now; he puts the blooming lot out!” 


Birthday Honours.—The list of Birthday Honours 
published this week is practically devoid of interest from our 
point of view. The new Privy Councillors include Sir Edgar 
Speyer, Bart., of financial renown and underground electric rail- 
way experience, and Sir Henry Roscoe, F.R.B., the celebrated 
chemist. Mr. W. J. Crossley, M.P., chairman of the well-known 
firm of Crossley Bros., Ltd., gas engine builders, &c., of Manchester, 
becomes a baronet, and Sir William has the bearty congratulations 
of the ELECTRICAL Review upon the honour thus conferred. А 
knighthood raises the director and superintendent of ordnance of 
Vickers, Sons & Maxim, Ltd., to the title of Sir Arthur Trevor 
Dawson, to whom aleo we offer congratulations, and a similar 
honour changes the description of a well-known motor-car manu- 
facturer to Sir Charles Friswell. Prof. W. A. Tilden, D. Sc., 
Е R. B., the eminent chemist, also becomes a knight. A СВ. is 
granted to Mr. G. R. Askwith, K.O., the Comptroller- General of 
the Commercial Department of the Board of Trade. 


The Bodie  Case.— The difficulty— we fear, the 
impossibility—of destroying the popular belief in “animal 
magnetism " as a curative agent, is well exemplified in the recent 
case in which “ Dr.” Bodie was compelled to refund £1,000 paid 
by a credulous youth for initiation into the mysteries of his so- 
called art. It is greatly to be regretted that the scientific evidence 
adduced was vtterly inadequate, and, indeed, instead of consti- 
tuting the principal feature of the case, was feeble and ineffective 
in the extreme. We do not wish to cast the slightest imputation 
upon the technical ability of the expert appointed by the judge, but 
the evidence that he furnished was of trifling value. A technical 
witness more experienced in the art of giving evidence could have 
shown with ease that the performances of the defendant were mere 
child's play; his claim to possess exceptional powers could have 
been torn to shreds, and the peculiarities of the phenomena 
observed with high-frequency currents could have been explained. 
The only satisfactory feature of the case was the intelligent 
decision arrived at by the jury, who rightly assessed the value of 
the defendant's claims, and thus exposed the fallacy of his 
demonstrations. 


New Association.—We have received particulars of the 
British Association of Medical and Electro-Medical Instrument 
Manufacturers, which bas just been formed. A number of the 
leading firms are connected with it already. Particulars can be 


obtained from the hon. secretary, Mr. Geoffrey Pearce, “ Nairn,” 
Avondale Avenue, Woodside Park, N. | 


Appointments Vacant.—Assistant electrical engineer 
(351) and switchboard attendant, for Fareham U.D.O. Junior 
lecture assistant in the Electrical Engineering Department at the 
Northampton Institute. See our advertisement pages. 


Tramway Trolley Standards.—It will be remembered 
that a fatal accident occurred on May 21st on the Wolverhampton 
District Electric Tramways, when a man was found dead on the top 
deck of a car with his feet (on which were nailed boots) resting on 
the base of the trolley standard and the upper part of his body 
against the handrail. The Board of Trade has now issued a 
circular letter to tramway authorities, stating that its electrical 


adviser, Mr. A. P. T'rotter, in the course of his tion of the car, 
- found signs of a considerable arc on the brass bolt by which the 
main cable was attached to the trolley head: arcing had taken 


between this bolt and the trolley boom at a distance of only about 4 in. 
from the extreme end of the boom, at a place where it was not likely 
that there had been any mechanical abrasion of the insulation. 
Mr. Trotter was of opinion that the defect was probably due to a 
chip of metal inthe taping with which the brass bolt was insulated. 
In addition to this defect, there was a failure of the red lamp 
warning, due to a discontinuity in the wiring of the lamps. On 
the car being stripped, the wire was found to be open-circuited 
behind one of the corner pillars. | 

Owing to the drawbacks attached to the red lamp warning, the 
Board of Trade has previously expressed preference for an audible 
signal; and as a result of the accident the Birmingham and Mid- 
land Tramways Joint Committee, which works the line, has decided 
to make a daily test to see that the trolley standards are properly 
insulated, and to equip all cars with a magnetic blow-out fuse 
giving a distinctly audible signal. Pending the adoption of aa 
audible signal, the lamps should be bridged with a suitable fuse, 
and the signal device should be tested at least once a week; and 
authorities are requested to give the matter their careful con- 
sideration. 


Non-Magnetic Wire.—In an article in the E. T. Z., by 
R. Gans, a description is given of measurements which show that 
the enemel used by the A.E.G. for insulating wire has a magnetic 
susceptibility less than 29:5 x 10-^ in absolute measure. Wire 
insulated with this enamel can, therefore, be regarded as non. 
magnetic, even when employed in measurements of high precision. 


OUR PERSONAL COLUMN. 


The Editors invite electrical ongineors, whether 

technical or the commercial side of the profession and industry, 
also electric tramway and railway oficials, to keep readers of ths 
HLsorRICAD Ravmw posted as to their movements, 


Tramway Officials —Mr. H. H. LANCASTER, assistant 
manager of the Blackpool tramways, who has secured an appoint- 
ment at West Ham with the Metropolitan Tramways Co., has been 
presented by the staff with an oak book-case bureau. 


General.—Mnz. G. W. FARRALL, who has been for the 
last 22 years a member of the staff of the Electric Construction Co. 
at Bushbury, near Wolverhampton, and who has resigned his 
position in order to take up another appointment with the Midland 
Electric Power Co., was on Saturday evening the reeipient of a 
gold watch and gold ring, as a mark of appreciation and goodwill 
from his old comrades. The presentation was made by Mr. W. 
Bullock, manager of the Electric Construction Oo., at a compli- 
mentary dinner, followed by a smoking concert. 


Мв. Н. HEBBERT Casse has resigned his position as director 
of the Bradford Electrical Co., Ltd., and has joined the firm of 
Mr. Charles Bell, The Ironworks, Bath Street, Leeds Road, Brad - 
ford, where he will have charge of the electrical department. 


NEW COMPANIES REGISTERED. 


Smith, Major & Stevens, Ltd. (105.693).—This company was 
registered on November 1st, with a capital of £50,000 in £1 shares (60 founders), 
to take over the business carried on at Janus Works, Queen's Road, Battersea, 
and elsewhere, as Archibald Smith & Stevens,“ to adopt an agreement with 
C. G. Major, E. C. Stevens and Р, H. Stevens, and to carry on the business 
mechanical and electrical engineers, ironfounders, lift, machinery and boiler 
makers, Ke. The subscribers (with one share each) are:—O. G. Major, 156, 
Bedford Hill, Balham, S.W., engineer ; E. C. Stevens, Rivermead, Twicke 
Road, Teddington: P. Н. Btevens, 12, Holroyd Road, Putney, 8.W., engineer: 
P.C. Major, 24, Regent Street, Coventry, engineer; W. Spyer, 65, Londan 
Wall, E.C., solicitor; Miss B. K. Stevens, 12, Holroyd Road, Patney, &W.; 
C. D. Bishop, 128, Lavender Hill, S. W., medical practitioner. Minimum 
subscription, £100. The number of directors is not to be less than three or 
more than five; the first are C. G. Major, E. О, Stevens, P. H. Bierens and 
P. C. Major; remuneration of О. G. Major, £760 per annum; of E. C. Sterens 
and P. Н Stevens, £275 cnch per annum; of P, C. Major nil, until C. G. 
vacates office (afterwards, £375. per annum). 
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Feld Bros. & Co., Ltd. (105,577).—This company was 
registered on October 25th, with a capita! of £5,000 in £1 shares, to acquire the 
business carried on at 482-488, Mansion House Chambers, E.C., as Feld Bros., 
and to adopt an agreement with F. W. Sichtermann and A. Feld, and to carry 
on the business of manufacturers of and dealers in electrical appliances, 
lamps, burners, fittings, radiators, batteries, cables, wires, accumulators, 
meters and engines, &c. The subscribers (with one share each) are :—F. W. 
Bichtermann, 17, Delaware Road, W., electrical engineer; A. Feld, 7, Ivanhoe 
House, Kenton Street, W. O., electrical engineer. Private company. The first 
directors are F. W. Slohtermann and A, Feld with £250 each per annum as 
remuneration, Registered office, 482 and 488, Mansion House Chambers, 
Queen Viotoria Btreet, B.C. 


Marbro, Ltd. (105,619).— This company was registered on 
October 27th, with a capital of 22,000 in £1 shares (1,500 preference) to carry on 
the business of manufacturers of electrical goods of all kinds, genera! mer- 
chants, ёо. The subscribers (with one share each) are:—Mrs. L. Markt, 
Belmont, Stanhope Avenue, Finchley, N.; C. A. Sampson, 28, Rundell nd 
Paddington, W., clerk. Private company. C. Markt is permanent director an 
manager, with remuneration as director, 297 6s., and as manager, 2865 per 
annum. Table "A" mainly applies Registered office, 22, Belsham Street, 

orning Lane, Hackney, N. 


Perth Traction and Development Co., Ltd. (105,787).— 
This company was registered on November 5th, with a capital of 210,000 in £1 
shares, to acquire concessions, rights and privileges for the construction and 
laying down of tramways in Western Australia, and to carry on the business of 
tramway, railway, omnibus, traction, engine and van proprietors, manu- 
facturers of and dealers in carriages, t . locomotives, accumulators and 
ð ов, Фс. The subscribers (with one share each) are:—E. W. Lyons, 78, 

lorence Road, Stroud Green, N., F.C.1.8.; R. B. Holmes, 6, Binfield Road, 
Clapbam, S. W., clerk; G. E. Bance, Ballencrieff, East Molesey, clerk; W. J. 
Routledge, 1, Thorold Road, I/ford, chartered accountant; Н. P, Jones, 15, 
Crewdson Road, 8.W., clerk; G. Kerr, Lochnago, Greenham „ Muswell 
Hill. N., seoretary; F. A. Holyfield, Heathercroft, Wanstead Park, secretary. 
Minimum cash subscription, 10 per cent. of the shares offered to the public. 
The first directors are A. Н. P. Stoneham, О. Wethered, R. Popkiss and 
C, Wren. Registered office, 30-31, Bt. Swithin’s Lane, E.C, 


Sillco- Bitumen Co., Ltd. (105,790).—This company was 
on November 5th, with a capital of £4,000 in £1 shares (2,000 6 per 
cent. cumulative preference), to carry on the business of bitumen manufacturers 


and merchants, contractors and agents, electric insulating compound manufac- | 


turers, electric fittings and accessory makers, aspbalt and tar macadam, binder 

ers, &c. The s ts are: J. Rickman, Blakemere, Weybridge, civil 
engineer, 10 preference shares; J. P. Rickman, 18, Walbrook, E.C., civil 
engineer, 100 preference shares. Private company. The number of directors is 
not to be less than two or more than five; the first are to be appointed by 
the subsoribers; qualification, £100 shares or stock ; remuneration, 50 guineas 
each per annum. Registered office, 18, Walbrook, E.C. 


Brown & Murray, Ltd. (105,707)—This company was 
registered on November 2nd, with a capital of £1,000 in 900 preferred ordinary 
and 100 founders' shares of $1 each,to take over the business of manufacturers 
of telegraph machines, general machinists and engineers, &c., carried on by 
8. G. Brown and D. Murray, at Mildmay Park Works, Islington, nb. 
" Telegraph Machinery Manufactory.” The subscribers are: B. G. B , 
4, Great Winchester Street, E.C., engineer, 1 pref. ordinary share; D. Murray, 
8, Lombard Court, E.C., engineer, 1 pref. ordinary share, Private company. 
The first directors are 8. G. Brown and D. Murray (both permanent managing 
directors); qualifications of ordinary directors £10; registered by Alfred H. 
Atkins, Ltd., 27-8, Fetter Lane, B.C. ` 


Vactite Wire Co., Ltd. (105,696).—This company was 
registered on November 1st, with a capital of £450 in £1 shares, to take over 
the business of a manufacturer and supplier of accessories to the incandes- 
eleotric lamp industry at 60, Uxbridge Road, Ealing, as the Vactite Wire Co. 
The subscribers (with one share each) are:—L. J. Yeoman, 805-9, Salisbury 
House, E.C., chartered accountant; F. J. Hubble, 806, Salisbury House, E.C., 
clerk. Private company. The provisional directors are L. J. Yeoman and 
F. J. Hubble; qualification, one share, Registered office, 803-6-9, Balisbury 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


La Capital Tramways Co., Ltd. (49,597).—Memoranda of 
satisfaction in full on September 17th, 1909, (a) of mortgage dated November 38rd. 
1896, securing £120,000, of which £110,600 was outstanding on July Ist, 1908, 
and (b) of mortgage dated November 25th, 1:98, securing £160,000, of which 
£142,100 was outstanding on July 1st, 1908, have been filed. 


La Capital Traction and Electric Co., Buenos Aires, Ltd. 
(62,811).—A memorandum of satisfaction in full on September 17th, 1909, of 
mortgage dated December 2186, 1900, securing £200,0C0, has been filed, 


Cunnington & Harris, Ltd. (104,982).— Debenture dated 
October 1st, 1909, to secure £250, charged on the company's undertaking and 
property, present and future, including uncalled capital. Holder: Susannah L, 
Attrill, 28, Villiers Street, Strand, W.C. 


Lepel Wireless Syndicate, Ltd. (101,881).—A memorandum of 
satisfaction in full, on October 18th, of a charge dated August 18tb, 1909, secur- 
ing £200, has been filed. | 


CITY NOTES. 


Berlin Electricity Works. 


Tun report for 1908-9 of the Berliner Elektricitätswerke, which 
have a practical monopoly of lighting and power supply in the 
German capital, states that many difficulties were encoantered 
during the year. Political concern for a time assumed an acute 
character and accentuated the crisis in trade and industry, which 
caused consumers to be reserved in the use of current, whilst the 
decline in building operations produced by the dearness of money 
in recent years restricted the number of new connections. The 
Introduction of the 8 o’clock closing hour for shops diminished the 
lighting requirements in business establishmente, and the energy 


‘was a reduction of 580,000 xw.-hours in the 


. £240,400 for the past year. 


economising metallic-filament lamps also prejudiced the consump- 
tion of current, and in consequence of the control exercised over 
the drivers by the Grand Berlin Tramways Oo., пен 
use o 
wer for working the tramways. The town of Rixdorf 
bas availed itself of its right to give notice, and proposed to take 
over on October 8th, 1911, the distributing network used for the 
supply of this Berlin suburb, together with the house connections, 
meters and accessories, by virtue of the terms of the contract. It 
was intended to counteract the deficiency by the connection of 
large establishments for which an advantageous tariff been 
worked out on the basis of the number of hours of use, and by the 
extension of sales in the further environs of Berlin where the 
bility of cheap power would be offered to the growing 
industries in those localities. The number of consumers increased 
from 22,244 in 1907-8, to 24,786 in 1908-9, the connections advanced 
by 17,104 xw., to 164,364 xw., and including the quantity used by 
the works themselves, the total useful sales rose from 155,115,135 kw.- 
hours, to 157,887,625 kw.-hours in 1908 9, As a consequence of the 
displacement of the conditions between the sale of current for 
lighting and power purposes, the average sale price realised 
experienced a slight advance from 15°97 pfennigs in 1907-8, to 
15 98 pfennigs per kw.-hour last year. The accounts show the 
following figures for the two years :— . 


1908-9, 1907.8. 
Ordinary share capital ET > £2,205,000 £1,575,000 
Preference shares (44 per cent.) s - 000, 000, 
Loan capital .. Vs T Vx ss ET 2,422,900 2,446,150 
Gross profits .. n is s es ze 829,000 ,800 
Depreciation provision e 8 ae E 201,200 167,800 
Net profits «s sa m 22 P 409,800 ,400 
Profit sbare of Berlin Municipality T. 124,500 132.500 
Dividend on ordinary shares of £1,575,000  .. 19$ 11% 
Dividend on ordinary shares of £680,000 © 4% — 


It should be explained that the gross profits for 1908-9 include 
the sum of £54,600 derived from interest, but nothing was 
obtained from this source in the preceding year; and that includ- 
ing taxes the total payment to the city of Berlin amounts to 
Bince July 186 additional connections 
representing 5,170 Kw. have been made, and applications for a 
further 2,938 kw. were on hand on Ostober 1st. The increasing 
consumption of current in the first three months of the new 
financial year, particularly for power purposes, is stated to indi- 
cate that with the disappearance of a number of disturbing factors, 
trade and industry have again become more actively employed, and 
& further favourable development of the company's business is 
therefore expected to take place in the present year. 


Official Announcement re Companies. 


Tam following are to be struck off the register in three months, 
unless cause is shown to the contrary :— 


Adelaide Electric Tramways, Ltd. 

Automatic Electrio Co., Ltd. | 

Bettwsycoed Electric Lighting Co., Ltd. 

Burmah Electric Works Syndicate, Ltd. 

Cleminson Electric Lamp Attachment, Ltd, 

Diamond Electric Lamp, Ltd. 3 
Desrumaux's Automatic Water Softener and Parifler, Ltd, 
Eleotric Laundry Co., Ltd. 

Electric Royalties Syndicate, Ltd. 

Electrical and Hardware Oo., Ltd. 

Electrical Bleaching Co. (1904), Ltd. 

Electromotion Corporation, Ltd. 

Expansion Turbine Syndicate, Ltd. 

Hampstead Etectric Supply Co., Ltd. 

Helicoid Locknut Patents (Parent) Co., Ltd, 

at bend E neve Engineering Syndicate, Ltd. 

Ilford Accumulators, Ltd. 2 

Imperial Engineering Supplies Co., Ltd. 

Manchester and 5 Electrical Railway Syndicate, Ltd. 
Medical Battery Co., Ltd. (Registered September 27th, 1989). 
Midland Electrical and General Engineering Co.; Ltd. 
Motor Traction Co., Ltd, 

Ozone Processes, Ltd. 

Perth Electric Lighting Co., Ltd. 

Pioneer Electric Light and Power Co. of China, Ltd. 
River Po Electric and Power Syndicate, L 

B. M. Van Hinden Electrical Co., Ltd. 

Boath American Traction Co., Ltd. 

Tavistock and District Electric Supply Co., Ltd, 
Willoughby Destructor Syndicate, Lid. 

Wynne's Electric Closed Tube Tramways, Ltd. 


Prospectuses.— Alor Pongsu Rubber Estate, Lid. —This 
кйш 25,000 shares of £1 each are being offered for subscription 
at par. 

Java Amalgamated Rubber Estates, Ltd.—This company has been 
offering 123,000 shares of £1 each for subscription at par. 

Lendu Hubber Co., Ltd.—An issue of 45,000 shares of £1 each 
have been offered. 

Rubber states of Bento!a, Ltd.—28 500 shares of EI each have 
been offered at par. | 


Stock Exchange Notices. — The Committee have 
appointed a special settling-day as under :— 


November l7th.—Chiswick Electricity Supply Corporation.—£80,000 44 per 
cent. first mortgage debenture stock. у Suppiy Corp › ip 


Applications have been made to the Committee to allow the 
following securities to be quoted in the Official List :— 
London United Tramways.—Further issue of £318,920 4 per cent, first 


mortgage debenture stock. 


France.—La Compagnie Générale Electrique, of Nancy, 
is declaring a dividend of 60 fr. per share for the last financial year, 
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Western Telegraph Co., Ltd. 


THE seventy-second о general meeting was held on 
Wednesday at Electra House, Finsbury Pavement, Sir J. Wolfe 
Barry, K. O. B., presiding. | 

In moving the adoption of the report (see ELECTRICAL REVIBW, 
November 5th, page 746), the |OHAIRMAN said that although there 
was a slight diminution in the message receipts and an increase in 
the working expenses and cost of the maintenance of the cables, he 


thought they would derive satisfaction from the report and state- 


ment of acoounts. The message earnings showed a decrease of 
£1,567 compared with those of the corresponding period of 1908. 
The reduction in the tariff between Europe and the West Coast of 
South America, which was made on May 1st last, cost the company 
rather more than this sum, but they were compensated to some 
extent by increased traffic revenue from other countries. Rents, 
interest on investments and on money on deposit, &c., were more by 
£5,477, making a net increase in revenue from all sources of £3,893. 
The general expenses in London exceeded those of the half-year ended 
June, 1908, by £194. The expenses at the stations were more by 
£4,178. The increases occurred in salaries and wages due to annual 
promotions and additional staff. Pensions and expenses of training 
staff were slightly higher; foreign and other agencies, which had 
been more active in consequence of some important negotiations 
which had had to be carried op, had cost them more; rent and 
taxes due to new offices at Rio de Janeiro, repairs to buildings in 
consequence of structural alterations to the new offices just 
mentioned, postage and petty disbursements had also somewhat 
increased their expenses; also, he was sorry to say, medical 
expenses had increased, due to exceptionally heavy charges for 
medical attendance on account of a regrettable increase of illness 
amongst the staff during the half-year. Subscriptions to Consular 
chapels, &c., and legal expenses were also slightly higher. On the 
other hand, decreases were shown in the following items: — 
Travelling, repairs and renewals of furniture. A largely increased 
expenditure, amounting to £15,651 net, occurred in connection 
with the maintenance of cables. Oonsiderably more cable had 
been used this half-year, costing over £18,000 during repairs, 
principally in their oldest main line section. A quarterly 
interim dividend, amounting to £31,189 108. had been paid, 
£90,000 transferred to the general reserve fund, £5,000 to the 
maintenance ships’ reserve fund, £10,000 to the marine insurance 
fund, and £10,000 to the land and buildings depreciation fund. 
The directors now recommended the declaration of a final dividend 
of 3s. per share, making, with the interim dividends, & total 
dividend of 6 per cent. for the year, also the payment of a bonus of 
2s. per share, both free of income-tax, which, together, would amount 
to £51,982, leaving а baiance of £6,463 14s. 10d. to be carried 
forward. Atthe last meeting the shareholders were informed that 
negotiations were proceeding with the Brasilian and Argentine 
Governments with regard to improved telegraphic communications, 
and he was now glad to state that a satisfactory arrangement with 
the Argentine Government had been concluded, under which a new 
and direct cable would be laid by the company from Buenos Ayres 
to the Island of Ascension, where it would join the existing main 
line route to Europe. The cable was now being manufactured, and 
they hoped it would be laid and in working order during next year. 
Their main liae cables to Brasil, as they were aware, had been 
laid for a considerable number of years, and in view of the age 
of these cables the directors thought it right to propose to 
the Braz lian Government to also strengthen the means of tele- 
graphic communication by laying a direct cable from Ascension to 
Rio de Janeiro. Those negotiations were in progress, but were 
not yet concluded. It was evident that the offer which they had 
made was one which must be of the greatest advantage to Brazil, 
by putting the capita] city of that great country in the same 
position as would be shortly secured to Buenos Ayres, the capital 
of Argentina. He regretted to report that Lord Richard H. 
Browne resigned his seat on the board in consequence of failing 
health, but was glad to say that they had been able to fill the 
vacancy by securing the services of Mr. John George Griffiths, who 
had been connected with this and the associated companies for a 
grest many years and bad an intimate personal knowledge of 
South America. 

Вів Јони Dantson-Penver, K.C.M.G , seconded the resolution. 

Мв. J. Staozy REEvES asked whether the time had not come 
when it was unnecessary to continue piling up the reserve fund, 
which now amounted to more than balf the capital of the 
company. 

The CHAIRMAN said they must not ask them to diminish the 
reserve fund, because the commitments they were now taking in 
connection with Brasil and Argentina would draw very consider- 
ably upon the fund. The great desideratum in all cable companies 
was stability, so that they could undertake wo:k on renewals and 
extensions without affecting a stable dividend. That they had 
been able to do for many years past, and he hoped they would be 
able to continue that policy for many years to come. 

The report was then adop‘ed. 


Norwich Electric Tramways Co. 


THE annual meeting of this company was held in London on Friday, 
Mr. Francis Fitzgerald presiding. 

The directors' report for the year ended June 30th last stated that 
the bélance of profit derived from the working of the tramways, as 
shown by the revenue account, was £7,772, plus £156 interest and 
transfer fees received, bringing the gross profit for the year up to 
47,928, or, including the balance brought forward from the previous 


P 


year, to £7,958. Deducting from this amount the sum of £2,640, 
4 per cent. interest on the company’s mortgage bonds for the year, 
there remains a sum of £5,318 to be dealt with. The directors 
recommend that £500 be placed to reserve fund account, 
that a dividend of 1j per cent., amounting to £4,620, less income- 
tax, be paid on the shares of the company, for the year ended 
June 30th, 1909, and that the balance of £198 be carried forward. 
Comparing the accounts with those for the year ended June 30th, 
1908, the revenue has decreased by £621, and the expenses have 
decreased by £2,238, showing an increase of £1,617 in the protta 
for the year. The directors call attention, however, to the fact that 
the profits have been arrived at after charging to revenue 
the following extraordinary expense for arbitration law costs, 
£909. The permanent way, rolling stock, and power station have 
been maintained in an efficient condition out of revenue. Ths 
number of passengers carried was 7,371,624, an increase of 181,163 
on the previous year, and the number of car-miles run was 
1,002,258, as against 1,049,175. The earnings per car-mile were 
7 76d., and the expenses 572d., while the earnings per passenger 
were 1 022674. | 

The CHAIBRMAN said that since the accounts had been made up 
there had been an improvment in the gross income of £537, not- 
withstanding the fact that the returns on August Bank- holiday 
snffered the considerable diminution of £240. The visit of the 
King this week had not only rejoiced the hearts of the citizens of 
Norwich, but it had proved a rich source of revenue to the company, 
and he wished such visits were more frequent. 

The report was adopted. 


Eastern Telegraph Co., Ltd. 
THe meeting of the above company was held on Wednesday at 


Electra House, Finsbury Pavement, Sir J. Wolfe Barry, K.C.B., in 


the chair. 

The OCHaIRMAN, in moving the adoption of the report. (see 
ErzoTRICAL Review, November 5th, page 747), said that the gross 
revenue for the half-year under review amounted in round figures 
to £592,600, against, for the corresponding half-year of 1908, 
£568,400, or an increase of £24,200. The receipts from messages 

hanged with South Africa continued to improve, and the prin- 
E increase in the revenue this half-year was from that source. 
Various other branches of traffic showed small increases; but there 
was a farther decline of about £4,000 in the receipts from traffic 
with Egypt, to which he referred at the last meeting. The message 
receipts as a whole, however, showed a satisfactory increase, and he 
was glad to be able to state that their general revenue continued 
up to the present date to be fairly well maintained. During 
the half-year they received £6,400 more in respect of interest 
and dividends on reserve fund investments, but, on the other 
hand, interest on cash at bankers on deposit yielded £3.200 
Jess, leaving a net increase in respect of interest of £3,200. 
With regard to the expenditure side of the revenue account, 
the total expenses amounted in round figures to £278,920, against, 
for the half-year to June, 1908, £261,100, or an increase of £17,800. 
He was pleased to state that the ordinary expenses were less by 
£2,000 than they were for the half-year to Jane, 1908, but the 
expenses attending maintenance of cables were unusually heavy, 
the total expenditure under this head, including the depreciation of 
spare cable, being £70,500, against £51,200 for the corresponding 
period of 1908. This increase was largely due to their having 
expended a much larger quantity of cable on the repairs of various 
sections of their line ; this item alone accounted for £11,000 of the 
increase. The comparison of the expenditure under this abstract 
was further adversely affected in consequence of the amount 
received from foreign Governments and other telegraph companies 
for the charter of their repairing ships, being considerably less 
during this balf-year than it was inthe corresponding period of last 
year. During the half-year they had renewed a further 63 knots of 
the Aden-Bombay No. 1 cable, which was originally laid in 1870, 
the cost of this partial. renewal amounting to £8,337 being 
charged, as usual, against the general reserve fand. The opera- 
tion of gradually renewing this cable had extended over 
several half-years, and up to the date of the account 
they had renewed about 1,570 knots, at a total cost of about 
£260,000, the whole of which had been charged to this fund. 
Bince the accounts were made up they had laid in a farther 
100 knots, leaving about 220 knots still to be renewed. The type 
of cable employed in the renewal of this section would give a 
greater carrying capacity than that of the cable which was origin- 
ally laid in the year 1870. It was to meet such expenditure that 
the general reserve fund was provided, and when operations of tis 
kind became necessary the importance of building up this fand 
became more apparent. The net result of the half-year's working 
was that they had £4,300 more available for distribution than in 
the corresponding period of 1908, and, as it was not proposed on 
this occasion to further augment the maintenance ships’ fund, they 
were able to make a contribution of £10,000 more to the ge 
reserve fund than was transferred to the fund for the co 
half-year of 1908, 

Sin J. Denison-Penper, K. O. M. G., seconded the resolution, and 
the report was adopted. | 


Allgemeine Etektricitiits Gesellschaft.—The Berlin 
correspondent of the Tines states that this company has d { 
dividend for the business year 1908 of 19 per cent., as against 1 
per cent. in the previous year. The net profits amount to £815,000, 
as against £795,000 for the previous year. 
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Edison & Swan United Electric Light Co., Ltd. 


Tas twenty-sixth ordinary general meeting of the above company 
was held at Winchester House, E.O., on November 4th, under the 
chairmanship of Mr. Henry Wolfenden. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
October 29th, page 706), the Сналтвмлм said they were again faced 
with a large decrease in their profite, oaused by a decline in the 
price of the carbon lamps, which were the principal lamps they had 
been dealing ia so far. This decline was not the result of any 
falling off in their quality, which had been maintained at its usual 
high standard of excellence, nor was the shrinkage the result of any 
material falling off in the turnover, Their total business in the 
year under review in all classes of goods taken together showed a 
reduction of only 1`6 per cent. in value, as compared with the 
previous year, and having regard to the depression in trade 
general, and in the «electrical branch in particular, he ven- 
tured to think that was not very unsatisfactory, On 
analysis, however, they found that the carbon lamp sales 
showed a decline of 6 per cent. in volume, but the value 
was reduced by 174 percent. It was here that they got the clue 
to the shrinkage of profits, vis, the lower selling price in carbon 
lamps without a corresponding reduction in the cost of manufac- 
ture or distribution, The smaller sales and lower prices were the 
result of the diminished demand for this class of lamp owing to 
the change to the metal-filament lamp, and they had been actively 
engaged in the year in pushing forward this new type of manu- 
facture. There had been expended on capital duriog the year 
ending June 30th, a sum of £19,873, almost entirely on account of 
additions to buildings and plant in connection with the manufac- 
ture of metal-filament lamps. They had reduced the production 
of carbon lamps during the year, but they still thought there 
would always be a field for tbeir use. On the other hand, they had 


materially increased the production of metal lamps although the . 


accounts under review did not have the fall benefit of that increase. 
They were turning out at the present time & large number of these 
lamps in a complete range of candle-poweri and voltages, and con- 
fidently hoped to have a substantial increase month by month. The 
quality continued to be satisfactory, and was quite equal to any- 
thing on the market. The inauguration and development of this 
metal lamp manufacture had presented many serious difficulties, but 
he thought they might claim now to have succeeded ia surmounting 
these difflculties, sand their best thanks were due to the loyal and 
able staff at the factory for the zeal, energy, ability and courage 
they bad displayed over a long and trying time both for them and 
for himself. Moreover, this new business had been established 
cheaply and economically. The experimental work had been 
carried out at their own factory, and the cost charged to revenue. 
In fact, the new business had been created withont expenditure on 
capital account, except so far as was represented by tangible 
assets, such as buildings and plant. With reference to the 
cost of manufacturing carbon lamps, it was impossible to reduce it, 
for it was alreády at a minimum. They had, however, felt for 


some time past, that the question of the sale and distribution of . 


their goods was one which called for careful consideration with a 
view to obtaining greater economy without impairing efficiency. 
Now that the strain in connection with the metal lamp was to some 
extent relaxed, this other matter was receiving, and would continue 
to receive, their close attention, and he might say that following 
the changes made in their selling department at the head office 
about the end of the financial year, they, in September last, 
appointed a commercial manager, who, under the direction of the 
board, was now devoting his attention to this important question 
with a view to securing greater economy and better results by the 
adoption of improved methods of selling and the redaction of costs. 
Steps were being taken with this end in view, but, of course, in a 
matter of such importance to the business, each step needed to be 
carefully considered beforehand. In this reduction, the 
board intended to participate, notwithstanding that in 
times such as they had to deal with, the work of the 
directors was more onerous. Turning to the accounts, the 
chairman referred to the sum allocated for depreciation, and 
said that it had been reduced, and for depreciation on property 
stood at 2 per cent. In this connection, regard must be had to the 
fact that they had written down their property in the last eight 
years by ovér £26,000, and of the £78,500 now standing to the 
debit of that acconnt, nearly £16,000 had been expended on new 
buildings in the last four years. In like manner, the appropriation 
for depreciation on plant and tools had been reduced, but he would 
point out that nearly £46,000 had been written off this item in the last 
e'ght years, and of the £77,000 at which they stood in the balance- 
sheet, nearly £30,000 represented new plant in last five years. In the 
balance-sheet the material alteration was that the investments were 
considerably down owing to the sale of securities to provide the 
necessary additions for the manufacture of the metal-filament 
lamps. Sundry creditors were up for the same reason. 
Investments were now set ont for the first time at cost 
as a reserve fund, and about £1,400 had been applied 
to that account, which was derived from the profit realised 
on the sale of securities, together with a eum which had 
been previously reserved for another purpose, and which, on 
adjustment, was found to be in excess of the actual requirements. 
The market value of the investments to-day was £700 below the 
amount at which they stood in the balance-sheet. Stocks and 
work in progress were up by £4,300; the figures being £176,700 
this year, against £172,400 last year. This increase was more than 
represented by the stock of metal-filament lamps, and the carbon 
lamp stock was practically stationary on the year. The figure 
included also the stocks of raw materials and stores at the various 


works and all work in progress The net result of the year's 


working, was that after providing £15,701 for debenture interest 


- and £10,713 for the reserve fund for depreciation and bad debts, 


they bad a small sum of £421 to carry forward, which made the 
total carry forward £10,027. They considered that in connection 
with the affairs of the company much work had been done and 

rogress made during the year, and although the effect was not 
reflected in the accounts under review, it would bear good fruit in 
the fature. 

Мв. E. B. Extice CLERK seconded the motior, and the report 
was agreed to unanimously without discussion. 


Eastern Extension, Australasia and China 
' Telegraph Co., Ltd. 
Tan half-yearly meeting was held at Electra House, E. O., on 


Tuesday, under the chairmansbip of Sir Jobn Wolfe Barry. 
In moving the adoption of the report (see ELECTBICAL REVIEW, 


November 5th, page 745), the OHAIBMAN said that the gross revenue 


was practically the same as in the corresponding period of 1908, 
the actual figures being £290,931 this year, against £290,295 last 
year. It was only right, however, to mention that the trafic 
receipts again showe 1 falling off amounting to, roundly, £8,000, due 
to the commercial depression that had been so severely felt in the 
Far East during thelast few years. Fortunately they had been 
favourably affected by the dollar exchange conditions prevailing in 
China during the past half-year, and the increased revenue from 
this source had not only enabled them to wipe out the traffic loss, 
but to show a few hundred pounds increase for thé past half-year. 


During the last month or two, there had been a little improvement 


in most of the traffios, which encouraged the hope that the 
depression was beginning to pass away. The working aud other 
expenses amounted, in round numbers, to £157,000, against 
£151,000 for the corresponding period of 1908, showing an increase 
of £06,000. Of this, £3,300 appeared under the heading of 
"salaries and wages," and the balance was accounted for by their 
having had fewer ships’ charters this year than in the correspondirg 
period of last year, which made the expenses attending the 
maintenance of cables appear greater than they were last year, 
although in reality the maintenance expenditure was less by over 
£3,000. With regard to the increase of £3,300 in salaries, £1,300 
of this was due to their having had to provide additional staff for 
the Java-Cocos cable laid last year, which had materially added 
to the efficiency of the service; £1,400 represented the 
amount of compensation granted 1o some of the senior 
staff whose engagements had to be terminated when the 
Tasmanian cables were recently closed, and the balance 
of £600 was due to automatic increases of salary. The net profit 
for the half-year was, roundly, £116,000, and after adding £18,000 
brought forward from the previous half-year, there remained an 
available balance of £184,000. The usual quarterly interim divi- 
dends of 2s. 6d. per share, or at the rate of 5 per cent. per annum, 
had been paid for the past half-year, leaving a balance of £58,844 
to be carried forward. When he last addressed them he explained 
that in cons.quence of the Australian Federal Government having 
laid and opened cables of their own between Victoria and Tas- 
mania, when the company’s exclusive concession expired on April 
30th last, they had been obliged to close their Georgetown and 
Flinders stations, and intended, when a suitable opportunity 
occurred, to pick up the cables between Victoria and Tasmania and 
utilise them elsewhere. For this purpose their largest ship, the 
вв. Patrol, stationed at Singapore, was necessary, and as they had 
so far had no other cable work for her to carry out in Australian 
waters, the Tasmanian cables had not yet been picked up. Seeing, 
however, that the capital account had for some little time past 
been considerably over-expended, and that the original cost of the 
Tasmanian cable communication (£70,000) was included in the capital 
expenditure, it was considered advisable to write down the capital 
account by this amount and debit the general reserve fund with it. 
This had accordingly been done, and when the cables had been 
picked up and overhauled, the account could be finally adjusted by 
orediting the reserve fund with the estimated value of the old 
cables after deducting the expense of picking them up and trans- 
porting them to Singapore. | 

The Manqugss OF TwEEDDALE seconded the motion. 

Mr. Rsrog pointed out that the expenses were constantly 
growing. Their revenue for the year would be about £230,000, and 
the dividend of 7 per cent. took £210,000, so that there was not 
much margin. He suggested also that instead of stating the in- 
vestments at cost and setting aside £120,000 for investment 
fluctuations, it would be better to set out the investments at the 
market price oh the day of making up the accounts. 

The ORHAIBMAN said it was true the expenses had grown, as the 
public expected so much accommodation, whilet the revenue had 
not been so great; but as he bad said, this had been due almost 
entirely to stagnation of trade in the Far East, and other enter- 
prises connected with that part of the world had suffered in like 
proportion. He did not want to prophesy further than he could 
see, but he did not think they need have any great alarm but 
that the dividend would be maintained, at all events for the 
present. The matter of the investment depreciation had been dis- 
cussed, and it was felt better to set aside the £120,000 for depre- 
ciation, and to state the investments at what they actually cost the 
company. As a matter of fact, on the date of making up the 
accounts the depreciation was £137,000, which only meant a 
difference of £17,000 on one and a third million pounds of 


investments, 


The report was then adopted, and a vote of thanks accorded the 
board and the staff, 
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MARKET QUOTATIONS. 


Wednesday, November 10th. 


Latest Fortnight's 
CHEMICALS, &c. Price. Irc. or Dec. 
a Acid, Hydrochlorio ee oe per cwt. B/- ee 
a 90 Nitric ee ee ee ee 50 / 22J- ьо 
а n Oxalic oe oe ee oe » Е 
а ^ fulphuric ee ee ee » L6 oe 
a Ammoniac, Sal es A 12J- са 
а Ammonia, Muriate (crystal) .. рег ton 20 vu 
ee ee " 
а 2 Bleaching powder . ii P ae Й &5 10 
а Bisulphide of Carbon 2 £18 
a Borax. vx we is M" £16 m 
a Ferro-Silicon (50 ^ 3) s re 12 411 is 
a Copper Sulphate ee eo eo н £18 10 oe 
a Lead, Nitrate “a x e » £26 10 
а » White Sugar x ee 15 £23 10 
„  Peroxido oe oe » £32 
а Methylated Spirit . per gal. 2/6 ML 
a Potassium, Bichromnte, in casks per lb. Зла. 2 
a Potash, Caustic (75/80 A» per ton £20 
a. m Chlorate oe " ee per Ib. 8 d ее 
a 70 Perchlorate ee ee " B;d. ee 
a Potassium, Cyanide vs ree Не 78. N 
a Shellac g ES per cwt. 15/ vs 
a Bulphate of Magnesia .. per ton £1 10 Po 
a Sulphur, Sublimed F омен ee x £6 10 bes 
10 rae e РА - x is 
ee ge ee 
a а Soda, Caustic (white То X ©) x i £11 68. inc 
а » Chlorate : ee per lb. иа, э» 
а ve Crystals ee ee per ton £ 5 
a Sodium Bichromate, casks . per lb. n 
а „ Cyanide (basis 100 90) .. " 14. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £75 é 
b se Wire, in ton lots .. - 4112 
b Sheet, in ton lots. Jí £120 
p Babbitt's metal ingots . ” £50 to £196 
c Brass (rolled metal 2" to 12 basis) per lb. Id. 
с „ Tube (brazed) > т Rid. i: 
c m (solid drawn) ee " 7, d. ee 
ea Wire, basis .. % э» A 64d. d 
c Copper Tubes (brazed) .. "m ii куа. is 
с » „ (solid drawn з s 84d. s 
g » Bars (best 00 per ton £12 £2 inc 
а » Sheet 3 a РА £74 £2 inc 
g » Rod. ws 10 £72 £2 inc 
e а (Electrolytic) Bars ad M £:0 10 aA 
 » " Rod ee „ £65 10 
e „ » H.C Wire per Ib. 14 
f Ebonite Rod T m - - 8/8 
f 50 Sheet ee 0 e 90 8 / 
m German Silver Wire i 1/6 
В Gutta-percha, fine.. б» Se * 5/6 to 6/6 23 
h India-rubber, Para fine .. a vi 8,3 9d. dec. 
і Iron Pig (Cleveland warrants) .. per ton 50/10 td. dec, 
„ Wire, galv. No. 8, P.O. qual. * 14 e 
g Lead, English Ingot 85 я н £18 5 to £18 76 dec 
m Manganin Wire No. 98 . per lb. 6/6 
є Mercury . per bot. £9176 inc 
d Mica (in original cases) small .. рег lb. 6d. to 18 А 
ks А » medium " 2/6 to 4/ 
» large .. 5 4/6 to 8/6 d 
р Рһоврһог Bronze, plain castings is 1/- to 1/14 
р ü e rolled bars & rods н 1/1) to 1/8 "m 
р ü » rolled strip & & sheet ^ 1/23 to 1/6 2 
o Platinum per oz. 120/- variable, 
e Silicium Bronze Wire os ee рег lb. ga У 
r Steel Magnet, in bars .. рег ton £55 m 
z Tin, Block (English) ee . £136 to £137 10/- inc. 


„ Wire, Nos. 1 to 16. .. ee per lb. 1/9 ee 
= White Anti-friction Metals:— 

“White Ant" brand. per ton £85 to £60 T 
k Zinc, Bh't (Vieille Montagne bnd. ) н £27 ee 


Quotations supplied by— 


В Edward Till & Co. 

і Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Ltd. 
m W. T. Glover & Co., Ltd, 

n P. Ormiston & Bons. 


a G. Boor & Co. 

b The British Aluminium Co., Ltd. 
€ Thos. Bolton & Bons, Ltd. 

d F. Wiggins & Bons. 

e Frederick Smith & Co. 

f India-Rubber, Gutta-Percha and 


Р To carapi Works Oo., Ltd. e LL gg иш & соаг 
ames akspeare, p The r Bronse Co. А 
x r W. P. Dennis & Оо, : 


Amazon Telegraph Co., Ltd.—The directors’ report 
for the year ended June 39th last shows a gross retenue of £77,266, 
and total working expenses 445,671, plus 4 26,984 for debenture 
interest and sinking funds, leaving £1,690 to the credit of the 
revenue account for the year, which reduces the debit balance to 
£49,306. The Brazilian Government has granted an extension of 
the present conceesion for 20 years from 1925 to 1945, together 
with aa extension of the payment of the present subvention of 
£17,125 per annum for 20 yeara from 1915 to 1435, in considera- 
tion of tne company duplicating its main cables. It is proposed 
to issue new debentures in order to provide for the cost of the 
duplication and for the repayment of the deb-ntures now out- 
standing, and an extraordinary general meeting will be held after 
the ordinary general mecting ou November 16tu for the purpose of 
sanctioning 4300, 000 5 per cent. debentures and for making certain 
alterations in the articles of association, providing, inter alia, that 
whenever the reserve fund shall amount to less than £250,000 no 
dividend sball be paid in any year at a higher rate than 5 per cent. 
per annum. | 


STOCKS AND SHARES. 


Tuesday Afternoon, _ 


Ovar the Stock Exchange markets broods a general air of subdued 
melancholy, enlivened only by fitful gleams of cheerfulness, 
Money is dear, and not one of the departments in the House 
escapes from the effects of the burden. Brokers and dealers— 
ever prone to exaggerate—take a gloomy view of business prospects 
for the immediate future, but console themselves and each other 
with the reflection that all shall be well when the new year brings 
cheaper money and a lower Bank Rate. Some express a pious 
hope that the 5 per cent. minimum may be reduced before 
Christmas. 

Home Railway stocks are all sliding back into the old rut of 
deprefsion with which they are so familiar from long experience, 
The end of the half-year being in sight, prices should benefit from 
consideration of dividends to come, but not a ray of cold comfort 
do they derive from this. City & South London and Metropolitans 
are lower; во are Districts, and the seller of any Home Railway 
stock throughout the list finds that he is regarded as a menace 
instead of b.ing welcomed as a friend. The Brighton Bailway 


announces that its new electric service will start on the first of 


next montb. 

Here and there the prior-charge issues of the leading railway 
companies show an inclination to recede, but up to the present this 
factor has not affected the Debenture stocks of the electric traction 
lines, beyond a point fall in Baker Street & Waterloo, lowering the 
middle price to 98. 

Eleotricity Supply descriptions are stagnant. Charing Cross and 
City Lights“ are each 4 lower. These two companies, with the 
County of London, are doing a little in the way of affording 
publicity to the attractions of electric radiatora, and, considering 


the fine field that still exists for this form of enterprise, it iss 


little curious that more vigour is not displayed in bringing the 
matter to the notice of possible consumers. With almost every 
City office using electric current for lighting, and with the eager- 
ness fhat is apparent amongst City men for details of radiator 
work, it ought not to be a difficult matter to get the articles 
installed into thousands of offices which are now served by other 
methods of heating. 

The Canadian-Mexican group is T without sensational 
matter of interest. Mexico Trams reacted 4, and at 89 Rio Trame 
are 1 lower. British Columbia stocks are downgrading, the 
Deferred showing most loss with a drop of 3, followed by a fall of 
14 in the Preferred and 1 in the Preference; but the First Deben- 
tures are 2 higher. Profit-taking after the long rise, joined with 
the nervousness engendered by dear money, is asaigned as the 
cause of the movement; but perhaps proprietors of these issues 
have been tempted to sell in order to embark in some of the newer 
ventures lately emanating from the Dominion. 

Brisbane Electric Trafhways Investment Ordinary has hardened 
to 62, and the 5 per cent. Preference to а тії! з over 5. The 4j per 
cent. Debenture stands at 1003, carrying nearly five months’ 
interest. Winnipeg Electric Railway 44 per cent. Dabenture stock 
has been changing hands at about 1031. Anglo-Argentine Trams 
4 per cent. Debenture eased off a trifle, and Metropolitan Electric 
Trams 4j per cent. Debenture declined to 95. British Electric 
Tractions are being picked up, with the result that the Preference 
shares have risen fo, and the First Debenture at 843 is the fraction 
to the good. 

West India and Panama Telegraphs have been favoured on the 
good dividends declared by the company, and all four classes of 
securities have advanced. The Eastern group remains extremely 
quiet, the dividends and reports not affecting the quotations in 
any way. Anglo-Americans have weakened, the Deferred being ? 
down, and the Preferred +. The Amazon Telegraph Company bas 
done badly in its past year, making a profit of no more than £1,700, 
which is applied to the debit balance brought in, loweriog that 
item to £49,100. Marconis have not recovered from their decline of 
last week. Telephone stocks and shares exhibit trifling changes, of 
which falls of } in Chili Telephones and of } in National Telephone 
Deferred are the only noticeable examples. 

The most satisfactory feature amongst miscellaneous varieties is 
a further recovery in British Westinghouse 4 per cent. Debentere, 
which raised the price 41 points to 5). Even the Preference shares 
are 3 better at 103. middle. The market being so limited, these 
8 are of course more or less the outcome of quite retail 
demand, but it ів во long since Westinghouse issues have improved, 
until this last fortnight, that the rise certainly deserves s paragraph 
to itself. 

Babcock and Wilcox shares are strong, and show 2s 6d. gain at 
413. Edison & Swan "A" have dropped toa nominal price of a 
few shillings, and General Electric Preference show j fall. 
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SHARE LIST OF ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Closing | Business done 


Stock Closin Rise +| Present 
Present | or Dividends for the Jast 8 week ended 
НАМЕ, Quotations Quotations Fine’ f or Yield 
Issue, Bhare, tour years, Nov. 2nd, Nov. 9th, ы a Fall — per cent, 
УС — 1906, | 1906, | 1907. | 1908, Highest Lowest. & s.d, 
35,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 | 10 Nil | Nil | Nil | Nil 8 — 8 — 83 T | .. I Nil, 
186,700 Do. do, 6 % Debs, Nos. 101,950 Red, | 100 |6 » t & 5 % 5 9% | 96 — £9 96 — 99 AR. 
$181,551,400| American Telephone & Telegraph, Cap. Stock .. $100: | 1% |8% | 8 46 | 8 % | 144 —146 144 —146 59 7 
968,000,000 |{ 00. Collat. Trust, 4% Bonds, 1 vo 28,000 and)! $1000 | 4% | 4% |4% |49 | 96 — 98 96 — 98 M 418 
558,460 | Anglo-American Telegraph ..  ..  ..  ..| Btock | 829% | 83% | 84% |£84s.| 61 — 63 61 — 63 61 1 25 5 8 2 
8,220,770 | Do. do, do, 6% Pref, oo 0| Stock | 6 6 6 6 96 | 1017—1023 1014 —1024 102} 1011 —1 | 617 1 
8,220,770 | Do. do. do. Deferred es pe | Sock | 4 1 Bj. | 2i$— 225 223— 224 22th 224 + ¥ 115 7 
47,725 | Anglo-Portuguese Tel., 6 % Mort, Deb. Btock Red, | 100 |6 5 5 5 95 | 101 —108 101 —103 228 I .. 417 1 
44,000 | Chili Telephone, Nos. 1 to 44,00 .. .. .. 5 |8 - - 895| S=— € 73— 83 Té . =- 3 | e286 
2,481,850 | Commercial Cable, Sting. 500 year 4% Deb. Bk, Red. Stock | 4 4 4 4 % | 874— 89 874— 895 88 . 49 5 
1000 | Cuba Telegraph .. cc cs by ec en 10 | 5 5 6 6 [ 84 — 88 — 9% 8) . 6 9 9 
6,000 Do. 10% Pref. .. oe eo 10 [10% 10 95 |10 % |10 „ | 17 — 18 17 — 18 . 511 1 
12,981 | Direct Bpanish Telegraph, Ord, — "B 5 |4 4 4 4 8 — 83 8 — 84 .. . 614 8 
B0,000 Do. do, ds Debs, .. * 50 44 44 1004 —1024 1004 —102 * “ды 2 8 11 
60, 710 Direct United States Cable 20 4 4 4 18 — 1% 18 — 184 134 e 647 
43,500 | Direct W. India Cable, 44 % Reg. Deb», 1o 1,200, В, | 100 44% | 44% | 49% | 100 —102 100 —102 > T 4 8 8 
4,000,000 | Eastern Telegraph, Ord. Stock.. — ..  .. „ Stock 7 7 71% |1 126 —129 126 —129 123 126 5 8 6 
2,000,000 Do. Pref. Btock.. LES ** 100 Bà 84 84% 84 B34— B54 833 — 853 8⁵ 83 es 4 1 10 
1,896,706 Do. 4 % Mort. Deb. Stock. Red.. | Stock | 4 4 49 | 4 1024—1044 102 —104 102 et —4 | 81611 
800,000 | Eastern Extension, Australasia, and China Tele 10 |1 1 1 2 7 % | 11§— 126 11#— 123 12 11ğ av 5 14 8 
752,400 Do, 4 % Deb. Btock .. de .. | Btock 4 4 4 4% —104 102 —104 1024 1021 56 8 16 11 
$00,009; { ast. & B, Afric, Tel, 4 % Mt Db, Maoriting)| os 14% 14% | 4% | 4% | 100 —102 100 —102 99 si B18 6 
181,197 | Globe Telegraph and Truss 10 54 5395 | 54% | 5395 | 10à— 108 10ġ— 10g 107, 10 f, * 5 8 8 
181,127 Do, do, 69 Ph. a а 10 |6 6 6 % | 6 % | 139$— 14 134— 14 134 133 А 45 9 
150,000 cm Басрага Шыр, of Copenhagen. 4 10 24% |90 20 % |18 % | 984— 294 284 — 294 e 7 7 0 0 
alifax an ermudas le, 44 % 1st Mort. x — | 
10,000 | { Debs, within Nos. 1 U 1,900, Red.] | 109 | 44% | 44% 4% | 44% | 100 —102 | 100 —102 488 
17,000 | Indo-European Telegraph wi ee ее өө 95 138 18 18 18 % | 51 — 53 51 — 58 7 4:3 
880,400 Mackay N Common $e $$ .. | $100 2 84 4 4% | 982— 95 93 — 95 e ` 448 
,000,000 | Ро. o. 4% Cum, Pref, .. .. „.|$10 | 4 4% |4 49,| 7 — 79 = . 5 18 
894,190 | Marconi's Wireless Telegraph ..  .. «2 oe 1 | Nil | Nil | Nil | Nil E: j — 3 12/- ‘ N | 
72,680 | Monte Video Telephone Oo., Ltd, Ord. — .. 4. 1 |6 6 6 6 96 a 17-3 17/6 "e ево 
86,492 Do, do. do, 6% Pref, ил 1 |6 5 6 5 96 — i1— É 17/6 T 5 6 8 
2,225,000 | National Telephone, Pref, Stock бә oe „100 6 6 6 6 107 — 1084 107 —1084 1074 107 610 7 
8,725,000 | Do, do. Def, Stock os „% ае | MO |6 6 6 6 $ 120 —122 1193 —1214 120$ 9 | — 4 | «18 9 
15,000 | Do, do. 6 % Cum. 18%, Pref. ..  .. 10 |6 6 6 2 6 101— 11 104— 11 10% T 691 
15,000 | Ро, do, 6% Cum, ind Pref. ..  ..| 10 |6 b 6 2 6 95 | 10$— 104 10$ — 104 104 510 4 
250,000 | Ро, do, 5 % Non-cum, Вга P., 1 to 950,000 6 6 b Б 5% 51— 58 58— 5g 4 811 
2,000,000 | Do, do. 8496 Deb. Stock Red, .. | Btock | 84% | 84% | 84% | 84% | 98 —100 98 —100 . | 810 0 
1,988,598 | Do. do. 4 % Deb, Stock Red...  ..| 100 | 4 4 4 4 95 | 100 —102 100 —102 1003 818 5 
179,818 | Oriental Telep, and Elec. 1 to 171,504, fully paid. 1 1 7 x B 96 1@— 13 li— 1j 27/6 5 5 9 
50,000 Do. do. do. 6 % Cum. Prol, ^ 90 1 6 6 6 6 96 Hi — lfa ló— 1% 414 9 
99,100 Do. do. do, 49% Red. Deb. Stock. | 100 | 4 4 4 495,| 8 i= вв} - ва 410 5 
99,400 | Pacific & European Tel., 4 95 Guar, РеЬ»,, 1 to 1,000 10 4 4 H 4% | 100 —102 100 —102 818 6 
11,889]| Reuter’s Val айе teal an GR a vee, "di ч 5 5 5 5 96 78— 8 78 — B e 418 9 
145,955 | Telephone Co, of Egypt, 44% Deb, Кей, .. .. 100 | 4496 | 4496 | 44% | 44% | 100$—1024 1004 —1024 4 710 
8,042 | Submarine Cables Trust. oe өр T „ | Cort, 6 |6 6 6 % | 129 —182 129 —182 4 10 11 
190,000 | United River Plate Telephone 5 |8 & - 89% во | 6i— "à 6#5— 72 7% 64, 7 18 510 1 
40,000 Do. 5% Cum.Pret,Nos.11040000| 6 |59 165% |5916 9% | би BHA | 55— 2 814 4 84 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58, 608 24 | Nil 9496 | 28% | 9495 ij— 1 H-— 1 5 b Xe 816 4 
150,000 | Do. 4% Debs., 1 to 1,500 guar, by Bras. Bub. Tel, | 100 49% |4 4% |4 9% 100 —102 100 —102 9 T 818 6 
907,980 | Western Telegraph, Ltd., Nos. 1 to 907,980.. .. 10 7 7 7% 17% 133— 14 134— 14 133 134 ss 500 
800,000 Do. do. 4% Deb. Stock Red. 100 4 4 4% | 4 % | 108 —105 108 —105 103 Ар Үз 8 16 
88,821 | West India and Panama Telegraph .. es ee 10 Nil | Nil | Ni | Nil 11— à i— 1 17/6 15/- + 4 Nil 
B4,568 Do, до, 6% Cum, lst Pref. e| 10 |5%|8%|/6%|6%]| 84— 9 Bi— 95 95, 97, | + 6 8 0 
4,669 Do, do. 69% Cum. 2nd Pref, i we 10 Nil! Nf |296 15 %| 8j— 93 R2— 93 9 93 +4 115 7.8 
82,0001 | Do, до, 5 & Debs., Nos, 1 to 1,800 . | 100 |6 % | 6 96 | 5% 5 % | 1015—1084 | 102 —104 "v +4 | 416 2 
| J | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
640,000 үка ташы ушш lst нею Б T " » 2. 4— 4} 4— 4 98/9 90/74 5 2 4 
" 600,000 Do. 6% 2nd Pref., 800,001 to 1,800,000 6 TE ОЗЕ p e 4— 4 — 43 26 р, T 56 
Do. 4 % Deb. Stock s ue bs ey we ae - |4 % | 91 Zoa ot 92 913 903 — 3.47 0 
- $83,887 | Auckland B. Trams, 6 % 18$ Mort. Deb. Воск .. | 100 8 5 6 5 102 —105 102 —106 " 2s và 415 8 
^ '880,000.| Baboook & Wilcox, 1 to 680,000... ... .. «.. 1 |20 4) |90 % |90 % |20 — 4 18— 4 95 / 90% +h | 4 8 3 
. 100,000 Do. do. 696 Cum. Pref., 1 to 100,000 .. 1 |6 6 6 6 1 1% 1, 1% is e : 819 2 
60,000 | British Aluminium, Ora., 1 to 40, C.. Б 7878147 — 1 — | i. 97 6 8 
60,000 Ро. do. 7% Cum. Prem. 5 17478747 1— 2 1 x a „ ВТ: 54 
40, 100 Do. do. 46 „ Cum, Prei. 6 |6 6 6 6 — ва 25 B e 7 10 11 
19,97 | Do. do. 4% Funding Certs, .. .. 8 |4 4 4 4 Ў vs vs 514 8 
- $94,400] Do. do. Loch Leven Debs  .. | 100 oo | 59$ | 54% 63 96 — 99 — 99 97% i m 5 14 7 
800,000 | British Columbia E. Def.Ord.Btock ..  ..| 100 | 6 6 8 8 150 —155 147 —152 151 1474 | —8 6 6 8 
. 0,000 | Do. Pref.Ord. Stock e | 10 5 6 5 6 198 —198 199 —126 193 199 —14 | 415 8 
- 400,000 |- Do. 5 % Cum. Perp. Pref. Stock ..  ..| 100 |5 6 b 5 100 —112 108 —111 111g, | 1084 | —1 410 1 
. 988,000 | Do. lat Mort. Debs., 1 to 6, 80. | 40 100 —102 102 —104 102 +2 461 
. 219,600 | Do. Vancouver Power Debs., 1 to 3,200 | 100 102 —106 102 —106 1084 |' 103 bd 4 59 
` 188,801 | British Hlectric Traction $4 ^ 4» a. “ee, МЕ. | B il il 1 1 1 v 85 Nu 
161,497 Do. o. 696, Cum. Pref. .. ..| 10 |6 6 8 là al — 93 62/6 | 48/14 | + 518 4 
0,478,658 | Do. do. 6 Porp. Deb. Stock .. | Stock | 5 6 b 5 ~ 88 — B6 85 84 | + 516 8 
. $98,980 | Do. do. 4 ф эп Deb. Stock Red. | 100 | 4496 | 4495 | 44% | 44 58 — 62 58 — 69 59 7 5 2 
British Insulated and Helsby Cables s әз 8 B 10 10 10 Ka 14 7 — 7 КА; Tk — | 618 4 
100,000 г do, 6 96 . Pref, ee ee 5 6 6 6 6 64 6$ ee ee ee 4 11 8 
500,000 | Do. do. 43 96 1st Mort. Deb. Red... | 100 4 4 108 —106 108 —106 1053 s. s: 4 41 
204,9401 British Thomson-Houston 4% lst Mort. Debs. ee 100 89 ано 94 89 — 94 ee [IJ ec 4 15 9 
00,000 | { Pritish Westingbonse 6 % Pret, МО ава) N No] NO | нй {— à a e| e | +a] Nn 
1,016,858 Do. do. 4% Mort. Deb. ee | 100 1% 1% 1% 4 9% | 44 — 47 48 — 59 48 za 444 | 71810 
60,000 |:Browett, Lindley & Oo., Ord. .. .. ee .. 1 il | Nil ik. E is. da " 8 Nil 
60,000 t . ` L] 6 96 . Pret. ee ee 1 Nil Nil Nil Nil 1 to 1 to [6 ee ee ee Ni 
976 | Brush Electrical Engineering, Ord., 1 to 105,981 .. 9 94 Nil | Ni | Nil 0 — { 0— à T ec ec Nl 
І ,000 О» Non-cum. t. ee ee 9 6 Nil Nil Nil 0 =: 0 аа ё ee eo ee Ni 
195,0003 Do. do. Perp. b. Btock өө Stock 41 — 46 41 == 46 ee e ee 9 15 8 
195,0000| Do. do. Perp. 2nd Deb. Stock.. Stock 27 — 81 27 — 81 56 $e "e 14 10 2 
187,610 | Oaloutta Trams, 1 to 187,010 .. os "M s 6 8 8 6 4 d- 5 — 5 93/9 1 is 410 0 
45,904 Do. N Pref., Nos. 1 to 29,880.. Б 5 5 b 6 6 6 96/7 | . os 600 
000,000 Do. 44 % Ist Deb. Block..  ..  ..| 100 43% | 44% | 4496 | 44% | 101 —104 101 —104 ® e © 467 
-85,000 | Callender’s Cable otionshares  ..  .. Б |15 9 16 & 159, [15 gom 104 p E 104 10 i 85 6 18 0 
. 40,000 Do. do. &%Oum.Pref. .. .. .. 6 |65 8 5 5 96 5 bj 5 EE { 4 611 
. 800,000 Do.- do. 4% lst Mort, Deb, Stock Вей. | Stock 4 4 4% 105 —107 106 —107 А 2: 411 
- 091,923 Cape E. Trams., 1 to 1 ee ee ee ee 1 il fr Jh yk— Ni 
460,000 Oastner- Kellner 7 to 450,000 ee oe ee 1 6 8 12 124% 3 — 24, 7 um 29 49/6 ee ee b 19 1 
210,158 Do. do. 43 * 1st Mort. Deb, Stock | 100 44% | 43% | 4 —109 106 —109 n 3 13 5 
690 | Oentral London Railway, Stock ee ee | Stock | 4 4 8 8i 60 — 63 00 — 63 614 604 5 410 
654,666 Do, do. 4 Pref, Btock ee ee Stock 4 4 4 4 85 — 87 85 — 87 ee А 4 14 2 
654,655 Do. do. ba. ' ec ee | Btock | 4 4 9 11 48 — 45 48 — 45 45 ds 6111 
1,480,000 | City and South London Railway T T ee | Stock 1 BO — 81 293— 80} 81 80 — 418 4 
85,000 коше e Оо P im Me Hop К 8 8 6 6 à- 1 — 1 s m 15 18 
190,000: | { 900 of £188, and 981 to 11,090 of 458 Hed, e |59 [59% 659% [59% | 00 — 98 90 — 98 e — |676 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Ocntinusd.) . 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Contínued) 
Btock Closing Closing Business done +; Present 
Present Dividends for the 
НАМЕ, ог Quotations Quotations week ended or Yiela 
Iseue, Share, last four years, Nov. 2nd. Nov. 9th. Nov. 9th, 1909. Fall — | per cent, 
. 1905. | 1906, | 1907. | 1908 en Lowest 2a. 4. 
360,000 | Dick, Kerr & Oo., 1 to 260,000 . T 1 109% 10% 10 95 10 | a . | 8119 
000 Do. do. 6 % Cum. Pref., 110 805,000 .. 1 |6%| 6% 6 6 . . 5 6 8 
,000 | Dublin United Trams. (1896), 6 % Pref., 1 to 60,000 10 | 6 6 6 x í LL 474 
99,261 | Edison & Swan Utd., “A” shs., £8 to 99,961 5 |4% | 4 3 B 4/- 8/6 — W 81 5 8 
17,189 Do, ид" shares, 0 2 139 5 44% | 4 2 2 - .. E B 6 8 
507, 805 m Deb. Stock Red. 100 4 4 4 4% 697 
67,720 Do. 5% за De Stock Prov. Certs. ‘all pa. 100 5 b b 5 % 519 4 
112,100 | Electric Har мышы 1 to 119,100 9 Nil | Nil | Nil | Ni Nil 
81,890 Do. do, 7% Cum. Pref., 1 to 81,890.. 3$ |1 1 1 1% 918 і 
25, General Electric Со. (1900), б Cum. Pref, «а 10 Б 5 5 5 5 17 
800,000 Do, do Mort Deb, . Stock 4 4 4 4% 412 0 
78,000 | Gt. N. & City Rail. Pret, Ord. "A 4% 1 to 18,000 10 4% 4 496 | Nil 618 4 
96,000 | Greenwood & Batley, 7 95 Cum. Pref, 10 17 1 7 M 610 8 
80,000 Do. do. ` B% Mort. Debs. ie oo | MO В 5 5 5% 4 16 10 
40,000 | Henley's (W. T.), Telegraph Works, Ord, ld. Б | 16% 16 % 16% 15% | 5 н 1 
40,000 Do. % Pret. 5 4 Я 4255 4 110 
150,000 Do. Mort. Deb. Btock | Btock 96 | 44% 434 
60,000 | India-Rubber, dane: Rasen n Works.. | 10 16% 10 96 10 % 10 % 631 
87,500 Liverpool Overhead lway, Ord | 10 | NU | М à Nil Nil 
10,000 Do. Pret, fully paid .. | 10 |6 b b 5 10 0 0 
800,070 | London United же. и) 1 to 50,007 S. oras 10 8 B 8 Nil Nil 
899,980 1 do, 60,008 to 100,000 & 241^ M^. ТВТ 8 Nil Nil 
195,000 Do. do, Б % Cum, Pref., 1 to 135,000 10 |65,/65 596189] 18 010 
1,831,000 Do. do. 4 & Ist Mort, Deb. Block . 100 |4 4 % | 4 54 4 
5,782,062 | Metropolitan Consolidated ;. * с MÉ 9 1 & 95 1 610 
9,640,914 Do. Surplus Lande. 100 | 23% 23% 434 
8,285,000 Do. District wu ad 995 1 il | Nil Ni) 
891,837 EAS: m Electric Trams., ‘Ord. ee 1 vá oo | oe | 0495 6 10 1] 
814,016 do. Detd... . e 1 | Ni | Nil | Nil il Nù 
695.580 Do do. 44 XX Deb. 8 m. Pret, Red | 100 4 & 43 i T | 418 3 
, | о toc а, 4 
10,823,200 | Mexico Trams Co., Common Stock íi 1. $e a và — 
$9,000,000 lst Mort. 50- -year ‘0% Gia. Bds| . es, | cee | o. ] B A 516 
245,500 | Potteries Electric Traction T ^ zs i 4 | 4 4% Nil ve 
945,500 Do. 6% Cum, Pre. .. .. ec 1 |5 59 5 5 % 6170 
945,000 Deb. Stock . ‚| 100 | 44% | 44% | 44% | 44% 613 
87,850 Telegraph Construction and Maintenance . 19 i5 16 үү 15 96 500 
140,0001 | 4 b. Bds., 1 to 1,500 Red., 1909 | 100 | 4 4 4 4% 817 8 
1,000,000 | Underground Electric Railwa: 5% Prior Lien .. ás s. | o Ба 4190 
9,800,000 Do. do. КА: ә ый E ex ma 5 283 
4,900,000 Do. do. 6% Income Bonds ә n ds s нў: 5 
66,666 Willans, & Robinson, 1 1 to 80,000 & 80,001 to 116,666 6 Nil Nil 10 Nil a 
66,666 | Ро. 180,001 to 80,000 & 196,001 to 141,668 1 Ni . |69 169% 2580 
245,495 Ро, op bet Deb. Stock  . l | 49, 49, 4 4 5138 
ELECTRICITY SUPPLY COMPANIES 
15,000 | Bromle (Kent) ил, & P. 1 to 15,000 96 | 549% X 4g— 48 41à— 48 .. .. 521 
' 44 % 1st. deb. stock 100 da 49 da ni 91 — 94 xà | 91 — 91 is 82 418 9 
80,449 | Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000 5 |10 % % |10 % 110 7 = 7 т 613 4 
9,551 " : Cum. Pret, Б 7% 6172517 — 74 — 1 T 413 4 
,876 | Central Electric Supply 4 % Guar. Deb. Stock .. | 100 [4% X 44 1 — 97 —100 M гә 818 Б 
80,000 | Charing Cross and Strand Electricity Supply .. Б 6 4 x 5 7 5 12 4 - 4 —5. | 9H 9 
80,000 do. do. е A 6 a% X X a 44— — 4 78/1} 412 4 
,000 Do, "City Undertaking” 44 % Cum. Prf, 5 X * * Bi— 4i i . .. 6 61 
445,786 s do. 4% Deb, К „| 10 |4 14954 98 —101 £8 — 101 of e. 1 B19 8 
49,486 | Chelsea Electricity ly Ord.  .. а 5 6 4 X oy 4 Bà— 4 nds - ө z 512 6 
176, 0001 do. 96 . Btock Red. ee Btock 44° D 7 Ж 4 100 —103 100 —108 .. . + 1 b 
10,595 | City of London Elec. Lighting 5 595} 10 6 V 6 J 6 V 6 103 — 1 104 — 10 103 10 — | 6) 8 
40,000 Я Cum. Pref., 1 to 40 | 10 6 6 67 6 111— 1: 112— 1 124 . 412 4 
400,0001 5% Db. Stk., Bcrip.(iss.at115)allpd. | .. 15% 15% 59% 5 121 —124 121 —124 408 
B00,000 à 44 95 2nd. Db. Stk., Prov. rts., all 100 | 4X % | 44% | 44% | 100 —108 100 —103 1025 e š 175 
50,000 | County of Durham Electrical Power, Ord...  .. 5 4 4 .. 2 2 > — 2 oe 5 0 0 
60,000 * о. do, 6 ee 6 b * b * b r 5 96 m aes 8i ee ee 7 8 3 
250,000 do. do. b 96 lst tg. Deb. Stock ee ee ee Б 934— . 6 4 LI 
40,000 | County of London Eleotric ting, Ord. 1—40, 10 |6 6 5 5 7 11 15|. 613 
55,000 do, 6 % Pref. 40,001—60,000 | 10 |в 6 6 6 11 11 6 710 
400.0001 Do. an = , жо NE 4 105 —108 105 —108 ш рр 436 
400,000 Do. do. 2nd. Deb. Stock. | Stock % 98 —101 &9 —101 xd " 491 
B0,000 | Edmundson's Electrio , Ord. ә 6 il E os sů Nil 
80,000 Do, do. % Cum. Prell. 6 8 Nil | Nil eet à * Nil 
430,500 Do. 44 % 1st Mort. Deb. Btk, | 100 44% | 44 57 — 60 57 — 60 oe 710 0 
,000 | Electrical Dev. Oo dt Ontario, lstMtg.Gold Buds. $500 EUR L4 uu ps 91 — 94 91 — 94 92i Ka 6 6 5 
10,000 | Folkestone, 1 to 10,000 $e. E Б | By 54% | 54 43 s3— 4 .. ee . 6 12 10 
10,000 Do. 6 % Cum. ; Pref. 1 io 10,008 56. e 5 |Б b b 6 — bà — 6% .. ec « 413 0 
90,000 1st De b. Stock ee. ee ee 100 af 97 —100 97 —100 ee ° 4 10 0 
15,000 | Hove, 1 to 15, bc. xe 5 |9 9 9 62— 7 62— 7 517 3 
$1,876,000 | Kaministiquia Power Co. 6 Gold Buds. ui Dass Eur. | d —! 99 —101 $e & 4190 
31,000 | Kensington and Eni Electric Ord. Б [10 % [10 % 10 8 7 — 7 7 — 1 js а 541 
90,000 Do. do. 4% Deben. Stk. Stock | 4 4 4 4 95 — 98 95 — 98 s 443 
111,000 | London жале уне ме эе. ted, Ord, 8 |4 4 94% | 8 li— 2 1 i 416 0 
70,000 Do do. nt Prol. bs 5 |6 6 6 6 — bà 4 — 5k | 98/9 614 3 
806.000 | Metropotiten Misctric Soper „у А * 3 с M TE 
н е © to ae Б [10 8 5 — — M i» 4 
76,121 ** > Ou Pret. rione ^ ss 6 4 48— Б 4à— 96/3 : ve 410 0 
285,000 Ist Mort, Deben. Stock és 4 105 —108 106 —109 40 бе +1 4237 
948,0001 Mort. Deben. Btock * Stock % | 83)— 863 ot + А 4101 
‚000,000 | Mexican Electric Light Co., 5% Ist Mtg. Gold Bnds | .. |6 6 5 W |5% | 80— 82 — 82 82 з | +41618 
. — Do. Light and Power Co., Ltd. on | $100 $5 bx sa | 84% 1 71— 75 71 — 75 78 413 4 
$2,400,000 Do, о. . Pref. Btk. Btock ee ee ee 1 102 —106 102 —106 103 1021 po, «m 6 12 1 
&12,000,000 н do, 5% 1st Mtg. Gold Buds. к oe. Ч LE 85 — 87 B4 — B6 —» | 616 3 
250,000 | Midland Electric 4% ш Mort, Deb, 100 44% 4 98 —100 98 —100 994 . 410 0 
180,491 Newcastle-on-Tyne, | 187,500 „| 5 |в% ве вао 4— ч 4— t dia 5. 12 
126,600 | { North Metropolitan fae pees wi) 10 | .. | .. | .. | . | 99—101 | 99 —101 - 
10,859 | N Hill Electric Mh. uv us 10 "o n | 195 560 
90,000 | Oxford, 1 to 96 and 407 to „ 1 Ep 
50,000 | Do. 4%Deb.Stock .. .. .. co „ 100 4 H 4 4% 4 18 
119,694 | River Plate Elcty. Co. Ord, Nos. 1 to 190,507 1 .. [9% 6 18 % 4 14 10 
100,000 | Do, do. саа Cum. Pref. Nos. I to 100,000 1 |6%/6 6 96 | 6% 519 0 
900,000 | Do. do. 6% Deb. Stk. Red. 100 5 6 5 & 6 & 4H 4 
40,000 | Bt. James’ and Pall Mall Electric Light, Ord. .. 6 123% 10 % 10 % |10 % 670 
$0,000 Do, do. 1 96 Pret. to 40,080 5 |1 1 1 1 5 1 
150,000: Do. do. | % Deb. Віск Red, „| 100 |8 8) 919 7 
12,000 | Smithfield Markets El upply, OM s ou 6 14 il il Nil 
65,000 | South London Electric Bupply, be. ale di 4 |4 B 4 b 96 618 4 
120,000 | South Met. Eleo, Lt, 4 Power, Od.... 1 (ag % | 29% | 215 4 8H 
142,968 Do, do, F 1 1 1 1 7 96 617 ul 
924,520 Do. do. 4 W lst Deb. Btk, | 100 | 44% | 44% | 44% | 44% AR 
80,000 | Urban Electric ply, „ 6 5 6 b 5 % 95 6 8 
000 Do, 5 % Cum. Pret. ёч 6 5 6 b & b % M 51 
275,000 Do, do. 44% 181 Mort. Db. Bik. Red, | 100 44% | 44% | 44% 61 8 
000 | Victoria Falls Power Co., Pref, Nos, 1 to 800,000 .. 1 зой cbr [E 5 31 
110,000 Westminster Electric Ворріу, Ord. .. s .. b 18 35 19 3 10 & 10 512% 
279 Do, do. % Cum. Pref, Re- 6 |5 & ma a m 459 
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THE STEAM TURBINE OF THE 
OERLIKON CO. 


Тиш turbine is of the pure action type, with several pressure stages 
ina engle casing. Itis 3 from other action turbines 
by the fact that in it use is made of the speed of exit of the steam 
from the revolving disks as well as of the inlet speed. 


LEE PEEL EY AME 1 | 


Fia. 1.—OzEnLIKON Tung: STEAM PATH, 
VELOCITY AND PRESSURE OUBVBS. 


For this purpose the turbine consists of one or more groups of 
pressure stages, each having an inlet arc of constant length, whilst 
the successive expansions of the steam are allowed for by increasing 
the radial length of blade from stage to within each group. 
Once the maximum practicable length of blade has been attained, 
the steam passes to a second group of stages, distinguised from the 
previous group by an increased inlet arc. This increased arc again 
remains constant throughout the various stages of the new group. 
The radial length of blade diminishes in general from the last stage 
of one group to the first stage of the next, and then increases again 
gradually from stage to stage. | 

In this way, the turbine makes use in each stage of the exit 
speed of the steam from the previous stage, except in the case of 
the last stage of each group. Fig. 1 shows diagrammatically the 
steam path in an Oerlikon turbine, having two groups of pressure 
stages. The length of blade in the first group increases step by 
step as shown, from 8 mm. to 51 mm. The second group commences 
with blades 15 mm. long, and ends with 48 mm. blades. The inlet 
arc forms 16 per cent. of the periphery in the first group, whilst in 
the second it forms 90 per cent. The manner in which the pressure 
falls from stage to stage is shown by the curve р. The initial 
pressure might be 144 lb. per sq. in., and the final pressure about 
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Fic. 39.—DBETAILS OF BLADING. 


Tzuth part of this, or 14 lb. per sq. in. From this pressure curve р, 
and the peripheral speeds of the revolving blades, the curve w for 
the speed of the steam within the turbine can be deduced. 

As compared with some of the older action turbines, this turbine 
has the advantage of an absence of pressure difference between the 
two sides of each revolving blade wheel. The tendency to leakage 


ia therefore reduced, and this is made use of by the Oerlikon Go, 


Koy W 1 Á е 4 | 
N | ] 
— Е -—N- | „+ = | + = B - " LI 
МА мо | Д * куе y 4 l 
NN GUNES o [ Nain @ = «©, 
NENNANYANYA NY МУМИЕ TX | | (G 
i , PANAY wet fh ў 1l ў VA — x 
' š an Ni AN T 1 A ? | » 1 f И 22 2 ‚ен > 7 уу, 7» 
WANS ZIN ZS ZEN: М | i A Y le Y 
WZNZN ZN: INY Ca ' — у 
YNNA / | | КҮК — STD 
i 1 AA r * 1. * In + | 
eR а te T^r g-t -e ^» eer " Vv. — * 2 МЕНА | 1 DPA 
= | | FTT T 21171 „ | 
— | | | | | a | | l — 
| | *f—- | | | | | | 2 
14 NL! i ip | 
HEH INANE 
| | | | Y "NL | 
i i i | * М | | 
d | | A. 
| | 111 1 
A à | f | A f Д 4 | A 
L| 
|! Е uy "li 


mt 


MUMIA 


Fig. 4.—GovERNOB DETAILS, OERLIKON TURBINE. 


to increase the clearances everywhere, and so minimise the risk of 
breakdown. In place of clearancas of а few tenths of a millimetre, 
the Oerlikon Co.,use gaps of at least 1 mm. in the smallest sizes, 
and this is increased to about 24 mm. in the larger sizes. 

The effect of variations of speed and variations of steam pres- 
sure on the consumption of these turbines is shown in the following 
table. These results refer to the first 1,000-xw. 3,000-revolution 
turbine made, and p results have since been obtained. In 
this turbine the radial clearance between the boss of the revolving 
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Fic. 2.—SnOrrONAT. VW SHOWING ÁBBANGEMENT OF 
OERLIKON TURBINE. 


wheel and the fixed wheel was 11 mm., between the revolving wheel 
and the outer cylindrical casing 4 mm., and the axial clearance 
between the revolving and fixed wheels was 3 to 5 mm. 


Steam Жаан Віват KW. | | 


ean Hourly | Steam 
admission! tempera- | outlet output |i- steam con- 
pressure. ture. pressure. at | RPM. | consump- sumption 
Lb. per Lb. per , generator ' : tion in per 
sq. in. ' Deg. C. sq. In. terminals. | lb. kw. -hour. 
mene —ͤ— S ee — 
90 | 2805 | 135 | 526 | 3,000 ; 11100 : 209 
90 276 137 548 2677 ' 11,200 20°4 
90 276 117 | 465 1.700 | 11400 | 245 
52 | 258 82 8047 3,000 7,200 23:7 
74 253 79 : 499 | 3,005 ; 10,200 20 3 
106 | 2575 | 98 765 3.010 14,600 192 
136 | 271 121 1,004 3,000 18,400 18 3 
166 | 280 1:48 1,243 3,000 22,200 17:9 


Fig. 2 shows a diagrammatic sectional view of an Oerlikon turbine. 
The rotor is carried in two bearings, one of which is arranged to 
take the end thrust which, as in all action 
turbines, cannot be entirely eliminated. 
Forced lubrication is employed and, in the 
larger sizes, provision is made for water 
cooling. All bearings are completely isolated 
from the steam. Labyrinth packings are 
arranged where the spindle enters the steam 
chest. The spindle i$ amply dimensioned 
and tapers from the centre outwards, so as 
to facilitate the mounting of the disks. 

The stationary blade wheels are carefully 


= Ecco fitted into the interior of the cylindrical 


casing, are in two pieces, and are made of 
forged iron. The fixed blades are machined 
out of the solid steel. They are given the 
exact theoretical shape, and are polished, so 
as to reduce the steam friction. 

The revolving blade wheels, fig. 3, are 
shaped exactly symmetrical, and have a 
factor of safety of from 5 to 7. They are 
cut out of sheets of cast Siemens-Martin 
А steel of the best quality. The blades and dis- 
|: tance pieces are dovetailed into the rim of the 
| wheel as shown, and are riveted at intervals. 
Each wheel is tested separately, before 
assembly, up to a speed 50 per cent. in excess 
of the normal, although the governor employed 
with these turbines limits the speed increase 
to 10 per cent. or 15 per cent. The revolving 
blades are carefully made in nickel steel. A 
steel ribbon riveted to all the blades limits 
the radial depth of the steam space. Turbines 
up to 20,000 н.Р. are built on this plan, with 
a single cylindrical casing. 

The governor employed is shown in fig. 4, and the way in which 
16 is operated in starting up the turbine is as follows: 

By means of a by-pass v,steam is gradually admitted to the 
turbine by hand, and the turbine starts up. As it approaches the 
normal speed, the governor r, driven through worm gear from the 
turbine spindle m, takes over the tion, and if the three-way 
cook v is open, the oil pump { іе able to force ofl under the valve 
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piston e, and this opens the stop valve a, and keeps it open against 
the action of the spring f} Should the speed exceed the normal 
by more than 15 cent. however, the valve is automatically 
closed, and also should the supply of oil cease from any cause, the 
valve a is again automatically closed by the spring /,. bis the 
regulating valve, / is an oil distributing chamber, and /; is an 
auxiliary spring, by the hand regulation of which the speed can be 
varied + 5 per cent. The oil pump i supplies the whole of the 
foroed lubrication as well as operating the valves as described. 
In order to shut the turbine down it is only necessary to turn the 
three-way cock v through 90: thus admitting oil to the top instead 
of the bottom of the cylinder e. An indicator is fitted to show 
whether the stop valve is open or closed at any time. 

For overloads (or for normal load without condensation) live 
steam can be admitted direct to the second or third group of blades 
instead of to the first. The greater area of steam passages thus 
attained admits a greater quantity of steam. 

The condensed steam from these turbines is found to be entirely 
free from oil. 

A flexible coupling is provided between the turbine and its 
electric generator.— Le Génie Civil. 


THE JAPAN-BRITISH EXHIBITION. 


Тнк erstwhile Lord Mayor (Alderman Sir George W. Truscott) 
entertained a large party to luncheon on Friday last at the Mansion 
House, to meet Prince Arthur of Connaught (hon. president of the 
Japan-British Exhibition 1910). 

In proposing the toasts ої “ His Majesty King Edward VII.” and 
of “ His Imperial Majesty the Emperor of Japan," the Lord Mayor 
commented on the active interest which both Sovereigns were 
taking in the coming Exhibition. 

The Lord Mayor, in afterwards proposing '' Success to the Japan- 
British Exhibition,” said he thought the company would agree with 
him that the happiest part of that title was the hyphen, which 
represented the alliance they all rejoiced in between the two great 
Empires of Japan and Britain. Proceeding, his Lordship said the 
project, which was to take shape at Shepherd’s Bush next year, must 
prove to be one of the most interesting of modern Exhibitions, 
What they now desired was to call British manufacturers to arms, 
in order that they might show what they could do in the arts of 

. The Government and the people of Japan were ready and 
willing, as they had already demonstrated, to the customers of 
England. It now only remained for the British manufacturer to 
enable them to be so. The foreign trade of Japan with the British 
Empire amounted to-day to something like £24,000,000, or 29 per 
cent. of her foreign trade taken altogether. It was surely worth 
our while to maintain that splendid commerce, and, if possible, to 
increase it. It had been suggested that possibly the Corporation of 
the City of London might see its way to take part in the British 
section, and that the leading City guilds might possibly arrange 
historical exhibits of the trades they represented, to add to the 
importance of that section. 

Prince Arthur of Connaught, in replying, said: It gives me 
very great pleasure to reply to this toast, which you, my Lord 
Mayor, have so eloquently proposed. I feel I could not do 
better than quote the words of my revered grandfather, the Prince 
Consort, at the Mansion House on a similar occasion in 
connection with the Exhibition of 1851. No one,” he said, 
thoughtfally considering the particular features of that Early 
Victorian era, could doubt for a moment that it was an age of 
wonderful transition—an age tending rapidly to accomplish the 
end towards which all history pointed namely, the unity of man- 
kind. That unity," continued his Royal Highness, ' was not one 
which broke down the limita and levelled the peculiar character- 
istics of nations, but one which drew them together with one great 
object—the mutual understanding and the general good of the 
human race." As commercial men, those here gathered together 
to-day are perhaps more fitted than the rest of the community to 
judge how much this material progress has helped towards realising 
that peace which the Prince Consort bad so much at heart. 
What the Franco-British Exhibition has done in this direction is 
well known, and it promises well for the future to see so many 
gentlemen of standing and position in British commerce assembled 
together for the purpose of carrying out the organisation of yet 
another vast enterprise, which will help to draw the ends of the 
earth together, strengthen the bonds of political and commercial 
union between us and our gallant allies, increase the prosperity of 
both countries, and make for the advantage of each of our great 
Empires. That would have been the thought animating the great 
Prince whose words I have quoted : that, I venture to hope, will be 
the thought animating all present here to-day in connection with 
the Japan-British Exhibition. The co-operation of the City of 
London will be most valuable to the Exhibition; while the Lord 
Mayor's idea of the City Companies participating, in the manner he 
has suggested, would create a new departure in the hietory of 
exhibitions which I am sure our Japanese friends would greatly 


appreciate. The Japanese Exhibition, being of such a singularly 


interesting character, is bound to attract universal attention ; and 
there is no doubt that thousands will come from all parta of the 
world to avail themselves of this splendid opportunity of seeing the 
treasures of the East spread out before them. I feel confident that 
our British manufacturers and merchants, fully realising the great 
importance of this Exhibition, will lend their strongest support by 
pending exhibits which will he worthy of во unique an occasion, 


His Excellency the Japanese Ambassador, who also responded 
to the toast, said that the Government and people of his country 
had been doing their best to make their exhibits worthy of the 
occasion. According to accounts he had from home, the prepara- 
tions were on an elaborate scale and in a very advanced state. The 
ambition of his countrymen would be to show to their allies their 
past achievements and p in the path of peaceful progress and 
development, and thereby bind more closely those important ties 
which happily united the two countries, politically and commer- 
cially. Those of his countrymen who would come over to England 
next year in considerable numbers would derive benefit from the 
examination of the splendid array of British exhibits which would 
no doubt be displayed at the Exhibition, and he hoped that would 
result in an increased demand for British products. 

The Lord Mayor subsequently telegraphed to Prince Fushimi 
in Tokio sending hearty greetings from those present, and assuring 
the Prince that everything that can be done should be done to make 
the Japan-British Exhibition at Shepherd’s Bush an unprecedented 
success, and the following reply has been received by the Lord 
Mayor-elect (Sir John Knill) from Prince Sadanaru Fushimi, who 
will visit the Anglo-Japanese Exhibition in London next year:— 


Japanese Government, Tokio. 
I am grateful to receive your hearty greetings, and appreciate 
your earnest desires for Anglo-Japánese Exhibition. Please 


convey my sincere thanks and earnest wishes for the complete 
success of the Exhibition to all the members. 


PROCEEDINGS OF INSTITUTIONS. 


Institution of Electrical Engineers (Birmingham Section). 
Inaugural Address of the Chairman, 
Мв. R. К. Moncox, M. I. E. . 


I mave to thank you for the honour you do me in choosing me as 
your chairman for the coming session. Ina way I feel that an 
apology is due. I am not actually myself engaged in electrical 
engineering, though I think I may say I am direct coupled to it. 
There appears to be no doubt that at 3 the electrical industry 
is passing through difficult times. ere is a great deal of severe 
competition both home and foreign, and the market iteelf is not 
expanding as satisfactorily as in the past. I think that having, as 
T have, a keen interest in the progress of electricity, but being, as it 
were, on its borderland, I may be able to survey the position from 
a somewhat special point of view. More particularly I wish to con- 
sider the state of the primary branch of the industry—namely, 
large electrical engineering—which will be referred to as “the 
industry” in many places. With the object of getting into 
closer touch with internal opinion I referred to the reports of 
annual meetings and to the balance-sheets of the leading companies, 
and was surprised to note that at least one or two companies it 
every year since the beginning of the century complained of 
general industrial depression, although in the same years others 
might state that e was satisfactory. Opinions being so oon- 
flicting I thought it advisable to analyse figures to discover to what 
extent depression or the reverse existed, by an examination of 
figures published or otherwise obtainable for the past few years. 
In some respects the state of the electrical industry is dificult 
to analyse. Its development depends upon the development of a 
practically new science, and its progress is affected not only by the 
general progress of trade, but also by the success of its competition 
with older methods of attaining particular ends. If electricity 
were unknown, oil and gas could still give light and heat; ropes, 
belte, and shafting would transmit our power, and locomotives or 
horses propel our trains and trams. But the convenience of the 
electrical method is such as to make comparatively rapid headway 
in these fields. 
In studying the period from 1900 to the present day from avail- 
able statistics, it at once becomes apparent that immediately the 
disturbance caused by the South African War had subsided, the 
trend of trade was upwards on a very steep curve, except that 1904 
and 1908 were noticeably periods of depression. 80 far as the 
Board of Trade returns for total imports and exports are concerned, 
the 1904 depression is masked by the demands of the Ramo- 
Japanese War, whereas that of 1908 is obvious. To find the signs 
of the former depression we must go to other figures. Among the 
chief users of electrical power are the- textile, the iron and steel, 
engineering, shipbuilding, chemical, and mining industries. А 
study of the Board of Trade returns for these industries reveals the 
signs of depression not in the textile industry, which shows a steady 
increase up to 1907, but in the others. In the iron and steel 
industry there was a decided falling off in exporta during 1:304. 
The chemical exports instead of increasing were almost steady, the 
machinery exports showed an increase less than that shown in 
either 1903 or 1905. Also there was a falling off in shipbuilding in 
1903-4 for vessels for our mercantile marine. There was likewise 
a fall in the rates of increase of coal and pig-iron production. 
The depression of 1908 is much more marked, and statistics show 
a retrograde movement all round—a very serious one in the textile 
trade, and actual decreases in all the other above-m 
industries. As further indicating that these were years of дерге” 
sion, the returns of unemployment show a peak in both. It ist 
be hoped that the coming winter will show some alleviation of tbe 
unemployed position compared to last year, when it assumed sach 
serious proportions, 
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Another important consideration bearing on the progress of the 
industry is to be found in the ansion of public supply, my 
authority for which I take from the latest edition of Garcke's 
Manual. The figures show that whereas there was an increase from 
1906 to 1907 of 197 million units, the increases from 1907 to 1908 
was only 104 million units. The increase of plant installed for 
supply undertakings have likewise fallen off considerably in the last 
year or two. 

The traction figures for municipal trams extended but slowly 
during 1908. The expenditure of tramway companies was very 
considerable, but Mr. Garcke points out that the rate of growth of 
increase is not maintained, and a considerable portion was 
accounted for by railway companies’ electrical expenditure. The 
Board of Trade returns treating of the electrical industry itself are 
incomplete and unsatisfactory. Roughly, they reveal that whereas 
our imports of electrical machinery have since 1903 maintained a 


fairly constant level of, say, £600,000, our exports have risen from 


jast under half a million to about one and one-third million. 

igures of electrical exports and importe, including machinery, 
have been subject to various adjustments and classifizations which 
obscure them, but the position may be summed up by saying that 
the imports have shown an almost steady rise, while exports fell 
severely in 1904 and again in 1908. The exact value of our home 
market for electrical machinery is one that is difficult to estimate. 
The census of production figures for the industry are not available, 


and unlike some of our foreign competitors, we do not seem 


anxious to publish iculars of our sales. Occasionally some 
indication is offered in prospectuses, but incomplete and sometimes 
over-optimistic. I endeavoured to get at it in & round-about way 
as follows: I obtained, after considerable inquiry, particulars of 
the number of employés of leading firms. I also got from some 
of them the proportion existing between the export and home trade 
in a sufficient number of cases to suggest an average figure. The 
average was taken, the percentage from each firm being properly 
weighted by multiplying it by the number of employés. As the 
figures given were confidential I can only give my results as follows: 
This rate for 1908 works out at 314 per cent. foreign and 683 per 
cent. home. The figures are necessarily approximate only, but 
indicate that our home consumption is in the neighbourhood of 
£3,000,000, our exports one and one-third million, and imports balf 
.& million. In comparison with previous years our exports appear 
to have increased faster than the home consumption. 

Another noticeable point has been the falling off in the ratio, in 


our home consumption, between work for public service to that for 


private service. A recent estiniate of the municipal demand was 
about 1j million per annum. To-day's figure is probably a good 
bit less than this. Estimates of the output of other branches of 
the industry, which I glean from evidence collected in the Tariff 


Commission's report, are that the home consumption of electrical : 


fittings is between £300,000 and £400,000 per annum, of which 
about half is imported. For lamps the home consumption is about 
20 million lamps, of which about 7 millions are imported. 

So far the analysis has been chiefly confined to the consideration 
of the market for finished goods. "The prices of raw materials will 
next be taken. The most noticeable feature of the century was 
the rise in price of copper in 1906-7 to a value double that pre- 
vailing in 1894-5. "This rise, it will be seen, occurred on a falling 
market for electrical machinery, and was a factor in producing con- 
siderable distress to manufacturing concerns. The price of pig-iron 
from a very low figure in 1901 has risen steadily, and was in 1908 
* nearly 70 per cent. above the former figure. Under these conditions 
of output and prices of raw materials, what has been the progress of 
selling prices? Asan indication I propose to take instances which 
represent the general trend, selecting the branch for wbich the figures 
are most easily accessible to me—namely, generating sets for 
coupling to high-speed engines. I propose to give the price per 
kilowatt of alternating and direct-current machines of about 250 
KW. and about 1,000 kw. The averages thus obtained for 1901-2 were 
£3°6, £34, £2°6, 23:0 per kilowatt. These started at once to fall, 
first slowly, then rapidly in 1904, and then again gradually, till to- 
day the corresponding figures are #19, £1:85, 21:5, 4155. The 
trend of prices has been similar in practically all branches of the 
trade, and in the allied industries of stationary engine building and 
steam turbine building. The increased price of raw materials in 
1906-7 made no difference to the rate of fall. 

The causes assigned for the fall are three-fold. Some put it down 
to foreign competition either real or feared, others to over-produc- 
tiveness in the industry, others, again, to depression of general 
trade. A satisfactory feature is that up-to-date machines are 
better designed and more reliable than the older; they are better 
manufactured and much better standardised. A few years ago to 
meet the cut prices, some machinery was turned out of inferior 
design, but the mistake of such a policy has been clearly shown, 
and my own experience is that our manufacturers now turn out the. 
finest machines in the world at prices far below their true value. 


— — — [ M . . —— 


1 \ П 
Traction | instrumente 


Lamps А 
Large en : d Foreign 
Year Cables. fitting and acces- and accu- : 
gineering | wiring. sorles. mulators. | Agencies, 
t 
1896 | 1,700,000 | 1,400,000 | 590,000 — | 45000) | 120000 
1902 5,000,000 2,500,000 2,200. C00 600.000 900.000 500,000 
1908 9,000,000 8,200,000 4,300,600 500,000 1,400,000 | 509,000 
A further point that reeds consideration is the distribution of 


capital: in the industry. The figures for this capitalisation are 
given in Garcke's Manual, but, unfortunately, they are very dis- 
guised by the inclusion of a large number of companies whose 
staple product is not electrical, or who are merely agents for foreign 


manufacturers. I have taken out revised figures which will, I 
think, put the position more clearly. Mr. Garcke states that from 
1896 to 1906 the capitalisation grew from £6,500,000 to £40,000,000. 
I have attempted a closer analysis of the figures for the three years 
1896, 1902 and 1908, which I tabulate as in the preceding colamn. 

It will be seen that much the largest rise in capital has been in 
the industry I am specially considering, and this branch is the one 
which accordingly will suffer most from internal competition. The 
stress in other branches is more likely to occur. from 5 
petition or that due to the large engineering factories ing up 
accessories as a sort of by-product. | 

The tendency nowadays is towards wholesale manufacture and 
the accumulation of subsidiary manufactures into the hands of large 
firms whose business is of such a nature as to be akin to the 

articular subsidiary. It is generally a mistake to endeavour to 

ink up two industries which requires staffs of absolutely different 
training. For instance, engine-building pursued by electrical firms 
has not on the whole been a great success, and probably always leads 
to waste in staff expenses. The heavy capitalisation which has been 
noted in the engineering section is one particularly worth note, and 
its effect may be usefully illustrated by a wider review than has 
been hitherto adopted. 

In a way it is a young industry, but past itsinfancy. In its 
infancy it suffered from one very bad slump in the early and 
middle eighties, similar to that which recently hit the infant motor- 
car industry. This slump was undoubtedly due to the great rush 
of capital into an industry, based on a mistaken idea as to its 
immediate future. In the year 1882 alone nearly £9,000,000 of 
capital was raised for electrical enterprises. As a result, com- 
petition was so keen as to reduce profits to vanishing point. Im- 
proved methods of manufacture and gradual realisation of the over- 
eager anticipations of the companies gradually steadied the industry 
into one of increasing prosperity. 

The progress of electric lighting, which came with the improved 
design and cheapness of lamps, continued steadily. Electric 
traction found more and more application, and up-to-date manu- 
facturers, by adopting electric drive because of its convenience, 
cleanliness and economy, all brought grist to the mill, and a remu- 
nerative business was done during the closing years of the last 
century by a number of concerns whose names are household words 
with us. 

The beginning of the twentieth century seems to have heralded 
harder times. The older companies, led on by their excellent 
trade, increased their capital, and new enterprise was tempted in 
by the evident prosperity of the business, till to-day we are again 


. in the position that if all our works were full, the demands of our 


home and export trade would not be enough to take their output. 

I find that, generally speaking, the summary of figures which I 
have 80 far given throws considerable light on the published remarks 
made at the various company meetings, which, as I previously 
mentioned, I had found somewhat conflicting.. It is obvious that 
the sore straits in which some of them found themselves blinded 
them to the actual course of events, but, on the whole, they are so 
instructive and illustrative that I should like to abstract a few of 
them. In 1901-2 there was a great bustle in the industry, large 
factories were built, big extensions were made, and manufacturers 
were evidently starting on a big campaign of development. In 
1903 there were general reporte of improving trade and growing 
business, but here and there a complaint of small profits due to the 
inauguration of new factories. In 1904, apparently, foreign com- 
petition was severely felt, and a heavy fall of prices occurred. The 
report of Orompton & Co.s meeting is so instructive that I will 
abstract it somewhat fully. The chairman stated that results did 
not compare favourably with recent years in consequence of general 
trade depression and continued competition, though there were 
signs of improvement. Prices were dropping fast, lists of standard 
goods falling as much as from 10to 25 per cent. in a month. Public 
tendering was so keen that in one case there were 60 tenderers, 
Although they turned out more goods than in 1903, the money value 
wag less. 

In 1905 the general report was that competition was increasing 
in intensity, though the volame of business was improving. In 


1906 came a rise in the price of raw material, in spite of which no 


corresponding rise occurred in prices. An interesting summary 
was given at the Electric Construction Oo.’s meeting, the chairman 
reporting an increased output from the factory, but no increase in 
profits, in spite of careful organisation. They were not alone in 
this unfortunate position, which did not arise from lack of demand 
or foreign competition, but was solely caused by excessive expan- 
sion of production in this country. Three or four years before 
great preparations had been made for an increased supply of elec- 
trical machinery, which was only partially justified, the demand 
not being sufficient to provide employment for all. Average prices 
had been reduced by more than 30 per cent. in three years, in face 
of an advance in prices of raw material. | 

The evidence all points to considerable increase in the volume of 
trade in 1906 and 1907, in spite of a marked reduction in the in- 
creases of municipal expenditure. Reports show that improve- 
ments in organisation and design were having their effect in coping 
with the reduced scale of prices, but towards the end of 1907 the 
cheerful tone disappeared and a severe depression set in, the reasons 
for which, as well as its character, will be quite clear from what 
has been said about the very obvious slump of 1908. 

It is certain that had it not been for increased productivity, the 
first seven years of this century, excepting 1904, would have been 
progressively profitable. In fact, 1906-7 were remarkably good 
years. The introduction of the metallic-filament lamp has un- 
doubtedly reduced the requirements in machinery, and it remains 
for the increased cheapness and efficiency of electric light to 
stimulate the demand to a pitch when plant requirementa shall 
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again assume an upward grade. Obeap electrical power is encour- . 


aging further industrial application, and if experience of heavy 
traction, at present on its trial, is satisfactory, it is only a matter of 


time before this application is extended. Tramway work is bound 


to extend with increasing urban population. 

In shipbuilding more and more work is being done electrically, 
. and the electrical requirements of the ships are growing, while at 
present the air is full of rumours of the close approach of electro- 
marine propulsion. All these things give hope that, as the capitalisa- 
tion which caused the slump in the early 80's was justified in the 
90's, пас of the first decade of this century may be justified in the 
second. 

But to cause such a demand, capital and enterprise are required. 
I use the word capital in the usually understood sense of capital in 
bulk. While freedom of capital may not so much affect the sale of 
an article which can be bought in penny lots, when it comes to an 
industry whose output comprises units costing hundreds or 
thousands, free capital is its life blood. Without it, we must look 
to great restriction of our home market, which is at present our 
chief one, with the likelihood of foreign competition such as 
occurred in 1904. The other grest markets of the world are 
practically closed to us, Our Colonial industries, though growing 
rapidly, are not Jet large enough to make up the deficit, and the 
same may be said of various non-manufacturing countries. The 
industry is so large and important that in foreign countries it 
receives special support from their Governments, and it is esti- 
mated that in Germany the number of employés increased from 
1904 to 1906 from 72,500 to 95,000. According to Garcke, the 
comparative British figures for 1907 would be 45,000. It is esti- 
mated that the whole of the electrical industry in this country 
employs 300,000 persons, so that its prosperity may seriously affect 
the question of unemployment. In the large engineering branch 
capital must play a great part. Contracts are severe, and payments 
for the finished article are often held up for long periods. All the 
while the wages of labour must be promptly and fully paid. 
Capital is the fly-wheel of industry, which keeps things going 


steadily under the fluctuating impulses of demand, and enablesthe . 


machinery to grind out at an even rate the current of wages. It is, 
therefore, the business of capital to keep wages secure. But it 
cannot perform this function rightly unless it is secure itself. Such 
security requires a large enough market. It is serious to note in 
Garcke's Manual that almost £7,000,000 of capital in the industry 
earns no dividend at all, and to observe the serious fall which has 
occurred in the Stock Exchange quotations for electrical securities. 
In an industry so specialised, and which requires a great amount 
of brain work, a great deal of expensive machinery, and large 
purchases of raw material, the capitalisation must be high. I find 
from figures of numbers of employés, and of the capital of a 
number of our leading companies, that on the average £300 of 
capital must be found to provide workshop, tools, security, and 
trade for every single workman. 

The average capital expended on buildings and plant is nearly 
£200 per man employed. Oareful organisation, with increasing 
trade, will enable this figure to be reduced. The staff expenses for 
technical and clerical work are necessarily very high, and add con- 
siderably to the dead charges. In many instances their total is as 
high as the wages bill; while, taking an average for the clerical 
staff of a number of the large firms, it will be found that one clerk 
is required for every three to four workmen. The importance of 
this clerical element is often overlooked when discussing the 
relation of capital to labour. I wouldlike to enlarge upon the 
internal relations of manufacturing, but the information is very 
hard to obtain. In this connection the annual report of the 
American G.E.C. is most interesting. From the 1907 report I glean 
the following: — Area, 4,770,000 sq. ft.; employés, 28,000; cost, 
$112 per eq. ft.; orders, $60,000,000 ; capital, $64,000,000. 

Ihave touched a little upon the great subject of the relations 
between capital and labour, but will refrain from discussing it at 
all in its political aspect, as I have refrained from remarking upon 
the tariff controversy. We are not a political institution, but one 
thing upon which we all are intent is to do our bit for the welfare 
of our great industry, and thus for our country. Our bit is for the 
manufacturer, designer, and consultant to see that our producta, 
designs, and schemes for 1910 are so superior to what we have done 
before that our older works will be discarded, and their substitu- 
tion bring in such a crop of orders as to give plenty of business 
and full employment to our engineers and factories alike. But 
not only must our 1910 goods be better than our previous ones, 
they must be better tban any one else's 1910 goods. 

We are now so well equipped with fine technical schools and 
universities, and they have such splendid men on their staff as 
professors, that we may rest assured that engineers are being 
turned out, equipped with the highest training, and able to hold 
their own in any competition. This, above all, will ensure our 
industry showing progressive improvement, which will keep the 
market alive. 

A noticeable feature in the addresses of chairmen of local 
sections of late years has been the stress laid on the education 
problem, and very rightly, but we must see that the thing is done 
properly and not overdone. Education can narrow as well as 
broaden. 

That a man in his time must play many parts has never applied 
to any one, I think, as much as to the modern engineer. It has 
been pointed out that he may have to be a physicist, mechanic, 
accountant, salesman, organiser of labour, and judge, and you 
cannot be educated to all that. АП that our teachers can do is to 
lay the right foundation of knowledge and leave experience to do 
the rest, So much has been said and written by able men on this 
point that Ican but refer you to their writings and words for 
guidance in forming your own opinions, but there ís one point on 


. daily Press, and he will make an engineer. 


which I feel strongly, and that is, that there is rather a tendency 
to discourage pure in favour of applied science. The value of 
mathematics in particular, as a training, should never be over- 
looked. Given zeal, I believe that mathematics, and plenty of it, 
will take a man further than any other training. It will give him 
that most valuable commodity, a well-ordered mind. A common 
experience is that if a student experienced difficulty in, say, 
advanced arithmetic, he would go back to it as child's play after a 
bout with algebra, and when algebra begins to get vague a dose of 
differential will send him back to scoff at the former difficulty, and 
so on into higher fields. A sound mathematician can always more 
readily specialise on a physical subject than another man—he is 
trained to reason. 

Too many engineering text-books are now written which makes 
boast of their non-mathematical nature. It certainly makes the 
book fatter and more expensive, but mathematics are labour-saving 
appliances, and should be used. Those who cannot use them 
should take the results they produce for granted, like a labourer 
with a complicated automatic. 

The number of successful barristers whose training has been 
mathematical is large, and any of us who have been in contact with 
a barrister on a technical subject must have been surprised at the 
great command of that subject which he can acquire at short notice. 
Take a mathematician, give him a workehop training, and let him 
read the technical papers instead of the sporting columns of the 
If he aleo has the gift 
of common sense and zeal for his profession he will make a good 
engineer. An engineer whose knowledge of mathematics and pure 
science is rudimentary is to his truly educated confrére much what 
a pianola player is to a pianist. 

And this brings me to my conclusion on a point at which manı- 
facturers, educationalists, and this Institution are on common 
ground. For it is only by keeping in the forefront of scientific pro- 
duction that we can hope to secure for ourselves a prosperous 
industry and a respected profession. 


Physical Soclety of London. 


AT the meeting held on October 22nd, 1909, Mn. F. E. Зигтн read 
a paper entitled On Cadmium Amalgams and the Weston Normal 
Cell" Cadmium amalgams may be solid, liquid, or a mixture o! 
solid and liquid phases, the percentage composition of the phases 
depending on the temperature. When a completely liquid 
amalgam is cooled below the lower transition temperature, the 
centre of the resulting solid is of higb cadmium concentration, and 
the outer skin of low cadmium concentration, Diffusion tends to 
produce uniformity, and in consequence the R. M. r. of a cell oon- 
taining the amalgam is unstable for a considerable length of time. 
When the amalgam is slowly cooled to a temperature a little below 
the lower transition temperature, the difference of concentratioa 
between the inner and outer parts of the amalgam need be only 
smallto enable the outer skin to be a two-phase system. Tbe 
diffusion process will be slow and the и.м.ғ. may remain cons 
for a very long time. Amalgams which were of uniform cadmium 
concentration throughout were obtained by chilling completely 
liquid amalgams to a temperature of about —50° G.; although not 
initially stable, rapid diffusion processes resulted in these amalgams 
becoming approximately uniform throughout after а few days, and 
their electromotive properties were markedly different from thoes 
of slowly cooled amalgams. If, however, the temperature of sucb 
an amalgam is raised until two phases exist, subsequent cooling 
will not restore the uniform condition, and an unstable amalgam 
results. The experiments indicate that a 12:5 per cent. amalgam 
may be safely used at all temperatures between 12° and 60° C., and 
a 10 per cent. amalgam at all temperatures between 0° and 51° С. 
Experiments were made on the temperature coefficients of the 
anode and cathode limbs of the Weston normal call, and show that 
if a difference of temperature of 1° C. exists, an error of about three 
parte in 10,000 is introduced. 


A paper entitled “Production of Radium from Uranium" WM 
read by Ма. Soppy. Measurements on the growth of radium 
in the three uranium solutions purified by Mr. T. D. Mackenzie 
between three aud four years ago have shown that in all the growth 
of radium is proceeding at а rate proportional to the square of tbe 
time, within the error of measurement. The methods of testing 
have been improved, and the ordinary error is not greater than 
10—?? gramme of radium. This result indicates the existence of only 
one long-lived intermediate product in the series between пгАШОЮ 
and radium. 


Мв. Soppy next read a paper entitled The Rays and Prodect 
of Uranium X." Experiments have been made with tt 
uranium X preparations separated with the help of Mr. A. 5. 
Russell from 50 kilogrammes of pure uranylnitrate. It is D 
cluded that the parent of radium caunot be the direct product o 
uranium X. The experiments, taken in conjunction with ur 
given in the preceding paper, indicate that it is not a product © 
uranium X at all, bat the subsequent history of the uraniom - 
preparations must be awaited before this can be decided. 


A third paper, entitled “The production of Helium from цап" 
and Thorium," was also by Мв. Soppy. Helium bas been detecte 
in four experimenta with uranium, in three with thonum, and а 
with pitchblende solutions carried out according to the met 
already published. 
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DIFFICULTIES IN SUB-STATION PRACTICE. 


[COMMUNICATED. ] 


` 


OwiNG to the introduction of alternating current for power 
and lighting distribution, the areas of electricity supply have 
within recent years become very greatly increased, and as a 
result the method of distributing power at extra high preesure 
and reducing it by means of static or rotary transformers has 
become increasingly prevalent. This has led to the develop- 
ment of an entirely new set of conditions as regards elec- 
trical operation, which, in practice, differ from ordinary 
generating station ‘procedure. Up to the present not 
very much has been made of the special difficulties to which 
the attendants in electricity supply sub-stations are sub- 
jected, and it may, therefore, be worth while detailing in the 


following paragraphs typical instances of the difficulties : 


which have been encountered, and the way in which they 
have been overcome, 
Owing to considerations of rental values and the necessity 


of economising in ground space, it has become the practice 
in recent years to locate the sub-station either in the base- © 


ment of one of the buildings in the supply area, or even under 
the street. This is more especially the case in the large 
centres of population, such as the metropolis. This intro- 
duces certain difficulties with regard to lighting and venti- 
lation, which are ably foreseen and planned for by the 
architects having charge of the scheme. There are, how- 
ever, incidental dangers with regard to the working of the 
supply which are not always predetermined. For example, 
in one sub-station, which was converted from an old steam 
plant engine room, located under a theatre, and from which 
the whole of the supply to the theatre was fed, the 
whole room was sunk under the level of the roadway, 
although conteined within the building area of the theatre. 
In the reconstruction, a trap to a sewer 4 ft. above the floor 
level of the sub-station was left unnoticed, and remained 

by any protective device when the station 
was reconstructed. During a period of 
load it happened, unfortunately, that a torrential rain- 
fall flooded the sewer, and the sub-station floor became 
covered with water from the trap to a level of 3 ft., with 
the result that part of the high-tension switchgear was 
submerged. This, of course, partially interrupted the supply, 
and a considerable amount of confusion was caused in the area 
affected. The trouble was, however, diminished to a large 
extent by the prompt action of the switchboard attendants, 
who borrowed a fire engine and pumped out the water from 
the sub-station almost as quickly as it entered. The only 
deyice which was permanently put out of action was a small 
high-tension transformer on the high-tension board, which 
had to be removed and dried, and the oil renewed. After 


the station was cleaned out the trap to the drain was stopped, 


in order to prevent any recurrence of the trouble. 

Another evil which can also be traced, in many cases, to 
the situation of the sub-station is the excessive amount of 
dampness in the atmosphere, and in this connection it may 
be urged that sub-station buildings placed below the level 


of the ground should be protected by double walling and. 


sheets of damp-proof material between the two walls. In 
very marshy ground it is not too much to specify that con- 
crete shall be freely used, and, at the lower levels at any 
rate, cavities should be left so that bitumen or pitch may 
be run in, in a continuous sheet, to form a protective course. 
If means are not taken to prevent the percolation of water 


there should, at any rate, be a provision for warming and 


drying the sub-station chamber. This can be partly done 
by the heat developed in the transformers, which un- 
doubtedly has a drying effect upon the atmosphere, and may 
be assisted by providing a gentle circulation of air by means 
of a fan. If such precautions are neglected, serious accidents 
may occur upon the high-tension apparaius due to the depo- 
sition of moisture upon the insulators. In one sub-station 
the high-tension current is conducted along a path near the 
wall by means of separate rubber-insulated cables, cleated 
with porcelain insulators to the wall. When a damp cloth 
touched the glazed brick wall and the outside of either cable, 
as was almost inevitable when cleaning down the walls of 
the sub-station in the usual way, a number of crackling 


heavy . 


sparks were emitted, about , in. long. Such disruptive 
discharges might very easily, in course of time, penetrate 
the insulation of the cable and cause a serious breakdown. 
The remedy adopted was to keep the walls near the cables 
quite dry by means of heat and fanning, as above 
described. 

In many cases the switching arrangements of a trans- 
former sub-station are very carelessly designed. So far as 
possible the rule which has become general in the generating 
station, that is to say, that each switchboard should be its 
own wiring diagram, should be followed in the sub-station, 
but owing to restricted space and the consequent crowding 
of apparatus, this rule is not followed so strictly as it 
might otherwise be. This has its effect in many 
instances upon the operation of the sub-station, as will 
be evidenced by the following incident. In one of the 
main transformer sub-stations on a widely-extended supply 
system it is the practice, after the load of the day has 
come down to а minimum value at about 1 o'clock a.m., to, 
shut down all the transformers but one on each phase, in. 
order to avoid the iron losses due to superfluous. trans- 
formers. The switchboard attendant in this sub-station was 
not particularly careful to observe that the high-tension and 
low-tension switches which he handled corresponded in 
every case, and the result was that he left the low-tension 
side of one transformer connected to the network of the dis- 
tributing area, opening all the other low-tension circuite, 
wbile he left thé high-tension side of another transformer 
connected to the feeders. The result was that, as this. 
particnlar sub-station was left completely isolated from 
the remainder of the low-tension system at night time, 
the load was cut off the whole of the area fed by this station. 
It was not noticed immediately, as the sub-station lighting 
was fed from a separate small transformer, and it was not, 
until reports of the extinction of lighting were received that 
the mistake could be rectified. | 

Probably the majority of the difficulties occurring in static 
trangformer sub-stations are due in some way or another to 
the transformers themselves. They are of the type of appa- 
ratus which causes trouble by being apparently so simple as 
to require no supervision, and in large-sized sub-stations the 
units are generally so bulky as to prohibit very frequent or 
thorough overhauling. For this reason supply and distri- 
bution by means of static transformers is not, perhaps, quite 
so simple a matter as it would appear at first sight. Quite 
apart from initial difficulties due to carelesaness on the part of 
erectors—such as, for example, a case which actually 
occurred in which a transformer was completely burned out 
because it was connected up the wrong way about; that is 
to say, with the high-tension feeders connected to the low- 
tension terminals of the transformer—a good many unfor- 
tunate_occurrences may take place during the course of 
running. In one sub-station of this nature three trans- 
formers of 50 Kw. each, converting from 3,000 to 200 volte, . 
failed one after another within 18 months of their install- 
ation. The trouble was at first attributed. to defective 
design, and, on this being rebutted, all sorte of fantastic 
theories as to voltage surges along the high-tension cable 
breaking down the insulation were advanced. As a matter 
of fact, however, it was probably simply due to defective 
drying of the transformers, as, owing to some amount of 
urgency when the transformer sub-station was first put into 
commission, the transformers were not dried out at all in 
the sub-station before the oi] was put in. They were never 
loaded beyond 75 per cent. of their full-load capacity, and, 
owing to a slowly increasing demand in the area, they had 
during this period plenty of time for rest. That this ex- 
planation seems to be the correct one is supported by the 
fact that upon the transformers being reinsulated they were 
run for a long period with full-load current through the 
coils, both before and after the oil was put into the trans- 
former chambers, and this measure obviated any further 
trouble from this cause. | 

An experience with transformers due to а faulty coil in. 
one of the windings may be of interest to engineers engaged 
in sub-station practice. One of the transformers suddenly 
broke down on night load, and refused to take up its share 
of the load. Curiously enough, the secondary coils appeared 
quite in order when a continuity teat was applied to them. 
Moreover, the low-tension voltage was correct when high- 
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tension current was switched in on no load. The curious 
feature was that when the transformer was put on to its 
ordinary working load, it refused to take more than from 
20 to 30 amperes on the primary, when it should have 
taken about 130 amperes. ere was nothing for it but to 
return the whole transformer to the makers for repairs. 

With the increasing use of oil-insulated, high-tension 
switchgear for sub-station practice, a note may be made 
concerning trouble which occurred in connection with one of 
these switches. It is not intended in any way to minimise 
the advantages of this type of switch, as it is 
undoubtedly the best form of construction for such an 
occasion, but it may be noted that care should be taken to 

ard against danger due to the expansion of hot oil in the 
switch chambers. In one such sub-station, high-tension 
switches were installed which worked in tanks of oil. On 
the top of the tank a hole was provided, about 1 in. in 
diameter, which served as an outlet for the oil in case of 
expansion. On one occasion, when a jointer was working 
over one of these switches, the oil shot ont from the hole 
with considerable force,'owing to sudden expansion and 
insufficient outlet, and completely spoiled the man's clothes. 
It is quite easily conceivable that such an occurrence might 
have much more serious: consequences, as the oil was hot, 
and only a happy chance prevented the man's face from being 
in the way of the discharge. Since this occurrence, small 
zinc shields have been made and placed as baffle plates over 
the holes, so that any oil which is ejected from the switch 
chamber is diverted away from any person in front of the 
Bwitch at the time. 

The above notes do not profess to be any connected account 
in sequence of the difficulties which may arise in static trans- 
former sub-station practice; they are merely given as 
examples derived from practical working experience which 
may serve as guides to correct items of practice as found at 
present, and having merit because they are derived directly 
from practical handling of the plant described. 


NOTES ON TRADE ABROAD. 


(Concluded from page 715.) _ 


From statistics quoted in Ше 
recently issued report of the Advisory 
Committee: on Commercial Intelli- 

gence, it appears that the Com- 
mercial Intelligence Branch of the Board of Trade is 
being made greater use of every year. Personally, 
we have always found the Department courteously 
willing to assist us as editors, and the more the trading 
members of the community recognise this willingness and 
also the ud of the Department to furnish information 
of real value, the greater will be their desire to avail them- 
selves of its resources. In the year 1906 the number of 
inquiries totalled only 5,544 (an increase of 25 per cent. 
on 1905), but in 1907 they were nearly doubled, being 
9,231. The rate of increase in 1908 was not so large, the 
total being 11,267, of which 6,764 were written inquiries, 
and 4,503 personal. For the first half of the current year 
the inquiries made were at the rate of 12,558 per annum, 
but as the rate is continuously increasing the total for 1909 
when ended will go a good deal beyond that figure. 

For the benefit of trading readers who have never yet 
turned to the Department for assistance in times of difficulty, 
we may indicate briefly the nature of the matters covered in 
inquiries received from firms desirous of opening up or of 
developing foreign trade in specified countries :— 

Commercial statistics; names of firms abroad engaged in 
perticular trades or industries; import, excise, and consumption 
duties; port, harbour and tonnage dues and other charges on 
shipping; Customs regulations; foreign and colonial contracts 
open to tender; sources of supply and prices of commercial 

roducts; foreign patent, trade marks and merchandise marks 
egislation; regulations concerning commercial travellers; trading 
licences; Consular fees; certifücates of origin; and methods of 
packing and means of transport. 

The classified lists of possible buyers of British goods in 
foreign countries and British Colonies are revised from time 
to time, and specialised lists are supplied to British traders 


Traders Asking 
Questions. 


who make 7 for them. The report says that there 
is evidence that these lists are greatly appreciated. 

For several years past the Depart- 
ment has reserved for Britich manu- 
facturers and merchants only in the 
first instance, reports regarding possible. openings for trade, 
&c. The circulation of this information to the various 
Chambers of Commerce enabled members of those bodies to 
have a reasonable start of foreign competitors who might 
later see the reports. But this favoured members of these 
Ohambers to the exclusion of British firms who were not 
members but for whose benefit a Government Department exists 
quite as much as for anybody else. The present Committee 
in 1907 introduced an extension of the principle by establish- 
ing a list of British firms who desired to be kept directly posted 
in such matters by the Department. At June, 1909, there 
were on the list 1,321 firms, but we venture to believe that 
that number will be largely increased before long.  Elec- 
trical firms would do well to avail themselves of this 
opportunity, and see what benefit there is to be derived 
from it. When we ask for Governmental assistance in the 
extension of our national trades, we should see that fnll advan- 
tage is taken of the privileges that are ours for the asking. 
It occurs to us that the Department may experience difficulty 
in confining'ite information to purely British firms, but no 
doubt it has a fixed line upon which it conducta searching 
investigations as to whether а firm desiring to go on the list 
is purely British, or is an importer with a British title. 
Otherwise we are simply helping the foreigner to supplement 
the information prepared for him by his own Government 
Consuls. After all, the foreigner in his own country, if he 
be better served with Consular information, as frequently 
appears to be the case, is already more favourably placed than 
is his British rival, and he may not need to take advantage of 
our Consular suggestions. Our advantage lies in the reports 

M being specially prepared for British 
Through British eyes and for British manufacturers or 
Spectacles. exploiters, and they are of special value 
only when they are prepared by men who know something 
about what they are reporting upon. Our feeling has long 
been that a Consul who is looking after the possibilities of 
doing trade in ootton or pigs cannot give specialised or 
valuable information regarding electrical openings. Не ms 
tell us that an electric lighting or traction plant existe whi 
means continuous demand for its cognate supplies, or that a 
scheme is on foot in such a place, but unless he has been 
associated somehow or other with electrical business of 
engineering, he ig likely to overlook important possibilities, 
or to send information which, while being too meagre on 
important points, is almost extravagant in its detail regarding 
unnecessary matters. For the present, as we have said 
before, we have to accept what we can get as a general 
guide, and by despatching our own electrical representatives, 
who aptitude for searching out electrical possibilities, 
get really to the bottom of things, each for himself. It iss 
costly procedure, no doubt, so many of us covering the same 
ground, but there is so much to be done if we get “right 
there" straight away, that we may each well repay our own 
expenditure in the connections that we establish for the 
future, as well as by laying up for ourselves a knowledge of 
the market, gained from a close intimacy with it—knowledge 
that never entirely loses its value, though it might require 
refreshing every few years. 

As hearing upon the foregoing, we 
may say that it is very satisfactory to 
learn from the report of the Committee 
that newly appointed Consular officers, 
before proceeding to their posts, are now attached for a short 
period of service to the Commercial Intelligence Brauch, and 
arrangements have also been made by the Foreign Office 
whereby Н.М. Commercial Attachés, and occasionally H.M. 
Consular officers, visit the chief manufacturing and com- 
mercial centres of the United Kingdom from time to time, in 
order to become better acquainted with the kind of informa- 
tion which it is desirable should be furnished for the benefit 
of British trade. A little local acquaintance’ is better than 
none at all, of course, and if such visita are going to make 
Consular officials more efficient instruments in helping us 12 
the commercial fight abroad, by all' means let them take place. 
We fear, however, that any visitor, knowing no one branch of 


Circulating Information. 


Ocular Demonstration 
for Trade Reporters. 


Vol. 65. No.1,63,Novmwaaa 12, 1909.) : THE ELECTRICAL REVIEW. 


799 


industry better than others, and only having а general idea 
of all, would be likely to end with copious notes covering 
practically every class of industry, with everything 
electrical, everything engineering, everything textile, and 


80 on; bat much of this knowledge he could get without ` 


going. His Department, no doubt, arms him with all 
sorts of commercial reference books, but beyond all these 
is there not a further need ? Does it nut seem that 
reports or statements expressly prepared by a specialist in 
each of the various trade departments would be likely 
to bring out in permanent form for reference detailed 
particulars of just what the manufacturers and traders 
want to sell abroad, or the kind of things which by 
adaptation they can make? For example, let a man who 
knows, or is capable of intelligently ascertaining, all about 
the electrical engineering capabilities of the country, 
specialise on what electrical firms can do, or want to do, 
indicating, after conference with the representative electrical 
firms in different sub-sections of our industry, with what 
kind of information the Consuls can best aid them. Let 
specialists in the textile trades, in textile engineering, in 
railway engineering, prepare similar statements for these 
departments, and so on throughout the whole of the 
kingdom and through the whole length and breadth of our 
industries. Then place such information as this in the 
hands of the Government agent who is going abroad. A 


full mastery of its contents should form, part of a man's 


training and equipment if he goes to represent British 
industrial interests. Would such material not be a safer 
guide for him than what he would be likely to pick up in 
a run through a score of commercial or manufacturing 
districts ? If it be desirable, let the commercial expeditions 
of these a//achés and Consular agents tour through the high- 
ways of our industries for the purpose of being profoundly 
impressed with their variety, their magnitude and their 
capabilities, and getting & pronounced local touch, but let 
them also carry back abroad the most complete specialised 
information in the form of the reports we have proposed. 
They will thus be doubly armed, and will be able to furnish 
us with just that kind of useful information for which we 
are all athirst. 
The report in its second section 
Special Missions Abroad. states that the policy of sending 
special commercial missions to various 
foreign countries and British possessions has been continued, 
such markets as Australia and New Zealand, Canada and 
Newfoundland, and Asiatic Turkey (Mesopotamia and Syria 
and Palestine) having been visited. In Section III it goes 
into the question of permanent trade representation in 
India and the Colonies, with a view to ensuring that 
а service of commercial intelligence, similar to that 
already afforded by H.M. Consular ofticers in foreign coun- 
tries shall be maintained. The Crown Colonies and certain 
of the self-governing Colonies nominated 48 officers to 
answer inquiries, either from the Commercial Intelligence 
Branch, or from individual firms. Four special Trade 
Commissioners were appointed in 1908 to visit Canada, 
Australia, New Zealand and South Africa, these being 
Messrs. Richard Grigg, C. Hamilton Wickes, G. H. F. 
Rolleston and R. Sothern Holland, and the whole time of 
these gentlemen is devoted to the investigation of the trade 
conditions and requirements of the respective Colonies, with 
а view to watching the movement of foreign competition 
and to reporting on all matters which may tend to the pro- 
motion of new or increased trade between the Mother 
Country and other portions of the Empire. By means of 
the co-operation of these special commissioners, the corres- 
pondents already mentioned, and a number of local corres- 
pondents in Canada, Newfoundland, Australia, New Zealand 
and South Africa appointed by the Home Government, it is 
expected that our traders will derive considerable benefit in 
the promotion of basiness in the over-seas dominions. 
Arrangements have farther been 
made for the exchange of information 
between the Commercial Intelligence 
Branch and the Director-General of Commercial Intelligence 
in India. The Government of India has sanctioned a system 
of telegraphic communication with the Commercial Intelli- 
gence Branch, under which information required by firms in 
the United Kingdom may be obtained for them by the C.I. 


Other Points. 


Branch on deposit of a sum sufficient to cover the cost of 
inquiry and reply. 

Other points touched upon in this important report in- 
clude the steps taken by the Branch to ascertain the probable 


effect of proposed changes in the tariffa of ^foreign countries 


likely to affect British trade. Further on, in alluding to 
the taxes imposed on commercial travellers in British 
Colonies, the report says that inquiries have shown that these 
taxes, though irritating and vexatious, particularly when 
levied in British Colonies on travellers from the United 
Kingdom, do not operate to any large extent in restraint of 
British trade, except in one or two inatances in which the 
amouat of the tax is very high. It does not appear that the 


British commercial travellers are under any greater disability 


in regard to these taxes than travellers of other nationalities. 
Therefore it is mot proposed to take any action in regard to 
the matter. Those who decide to study this report in exlenso, 
will find references to eertificates of value for goods exported 
to the U.S.A., and to a proposed international conference 
on the laws relating to billa of exchange. 
We welcome the report as showing 
The Most "Live" that the C.I. Brauch of the Board of 
Government Department. Trade is now year by year rendering 
À D more valuable assistance to the cause 
of British trade abroad. We profoundly hope that Depart- 
ment will be the most **live?' of all the Government offices, 
that it will redouble its efforts in bringing its organisation 
legitimately to the assistance of our exporters, and that the 
electrical firms who are in need of such aid as it can give, 
wil keep the Department well occupied with, a continuous 


^ stream of intelligent inquiries. 


EER d 


The Workmen's Compensation Act.—Sratistics have 
recently been published by the Home Office in connection with the 
Workmen’s Compensation Act. Figures are generally dull read- 
ing, but these reveal some interesting facis with regard to acci- 
dents and industrial diseases. Particulars were required by the 
order of the Secretary of State to be furnished by certain indus- 
tries, viz., mines, quarries, railways, factories, harbours, docks, &c., 
constructional work and shipping. These particulars were to 
inolude (inter alia) the number of fatal caseg, the number of dis · 
ablement cases, and the duration of the disablement. Particulars 
in relation to industrial diseases were to be given separately from 
other causes of death or disablement, and the natare of the disease 
was to be specified. The gross total of compensation paid to work- 
men in the above industries during the year 1908 was no less than 
22,080,672. This represented 3,473 cases of death and 325,484 
cases of disablement. It is clear from the statistics that of all 
workmen who have been affected by the Act, the miner should be 
the most gratefal. Odae-third of the fatal cases during 1908 
occurred in mines, while nearly one-half of the men who were dis- 
abled in the industries above mentioned are miuers, Again, of the 
2,260 persons who suffered from industrial disease, no fewer than 
1550 were miners. Of these 386 were cases of nystagmus, 6 of 
ankylostomiasis, 459 of beat hand, 537 of bsat knee, 67 of beat 
elbow, and 87 of inflammation of the synovial lining of the 
wrist joint and tendon sheaths. It is noteworthy that none 
of the disease cases at mines had a fatal termination; 
there were, however, 1,689 disablement cases, in respect of which 
£13,382 was paid during the year; of these 139 ($2,490) were 
continued from the previous year. Of the remaining disease cases 
lead poisoning accounts for 421, anthrax for 23, arsenic poisoning 
for 15, chrome poisoning for 20, oompressed- air illness for 10. 

Bec. 8 of the Act requires that before а claim can be made in 
respect of disablement caused by an industrial disease, the work- 
man must either have been certified by a certifying or other 
appointed surgeon to be suffering from and disabled by the disease, 
or have been suspended from his employment under special rules: 
or regulations made under the Factory Act on account of having 
contracted the disease. | 

Returns which have been obtained from the certifying and other 
appointed surgeons of the certificates issued by them show that 
1,562 certificates were issued, 66 certificates of refusal to certify 
disablement, 89 certificates of suspension, 7 certificates of refusal 
to suspend and 6 supplementary certificates under Regulation 5. 
Of the certificates of disablement, 3 related to ankylostomiasis, 
319 to nystagmus, 1 to compressed-air illness, 312 to beat hand, 
488 to beat knee, 67 to beat elbow, and 63 to inflammation of the 
synovial lining of the wrist joint and tendon sheaths. All of the 
above occurred in mines, except two cases of beat hand in fac- 
tories, one case of beat knee in domestic service, and one case each 
of beat elbow aud inflammation of the wrist joint in factories. 
The figures may be compared with the figures of cases in which 
compensation was paid during the year. M 

The latter considerably exceed the number of certificates of dis- 
ablement or suspension issued by the surgeons. It is understood 
that in sone cases the employer does not require a formal certificate 
of suspension from the certifying surgeon before admitting the 
workman’s claim; and also that in some cases the certificate of the 
“works” dootor is ac:epted by the employer as suff tient. | a 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


HAITI.—Invoices ‘for goods sent to Haiti must state the marks, 
countermarks and numbers on and quantity of the packages, 
the detailed contents of each, the price of the goods, the 
freight, expenses, and port of shipment, and must be a literal 
reproduction of the consignor's books. If the goods are to 
order, the words to order" must be inserted in lieu of the 
consignee's name. Invoices must be submitted toa Consul 
of the Republic for certification and must contain at the 
foot the following declaration to be signed b:fore a Commis- 
sioner or other duly anthorised person: ''I affirm that this 
invoice is the faithful and true expression of tbe truth, that 
it agrees with my books in every particular; that no altera- 
tion has been made in the usual description in the weight, 
quality, or quantity of the articles therein specified." 
Invoices must be presented in triplicate and should state the 
exact net and gross weights. The net weight of each clase 
of goods in one package should be. stated and the origin of 
the goods should be declared on all invoices. The value on 
which ad valorem duty is calculated is the cost price of the 
goods at the place of production converted into legal 
currency with an additional 10 per cent. for expenses. 

Surtaxes of 50 per cent. and 331 per cent., in all 834 per 
cent. are levied in addition to the duties named below. 
Duties are calculated in American gold, i.e., piastre = 4s. 2d. 

The following goods are admitted free of duty : Machines 
of all kinds and their accessories for industry, and also 
machines for the purposes of working the soil or preparing 
produce of the country ; hydraulic presses, hydraulic wheels. 

The following duties are payable:— 


Piastres. 
Iron boilers... iss is dn T .. '50 per 100 lb. 
Small belle... - E E ie ..  '50 per doz. 
Axles, wrought or cast-iro is Aus .. 1 per 100 lb. 
Wire, brass or iron e "р dae .. "05 per lb. 
Lamps, complete, standing or hanging and so- 
called bracket lamps, fine Vas “ae 2 each. 
Do. do. ordinary... 985 1l, e 
Do. do. common, standing ... 50 „ 
Do. do. medium E 2 per dos. 
Do. do. small a 85 1 
Chandeliers sre EM — 8 .. 20 % ad val. 
, Earthenware pos wee ee ws . . 12 per 12 pieces. 
Pipes, wrought or cast-iron Pus 55 .. 50 per 100 lb. 
Porcelain opaque ... 5 ess ЗУ ... 6 per hogshead. 
е fine and commo T eae Y *03 each. 
Goods which can in no way be assimulatei to 
any entry of the tariff pay a duty of *. 20% ad val. 


NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLIBHED.) 


Compiled expressly for this journal by Mxssns. W. P. THOMPSON & Co., Eleo- 
trical Patent Agents, 822, High Holborn, London, W.C., and at Liverpool 
and Bradíord, to whom all inquiries should be addressed, | 


24.4933. Improvements in dynamo-electrio machines." Е. W. CARTER. 
October 25th. 

24,437. ‘* Process of manufacturing material for metallic files of electric 
incandescent lamps." E. RuHsTRAT. October 25th. 


84,444.- ' Improvements in boosters, balancers, and motor-generators for 
use on direct and alternating ourrent circuits.“ A. M. TAYLoR. October 25th. 


24.4583. Improvements in circuit closers for automatio electric burglar 
alarms." Н. B. Cottier. (Date applied for under Rule 18, November 26th, 
1903. An Invention comprised in application No. 25,525 dated November 26th, 
1908). October 25th. 

24.498. Method of utilising the gases resulting from reduction operations 
carried out in electric furnaces and electric furnaces for carrying out the 
same." A. HELYENSTEIN. October 25th. (Complete.) 

24,500. ''Improved electric gas-igniter.” F. рме. 
(Complete.) 

24,001. "Improvements in electrical conduits and accessories.“ L. MILNE. 
October 26th. 


. 24,565. ''Improvements in or relating to electric arc lamps of the inverted 
or tlame type.“ Bikxtkus Bros, Dynamo Works, Lro. (Siemens Bchuckertwerke 
G.m.b.H. Germany). October 26th. (Complete.) 


24,560. " Improvements in electric arc lamps." H. Hirst and A. E. ANGOLD. 
October 26th. 


24.5883. Improvements in or relating to telephone receivers.“ B. D. WILLIS, 
(Date applied tor under Sec 91 of the Act, October th, 1908, being date of 
application in United States.) October 26th. (Completo.) 


24.0 2. Improvements in and relating to arrangements of circuits for 
magneto ignition purposes." J. L. Mitton. (Date applied for under Rule 13, 
October 20th, 1904. An invention comprised in application No. 92,271, 
dated October 2uth. October 26th. (Complete. 


24,615. "Improvements in and relating to a telephone exchange system.” 
E. E. Chemeni, (Date applied for under Rule 13, December lith, 1905. An 
invention comprised in application No. 27,139, dated December lith, 1908.) 
October 26th. (Complete.) 

24.616. "Improvements in and relating to a telephone exchange system.“ 
E. E. CLEMENT. (Date applied for under Rule 13, December lith, 1908. An 
invention compri cd in application No, 27,139, dated December lith 1908.) 
October 2uth. (Complete.) 

21,031. Process for utilising the spongy zinc obtained electrolytically.” 
October th. (Complete.) 

21,632, *' Electrically reset gravity escapement." W. D. WALDEN, October 
21th. (Complete.) 

24,671. ''Improv: ments in reversing switches and the arrangement of the 
electric circuit connections therewith for the purpose of reversing electric 
motors," D. R. –гозо. October 27. 


October 25th. 


94,688. ''Improvemen!sin and relating to the sheathing of insulated elec- 
trical conductors." SIZMENS Bros. & Co., Lip., Н. W. Haxpcock, A. Н. 
Dyxes and J. J. RAWLiNGs,. Ос ber 27th. 


; 44,687. ‘Improvements in electric explcders actuated by archimedean 
screws."  BIEMENS Bros. & Co., LTD, (Siemens & Halske Akt.-Ges., Germany.) 
October 27th. (Complete.) 

94,697. ‘‘Improvements in or relating to electrodes for electric forpaces." 
L. RUTHENBURG. October 27th. 


94,704. ''" Improvements in telephone exchanges.” Bizwkxs Bros. & Co., 
LTD». (Siemens & Halske Akt.-Ges., Germany.) October 27th. (Complete) 


24,716. “Improvements in electrolytic apparatus for the production of pure 
oxygen and hydrogen." R. EYCKEN, U. Le Rox and R. Moritz. (Date 
applied for under Beo. 91 of the Act, December 9th, 1908, being date of 
application in France.) October 27th. Complete.) 


24,733, “New or improved system of wiring for and connecting electric meters 
for office buildings, hotels, tenement houses, flats, and the like." T. F. Tan. 
October 28th. 

24,735. ‘* Improvements іп electro-deposition apparatus.“ 
October 98th. 

24.745. An apparatus by means of which high voltage electric currents can 
be modified, measured and used for medical and other purposes." G.W, 
CHAPMAN. October 28th. 


24,769. ''Improvementsin ceiling roses for electric lamps.“ L. М, Warrer- 
HOUSE. October 28ih. (Complete.) 

24,770. ‘“‘ Improvements in electrical fittings, such as ceiling roses, fuse- 
boxes, switch and she like.“ L. M. WaATERHOUSE. October 38th. (Complete.) 

94,771. *'Improved combination coupling for electric conduotors." L. M. 
WATERHOUSE., October 28h. (Complete.) 

24,784. " Electric hydraulic press." MASCHINENFABRIK OERLIKON., (Date 
applied for under Sec. 91 of the Act, November 19th, 1908, being date of 
application in Germany.) October th. (Complete.) — 

24, 796. Improvement in sound intensifiers for use in telephones and such- 
like instruments.“ E. T. HiNcxs. October 28th. 

24,812. ‘* Improvementa in automatic telephone exchanges.” BrEurENxs Bros. 
AND Co. (Siemens & Halske Akt.-Ges., Germany.) October 28th. (Complete ) 


$4,818. ‘* Improvements in or relating to electrica] heating apparatus." A. F. 
Berry., Ooctober 28th. 


24,829. ''Improvemenis in or relating to electric heating apparatus." A. 
ÜTTEPREAU. October 28th. (Complete.) 

24,848. ''Improvements in and relating to the electric driving of vehicles." 
AxT.Gxs. Brown, HovERI ET Cre. (Date applied for under Beo. 91 of the 
Act, December 18th, , being date of application in Germany.) October Sch. 
(Complete.) 

24,893. '' Improvements in conduit fittings for electrical and other purposes, 
and in the manufacture of same," A. bRAMPTON and Е. Ossomxx. (Date 
applied for under Rule 18, April 10th, 1909; an invention comprised in Applioe- 
tion No. 8,601, dated April lOth, 1909.) October 29th. (Complete.) 

24, 901. Improved device for securing electric ceiling roses to celling-tose 
boxes." Ю.В. BRADBURN and Daake & GonBAM, LTD. October 29th. 

94, 950. Appliances or means for mounting incandescent electric lampe." 
A. W. BEUTTELL. October 29th. 


24,968. ‘‘ improvements in electric welding." B. Jevons. October 29th. 


94,999. ‘Improvements in devices for prevention of retardation in electric 
cables," W.E.HiTCH. October 80th. 

95,022. “Improvements in common battery telephone systems.” W. 
FAIRWEATHER, (Aktiebolaget L. M. Ericsson & Co., Sweden.) October S0ta. 
Complete.) 


A. F. HARRIS. 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Mzssns. W. P. Тномрвои & Co., 892, High Holborn, W. O., and at Liver- 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


TELEPHONE BysTEMs. D. Sinclair and, W. Aitken. 20,£68. October 5th. 

ELECTRIC SWITCHES FOR BURFACE-OONTACT ELECTRIC Traction Systems. W. М. 
Mordey. 21,089. October 6th. 

CONTROL or DvxaAMO-ELzcTRIC Power Systems. Akt.-Ges., Brown, Boveri et 
Cie. 21,580. October 12th. (Date applied for under International Con- 
vention, October 14th, 1907.) 


PorTaBLE MaGNetic Compasses. L. W. P. Chet „Kelvin & James White, 
Ltd., and F. W. Clark. 21,684. October 18th. (Cognate application, 
4,338, 1909.) 

BwrrcH FoR CONTROLLING ELECTRICAL Circuits. T.J. Rorke and E. Rorke. 
21,674. October 13th. (Dated October 13th, 1908.) 


FLUID-PRESSURE GOVERNORS ESPECIALLY APPLICABLE IN CONNECTION WITH 
ELECTRICALLY-DRIVEN AIR CoaxPRESSORS. British Thomson-Houston Co. 
General Electric Co. 21,765. October 14th. 


STARTING SWITCHES FOR ELECTRIC Motors. E. Garside. 22, 228. October th. 


INSULATORS FOR ELECTRIC WIRES OR CABLES. W. Copeland. 23,703. November 
bth. 


BIGNALLING SYSTEMS FOR RAILWAYS AND THE LIKE. British 'Thomson.HoustoD 
Co. (General Electric Co., U.S.) 23,727. November sth. (Application for 
Patent of Addition to Na. 20,549, of 1909. Date applied for under Rule 18, 
October lith, 1908.) 

MINERS AND LIKE ELECTRIC Sarety Lamps. C. V. А. Eley and T. P. Brady. 
26,866. November 25th. 

Maowrric BLow-ovTs FoR ELECTRIC SwiTCHES, T. von Zweigbergk. 26,965. 
December 1st. 

MEANS OF CHARGING SEVERAL BATTERIES IN PARALLEL, AND ALSO FOR REOULATINO 
THE VoLTAGE ON Evcectaic Freepers. W. A. Stevens. 26,674. December 
9th. 

Dyrwamo-ELEcTRIc MacuiNEs. Electromotors, Ltd., and E. Greenhalgh. 28,894. 
December 29th. 


1909. 


HOLDERS ror ELECTRIC INCANDESCENT Lamps, F. W. Suter. 482. January "tb. 

LEAFLET FOR TELEGRAPHIC DesPATCHES AND THE LIKE. А. Moschini. 523. 
January 8th. 

AIR HraATERS FOR ELECTBICALLY-HEATED AIB Barns. W. Otto. 1,922. January 
26th. 

JOINTS Fon ELECTRICAL CONDUCTORS AND OTHER Wings. British Aluminium Co. 
and F. Horn, 2,611, February 3rd. | 
ELECTRi0 Tix& ALARM Devices. H. W. Lake. (Hasela Fabrik Patentierter 

Neuheiten C. Hubert Schacttgen.) 6,595. March 8ib. : 
ELECTRICAL PROCESS FOR REMOVING THK GREASE AND YOLK узом Wook AWD 
APPARATUS THEREFOR. R. Vandatte and B. Lagye, 5,859. Maroh Iich. 
MULTIPLE Switch SraR TERRA. II. W. Lake. (Cutler- Hammer Manufacturing 

Co.) 5,909. March 11th. 
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INSTITUTION PROCEEDINGS. 


A LETTER from an Associate Member of the Institution of 
Civil Engineers, published elsewhere in this issue, draws 
attention once more to a grievance long endured by the 
members, not only of that Institution, but also of most of 
our leading technical societies. We have so often ventilated 
our views upon this subject, that we return to it with some 
diffidence, lest our readers should be wearied ; but reforms 


. are rarely accomplished without long-continued perseverance 


and reiteration—the parable of the unjust judge holds good 
to-day as ever—and as in all probability a very large pro- 
portion of our readers belong to one or other of these 
societies, they are directly interested in the matter. 
The present practice is to summon a meeting for the 
purpose of hearing and discussing а paper on some technical 
or economic question. The paper is read, usually i ealenso, 
and if the author is the reader, as generally happens, with 
rare exceptions his elocution is defective, tbe reading tedious, 
and the audience bored. The situation is saved by the fact 
that practically every member of the audience" is really 
engaged in reading the paper himself, a copy having been 
thoughtfully placed in his hand on his arrival for that 
purpose. | 
Seeing the paper now for the first time, a member who is 
conversant with the subject and desires to take part in the 
discussion has no opportunity to co-ordinate his thoughts, to 
reason out difficulties, or to prepare statistical or other data. 
The natural consequence is that his extempore utterances are 
undigested and often clumsily expressed; he is at a 
serious disadvantage; and his difficulties are shared 


by his hearers. It often happens that he puts 
forward arguments relating to one portion of the 
paper which are fully covered, or, perhaps, refuted 


by arother portion of it. More often still—and this 
is, to our mind, the most deplorable feature of the whole 
procedure—the time available for discussion after the paper 
has been read is but half an hour or less, and the discussion, 
instead of being the most interesting and illuminating 
portion of the evening’s transactions, is restricted to some 
two or three members more or less acquainted with the 
subject, while others are requested to forward their remarks 
to the secretary, for interment in the Society’s Journal. 
Could anything be more futile ? 

One of the worst features of the system is that complained 
of by our correspondent—that members who travel long dis- 
tances in order to be present are prevented from joining in 
the discussion ; their time and trouble are wasted, to say 
nothing of the expense and inconvenience to which they 
are subjected unnecessarily, and their fellow-members are 
deprived of the pleasure and advantage of hearing the 
views of experts specially interested in the subject of the 


paper. 
The fact that copies of the paper can usually be obtained 


[801] 2 


— ÓÓÓÓÁÓÓÓÓÓÁÓMLMALLLLLLLLLLLILX'óióóhiüihÜtáàláe!ó»»À»»d «záÜ ÍÜ €PE€ÜÜ 


802 


THE ELECTRICAL REVIEW. [Vol65. No. 1,669, Мотнмваа 19, 1909. 


————————————— — yea 


in advance by those who apply for them caps the absurdity 
of this procedure. If some, why not all? It cannot be 
alleged that the expense is exorbitant; the paper is printed 
in any case, and the cost of the additional copies, postage, 
&c., would be insignificant compared with the enormous 
inorease in the efficiency and usefulness of the discussion. 
In this respect some of the American Societies set an 
example well worthy of the compliment of imitation by our 
own. The American Society of Civil Engineers, for 
instance, issues copies of papers months in advance of the 
meetings at which they are discussed. If they can do this, 
why not we? 

The question, in our opinion—and we do not stand 
alone—is one of urgent and pressing importance, and we 
commend it to the earnest consideration of those in charge 
of the procedure of our technical Institutions. 


WHILE, perhaps, Dr. Kapp’s Presidential 
address to the I. E. E. is retrospective with- 
in narrower limits than those which are 
still coming to hand from the Local Sections, it partakes of 
that character to a considerable extent. Constituting as it 
does a summary of more or less recent practice in electro- 
technics, its substance is not so amenable as usual to 
editorial comment ; we, therefore, publish a brief abstract of 
it elsewhere in this issue, and shall confine our present 
remarks within small compass. 

It was, perhaps, only to be expected that Dr. Kapp's 
references to publications containing more detailed descrip- 
tions of the systems and apparatus mentioned in his address 
should be drawn mainly from foreign journals (there are 21 
such references, all but three in the German language, and 10 


| More 
Retrospects. 


to English or American publications, only two of which . 


are, strictly speaking, technical journals, the rest being pro- 
ceedings of societies) ; but, unfortunately, the restricted 
field of his researches has apparently prevented him from 
doing himself justice. His address consiste largely of brief 
descriptions of systems and apparatus with which the readers 
of the English technical Press and of the Journal I.E.E. can 
hardly fail to be familiar—if so, it is their own fault; we 
find little discussion of broad principles, or guidance for 
future progress—the dominant note is technical detail. 
Is it possible that Dr. Kapp’s long residence abroad has 
imbued him with that love of detail said to be characteristic 
of the German nation, while broad and far-seeing views, 
such as those on which we commented last week, are want- 
ing? The inclusion of two folding plates to illastrate a 
single point is a typical instance of this tendency. 
Where principles are touched upon, on the other hand, there 
is a tendency to verge upon platitude. Precisely why, in 
the appendixes, lists and statistics of the electric power 
companies are given, we have been unable to guess; what 
purpose do they serve? We can only suppose, as is no doubt 
the case, that Dr. Kapp has been too busy to devote much 
time to the preparation of his inaugural address. 


We bave from time to time pointed out 
in our columns the tendency for architects 
to usurp the position of the consulting 
engineer, and have given several specific 
instances showing that, in these matters, the architect is 
entirely in the hands of the contractor, no attempt being 
made either to draw up a specification or to supervise the 
carrying out of the work, both duties being entirely beyond 


[Architects and 
Electrical 
Engineering. 


either the scope or the ability of the architect who has had 
no electrotechnical training. In a paper read on November 
10th by Mr. W. Woodward, F. R. I. B. A., before the Quantity 
Surveyors' Association, the author referred to the necessity 
for surveyors to keep abreast of the times in order to be 
able to prepare a proper bill of cuantities for purposes 
of modern tendering, and he proceeded to point out that 
large provisional sums were sometimes inserted in contracts 
to cover special items (such for instance, we suppose, as 
electric lighting and power work, electric lifts, and во on), 
and these sums frequently formed a considerable portion of 
the total contract price. The author was of opinion that 
instead of providing these provisional sums to cover outside 
work, the quantity surveyor should, be in a position to 
include the quantities in his bill, so that the value of elec- 
trical work could be included in the payments to the main 
building contractor, and both the quantity surveyor and the 
architect would draw commission thereon. In the sub- 
sequent discussion which took place several speakers endorsed 
the author’s view that all sub-contractors on the job were a 
nuisance, and that the main contractor had no authority 
over them. One speaker, a builder, thought that quantity 


surveyors could, to some extent, stop the practice of calling 


in specialists if they suggested to the architects that they 
were just as competent as an electrical engineer to measure 
up electric wiring installations. We presume by this remark | 
that the speaker was of opinion that it was just as easy to 
measure up electric wiring as to measure up gas piping, and 


. this reflects the general ignorance among the building trade 


of the nature of electrical work. 

We have frequent opportunities of seeing architects’ speci- 
fications, and are familiar with the methods adopted in 
their preparation. In the case of, say, a new factory, heating 
arrangements, electric light, electric bells and the like are 
required, во a contractor is called in to look at the plans of 
the building and give an outline specification and a covering 
price for what he considers to be necessary. Some such 
paragraphs as the following are thereupon inserted : “ Heal- 
ing: A sum of £500 to be included in the contract sum 
for payment to Мервге. Jones for heating pipes and appe 
ratus." “ Electric Light: A sum of £500 to be included 
for payment to Messrs. Brown for electric light installation." 
“ Electric Lifts: A sum of £500 to be included in the con- 
tract sum for payment to Messrs. Robinson for electric lifts." 
There is no competition in the matter, the orders going, з 
a matter of course, to Messrs. Jones, Brown and Robinson 
at the figures mentioned. The architect, of course, gete his 
usual 5 per cent. from the client, and in many cases, we 
regret to record, the amount paid to the contractor is the 
usual 5 per cent. less than the amount inserted in the spect- 
fication. What becomes of this we need not say, except 
that the quantity surveyor does not appear to have an) 
claim on it, as the quantities were not in his bill. The 
proposal of Mr. Woodward would, therefore, seem to recog- 
nise this, and the effect of adopting his suggestion means 
an extra 24 per cent. from the client’s pocket, without any 
additional guarantee that he is getting what he is paying 
for. We have discussed with architecte this question of 
trade commissions, and there ap to be a widespread 
feeling among them that if they specify the name of s 
contractor or manufacturer, they are morally entitled toa 
commission from him. It is Jargely because of this feeling 
that many consulting engineers decline to insert any names 
in their specifications if it can be avoided. We do not sup- 
pose that all consulting engineers are above reprosch, but, 
generally speaking, they know their business and are nob 
dependent on a quantity surveyor to keep them right; 
their chief failing is in specifying too minutely what they 
want rather than specifying provisional sums to cover the 
work of Messrs. Jones, Brown or Robinson. There ib 
nothing to prevent the quantity surveyor from becoming in 
the future sufficiently expert to take out electrical quantities 
of simple lighting installations, but it will probably be more 
to his advantage to keep abreast of the times in the matter 
of building construction, so that he will be able, say, to 
make out a bill of quantities for a ferro-concrete building. 
He has not been too successful in this direction hitherto. 
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MERCURY MOTOR AND OTHER METERS. 
Br E. P. AUSTIN. 


THE accurate registration of electrical energy is a subject of 
considerable interest to both the engineer and the general 
public. The consumer of electrical energy naturally regards 
the meter that is fixed on his premises in the same light as 
the scales used by his butcher and grocer, but with this 
difference: he understands the ordinary weight scale, and 
can check its measurements, but the electricity meter is 


beyond his understanding, and consequently an object of 


suspicion. His dubious attitude towards the registrations 
e by his meter is aggravated when he is told that supply 
authorities are allowed to run the meter 23 per cent. fast or 
slow, and a learned discourse on the difficulties to be over- 
come in making a perfectly accurate instrument leaves the 
consumer rather more doubtful than ever. The idea of the 
scales, and the weights and measures inspector, still remains 
with him. i 
With the keen competition that exists in the business of 
the public supply of light and power, the confidence of the 
business public is, perhaps, the most valuable asset an elec- 


trical undertaking can possess, and’ one that can be largely 
influenced by the behaviour of the apparatus that is used to 
supply the figures that appear on the quarterly bill. 

There are numerous and excellent makes ef service meters 
on the market, but the most popular instrument for direct- 
current working ia undoubtedly the mercury motor meter. 
Its simplicity of design, and the consequent ease with which 


it can be tested and adjusted, reflects considerable credit on ` 


the designers of the various types. 
The principles of action depend on the physical properties 
by two conductors, each carrying a current, and 
placed in such relative positions that when one is fixed, the 
other if free to move will rotate until both become coinci- 
dent. This action is illustrated in fig. 1, where АВ is the 
fixed conductor and c D is free to rotate in a clockwise 
direction about an axis к. 

In all types a8 now manufactured for the measurement of 
ampere hours, a magnetic field is supplied by means of a 
permanent magnet, which field is concentrated on a copper 
disk armature immersed in a mercury bath. The mercury 
serves to conduct the current to be metered, from the fixed 
connections to the disk. 

It is obvious that the rate of rotation of the disk will have 
to be proportional to the current passing across the disk, and 
since the torque is proportional to the product of the field 
strength and current strength, a retarding effort that is pro- 
portional to the speed must be exerted. This retarding effort 
is obtained by means of the Foucault brake, eddy currents 
being generated either in a separate diek mounted on the 
armature spindle or in the disk armature itself. 

Theoretically, this device provides a meter that is absolutely 
accurate on all loads, but in practice certain errors due partly 
to friction in the bearings, but principally caused by fluid 
friction in the mercury bath, have to be compensated for. 


'The fluid friction varies as the square of the speed, and, 


therefore, causes & slowing-up of the meter on high loads. 
Compensation for error is effected by means of an electro- 


magnet connected in series with the armature, and so arranged 


as to weaken the magnetic field that produces the braking 
effort, without weakening the permanent magnet. 

In the development of the meter under consideration, 
inventors have alternated between the use of one disk or 
cylinder on which both the driving and braking efforta are 


exerted, and the use of two disks each performing a separate 
duty. (A brief history of the "mercury motor meter, by 
Rankin Kenvedy, appeared in the ELECTRICAL REVIEW of 
June 18th, 1909, to which the reader is referred for further 
information on the subject.) In the latest type of all makes 


‘Fia. 2. 


the one-disk meter is manufactured, and a brief consideration 
of the two types will reveal the advantages attending the 
use of one disk. 

In figs. 2 and 3 diagrams of the essential parts of the 
two types are given, showing the magnetic and electric 
circuits. Referring to fig. 2 we see that the lines of force 
pass through the driving disk A twice, so that a maximum 
torque is exerted. A certain proportion of the lines of force 
pass upwards by means of pole-pieces, through the brake 
disk 5, in which the eddy currents are generated. To com- 
pensate for friction, a few turns of wire are wound round the 
bridge piece c and connected in such a manner that the field 
they produce opposes the permanent magnet field through 
the brake disk, thus decressing the braking effort as 
the load increases. A ready means of adjustment is pro- 
vided by varying the height of the upper pole-pieces, 
althongh any alteration of the magnetic system affecta the 
error curve of the meter. | 

Considering now the diagram in fig. 3, we see that more 
efficient use is made of the permanent magnet. There is 
only one magnetic circuit and one air gap. The field is, 
therefore, stronger, giving a higher torque, and also greater 
braking effort, since the opposing forces are produced by the 
one stronger field. The result is a flattened error curve, as, 
with increased forces acting on the moving part, there will 
be less disturbance from friction. Reference to the curves 


Fia. 3. 


in fig. 4 makes this point clear. Correction is made by 
means of the electromagnet 0, which presents a south-seeking 
pole to the north-seeking pole of the permanent magnet, thus 
diverting a number of the lines of force, but in no way 
weakening the permanent magnet. 

It would appear that the correcting coil would weaken the 
driving effort to the same extent as the braking effort; but 
this is not the case, as the driving torque is proportional to 
the field strength, and the eddy currents generated are pro- 
portional to the square of the field strength. Compensation 
is, therefore, effected by weakening the braking effort relatively 
to the driving effort. 

The advantages of the one-disk type can be briefly summed 
up in the following manner :—simplicity, lightness of the 
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moving part, increased torque, compactness, and greater 
reliability in long service. 

The use of shunta in connection with house service meters 
is a practice that does not commend itself. Meters so 
made are subject to temperature errors in addition to errors 
that arise from defective contacts or changes in the mercury 
bath. A meter of this type is now on the market, and has 


ONE DISK WITH COIL 
METER 


i 
WITHOUT COIL 


TWO -DISK 
METER 


WITH COIL I 


Fia. 4. 


met with a good reception in some quarters. It 
many good points, principally in ita compactness and small 
number of адн Ease of ‘access to the working parta is 
a particularly good feature in its design. By the use of 
the shunts previously mentioned the meter is kept at one 
. uniform size for different ratings, and the current actually 
passing through the bath does not exceed 5 amperes in any 
size of meter. | 

It is of the cylinder type, and does not use a separate 
brake disk, nor is a compensating ooil employed, the makers 
claiming that by a correct design of the mercury chamber 
and running at one correct full-load speed no oorrection is 
necessary. Adjustment of speed is easily made by changing 
the shunt, as the makers provide interchangeable shunts for 
all sizes, giving a guaranteed variation of 1 per cent. 

Reference to the table of testa shows what excellent resulte 
are obteined by the different makers. Improvement in the 
low-load performances is hopefully looked for in the small 
sizes, as such meters are frequently used on installations that 
use one lamp only at a time, and that lamp will generally be 
of the metallic-filament type. 


TABLE OF TESTS. 


Rating | Starting Per cent. error on load. 


in amps. current. Remarks. 
| A, i A tull 
1:5 '03 3— |14— 95 — | 47 — | One-disk 
3:0 03 |3— |11— 11- | 9+ "e 
50 ‘05 12— |22- 4+ 2— "M 
50 05 20— [10 ＋ |15 + 10- Sbun 
10:0 06 28—|10+| OK 9 — One-disk 
100 | 06 |30—|19— | 7— |17 + | Two-disk 
250 '06 26— 137 | OK | 20— 
| 


+ means fast. — meansslow, 


All tests made on meters after continued service and random 
selection. 


The figures in the table relating to starting currents 
reveal one or two points of interest; we have meters rated 
at l'5-ampere capacity starting on 03 ampere—that ів, 
one-fiftieth of full load, and those rated at 5 amperes starting 
on ‘05 ampere, or one-hundredth of full-load current. The 
10 and 25-ampere instruments are well up to the standard 
of one-hundredth full-load starting current, but are obviously 
not so suitable for low loads as the smaller sizes. This 
point is sometimes disputed, but these tests show the advis- 
ability of suiting the meter to the class of installation it has 
to work on, instead of stunuurdising on one ог two sizes. 

The testing and inspecting of meters on receipt from the 
makers is a matter of considerable importance. Although 


_writer has foun 


due care is taken by the suppliers to ensure the accuracy of 
all meters on leaving the factory, a certain number require 
adjustment before being put into service. The first test to 
make is for insulation resistance ; if the result is good, the 
starting current may be measured. This test will reveal any 
mechanical defects in the armature and the counter, if they 
exist, as the disk will refuse to rotate at all, or else will stick 
at some particular point in each revolution. Having proved 
the meter to be in good order, further testa for accuracy may 
be applied on different loads. It is sufficient to make these 
tests on four loads only, preferably on 2, 1, } and full 
loads. Accuracy on the low loads is important, and the 
that if the half-load test is made first, and 
adjustment, if necessary, made to bring the meter correct on 
that load, the instrument is accurate within 2 per cent. 
limits on the other loads. The lowest teat for sizes of 
5 amperes and under need only be on the noth full load. 

Conflicting claims are made by the different makers 
relative to the action of the mercury on the disk and 
chamber. The buyer has to decide between such diametri- 
cally opposite statements as the following :— 

(a) “ Mercury, however pure, attacks oopper, therefore 
the disk armature is protected by means of fibre, except at 
the contact-making parte." 

(b) „When a copper cylinder or disk is properly amal- 
gamated, mercary has no further action on it. Therefore, 
it is unnecessary to cover the armature." i 

(a) **It is almost impossible and quite unneoessary to 
make the mercury perfectly pure, and a mechanical method 
of cleansing it is quite sufficient.” 

(5) * Mercury should be distilled and rendered chemically 
pure before using in meters.” 

(a and b) ** A roughened surface on the mercury chamber 
and disk helps air bubbles, if formed, to readily escape." 

(c) ** Air bubbles, if formed, can only escape if all the sar- 
faces are smooth, and we enamel our disks to achieve 
this end." 

An explanation from an outside source will be helpful to 
the buyers of meters, as such points as the action of mercary 
on metals belong to the realm of the chemist rather than the 
supply engineer. mE 

Perhaps the most attractive method of ampere-hour 
measurement is by means of some form of electrolytic appe- 
ratus. The absolute accuracy of this class of meter has led 
to the invention of a variety of instruments based on di* 
tinctly different principles: In the practical application of 
electrolytic actions to the uses of a service meter, numerous 
difficulties have had to be overcome, and the defecta that 
developed in the earlier types made supply engineers look 
askance at the later inventions. The Schattner meter pot- 
sessed, perhaps, most, of the faults that belonged to elec 
trolytic meters. It had a bath containing a strong corromve 
acid, a shunt circuit, a scale that had to be manipulated by 
the meter reader, and a resistance that usually burnt out in 
time, and possessed a considerable temperature coefficient. 
The terminals used to corrode and cause errors of registt 
tion. In addition, it possessed the inherent defect common 
to all such instrumenta, inasmuch as all record of ita per- 
formance was lost each time it was reset. The above- 
mentioned defects are emphasised in order to indicate the 
lines on which improvements have been made, and new 
departures taken to produce the excellent modera device 
now on the market. 

A type of instrument that is having a ready sale registers 
the ampere-hours by the quantity of water decomposed. It 
consists essentially of two electrodes situated in the bottom 
of a long glass vessel containing a solution of caustic sods, 
and covered with a layer of oil to prevent evaporation. The 
water only is decomposed, and its height in the vessel и 
read off on a vertical scale calibrated in B. of T. оши 
according to the voltage of the circuit it is to be used on. 
The whole of the current passes through the solution, DO 
shunt being used. The complete instrument is contained 
in a strong cast-iron case, and is fitted with substantial 
terminals embedded in ebonite. In the earlier types Con- 
siderable trouble was caused by the electrodes becoming 
detached from the leading-in rods at the bottom of the 
vessel, causing a failure of supply, but this defect bas been 
overcome in the new types ; the mechanical construction of 
the entire apparatus has also been greatly improved since 18 
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first appearance. Its acouracy is the same on all loads, since 
no current, however small, can fail to produce a proportionute 
effect on the electrolyte. Inaccuracy, however, develops 
after a meter has been in use for any length of time, especially 
ik it has been used on full-load rating, and several cases of 
curious behaviour on the part of apparently good meters 
that had been in use for about 18 months, led the writer to 
make some tests to discover the cause of the trouble. 


Careful observation revealed the fact that the bubbles of 


gas, passing from the water through the oil, carried a con- 
siderable amount of water with them, which evaporated and 
condensed on the metal cover of the containing veasel, and 
on the case and fittings of the meter. The meter reaches a 
. temperature of 100? F. on full load, with atmosphere at 
65? F., and this is sufficient to cause the evaporation of 
the oil and water that is carried by the bubbles of gas. The 
resultant inaccuracy is not appreciable at any part of the 
scale when a meter is newly set up, but the loss of oil with 
continued use causes a meter to read fast when the electrolyte 
approaches the bottom of the scale, and is consequently 
hotter. There is a fall of potential across the meter æf 
2:4 volts on full load, principally due to the back E. M. F. 
caused by the accumulation of gas on the surface of the 
electrodes. This, however, is not a serious defect when 
metallic-filament lamps are used, and the meter is eminently 
suitable for small installations using this class of lamp. 

An electrolytic meter having an entirely different action 
consista of a glass vessel in the form of a narrow vertical 
tabe marked off to a scale of Board of Trade unite, and 
having a bulb at the top containing mercury, which is kept 
in position by means of an annular trough or else platinum 
gauze. The mercury forms the anode of the electrolytic 
cell, and a cathode is provided below the mercury and 
directly over the mouth of the narrow tube.. The cell is 
filled with an electrolyte and hermetically sealed, the leading- 
in wires being fused into the glass. A current passing 
through the cell causes the mercury to travel towards the 
platinum cathode, with which it does not combine, but, drops 
in tiny particles down the tube. The height of the mercury 
in the tube is read off in Board of Trade units on the scale. 
The complete apparatus consiste of the electrolytic cell con- 
nected in series with a compensating resistance, the com- 
bination being shunted across a low resistance which carries 
the main current and allows only а small fraction to pass 
through the cell. The whole is mounted in a substantial cast- 
iron case suitably fastened at the door, and proper means are 
taken to exclude moisture. The compensating resistance i8 
so arranged that temperature errors are corrected, the total 


resistance of the cell and the compensater remaining un- 


altered on all loads. Errors due to back E. M. r. are reduced 
. by the automatic circulation of the electrolyte, produced by 
the disposition of the electrodes. The denser liquid formed 
around the anode displaces that in the immediate neigh- 
bourhood of the cathode, and thus causes an automatic 
circulation when the meter is in action. 
This circulation is also useful in other respecte. The 
crystallisation that takes place in the copper voltameter is 
usually absent in the meter under consideration, as con- 
centration of the solution around the electrodes is prevented 
. by the circulation described above. | 

Notwithstanding, the only trouble the writer has observed 
in the working of the meter has been the crystallisation, 
which occurs sometimes around the cathode only, ome- 
times in the tube also. 

Some meters that have been in continual use for two 
years have not shown any signs of crystallisation wherever ; 
others have developed the trouble in less than 12 months. 

The nature of the load appears to affect them, as crystallisa- 
tion takes place when the load is either small or when the 
apparatus is used infrequently, but is absent altogether or 
else takes longer to develop when the load approaches the 
full-load rating of the meter, and it is in continual use. This 
apparently points to'the need of continual circulation of the 
electrolyte. 

The makers introduced a meter having a new solution 
with the object of overcoming the crystallisation trouble. A 
good deal of success rewarded their efforts, but time alone 
can show whether the defect has entirely disappeared or not. 

All troubles due to corrosion of terminals have been avoided 
in the meter, and it is only fair to add that the shunt 


circuits have given no trouble at all. It still possesses the 
defecta of the scale and loss of record after resetting, and in 
common with other electrolytic meters is most suitable for 
small loads on this account. 

Much conld be written on this interesting subject, but the 
writer hae confined his remarks to meters which have been 
under his observation for some years in actual service. 


RAILWAY ELECTRIFICATION IN CHILE. 
By C. A. SMITH, A. Ax. I. E. E., Santiago de Chile. 


FoR some time past the Chilian authorities have been con- 
cerned about the commercial inefficiency and the inadequate 
service of the State Railways, and they are seeking to reduce 
the abnormal working expenses and to improve the traffic. 
Particular attention is being given to the main trank route, 
known as the ** First Section,” which connects Santiago, the 
capital, with Valparaiso, the chief port. 

Two years ago they appointed their technical advisor, Mr. 


James McKerlie, A. M. I. E. E., A. M. I. Mech. E., to report 


upon the matter, and to study the advisability of electrifyin 
the central portion of the above section, between Tiltil an 
Llai-Llai, a distance of 48 km.; also the branch line from 
Llai-Llai to Los Andes, which is 49 km. 

The chief difficulty, and the part which presents the 
greatest obstacles to the successful working of the traffic, 
lies in the main line portion, where the sharpest curves and 
the heaviest gradients are met with—the one approaching 
180 metres radius, the other rising to а maximum of 
2°25 per cent. in reaching the summit of the Tabon, which 
is 804:60 metres above sea level. 

With the present practice of keeping additional standby 
locomotives under steam, to haul the trains over this torturous 
piece of mountain track of 22 km., together with the 
inherent inefficiency of steam traction under such unfavour- 
able conditions, the whole main line service is greatly 


' impaired. 


From available statistics, it appears that the number of 
trams per day on both lines is 46, while the maximum 
number moving simultaneously is 6, corresponding to 5,556 
train-kilometres per day, or 68 per cent. of total traffic in : 


the first section. 


Mr. McKerlie points out that the working expenses for 
these two short sections, of only about 92 km., amounted to 
about £129,000 per annum, and the freight carried, which 
represented 64 per cent. of total traffic, reached only 8,000 tons 
per day, whereas, if the lines were electrified, and employ- 
ing steam-driven plant, the costa would probably not exceed 
£90,600 per annum, while the freight handled would increase, 
perhaps, to 24,000 tons daily. | 

As fuel is the principal costs item, especially when 
Australian coal is used at 27s., he explains that there would 
be a saving of 50 per cent. on this score alone, and still 
more if native coal were burnt in a modern generat- 
ing station. His proposal is to erect an up-to-date 
steam-driven plant of 7,000 н.р. at Llai-Llai, and employ 
single-phase transmission direct to locomotive units of 900 
and 1,500 H.P. 

Since the Chilian rivers are во very erratic in stream flow, 
and are frequently subjected to floods and prolonged 
droughts, Mr. McKerlie prefers to follow the British practice 
of security in using steam for such an important object, 
without prejudice to the adoption of a water-power plant 
later on, in which case the steam plant would act as a reserve. 

Recently the Italian Westinghouse Co. submitted to the 
Government а more extensive proposal, with plans and 
estimates, to electrify the entire route between Santiago and 
Valparaiso, of 187 km., together with the Los Andes branch, 
on the same lines as they did the Valtellina Railway, Italy, 
using three-phase current throughout. Most of the Chilian 
railways are single track, wide gauge with 85 lb. rails. 

A brief. outline of their scheme is to utilise the water 
power of the Rio Aconcagua at a point between Rio Blanco 
and Guardia Vieja, where there is a fall of 260 metres, 
about 85 km. from Llai-Llai. The estimated power is 
about 15,000 Kw. а 
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They propose to erect two 35,000-volt, three-phase trans- 
mission lines, one to Las Vegas, and the other to Monte- 
negro, situated one on either side of the above-mentioned 
town. From these two points the transmission lines will 
branch off into 15 transformer stations distributed en route. 
те trolley lines will receive three-phase current at 3,000 
volta. 

They propose to use 50 locomotives of the Westinghouse 
improved type, and with these they estimate for a 50 per 
cent. increase in traffic over that carried by the 159 steam 
locomotives now in use. V 

A reserve of 2,750 Kw. is set aside for shunting and 
lighting at the various stations. 

It is interesting to observe that the company calculate 
on a saving in working of 3 million pesos (18d.) and 100,000 
tons of coal per annum, by the change. 


The tendering company offer to contract on the following 


ms :— | 

(а) То deposit іп the name of the Chilian Government а 
guarantee of £50,000. 

(b) To maintain the service for one year after completion 
of the work. 

(c) They ask for payment of 1 or 2 per cent. as a cumulative 
sinking fund and 5 per cent. interest on money invested in 
the undertaking. — ' 

A local Commission of Chilian engineers is at present 
studying the matter. 


4 


NOTES FROM INDIA. 


ONE of our special correspondents in India writes as follows 
regarding several electrical schemes and openings in that 
country :— 


M ussoorte.— This hydro-electric long-distance transmission 
scheme is now in working condition, and although it coat 
considerably more than was anticipated, it has, on the 
whole, given satisfaction. There has been one interruption 
of supply since ita inauguration, due to abnormal floods 
washing away some of the main pipe line, and causing a 
landslip which resulted in one of the transformer sub-stations 
collapsing. The damage was, however, soon repaired. The 
Municipality were ill-advised as regards house wiring at the 
commencement. They undertook to wire installations at cost 
price in order to enconrage consumers, but it was soon 
found that such municipal trading had its disadvantages ; 
this cheap wiring scheme has now been abandoned. 
Very few contractors have up to the present found it 
worth while to seek or carry out work in Mussoorie, because 
this initial mistake of the municipality has given consumers 
wrong ideas as to costa of wiring and accessories. There is, 
however, plenty of scope for electrical enterprise of a sound 
nature, as the only firm of any importance now doing 
electrical work is the local general and provision merchant. 

Lucknow.—The Municipal Commissioners invite com- 
panies and financiers interested in electrical enterprites to 
formulate a scheme and apply for a licence to supply electrical 
energy within municipal limita for traction, lighting and 
power purposes generally. All reasonable terms, consistent 
with the rules laid down in the Indian Electricity Act of 
1909, will be granted. There should be good scope for 
investment here, as the area covered is not very extensive, 
and the population is dense, and Lucknow, being the fourth 
important city in India, is a centre of very active industry. 
The Military Cantonments alone should give a good return. 
Capitalists would do well, however, to make close inquiry 
into the cause of the slow development and: growth of elec- 
trical enterprise in Cawnpore before venturing on a similar 
scheme in Lucknow. 

Mourbang.—This State, which is about 200 miles from 
Calcutta, is in communication with the Government regarding 
the utilisation of the vast water-power available, and now 
running to waste. A scheme for direct transmission of elec- 
trical energy in bulk to Calcutta was once mooted, but the 
Calcutta Electric. Supply Co. have such a firm grip of 
requirements in that city, that the chances of success, even 
of a hydro-electric echeme at lower rates to consumers, are 


at 28. 4d., and it took some time to get up to that 


not very rosy. The State, however, is rich in minerals, 
and given cheap energy, it might not be outside the range 
of ibility to successfully exploit its resources. The 
Maharajah is an enlightened man of modern idese, and 
would probably give earnest consideration to suitable and 
us брака pun would mutually benefit the Mour- 
ng exchequer, and any enterprising com or capitalist 
willing to take risks. ME E à 


!. MPH 


CORRESPONDENOE. 


Letters received by us after 5 Р.м. om TORSDAY cannot appear until 
the flowing week. Correspondents should forward their communi- 
cations at the earliest possible moment. Мо letter can be published 
unless we have the writer's name and address in our possession. 


Cost of Living in the Federated Malay States. 


* One Who has Lived There,” who writes in your issue 
of August 20th, 1909, must have lived there some time ago. 
For а atart, it is four or five years since the dollar was fixed 


figure 
from the 1s. 11d. and 28. at which it used to stand. In old 
days, though luxuries certainly cost more, ordinary every- 
day things were cheaper; and, as far as wages are con- 
cerned, a dollar has been a dollar all through, no matter 
what the exchange value. | 

To take the pointe in order—Ou!/i/. The new-comer 
will do well to buy umbrella and goggles where he sees 
them worn. In Singapore, they mark the tourist. Up 
country, a miner needs both his hands and all his eyes. (It 
isn’t only supervising—unless he has a wonderful set of 
native assistants ; he must put his hand tothe plough some-. 
times, especially in electrical work.) Two pairs of shoes 
and six singlets. *' Double three thousand and then treble 
that." Say six anda dozen of each as a start. After a 
garment has onoe touched the skin it should be washed. 
Prickly heat is not nice—and one cannot help sweating. 
But India-gauze singlets only under the fan in a Singapore 
office. Up country—a thick woollen singlet, low in the 
neck, no collar, short sleeves ; a pith tope coming well down 
behind, and trousers of a Chinese cotton cloth kain-asap,” 
which is not so chilly on the skin as drill when wet. Socks, 
&c., in like proportion. Remember, thick wool keeps out 
the sun and absorbs perspiration. Sun and chills are the 
two prime causes of ill-health (thirst excepted). 

Knowledge of ordinary Malay speech is essential. The 
Malays are coming to the fore again. They are the bes 
launch hands, pumps men, locomotor and winding engine 
drivers, and coal coolies (not as miners). This sounds odd, 
but the writer has tried it, and so has the manager of a 
neighbouring mine. Except in the towns, where office hours 
are easy, work generally starts at 6.30 or 7 till 11, and 1 till 
5 or 6, according to conditions. . 

I do not think that a table such as described can now be 
kept under $50 a month. The prices given total up to, 
say, 540. Water carrier is usually provided by company or 
estate; if not, $10 should be added. It is usually necessary, 
though, to keep him about the house all day. Shops about 
a mining village are not up to much, and if the boy has to 
cook and go some miles to market, he will not have much 
time to clean the house and wash and mend clothes. In 
the F.M.S., where roads are good, the motor-cycle is ousting 
the pony and syce. Honesty is the rule, provided that one 
has nothing in the house worth stealing. A good boy will 
see that no one else cheata his master if he can help it. Yet 
the writer, a guest, and his servants and dogs, have been 
drugged by soporific smoke, blown into the mosquito net, 
and the wardrobes gone through, without their being any 
the wiser till next day. This was an exception— the work 
of experts. Last year, the tin mines being in а bad way, 
and many Chinese coolies out of work, there were too many 
gang robberies reported up the F. M. S. — better class Chinese and 
some Europeans being the victims. This is exceptional 
though, and it is worth remembering that the Malay has 
a fair amount of pluck, and will always back up the white 
man, in work and in everything. 

It is possible that the prices given might be almost kept 
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too, right up country or by the sea coast. In the latter 
case, fish and rice would have to form rather a large part of 
the diet. But it is not good to live too simple a life out 
here; you must go out and see your friends, and entertain 
them a bit in return; and that can’t be done on $82 a 
month. Other things may be up, but beer is a bit cheaper, 

Iam tempted to think, Mr. Editor, that your contributor 
must have been the lucky possessor of a very excellent 
“ sleeping dictionary,” with the aid of which his marketing 
was done, his cook’s bills kept in order, his clothes made and 
mended, and so on. I am informed that these things, 
though rare, are not impossible. But, in that case, some pe 
portion of the cost of upkeep of the dictionary should be 
added to the monthly bills. 

One Who Lives There Now. 


Singapore, October 7th, 1909. 


Universal Domestic Motor. 


It would be a great acquisition in houses where the electric 
light is installed to have a small movable electric motor, to 
which different kinds of wheels could be attached for clean- 
ing. knives, polishing plate, &c., and also a fan. 

I am quite sure there would be a great demand if they 


could be obtained at a reasonable price. I presume they 


would vary in price according to the voltage, which in 
Willesden ів 240. : | 


+=. 


e Henry Urquhart.. 
| | з oc n o pas Hurma. c: 
London, E. C., November 11th, 1909. x 
[An “ Electric Servant ” on these lines has been developed 
by Mr. R. Borlase Matthews, and was mentioned in our review 
of his book Electricity for Everybody." The idea is 
certainly à very promising one.—Eps. E. R.] А 


' Is Electricity Ponderable? . 
I have recently been engaged on some experimenta on 


electrification which appear to show that a positively electri- 


fied body is slightly heavier than the same body negatively 
electrified. The effect is about one-thousandth of a milli- 
gramme for 30 electrostatic units of electricity. 

Should the effect prove to be a purely gravitational one, 
it will be regarded, i think, asthe first observed departure 
from the ordinary gravitational lawe. Further experimenta 
are contemplated. 


а: . L. Sontherns. 
Cambridge, November 11th, 1909. : | 


Gyroscopic Action of Turbine on Locomotive. 

With reference to your article on Mr. Hugh Reid's inaugural 
address at the opening meeting of the Glasgow University 
Engineering Society, on **'The First Steam Turbine Electric 
Locomotive,” nothing is mentioned as to the effect of 
gyroscopic action of the turbine and generator running at 
8,000 R. P. M. N wt, | 

It would be interesting to know what will be the extent 
of this effect when the engine runs round sharp curves at a 
fair speed, assuming that the turbine has its shaft horizontal 
and at right angles to the axles of the wheels. 


| J. G. Smith. 
London, S. W., November 12th, 1909. К 


[ If any trouble is experienced from this cause, a vertical- 
shaft turbine can be used; but we do not anticipate any 
difficulty with the horizontal type.—Eps. E. R.] | 


Voltage for Country House Installations. 


Mr. J. Jackson is quite correct in his condemnation of 
high voltage for country house lighting ; he does, however, 
overstep the mark by advocating 25 volta as a suitable 
pressure for distributing centres supplying 200, plus his pro- 
posed 600, lamps. a | 

On the other hand, I would point out to “ H. C. P." that 


ray 


the saving in capital outlay of a 25-volt plant over a 110- 
volt plant is very considerable, and the advantages gained 
are in most cases not sufficient to justify the adoption of the 
higher pressure. True, the unsteady light on a 25-volt 
circuit is, at times of very great fluctuations, a source of 
annoyance, bat with a battery of ample capacity, and the 
proper handling of the battery-regulating switch by an able 
attendant, the trouble may be considerably minimised. 

The adoption of a three-wire system for these small 
installations appears to me to be entirely out of place, chiefly 


for the very reason that H. C. P.“ is complaining about, 


namely, the fluctuating, and, therefore, unequally balanced 
load, not to speak of the augmented cost. | 

A far better scheme is to install a double set of accumu- 
lators and to switch the two sets in parallel at times of 
extra heavy load. In the latter instance it is usual to charge 
one battery while the other is discharging. 

Now to return to Mr. Jacksou's 800-lamp installation, 
which must of necessity cover a fairly large area, a brief 
consideration should convince him of the error of his views. 

I will assume 800 8-0 Р. lamps, with an average consump- 
tion of 2 watte per candle-power, which, with the latest types 
of Osram and metal-filament lamps, may appear. somewhat 
high, but is counterbalanced by the fact that owners of 

houses are not always satisfied with 8-C.P. | 

Ignoring the losses in the conductors, which, without 
details of his scheme, it is, of course, impossible to deter- 
mine,the power consumption of the 800 lamps is 12 8 KW. ; 
at 25 volts pressure С = 512 amperes. .Now let Mr. 
Jackson look up the required sizes of the distributing mains, 
branch lines, switchboard equipment, and the capacity of 
his battery, all of which necessary evils, and some considera- 
tion for the pockets of his prospective cliente, should induce 
him to raise the voltage for his 800-lamp scheme. Mr. 
Jackson would save the wasteful resistance of the single 
arcs, and then get Peter to pay Paul the interest on the 
expensive copper mains. 

fail to see why it should be necessary to burn arcs 
singly ! Moreover, I fear the adoption of the charming 
variety of 4, 6, 10, 12, 16-volt installations would only 
increase the already existing confusion in that branch of 
electrical engineering. 

The need for a standard is apparent, and most of our 
leading firms have adopted 25 volts as a low-pressure 
standard for a maximum consumption of power of, say, 
8 Kw. and short lines only. I may mention that a description 
of Messrs. Siemens Bros. & Co.’s country mansion installation 
for a similar output appeared about five years ago in the 
columns of several electrical journals. The next step up the 
ladder of recognised standards for larger distributing centres 
—viz., small. villages or large hotels, &c., is as near as 
possible 65 volta, and from the above deductions that 
pressure is evidently more suitable for the supply of 800 
lampe than 25 volte. We then pass on to the more familiar 
pressures of 110 volte and higher of our central stations. It 
i8 neither prejudice nor conservatism which prevents engineers 
from adopting a low voltage ав а universal standard, but one 
has to steer between Scylla and Charybdis, and the right 
course is dictated simply by experience, Ohm’s law, judgment, 
and economical considerations. | 

| . P. W. Doell. 
Beeston, Nottg., November 15th. | " 


With reference to the above, I am pleased to find a 
correspondent in your last issue championing the cause of 
low-voltage lizhting. | 

It has occurred to my mind for some time past that the 
only way to compete in the lighting of the smaller country 
houses, and similar isolated places, is in the use of these very 
low-voltage planta to replace the acetylene and other. gas- 
making apparatus, which have sprung up of late. 

No doubt the large conductora required will not appeal to 
the high-voltage engineer, but, on the other hand, I imagine, 
some considerable advantage might be gained in the case of 
even во low voltages as 16 volte, or, perhaps, 10 volts for 
the very small houses, by the compactness of the plant, and 
the great reduction in the number of cells, resulting in a 
saving in space and attendance, the general utility of the 
same for the use of bells and telephones, and the comparative 
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ш from dangers of shock, and, to a certain extent, 
re algo. 

In short, if electricity is to become universal, we must be 
prepared to supply а man with the plant best suited to his 
needs and convenience. 

8. 


Institution Proceedings. 


A full house listened from 8 until 9.20 p.m. on Tuesday 
night to the secretary and his assistant reading in & most 
capable way three papers. 

Amongst the audience were railway men who had 
journeyed from Newcastle, Heysham and Liverpool, and 
the writer ventures to think that their reason for coming to 
London was to hear a discussion on those papers, which 
everybody really interested had already read, but nothing 
transpired but the reading. 

The Institution supplies to every member who asks for 
it a copy in advance, and to the personal knowledge of the 
writer each of the gentlemen referred to had read the paper 
before coming to the meeting. | 

Is there any reason for continuing a practice of reading 
more than the barest outline of papers which have been 
before the members privately in advance of the public 
meeting? 

Would it not meet with general approval if papers were 
laid on the table and the discussion commenced forthwith? 

If your columns are open to ventilation of this suggested 
economy of time, the writer believes you will benefit a large 
number of your readers. | 

Assoc. M. Inst. C. E. 


November 11th, 1909. 


[We refer to this matter in our leading columns.— 
Eps. E. R.] 


British - made Magnetos. 


I was surprised to read Messrs. Jno. О. Fuller & Son's 
letter in your valuable paper of October 29th, in which 
they write as if representing the British magneto manu- 
facturera at large, and then immediately go on to adver- 
tise their self-starting machine. They also mention the 
amount of money spent on experimenting. All this is 
scarcely an answer to Widnes,” who wished to know why 
British-made machines are inferior to foreign articles. If 
they have experimented and spent thousands of pounds in 
developing their magneto, which is, by the way, a low- 
tension with a separate induction (transformer) coil, an article 
very simple and cheap to construct, this is their own 
misfortune. It is not improbable that thousands of users of 
their make are quite satisfied, but that many English car 
manufacturers have signed an agreement with foreign 
makers is not without a reason, though Messrs. Faller, as 
indicated, have brought their magnetos to a final design and 
perfection. These two expressions I ascribe to their naïveté 
and poor judgment of existing conditions. 

If the two or three actual magneto manufacturers will ex- 
periment less with obsolete designs which have been discarded 
long ago by their rivals, and merely copy and improve later 
ones, they will surely arrive at a successful stage ; otherwise 
they will remain where they are, or where the large makers 
on the Continent, &c., were at their beginning period. 

As far as the writer is acquainted with this trade, there is 
an increasing demand both in the automobile and other trades 
for first-class, good and not freakish-designed magnetos, at 
home and abroad, and if one follows German and French 
practice and literature, there is no reason to take such a dark 
view of existing conditions. 

H. Armature. 


November 1st, 1909. 


East India Tramways Co.—The directors report for 
the year ended July 31st that the total amount at the credit of 
revenue account was £1,655. The full dividend of 5 per cent. per 
annum on the cumulative preference shares is recommended, also 
a dividend equivalent to 3j per cent. per annum on the ordinary 
shares, 4121 is to be carried forward, 


THE CONTINENTAL ELECTRICAL 
ENGINEERING INDUSTRY. 


Tas REDEMPTION OF BONDS AND INOBEASEBS OF CAPITAL. 


Tun custom of raising loan capital in various European countries 
by the issue of obligations or bonds, which may or may not havea 
mortgage charge, and are consequently not always equivalent to 
debenture bonds, sometimes places the holders of drawn bonds in 
an awkward situation. A certain number of bonds is usually 
drawn for repayment every year, and the payment of interest on 
these bonds automatically comes to an end. Apparently no 
necessity exista on the part of the issuers of the bonds—whether a 
State, city or company—to advise the owners of drawn bonds that 
the time for redemption has arrived, and unless the holders 
discover the fact they may continue to cause their coupons to be 
regularly presented for payment, and receive payment of what they 
consider is the lakeret. but which, they ultimately find out, is 
merely the gradual return of capital. If the operation continue 
for a number of years, the issuers have the capital at command 
without the payment of interest, whilst the holders of the drawn 
bonds eventually become aware that they have accepted as interest 
payments of a large percentage of their original capital, which they 
believed was still intact. It is regrettable to note the name of one 
electrical company which is charged with the offence of paying 
coupons after bonds had been drawn for redemption, and the 
circumstances suggest that the obligation should generally be 
imposed of notifying holders or their bankers, as occasion may 
arise, of the fact that the bonds have ceased to bear interest by 
having been drawn for redemption. 

The Westinghouse Electricity Co. has been registered in Berlin 
with & share capital of £5,000. Its object is to continue the 
business of the company of the same name which is to be dissolved, 
and which originally had & share capital of £50,000, which was 
subsequently reduced to £15,000, owing to losses. The business 
management of the new company also is said to be in the hands of 
Herr J. Hessenberg, of Charlottenburg, and Mr. Walter Phillips, 
of London. А 

Among new emissions of capital in Germany, may be mentioned 
the decision of the Rheydt Cable Works Oo. to increase the share 
capital in the first Instance from £187,500 to £250,000 by the issue 
of new shares at the price of 104 per cent.; and, secondly, by a 
further issue of £25,000 in shares, so as to permit the whole of the 
capital to be introduced on the Berlin Btock E The 
Elektrisitäts Gesellschaft (late H. Poge) of Chemnitz, also 
resolved to make a fresh issue of shares to the amount of £50,000, 
most of which will be offered to existing proprietors at 1144 per 
dent.; whilst the capital of the Regina Bogenlampen Fabrik, of 
Oologne-Siilz, is to be advanced from £9,570 to £50,000, for the 
purpose of providing funds for meeting the demand for the 
company’s manufactures, including arc lampe. 

The Belgian manufacturing firm, the Ateliers de Constructions 
Electriques, of Charleroi, has just offered for subscription 10,000 
new priority shares of £20 each, which will increase the share 
capital from £200,000 to £400,000 ; and the Tramways Electriques 
dela Province de Balerne (Italy), which is also a Belgian enter 
prise, has invited subscriptions for 10,000 £4 shares and 2,000 
bonds of £20 each. Another undertaking referring to Italy is that 
of the Società Elettrica della Bicilia Orientale, of Catanis, which 
proposes to raise £80,000 by the emission of 5 per cent, bonds. 


GanMAN WORKS. 


The directors of Brown, Boveri & Oo., of Mannheim, state in 
their report for 1998-9 that the trade suffered more than in the 
preceding year from the weak demand and depressed prices caused 
by severe competition. Prices are neither in harmony with the cos 
of materials nor with wages, for although iron aud manufactares 
thereof are cheaper than a year ago, copper and its alloys have 
scarcely receded, and wages have remained the same. In tbe 
endeavour to provide sufficient employment for the shops also 
during a declining period of prosperity, various firms bad unfor- 
tunately quoted prices which must be regarded as directly causing 
& loss. Notwithstanding these unfavourable general conditions, to 
which was added a strike which stopped work for seven weeks, the 
years results were not substantially different from those of tbe 
previons year. This was due, in the first place, to the reputation of the 
company's manufactures, which rendered it possible in many cases to 
secure orders without going down to the lowest prices, and secondly, 
to the continued efforts to perfect the methods of working and 
increase the output. The accounts show the following figures: 


1908-9. 1907.8. 

Capital paid up £300,000 2900, 000 

Bond capital b 225,000 225,000 

Depreciation provision ... 18,590 23,710 

Net profits ... S 26,250 25,980 

Dividend ... ia газ 18,000 18,000 
„ per cent. мз ou 6 6 


A large portion of the contracts received for steam turbines 
again represented repeat orders. During recent years the compa 
had effected special improvements in the electrical ореви 
paper mills, and the total equipment for three of the largest 
was already partly in operation. The method pro for driving 
paper-making machinery by separate motors now кар 
tected by patent. The experience gained witb single-phase m 0 
for the regulation of the speed permitted their use for large 
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puts, particularly for traction p ses, and several orders had been 
received for electric locomotives for full gauge railways. 

The turnover of the Kabelwerk Rheydt, of Rheydt, is stated in 
the directors’ report for 1908-9 to have been 25 per cent. greater 
than in the preceding year. The prices of conductors were 
depressed almost throughout the year, whilst those for other mann- 
factures, particularly during the period when the cable syndicate 
collapsed, were at times subject to heavy fluctuations. After 
appropriating £11,100 for depreciation, as contrasted with £13,700 
in 1907-8, the accounts exhibit net profits of £17,590, as 
against £191 in 1907-8. It is pro to pay a dividend of 8 per 
cent. on the share capital of £187,500, this comparing with no dis- 
tribution in the preceding year. The works are at present 
normally employed, and satisfactory resulte are hoped for in the 
future. It is intended to make s fresh issue of shares to the extent 
of £87,500, for the purpose of extinguishing the bank debt and for 
other objects. 

The accounts of the Deutsche Elektrisitätswerke Garbe, Lahmeyer 
and Oo., of Aix-la-Ohapelle, show for 1908-9 an allocation of £8,050 
to the purpose of depreciation, as compared with £8,310 in the 
previous year; £7,500 to the dividend equalisation fund, as against 
£5,000 in 1907-8, and £5,000 to the reserve funds, After making these 
appropriations, the net profits allow of the payment of a dividend 
of 5 per cent. on the share capital of £150,000, being the same rate 
as in the preceding year, and the sum of £3,750 has been carried 
forward, as contrasted with £92,920 in 1907-8. 

The Gesellschaft für Elektrische Industrie, of Carlsruhe, which 
was formed in 1897 for the construction of electrical equipment, 
machinery and apparatus, and the establishment of lighting and 
power installations, proposes to go into liquidation in consequence 
of the lack of working capital. With an original capital of 
£100,000, the company was only able to pay a dividend in one year, 
the rate being 4 per cent. in 1898-9, and the finances were sub- 
sequently reorganised. The accounts for 1907-8 show a loss of 
£29,500, and since then the central stations at Mosbach and 
Niederbronn-Reichshofen have been sold at a book loss of £7,500. 
The share capital consists of £30,000 in ordinary shares and £40,000 
in preference shares, together with a loan debt which reached 
£48,000 at the end of June, 1908. 


Swiss AND OTHER WORKS. 


The report for 1908-9 of the Maschinenfabrik Oerlikon states 
that sufficient orders have been received at better prices than at 
the end of the financial year, although prices have since fallen 
away more than those for materiale. As gross profits, the accounts 
exhibit the sum of £96,500, as compared with £100,200 in 1907-8, 
and net profits of £17,860, as against £17,890. After making 
allocation to the reserve fund, the balance has allowed of the pay- 
ment of 4 per cent. on the share capital of £320,000, this being the 
same rate as iu the preceding year. The directors mention that 
the electrical working on the railway section Seebach-Wettingen, 
which was started on December 1st, 1907, and had to be continued 
by the company for one year, was maintained until July 3rd, 1909, 
at the request of the Swiss Federal Railway Administration. It 
was hoped that, as & result of the clearing up of the question of 
the system from the trials on that railway, from the selection of 
the method by the Berne Alpine Railway Co. and from the 
decision to adopt the same system on various foreign railways, the 
period had been brought closer when electrical working would be 
introduced on Swiss main-line sections. The company had specially 
advanced the construction of single-phase motors for traction 
purposes by the building of ty up to 1,000 E.., and had 
extended the application of the electrical distribution of power to 
the operation of textile machinery. It was not possible to maiu- 
tain the sales, of which & large portion represent rt orders, on 
the same level as in the previous year, altbough the degree of 
activity, with one exception, was wholly satisfactory. At the date 
of the report the workshops were somewhat less briskly employed, 
bat nevertheless the amount of work was still adequate. 

The directors of Escher, Wyss & Co., whose shares are almost 
entirely held by the Felten & Guillesume-Lahmeyer Works, 
state that the considerable extensions at the Zurich works were 
entirely finished during the year 1908-9, and those at Ravensburg 
were almost completed. By this means, and apart from the 
- materially more favourable conditions of manufacturing, the 
productive capacity had experienced a large increase, although 
this could not always be fully utilised during the year, owing to 
the industrial decline. Notwithstanding this circumstance, the 
sales were approximately the same as in the previous year, bat 
keen competition largely depressed prices, particularly for steam 
turbines. The Zoelly turbine had opened up a further fleld of 
activity. The groes profits reached £123,700, as contrasted with 
£116,400 in 1907-8, and the net profits were £15,740, as against 
£18,430 in the same years respectively. A dividend at the rate of 
7 per cent. has been declared on the ordinary share capital of 
£200,000, being the same rate as in 1907-8. The early months of 
the new financial year have witnessed a slight improvement, and 
the arrival of new orders and those in hand can be regarded as 
satisfactory. 

The United Electricity Co. (Vereinigte Elektrizitäts Gesellschaft), 
of Vienns, realised net profits of 599,100 crowns in 1908-9, as 
compared with 590,030 crowns in the previous 12 months. It bas 
been decided to pay a dividend at the rate of 6 per cent., as in the 
preceding year. e directors state that competition was unusually 
severe throughout the year, causing a heavy fall in prices, which 
was only equalised by materially increasing the turnover. Of the 
Hungarian undertakings closely associated with the company, the 
United Glow Lamp and Electricity Co. had been able to distribute 
9 per cent., and the United Electricity and Machine Works Co. 


6 per cent.; and the former, which manufactures the Wolfram 
lamp, has now been compelled to extend ite plant. | 

The Russian Schuckert Co., of St. Petérsburg, realised net profits 
of £10,274 in 1908-9, as compared with £9,875 in the previous year. 
After making provision for depreciation, the balance has permitted 
of the payment of a dividend of 3 per cent. on the share capital of 
£200,000, or the same rate as in 1907-8. It has been decided to 


. liquidate the concession obtained for the establishment of tram- 


ways on the outskirts of Moscow, in consequence of the totally 
changed conditions, ag the exercise of the rights in s profitable 
manner would appear to be out of the question within s-oonceivable 


period. 


NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


H.P. Cable-Hanger. 


The cable-hanger shown herewitb, known as the “ H.P. Rustless 
Cable-Hanger,” is stamped out of sheet sinc, and, being complete 
in one piece, has no parts to become detached or iron hooks to rust 
out, thereby allowing the cable to sag or fall. Being of sinc, it is 
durable, and affords a good metallic connection of the messenger 
wire with the lead sheath on the cable. This feature localises 
damage by lightning and high-tension crosses, thereby greatly 


Fig. 1.—H.P. RosTLESS Олвьш HANGER. 


reducing reconstruction ooste. The hanger binds tightly on the 
cable and, being flat, does not interfere with the cable-car riding 
readily over the messenger wire after it has been applied. It packs 
closely in small boxes, 500 in each, of convenient size for carrying 
under the arm. The is attached as follows:—Hold the 
circular end against the cable and wind the free end twice around 
and once over the messenger wire as shown in the cut. The cable. 
hanger described is made by H. P. Cor RL ARD, 127, Franklin Street, 
New York City.—Electrical World. 


The ‘í DG ” Continuity Clip. 


The clause in the official Wiring Regulations which requires 
that every system of metal conduits shall be electrically and 
mechanically continuous has a very important bearing upon the 


Fia. 2.—DBTAILS OF THE DG CowTINUITY CLIP. 


large number of installations that have been erected on the " slip- 
joint" system, and in many cases has led to their condemnation, 
and replacement by screwed conduit work, althcugh the wiring may 
have been in good condition. 

To avoid the necessity of incurring the expense and inconvenience 
of rewiring such systems, Messrs. рваке & GonHaM, Lro., of 66, 
Victoria Street, S. W., have introduced the DG" continuity clip, 
which is illustrated herewith. It consiets of а metal clip which is 
Blipped over the tubing, witbout necessitating its removal from the 
wall The clip makes contact with the tubes on two opposite 
points which are slightly beyond the centre; one is a fixed point 
orming part of the clip, and the other is obtained by the end of a 
screw, which is forced well home. Two clips and a copper con- 
nector are used at bends. 
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It is found in practice that it is quite unnecessary with this clip 
to scrape away the enamel, and tests made by the Westminster 
Testing Laboratories showed that the resistance between two pieces 


Fia. 3. — ARBANGEMENT OF CLIPS AND CONNECTOR AT A BEND. 


of tube clipped together by this method was somewhat less than 
002 ohm. Further, as much ab 75 amperes was passed through а 
(-in. tube for an hour without its becoming more than warm. 

It is not proposed that new work should be carried out on these 
lines, as contractors naturally now use some of the grip systems 
which are already developed, but in factories and other places 
where alip-socket tubing has been used, considerable expense may 
be saved by making an existing installation comply with the Rules, 
which would otherwise have to be removed. 


The Beacon? Flame Arc Lamp. 


There is no standing-still in aro-lamp manufacture, a trade in 
which competition is keen and persistent; it was quite natural, 
therefore, that the GILBERT Аво Lamr Co, LTD., of Chingford, 
should bring out a new flame lamp, which we inspected last week. 
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pawl and ratchet step-by-step escapament, which is controlled by a 
rocking beam subject to the differential pull of shunt and 
series solenoids. This is well seen in fig. 5, which gives front 
aud side views of the mechanism. The coils, it will be 
noticed, although projecting below thé ug arm are enclosed 
together with the plungers in pockets having nó communi- 
cation with the lower part of the lamp case. On the mue 
arbor as the double-grooved chain drum a is carried a steel ratchet 
wheel o of large diameter, with which two pawis D and в engage. 
The pawis are actuated alternately by small friction wheels carried by 
the rocking beam, as shown at н and к. When the lamp is out the 


carbons are together, and the left-hand (series) end of the beam 


H 


у 
ww 


Fia. 4.—Спвввт “ BEACON " Fraun Anc Lamp. 


is down, depressing the tail of pawl D by means of n so far that 
pawl р is not only removed from contact with the ratchet wheel, 
but aleo lifts.off pawl в (as shown in the lowermost detail view). 
Oa closing the circuit, the series соі recks the beam, allowing the 


px to come iato gear with the Wheel; the motion of the 


m also strikes the arc by moving the lower end of one 


. of the carbons outwards, through the agency of a link and 


bell-crank acting on а guide-plate at the bottom of the 
lamp. The wheel isithen held by pawl p alone. As the am 
lengthens, the left-hand (series) end of the beam falis, without, 


Fie. 5 —DgTaILS OF MECHANISM OF THE “ Beacon” LAMP, 


The lamp is of the converging carbon type, and as will be seen from 
fig. 4, it sesses а pleasing external appearance, which distin- 
guishes from the ordinary run of arc lamps. An important 
feature of the new lamp is the situation of the whole of the 
mechanism, except the carbon holders, within & separate compart- 
ment at the very top of the lamp, isolated as far as possible by a 
diapbragm from the rest of the interior, so that the access of fumes 
to the working parts is rendered practically impossible. The 
carbon holders are suspended from a double drum by chains which 
pass through small boles in the diaphragm, and slide freely on 
sloping guides, one of which is fixed, while the other is capable of 
moving sufficiently to strike the arc. The holders are of the spring- 
grip type, and the chains are so connected to the dram that the 
carbons move equally and simultaneously, the slack chains being 
wound up for trimming by a coiled spring. A weak blow magnet 
is provided. 

e details of the regulating mechanism are novel and interest- 
ing. The general principle ie that of a gravity feed, with a double- 


however, feeding the carbons until striker H lifts pawl p, when the 
ratchet wheel advances part of one tooth, being stopped by pawl . 
Thus feeding proceeds by the alternate release of the рат! 
When the circuit is opened, the beam tilts so far that paw! p is 
lifted off and holds pawl x out of gear aleo, so that the carbons 
run down, while at the same time the lower end of the movable 
carbon is brought inwards and the carbons meet. The design i- 
such that when the arc is burning and feeding normally, the 
radial distanoe between the cirbon tips is practically unaffected 
by the movement of the beam in feeding. Every care is taken to 
reduce friction ; the rocking beam is carried on knife -e ges, and, м 
shown, actuates the ратів through friction wheels. When not 
actually moving the pawls, the m is perfectly free, except 
that it is restrained by a dash-pot from sudden and violent move- 
ments, As far as possible, too, the working parts are given plenty 
of play, so that sticking is unlikely to oocur. 

For convenience in trimming, а catch is provided, which retains 
the carbon-holders in their highest position; to ensure the release 
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of this catch, it is arranged so that the globe cannot be put on until 
this has been done. Ample space is available for the cut-out and 
the substitutional resistance, which is mounted inside the body of 
thelamp. With suitable modifications the lamp can be used on 


either D.C. or 4.0, and buras five in series on 230 volts b.c. A 


10-ampere lamp burns for 12 hours, with metal-cored carbons. 
The simplicity of the mechanism, its protection from fumes, and 
the experience and foresight which have been exercised to provide 


Fic. 6 —Rirxk Licutsp wits '" Bmacox" LAMPS. 


against all possible causes of failure, all help to ensure the 
successful working of this lamp, which, we understand, has been 
in commercial operation for some months on an extended scale, 
and is giving complete satisfaction to the users including 
customers who are already using the best foreign-made flame 
lamps. Fig. 6 shows an installation of Beacon lamps at a skating 
rink—one of many rinks in English towns where they have been 
adopted; they are also extensively used for shop and works 
lighting. The lamp is British-made and of British design, with 
no cl rk in its construction, and its gracefal shape is not the 
least attractive of ite meritorious features. l 


Portable Electric Saws. 


A portable electrically-driven saw for cutting timber, which 
resente several interesting pointe, is being placed on the market 
Mussns. Fern Bros. & Co., LTD, of 25, Budge Row, Е.С. The 
apparatus consiste of an angle-iron carriage mounted on a couple of 
wheels, and supporting an electric motor belted on to a circular 


Fic. 7.—PonTABuE ELECTRICO Baw. 


saw. The electric motor and starter are fixed inside ‘the machine, 
and coupled up to the electric supply by means of a length of 
flexible cable and pin-plug. | i 

The н.р. of the motor varies from 2 to 8, according to the class of 
work intended; the higher powers being for the type O machine, 
which is designed for cutting felled trees, logs, &o., up to 16 in. 
diameter, and is illustrated in use herewith. The type A machine 
is provided with a table-top for cutting boards and planks in the 
usual way ; and type B, for cutting logs, beams, &c., is also designed 
to carry the material, the saw having a movement distinct from 
the carriage. 


LEGAL. 


Joumsow & PHIiLLiPs, LTD., v. PATERSON. 


In the Chancery Division of the High Court of Justice on Friday, 


November 12th, Мв. Міскгем, K.C., moved, on behalf of the 
plaintiff company іа the action of Johnson & Phillips, Ltd., 
electrical engineers, against Patereon, to restrain the defendant, 
until judgment or the further order of the Court, from granting 
any licence to work, or assigning any mortgages charging, or 

g to charge, an alleged share in certain letters patent, or 
in any way dealing with them, contrary to the terms of an agree- 


ment dated February 25th last. The defendant, counsel explained, 
was until quite recently the manager of the plaintiff company, 
being employed at the large salary of £1,000 a year aud certain 
commissions. The agreement of February 25th last put an end to 
his connection with the company. He left the omen: and all 
matters between them were settled upon the terms of t agree- 
ment. There was, amongst other things, & provision that defendant 
should assign to the company all letters patent in his name, or in 
his name jointly with some other person connected with the firm. 
There were two questions which his Lordship would have to 
determine. One was whether the agreement of February 25th last 
was & final agreement come to between the parties, and the second 
was whether the defendant had any interest in these letters patent 
at all, because the company claimed them as their letters patent. 
It seemed to him that Lordship might have а diffimlty in 
coming to a final determination on interlocutory proceedings, and he 
should have thought the most convenient course would be to leave 
matters in statu quo until the trial. 

Mn. Faanx RUSSBLL, K.O., who represented the defendant, said 
he did not think there was much dispute as to the facts; it wasa 
question as to the meaning of the document itself. As he read the 
evidence, the question was whether the company had shown any 
title in these matters. Unless the plaintiff company could upset 
it, defendant had a clear title. He would be perfectly willing to 
keep an account, until the trial, of anything he made, and, if 


n , earmark it and put it aside. 

Mr. Micra, K.O.: That won't do. If our case is right, the 
defendant has no right to these letters patent at all. We say that 
having regard to the agreement, he clearly cannot deal with them 
now. The suggestion is that defendant is entitled to а half. The 
case made out by him is that the document which he signed was an 
offer, and not an acceptance; but I think the evidence is conclusive 
that what he did was to acoept the offer made to him by the 
company. | 

Mr. RosssLL: The difficulty I feel is that I am afraid, sup- 
posing I am right in the trial, my remedy against the company on 
an unde for damages is not worth much. Mr. Bl ell is 
& director, and there are one or two other directors who have made 
affidavits, and if these gentlemen will give their persona] guarantee 
I will agree. 

Mn. Місковм said this was a grave allegation against а compan 
carrying on а large business, which had large funds, and which ha 
been employing the defendant at £1,000 a year. It was absurd to 
suggest that the company would not be able to pay damages if it 
proved to be wrong in the trial. 

His Lorpsurp: If that is so, I should have thought the directors 
would not mind giving their guarantee. 

Mn. Мїскївм said he had no doubt the directors would give 
their undertaking, but he was not able to consult them all. 

Mr. RusseLt intimated that defendant would be satisfied with 
the personal guarantee of Mr. Blackwell alone. 

Subsequently Mn. MrckrEM said Mr. Blackwell declined to give 
the undertaking without the other directore gave the same under- 
taking. He very much resented the suggested insolvency of the 
company. There was not the least foundation for the suggestion. 
They oould not get at all the directors, one or two of them being 
&broad, and he therefore asked that the motion should stand over 
for & week. І 

His Lon DSE concurred. 


Тлугов v. L. O. O. 


In the King's Bench Division on Tuesday and Wednesday, 
November 9th and 10th, before Mr. Justice Bucknill and & common 
jury, the action was tried in which Mrs. Louisa Alice Taylor, 
formerly of Rotherhithe New Road, and now of 624, Old Broad 
Street, sought to recover damages from the London Coanty Council 
for injuries which she alleged she had suffered owing to the negli- 
gence of the defendants’ servants. Defendants admitted liability 
and paid £125 into Court, which they submitted was ample to 
cover any damages the plaintiff had suffered. Plaintiff was a 
passenger on one of the defendant Council's electric tramcars on 
June 7th last year, and was sbout to alight at the canal bridge, 
Rotherhithe, when the car moved on with a sudden jerk and caused 
her to fall heavily on the tramcar and injure herself. Having 
heard evidence as to the amount of sustained, the jury 
assessed them at £100, and jadgment waa therefore entered for the 
1 pars Council, this being less than the sum already paid into 
urt. й 


ARBITRATION PROCEEDINGS: LASOBLLES v, YATES. 


Мв. PorLock, one of the High Court Official Referees, on Saturday 
gave judgment, following an award by arbitrators, iu an action in 
which a London firm of builders and decorators, Mesers. W. H. 
Lascelles & Co., Ltd , had sued Mr. William Yates, of Weir Cottage, 
Shepperton-on-Thames, to recover money alleged to be due in 
respect of alterations in the interior of that residence. During the 
hearing it was stated that part of the work included electric light 
installation, it having been alleged that the estimate therefor was 
based upon a statement made by the defendant that the wiring 
was comparatively new, and had been properly tested. The 


- plaintiffs had alleged that in the course of work, during the defen- 


dant's absence abroad, it was found that the whole of the existing 
electric wires were useless and would require renewal, but those 
points the defendant disputed. Messrs. Blomfield and Lomax were 
appointed as arbitrators to ascertain the general cost of the whole 
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of the work done and the materials charged. They had awarded 
& sum of £4,269, but as a sum of £3,720 (which the defendant had 
paid before the action was brought) had to be deducted, a balance 
of £549 was left in the plaintiffs’ favour. The Official Referee gave 
judgment for that amount, and awarded plaintiffs the costs of the 
action and of valuation and reference, and of an order of November 
26th, 1908, but not the costs of an order of February 2nd, 1909, 
under which the plaintiffs had had to disclose particulars as to 
expenditure in approximate estimates. 


Овявватг, Eveorrio Oo, LTD. v. J. E. Warem & Co. 


Ix the King’s Bench Division on Saturday, Mr. Justice Sutton 
sanctioned a claim by plaintiff company against defendant firm, 
electrical engineers, of Tottenham Court Road. 

Mn. TRICKETT, appearing on behalf of tbe plaintiffs, said the 
action was brought to recover £22 6s. 1d. in respect of goods sold 
and delivered ; and the defence, so far asit was foreshadowed in 
an affidavit by Mr. Wakelin, was & suggestion that certain of the 
goods were defective, and that this would give the defendants a 
substantial counterclaim for damages. 

There was no appearance on the part of the defendants. 

RoszRT M. Truman, clerk to the plaintiffs’ solicitor, proved the 
үк of the writ. He saw Mr. Wakelin for that ртов (ће 
said) at the defendante' place of business in Tottenham Oourt Road. 
He asked the witness if the General Electric Oo. would allow him 
time, and suggested that they might give him until October 7th. 
Mr. Wakelin said he had been interested in two or three limited 
companies, and was only temporarily embarrassed. He also sug- 
gested taking the witness out to dinner if he (Truman) took the 


writ away. 
His LogpeurP gave judgment for the plaintiffs for the amount 
claimed, with costs on the High Court scale. 


New Iaurrion Synpicatz, LTD. 


Im the debenture-holder's action of Wild Blundell v. the New 
Ignition Syndicate, Ltd., which on Monday last came before Mr. 
Justice Parker on motion for judgment, his Lordship pronounced 
the usual debenture decree directing the usual accounts and 
inquiries upon the production of an affidavit proving that the 
principal moneys were due. 

There was no opposition. 


Ввгтіѕн ALUMINIUM Co, LTD. 


Pgrtrrions by Dick, Kerr & Oo., Ltd., and A. Schonfield & Co., Ltd., 
for the winding up of the British Aluminium Oo., Ltd., were 
before Mr. Justice Neville in the Companies' Winding-up Court 
this week. 

Mr. YouxGzESR, K.O., representing the company, said that he had 
to apply tbat the petitions might stand over in order that a scheme 
of arrangement might be formulated. The matter had been before 
the Court on several previous occasions, and there was considerable 
opposition to & winding up, by the unsecured creditors. Those 
creditors thought it desirable that a scheme of arrangement should 
be formulated, and he therefore applied on behalf of the company 
that the petition might stand over until the first petition day in 
next sittings. He understood that there was no serious objection 
to that course being adopted, as all parties desired that there should 
be time for the necessary negotiations to formulate a scheme. Mr. 
Stewart Smith, K.C., for certain of the oreditors, had stipulated 
that any scheme that might be formulated should be submitted to 
him as early as possible, in order that he should have ample time 
to consider it, and, of course, that should be done. 

Мк. Stewart SMITH said that he did not object to an adjourn- 
ment, but he »uggested that there was no reason why the matter 
should. be thrown over until next year. He asked that the 
adjournment should be until the last day of the present sittings. 

. YOUNGEB thought that would not give safficient time. 

Mr. SmitH said that the matter could be then mentioned 
again. 

Мв. ManTELLt, K.C., said that he represented the petitioners 
on the first petition, and supported the adjournment. The adjourn- 
ment over the Christmas vacation would hurt no one, and the 
additional time would be of great assistance to the receiver in pre- 
paring the scheme. 

Mn. HaMrirTON, K.C., for unsecured creditors to the amount of 
£123,000, supported the proposed adjournment. 

His LonpsuiP said the preparation of the scheme must take some 
time, and adjourned both petitions until next sittings. 


ELECTBO-Peat Coar Co. LITIGATION. 


Tre case of J. C. Barker v. the Right Hon. the Earl of Mayo and 
otners came before the Master of the Holls and Lords Justices 
Fletcher Moulton and Farwell this week, upon an appeal 
by the defendant, George Darlington Simpson, from a judg- 
ment of Mr. Justice Lawrence on the finding of a special jury 
by which he was held liable in respect. of certain alleged mis- 
representations in connection with the flotation of the Electro- 


Peat Ооа! Co., Ltd. The action was brought by Mr. J. O. Barker, 
of Ilkley, Yorkshire, sgainst the Earl of Mayo, Mr. H. Howard 
Allen, Mr. Macgregor, Col. 8t. Quintin, Bir Leslie Falkiner and 
Mr. J. D. Bimpson, and by it the plaintiff claimed damages for 
alleged fraudulent misrepresentation, upon the faith of which he 
alleged he was induced to subscribe for 2,000 shares in the Electro- 
Peat Coal Co., Ltd. All the directors other than Mr. Simpson 
were sued as directors of the company, Mr. Simpson being sued as 
the promoter. The defendants denied that any untrue statements 
were made to their knowledge, and that the plaintiff waa induced 
to enter into his contract to take shares upon any misrepresenta- 
tion made by them. The jury found in favour of all the defen. 
dants except Mr. Bimpson, against whom on the finding of the 
jury the learned Judge entered judgment for £910 and coste, Mr. 
Simpson now asked for judgment or a new trial. 

Mn. Coszns Harpy, who appeared in support of the appeal, 
said that tbe case had had a somewhat chequered history. ugh 
it had been before the other branch of the Court of Appeal on two 
occasions and had been adjourned, he was now unable to find an 
opponent. On an application to fix a day for the hearing of the 
appeal, the Court had directed that notice should be given to the 
plaintiff and his solicitor, but eo far as he (counsel) knew, there 
was no one present to oppose him. The Court of Appeal had, how- 
ever, taken the view that under the circumstanoes the merits of the 
case must be dealt with. It was a very serious case, and took 17 
daysto argue in the Oourt below. The action wae a common law 
action for deceit based on a prospettus. For reasons best known 
to himself, Mr. Simpson in the Court below unfortunately appeared 
in person. In the first place, the action was brought against eight 
defendants, all of whom, with the exception of Mr. Simpeon, were 
directors of the company, and all were represented by counsel of 
ee eminence. Mr. Simpson not only appeared in person, but put 

n his defence himself, and still more unfortunately, became ill 
during the course of the trial, and was away on а doctor's certificate. 
The result was perfectly clear; because of his absence the right 
questions were not submitted tothe jury. Points in the defendanta' 
favour were not brought out, and he (counsel) thought that it was 
perfectly clear that if at the close of the plaintiff's case, an appli- 
cation had been made that the plaintiff should be non-suited, that 
application would have been granted on the ground that there was 
no evidence to go to the jury on the material issues of the case. 

Lorn Justios Мосгтои pointed out that that would not help 
Mr. Simpson now. 

Mn. Cowgns-Harpy said it was so. All the other defendants, 
however, except his client, had judgment given for them, while his 
client had judgment given against him. It was not so much the 
mere monetary claim that Mr. Simpson cared so much about—that 
was only £910—bnt it was the costs that were really a serious thing. 
They amounted in this case to between £7,000 and £8,000. Jadg 
ment was only given against Mr. Simpson on the first prospectus. 
On the second, judgment was given in his favour. Their Lordships 
would see that one-half the questions left to the jury were 
immaterial. The action was based upon the issue of a certain 
prospectus whicb, it was alleged, contained fraudulently misleading 
statements, which statements were the cause of the plaintiff under- 
writing a number of shares in the Electro-Peat 1 Oo. The 
plaintiff was not an ordinary innocent person subscribing for shares 
on the faith of a prospectus. He was an astute underwriter, who, 
after he got these shares, pooled them, and then took shares in the 
promoting syndicate. The case made was that, by a document 
dated January 25th, 1904, which he might call the 13th proof 
prospectus, and which, by the defendants’ authorisation, were shown 
to the plaintiff, the plaintiff was induced to take shares. On 
February 10th, the plaintiff sent an anderwriting letter to Mr. 
Simpson, and on March 24th the underwriting letter was accepted 
by the promoting syndicate. The application for shares was not in 
the Peat Coal Co., which was not incorporated until April, 
1904, but in the promoting syndicate. The plaintiff was 
relieved of a portion of his underwriting, and was allotted 
1,000 shares, for which he received 114 per cent., 5 per cent. 
from the promoting syndicate, 24 per cent. from the company, and 
a secret commission of 4 per cent. Though the company was not 
insolvent, he did not think that the shares were of very sub- 
stantial value. It was suggested that the invention which the 
company was formed to exploit was a very valuable one. The 
plaintiff paid £1,000 for his shares, less £90 received by way of 
commission, and judgment was therefore given against the 
defendant for £910. His submission was that there was no evidence 
to support the findings of the jury. 

In answer to the Court, Мв. Cozens-Harpy said that he was 
instructed to conduct. the appeal by Mr. C. D. Simpson. 

The Master OF THE ROLLS said that having regard to other 
proceedings, Mr. Simpson bad no locus standi, as his trustee was not 
a party to the appeal. 

Mz. Corkxs-HA RDT said that the verdict against which be was 
appealing was а very serious one for Mr. Simpson. 

Тһе Master or THE RoLLs: But we are in the position of 
having neither the appellant nor respondent before us. 

Мв. Covens-Harpy asked for leave to amend. 

Lokp Justice Моогтон said that they could give him nothing 
as he had no right to be there, and the appeal was accordingly dis- 
missed. 


Мв. Cozens-Harpy applied on Wednesday that the appeal in 
the case might be restored to the list for hearing. He stated that 
when the case was before their Lordships on the previous day he 
was under а misapprehension as to the exact position of tbe 
appellant (Mr. Simpson) and the plaintiff. 

Their LoRpsHiPs said that the appeal would be restored and 
would appear in the next day's list as part heard. 
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PROCEEDINGS OF INSTITUTIONS. 


Electric Railway Working. 


Ат the ordinary meeting of the INSTITUTION oy Отуп, ENGINBEBS on 
Tuesday, November 9th, the pa read were The Single-phase 
Electrification of the Heysham, Morecambe and Lancaster Branch 
of the Midland Railway,” by Messrs. J. Dalziel and J. Sayers ; 
“The Equipment and Working Results of the Mersey Railway 
under Steam and under Electric Traction,” by Mr. J. Shaw, 
M. Inst. O. E., and “The Effect of Electrics! tion on the 
Permanent-Way Maintenance of Railways, as Illustrated on the 
Tynemouth Branches of the North-Hastern Railway," by Mr. О. A. 
Harrison, D. So., M. Inst. O. B. The following are abstracts of these 
papers :— 

The authors of the first paper state the reasons for the electrifica- 
tion of the Heysham-Morecambe-Lancaster section of the Midland 
Railway on the single-pbsse system, showing why the railway 
company adopted this system as being more probably applicable to 
their future requirements than the direct-current system hitherto 
used in this country. They explain that tbe choice of this particular 
section of the line fora more or less experimental electrification 
was partly due to the fact that it could be worked from an existing 
power station at Heysham. Though the traffic is light, it is long- 
hour throughout the year, and consequently, is expensive to work 


"by steam, so that there was scope for saving in working expenses; 


also, the summer traffic is heavy and liable to congestion, two of the 
stations being terminals, and there being & considerable local traffic 
between Morecambe and the third station, Lancaster, which tends 
to congest the main-line trains. A description is then given, more 
or less in detail, of the principal parts of the overhead equipment 
and machinery installed for traction purposes in the power station 
and of the rolling stock. [The installation was fully described in 
our issues of June 12th and 19th, 1908 ] | 

In the Appendix are given diagrams and figures taken from the 
motors while at work on the line; it is shown that the motor-cars 
are required to work very similarly to locomotives, and take over 
daily from steam locomotives, trains totalling up to a weight of 190 
tons, which is 125 per cent. over the loading specified to the oon- 
tractors. The paper goes on to set out the disabilities under which 
it hes been variously alleged single-phase a tus labours— 
particularly in respect to its asserted unsuitability for high- 
schedule-speed, frequent-stop, suburban and interurban traffic, 
necessitating high accelerations—and to prove, from the results of 
special tests, made with & view to ascertaining the accelerating 
capabilities of the Heysham equipments, that single-phase appa- 
ratus is not only as capable of working such services as direct- 
current apparatus, but that the weight of the single-phase trains is 
only a very small percentage greater than that of corresponding 
direct-current trains, and that the energy consumption is appreci- 
ably less. | | 

The author of the second paper presenís а comparison of the 
equipment and working results of the Mersey Railway when 
worked by steam and by electricity. The railway runs under the 
River Mersey and joins Liverpool with Birkenhead on the opposite 
bank. It was opened for traffic as a steam railway in 1866. The 
working expenses were always very beavy, and as the difficulty of 
maintaining efficient ventilation made the railway very unpopular 
with the travelliog public, the revenue was insufficient to make a 
commercial success of the undertaking. In 1900 the company 
obtained Parliamentary powers to substitute electricity for steam, 


and the eleotric service was inaugurated in May, 1903. [An illus- — 


trated description of the electrification was given in our issue of 
May 22nd, 1903.) The final change was accomplished in a single 
night, no mixed passenger service being run. 


The traffic conditions call for a train service of 19j hours ver | 


day, with a peak load for a few hours in the morning to Liverpool, 
and another peak load fora few hours in the evening inthe reverse 
direction. During steam working the peak was met by increasing 
the number of trains in service, and, under electric working, 
the peaks are met by increasing the number of cars per train, 
Keeping the interval between the trains constant throughout 
the day. 

The special feature about the electric rolling stock is the, West- 
inghouse system of electro-pneumatic control. For dealing with 
the heavy traffic the trains consist of four or бте сат trains with a 
motor-car at each end. After the heavy service is over, the trains 
are divided about the centre, one motor-car and one trailer only 
being used for each train-unit. 

In order to make a comparison between the working resulte of 
the railway when operated by steam and electricity, three years’ 
working results under both systems have been analysed, and 
for each system an average year of steam and of electricity has 
been arrived at. The working results are compared on the basis of 
cost per annum, cost per train-mile, per ton-mile, and per seat- 


e. 

The costs have been divided under various headings which make 
up the tota! cost of the locomotive and engineering departments. 
The departments of a railway which are most directly affected by 
the substitution of electricity for steam sre the locomotive and 
carríage departments, and the tabulated results show that under 
electric working these costs have been reduced from 0'117d. to 
0 089d. per ton-mile. With electric traction 1 lb. of fuel, costing 
8s. 9d. per ton, moves 1 ton of load 2:29 miles at an average speed 
of 224 miles per hour; whereas, with steam, the same weight of 
fuel, costing 165. ре ton, moved the same load 2:21 miles at an 
average speed of 172 miles per hour. 

The effect of electric traction on the maintenance of the permanent 


These vans are also fitted with end buffers во as to 


way has been to reduce the cost of maintenance рет ton-mile from 
0:0208d. to 0`00594., or by 0:012d. per ton-mile. 

As regards the life of the raile under the two systems, the average 
rolling load over the track before the rails require renewal is 
increased from 32 million tons to 474 million tons. 

The substitution of electrically-driven pumps for the working of 


the hydraulic lifts has decreased the cost per lift-mile from 852d. 


to 30'1d., £ decrease of 55'1d. per lift-mile. - 

The effect of electric working on the working results has been to 
decrease the cost per ton-mile, as follows:— 

1. Total cost of working and maintaining the whole of the loco- 
motive and engineering departments from 0:238d. to 0°152d,, a ` 
decrease of 0:086d. 2. 

2. Total costs of the railway, including general charges, &c. (but 
exclusive of interest on additional capital for electrification), from 
0:344d. to-0:24d., a decrease of 0:1044d. 

Summarised comparative results of the change upon the working 
and finances of the railway are given in three tables, which show, 
among other things, that the average speed, including stops, has 
been increased from 15:6 to 19:9 miles per hour, and the number 
of ton-miles per annum from 43 to 67 millions, while the total 
expenses per ton-mile, after allowing interest on additional capital 
for electric works, have been reduced from 0'3444. to 0:2928d. In 
the half-year ending June 30th, 1908, the number of passengers 
carried was more than twice as many as in the last half-year of 
steam working (ending December 31st, 1902), and more than two- 
and-a-half times as many season-tickets were issued; the seat- 
miles run per passenger showed a decrease of 30 per cent.; and 
the passenger receipts per seat-mile an increase of 26:5 per cent. ; 
while the ratio of expenses to receipts decreased from 953 per 
cent., to 69:8 per cent. | 

Just before electric working commenced, the Corporation of 
Birkenhead opened an extensive system of electric tramways which 
had the effect of reducing the railway's receipts considerably each 
half-year, as the tramways, being owned by the same Corporation 
who worked the ferry service, were specially laid out to, feed that 
service, by giving extra facilities to passengers to reach the ferries 
from any part of the town. 

Since the electric service commenced the number of passengers 
using the railway has increased steadily each half-year. 

The third paper deals with certain branches of the North- 
Eastern Railway, which the company decided in 1903 to work by 
electric traction. They are known as the ''Tynemouth Branches,” 
7,е., from Newcastle to Tynemouth direct and by the Riverside 
line, and aleo from Newcastle to Tynemouth via Benton and 
Whitley Bay. The line as electrified was brought info use on 
July 1st, 1904. It is, therefore, possible to form some idea of the 
effect of electric traction and the cost of maintenance. | 

The total length of electrified line, including sidings, is 75 miles, 
and the average distance between the station stops is 1} miles. 
The current, at a pressure of 600 volte, is taken direct from the 
conductor rail by shoes fixed on the electric cars, the return current 
passing through the track rails, which are bonded similarly to the 


conductor rail. 


The paper describes the contact shoe, bonding, anchorage for 
preventing the creep of the rails, and the track cable terminals. 
It also compares the train service under steam and electrical work- 
ing respectively. Although the train-mileage has nearly doubled, 
the car-mileage, and ton-mileage are slightly less under the new 
conditions, 

The amount of wear on permanent way, although greater under 
electric traction at points and crossings than with steam train 
working, is only slightly increased on the ordinary running line, 
either on the straight or on curves. | 

Mention is made of the methods of inspection of insulators, 
bonds, and electrical connections, and also the difficulties 
encountered owing to the presence of snow or ice on the conductor 
rail, which are overcome by the use of special ice scrapers fixed on 
the car. Although the pressure is 600 volts, there has not been a 
fatal accident due to electric shock to any of the company's 
employ ća, and serious injury due to shock has been very exceptional, 


the men being provided with insulated toole, rubber gloves and 


mats for their protection. Fatal accidents through shock which 
have occurred on the electrified lines have, in all cases, been due to 
trespass. 

The electric cars are of the open corridor type, lighted and 
heated by electricity, and ample space is provided for the comfort 
of the passengers. Trains can be made up of two, three, four, or 
any convenient number of coaches as may be required, up to a 
length of 650 ft., which is of great advantage. Three electric 
parcel vans are used for dealing with the fish traffic between Tyne- 
mouth and Newcastle, and also work a service of pe trains. 


ul ordinary 
horse boxes, fish wagons, carriages, &oc., if required. 

The electric trains enable much more work to be done at the 
platforms at the Central Station, Newcastle, than could be accom- 
plished by steam trains, the work being facilitated by the fact 
that there are no engines to be attached and detached. They can 
be discharged and reloaded for & return journey in 2 minutes, and 
are all dealt with from three platforms. The economising of plat- 
form accommodation is one of the most satisfactory features of 
electric train working. Another great advantage is that the 
signal movements are reduced by one-half. With the steam 
trains there are four platforms and eight signal operations, but 
with the electric trains there are only two platforms and four 
signal operations. 

Another important feature, especially for a service of frequent 
stops, is the high acceleration possible with electrictrains. A savin 
of time is effected without increasing the maximum speed, as wi 
be seen from the following :— 
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1. Time occupied in running round trip from the Central Station 


to Manors North Station with steam train—68 minutes. 

Ditto, with electric trains—58 minutes (stopping at all stations). 

2. Time occupied in running from the Central Station to Tyne- 
mouth station via the Riverside line with steam trains—35 minutes. 

Ditto, with electric trains—29 minutes (stopping at all stations). 

3. Time occupied in running by express steam train from the 
Central Station to Monkseaton via Wallsend—30 minutes, 

Ditto, express electrio train —25 minutes. 

The paper gives an estimate of the annual cost of renewals, with 
з table, and concludes by showing that it would have been impos- 
sible to carry by the old steam service the number of passengers 
that are now being conveyed on the Tynemouth lines with the 
electric service. _ 

(A description of the North-Eastern electrical lines appeared in 
the ErEgCTBICAL Review, December 23rd and 30th, 1904. 1 


Iastitution of Electrical Engineers. 


On Thursday, last week, the first meeting of the present session was 
held at Great George Street, when Dr. Gisbert Kapp, the new 
President, read his inaugural address. 

The business of the evening commenced with the pleasant duty 
of awarding the Institution premiums and prizes for papers read 
during the previous session. A full list of these awards was given 
іп the ELECTRICAL Review, May 28th, 1909. 

The retiring President, Mr. W. M. Mordey, then called on Prof. 
Bertram Hopkinson, of Cambridge University, who, on bebalf 
of his mother, asked the Institution to accept the very fine marble 
bust, which we illustrated on page 780 of our last issue. 

Pror. Horpxmson remarked that it was possible to conceive the 
personality of an artist or an actor long afterwards from his work, 
but this was not the case with the scientist, who remained merely 
in name. It was thought that it would be a good thing to have 
something to clothe the name of Hopkinson in the future, and it 
was in this hope that the bust was presented. A sculptor, who had 
known him well, had endeavoured to indicate something of his 
personality in the block of marble before them. 

Mn. W. M. Monpzy, in thanking the donor, said that he thought 
that next to Faraday, the scientific father of the industry, we owed 
more to Hopkinson than to any other man. He was President of 
the Institution twice, in 1890 and 1896, and bis work embraced many 
other scientific matters than came ander the heading of electricity. 
Hopkinson also initiated the original movement which resulted in 
the formation of the Corps of Electrical Engineers. 

The retiring President then announced that it had been arranged 
to take possession of the new headquarters, on the Embankment, 
in June next, the Council considering tbat it was better to wait 
until the building was quite ready for actaal use before moving. 

Subsequently & vote of thanks to Mr. Mordey was moved by 
Мв. ALzx Siemens on behalf of the members, Mr. Siemens 
remarking that ifthe new building turned out satisfactory it would 
be largely due to Mr. Mordey’s efforts. Mn. Jas. SwINBORND, in 
seconding, dwelt on the work which the retiring President has 
done on behalf of the Institution, including many papers which 
were all the more valuable because they hadn't agreed with them. 


INAUGUBAL ADDBESS. 


Ds. КАРР devoted his address to a review of the existing state of 
electrical engineering, which he first compared with the conditions 
10 years ago. Then, the total capital invested in the electrical 
industries was 106 millions sterling ; this year it was 386 millions, 
and the membership of the Institution had grown from 3,254 to 
6,117. Assuming that the membership afforded a rough indication 
of the number of persons engaged in the electrical industries, he 
deduced that each man now produced, controlled or utilised 70 per 
cent. more wealth than 10 years ago. 

The President drew attention to the modern tendency to install 
very large units, rendering forced ventilation necessary to cool 
them, and described the turbo-driven centrifugal air and circu- 
lating pumps of the A.E.G.* 

After touching upon exhaust steam turbines, compensated 
alternators, and asynchronous generators, Dr. Kapp described the 
" double-field generator" of Mr. E. Ziehl. In this machine the 
stator and rotor each carry a three-phase winding, connected in 
such & way that a three-phase current sent through a machine will 

roduce fields which, in stator and rotor, revolve in opposite sense. 

{ now the rotor be driven by power in a sense opposite to that of 
its own field and with a speed corresponding to twice the frequency, 
the field produced by the rotor currents will in magnitude and 
direction of motion be identical with that produced by the stator 
currents. Thus each of the two windings contributes one-half of 
the field common to both. At the same time the demagnetising 
action of each winding is eliminated by that of the other. The 
machine cannot work alone, but must be excited inthe same way asa 
non-synchronous generator from some synchronous generator; it 
cannot give & wattless current, and in an installation where the 
power factor is less than unity the synchronous machine must 
supply the wattless current. As advantages Mr, E. Ziehl claims 
the following: Since the к.м F. is generated in both windings only 
half the flux аз compared to a synchronous generator is required ; 
hence less hystereeis loss, smaller radial depth of stampings, and 
less copper weight, which is due partly to the small air space and 
partly to the shorter pole-pitch. All these tend to reduce the cost 
of manufacture. Since the machine can only give a watt current, 
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' hoisting machinery, and also for driving ring-spi 


a short circuit on the mains cannot damage it. The paralleling is 
easy; the speed need only be approximately right, and 
if coupled up in & wrong phase position no damage is done, 
since the inductance is then very great. It is only when 
running at exactly synchronous speed, and in correct phase position, 
that the mutual compensation between the two windings takes 

lace, and if the machine is switched on when out of phase, it pulls 
itself quickly into phase without demanding from the bus-bars a 
large synchronising current. When used in connection with con- 
verter sub-stations, no separate alternating excitation is required, 
the converter itself acting as exciter. 

Dr. Kapp next referred to the large sizes and high efficiency of 
transformers, up to 10,000 Ew., three-phase, at 60 cycles, 100,000 
volts (as made by the G.E. Co., of America, with an efficiency stated 
to be 99 рег cent. at full load, and weighing 54 tons, or with 7,500 
gallons of oil, 85 tons). The use of alloyed iron, large units, and 
vigorous cooling had greatly reduced the weight of transformers, 
the active iron in а 3,500-xw. Oerlikon transformer weighing only 
2 ke. per kw. А | 

For furnace work, the transformer should have а rather large 
inductive drop, to protect it against damage due to short - circuits in 
the furnace. ' 

Dealing with А.С. motors and the problem of speed regulation, 
the author described the three-phase traction motor devised by Mr, 
Aichele, the chief designer of Messrs. Brown-Boveri, who have 
applied it in their latest Simplon locomotives. The rotor is simply 
a squirrel-cage, and has по slip-rifigs and no outside electrical con- 
nections whatever. The bars are ventilated copper tubes, and the 
end connections are designed to stand a temperature of 200° to 
250* C., when an exceptionally large starting current is 5 
At the same time, the resistance of the rotor as a whole is 
some 40 per cent., owing to the temperature coefficient of the end 
connections. The latter cool rapidly as soon as speed is attained, 
and the rotor then works with normal slip. The stator has two 
distinct windings, one for 16 aud the other for 12 poles, and each 
winding can by means of a pole-changer be so grouped as to produce 
half its normal number of poles. There are thus four normal speeds 
possible, correspónding respectively to 16, 12, 8 and 6 poles, or toa 
train speed of from 26 to 70 km. per hour. Atstarting the pressure 
is reduced by an auto-traneformer and thrown at first on to the 16- 
pole and then on to both the 12 and the 16-pole windings in parallel. 
Then the 16-pole winding and the auto-transformer are switched 
out and the train attains the speed of 35 km. per hour, which 
corresponds to the 12-pole winding acting alone at the full line 
pressure of 3,000 volts. To increase the speed further, the 8-pole 
winding is added in parallel, then the 12-pole winding is switched 
out, then again switched in as a 6-pole winding, and finally the 
8-pole winding is switched out, leaving only the 6-pole winding at 
work when the maximum speed is reached. The frequency is 16 
per second. Each winding is connected with the pole-obanger by 
6 leads—thzt is to say, there are 12 leads in all required for each 
motor. No starting resistances are required. The ends of the 
stator windings are protected, but the inside of the rotor is freely 
accessible to the air. The power of the motor at the one-hour rate 
is given by Mr. Schnetzler as follows :— 


Poles ... wee T Sa vii 6 8 19 16 
Horse-power ... m is "T 850 750 650 550 
Train speed —kilometres per hour... 70 52 36 26 


The Deri single-phase motor was also described ; this resembles 
& “repulsion” motor, but (if a two-pole motor) has two pairs of 
brushes on the commutator. One brush of each pair is fixed ia the 
polar axis of the stator, while the other, which is shorted on the 
fixed brush, can be moved so as to make any angle with the fixed 
brush up to 180°. 

If the fixed and movable brush are in line and bearing on the 
same part of the commutator, no current passes through the arms 
ture. If their angular distance is 140° the armature winding acts 
as the shorted secondary of a transformer. In neither case is 4 
torque exerted. If, however, the angular distance between fixed 
and movable brush is intermediate between 0° and 180° a torque H 
exerted, and if the armature is allowed to ran the current decreases 
aud the power factor increases. The effect of shifting the brushes 
is analogous to changing the impressed voltage on an ordinary 
continuous-current series motor, and thus by adjusting the brushes 
the torque and speed may be regulated. "This property renders the 
Deri motor valuable in all cases where delicate speed regulation is 
essential. It is largely uscd for working passenger lifts and otber 
frames, the 
speed regulation in the latter case being automatic. result of 
automatic speed regulation is an increased output from the riag: 
spinning frames. Another application is for electric railway 
working. An important point in these motors is their perfect com- 
mutation. 

The well-known Winter-Eichberg motor as first developed for 
railway work had a series characteristic; recently Mr. Eichberg 
has altercd the winding so as to give the motor a shunt character 
istic, so that it runs at constant speed whatever the load within its 
range. The motor is started аз а series machine, and when up te 
speed, or nearly во, it is switched over by its controller to the 
shunt condition, Dr. Kapp has found the inventor's claim that 
the power factor is very nearly unity at all loads quite borne out. 

Turning to the electric transmission of power, the President 
remarked that the conditions obtaining in England rendered а 
pressure of 20,000 volts an upper limit for most cases, thoagh ОП 
the Continent and in America pressures up to 110,000 volts were 
employed. The ultimate limit was set by the loss of power 
through dispersion of electricity through the air, for which he gave 
the following approximate formula, based on Mr. R. D. Mershoni 
experiments ;— 
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where k v is the pressure limit in virtual kilovolts, 
b the barometric pressure in mm. of mercury, 
r th ius of the wire in cm., 
s the distance between two wires in cm., 
v the pressure of saturated steam in mm. of mercury at the 
` вто temperatare multiplied by the relative humidity 

of the air. 


The protection of power lines against pressure surges was, he 
said, a very important matter, particularly where an underground 
cable joined an overhead line. Mr. Bemensa, of Milan, had 
solved this problem by employing resonant circuits between line 
and earth, the resonatiog frequencies being chosen of the order of 
those of lightning discharges—from 20,000 to 10 millions. If a 
capacity and inductance tuned to any of these frequencies are 
placed in series and connected to line and earth, a current of that 
particular frequency will flow to earth as if the connection were 
direct. Even if the frequency were only approximately that to 
which the set was toned the reactance would not be excessive and 
the protection would be sufficient. A set for 1 million frequency 
may conveniently be formed of two Moscicki condensers in 


KV = 


parallel, baving together a capacity of 0'01 mf. and an inductance 


of 2 54 microhenry. The latter is obtained by two turns of 2 mm. 
copper wire 50 cm. in diameter, А set for 100,000 frequency would 
require eight condensers in parallel and а coil ої 10 turns. For 
the ordinary working frequencies up to 50 either set has of course 
a practically infinite reactance, that is to say, it has no effect on 
the power current. The Milan translating station has been at 
work now for about two years with perfect success. The system 
not only protects against lightning discharges, but against any 
abnormal rise of pressure, in so far as this is caused by a high- 
frequency surge. 

Avother recent invention has for its object the prevention of 
the infiltration of high-pressure current into low-pressure lines. 
That such a device is urgently needed is shown by the lamentable 
accident which happened last August in Olgiste, where several 
persons vere killed by contact with nominally low-pressure light- 
ing circuits. Bome means should always be provided to cut off the 
current automatically in the low-pressure circuit as soon as its 
potential to earth exceeds a predetermined limit. Such an instru- 
ment was perfected last year by Mr. Arcioni, of Milan, and is now 

being gradually taken up on the Continent. The essential parts 


are three electromagnete with shaded poles connected star fashion, 


with the centre point earthed, to the three wires of the low-pressure 
system. In front of the poles are the three legs of a star disk 
mounted on a counterweighted spindle. As long as the three wires 
have normal potential difference to earth the torque exerted by the 
shaded poles is insufficient to raise the weight, but if through in- 
filtration of high pressure the electrical centre is displsced the 
torque increases, the weight is raised and makes contact in a relay 
circuit, which then trips the main switch. If the weight is ad- 
justed to rise at double normal torque the apparatus also acts if 
one of the low-pressure wires should go to earth. 

In sn appendix, Dr. Kapp gave particulars of the British power 

companies, and he remarked that the public generally, and even 
some engineers, were stil) under the impression that a country of 
abundant water power offered better opportunities for electrie 
power distribution than a country of cheap coal; but that this was 
in reality not so was demonstrated by the great development which 
power supply had reacbed in this country. In the country of 
waterfalls, industries have to be introduced in order to utilise the 
power made available through electric transmission, whilst in the 
coal country highly developed industries of different kinds are 
already there. As regards capital outlay, the advantage lies 
generally with the thermal station, quite apart from the extra cost 
of a steam reserve, which, for at least part of the power, in many 
cases is unavoidable. This drawback may be compensated by a 
very high load factor, such as is obtainable when the current is 
used in electrochemical processes, but with the load factor ruling in 
other industries the energy costs less in the country of cheap coal 
than in the country of abundant water power. 

Mr. C. H. Merz had pointed out that within the area served by the 
North-Esst Coast Power Station System the gas obtained as a by- 
product of the coke ovens could be made to yield continuously 
150,000 н.р. if burned under boilers, and 250,000 н.р. if used in 
internal-oombustion engines. It was the merit of Mr. Merz to have 
recognised the enormous commercial importance of these sources of 
energy, and to have made a beginning with their utilisation by 
the establishment of what he called '" waste heat stations.” An 
essential part of this system was the linking-np of all generating 
stations into one common network, with feeders protected by the 
Merz - Price system.“ i 

Regarding electric railway operation, the President said that the 
majority of practioal men held that alternating current in some 
form or other must be the means to supply power to the motor, the 
only question being whether three-phase or single-phase should be 
chosen. The Siemens-Schuckertwerke and the A.E.G. had each 


supplied or on order single-phase equipments aggregating over . 


50,000 EH p.; in Italy, the Government had decided to electrify 337 
miles of track on the three-phase system, mainly on account of the 
heavy nature of the service. Dr. Kapp thought that the Swiss 
Government would adopt the single-phase system, using the Deri 
motor. | 

Other matters dealt with in the address were winding engines 
amd rolling mills, with brief particulars of the plant at the works of 


— ———ô' ͥͤb — —— —ñäy— - 


е ELEOTRICAL Review, August 28th, 1908. 


— 


Sir Alfred Hickman, Ltd., and Messrs. Dorman, Long & Oo., Ltd.;“ 
electric steel furnaces; the fixation of nitrogen; and the use of 
electricity in agriculture. В 

An enormous field of useful work, said Dr. Карр, was open to the 
electrical engineer—not only useful to himself, but even more во to 
the interests that employed him. How, then, came it that electrical 
engineering was not as prosperous as it might be? He had 
frequently visited Continental shops, and was convinced that 
British shops could turn out work equally well and generally at a 
slightly lower prime cost. There was certainly no justification in 
reproaching the makers of electrical plant with backwardness, and, 
moreover, it was bad business policy. If, however, the reproach 
was levelled sgainst the potential users of such plant, there was 
some justification. There was progress, but it was not fast enougb, 
and to accelerate it they must educate the potential users of 
electrical plant. The Institution could do something to accelerate 
the introduction of electricity into our great industries, by 
arranging for papers of interest to the particular industries carried 
on in the district of each Local ‘Section. 


TRADE STATISTICS OF ROUMANIA. 


Тнк following figures, showing the imports of electrical and 
similar goods into Roumania during 1907, аге taken from the 
official statistics which have just been issued for that year. Details 
for 1906 are given for purposes of comparison, and notes of any 
increases or deereases have been added :— : 


Kilog. = 2:204 lb. 


1906. 1907. Inpreuse oF 
| Kilogs. Kilogs. Kilogs. 
Electric insulators of fatence and porcelain, 
eren combined with other matersals.— 
From Austria f 77,701 41,004 — 36.697 
»9 Germany Il eee 91,159 62,130 — 29,029 
» Other countries 210 488 + 278 
Total 169,070 103,622 — 65,448 
Electric incandescent lamps.— = 
From Great Britain 25 —  . 174 + 174 
„ Austria i ET 1,725 9,531 + 1,806 
» Germany 5,236 6,290 + 1,054 
» Other countries 1,119 1.291 + 172 
Total 8,080 11,286 + 3,206 
Rails for railways and tramways.— 
From Great Britain 180,465 85,687 — 44,778 
» Austria va .. 8,322,708 14,703,958 + 6,381,250 
» Belgium У 752,167 6,660,990 + 5,908,833 
„ Germany  .. 1,202,531 2,582,436 + 1,379,905 
72 Holland eve 2,595,732 1,608,170 = 987,562 
„ Russia ist — 19,495,749 +18,495,749 
» Other countries 124,874 189,419 + 64,545 
Total ... 19,128,467 39,326,409 +26,197,942 
Boilers, 4:c.— ` 
From Great Britain 25,449 24,498 — 951 
» Austria 3 363,730 184,005 —  179,725- 
„ Belgium 1,420 31,746 + 30,326 
» Germany e... 181,436 431,272 + 249,836 
„ Other countries mun 10,127 1481 — 8,646 
Total . 582,162 673,002 + 90,840 
Iron wire, galvanised, &c.— 
From Great Britain 2,219 65,364 + 63, 145 
» Austria 79,891 66,963 — 22,928 
» Belgium 9,113 50,380 + 41,267 
„ Germany... .. 538,383 294,778 — 243, 605 
„ Other countries 10,996 18.865 + 7,869 
Total . 640,002 486350 — 154,252 
Hammered copper in plates more than 1 min. thick.— 
From Great Britain ё 1,084 5,359 + 4,275 
» Austria Р .. 108, 175 55,980 — 52,195 
„ France А ate 160 11,662 + 11,502 
„ Germany... ‘us 59,799 91,037 + 31,238 
» Holland see - — 35,310 + 36,310 
» Other countries „в 94,441 20 — 24,421 
Total ... 193,659 200,368 + 6,709 
Copper, d:c., wire, 1 пт, or more in diameter. 
From Great Britain 69 332 + 263 
» Austria re 198,788 34,082 — 164,706 
» Belgium m == 1,238 + 1,238 
„ Germany `.. 63,178 - 70,627 . 7,449 
» Other countries 343 542 + 199 
Total 262,378 106,821 — 155,557 
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In In 
1906. 1907. 5 1906. 1907. 9 
Kilogs. Kilogs. Kilogs. Kilogs. Kilogs. Kilogs, 
Copper wire less than 1 mm, diameter.— Are lainps.— 
From Great Britain 9 108 + 99 From Austria a 3,000 4000 + 100 
j Austria Dd 2,186 1,790 T 396 » Germany BU 10,000 10,000 — 
„ Germany .. ve 3,793 8,358 + 4 565 » Other countries = 1,000 + 100 
Other countries ... 824 5 5 
4 DOR b 208 Total 13,000 15000 + 2000 
Total . 6,812 11,338 + 4,526 Electric apparatus for telegraphs and telephones. — 
| dc. ed = From Austria din "T 3,000 8000 + 5,00) 
F = „ Germany ..  .. 10,000 17,000 + 7,000 
From Great Britain ; 8,980 14,270 + 5,290 „ Other countries 5,000 5,000 = 
„ Austria e s. 64,065 92,829 + 28,758 
» France 4,080 6577 + 2,497 Total 18,000 . 30,000 + 12,00 
„ Germany... А 30,928 42,065 + 11,137 | 
„ Other countries 3,176 3,287 + 111 Ditto for transmission of power and light. — 
VVV From Austria js 7.000 9,000 + 2.000 
Total 111.229 159,022 + 48,793 „ Germany... 11,000 97,000 + 25000 
Steam engines — » Other countries 5,000 5,000 — 
From Great Britain .. 115,000 40,000 — 75,000 Total 23,000 51,000 + 28,000 
» Austria Or .. 2,104,000 4,712,000 + 2,608,000 
» Germany... 511,000 2,379,000 + 1,868,000 Ditto for bells.— p 
[T] Other countries soo 108,000 676,000 + 568,000 From Austria е ре 2,000 2,000 o9 
| соса German с Vis 2,000 3,000 + ©. 
Total .. 2,838,000 7,807,000 + 4,969,000 i. OBS сой - 2o > 1000 + 1% 
Petroleum engines.— 
Total... 4,000 6,000 + 2,000 
From Great Britain .. 123,000 322,000 + 199,000 d ' 
bi ар : $ 91,000 181,000 + 40,000 Interrupters, &c.— 
» ermany ... TE 363,000 1,262,000 + 899,000 From Austria 6,000 9000 4 3.000 
n Other countries oe 15,000 86,000 + 71,000 " Germany SN 24,000 47,000 + 1000 
Total ... 592,000 1,801,000 + 1,209,000 п Омет ee о a 
А | Total 32,000 57,000 + 25,00 
Gas, compressed air, d'c., engines.— 
From Great Britain — ... 28,000 $4000 + 1,000 (Сее for transmission of electricity and 
„ Austria Е u 39.000 25 000 — | 4.000 insulated wire, with iron covering.— 
» Germany РА 172,000 106,000 — 66,000 From Great Britain 2,000 9,000 + 7,00) 
» Other countries 13,000 17,000 + 4,000 „ Austria 143,000 160,000 + 17,00 
— — — — „ Germany 125,000 633,000 + 508,000 
Total 247,000 172,000 — 75,000 desan | Gee — 
. | Total 270,000 802,000 + 532,00 
Hydraulic machinery.— 
From Great Britain 99.000 x — 99 000 Cables for transmission of electricity ; other. — 
eee Г U 
„ Austria sat .. 146,000 3,000 — 143,000 From Great Britain 1,000 1,000 = 
„ Germany ..  .. 552,000 — — §52,C00 „ Austria me сё 56,000 58,0000 + 20% 
„ Other countries — ... 64,000 1,000 — 63,000 s Germany ... 46,000 74,000 + 380 
———— ——— — » Other countrie 7,000 — — 10 
Total 861,000 4,000 — 857,000 cadi conica 5 
' | Total 110,000 133,000 + 23,00 
Pumps of all kinds, and ventilators,— Tramway cars.— 
From Great Britain 62,000 $2000 — 80000 Total ... 23,223,000 11, 214,000 — 12,009.00 
„ Austria . 92,000 169,000 + 77,000 
» France Vis 4,000 22,000 + 18,000 
» Germany .. 224,000 299,000 + 75,000 
» Other countries 189,000 39,000 — 150,000 
Total 571,000 561,000 — 10,000 
Locomobiles,— І BUSINESS NOTES. 
From Great Britain 2,934,797 1,203,097 — 1,731,700 
„ Austria . 1,071,083 394,171 — 676,912 , | | 
„ Germany... 1,584,839 881,829 — 793,010 Consular Notes.—Spain.—The Belgian Legation и 
„ Other countries 2,946 21,450 + 18,404 Madrid reports that several causes have contributed to the develop: 
== — —— ment of the electrical industry in Spain. Its position аз а mou: 
Total ... 5,593,665 2,500,547 — 3,093,118 tainous country renders it particularly adaptable for the use of 
water power from the numerous falls for the production of electzt 
Dynamo-electric machines, electric motors, energy, and this fact alone has been of considerable importance 
converters, transformers, dc. since, owing to the high price of coal and the higher pret © 
itai __ petroleum, the use of these combustibles for the purpose is o 
rom олаш 5 77000 1000 n 3099 the question. The first works were established in 1887 and 16, 
ii Belgium a WT 3 000 158.000 + 155000 and since that time they have quickly multiplied. There are ош 
" France V 20.000 16.000 — 4000 2 few of the important towns which still maintain horse tramway? 
„ Germany... .. 383.000 816,000 + 433000 duch as Alicante, Valladolid, Coruna and Las Palmas (Cant 
# Other countries P 2 000 16 000 + 14.000 Islands). In the last-named town the transformation to elect: 
T 2А, і : traction has already been decided upon, and will soon be efate 
In 1900 the Minister of Public Works ordered tbe pu 
к 20,900 1,145,000 + 612,000 electrical statistics, and the report showed that there were in all 
"P | | 861 works, of which 651 were for public p and 210 fo 
Accessories for dynamo-electric machines,— private industries. This state of things has continued to impro”? 
From Great Britain - — 1000 4 1,000 to such an extent that when, in 1906, the Minister of Finance 
» Austria з T 6,000 14,000 4- 8,000 required information as to the number of works, in order to 
„ Germany... ag 61,000 16,000 — 45,000 him to levy the tax on electricity, it was found that there were 
» Other countries 2,000 ни s 2.000 in all 1,721 works using 2,347 dynamos. Since this dete, vil 
— —.— оет works have been established. In Madrid itself current idis 
Total ... 69,000 31,000 — 38,000 shortly be supplied from the Tagus and the Zucar. The 
existing in the town are to substitute electricity for P os paris 
and there will doubtless be a considerable opening 
Accumulators апа apart plates.— motors and accessories. Manufacturers are advised to conve 
From Great Britain 2,000 — — 2,000 themselves to the production of the intricate parts ау 
» Austria m "m 18,000 102,000 + 84,000 of the machines, leaving to the Spaniards the work of | 
» France 3,000 1,000 — 2,000 the armatures and heavy pieces of cast-iron or steel, which groai J 
n Germany  .. 10,000 14,000 + 4,000 increase the weight of the final product, and thus incur ni 
» Other countries mS 10,000 — — 10, 000 duties. Manufacturers should arrange with Spanich ub 
— — establish mounting shops in the country, where the work of eed 
Total .. 48,000 117,000 + 74,000 ment, &c., could be carried out by chosen workmen. They 
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also take note that Spanish and foreign houses quote their prices 
delivered free of duty, and at the same time give liberal credit. 
Sapplies for tbe electrical industry are made by the two Spanish 
houses and foreign firms having branches in Spain who have 
entrusted their business to private persons or companies formed for 
the purpose. A keen competition has arisen between suppliers of 
electrical apparatus, and principally amongst the Germans. The 
Spanish industry could be considerably helped by the Customs 
tariff, and even if the majority of the raw materials come from 
abroad, it should not be lost sight of that there are in Bpain con- 
siderable quantities of cast and other iron, which take an important 
part in the manufacture of the apparatus, Manufacturers could find 
a considerable opening in Spain for best quality machines, but they 
should strictly conform to the clauses of the specifications, the 
observance of which is strictly required. As regards the raw 
materiale used by the manufacturers, the most important are copper, 
tin and iron ore, which are produced in Spain. Foreign manufac- 
turers could find a good opening for electrical goode in Spain, but 
there is a considerable competition. One of the most important 
things to be arranged is the choice of an agent of reliability to recom- 
mend their goods and to give any explanations which may be 
necessary. | 
Japan.—The British Oonsul at Dalny reports that electric 
lighting was installed at Mukden towards the end of June, 1908, 
and the results proved satisfactory, over 1,400 lights being installed 
in the first three months, At Dalny, owing to insufficient power, 
applications for installation have had to be refused everywhere. 
In addition to the electric lighting, power wil] have to be supplied 
for the new electric tramways, which are to be completed in 1909, 
and consequently the power house is being d. During the 
course of 1909 the Changchun railway settlement is to be lighted 
by electricity. Materials for the electric tramways in Dalny are 
being obtained from various countries, the rails and csrs coming 
from the United Kingdom. The total length of the system will be 
13 miles. 

Algeria.—The British Consul at Algiers reporte that the wire- 
less telegraph station at Port de l'Eau, in Algiers Bay, is open for 
commercial purposes, and mersages are delivered in Algiers and 
replies transmittcd. The cost of the message is collected on shore 
and from the person receiving it. It appears to be somewhat higb, 
as a message delivered recently worked out at about 10d. per word 
for some 200 miles. : 

The Vice-Consul at Bone reports that in 1908 the municipality 
asked for tenders for the construction and working of a line of 
tramways, 74 miles long, to be run by electricity and for the 
erection of a central electric station. Deteils of the undertaking 
were sent to the Commercial Intelligence Branch of the Board of 
Trade, but no British firm came forward. Two offers have 
been received and are being considered. It is proposed to 
. light the new quays by electricity, and to put up electric cranes, &c , 
for bandling goods shipped or unshipped. 

Madagascar.—The British Consul in Madagascar reporte that 
there was an enormous decrease in the exports of rubber in 1908 of 
£158,578 which can be ascribed not so much to the export duty of 
2d. per ke. levied on that product, as to the immense quantity of 
Para rubber and rubber coming from. the great plantations 
almost all over the world, which, doubtless in a not remote period, 
will oust Madagascar rabber from the great European markets. 


Au Electric Supply Company's Showrooms.—THE 
County or Lowpox Югвотвіс BuPPLY Co., Lrp., in pursuance 
of its policy of opening locsl showroome, has opened at 206, 
Upper Richmond Road, Patney, additional showrooms in order to 
afford the residents of Putney and district an opportunity of in- 
specting the latest improvements in lighting, heating and cooking 
by electricity. Residents in the district (whether consumers or 
ncn-eonsumers) will here be able to obtain first hand, and in a 
place readily accessible, full information on all matters connected 
with electric supply. The showrooms are in an excellent position 
in a busy thoroughfare, and everything inside and oot has been 
effectively designed and thoroughly thought out, with & view to 
displaying the artistic possibilities of electric light. For instance, 
the drawing-room aspect is carried out with moulded panelling in 
green and white, while the dining-room aspect is in the best style 
of oak. The fittings in each case are in keeping with the designs, 
aud the whole effect is pleasing to the eye. In the window facing 
the street various exhibits are shown, and these will be varied 
constantly. At present the electric radiator in every design is 
tastefully displayed, and later an electric dining table, &c., will 
be shown. Various cooking and heating appliances are on view. 
The latest types of metallic-filament and carbon lamps, electric 
radiators, irons, kettles, grillers, and everything that interests the 
good housewife, especially in the way of labour-saving devices, can 
be seen and tried. The boon to the residents of the district in being 
able to obtain all information concerning electricity and its uses 
free of all charge, will doubtless be appreciated to its full extent. 
The showrooms are situated in a central position, and have been 
designed throughout with a view to demonstrating that a tasteful 
installation can be put in at quite a moderate cost, by a judicious 
selection and under expert advice. The main object of the company 
is to assist consumers in obtaining the fullest information and 
advice in all things electrical. The districts supplied by the County 
‘of London Co. cover 54 sq. miles, and embrace all classes of users 
of electricity, sọ the company is able to advise upon installations of 
every kind. 

Auction Sale.— On Friday, December 3rd, Messrs. 
FULLER, Horssy, Sons & CassELL will offer for sale by auction at 
251, High Holborn, W.C., the entire contents of an engineering 
works, which include a large number of machine tools, steam plant, 
electric and other cranes, &c. 


Bankruptcy Proceedings.—E. A. BRANpDOx, trading 
as E. A. Brandon & Oo., electrical and mechanical agents and 
factors, 33, Devonshire Chambers, Bishopsgate Street, E. C.—A 
sitting of tbe London Binkruptcy Court was held on Wednesday 
last week for this publio examination. The statement of affairs 
showed total liabilities £2,107 (unsecured £1,137) and net assets 
£8, after deducting £15 in respect of preferential claims. Ia the | 
course of his evidence the debtor stated that prior to January, 
1906, he was in the employ of s firm of electrical engineers, and in 
that month he commenced business on his own account. In addi- 
tion to trading on his own behalf, he had acted as agent for the 
Bean (British Electrica] and Mechanical Co.), Ltd., and a number 
of other electrical companies. Witness attributed his insolvency 
to bad trade, in consequence of which his net profit had been in- 
sufficient to meet his household and personal expenditure. The 
examination was concluded. 

Наввү GBaHAM, plumber and electrician, 99, North Street, 
Lockwood, Huddersfield.— Receiving order made November 9th on 
debtor's own petition. 

J. G. 8. Cummineton & H. P. Arson, electrical engineers and 
contractors, London.—A fret dividend of 4s, in the £ is payable at 
me offices of Josolyne, Miles & Co., 28, King Street, Sheapside, 

НЕВВЕВТ Јони Burpert, electrical engineer, &c., 16, Regent 
Street, Rugby, and 32, Earl Street, Coventry.—The public examina- 
tion of this debtor was recently resumed at the County Court, 
Coventry, before Mr. Registrar Kirby. TheO R. said that the cash 
account ordered had been filed and was quite in order. The case 
was ordered to be closed. 

ARNOLD Бовиевтз, electrical engineer, Bradford.—Seeond and 
final dividend 114d. in the £, payable November 25th. Mr. J. H. 
Haley, 29, Tyrrel Street, Bradford. 


Dissolutions and Liquidations.— UNITED ENGINEER- 
тне Oo., Штр —A meeting is to be held at 20-21, Lawrence Lane, 
E.O., on December 17tb, to hear an account of the winding up from 
tbe liquidator, Mr. R. D. Munro. 

Victron Авс Lamp Co, Lap.—A meeting is to be held at 8, 
Arthur Street West, E.O., on December 13th, to hear an account 
of the winding up from Mr. W. О. Penny, the liquidator. 

“X” ELECTRIC ACCUMULATOB Oo, Lrp.—4 meeting is to be 
held at 18, Leadenhall Street, E.O., on December 15th, to hear an 
account of the winding up from the liquidator, Mr. W. J. Webb. 

I.T.E. Егиотвіс Co., Lrp.— Mr. P. F. Haddleston, the liquidator, 
will give an account of the winding up at a meeting called for 
December 17tb, at 9, Walbrook, E.C. This notice does not in any 
way relate to the I. T. E. Electric Co. (1907), Ltd. 

Bosnos AvBES GBAND NATIONAL Tramways Oa, LTD.—Àn 
account of the winding up will be given at the meeting called for 
December 16th. \ 


Catalogues and Lists.—Messrs. FERRANTI, LTD., 
Hollinwood, Lancs.—New pamphlet giving a description, and price, 
with & number of clear illustrations, of their traction meters. 

Tan Reason MANUFACTURING Co., LD., Lewes Road, Brighton. 
—12-page pamphlet containing a well-illustrated description of 
their electric clocks, secondary dial controllers and secondary dials, 
(Murday's patents), of which they have recently taken up manufac- 
turing rights. | 

HOoLoPHANE Grass Co., 12, Carteret Street, Westminster, S.W. 
New price list and catalogue. It contains a brief description of 
the Holopbane. system of illumination followed by illustrations and 
prices of a variety of Holophane globes and reflectors for electric 
lighting. | 

HE Ввттіѕн _THomson-Hovsron Oo., Lro., Rugby.—A set of four 
" Funny Man.” enclosure cards have been issued for advertising in 
an amusing manner the B.T.-H. tungsten lamps. 

Tax Epwor & Swan Unirep ELzorBIO LicnT Co., Lro., 36-37, 
Queen Street, Cheapside, London, E.0.— New and entirely revised 
edition (the sixth) of the electric light accessories section of their 
catalogue. It consist of over 100 pages of well-illustrated matter 
relating to a variety of accessories, including switches and fuse- 
boards, switchboards, and wiremen’s sundries, prices of all of which 
are also given. We understand that & number of the goods listed 
have been improved in various details, and in many instances prices 
have been reduced; there are also a large number of additions. 
Amongst these may be mentioned а new type of counterweight with 
specially heavy brass parte, together with several different types of 
combined wall sockets and plugs. The Phlatta switch is also listed 
in several ornamental designs, and there are a number of patterns 
of fancy switch-plates included. A new push pattern pear switch, 
with key holder movement, is shown, together with other designs 
fitted with tamler action. The heavier type of quick make and 
break knife switches, double-pole house service or motor switches, 
and special ironclad switches are also included, together with 
battery regulators, &c. There are many new and improved 
forms of cut-outs, one of which is an improved type, specially 
designed to comply with the most stringent regulations. A com- 
plete range of standard fuses of this type is now made; the 
terminals are mounted on English vitreous porcelain bases, which 
are designed so as to thoroughly shroad the live fuse and live 
metal parts, and practically prevent all risk of arcing. The 
porcelain bases are mounted in a cast-iron case, asbestos lined, and 
fitted with insulated bushes. A number of designs of Ediswan 
switchboards appear, and there are also several pages dealing with 
small accessories, such as jointing materials, insulators, and iron- 
work, wiring cleats, casings, cable sockets and connectors, and 
fasible wires. 

Евнквт Scott & Mountan, Ltp.—Having in view the effecta 
of the eight-hour day on the mining industry, Messrs. Scott and 
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Mountain bave issued an interesting 42-page pamphlet, entitled 
" B-honrs and what can be done to get the most out of them.” 
Needless to say, the pamphlet contains much useful matter 
relating to the most modern—and electrical, as a matter of course— 
methods of mining, in the carrying out of which the well-known 
Gateshead firm has taken a prominent part. The pamphlet is 
profusely illustrated, and contains data and tabular matter relating 
to colliery haulage and winding, &c. The firm are prepared to 
send larze copies of the diagrams in the pamphlet to anyone 
interested in the matter. 

Mrssas ALFRED HERBERT, LTD., Coventry.—38-page publication 
(Section І,” catalogue) ia the firm's standard style and form, 
illus'rating and describing their automatic screw machines. 

Taz British ELECTRICAL TRADE ÜBuPPLY AND Bitumen Co, 

Canal Bank, Trundley Road, Deptford, B.E.—This is a 16-page 
pemphlet, in which Mr. A. E. H. Dussek answers the question, 
© What is refined Trinidad Bitumen? 
. Мивавв. Vicron NigHTINGALL & Oo., 191-193, Russell Street, 
Melbourne.—22-page catalogue illustrating & variety of electro- 
therapeutic ad or made in Australia by the firm. "These 
include coils, interrupters, X-ray tubes, screens aod complete 
equipments, electric light baths, and so forth. The catalogue 
mentions that the high temperature obtaining in Australia has 
been taken special note of in these articles of local manofacture. 
At tbe temperatures of 110° and higher, which are not uncommon 
in the summer months, coils constructed with 1 wax are 
liable to break down their insulation. It is stated that the failure 
of some large coils both in Australia and in India has been traced 
to working at too high a temperature. The firm are, therefore, 
placing a coil of special construction before the medical profession, 
which they guarantee to stand any temperature. 

Тнв Cowrmn-ConLzs EmaGrxBERING Co, Lrp., 82, Victoria 
Street, London, S.W.—Leaflet illustrating and describing the 
mechanical features of the “ О.О.” patent motor headlight, which 
can be seen in operation at the above address. 

Тнв Son Exvsgcraroat Co., Lro., 118 and 120, Charing Oross 
Road, London, W.0.—New 20-page catalogue illustrating and 
giving full descriptive particulars of the О.В. wiring system, with 
% Metacase” conductors (Kuhlos and Stannos wires) and !Kalkos 
conduits and fittings. The latest additions to the fittings for the 
O.S. system, tó which reference was made in an article in our last 
issue, are included. | 

Barrisg ImSULATBD awp HLSBET Олвгив, LTD., Prescot —New 
pamphlet (P. 103) of 32 pages, containing a full description, with 
. diagrams and excellent half-tone illustrations of their Prescot 

feeder and distribution pillars for electric light and power. 
Particulars, reference numbers, weights and prices are gíven in 
tabular form of 5 to 8-way, 6 to 10-way, 8 to 14-way, and 10 to 18- 
way standard pillars; cable units for twin and concentric cables, 
aud for three and four-core (three-phase) cables; special pillars for 
colliery service; also cable units for sub-station switchboards. A 
page contains advice as to the metho і of ordering tbe pillars. 

Mr. бвовса ELTison, Warstone Lane, Birmingham.—Illustrated 
circular describing a patent adjustable time-limit device for circuit 
breakers. 

Mussas. L. Анрвау & Co., 2, Carr Street, Blackfriars, Man- 
eu ener giving prices of Wrendal" metallic-fiiament 
amps. 

Mnssns. E. Bennis & Co., Little Hulton.—20-page booklet, con- 
taining descriptive particulars and & number of illustrations, of 


their stokers installed at the Sun Flour Mills, Bromley-by-Bow, © 


and at a Dartford Flour Mills. 


Trade Announcements. — Messrs. HASLAM AND 
ScHONTHEIL, electrical and mechanical engineers, Cardiff, announce 
that, for various reasons, but chiefly owing to the expansion of 
business, they have turned the concern into a private limited 
liability company. The whole of the liabilities have been taken 
over by Haslam & Schontheil, Ltd. | | | 

Тнв Roya, EvectraicaL EmorwEzAING Oo., electric lighting апа 
power contractors, have commenced businese and opened offices and 
showrooms at Town Hall Square, B:adford. Proprietor, Mr. L. V. Н. 
Waddington. 


Cape Colony.—We have received from the Agent- 
General for the Cape of Good Hope a copy of the second edition of 
an interesting book Cape Colony of to-day." It abounds in 
pictures showing the Colony's various features of interest and 
attractiveness, and travellers visiting the land of the Southern 
Cross, and, indeed, all whose thoughts are at times occupied with 
business And other matters relating to the country, will find the 
work both eotertsining and serviceable. For the convenience of 
intending tourists nine different tours bave been mapped oat, 
particulars being given of all places of importance en route, 


Book  Notices.—J/o/or Cycling. No. 1, Vol. I. 
London: Temple Press, Ltd. Weekly, 1d.—With the first issue of 
Motor (Cycling, the Temple Press adds one more to its many 
interestiog publications dealiog with the applications of the petrol 
motor. The new paper, which resembles in style its cont smporaries 
issued from the same office, makes an excellent start with many 
practical and well-illustrated articles, and dealing, as it does, witha 
branch of sport which is still developi»g, it bas, evidently, a con- 
siderable sphere of usefulness before it Judging hy the success 
which bas attended The Motor, The Motor Boat, and The Commercial 
Motor, similar publications, Motor Cycliny, in the same hands, has 
every prospect of developing into an equally successful periodical. 

" Proceedings of the American Bociety of Civil Engineers." 
Vol. XXXV, No. 8. New York: The Bociety.—This number con- 

" teins a detailed account of the construction of the Cross Town and 


_ peculiarly adapted for manufacturing. 


East River tunnels of the New York tunnel extensions of the 
Pennsylvania Railroad, the former by driving headings and the 
latter witu shields, by Messrs. J. H. Brace, F. Mason and В.Н. 
Woodard. 

“International Directory of Booksellers, and Bibliophiles 
Manual.” Edited by J. Clegg. Rochdale: J. Olegg. 1910— 
The directory gives particulars of the booksellers of tte world, as 
well as of book pablishers of the United Kingdon and the United 
States, public libraries, and learned societies in al] coantries, aod 
other matter of interest to the book lover. 

“The Prevention of Industrial Accidents.” No. L General 
pamphlet. New York: The Fidelity and Casaalty Co. September, 
1909. Price 25 cente. 

“ Technical Dictionary in Six Languages.” Vol. V, Railway 
Construction and Operation. London: A. Constable & Co., Ltd 
1909. Price 12s. net. 

“The Alternating Current Motor,” and “The Leakage of 
Induction Motore" Ву R. Goldschmidt. London: Electricias 
Printing and Publishing Co. 1909. Price 6s. 6d. net. 


LIGHTING and POWER NOTES. 


Aldershot.—The War Office has decided to suppl; 
energy for the balloon factory from the military electric power 
station. 


Argeutine.—The Rosario Electric Co. contemplates the 
construction of a station in the suburb of Sorrento for supplying 
electricity to the northen suburbs of Rosario; an expenditure of 
£200,000 is to be made. Rosario is growing rapidly since the 
electrification of the local tramways. 


Ballyclare (Co. Autrim).—At a special meeting of the 
гаа Council on the 15th inst, the following resolution was 
passed unanimously :—“ That the Council make application to the 
В. of T. for authority to construct an electric lighting scheme at 4 
cost not exceeding £3,000.” 


Birmingham.—Remarkable progress has been made by 
electricity in superseding steam as a motive power in Birmingham 
within the last few years. Some of the big works generate their 
own power, but since the introduction of the municipal electric 
supply in 1900, private installations have largely given way to the 
public supply, which has been rendered much more accessible and 
reliable than formerly. Jewellers and others who were engaged in 
the manufactore of light metal wares suffered fora long time from 
the want of cheap power. The want, indeed, threatened to сык 
their tranefer to more enterprising centres both at home and 
abroad. But the introduction of a scheme for hiring motors t) 
manufacturers on favourable terms has proved a great boon to 


. traders, and has put a stop to all complaints. Ia the aggregate the 


Corporation power connections amount to about 12,000 н.р. One in- 
portant feature has been the addition of а н.т supply suitable for 
large consumers, such as rolling mills, &o., and 25 firms are nov 
taking such a supply. There ате 10 rolling mills on the шып, 
the majority of them also utilising electrical energy for tube draw- 
ing. The supply is also largely used by other trades for which ths 
Midland metropolis is famous, vis., in motors and cycles and ther 
components, the pen trade, and engineers’ tools, and so on. A fev 
years ago the lowest price at which energy could be obtained in 
Birmingham was 13d. per unit, whereas now consumers can get 
м.т. supply at 1d. per unit, the charge varying according to tbe 
amount taken. The extent of the displacement of other forms of 
power upon which the industries carried on ia the city formerly 
relied, is strikingly shown by the fact that the total number ol 
unite sold has increased from 73,000 in 1891 to 24,500,000 in 1903. 
The earlier figure, of course, relates to current for ligbting, for 
electricity was not adopted in the factories and workshops then. 


Bishop's Stortford.—Messrs. May & Hawes, of West- 
minster, have made a survey of the town with a view to reporting 
to the U.D.O. upon an electric ligat installation. 


Braunton.—The P.C. has decided to accept the terms of 
Messrs. Orompton & Co., for public lighting by electricity at 252 
per annum, this being the eame cost as for the present oil lamps. 


Canada.—Ottawa, situated as it is beside the (reat 
"Ohandieu Falls, capable of developing 50,000 to 75,000 uP. ! 
Electric power can b 
obtained there cheaper than at any point in the Amer 
Continent. An example of this was shown tbis week. It became 
known that the Morrisburg-Ottawa electric road that will be built 
next spring required a large amount of electric power. The rest 
was pleasing indeed, for the management of the road have receiv 
several offers to supply anything over 3,000 K. P. at rates that cer: 
tainly are a surprise to persons who have not studied the questio? 
ot Ottawa's electric supply. While the rates were not definite 
because they came more or less unsolicited, yet there is D? 
doubt that the rate will be below $15, or £3 per ИР. 
One firm states that it is able to supply 12,000 ar. Thi 
ought to make the electric lines into Ottawa & great шо 
end there is little doubt but that in the future, lines 21 


. yun into the city from many directions, Tbe work on tbe ne" 


Ф"тег house, being built by the Bronson Oo., is progressing v0! 
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fast, and will increase that supply by nearly 7,000 m.p. This will 
take the place of the old power plant of the Bronson Co., which 
was the first plant instelled in this city, and is over 20 years 
old. The Ottawa Electric Co. has the lease of the first 4,000 Н.Р, 
and an option in the remaining 4,000 N.P. The first 4,000 E P. will 
be needed as soon as the plant is in order. The Ottawa Power Co., 
a few yards away, is now developing 4,000 E. p., and, whenever there 
is a market, it can develop 4,000 н.р. more. The firm mentioned 
аз being open to supply 12,000 н.р. is neither of these companies. 


Colchester.—A statement prepared by the borough 
accountant shows that 22,868 has been overspent on loans account 
for mains and services, and £5,713 for machinery, &c. The T.O. 
has accordingly decided to apply to the L.G.B. for power to borrow 
a further £8,000. The T.O. has aleo decided to accept a tender of 
Messrs. Crompton & Co. to supply the necessary plant for a pro- 
posed sub-station at Lexton for £374. 


Continental Notes.—FRANCE.— One of the largest 
electrical undertakings іп the North of France is that of the Société 
Energie Electrique du Nord de la France, formed to supply current 
for electric lighting and power purposes in the Lille, Roubaix and 
Tourcoing districts. The power station, which is situated at 
Wasquehal, is equipped with two 1,800-kw. and two 3,500.xw. 
turbo-generators, the output being at present equal to about 15 
million x w.-hours per year. Among the contracts and concessions 
which have been secured by the company are the following :—A 
30-years’ concession for the gas and electric lighting of the town of 
Roubaix; for the supply of current for lighting and power purposes 
in the town of Tourcoing during a period of 30 years; and a 25- 

ears’ concession for the electric lighting of the little towns of La 

leine, Denlemont, Linsennes and Lesennes. The company is 

also supplying the current for the electric tramways in Roubaix and 

Tourcoing and for the Lille-Roubaix-Tourcoing electric railway. It 

is expected that, by the middle of next year, the power plant of the 
company will have an output of 2,500,000 x w.-hours per month. 

AUSTRIA.—AÀ large central station is to be built near Krainburg 
(Oarinthia), on the river Save, ata cost of three million kronen, to 
supply light and power throughout the province. The realisation 
of the project has been entrusted to the A. E. G. Union Eleetric Оо. 

A beginning has been made with the erection of the hydraulic 
station between Otacae and Zengg, on the river Gacka in Croatia. 
The capital of the company having the scheme in hand is 10,000,000 
kronen. . A French syndicate, which is arranging to build an 
artificial manure factory, will draw its power requirements from the 
Ganka station. 

HorLAND.—The authorities of Gouda have decided to construct 
ай electric station at a cost of 258,000 florins. 

The municipal council of Poststellingwerf has decided to set up 
а ы station to supply the requirements of ita 10,000 inha- 
itants. 


Bram. Under ihe name of La Electra de Cardona, a society has 


been formed at Barcelona with & capital of 250,000 pesetas for the 
production of electricity. 
Cromer.—The E.L. Committee has agreed with Messrs. 


Edmundsons to exchange the present arc lamps for Union Excello 
ares, the firm providing the money and the Council paying £5 per 


annum in addition to the present charge, and having the right to ' 


exchange further lamps. 


Derby.—The T.C. on November 9th decided to apply for 
a prov, order for electricity supply in districts outside the borough. 
The names of the parishes included in the proposed area of supply 
were recently given in this journal. 


Durham,—The directors of the Weardale Steel, Coal 
and Coke Co., Ltd., in their report issued on the 15th inst., state 
that the question of the electrification of Thornley colliery has 

“had their very full consideration, and, with the object of securing 
the most efficient working, and providing also for future require- 
ments, it has been decided to install an electric generating plant at 
these collieries, and a contract for the work has been placed. 


Fareham.—Mr. Spencer Hawes, consulting engineer to 

the Council, recently reported on the progress of the new oil-engine 

lant at the generating station, which is nearing completion. 
Recommendations were made for appointing the necessary staff, 


Glamorgan.—The South Wales Electrical Power Distri- 
bution Oo. has applied to the B. of T. for permission to utilise 
overhead mains from the Treforest Tinplate Works, Pontypridd, to 

the new sinking of the Great Western Oolliery Co. at Llantwit 
Fardre (Glam.). P ; м 

Glasgow.—Mr. W. Үү. Lackie has been granted per- 
mission to give the burghs of Alloa and Motherwell assistance in 
respect of matters of policy in connection with their electrical 
undertakings. 


Huddersfield.—The Corporation is applying for a prov. 
order to extend its electric lighting area to South Crosland. 


Ince.—At a meeting of the U.D.C. held on Wednesday, 
the 10th inst., a letter was read from Mr. James Slevin, electrical 
engineer to the Wigan Corporation, suggesting that a census of 
probable users of electric light in Ince be taken in connection with 
the pending L.G.B. inquiry. The clerk wrote in answer thereto 
offering every assistance, bat pointed out that information as to 
price would perbaps lead to fuller information being obtained. 


Keighley.—The T.C. has applied for a loan of £21,000 
for additional electric plant, &c. 


Lochgelly (Fife).—The T.C. has agreed not to petition 
either in favour of or against the application by Mr. John Balfour to 
the B. of T. for & prov. order for the electric lighting of West Fife, 
including the burgh of Lochgelly. The scheme will be.weleomed 
in the district, which is growing rapidly in importance. 


London.—MaryLezone.—The Electric Supply Com- 


_ mittee reports having considered in connectien with the unemployed 


question an extension of the work, now p , of converting 
publie lamps from gas to electricity. After drawing attention to 
the fact that the L.0.0. some time ago refused to sanction a loan 
of £8,000 for this purpose, the Committee proceeds to point out 
that the scheme adopted’ by the Council in March last affected 
1,964 lamps, and up to date 1,886 of these had been changed over 
at a oost of £5,523. The remaining 78 are estimated to cost £265. 
The total cost will thus be £5,788, as against the original estimate 
of £8,336, and the final estimate of £6,886. For the 1,964 posts, 
£8,818 per annum had been paid for gas and maintenance, whereas 
the cost for electricity and maintenance will be £7,350 (energy at 
1:42d. unit, £3,950; maintenance renewals and capital charges, 
£3,400). If the Committee had obtained a 10 years’ loan, the 
estimated profit of £2,500 per annum would have been increased by 
£200, representing the charges on the substantial reduction in 
capital outlay. After taking over 165 more lampe near which 
cables are laid, there still remain 1,385 lamps in streets where at 
present there are no mains. 'The price paid for running these 
lamps is £5,500. If the Committee were to lay the necessary ducts, 
and pat in mains of sufficient size for the lighting of these remain- 
ing lamps (1,885), the capital cost of the mains and the ducts 
would be with ordinary labour £19,965, or with “ unemployed" 
labour £23,420. The cost of altering the lamps themselves 


for the purpose of electric lighting would be £1,385, 
The above includes the full cost of the ducts, whith 
would be available for supply to private consumers 


along the route. It is proposed that the Committee should 
spread the oost of alterations to lanterns, &., as before, over 
three years, and that it should make application to the L.O.C. 
for a 25-years’ loan of £24,000 for the purpose of extending the. 
mains, Having regard to the greater expense involved in taking 
over these lamps compared with the cost in streets where mains 
were already laid, the Committee thinks that the total charge should 
be at the amount of the present gas lighting, viz., £5,500 per 
annum, If the charge were £5,500 as suggested, there would be left 
£1,640 per annum for the electricity, equivalent to ‘9d. per unit 
for the first three years, and 1:17d. per unit thereafter, instead of 
142d. per unit, the price allowed for the existing lamps. The 
charge mentioned would yield a profit, and the department would 
have the advantege of paying off earlier than otherwise would be 
the case the cost of laying the mains in the remaining portion of 
the streeta {abont 24 miles) where no mains exist. With regard to 
the contention of the London County Council in refusing the loan, 
viz., that lighting by electricity is not as satisfactory as lighting 
by gas, there is no question that in actual measnred candle-power 
the streets have now much more light than they had before, and 
that With regard to the general effect this is in every way satis- 
factory, the lighting being very equally distributed and giving 
more efficient results in case of fog. Tne Finance Committee 
reports having had under review the foregoing report. It was 
decided (subject to the usual sanction) to apply to the L.O.C. for 
the advance of a loan of £24,000 to carry out the scheme. 

Wootwicu.—The Electricity Committee obtained powers at 
the meeting of the Council on November 11th to obtain and 
accept tenders for cables and motors required for the equipment af 
a factory. The Committee has been informed that the free- 
holder of Roff's Wharf claims £22,000 in regard to its proposed 
acquisition, and the necessary steps have been taken to have the 
matter settled by a jury. 

SHORRDTTCEH.— The Lighting Committee has considered a report 
of the electrica? engineer, pointing out that considerable improve- 


ment could be secured by the provision of a new feeder main from 


Whiston Street station to Evelyn Street sub-station. The work of 
converting the gas lamps south of Old Street for electric lighting 
is being put in hand, The estimated cost of services to Іашр-ровбв 
and brackets is £980. | 


Lowestoft.—A L.G.B. inquiry was held on November 
11th into the application of the T.C. for & loan of £1,852 for E.L. 
purposes, i.e., the provision of a new 250-Kw. set and two chain- 
grate stokers. There was no opposition. 


Macclesfield.—The T.C. on November 9th decided that 
the Gas Committee should inquire into the question of the supply 
of electricity by the Corporation, and report as soon as possible. 
The B. of T. has threatened to revoke the prov. order unless some 
definite steps are taken to carry it out, and the town clerk pointed 
out that it is not certain whether the decision will satisfy the 
B. of T. or not. 


Neweastle-on-Tyne.—On Sunday, November 7th, the 
work of completing the electro-pneumatic signalling system at the 
central station was taken in band. The original installation was 
inaugurated two years ago, and the work of completing the change- 
over (which is in the bands of Messrs. Mackenzie & Holland) was 
expected to occupy some days. 


Oldham.—At a recent meeting of the E.L. Committee, 
reference was made to the necessity of extending the generating 
plant in order to meet the demand of the out-townships. | 

It is proposed to light Union Street by aro lamps. 


1 
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Pembroke (Dublin)-—The Council has decided to 
apply to the L.G.B. for sanction to an £8,000 loan for electric 
lighting extensions. 


Reigate.—Messrs. Handcock & Dykes have been 
retained by the Council to investigate thoroughly the working of 
the electric light undertaking and to advise on the steps to be taken 
to place iton a more satisfactory footing. 


Sampford Courtenay.—A proposal is on foot to illu- 
minate Sampford Oourtenay, Devon, with electricity. A meeting 
was held to consider the matter, and in the end it was decided to 
appoint a Oommittee to go thoroughly into details. It was stated 
at the meeting that the probable cost of a scheme would be £1,200. 


South Lancashire.—A correspondent informs us that 
Electricity Oommittees of various corporations in central and south- 
east Lancashire are now arranging ooal contracte on more favourable 
terms than for some years past, substantial reductions being conceded 
in many oases. The Eight Hours Act has not increased the price 
of coal in Lancs. as was threatened would be the case. 


Southend.—The T.C. has sanctioned mains extensions 
on the Grand Parade, Southchurch Road and Chalkwell Esplanade 
districts, at a coat of £824 12s. A loan of £1,000 for the provision 
of 250 small E.L. standards has been applied for. 


Swinton and Pendlebury.—The U.D.C. has decided 
that the management of the eleotricity undertaking shall be 
retained by the Lancashire Electric Power Co., under a new agree- 
ment, which shall be terminable after August 31st, 1912, on three 
months' notíce, and on condition that a representative of the com- 
pany shall reside in Swinton, and attend the Council offices on 
three days in each week, and that the company shall not carry out 
any contract work in the district except in connection with motors 
installed by the company under a hire-purchase agreement. 


Torquay.—The Electrical Committee of the T.C. has 
recommended the provision of & patent smoke abatement apparatus 
and a patent stoking apparatus at the electricity works at an esti- 
mated cost of £950. 


Whitwood (Yorks.).—The U.D.C. has under considera- 
tion a scheme of electric lighting. 


Wimbledon.—On Monday afternoon last the Mayor 
opened a five days' electrical exhibition, in which particular atten- 
tion has been given to domestic applications of electricity. The local 
fitm, the Foster Arc Lamp and Engineering Co., which has recently 
purchased 33 acres of land on which to erect a new factory, has a 
good display of its speci&lities. We understand that over 20,000 
of the company's house transformers are in use with metal lamp 
installations, and the company is exhibiting an automatic switch 
for catting in and ont the transformer as required, and thus 
avoiding no-load losses. Other features of interest are arc and 
metal-filament lamps of the firm's own make, also a transformer 
system for bell circuits. > | 


Winchester.—The T.C. has decided to engage a con- 
sulting electrical engineer to make an inspection of the electrical 
undertaking and report on matters affecting the Council, as provided 
in the proposed transfer to the Electric Light and Power Co., Ltd., 
of the E.L. Order, 1895. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—The Corporation recently agreed to enforce 
the award of the arbiter in connection with the supply of current 
to the Aberdeen Suburban Tramways Co., but agreed in the first 
place to ask the approval of tbe B. of T. At the same time the 
company communicated with the B. of T. stating ite objections to 
the award. The Board has now sent a communication to the T.C. 
to the effect that in the meantime it refuses to signify its approval 
of the agreement embodying the award. 


Belfast.—The recommendations for the improvement of 
the electrical plant belonging to the Corporation will include 
provision for an extension to the amount of a 1,£00-kw. plant at a 
cost of about £62,200. Ia view of the coming municipal elections 
in January, the question of the various extensions of the tramway 
8ystem is becoming more prominent. 


Biyth.—The C. D.C. has decided to approach the 
Whitley Council with a view of having a joint meeting to endeavour 
to arrange a system of tramways for the district. 


Canada.—The Montreal civic authorities are taking steps 
to prevent the Montreal Street Railway Co. from carrying freight 
within the city. It does not appear to becertain whether the com- 
pany has power to carry freight, although it has been doing so for 
two years, and has amongst its customers the city itself. The city 
also accepts a percentage of the protit from this business. 

On October 19th the power house of the Hull Electric Railway 
Co. was destroyed by fire, causing a stoppage of the street car 
service. The Ottawa Electric Co. was expected to give a 
temporary power supply pending reconstruction. 


Continental Notes.—Bei.citm.—Electric traction on the 
State railways began in1892 when the Administration madetrial of an 
experimental accumulator car, which eventually determined the 


x 


lines of six other cars built in 1896 and placed in service on the 
sections Antwerp to Lierre and Antwerp to Oapellen (16 and 15 km. 
distance respectively) each having accommodation for 76 passengers, 
A new line is now under construction running from Antwerp to 
Malines, a distance of 21 km., on which four trains drawn by 
accumulator locomotives will be rundaily. The cost of charging 
the accumulators will be 0:101 fr. per Kw. 

AUSTBIA.—Under instructions from the State Railway Department, 
Civil Engineer Sckenkl, of Graz, is drafting a detailed scheme for the 
utilisation of the waters of the river Enns for electrical purposes 
A large station is to be built to supply current over a wide area and 
EE that recently surveyed by the Statthalterei of Steier- 
mark. 

HunsGARY.—Tbe local railway between Budapest aud Soroksa has 
jor been converted to electric traction. Work is also at present 

n hand in converting the line between Budapest and К згере into 
an electric railway. | 

GznxaNy.—Plans are at present being prepared in respect of a 
aha electric tramway between Mittweida, Burgstadt and 

mbach. 


Devonport.—Arrangements have been made for the repair 
of ovespead equipment on the Devonport and District Tramways 
between Milehouse and Tor Lane which was damaged in the gale last 
May. Since the announcement was made that the company had paid 
to the Corporation the rent of the leased lines and withdrawn its 
appeal against the decision of the magistrates’ fines for discontinu- 
ance of the service on the leased lines, there have been repeated 
rumours that the company comtemplated resuming the serviceon 
these lines ; but so far as can be ascertained no arrangements hare 
yet been made to provide a service. 


. Doneaster.—The T.C. has decided to apply for a prov. 
order for the extension of the tramways to Bentley colliery for the 
convenience of the village. 

Droylsden.—The. U. D.C. has instructed ita clerk to 
write to the Manchester Tramways Oommittee and the Lancashire 


O.. asking them to contribute towards the cost of the reconstruc- 


tion and widening of Christy's Bridge, which spans the canal on the 
main road from Manchester to Ashton. 


Fife.—It is understood that the Dunfermline and District 
Tramways Oo. has decided to promote a prov. order for the con- 
tinuation of its system to Resyth. It is believed the route chosen 
is by Grange Road, the most direct way to the Naval Base. The 
new Danfermline tramways are being well patronieed, aud the 
promoters of the system are satisfied with the resulta. Mr. Balfour, 

ing director of the company, states that the extension to 
Lochgelly will be finished in three weeks, and that the extension 
to Kelty will then be commenced. S 


Glasgow.—The Tramways Committee has recommended 
the cancelling of the remit to a Special Committee to consider and 
report upon the propriety of establishing & long-service fund for 
employés. | 8 

Arrangements have been made by the T.C. to allow the tramways 
employés to take advantages of the vacant plots of ground belong- 
ing to the Corporation in the vicinity of three of the дерді, for 
horticultural purposes. Already one area is under cultivation, and 
other two will be open to the men early in spring. 


Huddersfield.—The Corporation is applying for a pror. 
order for further tramways in the borough. 


Linthwaite.— The announcement of the arbitrator's award 
in the dispute between the Linthwaite Council and the Hudders- 
field Corporation over the tramways question was received with 
surprise by the ratepayers. The arbitrator decrees that the whole 
of the tramway track within the Council's district shall be relaid 
at the expense of the Council, and stipulates that the work must be 
done by next May. The present arrangement is that the Council 
receives £1,250 annually from the Corporation as rent. 


London.—Pappincton.—The Works Committee of the 
B.O. has passed plans submitted by the Metropolitan Electric 
Tramways, Ltd., for the extension of its lines along the Harrow 
Road to Edgware Road. 

A serious accident occurred yesterday morning at Ealing Broadway 
Station, when a District electric train collided with the buffer stope, 
several coaches being wrecked and the guard killed and driver 
seriously injared. Fortunately the train was an empty one. 


Quarry Bank.—The Brierley Hill, Rowley Regis and 
Quarry Bank U.D.O.'s have once more entered into negotiations 
with the British Electric Traction Co., with the object of carrying out 
the scheme for providing a light railway between Oradley Hesth, 
Quarry Bank and Brierley Hill. It is hoped that in this instanoe 
the negotiations will be productive of a more satisfactory result 
than on the previous occasion. Inthe meantime, application is to 
be made to the Board of Trade for an extension of the existing 
order until December next year, and this, it is believed, will be 
granted, 


Southampton.—The T.C. has decided to proceed with 
the extension of the tramways to Hortham at a cost of £7,428, and 
to spend an additional £2,400 for cars. 


Twickenham.—^At the meeting of the U. D. C. a report 
was received from a conference of representatives from Heston and 
Isleworth, Southall, Norwood and Twickenham U.D.C.’s recom- 
meading that the Middlesex County Council be asked to receive з 
deputation on the subject of constructing an electric tramway ot 
light railway connecting Twickenham, by way of Whitton, 
Hounslow, Heaton and Norwood Green with Southall station of the 


Wh a rr 
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G.W. Railway. Considerable opposition was raised to the recom- 
mendation on the ground that tramways had not, up.to the present, 
resulted ia any good to Twickenham. The U.D.O., however, 
adopted the report by 12 votes to 6. { 


United States.—The St. Louis.Kansas City Electric 
Railroad Co. has been incorporated with a capital of $5,030,000 to 


construct an electric railway, 295 miles long, between Bt. Louis 


and Kaasas City. 

The G.E. Co. has completed a single-truck gas-electric street 
cat for the Third Avenue Railway of New York. A four-cylinder 
totally-enclosed gas engine is mounted between the axles, and 
drives direct a generator and exciter, the energy developed being 
transmitted to two railway motors mounted on the axles. The 
engine runs at constant speed; Bosch L. r. ignition is fitted; the 
exciter, in addition to energising the generator field, also supplies 
lighting; sud the whole of the control is electrical, as in an 
ordinary car. 


 TELEGRAPH and TELEPHONE NOTES. 


— 


Brazil.—Mr. E. D. Trowbridge. the concessionaire for 
the telephone systems of the State of Rio de Janeiro, has been 
authorised to establish a submarine cable between Rio de Jaueiro 
and Nictheroy for telephone purposes.— Board of Trade Journal. 


Cables.—The Post Office authorities have given notice 
of probable delay in the transmission of telegrams to and from 
Germany and Austria, owing to interruption of landlines and 
cables. T'wo of the five cables in the North Sea have been broken. 
One of the damaged cables is maintained by the English and the 
other by the German Government.  Considerable difficulty in 
repairing them has been experienced, owing to the fact that the 
breaks have occurred at a spot over which the fishing fleets are now 
engaged, and as the boats will remain in the vicinity for some time, 
& further period must elapse before the necessary repairs can be made. 

The cibles laid from New York to Colon via Guantanamo, Cuba, 
mre jointly owned by the Mexican Telegraph and the Central and 
South American Telegraph Co. The former company's proportion 
of the cost is soon to be paid to the latter company, when, says the 
Telegraph Age, a 20 per cent. dividend will be declared by the 
Ceatral and South American Telegraph Co. 


Cables repaired :— 


November 9th .... Tourane Amoy 


November Jlth ... Sitka-Valdes 
November 16th ... Balikpapan-K wandung 
Cables interrupted :— 

Ostober 21st Paramaribo-Cayenne 
November 3rd Cayenne-Salinas 
November 8th Puerto Plata-Martinique 
November 8th Cape Haytien-Mole Bt. Nicolas 

- November 10th Jamaica-Puerto Rico 


Franco-Spanish Telegraphs.—The convention between 
Spain and France, which will shortly be signed, will involve the 
establishment of four new telegraph circuits, namely, Burdeos to 


Madrid, Cette to Barcelona, Bayoaa to San Sebastian, and Perpig- . 


nan to Gerona, Each of these will be united to both the Spanish 
and French networks. The construction will be completed within 
six months and the circuits opened for working. By means of these 
new lines direct communication may, if needed, be opened up with 
bot Brussels and London. 


Jamaica.—^ome uneasiness was caused last week by the 
complete interruption of communication with the colony. It 
turmed out, fortunately, that the breakdown was due mainly to 
damage to the landlines in Jamaica by floods; the cable 
house was isolated from the interior by a flooded river. 
lines were interrupted until the 15th inst. The Tark's Island- 
Jamaica cable is down, but the repairing steamer Relay is daily 
expected to effect the repair. The Puerto Plata-San Domingo 
landlines were interrupted on November 8th. 


Telegraph Memorial.—A monament is to be erected at 
Berne, Switzerland, to commemorate the formation of the tele- 
graphic union. Competitive conditions have been agreed, and they 

. will be open to artists of any country. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. — MELBOURNE. — November 29th. 1,250 


opalescent arc lamp globes for the Council. See “ Official Notices” 


November 12th. | 
МегвоовнкЕ.—ЮОесеш ет 6th. 230 ac. and 160 рс. electricity 
meters for the Council. See Official Notices to-day. 
MELBOUBNE.—January 5th. One feed-water oil elimiaator for 
the City Council, See Official Notices” to-day. 


. for the North Dublin Board of Guardians. 


Land- 


MsLBouRNE.—February 2204, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydaey, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 


Belgium.—December 31st. The municipal authorities 
of Japille are inviting tenders for the concession for the lighting of 
the little town by gas or electricity. ia f 

January 3l1st.— The municipal authorities of Waremme are 
apung projects for the establishment of a central electric station 
in the town. i 


Chatham.—November 25th. Incandescent electric lamps, 
&o., for a year; Ohas. Day, Borough Surveyor. 


Dublin. — November 29th. General stores for the 
Dublin United Tramways Co. (1896), Ltd. See “ Official Notices " 
November 5th. 

December 1st.—EHlectric wiring and fitting of the Workhouse 
buildings, nursing sisters residence, and North City Dispensaries, 
Bpecifications at the 
office, North Brunswick Street, or from the consulting engineer, 
L. J. Lawless, 27, Castlewood Avenue, Rathmines, on payment 
of the cost of production. 


Edmonton.—November 23rd. Electric light and power 
Pn ME at the new infirmary. See “Offcial Notices Novem- 
r 5th. 


Gloucester.—November 27th. Stores for the Corporation 
Light Railways Oommittee for a year; Leonard Johnston, General 
Manager and Engineer, Bristol Road, Gloucester. 


India, — Lucknow.—December 31st. The Municipal 


Board invites proposals for supply of electrical energy, coal or oil 
gag. See this column for October 29th, and an article elsewhere in 


this issue. 


Italy.—December 6th. The Italian Naval authorities 
in Spezia arè inviting tenders for the supply of a number of electric 
searchlighte for use on warships. 


Leeds,—November 23rd. Electric light installation at 


| the Kingston Unity Friendly Society's Hall, with electric fans; 


A. Wright, secretary, Kingston Unity Hall. 


London.—L.O.C.—Covering with asbestos tape about 
22 miles of lead-covered high and low-tension electric cables in 
manholes, See “ Official Notices" November 5th. 


Newcastle-on-Tyne. — November 24th. Incandescent 
lamps and arc carbons for a year, for the Tyne Improvement 
Commission ; J. McDonald Manson, secretary, Bewick Street. 


Russia.—The municipal authorities of Katuga are about 
to invite tenders for the establishment of a central electric lighting 
station in the town. 7 


South Africa. — JOHANNESBURG. — November 29th. 
Tramway poles, overhead material, electric cables and joint-boxes 
for the Municipal Council. . 


Spain.—December 9th. The municipal authorities of 
Llanes are inviting tenders until December 9th for the concession 
for the electric |lighting of the town during a period of 10 years. 
Tenders to El Senor Presidente del Ayuntamiento de Llanes. 


. Local representation necessary. The Board of Trade Oommercial 


Iatelligence Department has particulars, 


Wakefield.—November 25th. Stores for the Wakefield 
T ае Light Railway Co. See “Official Notices” November 
12th. | 


York.—November 25th. E.L. fittings, lamps, &c., for the 
North-Eastern Railway Co.; F. H. Olark, Stores Superintendent, 


Gateshead. й 
Telegraph stores, for the North-Eastern Railway Co.; С. H. 


Ellison, Telegraph Superintendent, York. 


CLOSED. 


Colchester.— The T.C. has accepted the tender of 
Messrs. Crompton & Co. for plant for the sub-station at Lexden, 
at £374. » 


Glasgow.—The T.C. Committee on Works and Stores 
recommend the acceptance of the following :— | 


Special track-work and spare points and crossovers.—Lorain Steel! Co. 
Renewable plates for special traok-work.—Acme Stee and Foundry €q 
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Colonial Contracts.—Mesars. Sanders Rehders & Co., 
Ltd., have recently secured the following Colonial contracts for 
u Ватсо” fuel economy specialities :— . 


Municipality of East London, 8.A.—One “ Sarco’’ combustion (CO,) recorder, 
B, and four Sarco '' dial draught gauges. 

Municipality of Sydney, N.8.W.— Repeat order for five “ Baroo combustion 
CO,) recorders, type B (three machines, type A, have been in use here 
for some yeers.) 

Adelaide Tramway Trust.—One ‘‘Sarco’’ combustion recorder. t B; 

. seven “ Вагоо dial draught gauges ; two dozen Barco pipe thermo- 

meters; two dozen Barco '"' high temperature stem thermometers; one 
steam pressure gauge and one hand gas testing set. 

Melbourne Electric Supply Co., Ltd.—Four * Sarco dial draught gauges. 


Londoa.—L.0.C.—The Stores Committee recommends 
the acceptance of tenders from the following firms for brass and 
guu-metal fittings, &o., copper rail bonds and gun-metal cable 
connections, for the year ending December 31st, 1910 :—E. Barber 
and Co, Deptford Engineering Co., Estler Bros., Forest City 
Electric Co., Gabriel & Oo., Hayward-Tyler & Co., Highton & Oo., 
R. & H. F. Phillips. 

The tender of Messrs. Holland & Hannen, at £6,827, for the 
building and architectural works required for the comple of 
the second portion of the Greenwich generating station, is recom- 
mended for acceptance. 


FORTHCOMING EVENTS. 


North-East Coast inetitution of E and Shipbuilders.— Friday, November 19th. 
A17.80 p.m. At the Literary Society, Sunderland. Resumption of discussion 
on Mr. D. Mylee's paper on Notes on Marine Boiler Design, Construction 
and Economy." 


ооб іва of Electrical Engineers (Glasgow Students’ Section).—Friday, November 
19th. At 8 p.m. At the Glasgow Technical College. 
Localisation of Breaks in Submarine Cables," by Mr. W. H. Young. 


ef Electrical Kapasen (Manchester Students’ Section).—Satuniay, 
роо Loth. Visit to the Oakamoor Works of Messrs. T. Bolton and 
ns, e 


Tuesday, November 23rd.—At 7.80 s.m. At the Munici School of 
Technology, Manchester, Paper an The Testing of Electrical Machinery," 
by Messrs. R. F. Blackmore and V. W. Newman. 


iaetitution ef Electriea! Engineers (Neweastie Seetion).— Monday, November And. 
2:5 pm. Pis Me Armstrong College, Newcastle. Inaugural address by 
. B. ud. 


institution ef Civ Engineers.—Tuesday, November 28rd. At 8 p.m. Further 


discussion om three papers on “ Electric Railways." 


oyal Sooiety ef Arts.— Wednesday, November 24th. At 8 p.m. At John Street, 
Adelphi, W.C. Paper on Photo-Telegraphy," by Mr. T. Thorne Baker. 


jastitution of Electrical Engineers (Londen. Thara, November 95th. At 
B p.m. At the Institution of Civil Engineers. Paper on “The Present 
Aspects of Electric Lighting,” by Messrs. H. W. Handcock and A. H. Dykes. 
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TUMBLER BRAKE WITH MaaGmeTIO SHOES. 


Northampton Institute Kaginesring .— Friday, November 96th. At 6.45 p.m. 
Paper on Bingle- Phase Electric Traction," by Mr. T. A. Collett. 


ему. Еч, November 26th. At 5 p.m. At the Imperial College 
of Science, South Kensington, 8. W. Paper on The Effective Resistance 
and Inductance of a Helícsl Coil," by Mr. J. W. Nicholson; and other papers. 


Association of Engineers-in-Charge.—Saturday, November 27th. Social. Dance. 


ELEOTRICAL ENGINEERS 
(LONDON DIVISION). 


THE 


Tue following orders are issued :— 


Commanding Officer—Oo x. R. E. B. Свомртои, О.В. 
Monday, November tind.—** A '* Company. Technical drill, 6.80 to 9.90 p.m. 
Tuesday, November 88rd.—'! B ” Company. Technical drill, 6.30 to 9.90 p.m. 
Wednesday, November 24th.—Gymnasium, 6.80 to 9.80 p.m. ^ 
Thursday, November 25th, —'' С’ Company. "Technical drill, 6.30 to 9.90 p.m, 
Friday, November 20th.—* D” Company. "Technical drill, 6.80 to 9.80 p.m. 


Saturday, November 27th.—'* C" Company. Week-end run at Coalhouse 
Fort. Parade at Fenchurch Street Station at 8 p.m. Tickets will be 


issued at the station. 
(Bigned) P. H. CaurszLL, Capt. R.D. and Adjutant, 
For 0,0. B.B., L.D, 


Paper on “The 


THE FREUND TUMBLER BRAKE. 


As the construction of this brake, which was mentioned in our isme 


of last week, presents several interesting features, we have thought 

it desirable to explain its action, with the assistance of diagrams 
Figs. 1 and 2 show its application to ordinary brake shoes, withthe , 
“ tumblers " acting directly upon them, while figs. 3 and 4 represent 
the application to magnetic shoes. 
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Fra. 1. 


TUMBLER BRAKE APPLIED TO OBDINABY SHOES. 


t 


The operating lever Л, fig. 1, which oan be turned to the right by 
means of the usual winding gear from either platform, is keyed 
upon the cross brake shaft s, on which are also keyed the depression 
levers 7. The latter are linked in the usual way by connecting 
rods c! to lugs on top of the depression plates p!. The plates can 
thus be lowered between the guides g!, gi, and their movement is 
transmitted through the tumblers ¢ to the shoes s‘, which are, till 
then, kept off the rails by ordinary release springs (not showa). 


The movement of the lever !! to the right effects the change show! 
in fig. 2. As soon as the brake blocks touch the rails they lag 
behind the car, and tilt the tumblers. The depression plates р! 
and the brake shoes are through this movement forced apart, and 
as the depression plates are prevented from receding upwarde by 
the ratchet wheel s! and ee r, & considerable part of the weight of 
the car is thus brought to upon the brake blocks. The lagging of 
the shoes behind the car is generally referred to as “ ," and it 
is obvious that the more drag is allowed the greater is brake 

ressure. 
К The regulation of the drag is effected by а sector s‘, figs. 3 and 4, 
with which a bolt 5! This bolt slides in a box ò? fixed 
on the truck, and is controlled by lever le, which is connected by 
pulls to both platforms. А spring s^ tends to move the bolt ò to 
the right. 

The tumbler t acts upon a pivot , mounted on two channel 
irons, ci, с, which bridge the two magnetic shoes, d! D, which 
in this way reoeive equal loads and wear uniformly. In this 
respect this arrangement differs from that indicated in figs. 1 and 2. 
With the sector s* is combined lever 5°, and shaft , on which it is 
keyed. carries also lever òf. The two levers engage with bridge 
bars d, d', attached to the girders ci, сї, and ensure equa! drag of 
both brake shoes. 

It will be seen that the shoes are allowed all necessary side play 
without risk of skidding, because the farther the shoes move side- 
ways the heavier becomes the reaction from the increase of brake 

, which this movement produces ín a manner similar to 
the drag worked in the other direction. 


— — 
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NOTES. 


The Prevention of Industrial Accidents.—There 
is, we believe, no country in the world where industry claims so many 
victims as it does in Americs. What becomes of the maimed victims 
we do not know, ia the absence of a poor law. Presumably they 
exist and become a burden on their friends. But attention has 
been drawn to the question, and the technical Press of the United 
States has constantly dinned it into the public ear that killing and 
5 of workers represents very direct pecuniary loss. The 
Hartford Boiler Insurance Co. have for years endeavoured to mitj- 
gate the loss from boiler explosions by their eudeavours to bring 
stresses nearer to European standards The Fidelity and 
Casualty Co., of New York, some of whose officers we have been 
privileged to meet, have long urged greater care and attention. 
Fly-wheel insurance, for example, has been made a special feature 
of their business; now they are paying special attention to 
general machinery accidents, and in a pamphlet with the above title 
they have drawn on their experience of business, and the fund of 
knowledge of causes acquired by their various inspectors. The 
pamphlet is divided into eight sections, under the headings of Oare 
on the part of Employers and Employés, Safe Devices, Steam 
Boilers, Engines, Electrical Apparatus, Elevators, The Factory, and 
Wood-working Machinery. Ju 

This is a sufficiently miscellaneous gathering on which to found 
many essays on safety. To begin with, Germany is cited in com- 
parison, because. of her very complete statistics, and it is shown 
that nearly 60 per cent. of accidents are preventible, only 42 per 
cent. being classed as inevitable. Then in each chapter the special 
considerations affecting matters dealt with in. that chapter 
are taken into argument. Thus in steam boilers there is the 
relationship between quantity of water and quick rise of pressure 
as an element of danger. There is water hammer. The 
etored energy in beated water is referred to and its great 
amount noted. We do not know what are now standard American 
rules for strength, bat at one time not long past the stress allow- 
ance was dangerously high. This boiler chapter is excellent; so 
also is that on engine guarding, and the subject of fly-wheel rims 
and racing, including safety stops, such as the vacuum breaker on 
lightly-loaded engines. Then under the electrical heading comes 
the question of mats and gloves of rubber, of dry platforms, of frame 
groundiog and cable insulation, and the use of red paiot on dangerous 
parts. Elevators are used in America to an extent far beyond what 
is usual here, where the habit of most elevator men ie to regard 
the passenger as an affront. Indeed, elevator working in London, 
except in a few modern buildings, is far behind what it was 
20 years ago in New York, where both in number and velocity, as 
well as in attendance, the elevator system іе excellent. Indeed, 
unless it were, there would be no use for the major part of any 

h office bailding. 

be limiting speed of elevator cages is given as 400 ft. per minute, 
but 350 is recommended as fast enough with 500 ft. as the speed at 
which a safety device should act. The tendency to-day in America 
is towards the use of the direct ram elevator, once universal in 
Great Britain, and very deep holes are bored to take the ram 
cylinder. The rams are, of course, very long, and they are of small 
diameter and sway to and fro, but the cars are counter-balanced 
considerably. . ; 

In factories the question of machine guards is very wide, and 
thera is no machinery more dangerous than that for wood-working. 
The danger parts of these machines are invísible when most 
dangerous, for an outsider especially cannot see a rapidly rotating 
wood-cutter. 

This pamphlet should bs purchased by everyone who has to deal 
with machinery of any sort. Its price is only 25 cente, and it is 
published by the Fidelity and Casualty Co., of 97, Cedar Street, 
New York, and should carry by post for 3d. e 


Institution and Lecture Notes.—INSTITUTION OF 
Montarat ENGINEERS.—À visit to the Surrey Commercial Dock 
will be made on Saturday, November 20th. A general meeting 
will be held at Caxton Hall, Westmiuster, on December 11th, at 
11 o'clock, followed in the evening by a dianer. 


An interesting lecture was delivered before the LEICESTER 
Association OP ÉNGINEEBS on October 30th, by Mr. Alfred E. 
Ball, entitled Some Recent Examples of Modern Electric Time 
Service." The system introduced by Messrs, Gent & Co. was 
described, and it was explained that it was not a system of setting 
or temporary correction, but of automatic regulation of peadalums 
which might be of any beat or length, the advantage being that in 
the event of, say, overhead wires being disconnected by storm, the 

clock affected by the disconnection would have been regulated up 
to the last hour, and would be again brought under control on the 


circuit being resumed. 


Fatalities.—At the works of Messrs. Thos. Firth & Sons, 
‘Sheffield, on November 3rd, an employé, named Oxley, touched a 
live wire, and receiving a shock, fell a distance of 30 ft. He 
received injaries which terminated fatally last week. Deceased, 
as it transpired at the inquest, should have climbed a ladder and 
gone along a gangway in order to reach a crane, but instead of so 
doing, he climbed up а short cut to save time, ani came into contact 


with the wire mentioned. A verdict of Accidental Death" was 


returned. J 


‘became ignited, and both men were seriously burnt. 


Last Friday night at the Southport electricity works at Blowick, 
some of the machinery became over-heated, and while it was being 
oiled by two employés, one named Wm. Sanders, who lives at 
Banks, and Hesketh, who lives in Poult n Road, Southport, the oil 
They were 
taken to the Southport Infirmary, where Sanders succumbed. 

An inquest was held on Monday. Deceased was 39 years of age, 
and married. 

Mrs. Sanders, the widow, said that before the deceased went 
to work on Friday he told her that the engine he was to work проп 
had recentl been repaired. Sne asked him if they had put in a 
new cylinder, and he said he did not know, but that probaoly they 
had put some bands round it. About a week ago he told her he had 
discovered aome defect in the engine, and he reported it to the 
foreman. It had been attended to, bat instead of using copper, 
they had used asbestos packing. Shortly before his death he said 
the engine was running hot, and he had had to stop it. He added 
that & new oil of an ínferior kind had been used, and this, in his 
opinion, was the cause of the explosion. 

The town clerk attended on behaif of the Electricity Committee, 
and after expressing sympathy with the widow and family, said 
every facility would be given the jury to inquire into the cause of 
the explosion. The Corporation might have to submit some 
evidence to contradict or support part of the widow’s statement in 
regard to the inferior oil, but he sabmitted they could not accept 
that statement at this stage. : 

The inquest was then adjourned until January 5th, and the 
town clerk said that every assistance would be given to the widow 
and children of the dead man, and also to the family of the other 
iojared man. 


The Belgian Electro-chemical Industry,— According 
to the official Agenda de Г Electricité, there are in Belgium 48 electro- 
chemical factories, situated mostly in the manufacturing districts of 
Liége and Charleroi and in the mining districts arouad Antwerp 
and Brussels, Details regarding these factories are—Four employ 
between. 600 and 2,000 workmen with machinery of a capacity 
ranging from 180 and 140 f..; seven employ from 50 to 100 work- 
men with horse-power ranging form 60 to 100; fifteen employ 
between 10 and 50 hands with power between 5 and 55 E. p.; and 22 
om 5 to 10 hands with horse-power from 1 to 15. The value of the 
products last year attained a total of 28 million fr., the goods 
exported forming 41 per cent. of the whole. : 


A Narrow Escape.—4À correspondent sends us the 
following:—A well-known scientist was lecturing on the sun's 
heat, and, in the course of his remarks, said: “It is an 
established fact that the sun is gradually losing ite heat, 
and in the course of some seventy millions of years it will be 
exhausted ; consequently this world of ours will be dead, and, like 
the moon, unable to support any form of life." At this point a 
member of his audience rose in an excited manner, and said: 
" Pardon me, professor, but how many years did you say it would 
be before this calamity overtakes us?” ‘Seventy millions, sir,” 
said the professor. Thank Heaven!” was the reply; I thought 
you said seven millions!” a 


Appointments Vacant.—Chief junior assistant in the 
Birmingham Oorporation Electric Supply Business Development 
Department (£130). Switchboard attendant for Doncaster (263.). 
See our advertisement pages to-day. 


Electric Driving of Textile Factories. — The 
following interesting letter appeared on November 16th in the 
Manchester Guardian :— 


" Bir, —The report of the Bradford Engineering Bociety hardly 
does jastice to the subject of electric driving of textile factories. 
It would have been more valuable if some data had been given 
with regard to the various experiments instead of generalities. 

„When the discussion on the merits of electric driving was being 
carried on in your columns, I was struck by the entire lack of 
actual data such as would convince Lancashire mill owners of the 
truth of the statements made by electrical engineers. The result 
was a series of experiments on the speed variation in a large cotton 
mill both before and after the change to electric driving. The 
lesson of these experiments was most remarkable; it was a clear 
proof of the steadier drive and increased output. 

" [n one instance the speed recorder was.coupled direct to the 
tin roller shaft of a ring spinning frame, the speed variation with 
mechanical drive being 8 per cent. and with electric drive 23 per 
cent. The mean speed in the latter case was 34 per cent. avova 
the mean speed with the old drive. The drive from the motor 
to the line shaft was by means of ropes and from the shaft to 
the frames by belt, whereas the mechanical drive was through 
spur and bevel gearing with vertical shafts. If motors had been 
fitted to each frame the speed variation would have been reduced 
to ў of one per cent., but practical considerations prevented this. 
With the new drive breakages were almost nil, whereas, previously 
frames had to be stopped for piecing up. The output with the 
electric drive was increased 10 per cent. 

" Engineers admit that the method of driving a new mill requires 
carefal consideration, but where steam turbines are to be employed 
electricity is almost essential. It is to be remembered that the 
majority of old mills are gear-driven, and in these the results are 
far from good. It is here that the electrical engineer can help 


most.— Yours, &2. 
"W. F. REODES. 


" Squirrel Works, Stockport, November 13th." 
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Annual Dinner.—The annual dinner of the London 
General Omnibus Co., Ltd., Electrica] Department, was held at the 
Hotel Europe, Leicester Square, on Saturday last. A company of 
120 sat down, Mr. Stuart A. Curzon, the departmental manager, 
being in the chair, and Mr. W. G. Brown (electrical department) 
in the vice-chair. Full justice was done to the dinner, and the 
evening was then given up to harmony, a strong vocal and instru- 
mental programme having been arranged. Mr. D. Duff, juu., pro- 
posed The Success of the Electrical Department,” and pointed 
out how necessary it was to the company, it being impossible 
to run their 'buses without ignition and lighting, and 
electric motive power for their garage. Mr. S. A. 
Curson, who was given an enthusiastic reception, in his 
reply, prophesied that it would in the very nesr future be 
found that the Electrical Department of the L.G.O. Co., Ltd., 
would be the leading department, as electric traction was bound 
to come, and the day of petrol would be past. The toast of ‘The 
Visitors" was proposed by the vice-chairman, Mr. W. G. Brown, 
and responded to by Mr. Dancan, who, after expressing the plea- 
sure that all bad enjoyed during the evening, went on to compli- 
ment Mr. Curson on his versatility, pointing out that in addition 
to his being tbe head of the electrical department, he bad, on this 
occasion, proved himself an orator, a musical composer of ability, 
and a humourist and singer of the first water. he proceedings 
closed with musical honours for the chairman and Auld Lang Syne. 


Accident.—Alfred Peck, electrician, of Bonnybridge, on 
the staff of the Boottish Central Electrical Power Co., was engaged 
at the sub-station at Carron Grove making a connection when he 
fell. Hecame in contact with a 3,000-volt live wire, and he was 
terribly burned about the head, hands and feet. He was removed 
to the Denny Cottage Hospital. | 


American Combine.—The America» Telephone апа 
Telegraph Oo., a Mackay concern, has obtained control over the 
Western Union Telegraph Co. 'The combine is regarded as the 
most important since the formation of the United States Steel 
Trust, the issued capital of the two companies being over 50 millions 
sterling. It is anticipated that one effect of the amalgamation will 
be to increase the traffic over the Commercial Cable Co.'s cables 
and those of the Western Union Co., which hitherto has acted in 
conjunction with the Anglo-American Co. The new corporation 
will have a practical monopoly of the American telegraph lines of 
the Western Union Co. and the Postal Telegraph (Mackay) Co., and 
it is suggested that this is but a step in a scheme for bringing the 
whole of the Atlantio cable systems into one huge combination. 


Electro-Harmonic Society, — The Ladies’ Night on 
Monday last was well attended, and proved, as usual, in every way 
successful. To single out any item for special comment, where all 
were so good, would be invidibus. We may be allowed to suggest 
tbat smoking, even in the gallery, and conversation during the 
performance of musical items, are not good form ; needless to say, 
the fair sex were absolutely guiltless in both respects. 


The Brennan Mono-Rail Car.—On' Wednesday last 
week Mr. Brennan gave a demonstration of his gyroscopic mono- 
rail system, with a car 40 ft. long, weighing 22 tons, and carrying 
50 passengers. The experiment was successful, though the 80-н P. 
petrol engine, used to drive the dynamo which supplies electricity 
to the traction motors, was out of action, and a 20- H.. petrol- 
electric set, employed for driving the gyroscope motors, had to be 
used fer both purposes. The two gyroscopes weigh 14 tons each, 
and 100 at 3,000 B r м, in vacuo. | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, te keep readers of the 
ErnmBorRICAL Битви posted as te their movements, 


Central Station Officials.—Mn. FLETCHER, of the 
Nottingham and Derbyshire Power Co., has been appointed third 
engineer at the Heston and Isleworth U.D.C. electricity works. 


Tramway Officials.—Mn. E. Накніѕох, chief of the 
clerical department of the Coventry Electric Tramways Co., was 
on Tuesday last the recipient of a handsome case of fish knives and 
forke, presented by the staff and employés on the occasion of his 


marriage. The presentation was made by Mr. Whitehead, the 
manager. 


General.—Mn. W. YonaTrH LEWIS, who has had some 
19 years thoroughly practical and remarkably varied experience in 
electrical and other departments of engineering work, has opened 
offices in London and New York, in both of wnich cities he will 
carry on practice as an advisory engineer.” Mr. Lewis will pay 
periodical visits to London, where his address is 49, Queen Victoria 
Btreet, E.C., and to New York (U.8. Express Building). His prac- 
tical experience has been gained in connection with large electric 
power generating stations in this country, the installation of gar, 
and steam-electric power plant and wiring equipments under Mr. 
W. H. Massey, at the Royal Palaces, the reconstruction and re- 
organisation of power plant at a large cement works, as mechanical- 
electrical engineer under contractors on the Pennsylvania Railroad 


А 


Tuunel, as engineer on important exhibitions, including the last held 
in Paris, and the Imperial International Exhibition at the Great 
White City, London, this year. He acted as secretary to the Engi- 
neering Jury at the last-named exhibition, and organised the '' Engi- 
neering Day ” held thereat a month or two ago. Mr. Lewis, in the 
course of bis experience, bas made a wide circle of friends, personal 
and business, which will enable him to handle satisfactorily any engi- 
neering proposal that is put before him. He carries with him into 
his new sphere of action our best wishes for a further continuous 
record of success, p 

Ma. JAMES BEATON, of the electric light department at Methil 
Dock, Fife, has reoeived an appointment on the North Nigerian 
Railway at a salary of £300 a year. 

At a meeting of the Council of Armstrong College, Newcastle - 
on-Tyne, on the 15th inst., Mn. F. O. Нсат was appointed assistant 
demonstrator in Electrical Engineering. 

Мв. C. L. Acuzw has been elected chairman of the board of 
Galloways, Ltd., engineers and boiler makers, of Manchester, in 
place of Mr. E. N. Galloway, resigned. The electrification of the 
firm's works is in progress. Р 

An Indian contemporary states that Мв. H. L. Trson-WoLr, ће 
F. I. R. Oo.'s electrical engineer at Jamalpur, availed himself of 
15 months' combined leave home from October 16th. 


Obituary.—On Friday, November 12th, the death took 
place, after a long and painful illness, of Мв. ARTHUR HENRY 
WzaiGHT BRADCLIFPE, who was formerly well known in the elec- 
trical world. Mr. Radcliffe was born at Chorley in 1836, and at 
an early age he entered the service of the Electric Telegraph Oo., 
and was stationed at Plymouth Dockyard. During the Indian 
Mutiny he was for a time at Windsor Oastle in charge of a special 
installation of telegraphic apparatus, placed there for the use of 
her late Majesty, Queen Victoria. Mr. Radcliffe was a member of 
the Institution of Mining Engineers, and of the old Society of 
Telegraph Engineers. From 1873 until 1892 Mr. Radcliffe beld 
the post of electrical engineer and contractor to the Corporation of 
Birmingham, and was at the same time carrying ont big contracts 
for important railway companies. We understand that he was 
the first to introduce the use of electricity into coal mines, the 
initial installation taking place at the Tapton Oolliery at Chester- 
field in 1868. Some of our readers may remember that on the 
occasion of the terrible catastrophe at the Risca Colliery in 1880, 


. Mr. Radcliffe, who was on the spot at the time, gave his opinion— 


an opinion supported by Sir John Gavey and Sir William Preece— 
that the explosion was caused by a fiash of lightning striking the 
headgear of the shaft, and thence travelling downwards. This 
theory was hotly contested at the time, but was eventually proved 
to be correct, and thus a new field of observation was opened up. 
After a long and honourable career, Mr. Radoliffe suffered heavy 
financial losses, and finally came to London, where, after a short 
residence, he was seized with the complaint which reached its 
fatal termination on Friday last. The interment took place on 
Wednesday morning last at Wandsworth Cemetery. Mr. 

leaves a widow and a family of grown-up sons and daughters. 

Мв. Gmono CzorBa, engineer in charge of the construction of 
the transmission line of the Ohapala Hydro-Electric & Irrigation 
Co., Ltd., which is being built by Siemens-Schuckertwerke, Berlin, 
died at Guadalajara, Mexico, on October 29:h, of typhoid fever, 
probably oontracted in the construction camps which are at present 
located to the west of the above city. Mr. Czolba was only 32 years 
of age, and had been joined less than two months previously by his 
wife and one little daughter. 

The death is announced of Ma. Francis Szppon Bor ron, of 
Edgbaston, Birmingham, at the age of 81 years. Mr. Bolton was 
the second son of the late Mr. Thomas Bolton, the founder of the 
well-known copper firm of Thomas Bolton, Sons & Co., Ltd., of 
Birmingham, Oakamoor and other places. Де wellas being con- 
cerned with the affairs of that firm, Mr. F. 8. Bolton was interested 
in many other business undertakings. According to the Birmingbam 
Daily Mail the deceased gentleman was largely interested in the 
Kingsland electric traction system. 


NEW COMPANIES REGISTERED. 


Burford Electric Light and Power Co, Ltd. (105,826).— 
This company was registered on November 9th, with a capital of £400 in £1 
shares (15 founders), to carry on the business of electricians, mechanical epg 
neers, manufacturers and workers of electricity, motive power and licht. åo. 
The subscribers (with one sbare each) are :—B. P. Gibbons. Dingley, Tilehurst, 
Berks, director: A. C. Nash, Glenfall Lawn, Cheltenham, engineer; E. В. 
Nash, Glenfall Lawn. Cheltenham, engineer: C. H. Darlow, Lechlade, manacerf. 
J. Jacobs, Burford, Oxon, gentleman; A. C. Kiog-Turner, Fairford, weaical 
practitioner; D. Kennedy, 15, The Fubury, Reading, acoountant. Private com- 
pany. The number of directors is not to be Jess than two or more than five; 
the first ate E. R. Nash and B. P. Gibbons; qualitication, £20; remuneration, 
one guinea each per meeting attended. Table A” mainly applies. Regist 
tered by Jordan & Sons, Ltd., 116-117, Chancery Lane, W.C. 


Acadia Syndicate, Ltd. (105,823).— This company was regis- 
tered on November 9th, with a capital of £12,000 in £1 shares, to enter into an 
agreement for (inter alia) the Moneton Electric Street Railway Heat and Power 
Co., and to carry on the business of railway, tramway, omnibus and van pro 
drietors, suppliers of electricity for light, heat, motive power, or otber purpose, 
&c. The subscribers (with one share each) are;—J. W. Miller, 4, Bisbopegate 
Btreet Within, E C., clerk; W. Larnoch, 154, Southchurch Road, Southend: 
on-Be&, accountant. Private company. The number of directors із not to be 
lees than two or more than five; the subscribers are ta appoint the first. Reper 
tered oftice, 4, Bishopsgate Street, Е.С, 


ee i | 


Vol. 65. No. 1,669, Novum 19, 1909.) THE ELECTRICAL REVIEW. 


De Matis Electric Storage Syndicate, Ltd. (105 869).— 
This company was registered on November 11th, with a capital of £25,000 in 
£1 shares, to acquire patents relating to, and turn to account, any invention 
capable of being used in the manufacture of electrical accumulators, to adopt 
an agreement with H. de Matis, and to carry on the business of motor 
cars, electrio vehicles, airsbips and aeroplanes of all kinds, &с. The sub- 
scribers (with 10 shares each) are :—O. Weston, 34, Kensington Park Road, W., 
gentleman; J. D. Jones, 901, Westminster Bridge Road, S. E., gentleman. 
Private company. The number of directors is not to be Jess than two or more 
than five; the first are C. Weston, R. N. Fairbanks, and J. D. Jones; qualifica- 
tion, ten shares; remuneration, £100 each per annum (chairman 4150) 
Registered office, 61, Gracechurch Street, E.C. 


Cross & Cross, Ltd. (105,754).—This company was registered: 
on November 4th, with a capital of 22,000 in £1 shares, to take over the business 
of constructional and electrical engineers carried on at Pleck Road, Walsall, as 
" Cross & Cress.” The subscribers (with one share each) are :—G. H. Stone, 
9, Westbourne Road, Walsall, electrical engineer; H. J. Nicklin, Bridge 
Street, Walsall, solicitor, Private company. The number of directors is 
not to be lees than three or more than seven; the first are H. J. Nicklin 
(chairman), G. H. Stone and C. J. Cole; qualification, £25; remuneration of 
chairman, £12 рет annum. Registered office, Nicklin & Hawley, Walsall. 


Electricity Generating Co., Ltd. (105,830).—This company 
was registered on November 9th, with a capital of £1,000 in £1 shares, to 
carry on the business of generators of electrical energy, producers, accu- 
mulators, transmitters and distributors of electricity and gas, manufacturers of 
and dealers in dynamos, lamps, globes, insulators, &o. The subscribers (with 
one share each) are:—F. Henwood, 62, Greyswood Street, Streatham, S. W., 
clerk ; A. C. Paine, 8, Wellington Square, Oxford, olerk. Private company. 
The number of directors is not to be less than two or more than five; the first 
are F. Henwood and A. O. Paine; remuneration as fixed by the company. 
Registered office, 16, Great George Street, Westminster, S. W. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Foots Cray Electricity Sapply Co., Ltd. (86,863).—Particulars 
of £5,000 debentures created August 10th, 1909, filed pursuant to Sec. 93 (8) of the 
Companies’ (Consolidation) Act, 1908, the amount of the present issue being 
£2,500. Property charged: Thgcompany's property, present and future. No 
trustees. 


Tamplin & Makowski, Ltd. (53,914).—Thiscompany's annual re- 
turn was filed on September 24th, when 550 A and 461 B" shares had been 
taken up out of a nominal capital of £20,C00 in 1,000** A and 1,000 B' shares 
of £10 each. £6,000 has been paid on 550 A and 50 B, and £4,110 is con- 
sidered as paid on 411 B.. ortgages and charges: Nil. 


' Ogmore Valley Electric Light and Power Supply Co., Ltd. 
(34,191).— Issue on October 7th of 2500 debentures, part of a series of which par- 
ticulars have already been filed. | 


Cascade (1906) Power Co., Ltd. (89.964).--Mortgage dated 
October 19th, 1909 (supplemental to trust deed dated Septeinber 21st, 1906, secur- 
ing 275,000 4 per cent. lst mortgavo debentures), Property charged (in substitu- 
tion for that charged by original deed) : 570 gold coupon bonds of 500 dollars each 
in the Cascade Water Power and Light Co., Ltd. ‘Trustees: West Australian 
Gold Fields, Ltd., 3, London Wall, E.C. (in voluntary liquidation); and F. F. 
Begg, Bartholomew House, E.C., (liquidator thereof.). 3 


Cleveland and Durham Electric Power, Ltd. (89,539).— 
Fer л October 22nd of £15,000 second debentures, part of series to secure 


Rhondda Tramways Electric Sapply Co., Ltd. (94,470).— 
Particulars of £10,000 debentures created by resolutions of August 7th, 1907, 
and October 26th, 1909, and covered by trust deed of August bth, 1907, and 
supplemental deed of October 26th, 1909, tiled pursuant to Sec. 98 (8) of the 
Companies’ (Consolidation) Act, 1908, the amount of the present issue being 
£5,000. Property charged: The company’s undertaking and property, present 
and future, including uncalled capital (as per principal deed). Trustee: L. B 
Schlesinger, 21, Cornhill, Е.С. , 


Vaughan & Son, Ltd. (61,526). —ТЪъів company’s annual return 
was filed on October 16th, when 8,811 preference and 20.€89 ordinary shares had 
been taken up out of a nominal capital of £50,000in £1 shares (20,000 preference). 
£1 per share bas been called up, aud £24,500 has been paid, Mortgages and 
charges: £5,009. 


Electrical Apparatus Co., Ltd. (96, 191). —Debentures dated 
October 27th, 1909, to secure £50^, charged on the company's present and future 
undertaking and property. Holder: Dr. L, Arons, 3, Brucken Allee, Berlin. 


Telephone Co., of Egypt, Ltd. (17,824).—Acknowledgment of 
indebtedness dated October 27th, 1909 (supplementa? to trust deeds of July 27th, 
1904, and to certain resolutions of the company and the board), to secure a 
furtber £50,000 debenture stock, making, with the amount already issued, a 
total of £200,000, charged on the company's undertaking and property, Mens 
| auc SEN except uncalled capital. Trustees: G. F. Braithwaite and H. J. 

rewing. 


Manaos Tramways and Light Co., Ltd. (101,081).— Particulars 
of £500,000 debentures created July 18th, and secured by trust deed dated 
October 20th, 1909, filed pursuant to Sec. 93 (3) of Companies’ (Consolidation) 
Act, 1908, the amount of the present issue being £300,000. Property charged: 
Concession by the State of Amazonas of the electric services of the State includ- 
ing tramway and lighting system in Manaos, andthe company’s undertaking 
and property, resent and future, including uncalled capital. Trustees: Metro- 
politan Trust Co., Ltd. 


Marzi Loud-Speaking Telephone Co., Ltd. (95,699).—Deben- 
ture dated October 29th, 1909, to secure £2,000, charged on the company's under- 
taking and property, present and future, including uncalled capital. Holders: 
F. W. P, Swinborne, and L. P. 8winborne, 33, St. Andrew's Hill, E.C. 


Buenos Ayres New Tramways Co., Ltd. (In liquidation) 
(21,592).— A memorandum to the extent of £350,C00 (being whole amount issued) 
on Beene 23rd, 1909, of mortgage dated December Ist, 1904, (and the inden- 
ture dated October 29th, 1908, supplemental thereto), securing £100,000 5 per 
cent. conversion debenture stock and further stock to such an amount as might 
be necessary for raising the amount required for redeeming an issue of £50,000 
prior lien bonds, has been filed. 


Filaments, Ltd. (104,108).—Particulars of £500 debentures 
created November 4th, 1909, filed pursuant to Sec. 93 (8) of the Companies’ (Con- 
solidation) Act, 1908, the amount of the present issue being £200. Propert 
charged: The company s undertaking and property, present and future, include 
ing uncalled capital, No trustees, 


OITY NOTES. 


West India and Panama Telegraph Co., Ltd. 


Tus sixty-fifth ordinary general meeting of the shareholders of the 
above company was held on Wednesday at Winchester House, Old 
Broad Street, Mr. W. B. Kingsford in the chair. 

Iu proposing the adoption of the report, the CHAIBMAN said that 
the traffic receipts for the half-year under review showed a decrease of 
£1,535, although the profit on the six months’ working was £1,326 
more than in the corresponding period. The increased profit was 
due to the item of repairs to cables being £2,525 less than in 1908. 
It was quite impossible to foreshadow what the expenditure on 
cable repair was likely to be from half-year to half-year, because so 
much depended upan the length of cable used in carrying out the 
repairs. For instance, in the present case they had used only 
24 knots of cable, as compared with 55 knotsa year ago. The 
expenses of working the 21 stations showed an increase of £311. 
The result of the half-year was that the directors had a 
balance of £15,698 to deal with. Notwithstanding the 
heavy fall in gilt-edged securities their investments showed a 
depreciation of only £2,274 or £2 16s. per cent. He felt sure the 
shareholders would regard that as being very satisfactory. He was 
sorry to say that early in the morning of Jaly their offices in 
St. Thomas, which were their headquarters, were totally destroyed 
by an incenliary fire. The ordinary losses were covered by 
insurance, but unfortunately the fire destroyed all the company’s 
important archives, going back to the very beginning of the con- 
cern. The whole of the staff were very speedily on the spot, and 
behaved admirably. All the instruments having been destroyed, 
they borrowed an electric alarm bell from the Government fort 
and cleverly altered it for cable work. They were thus able to 
restore communication in temporary offices with an interruption of 
business of only four hours. He could not speak too highly of the 
conduct of the staff in this sudden emergency. As they would have 
seen by the papers, since the date of the report, disastrous 
floods had taken place in Jamaica. They had caused damage to 
various crops in the island and in other ways, and he regretted to 
say that their landlines between Holland Bay and Kingston, 50 
miles in length, were partly washed away by the floods. Their 
cables also had suffered severely. On the 8th inst. the chble con- 
necting Holland Bay with Pouce and Porto Rico, and the cable 
batween Panama and Kingston, were interrupted. On the 9;h the 
Holland Bay- St. Juan-Porto Rico cable was interrupted, and by the 
Porto Rico interruptions communication with the rest of tbeir 
system was, and still was, cut off. When the interruptions occurred, 
their repairing steamship, the Henry Holmes, was at Trinidad 
undergoing her annual boiler survey, in accordance with 
Lloyd’s regulations. In all probability she was now well on 
her way towarde Jamaica to effect the repairs to the inter- 
rupted cables. He was glad to tell them that the Jamaica land- 
lines had been already repaired, bat in the face of very great 
difficultier.. Their representative in Kingston (Mr. MacLeod), who 
rendered such excellent services at the time of the earthquake in 
Jamaica, again acted with very great promptitude, and succeeded 
in restoring communication with Kingston on the 14th inst. The 
floods, he might say, had also interrupted the cables of other com- 
panies in the West Indies. 

Mr. Henry HoLuns seconded the motion. 

Replying to questions, the CHAIRMAN said that the board con- 
sidered the reserve fund quite safficient. Of course, they would 
gladly add to it if and when possible; but seeing that the dividend 
upon the second preference shares was still in arrear to some extent, 
they did not consider the present wasthe time to increase thereserve. 
As to whether the company was likely to benefit from the Spong 
of the Panama Oanal, he was afraid that time was too far distant 
for him to be able to say anything useful on the subject at present. 
He bad purposely refrained from saying anything in regard to the 
traffic receipts for the current half-year, as owing to the floods they 
felt very uncertain as to what would be the outcome of the next 
two months, As, however, he had been asked the question. he 
was pleased to say that up to the present the receipts had shown 
an improvement of between £800 and £900, as compared with a 
similar period last year. 

The report was then adopted. 


à 


British Electric Transformer Co., Ltd.—An extra- 
ordinary general meeting of the above-named company was held 
on November 11th at Salisbury House, London Wall, Mr. J. F. 
Albright (chairman) presiding, at which a resolution was passed 
approving of a new set of articles of association, which had been 
drawn up in order to consolidate the old regulations, so as to make 
them more conformable to modern practice. The only new 
article was one which gave the directors power to appoint an 
alternative, or substituted, director in place of one going abroad. 


826 


THE ELECTRICAL REVIEW. [Vol 65. No. 1,660, Мотимвда 19, 1909, 


— — - g Š ` - — 


8—— ——————————————————— PÓÓnoeG 1... P————— MH 


Aluminium Corporation, Ltd. 


Om Thursday, November 11, pursuant to directions of Mr. 
Registrar Hood, dated October 26th, 1909, & meeting of the 
unsecured creditors of the above-named company, whose claims 
amount to over £10, was held at Winchester House, for the purpose 
of considering and, if thought fit, passing the following resolution :— 
“ That the liquidators be and they are hereby authorised to consent 
to the registration of à new company to be named the Aluminium 
Corporation, Ltd., with a memorandum and articles of association 
which have already been prepared with the privity and approval 
of the liquidators; and that the scheme of arrangement with draft 
agreement scheduled thereto and expressed to be made between 
this company and its liquidators of the one part, and the Alaminium 
Oorporation, Ltd. (new company), of the other part, and submitted 
to thie meeting be, aud the same is hereby approved, and that the 
said liquidators be, and they are hereby authorised to enter into an 
agreement with such new compaoy (when incorporated) in the 
terms of the said draft, and to carry the same into effect with such 
(if any) modifications as they think expedient.”. 

Mn. Rossst Lawson, the joint liquidator, with Mr. A. Н. 
Grsson, presided, and raid it would be remembered that a meeting 
was held on April 27th, at which a scheme was passed for 
reorganising the company. The shareholders came forward with 
£40,000, snd debentares amounting to £10,000 were promised. As 
this was quite insufficient, it became obvious that the scheme would 
have to be amended, while at the same time it would be useless 
to submit any further scheme for approval, unless it could be 
definitely stated that the cash required to carry through the new 
scheme would be forthcoming. As the result of several months“ 
anxious negotiations, the liquidators had been able to frame a fresh 
scheme under which the neccessary money could be found. The differ- 
ences between the two schemes would be apparent to them, as they 
had the prioted copies before them, but the main point was whether 
they were prepared to accept 7 per cent. preference shares to the 
full amount of their claims, as finally admitted on the lines laid 
down in the scheme. They had reduced the proposed debenture 
iaterest from £100,000 to £50,000, and, therefore, in accepting the 
shares, the creditors would be in a much better position than at 
present, because now they had preferential claims, costs of liquida- 
tion, &c., amounting to something like £45,000, and this was in a 
company which was complicated by numerous legal difficulties, and 
which had not any branch of its business iu working order. 
Farther, they woald have the benefit of the new cash, which was 
being put up by the shareholders alongside the same shares that the 
creditors were being offered. If the scheme was carried, the position 
would be that, in a few months, they would have the bauxite mines 
in France equipped with the necessary facilities for loading bauxite 
оп tbe railway, thus making them a self-contained working property. 


Tbey would also have the bauxite works at Hebburn completed and . 


selling alumina, which would make the shares of the company a 
liquid asset of considerable value. The Foil agreement would be 
settled, and the small plant erected, and the shares of the Foil Oo. 
made into another liquid asset. The necessary work.to enable the 
company to use the Dolgarrog water-power, together with the 

yment of the uncompleted purchases of water rights on the 

ulyn scheme, would have been completed, and the Dolgarroz 
would be & compact works, complete in itself. The carbon 
works would have been put in working condition and 
made a valuable unit, whilst the serious difficulties in connec- 
tion with the metallurgical works at Wallsend would also have been 
soived. He might add that since the April scheme was issued, the 
price of aluminium had materially increased, which was, naturally, 
greatly in favour of the new company. As to the criticism which 
had been directed as to the terms upon which the debentures had 
been tentatively arranged, it had to be remembered that, whilst a 
portion had been taken up by shareholders and creditors, yet a 
considerable balance had to be placed elsewhere, and as 
this money was essential to the success of the scheme, 
they must admit that those who found it had the right 
to state the terms on which they would do so. If 
the stheme was accepted by the creditors and shareholders, 
arrangements for placing the whole of the debentures had been 
made. With reference to the offer of Mr. Tait referred to in the 
circular of October 29th, that offer had been withdrawn. The 
total amount of the claims lodged was £191,480, but if the scheme 
went through he thought they might safely rely on atleast £82,524 
of that amount being withdrawn, and it might be possible to still 
further reduce the claims by £7,500 or £8,000. Bo far, therefore, 
as he could judge at present, the claims they would have to deal 
with would amount to aboot £103,480. On the other hand, if Mr. 
Tait's offer had been accepted, all that the creditors would have 
been likely to receive waa Js, to 5s. in the £, and that only after 
several months of waiting. Should the scheme be passed, the 
liquidators would apply to the Court for confirmation, and lose no 
time in carrying out the details. Proxies to the amount of £135,000 
had been lodged by creditors in favour of the scheme. In con- 
clusion, the Chairman pointed out the serious position they would 
be in if the scheme were rejected, as the Official Receiver would be 
in the position to sell the property for what it would fetcb, for it 
was not possible at thia late stage to contemplate any other scheme 
for preserving the assets. 

Mg ScorT formally proposed, and Мн. Munnav seconded, the 
resolution. 

Answering questions by Mr. Htmranrey, the CHAIRMAN said 
that if the scheme were carried out all outstanding claims were 
practically settled. No formal claim had been lodged by the 
North Wales Power Co. The liquidators were not prepared to 
admit a large claim from that company, but they would deal with 
any claim if the scheme went through. 


Mr. Номрнвюүзѕ said the North Wales Power Co. had a claim 
which would amount to not less than £25,000. 

The ORAIBMAW said they could not deal with it until it was 
lodged. He considered it inopportune to discuss the amosnt of 
the claim and the view which the liquidators might take in the 
ultimate settlement of it. 

Poll cards were handed in, and the chairman announced that 
with the exception of one, and two who were neutral, the whole of 
the meeting was in favour of the resolution. 

Au extraordinary meeting of the holders of the participating 
үүн shares and another meetiog of the ordinary ghareholders 

ollowed, when similar resolutions were carried. 


e 


Prospectuses.—Bilam Rubber Estate, Ltd.—900,000 
shares of 28. each have been offered for subscription at par. 350,000 
are allotted to the vendors iu part payment of purchase price. Toe 
compauy is to acquire and develop the Bikam Estate in Perak, 
Federated Malay Btates. 

Selaba Rubber Estates, Lid.—40,000 shares of £1 each have been 


offered for subscription. 85,000 are to be allotted to vendors in 


art pavment of the purchase price. 

erak, Federated Malay States. 

Malacca Rubber Plantations, Ltd.—An issue of £500,000 6 per 
cent. first mortg:ge debenture stock has been offered at par. 

South-East Borneo Rubber Plantations, Ltd.—392,000 shares of £1 
each have been offered at par. The plantation ie known as 
Tanah-Intan, and consists of about 3325 acres in South-East 
Borneo, 345 acres of which are planted with rubber trees of one, 
two or three yeare' growth. 


Bradninch and District Electric Supply Co.— 
Dr. D. K. Mair presided at the first annual meeting of this 
company. The directors reported that the light was first available 
on December 9th of last year, and that since then, considering the 
difficulties inseparable from a new installation, the ruaning of the 
plant had been satisfactory. The total number of customers now 
being served was 63; the lamps, after a period of nine months’ 
working, were 819; and current was also supplied to three motors 
duriag the day. The number of consumers and lamps were 
steadily increasing, and the outlook of the company was most 
promising. Withia the past few weeks the amaller of the two 
tarbines had been overhauled and was now available foralternative 
use. The share capital stood at £1,285, and, in addition, there was 
a loan of £200. The income for the nine months was £178, and 
£34 had been set aside to form a depreciation fund. The report 
was unanimously adopted. Messrs. W. Baker and F. W. Cuming 
were re-elected as directors. 


Richardsons, Westgarth & Co., Ltd.—The Financial 
Times states that the profit of this company for the year ended 
August 25th amounts to £1,430. Debenture interest and other 
preferential charges absorb £18,756, thus showing a loss on the 
years working of £17,326, and making, with the debit balance of 
£9,377 brought for ward, а total debit of £26,703. 


Stock Exchange Notice.—The Committee has appointed 
a special settling-day as under :— 


December 2nd.—Northern Light, Power and Coal Co.— $1,899,900 5 per 
cent. dirst mortgage 20-year gold bonds, Nos. 1 to 667 of $100, 701 to 1,111 of 
$500, and 1,151 to 2, 281 of $1,000 each. 


The Committee has ordered same to be officially quoted. 


Castner-Kellner Alkali Co, Ltd.—The report of the 
directors shows that the net profit is £134 155, plus £15,369 brought 
forward, making £149,524. Debenture interest required £9,919; 
interim dividend at the rate of £10 per cent. per annam, paid for 
the six months ended March 31st, 1909, £22,500; leaving an 
available balance of £117,711, out of which the directors recommend 
the appropriation of £35,000 to depreciation reserve, £1,370 in 
writing off the balance standing to the debit of suspense account ; 
£25,000 to the general reserve ascount, £40,500 in payment of a 
final dividend of £9 per cent., making (with the interim divideod 
paid or ма) £14 per cent. for the year; leaving £15,840 to carry 

orward. 


Auckland Electric Tramways Co., Ltd.—Au interim 
dividend of 6 per cent. per annum (71d. per share), less income-tax, 
has been paid on the ordinary shares for the past half-year. 


Puebla Tramway. Light and Power Co.—It is 
announced that Dr. F. S. Pearson and Mr. H. Malcolm Hubbard 
have resigned from the board of this company, owing to pressure 
of other engagements. 


Bordeaux Electric Tramways Со. — The directors 
have declared dividends of 4:80 fr. and 448 fr, respectively on the 
registered and bearer shares, 


The estates are in Lower 


Kuala Lumpur Rubber Co.—Ont of the past year's 
profits of £43,033 a dividend of 20 per cent. is paid; £3,853 is 
carried forward. 


France.—lI.a Société Industrielle des Telephones, of 
Paris, is declaring a dividend of 164 fr. per share for the las 
financial year. | 
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Cape Electric Tramways, Ltd. 


Tam thirteenth ordinary general meeting was held on Tuesday at 
oe Wall Buildings, London Wall, Sir Charles Euan-Smith 
р g. 

The OmarRMaAN, іа moving the adoption of the report (see 
ELIOrRICAT Ravisw, November Sth, page 744), said that last year 
a request was made by a shareholder for greater details in the 
report. They had, therefore, appended extracts from the reports 
of their general managers at Cape Town and Port Elisabetb, which 
would enable shareholders to judge for themselves as to the opera- 
tions of the system for the past year. This practice the board 
intended to continue. The results for the past year differed in no 
essential respect from the results shown for the previous year. No 
distinct and important progress in the general prosperity had as 
yet manifested itself in the Cape ;Peniasuls, although the returns 
of trais for Cape Town, now coming to hand, showed а slight 
increase, For the fitst four months of their financial year their 
profite showed an increase of 23,020 over the corresponding period 
of the previous year. Іс was early yet to congratulate themselves 
that the tide had, turned, but the outlook was decidedly hopeful. 
He regretted to say that, as yet, Port  Blizabeth gave 
no indication of returning prosperity, and dependent 
as it was entirely on the up - country trade, a re- 
vival of general business must be gradual. Meantime, in 
working their tramway in that town at a reasonable profit on the 
traffic secured, their general manager was maintaining the system 
at ite high level of effi;iency, and at the same time practfsinog the 
most rigid economy. Since he last addressed them the political 
siteation in South Africa had undergone a momentous change, and 
the birth of a United South Africa was an accomplished fact. Asa 
tramway company they did not meddle with politics, bat political 
conditions must nevertheless always have an important influence on 
their well-being. He was glad to say that in the opinion of the 
board the political changes which had now resulted in the Union 
of South Africa should ultimately prove largely beneficial to their 
enterprise. They might expect, ‘amongst other things, that the 
Union Government would free itself from the hampering local 
inflaences under which they had suffered of late years so severely, 
aod especially from the unfair competition of the Sea Port Railway, 
which coald only have been maiatained by the active help and 
tacit approval of the Government. If under more joint political 
conditions the 83a Port Railway was to take its chance, and stand 
by itself, as they (tne Cape Tramways) did as a transport company, 
without illegitimate nursing on the part of the Govern- 
ment, then the board had no fear that their tramway would 
succesafally hold its own against what had hitherio been а very 
unjast handicap on this section of the company’s system. Although 
Cape Town had not secured for iteelf the honour of being both the 
legislative and the administrative capital of the Union, it would 
become the legislative capital of the new State, and before the 
Union Parliam:nt began ite first session in the latter part of next 
year, the board looked for a revival of general business which 
should have an immediate advantageous effect on the tramway 
returns, The official opening of the Union Parliament by the 
Prince of Wales they might also take into account as a factor in the 
compeny's favour. 

Мв. Lupwic Вввгтмвүєв seconded the motion, and the report 
was adopted without dis:ussion. 


Amazon Telegraph Co., Ltd, 


Тнв fifteenth ordinary general meeting was held on Tuesday at 
the offices, 42, Old Broad Street, Mr. George Keith presiding. 
Tbe CHAIBMAN, in moving the adoption of the report (see ELBO- 
TRICAL Review, November 12ch, page 790), said that for several 
ears their business in the Amazon had been steadily improving, 
bat this year he was sorry to say the report showed a decrease in 


revenue, and an increase of expenditure, as compared with the 


previous 12 months. The rabber trade, upon which their business 
greatly depended, continued, during the year under review, very 
dull and stagnant, owing in a great measure to the rubber coming 
down the river bing taken off the market, and held up for higher 
prices. The river was also unfavourable for the maintenance of 
communication, and the interruptions, though-of short duration, 
were very frequent, especially during ite fall. All those con- 
ditions had adversely affected their business. In the result the 
traffic receipts showed a falling-cff of about 11 per cent., and the 
total revenue, including subsidy and interest, came out 
at £77,365, or 47,612 less than in the preceding year. 
The increase in expenditure was principally due to the heavier 
costs of maintaining the cables. Besides the ordinary repairs 
required during the year, the original cable in the Main River 
wai iuterrupted, and it became so firmly embedded in the 
bottom of tne river that all endeavours to lift it proved useless, 
Some 17 miles had to be abandoned, and new cable laid in its 
place, which considerably increased tbe cost of cable used for 

during the year. Altogether the working expenses amounted 
to £48,691, or an increase for the year of £5,517. The debenture 
charges for interest and sinking fund remained unchanged, and 
after taking toese charges and the working expenses there was a 
surplus of £1,690, which he was sorry to say was unsatisfactory. 
This year the river had risen higher and falien lower than it had 
done for many years, and landslips on the banks had been causing 
serious interruption to the cables and great loss of traffic, 
especially during the last two months. He was glad to 
say that the river was now on the turn, and would 
become as if rose more favourable for the mainten- 


! 


ance of the cables, and they looked forward to the coming 
rubber season, which brought increased business, to recoup the 
loss which had taken place during the recent fall of the river. 
Several years ago owing to the interruptions with the single line 
of cable it was found necessary to lay a second cable between 
Manoas and Amatary, a distance of some 76 miles, which was one 
of the worst portions of the river. Since then the communication 
on that section had been practically maintained without interruption, 
because they were able to repair one cable while the other was 
working. For the same reason it had now become absolutely 
necessary to duplicate the other sections of the main cable. At 
the last meeting he informed them of that, and told them that 
they were in communication with the Brasilian Government on the 
subject. He was glad to say that their appeal for the necessary 
assistance to enable the duplication of the cable to be carried out 
had beea favourably considered. The Government had granted a 
20 years" extension of the present concession, and of the payment of 
the present annual subsidy of £17,125. In granting the concession 
the Government had made certain alterations in the sliding scale 
of tariffs which was adopted when the rates were raised in 1884, 
and as the traffic inereased the alterations would have the effect 
of reducing the rates of the local Brasilian meseages, which it was 
hoped would be made up by an increase of traffic. Last year a 
very carefal survey was made, and a route had been found almost 
entirely along the side of the water of the river, where the new cable 
would be laid, where it would be less liable to interraption than 
the present one. The mannfacture of the cable was now being 
proceeded with, and arrangements were being made to have about 
two-thirds of it laid before the end of next July, so as to have the 
whole of the upper portion of the present cable duplicated before 
the fall of the river next year. The trench cable required to join 
the pide waters would be laid during the dry season 
between August and October. It was expected that the 
remainder of the cable could be laid in December when the river 
rose, aad the whole cable completed’ and in working order by the 
end of the year. The laying of the cable in the side waters would 
be a work of great difficalty, and would be carried ont by their own 
staff under the supervision of their manager and engineer, who had 
surveyed and knew the route from end toend. Additional capital 
was now required, and they would be asked to sanction the issue of 
new 5 per cent. debentures in order to provide for the cost of 
duplication and for paying off the debentures now outstanding, 
which would simplify matters and improve the security of tte 
new issue. It was proposed to issue the bonds at 98 per cent. and 
redeem the whole issue at 105 per ceat, by a cumulative 24 per 
cent. sinking fund. The result would be that the annual charge 
for interest and redemption of the new issue would be less than 
what it was at the present for the existing debentures. When the 
duplication was effected he thought they would have reason to look 
forward to an increased revenue, which would enable the company 
to build up а reserve for renewals and miintenanoe of cables, and 


in time, ifall went well, to pay a dividend to the shareholders. 


Мв. E. B. ELLICE OL. aK seconded the motion. 

Ма. ELLis Exvias said be thought iu connection with the issue 
of fresh debentures that it would bs a good thiog if the board were to 
reduce the capital and write off the debit balance. If they were 
to do that the company would become a dividend-paying concern 
very much earlier than it was likely to if they went on writing off 
the heavy debit on profit and loss account out of annual profite. 
In the ordinary way he supposed it would take eight or 10 years 
bsfore they were quit of that disagreeable item, but by making the 
plunge they could get rid of it at once without hurting anybody's 
pockets By reducing the shares from £10 to £8, they could get - 
rid of the debit of £49,000 and become a paying concern, and 
within a very short time he believed the shareholders would get 
the £2 back in the rise of value of the shares on the market. 

The Onainman said that the suggestion should be taken into con- 
sideration, but there was one little objection to it. The Government 
might at any time take over their property, and if they did so, they 
would have to pay the outetanding capital plus 10 per cent., so that 
if they wrote down the capital, they would be the losers. He could 
not say that there was any immediate prospect of the Government 
exercising their right to purchase, but they had made it one of the 
conditions of the contract which they had just signed, and, of 
course, they were liable to be taken over at any time. 

The report was then adopted. 

Au extraordinary general meeting was afterwards held, at which 
resolutions were passed authorising the directors to issue debentures 
for an amount not exceeding £300,000, and altering the articles of 


. association relating to the borrowing powers of the company. 


Replying to а SHABEHOLDEB, the CHA1BMAN said he calculated 
that the cost of the new cable would be about £150,000, or rather 
1283. 


Douglas Southern Electric Tramways Co., 140, — 
The directors in their report said that the company's season 
consisted of 125 days, against 115 days last season, and the mileage 
run was 36,570, as against 34,049 last year. The total receipts are 
£4,790, or £222 less than last year. This decrease has been due to 
the continued stagnation in trade aud to the general unsettled 
state of the weather. The passengers carried were 194,826, against 
206,994 last year, The net profit for the year is £1,522, as against 
£1,479, which, added to £79 balance from last year, gives a 
disposable balance of £1,602. The directors recommend а 
dividend of 5 per cent. upon the preference shares, leaving £303 
to be carried forward, Nearly half of the total traffic receipts 
were taken in August. : 
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STOCKS AND SHARES. 


x 
Ў Tuesday Afternoon. 

THE stars in the financial firmament fight against the Stock Ex- 
change. Monetary tightness is now supplemented by domestic 
difficulties within the markets, and the probable approach of the 
General Election lays a restrainiog hand upon business already 
troubled by apprehensions common to the end of the year. It 
must.be said that the electricity sections are steering fairly clear 
of the shallow waters towards which other prices show a strong 
tendency to drift. The most buoyant markets are those in copper 
shares, a factor which may not be regarded with much favour by 
proprietors of electrical shares. | 

Rubber companies appear with fresh issues every day in a 
manner which suggests that this class of speculative investment 
continues to hold public attention very successfully. Prices in tbe 
rubber section are firm, and it is thought that the gamble may yet 
run merrily enough for some time to come, seeing that in most of 
the later cases the companies do not expect to enter the really 
productive stage for at any rate two ar three years to come. 

The disaster which has overtaken Jamaica, is the chief featare 
of discussion in the Telegraph market, where the earlier earth- 
quake is still remembered with painful interest. Happily, the 
floods of last week have been attended with results far less serious 
than those of the previous shock, and the cable companies, it is 
thought, will reap substantial advantage from the aocess of business 
occasioned, in spite of the wireless competition, and the probable 
damage to some of the submarine lines. On balance, West India 
and Panama First Preference are 3 better, and the Second Prefer- 
ence j. Eastern Telegraphs rose 3, and Eastern Extensions }. 

Anglo-American Telegraph Deferred improved, moving with the 
American Railroad market, and Amazon б per cent. Debentures 
rallied 3 pointe. Marconis keep about 4}. The new issue shares 
were carried over on Monday last at 153. The President of the 
New York Wireless Telegraphy Company is said to be in London, on 
a mission to secure the Postmaster-General’s consent, if possible, to 
the establishment of a number of wireless stations in this country. 

National Telephone Deferred has replaced its 4 fall of last week. 
New York Telephone Debentures, with 57 per cent. paid, are rather 
easier at 29 premium for the ordinary settlement. 

Electrical Railway stocks are quite good, Central London 
Ordinary and Deferred being a point up, City and South London the 
eame, while a rise of 1 is registered by Metropolitan District atock. 
Baker Street and Waterloo Dsbenture, however, shows dulness, the 
price having receded to 974. It may be observed in passing, that 
London General Omnibus stock has fallen to 174 upon the intro 
duction of a fresh scale of " cutting " fares, which now range from 
a halfpenny upwards. British Electric Tractions continue to be 
bought, the Preference still being favoured the most, bat the Firs 
Debenture has a point advance to its credit. Montreal Ligtt, 


‘Heat and Power Oapital stock at 124 is 3 points lower. 


Further pressure to sell British Columbia Electric Railway 
Deferred has led to another fall of 2. Argentine Trams are all 
fairly steady, ia spite of martial law being proclaimed in Buenos 
Ayres, after the assassination of a high police authority. Mexico 
Trams and Mexican Light and Power are colourless, none of the 
issues showing much movement. Rio Trams at 90 have regained 
their last fall, and Bao Paulo Trams rose 1 to 1521. United 


Electric Trams of Monte Video Ordinary and Preference 47 


unaltered at 54 and 5,’, respectively. 
The Madras Electric Construction Debenture has been marked 


down 5 points to 523, the reason, no doubt, being that the time 
draws,near—it is in 1911—when the stock becomes convertible 
into shares. Madras Electric 5 per cent. Debenture Tramways u 
of course, quite a different stock, and stands at par. Supply share! 
are no better than usual. The shrinkage in the prices of the 
metropolitan shares goes on, falls being recorded in Charing Cros, 
Chelsea, City, Metropolitan and London Electrics. Edmundson $ 
Preference shed à. Victoria Falls Power Preference moved 
44, upon flatness breaking out amongst Kaffir shares. 
Manufacturing descriptions remain firm, and India-Rubbers bare 
rallied 5s. Telegraph Construction Debentures are 4 up. 
Castner-Kellners rose to 2,°; on the declaration ofa dividesd of 
9 per cent., making 14 per cent. for the year. Babcock & Wilcox 
Ordinary have retained their rise, bat Willans & Robinson Ordinary 
and Preference down-graded. Electric Constructions, too, are 


easier. 


a ED 
See n 


Ltd.—An interim 


Anglo-Portuguese Telephone Co. Мес, b. 


dividend of 3 per cent. (7jd. per sbare), free 
been declared for the past half-year. 
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ый 000 Wilcox, 1 to 680,000.. .. . 1 |e 4 [4 [04 |20 4j— 4 1% dà | 999 | 96 | — Al 4 4 
100,000 | Do do. 6 Cum. Pref., 1 to 100,000 88 1 6 6 6 6 11 ГА 1 1; iis ux ; 8 19 
60,000 British Aluminium, 1 to 40, ee ee ee 8 7 7 7 7 m 1 T" 13 ee eo Й 87 0 
60,000 Ро. do 7% Cum. Frei... 6 |1%|1%|1%|[1 11— 9 We 3 is . |151 
40,100 Do. do, “A"6% ‚ Pref, .. EM 6 6 6 6 6 af oy Va ae 7101 
13,807 | Do. do, 4% Funding Certs. .. .. 6 |4 4 4 4 84 55/- e e 514 8 
194,400 Do do Loch Leven Debs. .. | 100 e» 5 64 96 — 99 96 — 99 , os oe 5 14 7 
500,000 | British Columbia E. Def. Ord. oe о. | 10 |6 6 8 8 147 —152 145 —160 150 141 —9 5 6 8 
400,000 Do. Pref. Ord. oe ee ee ee 100 6 5 b 6 192 —126 121 —125 121 m —1 4 16 0 
400,000 | Do. 5% Cum. Perp. Pref, Stock 100 6 6 5 5 108 —111 107 —110 n ee —1 4 10 11 
988,000 | Do, 1st Mort. Debs., 1 to 6,960 .. 40 4 102 —104 10? —104 n ii М 4 6 7 
319,600 | Do. 4$ Vancouver Power Debs., 140 2,900 | 100 4 d 102 —106 1024 -1044 104} | 1033 Е 4 6 2 
188,91 | British Electric Traction e ee ое e| 10 |8 il i- 1 {— 1 16/3 15/- T Nil 
1,678,658 | Do. do. 5 & Perp. Deb. Stock .. Stock 6 5 5 5 ф 88 — £6 84 — 87 852 +1 61411 
638,900 | Do. do, 4% Deb. Stock Red. | 100 |4 43%, | 44% | 58 — 62 68 — 62 S . 15 2 
100,000 | British Insulated and Helsby Cables MA ә 5 8 10 10 10 1— 1% . 7— 7 ER 6 13. 4 
100,000 | Do. do. 6% Cum. Pref. .. ..| 8 |64 | 6% 676 6 — 64 Sk- bb 65, 411 8 
600,000 L] 0 1$ 96 1st Mort. Deb. Red. ee 100 d d 108 —106 108 — 106 ee 4 4 11 
104, 9401 виши ce OON % 14 Mort. Debs. ..| 100 89 — 94 89 — 94 . 416 9 
400,000 | { ostinghonse 6 % Pret, 1 %7 200,000 sad | 5 | noj Nu M NU] — à 1— à - Nu 
1,015,868 Do. do. 4% Mort. Deb. Steck .. | 100 1% 1% 4 4 9 | 48— 62 48 — 51 " = АЕ 7 18 10 
50,000 TEOTAN; Lindley & Co., ee ee se es 1 N N Nil Vy P N. Ji ee ee ee NM 
60,000 1 Do. do. 6% . .. * 1 Nil | Nil | Nil | Nil | 14/6 to 15/6 14/6 to x * us Nil 
140,976 | Brush Electrical Engineering, Ord., 1 to 106,781 .. 39 19 Nil] Nü] Nil} 0— 4 0— is s Ў Nil 
900,000 Do, do, Non-cum. 6 Pref, ee ез 3 6 Nil Nil Nil 0 — ё 0 — ae ee в Nu 
18, 0001 Do. do. Perp. Deb. Stock Stock 4 5 4l — 46 41 — 46 4 A АТ 915 8 
135,0001) Ро. do. Perp. 2nd Deb. Stock.. Stock 4 97 — 31° 97 — 31 a s oa 14 10 2 
197,610 | Calcutta Trams, 1 to 197,610 ИТУ 5 |8 6 44% | 4 b ac 5 92/6 , e| 4 10 0 
45,804 Do. саш. Pref., Nos. 1 to 39,830.. 6 |6 5 6 4 6 4i— 5 95 / à oe 5 0 0 
850,000 Do. ist Deb. Stock. ee өе ee 100 43 4$ ut 101 —104 101 —104 oe ee ee 4 6 " 
86,000 | Callender's Oable Construction shares PN #0 6 15 15 15 % | 104— 10i 108— 101 , és 613 0 
_ 40,000 Do. do. 6% Cum. Pref 5 6 5 6 96 — Li d— Б P 4 611 
600,000 Do. do. 43% lst Mort. Deb. Stock Red. Btock 4 4 %, | 106—107 105 —107 Р ei 4 41 
$91,239 Cepe E. Trams., 1 to 491,229 ee ee ee 1 1 il am 15 ee ee ee Nil 
450,000 Casimer-Kellner Alkali, í to 680,600 1 |6 19 % [124% 99 — 275 — 93 4/ | 42/3 + M 5 11 1 
110,158 Do. do. 4 X las Mo Mort. Deb, Stock | 100 4% 44% | 4 % | 106 —109 106 —109 5 a де 313 6 
690 | Central London Railway, .. а. | Btook | 4 8 81 60 — 62 61 — 68 625 61 11 5 3 2 
654,665 Do. do. 4% Pref. Stock .. „ Stock | 4 4 4 85 — 87 85 — 87 p 6 . 4 14 2 
1 8 do. oe do. „Stock f A 11 Ame ии Е 3s +1 р 8 8 
з London Rail ее ee ee Btock = == 1 to +1 15 d 
85,000 N uidit 8 d 6 5% D pum à 3 ie РИ 15 1 8 
100,000 || 900 ot ales, arii 901 to 11,099 St 458 Hed. о 0155957 99 | 6% 0 — 98 mc > с 18 
e Onless otherwise stated, э]! shares are fully paid. f A perio" of nine months, Feom Manooemer Share List, 
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TRI COMPANIES. —(Oontínued.) | 
— pgp el кечын Ынаш a даша AND INDUSTRIAL COMP ANTES.—(Conttoued 
E 


Olosing Uiosing Business сосе | * "Yen 
or last four years, | Nov, 9th, Nov, 16th, | Nov. " — | 4 s. d. 
Present NAME, Share, = 908. | PIE E EC FERENT Lowe | > | 817 9 
-. . Issue, | * |1905. 1906, | 1907. | 1908. | i= l 1— n : . 568 
— ii —̃— 10 95 10 % |10 % — 1 | A . | 
isses 000 |1 0 6%|6%6%| l— 1 100—108" тв 
Kerr & Co., 1 to 280, ida 1 6 & | 100 —108 p I^ e. ] * 
mum Bod ота e. ш | Og e PE e шр | ma | da EH 
Do, do ө! 60,000 | | 24% | 18% | Я— Ж хаф м | 1 
3850 Dublin United Trams. (1896), diy PUR 5225 5 | d 4 214p | 9356 | 14 tes 73 (597 
#9261 | Edison ё Bwan Utd., "WA" shares, M. b 8 0 7 % % «4| е — 8 — 85 | 160 
17,199 Do. 4 Deb. Stock Red. | — T 5% 5% 59% 82 — 85 4 à- à — 110 4 0 
poc Do; 5 96 and Deb. Stock Prov. Certs. all рі. 8 | Nil | Nil | Nil | 1% | Уа 1? là- 18 Р ^| 81 8 
| * ( à 
13100 | Biectrio Construction „юзю. 1 to 81,890.. | = : e : Ў 5 & | 6 96 63 Rä К. B8 » B е | ~ | dr ^ 
о .. | | | 4 2 = .* » b | 
96000 General * Oo. (1900), 44 Mon Pret, | Wu | - e | : 4 p ы? | A j— 108 T А. | p oo | 182 
300,000 Do. t. Ord. "А" 4 Sy 10 78,000 | т ЖЕТ. WU 109 —109 T pa 4, |5 2 
000 | Gt. N. & City Rail. Pre | 10 1% 5 95| 102 —108 o1. 12 | .. БЕТ 
86:000 | eres & do. be Moe се nay Asi * ud ha 2 | 15%, 15 & | 124 - 134 yis * es 7 : - А 
40,000 | Нешеу" W. T. ) do. ay Pr . | 4% | 4e | HS | 2 106 —108 |10006 є + ]-# Es 
40,000 | Bo. SN Mort. Deb. Stock | Stock 10% (0 4 до ПО | 154— 16 m . e 10 0 0 
2800 | India Rubber M T Telegraph Works. 10 Nit if 1% Cos | ^m 5° 43 — р су | (i B 
2 Liverpool E ailway, P. fully pad | 10 | - 96 | : % | 5 5 мії | M- 24 7 2: | {fey ы сүл 
10,000 |} (1901), 1 to 60,007 .. .. | 10 8 3337 N — % | 51/8 ЭЛ 
600,070 London United Trams, пай), to 100,000  .. 000 T 5% 5 & 6 % | 8196 m А 67 — 70 575 87 1 610 
B99,980 о. Pref., 1 to 195,000 | 14%] %|4%| 91 — | 869— 872 “4 8 4 
do. 5 4, Cum. | 100 4 96 ә | 86ў— 87i 963 65 1 
1, 881000 | Do. tien "x x — | 100 ae 2:2 | ab? | of? в 16 | 365-16: | 16 | à | 1| A. 
6,782,062 гава етее D Db ae C BIE' dE dE di gc — d . Nil 
9,640,914 о, Ee. EC Di % „ 4496 | 49— „Фа 74d. Tun 86 3 1 
p | Do. District .. a ERI 1 7 i А Nil | da 4 ty h 15/8 14/3 | б д 
EE wee ert mee 2 oL i [Pelee ley sg] S "VIF ot | OG | $5 
814,016 Do: o. 5 % Cum. Pref. . 4% 4% | 448% | 93 — 9i 244—137] 516 
; do, 100 43% | 44% * 941—127 1243 —12" 516 
e e: EM ii. A. % Deb. Btock Red, | x "|n | t dg | ad 4 91 — 98, re ME " 
10,898,900 | „ bio узае ar 5% 014. Вав. i 4% 4% 1495 | мії | E : = i | ' $128 
,000 e; „+ ee | | . 5 95 al 2 5x ee | 
822550 | Potteries N 5 E x: “ad ae 44% | 86 — 89 | "n ui к | ^ Y - 
945,500 | D» 44 % Deb, Воск .. 90 — ET 59 15 €, dis jus {о 8 1004 —1023 | 1003 | e |7419 0 
77 850 | Telegraph Construction and rey d., 1909 | 100 4% 4% |14 5 & | 100 —101 100 —101 2a 7| = et РУ Е 
MO Do. 4% Deb. Bds., 1 to Weer Lae Оа ure e | 44% | 86— a | Be | 849 | зу | — | e 
1,000,000 Underground 4 gris P: Tu T мы M э Ке 8), | Tis * >. Ene 5 i | ET. 
9,800,000 | Ро. о, „Income Bonds n |, йш 40 %% | Nil к= m E s n - 
nn || B 
345,495 | Do. 51st Mort. Deb. Stock = 2 == 3 
- = | Е Y COMPANIES. 
ELECTRICITY SUPPL - | id 
е А 8 * 4 9i i 94 — 7i un oe 
К b oP bg g | an K | ea" INTTR | id: 
80,449 | Brompton & Kens, Elles. Lt. Bup., Оё, aum. Peet " 1212901 A 109 om 22 qj. | 6 i? 
9,561 Воск .. y X ib i- M P 
A eee, ПЕТЕ E ii а „ in 
80,000 Do do. do s 5 6 x dà 98 — 101 98 —101 "e 70 / — | 616 2 
HAC ame dy EE EE а +f 
: е s * | 8 А 8 € 1 n 10 i Ea $ 
49,436 Chelsea % Deb. Stock Rod. ee 10 6 Y 6 sd 6 1— 121 112— 1 ee * " 0 ! 
196,000: Elec. Lighting, Ord. 40,001—110,696 65 676 94 191 —124. TE 
City of London Com. Pret., 1 40, zi 2 10 6 x Б 4 47% 100 M 100 —108 " ee 500 
2% De. — 54 Db Sur p {ine G alld 100 4» | 42 ij- 3 * 3 "ao Tea 
800.000 о a ot раб 220. Db. B Power, Ота... .. 4 - %|5%| 5% р. m * ais 7 : 6 | 3 
60,000 do. do. b t. b. Btock ee ee o3 5 — ot 77 М 3 10 
F Je ны Жс АРАКЫ Ы EIE IE: Eus | igi 
х | VIG. 6 105 3 : 4 
M EE EE ү ee 5 
Do. do. ^ 3 E. Btock 1 : e. ee 
чоюш De, 4. 4 ion, Ord, Bares. | 7 |é | Ni Ld 5% | 53 | . | vno 
9 tric tion, 0 8 Nil 57 — 60 5 6 6 
. % Cum. - 6 |6 ut 43% | 44 men 91 — 94 v3 924 101% 
ре до. амы оа Baas, 50 14 4% | 45 1j рж 4 — 4i ө e. © [ене , 
68,180,000 Polkestone, 1 io 10,000 . 0000460018 Вода. |9508 ЕРЕ сн C | | 11 
10,000 | Folkestone, 1 to f., 1 to 19,808 .. „| б 44 | 4 97 61— - 418 0 
10,000; Do. 6 Gam, Pret. 1 & .. . ouis 9 Fel a 805 29 101 19-10; 100) | e ELE jé TE 
е ee ee S os "1 adm ео 4 L 
ey re get 6%GoldBnds. .. | .. |. 10 % |10 9, | 8 ix o) 96 — 96 p TUERI 
1 000 | Kaministiq ow ° Electrio Ord, а 6 [10 4 4 95 — 98 — 3 . —i 4 3 
u —.— Spe , EE i Hi 
ze E cg ah tak an Hi Ge ER | ae | GE JE | ca ts 
YO, : К pos мо . 6 0 18 26 4— 6 : “ү 
121 0 Btook ec ss ad = 7" 4 
ж 008 Do. ft Мон. Deben e Redem. | Stock - : 5 e ze 904 — zt 134 el - 15 1 
aa Me Mexitan Electric ht Co.. 6% 1st Mtg. Gold Bnds $100 cL we [pose FO 102 Е 103 —106 1 184 56 3 
289050 Do. Licht and wer Co., Ae 5 Btock | .. | .. i d B4 — 86 ы та °° iu 1, 
$2,400,000 Ро. do! 6% 181 rf Mort. Dob 10 [dx 4% 47 4 08 D га » " | 5103 
9120.000 | Midland Electrio F ү! 4 4 % | а-о Их сае 
n немов тува Pret., 1 to 187,500 . s сө?” 6 |6 09 —108 99 — 101 e 4 6 0 
181,6 1 ectric Power Supply Co., 100 $5 EM oe oe J 121 — А 615 
196,600 dona EUG мог es (Red.), Nos. Ге , 10 [mx|m PH тт | e a „ 
Eiectrio Lig s i 5 |1 1 г - 95 — xn 2 i 
80/0 | Oriora, lio 96 ana soy io MO. . 2. "| 100 12 14 37 37% 1 Ta lez 1 di EM 
19.004 | River Plats Eloty Co. Ord. Nos. 1 to 190,507 } 6 9, 95 6 4 6 4 uus [iy vd y 810 
пое Dyer EMO: 8% Non Non Cam. Pref. Nos. to 100,000 100 |6 6 5 E. % 10, — % 8 9 7% 8} 5 U - 
100, . : : ee 10 V 10 xd 7— 1 1 i 1. B 19 
Do. do. rd. ee 6 194 1 — TÀ ee ee oe 
#0,000 pa rey * % Deb. Stock Red. ш : | a Nil = at’ й в" ee «81 
1 Ф ee as ee oe ! 
12000 вола Markets Electro Вору, O Ls S. aes a4 | ae mE. E s 5 M 
05,000 | South London Electric Bapp nou oo | 1 623519 7% 7 4 1 — e к; 5 6 5 
120,000 | South Met. Eleo, Lt. y di ru T 0 lat az | at | ns | 10) 10 = ө 11 5 
149,968 Do. do. l Deb. Вак. | 100 а b b 5 X, i— i 11— 1 A ss 6 1 3 
294,020 Do. Ord. an.. 6 5 b 5 5 96 = ў 344 7 : bil 
Urten Electric 8 BS c : Ds T E a% | 4 44% | 749-7 „ — А & 14 8 
60,000 Do; do. 43 Ast Mort, Db. Bik, Red, | 100 sad Paste 525,5 -1 = А 8) 8а (6? 
8 Victoria Falls Power Co., f. Nos. 1 to 800, Е 6 18 Ф 12 & 10 » 10 41— 4i - 98; ig oe 
РЕЧ кисин асе "m Ога, m. Pref, Re. 6 6 , 4à 4 | | 
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CABLE-FAULT LOCALISATION GRAPHS IN 
PRACTICE. ` 


Br EDWARD RAYMOND-BARKER. 


(Continued from page 756.) 
ON one resent occasion the writer, with only rough 
erposure-reproducing means at his disposal, employed a 
Heurtley teat to localise a cable fault which totally inter- 
rupted communication on a cable. The usual dual and 
triple current testa placed the fault about 100 ohms from 
shore. (The fault was eventually picked up 96 ohms from 
shore, and proved to have been caused by a kink, the 
sheathing wires at which were unbroken.) An apparently 
good and steady Heurtley balance gave 115 ohms to the 
fault, a result not acted upon, as the previous concordant 
5 were considered satisfactory as shown in graph E, 

g. 89. ' 

On investigation, the extra 115 — 96 = 19 ohms resist- 
ance apparent in the Heartley result was found to have been 
due to the salt water block interposing between the copper 
artificial exposure and the sides of the sheathing-earthed 
bucket containing the salt water in which the “ artificial 
core was immersed. 

It is clear that on the occasion in question the metallic 
earth conditions on the two respective sides of the Heurtley 
exposure-balance could scarcely have been more dia- 
metrically opposed than they in fact were in regard to the 
respective water-distances separating the natural and the 
artificial copper-exposures from a metallic earth. 

In the case of the very small natural exposure subse- 
quently discovered at the kink in the cable, this was within 
a small fraction of a centimetre distant from the unbroken 
steel sheathing wires of the cable kink, whilst the artificial 
exposure was at the end of a short length of core bent round, 
and made to stand up in an iron bucket of salt water in 
which lay coiled a few turns of iron binding wire earthed 
on to the cable sheathing, the artificial exposure in this case 
being separated from metallic earth by the surrounding 
volume of water in the bucket. 

Then, again, before a Heurtley exposure balance was 
obtained and passed, that is to say, before the artificial 
exposure, at first foo small, showed up as greater than the 
natural exposure, a length of fully 12 in. of copper wire was 
bared in the bucket of salt water. Yet, when eventually the 
repairing ship cut into the cable and picked up a short dis- 
tance to the kink, the sheathing wires were found intact, 
and the fault so far invisible, natil on the kink being cut 
out, and opened up, a dirty green caked-up copper exposure 
amounting to about 1 sq. mm. was discovered. 

The very great difference in the exposed-copper superficial 
areas, which respectively, on opposite sides of the Wheat- 
atone bridge system, actually balanced each other, was 
apparently due to the small natural exposure being close to 
the metallic earth of the cable sheathing, whereas the 
artificial exposure in the bucket had, between it and metallic 
earth, an effectively large volume of water. 

On the other hand, cases have often occurred in the 
writer's actual experience where the exposed conductor at a 
break has been found at the end of a length of uncovered 
core, à fathom or so from the nearest of occasional sheathing 
wires corroded, and worn to needle points. In such cases, 
however, owing to the practically limitless mass of the 
surrounding water, the water-resistance effect is not во 
marked, as it is in the bucket of water. | 

In short, it appears to the writer that in а Heurtley test 
the artificial fault—that is, the core with the adjustable 
exposed copper immersed in the earthed bucket of water 
ought to lie in the water within or in fairly close proximity 
to a helix of iron binding wire likewise immersed and con- 
nected, at its near end, to the testing earth on the sheathing 
of the cable under test. 

When the break or the fault lies in fresh water (as up the 
Amazon) similar conditions can be tentatively reproduced 
round the artificial exposure. The same also applies to cases 
when indications appear to suggest that the cable break is 
buried in mud or sand. The Heurtley test wonld probably 
lend itself in all these cases to reproduction and balancing of 


existing conditions at the break. 


The writer has devised the following graphic routine based 


on Heurtley's method of balancing the real exposure against 
an artificial one. 


In the writer's 


graphic (Heurtley) method, as shown in 
fig. 52, only foar read 


ings are required, namely, two at each 


\ | 
\ 


1000 = 


TEST MADE ` | 
THREE TIMES BY 
RAYMOND-BARKER'S 
GRAPHIC ROUTINE ror | 
HEURTLEYS METHOD :-| 


} МО Е.С. \ 
*. 52 Е.С. AGAINST | | 
re J TESTING CURRENT. ^ 


U- (Е.С. ASSISTING 
Ө, ар CURRENT. ` 


\ 


P4, Pz, Ps ARE POINTS 
OF LINEAR INTERSECTION.. · 


ALL BRIDGE READINGS | 
(z. TO L.) OBSERVED | 
TO F.Z. BY BLACKS 

REDUCED CURRENT METHOD. | 


Fic. 52. 


extremity, so to speak, on one side and on the other, of a 
Heurtley balance. | 

The true x or resistance up to the break or fault is then 
arrived at graphically and without calculation, in the 
following manner: 

Let two bridge readings, viz., with higher and lower cur- 
rents be noted with artificial exposure balanced against the 
broken or faulty cable one way, say, with the artificial 
exposure decidedly too urge, as proved by the fact that the 
bridge reading with the higher current is less than that with 
the lower current. 

Then let another couple of readings, viz., with higher and 
lower currente, be obtained with artificia] exposure much too 
small, as proved by the bridge reading with the higher 
current being more than that with the lower current. 

These two pairs, then, represent respectively two extremes 
of the Heurtley conditions. These four readings are now to 
be plotted, as in Jona’s localisation curves, on the calculator- 
board, or other squared paper arrangement, with bridge 


values as ordinates. (See 


readings as abscissee, and 


fig. 27 in Hand-book.).* 


* “ Hand-Book on Cable-Break Localisation.” By E Raymond- 
Barker. H. Alabaster, Gatehouse & Co., 4, Ludgate Hill, 


' London, ЕС 
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Two straight lines, each respectively drawn through each 
of the two pairs of plottings are extended towards and past 
the line of resistance till they will be found to intersect one 
another. Then a perpendicular raised from the point of 
intersection will be found to cut theline of resistance at z, 
viz., true resistance up to cable break, or fault. 

The following actual tests made by the writer, with the 
negative current, on real 130 Ou/130 G.P. core exposures in 
salt water through artificial resistances, bear out the accuracy 
of the writer's graphic routine for the Heurtley method, as 
mar be seen on reference to fig. 52. 

he length of exposed conductor in the core representing 
the broken cable was in. (6:35 mm.). 

The two artificial exposures balanced successively against 
the cable exposure, were respectively 14 in. (38:1 mm.), and 
a flush cut. 

Bridge readings, Nos. 1, 2, 3, 4, were observed to F.Z. 
by Black's reduced-current method, and the current flowing 
to “ line " was noted on a mil-ammeter in the usual way. 

Telluric current nil. 

With artificial exposure = 14 in. :— 


129-5 m.a. —1... = 0:288, bridge gave 1,253" 
m. a. 
2˙5 „ » = 0:688, ” „ 1,257“ 
With artificial exposure a flush cut :— 


7 (12:5 m.a. gave a bridge reading of 1,114* 
and pair (5; „ Бат А » 1,048“ 


The four bridge readings, taken in conjunction with the 
corresponding > values, were quickly plotted in 
In.8. 


Ist pair | 


single circles ав shown in fig. 52. This was done on 
Calculator-board scale, viz. :— 


1 cm. = 10° and 5 cm. ==. of 0:1. 
Vma. 
The perpendicular from the point of intersection P, of the 
two lines 1......... 2 and 3......... 4 (single circle plottingg) 


in fig. 52, was found to cut the line of resistance at between 
1,243 and 1,241. The true resistance was 1,244°5 ohms 
(ctd.) this involving a very slight discrepancy fully accounted 
foe by possible inexactitude in observation, plotting, and line 
ruling. 

With a negative Е.С. coming from cable, and therefore 
opposing the negative testing current, readings 1, 2, 3, 4 
were repeated as follows :— 

Art. Exp. = 14 in. 
Жа 0:289, bridge gave 1,258° 

J m.a. 

» » = 0'816, „ » 
Art. Exp. = a flush out. 

i (12:0 m.a. gave on bridge 1,114” 

nd pair (^1; Кы, „ 19087 

The corresponding plottings are shown in fig. 52 as 
crosses. 

With a positive Е.С. coming from cable, and therefore 
assisting the negative testing current, readings 1, 2, 3, 4 
were again repeated :— 

Art. Exp. = 11 in. 


1,257" 


| Р | | 
3:5 » ” = 0:534, ” » 1,255" 


Art. Exp. = a flush cut. 


2nd 14:5 m. a. gave on bridge 1,109 
pair (3:5 „ - „ 1,028". 


The corresponding plottings are shown in fig. 52 as double 
circles, | 

The perpendiculars from the points of intersection P, and 
i, corresponding respectively with the foregoing second and 
third series gf readings, will be seen in fig. 52 to prac- 
tically coincide with P, in cutting the line of resistance at 
from 1,240 to 1,244 ohms. 

In the foregoing second and third tests, affected as these 
were by E.c.'&, the F. Zz. deflection was naturally much more 
extended than in the first instance, necessitating the 
shunting down of the galvanometer, thereby Jessenin g 


somewhat—though not unduly—the senaitiveness of the 
test. - ; 

It may here be remarked that when, in the presence ofa 
strong telluric current coming from the cable, it is thought 
undesirable to decrease the sensitiveness of the test by 
heavy shunting of the galvanometer, the spot deflected 
by the к.с. may, preparatory to the observation of a series 
of bridge readings, be brought to any convenient point ou 
the galvanometer scale by Mr. G. B. Winkfield’s device.“ 
This is the addition of a circuit across the bridge galvano- 
meter terminals (or equivalent electrical position) consisting 
of a battery of from one to three cells with a reversing-key 
(to give the local current the direction required to neutralise 
the к.с. deflection) and a high resistance at least five times 
that of the galvanometer. 

Fig. 58 shows a collection of graphs, by the writers’ 
method, of all the testa given in the foregoing table (p. 755), 
viz., testa numbered 1 to 5. 

That same table includes a column headed Graph plot- 
tings.” with letters A to R, which identify all the bridge 


readings, and concurrent — values with the corres- 
m. a. 
ponding plottings in fig. 53. 
It will be noted that the plottings have been made from 
the more extreme bridge readings, that is to say, those 


ы. C. 

* ASSISTING 
\ TESTING 
* CURRENT. 
v. 


farthest removed, one way or another, from the Heurtley 
balance. 

In graph No. 1 the dotted line perpendicular from the 
point of intersection aforementioned, is ween to ical] 
coincide with the actual resistance (z) up to break, whi 
eventually proved to be 6,002 ohms, as given by Heurtley. 

Graph No. 2 shows how Jona plottings of a dual test in 
which two current-powers—by exact Heurtley exposure ad- 
justments—produce exactly similar bridge readings, result 
merely in a vertical line intersecting the line of resistance 
at т, viz., ohmic distance up to break, in this case 1,241 
ohms, an error of 1 ohm. | 

In graph No. 3 the dotted line perpendicular comes 
approximately near the true х, viz., 1,240 ohms. 

Graphs Nos. 4 and 5 illustrate the combined effect of 
symmetrically sncomplete adjustments of the Heurtley 


* The ELECTRICAL Rzvimw, July 27th, 1906. See also Kempe’ 
Handbook of Electrical Testing," seventh edition, ребе 291. 
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balance, and strong telluric currente respectively against, 


‘and in the same direction as the testing current. 


The dotted line perpendiculars from the pointe of inter- 
section of the boundary lines respectively of the graph 
formations K, L, M, N (for No. 4), and o, P, Q, B (for No. 5) 
are seen to be almost symmetrical in their respective wrong 
results of minus 80 ohms in the case of No. 4, and pius 
70 ohms in No. 5. | 

An interesting point is noticeable in the fact that the 
strong telluric currents, in one case against, iu the other 
assisting the testing current, influence the bridge readings, 
not because of their presence or direction, for the action of 
the E.c. in that respect is, of course, neutralised by the 
bridge readings being observed to false zero. The telluric 
carrents in one direction or the other affect the bridge read- 


ings only in so far as they affect the total mean current 


flowing through the cable in the two instances given in teste 
Nos. 4 and 5. | 

Thus, a reference to the foregoing table will show that 
the milliamperes from the higher and lower testing powers 
which, in No. 3, without any telluric current, were respec- 
tively 11:5 m.a. and 2:8 m.a., were, by the telluric current 
in No. 4, reduced to 9:6 m.a. and 1:1 m.a., and No. 5 
increased to 13:0 m.a. and 4:1 m.a. 

Seeing, then, that “ other things being equal, the smaller the 
lesting current the greater the resistance of an exposure," it is 
clear that the presence of a telluric current affecta false-zero 
bridge-readings in a manner quite apart from the theoretical 
automatic elimination of к.с. error effected by false-zero 
working. 

The writer, then, has placed on record graphs 4 and 5 in 
fig. 53 merely by way of submitting to fellow-studente some 
points of interest which may be found worthy of some 
further investigation. Far from wishing to dogmatise, the 
writer realises that in regard to the behaviour of copper- 
exposure cable faults in all their infinite variety of being and 
of attendant E.C. conditions, he will ever remain a student. 


(To be concluded.) 


— 


А CONDENSER TELEPHONE RECEIVER. 


. Ir has long been known that ordinary paper condensers emit 


a sound when charged or discharged, owing to the mechanical 
vibrations set up between the plates. It was found that the 
higher the voltage used, the greater was the volume of sound 


produced, and Varley and Dolbear. constructed condenser 
receivers, some 25 years ago, in which the plates were normally 
charged to a comparatively high voltage by means of a 
many-cell battery, whilst the speaking voltage fluctuations 
were superposed on this voltage. These telephones did not 


* See "Localising High-Resistance Breaks in Gables" By 
J. Rymer-Jones, H. Alabaster, Gatehouse & Co., 4, Ludgate Hill, 


‚0. i 


come into use chiefly because of the expense of the battery 
and because of the fact that the tones were reproduced an 
octave higher than the original. Other patents followed in 
America and Germany, but all still required some form of 
high charging voltage (100 to 300 volts). A 

Some experimenta carried out by Herr Karl Ort and Herr 
J. Rieger recently on the Duddell singing arc brought the 
matter prominently before them, and have led them to the 


construction of some greatly improved condenser receivers, 
which operate satisfactorily at such low voltages as 4 or 6. 
After trying many forms of apparatus they hit on the plan 
of keeping the condenser metal plates under uniform 
mechanical tension, so getting rid of the irregular vibrations 
at the free edges of the plates. At the same time this 
conatruction enabled the intermediate layers of paper to 
be entirely dispensed with, and to be replaced by a thin 
coating of shellac or similar material. The constraction is 
shown diagrammatically in fig. 1, whilst fig. 2 shows acollection 
of the finished pieces of apparatus. The metal laminæ F are 
held in the two straining clamps Mi, M, and these can be 
adjusted exactly by means of the screws 5,—8,. 

Various forms of connections were experimented with, one 
of which is shown in fig. 8. Here the poles of the con- 
densers C, and o, are connected to the twe or three-cell 


batteries, B, B, employed in the cironits of the micro- 
phones M, м. The ordinary microphone induction coils are 
shown at T, T, In this way separate charging batteries are 
entirely dispensed with, and, when tried on an 8-kilometre 
telephone line, quite satisfactory resulte were obtained. 

For a louder transmission, the connections shown in fig. 4 
were adopted. Here the condensers were connected to 
separate batteries в, B,, of some 20 volta each, but as these 


47, = 27 *. 


were only used for charging purposes, they were of quite 
small dry cells. With this arrangement, results equal to the 
ordinary electromagnetic receiver were obtained. For still 
louder results, such as could be heard all over a room, a con- 
denser voltage of at least 100 volts is necessary, and as a 
battery for this value would be too expensive in practice, a 


dynamo was tried instead, as shown at D (fg. б). This 
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dynamo took the form of the ordinary central station supply 
at 120 volts, and the secondary winding of the induction 
ooil T served to eliminate the small commutation voltage 
flactuations, which were otherwise easily audible, In this 
way, very loud speech reproduction was obtained, which 


could be heard easily all over a large room. The action of 


the dynamo is very important in this result, for the fluctuat- - 


ing currents set up in the secondary of T by the microphone 


flow through the windings of the dynamo and influence its 


magnetic field, and so intensify the result. | 

Still better results were obtained by means of the connec- 
tions shown in fig. 6. Here each of the condensers was 
influenced by the dynamo voltage, which was itself influenced 
by the secondary of the microphone induction coil T. Any 
number of condensers can be connected in parallel and each 
reproduces the sounds. In some cases, in order to protect 


8 
Y 


the induction coil secondary from overheating, it is advisable 
to insert a condenser of sufficient capacity in series with it. 
The carrent taken from the dynamo is extremely small, so 
that a quite small machine is sufficient. 

The size of these condenser receivers is normally about 
4 x 6cm., with a capacity of 015 to *04 mfd. ; but the larger 
the condenser, the louder is the reproduction with any given 
charging voltage. For lond reproduction, therefore, con- 
densers of 05, 2 or even 1 mfd. were used, having a size of 
about 12 x 20 cm. 

These receivers have the advantage over electromagnetic 


instruments of being uninfluenced by earth currente, and, 


also, the natural frequency of the plates is not, within the 
range of ordinary speaking currents provided that the 
proper mechanical tension is given to the plates. On this 
account, especially for loud speaking, the tones are much 
purer than with electromagnetic telephones. А full account 
of the system was given in the E. T. Z., part 28, 1909. 


The British Fire Prevention Comnittee.— The 
work of this Committee for the session that has just commenced 
includes the preparation and issue of reports in respect of a 
number of doors and roller shutters that have been recently tested 
by the Committee and will be embodied in five reports. Two 
reports are also in preparation on fire extinguishers, including a 
petrol extinguisher. Regarding tests to be undertaken in the near 
future, these include a further concluding series of door teste 
mainly relating to composite doors and the matter of roofing 
materials will also shortly have the attention of the Com- 


mittee. The next testing days have been arranged for the end of 


this month and the beginning of nezt month. 


REVIEWS. 


Hydro- Electric. Developments and Engineering. By FRANK 
KoksT RR. New York: D. Van Nostrand Co.; and 
London: Archibald Constable & Co. Price 218. net. 


This book starts off with some very striking data.con- 
cerning the relationship between rainfall and wooded 
areas. It appears that the French Government spent 
£700,000 between 1861 and 1877 in reafforesting 285,000 
acres, and the resulte were 80 good in promoting rainfall, &c., 
that about £7,000,000 is now being spent in covering 
2 million acres. Between 1848 and 1883 the Ekaterinoslav 
Government in Russia covered 5,000 acres with trees, and 
entirely changed a district subject to droughts. Between 
1898-1897 the average rainfall was 18 in. for freeland, and 
22} in. for the foreste. Australians ought to note this. 

Some tall figures regarding water power in the United 
States, are quoted. For example, more than 80,000,000 в.р. 
is now available, and with storage reservoirs it could be 
increased to 150,000,000 н.р. To develop 30,000,000 H.P. 
the best steam plant would take 225,000,000 tons of coal per 
annum, and with the average steam engine plant as now 
existing, more than 600,000,000 (in the book there is a 
printers’ error here). At an average price of $3 per ton, 
this coal would cost &1,800,000,000 per annum. At the 
present time only about 3,000,000 Н.Р. is developed by 
water power. 

There is an interesting referencé to a steel frame dem 
erected by the Helena Power Transmission Co. acroes the 
Missouri River. It was 75 ft. high and 630 ft. long, with 
the entire upstream side lined with steel plates 16 in. and 
$ in. thick. It failed in April, 1908, but no doubt we shall 
hear of more steel dams ; for smaller sizes, where transport 
i$ difficult, the idea seems too good not to be worked ont 
further. The Necaxa dam in Mexico is 180 ft. high and 
1,276 ft. along the top, it spreads out at the base to 950 ft. 
wide, and is 54 ft. wide at the top. 

Under the heading of penstocks, particulars are given of 
those of the Loch Leven Water and Electric Co., Scotland. 
There are six penstock lines 6,230 ft. long, 40 in. in 
diameter and $ in. to 1 in. thick. The lower sections carry 
a pressure of 425 lb. per sq. in., and they are in 1977 ft. 
lengths. The concrete anchor blocks are 175 ft. apert. 

Particalars of wooden penstocks, or stave pipes, are given. 
One for the Trenton Falls Water-Power Plant, Atica, New 
York, is 3,700 ft. long and 84 in. diameter. The Great 
Northern Power Co., Duluth, has three wooden stave pen- 
stocks 7 ft. diameter and 4,000 ft. long. 

Wooden and steel poles and steel towers are treated very 
fully. The standard construction of the future is evidently 
going to include steel towers about 70 ft. high, having four 
legs 15 ft. apart, and the towers arranged eight to ten tothe 
mile. 

The pin insulator, used for pressures up to 60,000 volte, 
and the suspended link insulator for pressures of 100,000 
volts, are fully described. The unit formation of the latter 
makes it possible to increase the effective insulation as the 
line voltage is raised, and the position of the conductor 
below the cross-arm permita the supporting structure to act 
as a lightning rod in times of atmospheric electric strees. 

The usual spacing of conductors is as follows :— 


5,000 to 10,000 volts 24 to 36 in. 
10,000 to 30,000 „ 36 to 60 „ 
30,000 to 60,000 „ 60 to 84 ,, 
60,000 to 100,000 ,, 84 to 96 „ 


Hard-drawn copper is mostly used. It has an ultimate 
tensile strength of 60,000 lb. per sq. in.; whereas aluminium 
has a tensile strength of 28,000, and steel 100,000 №. 
Although the conductivity of steel, to that of copper is only 
as 12 to 100, the stronger metal has already been used fot 
long transmissions, and it is likely to oome still further into 
use for branch lines. 

Reference is made to the corona effect of two conductors 
near each other when charged toa high potential. After 
a certain value is reached, a bluish glow visible in the dark 
surrounds them, and coincidently with the glow, los 
power begins. A further increase in k M.F. produces 8 
brush discharge, which takes place not from the conductor 
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but from the external bands of the luminous envelope. 


This discharge results in further augmentation of electrical . 


low, and is usually aceompanied by a hissing or crackling 
noise. It is intermittent in character, and is reddish violet 


in oolour. The name Corona has been given to these 


combined luminous manifestations. : 

In Part III the author describes in detail the following 
hydro-electric plants, which he has picked out because they 
exhibit different characteristics :— 


Ontario Power, Canada, medium head | 60,000 volts 
Great Falle, U.S.A., low head з ... 11,000 and 44,000 volts 
Necaxa plant, Mexico, high head ... m 60,000 volts 
Kykkelsnia-Hafslund, Norway, low head... 20,000 volts 
Urtttalsperre, Germany, medium head 35,000 volts 
Uppenborn, Germany, low head ... i 50,0L0 volts 
Brusio, Switserland to Italy, high head ... 50,000 volts 


The description of the Ontario Power Co. plant is sum- 
marised from five different papers. The author gives 
considerable prominence to the Вговіо transmission, which he 
considers one of the best engineered plants now at work. 
T here are some printers’ errors; thur, Galileo is stated to have 
said in 1830 () that the laws governing the flow of water 
were not as well known as those governing the movementa of 
the celestial bodies. 

A valuable feature is the bibliography at the end of 
each chapter. The book is an excellent one in every 
way. | E. K. 8. 


Continuous-Current Dynamos and Moors an their (on- 
trol. Rewritten. Second edition. By W. R. KELSEY, 
B. Sc., A. M. I. E. E. Manchester: The Technical Pablish- 
ing Co., Ltd. Price 78. 6d. net. 


The writer reviewed the first edition of this book in the 
issue of July 17th, 1908, and is glad to see that it has come 
ont again iu enlarged form, for Mr. Kelsey has a lucid style 
and selects his matter and illustrations well. In writing small 
ena it is knowing what to leave ont that requires most 

. Since the first edition, the use of equaliser rings, inter- 
me and special constructions for steam turbo-dynamos 
e come out, and one naturally looks to see how they 
are dealt with. Considering the space at the anthor's 
disposal, these modern developments are well described. 

When dealing with the construction of poles, the author 
refers to the old device of interposing deep grooves on the pole 
face, and says that, unless the magnet can be entirely divided 
by such grooves, the weakening of the cross flux is simply 
due to the reluctance of the lengthened path inthe iron. He 
then gives a footnote saying that in Mawdsley's patent field 
the pole cores are cast solid with the yoke ring and are divided 
into halves by a gap of considerable width opening through 
the yoke. It may be of interest to mention that the writer 
took out a patent for a similar method of minimising cross 
flax in 1897, but he carried the idea further by laminating 
the poles and yoke in a plane at right angles to the armature 
disks, and arranged each lamination to go right round from 
one pole to the next. 

Several illustrations show the constraction of high-speed 
commutators, and Bourke’s method of interlocking the com- 
mutator segments is referred to. 

Calculations for a typical dynamo are gone into in 
detail, and the last chapters on control and testing are 
good.—E. К, 8. 


The Story of the Electric Organ. By J. W. HINTON, M.A., 
Mus.D. London: Simpkin Marshall & Co., Ltd. 


It is not often that a scientific publication has ocasion to. 


express an opinion upon a book such as that now before the 
reviewer. The advent of this work, however, shows that, 
deapite the sad plaint of the Postmaster-General bewailing 
the lack of artistry in the design of telegraph poles, there is 
a certain connection between the science of applied electri- 
city and the art of music, or, perhaps, one should say, music 
making. Had it not been that the Editors in their wisdom 
decreed that this work should fall to the lot of the present 
reviewer, who is not wholly unversed in the internal mys- 
teries of the. bist of whustles, it might have been a matter of 


some little difficulty for the whole of the book to have been 
dealt with. Mr. Hinton says it is folly for the electrical 
arrangements in connection with an organ to be entrusted 
to the mere electrician ; but really the converse appears to 
be equally true —although in the book it is ignored for we 
have a tale of many attempts to apply electricity to organ 
control which appear to have failed, or whose success was at 
least imperfect, from the fact that the mere electrician ” 
appears not to have been consulted atall, or else from the organ 
builder's imperfect knowledge of the science. 

To casual but inquiring readers, for whom the book 
appears to have been written, it may not be without interest. 
It explains very clearly the fundamental principles under- 
lying the control of the keyboard over the access of the wind 
to the pipes. It shows how the depression of a key through 
the media of sundry mechanical connections causes the 
opening of a valve or pallet which normally stops the wind 
from causing the pipe to sound. It is shown how the inter- 
polation of a pneumatic device which lessens the physical 
work of the player achieves the same result. But here the 
reviewer wishes to join issue with Mr. Hinton, who regrets 
the necessity for the latter device, saying that it “ absorbs 
the most subtle refinements of the player's touch, which, 

says,- is- not the case with the purely me- 
chanical. action. Now, the word ‘ouch in that sense, 
divested of sentimentality and strictly analysed, really 
means the player’s ability (or lack of it) to control the 
volume or intensity of sound emitted by means of the digital 
control at the keyboard. In the piano, the intensity of 
the sound depends upon the force with which the key is 
strack; but in the organ the intensity of the sound is 
controlled by fixed factors, the “seale” of the pipe, the 
wind pressure, &c., 80 that the operation of the key, whether 
its effect be transmitted pneumatically or otherwise, cannot 
in any way affect the volume of sound. The reviewer is 
aware that the word /ouch is used in a wider sense 
this, but it is an entire misuse of the word ; what is really 
implied, and no doubt what Mr. Hinton means, is /echnique. 
As а matter of fact, the reviewer has seen, and if he may be 
allowed to say so, has played upon organs where the pneumatic 
control was even more efficient from tbat point of view than 
the somewhat noisy mechanical contiol, and which, owing 
to the absence of physical labour, were capable of producing . 
more artistic resulta. | | 8 

The author reſers to the pneumatie oontrol as paving the 
way for electric control by rendering possible an electro- 
pneumatie system. Surely he has not assimilated the history 
of his subject, or has he not read of attempts at direct 
magnetic control? These were not successful, owing to the 
difficulty of obtaining conveniently magnetic power sufficient 
to overcome the wind pressure on the pallets. However, he 
refers in an added note to attempts in this direction in 
1826, whereas the original pneumatic control (Barker's 
lever) did not appear until after 1834. The author ascribes 
to Sturgeon the invention of the electromagnet in 1826. 
Sturgeon certainly first used that name, but the credit is 
due to Arago and Davy in or about 1821. 

Mr. Hinton goes on to describe in a lucid manner, assisted 
by admirable diagrams, the several systems of pneumatic- 
electric control, and it is gathered that the failure or imper- 
fect success of all of them is largely due to the difficulty of 
avoiding damage due to sparking at the contacte. The 


author recommends dipping mercury contacte; rubbing con- 


tacts are referred to, but condemned, owing to wear and 


unpleasant feel when operated. Touching contacts are 


anathema, ' unless made of massive gold. . . platinum 
burns away . . . ; nickel is objected to because of high 
resistance, although said to be suitable otherwise. (It is not 
clear how the latter could be of importance, seeing that coils 
of comparatively high resistance would be in circujt.,with 
the small amounts cf nickel necessary for contact points.) 
Thus the organ builder! The mere electrician” 
would unhesitatingly adopt rubbing contacts of dissimilar 
metala—platinum and silver for instance—to obviate mutual 
friction, or what is known asa “tearing” action, and place the 
common device of a non-inductive shunt across every electro- 
magnet, to absorb the self-induced E. u. F. and do away with 
the deleterious sparking. | m 
The author also considers the application of electricity to 
the blowing of organs, and again rulestheelectrician out of court 


886 


THE ELECTRICAL REVIEW. [vol. 65. No. 1,669, Мотимвив 19, 1909. 


whilst recommending the adoption of a motor-driven gear with 
crankshaft transmission to operate the ordinary bellows. 
Blowing by fans is the last resource recommended. Now the 
reviewer has seen and played upon organs where the 
latter has been installed with no little measure of 
satisfaction to both the player and the payer, even in a 
case where an hydraulic engine—apparently Mr. Hinton’s 
ideal— was ousted to make way for a fan. These resulta, 
however, were obtained not by the organ builder alone, as Mr. 
Hintonsuggesta to be necessary, but by theorgan builder having 
expert advice from a mere electrician, which is obviously the 
correct course whether playing or blowing be concerned. 
Mr. Hinton's acquaintance with the question seems to be 
rather limited, for the fans to which the reviewer refers were 
installed by a firm (Taylor, of Leicester) who subscribe to 
his book and advertise in its fly-leaves. 

In conclusion, the reviewer would sum up by quoting the 
old proverb Chacun son melier, which Mr. Hinton seems to 
ignore. | R. M. H. 


THE LYONS COMBINED DIRECT-CURRENT 
AND SINGLE-PHASE STREET RAILWAY. 


Кошоупна what has become common practice in America and has 
also been occasionally tried in Europe, the Lyons Omnibus and 
Street Railway Oo. have, since the beginning of the year, been 
operating their extensive lines on the mixed current system using 
a 600-volt direct-current supply for the central parts of the town, 
and a 6,600-volt single-phase supply for the outlying districts. In 
one direction the line extends a distance of 72 miles (3 miles 
direct-current) and another 42 miles is to be added later. In the 
other direction the line is 18 miles long (3} miles direct-current) 
and is to be extended to St. Bremas, a distance of 37 miles. 

Standard gauge rails are employed, and they are bonded with 50 
eq. mm. Ohicago bonds. The trolley wire ів of figure-8 form 
and 50 sq. mm. in section. It is suspended from a 7-strand steel 
cable by triple-petticoat insulators tested to 50,000 volts. 

‘Inside the town Mannesman tubular poles with steel arms are 


used for suspension, while in the suburbs 160 mm. Н iron masts are 


employed, and at stations cross wire bridge suspensions are used. 
On the straight the poles are from 35 to 54 m. apart. The poles 

are supported in conorete and are metallically connected to the 
jl. 


raj 
Section cut-outs are introduced at 3 km. intervals. These are 
in the form of overload oil cut-outs, and are placed in separate 
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Fido. 1.—A.C.-D.0. Moron Coxmmcrioms, Lrons STRIIT RarLway. 


small chambers containing also a lightning arrester and an earthing 
arrangement for use when repairs are being carried out on the 
section. 

` The E. r. lines are supplied through two feeders, 21 and 4 miles long, 
from a separate sub-station while the direct-current lines are sup- 
plied direct from the town station. The sub-station contains two 
motor-generator sets each composed of a 300-H.P. 450 rev. 600-volt 
n.o. motor directly coupled to а 225. k. v. 4. 6,600-volt 15-cyole 
single-phase alternator with ex iter attached. One of these sets ів 
sufücient for the normal load. Optical and acoustic signals notify 


the attendant when the automatic cut-outs operate through short 
circuits or overloads. 

The junction pene between direct and alternating supply are 
made dead sections, and an automatic switch on the roof of the 
car makes the necessary changes in the connections at these points. 


Fic, 2.—Oo0MPENSATED.BER:ES TBAOTION Moron, Lyoss 
: BrREET RalL WAY; A, Comprets Мотов; B, Sraros. 


The rolling stock consists at present of three cars on each of the 
two main sections of line. A 30-minute servioe is given on one 
section and an hourly service on the other section, but these am 
expedited to 20-minute and 30-minute services, ively, оа 
Sundays and holidays. The maximum speed of the cars is 31 miles 
per hour and the average speed, exclusive of stops at the end 


POWER FACTOR, EFFICIENCY Д H.P 


50 22 750 200 250 


Amperes. 
Fic, 3.—CHanacteristic CURVES оғ COMPENSATED 
Вввівз Traction Moros. 


stations, is 15 miles per hour, The cars rest on two two-axle Brill 

trucks, the gross length of the car is 36 ft. and the 

6 ft., the distance between truck centres is 21 ft. and tbe river 

between the two truck-axles is 4 ft. Each car acoommodstes 

passengers. The entrance is in the middle and a driver's com part- 

ment is arranged ateach end. First and second class acoomm 

is provided. à 
e electrical equipment of the cars was supplied br tbe Free 

Westinghouse Co., and on each car it consists of two 45-8.Р. nd 

а 55-E.V.A. auto · transformer, two three-dram controller swi 


dai 


Vol. 65 Мо. 1,669, Мотвмвив 19, 1909.) THE ELECTRICAL REVIEW. 


887 


the antomatic D.O. to 4.0. switch, a D.c. lightning arrester and 
an А.О. one, main switches, cut-outs, resistances, a 5-H.P. D.C. 
and А.С. air-compressor motor, two trolley wheel collectors for р с. 
and a pneumatic pantograph collector for A с. A diagram of the 
connections is shown in fig. 1. The motors (fig. 2) are compensated 
series ones with resistance connections between the commutator and 
the winding, and they can operate with either 300 volts р с. or with 
300 volts 15 cycles А.С. Each motor drives one of the under-tru: ks 
through single-reduction spur gearing. The motor characteristics 
are shown in fig. 3. When supplied with p.c. the two motors are 
worked permanently in series, whilst with alternating current they 
are connected in parallel. The controller used has three rotating 
drums :— One reversing drum for use with both p.c. and a o. supply, 
one drum for speed regulation on Do and one for speed regulation 
оп ac. The regulation with p.c. is effected by means of resistances 
as usual, whilst, for the sake of economy on the long rans with 4 o., 
the regulation with a.c. is effected by varying the voltage at the 
motor terminals between 100 and 315 volts by means of the auto- 
transformer. 

Only one controller handle is supplied to the driver. This fits 
both the p.c. and the А.О. drums and has to be changed from one to 
the other as soon as the supply changes. — E. A. an / R. 


A VILLAGE LIGHTING SCHEME. 


RmomwTLY we referred to the introduction of the electric light at 
the old-world village of Grassington, in Yorkshire. 

Although only a villagt of some 500 inhabitants, on the bank of 
the River Wharfe, Grassington has some claims to township, as it 
was granted a charter as far back as 1286, and was a market town 
of some importance up to 50 years ago, with tanning and mining 
industries. 

Grassington stands some 700 ft. above the sea, and it is now 

d as a health resort. 

The originator of the scheme for electric lighting was Mr. James 
Crowther, and to Mr. Charles Pallan, of Bradford, belongs the 
credit for suggesting and carrying out the actual scheme. 


P.D.M. GENERATOR AND MAIN SWITCHBOARD, GRASSINGTON. 


From an electrical point of view, the plant would be uninterest- 
ing but for the fact that it is such a small one and for a public 
supply undertaking. 

The prime mover consists of 4 26-in. vertical shaft Samson water 
tarbine, capable of developing 30:9 B. K. P. under a working head of 
8 ft. of water. The turbine is of the mixed flow type, and with an 
8 ft. fall will pass 2,523 ob. ft. of water per minute and run at 
175 В.Р м. It is a standard machine of its type, having buckets 
of heavy flanged mild steel. The centre boss and ring is cf cast- 
iron, keyed to a heavy steel vertical shaft. The guide casing and 
discharge cylinder is of cast-iron, with all flanges and joints 
machined and bolted together. 

The shaft of the turbine is extended with a leagth of steel shafting 
3 in. dia., on the top of which is a cast-iron wheel fitted with beech 

o ogs and gearing on to a horizontal shaft arranged to run at 250 n.».M. 


e 
The spindle for gate gearing is also extended and carried forward 
into the power house. 

Mounted on the horizontal shaft is a cast-iron belt pulley which 
drives the generator by means of a 6.in. cotton woven belt. The 
horizontal and vertical shaft bearings are provided with sight feed 
lubricators, thus enabling the whole plant to run long periods 
without attention. 

The dynamo is of open protected multiple compound-wound type, 
direct-current, capable of giving an output of 20 Kw. at 1,100 R. P. M. 
and is fitted with commutating poles. The pressure of. supply at- 
the consumers' terminals is 230 volts. 

The switchboard calls for little remark; it is built u 
on enamelled slate mounted on teak battens and provid 
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with the following:—Hiverett, Edgcumbe voltmeter and ammeter, 
voltmeter key, lamp bracket, D.P. main switch and fuses, and shunt 
а] „от. 

Tus power house consists of a wooden building with corrugated 
iron roof, the whole being securely bolted down to foundations. 
The principal dimensions are 20 ft. long x 9 ft. wide and 7 ft. 6 in. 
high toeaves with a lean-to, built over the turbine pit to cover the 
gearing, 8 ft. x 8 ft. | 

Immediately outside the power house at a point near the switch- 
board is the terminal pole carrying the main feeder cables, these 
being 19/15, single braided and compounded serial cables. These 
are carried across the river and for a distance of approximately 
600 yd. across ficlds and open country. The poles are the 
ordinary creosoted stock pattern 30 ft. long, except in one or two 
special cases, and provided with oak arms carrying insulators. 

Ata point at the bottom of the village these cables terminate at 
a distribution board consisting of alate panels mounted on teak 
battens and fitted with bus-bars, S.P. knife switches and D.P. porce- 
lain handle replacement type fuses to control distribution mains. 
This board is fitted inside a weatherproof cupboard, on the pole, 
about 10 ft. from the ground. 

The distribution mains from this point consist of 7/14 aerial 
cables of the same class as the others, and are run, as far as possible, 
at the back of the houses, so as to be out of sight. Advantage has 
been taken of the opportunity of using bracket supports on chimneys 
to do away with poles, where convenient. 

From the foregoing it will be seen that the whole distribution 
8ystem is arranged overhead, and the services will be taken off at 
the nearest and most convenient pointe. 

The price for lighting is 5d. per unit, and Reason electrolytic 
meters are used. Power rates for heating, small motors, &c., will 
be specially arranged between the company and the consumers, as 
they will be very few. It will be noticed that the plant is of the 
simplest description throughout, this being necessary for many 
reasons. In the first place, capital cost had to be kept down 
to a minimum, and the plant had to be made as simple as 
possible, not only to reduce wear'and tear, but to enable it to 
be left for long periods without attention; it had to be so 
designed, and of such a nature, that it will not be necessary for an 
engineer to be in constant attendance, as it will be readily under- 
stood that the revenue accruing from a station of this sise will not 
warrant a large wage bill. 

Apart from a guarantee which the engineer has given, Mr. Pullan 
will act as electrical and general adviser to the company. It is to 
be hoped that this electricity scheme will be the forerunner of 
дап аш аг ones utilising streams and rivers in this country with 

ow А 

The water turbine and gearing were supplied by Messrs.. James 
Gordon & Co. of London; the generator by the Phenix 
Dynamo Manufacturing Co., Ltd., of Bradford; the cables by 
the British Insulated & Helsby Oables, Ltd., of Prescot; and 
the switchboards by the Midland Manufacturing Oo., Ltd., of 
Birmingham. 
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SOME RECENT CASES OF INTEREST TO 
THE ELECTRICAL WORLD. 


As we have recently entered upon a new legal year, it may 
be timely to examine gome of the important cages which have 
lately occupied the attention of the Courte. Cases actually 
Telating to electricity are, of course, few and far between ; 
but there are many decisions which indirectly concern those 
who consume and supply electricity. . 

Agreements in restraint of trade often have to be con- 
sidered by the Courts. An electrica! firm which engages a 
traveller or other servant, naturally endeavours to protect 
itself against the possibility of such a man entering into 
competition with them after the end of his time. A covenant 
providing for this must be reasonable if it is to be enforce- 
able. One case (Leng v. Andrews, 1909, 1 Ch. 763) affords 
an illustration of what is 70 a reasonable covenant. In that 
case a reporter who had been taken on the staff of a Sheffield 
paper agreed that he would not, after leaving the service of 
the Paper, * either on his own account, or in partnership with 
any other person, be connected as proprietor, employ¢, or 
otherwise, with any other newspaper business carried on 
within a certain radius of. Sheffield." This was held to be 
an unreasonable covenant, and therefore void. | 

À question affecting the supply of the electricity arose in 
the case of the County of Durham Electrical Power Distri- 
bution Co. v. Inland Revenue Commissioners (1909 1 К. B. 
737). There a supply of electric current was deemed to be 
a supply of goods rather than the doing of work. The 
appellants had agreed to supply a customer for seven years 
with electric current for various purposes at 1d. per unit, 
with a fixed minimum charge to be paid each quarter. This 
agreement was deemed to come within Schedule I of the 
Stamp Act, 1891, and duty was held to be payable at the 
rate of 28. 6d. on the aggregate amount of that minimum 
quarterly payment for the period of seven years. - 

With regard to telegraphs and telephones, the case of the 
Postmaster-General v. National Telephone Co., 100 L.T. 
Rep. 659, involved an important point. The question at 
issue was the extent of the monopoly purchased by the State 
in telegraphs and telephones some 40 years ago. The 
respondente' claims would, if they had been established, 
have knocked the bottom out of the purchase. It was 
finally held that private lines, such as those from a man’s 
office to his private house, or from a head to a subsidiary 
office, are excepted from the monopoly; but the class of 
private line which would connect two or more separate and 
independent persons or businesses are within it, as are also 
unlicensed electric signals where no telephone i8 used. 

The legal position of trade unions has been considered in 
various cases. Thus, in Jones v. South Wales Miners’ 
Federation, it was held that an addition to the rules of a 
union providing for miners’ levies for Parliamentary repre- 
sentation was illegal. In another case (Conway v. Wade) a 
union official went to the plaintiff's employer and threatened 
to call the men out if the plaintiff was not discharged. The 
employer discharged the man, who promptly sued the officer 
for damages. The House of Lords decided in favour of the 
plaintiff, holding that busybodies and outsiders who, in the 
absence of any trade dispute, interfere with contracts, are 
liable. 

There is one case relating to water supply which is indirectly 
of great interest to those who supply electricity. The question 
has often been raised in the columns of the ELECTRICAL 
REVIEw—can an electric lighting company supply electricity 
to a consumer whose premises are on the boundary of its 
supply area, and can the electricity so supplied be used on 
that part of the premises which is without the boundary ? 
This question has been decided in the negative in relation to 
ga&—when it was held that a supply given to a railway 
company at its terminus could ‘not be lawfully distributed 
by it to other places along the line outside the area of 
supply. In the case of Attorney-General v. West Gloucester 
Water Co., it appeared that a water company was authorised 
to supply a parish. The company agreed to supply a man 
who was in the next parish, the mains being carried to the 
boundary, and thence by a pipe laid at the consumer's 
expense. This was held to be u/tra vires, the Court holding 
that supply took place at the place of consumption. 


There is one point in the law relating to highways which 
is often discussed, and which is of interest to large con- 
tractors. Where traffic of an “extraordinary " character is 
led along a highway, the law provides that the cost of re- 
pairing the damage occasioned by that traffic shall not be 
paid by the ratepayers, but by the person responsible for the 
traffic. Thus, suppose the erection of a dam for a reservoir 
necessitates bringing hundreds of tons of earth along a road, 
to the detriment of the hard highway, the person “ by or in 
consequence of whose order " the traffic was conducted, would 
be responsible for it. The action to recover these e 
must, however, be brought within six months from the date 
of the completion of the work. It has been held, in a recent 
case, that this means completion of the whole work. 

In the domain of law which governs the relationship of 
master and servant, there have, of course, numerous 
decisions during the past year. The more important of 
these have been noticed in the columns of the ELECTRICAL 
REVIEW from time to time, but there are one or two which 
may be mentioned. The following have been held to be 
“ accidents within the meaning of the Compensation Act. 
The bite of а cat іп a stable — the person bitten being a 
teamster; a fall from a ladder between a ship and a quay, 
the victim being a night watchman going ashore to get 
refreshment. It has been held, however, that a man found 
drowned in a dock alongside his ship, was not the victim of 
an accident, there being nothing to show that the accident 
arose ont of, and in the course of, his employment. 


THE FETISH OF THE STEADY JOB 
A MINOR PHILOSOPHY. 


THERE has of late years been a wild and undignified rush 
for the permanent position, and its effect is being felt in every 
trade and profession. A man bas no sooner left college or 
finished his apprenticeship, than he becomes painfully aware 
of the difficulties of getting on. It comes to him asa sudden 
shock like a cold douche, and the reaction is severe and 
disastrous.  . | 

The modern tendency is to avoid hardship, risk and 
worry at all coste, and the only means of accomplishing 
this, as it seems to the immature mind, is to obtain some 
berth where the possibilities of dismissal are rare since the 
responsibilities are nil, and where there is a propre of an 
uninterruptediy quiet life with a pension in the future. 
Hence the Government job, or a humble post in one of the 
large firms which never die, is the thing to be aimed at. 
The excuse for this desire is almost invariably the same— 
that a man wishes to settle down, which is one way of 
stating that he wants to put a millstone round his neck. 

It is true that such men lead comfortable lives—it is 
true they have no worries—that they do not want. They 
speak vaguely about the value of optimiem, and they pity 
the men who fight for their livelihood, but they are the 
most drear and dismal of pessimists—the real pessimists 
who, when they predominate, will be the rnin of every 
country. Incentive is dead within them, therefore they 
have no ambition, since it. makes not the least difference 
whether they are workers or sluggards—whether they are 
brilliant or dull. There is a sort of trade unionism in all 
the steady jobs, particularly those under the Government, 
which prevents one man from moving faster than his 
fellows, and yet the very holders of these positions are the 
first to decry trade unionism, of which they know nothing, 
while unconsciously exemplifying its most glaring weakness. 

It is the outcome of pure cowardice and a failure to 
appreciate the true object of life which brings about this 
state of affairs. Is it the aim and end of all things that we 
should settle ourselves into a comfortable routine, serene 1n 
the knowledge that nothing can make any difference to us? 
Is it the men who act on this principle who count in the 
world? These queries scarcely need an answer. The 
whole world’s history goes to prove that the man with the 
steady job has never done anything to aid progress or to 
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lay his part in the real evolution of things. Why should 
e? One must take the world as it is, and not senti- 
mentalise. If а man does not gain personally by any deed 
of his own he will not take the trouble to do it, and the 
holder of the permanent position, who knows what his state 
will be in the next year and in the next twenty years, has no 
reason to attempt to move ont of his groove. He has his 
hobby—he novels, perhaps, and calls himself cul- 
tured ; he may be a theatre-goer, and think he is literary, 
or he may even aspire to plentiful visite to picture galleries 
and deem himself artistic. But he does not count. He 
leaves the world as he entered it, and has therefore no right 
of existence. 
We have only to examine the history of the rise and fall 
of nations in the last decade to see immediately the effect of 
this tendency. The wonderful advance of the United States 
people in every direction is in reality due to nothing else 
than the uncertainty of tenure of position—to this meta- 
phorical sword of Damocles which hangs over the head of 
every man, who knows that any day may find him deprived 
of his means of livelihood. We call America an enterprising 
nation, but that is only our old-fashioned way of expressing 
the fact that the inefficients are being killed off—literally 
being starved out of existence. | 
The American has been brought to learn that special- 
isation is valueless, since he may not be to-morrow where he 
is to-day ; therefore, he becomes self-reliant and afraid to 
tackle nothing, simply because he knows that if. this fear 
grips him he is lost. Of course, he may make mistakes and 
fall, but such failure helps the ultimate prosperity of the 
nation, however disastrous it may be to the individual. To 
the American, marriage and the “ settling down” process 
are but minor considerations, and the only thing worth 
living for is work with ita consequent advancement, personal 
in aim but national in importance. It does not make life 
more comfortable, but it makes it infinitely more interesting 
and worthy. The Germans are following on exactly the 
same lines, and to prove that the reverse holds good, we 
have only to cast a glance at our nearest neighbours. Why 
is France a decadent nation ? Those who delve deeply into 
the economic conditions of peoples may arrive at all manner 
of complex conclusions, but the real one in this case is quite 
elemental. Every French mother—the ruler in family 
matters—from the day of her child’s birth looks forward 
to nothing with such intense hope as to see her son fixed 
in some permanent post, preferably under the Government, 
where his future is as inevitable as the movement of the 
earth. What chance has the child always tied to apron 


Strings till he reaches manhood when he finds his life a closed 


book ? : 

Let us look at the matter broadly. Nobody denies, in 
theory, that self does not count, but that all things should 
be viewed from their effect upon the final evolution of the 
universe. Personal comfort, therefore, should not enter 
into the question, but it does, and we must attain the desired 
result through some other means, until humanity reaches 
‘the stage of sinking the self. This means is none other 
than that which has been arrived at in America by a natural 
process. Steady jobs should be made impossible, and all 
men should fight to their last ounce for their very existence. 
Some would suffer in the competition, some would fall and 
be trampled on, but the real men would rise to greater 
heights untrammelled by the retarding influence of those 
with no incentive, for it is undeniable that under the present 
conditions in England the weak can keep back the strong ; 
one need not particularise except to say that the Government, 
county councils and municipal authorities are particularly 
bad offenders. 

It may be said that this philosophy makes no allowance 
for mediocrity, of which the majority of the engineering pro- 
fession is constituted, but the fact is, it has for its aim the 
annihilation of mediocrity and the production only of super- 
men. Not that those we now call mediocre would be 
stamped out, but rather would they rise to the higher 
state themselves through force of circumstances, since they 
would have no alternative. Let no man be certain of his 
position, let him fight every day of his life for what he has, 
and the nation’s progress will be as rapid as if it were com- 
posed entirely of уы whom we now call great. 

À. P. C. 


AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


FOREIGN 


HONDURAS REPUBLIC.—I¢t is necessary that the exact net and 
gross weights in kg. should be marked on each package and 
specified on invoices, bills of lading, and certificates of origin. 
The net weight of each class of goods should be stated, and 
information as to the origin of the goods shonld be given on 
all documents. Invoices must be made out in Spanish on 
special forms to be obtained at the Consulates of the Republic 
in the country of origin. Four copies of invoices muet be 
made out and signed by the Oonsul of the Republic. 
A fee of 8s. is charged for invoices of £20 value. Goods 
are dutiable according to the chief component: material 
without taking into consideration accessory parts of other 
materials entering therein as ornaments. In case, however, 
the apparent ornamental part should represent about one 
half of the total weight of the goods, duty is chargeable on 
the highest taxed component material. Duties are payable 


in currency. : | 

Peso currency = about 1s, 8d. Kg. = 2°204 lb. 

Pesos 
per kg. 

Steel wire is Es 885 sale Pe TEE 
Copper and brass wire г а jo РА T 50 
Iron and telegraph wire, steel and iron bars, lead pipes 10 
Pottery m des sth T Bie so ee 10 
Aluminium manufactures ... € bas is .. 2°00 
Chandeliers, crystal... ie тя ae m T 10 
i metal ... КЫ Ж Үе dés .. 20 
i gold - Р 928 к 10°00 
i silver ... T zt ae p .. 600 
Wire cables, boilers and their access:ries Ves E 04 
Candelabra of crystal, iron or brass T da ss s О 
T gold ... 0 ге: m 10°00 
ЧА silver... ъз " is fet .. 400 
б white-metal... Vis ks ide . 2°00 
ji gilt ds «és T iss .. 100 
Caoutchouc, rar m m euis S Nus 20 
j manufactures not specified ... T .. 100 
Oopper, unwrought or plates - iv — se > ‘10 
i manufactures not specified m TN E "20 
Street lamps... ee - pd A" e . 100 
Glass lanterns, reflectors... - ke "m „8 
Gutta-percha manufactures not specified... ds bus 50 
Implements for arts and trade 2s € bel '20 
Instruments, scientific m -— T ie m 50 
Lamps of all kinds, lamp globes ... sd See i 20 
Chinaware, porcelain manufactures ; iis sis '20 

Rails, axles, wheel tires, mining machinery, turbines, 
cranes, steam engines, electric motors bus m" '02 
Machinery and electric supplies, not specified ... * 10 
Lamp shades... T гй um ze sut ыз 70 
Lightning conductors uds — eis ET el 02 
Telephones, telegraphs and their accessories 5 10 


NorE.—To date from August 186, 1909, it was proposed to admit 
free of duty machinery and tools for roads, agricalture, min- 
ing and industries, machines and materials for railways, 
tramways, &c., but it is not certain whether these proposals 
have been put into force, the matter having been left to the 
option of the Government. 


ICELAND.—No import duties are levied on electrical and similar 
goods on importation into Iceland. 


Electrical Contracts for Glasgow Drainage Scheme. 
—MrssnR8. HAMILTON Bros., of Glasgow, have recently secured an 
order for 36 of their W. H.” motor control panels for the Glasgow 
Oorporation main drainage scheme, Outfall Works, Shieldhall, 
Glasgow. Each panel consists of slate, 14 in. thick, having 
ammeter, ironclad switch, bell push, and “ W. H." ironclad motor 
starter mounted thereon. The apparatus on several of the panels 
has to be damp, dust and gas proof, and all the W. H.” starters 
are fitted with hinged covers, no asbestos being used in their con- 
struction, All the apparatus is of British manufacture throughout, 
being made at the firm's Edinburgh works. 

Messrs. WnaiauT & Woop, Lro., of Halifax, have recently 
secured the contract (through their Scottish agents, Messrs. 
Hamilton Bros., of Glasgow) for several of their direct-current 
motors, varying in horse-powers from 3 to 30, for the Glasgow 
Corporation main drainage scheme. These machines are of the 
firm’s totally enclosed type, fitted with split frames and bearings, 
and auxiliary poles, and are capable of withstanding an overload 
of 30 per cent. for two hours. The scbeme in question is one of 
the largest, if not the largest, in this country dealing with sewerage, 
and will be in complete operation early next year. 


Canada.—Tue National CARBON Co., of Cleveland, 
U.S.A., is going to build a large factory in Toronto for the manu- 
facture of dry batteries and carbon. products. 


————— 
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NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) 
Pd ехргеваі for this journal by Mzssnas. W. P. Тномрзом & Co., Elec. 
са! Patent Agents, 285, High Holborn, London, W. O., and at Liverpool 
and Bradford, to whom all inquiries should be addressed. 


95,004. “Improvements relating to electric incandescent lamps.” F. H. 
HarL. November let. 

20,088, ‘ Improvements in and relating to electric safety fuses.” R. Taussie 
November 1st. 

95,026. '' Improvements in арры for use in the eleotro-deposition of iron." 
B. О. Oowrzna-ConLzs. November 16st. | 

25,108. “Improvements in the construction and manufacture of condensers 
and artificial line for use in duplex telegraphy.” A. MuiRHEAD and MUIRHEAD 
дир Oo., Lrp. November Ist. 

25,112. ‘* Improvements relating to telephonic receivers,” E. A. GRAHAM. 
November Ist. (Oomplete.) : 

25,129. “ Improvements in or relating to electric signalling systems." H.T. 
Hansan. (Date applied for under Sec. 91 of the Act, October 8rd, 1908, being 
date of application in United States.) November let. (Complete.) 

25,189. ''Improvements in and relating to electric switches." W.A, Monsx. 
November 1st. (Complete.) 

25,144. “Improvements in or relating to dynamo-eleotric machines or 
. power devices.“ A. KENDAL, Т. Surrg and P.Goop. Novem- 

er 1st. 

25,150. ‘Improvements in electrical switches." B. EvEeRED and EvERED 
AND Oo., Тю. November 1st. N 

25,175. Improved controlling mechanism for electrically actuated 
apparatus.“ J. W. Бсорим and A. Keicuizy, November 204. 

25,190. Pransmitting apparatus for electric signalling." P. O. PEDERSEN. 
November 2nd. (Complete.) 

96,904. '' Electric vehicles." G. Влвкив, (Н. C. Welsh and H. К. Parkman, 
United States.) November 2nd. 

96,905. ‘Electric motor and коштошо. systems." (.Влвикк. (Н. O. 
Welch and Н. K. Parkman, United States.) November 2nd. (Complete.) 

25,217. "Improvements in and relating to power generators." С, С. Тоон. 
November 2nd. (Complete.) 

95,296. “Improvements in sparking plugs for internal combustion engines." 
Fiam Ковавт Bosch. (Date applied for un er Sec. 91 of the Act, July 8th, 1909, 
being date of application in Germany.) November 2nd. (Complete.) 


95,978. '' N in and relating to electric sto battery 
separators.” TUDOR ACCUMULATOR Co., Lap. (Aocumlatoren Fabrik Akt- Ges., 
Germany.) November 2nd. (Complete.) 

25,2778. ''Improvemente relating to electric switches." H. R. Schurz and 
F. В. Hott. November 2nd. 

95,988, © Improvements in cannection with installations of electric incan- 
descent lamps connected in series." Е, Вооти and N. R. BoorH. Novem- 

т ° 


25,296. ''Improved method of and apparatus for heating*twater by elec- 
triolty.“ O. Knarr. November 8rd. pem 


25,865. ''Improvemente in apparatus for y hne ships’ rudders by elec- 
tricity.” E. С, R. Manus. (Societe Italiana Gio Ansaldo Armstrong & Oo., 
Italy.) November 8rd. (Complete.) 

25,878. Improvement connected with electric arc lamps." L. С. Н. 


Манао. (Application for Patent of Addition to No. 8,248'04.) November 8rd. 
25,888. ''Apparatus for soldering the filaments of incandescent lamps,” 
C. G. Вкрриви. (Compagnie Generale d'Electricite, Franoe.) November 8rd. 
(Complete.) | 
25,445. ''Improvemente in electric fuses.’ O. Мовркитоғт. November 4th. 
(Complete.) 
25,449. ‘‘Improvements in coupling devices for electric cables." W. Т. 
HXLET'n TELEGBAPR Works Oo., LTD., and В. Н. Pennine. November 4th. 
25,452. '' Wireless train telegraph.” G. Lanzarotri and P. CRESPI, 
November 4th. 


25,511. “Improvements in and connected with enclosed aro lamps." W. R. 


Ripincs. November 5th. 

25,512. “ Improvements in and connected with flame arc lamps." W. R. 
Ripmes. November 6th. 
95,594. ‘Improvements in the construction and operation of mechanism for 
the ing and closing of switch blades on contacts controlling electrical 
circuits. CartLENDER' CABLE AND CONeTRUCTION Co., LTD., and J. C. А. 
Warp. November 6th. . 

25,586. ''Improved insulator for high-tension electric circuits." SIEMENS 
Baos. & Co., LTD., and W. DizszLHOoRst. November 5th. 

25,541. " Improvements in or relating to magnetic friction clutches.” G. 
VON ZWEIGBERGK. November 6th. 

96,542. ‘‘ Improvements in or relating to wireless telegraphy or wireless 


telephony," CompaGmiz GENERALE RaDIOTELBGRAPHIQUE CARPENTIER, GaAIFFE, 
RocH£EFORT. (Date “ио for under Seo. 91 of the Act, November 18th, 1908, 
being date of application in France. November 6th. (Complete.) 


25,551. ‘* Improvements in electric switches." J. P. JaxohszN and Н. F. 
Jensen, (Date applied for under Bec. 91 of the Act, August llth, 1909, being 
date of application in Denmark.) November 5th. (Complete.) 

95,578. ''Improvements relating to fire preventing devices for elecirio 
lighting, heating, or other installations.“ 8.K.Evans. (Application for Patent 
of Addition to No. 21, 908, 1906.) November 5th. 


96,074. '' Improvements in electric gas lighters.” 
WHITCHER. November Sth. (Complete.) 


25,577. Eus iil a relating to electrical wiring systems." A. E. 
WOooDHOUSE. oveiuber 6th. 


25,581. “Improved protector for the mouthpieces of telephones and the 


F. F. DikR and W. C. W. 


like." D.GzsTrETNER. November 5th. 

25,586. "Improvements in and or connected witb electric driving.“ E. R. 
ELLisroN and H. Manngiar. November 6th. 

25,629. Improvements in the control of vehicles employing electrical trans- 
mission of power." J. W. BunLEIGH. November 6th. 

25,039. '' Improved means for effecting telephonic communication without 
connecting wires.“ H. G. MaTTHkws, November 6th. 

25,659. "Improvements in printing telegraph receivers.’’ SIEMENS AND 


Haske, Акт. Ges. (Date applied for under Bec. 91 of the Act, November 12th, 
1908, being date of application in Germany.) November 6th, (Complete.) 

25,668. ''Method of and means for operating electrical switches or other 
devices on three-wlre systems.“ F. Fernik. November 6th. 


Radium.—The Austrian Government has received a con- 
siderable quantity of radium in an impure condition from 
Joachimsthal. The process of purification will shortly be com- 
pleted, when at least a gramme will be available for public pur- 
chase. Preference will be given to Austrian subjects. A Radium 
Institute is being built in Vienna. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Mzssns, W. P. Тномрвои & Co., 285, High Holborn, W.O. and at Liver. 
pool and Bradford ; price, post free, 9d. (in stamps). 


1908. 


InsuLaTina Process ron ÉLEOTRICAL MacHIXES. А, J. Boult. (Felten and 
Guilleaume Lahmeyerwerke Akt.-Ges.) 19,263. September lith. (Rights 
under Sec. 91 Patents Act, 1907, not granted.) i 


Evectaicity REcTIFIERBS. T. J. Murphy. 21,866. October 9. 

Х-вдү Tupes, E. P. Rittershause and G. Bautze. 21,577. October 12th. 

APPARATUS FOR THE Exectro-Deposirion or Mxrars. T. A. Smith and 
т. Deakin. 21,687. October 14th. 

APPARATUS FOR LIMITING THE BUPPLY oF ELECTRICAL EwxRGY. G. Wilkinson. 
21,779. October 15th. (Post-dated October 16th, 1908.) 

DISTRIBUTION oF ELECTRICITY BY MEANS OF TRANSFORMEBS. J. D, Annacker. 
31,955. October 16th. 

METHOD OF AND APPARATUS FOR COMPENSATING FOR VARIATION OF CUORHENI 
DUE TO VARIATION OF RESISTANCE ARISING FROM CHANGES OF TEMPERATORE 

. IN WiNDiNGS such лв FiELD WixDINGS or DYNAMO- ÉLEOTRIC MACHINERY, 

SOLENOIDS, AND THR LIKE. W, Stansfield and J. J. Hatt. 99,159. October 


20th. 

CONTROL or MARINE ELEOTRIC STEERING GEAR. 29,880. 
October 28th. 

AuTOMATIO SwrTCH FOR ELECTRIC BATTERIES. Nalder Bros. & Thompson, 144., 
and F. H. Nalder. 28,118. October 80th. 

Mszaws rog Dramma MANHOLES or ELECTRIC Conpuir Systems, D. Living. 


stone and A.J. Smith. 98,716. November 5th. (Date applied for under 
International Convention, November bth, 1907.) : 


BECONDARY ELECTRICO CLocks. T. J. Murday. 94,583. November 18th. (Ош 
applied for under Rule 13, October 27th, 1908.) 


CONTROLLERS ron ELECTRIC Morons. A. West. 25,721. November 98th. 
Savery Devices FOR PoLYPHABE-CURRENT Macunemry. J. M. 8. Fontech 


B. Parker-Haigh. 


20,274. December 4th. 
1909. 
ErLxEcTRiC Ianrrion Devices. W. A. Trier. 7,999. March 96th. (Cognate 
application 8,422 of 1909.) 
ALTERNATING-CURRENT DynamMo-ELECTRIC MACHINES. Siemens Schuckertwerke 


Ges. 9,048. April 16th. 
June 25th, 1908,) 


ELECTRIO TERMINALS. C. J. Beaver, J. Stratton, W. Shaw and E. A. Claremont. 
10,589. May ith. 


JOINTING OF ELECTRICAL Conpuctors. C. Vernier. 15,418, July lst. 

HyGiznic GUARD POR THE TALKING FUNNELS OF TELEPHONE APTARATUS. E. 
Band. 16,912. July 20th. 

TELEPHONE BysTKMS. Siemens & Halske Akt.-Ges. 16,928. July 20th. (Date 
applied for under International Convention, August 20th, 1908.) 


ELECTRIC TRANSFORMERS AND DISTRIBUTING MECHANISM FOR SPARKING DEVIISI 
а. D. Rogers. 16,918. July 20th. (Date applied for under Interna 
Convention, August 7th, 1908.) 

A. M. Bourke. 


INSULATORS FOR TELEGRAPH, TELEPHONE AND LIKE WIRES. 
18,690. August 18th. 

Юүмлмо-Егкотвіс Macuines. F. R. Kunkel. 19,394. August 23rd. (Date 
applied for under International Convention, September 8th, 1903.) 


ELEOTRIiCAL IGNITION FOR INTERNAL-COMBUSTION ExGings, J. О. Bell. 1%. 
January 4th. . 


ELEcrBiC TRACTION SYSTEMS. 
1,078. January 15th. 


TELEPHONE APPARATUS. 
1,548. January 21st. 


ErLzcTRIC IBgoNcLAD Switoues. T. Birchall. 1,677. January 2?rd. 

Vapour ELECTRIC APPARATUS. A. Audibert, 1,706. January 23rd. 
ELTOrnICALI. RELAY. M. 8. Conner. 5,145. March 8rd. 

кона ELECTRIC GENERATING SrsT EMS. М. А. Newstetter. 10,198. Apn! 


(Date applied for under International Convention, 


E. H. Munro and Railless Electric Tractiou Co. 


A. J. Boult. (International Telchromometer Co.) 


ELECTROPLATINO APPARATUS, R. Walker and W. C. Pinson, 12,482. May 00. 

BIGNALLING INSTALLATIONS HAVING OPTICAL AND ACOUSTIC APPARATUS. Siemen: 
and Halske Akt.-Ges. 14,913. June 114. (Date applied for ander Inter- 
national Convention, June rd, 1908.) 


Curtis Turbine Used as Regalator.—lIn an artice 
in our contemporary, the Journal of Electricity, Power and Ge 
Mr. W. J. Davis, mentions that an interesting example of the effec 
tiveness of a Curtis steam turbine when used as а regulator ona “р 

wer system, is found in the new Oakland power house of 

acific Gas and Electric Co., of San Francisco. The installation 
consists of а 9,000-Kw. vertical type Curtis turbo-generator, mant- 
fa:tured by the General Electric Oo., eight 750-н.р. McNaull water 
tube boilers, and & Worthington condenser outfit having a cooling 
surface of 20,000 вд. ft. The 60,000-volt transmiasion system of the 
Pacific Gas and Electric Co. entering Oakland is deli veriag more 
than 100,000 Kw. during maximum demand. Of this amount. 
20,000 Kw. maximum is supplied to Oakland and the immediate 
vicinity, the load factor being about 60 per cent. While the new 
plant is of great value in carrying the local peak load during hour 
of maximum demand, it is almost continuously kept connected to 
the transmission system on account of the steadying effect on the 
voltage and consequent improvement in the lighting service. When 
acting as a regulator, the duty is especially severe, the turbine 
taking sudden momentary swings in load from 500 to 9,000 xw. 
In a way, the action of this turbine on an alternating-currest 
system is equivalent to that of a large storage battery on a direct- 
current system. The ability of the Curtis turbine to successfally 


. take these sudden fluctuations in load is due to the large fly-wheel 


effect (about 10 times that of a reciprocating cngine of equal 
capacity), close speed regulation, large radial clearances betw 
moving and stationary steam-using elements and sturdy mec 
construction. This use of & Curtis steam turbine is particularly 
interesting on account of the high economy obtained under varying 
load. Even when the turbine is operating as a regulator, the over 
all economy of the plant is exceptionally good. 
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THE PRESENT ASPECT OF ELECTRIC 
LIGHTING. | 


THE paper on the above subject, read last night at the 
Institution of Electrical Engineers by Messrs. Handcock 
and Dykes, is a further contribution to the problem of 
how to charge for electric lighting, with special reference to 
the supply of small honses. 

The authors believe that the flat-rate system has failed to 
meet the new conditions which have resulted from the im- 
proved lamp, and they put forward data showing the difficulty 
of securing an adequate return uvon the capital invested in the 
case of small consumers and free-wired installations. They 
maintain, however, that by the adoption of a suitable method 
of charging this can be done, and, further, that the field at 
present occupied by gas can be successfully invaded. On 
the face of it, it is only reasonable to anticipate that so 
marked a reduction in the cost of lighting by electricity 
should immediately facilitate the substitution of electric: 
light for gas on small premises. 

The Electric Lighting Act is elastic as to methods of- 
charging, the only real limitation being in the maximum rate 
which is governed by the fourth schedule of the Provisional. 
Orders; under its first section the rate is usually fixed at 
8d. per unit, with the right of charging a minimum for any 
amount of energy consumed up to 20 unite. In practice these 
limits are rarely put in force, the flat rate charged being 
generally much below this maximum, and the minimum 
charge frequently abandoned to meet the objections of 
consumers, who dislike paying for what they do not receive. 

Under the Electric Lighting Act of 1882, Clause 18 
expressly provides that the suppliera of electricity ** shall not 
be entitled to preacribe any special form of lamp or burner 
to be used by any company or person, or in any way to con- 
trol or interfere with the manner in which electricity 
supplied by them under this Act is used "—provided that 
it does not interfere with the supply to other users; and 
under Clause 20, no undue preference may be shown between 
one customer and another. To raise the price of energy 
simply because of the greater efficiency of the metallic- 
filament lamps would be unwise, as we pointed out in our 
issue of March 12th last. 

Of course, much is to be said in favour of a syetem which 
equitably provides for dealing with the long-hour consumer, 
and Wright's maximum-demand system went far towards 
meeting the case ; but the failure of the public to understand 
it has made it difficult of application. If the electric 
lighting accounts had been collected half-yearly so as to avoid 
the discrepancy between the winter and summer accounts, 
instead of quarterly, when the summer quarter’s excessive 
charge for a small consumption created dissatisfaction, pro- 
bably there would have been lees complaining. 

Messrs. Handcock & Dykes suggest other methods of 
charge, based upon certain fixed prices per lamp per annum, 
and propose two systems which they distinguish as the 
Contract and the * Contract Demand," practically de- 
signed to secure a guaranteed revenue from the supply of 
energy, irrespective of the quantity consumed. 

The Norwich system of securing a certain revenue, based 
upon the rating value of the houses instead of the maximum 
demand, and charging a flat-rate (in addition to the fixed 
assessment) of ld. per unit for all purposes, is said to have 
worked very well, and Mr. Long, the inventor, has expressed 
his satisfaction with the resulta obtained. It is doubtful, 
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however, whether it could be generally applied. The rating 
value of houses depends upon their position in the town ; in 
some саев premises consuming the eame amount of electricity 
and having the same maximum demand may be reted at 
half as much as others in more desirable areas, and to charge 
one reBident nearly double the price for his energy, because 
he pays double the amount of rates, cannot be justified. 


À charge of 80 much per lamp per annum is another method | 


referred to, but this also is wrong in principle, as some lampe 
will be used for much longer periods than others ; besides, the 
facility for changing them from one candle-power to another, 
&t the will of the consumer, is another practical difficulty. 
On the other hand, the supply authority, and not the 
consumer, would the loser if the contract were not 
observed in the spirit, and therefore this system is free from 
the objection that it differentiates inequitably between con- 
sumers. Seeing that, in & small installation of metallic- 
filament lampe, the standing charges for supply bulk so 
largely compared with the small cost of producing the energy 
supplied, it cannot be denied that the argumenta in favour 
of this system have been greatly strengthened by the new 
conditions. 

In order to avoid the tendency to limit the number of 
lamps installed, the authors, as in their former paper, 
suggest the use of a device setting a fixed limit to the 
number of lamps in use at one time, but leaving the number 
installed uncontrolled, and they propose to charge the full 
contract price only for the former, while making a small 
ctarge for each of the latter, assuming them to be wired by 
the supply authority. This constitutes the ‘ Contract 
Demand " system. 

In both cases the cost of the meter is avoided, and a 
single service could be used to supply a whole block of the 
small houses that the authors have under consideration. 

For larger houses, the ordinary systems of charging by 
meter are not likely to be displaced ; after all, there is 
nothing so readily understood by the public as the flat rate 
system of paying so much per unit as recorded on the 
meter. This is what the public have been accustomed to in 
paying for their gas, and although probably very few 
people ever look at their meters, which are installed in 
cellars and out-of-the-way places, they are satirfied, because 
the system is readily understood. 

Another principle suggested by Messrs. Handcock and 
Dykes is to charge for light and not electrical energy. 
Thus they propose a sort of lump-sum charge for lighting a 
house, including the wiring and supply of lamps. Of 
course, the abvious objection to such a system is that 
the charge must be based upon the possible con- 
sumption of energy, and not upon any general average 
of ordinary usage; probably, in practice, people would 
not, as a rule, keep lamps burning day and night, or have 
an excessive brilliancy of illumination simply because it 
cost them no more, but there would be nothing to prevent 
their being very long-hour and extravagant consumers at the 
expense of the lighting station. | 

Apart from the consumption of current in the new lamps 
being 80 small, another important feature is their longevity, 
which far exceeds that of the best carbon lamps, thus securing 
for the consumer a greater economy than was contemplated 
when they were first introduced. This is a most important 
point, when comparing the :electric light with that of the 
most up-to-date gas mantles. The metal filament, lamps are 
found to last as long as 2,000 hours, without any material 
reduction in the light, whereas the incandescent gas mantles 
deteriorate within a few weeks of being installed and require 
frequent renewals. The public appear to be grasping the 
new conditions, and the prospects of the electric lighting 
companies are therefore rapidly improving. 


COPPER. 


ALTHOUGH the price of copper cannot be considered high, 
it remains & subject for surprise that it does not exhibit a 
marked tendency to go lower. The visible supplies, as 
shown by Messrs. Merton’s circular for November 15th, 


have now surpassed the 100,000 tons anticipated in these 
columns, and reached the fgure of 102,952. Deliveries, 
on the other hand, are, if anything, low, being only 
28,025 tons for last month, and 16,018 for the first half 
of November. American demand is reviving, as evidenced 
(amongst other indications) by a re-shipment of 50 tons, 
but buyera in this country still hold off, on the princip'e, 
apparently, that the market is not weak, and, if approached 
by two or three well-known buyers, would promptly respond 
by an increase in price. 

"The various financial papers are exercised by rumours of 
an extensive combination, but, as yet, can give no certain 
information on the subject. Obviously, if such a combina- 
tion existe, it is not working with quite the emoothness 
desired by “ball” operators: Опе would have expected 
the market to decline slowly but firmly to something lower 
than the present value, finishing up with a “slump” to 
favour the extensive buying operations to precede the rise. 
This does not appear to be so easy to manage as formerly. 
But, if nothing of the kind is in progress, why these con- 
tinually increasing visible supplies fed into the innocent and 
trusting European market? It cannot be suppoeed that the 
control is anywhere bnt in the hands of the Ја’ gest producer. 
We must fall back upon the theory of divided interests. 

The Financial Times is rather inclined to support this 
view. In an article of November 4th on the outlook, the 
writer says, ^ Undoubtedly there are interesta that would like 
to bring about an agreement for the ‘ betterment of the 
industry,’ but it is difficult to see how the opposition of the 
Guggenheims, the Calumet and Hecla and other producers 
who persist in selling their copper for what it will fetch on 
the market as fast as it can be produced, can be overcome. 
Again, “ The new low-grade mines in Nevada, Utah and 
Arizona, which are being rapidly developed, are mining st 
a cost of 9 cents per lb. or less, and they are not likely to 
restrict their earning capacity out of consideration for their 
older competitors.” This Jatter argument does not persist 
if the cheap producer gets his own terms in a combination, 
surely. Here, however, we have a summing up on the side 
of continued low prices. 

Later, November 16th to be precise, the same paper tells 
us that reports were freely circulated (in the States) that an 
agreement had been reached to make a combination with s 
capital stock of a billion dollars, which would embrace 
practically all the producing copper interests; further, that 
these reports were emphatically denied. The report alluded 
to, the Financial Times explains later, aseerta that a combine 
is to be formed on the same basis as the United States Steel 
Corporation, and that the combination will inclade all the 
big producing mines, that all the large producers will agree 
to sell through one agency and eliminate price-cutting, and 
that the Rio Tinto and Calumet and Hecla companies will 
join the combine. The information which the paper 
endeavoured to secure on the subject was necessarily rather 
vague, but pointed to the inception of such a combine, 
although inclined to the opinion that the Rio Tinto and 
some of the cheaper producers were at present holding oat. 

The Financier, in an article in their issue for November 
4th, attributed the present price to excessive production 
during the last two years. This article did not 
consider that a combination could be attended with 
results satisfactory to the producers, and was 
inclined to anticipate а continuance of moderate 
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price. On the 10th, the Daily Telegraph correspondent 
published a fairly assured intimation that the combination 
was in progress. Unofficial statements,” says this report, 
"gay that the companies certain to be in the merger, 
include the Amalgamated Copper Co., the Cole and Ryan 
properties, the Phelps and Dodge interests, and the 
Guggenheim interests, and, perhaps, also the Calumet-Hecla 
Co., though the latter has thus far declined to enter into 
negotiations." 

On the 18th inst. the Financier announced that the Arizona 

Copper Co., the only American copper company controlled in 
this country, had been approached on behalf of the combine, 
and that the chairman was about to leave for New York, in 
order to conduct negotiations on the spot. This notice gave 
as the moving spirit Messrs. J. P. Morgan & Co., with the 
Cole-Ryan interests, and, consequently, the Amalgamated 
Copper Co. "The leading European mines were not to be 
included. This news as to the Arizona Copper Co. also 
appeared in the Times of the 15th. 
In commenting on the situation on November 17th, a 
writer in the Financier says: “Though still lacking 
official confirmation, the report that steps are being taken 
to eatablish a great combine of American copper producers 
may be accepted as subatantially correct.” This article does 
not anticipate that an American combination could control 
the market to its own satisfaction. Any advance in prices 
would be followed by increased production in the free 
European mines. 

In the face of this evidence there can be little doubt that 
a combination is being attempted, cautiously, and, therefore, 
with more chance of satisfactory agreement and strength. 
Sach an organisation can hardly fail to have an influence on 
prices, in the upward direction, especially when first officially 
announced. From the slowness with which it is being 
effected, and the apparently premature announcement of ita 
existence, it would seem that many important firms are 
holding off, and, under these circumstances, a serious posi- 
tion for the consumer need not be anticipated. If he can 
contrive to hold off at the present price, he will find some 
mode of existence which will not force him into the market 
at a higher one. 


IN our last issue we advocated the 

Publicity. reform of procedure at Institution meetings. 
Another matter on which we wish to comment is of less 
general interest, as it relates only. to the Institution of Civil 
Engineers and ite attitude towards the technical Press. We 
refer to the strict rule of the Institution which forbids the 
publication of papers and discussions except in its own 


Transactions. 


Engineers stands alone and aloof. We may not even 


publish а condensed report of the proceedings 
at its meetings; we are permitted only to reproduce 
an official abstract of a paper, which usually 


. is confined to the heads of discussion, and is remark- 
ably free from useful and interesting data. A notable 
example of this practice occurred in our last issue ; three 
interesting and valuable papers on electric railway traction 
were read before the Institution on the 9th inst. (they were not 
then discussed ; as pointed out by a correspondent, there was 
no ti me), and on Tuesday last week they were discussed - but 
the reproduction of the official abstracts, of which we gave 
the gist, was the extent of our privileges. We do 
not for a moment question the right of the Institution to 
avoid publicity in this way; it is fully entitled to hold its 
meetings in camera, and to conduct its proceedings in secrecy 
—if ite members so desire. 

It may be that the Council believes that by this means 
engineers will be forced to become members, in order to 
receive the papers and discussions in ezfenso. We doubt, 
however, whether the members as & body are in favour of 
this course ; the views of the Council are not necessarily 
bhose of the members, and may in fact be diametrically 
opposed to them. 

We question also the wisdom of the procedure ; there was 
a time when close corporations, guilds and secrecy were the 
rale—but publicity is the key-note of the present day, and 


In this respect the Institation of Civil 


that “it pays is well exemplified by the phenomenal 
growth of the Institdtion of Electrical Engineers, which 
has nearly doubled ite membership in ten years, shows no 
sign of approaching a limit, and at no distant date will 
certainly exceed in nambers the Civil Engineers, which, 
indeed, is the only Institution of the kind possessing a 
larger membership. 

There are signs of an awakening in the counsels of the 
Institution, which may bring about a reform in this as in 
other directions. We admit that our attitude may be 
regarded as biased in the interests of our readers; on the 
other hand, the whole of the technical Press would share in 
any extension of privilege, and we firmly believe that the 
removal of the present restrictions would prove advantageous 
not only to the ordinary engineer, but also to the Institution 
itself. 


. Ir is interesting to note that gas 
| 5 engineers are beginning to imitate, 8o far 
` as they are able, the example of electrical 

engineers in hiring out lamps. Mr. H. N. Olark, of 

West Ham—where he has found the competition of the 

electricity supply department particularly keen—read a 

paper on the subject at a recent meeting, which was repro- 

duced in the Gas World on November 6th ; from this we 
learn that a two, three or four-burner gas lamp is rented at 

a rate of 6s. per quarter, the net profit being 58. 6d. at the 

end of four years (if the lamp lasts so long) plus the profit 

on the gas supplied. No allowance is made, so far as we 
can see, for interest on capital, which would swallow up the 
small profit hoped for. 

For £2 1s. per quarter the Corporation supplied (and 
fixed) a flame arc lamp, including energy for burning 800 
hours. As the cost of the gas is not stated, we cannot 
farther compare the rival schemes; but the fact that the 
gas people are following the electrical example is a good 
sign—a sign that they are “ feeling the draught.” Attempts 
have been made also to evolve illuminated gas signs, which 
have “ attracted much attention" and produced many in- 
quiries," but apparently are in use only at the gas company's 
showrooms. In this department electricity is 80 obviously 
paramount, that we can only wonder at the temerity of the 
gasicians in trying to invade the field. 

For high-pressure gas lighting, Mr. Clark, with admirable 
taste, recommends the electrically-driven blower as a stand- 
by, lest the gas-driven blower should fail. Bat why put in 
the latter at all ? 

Criticising the electricity department, the author states 
that а 50-c.P. Osram lamp is rented at 48. 9d. per quarter, 
including the supply, fixing and maintenance of wiring, and 
energy at 1} watts per candle. At 3d. per unit, the energy 
costs 15s., leaving 48. to cover maintenance, renewals 
and installation charges, a sum which he regards as absurd, 
unless maintenance is free. But the useful life of Osram 
lamps averages far more than 1,000 hours; moreover, the 
cost of supplying lamps which are used 1,000 hours per 
annum is not nearly 3d. per unit, so that the cost 
of energy is much smaller than he estimates. The cost 
of maintenance of an installation of wiring and fittings, 
of sound workmanship and material, is so small as to 
be practically negligible, and interest and depreciation 
on the cost of the installation are readily covered 
by 1s. per lamp per annum. There is, therefore, no reason 
to suppose that the rate does not return a reasonable profit. 

In several places, we gather from the discussion, the 
maintenance of gas burners is being undertaken free of cost 
for labour, only materials being charged for; Mr. Clark | 
admitted that they must look to the inverted gas burner to 
enable them **to maintain the premier position," and that 
it was “a little less easy to manipulate " than the upright 
type—hence the free labour. 

One speaker was surprised that an electric stand-by should 
be suggested, and pointed out that the high-pressure instal- 
lation in Fleet Street was worked without the aid of elec- 
tricity. Four engines are used, as it appears, one at a time. 
The stand-by, therefore, is three times the size of the run- 
ning plant. Comment is needless. 
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THE REES ROTURBO CENTRIFUGAL PUMP. 


THE centrifagal pamp, although an old type (that is to say, 
it became a practical machine between 1845 and 1850), had 
at limitations for the first 50 yeara of its existence, its 
efects being low efficiency, and the few conditions to which 
it could be applied. Until about ten years ago it was 
generally agreed that centrifugal pumps were only suitable 
for low lift& and large volumes of water—such as occur in 
irrigation, sewage and salvage work, and for circulating 
water for condensation. 

The whole theory of the centrifugal pump was, however, 
worked out for the early designers before the conditions of 
engineering could allow it to be fully applied, and Prof. 
Unwin’s paper before the Civil Engineers in 1877-8, giving 
a complete review of the knowledge up to date, is still, 
re is likely to remain, a standard work on centrifugal pump 

esign. 
The enthusiasm of the early designers and their con- 
viction that the centrifugal type should not be limited to & 
few of the problems in the pumping world, is shown by the 
patente taken out in the attempts to overcome the well- 
known difficulties, and to make the centrifugal suitable for 
igh lifts by using a number of impellers in series. 

o doubt the delayed development was due to the fact 
that to get the best results on а centrifugal pump, impellers 
should be of. small diameter running at a high speed, rather 
than of large diameter running at a low speed, but until the 
advent of the electric motor there was no means of driving 
centrifugal pumps at the necessary speeds except by means 
of belting or gearing, and to gear up from a slow speed steam 
engine to the 1,600 or 2,000 revolutions, or even higher 
ae sometimes desirable on a centrifugal pump, created 

ifficulties and losses in transmission which neutralised the 
advantages aimed at in the design of the pump. 

The reason for the high speed lies in the fluid friction 
of the revolving impeller. The head which a centrifugal 
pump will work against increases as the square of the peri- 
pheral velocity, that is to say, the most economical head is 


approximately - V being the peripheral velocity of the 


impeller in feet per second. This peripheral speed can be 
attained either by a small impeller running at a high speed, 
or a large impeller running at a low speed, but as the impeller 
is running in the fixed casing of the pamp, and is surrounded 
by water, there is a certain amount of friction between the 
revolving disk and the water in the casing, which is в con- 
stant quantity whether the pump is discharging water or 
running on a closed valve. As impellers are increased in 
diameter, this fluid friction increases at a mach greater rate 
than the increase of head. Stated briefly, for a given speed 
of rotation, the head, or height of lift, increases as the 
square of the diameter, but the fluid friction increases 
approximately as the fifth power. This law is quite 
sufficient to account for the fact that the centrifugal 
pump began a fresh development when electric motors 
came into general use, and is the reason of the improved 
efficiencies which then became possible. The old 
arrangement of impellers in series was revived so as to give 
higher lifts, and the centrifugal pump became a strong com- 
petitor of the ram pump for conditions which used to be 
looked upon as only suitable for reciprocating pumps. 

Perhaps the defect which has been the most difficult to 
overcome, and which has decided the buyer in many cases 
against this type of pump, has been the fact that it 
would only work at ita best at the exact head for which it 
was designed, the reason of this being that the blades of 
the impeller were shaped so as to pass a certain amount of 
water with the minimum friction or loss due to cavitation ; 
but if the bead against which a centrifugal is working is 
reduced, a greatly increased volume of water passes, and the 
impeller then becomes unsuitable for the increased speed of 
the water through it, and begins to act as a water brake, 
the power on the driving machine being increased very 
greatly. Large numbera of motors driving centrifugal 
pumpe have given trouble, or been burnt out (if they had 
not a large margin of power), due to the overload created by 
an unsuitable head against the pump. 


These conditions were well known, and it was attempted 
to overcome them by bending the blades of the impeller in а 
rearward direction, во as to reduce the brake effect, but in 
Unwin's paper the effect of this re-curvature is very clearly 
shown, in that the speed of the impeller has to be increased 
to compensate for the slip of the water, and beyond a certain 
amount of re- curvature the capacity of the pump is very greatly 
reduced, and the internal friction of the impeller increased. 

Oar illustrations of the Rees Roturbo pump shows one of 
the latest type of centrifugal pumps, in which the problem 
of varying heads is completely solved. In this pump, the 
departure from the ordinary practice is in the impeller, which, 
instead of being built as a flat disk with recurved blades is 
in the form of a drum, with large interna! capacity to secure 
а constant internal pressure which is independent of the 
head (see fig. 7). 

The inner portion of the impeller between the eye and the 


largest section of the pressure chamber which is near the rim 


may be looked upon as a centrifugal pump proper, and the 
blades in this portion of the impeller are designed as in an 
ordinary centrifugal pump. The rim portion, beyond the 
pressure chamber, is designed as a reaction turbine, having 
rearwardiy directed nozzles discharging from the pressure 
chamber. 

The impeller, therefore, becomes a pump and a tarbine in 
series, with a pressure chamber between the two portions. 
The pump portion is, therefore, always discharging inko a 
constant. pressure, which is the ideal condition for a centri 
fugal pamp, and the turbine is always discharging from a 
constant pressure, which is the ideal condition for a tarbine. 

The result of the combination of pump and turbine, with 
pressure chamber between them, is that the self-regulation i 
perfect, and at any head lower than the normal daty, th 
power taken by the motor is prevented from rising. 

As the bed of the water in passing through the press 
chamber is reduced, internal friction is reduced to a minimun, 
and a high efficiency is secured without the necessity of 
machined or polished blades or surfaces. It is claimed ths 
internal wear is also minimised. | 

In practice it is found with this type of pump, that tbe 
highest efficiency point is at a duty in which the speed of the 
water issuing from the turbine blades is about half the рег: 
pheral speed of the impeller, consequently, the resultant 
speed up the cutwaters in the fixed casing is also only half 
the peripheral s of the impeller, this being the reason 
given forthe reduced wear when pumping gritty water. 
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The illustrations show examples of these pumps for a wide 
range of duties. Fig. 1 shows a motor-driven pump, 
one of several supplied for fire purposes to the Bengal Nagpur 
Railway, to the specification of Sir John Wolfe Barry. 

The motor is of the Rees Roturbo ocontinuous-current 
gapped-frame type, from which the armature can be 
removed by a vertical lift on removing the top half of tbt 
magneta. 

Each pump is capable of dealing with 48,000 gallons ai 
hour, to a total height of 160 ft. The pumps supply water 
to systems of water mains for fire purposes, and are 9 
designed that the pressures are maintained within a margin 
of 15 per cent. from fall delivery to no delivery, when all 
valves are closed. 1 

Fig. 2 ів а boiler feed-pump for Ње Chester Corporation, 
also driven by a Rees Roturbo continuous-current gapped- 
frame motor. The pump impellers are 83 in. diameter, and 
the water passes through eight pressure chambers in series. 
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The boiler pressure against which the pump is designed 
to work is 175 lb. per sq. in., the speed of the set being 
1,725 to 1,625 revolutions, the lower speeds being arranged 
for speed regulation if desired for lower duties. 

The duties, with the efficiencies guaranteed, were as 
follows :—2,000 gallons an hour, 40 per cent. efficiency ; 
4,500 gallons an hour, 48 per oent. efficiency ; 6,500 
gallons an hour, 60 per cent. efficiency. | 

Fig. 3 is a curve of the actual performance of the pump, 
in which it will be seen that the guaranteed efficiencies were 
exceeded. 

Fig. 4 is an interesting example of a centrifugal pump at 
a comparatively low speed—namely, 925 в.р.м., the high 
efficiency of over 84 per cent. attained in this case being 
due to the fact that the volame of water was sufficient to 


HEAD IN FEET 


^ GALLONS PER HOUR | 
FiG.3.—ErricigNCY Cunvzs, Regs Ботовво Воп„Ев Famn Pome. 


, Fig. 4.—Low-sPERD Ress RoTURBO Pump. 


enable the pump to be designed for a high lift on & single 
impeller, and the fluid friction on the impeller, although 
25 in. in diameter, was a small proportion of the total 
power absorbed by the pump. 

The duty of the pump is 160 ft. lift, 182,000 gallons an 


GALLONS PER HOUR 
Fic. 5.—Erriomgnoy Curves, Low-s FEED Rems Котовво PUMP. 


Fig. 6.—150-B. H.P. Котовво вуда Pump. 


hour, when running at a speed of 925 в.р.м. The impeller 


is 25 in. diameter, and the diameter of the pipe, 12 in. 

The actual efficiency tested under stringent contract condi- 
tions was 75 per cent. from electrical Н.Р. to water H.P. at the 
normal duty, giving an efficiency of 84 per cent. from brake 
H.P. to water H.P. The curves of the performance of this 
pump, shown in fig. 5, are typical of the Roturbo design. 

Starting from the specified duty point—namely, 132,000 


gallons and 150 ft. head, the power is reduced from 120 H. P. 


to 54 H.P.as the water is cat off (by screwing down the 
valve), but to the right of the curve, where the valve is 
opened во as to reduce the head against which the pump is 
working, the volume of water is increased to 200 per cent. of 
the normal, showing that there is no throttling in the pump, 
and no reduction of capacity. | 

The characteristic of the pump is shown in the power 
curve, which, instead of rising at the lower heads, is 
actually reduced from 185 H.P. to 105 H.P., due to the 
tarbine effect of the impeller. 

The last two figures (6 and 7) show a 150-B. K. P. vertical- 
spindle sewage pump, one of four pumps supplied to the 
sewage outfall pumping station at Trowse, Norwich. The 
particular pump is driven by a 440-volt electric motor, as 
shown, and is arranged for automatic starting and stopping 
during the night. Each pump has a capacity of 2,800 
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gallons per minute at а maximum total head (including 
friction) of 117 ft., and is designed to deal with a variation 
of head from 117 ft. to 94 ft., the volume of water increasing 
inversely as the head. 

The guaranteed normal efficiency of thé pumps was 70 per 
cent., but an efficiency of 78 per cent. was obtained at the 
makers’ work kd. 

Fig. 6 shows pump and motor complete, and fig. 7 shows 
v pomp with the cover removed and pressure chamber 
lifted. 


Having once secured the high efficiency and the self- 
regulation, the modern high-speed prime movers.in the shape 


Юа. 7.— Swan Pomp, WITH IMPELLER RAISED. 


of electric motors and petrol engines remove the limitations 
of the centrifugal pump entirely, and our present illustra- 
tions show that there are few conditions of pumping which 
the modern centrifugal is not perfectly fitted for. 


SOME RAMBLING NOTES FROM INDIA. 


[COMMUNICATED.] 


IT is refreshing to see the ELECTRICAL Review trying to 
awaken home interest in trade matters abroad, and as its 
columns always welcome notes from contributors in tem- 
porary or permanent exile, a few random remarks will be 
jotted down here. 

Where electric supply companies are at work—and that is 
in а very small sprinkling of large towns only—the metal 
. lamphasbeen welcomed, and more light rather than less metered 
energy bas been the order of the day. But what we want is 
cheaper wiring. One of your contemporaries, in an endeavour 
to realise Sir W. Preece’s ideal of “the poor man's light," 
tells us that the coat of wiring in England is now 1 58. a point, 
and that it wishes to bring it down to 7s. 6d. I wonder if the 
firms who export wiring material to India realise that we have 
to pay often £2 а point for good wiring in teak casing without 
fittings ; that no endeavour is made to introduce, much leas 
to push, any of the cheaper systems (except in the case of 
Continental firms and their wares); and that, even 80, we 
reckon depreciation on wiring at about 8 per cent. Of course 
there are reasons to account for some of this excessive cost, of 
which the most potent is the high cost of European or even 
Eurasian supervision compared with a foreman wireman's 
wages; bat when all is said and done £2 a point is a ve 
heavy price to pay where electricity has to compete wi 
keroeine oil, even though climate favours the more expen- 
sive illuminant, . 


Most of the business done here concerns private plant, 
largely in native states, with some street lighting thrown in 
occasionally. The Presidency towns have their public 
supply and their tramway companies, some of which are 
doing very well. There seems to be no wild rush, however, 
in the smaller towns. It was hoped in 1903 that the 
legislation then undertaken would encourage enterprise 
in this direction, and some few companies were floated for 
this purpose. They have not turned out gold mines, how- 
ever, and things are more or less at a standstill. Fresh 
legislation is now being ground in the Government mill, 
chiefly with a view to bulk supply, but the question is, where 
are the disiribulors.to come from? British capital shows a 
distinct distrust of the situation with or without a purchase 
clause.” ® 

Water-power, as you have lately remarked, has great 


. latent possibilities, but they remain latent for the most part ; 


otherwise there would hardly have been references in the 
REVIEW (p. 621) to the great Simla hydro-electric scheme. 
The whole project amounts to under 1,000 H.P., and it had 
already been discussed for a matter of 10 years before it 
began to take practical shape! Parluriunt montes exactly 
fits the case. The rival hill station of Mussoorie has not 
been without its troubles. No sooner had the undertaking 
there begun to deliver power, than an unprecedented fall of 
rain washed away a considerable length of the pipe line; 
and when the interrupted supply was resumed, an unfor- 
tunate misunderstanding caused several deaths from contact 
with the 6,000-volt lines. i 

Our railways are, at least so far as mail trains are con- 
cerned, improving their rolling stock greatly. Stone's 
system seems to have almost a monopoly, despite a con- 
structional drawback inherent in the slipping belt; but it 
works well. Osram lampe, 25-volt, are displacing carbon 
filaments successfully, and fans are fixed in many first-class 
carri What this means in the hot weather is beyond 
the ken of Pagett, M.P., and his kindred. 

For some years past wireless telegraphy has been used for 
communicating with the Andaman Islands, mainly in con- 
nection with the meteorological reporte, and now we have 
entered the ship-to-shore stage with the arrival at Bombay 
of the first P. and O. steamer so fitted up. As the system 
extends, it should prove of incalculable value in the fore- 
casting of the monsoons, on which the prosperity of tbe 
country depends. It will aleo give more timely warning of 
the approach of cyclones, of which unwelcome visitors Eastern 
Bengal has lately had experience. 

The recent magnetic storm completely stopped telegraphic 
working on some of the longer lines, which are said to have 
been charged to 800 and 400 volts —some of them, as tbe 
local paper’s reporter in the old days said, weighing several 
pounds.” A present-day reporter on this storm remarked ou 
the extensive display of “aurora borealis" in the southern 
hemisphere ! 

Prof. Fleming hopes for great things from a direct solar 
engine yet to beinvented. From what one reads of the late 
summer weather in the old country, that engine will have to 
be used mainly for conversion straight back into heat, on the 
lines of the mau who wanted to fill his turbine reservoir from 
the tail race, with an electric pump. However, if any experi- 
menter wishes to get undiluted sunlight, we can supply him 
here ; the cold water runs ont of my tap at 160° F., after 
passing through pipes on the roof which were not originally 
intended to act as superheatere. А sun- worked Therol " 
water-heater might, with a little trouble and a lot of lagging, 
be evolved for the service of the morning tub ; but it 
not help one’s load factor. 

Let us be serious once more. In general it is our custom 
abroad to gramble at the manufacturer. Sometimes he 
makes a note of it, and mattera improve. I rather think 
it is the local firm's turn now. In Indian commercial 
centres we have old-established firms who act as managing 
agents for scores of companies—tea, jute, shipping, 
what not—and who have engineering departments. They 
also have home branches, consisting generally of partners who 
have retired from India. But beyond a certain amount of 
advertising in newspapers, there is nothing in the way of 
publicity. If inquiry is made about new devices that have been 
described in the home papers, it is long odds against them 
otherwise than on a special order. Recently I was told of an 
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engineer who, in a private note to a friend in the metal lamp 
industry, suggested that samples of certain new lamps might 
advantageously be sent out, as other types were being well 
taken up. He sent out a few hundred to a local firm, who 
promptly called upon my informant to take them over and 
* get them off their books." That does not seem the best 
way to introduce new goods. I think that a recent contri- 
butor in your paper, in discussing Australian matters, hit the 
nail on the head when he suggested that general merchants 
dealing in all sorts of commodities are not the best people to 
take up engineering work. Another very common complaint 
against contractors is that it takes so long to get a job 
finished off. No doubt the great distances to be travelled, 
and the time it takes to get goods from England, are infla- 
ences that tell here ; but it is irritating when а contract is 
practically complete to have to wait for a lot of small odds 
and ends to be supplied. 


CORRESPONDENCE. 


Letters recewed by us after 5 Р.м. om TURSDAY camnot appear until 
the following week. Correspondents should forward their communi- 


Single-Phase Motors. 

I was very much interested in the article in your issue of 
September 17th, 1909, on the “ Single-phase Motor” and, in 
. common probably, with many other readers, I should be glad 
of more information with regard to the suitability of single- 
phase motors for ordinary engineering and other similar 
works. 

With respect to one point in the article mentioned above, 
would not the high periodicity of the original single-phase 
stations (generally 100 cycles I believe) have been a consider- 
able drawback to the use of motors ? 

Taking a works in which are installed hoists, centrifugal 
pumps, fans, &c., driven by direct-coupled motors, would the 
writer of the article, in the case of such & works, advise 
single-phase in preference to direct-current working, the size 
of the works, and other considerations causing a voltage of, 
say, 100 volta only to bedecided upon? This is an imaginary 
case, but I am acquainted with several fairly extensive works 
in which D.c. dynamos, supplying current at 110-120 volta, 
are installed, and in the case of a single-phase installation the 
alternators would generate at the low voltage also, I presume ? 

How would the single-phase motor compare with the D.c. 
motor with respect to convenience in reversing and in 
regulating the speed? I have in mind p.c. motors with 
eommutating poles direct coupled to blowers and fans and 
regulated by means of shunt resistances. 

In the case of, вау, а 100-volt 80 B.H.P. motor direct 
coupled to & centrifugal pump, could this be started up as 


conveniently as a D.C. motor and without taking an abnormal 


starting current? 

Although, generally speaking, the D.C. motor as designed 
and manufactured nowadays leaves little to be desired, I 
have frequently found it very difficult, in dirty and dusty 
situations, to keep the brushes and commutators in order and 
also the starters, and in any case the renewal of brushes is an 
ever present nuisance, hence it seems to me that if sing le- 
phase motors can be relied upon to start up without trouble 
in such cases as mentioned above, there should be a very 
large field open to them in the future, and I should be 
interested to hear the opinion of the writer of the article 
referred to on this further application of single-phase 
working. 


Straits Settlementa, 
October 20th, 1909. 


Advocate. 


In reply to “ Advocate " my article referred principall 
to undertakings in which single-phase plant is, or was installed, 
and to the fact that the single-phase stations of this country 
have not progressed with motor loads as have similar under- 
takings abroad. 

This is due to the general belief among engineers that the 
single-phase motor is unsatisfactory. They scrapped single- 
phase plant and replaced it by D. O. ог three-phase ; and the 


/ 


undertakings supplying ешн current for lighting and 
D.C. for power, often with separate generating sets, and 
necessarily with separate systems of mains, give general 
confirmation to the unfortunate bias against the single-phase 
motor, for such radical alteration or expenditure would not 
have been embarked on, had single- working been 
regarded as hopeful. These changes in some cases might 
have been justified, say, in the case where the single-phase 
units where small or more or less obsolete, so far as the 
generating station was concerned, but there is the often greater 
expense of relaying or adding a completely new system of 
mains, and if three-phase is adopted, transformers, &c. 

Periodicitiés of 100, which were common till 1900, did, 
to some extent, retard the adoption of the single - phase 
motor, but now quite satisfactory single-phase motors for 
periodicities higher than 100, oan be obtained. The difficulty 
appears to have been rather a matter of design and due to the 
comparatively poor quality of sheet-iron then available ; the 
latter undoubtedly did affect the development. 

For an engineering works such as © Advocate” mentions, 
it is probable that, unless great and lengthy speed variation 
were required, three-phase working would give the most 
satisfactory results, both from a capital cost and operating 
point of view. If, however, great speed variations over 
lengthy periods were necessary, and assuming that the motors 
were used in dusty places, and were not required to give a 
atarting torque of over 50 per cent. of full-load torque, single- 
phase would give most economical operation. 

This case, taken generally, would not lend itself favour- 

ably to single-phase working, as its chief pointsa—simplicity 
in distribution, great flexibility, and absence of out-of- 
balance loads—would hardly need to be considered, as they 
would on a mixed system of lighting and power, with varied 
irregular demands, such as obtains in supply undertakings. 
D.C. working, in the writer's opinion, occupies a second and 
third place in the above cases respectively. — 
These can and must be judged on their merite, with consider- 
ation to requirements, class of labour available, and other 
local conditions that may affect the case. With, say, a fairly 
modern single-phase generating plant existing, single-phase 
working should be adopted. 

Single-phase induction motors compare favourably with D.c. 
or three-phase motors in reversing, and can be obtained giving 
50 per cent. fall-load torque at starting, with 150 per cent. 
full-load current. "This torque is sufficient for the operation 
of fans, blowers and centrifugal pumps, provided the latter 
are not working submerged. This class of motor has, in 
the writer's experience, been used for such severe work as 
punching and shearing for & number of years, equalling in 
performance either р.с. or three-phase motors. 

Where high starting torques are necessary, recourse must 
be had to the commutator induction type of motor, and, as 
already mentioned, this motor will deal with starting torque 
up to 400 per cent. of the normal. The maintenance and 


renewal of brushes is practically nil, as these are subject to 


misuse only during the period of starting ; but such motors 


-are not suitable for very dirty or dusty situations. 


A. 0. Buckingham. 


Some Business Anomalies. 
Among the many diverse items which go to the formation 


of the ordinary technical journal, none i8 more interesting 


to the layman who cannot enter into the fearsome intricacies 
of a long-drawn out academic discussion upon this or that 
theory, than the pages devoted to “Contracts Open and 

Closed." | 


A regular, even although somewhat cursory, examination 
of the contents of these pages will reveal to the searcher 
after truth, one or two problems of more importance to any 
firm than the existence or non-existence of a certain factor 
in an imaginary equation. One or two of these the writer begs 
to submit to the consideration of kindred spirite, in the hope 


. that some one wiser than he will be able to unravel the 


mysteries here pointed out. E g 

One often sees in the lists of tendering firms the names 
of firms quoting for material which they do not make, and 
such firms not infrequently are favoured with the magic 
word accepted tacked on in the usual place. Such firms 
are not always merely ** merchants,” so this does not explain 
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their quoting, and their only title to being able to quote 
seems to be that they are something electrical.“ Nor, as 
might be supposed with reason, is the material which they 
propose to supply always foreign. Неге is a case in point. 
A large undertaking invite tenders for various supplies, and 
two firms (A and B) are in the running when tenders are 
opened. A is a well-known firm of undeniable repute and 
standing, апа they can supply the material direct from their 
own works. B, on the other hand, cannot make this 
material. Their offer, however, is a little lower; they are 
asked to give a guarantee that the stuff shall be British 
made, and doing so they obtain the order. It is not clear 
how this can be done, but that it is done regularly is beyond 
doubt. 

Another matter which more directly concerns the con- 
sumer is also of a somewhat similar nature, and can algo be 
best illustrated by example. А colliery manager, say, 
requires some electrical goods for his installation, and orders 
them from .a local firm of contractors. The contractors ask 
a general electrical manufacturing firm to supply the 
material, but this firm does not make it. In their turn 
they have to order the goods from the maker, who specialises 
in sach. Four ies in one transaction. The goods go 
direct under plain label to the consumer from the works 
where they are made. How do all three make a profit, and 
what about the consumer's buying ability? Of what use 
are the technical journals to such a buyer ? 

The above instances are examples of cases which occur 
often enough, and the questions suggested in both cases 
seriously affect equally the manufacturer and consumer. 


G. 


Protection in Natal, 


It is most satisfactory to me to note the strong lead you 
are giving to Free Traders, not only in England, but in the 
more distant parte of our Empire, where your journal is 
extensively perused. 

In this particular portion of it we are experiencing the 
way in which Protection defeats its own ends by increasing 
the cost of living and of production to such a degree that 
duties have to be continually raised, not only with a view to 
establish new industrie& but to keep alive those which are 
already precariously struggling. 


I think that an impartial report, following an examination 


into the effects of Protection in Natal, would be a most 
convincing document to those whose aim is the common 
good. Can every Protectionist lay his hand on his heart 
and swear that he can lay claim to be included in this 
category? I believe that the ELECTRICAL REVIEW does 
not subordinate the interests of our beloved country to those 
of even the electrical engineering profession, and that is why 
Y b be likely to flourish wherever an Englishman makes 
is home. 


J. R. 
Durban, Natal, Orfober 2214, 1909. 


Protection of Tramway Trolley Standards. 


I have been interested in seeing in your journal a copy 
of the Board of Trade’s circular letter with regard to the 
better protection of tramway trolley standards. 

I have been endeavouring to reason out how the sugges- 
tions contained in their letter would have prevented the 
recent death to a man travelling on the top deck of one of 
the cars on the Wolverhampton and District Tramways. 
His body and feet were making direct connection between 
the earthed handrailing and the live trolley standard, and 
he was found by the conductor in this position, dead. 

If the magnetic blow-out fuse had been in use, the 
standard would have been connected to earth, and therefore 
at earth potential, previous to the leakage occurring ; but 
immediately the latter happens, the earth is removed and it 
becomes dangerous. Such a device seems, therefore, to 
remove the safety earthing just at a time when it is required 
for protection of life. 

The man who was killed would, therefore, have received 
the shock just the same, and he would be under its influence 
until the conductor had heard the signal and had time to 
pull the trolley from the wire. If the car was a full one, 


with possibly passengers in the gangways or on the platform, 
and the conductor was engaged in issuing fares, it is quite 
conceivable that an appreciable period of time would elapse 
before he could get to hie trolley rope. This interval, during 
which the passenger is subjected to the shock, might easily 
be sufficient to cause death or serious injury. 

It is also suggested that, until better provision is made for 
the protection of trolley standards, the ruby lampe at present 
in use should be bridged with a suitable fuse. I cannot 
quite see where any advantage would be gained, as, in the 
event of the trolley standard becoming alive, the fuse would 
blow, and the car attendanta would be dependent upon the 
ruby lamps for any warning of danger, in exactly the same 
way as they are at present. 

It would seem that the only really safe method to adopt 
is to follow the first recommendation of the Board of Trade— 
e.g., To electrically connect the trolley standard to the 
wheels of the car in such a manner as (о prevent the 
possibility of the standard becoming electrically charged.” 

From the present circular letter of the Board of Trade, it 
would seem desirable to combine this method with an andible 
signal, so that the attendants may know which car is 
earthing the system. г 

Inquirer. 


A Question on Load Faetor. 


It will make matters quite clear to Ratio” if he will 
look upon the battery as a device for securing economy, just 
as he would an economiser or condenser. After all, is not 
fuel saving one of the principal functions of a battery ? 
It enables generating seta to be shut down when they would 
otherwise be running at so small a load as to be inefficient. 
Of course the battery may also (and in this case no doubt 
does) save labour by reducing the number of shifte; and it 
may also render less generating plant necessary by helping 
to take the peaks. There is, however, I contend, no reason 
to treat the battery as anything else than a piece of appa- 
ratus for the more economical running of a station. A 
mechanical stoker saves labour, though not by saving a shift, 
and the saving in capital cost has its counte in the 
condenser, the absence of which would, in theory at any rate 
increase the capital expenditure on boilers. T 


Voltages for Country House Installations. 


In reply to the remarks of Mr. P. W. Doell, I think 
there are three voltages desirable for ordinary purposes in 
small town or village lighting, and the system which will 
provide all of them is the best possible. 

For motore, 500 volts is now becoming a standard, and it 
ig, perhaps, as good as any other. For arc lamps, 80 volta, or 
thereabonts, will give the best results; and for incandescent 
lighting, 25 volts is, in my opinion, the best possible. 

This, of course, may be varied; I would go much lower 


for small houses, and others would go higher for large ones. 


I would not mind going to 80 volts if I had to deal with 
both arc and incandescent lampe run from the game supply ; 
but to find any voltage which will give satisfactory resulta 
with metallic lamps and motors is, in my opinion, impossible, 
and they must be kept separate. 

As regards arc lamps in series—this is & point which is 
important—there are several instances quite near here, 
where single lamps have been fixed, and nearly as many 
where they have been taken down again. 

They were not used to light shope, or goods for sale, 
but as advertisements only; one was over & public-house 
door, another was over a pawnshop. It is by no means а 
pleasant job to explain that one lamp alone is wasteful, and 
that two or three will not take more current than one. 

An average man is not favourably impressed by ifs and 
buts, and would prefer to have the thing he asks for to 
any explanations by electricians who, for anything he knows, 
are not playing the game fairly. Gas men can do these 
things—they do not need to fix two or three lights to get 
economical results—and neither should we. 

] believe that it would pay many of the supply com- 
panies to return at once to low voltage. 

I believe my own scheme will meet all the requirements 
which have to be met now, supplying the voltage most suit 
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able for the different requirements. I am sorry I am not 
quite ready to explain it fully, but I may say that for the 
instance Mr. Doell gives—800 lamps—requiring under 
present conditions, 512 amperes, I would not use any larger 
cable than 7/16, nor have any heavier current than 25 
amperes. 

I intend to ask the editors shortly to send someone to see 
what I am trying to do, and to publish an account of it if 
they think it is sufficiently interesting for them to do so. 

very week they publish accounts of lighting orders being 
revoked, always on account of the coat being too great for 
the revenue likely to be obtained if carried out. 

If this coat could be reduced 50 per cent., and if the 
running costs could be reduced another 50'per cent., things 
might be altogether different. 


| J. Jackson. 
London, N.W., November 28rd, 1909. 


I think we are most of us agreed on the following :— 

Advantages of & 25-volt circuit :— 

1. Wires of a very low grade of insulation can be used, 
such as 300-megohm, this would cheapen the otherwise 
increased coat of copper, provided rans not long. 

2. The low pressure of such an installation lends itself 
admirably to the employment of the various cheap-wiring ” 
systems now on the market. 

3. Low candle-powers (down to 4-с.р. tungsten and 5-c.P. 
tantalum) can be sucoessfully used in candle-fittings, night- 
lights, and corridors. 

1. Greater efficiency and cheapness of lampe. 

Disadvantages :— 

1. Extremely difficult to obtain fans, small motors, or 
heating apparatus ; and even if obtainable, they would take 
excessive currents. 

2. Large drop over long runs; the 25-volt circuit is not 
advisable for straggling houses, churches and warehouses. 

8. No arcsor lamps of higher candle-power than 32, can 
be obtained. 

Of course, circumstances (such as the compactness of the 
building) alter cases, but to save complication, I would 
strongly advise two standard voltages for country-house work, 
25 volts up to 150 lamps, and 110 volta beyond; 110 volta 
should be standard for churches and warehouses, where runs 
are long, and power or high candle-power lamps are required ; 
110 volte has been standard for so many years, that it is easy 
to obtain arcs, motors or heating apparatus. I know no 
reasons for adopting 65 volte ; it has none of the advantages 
of the 25-volt supply, with most of the disadvantages of the 
110-volt, во far as regards fire-risk, low С.р. lamps, &c. 
With regard to cheap wiring methods for 25 volta, in two 
installations recently erected in a small church and house 
Glaslough, Co. Monaghan, Ireland— 3,20 8.w.c. and 3/22 
8. w. g. lead-covered 400-megohm wire was found to be highly 
successful using, of course, continuity fixtures. All lamps 
were of the tungsten type, except portable standards, where 
tantalums were used, being less fragile. 

I would add that the lead-covered wire was attached to the 
wainscot, and painted to match—excepting in sitting rooms, 
where it was buried in the plaster. As to 4, 8 or 16-volt 
circuits, they are in the nature of toy installations, and could 
scarcely be employed for more than a dozen lamps. 


Seymour Leslie. 
London, W. 


[Our correspondents show & tendency to digress from 
country-house lighting to warehouses, pawn-shops, &c. ; the 
subject proper is of considerable interest, and is essentially 
distinct from any question connected with electricity supply 
from public mains.—Eps. E. R.] 


Electric Lighting for Villages. 


Your article in the Revrew of October 1st, on engineers 
* At Home and Abroad," has suggested to me the advisa- 
bility of submitting to you or to your readers a problem 
which I have been considering lately. 

You have described and illustrated in the REVIEW a great 
many large electrical schemes and plants for power supply, 
lighting, and other purposes, but one looks in vain for any 
particulars of small plants for lighting and power such as 


would be suitable for the lighting of small towns and villages, 
especially for vitlages in these colonies where the conditions 
are considerably different from those of home villages. 

To explain the problem I pnt, I shall give the particulars 
of a proposal which has been under consideration here, and 
which is to some extent typical of several other cases. 

A village of, say, 60 to 70 houses, compactly situated on 
an approximately square area. | 

Water-power available near опе side, the distance from 
the power station round the village and back to the station 
making a circuit of about 8,000 ft. 

Two methods of carrying out the lighting of this place 
have been suggested, one proposal is to use direct-current 
dynamo, charging, say, 15 seta of accumulators in series ; 
each accumulator set supplying a small group of three or 
four houses, and having a maximum outpat of, say, 500 or 
600 watts. 

The other proposal is to use an alternating dynamo with 
transformers similarly arranged to supply the small groupe 
of houses. 

In either case the most efficient metallic-filament lamps 


would be used, arranged for, say, 25 volta. 


There would be advantages and disadvantages in ‘each 
case, and the problem is to find which has the outweighing 
advantages. : 

I would point out that, to suit the conditions here, the 
first cost must be as low as possible, and therefore everything 
should be arranged of the plainest and simplest kind con- 
sistent with due efficiency; and that a strong point in 
favoür of the accumulator system, for a small plant of the 
kind proposed, would be the saving of an attendant at; night, 
the cost of whom would be a high proportionate item in a 
small plant. 

A result distinctly in favour of either system will ease 
the path of 


October 20th, 1909. 


[Various village installations have been described in 
recent years in our columns ;. apparently our correspondent 
has overlooked them.—Ebs. E. R.] 


An Engineer Abroad. 


The “ Steady Job.” 


Referring to the article which appeared in your journal last 
week under the initials A. P. C. sub-titled A Minor 
Philosophy," I would like to say I have seldom seen a sillier 
sham printed in any journal. A much more suitable title 
to my mind would have been A Pseudo-Philosophy." The 
whole article teems with illogicalities and misstatements. 

It is apparent that the.argument of the survival of the 
fittest cannot and never could apply to our present business 
system until it is so drastically altered that equality of oppor- 
tunity i8 given to every individual. But your contributor 
openly advocates the former principle, assuming that the 
best men will come to the top, regardless of the fact that the 
best men in many cases may have started so handicapped that 
it is next to impossible to rise at all. His remark if a man 
does not personally gain by any deed of his own he will not 
take the trouble to do it,” is a downright slander on all the 

test writers, inventors and artists of all time. It is often 
truer that the inventor receives meagre advantage from his 
inventions, and long after he has ceased to receive any 
interest whatever from them they continue to swell the 
fortunes of shareholders who, whatever else they possess, 
never had a spark of inventive genius. How does your 
contributor account for the fact that such great inventors 
as Edison, long after they have accumulated more money 
than they could ever spend, continue to invent ? 

Again, his remark аб “ the wonderful advance of the 
United States people . . . . is due to the uncertainty of 
tenure of position," is of all bosh the most utter. A 
country gifted with natural resources aud opportunities such 
as no other country is, increases its trade and rises to bea 
great nation, and he explains it with a piece of flabby 
philosophy about uncertainty of tenure. Rather would it 
be cause for wonder if such a nation did not advance with 
advantages such as this particular nation has. 

It is quite clear from his next point that he thinks we 
should imitate the example of the American. Не says: 
„The American has been brought to learn that specialisa- 
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tion is valueless . . . . therefore he becomes self-reliant 
and afraid to tackle nothing." Yes, I kdow such. You 
can see them every day in England, America and everywhere 
else; they are mostly semi-engineer-travellers, who, when 
they meet something of which they know less than nothing, 
shut up and try to look intelligent. Such people usually 
end by getting themselves and their firms into such a mess 
that it takes the quiet calculating man to unravel them. 

I contend, and challenge your contributor to prove other- 
wise on any moral grounds, that when a man has reached 
middle age, has a wife and the privilege of moulding and 
forming the minds of his children, that it is not right or 
even necessary he should dash about with hare-brained 
Bchemes for worsting his business rival. What your con- 
tributor calis the survival of the fittest means the survival 
of the unscrupulous. 

He asks “ Why is France a decadent nation ?" and then 
proceeds to answer himself by explaining it is entirely due 
to the French mothers having a longing for permanent 
positions for their offepring. This is almost langhable. He 
contends that a nation loses ita stamina and becomes 
decadent because its people have succeeded in “ palling 
together ” instead of turning the country into a bear garden 
of conflicting small-souled business fiends, each with a great 
idea of his own powers and determination to worst everyone 
who comes in his way. 

Again, supermen are not prodaced by industrial com- 
petition, and they ‘never have been, but by intellectual 
competition, and the two are as far apart as the poles. 

As I have said, when a man has reached middle age, it is 
his time to enjoy, as far as he can, what is left of his life. 
What is the earth for? To turn into & great murky 
industrial battlefield with ineffaceable signs all around of the 
crushed out and the maimed to nauseate and embitter those 
on top? Or is it not rather for the use and enjoyment of all 
ita inhabitants? Are the great inventions, electricity and 
others, here simply to be exploited for the profit of one or 
two shareholders, or to make the Jot of man easier ? 

Is the world as & whole better because some of its 
inhabitants, with a preponderance of brain power, think it 
good to fight and shriek and scramble in their efforts, usually 
to pile up profit for someone else? I can name a host of 
world's greatest engineers, artists and inventors who have 
died poor, whose genius was, in some cases, only recognised 
after their death, who would undoubtedly have been 
crushed out in the struggle your contributor eulogises—men 
whose names and works will live long after the lást sweater- 
hustler's name has ceased to be remembered. 

A. C. Circuit. 


A Correction. 


Your report in last week’s issue of the REVIEW will cause 
our friends and ourselves needless pain and loss, and although 
we do not propose to discuss in your technical paper the 
details of a sordid trade dispute, we trust you will allow us 
to state two facta. 

1. We were not able to instruct or appear to answer the 
claim, owing to enforced absence caused by serious illness. 

>. The statements made by a Mr. Truman—a person 
whom we do not know that we have ever met—had really 
nothing to do with the issue which had to be tried, and are 
wholly untrue, having no foundation whatever in fact. 


J. Е. Wakelin & Co. 


Institation Proceedings. 


We shall all owe you a debt of gratitude if, by taking up 
this matter as you have, you can bring to an end the present 
practice of authors reading their papers in full at the Institu- 
tion meetinga. 

Too often have we had to sit patiently in a crowded 
chamber, whilst the author has, I was about to say, gabbled 
through his paper in a tone which would seem to betoken a 
total lack of interest in its matter, and a desire only to get 
to the end of it. 

After an hour or more of this when most people are already 
somewhat bored of the proceedings and anxious to escape, 
we are allowed a few minutes only for the only really interest- 
ing part of the proceedings, viz., the discussion. 


What is the result? At the most, a very few members 
can take part in it, and those others who might wish to offer 
or obtain information on the snbject under discussion must 
do so afterwards, informally over a cup of coffee. 

Surely this is not the way to make the proceedings of the 
Institution interesting or instructive ? 

It is high time that the old system was done away with 
and reforms instituted on the lines suggested in your leading 
article. 


Electricity Works, Twickenham, 
November 19th, 1909. 


М. Farrer. 


Your leading article advocating that printed papers should 
be sent in advance to every member, and that discussion 
should proceed without wasting time in reading a technical 
paper to the meeting, will be heartily endorsed by everyone 
who desires that engineering societies should be really usefal. 

I would like to make another practical suggestion, viz., 
that those members who cannot express their views without 
recourse to formule and diagrams should send their views in 
writing “for interment in the Society's Journal,” and so 
leave the discussion open for those who can put their spoken 
views into plain English. 

Practising engineers who want mathematical instruction 
can attend classes, or consult text-books ; but they do not 
want discussion obscured by masses of figures and formule, 
hastily written up on a distant blackboard. : 

Scratator. 


PROCEEDINGS OF INSTITUTIONS. 


The Electric Ignition of Internal Combustion Engines. 
By Joun W. Wann, A.M. I. E. E. 


(Abstract of paper read before the InstituTION oF ELECTRICAL 
EmNGiwEEBS, Manchester, November, 2nd, 1909) 


Im whatever form it is applied, electric ignition is a notable 
advance on what previously existed. It provides absolute im- 
muníty against fite, the spark is well suited to the explosive 
mixture, and charges whivh are so weak as to give i 

impulses with the hot tube, can be fired with absolute certainty. 
Farther, an increased efficiency is obtained by being able to fire 


Fra. 1. 


the charge at the moment of maximum comprestion, it admits of 
automatic timing and consumption of current and the use of higher 
compressions. | 
^ The electrical ignition of all modern automobiles is produced 
from either a primary or a secondary current. The primary current 
is, of course, & low-tension one, and the devices can be nsed 
may be tabulated as follows : — 

1. Accumulator. 2. Accumulator and series coil. 3. Magneto. 

The hot-wire system, which is named “ Catalytic Ignition,” has 
never been put iato commercial operation. 

The accamulator alone with a pressure of 4 to 6 volts appears to 
bs one of the very earliest devices, but owing to the large current 
taken on short circuit, the igaition points wers quickly estroyed 
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and the high temperature of the points set up by the e current 
frequently caused premature ignition, id "x 

Later the accumulator and series coil was introduced, the 
presence of self-inductance or extra current making its appearance 
asa bright hot spark at the tappet points at the moment of break- 
ing circuit. 

The low-tension magneto driven from the cam shaft was rapidly 
brought forward, perhap: on account of the necessary recharging of 
acoumulators and their other attendant evils. 

Contrary to the high-tension system, all low-tension ignition has 
to be operated with mechanical make and break tappets from the 
cam shaft. The gear shown in fig. 1 is representative in principle 
of those used by leading builders and is attached vertically to the 


sides of the cylinder. The fixed insulated plag is shown at a. 
The tappet в is also fitted into the plate to rotate through a small 
arc, both a and B projecting into the combustion chamber. With 


the striker rod c in the normal position, the spring в keeps the 
contscts apart internally. Shortly before ignition takes place the 
cam raises the rod c through an intermediate pusber rod, and 
allows the spring D to bring the internal contacts together. A step 
in the cam then passes the foot of the pusher rod, and allows rod c 
to fall quickly, due to the influence of spring к. The momentary 
making of the circuit is at once followed by & quick break, thus 
producing a spark at 4 and в. Provision is made for retarding or 
advancing ignition when desired, the operation being controlled 
from the steering pillar. 

In order to dispense with complicated mechanical striking gear 
and tappets, magnetic plugs or electrical tappets are used. The 
plug and d of connections is shown in fig. 2. А section of 
the plug is shown in fig. 8. The current is generated in the two 
windings of the revolving armature from the permanent field, and 
attains a maximum voltage twice during each revolution, the two 
maximums being 180^ apart and producing two sparks per revolu- 
tion. The armature is driven at crankshaft speed. In the diagram 
of connections the dotted lines represent the circuit completed by 
the car frame. On the right-hand side of the armature is shown 
the contact breaker through which the auxiliary winding is 
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periodically short-circuited just previous to the current attaining 
its maximum. Atthe moment of short circuit a sufficient current 
in the main winding to attract the plug interrupter is not produced. 
However, when sparking is to take place within the compression 
space of the cylinder, the platinum points of the contact breaker 
are severed, the current in the main winding being suddenly rein- 
forced by the extra carrent of the auxiliary winding. Thus a 
erful current flows through the coil of the magnetic plug by 
way of the distributor, vigorously attracting the armature interrupter 
of the plug and effecting a quick breaking of the contacts. This in 
turn produces a powerful and very hot spark in the same way as the 
mechanical tappets. The variation in timing is effected by rotating 
the lever embracing the make and break contacts shown on the 
right-hand side of the drawing, directly below the distributor. By 
thís means the interruption and the spark are produced earlier or 
later. For a four-cylinder engine the rotation of the lever is about 50° 
on the c aft. The engine is stopped by short-circuiting the 
armature to the frame through a single-pole switch. 
There is just one other low-tension magneto igniter that is used 
chiefly with single-cylinder engines. The current is produced by 


an oscillating motion of the armature, which is moved out of its 
position of rest through an angle of 30°, a thumb on the cam shaft 

i the trip lever on the armature shaft. The horizontal 

bring the armature into its normal position. The whole 
avrangement is shown in fig. 4, including the striking rod, which 
operates the mechanical tappets. The tappets break circuit when 
the armature has passed a few degrees beyond its normal position. 
The length of the spark depends largely on the swiftness of the 
movement of the armature. The variation of ignition is 
obtained from a device on the cam shaft, so that the releasing of 
the trip lever takes place early or late as required. 

In comparison with the high-tension system the low-tension 
ignition is not so popular. The objections are: wear of the tappet 
points and the moving parts within the combustion chamber, wear 
and tear of striking gear whilst operating at high speeds, and 
constant need of adjustment, which in many cases can only be 
perfectly carried out by experta. 

The high-tension ignition does not require any of the gear 
mentioned above, the apparatus used being of such a character as to 
produce a flaming jump spark between the electrodes of the plug 
screwed in the combustion chamber. The means used for producing 
the high-tension spark are:— 

1. Battery and induction coil; 2. Magneto and induction coil ; 
3. High-tension magneto. 

The battery and coil ignition is well known. With the modern 
ignition accumulators we have compactness and fairly large capa- 
cities. The celluloid case enables one to see the condition of the 
plates at any time, and especially during the progress of charging. 
On the other hand, acid spray and bad joints between the celluloid 
and the lead terminals have brought them into great disfavour with 
a large namber of motorists, the acid playing havoc with every- 
thing that comes in its way. Then we have the question of re- 
charging. But it is doubtful if the accamulator is so black as it is 


painted. 

The primary dry battery has come into great favour lately, and 
there is no doubt it is being used with satisfactory results. The 
multiple cell giving an . 1. . of 6 volts is with a variable 
resistance connected in series with the primary of the induction 
coil and the battery, so that the pressure can be reduced to about 
4 volte. When the battery has been used for some time, the B. M. v. 
falis off; this can be detected by misfiring, and instantly restored 
by cutting out a small section of the resistance. 

Some dry-battery makers recommend multiple-series connections 
for heavy ignition service on automobiles. The objection to this 
system of connection will be the weight and accommodation. 
The author has now used dry batteries for ignition for a con- 
siderable time, with most encouraging results. 

Induction coils may be divided into two classes, the plain 
with primary and secondary winding and condenser, and the 
trembler type—the same fitted with an external high-speed 
trembler. Apart from the fact that a multi-cylinder engine cannot 
be started on the switch with a plain coil, the timing seems to be 
more exact with a given piston position. A plain coil may be uu- 
intentionally left in circuit if the main switch is left closed, which 
is liable to burn out the coil and exhaust the battery. The trem- 
bler coil gives warning when left in circuit. 

The best results are obtained when the self-induction of the 
primary and the capacity of the condenser are balanced, producing 
resonance. The larger the current passed through the primary 
(which can be produced by over-screwing the contacts) the greater 
should be the capacity of the condenser. On the other hand, the 
gradual burning away of the platinum reduces the current in the 

rimary and produces unbalanced effects with the condenser. 

herefore, the desirability of an adjustable condenser seems speared 
demonstrated. If the condenser is too small the secondary spar 
is short and feeble, with incurable sparking at the platinum. If 
the condenser is too large, the spark is short and fat. 

There should be no practical difficulties in the way of turning 
out every coil perfectly bslanced, but until there are better means 
provided to adjust the contact screw, excessive реч of the 
platinum points is bound to take place when handled in ignorance. 

The adjustment of a trembler blade apparently requires very great 
care. When the author was testing a coil some time ago, the am- 
meter connected in the primary showed that a current of from 1:5 


^to 6 amperes could be drawn from the 4-volt battery by altering the 


contact screw, and on closed circuit 15 amperes was indicated. In 
this instance, how could the motorist say which was the correct cur- 
rent? Both 1:5 and 6 amperes produced sparks that appeared 
to have equal inflammation capacities. Inexperienced persons 
adjust their trembler blades by the note that is produced from the 
rapid vibrations of the armature, a high, shrill note being con- 
sidered the best. The suthor has proved that a moving-coil 
ammeter in the primary of the coil is the only guide, as regards the 
most effective spark and economical current consumption. The 
more pressure put on the blade by the screw, the nearer the contacts 
approach short circuit. | 

A very light fuse would be a useful addition in the event of the 
contact screw being lowered too far. This would indicate the 
presence of too large a current in the primary winding. 

After being in use forsome time the platinum appears to leave 
the positive contact and builds up on the negative. A reversing 
switch would tend to keep the contacts level and do away with the 
filing of an expensive metal. Of the many faults in connection 
with ignition coils, internally punctured insulation of the windings 
and condensers makes up a large percentage. The author is of 
opinion that a permanently fixed spark-gap would prevent a 
number of troubles, as the coil is very often operated with the 


. secondary on open circuit by inexperienced persons when 


endeavouring to locate the causes of misfiring. A good type of 
trembler is shown in fig. 5. 
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In either type of coil it is of the utmost importance to have an 
iron wire core that will admit of rapid changes of the magnetic 
flux. Lagging magnetic effects seriously hamper the period of 
inflammation. For instance, when the engine is ranning slowly it 
is possible to get correct ignition at the right position of the piston, 
bat when running at high speeds ignition does not take place when 
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expected, evidently due to the time taken to magnetise and demag- 
netise the core of the coil. With an engine running они practi- 
iston starts on 


cally full impulse, ignition should occur just as the 
the expansion stroke. Without considering any difference in com- 
pression pressure, and supposing the period of inflammation is 14 
of a second and the engine speed is 600 в.р.м., then 120 ый 


= 30°, or ignition should take place when the crank has still 30° 
to turn, t.¢., —уу of a revolution or 30° in advance of the dead 
centre of the piston. From this it is evident that after running at 
high speeds on the level with the spark correctly advanced, better 
results will be obtained when mounting a gradient in high gear by 
retarding the spark because the engine speed is lower. 

We now come to the question of distributing the high-tension 
current in multicylinder engines. With the single cylinder this is 
effectively carried out by rupturing the primary current with a 
simple make and break contact on the half-time shaft. A common 
method is to provide a low-tension rotary wiped roller contact with 
as many points of rupture as there are cylinders. This type is 
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shown by fig.6 and makes and breaks circuit at the correct period 
in the primary circuit of the coils. The high-tension leads from 
the trembler coils go direct to the plugs. Levers and connecting 
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rods rotate the fixed contacts through a given arc so as to produce 
early or late ignition. 

Another system consists of a combined low-tension contact maker 
and high-tension distributor, both being exactly synchronised and 
timed with the piston. Only one trembler coil is used. 

A high-tension battery system can be operated without trembler 
coils. As most of the troubles arise from the tremblers, this 
method has a great advantage over the othors. A make and break 
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contact is fixed to the half-time shaft, and is capable of being 
moved to vary the timing. A single plain coil is used. 

The B spark deserves attention. The diagram, fig. 7, displays 
the general principle of the igniter. The high-tension current is 
connected to the plugs through the intervention of two condensers 
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with their outer coatings shorted through a leakage path or 
imperfect conductor, the object of which is to keep them always at 
the same potential, except at the instant of sudden discharge. No 
strain is thrown on the plug leads, they remaining at the same 
potential up to the last moment, when the two condensers are fall 
and overflow at 4. At this instant everything is liberated, and with 
great rapidity the condensersempty themeelves across a and round 
the completed circuit to the sparking plugs and ignite the mixture 
in the compression space. The high-frequency discharge is so violent 
that soot round the plug electrodes is flung away, also the spark 
will blase through water. An accumulator and induction coil with 
trembler blades furnishes the high-tension current for the con- 
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densers, and, contrary to usual practice, the secondary winding of 
the ooil is built up in sections. The coil only takes 0°75 ampere 
for a four-cylinder engine, which is a very small figure compared 
with other coils. Only one coil is used, the high-tension current 
being condacted to the cylinders by a high-tension distributor work- 
ing on the cam shaft. A spark, large in quantity, and thus more 
effective in inflammation capacity, free from liability to short circuit 
with dirty plugs, and rapid in application, is undoubtedly obtained. 
The idea is dae to Sir Oliver Ledge. 

Probably the most popular form of ignition is the one in which 
the high-tension current is generated in the winding of a rotating 
or stationary armature. The diagram of connections in fig. 8 
represents a high-tension magneto for a four-oylinder engine. 
Between the pole-shoes of the permanent magnets rotates a shuttle- 
wound armature on which are two windings, a primary and a 
secondary, the latter forming a direct continuation of the primary. 
The high-tension current is produced in the secon by short- 
circuiting and opening the primary circuit through the platinum · 
pointed contact breaker twice in each revolution. At the moment 
the circuit is broken the high-tension current is collected from the 
slip-ring by a carbon brush and taken to the distributor and plugs 
by the contact brush driven from the armature spindle. The 
armature is driven at crankshaft speed, so that when the winding is 
cutting maximum field its position must correspond toa definite 
position of the piston. 

Another type of high-tension magneto, fig. 9, is one in which 
the generation is based on the same principle as the well-known 
inductor alternator. The armature winding is stationary and 


Vol 65. No. 1,670, Novamazs 26, 1009] THE ELECTRICAL REVIEW. 


858 


mounted in the permanent field. A tubular soft-iron inductor 
envelope, having two slots ont in it, each representing a quarter of 
its circamference, revolves between the armature and the pole-shoes. 
By this means the current in the primary will attain its maximum 
when the inductor has rotated through an angle of 90° or four times 
per revolution. By rupturing the үш circuit during the 
effective periods, & current is induced in the secondary winding 
four times per revolution. As no slip-ring or collector is required, 
the high-tension current is conducted straight to the brush 
contact of the distributor disk. 

The spark from high-tension machines of this class is more intense 
tban that produced from ordinary induction coils. As an example, 
the coil k in one experiment was only justly sufficiently power- 
ful to ignite a mixture of petrol vapour air in the proportion of 
1 to 15, whereas the magneto spark was capable of igniting a 
mixture of 1 to 19. 

Some of the machines have a condenser connected across the 
make and break, but in all cases spark-gaps are provided. Ball 
bearings can be fitted if desired, which, needless to say, are infinitely 
better than the sleeve bearing. Wherever possible gear drive should 
be used—chain and sprocket wheels severely punish either type of 
bearing. 

Tae chief advantages of magneto ignition are: an inexhaustable 
source of current, the induced current is directly utilised, and the 
sparks have a higher temperature. The vital parts are not scattered 
in different parts of the car as is the case with the coil and accumu- 
lator ignition. With a spare magneto carried in the car the faulty 
one can be removed in a few minutes. On the other hand, it must 
be remembered that the magnets require reflashing periodically, 
bearings and platinum contacts require attention, a perpetual load 
is always on the engine, and the adjustment in the timing is not so 
flexible as with the coil. 

It is common practice to provide accumulator and coil ignition 
for starting the engine, afterwards throwing over to the magneto. 

A very ingenious device has just been introduced for starting. 
The principle is based on the temporary use of the primary and 
secondary winding of the high-tension magneto armature as ап 
induction coil. Current from a dry battery furnishes the current 
which is conducted by suitable switchgear to the armature primary 
winding. If the engine has to be started after it has not been 
working for a few days, a turn of the handle is required to rupture 
the dry battery current in the primary winding, but if a charge is 
left in one of the cylinders previous to running, the preseing of a 
button switch will start the engine whilst the driver is seated. 
The author is of opinion that energising the armature in this way 
will in time reduce the field strength of the permanent magnets. 


DISCUSSION. 


Мв. J. G. WarLTHEW said that for motor-cars the low-tension 
system had very many advantages, but for the stationary engine 
the high-tension system was undoubtedly the best, except in the 
csse of single-cylinder engines. Excessive wear on the sparking 
points was generally due to anequal or bad setting of the con- 
tact maker and breaker. The spark in the ignition box should not 
be more than about 44 in. at the outside in the low-tension system. 
It was possible to fail to get a spark from the low-tension plug, 
simply because the small moving contact-maker had a fine coating 
of dust or dirt, which arrested the electric connection. The trouble 
with the accumulators was the only weak spot inthe high-tension 
system. He had found that the current necessary with & 6-volt 
primary circuit varied from about 2 to 34 amperes, when the 
trembler blade was working practically the whole time. 

Мв. Евгтн said that he did not think that motorists would 
consent to a fuse in the battery circuit of their cars, with the 
possibility of the fuse blowing. He did not think it was right in 
theory to employ only one coil to ignite a multi-cylinder high- 
speed engine, as the electromagnetic conditions of the coil could 
hardly be expected to follow the changes required at sufficient 
speed. The question of simultaneously firing the charge at more 
than one point in the cylinder by means of two plugs in series, 
worked from the same coil or magneto, was engaging the attention 
of motorists; could the author say if this was worth the extra 
complication of double-pole plugs, &c., which it involved? And 
in the simple accumulator and coil system, did it matter at all how 
long the stream of sparks was allowed to flow after the explosion 
had actually started ? 


Mn. R. B. Sracxn said that the corrosion of the terminals of 


accumulators could be stopped with a vaseline cup. Most of the 
troubles of accumulators were due to under-charging and over- 
discharging, &c., especially over-discharging. As far as motor-cars 
were concerned, there was one thing in favour of the accumulator ; 
if the battery ran down they could probably by walking a few 
miles obtain another one. A spare magneto was valued at some- 
thing like £10 to £20, whereas a spare battery cost about £2. A 
system in use for large gas engine work with a voltage from 60 to 
100 was practically the same as the low-tension system on a car. It 
had & mechanical tappet, but this was operated by a solenoid. There 
were slip-rings on the cam shaft, and as each contact piece made 
contact with the brush, it closed the circuit, which at the same 
time closed the solenoid, and also closed the circuit through the 
tappet, the tappet in its normal position being closed, so that the 
effect of the solenoid was to open the tappet and shut it again. The 
. tappet itself was of cast-iron, and it did not seem to have given any 

trouble from wear. Several] makers of Continental gas engines 
used that system. One of two of them had had experience with 
the Lodge ignition, and in one casethat had been adopted in 
preference to the other, and had been found to be very satis- 
factory. One did not alter the timing to alter the speed of the 
engine, but according to the value of the mixture, 


/ 


Ма. J. M. ATKINSON said, with regard to large gas-engine work, 
one of the great faults with the low-tension system was tbat one 
could not get the surfaces of the plug and the contact to exactly 
line with each other. They would wear to a ridge, giving uneven 
firing in the cylinder. They arranged to time the ignition for 
both ends at once, but at one end there might be more wear 
than at the other. The consequence was that the plugs had 
to be taken out and filed down. The Lodge system had been used by 
Messrs. Ehrhardt & Sehmer. Magneto ignition worked very well, 
e he thought that high-tension ignition was the one that had come 

stay. 

Мв. Сох said not only the battery but the coils had weak spots. 
It certainly was an advantage to have а gap on the outside, especi- 
ally in multiple cylinder engines; it gave them a chance of 
actually seeing if there was a plug mis-firing due to any external 
cause. | 


Мв. BTELLING said the author had not emphasised the relative 
merits of the oscillating and the rotating shuttle in magnetos. 
Personally, he was in favour ofthe oscillating shuttle combined 
with what the author described as an inductor envelope. The 
great advantage of this envelope when combined with the oscil- 
lating system was that there was a very small moving mass, and in 
consequence there was slight mechanics] reaction, whereas with an 
ordinary wound shuttle oscillating, they were apt to get un- 
necessary vibrations and broken wires. Another advantage was 
that they were able to get very accurate timing with the former, 
and by adjusting the tappet, they were always able to take the 
current at the top of the wave. 

Мв. H. J. Солтиѕ said, referring to the practice of placing the 
high-tension winding over the armature winding, it was question- 
able whether this really was the best place in which to fix the 
secondary winding. T'he difficulties of sound insulation were often 
considerable, in spite of the limitation of the voltage-rise due to the 
provision of a protective spark-gap. Iu some few makes it had 
been the practice to place the transforming element over the arma- 
ture box underneath the arch of the magnets; this disposition 
appeared to be a better one for providing effective insulation and 
reducing the risk of breakdown. With really good coils and a suit- 
able auto-trembler common to them all, little difficulty should be 
experienced in running with a current of 3 ampere, and with such a 


small current there would be very little trouble from pitting 


contacts. 


Мв. Wass, in reply, said he would always prefer high-tension 
ignition for motor-cars and for stationary engines. The ordinary 
gas engine driver and the modern chauffeur could not 


usually diagnose а sickly accumulator, or even recom- 


. mend a cure, and this was one of the reasons why the dry 


cell should be encouraged. He advised the use of the dry cell 
for an ordinary make-and-break contact and the plain coil, but 
with a trembler coil the cell was subjected to heavy duty, and was 
quickly exhausted. A reliable cell could now be obtained with 
high capacity and reasonable weight. A perfectly balanced coil 
should not take more than 75 ampere with an B. M. . of 4 volte. 
Reflashing the magnete was synonymous to remagnetising the per- 
menent magnets. This was more satisfactorily carried out by 
constracting a large electromagnet and stroking the poles 
of the permanent magnet on its face. Remagnetising 
would probably be required every three or four years. 
With regard to the type of contact, one that hed a 
combination of the wipe ard mäke-and-break was obtainable. 
To ascertain the correct positicn of the contact screw of the 
trembler blade, the ammeter should be connected up in circuit 
between one terminal of the two-way switch and the common bar 
of the coils, shown in fig.6. The application of the fuse was to be 
recommended for setting the trembler bladesonly. As to retarding 
the spark when climbing a gradient, if one timed the spark to occur 
when the piston waa just starting on the expansion stroke with the 
engine stationary, the position of the spark would not be the same 
when running at high speeds on the level; the timing was late, due 
to the lagging magnetic effects of the coil. Seeing that the engine 
speed was lower when mounting a gradient, it was better to retard 
the spark from the position used at high speed. He had tried the 
vaseline cup round the accumulator terminals, but the acid spray 
made a mess of them in spite of this precaution. The insulation of 
the secondary winding was subjected to an enormous electrical 
stress if the two ends of tbis winding were on open circuit, and the 
safety gap which he mentioned as an advantage, was analogous 
to the relief valve of the steam boiler. Oomparing magneto and 
coil ignition, the magneto was certainly more expensive in initial 
cost than the coil equipment, but the mechanism was more simple 
and compact, and the magneto was а more reliable article; there 
was no doubt that greater power was obtained from the magneto 
than the coil. The reason for this was that as the speed of the 
armature increased, the spark produced became larger and hotter, 
and combustion was commenced and progressed more rapidly. 


Institution of Electrical Engineers (Glasgow). 


AT the opening meeting of the Glasgow Section on November 
16th, Ма. E. Ө. Tipp, chairman, delivered his inaugural address, 
dealing with the progress of electrical science during the past 25 
years. Referring to the Glasgow electricity supply undertaking, 
be stated that the total capacity of the plant installed was 
39,780 H. P., with 16,926 customers, 837 public arc lamps, and 3,853 
motors, equalling 23,748 нер, He believed he was correct in 
stating that the existing stations were practically filled up. At the 
present time in Glasgow there were 1804 miles of tramway 
track, having a total of 13,000 н.р, in the generating plant, besides 
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auxiliary and exciter plante. Turning to the state of the manu- 
facturing business, Mr. Tidd thought that one of the chief 
features which had helped the manufacturers to arrive at the 
present state of perfection, was the introduction by mechanical 
engineers of electrical departments. This woke up the manu- 
facturers of electrical machinery to the fact that sound mechanical 
engineering was the foundation of all good electrical machinery. 
To-day the standardisation and perfection of design in electrical 
machinery was probably in advance of any other class of 
engineering. Electric wiring had probably been hampered by 
undue cutting of prices, more than any other industry, and they 
could only hope that repatable firms, who did thoroughly honest 
work, would survive the cutters, and by increased output and 
better methods, make the business more profitable to themselves, 
while not increasing the cost to the consumer. 


Institation of Electrical Engineers (Newcastle-upon-Tyne). 


THE subject chosen by Prof. H. Stroud, chairman of the Section, 
for his inaugural address on Monday last was Radio-telegraphy," 
with special reference to the new wireless installation at the Arm- 
strong College. The apparatus provided includes the spark and 
Poulsen arc sending systems, with means for varying the wave 
length over & wide rahge, and corresponding receiving apparatus 
for Marconi and Poulsen waves. The author stated that 
the new Telefunken "shock excitation” system, based on 
Wien's “quenched spark," 1906, had proved a great improvement 
on vhe ordinary spark method for the production of electric 
waves, In the latter, reaction took place. between the primary 
Spark circuit, as long as the spark lasted, and the secondary 
antenna circuit, this reaction resulting in the production of waves 
of two wave lengths. In the new Telefunken system, advantage 
was taken of the very large damping of a series of very short 
sparks. The primary oscillations were “quenched” by this damping 
after bat one or two swings, and the secondary circuit continued to 
oscillate in a single period, giving rise to an electric wave of 
definite wave length, An alternator having a frequency of the 
order of 1,000 per second was used to give, by means of a transformer, 
a very high number of discharges persecond. One of the principal 
advantages of this system was the musical tone produced in the 
telephone at the receiving end; this was distinctive of the station 
transmitting, and very different from the noise of atmospheric 
disturbances. 

In the Lepel system, a very short cooled spark between two 
flat metal plates, Jin. in diameter, was used. These plates were 
separated by paper except at the centre, and the supply voltage wa: 
400-500 volts. The receiver in this system contained two tuned 
circaits, the aerial and the intermediate, and an aperiodic circuit 
in which was the detector, of the thermo-electric type. 

The problem of directive wireless telegraphy had made con- 
siderable advance towards solution by the experiments of Bellini 
and Tosi, who bad constructed a complex antenna, by means of 
which the waves were sent almost entirely in one direction. 
Similarly st the receiving antenna they could locate the sending 
direction. 

Experiments with this system were made with satisfactory 
d last year between Dieppe and Havre, and Dieppe and 

arfleur. 


LEGAL. 


ANDERSON v. H. P. Saunperson & Co. 


Ix the King's Bench Division on Thursday, November 18th, before 


Mr. Justice Darliog and a special jury, Mr. James Chapman 
Anderson, of Aikenhead, Blairgowrie, in Perthshire, sued Messrs. 
H. P. Ssunderson & Co., electrical and motor engineers, of the 
Elstow Works, Bedford, for the recovery of the sum of £280, 
moneys paid to defendants in respect of the purchase of a 30-в.н.р. 
* Universal " motor tractor, which plaintiff bought from defendants 
io generate electric light, and also for agricultural and farm uses. 
Defendants counterclaimed £90 balance due on the purchase price. 

Mr. Abel Thomas, K.C., with Mr. F. O. Robinson, was counsel 
for the plaintiff ; and Mr. Norman Craig, K.C., with Mr. Schiller, 
appeared for the defence. 

Мв. Tuomas stated that his client was a retired Indian official 
living on his estate in Scotland. In July of 1907, he was desirous 
of cultivating his estate by engine power instead of by horses, and 
also of lighting his house with electricity. He communicated with 
the defendants with a view to procuring a motor which 
would do these things, with the result that he eventually agreed 
to purchase а 30-н.ь. Universal tractor for the sum of £370, which 
the defendants declared would do what plaintiff required of it, and 
which bad the advantage of being able to run on petroleum as well 
as petrol. At plaintiff's request defendant firm sent a representa- 
tive to Perthehire, and a contract was entered into for the lighting 
of Mr. Anderson's premises with electricity at а cost of £400. 
After considerable delay, continued counsel, the tractor was 
delivered; when plaintiff came to work it, he found that it 
would not burn petroleum as stated by defendants, and further- 
more. it was most extravagant in its consumption of petrol. It 
failed to do the work required, and caused considerable trouble. 
Eventually, plaintiff had it examined by an expert engineer, and 


as a result asked defendants to take the engine back. This they 
had refused to do. Plaintiff declared that the motor was inefficient 
for the work, that the constraction of the carburetter was faulty, 
causing excessive use of petrol ; further, that the ignition was faulty, 
and that the system of accumulators, coils, contact breakers and 
wiring was eo intricate that only a skilled mechanic could work 
it. Further, the contact-breskers were insufficiently protected 
against dust and rain water; the cylinders, too, were faulty in oon- 
struction, and the water jackets leaked. With regard to all these 
points defendants had been guilty of a breach of their contract and 
warranties, and his client claimed the return of the moneys paid, or 
damages. The defendants, concluded counsel, denied that there 
was any breach of contract or that the engine was inefficient, and 
they counterclaimed £90, the balance of the purchase price of the 
motpr. 

Mr. Brack, plaintiff's agent, was called, and supported counsel's 
statement. In cross-examination, Witness admitted that to use a 
30-H. p. motor to run the electric light installation would, in itself, be 
& very wasteful process, but the machine was also required to drive a 
threshing mill, which would consume about 20 H. P., and the dynamo 
was to be driven at the same time. 

Evidence was given by Мв. DovGras, consulting engineer, of 
Dundee, Мв. WILLIAM R. BELL, a mechanical engineer engaged in 
the motor trade, and others. 


The hearing was resumed on Saturday and Monday. 

After farther evidence for the plaintiff had been called, Ma. 
NonMAN Овлто, for the defence, declared that the truth of the cass 
was that the plaintiff, having purchased the tractor, found it was 
too expensive for his requirements, and wanted to throw it back on 
defendants. The bulk of its work consisted of driving the dynamo 
for the electric light, and for that purpose the machine was much 
too powerful. It was suggested at the time that it would be more 
economical to purchase a smaller engine to drive the electric 
lighting plant, and use the tractor simply for farm work, bot 
plaintiff would not agree. No warranty had ever been given with 
the machine, and it was quite capable of doing all that was required 
of it.. 

Мв. Н. P. SaAuNDERSON, managing director of the defendant 
company, said his firm had sold motore, such as that supplied to 
the plaintiff, in all parts of the world. The machines had 
successfully stood the testa at all sorts of agricultural shows, and 
had won medals at home and abroad. These motors would ran on 
paraffin, and worked well. 

Other evidence was aleo called by defendants to uphold the 
reputation of the machine, and Рвоғ. CaPPEB, of London 
University, stated that the motor was sufficient for all the purpose 
for which it was designed. 

The jury returned a verdict for the plaintiff, awarding damages 
£290. The machine, they held, did not come up to guarantee, and 
plaintiff was entitled to return it. 

Judgment was entered accordingly, with coste, and stay of 
execution was refused. 


WOoRKMEN'S OOMPENSATION CLAIM, 


In the Manchester County Court on Wednesday last week a el im for 
an award of 15s. 4d. per week was made by an electrician's wireman 
named John Daley, of Rochdale Road. While assisting in a0 
electrical installation in Piccadilly for Messrs. Bentley & Co. of 
Newton Street, he fell from a ladder on a concrete floor, dislocating 
his elbow and receiving other injuries. 

Mr. MatNPBRIOE said compensation was paid until July 26th. 
Daley was operated upon for a rupture which he alleged was 
caused by the accident, and after the payment stopped the 
matter was referred to a medical referee, who had decided that 
the rupture was not caused by the accident, and that the 
applicant was now quite fit to do his work. He bad 
tried to find work, but had been unsuccessful, and Mr. Mainprice 
therefore submitted that as the inability to get work was due to 
the accident happening, he was entitled to an award until he was 
able to get something to do. 

Јсоою Parry said that the contention was an ingenious 
attempt to get outside the Act of Parliament, bot it was 
questionable whether it would be worth while to take it to the 
House of Lords. This was not like the case of а man with a broken 
limb or a lost limb. Employers refused to take them on again 
because of the loss. The medical referee having found that 
incapacity caused by the accident was at ап end, there must be 
an award for the respondents, but the costs would not be taxed 
unless further proceedings were taken. 


ELECTBICAL APPARATUS IN FiFE MINES. 


A PROSECUTION of interest to all concerned with the management 
of mines where electrical apparatus is in use was beard on Thursday 
last week before the Sherif at Duofermiine. Charles Augustus 
Carlow and Henry Rowan, described as managers and agents 

appointed by the Fife Coal Co, were charged with having. between 
April let and August 7th, permitted the use at the company 4 


despite the fact that on April 30th Mr. Robert McLaren, HM 
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that the plant and apparatus should be made to conform with the 
rules William Edward Richardson, certified colliery manager at 
Foulford Pit, was also similarly charged. In each case the charge 
was denied. Mr. J. S. Soutar conducted the prosecution, and 
among those presant were Mr. McLaren, and Mr. Robert Nelson, a 
Home Office expert. The respondents were represented by 
Mr. R. 8. Horne, advocate, who was accompanied by various 
mining and electrical experte. 

Ма. О. А. CanLow was called first as a witness against Richardson. 
He said the company had 37 pits, and four were being sunk. Part 
of his duty was to look after the stores, upon which was expended 
yearly anything pp to £240,000. All the officials of the company 
had before them a complete statement of what was required of 
them by law. At every oolliery where there was an electrical 
installation, there was a man more or less skilled in electricity, 
and nine months ago the company had appointed a Mr. Fraser, an 
electrical engineer, who was specially trained in colliery work, to 
have charge of all electrical plant. A year and a half ago they 
had commenced a process of making all the machinery conform to 
the rules independently of any instructions from the Mines 
Inspectors, and during that time they had scrapped machinery to 
the value of thousands and thousands of pounds. When any 
sgent complained that certain plant was not in good order, the 
company had never refused to accede to his wishes. Their 
attitude was absolute willingness to carry out all suggestions made 
by the Mines Inspectors for the safety of the men. They wanted 
to have it proved, after spending thousands of pounds, that cables 
were unsafe before sending them to the scrap heap. Answering 
the Sheriff, Mr. Carlow said he practically ignored the letter of 
January 30th sent by Mr. McLaren, and he did not think it his 
duty to send the letter to the party whom he considered 
responsible. 

Mn. Henny Rowan asserted that Mr. C. A. Carlow had nothing 
whatever to do with seeing the rales enforced in the pits. Two years 
before Mr. McLaren had directed the company to make the 
machinery conform with the special roles, witness had given 
instractions to that effect, and when Mr. McLaren wrote, the 
improvements were still proceeding. From Octcber, 1908, to 
January, 1909, between £300 and £400 had been spent on the 
plant at Foulford Pit, and what was complained of involved very 
little expense. The complaint was attended to immediately on 
his attention being drawn to it in August. If there was a differ- 
ence of opinion in regard to electrical matters between H.M. 
Inspector and himself, he would defer to the Inspector. 

Мв. CHARLES CARLOW, managing director of the company, said he 
did not see Mr. McLaren's letter of Janusry 30th, but he would 
have treated it in the same way as his son did. It was a circular 
on the face of it, and was of no importance to the company, who 
had already determined that their plant was to be brought up to 
the regalations. Answering Mr. Horne, witness said Mr. Rowan 
was one of the most expert colliery managers in Scotland, and was 
highly paid for his responsibility and experience. If responsibility 
were to be fastened on to the head office—on to bis son and him- 
self—that would mean that the men who were paid for handling 
the works, the managers, had no responsibility under the Act. 
Such a practice would tend to the very opposite of efficiency. 

Мв. Ropert McLaren, H.M. Inspector of Mines, said thet his 
letter was the result of a trial in the Sheriff Court which failed 
because intimation had not been sent by him to the owners to comply 
with the regulations. He bad sent the intimation to 37 owners in 
Scotland. What was meant by the letter was that where electric 
plant had bsen put in prior to the establishment of the special 
rules in April, 1905, that plant should be taken out at once, and 
made to comply with the rales.. If Mr. Carlow, jan., had taken the 
trouble to look at the back of bis notice, he would have discovered 
that a number of pits, including Foulford, were specified, 

Мв, Horns objected to this evidence, because in the letter in 
process, there were no pits named, and the Sheriff upheld the 
objeotion. 

Cross examined, the IxsPEOTOR said he had not gone down 
Foulford Pit, but his assistants had made him aware of the plant 
being defective. He thought the best way to biing the owners up 
to tne scratch was to take the bull by the horns. The source of 
danger lay in the cables carrying 500 volts being bare at points. 
He cculd not tell what subjects in Foulford Pit were complained of 
prior to January 30th, 1909. 

Mn. HoRNE: As a Government inspector, are you here to say 
that your assistants informed you of defects in electrical plant in 
Foulford Pit prior to January 30th, and you have no note of these ? 

WiIrRESS: I do not have them here, but I have them at home. І 
expected as an honest man 

Мв. HoBNR: Iam not disputing your honesty. They were not 
going down to that level. But it was a most extraordinary state 
of matters that he was bringing out a complaint without knowing 
his facts. To the witness: Give me the date when you first got 
information from an asiistant with regard to any of the matters 
now complained of. . 

Witness : April 30th, from Mr. Masterton. He complained that 
а gate-end box was not earthed, and that electric cables were not 
properly hung on the roadside. Subsequently, he got information 
about the fuses, switchbox and abrasions in the cables from Messrs. 
ы” and Masterton, who made а joint inspection of Foulford 

i 

At this point, Мв. Horne contended that the case had broken 
down in respect that more than three montns had been allowed to 
elapse between the time the matters complained of arose and the 
institution of proceedings. After considering the point, the Sheriff 
said the Act admitted of more than one interpretation, and at 
that stage the proper course for him was to repel the objection and 
let it come before the High Court. 


Mn. Јонк MaASTERTON, assistant inspector of mines, stated that 
there was evidence of carelessness at various points in fixing the 
cables. He found the wires of a cable exposed to the extent of үу in., 
which was sufficient to killa man. At one point he saw a cable 
resting on a rail, which was а contravention. Witness also spoke 
to seeing portions of the cable where the insulation was damaged 
and the wire exposed and a place where the tubes were rubbing on 
the cable. 

Мв БКовввт Neg son, electrical expert at the Home Office, said he 
found the cable very mu^h abraded, and he very quickly found bare 
parte, in spite of the fact that he could not give undivided attention 
to the cable. Witness also spoke to finding defective earthing at 
the terminal boxes, and he objected to the type of switches and 
fuses in use for lighting. He did not consider it unreasonable or 
impracticable to work up to the rales. He thought the rules repre- 
sented the minimum of safety. 

Among others who gave expert evidence were Mr. William Charles 
Hawtayne, consulting electrical engineer, London ; Mr. Ernest Adie 
Runciman, electrician for the company in the Cowdenbeath 
district; Oharles George, overman at Foulford Pit; and James 
Maguire, pit fireman. 

The first witness for the defence was Мв. Henry Savadk, of 
Henley's Telegraph Works, London and Glasgow, who stated that his 
firm supplied the cable, the construction of which he described. He 
added that there was no danger from the mere outside surface of 
the cable being frayed, so long as the insulation next the wires was 
intact. 

The Court rose after sitting nearly eight hours, and it was agreed 
to hear the rest of the evidence on December 6th. 


Tan Eveorro-Pzat Coar Co. LiriGATIO0N.— MB. DABLINGTON 
4 SIMPSON'S APPEAL ALLOWED. 


Ox the resumed hearing of the appeal by Mr. George Darlington 
Bimpson from the judgment of Mr. Justice Lawrence on the finding 
of a special jury in the case of Barker v. Earl Mayo, holding him 
liable for certain alleged misstatements in a prospectus of the 
Electro-Peat Coal Co., Ltd. Mr. Cozens-Hardy argued that there 
was no evidence whatever to justify the finding of the fact, that Mr. 
Simpson had authorised the particular document complained of 
being shown to the underwriters. He contended that 
the only material fact was, did Mr. Simpson mislead 
the plaintiff by showing him, or by authorising the 
showing to him, the prospectus in question? He submitted with 
deference that there was confusion in the mind of the learned 
jadge in the Court below, and he had not distinguished betwéen 
* showing " and “authorising the showing.” Tae promoters of the 
company were undoubtedly the Electro-Peat Coal Syndicate. 
Bowden and Walker were either members of that syndicate or were 
employed by it, but it was never proved or ever suggested that 
Mr. Simpson ever had a share in it. Asa matter of fact he had 
not; and a very significant fact was that neither Bowden 
nor Walker was called at the trial to say that he had 
shown the prospectus to the plaintiff or brought it to his know- 
ledge by anyone's authority. It was not done on the authority of 
Mr. Simpson, and one would have thomght that if the plaintiff 
wanted to prove authority he would have called both Bowden and 
Walker. 

Lorp Justico FLER Моогтон pointed out that as the 
appellant bad no opponent they must look at the evidence. It 
there was no evidence he must succeed. 

Мв. Со2Енв-НАврү said the way it was put was that there were 
meetings of the intending directors, and it was decided that the com- 
pany must have underwriters. At & meeting of January 18th— 
two days before the prospectus was shown by Bowden to the 
plaintiff—a document was produced. Mr. Simpson was present at 
a meeting and saw it, and, according to his evidence, it was 
the only document he saw. The document had blanks for the 
names of directors, and on the back was a note intimating that the 
prospectus was subject to such improvements or modifications as 
might be approved by counsel. Mr. Simpson was nota director, 
and did not sign that document, and the prospectus of January 20th · 
he never saw. The only one he saw was that of January 18th, and 
that was shown to Mr. Barker by some one else. 

Logn Justica FLETCHEx Mouton suggested that all it was 
necessary for Mr. Simpson to prove was that there was no evidence 
of any authority to show the prospectus. 

Мв. Cozmns-Hagppy: The one agreed fact in the case, as Sir 
Edward Carson, who represented the Earl of Mayo, said, was that 
the Peat Coal Syndicate was the promoter. He (counsel) was not 
concerned with the April prospectus, as with regard to that the 
jary had found in Mr. Simpson’s favour. 

After considering the evidence, the MasteR or THE ROLLS, in 
giving judgment, said that it seemed to him. that there was 
absolately no evidence to support the finding of the jary that Mr. 
Simpson, or, in fact, any of the defendants, authorised the showing 
of the prospectus to the plaintiff. He thought, therefore, that there 
had been a miscarriage of justice. The learned judge in the Court 
below in his summing-up seemed to have really treated the 
question as a formal and unnecessary one which could only be 
answered in one way. He much regretted that the Court had not 
had the benefit of hearing an opponent to the appeal, because with 
а case that had lasted 17 days in the Court below, it was not 
satisfactory to ask the Court to say that there was no evidence to 
support the findings of the jury. Having regard, however, to the 
fact that the plaintiff did not think fit to appear, it seemed to him 
they were bound to allow the appeal, and judgment must be entered 
for Mr. Simpson. 
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Говр Justice Мосгтон : I entirely agree. 
Lord JusricE FARWELL also agreed, and the appeal was 
accordingly allowed. 


Тнв PRoCBRDINGS AGAINST THE WELSBACH Oo. 


AT the Clerkenwell Police Court on Saturday, Mr. Bros resumed 
the hearing of the summons issued againet the Welsbach Incan- 
descent Gas Light Co., Ltd., at the instance of the Wolfram 
(Tungsten) Metal-Filament Lamps, Ltd., and the General Electric 
Oo., Ltd. This was the fifth day of the hearing. 

Mr. Rufus Isaacs, K.C., M.P., Mr. Н. A. Oolefax and Mr. Ernest 
Lunge appeared in support of the summons, and Mr. A. J. Walter, 
K.C., aud Mr. Bodkin represented the defendant company. 

DB. Отто OBEBLAUDER, а doctor of philosophy, and consulting 
chemist and engineer, 29, Queen Street, E.O., was the first witness. 
He said that for & number of years he had followed the develop- 
ment of electrico lighting, and had been professionally associated 
with it. He was acquainted with the publications that referred to 
new inventions in electric lighting, and was familiar with the 
manufacture of metal-filament lamps. He had pfeviously seen the 
two lamps produced. One was sent to him in Berlin. It was handed 
to him by Mr. Remane, of the German Auer Co., and the other was 
given to him by Mr. Fletcher, of the General Electric Co. Each 
one was marked Welsbach” "Aur" He was acquainted with 
Baron von Welsbach, and osmium was used by Welsbach for the 
metal-flament lamp. His examination of the lamp produced 
enabled him to say that it was made of tungsten or wolfram. The 
osmium lamp was invented by Dr. Welsbach, and patented in 1898. 
When the invention was pablished it commanded the attention of 


technical people throughout Germany. Previous to that time the 


filament of an electric lamp was made of carbon, and the osmium 
lamp showed a distinct advantage over the carbon lamp, giving 
about twice as much light with the same power. The osmiam 
lamps were introduced into this country on a commercial scale 
about 1903 or 1904. Dr. Welsbach had applied for other 
patents apart from this lamp. In so far as these lamps related 
to filament lamps they all referred to osmiam lamps, and the 
Welsbach electric lamp was one whose filament was made of 
Osmium. They were put on the market by the German company. 
He had seen the company called by several names in technical and 
English publications. In thie country it was called Auer Gesell- 
schaft," Auer Company and Auer Society," and was so known 
in this country. After the publication here of Welsbach's invention, 
the question of the filament of electric lamps was further investi- 
gated, and in 1904 a filament of wolfram or tungsten, a metal 
known by both names, was proposed. The German Auer Co. made 
lamps in accordance with that invention. They commenced in 
1905, and the sale of the lamps had, to his knowledge, been a very 
large one. They were introduced into this country by the General 
Electric Oo. Witness had frequently seen such lamps in this 
country with marks on them indicating that they came from the 
Auer Co. That company had, from his knowledge of the trade, been 
the reputed manufacturers of the Osram lamp. Some of these lamps 
had been made in this country since last year. 

Мв. Roros Isaacs: Would it be right to describe a lamp whose 
filament is made of osmium as the invention of Baron von 
Welsbach ? —Үев, 

Would it be right to describe a lamp whose filament is made of 
tungsten as an invention of Baron von Welsbach?—No. Osmium 
aod tungsten are totally different metals. 

The name of Welsbach was well known in the lighting world. 
It was one of the best known names. It had become known iu 
connection with incandescent gas lighting. 

Have you ever heard of the defendants making metal-filament 
lamps ?—No. 

Replying to a further question, Witness said the lamp pro- 
daced (Exhibit 7) was not made by the Welsbach Co. It was made 
by Ebrich & Graetz. ' 

Cross-examined by Мв. WALTER, the WiTNESS said he knew that 
tungsten or wolfram was patented in 1889 for metallic-filament 
lamps, but tbat did not lead to the tungsten lamp. He bad not 
heard of proceedings being taken against the Welsbach Oo. by Just 
and Hanaman. 

Mn. WALTER: Are these proceedings in the police court taken 
because the owners of the patent are unable to sue the Welsbach 
Co. for infringement ? —No, they are not. 

Were you aware that the name Auer Gesellschaft was dropped 
because of the complaint of the defendant company ?—It was 
dropped at the request of the General Electric Co., and the letters 
" G.E.O." were substituted. The osmium lamps were not & com- 
mercial success, but the Osram lamps had been a very great com- 
mercial success. 

Do you know of any lamp prior to the lamp now complained of, 
that had ever been put upon the market with the word Welsbach " 
upon it ?—No, I don't. 

Or of any electric lamp being put upon the market with the 
letters © Aur" upon it ?—I do not. 

Are you prepared to deny that the word “Welsbach” on mer- 
chandise in tbis country commonly means goods of the Welsbach 
Co ?— It does not include electrical goods. 

Are you prepared to deny tbat the letters " Aur" upon merchan- 
dise commonly means merchandise of the Welsbach Co. ?—I deny 
it in connection with electrical goods. 

Do you suggest that Welsbach’s inventions with 
metal-filament lamps were confined to osmium ?—I do. 

Have the defendants to your knowledge ever described the 
wolfram tungsten lamp as the Welsbach lamp ?—I have seen it so 
described in many publications, but it was wrongly described. 


regard to 


Mr. Duncan Watson, of 102, Oharing Cross Road, a member of 
the Institution of Electrical Engineers, said he had had a great 
deal of experience in electrical matters, including electric lighting. 
He rememoered the introduction of osmiam lamps. He first heard 
of it through information contained in a technical paper. The 
lamp was a great improvement on all other metal-filament lampe, 
An advertisement which appeared in the Daily Telegraph ot Sep- 
tember 22nd conveyed to him the impression that the lamp 
referred to must be the osmium lamp under the Welsbach name. 
He formed that opinion because it had on it the words Welsbach " 
and " Aur," and farther stated that the metallic-filament lamp was 
invented by Baron von Welsbach. 

Мв. WALTER (cross-examining): You have known for years of 
the Welsbach Oo., and that the word “ Welsbach " upon goods in 
the United Kingdom means goods of the Welsbach Оо. ?— 
Certainly. 

And you have know for yearsthat the trade mark of the We'sbach 
Oo. has been AUR "?—No. I did not know that паці! I heard it 
in this Court a fortnight ago. Witness added that he had taken no 
interest in the Welsbach Co. from the point of view of their trade 
mark, but he had been interested in the company in other respects, 
It was what he saw in the technical journals principally that made 
him think the lamp referred to was the osmium lamp. 

Do you mean that looking at the picture you thought from the 
shape of the lamp that it was the osmium lamp? —My answer is 
that the similarity of the lamp and the words “ Welsbach” and 
" Aur? made me think во. 

You have never seen a lamp labelled “Welsbach” except the 
lamp put upon the market by the defendant company ?—No. 

If you had known that the trade mark "Aur" was the trade 
mark of the Welsbach Co., you would have arrived at a different 
conclusion ?—No, I should have thought it was very smart on their 
part. I should have thought it was very good as far as they are 
concerned, inasmuch as it is connected with the name of Baron von 
Welsbach. 

Will you refer me to a single advertisement of the General 
Electric Oo., or any company handling the Osram lamps, that refers 
to the ' Auer” or to " Welsbach ?” 

The Witness said he would have pleasure in handing several 
publications to ‘counsel, in which these references appeared. He 
produced the ELNOTRICAL Review of October 560, 1906. 

This is a paper circulating amongst electrical engineers? — Yes. 

And this is an article describing modern glow lamps ?— Yes. 

CoussEL quoted from the article, which was to the effect that 
one of the latest of these lamps is the Osram, in which the filament 
consisted of a layer of osmium with wolfram. There was also a 
reference to the German Welsbach Co. introducing this lamp. 
Witness also produced the Erzcr&RICAL Review of January 24th, 
1908. 

Мв. WALTER: I see—the same paper, circulating amongst the 
same class ?— Yer. 

CouxsEL then quoted from page 156 announcing that a French 
company would shortly be formed to utilise the Austrian patents 
for the wolfram lamp, that the Industrial Wolfram Co., and the 
German Incandescent Gas Lamp Oo., of Berlin, would participate 
in the undertaking, which was to have a share capital of £188,000. 
Witness further produced a copy of the ELTOrRICAL Review of 
October 30tb, 1908, which referred to "а German view” of tbe 
future of the motallic-filament lamp. He aleo produced a paper 
by Mr. Hirst, of the General Electric Co., read before tne 
Institution of Electrical Engineers on May 21st, 1908, and also а 
сору of the Review of Reviews, containing an interview with himself 
(the witness), entitled Electricity v. Gas.” 

Are you the Mr. Dancan Watson mentioned in this interview ?— 
There is not another one that I know of. 

Is this іа the advertising part of the paper, or is it an inset ?— 
Not at all; itis news of the most interesting kind. I may say it 
would be utterly impossible to have that published as an ad ver- 
tisement. 

Extracts from these publications were read. 

In further cross-examiuation, the WiTRESS said that he knew the 
Osram lamp had nothing to do with Welsbach. 

Tell me, the General Electric Co. do not happen to bs interested 
in your business, are they ?—That is about the last question I 
should have expected to Ъз asked here. Certainly not, or any other 
concern of any kind st all. | 

Мв. WALTER: It was merely a matter of curiosity. What made 
you think this was an Osram lamp ?—For the very simple reason 
that lamps of precisely the same manufacture are sold under varios 
names. I mean that lamps coming from the same factory are sold 
by retailers with a name purporting to give it distinction. Oarboa- 
filament lamps, although coming from the same factory, have been 
known to be sold under different names. 

Replying to farther questions, WrrNBESS said he thought thst 
Bsron von Welsbach had something to do with the Osram lamp, 
because the Auer Gesellschaft and Baron von Welsbach, be 
understood, were very closely connected. He always thought tbe 
connection was а very direct one, inasmuch as the product of the 
same factory was the Osram. 

Re-examined by MB. Isaacs: According to the ELECTRICAL 
Review of June 19th, 1906, it was announced that the German 
" Auer " Co. was introducing the Osram lamp ?—Precisely. 

It that is stated in a paper like that, would it become generally 
known ?—Tnere is no question about that. 

And was it, in fact, g-nerally known from the time of the intro- 
duction that the Auer" Co. were manufacturing and introducing 
it into this country? - Yes, 

In the trade ?—Ezactly. 

I see the ELECTRICAL Revinw that was referred to is a teebnlenl 
paper. Is thats paper which is seen and which circulates among 
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the trade ?—Yes, it is the oldest and, I believe, retains the largest 
circulation. 

The suggestion is that it only circulates among scientists ?—I 
have no doubt that many members of my profession would deem 
it an honour to be called a scientiet. 

I notice in looking at the ELNOTRICAL Review that a very large 
portion of it consists of trade advertisements ? — Exactly. 

The hearing was adjourned until Saturday, December 4th. 


ALUMINIUM CORPORATION, LTD. 


Iw the Oompanies' Court on Tuesday, Mr. Justice Swinfen Eady 
had before him a petition by the Aluminium Corporation and its 
liquidator for the sanction of the Court to a scheme for the transfer 
of its assets to a new company. 

Mr. Younces, K. C, in support of the petition, stated that the 
company, which had works at Newcastle-on-Tyne, Dolgarrog, 
North Wales, and elsewhere, was incorporated with a capital of 
£500,000. Of that amount £440,000 was in 7 per cent. participating 
preference shares and £60000 was in ordinary shares. The 
preference shares had a participating cumulative preference of 
7 per cent., the ordinary a non-oumulative preference of 7 per 
cent. aud of the remainder of the profits 40 per cent. was to 
be divided amongst the preference, and 60 per cent. amongst the 
ordinary shareholders. Of the preferenoe, 257,205 £1 shares were 
issued, and of these 252,220 were fully paid, 2.826 had 15s. per 
share paid upon them, an 2,159 had 10s. per share paid. There 
was à debenture issue of £26,906 odd, and a large vnsecured debt. 
In 1908 the company was wound up, and liquidators were appointed 
in March of that year. In May a scheme of arrangement was 
sanctioned by Mr. Justice Neville, but it fell through owing to the 
company being unable to find sufficient cash to carry it out, 
and an attempt by the liquidators to realise the company’s property 
had also proved abortive. By the scheme now proposed the 
general creditors would be paid in full in cash, those unsecured 
creditors whose debts were under £10 would be paid in fullin 
cash, those unt ecured with debts of over £10 would receive pre- 
ference shares in the new company to the nominal value of their 
debt, and the shareholders would receive partly-paid shares in the 
new company. 

His LonpsHIP asked if the affairs of this company had not been 
before him on a previous occasion. 

Mr. YOUNGER said that this company must not be confused with 
the British Aluminium Co., which was a mach larger concern. 

There was no oppcsition, and subject to some slight alteration 
and the production of evidence as to the willingness of the share- 
holders to take the new sbares, his Lordship sanctioned the 
scheme as proposed. 


LONDON ELECTRIC SUPPLY COMPANIES 
AND COMPULSORY PURCHASE. 


AN advertisement appeared in the Times of November 19th, 
which shows that it is the intention of the London County 
Council to apply for an Act of Parliament for the purpose 
of becoming the purchasing authority of the undertakings 
in the County of London. This proposal is obviously part 
of a general scheme by which the entire production of elec- 
tricity in London may become vested in the County Council. 
The exact objects of the proposed Act are thus defined. 


: То constitute or make provision for constituting the London 
County Council (hereinafter called the Council") the purchasing 
authority of the undertakings (in which expression is included 
lands, beildings, works, materials, plant, property, rights, powers 
and privileges) of the companies in lieu of, and in substitution for, 
the local authorities as defined by the Electric Lighting Acte, 1882 
and 1888, or any other local authority or authorities by whom any 
such undertaking or any part thereof, may be purchaseable, either 
under those Acts or under the London (Westminster and Kensing- 
ton) Electric Supply Companies’ Act, 1908, or under any of the Acts 
and orders regulating the several companies mentioned in the 
second column of the said table, and for that purpose to extend 
and make applicable to, or to re-enact with respect to the said 
companies, or any of them, all or any of the provisions of Secs. 23 
to 27, both inclusive, of the London Electric Supply Act, 1908, 
either without modification, or with such modification as may be 
contained in the said intended Act. 


The names of the companies set out in the table are the 
Kensington and Knightsbridge Co., the Notting Hill Elec- 
tric Lighting Co., the St. James’ and Pall Mall Co., the 
Central and Electric Supply Co. and the Westminster 
Electric Sapply Corporation. 

To properly understand this notice, it is necessary to refer 
to the London Electric Supply Act, 1908, Ch. CLXVII, 
which provides by Sec. 23 (1) that the County Council may 
purchase any undertaking which may be purchased by a local 
authority, The County Council must, however, give three 


years’ notice of their intention to exercise such powers. By 
Sub-sec. (2) the County Council cannot give notice to pur- 
chase the undertaking of any one company unless they shall 


at the same time give notice to purchase the undertaking of 


all the companies. By Sub-sec. (8) the terms of purchase 
are to be as set forth in the Electric Lighting Act, 1888, 
Sec. 2, subject to this, that the nndertakizg of the Charing 
Cross Co. is to be purchased on special terms, and that of 
the City of London Electric Lighting Co., Ltd., is to be 
entitled to compensation for profits which might have been 
made by that company between August 2nd, 1900, and 
August 18th, 1982. By Sub-sec. (5) the date of purchase 
is to be August 26th,1931. By Sec. 24 certain restrictions 
are placed upon the companies increasing their charges after 
the notice to purchase has been given by the County Council ; 
by Sec. 25 the County Council may discharge any part not 
exceeding three-fourths of the sum payable to a supply com- 
pany in respect of such purchase; by Sec. 26 the Council 
may make certain advances to the companies, and by Sec. 27 
provision is made for expenditure by the London County 
Council. 

The local authorities which are now empowered to pur- 
chase by the Electric Lighting Act of 1888, are enumerated 
in the schedule to the Electric Lighting Act. 1882. 
Broadly spegking, they are the London Borough Councils. 
It remains to be seen what attitude these bodies, or such of 
them as have electric lighting companies within their 
boundaries, are likely to take up towards the proposed Bill 
of the London County Council. Having regard to the fact 
that this is an attempt to unify the supply of electricity all 
over London, it may well be that some of the Borough 
Councils would be glad to retain the right which Parlia- 
ment has given them, while others would be glad to part 
with it if they were to be adequately compensated. 

It is interesting at this point to consider what is meant 
by compulsory purchase. 

The law on the subject is to be found in Sec. 2 of the 
Electric Lighting Act, 1888. It is therein provided 
that a local authority within whose area the property of a 
supply company is situate, may within six months after the 
expiration of 42 years from the date of the passing of the 
company’s provisional order, and within six months after the 
expiration of every subsequent period of 10 years, require the 
company to sell the undertaking. The terms upon which 
such request may be made are that the local authority will 
pay: “the then value of all lands, buildings, works, 
materials, and plant of such undertakers suitable to and used 
by them for the purposes of their undertaking within such 
jurisdiction, such value to be in case of difference deter- 
mined by arbitration." Pausing here, it will be seen that 
the local authority is under no compulsion to buy the under- 
taking ; it merely has an option to do so, and, when we 
consider the terms upon which the purchase must be effected, 
it is quite possible that when the time arrives, the local 
authorities will not care to speculate. The terms are as 
follows :—‘ The value of such land, buildings, works. 
buildings and plant shall be deemed to be their fair market 
value at the time of purchase, due regard being had to the 
nature of and then condition of such buildings, works, 
material and plant and to the state of repair thereof, and to 
the circumstance that they are in such a condition as to be 
ready for immediate working, and to the suitability of the 
ваше to the purposes of the undertaking, and, where a part 
only of the undertaking is purchased, to any loss occasioned 
by severance ; but without any addition in respect of com- 
pulsory purchase, or of goodwill, or of any profits which 
may or might have been or be made from the undertaking, 
or of any similar considerations." 

The reference to compensation for compulsory purchase 
excludes anything like the 10 per cent. which is added to 
the purchase price of land required under the Lands Clauses 
Acts. It may therefore be assumed that all the companies 
selling their undertakings would get would be the actual 
value. There would be nothing to be made out of it. But 
would the local authority be a likely purchaser ? 

In County of London orders in favour of companies it has 
been the practice to provide that the period of 42 years 
shall run from one fixed date—that is to say, August 26th, 
1889. The object in view evidently was to secure that in 
the event of a purchase all the electric lighting concerns of 
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the metropolis in the hands of undertakers other than local 
authorities, might be acquired at one and the same time. It 
is obvious it must have been contemplated that the County 
Counc l or коте similar body would decide to purchase; bnt 
it is not verv easy to see what there wiil be to compel the 
local anthorities who now supply electricity to sell their 
undertakings to the County Council. We know of no 
statute by which they can be compelled to do во, and it was 
obviously contemplated, when the Act of 1888 was passed, 
that the local authorities in London would be ready and 
anxious to become undertakers themselves. 

It is probable, however, that when the time for exercising 
this right to purchase compulsorily does arrive, the fact that 
the right is to be exercised by the County Council will be of 
enormons advantage to the companies and their shareholders. 
It is difficult to foresee what may be the state of affairs in 
1931—the earliest date when such a purchase can be effected. 
And in presence of such uncertainty it is hardly to be 
supposed that any prudent board of directors is relying 
much upon what the property of the company will fetch in 
1931, especially having regard to the old iron prices prescribed 
by statute. 

One other point remains to be considered : it is a matter 
which will doubtless be provided for in the Bill for which the 
London County Council are going to Parliament. Sec. 3 of 
the Electric Lighting Act, 1888, authorises the Board of 
Trade to vary the terms upon which a local authority may 
require the undertakers to sell in such manner as may have 
been agreed upon between such local authority and the under- 
takers. Assuming that the County Council steps into the 
shoes of the borough councils, this section would enable the 
County Council to negotiate privately for the purchase of all 
the property of the London Electric Supply companies. 

Whether this is one of the objects which the County 


Council have in view must only be the subject of conjecture. ` 


BUSINESS NOTES. 


Universal Domestic Motor.—With reference to the 
letter on this subject in our last issue, MR. E. E. Coy, of 77, St. Jobn's 
Road, Bootle, Liverpool, sends us the specification of his special 
small-power motor, which, he contends, meets the case. It develops 
J horse at about 2,600 R P. 51, and can be attached by means of an 
adepter to any ordinary lampholder; the price is quite moderate. 
It can be supplied at a small] extra cost mounted on a suitable 
wooden base with в.р. switch and рр, fuses, and no starter is 
required. The motors are a speciality, and are of standard pattern, 
being the same as used in bis '"Whipall" electric tire pump 
recently described in our pages. They are supplied for any voltage 
up to 250 at the eame price, and bave been used for organ blowing. 

Mr. F. T. Tarquand also writes to say that he has recently seen 
an electric motor fitted up as Mr. Urquhart suggests. It ia 
apparently a new invention, and is said to be entirely fool-proof. 
It is lighter than other motors for the same power, can be reversed 
vnder full load, and started also without external resistance or 
starting switch. The armature can be jammed up af full voltage 
without injury to the motor. A spindle is carried on to which 
several domestic appliances can be fitted, e g., tooth wheels, polish- 
ing buffs, blackiog brushes, &c. The company marketing this novel 
and useful application of electricity is, be says, the Dynamic Co., 
LTD, 6, Broad Street Place, Е.С. 


Turkey (Asia Minor). — The Lulletin Commercial 
(Brissse?s) of November 6th states, on the authority of the Belgian 
Co: sul General at Smyrna, that there are good openings in that 
town for electrical machines and accessories. Attention is drawn 
particularly to continuous- current dynamos of 2 to 15 Kw., switch- 
boards, arc lamps, incandescent lamps with metal filament, electric 
bells, private telephone installations, &c. For the purpose of 
securivg a market, firms should above all choose a reliable agent, 
possessing a good general knowledge, and he should be allowed а 
large measure of discretion and initiative. Articles sent to Smyrna 
must be of the best pattern, and possess all the most modern im- 
provements —Loard of Trade Journal. 


Manchester Engineering Exhibition, 1910,—We 
have received a prospectus relating to the exhibition scheme which 
is being promoted by our contemporary, the Enyineering Review. 
The show will take place in the City Exhibition Hall, Manchester, 
in October next. 


*Luvrae" Lamps.—Tue Стоке Evectric Co., LED, 
of Farringdon Avenue, announce a reduction in the price of their 
" Luxrae " tiime lamp, bringing the flame lamp more easily within 
the reach of the small shopkeeper, 


Exhibition. — A Naval, Mercantile Marine and 
Engineering Exhibition is to be held at Olympia in September 
next year. It is being promoted by Mr. F. W. Bridges. 


Installation Conotract,—THE STANDARD ENGINEERING 
Co, LTD , have se-ured ths order in connection with tne heating 
and ventilation of the new motor cab gara.e nov b ing built dy 
Messrs. P.nhard & Levassor at Ac'on Vale, London, W. Meears, 
Panhard & Levassor decided to adopt the firm's “ Stanlock Mul- 
tiple Unit System after invertigating existing ins‘allations and 
giving the system a trial in their works. The building in question 
is approximately 600 ft. long by 300 ft. wide. 


Meter Approved.—The B. of T. has approved of the 
Siemens-Schuckert meter for continuous current, type G. B., 
oe last May by the firm of Sıemens Bros. Dynamo WORKS, 

D. 


For Sale.—On Tuesday, December 7th, by order of the 
Receiver of Коргоп, Ltd., Мв. E. H. Henry will offer for sale by 
auction at Olapham, the plant, machinery and stock of the com- 
pany. The Marylebone Electricity Supply Department is offering 
a large secondary battery and certain plant, scrap metal, &c., for 
sale. The Receiver of the New Ignition Syndicate is offering the 
undertaking of that company for disposal. See our advertisement 
pages. 

A number of steam dynamos (500, 250 and 60 kw.) and a 
120-Kw. alternator, boilers, &c., are offered for sale by the Cape 
Government Railways. Some particulars are given in an adver- 


. tisement to-day. 


Concert.—The Devonport Dockyard Electrical Fitters’ 
Association, which has entered upon its third year, held its first 
smoking concert of the season at Ackland’s Clarence Hotel, Morice 
Town, ou Saturday evening. 


Spain.— Although there is a large exportation of English 
coal to Spain that country possesses extensive coal deposits, the 
working of which, however, is impossible owing to lack of railway 
facilities. Attention is now being directed to this subject and 
Industria e Invencioncs affirms its belief thata well-studied network 
of coal railways worked by hydro-electric power, which may be 
obtained from the various waterfalls in the Pyrenees now unexploited, 
can supply to Barcelona, and the manufacturers of Catalonia, cheap 
coal able to compete alike with that from the Asturias and from 
England, 


New Works.—The Madison Dynamo Co. have just 
started new works at Littleover, near Derby, a suburb which is now 
being rapidly developed. 


Canada.—The Canadian Customs authorities have 
recently given a decision to the effect that “ submarine cable" is 
dutiable at the rate of 30 per cent. ad ‘valorem in the case of 
foreign goods and 20- per cent. in the case of British manufac- 
ture, under No. 407 of the Tariff. 


Book Notices.—Eilectricity in the Servire of Man. 
By Dr. R. Mullineux Walmsley. London: Cassell & Co., Ltd.— 
The publishers are issuing this work in monthly parte, price 6d. 
each, of which the first part bas come to hand. It will be 
remembered that Dr. Walmsley some years ago practically re-wrote 
the book, aud the first volume has been reviewed in our pages; the 


second, so far as we know, has not yet been issued. The complete 


work, we presume, will now appear in parts, and, judging by what 
we have already seen of it, will constitute a very comprehensive 
survey of the history, development, and present state of electrical 
science as applied to modern life. 

City and Guilds of London Institute: Report of the work of the 
department of Technology, 1908.9. Loudon: John Marray.—The 
Report shows tbat the number of students in the electrical indus 
tries is rising steadily, with the exception of a slight fall of the 
number of candidates in the elementary examination in electricel 
engineering—due to an abnormal rise last year, when this exami- 
nation became a compulsory preliminary to the Ordinary Grade. 
The examiners comment on the inability of candidates in Tele- 
graphy aad Telephony to answer questions involving simple 
mathematics; and in Electrical Engineering the resulta are said to 
be discouraging, the occurrence of the same defects in bat- hes of 
consecutive paper3 indicating that the teaching is too often at fault. 
As the examiners rightly point out, unless the teacher is a practical 
engineer, in touch with modern practice, satisfactory results cannot 
be expected. Candidates in Honours Electrical Engineering are 
warned that they muet expect to find questions involving mathe- 
matical knowledge increasingly numerous and searching. An 
interesting diagram is given, showing the growth of the depart- 
ment's work since 1880. 

„Practical Testing of Electrical Machines.“ By L. Oulton and 


N. J. Wilson. London: Whittaker and Co. 1909. Price 4s. 6d. 


net. 

Journal of the Western Society of Engineers,” Vol. XIV, No. 5. 
October, 1909. Chicago: The Bociety. 

" Electrotechnics.” By J. Henderson. Vol. III. Longmans, 
Green & Со. 1909. Price 32. 61. 

“Tne Physical Review,” Vol. ХХІХ, No. 5. November, 1909. 
New York: The Macmillan Co. " 
"Journal of the American Society of Mechanical Engineer! 
Vol. ХХХІ, No. 11. November, 1909. Baltimore, Md.: From 

the Society. 
“ Auto-Transformer Design.” By W. H. Avery. London: 
E. and F. N. Spon, Ltd. 1909. Price 38 6d. net. 
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From the P. and O. Steam Navigation Oo. we have received a 
fine hanging wall-sheet executed in colour; its outstanding feature 
is & view of Gibraltar, with one of the company's well-known 
passenger versels under weigh. Beneath this are given in tabalar 
form particulars of the dates of outward avd homeward mails 
during 1910. A list of the P. and O. ships and their registered 
tonnages is given. This sheet should be of considerable service in 
the commercial departments of firms doing business with Egypt, 
India, Siam, China and Japan, Australia, and other Eastern parts. 

The receipt of Pears’ Annual reminds us that tbe Christmas 
season is not many weeks away. A perusal of the 1909 issue of 
this iodispensable feature of Yuletide, and its four accompanyiog 
coloured plates, leads us to say that it is well worth the 
modest sixpence that is charged for it. The advertisement psges 
are as full of interest as are the editorial. 


Trade Announcements.—Mr. S. N. BnavsHaWw, of 
Manchester, reports that his trade in milling cutters and other 
small tools is growing very satisfactorily, and his patent hardening 
furnaces has led to a great development in the business, A night 
shift was started some time ago, but the works being too small to 
deal with the orders booked, they have now been enlarged. The 
alterations include the provision of more room both for storage and 
for building furnaces, also a loading way is being built to facilitate 
the rapid handling and despatch of the large consignments he is 
now sending out. More men can now be employed both on the day 
and night shifts. We understand that the orders now on band 
include furnaces for many British firms as well as for various firms 
in France, Sweden and Russia; several of the furnaces are for 
repeat orders. 

Owing to the rise in the prices of raw rubber, Mxssss. Ов. HEINR. 
Traun & Sons, London agency, heve issued a notice to the trade 
advancing their prices for ebonite sheets, rods, tubes, and other 
lines, 

Bankruptcy Proceedings. Н. G. NICHOLSONX.— A 
sitting was held of the London Bankruptcy Court on Friday, 
November 19th, before Mr. Registrer Linklater, for the public 
examination of Mr. Hugh Godfrey Nicholson, who was the 
managing director of the British Electric Equipment Co., Ltd., 
which went into liquidation in April, 1907. The receiving order 
was made Jast September upon the petition of a creditor, the act of 
bankruptcy alleged being that the debtor on May 20th and 25tb, 
1903, gave notice that he had suspended, or was about to suspend, 
payment of his debte. Mr. A. Н. Partridge, chartered accountant, 
2, Gresham Buildings, Basinghall Street, E C., has been appointed 
as trustee to administer t^e estate in bankruptcy. Questioned by 
Mr. Daniel Williams, Otficial Receiver, the debtor stated that in 
November, 1903, he and bis brother purcbased an engineering 
business, carried on in the name of the Britannia Co., at Colchester, 
and transferred it toa company formed by them in the name of 
the Britannia Engineering Oo., Ltd.,“ with a nominal capital of 
£40,000, afterwards increased to £70,000. Witness acted as a 
director of the company until it went into liquidation in 
December, 1907, and was subsequently occupied in negotiations for 
the reconstruction of the company ; these bad now been abandoned, 
and the shares were worthless. In 1904 witness agreed to pur- 
chase an electrical engineers’ and contractors' business, in which he 
had been engaged as chief engineer since 1902, and on November 
116, 1904, he formed a company in the name of the British 
Electric Equipment Co., Ltd.," with a nominal capital of £40,000, 
to which he sold the business for £15,216, which was satisfied as to 
£7,216 in cash, and as to £8,000 in fully paid shares. Witness 
acted as managing director at a salary of £1,000 a year, until a 
compulsory winding-up order was made against the company on 
April 16th, 1997. He attributed his insolvency entirely to the 
failure of the Britannia Engineering Co., Ltd., and to depreciation 
in the value of the securities in the hands of the creditors. The 
examination was concluded. Mr. A. H. Partridge, the trustee, was 
present in person. 

Eric EaTon, electrical engineer, 36, Alexandra Road, Ashton- 
under-Lyne.—This debtor attended the Town Hall, Ashton-under- 
Lyne, last week, for his public examination before Mr. Registrar 
Hall. Debtor ascribed his failure to bad trade, losses on contracts, 
and want of capital. Through lack of capital he bad lost cash dis- 
counts of 5 per cent. and 74 per cent. The result of the bad cotton 
trade was that his customers could not pay, and were therefore 
averse to spending money on electrical fittings. His customers 
asked for longer credit, and when he asked for payment tbey wera 
offended, and refused to give him further work. The contracts he 
lost money on, were undertaken in the beginning of his career, 
when he had not had experience in tendering for contracts. In 
reply to Mr.. Ives with reference to the firm of Eaton & Co., debtor 
stated that his sister was one of the partners. He was employed 
by this firm as manager. Debtor was eventually allowed to pass. 

HERBERT SHUTTLEWORTH, electrical engineer, Briggate, Leede.— 
A first and final dividend of 2s. 5d. is payable on November 30th, 
at 24, Bond Street, Leeds. 


Private Meetings.—R. E. WALKER, 16, Widemarsh 
Street, Hereford, electrical engineer.—A meeting of the creditors 
of the above was held a few days ago, when a statement of affairs 
was presented, showing unsecured liabilities amounting to £193, 
all of which were due to trade creditors. With regard to tne 
assets, these were estimated to produce £149, or a deticiency of 
£44. It was reported that the debtor came to Hereford from 
Manchester about two years ago. He was employed by a 
local firm at а salary of £2 a week, out of which he saved £70, and 
then started to trede for himself in a small way from his private 
house. A few months ago he removed to his present address, where 
he also added a cycle dealer’s business, His present position had 


the “ Efesca" metal-filament lamps. 


been brought about by this venture, as be knew nothing" about the 
trade, and had lost a considerable amount by inexperienced buying. 
The household furniture was claimed by the debtor's wife, who had 
also advanced her husband a sum of about £40. Some few months 
ago the debtor was joined by & Mr. Vickery, who introduced £160, 
this being the estimated amount of the stock at that time. The 
sum of £18 10s. shown in the statement was the amount over and 
&bove the £160 found to belong to the debtor when stock was 
taken. It was reported that a sum of £102 had been offered for 
the debtor's share of the business. This offer was conditional upon 
the debtor agreeing not to start in opposition within a radius of 
20 miles for three years. A deed of assignment had already been 
executed, with Mr. T. B. V. Wilmshuret, accountant, of Broad 
Street, Hereford, as trustee. No resolutions were passed at the 
meeting, although it was said by the trustee that under the deed 
there would be & composition of at least 12s. 6d. in the £, payable 
almost at once. The following are the creditors:— 


Edlín, Sinclair & Co. Es vi ЧЕ .. 224 
Simplex Conduits, Ltd, .... es a T e» vs 20 
Veritys, Ltd. . oe 17 


Ravenscroft, Richards & (Co.. 10 
Walker, Mrs. .. ы БӨЛ мез “a v Vs is 40 
CnRaARLES F. Woop, trading as Wood, Wall & Oo., electrical 
eugineera, Hagley Road, Stourbridge, late Union Street, Wednes- 
bury.—A meeting of the creditors of the above was held on the 
18th inet. at Birmingham, when a statement of affairs as at Novem- 
bet 5th last, was presented. This showed liabilities amounting to 
£451, all of which were due to trade creditors. An offer was made 
of a composition of 5s. in the £, satisfactorily seconded, and this 
offer the creditors decided to accept. 


Dissolutions and Liquidations.—Josera RICHMOND 
AND Co., LTD., Kirby Street, Hatton Garden, London.—A second 
dividend of 23. is payable on and after December 6tb, at 2, 
Clement’s Inn, Strand, W.C. 

SMOKE PnREvENTEB Co., Ltp.—A meeting is to be held at Man- 
chester on December 28th to hear an account of the winding up 
from the liquidator (Mr. Thomas Seed). 

PaHosPHo&R Bronze Co., LTD -A petition for winding up this 
company, lodged by several creditors, is to be heard on 
November 30tb. 


Catalogues and Lists.—Messrs. ALFRED HERBERT, 
Lrp., Coventry.—Copy of the eigbth edition of the firm's catalogue, 
describing and illustrating in the couree of some 20 pages the 
* Coventry patent self-opening die head iu sizes 4 in. up to 43 in. 
Full instructions for grinding the dies are given. 

Messrs. SımPLEX Coxporrs, LTD., Garrison Lane, Birmingham. 
—Well-bound catalogue—the eleventh annual edition—of close 
upon 400 pages, in which we are informed—we have not counted |— 
there are given 1 500 illustrations and 10 times as many prices. 
The range covered, in addition to tbe Simplex system of steel con- 
duits and various accessories appertaining thereto, comprises all 
ty pes of electrical accessories required for complete ligbting instal- 
lation. To facilitate reference, the list is divided up into sections, 
each dealing with a particular class of apparatus. The catalogue, as 
far as it relates to heating, cookivg and electrical fittings, has been 
considerably extended. In regard to the former, the Simplex Co. 
act as sole selling agents for the manufactures of the Prometheus 
system, aud in the sections relating to these appliances, electrical 
cooking and heating apparatus will be found suitable for all purposes 
and for a wide range of prices. A considerable portion of the 
catalogue is devoted to electric light fittings, and endeavour has 
been made to include the widest possible range, both as regards 
style and design, variety and price; for instance, electroliers have 
been listed from 108. each to £60. More recent development of 
the company’s bneiness is included in the form of electricity 
meters; 15 separate types are listed, suitable for both continuous 
current and alternating current, single and polyphase. 

Мкѕзвѕ. Lupw. Lorwr & Co., Lrp., 30-32, Farringdon Road, 
London, E.C.—List containing illustrated information on the 
application of D.W.F. ball bearings to line shafting, also giving 

rices. | 
i THe Sun ELECTRICAL Co., Lro., 118 120, Charing Cross Road, 
London, W.C.—New circular—being an advance sheet from their, 
catalogue now in the press—showing balf-a dozen designs of the 
"Sun" luminons-type electric radiators, and stating prices of 
same. 

Messrs. SIEMENS Bros. Dynamo Works, Lrp., Tyssen Street, 
Dals on, N.E.— One more evidence of the enterprising spirit of 
this firm in making an intelligent appeal tothe foreign purchaser 
of electric lamps, is found in the issuing of another of its series of 
foreign sbow-cards extolling the virtues of tantalum lamps. Some 
of the cards prepared for other markets we bave already alluded 
to. The latest is an effort to take Italy by storm, and the design 
is varied accordingly. A German show-card has also been added to 
the series. | 

MressBs. FALK, STADELMANN & Co., Lrp., Farringdon Road, 
London, E C.—4An effective six-colour poster (20 in. х 30 in.) has 
been issued on which the now familiar Mephistopheles exhibits 
Members of the trade cau 
have copies for posting on wall or hoarding on application to the 
firm, also a leaflet relating to various other advertising specialities 
which they hold at the dieposal of customers interested in the sale 
of the above lamps“ 

ETABLISSEMENTS CAZES, Avenue Dubonnet, Ccurbevoie, France. 
— Card relating to their petrol-electric generating sets. 

Messrs. TETLEY & Со, Falcon Electrical Works, Greengate, 
Salford, Manchester.— Illustrated and priced ler flet giving informa- 
tion regardirg their ironclad fuse gear—ironclad tubular-power 
fuse boards, ironclad distribution boards, terminal type fuseboards, 
and switch and distribution boards, | 
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LIGHTING and POWER NOTES. 


Aberdeen.—The Corporation Electrical Department is 
now hiring out fane to prevent shop windows being obscured by 
frost. Last week was found suitable for experimenting. and asmall 
12-in. fan was placed at the foot of a large window in Union Street, 
The result was that the window, by the circulation of the air car- 
rent, was kept quite clear, in strange contrast to the others which 
were obscured by the severe frost. 


Acton.—Messre. D. Napier & Son have asked for a 
quotation which woald enable them to shut down theirown generating 
plant and take all their supply from the Council's mains. The firm 
are prepared to give a guarantee to take one million unite during 
the forthcoming year. The clerk was instructed to communicate 
with the Metropolitan Electric Supply Co. on the matter. 


Ceylon.— According to Commercial Intelligence, the 
Hunupitiya Desiccating Mills at Negombo have just been equipped 
with an electric lighting installation. This is expected to be a 
great convenience to the staff who start work, shelling and shaving 
the nuts, long before daylight, while in the bugy months work goes 
on practically all night. It appears that cocos-nut shells are 
being used as fuel in connection with this installation. ; 


Chipping Norton.—A local company is being formed to 
take over the undertaking of the Chipping Norton and District 
Electric Light and Power Co. It is proposed to erect a generating 
station in Barford Road, and the compulsory area of supply is 
High Street, Middle How, Market Place, Horsefair, New Street, 
and West Street. 


Church (Lanes.).—The U.D.C. has decided to apply 
for a prov. order for electric lighting. 


Continental Notes.—PortTtcaL.—During the past finan- 
cial year the central stations of the Compagnies Reunies Gaz et Elec- 
tricitó, of Oporto, supplied current for electric lighting purposes to : 
the extent of 4,048,560 Kw.-hours — an increase of about 26 
per cent. over the preceding 12 months. The energy furnished 
for power purposes during the same period reached a total of 
1,051,829 x w.-houts, an advance of approximately 50 per cent. The 
report mentions that, although the number of consumers of current 
has increased about 30 per cent., there has not baen a proportionate 
increase in the consumption, this being attributed to the growing 
use of metal-filament lamps. The new Tagus electricity generating 
station of the company is rapidly approaching completion. The 
plant comprises two sets of steam turbines and alternators of respec- 
tively 1,500 and 1,750 kw. capacity, and two sets of engines and 
dynamos of 750-K w. capacity. This, with the old Bona Vista station, 
will give the company an annual capacity of between 9 and 10 million 
KW.-hours per year. 

GzRMANY.—The Schlesien Electriciti'awerk Gesellschaft is the 
name of a new company which has just been formed in Breslau, 
with a capital of £200,000, to establish a large central electricity 
generating station for the supply of energy for lighting and power 
purposes in the Breslau district. 

Spais.—Doa Alfredo Moreno Ossorio, of Madrid, ha: been 
authorised to utilise the water of the River Guadalimar, at a place 
called Los Piezuelos (township of Ubeda), to the extent of 5,000 
litres per second, for the parpose of generating electrical energy, to 
be carried to La Carolina. 


Crompton.—The U.D.C. has decided not to apply for 
a prov. order for electric lighting. 


East Barnet.—The Board of Trade *has revoked the 
1906 electric lighting order. 


Edinbargh.—An expenditure of £45,000 is in con- 
templation on the Dewar Place station of the City Electric 
‘Lighting Department. Sir Alexander Kennedy has prepared a 
preliminary report. By substituting a couple of exhaust turbines 
for three of the present sets, it is estimated there would be an 
increased output of 34 million units per annum without any 
increase of cost, so far as the coal and water bill is concerned. 
This means the adoption of cooling towers. 


Epsom.—The U.D.C. has rejected an offer from the 
Epsom and Ewell Gas Co. to light the streets. It was stated that 
the Lighting Committee after having gone very carefully into the 
figures, found that the promise of the company, that its offer would 
result in & considerable saving to the ratepayers, was not justified. 


Falkirk,—The Falkirk Iron Co. has written the T.C., 
asking the terms on which electric light could be aupplied for a 
portion of its works. A supply is to be given to the Camelon Co- 
operative Society, Ltd., the expense being estimated at £920. The 
Corporation expects soon to be able to lay a cable to Camelon. 


Finchley.—The controversy between the C. D.C. and 
the L Ө]. regarding the street lighting still drags on. The LG B. 
has written athrminy ita decision nat to grant a loan for electric 
lighting on the ground that information as to alternative 
mctaods of illuminating (ic, gas lighting) has not been supplied. 
Toe Council is to reply t: at the whole question was thoroughly 
Kone into at the time of the J.G B inquiry. The Chairman said it 
vould be aa well to &ngounce that (hay did not jutend to use gra 
for streat lighting. 


Glasgow.—Various members of the T.C., including a 
recently-appointed committee, are actively interesting themselves 
in the solution of the problem of atmospheric purification, and a 
proposal bas been adopted by which it is expected the comparative 
merits of gas and electricity as heating factors, will be experimented 
with in various rooms of the municipal buildings Tne fogs 
experienced recently have emphasised the part played by the 
emission of smoke in the nuisance, and the following proposal by 
ех treasurer Stevenson, has now been adopted by the Corporation: 
—“ That with a view to the diminution of the smoke nuisance, it 
be remitted to a special committee to make arrangements for the 
holding of an exhibition for the purpose of showing the public the 
most up-to-date appliances for the utilisation of gas for lighting, 
heating, and cooking purposes; and that the Committee ou Elec 
tricity and the Sab-Oommittee on Air Parification be invited to 
co-operate.” The special committee will consist of 15 member— 
six from each of the Gas and Electricity Committees, and three 
from the Sab-Committee on Air Parification. 


Gravesend.—The T.C. desires to supply electricity to 
Denton Hospital, and as underground mains will entail an 
expenditure of £300, the B. of T. is to be asked to sanction the nse 
ef overhead lines. 


Haslingden.—On Friday, last week, a L. G. B. inquiry was 
held, and, in reply to Mr. C. E. Norton, the inspector, it was stated 
that with reference to the electric lighting and tramway scheme 
£1,300 of the amount spent on a destructor would belong to the 
tramways department. The electric lighting order of 1899 had not 
yet been exercised, and supply for the tramways was being taken 
from Accrington after being supplied to a regulating station. Tot 
town clerk stated that originally they arranged to take energy 
from tbe Lancs. Electric Power Co., which was afterwards unable 
to carry out its agreement, and as the Corporation Act of 1906 
did not permit Haslingden to generate current, the Corporation 
made terms with Accrington. 


India.—The Mysore Durbar has provided expenditure 
for the installation of electric lights in the extensions and the 
suburban villages, &c., of Bangalore City. 


Leicester.—A L.G.B. inquiry was held on November 
16th into the application of the T.O. fora loan of £7,000 for elec 
tricity purposes. The money is reqaired for the supply of powe 
from the tramway generating station. There wae no opposition. 

The Corporation Electrical Committee bas fitted up a suite d 
rooms at the offices in Millstone Lane with the object of demor: 
strating electric lighting, heating and cooking appliances. 


Lewisham.—The secretary of the South Metropolitan 
Electric Light and Power Co., Ltd., recently wrote to the Counc: 
suggesting that the development of the Forster Eetate presented ы 
opportunity for а trial of street lighting by electricity. The com: 
pany had been favoured with a contract for the complete installa: 
tion to the houses in Arran, Bellingham and Bromley Roads, acd 
had been asked to obtain the consent of the Council for the pab.ic 
lighting of these. The Highways Committee of the Council 
points out that the proposed seheme would entail increased cost 
without any definite advantage. Under these circumstances, tbe 
Oommittee has decided not to entertain the present proposal. 


London.—4A new concession has been granted by the 
City Corporation to the Smithfield Markets Electrical Sapply Co. 
until December, 1972, with the right of determining it in 193: or 
1952. 

The Port of London Authority has decided to provide entirely 
new electrically-driven pumping plant for the purpose of тай 
the level of the water in certain docks. 


Macclesfield.—The B. of T. has informed the T.C. that 
it will defer for a month from November 9th, the question ol 
revoking the E.L. order. The Corporation Gas Committee bu 
been asked to prepare a report on the question of the supply of 
electricity for the borough. 


Mexico.—The Puebla Tramway, Light and Power Ce. 
notifies that a formal petition has been presented on its behalf to 
the Government for leave to extend its electric transmission line! 
for light and power into Mexico City and the Federal disne 
This step has been rendered necessary by the approaching develop- 
ment of the Tuxpango Fall, which, whilst supplying the powe 
required by tne growing needs of Puebla City, will, at the ane 
time, leave available some 25,000 н.р. for Mexico City and tte 
surrounding district. | 


North Berwick.—The T.C. some time ago received 
notice from Messrs. Crompton & Co. that they were to s% 
authority from Parliament to introduce electric lighting into th 
town. It has been agreed to meet a representative of the cor 
pany with a view to coming to terms regarding the promotion 
of an Order. 


Poatypridd.—A L. G. B. inquiry was held on Norem»! 
18th into the application of the U. D. O. for a loan of £6,494 for 
electricity purposes. There was no opposition. 


Radeliffe.— The Lanes. Electric Power Co. has gr: 
notice of its intention to apply to the Board of Trade for ? 
provisional order to produce and sell electricity for all public acd 
private purposes within tbe urban district of Radcliffe, where (2 
District Council already possess monopoly powers, The compar? 


‚ proposes to lay cables within two years from the commencement of 


the order in tho main tborongbfare of the town, and will ala sd 
for power to break up а number of other tren 
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Reading.—The Electric Supply Co. has decided to apply 
for powers to extend the area of supply so as to include the 
parishes of Caversham, Maple Durham, Tilehurst and Theale, and 
to supply energy in bulk in the districts of Workingham, Bradfield, 
Wallingford and Henley. 


Stanley (Yorhs.).—The B. of T. has informed the 
U.D.O. that the question of revoking the E.L. order, 1902, will be 
deferred for three months. 


Walsail.—The T.C. has applied for a loan of £35,000 
for electricity purposes. 


West Ham.—Mr. Н. Н. Couzens reports an interrup- 
tion of the supply on November 8th. The trouble was due to a 
current transformer failing, and to prevent a recurrence of the 
trouble, new transformers are to be obtained. The supply to the 
Abbey Lane sub-station is dependent on one feeder only, and 
although the cables in West Ham have proved very reliable, he did 
not consider they were justified in risking the continuity of the 
supply to the Stratford factory district. When the new cable 
supplies are laid to the Town Hall, it is proposed to extend one of 
these to Abbey Lane. The estimate of the cable work is £5,400. 
The report was adopted. 


Widnes.—The T.C. has decided to negotiate with the 
Salt Union, Ltd., and Messrs. Merz & McLellan, who are seeking 
powers to supply electricity, for the traosfer of the existing elec- 
tricity order. Mr. J. H. Crowther bas been retained to advise the 
Council in the matter. 


Willesden.— An' application from Messrs. Underwood 
and Bros. for permission to erect overhead mains for power and 
lighting supplies in connection with the Brent drainage worke has 
been granted, subject to protective conditions. The Council is to 
give the combined supply of current at 2d. per unit. 


Worksop.—The U.D.C. has decided to supply electricity 


for heating and cooking at 1d. per uuit, and to reduce the price of 
energy where prepayment meters are used to 44 per unit. 


Ystradgynlais. — The ratepayers have accepted the 
tender of Meesra. Mills, English & Co., of Swansea, for carrying out 
the electric light scheme, by which about 130 lamps will be utilised 
for public lighting. 


TRAMWAY and RAILWAY NOTES. 


Argentina.—The Boletin Oficial of October 12th 
publishes a decree authorising the Buenos Ayres Great Western 
Railway Co. to extend its lines from the neighbourhood of Sadi 
Uarnot Street to the lines of the port of the capital, passing under 
part of the city by means of a tunnel. Traffic on the new line is to 
be worked by electric traction, and the service of electric trains is 
to ran also between Sadi Carnot and Moreno Station, the company 
being empowered to construct two additional lines between 
Caballito and Moreno. The company is obliged to set up fire- 
extinguishing apparatus in the tunnel. Plans of the work must be 
submitted for approval within 18 months from the date of promul- 
gation of the concession, and the work must be completed within 
four yeare and six months after the approval of the plans. 

The Boletin farther contains the text of a decree granting to 
Messrs. Octo Franke & Co., concessionaires for the electric railway 
between La Plata and Avellaneda, a concession for the construction 
and working of an electric railway from the side of the Riachuelo 
to Retiro station, joining there with the existing lines; a branch 
line is to be consiracted from Entre Rios Street, by way ot Brasil 
Street, to Constitucion Square, and connections are to be made with 
. the lines of the porte of Buenos Ayres and La Plata. The main 

line i» to cross the Riachuelo by a drawbridge and to coutinue at 
the same height along a viaduc: to the top of Uspellata Btreet, 
where it is to enter a tunnel. Fire-extinguishing apparatus ie to 
be provided. Pians must be submitted for approval within 18 
months from tbe date of promulgation of thecontract, and tbe work 
must be completed within four years and six months after the 
approval of the plans.— Board of Trade Journal. 


Bacup.—The T.C. has decided to apply to the Light 
Railway Commissioners for an order to construct a tramway from 
the borough aud Whitworth boundaries to Bridge Street. The new 
line will join an existing one at Whitworth. 


Belfast.—The Law Committee is to oppose the Bill 
which the Cavehill and Whitewell Tramway Co. is promoting for 
the purpose of obtaining running powers over a portion of the 
Corporation’s system. 


Bolton.—Tbhe Tramways Committee has decided to relay 
the route between Bromwich Street and Portugal Street witha 
double track. The question of the adoption of half penny fares has 
been adjourned to the next meeting of the Committee. 


Canada.—The Toronto Railway Co. is now using two 
motor vehicles in connection with the maintenance of its electric 
tramway system in Toronto, Canada, One of them is a Berna 
3-ton petrol motor-lorry, fitted with a tower and ladders for 
repairing the overhead wires, while the other is an ordinary 


pleasure car, the body of which has been replaced by a platform to 
carry the ladders necessary for wire repairing work. 

According to the Standard, reports are once more current 
that the Canadian Pacific intends to electrify some part, at 
any rate, of its system in the Rocky Mountains. The first 
experiment is to be made next summer, on the branch line into 
Pbonix, which will be ran with power supplied by the West 
Kootenay Power and Light Co., in which the C.P.R. is supposed to 
be interested. Tne Southern Pacific hae electrified a portion of its 
System with success on the Sierra Nevada division, where the 
conditions are very similar. 


Chile.—-Following the article which appeared on page 805 
of our last issue, from a newspaper cutting just received it appears 
that the Obilian Government is in favourof the Italian Westing- 
house Co.'s scheme, and that His Excellency, President Moutt, is 
anxious to proceed with this important reform as soon as possible. 
The Government will shortly bring the matter of railway electrifi- 
cation up in Congress for consideration. 


Continental Notes.—Russ1a.—The preliminary survey 
of the projected new electric railway between St. Petersburg and 
Imatra is almost completed. The necessary deposit has, according 
to the Novoe Vremya, been paid into the Imperial Bank, and the 
fands for the construction of tbe line are assured. The Vuocke 
River falle will be used to generate the necessary electric power. 

France.— Nineteen persons were injured in a tramway accident 
which occurred in the fog, at Vitrv, near Paris, on Monday. 

DENMARK.—According to the Financial News, negotiations have 
for some time been in progress between an English financial and 
an English electric firm, on tbe one side, and some towns and 
municipalities in Jutland, Denmark, on the other, concerning 
the construction of an electric railway between the towns of Aarhus 
and Randers, which is calculated to cost some £200,000, and of 
electric central stations for the purpose of supplying a good-sized 


. district with electric current for power and light, which may entail 
an expenditure of rather more than £150,000. The loan, probably 


of £400,000, will be guaranteed in various ways. 

Gramany.— Work is about to be commenced on the construction 
of an electric tramway between Dresden and Klotssche. 

ITALY.— Consideration was given at a recent meeting of the 
Municipality of Belluno, to the project for the construction of an 
electric railway over the Dolomite Alps. The Construction Com- 
mittee reported that a private company had offered to construct 
the Agordino section at its own cost, and had applied for the 
Government's sanction. After long discussion, it was decided to 
decline that offer, and to take steps to raise within the province an 
initial capital 50,000 lire, for the purpose of purchasing the scheme 
of the Engineer Baudracco, payment for which will be made in two 
portions—three-fifths at once, and the remainder after obtaining 
the Government’s approval of the project. . 

A scheme for an electric aerial railway appears, says the 
Giornale dei Lavori Pubblici, likely to be shortly realised. It will 
be of a length of 13:300 km., and will ran from Prato Sesio to 
Borgomenero, toucking Cavallirio, Boca-Maggiore and Vergano en 
route. It will be worked by an electric plant at Boca, where 
three-pbase generators will produce energy at 350 volts, which 
will be distributed by aerial lines. | 

Application has been made by the Bocietà Varesina per Impresse 
Elletriche for leave to build and work an electric tramway from 
Varese to Bobbiate. The line will have a length of 3:418 km., the 
gauge being 1 metre. 

Concessions for electric tramways between Mestre, Treviso and 
8. Artemio, and between Trani and Oorato, have been sanctioned 
by the Italian Pablic Works Department, the granting of a yearly 
subsidy of 1,500 lires per km. for 50 years being also approved in 
the latter case. 

Consent has been accorded to the application made by the 
Bocietà dei Tramway» Fiorentini for a concession to construct and 
work an electric tramway from Badia to Ripoli and Grassina, being 
an smplification of the existing lines between Florence, Bagno 
and Ripoli. The new line will have an extent of 4:230 km. 


Devonport.—The Devonport and District Tramways Co. 
has written to say that the leased lines will be re-opened for public 
traffic as soon as they can be got ready. The company having 
given notice to apply to Parliament for a Bill to amend the terme 
of the Acts of Parliament and lease relating to the leased lines, 
the town clerk was instracted to to take steps to oppose the Bill 
and retain counsel and Parliamentary agents. 


Doncaster.—Auother tramway extension, to the colliery 
village of Warmsworth, is beiog promoted by the T.O. The length 
is 2,330 yards, and the estimated cost £11,600. 


Dundee.—The Tramways Department is going to try 
vestibules on tramway cars for the protection of the drivers ard 
conductors. Ti 


Falkland.—The B. of T. has confirmed the Falkland 
Light Railway (Extensioa of Time) Order, 1909. 


Fife.—The Wemyss Tramway Co. is to apply for a prov. 
order authorising the construction of tramways in the burghs of 
Kirkcaldy and Lochgelly, and also in a number of adjoining 
parishes, 


UHaslingden.— The earnings of the electric tramways per 
car-mile from April Ist to October 3186 were equal to 11 20d.; 
during October they were 11°48d, compared. with 11'54d, in Bep- 
1 1 5 The passengers carried during the seven months were 

98,858. | | 
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Lianduduo.—A settlement has been arrived at in the 
action brought by the U.D.O. against the Llandudno and Colwyn 
Bay Electric Railway Co. for the interpretation of the agreement 
between them. This agreement fixes the scale of prices to be paid 
to the Council for energy for working the tramway. The omission 
of the words per annum in certain cases led the company to con- 
tend that, the minimum consumption being once passed, only 
the lower rates were chargeable against them in subsequent years, 
while the Council held that the scale should come into operation 
afresh each year. The terms of the compromise show tbat the 
company have assented to the Council's construction of the agree- 
ment, but that there is to be no payment to the Council on the 
basis of that conetruction until after the date of the settlement. 
A further condition assented to by the Council is that it will 
revive a former offer to take a poll of the town on the question of 
Sunday ranning, subject to the expense of the poll being borne by 
the company. The plebiscite is to be taken whenever the com- 
pany give a month's notice of their desire that it shall be pro- 
ceeded with, but it is not to be done during the visiting season. It 
is also stipulated that & sum is to be paid to the Council in respect 
of costs incurred in connection with this action. 


London.—It is proposed to amalgamate the Piccadilly, 
Bakerloo and Hampstead tube lines, but, as the Financial Times 
remarks, the amalgamation will be largely in the nature of a family 
affair, as practically all the ordinary stock of the companies, 
amounting to £11,100,000, is held by the Underground Electric 
Railways Co., which will own the joint undertaking. The capital 
of the new concern will be £16,800,000, and the tota! issue of the 
three companies amounts to £15,920,000. The extra capital is to 
be spent, among other things, on a junction between the Bakerloo 
and Hampstead lines. 

The Highways Committee of the L.O.C. has come to an arrange- 
ment for through running from Aldgate vid Stratford Broadway to 
Ilford Broadway and to Epping Forest. This service will involve 
agreements with the West and East Ham Corporations and the 
Leyton U.D.O. It is proposed that each authority shall take all 
fares on its own cars, pay its own working expenees for operating 
its own cars, supply electrical energy in its own area to the 
other authorities and run cars according to the length of track in 
its own area. 

The Brighton Co. has decided to commence a public service on 
its electrical route—to be known asthe South London Elevated 
Electric—on December Ist. The journey, London Bridge- Victoria, 
is timed to take 24 minutes, as againet 36 minutes with the steam 
trains: the fares are to be reduced, and, in consequence of the 
frequent electric service, many tbrough-train stoppages will be 
eliminated. 

It is reported that the Sydenham, Victoria sud West End 
Electric Tube Railway Syndicate will not proceed with the Bill 
until after the General Election. 


Northampton.—The Т.С. has decided to apply for 
Parliamentary powersto enable it to extend the tramways from the 
centre of the town to the outlying district of Far Cotton. Recently 
the Tramways Committee sent a deputation to Germany to inspect 
several installations of the trackless trolley system, and the depu- 
tation also visited Hendon and inspected the system there. It 
came to the conclusion, however, tbat the trackless system is 
unsuitable for the Far Cotton route, on which there is a very steep 
incline. Excluding the cost of the application for powers, the 
capital outlay for the extension is estimated at £14,040, this sum 
including the purchase of four new cars and the widening of a 
bridge over the River Nen. The annual outlay is estimated at 
42.650, made up of redemption of capital and interest, £850; and 
working expenses, £1,800. The receipts are estimated at £2,450, 
leaving a deti:iency of £200. At present the Far Cotton district 
has an omnibus service which is run at an annual loss of £450. 
Beveral members of the Council expressed the opinion that electric 
cara would pay from the commencement. The only opposition to the 
application for powers is expected to come from the L. and N.W. 
Railway Co., whose Northampton to Peterborough line is carried 
over a level crossing on the tramway route. 


Perth.—The Convener of the Tramways suggests that an 


expert be called in to report as to how the system could be improved. 
A mong other proposals is one to separate the offices of traffic super- 
intendent and electrical engineer ; Mr. Lambert to be responsible for 
the latter duties, an4 to proceed with the erection of a new depot 
in South 8t. John’s Place. 


Waketield.—The B. of T. has refused the application of 
the Wakefield and District Light Railway Co. for the abandonment 
of certain sections of the proposed tramways in the outlying dis- 
tricts of the city, but has extended the time for completing the 
lines to November, 1911. 


TELEGRAPH and TELEPHONE NOTES. 


Aberdeen.—The National Telephone Co. has transferred 
the working cf its system from the old exchange to а new one in 
Bon Accord Street. 


Argentina.— The“ Empresa Telefonica del Chubut ” has 
obtained a 30 years’ conceseicn for the establisbment and working 
of a public telepLone service between Rawson, Trelew, Puerto, 
Madryn and Gaiman.— Board of Trade Journal, 


The American Combine.—Mr. C. H. Mackay, president 
of the Mackay Companies, has issued a categorical. denial of the 
existence of any connection with the combine ; he declares that his 
companies had nothing whatever to do with it, and knew nothing 
about it until the public announcement was made. 


Canadian Telegraph Rates.— On the 1st prox. an 
increase in the rates for code telegrams comes into force in Canada. 
Owing to the difficulty in transmitting code words, such words are 


to be limited to five letters in all landline telegrams between 
Canada and the U.S.A. 


Communication with Trains.—The American Press 
reports that successful experiments have been made with a third- 
rail system of telephonic communication with moving trains on the 
Erie line. The automatic stopping of trains moving towards one 
another on the same track was also effected. 


Overhead Telephone Wires.—Mr. Garrett, at the West 
London Court, recently gave his decision in a dispute between the 
Postmaster-General and the Hammersmith Borough Council in 
respect of the desire of the Post Office to place overhead wires and 
telephone posts throughout the borough of Hammersmith, The 
decision was in favour of the Postmaster-General. 


Telegraphic Interruptions. — Heavy snowstorms 
towards the end of last week, combined with severe cold, seriously 
interfered with telephonic and telegraphic communication in 
Germany, and almost cat off communication with other countries. 


West Indies.—The condition of West Indian communi- 
cations remains unaltered. The c.s. Relay was expected to arrive 
at Jamaica this week, and would immediately proceed to repair 
the Turks Ieland-Jamaica cable. Messages are still being sent by 
post between New York, Cuba, Bermuda and Jamaica, and the 
islands beyond and from there by cable to destination. 


Wireless Telegraphy.—A contract has been entered 
into between the Compania Espanola de Telagrafia sin Hilos and 
the Government whereby wireless telegraph stations on the French 
Berthenod system will be set up at Cadiz, Vigo, Barcelona and the 
Balearic and Oanary Islands, including six of the principal of the 
last-named, which, with the Santa Orus de Teneriffe and Gando 
stations, will embrace а radius of 2,500 kilometres, thus establishing 
communication with Cape Verde, and thence with Pernambuco in 
South America, The company has jast completed the erection of 
ita station at Banta Crus. 

Oolonel C. C. Wilson, of New York, president of the United 
Wireless Telegrapby Co., has come to this country to secure the 
sanction of the Postmaster- General fcr establishing a number of 
wireless stations in England, which he proposes to use for inland 
as well as for ocean purposes. He is said to have made the 
ridiculous statement that within five years the cable companies 


would be driven out of business 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. — MELBOURNE. — November 29th. 1.250 
opalescent arc lamp globes for the Oouncil. See ''Official Notices" 
November 12th. 

MrxrBouBRNE.—December 6th. 230 ac. and 160 p c. electricity 
meters for the Council. Bee ''Official Notices " November 19th. 

MELBOURNE.— December 8tb. 4,503 yards of single-condsotot 
lead-covered cable, and 1,500 yards three-core lead-covered cable. 
See '' Official Notices " to-day. 

MELBOURNE.—December 13th. 50,750 incandescent lamps for 
the City Council. See “ Official Notices " to-day. 

MELBOUBNE.—Jaunuary 5th. One feed-water oil eliminator for 
the Citv Council. See ''Official Notices" November 19th. 

MELBOUBNE.—February 22nd, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Syduey, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 

March 16tb, 1910.—A Branching multiple magneto switchboard 
for the P.M.G., for Canterbury, Victoria. Commonwealth Offices 
in London, 72, Victoria Street, S. W. 


Belgium.—December 31st. The municipal authorities 
of Jupille are inviting tenders for the concession for the lighting of 
the little town by gas or electricity. 

January 3lst.—The municipal authorities of Waremme аге 


inviting projects for the establishment of a central electric station 
in the town. 


Cape Colony.—December 6th. Electric lighting pro- 
posals for the town, for the municivality. It will be observed that 
the time for submitting schemes is very short. The Z/»ard of Trade 
Journal gives a few further particulare. 


Cape Town.—January 5th. The Corporation are reqnir- 
ing tenders for the supply of motors for the year 1910. These 
motors are in connection with the hire-purchase system commerced 


by the Corporation, two years ago. Tenders to City Hall, Cape 
Town. 
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Dublin.— November 29th. General stores for the 
Dublin United Tramways Co. (1896), Ltd. See Official Notices” 
November 5th. 

D:cember 1st.—Electric wiring and fitting of the Workbouse 
buildings, pursing sisters’ residence, and North City Dispensaries, 
for the North Dublin Board of Guardians. Specifications at the 
office, North Branswick Street, or from the consulting engineer, 
L. J. Lawless. 27, Castlewood Avenue, Rathmines, on payment 
of the cost of production. 


Darham.—December 13th. Stores, including electric 
са for the Trimdon Grange Colliery Oo. (Walter Scott, Ltd.), 
arham. 


Glasgow.—Meesrs. Wm. Barr & Sons (Coal Masters), 
Ltd., are inviting tenders for stores, &c., for the year 1910, for several 
of their collieries. Schedule O is for electric fittings. Forms of 
tender at the offices, 10, Bothwell Street, Glasgow. 


India, — Lucknow.—December 81st. The Municipal 
Board invites proposals for supply of electrical energy, coal or oil 
m Bee this column for October 29th, and an article in our last 

ue. 


Italy.—December 6th. The Italian Naval authorities 


in Spezia are inviting tenders for the supply of a number of electric 
searchlights for use on warships. i 


Hiddleton.— December 7th. Coal for the Corporation 
electricity works; Mr. B. Pauls, electrical engineer. 


Neath.— 2,000 tons of coal for electric generating station. 
Mr. G. Н. Taomson, electrical engineer, Green Street, Neath. 


Poplsr.— December "th. Electric fan and fittings for 
the Workhouse Laundry. See “Oficial Notices” to-day. 


Russia.— March 14th, 1910. The municipal authorities of 
Samarkand are inviting tenders for the concession for the con- 
к and working of eight kilometres of electric tramways in 

wn. 


Spain,— December 10th. The municipal authorities of 
Tabernas (Province of Almeria) are inviting tenders for the con- 
cession for the electric lighting of the town during a period of 10 
years. 

The Direccion de Telegrafos has been authorised to acquire 400 
kilogrammes of covered wire, 20 metres of type B cable, and 4,000 
metres of aerial telephone cable, with 28 conductors. 


OLOBED. 


Australia.—MkrnovnNE.—According to an exchange, 
the tender of Messrs. Pfaff, Pinschof & Co., Pty. Ltd., Melbour. e, 


at £340, for 80 a.c. flame arc lamps of the U.V.” type, has been 


accepted by the City Council. 


Bolton.— The tender of Messrs. Dick, Kerr & Co., for 


10 electrical equipments for cars, also that of Messrs. Hadfield, for 
points and crossings, have been accepted. 


Doncaster.—The T.C. has accepted the tender of the 
United Electric Car Co., for four top covers for tramcars, at £91 
each, and alterations to staircases, at £24 163. per car; that of 
Messrs. J. Batler & Co., Halifax, forashaping mach ine, at £40 103. 8d. : 
and that of Messrs. Hall & Son, for a steam feed pump, at 486. 


Government Contracts.—During the past month the 
following tenders have been accepted by the Government Depart- 


ments named :— 
ADMIRALTY, 
Incandescent lamps.— Edison & Swan Co., Ltd.; General Elcetric Co., Ltd. 
Lanp fittings. - MeGeoch & Co., Ltd. . 
Telegraph gear.—Chadburns (ship) Telegraph Co., Ltd, 


GENERAL Post OFFICE, 
овое и and cotton cv. W. T. Henley's Telegraph Works Co., 
td. 

Cable, paper cov.—Britich Insulated and Helsby Cables, Ltd.: Johnson 
and Phillips, Ltd.; Western Electric Co. - 

Dry cells.—siemens Bros. & Co., Ltd. 

Unmounted generators, — International Electric Co, 

Paper, Morse and Hughes.—C'olley's Patents, Ltd. 

Bronze wire.—T. Bolton & Sons, Ltd.: British Insulated and Helsby Cables, 
Ltd.: Shropshire lron Co, Ltd.; F. Smith & Co., &e., Ltd. 

Battery equipment and main switchboard installation at the Head Post 
Office, Bristol.— Westminster Engineering Co., Ltd. 

Telephone trunk service equipment installation at Post Office trunk 
exchange, Sheffield, and at Post Office trunk exchange, Bristol.— British 
Insulated and Helsby Cables, Ltd. 


Ileywood.—The Rochdale Electric Co., Ltd., have secured 
the Government contract for the electric lighting of the Post 
Offi :e at Heywood. 


London.—L.C.C.—The Education Committee received 
the following tenders for electrical work at the Paddington Technical 
Institute:— А 


Beane & Boal, Ltd... 825 07 s. „ (accepted) 4287 10 
G. and E. Bradley zt T vu ee ae -" 309 10 
J. and F. May .. 8% i s ve 25 А 845 10 
Strode & Co, ET ee ee oe oe oe oe B67 0 


The Switchgear Oo., Ltd., whose tender, at £3,517, for high and 
low-tension switchgear was recently accepted, informed the Council 
that an error occurred in their e-tímate. This the Highways Oom- 
mittee reports will make their tender higher than those of two 
other firms. The acceptance of the tender of Johnson & Phillips, 
Ltd., at £3,625 is therefore recommended. 


SouTRwABK.— The B.C. has accepfed tbe following quotations;— 


Siemens Bros —8 n.r. motor, £9). 
Crompton & Co., I.itd.—+ kw. converter and starter, £45 18s.. Two 65 Rw., 
cory etter machines (in place of two 3-kw. machines previously ordered) 
117.. 


Rugby.—The U.D.C. has accepted the tender of the 


British Thomson-Houston Co.. Ltd., for the electrical equipment of 


the laboratory at the Lower School. 
Shanghai, —We understand that Messra. Cryselco, Ltd., 


of Bedford, manufacturers of the Cryselco " carbon and metal- 


fllament lamps, have received the contract for the supply of lamps 
to the Shanghai Municipal Council for the ensuing 12 months. 


Wallasey.— The tender has been accepted of Messrs. 
Imeson, Finch & Co., of Stockton-on-Tees, for work in connection 
with the extension of the tramways a distance of 34 miles, 


-Watford.—The U. D. C. has accepted the tender of Messrs. 


Siemens Bros., Ltd., for a year’s supply of meters. 


Worksop.—The U.D.C. has accepted the tender of Bell’s 


Asbestos Co, Ltd., for asbestos non-conducting boiler covering, at 
10s. per cwt.; and that of Mr. Hadyn Harrison for 200 Osram 


lamps for street lighting, at 3s. 1d. each. 


FORTHOOMING EVENTS. 


Northampton institute Engineering Soslety.— Friday, November 26th. At 5.45 p.m 
Paper оп “ Bingle-Phase Electric Traction," by Mr. T. A. Collett. 


Physica! Seolety.— Friday, November 28th. At 5 p.m. At the Imperial College 
of Science, South Kensington, S.W. Paper on The Effective Resistance 
and Inductance of a Helical Coil," by Mr. J. W. Nicholson; and other papers. 


Asseslation of Engineers-in-Charge.— Saturday, November 27th. Social. Dance. 


institution of Electrical Engineers (Manchester Seotien). — Tuesday, November 
80th. At 7.80 p.m. At the University, Manchester. Paper on Recent 
Developments in High- Tension Transmission om Overhead Lines,” by Prof. 
E. W. Marchant and Mr. E. A. Watson, 


Faraday Seciety.—Tucsday, November 30th. At 8 p.i. At the I. E. H. Annual 
general meeting, followed by ordinary meeting. Papers“ Оа the Electro- 
Analytical Deterinination of Lead as Peroxide,” by Mr. H. J. S. Sand; On 
the Influence of Dissolved Gases on the Electrode Potential in the System 
Silver-Nilvee Acetate, aq., and Contributions to the Study of Ionisation 
in Aqueous Solutions of Lead Acetate and Cadmium Acetate," by Mr. A. 
Jaques, 


Institution of Civil Engineers.—Tucsday, November 80th. At 8 p.m. Further 
discussion on papers on “ Railway Electrifleation.“ 


Friday, December ard. At 8 p.m. Students’ meeting. Papor on The 
Design of Generating Stations,” by Mr. G. Ingram. 


lastitution of Electrical Engineers (Birmingham Seotion). — Wednesday, Decem- 
ber Ist At 7.30 p.m. At the University, Birmingham. Papers on 
" Research on Metallic-Filament Lamps," by Mr. F. H. R. Lavender; and 
“The Present Aspect of Electric Lighting," by Messrs, Н. W. Haudcoc 
and A. H. Dykes (to be taken as read and discussed). 


lastitution of Electrical Engineers (Students! Section, London). — Wednesday 
December Ist. At 7.45 p.m. At 92, Victoria Street, S. W. Paper on Specia 
Rheostats, by Mr. J. В, Messent. 


lastitution of Electrical Engineers (Glasgow Seotiom.— Wednesday, December 1st. 
At 6.80 p.m. for 7 p.m. At the Grosvenor, Glasgow. Annual dinner. 


Roatgen Soocisty.— Thursday, December 2nd. At 8.15 p.m. At 20, Hanover 
Square, W. Paper оп “ Some Etfects of Electrical Discharges on Photo- 
graphic Plates," by Prof. A. W. Porter. 


lustitution of Electrical Engineers (Glasgow Stadents’ Seotion).—Friday, December 
drd. At the Technical Coliege, Glasgow. Discussion on“ The Training of 
an Electrical Eagineer," led by Messrs. F. A. M'Gowan und G. G. Cree. 


THE ELECTRICAL ENGINEERS 
| (LONDON DIVISION). 


TEE following orders are issued :— 


Commanding Officer—Cor. R. E. В. Crompton, C.B. 
Monday, November 2th.—" A " Company, "Technical drill, 6.30 to 9.30 p.m 
Tuesday, November 30111, —'" B " Company. Technical drill, 6.30 to 9.80 p.m 
Wednesday, December 1st.—Gymnasium, 6.80 to 9.30 p.m. 
Thursday, December 2nd.—'' C" Company. "Technical drill, 6.80 to 9.80 p.m 
Friday, December 3rd,—* D” Company. Technical drill, 6.80 to 9.30 p.m 


Baturday, December 4th.—'' C" Coinpauy. Week-end run at Coalhouse For 
suspendod until December ]1th. | 
(Signed) P. H. CAMPBELL, Capt. R.E. and Adjutant 


For О.С, E. E., L. D. 
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NOTES. 


A Country House Wind-Tarbiue Electric Plant.— 
An interestiog installation has been put in at Buckenhill, Brom- 
yard, Herefordshire, the residence of Mr. R. Phipps, by Messrs. 
J. G. Childs £ Oo., Ltd. The motor is one of their standard wind 
turbines for electric driving, 2t ft. in diameter, and is mounted 
upon a steel tower 75 ft. high, about 435 yd away from the house, 
on ground which stands perhaps 90 ft. above the level of the ground 
round the house. The generator is placed in a small house at the 
foot of the tower, and the battery and switchboard are mounted in 
one of the outbaildings of the house. The current is conveyed 
from the generator to the battery by means of bare copper cables, 


carried on porcelain insulators mounted on .poles, in connection . 


with which lightning arresters are fixed. The generator is of a 
special design, with a speed variation of 400 ito 1,600 B. . u. and 
runs with the armature in a vertical position. It is carried on ball 
bearings, and is driven by a 5-in. belt from the vertical shaft of the 
windturbine, The generator is of 4 Kw. capacity, with a normal 
voltage of about 70. In order to have the whole of the control 
arrangements in the battery room, a separate field wire is carried 
up to the battery along with the other conductors. The battery 
consists of 28 cells by Messrs. Pritchetts & Gold, having a discharge 
capacity of 46 amperes for 10 hours, and is divided into two equal 
groups, either of which can be used for the lighting circuit, which is 
fed at 25 volts, using Osr«m metallic-filament lamps. Arrangements 
are made for using 50 volte for power, as the plant in addition to 
running the lights in the house (about 100 in all) also drives a 50- 
volt motor for running a chaff cutter, circular saw, and root-pulping 
machine. This motor is placed in a shed about 80 yd. from the 
house, and is connected to the battery by means of an armoured 
lead-covered cable laid in the ground. The chaff-cutting required 
for the homestead is easily dealt with by this machine, and also a 
considerable amount of firewood, &c., is sawn. The motor is belted 
direct to the various macbines, and, of course, only runs one at a time, 


d «- 
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Wisp TuBBINB AT BUCEENHILL. 


We are informed that tbe plant has now been running for over 
a month, and behaves admirably. It is entirely automatic, being 
fitted with Messrs. Childs's patent tail gear, which gives very accu- 
rate adjustment to the wind. This arrangement consists of three 
tails, two of which stand out at about 20° with the wheel. Two of 
these are connected together, so that when the wheel is required to 
stop, these have only to be pulled into a horizontal position, 
and the wheel immediately comes up into the wind and stops 
running. In the same way the tails are so balanced, that when the 
wind reaches a predetermined velocity the tails tend to take the 
horizontal position, and во bring the wheel out of the wind more 
or less aa the strength of the wind varies. In the recent gale which 
swept over the Midland Counties, this plant underwent a very 
severe test of stability ; though a very large tree was blown down 
close to it, the wind turbine suffered not the slightest harm. It is 
found that the supply from the wind turbine is very reliable, and the 
plant requires very little attention. All the main bearings carrying 


load are bull bearings, and the gear is enclosed in а cast-iron oll 
bath, so that if the plant were left for 12 months no harm would 
result from want of lubrication. As the wind turbine is placed 
on ground somewhat higher than the house, there is often & good 
wind blowing at the turbine, when none is felt down at the house. 
The plant is guaranteed to produce 3,000 units a year, but in prao- 
tice it produces at a much faster rate than this. In 12 hous 
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CHAFF CuTTEB AND Saw DRIVEN BY WIND POWER 


recently it produced 14 units, with wind averaging 15 miles n 
hour. Estimating that the average wind in this situaticn will bt 
about 9 miles an hour, the output of the plant in a year will pr 
bably be about 5,000 units. 


The Development of Electrical Main Line Traction. 
—In а paper recently read by Dr. Eichberg at the Allgemeine 
Elektricitäts Gesellschaft's Works, in Berlin, the present position of 
electricity in connection with main: line railway work is d 
He points out that the spread of heavy electric traction has not been 
nearly so rapid аз that of electric tramways, chiefly because th 
economical advantages of heavy electric driving are more imme- 
diately evident in special cases, such as those where tbe trafic И 
unusually dense, or the gradients very heavy, where long tansel 
have to be traversed, or where there is а possibility of employimg 
water-power. The other advantages of electric driving, gach 
absence of smoke, do not appear to be appreciated yet in Europe 
althoegh, in America, the tendency now is towards prohibiting tbe 
introduction of steam traffic within the bounds of the towns. 
first main-line electrical experiments were made in 1894 on the 
Baltimore-Ohio line. Since 1907 all the trains of the New You 
Central Railway have been brought into the New York termine 
by means of electric locomotives, and similar applicationi 
of electric driving are aleo in use on the Paris-Orleans line, and 3 
Italy on the Milan-Gallarate line. As long as the use of dires 
current is retained, the collection of the current is practically ct 
fined to the third-rail system, and this is looked upon ¥ 
unfavourable eyes by the railway authorities from the point of it 
of track maintenance. In Italy, and also in connection with the 
German high-speed trials, a three-phase supply was employed. ТМ 
higher voltage thus made available permits overhead collection to 
be retained and long distances to be dealt with; but, although tb 
system has proved itself quite practicable, the fact that two over 
head lines, with a large voltage difference between them, sre 

„ is a serious drawback. The difficulties are ев 1 


the experience of numerous railways. 
large European railway which is not concerning itelf with tbt 
question of electrifying some portion of ite system, and there 3 
be little doubt, in the ороп of Dr. Eichberg, that the nest fv 
year will eoo in pont developments in this direction, 
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N. C. S. Limiter.“—A simple device has been intro- 
duced by Messrs. Nalder Bros. & Thompson, Ltd., of Queen Street, 


B. O., for use ip connection with the current-limit system of 


charging for electrical energy. As shown in the accompanying 
illustration, it consists of a resistance and a thermal cut-out, 


mounted on a slab of porcelain and enclosed in a cast-iron on,. 


It is suitable for both a.c. and рс. circuits without modification. 
The thermal cut-out is made of three iron parts—a fixed bar, 
carrying at the upper end a contact spring with adjusting screw; 
a wire traversed by the main current; and a pillar, upon the 
upper end of which tbe contact is made. Normally the resistance, 
which is of the woven-wire type in cylindrical sbape, is short- 
circuited by the cut-out; bat when the predetermined limit of con- 
sumption is exceeded, even by 20 watts, the expansion of the wire 


N.O.S. DEMAND LIMITER. 


due to its rise of temperature opens the contact, and throws the 
resistance into circuit. 
strength allows the contacts to close again, and the lamps therefore 
continue blinking until the excess of current is cut off. The appa- 
ratus is unaffected by ordinary changes of temperature, owing to 
the above-mentioned construction of the chief parts of the same 
material iron) The device is of interest in connection with 
Messrs. Handcock & Dykes's paper, read at the I. E. E. last night. 


Electric Shock Fatality.—On the 19th inst. an inquest 
was held into the death of Robert Hall, 27, signalman, in the 
electrical department at Denby Colliery, who met his death from 
electric shock, on 10th inst, underground. The inquest had been 
adjourned to allow investigations to be made by the Government 
electrical expert, Mr. Robert Nelson, who was now present. 

Daniel Taylor, a corporal at the colliery, stated that on the day 
of the accident deceased came down the incline with an empty tub, 
out of which he took some tools and entered the haulage house. 
Witness was 15 yards away at the time, and bad only gone another 
7 yards when he heard a lamp fall in the haulage house; on 
getting no reply to his shout he hurried to the door, and there saw 
deceased just falling down, with the appearance of clutching at 
something. At the same time some sparks and a bright flash were 
twice in quick succession emitted from the ammeter. Witness 
hailed the deputy, and then ran to get the power cut off. Deceased 
would only be in the house half a minute before witness heard 
the lamp fall, and would have had no time to do any work there. 

William Hannah, of Belper, electrician at the colliery, said the 

lant was new, and had only been worked for trial purposes. They 
fad earth plates to which the cables were connected, and as far as 
he knew at the time of the accident they were satisfactory, frequent 
tests having lately been made. On the 15th, whilst examining the 
system after the accident, he found a loose connection on the 
earthing cable. There was no other fault on the system of earthing. 
The dsy after the accident it was found that the insulation of the 
ammeter coil was punctured. The ammeter was held by three screws, 
and the bottom screw was balf out, whilst the other two were loose. 
In his opinion the fault on the ammeter was the primary cause of 
the accident. The defect would show itself by the flashes. If 
deceased did not unscrew the ammeter somebody else did. He 
thought it quite possible that deceased went to the ammeterto remedy 
the flashing. Deceased had attended to minor faults before with- 
out cutting off the current, although he had received proper 
instructions regarding his work. 

Robert Nelson, electrical inspector of mines, said he had inu- 
spected the scene of the accident, aud it was most probable that there 
was an intermittent fault in the ammeter. He thought it was 
deceased who loosened the ammeter, and as he was doing so, he 
got shock. He found no fault in the construction of the electric 

lant, and thought the accident was due to excess of seal on 
eceased's . 

The rael akan a verdict of “ Accidentally killed." 

Radiology and: Electricity.—It is proposed to hold a 
Congress of Radiology and Electricity at Brussels next year, in 
connection with the International Exhibition. The Congress will 
meet on September 6th, and the meetings will extend over three 
days. Prof. E. Rutherford will act as president of the British 
Committee. 

Appointments Vacant. — Electrical fitter for the 
Children’s Infirmary at Oarshalton (42s.); working electrical me- 
chanic for-Brecon and Radnor Asylum (30s. +). See our Advertise- 
ment ” pages for particulars. 


The resulting diminution of current 


Cricketers at Dinner.—The fifth Annual Dinner and 
Concert of the Kensington and Knightsbridge Electric Lighting 
Co.'s Oricket Olub was held on Saturday last, the 20th inst, at the 
Addison Hall, Addison Road, Holland Park, W., the chair being 
taken by Me. R 8. Erskine, and the vice-chair by Mr. H. W. 
Miller. Songs aud selections were given by Misses Gertrude 
Cooper and Mabel Moyle, and Messrs. Cooper Mitchell, Guy 
Docwra, 8. W. Alcock, E. Driver, F. Mitchell, H. W. White and 
E. Williams, Mr. Gordon Goodyer presiding at the piano.  ] 
Steuart Erskine presented the club and other prizes to the various 
prise winners. Toasts were proposed and responded to, and one or 
two speeches made. 


The Farningham Motor-Car Accident.—The charge 
against Mr. Olifton Robinson of causing the death of some hop- 
pus by knocking them down with a motor-car was before the 

aidstone Assises on the 19th inst. No evidence was offered 
against the defendant; the jary returned a formal verdict of 
“ Not Guilty,” and was discharged. 


Desiga of Electromagnets.—A correspondent asks :— 
“What eise and winding of electromagnet should I require to 
‘draw a distance of } in. and hold э weight of 2 lb.? Would an 
accumulator be the best method of energising it? if so, what 
voltage should I require for, say, 20 magnets, all to be actuated by 


one switch, and would greater or less numbers be in the same ratio ?". 


Perhaps some of our readers will favour him with the desired 


particulars. 


€ 

Cures by Electricity. — Under this heading the 
Westminster Gazette states that a new system of electro-therapeutics 
has been invented by Mr. K. Mueller, of Zurich, who is said to 
employ the effects of the electromagnetic field upon the body 
instead of the direct application of electric current. His invention 
is based upon observation of the superior health of men working in 
a strong magnetic field at the St. Gothard Tunnel, 

The same note refers to an account by Prof. F. Nagelschmidt of 
the successes already attained in the curing of diseases by the 
ordinary system of using high-frequency electric currenta, the only 
sensation experienced by the patient being a rise of temperature. 
This system, is, of course, much used in British hospitals. 


Institution and Lecture Notes.—Institution or 
ErLxroTRICAL ENGINEERS OF OHILE.—In June last year this Insti- 
tution was inaugurated ; it bolds its meetings in the University, 
Santiago. The programme for this year includes papers on Con- 
tinuous-Current Meters,” by W. Cordero; Electrolysis of Nitrate 
of Boda," by Prof. B. Diaz Ossa; San Bernardo Electric Tram- 
way," by Horacio Valdes; “The Talca Hydro-Electric Inetall- 
ation" by Prof. Rafael Edwards; The Electrification of 
Railways,“ а report presented by Horacio Valdes; The Pre- 
servation of Wood Poles,” by С. A. Smith, A.Am.LE.E.; 
“Electric Sigaals for Railways,” by James McKerlie, A I. E. . 
and A. M. I. C. E.; and " Governmental Control of Telegr&phs and 
Telephones,” by Luis Norero. The directors of the Institute are 
anxious to hold intercommunication with the engineering Insti- 
tations and Societies of Europe and the United States. The postal 
address is:—E] Secretario, Instituto de Injenieros , Electricistas, 
Universidad Santiago, Chile. 

On Friday last, at& meeting of the Barrow and District Associa- 
tion of Engineers, Mr. Wm. Drysdale, A. M. I. E. E., read an 


interesting paper on Electrical Energy froma Supply Station.” 


In order to show the effect of the metallic-filament lamps on con- 
sumers and supply stations, the lecturer gave. figures showing the 
actual saving effected by some of the Barrow consumers with the 
new lamps. These varied from 46 per cent. saving in consumption, 
and 66 per cent. iucrease in candle-power, to 63 per cent. saving in 
consumption, and 9 per cent. increased candle-power. Atal 
business house in Barrow, where the candle-power was 512 with 
carbon lamps, and the annual account £36 1s. 9d. for 1906, at 
the end of September, 1909, the annual account was £18 7s. for 
1,486 o.r., the bulk of the latter consisting of metallic-filament 
lamps; the groas saving was 40:2 per cent., with an increased candle- 
power of 1903 per cent. Allowing £4 10s. for actual renewals for 
1909, the net saving came out at £13 4s. 9d., or 367 percent. Mr. 
H. R. Barnett, borough electrical engineer for Barrow, opening the 
discussion, gave an example of a building in Barrow, where the 
carbon lamps were replaced by tantalums, and the annual account 
was reduced from £150 to £81. 

PnHsricAL Society o» Loxpon.—At the meeting held November 
12th, 1909, a paper entitled The Absorption Spectrum of Potassium 
Vapour” was read by Mr. P. V. Bevan, and one entitled Some 
further Notes on the Physiological Principles underlying the Flicker 
Photometer” was read by Mr. J. 8. Dow. 

FrssBURY TxcBHNICAL ÜOoLLEGB OLD STUDENTS’ AsSOCIATION.— 
The fourth annual dinner will be held at the Oriterion Restaurant, 
Piccadilly Circus, on December 4th. The hon. sec. for the Elec- 
trical Department is Mr. Ernest W. Moss, 20, Huddleston Road, 
Tufnell Park. , 

University COLLEGE, Г.онром.--А special advanced Course of 
Lectures for postgraduate studente, telegraph and telephone 
engineers and electrical engineers on " The Tbeory of the Propa- 
gation of Electric Currents in Telegraph and Telephone Cables 
aud in Electrio Conductors" will be delivered by Prof. J. A. 
Fleming at University College, beginning on January 19th. 

ILLUMINATING ENGrixzERING BSooigTy.— The inaugural meeting of 
the first session was held on Thursday last week at the Royal 
Society of Arts, when Prof. B. P. Thompson, president, read his 
address. The hon. sec., Mr. Leon Gaster, stated that the member- 
ship numbered 104. 


Mrs. 
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ImsriTUTION oF EcecraicaL Encinzers (MANCHESTER 
Strovesrs).—The opening meeting of the Manchester Students' 
Section was held on N vember 9th in the form of а supper and 
smoking concert. About 150 members and friends were present, 
and a most enjoyable evening was «pent. 

INSTITUTION oF ELECTRICAL EmGiNEERS (BraMincHaM).—The 
bird Annual Diuner of tuis Section was neld on November 12th 

t the Grand Hotel, Birmingham. The Chairman, Mr. R. K. 

Morcom, presided, and about 160 members were present. Pro- 
posing the toast of The Institution," Mr. Morcom said that in 
reading Dr. kapp's presidential address he had noticed the large 
number of foreign names which it contained. He did not, how- 
ever, think that this was a sign of the inferiority of British 
engineers. It was the capitalists and fioanciers rather than the 
engineers who needed tecinical training. There was no denying 
that at the present time the state of the electrical industry was not 
all it might be. Prof. Kapp, in responding, said that as а result 
of 11 увага experience in Germany, he could confidently assert 
that the statement of our inferiority to them was not just. In bis 
opinion we held the lead in the manufacture of electrical machinery 
and apparatus, although we lagged behind them in its use aud 
application. Mr. Morcom had attributed this to lack of enterprise, 
bat he was inclined to think that it was largely the result of the 
newness of the German industries, which had had to straggle into 
existence against the competition of very powerful rivals. With 
nsthe use of modern plant was not so much a necessity as a 
convenience. 

The toast of The Birmingham Local Section was proposed by 
Mr. W. M. Mordey, who made some interesting statements in 
regard to the progress of the Institution's new home on the Thames 
Embankment, which they hoped to enter next June, and in which 
they expected the next inaugural address would be given. The 
amount of work done in this country, he said, was very great, but it 
was spread over too many people. On the whole, however, he had 
proof that the total work was steadily increasing, and, in fact, the 
electrical industry was not in such а bad way after all. The Iusti- 
tution must resist any temptation to make it into а Trade Pro- 
tection Society. Their right aim was to keep up a standard of good 

ineering aad honourable conduct.— Mr. Vaudrey, in reply, said 
tbat Birmingham as a centre of electrical industry was particularly 
strong, owing to the number of varied trades which were carried on 
there. Mr. Chattock's low figures for power supply had enabled 
him to capture various firms taking large amounts of power. 

Mr. Patchell, in a humorous speech, proposed the toast of '' The 
City ot Birmingham," and Mr. Chattock replied, remarking that 
the electricity supply department was giving over 7,000 Kw. of 
high-tension supply to large works in the district. 

A capital programme of musical and other entertsinmenta was 


performed between the speeches, and conduced to a very enjoyable 


evening. 

New Electrical Proposals to come before Parliament. 
—The last two issues of the London Gazette contained copies of an 
instalment of the applications that are being put forward for 
electrical and other schemes for consideration ia the next Session 
of Parliament. The list is not yet closed—November 30th is the 
last date— when it is, we sball give particulars in our customary 
form. 


Electrical Business in Rassia.—A correspondent who 
bas had 24 years’ residence in Russia, ia the interests of British 
electrical engineering, writes: —“ 1 have followed with interest 
your various articles and notes on business in Russia, and may I 
add thst I agree entirely with the views you have expressed." 


In quiries.— Makers of the following are asked for :— 
Oiless trolley catcher; rimmed gear wheels for tramcar motors; 
cylindrical graphite electrodes. 


—— 


OUR PERSONAL COLUMN. 


ТА Bditors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELBEBOTBICAL HmYIBW posted as to their movements, 


Central Station Officials.—The Radcliffe U.D.C. has 
increased the salary of Mn. WILKINSON, electrical engineer, from 
& 50 а year to £200. 

MB. E. M. Haywarp, shift engineer at Fulham electricity works, 
having resigned to take up a better appointment at Petervorouyh, 
Мв. A. ABLERN, junior charge-epgineer, who has been at the station 
for five years, is to be promoted to bis position. Ma. PEARSON, 
ewitchboard attendant, is to take Mr. Arcern’s dutice, and a new 
switchboard attendant is to be engaged. The Borough Electrical 
Engineer explained that he recommended this course owing to the 
heavy work of the winter bring at hand, and to it tak ing many 
weeks befo:e а new shift en, ineer is able to take up any regular 
duties, as the plant is entirely new to bin.” 

Мв. Н.Н. Cousens, eogineer aud manager of the West Ham elec- 
tricity undertaking, recom ende a list of salary increases in the sub- 
departments, wLica amount alt;getlhier to £695 peraunum, He says 
that unless adequate remuneration 18 given tuere can be no continuity 
of work, and tue department becomes mer-ly a training-ground tor 
the benefit of other electric supply undert«kings. It is proposed 
that amongst the salaries raised the followiog rises should be 
given:—Ma Lioyp JONES, etation superintendent, 4300 to £350, 
Fitiog, by annual increments of £25, to £400; Mu, E. SEDDON, 


assistant station superintendent, £3 per week to £190 per annum, 
rising, by annual increments of £10, to £210; Мв. W. A. GIL BExr, 
mains engineer, £200 to £250, rising to E300 on April lat, 1910; 
MB. W. WHITNEY, assistant mains engineer, £150 to £175. 

Мв. J. Jounson, who has bern in the employ of the Heston and 
Isleworth U.D.C. Electricity Department since its formation, has 
secured an appointment as chief electrician at Beardmore's Steel 
Works, Glasgow. 

On the 9th iast. at St. George's Church, Rollesley. the marriaze 
took place of Mr. C. E. Овах, engineer to the Ross Electric Light 
and Power Oo., to Eleanor Isobel, eldest daughter of Mrs. Batt and 
the late E. A. le Fleming Ensor, of Rollesley Hall, Norfolk. 


General.—The Royal Society has awarded the Hughes 
Medal to DB. R. T. GLAZz RBBOOK¹, F. R. S., for his researches on 
electrical standarde. 

Мв. А. Q. Warren, B. S. Eag. Hons., has been appointed assis- 
e in the electrical engineering department of the Esst London 
College. 

A Glasgow paper says that Мв. WILLIAM WARBEN, a veteran of 
electric telegraphy, is retirinz from the general managership of the 
Eastern Extension Oo.’s lines in Australia, which he has held for 
20 years. A native of Dorsetshire, he entered the service of the 
pioneer telegraph company ia 1852. He was stationed at Turin, 
Genoa, and Suez. White he was superintendent at Suez, he had to 
взе after the transmission of the numerous dispatches relating to 
the Abyssinian War. 

On the evening of the 19th inst. in the Gateshead Town Hall, 
the officials and employés of the Sunbeam Lamp Co., Ltd., held 
their second annual Whist Drive aud Dance, over 200 couples being 

resent. Advantage was taken of the occasion to recognise the 
ong service of the secretary and assistant manager, Mpg. T. J. 
GRAINGER, who has completed 21 years with the compa y. Mr. 
J. W. Edmundson, managing director, presided, and Mr. Robt. 
Scope, director, addressed the gathering. In his remarks Mr. 
8 оре referred at length to the business capabilities of Mr. 
Grainger and his high personal character, and said that in the 
lengthy period completed Mr. Graioger had justly-earned the 
appreciation and esteem expressed. The presentation made on 
behalf of the officials and office staff by Mr. R. M. Baresford 
consisted of a framed photograph of the various members, 
artistically arranged by Messrs. Frank & Sons, Gateshead; and, 
on beha'f of the officials and works’ staff, a handsome marble 
timepiece with forams was handed over by Mr. T'. Henderson. 
Mre. Grainger was the recipient also of a vanity bag. Mr. Grainger 
suitably responded. The Whist Drive prizss were presented by 
Mrs. Н W. E imundson. 

Мв. W. O'BRIEN, of the Formby (Liverpool) Electrical P wer 
Station, has just been appointed to a position at the L. and Y. Rail- 
way Co.'s works at Horwich. 

Mk. T. J. West, who has retired, after 44 years’ service, frem 
the post of Superintendent of the Electricity Department of tbe 
Poat Office for the North Midland district, has been succeeded by 
Mn. A. Loncpen, Assistant Superintendent Y igineer. 

Мв. F. BRucksHAW, who is about to take up an important 
position in Spain, was the recipient of a kit bag, travelling trunk, 
and a pipe, at the Hightown Hotel, on Monday evening, 
November 22nd. Tae presentation was made by Mr. Montgomery, 
resident electrical engineer, Formby (L. & Y.) power statioa, on 
behalf of the staff of the electric traction department. 

Mr. J. 8то1тчЕВ, M. I. E. E., who has had some 30 years of prac 
tical electrical engineering experience in Eagland, Germany, and 
the United States, has opened offi:es at Birkbeck Bank Chambers, 
Holbora, London, W.C., where he will carry on busiaess as engineer 
and contractor. It will be remembered that Me. Stottner held the 
position of general manager of tae Electrical Co., Ltd., London 
(А.Е G., Berlin), and the enormous progress which this compacy 
mads during the 15 years of his management is well known. 
Among the contracts which he successfully closed during that time 
may be mentioned: Tue Stuart Street generating station and sab- 
stations, Manchester, with 39,000-H P. generating capacity; abont 
4,000 m.r. in generators and motors for the Royal Arsenal, Wool- 
wich; the complete electrification of the Holwell Ironworks; the 
power station aud complete electrical drive at the Kearsley Spinning 
Mills; the undergroaud equipment of the Lambton Colliery, &c. 
In all, Mr. Stottner has been responsible for close on 42, (00.000 
worth of various electrical plant in the United Kingdom alone. 
Mention may also be made of the fact that he was one of the 
pioneers of high.ten:ion three-phase power transmission in this 
country, and that he is fully equipped for dealing with any claw 
of electrical engineering business. Mr. Stottner carries wit) him 
our best wishes for coutiaued progress. 

An Edinburgh paper says:— Fully two years ago Ma. JOHN 
NEWLAN DS, Deputy-Controller of Telegraphs at St. Martin's le 
Grand, and formerly Controller of Telegraphe in Edinburgh, was 
‘lent’ to the Indian Telegraph Department for tbe purpose of 
reorganisiug the system of telegraph working in that country. Is 
may be remembered that Mr. Newlands’ first efforts in that direc 
tion were resented by some members of the staff, and that a partial 
strike tock place. Mr. Newlands proceeded with the work o 
reform, and the great success which has attended it bas now been 
officially recognised. He has been made a Companion of the Most 
Em:nent Order of the Indian Empire; and in the report of Mr. 
T. D. Berrington Director-General of Telegraphs in ludis, warm 
testimony is borne to the exceilence of the work be bss 8207" 
plisned." 


Obituary.—The death occurred on November 22nd, ie 
London, of Kanon GORE DE REUTER, second surviving 90D 0 


ue late Baron de Reuter, and a director of Reuter's Telegram Co. 
t 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electrical Press, Ltd.—'This company's annual return was 
filed on November 17th, when 4,857 shares had been taken up out of а nominal 
capital of £5,000 in £1 shares. £1,657 has been paid, and £3,000 is considered 
as paid. Mortgages and charges: Nil. 


Imeson, Finch & Co., Ltd. (97,639) — Debenture dated 
November 8rd, 1909, to secure £800, charged on the company's undertaking and 
property, present and future, including uncalled capital, Holders: Hanson, 

rown & Co., Ltd., Queen's Square, Middlesbrough. 


La Capital (Extensions) Tramways Co., Ltd. (55,966).— 
A memorandam of satisfaction in fall of charge dated February 10th, 1898, 
securing £120,0C0, has beea filed. 


Magneto Co., Ltd.—Debenture dated November 9th. 1909, to 
secure £3,000, charged on the company's undertaking and property, present 
eed future, including uncalled capital. Holder: J. J. Horne, Maycroft, Stanley 
Road, King's Heath. 


Schreiber Electric Battery Co., Ltd. (96.715).—Debenture 
dated November 8rd, 1909, to secure £1,000, charged on the company's under- 
taking and property, present and future, including unpaid capital, Holder: 
H. P. Schreiber, 31, Southwick Street, Hyde Park, 


OITY NOTES. 


German Company Dividends. 


Тнв Berliner Tagcblatt states that the year 1908-9 has been а 
period of advancing development for the electrical undertakings in 
general. The A.E.G. has increased its dividend from 12 to 13 per 
cent., the Siemens & Halske Co. will presumably raise its rate from 


11 to 12 per cent, and the Bergmann Electricity Co., whose - 


financial period ends with the calendar year, will very probably 
maintain its rate of 18 per cent. On the other hand, the conditions 
in the case of tbe Felten & Guilleaume-Lahmeyer Works appear to 
be less favourable, as the directors have aunounced that a further 
moderate decline in the dividend will have to be reckoned with 
for the year terminating with December. When the latter com- 

y was formed as an amalgamation of the two works indicated 

its title, the dividend paid in 1905, which was the first year of 
the fusion, was 10 per cent. and in 1906 11 per cent.; but in the 
following year of general prosperity the distribution was redaced 
to 10 per cent. and to 8 per cent. ın 1908, whilst 1909, as already 
mentioned, is to witness a further moderate decline, The announce- 
ment recently made by the directors was to the effect that the 
business results of the Oarlswerk, in Mulheim, have also been 
satisfactory in 1909, and have not been inferior to 1908, but that 
those of the Frankfort department have been less satisfactory, and 
will unfavourably affect the total resulta for the yesr. Prof. 
Salomon, chief manager of the Frankfort Works, is retiring from 
the position. A correspondent of the Berlin newspaper points out 
that the company, in addition to the construction of machinery 
over many years, has embarked upon fresh branches by the 
establishment of an arc lamp factory, an apparatus factory, 
measuring instrument factory, and a glow lamp factory, and 
even on the construction of motor-cars. All these special 
departments cost money, but this would not have baen 


so bad if other large, medium and small works had not: 


for years past been able to supply the articles cheaply. The 
Frankíort works began where others had finished years ago with 


studies and trials, the experience has had to be paid for, and these 


are the principal causes for the diminution of the financial resulta. 
The correspondent adds that just as little is understood in the 
Malheim Carlewerk about manufacturing in the Frankfort depart- 
ment as is understood in the latter about the manufacture of cables 
and wire ropes. In addition to this the Berlin newspaper submits 
that there must not be left out of consideration the circumstance 
that the period of depression has not passed over the electrical 
industry without leaving traces. The sale prices of many articles 
have considerably declined, and have, iu fact, not yet materially 
improved. Orders have largely been accepted by individual com- 
panies, often at any price, owing to keen competition, and the 
system of subsidiary companies and interests, which afford a stock 
of work to the parent undertakings, is less developed in the Felten 
aud Guilleaume-Lahmeyer works than in the case of two other 
companies. 


Paris Compressed Air Co. 


TRR increase in the receipts of the Compagnie Parisienne de l'Air 
Comprimé from the supply of electricity ia 1908-9, was relatively 
small, as the company was only entitled to claim on the basis of the 
supply furnished in 1905, whilst the remainder belongs to the 
Association of Sectors or amalgamated supply works, and serves to 
compensate those Sectors whose concessions have been curtailed, 
The financial position is as follows for the past two years :— 


1908-9, 1907-8. 
hare ове ets ебе ^ ete £1,000,009 £1,000 000 
pudo са се 195 4 261,400 263,100 ` 
Compressed air receipts ... es "m 104 400 102,800 
Net profita ... is jd 185 ve 102,800 101,600 
Dividend on ordinary shares ia francs... 34 89 34 78 
Dividend on;preference shares in francs 26:59 25:96 


‘The company’s report states that the supply of compressed air 
for lifts experienced a further expansion, bat that for clocks and 
power purposes again decreased. On June 30th, 1909, the com- 

asessed 24,310 shares in the Compagnie Parisienne de Dis- 
tribation d’Electricité, and a further block of 24,341 shares was 
taken over on the increase of the latter’s capital. The large number 
of shares which a German group held in the Compressed Air Oo. 
have, with the exception of 12,000 retained by a Cologne firm, 
been repurchased by a French banking syndicate at the price of 
145 per cent. 


a 


Official Announcements re Companies.—The fol- 
lowing companies will be struck off the register in three months, 
unleas cause is shown to the contrary :— 


Acoustic Patents (France), Ltd. 
Angio-Brazilian Rubber Syndicate, Ltd. 
Beeston Accumulator Syndicate. Ltd. 
Birmingham Electrobus Co., Ltd. 
Dorchester Electrio Light & Power Co., Ltd. 
Electric Canal Haulage Co., Ltd. 

Electric Mercantile Agency, Ltd. 
Internationa! Telegraphic Appliances, Ltd. 
Lncashire & Yorkshire Electrobus Co., Ltd. 
Liverpool Electrobas Co., Ltd. 

Malabar Rubber Plantations, Ltd. 
Manchester Electrobus Co., Ltd. 
Nottingham Electrobus Co., Ltd. 
Nottingham Gas & Electric Fittings Co., Ltd. 
Provincial Electrobus Co., Ltd. 

Richardson Electrical Oo., Ltd. 

Rubber Syndicate, Ltd. 

Boottish Electrobus Co., Ltd. 

Tramways Development Co., Ltd. 


‘Dorman, Long & Co. Ltd.—For the year ended 
September 30th there wasa profit of £103,173. A final dividend 
of 2 per cent. for the year is to be paid. Tnere is written off for. 
depreciation £30,000, and £54,699 is carried forward. Incladed in 
the capital expenditare for the year (£71,623), was the final pay- 
ment for the electrically driven mill. 


Mather & Platt, Ltd.— The capitalisation and distri- 
bation of a portion of the reserve fund of undivided profits has 
been recommended by the board. According to the Times they 
propose to divide £200,000 of the reserve as a bonus, and to satisfy 
such bonus by the allotment of 200,000 fully-paid ordinary shares 
of £1 each. These, subject to the rights of the holders of the 
existing preference shares, will confer the right to dividend com- 
pated from January 1st, 19.9, and will be issued to the holders of 
ordinary shares in the proportion of five sharea of £1 each in respect 
of each ordinary share of £10. It is also proposed for the sake of 
convenience to sub-divide the existing ordinary shares of £10 each 
into 400,000 shares of £1 each." 


Montreal Street Railway (Co.—According to a 
financial daily, the net income for the past year amounted to 
$1,229,700. A dividend of 10 per cent. has been paid, 


Adelaide Electric Supply Co., Ltd.—A dividend at 


the rate of 6 per cent. per annum is recommended on the ordinary 
shares for the year ended August last. 


Prospectases.—Aengsono (Java) Rubber Plantations, 
Ltd.—This company is offering for subscription 22,590 shares of £1 
each. It has 324 acres planted with rubber and coffee, and during 
the next two years the planted acreage will be increased to 1,024. 


Amazon Telegraph Co., Ltd.—This company is offering for sub- 
scription (the list closes on Monday, November 29th) aa issue of 
£300,000 5 per cent. debentures at the price of 98 per cent. The 
proceeds will be applied to redeeming the whole of the 6 per cent. 
and 5 per cent. debentures now outstanding, and to providing for 
the cost of the duplication of the cable, which was referred to at 
the recent annual meeting of the company (see ELECTRICAL 
Review, November 19th). 


Mackay Companies.— The directors have declared a 
quarterly dividend of 1} per cent. on the Common shares, 


France.— The report of the Société des Trefileries du 
Havre for the last financial year shows a net profit of only £37,712, 
as compared with £108,338 in the preceding 12 months. Tne 
dividend is, however, being maintained at 10 fr. per shore. 


La Société Centrale d'Industrie Electrique is the name of a new 
company, which has jast been formed in Paris, witn a capital of 
£200,000. The Thomson-Houston Co. and the Gesellschaft fir 
Electrische Unternehmungen, of Berlin, are interested in the new 
undertaking. 
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MARKET QUOTATIONS. 


Wednesday, November 24th. 


+ U 
CHEMICALS, ао. Latent fir erer 
a Acid, Hydrochlorio we per cwt. 5 ee 
8 » trio oe oe ee ee [7] 29/- . 
€ n Oxalic ee ee " 287 . 
a 50 Sulphuric ee Ф ee [1] 87/6 • 
а Ammoniac, Sal Л е » 42J- ee 
a Ammonia, Muriate (crystal) per ton 20 . 
a mI "н ee oe oo » 
a Bleaching powder ee ее ee " £5 10 
a Bisulphide of Carbon " £18 
a Borax .. - ев A £16 
а Ferro-Silicon (50 ) ; vs ^ £11 А 
а Copper Sulphate .. us ik " £18 10 
a Lead, Nitrate ES af - " £26 10 
а „ White Sugar .. ee » £23 10 
a „ Peroxide ee ” £32 
a Methylated Spirit .. Á .. per gal. 2/6 .. 
а Potassium, Bichromate, in casks рег lb. Bad. vs 
а Potash, Caustic (75/80 ) .. per ton £ 
8 „ Chlorate .. ea per lb. d. 
а .. Perchlorate ace * d. 
a Potassium, Cyanide е а. es 
a Shellac và "T per cwt, 75/- 
а Sulphate of Magnesia. .. рег ton £4 10 
a Sulphur, Sublimed Flower ae " £6 10 
а » Recovered sis ee " £5 10 
а ye Lump ee ee » £5 
а Boda, Caustic (white 70 ) б £11 
а n hlorate .. ss per lb. 834. 
а „ Crystals Че vs . per ton £3 5 
a Sodium Bichromate, casks .. per lb. 8d. 
а „ Cyanide (basis 100 ). " 1а. 
METALS, &с. 
b Aluminium Ingots, in ton lots .. per ton £75 А 
15 Wire, in ton lots .. m £112 ; 

b В Bheet, in ton lots .. D £120 
p Babbitt's metal ingota .. es а "E s 
c Brass (rolled metal 2*to 17 basis) per lb. ga. . ino. 
c » Tube (brazed) oe ee » 9d. * Ínc. 
C н „ (solid drawn) n 7а. а. іпс. 
с „ Wire, basis. s Е 67d. d. ine. 
c Copper Tubes (brazed) .. as á 9d. d. inc. 
c Я » (solid drawn es is 9d. d. inc 
g „ Bars (best selected per ton £74 £2 inc. 
£ „ Sheet 3 0 x M » £74 £2 inc. 
g ve Rod ee oe oe eo „ £74 £2 inc. 
e .» (Electrolytic) Bars vs "s £62 15 £2 5 ine 
е ^» " Bbeets .. 10 479 5 42 5 ine 
e 5„ » T £61 15 £25 inc 
e ^. »" H.C. Wire per lb. 84d. 14. inc. 
f Ebonite Rod ee ee . 50 0 8/8 ee 
f » Bheet oo ее ее , B/- oe 
n German Bilver Wire an 10 1/6 $ 
b Gutta-percha, fine.. КЕ i 5/6 to 6/6 А 
b India-rubber, Para fine .. © $ 8/24 id. dec. 
і Iron Pig (Cleveland warrants) . per ton Б1/- I 2d. inc. 
4 „ Wire, galv. No. 8, P.O. qual. n £14 ЧАМ 
g Lead, English Ingot sš Sa ГЕ £187 6 to 213 10] 2/6 inc 
mManganin Wire No. 28 .. . per lb. 6/6 we 
є Mercury Vs sx aa .. per bot £9 176 
d Mica (in original cases) smal] .. per lb 6d. to ls 

Р 1 „ medium a 2/6 to 4/ 

" " , large .. " 4/6 to 8/6 ; 
p Phosphor Bronze, plain castings " SE 
р А » rolled bars & rods 10 T 
p » » rolled strip & sheet б seg © 
o Platinum .. _,. .. per oz. 120/- variable. 
e Silicium Bronze Wire per lb ed. a 
r Steel Magnet, in bars per ton £55 ws 
g Tin, Block (English) eo T m £187 10 to £138 10| £1 10 inc, 
„ Wire, Nos. 1 to 16 .. per lb. 1793 4а. ine. 
p White Anti- friction Metals :— 

“White Ant brand per ton 


k Zino, 8h'&(Vieille Montagne bnd.) „ £27 ка 


Quotations supplied by— 


a G. Boor & Co. b Edward Till & Co, 
b The British Aluminium Co., Ltd. і Bolling & Lowe. 
c Thos. Bolton & Bons, Ltd. k Morris Ashby, Ltd. 
d F. Wiggins & Sons. 4 Richard Johnson & Nephew, Ltd. 
e Frederick Smith & Co. m W. T. Glover & Co., Lid. 
f India-Rubber, Gutta-Peroha and m P. Ormiston & Sons. 
Works Co., Ltd. e Johnson, Matthey & Oo., Ltd. 
g James & p The Phosphor Bronse Oo., Ltd. 
r W. F. Dennis & Co, 


Reduction of Capital.—RawonTB's TRACTION PATENTS, 
Lrp., AND REDUOBD.—A petition for confirmation of the reduction 


ofthe capital of this company from £30,000 to £20,625 is to be 
heard on December 7th. | 


Liquidation.— BAKER Оп, SEPARATOR Co., Ltp.—This 


company is winding up voluntarily, with Mr. W. E. Frank as 
liquidator, 


Douglas Southern Electric Tramways, Ltd.—The 
directors report that the season consisted of 125 days, against 115 
days last year. The total receipte were £4,790 ; the net profit for 
the year was £1,522. The dividend of 5 per cent. upon the prefer- 
ence shares absorbs £1,298, and £303 i8 carried forward. 


Metropolitan Amalgamated Railway Carriage 
and Wagon Co., Ltd.—The directors have declared a dividend 
for the half-year ended September 30th last on the ordinary shares 
at the rate of 7j per cent. per annum, free of income-tax. 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Minina shares, apart from those in copper companies, have fallen 
so heavily during the end November settlement that other 
departments feel the strain involved by the necessity for realising 
investment securities in order to meet speculative losses. With 
the money market in its present ungenial condition, and with 
political uncertainty occupying men’s minds, there is little or no 
assistance for the Stock Exchange, where the slump in Кей, 
with its resultant rally, is the outstanding feature for the time 
being. Oar tale this week must perforce be tuned to the minor, 
although some satisfaction is to be recorded that, after all, the 
critical conditions prevalent elsewhere have affected electrical 
issues perhaps less than might have been expected. 


The amalgamation of interests between the Baker Street and 
Waterloo, Piccadilly & Bromptoa, and Charing Cross & Easton 
tuba railways has led to no changes ia the quotations of the 4 per 
cent. Debentute stocks of the three concerns. Bakerloo Debenture 
is 98 and the other two 95. The iaterest on the former is payable 
January 14th and July 14th, while on the others it falls due on 
January lst and July ist. Therefore the three prices carry fire 
mnths’ interest, equal to about 1$ per cent. 


Underground stocks are weak. Oentral London Preferred and 
City and South London Ordinary stocks are down a point apiece, 
and the older Undergrounds have moved down. Districts fell 1 to 
152, despite the notice given of a Bill to deal with the interest 
arrears. The company’s 6 per cent. Debenture stock changed hands 
at 140 on Monday, while the Extension Preference was done at 48 
on the same day. The other Preference stock, upon whick the 
34 per cent. interest is guarantged by the Underground Electric 
Railways of London, stands at 67. The Underground Electric 
Company's trio of issues are without quotable change. 


By a curious coincidence it happened, a few days after our 
references to radiators, that some of the London companies started 
a vigorous campaign of advertising and pushing these little 
devices, as it was suggested here that it might pay them to do. 
With the snap of cold weather to underline the appeal, the com- 
panies ought to be doing well; but perhaps still more could be 
accomplished by the aid of farther personal service and calling 
upon the users of the current for lighting purposes. 

Charing Cross Ordinary are up à, and the Preference down by 
the same fraction, which amount has also been taken from County 
of London Ordinary, Edmundson's Preference and London Electric 
Preference. Rather an unusual feature in this department is 
provided by a rise of 1g, to 203, in Smithfield Ordinary shares, 
upon attention being called to the improved condition into which 
the company has been gradually working. River Piate Electric 
Ordinary drooped, and Victoria Falls Power Preference slipped 
back to 18s. because of the slump in Chartered and other South 
African shares. The compaoy's 5 per cent. A" Debentare stock 
is par to 102. 

The Canadian-Mexican group of light and power companies bas 
withstood the prevailing weak tendency with marked euccess. Rio 
Trams at 95 are 5 up, Sao Paulo at 1544 are 2 better, and Mexico 
Trams gained 4. British Columbia Electric Deferred continues to 


‘ease off. British Electric Tractions are steady. Anglo-Argentine 


Trams 5 per cent. First Preference receded slightly. United of 
Monte Video Preference rose to 54, which is the same price as the 
Ordinary, and the 5 per cent. First Debenture stock is about 102 
London United Tramways 4 per cent. Debenture stock at 67} iss 
point lower. 


Telegraph descriptions are very undistinguished. The Anglo 
American division has been flat. West India and Panama Ordinary 
have shaded off, although the Preference shares retain their rises 
Great Northern Telegraphs improved a small fraction. Amazon 
Telegraphs are à better, and the 5 per cent. Debentures did no 
move on the appearance of a prospectus offering £300,000 5 per 
cent. Debentures at 98. ' 


American Telephone and Telegraph rose 2, and so did Mackay 
Companies’ Common, on the reports about a fusion of telephone 
interests in the United States, although it is said that the Mackay 
Companies will not be included in the arrangements. 

Manufacturing shares are somewhat irregular. Castner-Kellnen 
have responded, with a rise, to the good dividend and report 
Babcock & Wilcox lost another уу of their recent advance. Oal- 
lender's Ordinary and Preference and Henley's Ordinary are both 
lower, on sales, it is said, necessitated by losses in other markets by 
speculators who held these as investments. Edison & Swan isse 
are distinctly flat, the First Debenture shedding 3 points. Telegraph 
Construction 4 per cent. Debenture has regained ite small fall. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


TELEGRAPH AND TELEPHONE COMPANIES. 


en al 8 а 

Present or Dividends for the Jas: | „Сой ms | week ended Present 
ШАМ. осо, Yield 

— Bhare. four years, Nov. 16th, or. Ard. N. | Fall — por cent, 

35,000 | Amazon Telegraph Oo.’ Mos. 1 to 10 Nil | Nil IET. 8 — 84 4 T6 | 61/6 Mü. 
8 66. — " 

708 Do. do. S 5 Debt os. 1 to pU 100 8 $ 5 99 —102 99 —103 vs 418 0 

00] American Tel i ..| 9108 8 8 144 —146 146 —148 1472 | 147 5 81 

n, De Collat, Trust, 1% da e 4 20] | 01000 49 4% | 96 ~ 98 96 — 98 “ 418 

558,460 | Anglo-American co оо аә ое | Book y 428 48. — 68 — 61 R 5 8 2 
2.0, 70 | Do. do. 6 95 Pret. oe „„ Stock 5 * ae 1014—102 101 —102 102 101 517 8 
8,230,770 | Do, do. a „ „ | Beook | , - — 2) 214— 924 116 2 

47,795 Portuguese Tel., 5 % Mort. Deb. Btock Red, | 108 a 5 9 | 101 —108 101 —108 T e417 1 
мї ш | бишне быб "М унн өбө й Boii f i E етей | ® а TE 
16,008 Cube Telegraph ее ee eo ee өө oe 10 . А T ud 6 9 9 
19,981 Direct Spanish Telegraph, Ord." WE ar Art: 14 ү 8 ү — ; ++ 
6,000 Do. do. ' 10 Oum. Prat. oe b » 110 9 10 — 8 — vs 6 6 0 
2,00 Do. do. 4 Debs. ee ee 60 2 1003 —1 1003 — ә se 3 8 11 
68,7102 United Cable 30 g% 18 — 19$ 18 — Е 647 
48,500 | Direct W, India Cable, 6 % Reg. Deb., 10 1,999, B. | 108 7 100 —109 100 —109 , 488 
4,000,000 Telegraph, Ord. ee >e we | BROOK 1% 1 1363 —1993 1264 —1994 1 1273 691 
3,000,000 De. Sw. 100 ту; 8) — Bbà 84 — 86 811 4 15 

. 3,006,908 Do. 7 e Bed. .. iw - * - 14— 121 111 — 143 gn 1 : 1512 
152,008 Do. 4% Deb. os .. | Beook TEE 4 —104 103 —104 1 024 8 16 11 
оого { Bnet. & В. Atrio. Tol, € % Mi Db. Meorhins) 96 4% 4 4, | 100 —102 100 —102 А : 818 5 
181 Globe Telegraph and Trust ee ee ee 10 104 1 1 10 1 8 8 8 
181131 Nas do. 8 Pret... ee ee T3 Ly: 6 28 — 14 1 — и 1314 te $ : : 

and Bermudas Cable lst Mort. 

. ЛА КД а EE ee (eee fall lies 

Com ee ee ee TS g 4 08 — 95 96 - 98 » eo 4 1 8 

2 | Moon's Wiseless Nisan... . Ө. |i NT с. E з 51 
Е arconi's 088 — — ) 

72,080 | Monte Video Telephone Co., Ltd " 1 5 * 6 7 6 l- i — А 6 8 
66,493 do. 0 59% Pret а i 6 * 5 | 5 - - 5 6 8 
9,295,000 | National Telephone, Pi ef Stook „ 100 6 6 6% 6 107 1083 107 —108, 1074 | 107 610 7 
8,725,000 А o. De: ..| 100 . 6 6 120 —122 150 —122 1213 Tt 418 9 
15,000 . А 6 % Cum. Ist. Pret. .. * 10 6 & 6 6 1u3— 11 101 — 11 6 9 1 
15,000 Do. do. 6 ‚ ind Lo. 10 6 % 692616 i 10$ — 10j 5 10 a 
. 950,000 Do. do. 6 % Non-cum. 8rd P., 1 to 360,000 b 5 * 5% 15 6j— bj — 4 811 
3,000,000 o. % Deb. Red. — ..| Stock | 84 MA, | 84% | 98 —100 98 —100 810 0 
1,988,508 А o. 4 96 Deb. Sock Red. .. ee 100 |4% 4% | 4 100 —102 100 —102 818 6 
179,818 opo dor dor” 6%) Oam paid .. 1 |7% 8 | 8 18— 1 là- 13 27/6 5 5 9 
50,000 re do, : Cum. Pre tao ee 1 6 "A 6 ч 6 91 — 1 а 1 lf. 414 9 
99,100 Do. do. Red. Deb. ee 100 4 * 4 Ж 4 mi — 814 " 4 9 11 
99,400 Paullo & European Tei, 4 4 . Deb?., 1 01,0001 10 |4% 49514 100 —102 100 —102 ae 9 1н 5 
11,8801 Reuter's oo ee eo ee өө өө eo 8 5 * b * b 16 — ee 4 18 9 
145,955 | Telephone Oo. of 4 Deb. Red. .» | 100 4^ 4% | &% 1 1 1004 —1 4 710 
8,049 | Bu oe ee eo Cort. | 6 % 6% | 6 129 —189 129 —182 410 11 
190,000 | United River Plate Telephone. .. 6 |8& 89 189% | 6- TH — 745 1 510 1 
40,000 » Pref. Nos. 1 to 000 b 6 ys 6 I 5 Ф 511 — it? 5 те ee @e 4 8 4 
90,008 | W. $0 80,000 & 58,001 to 929 | N саф | 24% — 1 11 — 1 : 818 6 

150,000 | Do. 4 5 Debe. 1 to 1,500 by Bras. Sub. Tel. | 100 4 4% | 4 % | 100 —102 100 —103 . г 818 6 

0,000 1% Deb. Btock ‚| 10 4 4% | 4% | 108 —106 108 —106 ^ 816 9 
68,321 | West India and Panapis Td gg 10 N N N - ji- H 16/. 16/3 Nil 
84,568 Do. do. 6% Cum. ist t. E oe 10 6 6 Ф 6 9— 9 — 94 e 6 6 4 
. 400 Do. do. р Cum. 2nd Pref, ee 1 49 15 y — 10 y — 10 Vs 15 0 0 
60,0001 | Do. do. Debs, Nos. 1 0 1,800 100 | 6 * | 6 96 | 6 | 102 —101 102 —104 M | 416 9 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 

940,000 6 Trams, 5 % Cum. 1st Pref., 9.600 6 i: 4- 43 47 — 471 98/9 88/9 — A 5 24 
4800,009 р: 5 % 2nd Pref., 800,001 to 1,800,000 5 oe ee ee 4 43— 4 oe oe oe B 11 1 
882,887 Auckland E. Trams, 5 ФИ let mo Deb, Stock 100 b b b b 102 —105 102 —105 T ey 416 8 

`_ 85,000 | Baboock & Wilcox, 1 to Sap 1 [904 |09 90% |20 T 4j.— 4j | 96/13 | 9178 | —&à | 4 4 8 
100,000 | Do. do. Con. D. Pref., 1$0100,000 . 1 |6%|6%|6% |6 lyj— 15 Tao 1% d PA г; 819 2 
. 80,000 | British Aluminium, Od. 110 40/00 «e „ 1$ [1414 — 1— i} ... [ат 6 8 

00.000 Do. do. 1%, Cum. Pret. e s e| 175818157 1- 2 14— 2 16 1 4 

40, 100 Do. do, 4“ 6 Cum. Prei. 6 |6 6 6 6 = 11011 

'. 13,091 Do. do, 4% Funding Certe. ..  .. б 4 4 4 4 24— 2à— BA 614 8 

- £94,400 Do. do. 96 Loch Leven Debe. .» | 100 oe | BQ 6) 53 96 — 96 — 99 6134 7 

- 400,000 | British Columbia E. Def. Ord. Stock .. ..| 100 6 6 8 8 145 —160 144 —149 1461 146 —1 6 7 5 

> 400,000 в . Pref. Ord. Btock oe oe oe ee 100 6 5 6 6 121 —195 191 —125 123 122 4 16 0 

f ' 400,000 Do. 5 % Cum. Perp. Pref. Stock vs ..| 100 b 6 6 6 107 —110 107 —110 ; m 4 10 11 

' $88,000 Do. 1st Mort. Debs., 1 to 6,250 .. 40 4 102 —104 102 —104 ss T. 1 6 7 

- $19,600 | _ Do. Vancouver Power Debs., 1 to 9,900 | 100 4 1024 —1044 102 —105 104 | 10:4 4 6 * 

488,901 | British ENS „| 10 |8 il | Nil к— 1 — 1 )5/- is HIT 

. 161,497 Do. do. 6% Cum. Pref. . ; 10 |6 6 B 13% | ?2à4— 94 2)- 2 53/14 5,6 8 

4,478,658 | Do. do. 5 4, Perp. Deb. 4 % % Б вет B4 — 87 Bl | B4 » 14 11 

: 996 | Do. 0. а 2nd Deb. Stock Red. | 100 | 44% | 4455 | 44% | 4 68 — 62 bs — 62 н 752 

d British Insulated and Helsby Cables 6 8 10 10 10 7— 73 7 — 1 Ta 613 4 

- - - 300,000 о, 6 % Cum. Pret. .. ..| 6 |69 | 64 66 б4— 64 6— 6 6} 4 11 8 

300, 000 Do. do. 44 96 1st Mort, Deb. Red... | 100 d 108 —106 108 —106 41€ 

` 400,000 p. Westinghouse 6 & Pret 1 to 200,000 and)| 5 мц ni] ND NU | aa i- i - и: ни 

£006,568 496 Mort. Deb. Btock .. | 100 4 4 414418 — 52 48 — 62 49 4 Ea 7 13 10 
50,000 Browett, Lindley & Oo., T ee T 1 Wi N Nil | Nil . il p 2 iii . piu 

, 80,00 |! : 6 Cum. Pref s 1 Nil| Nil il | Nil | 14/6101 14/6 to 15/6 T Nh 

"^ 100,976 | Brush Electrical "Engineering, Ord., 1 to 106,781 .. 3 23 Ni) | Nil | Nil 0 — — г Nil 

T ,000 А do. Non-cum? 6 № 1... d 3 6 Nil iü | Nil 0 — 0 — Ni 

000 Ро. do. % Perp. Deb. Stock .. | Stock d % | 4495, | 41 — 46 4t — 46 15 8 

Do. do, 4, Perp. 2nd Deb. Stock.. | Stock 44% | 27 — 81 27 — 81 1410 2 

. 197,610 eS Trami; о 5810 б 8 8 44% 44— 5 44— 5 * 410 0 
45, 504 Do. AA Qam. Prel., Nos, 1 to 39,880... 6 |6 6 6 5 & 4ł— 5 44— 6 500 
860,000 Do. 44% 1st b.Btock.. .. 100 | 48% | 44% | 445% | 44% | 101 —104 101 —104 467 
85,000 | Callender's Cable ACE shares ee. 5 (15% 15 95 15% 15 % 1Cà— 104 10 — 10; 108 10 -- 619 4 

40,000 Do. 20 e Cum. Pref, 6 |5 b b 6 66— bi bj— by — 481 
- 601,929 | Cape B. Trems., 1 4 1,299  .. oe E i 1 Nil 1» $c у : Nil 

Oastner-Kellner Alkali, i to to 450,000 1 6 8 19 193% 2— 21 23— 25, 45/ 41/9 *p5| 512 8 

$10,158 Do. do. а 1s Mo Mort. Deb. Btock | 100 | 44% | 44% | 44% | 4 % | 106 —109 106 —109 107 | 1064 318 5 
1,800 600 | Central London Railway, .. | Stock | 4 4 8 8} 61 — 68 61 — 63 62 v 5 3 2 
654, 655 Do. do. 4% Pref, Biook | ce 5 | Btock 4 4 4 4 85 — 87 Ве — 86 844 —1 418 0 

654,655 Do. do. Dei. do. .. .. | Stook 4 6 3 т, 44 — 46 44 — 46 48 588 

^ 2,480,000 | Olty and Өр London — oo оо o.» | Book ii a * 1 E03 — 613 295 — 803 ь0ў 294 415 8 
5 F du aes ae 
100,000|| 900 of Ales, anid 981 to 11,000 of 458 Red. 6% | 5% * | 6% 90 — 98 90 — 98 EE стб 

€ Uniess otherwise stated, all shares аге fully paid. i t A perio" of nine months, Feom Manonester Bhare Liss. 


Qomtimued on neaxt pate. 
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SHARE LIST OF ELECTRICAL COMPANIES, — Oontinusd,) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinued) 


Presen Btock Closin Closing Business done +; Present 
y НАМЕ | or | Dividends for the A — Quotatíons week ended Yield 
— ; Вһаго, last four years. Nov. 16th. Nov. 28rd. | Nov. rd, 1909. — | per cert. 


1906. 1906, | | 1907. | | Hiebest Lowen. 


B. ` 
ME реи Ld 91/10à| 90/78 817 9 
360,000 | Dick, Kerr & Co., 1 to 260,000 us - ч | 2 | y^ 10 0% dm i v 200 d 0 $c 
806.00 | Ро. do, 695, Cum. Pref.; 1 0 806,000 .. | а 100 —103 e 11476 
971,080 | Do. do. 4 % Deb. Stock 10 4% 4 | 4 % | 10 we |10000. ete sse rt 
60,000 | Dublin United ‘Trams. (1896), 6 & Pret, 1 ŝo 60,000 | 10 |6% в E ? ‘2 132— T" e "A ^ [3.8 8 
99,961 | Edison & Swan Utd., © A” shs., £8 på., 1 to 99,981 | Б 4 de 4 | 3 Р P i— Hu | 26 аз . |8€68 
0—4 Do. саз diam SE BICI AIC e 68 — 18 66 — 11 68 6 — | 0121. 
807,895 , - 81 — 84 ё -1 519 1 
67,720 Do. 5% and Deb. Stock Prov. Certs. all på, 10 | 6% оя s & Кг oo 1— ИЧ 
112,100 | Electric Constraction, 1 to 112,100 F © k E ol uio 
81,890 Do. do. 1% Cum. Pret., 1 to 81,890. . 1 5 б 5 5 9 8 — 8 8 — 84 m . 517 8 
90000 | ^ Do, 0 а a, ger Bab... : | Stok 1491468144 | 4 & | 88 — 87 83 — 87 « 4 0 
18,000 Gt. N. 4 City Rail. Pref, Ord. “A” 496,1 p 18,000 10 4 - E Nil : — 2 — 1 se 2 ^ св 
96,000 | Greenwood & Batley, 7 % Cum. Pref. TERR. |1 5 L 5 102 —1 102. —108 4 16 10 
40,000 Henley's (W. T.), Telegraph Works, Ord. .. ee 5 - i 5.— 5 5 — Bh " 4 110 
40,000 do. D ee : 4 4 4 106 —108 106 —108 484 
150,000 Do. do. Mort. Deb. Btock Btock 0 0 10 152 — 1 152 — 16 153 24 * 618 
India-Rubber, Gutta-percha & Telegraph Works.. | 10 1 0 $ {– i 8 ; ^ ма 
87,500 "Liverpool € Overhead Railway, Ord. ee 10 N - E ^ 4-5 і 5 88 ee 10 0 9 
10,000 |! Pret. fall ully paid as 10 б 8 Н By 7 Д - 1 9 ix da as NI 
r e IER | S| E 
' | 94 — " 18 0 10 
195,000 | Ро, do. 5% Cum. Pref., 1 e 10 |5 TL 81% s. a_ a 5151 
1,881,000 Do. do. 4 % 1st Mort. Deb toc 12 1 e à | 363— 97 86} — 62 36 803 EX 2H 5 
5,782,062 | Metropolitan Consolidated  ..  .. T А 05 | 61 —66 64  — 66 65 644 434 
сили po. Le anm Lands .. .. .. = 100 i il * 16i 1653 — 16 16 f, 1513 r cun 
у 1, Metropolitan Electric Trams., Ord. AE 1 . „ | 44% : an и ji > Nil 
814,016 Do. do. Det E. „аб жен E I а H- i же H — |681 
600,000 LI о, AK / А , і * 
595,600 Do. do. 43 % Deb. Stock Red. 100 ae а Ti 4% | m Zisi Ne e 1 1354 | 44 4 з 
10,823,200 | Mexico Trams Co., Common Stock ә а E ра di x 2 x 51 91 5 76 
$9,000,000 Do. 1st Mort. 50-year E% Gld. Вав, de M | ace ee NOT зы а: - M 
ү E — X а: oe ee - : : 5 н & 5 E: j E: і К — emu 
я А Zum ee .. .. 4 84 — 87 84 — 87 681 
945,000 Do. 4$ 96 Deb. Btock nn 100 4396 | 4 44 x У \ 
87,850 Telegraph Construction and Maintenance . 12 16 n D 100] Т fant cine 312 813 - z! 
140,000! 4% Deb. Bs., 1 to 1,600 Red. 1909 | 100 „ | 4 % | i 100 —101 100 —101 100} | 100g | .. | 419 0 
1,000,000 o Electric Railway, 5% Ё Prior Lien .. ec Ес ee ma ш = 86 — 88 нт} | 874 511 
3,800,000 ә ? 1 — 88 81 — 33 82 314 * - 
4,900,000 Do. 6% Income Bonds ся * aa 2 81 ; " 3 
00:666 M wr Г Robinson, 1 to 80'000 & түү 888 i | Ni b. Я : 8% ij - of f= of E: x — 274 
66,666 6 to ee | * С .. .. : 
446495. ail Mort. Deb. Btock — 4% 49% 14% T 9-19 | 9—7 n ** 518 


| 


, 565 ee ee . 9 1 
15,000 | Bromle ee ED AP. 1 to 15,000 T ü X d : S LM 940 * — B T ) 
10,000 LA a lst. deb. stock .. | 1 » 10 * -— 63— 7 ü is 
9.51 Я pion & Kena. Е ps rt Nr б 1412777 E 6y— 7 6: 413 4 
81i,876 | Central Electric Bu n^ р аы Ba. ея .. | 100 5 % 4 : 97 OR y ec b e oi he - 
83,000 | Charing жами T lectricity Во b ; X : ч ‘a 4 л ae № а TT 
B0 000 Do. 44 d Pref. 6 ' X 4 ae 4 н а “a 6. dn 
448.750 Do: "бы rey Cm 100 4 8 4 37 98 —101 99 —101 | al 9 | 
LI L] ee , " ly; ^ 5i — 3i ES 5 
49,436 | Chaises Шемей Guppi i E. 147 x 4 е 8i E а ы 11 
175,000: Do. 7 Bed. Stock Red, i Stock 44% x 4 4 = a и áp P x AE 
10000 % Do. В 85 m pret 94000 . | 1 (64 6464 6 112— 123 112— 124 E^ a TP 
‚000! b. A ы БФ 121 —124 191 —194 ; Ws СЕКЕ. 
400 Do. 59% Db. Stk., Scrip. (iss, at 115) all pd, ә 5 % | 5% 5 b = - 
800,000 Do. 44 96 2nd. Db. Stk., Prov. Crts., all pd. 100 44% % 44 44 жэ == a — У x : : ч - 
50,000 | Сопп JE x тү ru н - B. d T 13 = ane ә "- ‘ 111 
50,000 о. а * * i ee ee ** 4 9 
950,000 Do. do. Б Pret. Deb. | Stock | .. | .. | .. 5 8 — вн 964 9 EU 14 
40,000 Mer. ^d London itteotrio Li ibting, Ord, 1—40,000 10 6 b b : . м. 10 — 113 T TA | 11 
65,000 А do. 6 96 Pret., 40 "ipe 10 6 6 6 83 iH " Es e 4d 
2 Do BÉ 3582. Block x d 98 —101 93 —101 4 x WEEE 
400,000 Do. do. 9nd. Deb. Stock .. | Stock - à 
Edmundson’s Electric Corporation, Ord. Sharee .. b i il e ў а: P ка - был — 
80,000 Do. do, 6 % Cum. Pref, . b 6 ug Nil Я v к actas 5 i 17 
430,500 Do. do. 44 % 1st Mort. Deb. Stk. | 100 44 4496 4 dem edes i А L6 6 
$9,160,000 | Electrical Dev. Oo. ot Ontario, 5% Ist Mtg. Gold Buds. $500 pi ie TN i 2 a du ы ts " Tf 
10,000 Foikestone, - to 10,000 ee ee ee b 54 64 -y 85 41— 68 um 53 ur gh x 413 0 
p 4 pire 1 to | * Ti; 2 ato | 4 97 —100 97 —100 Е s 2 aM 
90,000 1st Deb. ee өө es * a : Hi 91— 71 р A , oy | 6m. 
600 Kami ію T ws 5 4, | 100 —102 100 —102 is н a) Су, 
$1,876,000 Kaministiquia Power Co., е Bnds, ee oe 'é 10 6 10 € 10 9 8 7— h Tw 8 E. Рт Ее 14 
' — — + .* LE 4 1 
90,000 do. 4 95 Deben. Btk, | Stock | 4 4 1 { “ 2 g^ ym " : in 
111,000 | London 8 tion, Y e 4 : - ^ : d- 5 a а А ev | ды Te 
. о ... з A ee LE 6 
889,855 à do. 4% 1st Mort, Deb. Stk. „Stock 4 : & 251 — y^ "us en e y^ 55 - k - 
900, — Electric Bupply, 1 to 100 и T b [10 B : a * үү Же - 927 3 "m Tr 
ү з F 44% | 44% | 106 —109 106 —109 s. e 417 
285,000 Do. ist Mort. Deben. Stock a 833 — 861 834 — 603 TT i ou 
948,0001 Do. Mort. Deven. Stock Redem. | Stock - @ 89 Bg ВО — E 2: bia * $11 
,000,000 | Mexican Electric ht Co.. 5% lst Mtg. Gold Bnds а 5 6 5 " aa 1 95 $9 THE 
,000 Do. Light and Power Co., Ltd., Common ; 8100 a e» ii » AR as id - я vi Tf 
CON NEC GNIS CD i |e р papang paoa MEE ai тр 
Ш в " „ LE ee ee .* 2: — 0 
960,000 мамаа. Electric ton in % M "e Deb, ма y: y: y: ~. = = “ Ria ох . : ^4 1 
à ewoas * 2: = 
North Metropo ea lectric Power upply Co., H 99 — 101 PE " 1 i 
126,600 Б % Mortgages (Red.), Nos. 1 to e] 100 SR ее a n 121— 18 "T 
10,853 Hill Electric каш. ч? on v6 10 Tà U TÀ 1 96 ә d — С: А x 4T 
90,000 | Oxford, 1 to 96 and 407 to 20,810 оо es: — b 1 1 1 ET Е. азр "ed А А s 113 
60,000 Do. 4% Deb. Stock .» | 100 4 4 4 * ee Tul з н „| Г Т. 
119,694 | River Plate do. E Co. Ord. Nos. 1 to to 120,507 1 -— | 6% Y li ix 1 Sus x 4 е 
100,000 | Do. Non Cum. Pref. Nos. to 100,000 1 |в% 169% 6 |6 & 103—106 " | 103 —106 ^ ZEE XL: 
900,000 | Do. "rs Deb. Btk. Red. өө 100 Б 6 b 5 — 5 | HP dE 610 
40,000 | 8t. James’ and Pail Mall Electric Light, Ord T 5 123 10 10 10% — T— h - ^ ё» 28 1 
$2,000 Do. 29. 1 % Pref. 20,081 to 40,080 6 1 7 7 nt S 91 — s ès x ME 
160,000: Го. до. 96 Deb. Btock Red, .. | 100 8 K к ' Me EU i- 1 oe КА i 10 
19,000 | Smithfield Markets Bup pl y ee Фе 6 à il 1 à н. T e» | 1 13 í 
65,000 | South London Electric Supply, T- oe ee E E B 4 5% 28 ^ T Е се sn 
142,968 Do. do, 1% Pref. .* ee 1 1 1 1 100 —103' 1 —108 1021 | .. 4 1 ГА 
924,520 = D pa: 44 % lst Deb. Btk, " : a : se zs = : | ө 1 
80,000 rban ectric y, Ord ~ .. .. ee м ЕА .. : .. T 5 
50,000 Do. E. 5 % Cum. Pret. 5% $ 6 6 5 5 a : E " n Eos HE 
915,000 Do. do. 44% lst Mort, Db. Btk, Red. 100 44% | 44% | 44 74) — 734 - TYE cal Pas 
808,000 | Victoria Falls Power Op» зані 1 to 800,000 . : TEAM 5 : - 6810 2 А 1 fis 6 | 
110,000 Westminster Electric g — es . 5 
81,279 Do, do. ü 96 Cum, Pref, Ве. 0 5 ma Aq 44 45 - bi 44— 63 ee 4 i 
duced from 6% since 31st Dec., 1906) 


* Unless otherwise stated, ali shares are fully paid. t Quotations on Liverpool Btock Exchange, Interim Dividend. 
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Bank rate of Discount 5 per cent., October 22nd, 1909 


Vol. 65. No. 1,670, Novaxsas 96,1909] THE ELECTRICAL REVIEW. 


871 


EXPORTS AND IMPORTS OF ELECTRICAL GOOD8 DURING OCTOBER, 1909. 


As regards the export section of electrical business, but little 
movement has occurred as compared with the preceding month, 
when, it will be remembered, the total was below the average of 
the year. The import section, however, shows an upward tendency, 
having reached the highest figure recorded this year, thanks to 
lamp importations. 

The gross export total was £265,523, an amount which includes 
£28,324 worth of telegraphic material, and leaves £237, ue as the 
total of general business, comparable with £294,763 in Ostober, 
1 

Of the various items, the totals of electrical machinery, and tele- 
phonie and telegraphic material show a fall compared with the 
previous month, this being more than counterbalanced by increased 
totals in the maj ority of other sections. 

As regards the imports, which amounted to £164,246—showing a 


recovery after the depressed returns of some months past this. 
total compares with £138,462 in September, and includes, as the 
most prominent item, £60, 000 worth of lamps. 

It is interesting to note 'that this item is some £10,000 in excess 
of that recorded in October last year, despite the additional lamp 
factories which have been established in this country in the 
meantime. 

Machinery imports were somewhat higher, and telegraphic- 
telephonic imports some £6,000 less than in September. 

The re-export section at £13,880 is some £4,000 less than in 
Beptember. 

span, India and the Argentine figured as the most prominent 

ürchasers of the month, while Germany, with a total of £107,673 

mports (including nearly £48,000 worth of lamps), retained its 
usual position as ao importer. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


333 3 R | . E i 
2 e Я Е In e E А 28 ©: 
i i git) ae i з gf 3af] % | d | ЕИ | у 
Country receiving exports and importing. 157 ЕЕЕ o È f 22 E А | $ EE Ёз 1 
ЕНЕНЕ f Es 
Ыы [Е |а EE: a _ | ^ | 
| | | | | 
еге |е [е e £ | £ £ j£ ee £ 
и. Sweden, e — e. |. 181 90 | 126 93 40 2,478 И ИЕТ 1,056] 4,089 
Germany. eee ТТ 249 343 46 14 11 | 325 | e.o 3u 000 | 68 76 | 1,157 
Netherlands eco moore се „ 170) 707 122 „ 109 885  .. © | — 84 978 3,085 
Belgium or 927 A i i 136 293 | 25 87 322 778 18 178 144| 1,981 
France E M 85 96: 490 16 1,7511. Um 118| 2,556 
Madeira and Portuguese Africa. 48 ' 126 15, 248, 6 1.960 1160 42 62 1.054 4.721 
and Oanary Isles ieee’ 8 100 50 | 80' .. 585 850 46 i.. | 14 517 2,050 
Italy, Austria-Hungary and Bwitserland 159. 47... | 329 228 , 460 „ор е 897 | 2,272| 4,248 
Greece, Bulgaria, Roumania and Turkey. | 91; 111 438 .. ase | 472 208 asi | 508| 1,251 
Channel Isles, Gibraltar, eee Cyprus 10 | 30' 22; 16, 70 | 275 | 12 e 15 450 
| 
U.B.A. and Philippines i 35 | 821 | 11 | 44, 731 | 158 D 468 | | 5,213] 77,393 
Canada and Newfoundland ... 170 649 511 140 15951 | 2,201 1,5922. 30' 19| 25 | 2339| 9,561 
Bermudas, British West Indies and British | ' : | | 
Guiana 84 г 10 465. 7. 12 2091) 410 
Mexioo, Colombia, Panama and venezuela 4 45 27 455, — 2.324 28. 8 577 190 3,658 
Pern and Uruguay ß... ud M ue 190 | 18 10 437. | — | 181 43| 1,047 
Chile e... . L415 | 66. 289 10 601, 200 96, 112 | 2g 20 2,091 
Brazil .. .. owe eat 588 315; 679 467 54 | 3,867 | 49 1 18 141 6,190 
Argentine Leo ws à e 0 1.378 | 6,395 : 278 1,044 827 21,559 49 748| 73 4.420 667| 37,433 
Egypt AC м | 336 | 195 | 99 | 79 . | 328 | 18 219| 54| 141 | 212| 1,681 
Tripoli, Tunis, Morocco “and Persia és — 48 —— I ie . | 945' ... | 13 | *. ad ИУ 1,006 
British West Africa and Bt. Helena. . 25 750 13! 37. 104 6 „ 14 94 5 1209 
Cape of Good Hope e. . 718 | 796 251 404 123 £65. 175 81, .. ; 136 vs 3,949 
Natal es 05e 0 1,077! 9.275 86 280 75 2.545 110 49 420 | 229 97 | 13.143 
Rhodesia and Transvaal 2,072 6645, 253 | 887 | 195 3131, .. | 32; .. | 216 15| 13,446 
Zat zibar, Brit. East Africa, Мааны а Aden 25 45 14 39!) . | .. |. | 899 100 119] 381 
: | | 
China and Biam eos eee eee ee | 1,405 | 9 006 | 127 | 119 | 21 | 1,388 | 99 | 2,782 | 10 109 8,066 
Japon. . 6544 14,808 78 90 | 1417 11.3777 34] „867 9.066 39,901 
Jan. "a (JJ! 8 806 823 
Indis as — 0e „2 ' 2,181 ! 7,755 : 2,948 2.601 4965 . 8,409 10,037 | 2,521 212 353, 1,271] 38,843 
Ceylon ‚|. 56! 104 131. 1 363) 53 298 28 284 1,448 
Straits Bettlements and rea Malay States. 97 472 248 468 | 28 | 626 82 56 84 215 171 2,547 
Hong Kong ee ee 229 а " 342 1908| .. , 11 76 166 7,937 
West Australian. | 118 20 20 284 356 630' ... | 366 | 16, 153 | 1,958 
South Australia. А А г 372 304 153 | 70... “8218? 899 108 56| 4,370 
Victoria... ... | 967 5,116 | 71 507 240 929 100 289 69 3,072 64| 11424 
New South Wales " 7 .. 1.528 2867 | 411 678 393 4990 ... ` 2,958 | ..: 225  283| 14,333 
Queensland E ; ..| 88 122 65 2206 518 14 ® |o. | 94 197 
m TP 6 | eee eee | eee eee eee | 30 | se 3 
New Zealand.. . 1.179 1.872 360; 462 19 L717 | 46 o9 32 220  355| 6,292 
| : . . 
Е Total, & 16 428 67, 294 | 8,508 эши 376 7,435 84,104 15,002 11,178 1,644 1,644 |14, T 28,324 | 265,523 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
| £ £ £ | £ £: £) £ £ £ i £ £ 
Norway, Sweden and Denmark vee ove 5 42 81 1,152 200 358 4,111 5,955 
Gderman g. i 527 | 12,858 | 2,119 47,931 2,204 22,077 50 | 1,408 8, 406 10,095 107,673 
Holland eee eve TT eos ТТ ese cee eee 3,195 eee 38 ose 8 102 | 6 3,349 
Belgium... 537 1,698 86 275 177 776 11 334 488 3.907 8.289 
France ... сои чь е 12 | 160 684 4,740 241 | 2,337 | ... | 1,200 3,599 1,709 14,682 
Bpain » bs sd: as 214 ... P. . | 195 | w 409 
Bwitserland ... ü 14 22 106 135 1,714 8 219 152 2,172 
Italy 29 1,032 77 TS 9 Sa КОЕ 498 1,568 
Austria-Hungary Ma 22 | 463 11 578 13 32 1,133 26 2,278 
United State ‚ | 2,174 | 1,148 | 743 | 2,589 6,915 |3,494 | 431 | 957 120 17,571 
Total, £| 3,320 | 17,423 3,728 59,709 2,757 35, 024 13,763 | 3,771 14,199 20,552 164,246 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
£ £ & | £ £ £ £ £ £ £ 
Various countries, mainly as above ... “› | 2,156 | 1,537 | .. | 2,292 200 3,802 831 | 1,254 2,458 | ; 


Toran Exronts : £265,523. 


Toran Re-Exrorte: £13,890. 


ToTAL Imports: £164,246. 


Norzm.—The amounts appearing under the several headings are classified according to the Oustoms returns. The first and 
third columns contain many amounts relating to goods otherwise unclassified, the latter, doubtless, consisting of similar 


materials to those appearing in adjacent columns. 
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 QABLE-FAULT LOCALISATION GRAPHS IN 
PRACTICE. 


Br EDWARD RAYMOND-BAREER. 


(Concluded from page 838.) 


THE RyYMER-JONES SLIDE RESISTANCE AS A CALIBRATOR. 


In the present series of articles on graphic methods of 
cable-break localisation, a brief note concerning a con- 


veniently improvised mil-ammeter may be found not 


inapposite. Mr. J. Rymer-.Jones has shown how an effective 
mil-ammeter may be arranged by a combination of the 
Sullivan (marine pattern) galvanometer, with the Rymer- 
Jones slide resistances. 

The Rymer-Jones slide resistances (shown in fig. 54), 
although applicable to many test methods, are designed 


Fra. 54. 


primarily as an improved form of Ayrton-Mather universal 
shunt (U.S.). 

The following note summarises the methods by which 
these slide resistances can be used to calibrate the gradu- 
ated scale of, e.g., a Sullivan marine-type galvanometer 
(c) enabling this last-mentioned apparatus to be utilised as 
a mil-ammeter in cable-fault localisation tests ashore or 
afloat. 

It may happen that a mil-ammeter is not available, whilst 
a second Sullivan galvanometer, generally used for D.R. tests, 
may happen to stand handy. 

Fig. 55 shows comparatively the theoretical and practical 
arrangement of the Rymer-Jones slide resistances considered 
as a galvanometer universal shunt, one of the many uses to 
which this apparatus is applicable. 

Letters between brackets give the lettering as used in 
practice on the outaide of the apparatus. 

This apparatus, though based on the principle of the 
Ayrton-Mather U.S., involves a distinctly improved principle 
of sliding-contact construction, whereby a fully ample 
number of possible shunt adjustments, within a conveniently 
limited superficial area, are obtained for a minimum number 
of sliding contacta, viz., 99 x 54 = 5,846 different slide 
values, with only three sliding contacts (in practice, plati- 
num working against gold). 

The said arrangement possesses obvious advantages : (1) 
Minimum change of resistance at contact points, and greatly 
reduced risk of contact trouble due to accidental grit or 
other foreign matter. (2) Simplicity of the formula for 
combined resistance of the shunted galvanometer. 

Fig. 55 shows the Rymer-Jones U.S., as consisting of a 
series of 99 coils, each of 100%, or a total of 9,900 ohms, 
connected between two other series, each of the last- 
mentioned series totalling 100 ohms. The terminals goto 
two arms or contacts rigidly inter-connected, which slide 
along the two 100-ohm series, 80 that the more one series ig 
brought between the G terminals, the more the other is 
excluded, aud vire versa. 

Thus between the 6 terminals there is a constent resistance 
of 10,000", that is, 1,900“ / ,s 100% made up of either one, 
ot the other, or parts of both of the two 100-ohm series. 


In mil-ammeter and other special work (as in the case of 
the Rymer-Jones special test to localise & high-resistance 
break-end) a knowledge of the combined с and s resistance 
is sometimes needful. . 

In fig. 55 А апа в are two resistances in simple shunt 
with each other. 

When т, and т, are on the zero contacta of their respective 
series, B becomes nil; in other words, с and its constant 
shunt of 10,000” (or whatever the total may be) are short- 
circuited. 


E 1 
А . ` | 
© N 8 
< t 


1 


— ioo OHMS — 99 COILS; EACH 00 —100 OHMS —> 


In the theoretical diagram, fig. 55:— 

п, = slide reading of T, working to the right by hundreds 
of ohms. | 

n, = slide reading of т, working to the left by one or 
more units. | 


Notr.—The two (out of the three) sliding contacts from 
which readings are taken, are drawn as double arrow heads. 


Let the total slide reading of n, and n, be called n, and 
let G = galvanometer resistance. 


It has been shown that the total slide value = [99 x 
100] + 100 = 10,000 which, in this particular pattern of 


Fra. 504. 


DDEO 

A LE. 
W. | Resistance, Сл 
Pa T» 


Fia. 56B. 


universal shunt, represente aleo the total ohmic resistance 
always shunting the actual с terminals. 
Then А = G + [10,000 — л]. 
В = n. 
The joint conductivity of the branch circuits a and Bis 
represented by the sum of the reciprocals of their rest- 


14 12 AtB 
B 


ances, = — a the reciprocal of which er- 
A 


Vol. 65. Ио. 1,670, Мотимвяв 36,1909] THE ELECTRICAL REVIEW. 


873 


А B 


гар, gives the joint, resistance of the two 


pression, Viz., ` 


branch circuits. 


AB _ [9 + (10.000 —n)] n _ [e+ (10.000 — n) I n. 


A+B с + 10,000 —n +n G + 10,000 
Fig. 56 shows respectively :— 


(a) Tests for calibrating d for use as a mil-ammeter. 
(b) Use of d as mil-ammeter in an ordinary Wheatstone 
bridge two-current test to localise a cable break. 


Mainly there are two methods for calibrating the scale of 
G, though variations and refinements for various require- 
ments are elaborated in an article by Mr. J. Rymer-Jones 
in the ELECTRICAL Review for Angust 11th, 1905. 

Method A.—Connections as in fig. 564. Contacts T, and 
T, respectively moved to extreme slide limits—viz., to 99 
and to 100. 

One or two Leclanché cells of v volta are joined up ready 
for application through shunted G, and an extra inserted 
resistance of a thousand times as many ohms as there are 
volts in v. ( | 

For instance, if v = 1:485 volts, inserted resistance = 
1,485 ohms; or if v = 2:97 volts, resistance = 2,970 
ohms. | 

The shunted d is then further shunted by a coil of com- 
paratively stout wire (w) of German silver, and of only 
2 or 3 ohms resistance, the said shunted system being, 
therefore, reduced to а practically negligible resistance. 

W is experimentally adjusted until, on the completion of 
the aforementioned circuit, any required convenient deflec- 
tion is obtained, say, 10 divs. or 100 divs. 


Now, any deflection obtained under these conditions neces- 


1:485" 2:97" i 
r again d=, that is, 07001 


1,4855 °° 2,970 


sarily represents 
amp. = 1 m.a. 

The shunted a is now ready for use as a mil-ammeter (as 
in fig. 568), on which a deflection of 310 dive. (w having 
been adjusted to give 100 divs. for 1 m.a.), would approxi- 
mately represent 3°1 m.a., or 520 divs. = 5'2 m.a. 

To reduce the sensitivenéss of these readings, the operator, 
instead of lessening still further the resistance of w, may 
move the slide contacts т, (and, for final adjustments, т.) 
from the maximum limit to convenient points along the 
slide adjustments, thereby causing v to produce any desired 
decrease in number of scale divs. for the given milliampere 
of current already explained. 

Method B.—There need not be, in the beginning, any 
exact adjustment of w as long as this resistance is sufficiently 
low to bring the a spot, deflected by the calibrating battery, 
within scale limits. 

Any desired calibration of the d scale used as a mil- 
ammeter may be effected by the sliding contacta T, and 71. 

In an actual example in the writer’s personal experience, 
with T, and T, of the U.S. at maximum limita of 9,900 and 


100, the extra shunt w of about 3° reduced the deflection of . 


G to considerably over 100 divisions. — 
cr Then, by adjusting T, and 1,, the following scale deflections 
were obtained: 
100 divisions with slide reading at 9,874 

2 0 99 99 97 4,962 

10 э ” 77 2 8 
and as the deflection limit available on the d scale amounted 
to 550 divisions, these figures afforded a basis for the 
following three calibrations adapted for various uses. 


a) ) G9 j| dw 65 (6) (m 
sid in ыма gi e reading | E n Pos of 
calibra- in M A. UB | ainmeter | milli- b us 

tion. circuit. ^ . €, amperes. 
"ER za кук : „ ba ы 8 
EM 
1485 1,485 1 | 9874 | 100 55 | A. 
á „ „ 4.962 20 | 475 B. 
: „ a 28 | 10, 550| C 
| | | 


The ordinary divisions of the d scale were then supple- 
mented by pencil lines and figures dividing up the scale 
divs. into three additional cales, viz. :— 


Scale A, 100 divs. = 1 m.a. up to 5'5 m.a. 
B, 20 divs. = 1 m.a. up to 27:5 m.a. 
C, 10 divs. = 1 m.a. up to 55:0 m.a. 


The advantage of this arrangement was that when G was 
taken from its customary use (which happened to be for 
cable D.R. test8) to serve as a mil-ammeter for cable-break 
localisations, all that had to be done was to connect up W 
and place the sliding contacte of the U.S. at that slide 
reading which previous experiment had shown would pro- 
duce whichever of the three calibrationg might be chosen 
as convenient for the work in hand. 

Another method hag been devised by Mr. C. W. Schaefer 
for utilising & reflecting galvanometer as a mil-ammeter, 
particulare of which method may be found in Mr. H. D. 
Wilkinson’s Submarine Cable-Laying and Repairing," 
second edition, page 534. 


NOTES ON TRADE ABROAD. 


JAPAN has been making a strong 
A Tug of War and its pull against America for the cotton 
Lessons. trade of Manchuria and has got much 
of it away, whereat the U.S. Consul 
at Newchwang weeps and reporta the reasons for the loss of 
the predominant position. There is little in common 
between cotton and electrica—though we like to electrify 
the mills—but we allude to the matter in order to state the 
reasons why the U.S.A. has lost ground before the advancing 
Japs, for among them are points that may be profitably 
regarded in connection with our exploitation of British 
electrical manufactures in Far Eastern markets where our 
brave little allies as they feel their feet may compete against 
even us. Japanese cottons are shipped by a direct route 
“right there.” American cottons are first shipped to 
Shanghai and distributed from there, which means the 
addition of storage charges, commissions, &c., making 
prices high. That, as any baby knows, is a serious handicap 
in any competitive market. Bat further still, before the 
American goods reach the small dealers they must pass 
through the hands of numerous middlemen, whose com- 
mission must be added ! What is the moral ? The American 
Consul advises thus :—Manufacturers of piece goods 
should follow the lead of Standard Oils and Tobacco 
intereste, who have compelled success by sending an 
energetic representative to Manchuria to protect their 
interests, and who ship their goods direct and carry stocks 
there. It is urged that a number of manufacturers, 
presumably of different departments, should jointly send an 
agent to arrange to keep stocks in the principal Manchurian 
markets, these stocks to be shipped direct, and there must 
be no attempt to redistribute from Shanghai. As we have 
said, cottons are not electrics, but the method of commercial 
madness being very much the same in all classes of manu- 
factures, the advice having been given should be made a 
note of, во that we may be ready to do whatever Manchuria 
will permit electrically in the near or distant future. 
An American special agent (Captain 
An American has a fit Godfrey L. Carden) has been visiting 
of the Blues. a number of important works in Italy, 
and he has written home reproving 
American machinery makers for neglecting the Italian market. 
As an illustration—a very bad illustration—of neglect, he 
names the military small-arms arsenal at Terni; its name is 
Precisione d’Artiglieria della Fabrica d’Armi di Terni, and 
the vice-director in charge is Major Guglielmo Lucci, Cav. 
Santo Galbardi being the technical chief. Electric drive is 
employed throughout and everything is of the best, save 
that *in the entire lot of 1,400 machines in service, there 
are only 10 American.” In vain I looked for American 
machines, which for arsenal work are unexcelled! Turning 
to the technical chief, I asked if any American manufacturers 
had ever called." Since 1882 only one American machine-tool 
man had visited the works. In vain should we try to con- 
vince this confident American that anything good can come 
out of England. With envious eyes he looked upon those 
900 machine tools supplied to Terni in the early eighties by 


| з 
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our own well-known Greenwood & Batley, Ltd., of Leeds— 
and the annoying part of it all isthat they are still running ! 
He actually finds that G. & B. received about $886,000 for the 
installation. Then he goes on with his story, preparing the way 


for the American to hang around in the hope of getting an- 


equally acceptable order : —'* Much of the Greenwood & Batley 
equipment is now old, and it is this material which must, in the 
general order of things, give way gradually to more modern and 
superior tools.” We can imagine the 
We are 10. ‘excitement which this ardent À merican 
| displayed when he came across the 
only encouraging sign at 'lerni"—a recently purchased 
American milling machine of which the technical chief spoke 
highly, here a couple of American lathes, there a miller or 
two, to the aforesaid grand total of 10. He goes on to say 
that there are many types of American machine tools which 
could be introduced with advantage in the Terni shops. No 
doubt there are, but, let it not be imagined that since those 
early eighties the British machine tool-maker has been resting 
upon his oare. When Americans try to get a look in replacing 
those G. and B. machines, the British manufacturer 
must see to it that Ae has a look in too, for the American 
tool-maker is no more necessary in Terni than he is at the 
North Pole. Our firms have made excellent advance in 
recent years, and they have devoted a good deal of study to 
the electric drive, and all this big talk of a disappointed 
special ‘agent will not settle the Italian Government con- 
tracts if our people do their duty. 
Messrs. Greenwood & Batley, who 
supplied the screw machines, will be 
on the alert, and so we are sure will Messra, Alfred Herbert, 
of Coventry, who supplied the lathes, and the others, mostly 
German," will be on the war-path too. The British manufac- 
turer must show fight. Commercial war to the knife be it 
if it must. Are we ready? Let us nurse the Terni arsenal 
straight away, and every other arsenal. There never was 
greater need for alertness. That stuff still running '—and 
after nearly 30 years! !—tells its own tale. What a tribute 
to the quality of British manufactures! If you want 
machines to last three yeare, and then scrap them, we can 
make those too. All we want is a good chance—a fair field, 
and no favour, 

А word more about this arsenal where so much “old” 
British staff is at work. What does the Consul say about 
the product, and во on? The material turned out here is 
of the highest grade, and the requirements on all sides are of 
an exacting character. The workmen are a credit to their 
officers and their country.” In short, everything is of the 
best, except that ** old " British equipment. Incidentally, we 
msy add for general interest that the Terni works are sup- 
plied with about 1,000 н.р. for electric driving purposes, 

from eight hydraulic turbine-driven seta. 500 men are 
employed on a 9-hour working day, the shops opening at 
7 a.m. and closing at 5 p.m. 

With all that we have said in the foregoing, however, we 
cannot help feeling that such reports are of value to 
American traders. We would like to see a few reports on 
big works’ visits from our own Consuls. They are better 
than generalisations. 


Nurse the Arsenal. 


In our detailed consideration of the 

Let us all Kow Tow! outlook for British electrical trade in 
| China, we dwelt at some length upon 
the American ambitions regarding that market, and the steps 
that our trans-Atlantic cousins were making in order to attain 
their desired ends. We now read in а U.S. Government 
trade document that “ the Associated Chambers of Commerce 
of the Pacific Coast have sent advices to the Government at 
Washington, and to Consul-General Amos P. Wilder at 
Shanghai, that they have accepted an invitation from the 
Chinese Chambers of Commerce to visit China next February. 
The Associated Chambers include the individual chambers 
located at San Francisco, Oakland, San Diego, Los Angeles, 
Seattle, Portland, Tacoma, and Spokane; C. W. Burke is 
the general secretary, and J. D. Lowman president.“ 

Shall we ask for an invitation and go and kow tow, too ? 
We need to go to China to obtain an intelligent grasp of the 
opportunitiee, but we also want intelligent Chinamen to come 
here, to see what we, as engineers and electrical manu- 
facturers, are capable of doing. Where is the Electrical 
Manufacturers’ Association and all ita former hospitality ? 


or why not ask the I.E.E. to do something as & Trede 
Expansion Society ? Mr. Mordey said last week that the 
I.E.E. must not deteriorate into a Trade Protection Society, 
but we are sure that he would not object to efforts at expan- 
sion. Let us invite deputations from foreign fields, consisting 
of the right men, and treat them as they should be treated ; or, 
at least, let the Chambers of Commerce confer with the electrical 
trades when they have useful visitors. Whatever you please, 
80 long as we do something worth the doing ! Later in this 
article we show how onr American electrical cousins have 
been entertaining Japanese visitors. 
In & report on motive power 
Austrian Power Progress. machinery during 1908, 
ЭЙ ‘U.S. Consul Brittain, of Prague, says 
that the greatest advance made was in the use of electricity 
88 8 motive power. | | 

In the north Tyrol and Alpine districte the water power 
has been widely utilised through the construction of 
electrical plante, furnishing many thousands of added 
horse-power, especially fur numerous gmall enterprises The 
inspector for the Voraelsburg district reports that ont of 
1,200 motor-driven factories 800 are exclusively, and 70 
others partially, driven by electrical power. In the same 
district, where in the early spring there was a lack of water 
power for small factories which did not use electricity, there 
were many benzine motors used. The Diesel engine attained 
great popularity in these places. 

In the central electric station in one Vienna district four 
steam engines, each of 800 H.P., have been replaced by two 
steam turbines of 5,000 H.P. each. In an electrical station 
in another district four turbine steam engines have been 


- installed, giving 10,000 H.P. From Reichenberg, Preransnd 


Troppau come reports of the increasing use of steam turbines, 
An American Consul at Chemnitz 
Commercial Tongues. has sent home an interesting report 
. on the rapid progress made during 
recent years throughout Germany in systematically training 
thé youth of that country in foreign languages. In Chem- 
nitz, which has such extensive trade relations with forego 
lands, new facilities are available for children, enabling then 
to lay in good foundations for more advanced work on 
entering the higher schools. The policy pursued in Chem- 
nitz finds ite counterpart throughout the Empire, and it 
constitutes a powerful factor in the rapid forward movement 
of Germany as a power in international commerce.” 

In another report the same Consul, in discussing the last 
industrial census of Saxony, refers to the steady growth of 
the proportion of the population occupied with manufacture 
and commerce, and to the consequent occupation of s 
relatively less important position of the agricnltural coa- 
tingent. Independent industrial activity shows a very 
marked retrograde movement, and the tendency of the day 
is clearly * toward consolidation and the elimination of the 
independent artisan or farmer and the small tradesman.” 
After putting forth data, he says :—“ These data all tend to 
show that in Saxony powerful influences are at work changing 
rapidly the whole fabric of industrial organisation. 000- 
centration and consolidation are dominant features, and the 
elimination of independent individual units is equally 
characteristic of this epoch of transformation." 

An American mining company be 
Transport Difficulties. had put down in Honduras a complete 
A Sample. plant for drilling with compressed air. 
U.S. Consul McClintock, of Tegua- 
galpa, says that from a water course 1,000 H.P. is generated. 
This is transmitted by overhead wires 3] miles to the air 
compressor plant which operates 18 to 20 powerfal drills 
The plant cost £25,000, and took a year to install. The 
difficulties of transport were extreme. Pieces of machinery 
weighing as much as 12,000 lb. each were sent over a dit- 
tance of 120 miles over rough mountain roads. “ More 
than once the wagons broke down or upeet, and the 
machinery went rolling down the mountain side, to be 
brought back at great labour. The wagons had to be 
especially constructed to haul this machinery, and in place 
as many as 40 oxen were hitched to a single wagon. On 
the down grades 30 to 40 men were employed in holding tbt 
wagon back. The same company has two electric loco- 
motives operating underground at present, and will soon 
have two more working on a different level." 
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Copies of the proposition made 

Qther Things Worth to the Argentine Government by 

Noting. Vickers, Sons & Maxim, 'Ltd., of 
London, for building docks and 
shops at the port of Eosenada, one hour by express train 
down the river from Buenos Ayres, have been forwarded 
to the United States as a guide to American firms 
of the form of proposition agreeable to the Argentine 
Government. A U.S. Minister is urging Americans desiring 
Argentine Government work to avail themselves of a form 
prepared by eminent contractors of long experience in 
securing Government contracts.” All's fair in business 
competition. Imitation is the sincerest form of flattery. 
But we hope that British firms also will study that form 
. of proposition. 

German engineers have lately been very actively engaged 
in Turkey in trying to secure railroad extension powers in 
the province of Adana. An American Consul reported home 
that there was an opportunity for the sale of American railroad 
material, bat only if prompt delivery were guaranteed, as 
previous delays had left a nasty effect behind. Another U.S. 
Consul at Mersine recently reported that British and French 
mining engineers had been touring the Turkish province 
of Adana, exploring the Taurus Mountains for iron, copper, 
chromium, silver and lead, all of which metals are said to 
exist there. A large copper mine has already begun opera- 
tions near Mersine, supported by French interests. A 
British company operates an iron mine at Anemourium. 
* [f American interests delay their investigations, all con- 
cessions will go elsewhere.’ The Turkish mining laws 
require, first, & permit for exploration, and after a discovery 
is made, a formal demand for a concession. The new 
governor of Adana is favourably disposed to concessionaires. 
British electrical firms are again urged by the ELECTRICAL 
Review to be on the alert in Turkey. For signs of new 
enterprise there by our firms we are profoundly thankful. 

While allading to Turkey, we may quote some remarks of 
the Constantinople correspondent of the Times :—“ It is 
notorious that many membera of the Turkish Chamber are 
now solely occupied in furthering the interests of native or 
foreign company promoters and applicants for concessions 
and monopolies. It is believed that proposals for legislation 
on this sabject will be laid before the Chamber by an 
influential Deputy.” БАр 

In regard to Greece, let it be noted by our people, that in 
the district of Patras merchants are at present disregarding the 
overtures of Americans because they have persistently 
neglected to quote c.i.f. prices, are unwilling to extend long 
credit, and have no American representatives on the spot to 
push certain lines of goods.  * The largest and most 
influential importers in Patras are not only citizens of the 


countries from which they import, but they are in prominent . 


instances vice-consuls of these countries, and have been 80 
long established in Greece that their influence is widespread. 
If an American agent, handling several different classes of 
goods, should establish himself on the spot and provide a 
show warehouse for his specialties, he would in the course of 
a few months build up a very profitable business." 

For its new railway extension into the State of Goyaz the 
Brazilian Government is to do the building and operating 
on its own account. This is instead of again giving con- 
tractors a 6 per cent. guaranty on a capital of 315,000 per 
mile. The Government issues 5 per cent. bonds to cover 
the cost of building. 

The Honorary Commercial Com- 
missioners of Japan who have lately 
been touring through the United 
States spent, November 5th in inspec- 
ting industrial works at Pittsburg. The Carnegie Steel 
Co.’s mills at Homestead were inspected in the morning, 
-and after luncheon the party went by special train to East 

Pittsburg, where the works of the Westinghouse Machine 
Co. were visited, the construction of steam turbines, gas 
engines, steam engines and condensers, being observed. 
Next the works of the Westinghouse Electric and 
Manufacturing Co. received attention. Here, according 
to the New York Electrical Review and Western Electrician, 
а number of Japanese guides took the party in charge and 
showed them the various departments, where the manufacture 
and testing of generators, motors, transformers, and other 


U.S. Electrical Men 
Fete Japs. 


auxiliary apparatus of all types and sizes were in pre 8. 
Considerable attention was naturally directed to the large 
electric looomotives being built for the New York terminals 
of the Pennsylvania Railroad. With Japan abont to move 
forward in railway electrification, anything of this kind 
might be expected to leave an important impression оп · 
the Japanese mind. At East Liberty a dinner was given 
in honour of the visitors, who were treated as the special 
guesta of officers of a number of the Westinghouse 
Companies, and the success of the event was due to 
the toastmaster, Mr. W. M. McFarland, acting vice- 
president of the Westinghouse Electric, &c., Co., whose 
personal greeting to each guest was greatly appreciated." 
Covers, it appears, were laid for thirty, and for the interest 
of our readers we give the following list of some of the 
specially honoured guests: 

Baron E. Shibusawa, chairman of the commission, president 
First Bank. | ; | 

Mr. Buei Nakano, member of the House of Representatives, 
president of Tokio Stock Exchange and Tokio Ohamber of Oom- 
merce, director of Tokio Electric Railway Co., Ltd. | 

Mr. Michio Doi, president of Osaka Chamber of Commerce, Osaka 
Electrio Light Oo, Ltd., and Naniwa Electric Railway Co., Ltd., 
director of Osaka Godo Cotton Spinning Co., Ltd., and Ujikawa 
Hydro-electricity, Ltd. 

Mr. Jihei Nishimura, president of Kyoto Chamber of Commerce, 
director of Kyoto Shoko Ginkoand Kyoto Textile Fabric Oo., Ltd., 
member of House of Representatives. | 2 

Mr. Kahei Otani, director of Yokohama Water Works Bureau, 

resident of Yokohama Seventy-foarth Bank, and Japan Tea Manu- 
turing Co., Ltd., director cf Yokohama Electric Wire Oo., Ltd., 
member of Yokohama Chamber of Commeree · | 

Mr. Tominosuke Katono, managing director of Meiji Ginko and 
Nippon Cars Manufacturing Oo., Ltd., director of Nagoya Electric 
Power C»., member of Nagoya Ohamber of Commeroe. 

Mr. He'zaemon Hibiya, president of Kanegafachi Cotton Spin- 
ning Co., Ltd., direotor of Fuji Gassed Cotton Spinning Co., Ltd., 
and Tokio Woollen Textile Oo., Ltd. 17 

Mr. Sakutaro Satake, president of Tokio Electric Light Oo., Ltd., 
and Tenth Bank, Kofu, director of Kabuto Beer Brewery, Ltd. 

Mr. Kaicbiro Nezu, member of House of Representatives and 
Tokio Chamber of Commerce, director of Tobu Railway Co, Ltd. 

Dr. Riuta Hara, doctor of engineering, engineer of Yokohama 
Water Works Bureau. BS ua 

Mr. Narazo Takatauji, director and chief engineer of Kanegafuchi 
Cotton Spinning Oo., Ltd. 

Mr. W. M. Zumoto, editor and proprietor, Japan Times. 

Consul General K. Midsuno, 

It might happen that these gentlemen would like to know what 
their British allies are doing electrically. Eh? 


* 


MORE NOTES FROM INDIA. 
[FROM A SPECIAL CORRESPONDENT. ] 


Sinmla.—Active operations are in progress in the long- 
distance hydro-electric scheme for Simla, and it is expected 
that the work will be complete by the time Government go 
up there next March, unless any unforeseen circumstances 
due to climatic conditions arise. The work is under the 
immediate supervision of Mr. C. Wilson, executive engineer, 
P.W.D., Punjab, who has been deputed to devote his whole 
energies to it. 

Calcutlu.—The more favourable power rates offered by 
the C.E.S. Co. to large power users should induce many mill- 
owners to take advantage of the undoubted economy of 
electric motor driving. Already one large new Jute Press 
has an entire equipment of electrical machinery supplied by 
the Lahmeyer Co., through their agents, Messrs. Shaw, 
Wallace & Co., and its operation is being watched with keen 
and critical interest by steam- users. 

Allahabad.—An Industrial Exhibition is to be held in 


* Allahabad in December, 1910, on a scale commensurate with 


the importance of the united provinces of Agra and Oudh. 
From an electrical point of view this will be important, as 
conditions in this province are very favourable to the appli- 
cation of electrical distribution for irrigation from wells and 
other sources of water supply. The exhibition authorities 
are to be commended for giving such timely notice of their 
proposal, and all particulars may be had from the Secretary, 
United Provinces Exhibition, Allahabad, who will be glad 
to forward prospectuses and all necessary information. 

The post of Electrical Inspector to Government U.P., lately 
filled by Mr. R. P. Russell, has been conferred on Mr, J. S. 
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Pit Keathly. This gentleman, who represented Messrs. addition to the foregoing merite, the ventilation is much 
Bruce Peebles & Co. on the Mussoorie hydro-electric scheme better than in the usual type of construction. Portions D D, 
during its construction, has recently returned to India to being required only to carry the commutating flux, may be 
take up his new post. cut away, leaving large ventilating spaces. The excellent 
Government electrical contracts in India during the ourrent ventilation thus provided will doubtless admit of larger 
year have been few and far between, owing tothe small budget current densities, not only in the field windings, but in the 
sanctioned for P.W.D. purposes. Generally speaking, trade armature coils as well. 
all round is bad, but signs are appearing which indicate that It will be found that, notwithstanding the extra thickness 
prospects are better and brighter. of yoke required in places for main flux, the outaide diameter 
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A NEW FIELD-MAGNET SYSTEM. 


By J. W. BURLEIGH. 


Fid. 2.—D1AGRAM or WINDING. 


THE writer has recently designed a new fleld-magnet system 


for dynamos and motors. It is proposed in this article to jg not greater than in an ordinary machine. In fact, if the 
_ describe this magnet system and to put forward some data field coils аге slightly formed, as shown, the external 

in connection therewith. diameter will be less. 

On referring to fig. 1, it will be seen that a рач is One of the machines made on this principle was a 500-valt 
made from the usual radial- pole type of machine. crane-rated motor developing 12.5.H;P. at 1,050 revs. The 

The main magnet system is arranged in a special manner, armature of this motor was constructed originally for a 
and may be said to consist of a number of horre-shoe machine of quite a different type, and it is therefore to be 
magnets with commutating poles arranged as shown. The understood that the dimensions given would be modified in 
angle Ө between the axis of a main pole core and the axis of a fresh design. This machine, however, will serve to illas- 


о - 
в commutating pole = 25 , where м P equals the number of trate some of the characteristics of the new deaign :— 
| B Мотов (Свлнк-Влтрр) 500 v., 12 B. R. . AT 1,050 R. p. M. 


main poles. i 
This is a distinctive feature of the design. The arrange- Teng of armature ш сз ш . Ш epin 
ment of the poles and windings is shown diagrammatically Number of conductors esses ce . 1.844 
in fig. 2. The full line represents a winding of a series- Number of commutator bars... e — ws. — . 137 
wound armature; the dotted lines the portions of the field ose ead 5 ле VE NE ШШ. P 
coila, and the rectangles the commutating poles. Portions Diameter of bore шай poles and auxiliary poles. вд in. 
A A, fig. 1, of the main exciting coils are brought directly over Area of field magneta (steel)... . . 92 oq. in. 
and parallel with the armature conductors undergoing commn- rim o: yoke ED и И EM 2 : 
a of yoke (cast-iron 5 89. 
tation. This partienlar position of the field coils lessens CalcutAted ашр torus without Allowance tor i leakage 2,100 
Shunt turns 3,894 
| Auxiliary turns.. | ide as .. 148 
Weight of armature copper .. eo «22 woe 154 ld. 
Weight of ahunt copper pis гг Sud .. 38 lb. 
Weight of auxiliary copper ies vi - . 17 lb. 
Weight of cast-steel is г ds . 70 lb. 
Weight of cast-iron ... idi се * 145 lb. 
” Weight of armature laminations... Y 534 ld. 
и | Temperature rise after one hours run at 20:5 amperes through 
At р armature :— 
Armature .. .. 68° F. 
Commutating-pole coil .. .. 60° Е. 
Main-pole coil ... " . 57° F 
Sise of commutating-pole ... ыз 4 in. x ? in. 
Reactance volte (calculated by Hobart в method) 6:9 volts 
Mean reactance Те .. 44 volts 


Density required (commutating = = 
Mean reactance volts x 10° 
LXV 
where L. = 2 х іех11 хт, 
` lc = Effective length of conductor, 
T = Turns per section, | 
v = Peripheral speed of E E ИРИРЕК per second, 
44 x 10^ 


- B, 


cn tae Ет ш 
Fic. 1.-Nzw FIELD-MAGĦET SYSTEM. Ampere-turns required for comma poe gap... 660 
Ampere-turns per pole on armature .. .. 2,100 
Ampere-turns allowed for iron path 300 
the self-induction of armature coils undergoing commutation otal aca poe turha od conmucati pole 3,060 
and saves a considerable amount of copper on the commutating P E 
poles. From actual tests it would appear that the excitation With ordinary radial pole construction, using only two 


required on each commutating pole is not in excess of that - auxiliary poles, the ampere-turns required for each pole 
do us for each commutating pole in a machine having an would be at least 3,060 + 660 = 3,720; whereas with the 
ordinary magnet system, in which the number of auxiliary improved design 3 ‚000 ampere-türns were ample, the com- 
poles and main poles are equal. It is found, too, that the mutation being perfect. The magnetic leakage in this 
brush position is not nearly so sharply defined as in the machine was not more than 7 per cent. Sectional views of 
usual commutating-pole machine. the motor are shown in fig. 3. 

With this particular construction magnetic leakage is Resulta similar to the above have been found in several 
reduced to a minimum. I have tested several small small machines constructed by the writer. The commutation 
machines, and in no case could detect more than 10 per cent. in all cases was perfect, and the brash position was not 
leakage. nearly as sensitive as in the ordinary oommutating. 

This reduction in magnetic leakage, combined with the machine. The saving in material is a great deal more 
short iron path, makes an extremely light field system. In опе would expect at first sight; in some cases the saving 
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т 210 Я — aen т is, 2 10 a И А E 
Fic. 4.—Drsrox ров 200-kw. DYNAMO. 
| amounts to 20 or 30 per cent. on the total cost of effective Size of conductor ә ө 
l material. Current density, amperes per вд. in. 
Td А the li h I ha hed Number of commutator sections 
Proceeding on the lines shown, ve roug Out à Diameter of commutator... 
design for a 500-volt 200-Kw. dynamo, running at 400 R. P. 1. Effective length of bar 
(fig. 4). Probably, for the final design, it may be desirable Flux (megalines) ... 
slightly to modify some of the details. The figures given, Density in armature 
however, will serve as an indication of what may safely be „ airgap. 
anticipated in the larger sizes. Ampere-turns required at full load d (per pole) 
| Main-field watts ... TT 
| Mean length of turn ТТ - vti 
500 VorrSs, 400 AMPERES, 400 k. P. u. Weight of copper (pounds) MN 
h of commutating pole 
Number of poles ... фә m А 6 Width 
Diameter of armature (external) wi dé a. 138 Commutating-pole watts, total 
(internal) » t a. 19:5 Weight of commutating- pole copper (pounds) | 
ss о | - 10i Resistance of armature (warm) .. 
| Gross length of armature.. idi id з te in. Armature Gin жайа it 
x Number of ventilating specu бе i T a 3 » hysteresis 
N Width of vent is ids se des s 8 Total armature watts ... 
. Net length of armature ..  .. . dE use 8 in. Qooling surface (outside)... 
Number of slots usn oe XE .. 104 Watts рет sq. in sss 
" Width of slot T" "T TT НЕА sia RE '46 in. Weight of armature copper (pounds) 
И Depth „ i5 а ^ T EN fus 1°31 in. М 5 aks uis 
Number of conductom  .. aes - T .. 416 " cast-iron in magnets .. 


hd Ке 
616—— С 
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15 in. x 50 in. 


8, 320 
2,110 sq. in. 
3:04 


302 
1,000 
2,800 
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Weight of wrought-iron in magnets... . 1,500 
» laminated shoes P ies NS igs 155 

я fleld copper ... sss 905 A vis 766 
Cost of armature copper ... 8 Ws .. 8126 
,» " disks .. 15:2 

» magnet cast-fron ... m i ss $us 12:5 

п „  wroughtiron >... 888 ves bus 57 

" » Shoes... ТУ -— $25 ae 1°6 

i „ field copper ase iss 31:9 

| Total cost of effective material £79:5 
Reactance volts (calculated) ... п p 48 
Volts per section ... M" ёз Ж sis - 144 
Armature ampere-turns per pole 7,000 
Armature-oore loss 2,900 
њ  C!Bloss.. 5,420 
Total field loss 2,410 
Brush friction 470 
» contact 812 
Bearing, windage, &c. 1,400 
Total loss, watts 18,422 

Efficiency at full-load ... m A 99:899 


A PENNSYLVANIA ELECTRIC 
LOCOMOTIVE. ' 


A LOCOMOTIVE of more than ordinary interest, one of 24 on order, 
has recently been tested on the Loag Island Railway by the 
Pennsylvania Railroad, which company’s trains it is intended to 
handle into New York station. The mechanical work was carried 
out at the company’s Altoona shops, and the electrical equipment 
has been supplied by the Westinghouse Co., Ea:t Pittsburg. 

The locomotive is of the articulated typo, each half carrying itsown 
motor, and being mounted on four 68-in. drivers and a four-wheel 
swing bolster truck with 98-in. wheels. The two sections are com- 
plete in themselves, being duplicates, but are permanently coupled 
and designed for driving from either end. Each motor weighs, 
without gears, 45,000 Ib., and is rated normally at 2,000 H.P., with 
forced ventilation, if required by continuous operation. 

As will be seen from our view, the motors drive by cranks at 90°, 
through a system of coupling rods on to the driving wheels, the 
arrangement resembling at first sight steam practice, but substi 
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Fig. 5.—Митнор or Imuprovinae VENTILATION 
or Fimnp Corre. 


Constructions based on the writer's design should be 
particularly applicable where large calculated reactance 
voltages are concerned, as (as before pointed out) in virtue 
of the main field coils being disposed as described, the 
effective reactance volta must be considerably less than the 
calculated figure. | 

In a turbo-dynamo an additional compensating winding 
could, if required, be easily arranged. The windings would 
pass through the pole-pieces as usual, the sides, or free 
portions, passing the commutating poles. It would not be 
necessary for the free portions of the compensating winding 
to pass through the space occupied by the main coils. 

It is apparent that in carrying out this design several 
constructional modifications may be made. In fig. 5 is 
shown diagrammatically a method of improving the 
ventilation of coils in the interpolar space. This is done 
simply by placing the coils at a slight angle to the axis of 
the armature core. This enables one to provide a space 
between these coils, and should not to any great extent 
lower their effectiveness in facilitating commutation. 

Probably, too, a better distribution of flux would result if 
holes were provided in the pole-shoes, as shown at E Е Е E, 
fig. 1—there certainly is a tendency towards increased 
density at these tipe. 


Radio-dermatitis.—A farther operation has been carried 
out upon Mr. H. W. Cox, owing to the continued progress of the 
disease, which has not been confined to his hands and arms. Mr. 
Oox's arm was amputated above the elbow on the 13th inst., and 
since then his progress bas been favourable. As one of the pioneers 
over whoee lives a blight has been cast by their pursuit of X-ray 
research, Mr. Cox has our profound sympathy, as well as, we are 
sure, that of our readers. 


Rifle with Electric Sights.—According to a Consular 
report, a German engineer named Issel has adapted “a telescopic 
searchlight containing a small electric lamp” to a rifle, so that the 
user can take aim at distant objects in complete darkness. Detaile 
are wanting. 
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DIAGRAM SHOWING ABBANGBMENT AND DIMENSIONS OF PENNSYLVANIA 


ELBoTRIO LocoMoTivA. 


tuting the constant torque òf the motor for the intermittent action 
of the steam cylinder. The centre of gravity approximates to thai 
of the high-speed steam locomotive. 

Acoording to the Railway Gazette, which published the views here 
given, the starting requiremente of the locomotive are unusually 
severe, as it will be called on to start a train of 550 tons trai 
load upon the tunnel grades under the river, which are approri- 
mately 2 per cent 

The guaranteed tractive effort is 60,000 Ib., and the normal 
speed with load upon a level track is 60 miles per hour, although 
the locomotive is capable of a speed in excess of this. The total 


2,000-н.Р. MOTOR FOR Exxoraic LOCOMOTIVE. 


weight of the locomotive is 332,100 1b., of which 908,000 lb. is 
carried on the drivers; the rigid wheel base of each half is 7 ft. 3 in., 
and the length of the complete machine 65 ft. 

E. Turning to the electrical equipment, each motor is aye with 
10 main and 10 inter-poles; the main field is split in two halves, 
both being used together in slow speed operation, and one of them 
shunted control The armature is relieved from excessive 
driving strains by the interposition of а novel friction clutch 
between the spider and motor shaft. The motors operate oa 800- 


4 


Vol. 65. No. 1,670, Novmuzaa 26,1909] THE ELECTRICAL REVIEW. 


> >=; > ` A — E Te "^ . — — " | 
EN є — . 4 
E% РХ 2 


> 
«а? P JA 

- = © * 
— 1+ 
Е * — - 


A 


а 


879 


© > 


3 — 


е 
<> 
— 

— 
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volt direct-current, each half-unit being fitted with two 
rail shoes, also with a small pantograph collector moun 
cab, for use in the yards. 

The motors are controlled on the Westinghoute shunted field 
system ; electro-pneumatic switches actuated by air from the brake 
compressor, and d by magnets controlled from a master 
controller, provide for regulating the fields by shunting and cu 
out a section of the winding, in addition to series paralle 
grouping. The bridging system is used for passing from series to 
multiple connections, and the motor fields are arranged to be 
reversed for changing the direction of rotation, reversing being by 
means of unit switches. : 

A master controller is placed in each of the cabs and arranged for 
operating two or more locomotives from any one controller. The 
resistances are of sufficient capacity to enable a locomotive to run 
with one motor out of service. Duplicate small storage batteries 
are provided on each half-uvit for energising the control circuits. 
On an official test over a 6-mile course, the first locomotive hauled 
a 6-car train at an average speed of 63 miles an hour. 
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OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
: of the paper only.] 


“Шан PRESSUBB" writes :—“ The following case has come under 
my notice:—A company supplying electrical energy for lighting 
and power purposes received an application form for the supply of 
wer, duly signed, but without any particulars as to the purpose 
or which it was intended to be used. From private sources the 
supply company in question had information that the power was 
to be used for driving a gas compressor for high-pressure gas 
lighting, which would displace an installation of arc lamps already 
in use. The company refused to accept the application. Are they 
within their rights in doing so? I should perhaps mention that 
the supply company is working under a provisional electric lighting 
order, Ishould be very pleased to reoeive your comments on this 
question." 

„% The point raised is one of some difficulty. It has been met 
and dealt with in a modified form in this column on former 
occasions. In order to’ answer it, it is necessary to consider the 
obligations imposed on sapply companies by statute. In the first 
place, it is clear that a company must supply to all consumers in 
their district without fear or favour. By Sec. 19 of the Electric 
Lighting Act, 1882, “ where a supply of electricity is provided in 
any part of an ares for private purposes, then, except in so far as 
is otherwise provided by the terms of the order. . . every com- 

y or person within that part of the area shall, on application, 
be entitled to & supply on the same terms on which any other com- 
pany or person in such part of the area is entitled under similar 
circumstances to a corresponding supply." Again, by Bec. 20, the 
undertakers must not show any undue preference to any authority, 
company or person. Subject to these provisions, a company may 
make such charges for the supply of electricity as may be agreed 
upon. All the foregoing principles apply to the supply of elec- 
tricity for power as well as for lighting. Now, there is nothing in 
the statutes which would authorise any company to make any 
. inquiry into the objects to which the electricity supplied for power 
is to be devoted. It is true that many companies supply at 
different flat rates for special classes of consumers. But supposing 
there is a charge advertised of 24d. per unit for motive power 
generally, there does not seem to be anything to compel the con- 
sumer to disclose the objects for which he intends to use the power. 
Coming now to the facts of the present case, there does not appear 
to be anything to warrant the company refusing to supply power 
for an indirect motive. It must be admitted that there is no actual 
decision of the Courts to support this view, but it is impossible to 
see whither one would be led if the contrary view were to prevail. 
A company might object to supply current to a man who was using 
& motor-generator with a view to lighting his premises at motor 
rates; that would be a colourable evasion of the law. In the 


circumstances detailed by High Pressure” there does not appear 


to be anything fraudulent on the part ef the consumer. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENT. 


AUSTRALIAN COMMONWEALTH.—The Government, in the 
Gazette o! Beptember 18th, publish a Customs By-Law (No. 66, of 
Beptember 16tb) laying down the conditions for the admission of 
high-speed reciprocating steam engines for direct coupling or 
directly coupled to electric generators or to pumps, into the 
Commonwealth of Australia under item 160 (B) of the Customs 
Tariff of 1908. 

It is provided that, unless they comply with the following 
conditions, such engines shall not be admitted under the above 
tariff item, which provides that they may be admitted free of duty 
when the manufacture of the United Kingdom, but otherwise are 
subject to a duty of 5 per cent. ad valorem :— 


(a) The engine must be of'the vertical reciprocating type, and 
must be provided with for-ed or splash lubrication. 

(b) The working parts of the engine must be enclosed in an 
oil-tigbt case or chamber. | 

(c) The engine must be mounted, or for mounting, on the same 
sbaft, or be coupled, or for coupling in one line by means of 
couplings, with an electric generator or a pump, so that the 
engine and the generator or pump will run at the same 
number of revolutions per minute. 

(d) The number of revolutions per minute at which the engine 
is constructed to run continuously, wben developing its 
maximum brake horse-power, must not be less than the 
number of revolutions per minute represented in the speed 
curves of high-speed engines shown in the schedule attached 
to the By-Law, for the given brake horse-power, according 
as the engine is of the single, two or three-crank type. 

It is, however, provided that when an engine complies with 
eonditions (a), (b) and (c) and is normally constructed to 
run at a standard speed not less than that defined or repre- 
sented in the said speed curves, but, owing to the special 
requirements of the electric generator or pump with which 
it is, or is to be, directly coupled, must be run at a lower 
speed, such е will be admitted under tariff item 160 B 
upon the production to the Comptroller-General or a Btate 
Collector of Customs of satisfactory proof that the engine is 
Áá modification of a standard type the normal speed of 
which is not below that defined or represented in the said 
speed curves. 


The importer is further required to satisfy the Comptroller- 
General or State Collector of Customs that tbe engine complies 
with the foregoing conditions, and that it will only be used for 
direct coupling to an electric generator or to a pump. 


The French Lamp Duty.—The scheme for the revision 
of the French import duties, which is now engaging the attention 
of the Ohamber of Deputies, provides for an increase of the present 
high duty on metallic-filament lamps from £7 to £10 per owt. In 
this connection a German electrical correspondent states that the 
French makers of incandescent lamps will be in error if they 
assume that the proposed Customs augmentation will diminish 
foreign competition and enable them to obtain a corresponding 
advance in prices. On the oontrary, he remarks that the large 
German works which at present export metallic-füllament lamps to 
Franoe, will doubtless erect branches in France after the introduc- 
tion of the probibitive duty, and that they will then offer more 
serious competition to French industry. As an instance of how 
little the glow lamp industry requires a high protective duty, the 
correspondent mentions that the metallic-filament lamp branch bas 
been very favourably developed in Germany, notwithstanding the 
relatively low duty of £2 per t. dL м" ' 
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NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Toompson & Co., Elec- 
trical Patent nts, 285 


and Bradford, to whom all inquiries should be addressed, 


96,711. ''Automatioally-operated switch, for use with oranes and other 
machinery operated or controlled by electrical means.“ G. E. PEARSON., 
November 8th. i 


25.718. 1 in magnetio compasses,” 
Lrp., and F. W. . November 8th. | 


25,719. “ Indicating connectors and regulators for electric olrouita. N. 


Hosdoop. November 8th. 


95,733. ''Improvements in and relating to eleotrio fuse 0 d 
Bros. Dynamo Works, Lrp. (Siemens Schuckertwerke G. m. b. H. 
(Application for Patent of Addition to No. 8, 269/09.) 
(Complete.) 

25,784. “Improvements in the electrical propulsion of ships." 
Bros. Dynamo Works, Lrp., and M. KLoss. November 8th. 


November 8th. 


SIEMENS 


25.751. "Improvements in and relating to telephones and the like.” H. O. 


Quinn. November 8th. 
25,785. ‘Improvements in alternating current dynamo machines.“ How. 
C. A. Parsons and A. H. Law. November 8th. 
95,795. '' Hollow brick lamp which can be lit or illuminated by either the 
ordinary gas mantle or electrio bulbs and used for lighting the names of 
streets or advertising purposes." J., W. SHEPHARD and G. Brown. 


November 9th. 

95,899. ''Improvementa relating to metallic conduits for electric conductors.” 
B. L. Myer. November 9th. | 

25,882. Improvements in telephone exchanges." Siemens Bros. & Co., 


Lro. (Siemens & Halske Akt.-Ges., Germany.) November 9th. (Complete.) 

25,883. Improvements in telephone exchanges.” Smuxxs Bros. & Co^ 
Lrp. (Siemens & Halske Akt.-Ges., Germany.) November 9th. (Complete.) 

26,887. "Improvements in automatic telephone systems.“ W. A. YEWEN, 
November 9th. ; 

25.89. Improving the quality of metallic-fllaments.“ H.Kvzxr. (Date 
applied for under Bec. 91 of the Act, December 21st, 1908, being date of 
application in Germany.) November 9th. (Complete.) 

25. 896. Improvements in and relating to electric selective devices especially 
applioable to telephone systems and the like." AMERICAN AUTOMATIO TELE- 


PHONE Co., and C. L. Gooprun. November 9th. (Complete.) 
25,920, ''Novel or improved flexible proteotion for electric cables and the 
lke purposes." Е. L. Pease. November 10th. 


95,962. Improvements in electrical mercury switches operated by a 
vehicle passing along a railway." SIEMENS Bros. & Co., тр. (Siemens and 
Halske Akt.-Ges., Germany.) (Application for Patent of Addition to No. 6,078 
oi 1905.) November 10th. (Complete.) | | 

25.972. '"Improvements in and relating to homopolar electrical machines.” 
R. Н. Влввосв. November 10th. 


25,978. " Core mente in and relating to homopolar electrical generators 
and motors." R. Н. Влввосв, November 10th. 


25,989. Improved method of and means for producting electrical oscilla- 


tions."  MancoNrs WiRELESS TELEGRAPH Co., Lrp., and H. J. Восир. 
November 10th. 


96.005. “Improvements relating to the ventilation of electric motors.“ 
Н. A. Mavor and Mavor & CovLsoN, Ltp. November 10th. | 


26,006. ~ Improvements in or relating to incandescent electricjamps." H. J. 
JAEGER. November 10th. (Complete.) : 


96,0021. "' e in or relating to eleotric conduit joints and joint 
boxes.“ W. К. Вукке and V. J. Cooke. November 10th. (Complete.) 


96,090. "New and improved switch and circuit-breaker for high potential 
circuits," J. N. Kerman. November 10th. 


26,046. ‘Improvements in and relatir g to polyphase alternating current 
commutator machines." ALLGEMEINE ELEKTRICITAT8 GES. (Date applied for 
under Вес. 91 of the Act, November llth, 1908, being date of application in 
Germany.) November 10th, (Complete.) 

96,061. ‘*Improvementa in switching arrangements for electric stone-cutting 
and stone-drilling machines." R. Конре. November 10th. 

26,088. ‘Improvements in switching devices for use in connection with 
electrio lighting or power." W. C. Kirwan and К. QuanEY. November lith. 


26,099. ‘* Improvements relating to the support of electrical conductors or 
cables.“ T. G. NoBLE. November llth. 
26,146. '' Improvements in and relating to dynamo-electric machines.“ 


ALLGEMEINE ELEKTRICITATS GES. (Date applied for under Seo. 91 of the Act, 
November 12th, 1908, being date of application in Germany.) November lith. 
(Complete.) i 

26,167. ‘* Improvements in and relating to electrio cells and the method of 
using same, and in the application to certain articles of electric light." P. C. 
Pack, L. Hunter and A. E. Lamkin. November 12th. 


26,250. “Improvements relating to electric cables.“ SIEMENS Bros, AND 
Co., LTD., and W. DiesELHoR8T. November 12th. 

96,251. "Improvements in and relating to electric furnaces.” J. MARDEN, 
November 12th. (Complete.) 

26,266. Improvements relating to electric furnaces.” J. HARDEN. Novem- 
ber i2th. (Complete.) 

26,269. "Improvements in telephone exchanges." Siemens & HALSKE Акт. 


Ges. (Date applied for under Sec. 91 of the Act, November 14th, 1908, being 
date of application in Germany.) November 14th. (Complete.) 


26,289, ''Improvements in automatic electrio switches." T. FERGUSON, 
November 13th. 
26,822. Improvements in controllers for electric tramcars and the like.“ 


H. J. E. Bas ER and C. FREEMAN. November 18th. 


26,347. Improved current collector for electrically.propelled vehicles.“ 
WiLLy.Konrrs. (Date applied for under Bec. 91 of the Act, May lst, 1909, 
being date of application in Germany.) November 13th. (Complete.) 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs, W. Р, Тномгвом & Co., 285, High Holborn, W.C., and at Liver- 
pool and Bradford; price, post free, 9d. (in stamps). 


* 


1908. 


RECEIVING INSTALLATIONS FOR WIRELESS TELEORAPHY. 
Juiy 20th. 


MrANs FOR OBSERVING THE CONDITION OF THE SPARKING PLUGS AND THE 
EXPLOSIONS IN INTERNAL-COMBUSTION ENGINKR. SPECIALLY APPLICABLE РОВ 
MOTOR-CAR8, MoTOR-CYCLES, AND FOR SIMILAR PURPOSES, A. J. Riley. 
16,348. August lst. Post-dated March Ist, 1909. 


ARRANGEMENTS YOR BrORINO AND DISTRIBUTING ALTERNATING CURRENTS e? 


W. Burstyn, 15,854. 


ELEerBieizT, A. M, Tayler, 22,044, Oetober 10:8, 


High Ho ron London, W.C., and at Liverpool 


Кати & J. WHITE, ` 


Hires | 
Germany.) 


| InsunaTING ForMER-Wounpd Coins. Siemens & Halske Akt.-Ges. 


Exzcrric Ran. war Sysram. W. Robinson. 22,227. October 90th. 

ELECTRIO BATTERIES. Basset. 22,996. October 20th. (Date applied for under 
International Convention, October 81st, 1907.) 

OVERHEAD CONDUCTOR GEAR FOR THE PROPULSION OF VEHICLES ELECTRICALLY, 


British Insulated and Helsby Cables, Ltd., and J. W. Astley. 39418. 
October 22nd. 


‘ EnkorRIO Авс Lamps. S. C. Mount. 99,454. October 22nd. 


METHOD OF AND APPARATUS FOR CONTROLLING THE VOLTAGE or Dywaxo- 
.EnLECTRIO MACHINERY,  ESPEOIALLY APPLICABLE TO VARIABLE-SPEED 
GENERATORS. W. Stansfield and J. W. Hatt. 29,500. October 28rd. 

MEANS FoR SUPPORTING ELEOTRIO LAMP BRACKETS OR THE LIKE On Walla, 
J. J. Rawlings. 28,058. October th. 

Systems or ELECTRICAL’ DisTRIBUTION вт ALTSRXATING-CURBENT Trans- 
FORMERS. J. S. Peck. 28,064. October 28th. 


. MEANS oF TRANSPORT FOR PORTABLE EÜLEOTRICALLY-DRBIVEN Puurs FOR Fins 


BRIGADE OR FOR OTHER PURPOSES, W. A. Stevens. 28,828. November find. 
ELECTROLYSIS OF Liquips. J. Billiter. 94,594. November 16th. 
ELmxormic BwiroHss. G. Sweetser. 327,218. December 15th. 


1909, 
вок. но LAMPS AND OTHER BIMILAR Lamps. J. F. Walters. 15,532. January 


16,985. 
Pegler an 29th. (Date applied for under International Convention, July 
st, . Я 

Авс Lamps. Т. L. Carbone. 17,448. July th. (Date applied for under 
International Convention, November 9th, 1908.) 

FLAME Anc EL OrnIC Lamps. Siemens Schuckertwerke Ges. 18,828. August 
9th. (Date applied for under Internationa Convention, August Lith, 1908.) 

SPARKING PLUGS FOR INTERNAL-CoMBUsTION ENGINES. W. V. Williams. 2,964. 

` February 8th. , 

PREPAYMENT ELECTRICITY MxTEBS. G. Hookham and 8. Н. Holden. 3,017. 
February loth. (Application for Patent of Addition to No. 9,169, 1908.) 

PORTABLE ELECTRIO LaMP FiTTINGS. L. A. Williamson. 8,886. February 16. 

ELECTRIC SIGNALLING AND Rinaine Key. M. 8 Conner. 4,270. February Sind. 

BLECTRICALLY-DRIYEX Rotary Pumps. А. S. Mallinson. 4,928. March lst. 

TELEPHONE ExonAxke zs. Siemens Bros. & Co. (Siemens & Halske Akt..Get.) 
6,281. March 16th. 

AUTOMATICO ELECTRIC Віоск SioNAL Systems. H. W. Price. 6,989, March 100. 

ELECTRIC STREET-CAR Inpicator. H. E. Fisher, 6,818. March And. 

Process ron THE MANUFACTURE OP Non-Canson Exxcraic Incaxprscest 
FILAMENTS OF REFRACTORY METALS OR THEIR ALLOYS. W. Heinrich. 7,@2 
March 24th. 

Execrraro Grow Lames. F. Farber. 7,918. April nd. 

ELECTRICAL APPARATUS FOR LOOKING Levers, OPERATING RAILWAY AND OTHER 
SWITCHES, SIGNALS, AND THE LIKE FROM A DisTANCE. Boo. Ch. Legrand et 
Cie. 8,168. April 6th. (Date applied for under International Convention, 
April 9th, 1908.) 

Tratn-CONTROLLING MraxSs ow ErLxcrBi0 Raitway Вүвткме. W. Robinson. 
9,623. April And. (Application, under Rule 18, for the date of Octobe 
20th, 1908.) | S 

BECTION INSULATOR FOR ELECTRIC Tramways. 
11,210. May 12th. 

Anc LAMP with CONDUCTING BoPPoRTINO Mewser. B. Duschnitz. 13% 
May 17. (Date applied for under International Convention, Septemba 
22nd, 1908.) 

Arc LAMP IN WHICH THE FEED OF THE ELECTRODES 18 EFFEOTED BY THE ACTION 
OF THE CURRENT AT THE PoINT or Борровт. B. Duschnitz. 11,579. May 
17th. (Date applied for under International Convention, June 80th, 1908.) 

TELEPHONE ExcHANGES. Siemens Bros. & Co. (Siemens & Halske Akt. Ges. 
14,239. June 17th. 

CONTROL ор PoLyPHASE MOTORS AND THE LIKE. British Thomson- Houston Co. 
Ltd. (Allgemeine Elektricitüts-Ges.) 17,870. July 27th. 

TALEPHONE ExcHaANGES. Siemens & Halske Akt..Ges. 18,456. August loch. 
(Date applied for under International Convention, October 9nd, 1908.) 

TELEPHONIC APPARATUS. E. A. Graham. 21,002. September 14th. 


J. C. Russell and A. P. Lord. 


r 


New Processes at Siemens's Works, Woolwich.— 
The students attending Mr. Kilburn Scott's lectures at the 
Northampton Institute, Olerkenwell, recently visited Mes. 
Siemens's works at Woolwich, and were shown several novelties. 

The Stannos wire-making machine is only about 2 ft. long, and it 
consists of a spiral tube into which the insulated wire and a fst 
strip of tinned copper about an inch wide is fed. The interior of 
the spiral tube is so sbaped that the flat strip is pressed round tbe 
insulation twice, thus— 


There is no seam in the finished product. The two layers o! 
copper form one tube by being sweated together asthe wire passes 
over half-a-dozen Bunsen burners. 

The enamelling process is being used for wires for insire- 
ments varying from 004 to 02 in. diameter, but there is no reason 
why in time larger wires should not be successfully treated. 
process is certainly & great advanoe on the ol 
and silk covering. The wire to be covered first passes throagh + 
bath of japan, and then travels through a stove about 10 ft. long, 
heated to 650° F. At the other end it again goes through some 
japan, and then travels back through the stove. This is ussally 
repeated three times, giving a thickness of yyysth of au inch, bet, 
of course, more enamel can be put on if necessary. Eixperimeaü 
were made to show that when the copper is permanently stretobed 
the enamel stretches as well. The insulation is so good that tbe 
wire has been successfully employed for mine exploders. 

In the cable department the studente were sbown the 
first submarine telephone cable to be fitted with Pupin coils. 
The cable is three-core, and a self-indnetion coil is wound along 
each core for a few feet at intervals of several miles The 
amount of self-induction is adjusted. to exactly neutralise the 
eapacity of that part ef sable i$ is intended te take enze of. 
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ELECTRICITY v. GAS FOR TRAIN 


LIGHTING. 


Or all the uses to which electricity is particularly well 
adapted, there are few that are more conveniently and appro- 
priately served by that agent than the lighting of railway 
trains. As we pointed out some years ago, in connection 
with one of those periodical disasters which cannot be 
averted even by the utmost exercise of engineering skill 
and foresight, one of the most valuable attributes of electric 
lighting for trains is its complete immunity from fire risk. 
In the instance to which we refer, the horrors of the collision 
were intensified manifold by a conflagration resulting from 
the use of gas for lighting the train, which rendered the 
rescue of some of the victims impossible. It is bad enough 
to be battered and maimed, without the added torture of 
roasting to death, before the eyes of one’s helpless relatives 
and friends. | 

It is almost unnecessary to remind our readers that the 
inspectors of the Board of Trade have more than once 
pointed out the dangers of gas lighting, and have strongly 
recommended the use of electricity for train lighting. In 
the interests of the passengers, it is to be hoped that at no 
distant date the Doard will insist upon the universal 
adoption of the electrical system throughout the British 
railway systems, and we have no doubt that tbis course will 
eventually be followed. Unfortunately the Board must wait 
upon public opinion, which usually is not aroused until some 
frightfal calamity has compelled its attention. i 

There is another factor, however, which acts much more 
quickly, and much more effectively, than such considerationg 
as the interests of passengers, the inflaence of the Board of 
Trade, or the pressure of public opinion: and that is, 
the interests of the railway companies themselves. One way 
of bringing this home to them was recently exemplified 
in striking fashion on a French railway, where gas was 
employed as the illuminant. As the result of a derailment, 
a number of mail vans were set on fire by escaping gas; 12 
postal employés were seriously burnt, the mails were com- 
pletely destroyed, and the vans were reduced to ashes. The 
value of the registered letters and post-office orders 
destroyed amounted to more than £24,000, apart from the 
cost of the vans. On another occasion, two new cars caught 
fire whilst leaving the de; 06, through an escape of gas, and 
were destroyed ; each of them cost £2,800. Thus in a 
short period the railway company lost £29,600, a logs 
wholly and solely due to its choice of gas instead of elec- 
tricity for lighting. The company is liable to suffer similar 
losses at any time, and it is difficult to realise how any rail- 
way manager in his senses can accept this risk for the sake 
of a slight supposed advantage in running cost, which may 
or may not be justified by the facts. 

Yet, to our astonishment, we have recently learned that one 
of our most important Dritish railways is contemplating the 
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wholesale adoption of gas lighting, although it has spent 
hundreds of thousands of pounds on: the installation of 
electric lighting on ite trains. The latter, it is true, was 
carried out on 8 system which, though the best of its kind at 
tbe time, is now regarded as primitive and wasteful ; but to 
bring the equipment up to date would have been less expen- 
sive by far than to scrap the whole system and to substi- 


tute gas lighting, to suy nothing of the risks which, as we : 


have shown, inevitably attend the use of the latter. 
then, is the reason for this step ? 

We find that the ostensible cause of the change is the 
introdaction or revival of the system of carrying compressed 
coal-gas in tanks on the trains; this is rendered possible by 
the use of inverted mantles, which consume much less gas 


What, 


than the old-fashioned burners, and thus can be supplied. 


from tanks of reasonable size (about 50 cb. ft. for 12 lamps). 
Hitherto, it has been necessary to use oil-gas, at much 
greater cost, and apparently it is the possibility of utilising 
coal-gas, which can be obtained ready-made at any siding, 
that has attracted the attention and distorted the judgment 
of the managers. i 


Leaving on one side the unquestionable advantages of - 


electricity on the score of safety from fire risk, is it the fact 
that it is inferior to gas in point of cost? We 
have made it our business to inquire into this question, 
and have obtained authoritative data as to the actual cost 
of lighting with compressed coal-gas and inverted mantles, 
as used upon a certain French railway. Taking the cost of 
gas at 48. Gd. per 1,000 cb. ft., and assuming that the mantle 
maintains its full candle-power throvghout its life, the cost 
per candle-power-hour is about 0 01d. In English towns 
the cost, of gas will be in the neighbourhood of one-half the 
price given, and this correction would reduce the total cost 
per candle-hour by one-third ; but against this can be set at 
least an equal falling-off in the average candle-power of the 
mantle, which leaves the cost per candle-hour, under British 
conditions, at 0014. The weight of the storage tanks and 
pipes amounts to considerably over a ton for an installation 
of 12 lamps of 25 c.P. each, and they add some 4 sq. ft. 
to the transverae section of the coach offering resistance to 
the air. 

On the other hand, using metallic-filament lamps, which 
have a life about 10 times that of the gas mantles, and 
maintain their candle-power practically nnaltered throughout 
their lives, and allowing outside figures for the depreciation 
of plant, interest on capital, maintenance, and cost of addi- 
tional fuel used on the locomotive, the total cost per candle- 
hoor of an electric lighting system on modern lines does not 
exceed 0'011d. Charging stations are done away with; any 
voach can go anywhere, at any time, and no loss of time is 
incurred in charging. The weight of the equipment for 
the same duty is less, and the air-resistance is reduced. 
The lamps, instead of having a minimum candle-power of 
25 C.P., can be of 10 С.Р., or less, and can be distributed 
or arranged so as to give the best results, or put in ceris 
to give a dim light when passengers wish to sleep. By 
adopting recent improvements, the cost of the system 
can be materially reduced below the figure quoted—which, 
in fact, is in excess of actual results obtained on British 
trains. 

We claim, therefore, that not only for its safety, but also 
for its economy and convenience, the electric system is far 
in advance of even the most up-to-date system of gas 
lighting, and we believe that any railway company that 
adopts the latter is committing a grave error, which will be 
remedied only at great cost to the shareholders. In 
America the terdency to-day i8 to abandon gas in favour 
of electricity. We have reason to believe that confirma- 
tion of our statements will shortly be forthcoming from 
an independent quarter of the highest authority, and we 
strongly urge those responsible for the choice of system 
to hold their band until they have absolute proof of the 
identity of the best system of lighting. 


ELECTRIC TRACTION ON. BRITISH. 
RAILWAYS. | 


From time to time considerable attention has been drawn to 
the remarkable number of railways, both on the Continent 
and in America, on which electric traction is being applied. 
Compared with this the British railwaye, as far as the 
application of electricity is concerned, appear to bave reached 
a condition of complete stagnation. Leaving out of con- 
sideration the “Tube” systems of London, which are, 
after all, only possible with an electrical system, there is 
amazingly little work being done or even projected in the 
electrification of railway lines. The sum total of our 
achievements comprises some 40 miles on the Lancashire 


апа Yorkshire, about the same on the North-Eastern, 50 


miles on the London Underground Railways, 10 miles on 
the Midland, a few miles on the Mersey Railway, and 
nine miles on the Brighton system. The adoption of 
electricity between J.iverpool and Southport, which bas 
led to the complete suppression of the steam 
locomotive, has been attended with conspicuous succes, 
and let it be noted that this is no glorified 
tramway system, but is a real and live exampk 
of electricity applied to fast and heavy traffic. Equally 
notable have been the results on the section of the 
North-Eastern system between Newcastle-on-Tyne and 
Tynemouth. But notwithstanding that every penny spent 
in these pioneer examples has been amply justified, the 
railway authorities of the country do not appear to bare 
been influenced in the least degree. No doubt the working 
resulta created at the outset a mild interest, but this 
appears to have been in the main followed by cold indiffer- 
ence, for it must not be forgotten that. six years have gone 
by since the electrical systems were instituted on the two 
lines mentioned. What is the reason that so little has been 
done by the railway companies in face of the success 
quoted? On all hands the directors of railways record and 
deplore the falling away of traffics, due, we are told, to the 
incursions of the ubiquitous electric tramways; but what 
are they doing to stem the serious inroads into their re- 
venues? Except in two or three cases, we are afraid, the 
answer is nothing. 

For the moment we are in no wise concerned in the appli- 
cation of electricity on main lines ; that is a problem too 
remote for immediate consideration, but we are deeply 
interested in the possibilities of electricity for local amd 
suburban service, and it is in this direction, one notes with 
regret, that so little activity prevails. Yet in season and 
out of season the advocates of electric traction have never 
slackened in their efforts to establish the fact that only by 
electrical means was it possible to regain and retain thst 
local traffic which is so easily diverted by the attractions 
of the electric tramway. We are told that the railway com- 
panies are awaiting the results of the single-phase system 00 
the Brighton line before committing themselves to a policy 
which will entail heavy expenditure. While deliberation is 
often highly desirable, it is poesible to carry it 
to excess; and in regard to electric traction, we de 
emphatically of the opinion that the railway companies idi 
not taking advantage of the material which is ready to their 
hands. Whether the system on the Brighton line is a cot 
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spicuous success or a comparative failure is quite beside the 
point. If it proves everything that the introducers claim, it 
will still be unsuitable for some lines, and should it fall short 
of anticipations, it would by no means sound the death-knell 
of single-phase traction. That the Brighton experiment bas 
had a good deal to do with the hesitancy on the part of the 
railway authorities in this country must be admitted, bat we 
are strengthened in our view that their attitude is un justifiable 
by the almost daily developmenta which are taking place in 
Germany and the United States on every system of electric 
traction. In other words, the crystallised experience of 
other conntries is that both single-phase and direct-current 
aystems have their appropriate uses. At any rate, the 
potentialities of either system do not appear to have curtailed 
in any way the enterprise of foreign railways with regard 
to electric traction. In our view, it is just as absurd 
for English railways to mark time in respect of electrical 
working for fear of future developments, as it would be for 
them to decline to carry out extensions on the present 
system of running rails on account of the possibilities of the 
monorail. The financial side of the subject, that is, the 
capital expenditure, has been brought forward as an argument 
against immediate electrification ; it is true that the railway 
companies of the country are already facing enormous com- 
mitmente for widenings, stations, and rolling stock, but impor- 
tant though these are, we suggest that none of them is во 
potent a factor in the future of railway management as a 
well-conceived scheme of electric traction. The advantages 
have been written in letters of gold, and not by mere 
enthusiasts, but by sober-minded managers of railways who 
are concerned not with the scientific featurea of electric 
traction, but with its revenue-earning capacity. For a period 
there were clamourings for the results of electrification on 
the Lancashire and Yorkshire and North-Eastern ; these are, 
and have been for some time, open to all the world, but they 
appear to have made little impression, if we are to judge by 
the inactivity which exista. 
laying a somewhat serious indictment at the door 
of railway directors and officials, bat what are we 
to think when proof upon proof -has been offered of 
the efficacy of electricity, and yet suburban lines show 
steadily falling receipte ? | 

We have no desire to be misunderetood in our attitude on 
this subject. It would be idle to suggest that electricity 
will provide a panacea for all the ills from which suburban 
and short-distance services suffer, and it would be absurd 
to think that electric traction can be applied with success 
under every condition of railway working; but with- 
out making any invidious selection, there are, without 
doubt, many hundreds of miles which would benefit from 
electrical working. Nor, as we have already indicated, is 
it necessary to wait for the results of an experiment, which 
at the best can only prove its usefulness under certain con- 
ditions, for again it should be repeated that there has been 
accumulated during the past six years a vast amount of 
knowledge on the subject, of electrically-operated railways, 
and these results are at the disposal of those who care to 
use them. | 

Now that the Brighton Company's system has been 
opened for traffic, we hope that even this last excuse for 
procrastination will shortly be removed, and that the matter 
will be taken up with energy by the managers of our 
suburban railway systems, so that the reproach of inertia 
and vacillation which rests upon them may be dispelled. 
We venture to suggest that a Committee be formed at as 
early a date as possible, to go into the whole question and to 
draw up definite conclusions as to the merits of the 
respective systems, with a view to clearing the ground for 
Tapid progress in the future. | І 


We admit that we are 


A соор many small tramway under- - 
takings, and probably some of the larger 
ones, which have experienced a difficulty 
in making both ends meet financially, will watch with close 
interest the experimental use of the fair fare” system of 
tramway fares on the B E. T. group of tramways, which 
will come into ase in the New Year. ! 

The “ overlapping stage ” system of charging is, like many 
other things, more in the nature of a practical compromise 
than anything else, and we question whether any tramway 
undertaking which possesses adequate earning capacity will . 
be inclined to risk a change unless the travelling public 
absolutely demand it. The “overlapping stage system, 


Oa Tramway 
Fares. 


especially when 1Àd. sections are iatrodaced, appears to have 


met the average case very satisfactorily.. The B. E. T. Co.'s 
undertakings and many small tramway concerns are, how- 
ever, up against the difficult problem of obtaining that small 
fractional increase in fare from the passenger which makes 
all the difference between success and failure; and under 
these circumstances, a proposal of the kind embodied in Ше. 
“ fair fare“ system should be welcomed, even by the travel- 
ling public, who; if they pause to consider the matter, must 
admit that the principle of a fair day's pay for a fair day's 
work is as applicable to а tramway undertaking as to an 
individual. | 

So far ав one can judge from the pamphlet issued by the 
British Electrical Federation, the proposal will benefit many 
passengers—always assuming that the existing 1d. stages are 
not seriously altered—and the tramway undertaking will 
have to rely on the somewhat problematical surplus farthings 
or checks carried by the passenger, and om his cupidity, to 
geb ita own back. 

The propoeal appears te us in the natureof an experiment, 
guggested, presumably, by the peculiar conditions existing 
on the B.E.T. Co.'s lines, but not necessarily ending in their 
favour. The “fair fare" pamphlet, however, and the 
reflections which it makes on the “overlapping stage" 
system of fares, call to mind one real difficulty in connec- · 
tion with the latter, ey., the matter of through bookings 
over adjoining systems where the latter afford routes of 
considerable length. | 

Such cases exist, althongh they are not common; and 
they appear to us to exceed the limit of efficient fare collect- 
ing with overlapping stages, especially if the route is at all 
well patronised and id. sections are provided. In а case 
with which we are acquainted there are some 70 $d, 1d., 
14d. and 2d. stages, not to mention those for values up to 
4d., and this on а 7-mile route; but, as through bookings 
exist over an additional 7 miles of an adjoining tramway, 
the task which confronts the conductor can be easily: 
imagined. It seems fairly evident that 6 or 7 miles of 
thickly-populated route representa the limit, with the average 
conductor, and if extended bookings are necessitated by 
reason of over running or transfer junctions, then sume other 
system than that of overlapping stages must be introduced. 


— n M 


| TauvnspAY evening last week, which 

The Contract saw the opening meeting of the I.E.E.— - 

ae as regards ordinary busineas—will be re- 

° membered for its business-like procedure 

and the excellent discussion which took place as a direct 

result. All credit is due to the new President for his able 

conduct of affairs, and to Mr. Dykes for his brief and self- 

denying summary, which allowed ample time for a profitable 
discussion. 

The supply of electricity is a many-sided subject, and, 
naturally, unanimity of opinion was out of the question, but 
во far as one could judge from the discussion, the authors 
made out a very gocd case for a simple contract system. 

After the dismal forecasts which we have heard as to the 
depredations of the metal-filament lamp, it was quite refresh- 
ing to hear Mr. Wilkinson's avowal that at Harrogate 
during the past seven months the units generated were only 
2 per cent. down as compared with a similar period last 
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year, aud this despite the fact that the cream of the busi- 
ness has been obtained. On the other hand, we happen to 
know of engineers who are not so happily placed, although 
they admit.an increasing lamp connection. 

Several speakers apparently misinterpreted the authors’ 
suggestion to let the small (i. s., short-hour) consumer go, 
and cultivate the more profitable ones, into an intention not 
to supply the former; any would-be consumer can, of course, 
demand a supply, even for one lamp, but that does not con- 
stitate a reason for hunting up such consumers, to the neglect 
of more profitable business. 


One well-known engineer, who figured prominently in 
municipal supply work some years ago, expressed his total 
disagreement with the contract demand system. He con- 
sidered that a sliding scale was the only equitable system of 
charge. However, the proof of the value of the authors’ and 
other special systems of charging is surely their ability to 
attract profitable business ; if they can accomplish this they are 
undoubtedly a commercial asset, which the engineer cannot 
afford to ignore. 

At the time when the authors read their last paper on a 
eimilar subject, in April last year, we remember that Mr. 
Long’s assessment tariff was credited with some 800 con- 
sumers at Norwich—many of them doubtless merely having 
changed over—and taking into account the strenuous com- 
petition which exists between modern illuminants, it is 
surely a point in favour of the contract demand system that 
the authors have been able to arrange for over 10,000 lampe 
to be supplied under this arrangement in the near future. 

A remark by Mr. Hirst as to the benefit accruing to the 
central station by reason of the reduced power consumption 
of the metal lamp on peak loads, reminds us that the new 
lamp can claim credit for the introduction of improvements 
in plant, such as machine stokers for cheaper fuel, con- 
densers, oil engines for taking peak loads, &c., which would 
almoet certainly have been deferred, or poseibly not under- 
oo a all, unless dire necessity bad arisen for economising 
all round. 


A coop deal has been written lately 


à dis T both in the technical and in the lay Press 
5 P on the Bubj:ct of apprentice:hips, and 
Stations, tbere appears to be a desire to revive the 


old-fashioned kind of apprenticeship, or 
rather to adapt the old-fashioned apprenticeships to 
modern conditions. It remains to be seen to what extent 
the proposal will be successful. Meanwhile the Heston and 
Isleworth Council, whose electric lighting venture has not 
hitherto been a conspicuous success, have launched out 
on original linesof their own. Their proposal, in short, is to 
offer free apprenticeships, or to give it the more highly 
sounding term, free pupilships, in their electric light depart- 
ment, to lads attending the secondary schools in their 
district. We presume that it will be the duty of the chief 
engineer to father these lads, and to train them up in the 
way they should go, so that later on they will be able to bud 
out as fully blown electrical engineers. We do not know if 
it is proposed to increase the remuneration of the chief 
engineer for the additional duties involved, but in view of 
fact that the station will in future be run principally by 
unpaid labour, we shall watch with interest the future 
financial results which it is to be hoped will show to better 
advantage than those hitherto returned. 


ONE of the few ideals which business 


Business men can find time to cherish is to secure a 
Systems and | 
Economy perfect system for the operation of their 


own particular business. Much has been 
raid, and rightly so, of the importance of this question. 
Jndeed, the danger now rather seems that, with some people, 


system amounts almost to a mania, and the results are hardly 
justified by the means employed. It will. scarcely be 
questioned that the one essential to a good system is sim- 
plicity. This being admitted, the actual present state of 
affairs should be looked at in order to see whether this axiom 
is always borne in mind. 

It is found that while many firms, often those of long 
standing, use the same system—with little or no modern 
innovations—as that with which they started, yet there are 
many more who may perhaps be likened to the alchemists 
of old, in that they seek something which is more or less a 
myth. Reform after reform is introduced, our American 
cousins and their methods аге assiduously studied, occa- 
sionally too much so, and one scheme after another is 
rejected in the search for the ideal. At the least the 
scheme in operation is subjected to endless alteration and 
supposed improvement. The ostensible objects in view are 
to reduce the possibility of error, and to obtain an almost 
automatic effect in the whole routine. Much work is thos 
often duplicated over and over again, and the first- 
named object is defeated by the very, means adopted to 
secure it. : 

Further, to counteract the additional -cost of extra staffa, 
wages are reduced to a minimum, the consequences of which 
are two-fold. First, the employer obtains an article not 
altogether satisfactory, because he requires it to be cheap. 
Secondly, a certain restlessness is invited among emplojét 
which reeults in the employer having what may be called s 
“ floating " staff. As an instance of this, we have heard 
of a concern which in four years passed no fewer than 2 men 
through one of its offices, the normal staff of which is from 
10 to 12. The outcome of such a system cannot be described 
as satisfactory. os 

Maximum efficiency can only be obtained when a machine 
runs constantly in perfect order, and, therefore, it seems that 
when a system is found to be even fairly workable, and st 
the same time simple, it should be retained. Nothing 
with any elaborate detail, however carefully supervised, 
can give better results than a system founded upon a 
plain fundamental basis. A similar effort should be 
made to retain the men who give satisfaction, Бесапе 
they are part and parcel of the system. Surely 
a business with a staff consisting of & small but efficient 
and responsible body of men is much better than one 
with a large staff, the units of which go through their 
routine with much of the automaton aboat their whole 
movements. Initiative, which is the soul of business, is in 
the one case given fair encouragement, and in the other it is 


ас and choked by the very atmosphere in which it should 
thrive. 


Electrical Driving of Textile Factories.— Tbe 
following letter, received as we go to press, further 
corroborates our unfavourable opinion regarding the Report 
of the Bradford Committee: 


“ As Members of the Special Committee of the Bradford 
Engineering ^ociety appointed to consider the Electrical 
Driviog of Textile Factories, we desire to protest agains 
the recently published document described as a Report of 
the Committee. 


^ Several portions of this document have been published 
without our knowledge or approval, and without an 
opportunity being given to the Committee as a whole to 
discusa it. It does not represent the views of the 
Committee, and is in many respects misleading. 


^ The impression that this document gives—viz., of beiog 
the outcome of careful inquiries and exhaustive testa, is 
erroneous ; it representa the results of preliminary discossioa 
among the Members of the Committee, and of two tests 
which were by no means exhaustive. 


* We therefore desire to disassociate ourselves from it. 
** Yours, &c., 


“ (Signed) H. ELLIS. T. RoLzs. 
H. A. Jones. C. W. Barr. 
R. Рон}, W. B, Woopgoper.“ 
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AN interesting scheme has recently been carried out at 
Roesall School, Fleetwood, Lancs., comprising electric light- 
ing and power, hot water heating, and hot water supply. This 
installation contains several novel features, including a new 
system of electric-light wiring and a combination of lighting, 
heating and hot water supply for the baths, lavatories, &o. 
Roesall was founded as a public school in the year 1854, 
and rizht up to 1909 was lighted throughout with gas, 


ROSSALL SCHOOL LIGHTING. 


the ваше time, the system of gas lighting was also considered 
most unsatisfactory from several standpoints. 


At the baginning of this year the Council considered the 


question of electric lighting, and retained М әвзга. Lacey, 
Sillar & Ligh, consulting engineers of Westminster and 
Manchester, to advise fally on the steps which should be 
taken to render both the heating and lighting efficient. 


The 
engineers in their report advised the Council to install a 
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Brap’s Eys View or RossALL SoHOoL, FLEETWOOD, Lancs. 


supplied from a private gasworks on the premises. At one 
time the buildings were heated by steam from a Lancashire 
boiler (7 ft. x 28 ft.) in the present engine-house buildings, 
bat later on this was superseded by a hot water heating 


steam-driven dynamo for electric light and power which 
would be supplied with steam from the existing Lancashire 
boiler, the exhaust, steam from the engine being passed into 


Views IN THE ENGINE House, Ross LL. SOHOOL. 


system for the majority of the buildings. Separate heating 
boilers were put in for this purpose at intervals round the 
school buildings, and the hot water supply for domestic 
purposes and baths was taken from back boilers placed in 
the house room fireplaces. The *'gravity " system of heating 
and hot water supply from back boilers proved, however, to 
be most inefficient, the amount of coal and coke consumed 
being enormous in proportion to the results obtained. At 


calorifiers for the heating apparatus and hot water supply. 
The Council adopted this scheme and gave instructions for the 
preparation of plans, specifications, quantities, &c., for the 
electric lighting of the whole school, including over 1,500 
lights, the necessary generating plant, the pipe mains, &c., for 
the heating and hot water supply, and all apparatus. Tenders 
were obtained, and that of Messrs Siemens Bros. was accepted, 
The contract was placed with this firm on July 22nd, and it 
E 
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was a condition that the work should be completed within 
six weeks in order that, everything should b» quite ready for 
the boys on their return on September 17th. The speed at 
which the work was carried out may be imagined from the 
fact that, with the exception of some 60 or 70 lights, the 
installation was ready for use on September 6th. 


~ 


Tan Mars SwirCHBOARD, Вовѕзли, боноот. 


The generating plant consists of one 25-Kw. steam-driven 
dynamo, one 25-K w. petrol-driven dynamo, a battery and main 
switchboard. The steam engine is of the vertical enclosed type 
by Messrs. Belliss & Morcom, running at 500 в.р.м. The 
dynamo is a compound wound machine by Messrs. Siemens. 
‘The petrol engine and dynamo are of the 
British Westinghouse Co.’s make, and 
wil be used as a stand-by plant. 
Both dynamos are direct coupled 
to the engines. The accumulators 
comprise 62 cells, by the Chloride 
Electrical Storage Co., having a 
capacity of 720 ampere-hours. The 
main switchboard, of enamelled slate, 
consists of four panels, one for each 
dynamo, one battery panel and one 
feeder panel. Each machine panel is 
provided with a change-over switch for 
shunt and compound running. The 
battery regulating cells are controlled 
by means of an automatic switch, by 
Messra. Bertram Thomas. The gover- 
nor for this switch is connected to one 
of the feeder pointe in the main cable 
system, and thus maintains the correct 
voltage on the feeders automatically. 

The cable system consists of two 
ring mains, each ring being supplied 
by two feeders taken from the main 
switchboard ia the engine house. One 
ring main runs through the corridors 
of the masters' houses round the quad- 
rangle, and the other provides for 
buildings extraneous to the main block, 
such as the museum, married masters’ 
houses, lodges, cottages, farm buildings, workshops, swim- 
ming bath, post oflice and tack shop, gymnasium and 
sanatorium, &c. 


distribution boards. The feeders and main cables are paper- 
. insulated and lead-covered, and, where possible, are cleated 
to the walls of the corridors through which they run. In 


places where it was necessary to take them underground, 
paper-ineulated and lead-covered and armoured cable was 
The ring main which feeds the buildings, apart 


laid direct. 


In each house or building a connection is 
taken to a switchboard, from which sub-mains are run to 


from the main quadrangle, consists of bare copper wire run 
on poles. | | 

The whole of the sub-circuit wiring has been carried out 
with © Stannos wire, which has just been put on the market 
by Messrs. Siemens Bros., and this has been run on the 
surface of the walls and ceilings. The wire used is 
No. 3/20 s.w d., insulated with rubber and covered with a 
tinned double copper sheath. The outer sheath is used for 
the return circuit. Special fittings have been provided for 
the connections at distribution boards, ceiling roses, wall 
switches, &c. This section of the contract was carried ont 
by the Wardle Engineering Co., as sub-contractors. 
. In some portions of the school special lighting fittings 
have been provided. The chapel is lighted by means of 
standards and corona fittings in real bronze, which were 
made by Messrs. Veritys. The large school, dining hall, and 


masters common rooms are lighted by San" fittings with 


three lamps each. 
The heating and hot water supply section has been 
installed by Messrs. Dargue, Griffiths & Co., as sub- 


. contractors. Separate calorifiers have been provided for 


heating and hot water supply. These are installed in the 
engine house, and are connected to the exhaust pipe from 
the engine ; they also have live-steam connections through a 
reducing valve. Flow and return pipes are taken from the 
calorifiers round the school buildings, and these are connected 
to the existing hot-water pipes in the houses. The longest 


run for flow and return pipes is approximately 600 yards. 


The heating apparatus has been connected up to the old 
heating boilers in such way that the latter can be used, if 
necessary, as а stand-by. The calorifier and mains for hot 
water supply are all of copper. The water is circulated by 
means of two Worthington pumps in the engine house, one 
for each system. A tank has been fixed in the Clock Tower 
to act as feed and expansion for both heating and hot-water 
supply systems, and is connected to the town’s mains through 
a ball tap. The condensed steam from the calorifiers runs 
through traps to a hot-well, and is used for boiler feed. A 
grease separator is provided to separate the oil from the 
exhaust steam. | 


INTEBIOR OF THE CHAPEL, ROSSALL, SHOWING THE TANTALUM LIGHTIDG. 


The Lancashire boiler previously supplied steam for an 
engine which drove the laundry machinery and for tbe 
cooking apparatus in the kitchens, &c. It now provides 
steam for the main generator and for the heating and bot- 
water supply systems, aud therefore, in addition to the 
work which it has hitherto done, it is providing 
the lighting and heating of the whole school. The 
coal which it consumes is only 4 or 5 tons a week more than 
under the old conditions, and the whole of the gas coal, the 
coke for the heating boilers and coal for the old hot-water 
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system are saved. The labour on the gas producers, &c., is 
also dispensed with, and no extra hands are required in the 
engine house, since the control of the whole installation is 
centralised at this point. In addition to the economies 
which this centralised system has effected, the lighting is 
most satisfactory, as also is the heating of the schools, and 
ractically an unlimited supply of hot water is provided for 
baths and domestic purposes. 

The whole contract was completed in a most efficient 
manner, and all the apparatus was in fall working order 
when the boys returned on the first day of the winter term. 

His Honour O. L. Leigh Clare, Vice-Chancellor of the 
Dachy of Lancaster, has personally interested himself in the 
work throughout, and since they fave been in operation has 


Ф 
su N PISO ито 


— КОЮ — 

BB 1(COER SWTCHMDAROS 
77 HOUSE SYITCHBOAROS 
^ PET @80 LOR BOARDS 
~~ CABLES WITERRAL 

wm CABLES UROERCROURD 
— OVERHEAD MEES 

9 "n - 
e ARC LAMPS 
^ WR 


Peers ru 
zi 
6 
| CARPENTERS SHOP 
жыла ег 
i — 
+ жишк ын | 
\ | 
\ | 
] А 3 
+ : .. 
X Ке 7 
\ 7 
\ 
\ | 
\ | 
m } 
d ^. — 
P s я 
a 4 


i: 
-A 
\ 
\ 
\ 
й 
/ 
/ 
A 


pe 
=. —— —À .—.— 


DIAGRAM SHOWING THE ELEOTRICAL DISTRIBUTION, 
Rossarnn ScHOor. 


taken most careful records of the working expenses. His 
opinion of the resulta obtained may be gathered by the 
following extract, from a report recently prepared by him for 
the School Governors :— | 

“ Assuming the figures in the acoounts for 1907 and 1908 
to be accurate, the eaving should be well over £600 a year 
with three times the efficiency.” | 


SOME RECENT PATENT CASES. 


[FROM A LEGAL CONTRIBUTOR. | 


THE enormous expense of patent litigation might be ex- 
pected to cause a falling off in this very important class of 
business in the courte. But it is not so. Patentees and 
companies owning patents still seem to find it worth their 
while to fight things out at length. In the result, the law 
reporta for the past legal year disclose a number of cases 
which have involved the decision of important principles. 
. It may be useful to refer to some of the more important 
of these. | 

The case of Crosthwaite Fire Bar Syndicate, Ltd., v. 
Ве зіог, 1909, 26 R. P. C., 713, involved an interesting point 


with regard to a patent for fire-bars. It appeared that in 
1900 a patent was granted for “ improvements in fire-bars 
for furnaces.” Опе of the claims was for “ constructing a 
furnace grate of a series of transverse bars, which, when 
together in position, form tubes or passages through which 
air or air and steam may be forced and distributed in fan- 
shaped jets uniformly through the fuel.“ In 1907 a patent 
was granted for improvements in the fire-bars, the subject 
of the patent of 1900. The improvements consisted in 
forming the bara with the air passages, not, as in the earlier 
patent, partly in one bar and partly in the next adjacent 
bar, but wholly in the one bar, the passage being completed by 
the flat side of the adjacent bar. In an action for infringe- 
ment of both patents, it was proved that the plaintiffs’ bars 
greater utility, in that they never became so hot as 
to allow of the adherence of clinker, which result had never 
been obtained before. The defendante contended that the 
coolness of the bars was due, not to their special form, but 
to the fact that they were placed closer together than it had 
been customary for fire-bars to be placed ; that bars having 
а form similar to that of the plaintiffs’ bars had been used 
before, and that the invention was wanting in novelty 
and subject matter. It was held that the patent of 1900 
was valid and had been infringed, but that the patent of 
1907 was invalid for want of subject matter. On the first 
patent, judgment was given against two of the. three 
defendants, and the action was dismissed as against the third - 
defendant on the ground that he had not been a party tothe 
infringement. On the second patent, jadgment was given 
against the plaintiffs. | 
In the case of Bosch's Patent, 1909, 26 R.P.C., 710, the 
grant of a patent for Improvements relating to shuttle 
armatures for dynamos, was opposed on the ground that 
the invention had been claimed in the specification of a 
patent of prior date. The Comptroller-General held that a 
claim, including the making of a shuttle armature of non- 
magnetic material, should not be restricted to a claim for the 
materials specified by way of example only, and [following 
the decision of the Attorney-General in another case] that 
it included the use of non-magnetisable steel which had been 
selected by the applicant. The grant was, therefore, refused, 
and the refusal was confirmed by the Attorney-General. 
The following principle was enunciated in the case :—“ А 
patent may be granted for selecting the best material, the 
suitability of which was not previously known, the test being 
whether the selection involves an invention.” It may be 
mentioned, however, that in a case heard last year (Deutsche 
Gasglühlicht Aktiengesellschaft's application, 26 R. P. C., 
101) it was held that the selection of best oonditions for a 
process may not be subject matter for a patent, when the 
process has been previously mon 
The case of Thompson's Patent, 1909, 26 R. P. O., c. 673, 
raised au interesting point as to the power of the Court to 
grant an extension of a patent. Ib appeared that in 1888 
а patent was granted for a mechanical fuse for causing the 
explosion of shells, and indicating the number of revolutions 
performed and distances traversed by projectiles. In 1902 
the Privy Council extended the patent for seven years. In 
the present year the patentee asked for a further extension. 
The Crown admitted that the invention was meritorious 
and that the patentee had not been adequately remunerated, 
but contended that the Court had no power to grant a further 
extension. This view was adopted by Mr. Justice Parker, 


and the application was dismissed. | 


In another case (re Johnson’s Patent (No. 2) 1909, 
1 Ch. 114) Mr. Justice Parker laid down certain rules as to 
the prolongation of patents which are of considerable 
interest. Sec. 18 of the Act of 1907 provides that the 
Court, in considering whether or not the term of a patent 
should be extended, **sball have regard to the nature and 
merits of the invention in relation to the public, to the 
profits made by the patentee as such, and to all the ciroum- 
stances of the case.” The Court must, therefore, consider 
the nature and importance of the disclosure made in the 
specification to the public, and for that purpose questions of 
novelty and subject matter are necessarily material ; and it 
is the duty of the petitioner for an extension of term to 
bring to the notice of the Court all that may in any way 
affect the judgment of the Court in those matters. But if, 
after hearing the evidence of the petitioner’s witnesses, there 
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is, in the opinion of the Court, a prima facie case for up- 
holding the validity of the patent in respect of novelty and 
subject matter, the Court need not, as a general rule, 
investigate the matter, it being always open to an objector 
to challenge the validity of the patent in proceedings more 
appropriate for that purpose. Again, for the purpose of 
considering whether a patentee has been adequately 
remunerated, profits on his corresponding foreign patente, 
as well ason his English patents, must be taken into account, 
and some allowance ought also to be made for profite which 
will, in all probability, be received in respect of both before 
their expiration. It is incumbent on a patentee, who 
petitions for an extension of his patent, to prove that he has 
done all that he could do to launch his invention on the 
British market. He ought also to atate all facte ¿which are 
within his knowledge, and which it is obviously material 
that the Courts should know. Finally, when the Comptroller 
opposes the extension of a patent on the ground that the 
trades of this country will, if the patent is prolonged, be put 
at a disadvantage, compared with the traders of some other 
country, proper statistics or other information ought to be 
supplied to the Court as to the nature and extent of the com- 
petition which is feared. 

Most of the cases which have arisen in connection with 
the new Patents Act of 1907 have already been fully dealt 


with in these colamns. There is one, however, which seems. 


to deserve special mention. We refer to Kent’s Patent, 
1909, 26 R.P.C. 666. There an application was made to 
revoke a patent for mills for pulverising or granulating, on 
the ground that the patented article was manufactured 
exclusively or mainly outside the United Kingdom. The 
patentee did not contend that the machine was not mann- 
factured exclusively or mainly abroad, but urged that there 
was adequate manufacture, or that there were satisfactory 
reasons for deficiencies in this respect. At the date of the 
application one machine had already been made in the United 
Kingdom ; а second machine had been commenced (which 


was completed shortly before the hearing), although 


parts of these machines had been imported ; and a third had 
been taken in hand. The present demand in the United 
Kingdom did not exceed two machines per annum, and the 


manufacturers here were prepared to turn out 10 or 12 . 


machines per annum if required. The Comptroller-General 
held that there was a manufacture in this country sufficient 
to meet the demand, and that sufficient reasons were given 
for the absence of a more extensive manufacture. He there- 
fore dismissed the application and gave the patentee 80 
guineas costa. The following general principle was enun- 
ciated : In revocation cases under Sec. 27 of the Act of 
1907, the only question as to price is whether the price 
charged by a patentee is a bona fide one and not adopted for 
the purpose of checking and diminishing the demand for 
the article made in the United Kingdom. If the price 
charged by a patentee for a machine made in the United 
Kingdom were higher than that charged for a machine 
supplied from abroad, a prima facie case for suspicion would 
arise.” 

The mere nse of a patented article may raise a presumption 
that it is the product of an infringing manufacture. In one 
case (Saccharin Corporation v. National Saccharin Co., 
Ltd., 26 R.P.C., 654). "Theowners of three patents relating 
to processes used in the manufacture of saccharin brought an 
action for infringement, complaining of eight casks of 
saccharin which had been imported into England and con- 
signed to the defendants. The price at which it was sold 
showed that it must have been manufactured by the patented 
processes. The defence was that the saccharin in question 
might have been made by processes in respect of which the 
patente had expired, but the defendanta gave no evidence to 
indicate the source from which the saccharin in question had 
been obtained. They only said that a guarantee had been 
given to them that it was not made under the patented 
processes. 

The case of Flour Oxidising Co., Ltd., . J. and R. 
Hutchinson, 26 R.P.C. 599, is only of general interest by 
reason of the following extract from the head note to the 
case which appears in the Official Reports. It is the duty 
of the Court not to upset a patent on merely theoretical 
objections. If tbere is a statement which may be substan- 
tially true, but which is doubted on scientific theory by 


scientific witnesses, the Court ought to be very careful to be 
satisfied that the objection made is a real objection, and 
not merely the opinion of a scientific man, but it is incum- 
bent on the patentee to adduce evidence sufficient to satisfy 
the Court that there were good grounds for granting him 
his monopoly." 

————É 


A REGRETTABLE INCIDENT. 


* UNCLE REMUS," said the little boy, What's a regrettable 
incident | 

Shoah, sonny, you don’ know what am a regrettable 
incident an’ ocak de fus-bes scholah in de class? Why, а 
regrettable incident am a—am like what de German Emperor 
am always fixin' up, or—see hyar, sonny, I'll tell yo’ a story 
ter show what ama regrettable incident.” 

The little boy settled himeelf down with a sigh of content, 
and fixed his eyes on Uncle Remus's face, as the old negro 
told the following story :— 

B'rer Rabbit, he run de 'lectric light stashun in Pashoe, 


which am a risin’ subbub. One ebenin’ he see de eart' lamp 


go bobbit-bob, an’ he don’ take no notice, don’t B'rer Rabbit. 
саве he вее dat before. Den he hear de dynamo go 
* Oongh "—des like dat—an’ he ‘low dat B’rer Bar he 
use his lectric toofpick. Den de machine go Oongh! " 
again, an B’rer Rabbit he sez, sezee, Guess Bier B'ar bin 
eatin’ a berry tough pineapple dis time. He got de seeds in 


. his molar ! " 


Den de dynamo say ** O-oooo-ngh ! an' B'rer Rabbit he 
jump up offen de stool, an’ he say, “ My Laws! Dat am а 
dead short! . 

An’ den de eart’ lamp go bobbity-bobbity-bobbity-bob, 
an’ de dynamo, it вау “ Oongh-a-oongh-a-oongh-s-o- 
ooooaaaar !" an’ В'гег Rabbit he reckon dat he was in fer 
trouble. De lighte began ter go down an’ down, an’ de load 
came up-an'-up-an'-up—an' B'rer Rabbit he screams ter de 
engine driver, “ Fer de Lan's eake, run up de spare set ! " 

An’ w'en he got her in, dere was two of dem bofe saying 
* Ooongh-a-ooooaaaar !" an’ de steam began ter drop, an’ 
B'rer Rabbit he wipe his brow, an’ he sez, sezee, ** My grashos. 
Dis am terrible!” So he run round hisself, did B'rer 
Rabbit, an’ he got another engine in, an’ he watch all de 
needles goin’ hard over, an’ he didn’t know what was de 
matter or where de trouble was, c’ase his system, it was 
linked up solid ebberywhere. 

An’ he look down town, he did, an’ he see a cloud ob 


smoke. An' he sez ter hisself, вег е, I reckon Mis’ Goose 
hes got her fir plantation on fire. Et looks big enough, 
shoah ! "' ; 


Des den up comes B'rer Dog in a terrible passhun, an’ he 


Shouts, * W'at yoah doin ob, B'rer Rabbit! Shut yosh 
Btation down ! " 

* Wat for ?" sez B'rer Rabbit. 

*Shut et down, an' don't ask queschuns !  Yo' bab 


blown up de High Street, an’ frown a pavin' stone right 
inter B'rer B'ars tummy, an’ you hab set fire ter Вчег 
Tarrypin's house, an’ its burnin’ like billyoh ! ” sezee. 

Den B’rer Rabbit, he run in an ketches holt ob de stop 
valves, an’ it was a massy he did so, fer des den de abort 
went off, an’ up went de engines—up an’ up an’ up ter 
six thonsan’ rebberlooshuns a minute ! 

Well, sonny, dere was а terrible fuss. Dey tuk it before 
de p'leece, an’ Judge Owl, he sit in de chair, an’ all de jury 
dey look berry indignant, an’ B'rer B'ar he giv evidence dat 
he'd bin hit in de tummy wid de pavin' stone, bat dat be 
didn't bear no malice. Bat B'rer Tarrypin he carried on 
terrible. He said dat his 'ouse an’ 'ome had bin burnt down, 
an' his wife an' children were starvin', an' he wanted five 
hundred pounds outer B'rer Rabbit. 

B’rer Rabbit, he say he couldn’ help it, an’ dat he allus 
tested fer faults by raisin’ glory fire, but de jury dey censure 
him fer his negligence, an’ tell him he was a nuisance, an 
dat he mus’ pay de five hundred pounds. 

An’ B'rer Rabbit, he am poosh ter dis day. 85 

“ Was the fire the regrettable incident, Uncle Remus? 
asked the little boy when he had recovered from the old man s 
impressive ending. 

* Laws, no, sonny! Dat am in de or’nary course ob nature. 
De regrettable incident was de five hundred pounds. 
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CORRESPONDENCE. 


Letters received: by us after b Р.м. on ToBSDAY cannot appear until 
the fe week, should forward their communt- 
cations at earliest possible moment. No letter can be 

unless we have the writer's name and address in our 


Corpuscalar Theory of Fnses. 


It is, doubtless, common knowledge to many of your 
readers that most incandescent substances emit corpuscles. 
This is notably the case in the so-called ** Edison Effect,” 
where corpuscles are shot off the carbon filament in a glow 
lamp. Again, in the case of platinum, it is shown that the 
corpuscles shot off in a unit of time vary with— 


| А e! e A, 
where Ө is the absolute temperature. 

Now, according to the corpuscular theory of matter, 
these corpuscles tend to keep atoms or molecules 
together, and, accordingly, one would expect that, if 
such а “law” as above held up to the fusing point, 
the fusing current would vary with the number of 


corpuscles emitted, and consequently with 65, provided the 


factor є 6 was approximate unity. 
According to Kempe's Law— 
1 а А a 
| 2 d^ 
where d is diameter, e is emissivity constant for the tempera- 
ture, aud s specific resistance. 

It would seem, therefore, that there is an intimate 
connection between the fusing current of a wire, and the 
“sataration current” for the temperature. Referring to 
Sir J. J. Thomson’s book, ‘Conduction of Electricity 
through Gases,”. page 169, we find the following remarks :— 
* The emission of corpuscles from the atom must play a very 
important part in the decomposition of the molecules of a 
compound by heat, if the forces which bind the atoms 
together in the molecule, are mainly electrical in their 


It appears, therefore, that a fuse disintegrates because its 
atoms will not “ cohere ” owing to the corpuscles which bind 
them being lost. Б 

This leads to ап interesting speculation which I hope to 
deal with elsewhere. 


„Ж. Н. F. Murdoch. 
London, November 27th, 1909. 


a 


The Steady Job. 


With your permission I would venture to offer a little 
шш = : on the article in your issue of the 19th inst. by 

I take it that the essence of his argument may be 
roughly put thus: If things are made too easy for one, a 
state of le , mental and moral, is induced, and all 
valnable effort is choked out of existence. 

With this I cannot but agree ; all experience of past and 
present alike tells us that is so, bùt what I would direct 
attention to is the extension of the argument into almoat 
a plea for placing each man—for his own true weal—in such 


conditions that only by the utmost strenuousness may he be 


assnred of a living, and, even then (if his powers are not 
of the highest) that may be taken from him. 

I beg leave to suggest that, however attractive * A. P. C.'g" 
ably- put case may at first glance appear, his system is not 
by any means perfect. He, doubtless, is a very acute man, 
consumed with energy and zeal, and one who will not be 
denied the giving to the world of nis very best. All 
honour to him. He knows he is one of the best, and this 
knowledge preserves him immune from any fears as to his 
means of livelihood, however severe the conditions of life 
may become. Then he says. All these men around me 
who are less gifted than I am, deserve to be spurred up. 
Their inferiority to me is quite evident, but they shall be 
given—like the Hebrews of old—no straw, while the tale of 
their bricks must be undiminished.” A. P. C." would go 
on (&nd here I quote his actual words), ** some would suffer 


. . . . Bome would fall and be trampled on, but the real 
men (that is, the A. P. C. s) would rise to prese heights." 

Now, I venture to say—however much I agree with the 
hidden kernel of А. P. O.'8" argument—that all this is 
on radically wrong lines. No means have yet been discovered 
of bringing all men up to one standard, and I think it not 
only right in itself, but in the interests of the State, that 
different conditions should be allowed different people in 
the struggle for existence. To advocate one hard and fast 
set of conditions for all alike, thinking that by the survival 
of the fittest a millennium of perfection will dawn is, I 
think, just a misconception of what life should mean. E 

There are many who may flourish under severe conditions, 
as they would under almost any other conditions ; there are 
others whose best is produced only under the severe con- 
ditions, and who deteriorate when those conditions are 
relaxed ; and there are yet others who, from various causes, 
may under severe conditions go under altogether, and the 
good in them (for there is good in almost every man) be lost 
to the community ; they will only flourish under a fostering 
influence, and where the conditions of life are not the most 
exacting. і 

A man may be a wonderful mathematician and a scientific 
investigator, and yet be of such a highly nervous tempera- 
ment as to be kept by it far from the fighting line. Apply 
* A. P. С.'в” system to such a one, and make him fret about 
the security of his position ; the result is he is more or less 


. paralysed, and the best that is in him is lost to the world, 


and he, poor wretch, is punished into the bargain. On the 
other hand, the man much less highly endowed mentally but 
without the nervous disability would come to the top. This, 
surely, would be the survival of the fittest gone wrong. 

* A. P. C." speaks of the sinking of self, and so forth ; 
but, while he condemns one form of selfishness, his remedy 
appears but the application of another. I venture to say 
that the whole of his argument rests og a basis of unalloyed 
selfishness— the curse of modern and ancient times. The 
idea of killing off the inefficiente is nothing new. Ages ago 
the Roman Parliament had a measure under consideration 
for ridding the State of those unable to actively serve it. 
All old men too old to bear arms were to be killed. That 
was the way the Romans would have settled the old-age 

sion business. The Roman said that every man unfit to 

a soldier, every woman not in vigorous health, every child 
born deformed, was a burden to the State, or everyone not in 
sufficient vigour of health to be a producer was a burden to 
the State, and therefore they tried to pass that law. This 
was the high-water mark of Roman civilisation, and the 
Roman then, like A. P. О.” now, was fearful that the weak 
would hold back the strong. Rome decided the then new 
doctrines as to in weakness, and lived for self, and 
Rome died. Similarly, I believe, the spirit of commercialism 
which enthrones self-interest supreme in one’s life must, 
when sufficiently absorbed by the majority, make as surely 
for our death as a people as did selfishness long ago in 


me. 

I hold no brief for indulgence, slackness, and the choosing 
of the path of least resistance in life, but my contention is 
that A. P. C.'s " system is not only wrong per se but, in 
addition, would tend to defeat the very object he apparently 


has at heart. 
| | P. Н. C. Prentice. 
London, E.C., November 25th, 1909. 


I hold entirely with what A. C. Circuit” saya under the 
above heading, and quite agree with him that А. P. C.'s” 
so-called ** minor philosophy " is balderdash. 

Is it not every right-thinking man's object in life to make 
suitable provision for himself and his dependents? And, 
if in his later years he finds the “ steady job " the better for 
that purpose, why should he not apply his earlier experience 
to his benefit? What is a steady job” bata position in 
which experience and sound jadgment are necessary qualifica- 
tions : and if specialisation is valueless, to what are due all 
our greatest inventions? Certainly not to the gallivanting 
©“ jacks-of-all-trades " which A. P. C." upholds. He says 
the Government and municipal authorities are particularly 
bad offenders. І сар at least speak for municipal authorities 
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and assure him that personal keenness and a efficiency 
dre as necessary qualifications in municipal departments as 
in any other business concern. 

Is“ A. P. C." confusing the “steady job with the old 
* soft job? 


Birmingham. 


J. P. F. 


As I believe you have received farther criticisms of my 
article on The Fetish of the Steady Job,“ I shall be glad 
to have the opportunity of replying to them all at a 
later date. In the meantime, however, I would ask 
“ А. O. Circuit," whose irresponsible and incoherent letter 
appeared in your last issue, to read my “ pseudo-philosophy ” 
with a little more care, when he will see that he has entirely 
missed my point. Ес 


November 27th, 1909. 


Institution Proceedings. 


Hundreds of helplees members like myself must be thank- 
ing you for your recent leading articles about the Institution of 
Civil Engineers. Outsiders have no conception of the way 
the Institution is managed, and I very much doubt, whether 
our self-elected Council would feel gratified to hear the 
candid opinion of the members on the subject. 

In your issue of to-day you refer to the absurd secrecy 
about the proceedings. I remember at the last annual 
meeting, how a member got up, and in a moderate and 
reasoned speech advocated the admission of the Press. His 
resolution was duly seconded. That was all. The chair- 
man never put it to the meeting at all, bat calmly ignored 
it. I don’t think anyone was surprised ; we are used to 
these little things, particularly after the special meeting pre- 
viously held to consider the purchase of a new site. You 


no doubt recollect the circumstances. Nothing in the. 


nature of an explanation of the need to raise the fees was 
vouchsafed to the members before the meeting, and when 
some of those present moved that the voting be deferred 
until the statement of the Council had been communicated 
to the four or five thousand members concerned, who were 
not present, this was negatived on account of the urgency of 
the case. And then we heard that the site could not be 
purchased at all. The whole thing was a scandal ; there is 
no milder word for it. 

The question of the reading or non-reading of papers at 
. meetings is a minor matter. Let us be able to get our 
papers first. Every other Institution bnt the Civils hands 
papers to the members as they enter, but in Great George 
Street, on the stroke of eight, one of the various assistant 
secretaries puts down a few papers, often less than a dozen, on 
the Council table. Then there is a sort of obstacle race over the 
benches, and the fortunate ones secure a copy at the expense 
of their dignity, and shins. Surely the Institution can afford 
a few more copies, and have them presented at the door. 

Personally, I have utterly given up hope of reform. 
Membership of the Institution still has a professional value 
about equivalent to the subscription, but this is growing less 
as the activity and vitality of the body increasingly decay. 
The only chance of reform lies in giving the 1 the 
power to nominate meinbers of Council in the same way as 
the sister Institution at Storey's Gate does. Till we have 
this, the discredit attaching to the Institution belongs to 
those who manage it, and not to the members. Meanwhile, 
Sir, I beg you to continue your good work. 

Member. 


I would like to endorse your remarks in the leader entitled 
* Pablicity," anent the rule of the Institution of Civil En- 
gineers prohibiting publication ; it is equally bad for members 
as well as the public. I was unable to attend the reading of 
the papera on ** Electric Railways,” aleo the discussion ; the 
result is that І cannot read either the papers or the dis- 
cussion for at least another three or four months; the 
Proceedings are published quarterly, and are generally 
some months behind in point of time. 

I strongly agree with your correspondents who advocate 


the sending of proof copies of papers to members in advance 
as a matter of course, and abolishing the unnecessary waste 
of time in reading them at the meetings. 
I hope the Council will respond to the desire for this 
reform. 
Another Assoc. Mem. Inst.C.E. 


I am very glad that you have so strongly called attention 
once more to the absurd practice of reading papers at the 
Institution, and so wasting time that might be far better 
employed in discussion. I entirely agree with your remarks 
an of Mr. Farrar, and while on this subject would 
like to ask why the meetings close at 9.30 or 9.45 at the 
latest. One would have thought that when an important 
paper was being discussed the meeting might very well be 
prolonged to 10.80. This certainly occurred to one when 
Mr. Rider was unable to make a verbal reply to his 
critics. 

H. Joseph, 
| Resident Engineer. 
Dorking Electricity Supply, . 
November 29th, 1909. 


The First Telephone Switehboard. 


Will you kindly inform me: When and where the first 
telephone switchboard was erected in England ? 

Mr. Poole states in his book that the first telephone 
switchboard was fitted in Manchester. Until this was 
pointed out to me I was firmly under the impression that 
Coleman Street held this honour. "— 


[The exchange at Coleman Street was mentioned in our 
issue of September 15th, 1879.— Eps. E.R.] 


Single-Phase Motors. 


Referring to the interesting letters on the above subject, 
I think the following facte should be brought before your 
readers to correct a widespread error respecting the fleri- 
bility of D.C. motors. 

I quite agree that we have alternating-current motors 
that behave excellently both on full load and when reversed, 
of which the Bandy motor is a particularly good example. 

Mr. A. O. Buckingham, however, is apparently not aware 
that D.c. motors can be started and reversed on full load 
without excessive flow of current. I refer chiefly to the 
well-known Lacy D.c. motor, in which commutator sparking 
under any load or current within its proper voltage does not 
exist. 

I shall have pleasure in submitting curves showing the 
maximum current taken by the motor when—  . 


1. Started on full load without external resistance 
2. Reversed 5 " » 
if desired, to prove my statements. 

The “scrapping of p.c. plant is surely unn when 
manufacturers are turning out adaptable motors of this 
description. 

Fred. J. Tur quand. 


Protection of Tramway Trolley Staudards. 


In connection with this important question, there is one 
point which “ Inquirer " did not touch upon in his letter to 
your columns in last week's issue. 

Many tramways run with their trolley ropes tied to the 
car trolley standard, and the removal of the trolley from the 
wire in the event of the standard being alive becomes 
still more difficult, if not impossible. 

“ Inquirer ” referred to the dangerous time that might 
easily elapse before the conductor conld get to his back plat- 
form and pull down the trolley. A car crowded mit 
passengers in the gang ways and the conductor away from bis 
back platform issuing fares explains this. 

Consider now the position of the trolley rope being tied to 
the standard. On the standard becoming alive, а passenger 


Е а жы; сй 


` forth. No gas or coal will be used for any 


by a self-denying electrical enthusiast, and 


„interesti 
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gets a shock, and immediately there is a panic among the 
other passengers. The conductor would stand a poor chance 
of expeditiously getting near the standard. Meantime, the 
passenger, if held by the shock, is suffering from its effects. 

Now assume the conductor can get acoess to the standard. 
He has then to untie tbe rope from the charged standard, 
and I affirm that there is not one conductor in ten who 
would tackle this job, assuming that everything is wet. 

That this would be the case is quite obvious, and to my 
mind still further emphasises the necessity of adopting suc 
means as will prevent the trolley standard from becoming 
electrically charged. | 

P. J. Pringle, 
Borough Electrical Engineer and Tramways Manager. 


Burton-on-Trent, November 29th, 1909. 


‘ELECTRICITY INiTHE MODERN HOME. 


We congratulate tbe South Metropolitan Electric Light and Power 
Co., Ltd., upon the efforts that they are making just now to educate 
the residents in the newer parts of their wide area of supply in the 
convenience of electricity in ita various applications in the modern 
home. ''Electra House," 111, Bromley 
a model electrical home and it is to serve as a permanent exhibition, 
with the idea of popularisiag the use of electricity for all domestic 
purposes throughout the compsny’s ares, but more particularly in 
the large residential district which is being opened up in the im- 
mediate vicinity. Ths house which is quite new, and oocupies a 
prominent corner position in the main road, forms one of upwards 
of 9,000 residences of а similar class now being erected on the 
Forster estate, the rentals ranging from 
£40 upwards. It contains three reception 
and five bedrooms, with the usual etceteras. 
There is no mere show-room effect pro- 
duced, for the house is actually occupied 


every domestic operation where practicable, 
is carried out by means of electricity, thus 
saving an enormous amount of work and 
adding very materially to the comfort and 
convenience of the occupants. All light- 
ing, heating and cooking, as well as the 
supply of hot water, is carried out elec- 
trically, and there is an electrically-operated 
vacuum cleaner, flat irons, a sewing machine, 
boot and knife-cleaning machines, and so 


purpose whatever. Water is heated in 
kettles and jags or in larger vessels where 
a greater quantity is required, while boiling 
water isavailable in thescullery,thelavatory, 
and the bithroom. In addition to the elen- 
tric ovens, the kitchen is equipped with 
teveral electric irons. There are also 
heaters for large quantities of hot water, 
hot plates for boiling water, stewing or 
frying in ordinary utensils, a couple of 
electric grills and a “ Tricity " cooker. A 
treadle sewing-machine has been converted 
to electric drive and is iu daily use; and 
in the scullery are electric knife cleaning 
and boot-polishing macbines, as well as an 
electric geyser for the immediate supply of 
small quantities of bot or boiling water. | 
Luminous radiators and convectors are in the hall and in every 
room. 

In the bathroom a “Thero!” water-heater is installed. The 
“ Daisy” electric vacuum ‘cleaner can be connected to any lamp- 


holder; electric fans are fitted for ventilation; and there are 


curling-tong and shaving-water heaters, an egg boiler, a coffee 
percolator, an electric dinner gong, a hat ironer, a bed warmer, 
cigar lighters, food warmers, hot-water jugs, portable electric lamps, 
and во forth. A novelty that will doubtless appeal very greatly to 
the public is a regulating device for turning down the light. Tele- 
рая are fitted in every room, while a complete installation of 

wne electric clocks, controlled from & master pendulum iu the 
hall, is being provided for. The lighting throughout is carried out 
exclusively with the latest forms of metal-filament lamps. The 
fittings have been chosen to harmonise with the styles of decora- 
tion, and comprise а variety of pendants, brackets, floor and table 
standards, to suit the pockets and requirements of every class of 
Consumer. A special feature is made of Holophane glass reflectors. 
Visitors can obtain many useful hints as to tbe most effective and 
economical manner in which to light their houses. The manufactures 


. 9f tome thirty odd firms are represented in the building, and the 


ation was carried out by Messrs. Rowland & Halton, Ltd. 
e were afforded the privilege of an inspection of this 
sting residence last week, and we are sure that if only the 
public, as they come to inspect the newly-built houses on the estate 
with a view to renting them, can be lured into Electra House, they 


ad, has been opened аз · 


will become useful and satisfied consumers of the South Metropolitan 
Co. There was no lack of visitors during the closing days of last 
week, the publicity given to the matter in the Press having made 

many curious. To our mind the chief problem is that of getting the · 


people to come and see, after that “seeing is believing" and doing too. 


There must be a spider on the watch for the—well, not the fly, but 
the probable resident—perbaps that has been ararnged with builders’ 
agents and others on the estate; also must there be an aggressive and 
intelligent effort on the most modern publicity lines. By the 
medium of these measures the company should have little difficulty 
in convincing the may-be hesitating visitor of what he ought to do. 
Let us hope that the existence of a gas-fitted show-houte a few 
doors farther round may help the electricity company,—'' Look here 
on this picture—there on that." The company never bas been able 
to earn more than a merely complimentary dividend on its ordinary 
stock. In its “untilled soil,“ if we may so describe tbe newly- 
built-on parts of its area, where gas has not got to be “turned out,” 
because it has never been in, we believe there lies one of the great 
hopes for a prosperous future for the company. 


LEGAL. 


Srepgexs v. Dowamo RaDunt Haat Co., LTD. 


THIS case came before Mr. Justice Channell and a common jary in 
the King's Bench Division last week. Miss Mary Jane Btephens, 
of Russell Road, Crouch End, claimed against defendants to 
recover damages for injury sustained, as she alleged, by the 
negligent treatment of the defendants’ servants in their adminis- 
tration of the high frequency electrical treatment. 

Mr. Marsball Hall, KC., and Mr. W. Jardine, were for the 


A '"CouPLEAT" ELECTBIO KITCHEN.) 


plaintiff, and the defendants were represented by Mr. Norman 
Craig, K.O., with Mr. J. E. Walker. 

In opening the case, Мв. MARSHALL HALL said that the plaintiff, 
who was living with her brother, had occasion to consult Dr. Lang- 
ford for indigestion. She suggested an electric bath as a remedy 
for the trouble, and the doctor, consenting, recommended her to go 
to the Dowsing Heat Co. Miss Stephens went to one of the com- 
pany’s establishments, and the matron suggested that she should 
not have an electric bath, but the high-frequency treatment 
instead. This was the system of passing au electric current of 
high voltage but low amperage through the body of the patient, 
who bad to be placed on an insalated couch ; electrodes were placed 
in her hands, and the electric current passed. The administration 
was by an apparatus which required the greatest possible care. 
After again consulting her doctor, Miss Stephens agreed to undergo 
the treatment, and went to the Dowsing establishment in York 
Place. There she was placed upon a specially-constructed 
insulated couch, and the electrodes were placed in her hands. The 
moment the electricity was applied, she complained of sharp pains 
in the left instep and the right leg. The nurse, however, did not 
shat off the current, but merely told the patient there was nothing 
wrong, and the treatment was continued. On returning home her 
leg felt worse, and an examination showed that sbe was suffering 
from severe electric burns. Acute dermatitis was subsequently set up, 
and the lady's life was endangered, and she had not yet completely 
recovered her health. On investigation it was found that the skirt 
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which she was wearing was trimmed with a tinsel braid which 
contained a certain amount of metal, through which a contact was 
created with her body. It was contended by counsel that when 
Mies Stephens complained of pain, the current should have been 
shut off, and the operator should have ascertained what if was that 
caused a normally painless treatment to have an abnormal and 
paintul result. 

Miss STEPHENS, in her evidence, bore out counsel's statement, 
and said that the psin of the burning was agonising, aud she 
repeatedly complained to the attendant who told her there was 
nothing wrong. After she had somewhat recovered she went to the 
manageress of the Institution in which she had been treated, and 
told her what had happened; and the manageress reoeived ber 
story with incredulity. 

Ds. CRAS. HARRIS LANGFORD said that it was he that plaintiff 
consulted about taking the high frequency treatment; and he 
consented, knowing tbat properly administered the treatment was 
a very good thing. 

Ds. Lmwis Jowzs, who ssid he was in charge of the electrical 
department at St. Bartholmew's, described the wounds on plaintiff's 
limbs, and said the burns could have been canted by a circuit con- 
nected by means of the metallic filaments in the braid if the dress 
were lying on the leg as it would be. 

If you were administering current and had omitted to see the 
braid on the first application of the current, what would you have 
done on notification of intense pain ?—I should have stopped the 
current to see if there was anything wrong. 

Normally administered, asked Mn. MABSHALD Hatt, K.C., should 
there be any pain ?—No, and I always warn my patients to tell me 
it any pricking is felt. 

Under oross-examination by Мв. ЧовмАн Caraic, K.O., Wrrunss 
said it was not usual to make patiente tske off their clothes when 
this “high-frequency treatment was being administered. Person- 
ally, he thought the treatment ought not to be given except in the 
presence of a medical man, but he knew it was а good thing, and 
tbat medical men recommended people to go to these institutious. 
He agreed that there were differences in individual susceptibility 
to sparking. 

Мв. Norman Crata, K.O., argued for the defence that there was 
no ground for the charge of negligence against the defendants. A 
state of things bad arisen which it wes impossible to understand 
even now, and which could not have been foreseen. 

М№оввв CROSSFIELD, who administered the treatment, denied that 
plaintiff made any complaints of paia as she alleged. 

Da. WrrnPBRID Hageris, of Wimpole Street, said that if you lay а 
piece of metallic braid on your leg while electric current is passing 
throngh the body, there will be sparks, though the braid does not 
touch earth. He had not been aware of the point until that morn- 
ing, when he made the experiment. Such sparks were distinctly 
unpleasant, but not very severe. Under cross-examination, Witness 
said it was not possible for tbe braid to have got into contact with 
the pole in the apparatus. 

His LonBpsBrP, in summiog up, after directing the jury as to the 
legal aspect of the case, said tbat the real question was whether the 
injuries were the result of unavoidable accident or the result of 
negligence on the part of the operator. It might have been that 
the lady had unfortunately been the means of a discovery of some- 
thing in science which was not known before, and if the defendants’ 
agente had not been negligent in their treatment, they could not be 
held to be liable for the injaries whicb resulted from it. The defen- 
dants had undertaken to administer the treatment to the plaintif, 
but iu that undertaking they did not guarantee to be successful, nor 
did they guarantee that there would be no accident. They did not 
guarantee that something that had never happened before would 
not happen to the plaintiff. Bat what they did undertake was to 
apply proper and reasonable care and proper and reasonable skill. 
A mere error of judgment would not be sufficient to make them 
liable in damages, but if they were careless in the use of the process 
they would be liable. In this case, no one was able to вау how the 
unfortunate accident happened. The lady was at first in- 
credulous about her injuries, and во was one of the 
doctors, which was only natural under the circumstances. 
No one was very much inclined to believe at once 
that something bad happened which was contrary to experi- 
ence, and the jury must not be prejudiced against the defendants 
by any language which the lady might have used at the time. 
There must have been some sptrking, but notbing which had pre- 
viously occurred could account for it. It was thought that the 
metallic braid on the lady’s dress had something to do with it, 
and as to that the jary would have to say whether they thought 
there had been negligence on the part of the defendants’ operator 
in not having notified that the metallic braid might be dangerous 
Everybody acquainted with the subject ought to have known 
that if they had a metallic braid getting into contact with the 
other pole of the electrical machine they would create damage. 
Taere was no evidence that the machine was not of a perfect 
character or that it was not properly fenced off so as to prevent 
anything coming in contact with it. "There were differences of 
opinion as to whether the metallíc braid might have come into con- 
tact with the other pole, and one of the medical witnesses was of 
opinion that the contact might have produced the sparking, but no 
one would have supposed that that would have been sufficient to 
bave caused burns such as those from which the plaintiff had 
suffered. 

The jury, after an absence of an hourand a half, returned a 
verdict for the plaintiff, with £60 damages. 

Judgment was entered accordingly, with costs. 

His Lono:sHIP said there was nothing to complain of with regard 
to the defendants, the occurrence having been more tbe result of 
an accident than anything else. 


Rarmd or ELECTBIO CABLES. 


At Durham Quarter Sessiors, before Judge Greenwell, on the 
24th ult, an important ra appeal was heard, brought by the 
Cleveland and Durham El Power Distribution Co., against the 
Assessment Committee of the Lanchester Union, in respect to the 
rating of electric cables in the parish of Medomsley. Mr. Ryde 


and Mr. Simey were for the appellants, and Mr. Elliott, K.C., and 


Mr. Meynell, for the respondents. 

Mn. RvpB said the rate appealed et was made in April, 
1908, and the appellants were rated at £99 gross, and £82 10s. net, 
for underground cables and poles for carrying overhead cables at 
certain parts in the parish of Medomsley, in tbe Lanchester Union. 
Ia form the charge was a very emall matter, but the company had 
taken the appeal as a test case. Originally, it was intended that 
the whole of the cables should be underground, and they 
were so laid. It was a colliery district, and subsidences had 
occurred that had damaged the cables, and, as a result, the 
cables had to be carried overhead for a great part of the 
length. In consequence, some part of the outlay by the 
appellants in laying cables underground had been thrown away. 
The total outlay on anderground cables was £2,522, and of that 
sum £1278 was spent on cables now useless and abandoned, and 
£795 on cables now in use. In substitution for cables disused the 
company had spent for pole lines, £312; the total cost spent from 
first to last was £2,834, and the total cost of what was now in use was 
£1,107. Coursel pointed out that the company in their business 
of supplying electricity to customers made no profit, but an 
abeolute loss. Quoting cases from the High Courts, he contended 
that a certain hereditament in a parish, a portion of which was 
used for profit-making, could only te rated on the profit made. In 


_ the present case the company were not making any profit, and, 


therefore, were not liable to be rated. f 

Мв. ErnLiOTT, for the respondents, argued that if the particular 
portion of the cable in Medotmsley was ersential to the working of 
tbe whole undertaking, then it was liable to be rated. 
The Court diem 86d the appeal with costs. 


Baitisa WagTINGHOUSE CO.'8 ABRBITBATION. 


Ix the Court of Appeal, Lords Justices Moulton and Farwell had 


before them on Tuesday, the case of in re an arbitration between 
Coates and the British Westinghouse, &с, Oo., on an appeal by 
Mt. Coates from an order of Mr. Justice Sutton in Chambers. 

COUNSEL, for the appellant, said that the order appealed from was 
one refusing to appoint an arbitrator under Bec. 5 of the 
Arbitration Act. An originating summons was taken out for the 
appointment of an arbitrator under an agreement dated January 14, 
made between a company called the Société Anonyme Weating- 
house, and the appellant Coates. That sgreement provided for 
the appointment of Mr. Coates ss egent for the sale of certain 
apparatus which that company had the right to disoose of. That 
contract the foreign company assigned to the British Westinghouse 
Oo., the present respondents. 

Lorp Justice MouLTON said that they could not decide on sech 
an application as that, that there had been a novation. To establish 
that an action must be brought. 

Говр. Justice FARWBLL concurred, and the appeal was accord- 
ingly dismissed, with coste. 


Tramway RATIRG. 


AT Preston Quarter Sessions on Monday judgment was given in tbe 
case heard before Mr. Worsley-Taylor, K C., at Preston on October 
21st. The question for discussion was whether or not a length of 
tram way, rated at £467, should be treated as a railway, and rated 
as sach at one-querter the full rateable value. 

Мв. SoTTON had contended that if the Blackpool and Fleetwood 
Co. was entitled to an exemption, every tramway in the country 
would be treated as a railway. | 

Appellante, in 1904, successfully appealed before the Court of 
Appeal at the House of Lords against tbe tramroads being rated 
at full value, and accordingly the tramroad was rated at one- quarter 
the full rateable value, but respondente continued to rate tbe 
tramway at the full value, relying on the decision in 1892, in tbe 
case of Swansea Improvements and Tramway Oo. v. Swansea Urban 
Banitary Authority. 

Both parties in the present case, said Ми. WonsLEY-TAYLOB, 
admitted that the Swansea case was binding unle:s it hed been 
overruled. Appellants contended that it had been overraled by 
the 1904 appeal, and also by tbe case of the Wake field Corporation 
v. the Wakefield and District Light Railways Co. In that case 
it was held that a straight light railway which was in physical 
fact distinguishable from a tramway was a railway within 
Bec. 211 of the Public Health Act. The present case, 
contended Mr. Taylor, was of very serious importance, for if it 
was held that the tramway was to be rated at one-fourth only, 
the decision must govern the rating of the whole ofthe tramways, 
and so disturb the basis on which local authorities and tramway 
undertakings had proceeded since the Swansea case. 

The Bench were of opinion that the Swansea case bad not been 
overruled, and tbe appellsnte' contention therefore failing, the 
appeal must be dismiesed with costs. 

Мв. TayLor consented to state a case. 
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NEW ELEOTRIOAL DEVICES. FITTINGS. 
| AND PLANT. 


Wimperis Accelerometer and Gradient Measurer. 


Mxssns. ELLIOTT Bros., Century Works, Lewisham, are putting 
on the market a simple instrument designed by Mr. H. E. Wimperis, 
for indicating by direct reading the rate of acceleration or retard- 
ation of the vehicle on which it is carried. It consists of a bori- 
zoutal copper disk with an eccentric centre of gravity, and 
controlled by & light spring. Magnetic damping is provided, and 
the instrament is so compensated that accelerative forces in any 
direction but that under test are neutvalised. It can be used fora 
variety of measurements, including the tractive effort of loco- 
motives or motor cars, brake horse-power when running, the value 
of gradients, &c. When measuring the acceleration due to the 
aang force, the reading is independent of the effect of gravita- 
ional forces. 


Igranic Pillar-Type Panels, 


A new series of ironclad motor-panels has been brought out by 
the Apams Mawnoracrurina Co., LTD., of Bedford, some of which 
are illustrated herewith. Fig. 1 shows a panel equipped with 
motor starter, shunt regulator, ammeter, and D.P. circuit- breaker. 
The starter is of the sliding-contact type, and can be provided for 


Fic. 1.—STARTING AND REGULATING PANEL, Fig. 2.—8fARTER WITH BSLOW-BPEED GAB. 


ordinary starting duties up to 35 H.P. at 100 volts, and 50 H.P. at 200 
to 500 volts, or with a heavy-duty starter upto 60 H.P. at 100 volts, and 
100 Н.р, at 200 to 600 volts. The cironit-breakers are interlocked 


` with the starter, so that the circuit is always made and broken on 


the easily renewable sparking contacts provided with them. These 
are by powerful magnetic blow-outs, thus reducing the 
spar. to an absolute minimum st these times. Further, the 
interlock is such that should the circuit be opened through failure 
of voltage, excess load, or any other cause, it is impossible to 
reolose it until all the starting resistance is first reinserted in the 
motor circuit. 

The switch parts are mounted on substantial slate bases, fitted to 
an angle-iron frame, which is in turn totally enclosed in an iron 
housing, provided with cast-iron top and base, and with glased 
doors over the front of the apparatus and inspection doors at the 

examined with ease. 

The circuit-breakers have not to be operated by means of a 
te handle, but at the same time they give exactly the same 

ect as the ordinary loose-handle circuit-breaker. The first move- 

ment of the contact lever completes the circuit of the coil which 


operates these breakers, and thus causes them to close. 
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Figs. 2 апа 3 illustrate a somewhst similar type of panel, with 
slow-speed worm gear. This is not really an essential feature when 
the circuit-breakers with overload.are provided, for if the starting 
resistance were cut out too rapidly, the consequent excess current 
flowing through the armature would cause the overload device 


.to trip the circuit-breakers and necessitate the starting lever 


being ht back to the initial position before the circuit could 
again be ою. Adjustment of the overload, therefore, сав be 
made to limit the of cutting out the starting resistance. 
When, however, it is desired to have this additional refinement, it 
can be fitted witb a step-by-step motion, which, by a continuous 
rotary movement of the operating lever, causes the contact lever to 
jamp from step to step, giving a slight pause on each. 

Catalogue '"B" illustrates and describes a few of the standard 
types of panels, but they can be made to give any combination that 


may be required. 
The Torque? Banding. 


An improved system of banding for lathes and machine tools 
has been put on the market by the patentee, Mn. C. MoD. Онвигр, 
Hilltop Works, Thorpe-le-Soken, Essex. It consists of stranded 
cord, dressed with compound, and provided with a novel and 
ingenious fastener, as illustrated below. The head on the end 
of the hook is inserted between the strands, and the wire ring is 
then compressed tightly over the strands round the neck of the 
fastener, making a permanently secure and neat connection between 
the cord and the fastener. A grest advantage claimed for this 
banding is that, by twisting the cord before hooking the fasteners 


Fia. 3.—INTERIOB OP GEARED BTARTER. 


together, the cord can be lengthened or shortened over a range of 
14 in. to the foot, giving great facility for adjustment to suit 


C +» 


Fia. 4.—" Товосе ” Влнр FASTENEBA. 


stepped pulleys or to take up slack. The fastener is no larger than 
the cord, so that it runs easily over the pulleys. 


Dagdill’s Shade Fixer. 


A simple device has been brought out by Mzssns. Јони Ddr. 
AND Co., of Failsworth, Manchester, for ETA the shade-ring 
when fixing a shade on а lamp-holder. The difficulty of this opera- 
tion has been greatly increased by the adoption of specially deep 
shades with metallic-filament lamps, rendering the use of such an 


K 
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heating element attains a bright red heat, and has a life of 1,000 
hours; it can be renewed at small cost, and is made for any voltage 


implement almost unavoidable. The shade fixer is practically a 
pair of tongs, with specially shaped jaws which fit any of the 


DUGDILLS PATENT 
APPLIED OR 


Еш. 5.—Dodprrr.'s бнарв FIXER. Fia. 10.—“ LogzwE " Expansion REAMER. 


from 100 to 250 volts, д.с. or D.C. The stove is also available for 
use asa radiator, andcan be mounted in an aluminium stand asa 
combined radiator and stove (fig. 8). The special features of the device 
are ite small cost, high efficiency, and facility for cleaning—all tae 
parts can easily be dismounted and washed. It should be extremely 
useful in connection with the cooking and heating campaign that 
all progressive station engineers have began or are contemplating. 


The ** Loewe?" Expansion Reamer. 


A neat expansion reamer is being put on the market by Messrs 
Lupw. LORwI & Co., Lrp., 30/2, Farringdon Road, E.O. As will 
be gathered from the section, Sg. 10, the expansion is pro- 
duced by a hardened steel ball in the taper bore; the grooves bare 
longitudinal slits to give the necessary elasticity, The reamer can 
be expanded at any particular point, or (by using two or more balls) 
over a greater length. As the bore is taper, it is easy to remore 
the balls. The reamers are made to standard sizes from үп. 
upwards, and, owing to their simple construction, are inexpensive. 


standard lamp-holders ; it can also be had double-ended, as shown, 
the second pair of jaws being made to fit miniature lamp-holders. 


The Wilkinson Economie Electric Stove. 


An ingenious electric stove has been devised by Mzssns. F. A 
WILKINSON AND PARTNERS, LTD., of Harpenden, Herts., the con 
struction of which is of extreme simplicity. The body consists o 


@ 


TRADE STATISTICS OF BRITISH INDIA. 


Fic. 6.—Winkinsom Economic STOVE. | 8 
Tax following figures, showing tbe imports of electrical and similar 


materials into India during the year ended March 31st, 1909, ate 
taken from the recently issued official trade statistics ; the details 
for the year ended March 31st, 1908, are added for purposes o! 
comparison, and notes of any inoreases or decreases ate given :— 


an earthenware cylinder, into which the other parte—a plain disk, 
and a block with a spiral groove formed in its surface, both of 
earthenware—are laid. In the groove is the heating element, a spiral 


15 rupees = £1. 
1907-8. 1908-9. Idee 
А s Rupees, Rupees. Rupees. 
— Lampware.— 
z2 From Great Britain . 710.15.000 10.92.000 + 77.000 
m » Germany .. : 6.41.000 555.000 — 86.000 
е » Austria -— - 5.62.000 4.42.000 —  1.20.000 
» United States ; 3.08.000 267.000 — 41.000 
Total . 2689000 24.41.000 — 248000 
Other hardware, except enamelled ware — 
M ылы C From Great Britain ... 14103000 13971000 — 93.32.000 
» Germany .. ... 80.50.000 22.74.000 — 17.76.000 
of nickel or other wire, and the terminals come opposite holes in », Belgium eee 11.62.000 10.69.000 — 93.000 
с тшй, Over the heating element is laid a grating of T DT s - 252/000 о — = 995 
metal, beld in place b t : e 87. 88. = 
men duris cM CAL „ Other countries. 7.53000 757000 + 4000 
Total . . 2.02.63.000  1.90.50.000 — 12.13.000 
Brass, wrought.— 
From Great Britain 7.15 000 7.05.000 — 10.000 
» Germany 1.23.000 2.51.000 + 128000 
| „ Austria i 82.000 70.000 — 18.000 
| „ Оет countries 3.68.000 2.00.000 — 162000 
t —— ——— 
| Total 12.88 000 12.32.000 — 56000 
Copper and copper ware.— 
From Great Britain .. 1.43.66.000 1.71 97.000 + 28.31 000 
» Germany .. 33.47.000 5267.000 + 19.20.000 
„ Belgium i 4.656.000 18.06.000 + 13.49.000 
| „ Italy 3.98.000 437000 + 13000 
( Fra. 9.—H Austria 1.22.000 1.70000 + 48. 
xu e „ Japan. 16.68 000 2036000 + 368.000 
„ Other countries 2.78. 000 3.09.0860 + 24.000 
айы ы аЬ кка ше — 
Total . 206.35.000 2.72. 14.000 + 65.79.000 
fron wire.— 
Ета. 8.—Compinep RADIATOR AND STOVE, From Great Britain 1.61.000 133.000 — 28000 
» Germany 1.08.000 54.000 — 54.000 
„ Belgium 6.77. 000 3.880.000 — 29500 
The whole can be mounted on an aluminium tray as shown in fig. 6. „ Other countries... 1. 30.000 1.09.000 — 21.000 
The stove is suitable for boiling, toasting or frying with ordinary a "ead 000 
household utensils, or it can be inverted and used for griling. The Total . 10.76.000 6.78000 — 3.96000 
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1907.8. 
Rupees. 
Steel plates and sheets. 
From Great Britain .. 89.79.000 
» Germany 12.34.000 
„ Austria 22 61.020 
„ Other oountries 22 000 
Total . . 1. 24. 96.000 
Steam engines (except locomotives), 
From Great Britain . 1.21.43.000 
» Belgium... is 2.73.000 
» Other countries : 2.07.000 
Total . 1.26.23 000 
Hectrical in achinery.— 
From Great Britain 23.28.000 
» Germany 94 000 
» Belgium P 2.41000 
„ Italy. 57. 000 
„ ОВА. ins 2 16.000 
» Other countries 35.0C0 
Total . 29.71.000 
Mining machinery.— 
From Great Britain 7.27 000 
„ Germany 41 000 
„ U.8.A. 7.000 
Total .. 7.75.000 
Machinery, other (except textile 
and agricultural).— 
From Great Britain . 1.99.56.000 
i ermaany bs 8.15.000 
» Belgium ise 2.88.000 
» U S. A. eee 7.90.000 
» Other countries... 2.03.000 
Total 2.20.52.000 
Railway carriages, Cc. 
From Great Britain . 9.09 24.000 
» Belgium... 4 28.000 
» Other countries 1.20.000 
Total ... 3.14.72.000 
Locomoti res and tenders, and 
parts thereof. — 
From Great Britain . 1.74 49.000 
» Germany .. 30.000 
» Other countries 14.000 
Total ... 1.74. 93.000 
Rails and fishplates.— 
From Great Britain . A $80.59.000 
» German esi 2.57.000 
» Other countries 4.00. 000 
Total ... 87.16.000 
Glass lampware.— 
From Great Britain " 1.10.000 
» Germany bs 3 96 000 
95 Austria eee 2.72.000 
» Other countries... 1.830.000 
Total 9.08.000 
Electrical instruments, apparatus, &c.— 
From Great Britain 44.30.000 
» Germany 1.95.000 
» Belgium 96 000 
» Austria... 45 000 
» United States 1.12.0900 
„ Other countries 30.000 
Total 49.08.000 
Scientific, dc., instruments.— 
From Great Britain 12.61.000 
» Germany 46.000 
» United States s 56 000 
„ Other countries, 78.000 
Total 14.41.000 
Telegraph construction materials.— 
From Great Britain 28.000 
n Other countries 1.000 
Total 29.000 


1908.9. 


Rupees. 


76.50 000 
21 30.000 
27.91. 000 

24 000 


1.25.04. 000 


96 38.000 
1.25.000 
3.29.000 


1.00.92.000 


1.87.08.000 
8 96 000 
9 54 000 
8.40.000 
3.20.000 


—— —— 8 


2.17. 18.000 


3 85 55.000 
7. 30.000 
65.000 


8.93. 50.000 


1.37.35. 000 
24.000 
25.000 


1.97.84. 000 


1.07. 29.000 
8.34. 000 
2.3 3.000 


1.12.89. 000 


91.000 
2.49. 000 
2. 29.000 

93.000 


6.62. 000 


42.25 000 
1.68. 000 
63.000 

19 000 
80.000 
27.000 


45.82.000 


15.17.000 
1.02.0090 
56.000 
1.48.000 


18.23.000 


1.23.000 
8.000 


1.31.000 


+ + ++ | 


++ 


12.48.000 ' 


81.000 
6.66 600 
50.000 
1.17.000 


3.34.000 
76.31.000 
3.0 3.000 
55.000 


78.78. 000 


37.14.000 
6 000 
11.000 


37.09.000 


26.64.000 
77.000 
1.69.000 


25.73.000 
19.000 
1.47.000 
43.000 
37.000 


2.46.000 


2.05. 000 
27.000 
33.000 

` 26.000 
32.000 

3.000 


3.26.000 


2.56.000 
56.000 


70.000 
3.82.000 


95.000 
7.000 


1.02.000 
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, Ia addition. to the foregoing, the following were imported as 


Government stores: 


1907.8. 1908-9. 
Rupees. Rupees. 
Instruments, apparatus, «с. (e«zept musical).— 
From Great Britain 16.82 000 20.20.000 
n Germany eee 22.000 2 000 
» United States 258 29.000 8 000 
» Other countries 7.000 5.000 
Total . 17.40.000 20.85.000 
Machinery.— | : 
From Great Britain 26 06.000 37.21.000 
» Germany .. 79 000 54 000 
» United Btates 7 5.000 57 020 
» Other countries boc 16.000 2.000 
Total 27.06.000 38.84.000 
Iron wire. — 
From Great Britain 3 52.000 76.000 
Steel plates and sheets, — 
From Great Britain 10.49.000 - 7.20. 000 
Total .. 1049000 7.81. 000 
Railway carriages.— | 
From Great Britain 90.34.000 2.57.93.000 
Locomotives.— 
From Great Britain 82.50.000 1.10.44. 000 
Nails. | 
From Great Britain 56.69.000 37.59.000 
[T] Canada 2 00 =. 3.392.000 
» Belgium 18.000 — 
Total 56.87.000 40.91.000 
Telegraph construction materials.— 
From Great Britain 15.99.000 9.46.000 
» Belgium 49.000 4.000 
» Other countries 1.000 1.000 
Total .. 15.72.000 9.51.000 


THE CARE AND WORKING 
_ECONOMISERS. 


[COMMUNICATED.] 


Tak Green's type of fuel economiser is nowadays universally 
used in connection with the Lancashire boilers employed at 
large electric power stations, but, notwithstanding its 
extended use іп this connection, much ignorance exists on 
matters affecting ita maintenance and upkeep, and many 
pointe are frequently overlooked in regard to its working, 
the neglect of which at times involves considerable risk, if 


not actual danger. 


BER 


+ 


Increase or 


ecrease, 
Rupees. 


+ 1.67.59 000 


4- 


T 


27.94.000 


19.10.000 
3.332.000 
18.000 


15.96.000 


ОР 


Fael economisers, like steam boilers, are very liable to 
deterioration, unless carefully and skilfully attended, to both 


when at work and at rest. 


It is a great mistake to suppose, 


as many do, that serious explosions cannot occur with 


them. 


The vertical pipes, it is true, owing to their small 


diameter, are capable of withstanding high pressures, but 
being of cast-iron, they are not unduly strong, and when it 
is remembered that they become corroded both externally 
and internally, it will be at once apparent that they may 
become so thinned and weakened in course of time as to be 
quite unable to withstand the pressure to which they are 
exposed. An economiser full of water at a temperature of 
about 300° F., contains a vast amount of potential energy. 


Should there be any sudden escape 


of water and consequent 


reduction of pressure through the failure of a single pipe, 
the water would, to a large extent, instantly flash into steam, 
the shock of which might be sufficient to rupture other pipes 
until the whole of the economiser was blown to pieces. 
More than one disastrous explosion has occurred in this way, 
illustrating the danger to which these vesaels are liable, and 
hence the great importance of regular attendance and 
inspection, and a proper knowledge of the correct methods 


of working. 
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External corrosion is probably the most common form of 


deterioration of fuel economisers, and it is usually brought 


about in the following way :— 
The comparatively cold feed at the inlet end of the econo- 


miser keeps the bottom boxes and the lower parts of the 


pipes cool. As the hot gases come into contact with the cold 
Surfaces, the vapour they contain becomes condensed on the 
cold parts and leads to external wasting. If the fuel used 
contains much sulphur, sulphur dioxide and sulphur trioxide 
will be present in the products of combustion. These gases, 
in combination with water, form sulphuric acid, which has a 
most powerfally corrosive action on the metal surfaces, and 
causes very rapid wasting. ^ 

The lower the temperature of the entering feed water, the 
greater, of course, will be the accumulation of moisture, and 
consequently the extent of the wasting of the pipes and 
bottom boxes. For this reason, the feed water should not, 
be allowed to enter the economiser at a temperature of less 
than 90? F. 

If the temperature before entering be raised to 100°, 
trouble from external wasting is not likely to be experienced 
to any serious extent, although, in some instances, much 
wasting has occurred when the temperature has been raised 
to as much as 120°. 

Some coals contain a large percentage of moisture, and 
where such fuels are used it is important that the temperature 
of the feed water be raised well above 90° before being passed 
into the economiser. 

When the pipes are found to suffer from external wasting, 
it is advisable to raise the temperature of the feed water 
before it enters the economiser, even if this is already as high 
as 100°. Generally, however, when external corrosion is 
taking place, although the temperature is above 100°, a 
special investigation ought to be made, as it is probable that 
some other cause is responsible for the mischief. 

Leakage at the various parts will sometimes lead to 
external wasting of the pipes and boxes. When any part is 
found to leak, it should be given immediate attention. If, 
for instance, leakage takes place past the cap joints, these 
should be remade at the first opportunity. The сар bolts 
must not, under any circumstances, be tightened up whilst 
the economiser is under pressure. Only recently a man was 
killed in doing this when the economiser was at work, the cap 
being blown violently into his chest. 

Special care must be taken to prevent moisture getting 
into the flues, the soot pit, or any part of the setting, as 
this, especially when present about the seatings, is very 
liable to set up external corrosion. Waste water from any 
of the valves, for example, should not on any acconnt be 
allowed to drain into the flues or soot pit, but should be 
carried well away from the eoonomiser. 7 

The action of the scrapers is also responsible for wearing 
away the outer surfaces of the pipes in course of time. 

Usually the lower ends of the pipes and the bottom boxes 
at the inlet eud of the economiser will be the parts most 
severely wasted, as it is at these parts that the feed water is 
coldest, and the condensaton therefore greatest. The extent 
of the wasting may be ascertained by callipering the 
remaining external diameter of the pipe. | 

Economisers also become wasted by internal corrosion 
when the feed water is corrosive. Unfortanately such wasting 
is very difficalt to detect, as a satisfactory examination 
cannot be made owing to the small diameter of the pipes. 

All that can be done in the way of making an inspection 
for the purpose of detecting internal corrosion is to lower 
a lighted candle down the pipes, after first clearing these of 
scale and deposit. When it is suspected that much wasting 
has taken place internally, it will be necessary to ascertain 
the remaining thickness of metal, especially if the parte are 
also externally wasted. This may sometimes be done by 
callipering the inner and outward diameters of the pipes. 
A better plan is to drill a hole through the wasted part, so 
that the actual thickness may be seen. In really bad cases, 
it may be desirable to withdraw a pipe and break it up, in 
order that some idea of the general condition of the 
economiser can be obtained. An hydraulic test is sometimes 
advisable, the test pressure which should be applied being 
from one and a half times to twice the ordinary working 
pressure, 

Where the caps opposite the top ends of the Ipipes are of 


the external pattern, it will be necessary to regularly 
examiné the bolts and cross-bars, as these gradually become 
weakened by internal wasting. 

The Board of Trade now recommend that each vertical 
pipe be inspected once each year, as well as each cap bolt 
where the external caps are provided. It is not sufficient to 
examine only a few pipes annuálly, and from these judge the 
condition of all others. It is, of course, seldom practicable 
to open out all the pipes at one time, and in such cases the 
engineer-in-charge should make a practice of removing a 
certain number of caps each week or each month, making 
sure that the whole of the pipes have been inspected daring 
the year. £^ 

tf is most important that the tubes be kept well cleaned 
and scraped both on the fireside and the water side. Боо 
is a very bad conductor of heat, so bad, in fact, that it is 
sometimes used as a non-conducting covering, and if allowed 
to accumulate on the outer surfaces of the pipes it materially 
impedes the transmission of heat from the furnace gases to 
the feed water in the economiser, leading to inefficiency in 
working. Hence the scrapers must be kept in good working 
order, any broken ones being renewed without delay. They 
should be made to traverse almost the whole length of the 


ipes. 

‘Similarly, if ecale be allowed to accumulate inside the 
pipes, the efficiency becomes impaired. Accumulations of 
scale are objectionable also because they lead to overheating, 
followed in some instances by fracture of the pipes. Hence 
each pipe should be regularly washed out, the length of time 
which should be allowed to elapse between each cleaning 
time depending on the amount of scale-forming matter con- 
tained in the feed water. The economiser should aleo be 
blown off by opening the blow-out tap for about a minute 
each day, во that any sediment in the bottom boxes will be 
blown out. The opening of the safety valve, which should te 
done every day for the purpose of testing and set ing that it 
discharges freely, also removes sediment from the upper parts 
of the economiser. The scale ought never to be allowed to 
accumulate to a greater thickness than } in. 

Leakage of air into the flues is а common cause of 
inefficient working, for every pound of cold air introdt œd 


into the flues, carries away with it a certain amount of 


useful heat. It is, therefore, important to frequently 
examine all parta where there is any possibility of air pas ing 
into the flues. The leakage may be tested by means of a 
lighted candle, the flame of which is drawn inwards with 
the air. 

It is advisable to régularly examine the working parte of 
the economiser, so that defective working may be detected 
and remedied. 

Grease must be kept away from the ;chains to prevent 
these slipping on the puileys. | 

Every fuel economiser ought to be provided with two 
thermometers, one on the inlet pipe and one on the outlet 
pipe. By means of these the efficienoy of working may le 
tested. When the difference of temperature between tle 
inlet and outlet water is found to fall, the economy is being 
reduced for some reason, and an examination should be 
made to ascertain the cause. A fall in the temperature 
difference of 10° F., means a loss in economy of approx 
mately 1 per cent. Itis, of course, necessary to observe the 
thermometer readings freqnently. | | 

In some of the old types of Green's economiser having 
external caps resting on conical seats, difficoltly was often 
experienced in loosening the caps from their seatingt. 
Efforts to do this have in many instances resulted in fracture 
of the top boxes. The operation is a somewhat difficalt one, 
and should always be carried out carefully. | 

The working of fuel economisers, ав already remarked, is 
attended with many dangers, to avoid which certain pre 
cautions are necessary. P 

One of these is the liability to flue gas explosions. The 
top of the economiser chamber is situated above the level 
of the dampers, and hence there is a tendency for explosive 
gases or mixtures to accumulate there. | | 

The explosions are brought about in the following manner i 
When the fires are banked at stopping times, unconsame 
coal gas is distilled from the coal, and passes along the flues 
collecting in the top of the chamber. When the fires are 
again broken up a quantity of air is admitted, which passe 
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along and mixes with the unoonsumed coal gas, thus forming 
an explosive mixture. 

The breaking up of the fires causes the flames to ignite the 
mixture, a flue gas explosion being the result. | 

Flue gas explosions have been responsible for several 
disastrous economiser explosions. The shock produced 
when the mixture explodes has been sufficient to break some 
of the cast-iron pipes, which in turn have led to other pipes 
fracturing, until the whole economiser has been blown to 
pieces. ` 

To avoid the accumulation of explosive mixtures after the 
boiler has been standing with banked fires, the dampers 


‘should be opened for a short time before stirring up the fires. - 


This allows а quantity of air to sweep through the fues 
and carry away say accumulated gas, &o that an explosion 
is then impossible. 

Flap doors are sometimes fitted into the top of the 
chamber, which open in the event of a flue explosion, and 
minimise the severity of the shock. 

Much danger is incurred whenever the water is allowed to 
remain stationary in the pipes whilst the hot gases are 
passing through the economiser fines. When this is the case, 
the water gradually gets hotter until steam is generated. The 
level of the water in the pipes becomes lowered, allowing the 
latter to get overheated and so seriously weakened that 
fracture is very liable to follow. Iu addition to this, there 
is the danger of “ water hammer” action taking place, 
which occasionally bursts the top feed pipe. The steam 
formed in the pipes comes in contact with the water on the 
other side of the outlet valve from the economiser when the 
valve is opened, thus causing the water hammer action. 

When steam is being raised first thing in the morning, 
the water will be stationary in the economiser if the engine 
and the feed pump have not been started. 

Should the hot gases be passed through the economiser 
flues, danger will be incurred in the manner indicated. -To 
avoid this danger, the products of combustion should always 
be passed through the by-pass or reserve flue until the 
pump is started and the water set in motion. This prevents 
the formation of steam in the pipes through the economiser 
becoming too hot. 

Irregular feeding should be avoided as far as possible. 
Where, ho wever, it is necessary to work &n economiser inter- 
mittently, a portion of the hot gases should be passed 
through the reserve flue to minimise the risk of the water 
being evaporated into steam. 

Steam ought never to be allowed to form in the pipes. 
Apart from the danger which it involves, muoh difficulty will 
in all probability be experienced in feeding the boiler, as the 
steam forms a cushion against which the water has to be 
forced. The economiser outlet valve should not be closed 
during the night time. | 

Although it is generally found necessary to load the safety 
valve on the economiser to a higher pressure than that on 
the boiler, owing to the pressure caused by pulsations of the 
pump, or water ram action, &c., yet it should not be loaded 
во much in excess of the load on the boiler safety valve as is 
sometimes found to be the case. 

It is common knowledge that a valve to resist water pressure 
generally requires a heavier weight than would be required 
to resist steam pressure of the same intensity. It is probably 
this fact which accounts for the excessive loading of economiser 
safety valves occasionally met with. The loading should not 
be more than 20 lb. above the boiler safety valve load, 
though it is not uncommon to find it nearly twice as much. 
If the valve leaks the remedy is to re-grind it, instead of 
putting additional weights on to keep it tight. 

The feed supply should be regulated at the inlet valve to 
the economiser, and not at the boiler feed valve. If the 
regulation is effected by the boiler feed valve, there is always 
risk of obtaining a pressure in the economiser greatly in 
excess of that in the boiler, whereas by regulating the feed 
by means of the inlet valve to the economiser the pressure 
in the latter need never exceed the boiler pressure. 

Special care should be taken to see that the economiser 
inle& and outlet valves are opened before starting the feed 
pump (or the injeotor), as in the event of either of these 
valves being closed:when the pump is set working, either the 
latter will be pulled up or else the pipes will burst or the 
jointe be broken, The object of a feed relief valve, which must 


not be confused with the safety valve, is to prevent the pipes 
from bursting or the joints being broken in this way, and it 
is always advisable to have one of these valves attached. 

À maximum registering pressure gauge ought also to be 
oe as any excessive pressure will be indicated by it. 

hen undue pressure is registered the cause should always 
be investigated. It may be due to one of the valves having 
been closed when the pump is started, or to the fact that 
there is no air vessel on the delivery side of the pump. 

Not only should each safety valve be tested by hand daily, 
but it is desirable to occasionally take it asunder and 
thoroughly overhaul it if found necessary. 

It will be gathered from the foregoing remarks that fuel 
economisers are not only diable to become weakened and 
deteriorated, but that their working may be attended with a 
considerable amount of risk. The importance, therefore, 
of placing them in charge of competent and reliable men 
cannot be too strongly urged, and as a further precaution, 
it is always advisable to have them regularly examined and 
inspected by some independent expert, such as an inspector 
of one or other of the leading boiler insurance companies. 
Under such conditions, their working life would be largely 
increased, whilst at the same time accidents and explosions 
would be of very rare occurrence. | 


BUSINESS NOTES. 


Consular Notes.—Bolivia.—In a recent report Н.М 
Consul at Sucre reports that the electric lighting installation in 
that town was inaugurated af the end of the year 1908—exactly 
one| year after the time stipulated in the municipal contract. 
Though the whole installation bears some evidence of having been 
carried out with the greatest possible curtailment of expenses, it 
may be justly said, when hitches ‘cease to occur, that the town is 
welllighted. Altogether some £20,000 has been invested, calculated 
to yield about £4,000 annually in the immediate future, but as the 
monopoly is for 30 years some £20,000 more ought to be spent to 
make it efficient. For lighting private houses and establishments 
the standard price for electric light is 3 bols. 50 cents (53. 7d.) per 
month per 16-с.р. lamp. Where a light is required to burn every 

ht this is, light for light, cheaper than petroleum or candles. 
Where several lights are required in one house a considerable re- 
duotion is made, thus, for an establishment that has ordered 100 
lights, the price is 2 bols. (3s. 2d.) per 16-с.р. lamp. For motive 
power there is a great opportunity. The electrical energy is 
derived from water-power at a generating station on the River 
Cachimayo, about 8 miles from Sucre. It is transmitted at а very 


' high voltage to the edge of the town, where it is transformed and 


distributed over the whole network of low-pressure wires. The 
mains are uncovered wires running parallel to and along the 
streets on poles about 15 ft. high and somewhat dangerously near 
to the baloonies of the houses.” The unforeseen circumstances which 
delayed the full equipment of the public service were considered 
by the municipal council as being sufficiently fortuitous to warrant 
their waiving the heavy penalty which should have been imposed 
on the contractors according to the terms of the contract. Some 
of these circumstances, as well as the numerous obstacles which 
still impair the regular supply of light, are worth mentioning as 
showing the nature of the difficulties which have to be carefully 
considered when undertaking public works in this country. 

In the first place, the machinery, which could not be reduced to 
the requisite limit of weight (300 1b.) for carrying on mules, com- 
menced to arrive at Huanahuaca in the wet season, when carts could 
not be run. When, eventually, the roads were repaired, the whole 
system of forwarding traffic had broken down at Huanahuaca, and 
no-one could cope with the ever-increasing quantity of goods 
brought up by the railway. The effort of the contractors to get 
their machinery through resulted in a better organisation all along 
the route from Rosario to Sucre, An indispensable part of the 
machinery was found to be missing; a new piece was cabled for, 
and meantime a substitute was manufactured at the works of the 
Huanchuaca Oo., which was not altogether satisfactory. Some 
part of the dynamos also had got wet, and could not be made tc 
work. The supply of wooden poate for carrying the overhead wires 
was not equal to the extraordinary demand, with the reault that 
much delay was caused. More than 800 of these posts were 
required, of quina-quina wood or eucalyptus, 8 ft. long x 5 in. 
x b in, and they had to come from a long distance. It may be 
observed that these posts are unsightly and cannot last long, and 
that British manufacturers might consider if they could not produce 
cast-iron posts at less than 68. 8d. per 8-ft. length, that would better 
suit the purpose. In the Department of Santa Cruz and the eastern 
provinces, however, wood is much cheaper, its value being about 
equal to the cost of qutting it, Other difficulties became apparent 
after the electric light was working, owing to some of the peculiari- 
ties of the rivers on the Bolivian uplandg not being properly 
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appreciated. Their enormous érosive powers were underrated, for 
when the volume of water increases tenfold during the summer 
floods, the rivers completely fill the narrow ravines in which they are 
hemmed, destroying their own banks and tbe artificial barriers 
erected thereon. Ia the present case the inlet and sluices were 
solidly con*tructed, but being below the low water level. each 
successive flood obstructed them with tons of sand, boulders, and 
tree trunks and other débris. Until experience evolves some means 
of dealing with the caprices of the river, an auxiliary oil or steam 
engine must be used to keep up a continuous current, nominally 
during about 120 days, constituting the worst part of the rainy 
season, but practically less than half the time, which is all that 
would be found necessary. The fact is that light must be supplied 
during every night for 30 years, and the penalty for each night that 
it fails, besides the discredit, is £8. Thers is no reason why any 
firm erecting a factory in Sucre should be altogether dependent on 
the electric light company for its motive power. The monopoly of 
this concern extends only within the urban district, and many 
other generating stations can be erected on other parte of the same 
river to supply energy for works situated just outside the town. 


Live Trolley Standards.—Referring to the liability of 
the trolley standard to become alive through some accidental cause, 
with consequent danger to passengers, the Bersa THOMSON- 
Hovston Co., Lrp., of Rugby, have drawn our attention to a system 
which they have introduced to prevent accident from this cause. 
This arrangement ensures that immediately the trolley stendard 
becomes alive, an audible signal will be given by the ringing of a 
special type of electric bell, and simultaneously by the lighting up 


B.T.-H. ALARM BELL. 


of two red lamps fixed above the car platforme. These signals are 
independent of each other, so that the failure of one cannot inter- 
fere with the proper working of the other. This system is entirely 
automatic in action, and does not require a battery or any 
mechanical gear for its operation, nor does it in any way interfere 
with the running of the car. The provision of two distinot, inde- 
pendent and automatic signals, one audible and the other visible, 
fully meets with the recommendation of the Board of Trade. An 
interesting feature of the system is the construction of the leakage 
indicator or bell, which is designed to work on 500 volts. This 
special type of bell, as may be seen from the illustration, is com- 
pletely enclosed 1n a metal case and adapted for fixing under the 
canopy, where its warning can be instantly heard by the driver or 
conductor. The B.T..H. leakage indicator has been in successful 
use for the last five years on the tramways at Scarborough and 
Leith, and also at Dunfermline. | 


Robertson Fire Brigade Saccesses.— Ав the result of 
the 11th Annual Tournament of the London Private Fire Brigades 
Association, which was concluded on the 27th ult. at the Head- 
quarters of the London Rifle Brigade, Bunhill Row, E.C, the 
RoBERTSON ELECTRIC Lamps, Lrp, Fire Brigade was successful ia 
winniog the Nes'16" Challenge Cup, for the Championship of the 
United Kingdom (for the best aggregate times for wet driils by 
teams of three and five men); the Marshall Challenge Cup, for 
the championship of the London Private Fire Brigades Association 
(for the best aggregate times for dry drills for one and two men, wet 
drills by teams of four men, and scaling ladder aud hand-pump 
drills by teams of five men each); the Dewar ” Challenge Shield 
for four men wet drill. We understand that the winning times con- 
stituted а record in any drills of this class. 


Places of Worship. and Electric Lighting.—A 
correspondent says the trustees of a score of chapels in and around 
Lolton have put down on their business agendas for the next 
quarterly meeting, the question of adopting electric lighting. 


Meter Approved.—The B. of T. has approved of 
meter No. 369,278 deposited by the ErkcrBicau Co, Lro., on 
June 12th, 1903, and known as the Electrical Co.'s single- 
phase alternatinv-current watt. hour meter, type L.J. 


Electrica] Works in Russia.—A special dispatch from 
Bt. Petersburg to the Financial News reads as follows: ‘The use of 


. electricity in Russia is still somewhat limited. There are only 30 


cities possessing an electric tramway system, and of the 80 cities 
lighted by electricity, 40 have their own electrical works, the 
supplies in the remainder being provided by private enterprise. 
The following figure$ show that the electrical undertakings in 
Russian cities are very remunerative. Tne net profits of the works 
of the City of Vilna were 83,851 roubles, or 50 per cent. ; Wolvgda, 
18,078 roubles, or 39 per cent.; Minsk, 14,849 roubles, or 35 per 
cent.; Nicolaieff, 34,554 roubles, ог 33 per cent.; Orenburg, 38,064 


. roubles, or 44 per cent. ; Poltava, 28,642 roubles, or 49 per cent. 


Trade, with Sweden.— Why not extend your trade 
connections with Sweden?" is the question which the Swedish 
Ohamber of Commer»e in London is asking British manufacturers 
&nd merchants. Comparatively few English firms send travellers 
to Sweden, whereas German travellers are there in sbundance. The 
Swedish Chamber of Commerce, 5, Lloyd's Avenue, London, E.C., 
of which His Majesty the King of Sweden is a patron, have several 
departments which give facilities to firms wishing to establish 
Anglo-Swedish trade connections, and also a Credit Information 
Department, through which the interests of members are safe 
guarded. Lately & Special Intelligence Branch has been added to 
the Chamber, which circularises to the members particulars re trade' 
openings and new markets, &c. 


Catalogues and Lists. — Messrs. Cowans, LTD., 
Springfield Lane, Salford, Manchester. — Illustrated card giving 
prices of their low-tension oil circuit-breakers and switches. 

Тнк Ввімвн Westinahoust Exsorhic AND MANUFACTURING 
Co., Lrp., Trafford Park, Manchester.—lllustrated leaflets con- 
taining descriptive particulars of a newly completed line of control 
apparatus for squirrel cage induction motors. They deal respeo- 
tively with types “Р” and “ОР” auto-starters for motors of from 
1} to 200 H. P., 100 to 600 volts; main, reversing and direct starting 
switches for р.о. and two or three-phase motor circuits (up to 70 
amperes on 1,000 volts); two, three and four-spéed starters; star- 
delter and series-parallel starters for two aud three-phase motors. 

Тнк BarrisH Рвометнасв Co., Lep , Salop Street Works, High- 
gate, Birmingham.—New season's catalogue (34 pages) of electric 
heating apparatus. The Prometheus convector principle is first 
described, and a fine assortment of artistic designs of convectors 
and luminous radiatore occupy the remainder of the book, some 
new Adame’ desigus being included. Among interesting novelties 


. we observe an imitation log-fire in which convector elements ars 


employed, and the imitation logs themselves are illuminated ; also 
a circular four-lamp beaded radiator, the colouring of which we 
should think produces a very good effect. All the designs in the 
book are admirably printed, and prices are set forth. 

Tus STERLING l'eLEPHONE AND ELECTRICO OO., Lrp., 200, Upper 
Thames Street, E.O.—We have received a novel showcard of large 
dimensions (38 in. x 26 in.), on which are mounted actual samples 
of the Parlyphone,“ which has been completely remodelled. As 
shown in the accompanying illustration, the reception room instre- 
ment, finished in cream and nickel, and the kitchen set, finished in 
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A NOVEL SHOWCARBD. 


black and nickel, are illustrated in their appropriate surroundings. 
Tne showcard is accompanied by a booklet, No. 157, giving 
particulars and prices of the apparatus, for ringing one way, М 
shown, or both ways, and various accessories, as well as diagrams 
of connections. This forms, we believe, an entirely new departure 
in showcards. We hope the example will be followed by Фе 
manufacturers of radiators, lamps, cooking apparatus and turbo 
generators. The parlyphones, of course, speak for themselves; we 
have put one into use, and find it quite satisfactory. 

TRR CRosrHwaiTR FiBE-BAB ByNMDiCATE, LTD, York Street, 
Leeds.—Pamphlet containing illustrations of, and information 
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relating to, the Holehouse and Orosthwaite patent water-cooling 
plante, for electricity and other works. Large drawings appear of 
exhaust steam turbo-generating installations with patent barometric 
condenser, and with patent low-level jet condenser. 

` Mussns. SpPAGSNOLETTI, Lrp., Goldhawk Works, Goldhawk Road, 
London, W.—Interesting wall calendar for 1910, on which a 
number of pictures in colour appear showing the excellent service 
that cau be rendered in the different departments of the house by 
the Therol" system of electric heating. The calendar does not 
contain the name of Spagnoletti, but refers the reader to The 
ние косы Sapply Station,” for full particulars. 

Tas B ACOOUMULATOR Oo., Lep., 119, Victoria Street, 
London, 8.W.—Sixteen-page pamphlet, in which is given an illus- 
trated account of the T.A.O. system of electric train lighting. 

MzmssRs. AROHIBALD J. вант, Lap, Leyton Green Road, 
London, N.E.—Several new lists, which are of seasonal interest 
jest now in view of the present-giving occupation which we shall 
all find so pleasurable before many weeks are past. A large 
variety of electrical goods and scientific and mechanical novelties 
are covered in a 32-page catalogue; pocket, flash and other lamps 
and a number of small electric toys are set forth ina leaflet ; further 
circulars jin prices of armature stampings, the monbwatt 
metallio- ent lamp, and a list of trade discounts. 

Ошон Exzorrgic Oo, LTD, Park Street, Southwark, 8.E.— 
Advance copy of list No. 91 (of a sise suitable for the overcoat 
breast „ herein are given in the course of 64 pages of very 
neatly and well illustrated matter, full particulars, 

ictures and prices of the company’s manufactures—motors, 
ynamos, arc lam switchgear, meters and other electrical 
apparatus for all industrial purposes. 

Tux Bayant TRADING Вунрсате Lrp., Horsell Road, Highbury, 
London, N.—Four-fold leaflet relating to the claims of the British 
" Metalite " incandescent electric lamp. Four interesting pictures 
are intended to illustrate the four stages in the advance of lighting 
—200 years ago, the candle ; 150 years ago, the oil lamp; 100 years 
ago, gas lighting; 1908, “ Metalite" lamps. We will not vouch for 
Ke: кему of those dates, but the pictures well serve the object of 

Massage. Suns Bros. Dynamo Wonks, Lep., Tyssen Street, 

N.E.—lIllustrated leaflet relating to the ''Eoonomic" 
electric stove suitable for 100 to 250 volts and for Ac. or D.C. 
ini que It also shows a combined polished aluminium radiator 
and stove. 

Tae EnEOTRIOAL Oo., Lrp., 121—5, Oharing Oross Road, W.O. 
—Two illustrated liste in their usual form, one showing and giving 
prices of motor starters for continuous-current motors; the other 
particularising a number of accessories such as lampholders, tumbler 
Switches, adapters, and so on. 

Ма. Gxsonam ELLISON, Warstone Lane, Birmingham.— Price 
leaflet of mill type switches and fuses. 

Mzmssns. Fark, BrTADELMANN & Co, LTD., 83-87, F 
Road, London, EB. O.—20-page catalogue (No 301) just issued for the 
1909-10 season, oontaining particulars of the various types and 
sizes of Efesca" metal-filament lamps that they have in stock. 
Comparative information is given as to the running cost of 'Efescs " 
and carbon lamps, for the use of contractors and deslers in 
educating consumers up to the current-saving qualities of the 
lamps. Particulars appear of the reduced prices for Efesca” auto- 
transformers. "Members of the trade can have copies of the list on 
application. 

Ма. G. WorHRBicH, Norfolk Street, Strand, W.0.—12-page 
illustrated descriptive list relating to the Oerlikon portable, 
electrically-driven hand-drilling machine for D.o., single, two and 
three-phase л.с. Prices and data are tabulated. 

Tu» Ввовн ErLmNCTRICAL ENGINESBING Co., Lro., 106-112, Belve- 
dere Road, London, 8.E.—8-page price list of Brush '' Metallum ” 
Soop arta. je lamps. Illustrations appear of both pear and 
round shaped bulbs, and of a number of adapters for series lamps, 
cluster and shop window fittings and shades. 


Trade Announcements. — Messrs. TETLEY & Co., of 
Salford, have been appointed sole agents for Lancashire and York- 
shire by the Electrical Apparatus Co., Ltd., Milford Works, Queen's 
Road, Battersea, London, for thesale of their motor starting and 
control gear. 

The business of THz Bett TELEPHONE AND ELECTBIC Oo., of 
Great Smith Street, S.W., has been acquired by Mrssns. 
FREDERICK HonpasoN & Co., of 24, Queen Victoria Street, E.C., 
and will in future be carried on under that name. 

Tum Сотрив-Согез ENGINEERING Co., LTD., now have their 
new works at Willesden in full working order, where they are 
making some of their specialities such as pumps, injectors, and 
valves, for the circulation of corrosive liquors, a new form of sand 
b machine for the removal of scale and oxide from iron and 
ке; machines for welding aluminium, centrifugal filters апа 


Bankruptey Proceedings.—Hannv GRAHAM, elec- 
‘trician, &c., Albion Street, Huddersfield.—In this case the first 
meeting of the creditors was held last week at Huddersfield, when 
it was decided that Mr. E. Netherwood, chartered accountant, and 
Mr. G. W. Smitb, chartered accountant, should be joint trustees, 
a Committee of Inspection being also appointed. The liabilities 
.were stated at £1,252, and the assets were estimated to realise 
£895. The failure was ascribed to losses on contracts, and to 
creditors pressing. 

Вамовг, Emerson SMITH, electrical engineer, 271, High Street, 
Lincoln.—The adjourned public examination of this debtor was 
held last week at the Sessions House, Lincoln, before Mr. Registrar 
Stephen. The liabilities were put at £125, and the assets were 


expected by debtor to realise £220. Replying to further questions 


name by Mr. Herbert Berry. : 


by the Official Receiver, debtor stated that in 1904 or 1905, A. O. 
Smith & Oo. executed an ent; he had said to the best of 
his knowledge that the liabilities were about £400, and he would 
be surprised to hear that they amounted to over £720; he would 
not say they did not amount to so much, because he did not know. 
The Official Receiver said that in his last examination, debtor said 
that am offer was made to the trastee to sell as a going concern, 
and that it would pay about 15s. in the £ to the creditors, but 
debtor now eaid that he did not know the dividend was only 
between 1s. and 2s. in the £. Debtor was then examined with 
regard to Smith's Electrical Co., and eventually the Official 
Receiver asked that debtor be ordered to supply a cash account of 
his receipts and payments for the three months preceding the date 
of the receiving order, The case was again adjourned, debtor being 
requested to furnish the required particulars. | 


Dissolutions and X Liquidations. — BRADFORD 
ELECTRICAL Excuvemrisa Oo., LTD., 56, Manningbam Lane, 
Bradford. — A meeting of the shareholders was held on 
Monday afternoon at the offices of Mr. 
Incorporated Accountant, at 29, Street, Bradford, 
when a statement was presented showing the condition of the 
company's business. -After some discussion it was resolved that the 
company oould not, by reason of its liabilities, continue its busi- 
ness, and that the company should be wound up voluntarily under 
the provisions of the Companies’ Oonsolidation Act, 1908, and Mr. 
J. Herbert Haley and Mr. George гли Oorfield, incorporated 
accountant, of Balfour Street, Finsbury Pavement, London, should 
be appointed liquidators for the purposes of such winding up. The 
statement is not yet complete in details, but the liabilities are 
stated to be about £1,200, and the assets are described as 
substantial. 

ADAMS-RANDALL TELEPHONE Patents Co., Ltp.—Ata meeti 
held at Dashwood House, E.O., on November 23rd, it was resolv 
to wind up voluntarily, with Mr. W. H. Parker as liquidator. A 
meeting of creditors will be held on December 8th. 

W. A. Mzavows & Co., electrical engineers, Hanley and Longton. 
—Messrs. W. A. Meadows and J. Cartlidge have dissolved 
partnership. Mr. Meadows will attend to debts and continue the 
business, | | 

MzassBs. WALKER & VICKBERY, electrical engineers, 16, Wide- 
marsh Street, Hereford.—Messrs. R. E. Walker and O, J, Vickery 
have dissolved partnership. Mr. Vickery attends to debts. 

HagADLAND'S PATENT ELEOTRIC STORAGE BaTTERY Co, Lrp.— 
A meeting is to be held at Finsbury House, Blomfield Street, E.O., 
on January 4th, to hear an account of the winding up from the 
liquidator, Mr. G. Dundas Price. 


J. Herbert Haley, 


We learn that Mn. E. SKINNER is retiring from the firm of Berry, . 


Skinner & Co. The business will be carried on under the same 
Charge of Stealing.—Before the Lord Mayor of 
London on Tuesday, A. J. Page and F. A. Clerk, both described as 
electricians, of Edmonton, were sentenced to three months’ hard 
labour for being concerned in stealing and receiving from Queen 
Victoria Street, E.O., Osram lamps valued at £17 156, 7d., the 
property of the General Electric Co., Ltd. | 


Stolen Cable.— William Beckett and Alfred Clark, two 
tably-dressed men, were charged at the Hull Police Court 
with stealing about 1 cwt. of electric lighting cable belonging to 


the Hull Corporation. Both prisoners were fined £5 and costs, or 


in default 30 days’ imprisonment. 


Book Notices.—TZechnical Dictionary in Six Languages. 
Vol. 5. Railway Construction and Operation. By A. Schlomann. 


London: Archibald Constable & Oo., Ltd. 1909. Price 12s. net.— . 


The appearance of the fifth volume of the Deinhardt-Schlomann 
series will be welcomed by all who have experienced the advan- 
tages of using its predecessors. We have previously spoken so 
often and so highly of thisinvaluable series that it should suffice for 
us to draw attention to this new volume, without further explanation 
than to say that it is & verbal and pictorial dictionary of technical 
terme, limited strictly to the subject defined in the title. Rolling 


stock is treated of in a separate volume, and electric power plant 


has been dealt with in Vol. 2. There is a section on, electric rail- 
way installations and another on signalling. We commend the 
work to our readers as the very best of its kind. 

The Motor Manual. London: The Temple Press, Ltd. Price 
18. 6d. net.— The fact that "The Motor Manual" has reached а 
twelfth edition is sufficient testimony to the fact that it meets the 
proverbial long-felt want. The aim has been to produce a hand- 
book that shall give the veriest novice in motor matters an insight 
into the many details comprised in a modern motor-car. The sub- 
jects dealt with cover the whole field of motoring, such matters as 
car construction, carburation, ignition by means of both accu- 
mulators and magnetos, clutches, change-speed gears, road wheels, 
tires, &c., all receiving attention within the 272 pages which the 
book contains. 


The text is well illustrated by clear drawings and - 


sketches, the additions in this direction being one of the raisons - 
tre of the new edition. The work is, however, not confined to 
technical matters, for any motorist contemplating a tour either 


at home or abroad in his car will find a good deal of useful in- 
formation within its pages. Other sections which have been ex- 
panded to meet new conditions are found in the chapters dealing 
with ignition magnetos and the electric lighting of motor vehicles, 


From the point of view of imparting a good deal of valuable in- - 


formation to non-technical motorists, there is zo question that 
the manual should continue to meet with a large sale, for it is not 
only written in language that can be readily understood, but ita 
price is within the reach of almost everyone. If we have any 


suggestion to make, it is that an alphabetical index might usefully - 
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be 55 in the next edition; while the beginner in motoring 
will probably read the book chapter by chapter, he will, when he 
meets with difficulties during the course of his motoring career, 
want to turn quickly to the page dealing with the particular trouble 
that he thinks his engine or car is suffering from, a task which 
would be facilitated by the index that we suggest. | 

" Electricity." By Н. M. Hobart. London: A. Constable and 
Oo., Ltd. 1909. Price 6s. net. | 

“ Fortschritte der Elektrotechnik," 1908. Parts3and 4. Berlin: 
Julius Springer. 1909. Part 3, Price 10 M.; Part 4, Price 15 M. 


Revision of South African Railway Rates.—We 
learn from the Natal Government Agency that as from January 


Ist next the preference on railway rates from Delagoa Bay to 
railway stations in the Transvaal between Germiston and 


Klerksdorp inclusive will be reduced in favour of Durban as 
follows. | ; 


Intermediate class by ee ee ee ee 

Intermediate B ^ class by .. ss is e 1 8 „ 

In rough, rough “В” and C” olasses  .. TE } э 

Imported хое, fencing, fertiliser classes .. 0 1 76 
This is in addition to the reduction effected on July 1st last, which 
was as follows :— | 


Intermediate olasses by зә ee ax °. 
Intermediate B” classes by s 
Rough goods B" and C b se 6% ix 
Fencing, fertilisers, imported produce by.. - O10 „ 


The intention of the further reductions is to divert a portion of the 
trade at present travelling by Delagoa Bay, it having been found 
that the reduction made on July lət last was insufficient to 
accomplish that object. Attention is directed to the advantage of 
consighing goods vid the Port of Durban, as the effect of the 
further revision in rates is that the difference in favour of Delagoa 
Bay will be only 4a. to 5s. per ton, after allowing for the additional 
shipping freight and expenses at the latter port, which difference 
is outweighed by the superior facilities for wharfage, handling, 

and transportation of consignments of all descriptions at 
the Port of Durban. Full information will be supplied on appli- 
cation to the Commercial Agent, Natal Government Agency, 26, 
Victoria Street, 8. W. | 


в. d. 
ee 2 11 per ton. 


Are Lamp Lowering Gear.—Tue Lonpon ELECTRIC 
Finn, of Oroydon, have recently booked a number of contracts for 
their Patent One Working Part arc lamp lowering gear. These 
include :— 

87 for the Bt. Marylebone Borough Council, consisting of single and double 
счав pecki and centre carrier gears, for Oxford Street and Upper Regent 

ТӘ for Ealing Corporation, consisting of swan necks and centre carriers on 
traction pillars, and on lamp pillars with tank transformer bases. 


80 for the Swansea Corporation, comprising swan neoks, trolley arms, and 
span wire gears. 


The centre-pole gears are Oonverted Lyres.” 


S.M. Electromagnetic Clutch.—The Sosnowicer Iron 
Works have had а 1,200-н.р. clutch on a three-high rolling mill 
running at 350 в.р.м. for 10 months, and have just given a repeat 
order to Messrs. O. E. Lucan» & Co. for a clutch of 1,400 E. p. at 
200 N. P. M. to be fitted to another of their mills. 


Cape Colony.—Messrs. GEORGE FINDLAY & Co., of 
Oape Town, have recently oponas a branch establishment at 
Oudtshoorn, for the supply of electrical and mechanical engineers’ 
requirements. This is in anticipation of the electric light supply 
which is expected to be shortly inaugurated. 


Christmas Boxes.—We have received from the Town 
Clerk of Keighley a copy of a resolution which was by the 
Town Council in August last, as follows:—" That all officers and 
employés of the Corporation be strictly forbidden to accept any 
gift of any description from tradesmen or others supplying goods 
or selling property to, or doing work for, the Corporation. Any 
person who is found to have violated this rule shall, ipso facto, 
forthwith cease to hold his appointment. That a copy of this 
resolution be sent to all persons and firms who now or may here- 
after have an account with the Oorporation in respect of the above 
matters." The Town Clerk notifies that any tradesman or other 
person as aforesaid offending against the above rule will be liable 
to be debarred from entering into any future contract with the 
Corporation. 


Installation Contracts.—Among the installation con- 
tracts which are occupying the attention of Messrs. TREDEGAR 
AND Co., of Westminster, are the following:—Austin Friars, large 
block of offices; St. James’s Street, large block of flats; Spurr 
Street, ditto ; Bt. James's Street, new premises for Messrs. Rumpel- 
mayer; Marina Hotel, Barton; Charterhouse Square, new premises 
for Messrs. J. J. Smith; Norwood car-sheds, London County 
Council; and installations including plant at the following :— 
Alexandra Hospital, Clandon; High Clandon, Guildford; Holly- 
bank, Wootton; Blatchingdon House, Beaford; Crelash, lleath- 
field; Halebourne, Chobham; Ewell Grove, Ewell, &c. 


Carbide Axreement.—According to Afirsrdrh/en, an 
international syndicate has at last been formed to regulate the 
production and sale of calcium carbide, with offices in London and 
Nuremberg, The French and Italian works are not inoluded iu the 
syndicate, but arrangements have been made with the French firms 
for the purpose of preventing competition, 


Burnley.—The electrical work in connection with the 
New Palace Theatre and Hippodrome, erected in Leeds Road, 
Nelson, has been carried out by Мивєвв. J. Batty & Co. of 
Burnley, and the Exzorrican NAME AND NUXSBICAL Brom Co, 
London, has fixed the electrical signs. 


LIGHTING and POWER NOTES. 


Aberdare.—The L.G.B. has sanctioned the borrowing 
of £17,000 by the U.D.C. for the provision of an electricity supply 
and a refuse destructor. 


Ashton-in-Makerfield.—The Park Lane Co-operative 
Bociety has asked the U.D.O. for permission to take a supply of 
electricity from the South Lanos. mway Oo., and, in the event. 
of refusal, that it be given & supply by the Council. The matter 
has been referred to a Committee. 


Aston Manor.—The mains are to be extended at a 


cost of £825, во as to supply the Villa Street and Nursery Road 


districts. 


Australia.—The Sydney (N. S. W.) Council is experiment- 
ing with incandescent and arc lamps, with a view to determining the 
relative cost for street lighting purposes. 

A publicity branch has been formed in connection with the elec- 
tric supply department. 


Barking.—A L.G.B. inquiry was held on November 
24th into the application of the U.D.C. for a loan of £2,500 for 
electricity purposes. The sum was made up as follows: Excess 
expenditure, £745; new plant, £750; transformers, £250; mains 
extensions, £250; house services, £200 ; public lighting extensions, 
£200; meters, £105. There was alight opposition with regard to 
the sum applied for on account of excess expenditure. 


Bexhill.—The Council has ordered 800 Osram lamps 
for street illumination. The working of the new oooling tower 
and the old condenser has resulted in the cost of production being 
reduced to 44d. per unit, or exactly half what it was two years 
ago when Welsh fuel only was used. It is anticipated that still 
better results will bs obtained when the new condenser is at 
work, 


Blackburn.—A “shopping festival,” which concluded 
on Saturday evening, and for which the Oorporation offered special 
terme for the consumption of electricity, resulted in no fewer than 
6,300 equivalent 8-c.P. lamps being specially fixed for the week. 


Bridlington.—The T.C. has received from the L.G.B. 
sanction to a loan of £5,057 for extensions at the electricity works. 


Brighton.—The Lighting Committee has recommended 
the Council to approve of a wiring scheme, under which a firm of 
contractors will provide all the wiring and fixtures free of expense, 
risk or responsibility to the Council, consumers to be charged 1d. 
per unit above the ordinary lighting rate. The extra 1d. under 
the scheme is to go to the contractors for the purchase of the ia- 
stallation by the owner of the premises wired. When the con- 
sumption reaches 240 units per point installed, the fixtures will 
become the property of the owner. 


Burnley.—O wing to the abnormal demand for electri- 
city meters, the loan of £500 sanctioned by the L.G.B. in 1908 to 
cover expenditure on meters for the next threo years, has already 
been overspent. The Electricity Committee, instead of applying 
further to the Board, bas instructed the engineer to debit the cost 
of meters to revenue account until further notice. 


Caerphilly.—The U.D.C. has recently transferred its 
powers under a prov. order to light the district electrically toa 
local company which is, ander the agreement with Council, 
authorised to light the whole of the district, with the exception of 
the Town Ward. Thecompany is proceeding to connect the Aber 
Ward—comprising the mining villages of Abertridwr and 
Senghenydd, with a population of over 20,000—with its system. 


Callan.—The lighting of the workhouse by electricity 
occupied the attention of the Guardians at the last meeting, and a 
Committee has under consideration a scheme formulated by Mr. 
Lamb, of the Munster Electrical Co., who has a scheme in band for 
the electric lighting of the town. 


Canada.—O wing to an accident at the power house of 
the Winnipeg Electrical Co., the electric supply in the city bas 
been cut off, and many factories and elevators have had to cease 
work. The tramways are giving a restricted service. 


France.—The Parisian public must be somewhat tired of 
the joking propensities of M. Pataud, secretary of the Electricians’ 
Union. 

It is reported that on the occasion of the visit of the King of 
Portugal to the Opera on November 30th, 15 minutes before the 
commencement of the performance, the stage electriciang received 
notice to strike unless their pay war increased to tbe same level e 
the stage handa, 
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Under the circumstances the managers of the Opera wisely Ls ines 
to sign а “ contract," but as the men are employés of the son 
Oo., and not of the Opera, 16 will be evident that the so-called 
contract is void. 


Dablin.— The L. G. B. has sanctioned several amounts of 
of the loan of £253,428 asked for by the Oorporation for various 
e edge in the Irish capital and suburbs. These amounts 
include £75,000 for electrical extension— that is, £34,210 for new 
works and £40,790 for work already completed. 


Fife.—The first of the four 300-H.P. suction gas engines 
at the Rosyth naval base has been set in motion, and portions of 
the outworks are now lighted by electricity. When the power 
station and the engínes are completed, comparatively little steam 
power will be used. 


Haslingden.—At the Council meeting on November 
25th, it was stated that the provisional order for the supply of elec- 
tricity by the Corporation expires at the end of next February, and 
that as it has several times been renewed the B. of T. now inti- 
mates that it will not renew it beyond the date of expiry, unless it is 
shown that it is being utilised. In these eircumstances the Cor- 
poration is making inquiries with a viéw to ascertaining if a 
reasonable number of people will take current for lighting or 
power. | 


Lomdon.—MaRYLEBONE.—In order to push the sale of 
apparatus having 100 per cent. load factor, the Council ha“ 
approved of a tariff of 1d. per unit on same. The general manage” 
of the electricity undertaking has been authorised by his Com" 
mittee to expend £60 during the ensuing year ij ^ue literature pro- 
duced by the Associated Municipal Electrical Engineers (Greater 
London) through their Publicity Committee. It is explained that 
thisis not & subsidy, as the literature would be produced by the 
department in any case, but at a greater cost and at much greater 
trouble. The General Purposes Committee has agreed to have new 
fittings and additional wiring at the Town Hall; also electric 
radiators in the positions where gas stoves are now. Last year’s 
account for electricity and gas amounted to £157, of which £30 
was fo» gas. Tbe cost under the new scheme will be £167, of 
which £24 will be for electric hesting. For the small additional 
cost, the candle-power of the lighting will be increased nearly 
24 times. The cost of the installation is estimated at £137. 

HonxsEy.—The Council bas decided that the rates for energy to 
be charged for motors used for the purpose of driving gas com- 
ртезвеге be in each quarter 13s. 4d. up to 20 units, and for each 
unit over 20 unite, 6d. In the case of Therol heaters the charge 
{от a 200- watt heater is to be 7 guineas per annum, and pro rata 
for other sizes, provided tbe current is used for the purpose of the 
heaters only. | 

HaAMPSTEAD.—With a view to encouraging the use of electricity 
for heating and power purposes in private houses, the Lighting 
Committee has been authorised to enter into agreements with 
occupiers on a basis of £8 бв. per Kw. per annum (payable in 
advance) for the maximum demand required for lighting houses 
throughout with electric light, together with ld. per unit for all 
current supply, for whatever purpose it may be required. | 

Mansfield.—The T.C. has decided to give an abatement 
of 10 per cent. to consumers of electricity through alot meters. The 


mains are to be extended at а cost of £250, in order to snpply 
energy to the new rescue station in York Street, Mansfield Wood- 


house. 
Merthyr Tydfil.—In spite of the refusal of the L. G. B. 
to assent to the proposal of the B.G. to substitute electricity for 


gas for lighting the workhouse, the Gaardians have decided to have 


included in all fatare specifications for new buildings the wiring of 
the same for electric lighting. 

Middlesbrough.—The T.C. is seeking powers to deal in 
and to let ont on hire electrical fittings and apparatas. 

St. Austell.—The U. D. C. has accepted the tender of the 
Electricity Oo. for public lighting for three years. The tender was 
£179 4s. 6d. per annum against £269 for gas. 

Sheffield.—The T.C. has decided to apply for a prov. 
order for electric lighting for the parish of Tinsley. 


Spalding.—The B. of T. has revoked the 1905 prov. 
order. 

Tipperary.—The Board of Guardians has had under 
consideration the lighting of the workhouse by electricity, Mr. L. J. 
Lawless, M. I. E. E., Dublin, having been engaged to prepare a 
scheme, | 

Trowbridge.— The B. of T. has revoked the Trowbridge 
Urban, Bradford-on-Avon Urban and Rural order of 1904. 


Widnes.—The T.C. is seeking a prov. order to alter and 
amend the orders of 1901 and 1904. A new compulsory area of 
supply is scheduled, and power is sought to supply in bulk both 
inside and outeide the borough, and to lease the powers to the 
Salt Union, Ltd., or any other company. 

Wimbledon.—A charge of 2d. per unit is to be made for 
energy supplied to tradesmen for the purposes of Christmas deco- 
rations, provided their premises are wholly lighted by electricity 
supplied by the В.О, | 

Wolverhampten.—A L.G.B, inquiry was held on 
Friday, last week, into aa application by the Oorporation for 
senotiog to borrow £10,000 for the purposes of tha electricity under 


taking. Mr. O. E. O. Shawfield, the Oorporation’s electrical 
engineer, remarked that advantage was being taken of electricity as 
a motive power, and added that the profit per unit on the output 
was one-tenth of a penny. The Inspector observed that this was a 
small profit, and did not admit of a reduction in price without 
putting the Oorporation on the wrong side. Mr. Shawfield replied 
that if undertaking was run by a company, they would, after . 
setting aside a sufficient sum for depreciation, be able to pay a 

dividend of 6 per cent. ; and very few electric lighting companies 
in the country were so sound as the Wolverhampton Corporation’s 
undertaking. At the Inspector's suggestion, it was decided to 
increase the loan applied for to £15,000, and the town clerk said 
the necessary resolutions to this effect should come before the 
Council meeting in December, Details ofthe proposed expenditure 
were given, after which the inquiry closed. - 


TRAMWAY and RAILWAY NOTES. 


Australia.—The report on the working of the N.S.W. 
Government Railways and Tramwsys for the quarter ended 
September 30th last, shows that 155 miles of tramways are open, 
5,157,600 car-miles were ran and 46,745,626 passengers were 
carried. The revenue amounted to 1s.02d., and the expenses to 
102d. per car-mile. 


Blackpool-Fleetwood.—The appeal of the Blackpool 
and Fleetwood Tramroad Oo. againet the Fleetwood U.D.O. and 
Improvement Commissioners as to the rating of the company's 
track as a tramway instead of a railway, has been dismissed at the 
Preston Sessions. The Oourt consented to state a case. 


B. E. T. Tramways.—An innovation in the form of a new 
system of fare collecting is to be introduced on the tramway 
systems controlled by the British Elettrical Federation, in the New 
Year. The idea is to replace the present method of overlapping 
stages by a system under which the route is divided up into equal 
14. sections, which will be indicated to the passenger by painting 
black or white bandsround the poles and numbering them according 
to the section. The tickets will be printed with alternate dark and 
light sections numbered to correspond with the route sections, and 
iu different coiours to distinguish the denominations. The minimum 
fare is to remain 1d., and on many routes the long-distance fares 
will be on the basis of more than four sections for 1d. In order to 
get over the difficulty introduced by the use of the 1d., it is proposed 
to issue books of 2d. tickets. 


Burnley.—The covered-top cars have proved so success- 
fal that the Corporation is to have others converted. The covered 
cars are almost a ton heavier, but the new truck provided for them 
has been responsible for a reduction in the energy consumed by the 
cars. ; 
In proceeding from Rosegrove to Burnley, an electric tramcar 
on November 25th failed to take the points properly. The front 
bogie took the wrong points but the back one took the right ones, 
with the result that the car swung practically across the street. 
The rear portion of the car struck a brewer's dray, and both tramcar 
and lorry were damaged. 

Continental Notes.—SwITZERLAND.—Plans are being 
prepared in respect of a projected electric tramway between Basle, 


St. Jacob, Liestal and Sissach. 


GznMANY.—An electrical motor - hearse has recently been put in 
service at Stahnsdorf, near Berlin. 


Dub)in.—A deputation recently waited on the directors 
of the Dablin United Tramways Co., with a view to inducing the 
company to extend its system into Blanchardstown, Castleknock 
and Cabra. 


Edinburgh .—The Corporation Tramway Committee has 
sent to a sub-committee for consideration two schemes for electric 
tramways to Queensferry. The latest proposal was submitted from 
& company, for which Messrs. Deas & Co. are agents. The route is 
from Queensferry Street via Belford Bridge. 


Ilford.—At the last meeting of the District Council the 
Tramways Committee recommended that thenew tramway manager's 
commencing salary be £300 per annum, rising by annual increments 
of £25 to £400. Oouncillor Sheat said that they proposed to 
appoint an electrical engineer with workshop training. He would 
have to be a good manager and organiser. Oouncillor Stroud said 
that at present they had no expert engineer to answer questions at, 
вау, a Board of Trade inquiry after а bad accident. The recom- 
mendation was carried. 


Liverpool.—Authority has been granted by the 
Electricity and Tramways Committee for the building of an 
experimental tramcar capable of providing 20 per cent. more inside 
accommodation than is available in the present class of car. The 
new car isto be built at the Corporatioo's Lambeth Road works, 
and it is hoped thereby to mitigate the inconvenience of “ strap 
bolders." 

London.— Parliamentary notice has been given of a Bill 
for the construction of an electric railway linking up the District 
terminus at Wimbledon with Sutton, and passing through Merton, 
Morden, Carshalton and Cheam, The Button terminus will be in 
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the Brighton Co.’s station, with a view to providing for interchange 

of traffic. The Brighton Oo.’s train connection between Sutton and 

Wimbledon is notoriously bad, alow trains requiring 72 minutes 

for the 5-mile journey. | , | 
L.C.C.—The proposals in regard to through-running between 

Aldgate and the East and West Ham and Leyton Counoils' systems, 

„ referred to in our last issue, have, been adopted by 
е .C. 


Newcastle-on-Tyne.—At a meeting of the Tramways. 


Committee on November 25th a letter was read from the B. of T. 
suggesting that a conciliation board should be formed on lines 
similar to those adopted by the L.O.C. for the purpose of dealing 
with the grievances of the employés. The Committee did not 
adopt the suggestion, as it considered that the men's grievances 
were not of so serious a nature as to necessitate the formation of 
such a board. A large number of the men have decided to with- 
draw their labour if their complaints are not remedied, but the 


actual decision to strike is held in abeyance. с 


Portsmouth-Hayling.—The Light Railway Co. has 
applied to the Light Railway Commissioners for an order to revive 
and extend the period limited by the order of 1905. 


TELEGRAPH and TELEPHONE NOTES. 


American Combine.—It is rumoured that the amount 
of shares acquired by the American Telegraph and Telephone Co. 
in the business of the Western Union Telegraph Oo., was 4 to 5 
millions sterling, out of the 20 millions stock of the latter, probably 
with voting rights on an additional amount. 


Cable Repairs.—Jamaica-Porto Rico, repaired Novem- 


ber 25th; Paramaribo-Oayenne and Oayenne-Salinas, repaired 
November 29th. 


Canadian Telegraph Rates.—The Board of Railway 
Commissioners has peremptorily forbidden the Canadian telegraph 
companies to put in force the new rule respecting code words, 
mentioned in our last issue. 


Extension of Patent.—Notice is given in the London 
Gazette that Mr. Marconi intends to apply for the extension of 
Letters Patent No. 12,039, of 1896, on January 15th, 1910; notices 
of opposition to the application must be lodged in the Chancery 


ae of the High Court of Justice on or before January 14th, 
910. 


Nottingham.—In view of a proposed transfer of the 
headquarters of the North Midland District engineering staff to 
other centres, a deputation recently waited on the Postmaster- 
General, who, it was understood, decided to remove the clerical staff 
only, leaving the whole of the electrical engineering staff and 
workshops at Nottingham. It turns out, however, that this was a 
mistake, and only the eectional staff will remain. 


South Africa.—The Natal Government is placing an 
order with the Marconi Oo. for the establishment of а station at 
Durban, with a range of 350 miles. It is proposed that stations 
should be erected on the Cape coast at Saldanha Bay, Cape Agulhas 
and Port Elizabeth. Steamers equipped with the system will be 


in communication with land two days before they reach Cape Town 
or Durban. | 


Tarkey.—Reuter announces that the Commission charged 
with the examination of the tenders for the establishment of a tele- 
phone system in Constantinople has pronounced in favour of the 
Anglo-Franco-American group, composed of gentlemen connected 
with the National Telephone Co., Ltd., and the British Insulated and 
Helsby Cables, Ltd., both of London; the Western Electric Co., of 
Chicago; and the French Thomson-Houston Co. The choice of the 
Commissioners is subject to the approval of the Minister of Finance, 
but that is considered to be certain. 


Wireless Telegraphy. — According to an American 
Consular report, the Russian Government has decided to send an 
official of the Telegraph Department to the United States, for the 
purpose of making arrangements with some American wireless 
company so that communication may be established between the 
United States and the wireless station to be built at Kamchatka, 

It is reported that the Marconi Co., in return for a licence to 
erect & station at Johannesburg, offers to compete with the cable 
companies by accepting messages at 18. a word, instead of the 
present 28. 6d. rate. A 20-years' licence is asked for, and the 
Marconi directors are prepared to insert a clause in the contract 
to the effect that the station shall become Government property 
at the end of that period. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberaman.— Year's supply of colliery stores, for Powell 
Duffryn Colliery Co.  F. Hanford, secretary, 101, Leadenhall 
Street, London, E.C. 


Aberdeen.—The Corporation Electricity Department 
invites tenders for the supply of ironmongery, brass, lead and tin 
work, wrought-iron tubes and fittings and other stores. J. A. Bell, 
electrical engineer, Millburn Street. . 


Australia.—MELBOURNE.— December 6th. 230 ac 
and 160 p.c. electricity meters for the Council Bee “ Official 
Notices " November 19th. | 

MzLBOURNE.—December 8th. 4,508 yards of single-conductor 
lead-covered cable, and 1,500 yards three-core lead-covered cable. 
See Official Notices November 26th. 

ML BOURN E. December 13th. 60,750 incandescent lamps for 
the Oity Council Вее “ Official Notices " November 26th. 

MzLBOURNZ.—Jan 5th. One feed-water oil eliminator for 
the City Council See Official Notices" November 19th. 

MELBOUBNE.—Febrnary 22nd, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydney, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles, 

March 16th, 1910.—A branching multiple magneto switchboard 
for the P.M.G., for Canterbury, Victoria. Commonwealth Offices 
in London, 72, Victoria Street, B. W. : 

PRRTH.— December 14th. Battery material, telegraph instruments, 
telephone switchboards, lead-covered cable, and measuring instru- 
ments for the P.M.G., Perth. Apply Commonwealth Offices, 72, 
Victoria Street, S. W. Time is short. 


Belgium.—December 31st. The municipal authorities 
of Japille are inviting tenders for the concession for the lighting of 
the little town by gas or electricity. . 

January S1st.—The municipal authorities of Waremme ате 
inviting projects for the establishment of a central electric station 
in the town. 


Cape Town.—January 5th. The Corporation кш 
tenders for the supply of motors for the year 1910. 
motors are in connection with the hire-purchase system commenced 
by the Corporation two years ago. Tenders to City Hall, Cape 
Town. 


Durham. December 13th. Stores, including electric 
fittings, for the Trimdon Grange Colliery Oo. (Walter Soott, Lied.), 
arham. 


Eccles.—E. L. fittings for Beech Street Schools, for the 
Borough Education Committee. : 


Edinburgh.—December 6th. Electric lighting installa- 
tion at the refreshment rooms, blood-treating house, &c., in connec- 
tion with the Corporation’s new slaughterhouses at Gorgie. F. А. 
Newington, electrical engineer. Deposit £1 1s. 


Govan.—December 13th. "Turbo-alternator, rotary con- 
vertera, and high-tension switchboard for the Electricity Committee. 


Bee ' Official Notices" to-day. 


India, — Lucxnow.—December 31st. The Municipal 
Board invites proposals for the supply of electrical energy, coal ot 
oil gas. See this column for October 29th, and an ole in our 
issue of November 19th. 


London.—STEPNEY.—The Council is about to invite 
tenders for a complete system of coal and ash handling plant, con- 
sisting of riverside electric crane and grab, weighing hopper, gravity 
bucket or telpher type of conveyor, and auxiliary plant. Pending 
the carrying out of this work, an electric hoist, at £62, is to be 
obtained from Lambie, Wrigley & Oo., for the removal of ashes 
from the basement at Blyth’s Wharf. 

SourHwakk.—38-instrument central-battery telephone installa- 
tion at East Dulwich Grove Infirmary for the Guardians, See 
“ Official Notices” to-day. 

L.C.C. December 14th and 15th. Overhead electrical equipment 
for the construction on the four-wire system of electric traction 
from Woolwich to Eltham. Electric light and bell wiring and 
fitting for the Poplar Divisonal offices for the L. C. 0. See Oficial 
Notices" to-day. 


Llw yaypia.—December 10th. Electrical accessories and 
fittings for six months, for the Cambrian Collieries, Ltd., Glamorgan 
Coal Co., Ltd., and the Naval СсШегу Oo., Ltd.; General Offices, 
Liwynypia, Pontypridd. | 


Manchester.—December 13th. Wiring and complete 
E.L. installation (about 700 lights), at Harpurhey Baths; City 
Architect, Town Hall, Manchester, (Returnable deposit, £2 2s.) 


Middleton.—December 7th. Coal for the Corporation 
electricity worka; Mr. 8. Pauls, electrical engineer. 
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Poplar.— December 8th. Electric fan and fittings for 
the Workhouse Laundry. See “Offcial Notices" N ovember 26th. 


Prussia.— December 7th. The Prussian State Railway 
authorities at Dortmund are inviting tenders for the supply of two 
electrically-operated coal-loading cranes. 


Roumanisa.—December 10th. The municipal authorities 
of Bucharest are invitiog tenders for the establishment of a central 
power station for the supply of the current required for the electric 
tramways aod for electric lighting purposes on the outekirts of 
Bucharest, as also for the establishment of a sub-station in the 
centre of the town. 


Russia.—March 14th, 1910. The municipal authorities of 
Samarkand are inviting tenders for the concession for the con- 
struction and working of eight kilometres of electric tramways in 
the town. - 


Spain.—December 10th. The municipal authorities of 
Tabernas (Province of Almeria) are inviting tenders for the con- 
cession for the electric lighting of the town during a period of 10 


ears. 
й Thé Direccion de Telegrafos has been authorised to acquire 400 
kilogrammes of covered wire, 20 metres of type B cable, and 4,000 
metres of aerial telephone cable, with 28 conduotors. 
December 15th.— Urban telephone system of Gijon for 15 years. 
Deposit £110. Local representation. Faller information in Board 
of Trade Journal, 


ES 


OLOSED. 
Algeria.—The Post and Telegraph authorities in Algiers 


bave just given out contracts as follows :— 


Le Soci'té des Trefileries et Laminoirs du Havre.—10 tons of galvanised 
iron wire З inm. dia., at 810 fr. per ton, and 150 tons ditto 4 mm. dia., at 
800 fr. per ton. 

La Compagnie d' Electricité, of Paris. —Fifty tons of copper wire 23 mm. dia., 
80 tons ditto 3 mm. dia., 55 tons ditto 8 min. dia., and 80 tons ditto 4 mm. 
dis., at 2,150 fr. per ton. 


` Bolton.— The Electricity Committee has accepted the 
tender of the British Insulated and Helsby Cables, Ltd., for the 
purchase of scrap copper, and that of Mesers. W. Hamer & Оо. for 
the purchase of scrap bra's, scrap lead and burnt iron. 


Burnley.— The E.C. has accepted the tender of the British 
Insulated and Helsby Cables, Ltd., for the supply of 450 yards of 
25 sq. in. cable and 900 yards of 5 sq. in. cable for £454. 


Canada.—TonoNTo.—Another example of what British 
firms are doing in Canada, is the placing of the order by the city of 
Toronto, for four pumps each to deliver 13,500,000 gals, and four 


each to deliver 16,000,000 gals. in 24 hours, with Jens Orten Bo ving | 


and Oo., of London, E.C. The pumpe will be somewhat similar in 
desiga to the two pumps each to deliver 100,000 gals. per minute, 
which this firm are supplying to the Alexandra Docks, Newport, 
(Mon.). In the design of these large unite, Messrs. Boving & Оо. 
derive useful information and practice from their work in connection 
with water turbines. It will be remembered that another of their 
resent orders for Oanada was for five turbines each of 5,300 E., 
and two of 450 н.р. for the city of Winnipeg. 


Contracts for a new power plant were given out at Bracebridge, - 


Ont., a few days ago. The construction of the general works of the 
hydro-electric development of Wilson’s Falls, Maskaka River, 
consisting of dams, coffer dams, rock excavation, concrete walls, 
foundations, &c., was awarded to Canadian Contracts Co, Ltd., 
Toronto, for 319,341; hydraulic machinery, including 1,10Q-H.P. 
turbine, 35-H.P. turbine, governor penstock, to Wm. Kennedy and 
Sons, Owen Soand, Ont., at 33,100 ; for the electrical machinery, 
including generator, exciter, switchboard, &», the Oanadien 
General Electric Oo., Toronto, 35,724. There were a large number 
of tenderers in each of the three classes. At Ottawa the contract 
for the 10-circuit repeater switchboard aud storage battery was 
awarded to the Northern Electric Co., of Montreal, for 38,497. 


Dundee.—Messrs. Thermit, Ltd., have received an order 
for one of their complete rail grinding outfits for the Corporation 
Tramways. 


East London (South Africa).—Measrsa. Thermit, Ltd., 
have received an order for the necessary material and appliances 
for the welding of 500 joints in connection with the extenbion of 
the tramways, also for one of their rail grinders (Mattinson’s 
patent). 


Falkirk.—The offer of Mr. Cuthberton, Falkirk (£136), 
has been accepted for the electric light installation in the Falkirk 
High School extensione. 


Hull.—The tender of Messrs. A. Bannister & Co. for the 
supply of coal was accepted by the E.L. Committee, at 8s. 3d. per 
ton. This, it was pointed out, was an increase of 2d. a ton on last 
year’s price. Mr. Lofthouse remarked that it would make a differ- 
ence of about £300 a yeartothe committee. The engineer com- 
mented that the price of slacks would continue to gu up until people 
went back to hard coal. A considerable quantity of slacks was 
being exported for manufactaring purposes. 


London.—ApwrRnaLTY.—The Electrical Apparatus Co., 
Ltd., has secured the Admiralty contract for Admiralty pattern 
No. 624 enclosed fuses, up to December, 1911. This ie in addition 
to contracts for other fuses placed with the firm by the Admiralty 
two months ago. | 


BSraPNxY.— The В.О. Electricity Department is purchasing 50 tons 


of moulded pitch from Messrs. Orow & Sons for £75. . 
L.C.C.— The Fire Brigade Committee received tenders as follows 
for the electric wiring and fitting of two fire stations :— 
W^eTERILOO RoAD RTATION. _ 
Д. E, Taylor & Co. .. es se ee (accepted) 2200. 
W. J. Fryor & Co. oe ee ee oe ae ee oe 922. 
Tilley Bros, .. ee ©» as x ex ia i. 928. 
W. Leonard & Со... KG ae T x E Жл 240. 
CAMBERWELL NEW Коло STATION. 


John Barker & Co., L tt. si i „ (&ocepted) £140. 
W.J. Fryer & Co, ae oe eo ee ee eo ee 168. 
Pinching & Walton ae ee ое ө ae ee | ee 176. 


Мавугтевоке. — Тһе B.C. has accepted the following tenders :— 


Lea Recorder Co.—One Lea recorder, £70. 
Crompton & Co.—One Crompton direct-current converter, 2195. 


Salford.—The T.C. has accepted the tender of Messrs. 
Bertram Thomas (Manchester) to supply and fit electric bells at 
Beedley Baths for £50 10s. . 


Shanghai.—The lamp contract mentioned last week was 
only part of that given out by the n Municipal Council. 
The agents of the General Electric Co., Ltd., in Shanghai, secared 
the order for 11,625 Oaram and 4,850 Robertson lamps. 


Sydney (V.S. W.).—Following the discussion in Sydney 
as to the type of turbines to install for the extensions, the final 
selection has fallen on Willans & Robinson turbines, and on Dick- 
Kerr alternators, at £44,547. Two units of 4,000 Kw. each, running 
at 750 B. P. M., are to be installed. The prices included a 400-xw. 
unit in addition to the two 4,000-x w. units. 


Wallasey.—The contract secured by Messrs. Imeson, 
Finch & Co., Ltd., to which we have already briefly alluded, is for 
the supply of material in connection with the Council's tramway 
extension of 34 miles. It includes the supply of 326 poles, 73 miles 
of trolley wire, and the necessary crossings, bonds, ears, &». 


Walthamstow.—The U.D.O. has accepted the following 
tenders for coal for the electricity undertaking : — 


Rickett, Smith & Co,—750 tons of Ammanford coal, at £1 per ton. 
A. Blackmore & Co.—750 tons of Yniscedwyn coal, at £1 0s. 6d. per ton. 


FORTHCOMING EVENTS. 


institution of Electrical Engineers (Glasgow Students’ Seotion). —Friday, December 
8rd. At the Technical College, Glasgow, Discussion оп “ The Training of 
an Electrical Eagineer," led by Messrs. F. A. M’Gowan and G. G. Cree. 


institution of Electrical Engineers (Masohecter Students’ Section). — Tuesday, 
December "tn. At 7.80 pm, At the Municipal School of Technology, 
Manchester. Paper on Electric Cranes,” by Mr. A. L. Hawes. 


Institution of Civil Eugineers.-- Tuesday, December Tth. At 8 p.m. Paper on 
“ Macine Propulsion by Electric Motors,“ by Mr. H. A. Mavor. 


Aesselation of Enginoers-In-Clarge.— Wednesdey, December 8th. At 7.80 p.m. 
At St Bride's Institute, E.C. Paper on Recent Developments in Impulse 
Steam Turbines,” by Messrs. K. Andersson and E. Meden. 

Baturday, December lith. At 1.80 p.m. Visit to the Woolwich works 
of Messrs. Siemens Bros. & Co., Ltd. 


justitation of Electrical Eegineers (London). — Wednesday, December 8th. At 
7.80 p.m. At the Hotet Cecil. Annual dinner. f 

Thursday, December 9th. At 8 p.m. At the Institution of Civil 

Engineers. Paper, ‘‘ Notes on Methods and Practice in the German 
Electrical Industry,“ by Messrs. L. J. Lepine and A. R. Stelling. 


Phyeleal Sooloty. — Friday, December 10th. At8p.m. Annual exhibition, 


THE ELEOTRIOAL ENGINEERS 
(LONDON DIVISION). 


THE following orders are issued :— 


Commanding Officer—Cor. R. E. B. Crompron, O.B, 
Monday, December 6th.—'' A Company, Technical drill, 6.30 to 9.80 p.m, 
Tuesday, December Tth.—'* B” Company, Technical drill, 6.30 to 9.80 p.m. 
Wednesday, December 8th.—Gymnasium, 6.80 to 9.80 p.m. 
Thursday, December 9th.—'' O'" Company, Technical drill, 6.30 to 9.90 p.m. 
Friday, December 10th.—“ D' Company. Technical drill, 6.80 to 9.30 p.m. 


Baturday, December l1th.—'* C" Company. Week-end run at Coalhouse 
Fort. Parade ut Fenchurch Street Station, З p.m. Dress: Service dress 
with putties ; belt, frog and arms; knife, fork, and toilet requisites will 
be carried in haversack ; great coat will be worn overall. Tickets will be 
issued at the railway station by C.S. М, Paris. 


(Signed) P, H. CAMPBELL Capt. R.E. and Adjutant, 
For О.С. E E., L. D. 


— — —-— | 
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NOTES. 


National Electrical Manufacturers’ Association 
1 next Committee meeting of this Associa- 
tion will be held at Balfour House, Finsbury Pavement, E. O., on 
Tuesday, Décember 14th, at 2.30 p.m. 


Concert.—A smoking concert was held on Wednesday 
last week to celebrate ‘the fifth anniversary of the inauguration of 
the Smethwick Electricity Supply. It was hell by the staff of 
the Smethwick and Oldbury Electric Light and Power Supply. A 
number of power-users in the area were represented, and Mr. Reilly 
(Munts's Metal Co.) occupied the chair. During the interval the 
chairman proposed '' Success to the Smethwick and Oldbury Elec- 
tric Light and Power Supply." He mentioned that they started 
at the power station five years ago that day with one consumer, 
and they supplied 900 units; on the day of the concert they had 
300 consumers, to whom they had supplied 31,000 unite. He hoped 
that next year theit consumers would be largely increased, and 
that they would sent out 60,000 unita daily. Mr. R. W. Cramp, 
the general manager, in responding, said that in view of the 
DM increase, they were preparing to nearly double their 
P 


Electrical Football League.—The second annual con- 
cert and distribution of trophies and medals takes place on Satur- 
day, December 116, at Brook Green Works. Hammersmith, by 
kind permission of the directors of Messrs. Robertson Electric 


Lampe, Ltd. We are informed that an excellent programme is 
being arranged. 


Inquiries.—Correspondents wish to know where resist- 
ance wire of nickel-chromium can be obtained, and the composition 
of alundum; the makers of Gilsonite asphalt; makers of wire 
frames for silk shades; makers of appliance for measuring current 
density in different parts of a secondary cell. 


Parliamentary. — Royat AssENT.—Last week the 
Royal Assent was given to the Electric Lighting Act, 1909, and to 
the Colinton Tramways Order Confirmation Act. 

ErzorRitO0 BSranRcHLIGHT Carsons.—Mr. Oarlile asked Mr. 
McKenna, the First Lord of the Admiralty, on Wednesday whether 
the Admiralty purchased the greater part of the carbon for the 
electric searchlights of warships from Germany, and whether, in 
the event of the foreign supply not being available, manufacturers 
in this country would be able to meet a sudden demand. Mr. 
McKenna said the answer to the first part of the question was in 
the negative. The whole of the carbons purchated by the 
Admiralty for the searchlights of H.M. ships were made in this 


country. The answer to the second part of the question was in the 
affirmative. 


~ 
The Japan-British Exhibition.—We have already 
done our utmost to impress upon British manufacturers the import- 
ance of their devoting very serious attention to the opportanity 
that will be afforded them next year of bringing their names and 
their products under the notice of the many Japanese and other 
foreign visitors who are expected at the Auglo-Japanese Exhibition 
at Bhepherd's Bush. The importance of the event commercially has 
already been recognised by sich firme as Messrs. Armstrong, 
Whitworth & Oo. Mesers. Vickers, Sons & Maxim, Messrs. Platt 
Bros. & Oo., and many others who have booked large allotments of 
space at the exhibition. It ie hoped that there will be a good 
response from electrical and allied engineering firms who 
desire to promote new business relations on their own behalf, 
and in the interests of the entire industry to co-operate 
ia making the demonstration a thoroughly  representa- 
tive one of British machinery and apparatus. Ia the 
Machinery Hall the exhibits are to be purely British. For years 
Japan has bought very largely of our mechanical products. Ia 
all other portions of tbe buildings at the Great White City, in 
1910, араа will be demonstrating her commercial and intellectual 
rogress, as well as her naval and military achievemente. As Count 
Matau, Councillor of the Japanese Legation in London, has publicly 
declared: Naturally, we shall try to invite your attention to some 
of our products, as yet unfamiliar to you, а knowledge of which may 
be to your interest and advantage, and if possible, to give an impetus 
to our exports to Great Britain, which are less than a quarter of 
your exports to us, and only one-fifth of our exports to the United 
Btates. Moreover, in doiog this, we have the satisfaction of not 
competing with your home industries, seeing that the principal 
items of cur exports to you—various species of rice, silk, copper, 
&c,—are articles which do not interfere with your own productions. 
We are not concerned with our exports alone, but with the other 
side of our trade with you." 


Iastitution aud Lecture Notes.—KInG’s COLLEGE 
ENGINEERING Society. —The sixteenth annual dinner of the King's 
College Engineering Society took place on Saturday night at the 
Trocadero Restaurant ; Prof. Capper occupied the chair, and the 
guest of the evening was Dr. Fleming, of Univeraity College. 

Institution Or MuNiciPAL ENGINKEHS.— Tae roll of the Insti- 
tution now stands at 611 members aud 92 students, making a total 
of 733. 


The Contract Demand" System.—The following 
letter has come to band as we go to press: — 


"Т gather from youe leader in this week's Review that the 
limiter system of charging for electric light is somewhat of a novelty 


in the old country, at which I am surprised, as it bas been exten. 
sively used on the Oontinent for many years past. I venture to 
think, therefore, that the following information may be of interest 
to those who contemplate its introduction. Here, electric light is 
essentially the poor man's light; aud no doubt this is partly due to 
the à forfait (contract) system of charging. Daring the last six 
months we have in this town connected 59 new installations of less 
than 10 (equivalent) 8 с.р, lamps apiece, and of these 10 have one 
8-0. p. lamp only. 

" Our charge per 8-c.P. lamp is 18. per month for shops using the 
light till 10 p.m., and 1s. 51. per month for all-night use. Apart- 
ments are only accepted at the all-night rate, as in their case 
control is difficult. 

" Without a contract system it would be impossible to cater for 
these single-light consumers, because even with a 3-ampere meter 
(for which we charge 5d. per month) the rental would increase the 
cost of the light by 40 per cent., while the cost of consum;tion, if 
paid by unit, would probably largely exceed the contract prion, as 
most of these small installations аге long-hour consumers. 

“Then the saving in capital expenditure is no small advantage— 
the cost of a limiter being 74. or 88., as against 37s, for a meter— 
while there is no expense in meter reading. 

" Many companies, in addition to the limiter, have all the 
lamps sealed into special holders, the lamps having a different 
size of socket for each candle-power; but these are uno 
complications as a good limiter can be depended on to~cut outs 
10-0.P. lamp, if set for an 8.c.P. The type of limiter which we 
use now exclusively, acts also as an automatic switch in case of a 
short circuit, thus saving the expense of a fuse. 

"I shall be interested to read Messrs. Handcock and Dykee's 
paper. . 


" Вап Remo, Italy. 
% November 29th, 1909." 


The limiter system is not new in this country, but has been very 
little used here. The prices obtained by Mr. Brodie would make 
our station engineers very happy ; clearly, he has not to compete 
with gas at 2s. 2d. ! dm 


“W, A. Baoprs, M. I. E. E. 


New Company.— As we go to press the Electrical Co., 
Ltd., inform us that the A. E. G. have disposed of their installation 
and consumers’ business to а new company called A. B. G. Electric 
Oo., Ltd., and that from January lst the Electrical Oo., Ltd, 
business will again be strictly wholesale, aud they will confine 
themselves to the electrical trade exclusively, dealing only with 
electrical contractors, electric supply companies and electrical 
wholesale houses. ll other business, including installation busi- 
ness, has been transferred to the A.E.G. Electric Co., Ltd. 


Appointments Vacant.— Electrical fitter for H.M. 
Dockyard, Sheerness (34s.). Junior shift engineer for Bexley tram 
ways department (27s. 6d.). Switchboard attendant for E:cles 
electricity works (24s ).—S:e our advertisement pages. 


Manchester Esgineering Exhibition.—The Inter- 
national Trade Exhibitions, Ltd., ask us to state that there is no 
foundation whatsoever for the ramour that the General Engineer- 
ing Exhibition, of which they were appointed organisers at a meet- 
ing held some months ago, has been abandoned. The Exhibition 
will take place in the spring of 1911 in Manchester, and will last 
for six weeks. A special building will be erected early next year, 
which will be more than double the size of any existing Manchester 
building. Exhibitors will participate in the profits. Тое organisers 
will send out particulars early next year. 


European Water Powers.— The Elektrolechnische 
Zcitung has made a partial estimate of the hydraulic power of the 
various European countries. According to it the horse-powers at 
the turbines available for nine months of the year аге as follows :— 


In the United Kingd 963,000 
Germany dus T 1,435,900 
Switzerland 5% vs а .. 1,500,000 
Italy ... uis ius i ses ee» 5,500,000 
. France... А "€ iux T . . 5,857,000 
Austria 6,460,000 
Sweden 6,750,000 


Norway n n - ii .. 37,900,000 
Spain's position is not indicated, but it is probably between those of 
Italy and Switzerland. The horse-power of the United States и 
estimated at 150 millicns. ё 


Electric Power in Tasmania.— .\ddressing the mem- 
bers of the Royal Colonial Institute on Tuesday last week on “ Tbe 
Resources and Future of Tasmania," the Hon. J. McCall (Agent 
General) said that the vast water power available, which at present 
is only used in connection with the electric lighting scheme for the 
City of Launceston and a few minor works, promised to add grest 
wealth to the country. There was a Bill before the State Parlia- 
ment at the present moment to confer upon a company tbe right to 
harness the waters of a river into which the surplus water of threeof 
the mountain lakes was to flow, to generate electricity for use ш 
the treatment of complex ores and for other purposes. N 
Rahbek, who was specially employed by the Government to in 
vestigate and report on the water power of the State, reported that 
from these particular mountain lakes there could be obtained 82,000 
actual horse-power. There was nothing to stand ia the way of 
Tasmania’s becoming a great шша centre, with her cheap 
power and healtby conditions for the people to work uade, 
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Unemployed Plant.—Mr. I. J. Watson has drawn the 
attention of the Financial News to the large amount of unemployed 
plant installed in electric central stations. No less than 37 per 
cent. of the plant is "spare," the difference between the total 
capacity and the maximum demand being 293,000 kw., valaed at 
£06,000.000. Undoubtedly the method of the future, says the 
journal, is to link up our town generating etations, and so avoid the 
necessity for multiplying spare plant. Mr. Watson takes a district 
surrounding Manchester as an example, and shows how, by merely 
joining mains, an additional 25,000 xw. could be undertaken 
without purchasing any new generating plant. 


OUR PERSONAL COLUMN. 


Phe Editors invite electrical whether connected with the 
technical or the commercial of the profession and industry, 
also electric tramway and railway officials, io keep readers of the 
N. nora Ruvisw posted as to their movements, 


Central Station Officials.—Mr. W. S. HiND, of the 
sales department of the Marylebone undertaking, has been 
appointed assistant sales manager, at £4 per werk without 
commission. 

The Electricity Oommittee of the West Bromwich T. C. has 
recommended that the salary of the electrical engineer (MB. W. A. 
1408808) be increased from £300 to £350 per annum as from July 
lat last. 

Mr. ALLAN Surra, of the Stamford stiff of the Urban Electric 
Sapply Co, who is leaving for Newcastle-on-Tyne, bas been 
presented by his colleagues with a clock in leather case. 

„Мв. Е. S. Нїнїнєз, of the Leeds Corporation Electric Lighting 
Department has been appointed chief junior assistant in the Com- 
mercial and Consamers’ Department of the Birmingham Corpora- 
tion Electric Sapply Undertaking. | 


General.—With reference to our note of last week 
regarding an appointment at the steel works of Messrs. Beardmore, 
of Glasgow, we learn that Ма. F. G. Jonsson was recently 
appointed to be lighting superintendent of the works. Mr. J. 
Arthur Sykes is the firm's chief electrical engineer. We have 
pleasure in making this correction. 


Mn FRANE BvpNRY PATEBSON has resigned his seat upon the 


board of Johnson & Phillips, Ltd. 

Мв. W. G. Scorr, for some years resident engineer with the 
Brush Electrical Eogineering Co, Ltd., at present with Messrs 
R. W. Blackwell & Co. on the London, Brighton & South Coast 
Railway ‘electrification contract, which has just been completed 
from Victoria to London Bridge, has been appointed overhead 
superintendent to the above railway under Mr. E. J. Houghton, 
chief electrical engioeer to the Brighton Railway. 

Мв. HERBERT E. MrTCHELL, for many years chief engineer and 
manager of the late consulting practice of Messrs. Medburst and 
Brewer, Victoria Street, has opened an office at 5, Victoria Street, 
Westminster, where he will continue to practise in consalting 
engineering work. 

Our readers will regret to learn that Mn. E. KILBUBN Soort, а 
well-known electrical engineer and contributor to the ELECTBICAL 
REviEw, was knocked down by a taxicab while crossing the Strand 
on Monday evening. He was conveyed to King’s College Hospital, 
and as the result of inquiries, we are pleased to state that his 
condition is not so serious as was reported in the daily newspapers. 
We hope that Mr. Scott will have a speedy recovery and soon be 
about his accustomed duties again. | 

We congratulate Мв. Duncan Watson on his election to a seat 
on the Marylebone Borough Council. Electrical contractora, at 
any rate, will watch the situation with added interest.' 

Iu the offices of the Indis-Rubber, Gutta-Percha and Telegraph 
Works Co., Ltd., Silvertown, on Monday last, 29th ult, Ma. 


` ВемзлмІН BisHOP was presented with an illuminated address, 


accompanied by a handsome and useful present, on the occasion of 
his having completed 50 years’ service in the Silvertown works. 
The chair was occupied by Mr. Christian H. Gray, one of the prin- 
cipals of the firm, supported by Mr. P. M. B. Brodie, the works 


manager, and a large gathering of heads of departments and staff. 


The presentation was entrusted to Mr. William Wilson, one of Mr. 
Bishop's oldest colleagues, who remarked that the meeting was 
celebrating an auspicious event in honouring their esteemed and 
excellent fellow-clerk and comrade on his jubilee of service for the 
firm. Mr. Wilson closed a comprehensive and reminiscent speech 
by congratulating the recipient on his splendid health after such 
long service, adding that an occasion of this description 
was an object-lesson showing the amicable and friendly relations 
that existed, not only amongst the staff, but between employers 
and employed. Mr. Brodie endorsed the remarks of the previous 
speaker. Mr. G. К. Willeher also added a few remarks. 
Mr. Bishop, in responding, recalled his first appearance at the 
Silvertown Works, and gave some interesting details of his career. 
He expressed his personal gratification at Mr. Christian H. Gray's 
presence, and also that of so many old friends. Mr. Stables 
proposed a hearty vote of thanks to the chairman, which was 
received with acclamation. The chairman, in responding, remarked 
that, on ha listened to the various speeches which had been 
made, he could only come to the conclusion that Mr. Bishop was 
held by his fellow-workera in the same high esteem that he felt {or 
him personally, | 


NEW COMPANIES REGISTERED. 


Ф 


Electroscopes, Ltd. (105,933).—This company was registered 
on November 15th, with a capital of £4,000 in £1 shares, to erect and maintain 
premises for use as & skati nk, electric theatre or other public place of enter- 
tainment, &c. The subscribers (with one share each) are:—J. C. Genge, Hill 
View, Fanfare Road, Coulsdon, gentleman ; G. Fabbro, 158, Falcon Road, Clapham 
Junction, 8. W., electrical engineer. Private company. The number of 
directors ia not to be less than two or more than five: the first are G. Fabbro 
and J. C. Genge. Registered by J. F. Kelly, The Homestead, Sutton. 


Silicaware, Ltd. (106,004).—This company was registered on 
November 18th, with a capital of £63,000in £1 shares, to acquire interest in any 
patents relating to processes and apparatus for melting and electric furnaces, 
and for electrical fusing, refining and refractory purposes, to adopt an agree- 
ment with Dr. Wolf Burckhardt and others, and to carry on the business of 
manufacturers of, and dealers in, such furnaces and apparatus, and as fusers, 
refiners and moulders of silica, and ceramio substances, manufacturers of, and 
dealers in electrioal appliances and apparatus, crucibles, &c. The subscribers 
(with one share each) are:—J. Schaefer, Hoechst am Alain, merchant; D. 
Fraoz Wolf-Burokhardt, Biebrich s/Rheim, chemist; E. Henss, Soden, 
i/Tanous, merchant; K. Huessener, Ravenscourt, Twickenham, merchant; 

F. Rouse, 85, Gracechurch Btreet, E.C., sólicitor. Private company. The 
number of directors is not to be less than two or more than five; the first are 
D. Wolf- Burckhardt, J. Schaefer, E. aHenss and K. Huessener ; qualification, 
£500; remuneration of J. Bchaefer, £75 per annum, to be inoreased to £250 
when more than 19 per cent. із paid on the ordinary shares. Registered by 
Cruesemann & Rouse, 85, Gracechurch Street, Е.С. . 


Derwent Valley Electric Power Co., Ltd. (1C6,045).—This 
company has just been registered with a capital of £2,000 in £1 shares, to 
carry on the business of an electric power supply company in all its branches. 
The subscribers (with one share each) are : —P. C. Smith, 7, St. Helen's Place, 
E.C., solicitor; N. P. W. Brady, 7, St. Helen's Place, B.O., solicitor; A. B. 
Chetwood, 7, 8t. Helen's Place, E.C., solicitor; R. W. Fiddes, 18, Leyton Park 
Road, Leyton, clerk ; G. E. Bird, Chestwood Cottage, The.Vale, cun Заке 
N. W., clerk; Н. W. Martin, 41, Stanlake Road, Shepherd's Bush, W., 
accountant; W. R. Payne, 129, Elmhurst Mansions, Edgeley Road, Clapham, 
B. W., clerk. Registered without articles of association. The first directors are 
N. P. W. Brady and A. B, Chetwood, Registered by Minet, Pering, Smith and 
Co., 1, Bt. Helen’s Place, E.C. б : 


Ferabin Lamp and Electrical Accessories, Ltd. (106,073) — 
This company was registered on November 28rd, with a Capital of $15,000 in £1 
shares, to adopt an sgreement with A. Wedekind for the acquisition of the 
benefit of a certain existing invention, and to carry on the business of 
electricians, gas and mechanical engineers, manufacturers of and dealers in 
lamps and electrical accessories, suppliers of electricity, &c. The subscribers 
are :—J. B. Sommer, 20, Bucklersbury, E.C., merchant, 250 shares; A. E. Rice, 
20, Bucklersbury, E.C., secretary, 1 share; L, Ridout, 26, Dorset Square, N.W., 
electrical engineer, 250 shares; J. W. W. Agnew, Lyndale, Turnpike Lane, 
Hornsey, iron merchant, 650 shares; J. G. Riadore, 100, Piccadilly, W., 
оонап, 200 shares; W. H. Herod, 17, Frinton Road, Stamford Hill, 1 share; 

J. Wright, 69, Black Boy Lane, Wood Green, N., engineer, 1 share. 
Minimum cash subscription £1,550. The number of directors is not to be 
less than three or more than seven; tbe first are J. В. Sommer, L. Ridout, 
J. W. W. Agnew, and J. G. Riadore; qualificatfon 200 shares; remuneration 
after 5 per cent. dividend has been paid, £50 each per annum and 5 per cent. 
of the surplus profits, divisible. Registered office, 266, Mansion House Chambers, 
11, Queen Victoria Street, E. O. 


Madeira Flectric Lighting Co. (1909), Ltd. (106,123) — 
Tbis company was registered on November 25th, with a capital of £80,000 in £5 
shares, to acquire from the Receiver for the debenture-holders of the Madeira 
Electric Lighting Co., Ltd., the concession granted to the said company by the 
Municipal сороганоз of the City of Funchal, Madeira, to acquire from the 
said Receiver the property and assete of the said company under an agreement 
dated July 23rd, 1909, and to carry on in Funchal aforesaid the business of an 
electrica! supply company in all ite branches. The subscribers (with 50 shares 
each) are: —H. Hirst, 71, Queen Victoria Street, E.C., electrica! engineer; Н, 
Kahn, 75, Lombard Street, E.C., merchant; G. T. Moody, Lorne House, 
Dulwich, doctor of science. А. I. В. Basen, 71, Queen Victoria Street, EB. O., 
engineer. Private company. The number of directors is not to be less than 
three or more than seven; the first are H. Hirst, G. T. Moody and H. Kahn; 
qualification (except local advisory director), 50 shares; remuneration as fixed 
by the company. gistered office, 75, Lombard Street, E.C. 


OITY NOTES, 


Allgemeine Elektricitiits Gesellschaft, 


Tax report of the directors for the year ended on June 30th, 1909, 
states that the company had extremely abundant funds at disposal, 
also during the recent critical period in the money market. The 
danger of an electricity tax had been averted, and illuminating 
articles only were taxed as from October 1st, 1909, but electrical 
sources of light bad now been so greatly improved that notwith- 
standing the tax, considerable economies were possible, as compared 
with former times. As to electric railways, the Minister of Public 
Works was disposed in principle to grant a concession for an inter- 
urban line between Cologne and Dusseldorf, for which the company 
exerted itself as far back as 1904, in conjunction with a friendly 
firm. The Electrical Bank (Elektro-Treuhard Gesellschaft) 
formed in November, 1908, bad reserved the beginning of activity 
to & later period in view of the provisional postponement of large 
works by private enterprise. The volume of the turnover in the 
past year had never previously been recorded, a fact which was all 
the more noteworthy as the sale prices were depressed, and the 
results could be regarded as wholly satisfactory. As the open 
reserves alone had been increased to £2,500,000, and, therefore, 
reached one half of the share capital, and as the situation of 
business had recently improved, the directors had been induced to 
raise the dividend from 12 to 13 per cent. As in all previous yearr, 
the distribution was effected without drawing upon the inner 
reserves, or the profits from the sale of securities. The кошу 
employed 33,056 persons on July 1s$, 1909, as compared wit 
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32,035 on the corresponding date in 1908, and the increase rendered 
it necessary for extensions to be made in all the worke, which 
would mostly be completed in the new financial year. Excepting 
the motor-car factory, which suffered from the general depreasion 
in this branch, the works for the construction of steam turbines, 
high-tension apparatus and metallic-filament lamps had developed 
favourably beyond tion. The accounte show the following 
results for the past year, the figures for 1907-8 being added for the 
purpose of comparison :— 


| 1908-9, 1907-8. 
Share capital! . £5,000,000 £5,000,000 
Gross profits s bod 858 933,600 891,700 
Administrative expenses 25,490 -23,370 
Taxes .. 0 . 82,000 64,300 
Depreciation provision ... 23,400 20,900 
Net profite... 18, 885 819, 200 796,500 
Reserve fund .. . .. 63,300 50,000 
Bonuses to officials, &c. ... 32,500 30,000 
Pension fand 255 32,500 80,000 
Dividend ... Bi 925 Ея 650.000 600,000 

- per cent. ET «es 13 12 


The ontput of the dynamo works comprised 47,951 machines 
and transformers of a total of 912,974 xw., as contrasted with 
47,726 and 993,842 Kw. and 43,953 and 854,543 xw. in the two pre- 
ceding years respectively. Orders for large machines were less 
numerous than formerly, but the demand for small and medium 
sizes increased. Dynamos and motors of large dimensions and 
outputs were carried out for water-power, winding, electro-steel 
and rolling mill installations. Interesting innovations were the 
parallel switching of alternating-currert stations of varied periodi- 
city, adjustable ac. motors for spark telegrapby, and high- 

motors for the direct driving of compressors for variable 
quantities of air; also direct-current machines of medium output 
with sparkless commutation and economic utilisation of material, 
rotary converters with auxiliary poles and machines for the 
welding of rails and for foandries. Equipments for tramways 
bad lost their former importance since the requirements in this 
respect appeared to be substantially satisfied. On the other hand, 
new types had been developed for city, overland and main lines, 
and large locomotives on the company’s alternating-current system 
bad been constructed both for home and abroad. The number of 
locomotives delivered was 184, as compared with 146 in 1907-8, and 
the arrival of fresh orders was satisfactory. 

The report proceeds to state that the turbine factory was fully 
employed, and the value of the product again increased, 
altnough the sale prices were considerably reduced. New orders 
were also satisfactory, and the construction of turbine blowing 
engines had been undertaken on the presumption that this branch 
would offer a sufficient market. e turbines for three torpedo 
boats had been delivered, and the trials of the boats had yielded 
brilliant resulta. Numerous orders for units up to 18,000 нр. bad 
already been received, and a large building was being completed to 
deal with the large sizes efficiently. After referring to the 
apparatus factory, the micanite factory and the railway signal 
factory, the report mentioned that the Oberspree cable factory 
worked up 19,573 tons of copper, or only 600 tons less than in the 
yeat of greatest production, and large quantities of cables had 
been delivered for working pre»sures up to 20,000 volts. The 
extraordinary fall in the price of aluminium had rendered possible 
the use of this metal for the telephone service, as well as for heavy 
currents. The deliveries of carbon-filament lamps from the lamp 
factory were about on the level of the previous year; and con- 
siderable quantities of metallised carbon filaments were also 
supplied. The metallic filament lamp had reached a high stage of 
perfection, and sales had increased almost three-fold and were 
further advancing. As to light and power work, the requirements 
of the ironworks, notwithstanding the ordering of fewer large 
dynamos and motors, still reached a noteworthy figure, as the 
leading works continued to endeavour to combine scattered sources 
of production and reduce the cost of energy by the installation 
of large units working economically, and they gave preference to 
steam turbines as compared with the limite placed on the size of 
gus engines. The superiority of electrical driving of rolling mill 
trains seemed to have so far been recognised that the company 
had equipped 200 trains, representing more than 250,000 H.P. 
The inland mining industry aleo manifested reserve, the orders 
being mainly limited to equipments for the maintenance of 
shafts, and out of the 26 orders for main shaft winding plant 
obtained during the year, 23 were for foreign mines. 

Apart from the work carried out for the Berlin Electricity 
Works, the company undertook central station and extension works 
during the year of a total output of 161,415 н P., as contrasted with 
153,450 H.P. in 1907-8, and the length of the cables and conductors 
laid was 858 miles. Similar work was in progress representing 
328,560 н.р. and 560 miles, as against 203, 225 HP. a year ago. 
Among the completed orders was that of 22,500 HP. for the 
Victoria Falls and Transvaal Power Co., and a further order for 
150,000 B. P. for the same company had been received in association 
with a friendly company. The report, in referring to electric 
railways, remarks that the Prussian State Railway Administration 
had ordered the equipment of 17 further alternating-current motor- 
coaches for the suburban traffic from Blankenese, via Hamburg, to 
Onlsdorf, making a total of 96 equipments supplied to this railway. 
A proof of the increasing introduction of the alternating system on 
railways lay in the beginning of orders for locomotives, One 
locomotive was being built ‘of 6^0 нр. for the Prussian State, one 
of 1,600 u b., for the Chemins de Fer du Midi in France and a similar 
one for the Berne Alpine Railway Co., in Switzerland. Other 


' Oo., which will include the following companies: 


alternating lines mentioned are the sections Carlsruhe—Herrenalb, 
Pamplon—Sanguess, in Spain; Naples—Piedimonte, in Italy; 
Padua— Fusina ; and the South London line of the London, 
Brighton and South Coast Railway. The working of storage 
battery cars satisfied the Prussian State railways who had ordered 
10 further equipments, and also three bensol-electric coaches, after 
making lengthy trials with the first of this type. Tramway business 
was restricted almost entirely to extensions of existing lines, bat 
the operation of suburban railways by means of high-pressure con- 
tinuous current was beginning to develop with good prospecte. 
The order for the equipment of the Franktort local railway was 
being carried out in conjanction with a local electricity company. 

The report further deals with the company’s investments and 
transactions in securities, &c. It is mentioned that the book value 
of the securities, apart from those acquired as temporary invest- 
ments, such as Imperial and Prussian loans, &c., yielded interest of 
9°71 per cent. which would be brought into the new financial year. 
The increase in the bank credit by £1,271,000 to £2,965,000 was 
connected with the sale of securities and the payments made on 
the £750,000 of 44 per cent. debenture bonds issued in July, 1908, 
whilst 4 per cent. bonds of £1,824,900 were previously in existence. 
The pension fund capital stood at £400,400 at the end of the 
financial year, and the legal burdens imposed by the sick, invalid 
and accident insurance involved an expenditure of £53,170 during 
the year. 


Richard Hornsby & Sons, Ltd.—The directors 
recommend a dividend on the ordinary and new shares for the 
year ended September 30th, at the rate of 6} per cent. per annum, 
placing £10,000 to reserve. £5,084 is carried forward. 


Calcutta Electric Supply Corporation. Ltd.—The 
number of units delivered to consumers during the four weeks 
ended October 29th, 1909, were 686,302, compared with 530,850 
units in the corresponding four weeks of 1908. 


United Electric Tramways of Monte Video, Ltd.— 
The directors have declared an interim dividend of 4 per cent. per 
annum (2s. per share), less income-tax, on the ordinary shares of 
the past half year. 


Phospor-Bronze Co., Ltd.— Petitions for the winding 
up of tbis company were before Mr. Justice Swinfen Eady in the 
Companies’ Court on Tuesday last. Mr. Claweon, representing the 
petitioner, stated that arrangements were bsiog made with the 
creditors, or at avy rate, negotiations were going on, and witb the 
consent of all p:rties, he asked that the matter might be allowed to 
stand over for a fortnight in order to permit the negotiations to 
come to a head. His Lordship sanctioned an adjournment for 
14 days. , 


Canada.— According to the Toronto correspondent of 
Canadian Agency, Ltd., application has been made at Ottawa fot 
the incorporation of the Quebec Railway, Light, Heat EE 

ae 

Railway, Light and Power Co. which operates the city and 
suburban electric railway services and supplies electric lig at 
and power and controls the Montmorency Power Oo.; the 
Quebec Gas Co., in which Toronto aad London, Ont., capitalists are 
interested ; the Frontenac Gas Co., which is a competing concern 
controlled by American capital; aud several power companies, 
including the Jacques Cartier, the Seven Falle, and the Canadian 
Electric Power Companies. The detalls bave not yet been oom- 
pleted.— Financial News. 


Provincial Tramway Co.—It is stated in the Times 
that the ‘directors recommend, subject to final audit, for the 
year ended September 30th, a final dividend of ds. pet 
share, making 7s. for the year. They have set aside £8,000 
for reserve and depreciation in respect of various undertakings, the 
property of the company, and £500 towards writing off the 
expenses of the issue of debenture stock. The amount brought 
forward was £3,060, and £2,686 will be carried forward. 


Continental.— BELGIUA.— The report of the Compagnie 
Belge d'Electricite Siemens-Schuckert, of Brussels, for the lan 
financial year shows a net profit of £1,624; a dividend at the rate 
of 7 per cent. is being declared as compared with 6 per cent. in the 
preceding 12 months. ` | 

Greamany.—The Rheinische Schuckert Gesellschaft fiir Elektrische 
Industrie, of Mannheim, is declaring a dividend of 7 per cent. for 
the last financial year, the same as for the preceding 12 months. 

The balance-sheet of the Siemens & Halske Oo., of Berlin, for the 
last financial year, shows & net profit of £571,450; a dividend of 
12 per cent. is being declared, as compared with only 11 per cent. 
for the preceding 12 months. 


Stock Exchange Notice.—Application has been made 
to the Committee to allow the following securities to be quoted is 
the Official List :— 


North Metropolitan Electric Power Supply Co.—£75,000 6 per cant. com? 
lative preference stock. 

Bhawinigan Water and Power Co.— Further issue of £205,507 4} pet cet 
perpetual consolidated mortgage debenture stock. 


Prospectus.—Dennisiown (Krian, F. Il. S.) Rubber 


Estates, Ltd.—An issue of 100,000 shares of £1 each has bees 
offered for subscription... 
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British Columbia Electric Railway Co., Ltd. 


Tun directors’ report for the 12 months to June 30th, 1909, says that 
the gross réceipta show an increase of $339,699, or 17 per cent,, and 
the net earnings, including income from investments in subsi- 
diaries, and after charging renewals, show an increase of $18,702, 
er 5°6 per cent. over those of the preceding year. From June 30th, 
the close of the financial year under review, up to October 81в% last, 
there bas been a still further increase in gross earnings of $231,961, 
or 32 per cent., and in net earnings of $93,086, or 28 per cent. From 
January 1st, the company, in ce of ite long-established policy 
of allo the public to share in its prosperity by treating them in 
the most li manner possible, spontaneously reduced its charges 
for electric light by about 17 percent. The rates now charged 
la favourably with those of the largest cities of Canada. 
Various reductions in railway fares and, charges have also been 
made during the year. It was anticipated when these reductions 
were put into force that they would involve considerable diminu- 
tion of profits, but the increase in the volume of business has more 
than compensated for the reduced charges, and thé above-mentioned 
satisfactory results are shown for the whole year. The following 
charges have been made against the reveune account of the year, 


vis. :—Provision for renewals maintenance (from which £16,676. 


has been deducted for adjustments and expenditure on renewals 
during the year), £36,448 ; bonus to employés, £9,684; amount 
added to capital amortisation fund, £2,018. Net profit for the year, 
after making the above deductions, £163,306. Add balance brought 
forward from last year, £4,974 = £168,280. The following are 
‘deducted: Interest on debentures and debenture stock to June 30th, 
1909, £39,889; dividends already paid—on 5 per cent. cumulative 
perpetual preference stock for the year ended June 30th, 1909, 
. £20,000 ; on preferred ordinary stock for the year ended Jane 30th, 
1909, £24,000; and on deferred ordinary stock for six months to 
December 31st, 1908, £20,000 = £103,889, leaving available for 
further distribution and reserves, £64,391. From thie the directors 
have decided to recommend the payment of a dividend on the 
deferred ordinary stock at the rate of 8 per cent. per annum for the 
six months to June 30th, 1909, making 8 per cent. for the year, 
£20,000 ; to transfer to reserve fund, £37,330, and to carry forward 
to next account, £7,061. There has been dedacted from the reserve 
fundthe sum of £25,268, representing the difference between the 
net amount realised by, and the par value of, £500,000 44 per cent. 
debenture stock issued in November, 1908, and there has been 
added to the reserve fund £10,000, representing the premium on 
£100,000 5 cent. preference stock and £100,000 deferred ordinary 
stock issued ia June, 1908. After the transfer now recommended 
by the directors as above, the reserve fund will stand at £160,000. 
The number of lights in use at Jane 30th, 1909, was 347,026, an 
increase for the year of 59,402. The number of passengers carried 
during the year was 25,183,739, an increase for the year of 
3,855,559. From the foregoing figures, it will be seen that the 
company’s business has again increased very largely during the 
neri Although the directors have every confidence that the 
ess will continue to increase steadily ia the future, they point 
out that the extraordinary increase in earnings of the last few 
months is attributable partly to exceptional causes. The Exhibition 
at the neighbouring City of Seattle has attracted thousands of 
tourists, who have visited Vancouver and Victoria, besides which 
the great salmon run (which occurs every fourth year) bas this year 
largely increased the earnings of the Lulu Island branch. 

The great influx of settlers into the Province of British Columbia 
“is indicated by the fact that the permanent population of Vancouver 
City alone is now reliably estimated at over 100,000. Ава natural 
and necessary result of this growth, which the directors, after most 
careful examination of conditions, are satisfied will continue, the 
company is extending its railway system and general undertaking 
as the interests of the country and the public requirements of the 
public demand. The new lines of railway may not prove immedi- 
ately remunerátive, and must be expected to increase the ratio of 
expenses during the next two or three years, but they will 
undoubtedly in time develop a very valuable business. During the 
year £286,182 has been spent in extensions and improvements. 
Very satisfactory progress has been made with the construction of 
the Fraser Valley branch to Chilliwack (65 miles), and it is esti- 
mated that the first section, 21 miles, to Cloverdale will be open for 
traffic towards the end of this month, and a further section, 22 
miles, to Abbotsford will be in operation towards the end of 
January, the whole line being completed and in operation some 
time during the spring of next year. The opening of this line is 
eagerly looked for by the settlers in the districts through which it 
runs, and the prospects of traffic are good. Various extensions of 
the company’s system in the districts adjacent to Vancouver and 
New Westminster have been undertaken, aggregating altogether 
about 31 miles of railway. The company has also built a short new 
branch line from Victoria City. When these extensions are com- 
pleted, the company will be operating 164 miles of line. 

In view of the demand for electrical energy, an increased supply 
of water power in the future has had to be considered. The 
directors, on the highest scientific advice, have authorised 
the construction of a new dam of greater height at Lake Coquitlam, 
and also the enlargement of the tunnel between Lake Coquitlam 
and Lake Buntzen. It is estimated that this will enable the plant 
at Like Buntzen to be gradually increased to about 62,000 H.P., 
which should satisfy the requirements of Vancouver and the neigh- 
bourhood for years to come. At the present time the plant at Lake 
Bantzen is capable of generating 22,500 H P., and an additional 
unit of 10,500 H.P., which is in course of erecticn, will be available 
within a few weeks. It hss also become necessary to increase the 
supply of power for the City of Victoria, but before undertaking 
the large capital expenditure for this purpose the directors entered 


into negotiations with the city, which have resulted in a satisfactory 
agreement, protecting the company from municipal competition. 
The development of a large water power on Jordan River is now in 
progress, and the directors are advised that it will when completed 
adequately meet the requirements of the City of Victoria for many 
years to come, while it will also enable the company largely to 
extend ite business. 


The construction of the new freight sheds has been completed. Plans are 
also being considered for new terminal buildings which will be in every way 
worthy of the City of Vancouver and of the company. hey will, moreover, 
enable considerable economies to be effected in the general administration of 
the company's business. . 

It has also become necessary to largely increase the company's equipment 
for the construction of rolling stock. The output from the company’s existing 
workshops is satisfaotory, both as to quality and cost, but with the presebt 
accommodation it is quite impossible to produce the new rolling stock req 
or to deal efficiently with the requisite overhauling and repairs. The directors 
are, therefore, considering the advisabllity of moving the car shops to & more 
convenient and commodious site and of erecting workshops of large capacity, 
built and equipped in the most modern manner. 

The directors regret to announce that the Sumas Reclamation Scheme, to 
which they referred in their last report, has had to be abandoned, as after a 
prolonged and careful examination, based on extensive test works, the revised 
estimates of cost proved to be prohibitive. ES 

It is with great pleasure that the directors record their very high appreciation 
of the efforts made by the officers and staff in British Columbia, and their 
satisfaction with the excellent relations which continue to exist between tbe 
company and its employés. 

In pursuance of the board's policy of maintaining a close personal supervision 
of the company's business, two of the directors, Mr. T. Blundell Brown and 
Mr. A. C. Mitchell-Innes, ‘have spent several months in British Columbia 
inspecting the company’s property and studying local conditions. Their 
reports fully confirm the favourable opinions already expressed as to the 
future of the province and of the company’s undertaking. | 

The directors deeply regret to record the death of Mr. В. К. Sperling, who 
had been associated with the company from its inception, and to whose clear 
judgment and devotion to ite affairs in its earlier days the company is greatly 
indebted. The vacancy thus created has been filled by the appointment of Mr. 
A. C. Mitchell-Innes, who was one of the company's first directors. 


i 


Adelaide Electric Supply Co., Ltd. 


Tux directors’ report for the year ended August 31st, 1909, states 
that with the sanction of the preference and ordinary shareholders, 
the unissued balance of 3,000 preference shares were issued during 
the year at a premium, the bulk of the shares having again been 
allotted to local applicants in Adelaide. The premiums received 
on the issue, amounting, less brok „ &с., to £993, have been 
applied in reduction of suspense account. The profit and loss 
account shows a credit balance for the year of £24,260, After pay- 
ment of the dividend on the preference shares for the half-year 
ended February 28th, 1969, there remains, including the amount 
carried forward from the previous year, an available balance of 
£20,831, which the directors recommend should be applied as 
follows :—To dividend on 30,000 6 per cent. preference shares for 
the half-year ended August 31st, 1909, paid on September 186, 
1909, £4,500 ; to dividend at the rate of 6 per cent. per annum on 
26,065 ordinary shares for the year ended August 31st, 1909, 
£7,815; to amount to extinguish suspense account, £1,507; to 
amount transferred to depreciation account, £1,000; to amount 
transferred to dividend equalisation account, £5,000; to balance 
carried forward, £1,009—£20,831. During the year, a further sum 
of £40,156 was expended on capital account in the provision of 
additional land, buildings, plant and mains. The company’s mains 
have now been carried into the majority of the extensive residential 
and manufacturing districts surrounding the City of Adelaide. The 
directors are glad to say that this policy of energetic development 
of areas promising a reasonable demand for electric light and 
power, is being fully jastified by results. The temporary supply of 
power to the Adelaide Municipal Tramways Trust was commenced 
in March last, and is being maintained satisfactorily. The directors 
recommend that a portion of the profits during the continuance of 
this supply be transferred toa dividend equaliration acoount. The 
following table sets out in detail the progress made by the com- 
pany during the past three years :— | | 
. ` Total con- | 
Total units 


Lighting in Motors ín nections ín 
Date. 8-c.r, lamps. rated H. v. 8. C. P. lamps. Bold. . 
August 81st, 1907 .. 56,964 1,481 H.P. 102,756 1,884,178 
August 8156, 1908 .. 71,138 1,837 H.r. 129,922 1,666,974 
August 3let, 1909 .. 91,938 2,869 H.P. 167,146: 2,073,660* 


* Excluding traction units sold to the Municipal Tramways Trust, 


Castner-Kellner Alkali Co., Ltd.— residing at the 
annual meeting held at Cannon Street Hotel on 25th ult, the 
Right Hon. G. W. Balfour congratulated the shareholders upon the 
financial statement. 'The net profit, after the usual expenditure 
on maintenance, amounted to £134,154, before deducting debenture 
interest and depreciation. It represented an increase of £18,000 
over the net profit of the previous year. The increase arose on 
almost every product tbat the company turned out. The net 
balance available was £117,711. "They had raised the amount put 
to general depreciation from £30,000 to £35,000. They were 
carrying £25,000 to the general reserve fund started last year. 
They were paying a further 9 per cent., making the dividend 14 per 
cent. for the year, carrying forward £15,840. He saw no reason 
why the accounts for the current financial year should not be 
equal to those now presented. The chemical trade seemed to be 
improving. 


Mackay Companies.—The directors have declared a 
quarterly dividend of 1j per cent., or at the rate of 6 per cent. per 
annum, on the common shares. 
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ELEOTRIO TRAMWAY AND RAILWAY STOCKS AND SHARES. 
TRAFFIC RETURNS. 
i Tuesday Afternoon, 

Em 1 miles WITH a breath of hope in money getting cheaper, the Stock 

d ended, fortnight, wks, ins | open, Exchange atmosphere has become more clear, and business to some 

* 7 25 Ins extent has revived, carrying prices with it. | Unfortunately, the 

Aberdeen  ..|Nov.34 | 2,280 |— 85 25 | 86,080 |— HE ES political tension acts like a drag upon activity, and the average 

Ayr 0. oe ej» + Nen Эй 15 47 P + 1315 „ business man curses both parties alike for setting up their differ. 

Beas с. lon 3| 890 — 9 31 j 181807 — 6,198 1866 ences in the commercial arena. He demands why, in the name of 

Bien mane EE 18184 + 406 | 34 221893 v 679 | 66 | 17 reason, matters vital to national welfare cannot be explored, dis- 

J. veel s этн 4108 .. cussed and argued on some higher plane than the platform of mim 

Blackpool. Flootw'd „ 7 418 |— $ | п ay cae M HE UN Bs party politics, where, in the clash of strife, the unloosing of bitter- 

Bournemoum .. 2 3| 4401 — 8 М 29,440 f. 880 1079 :: пева and the trifling with truth, the public weal plays a very 
Bradford. |o» 20, 9108 |+ 424 1 Put 1 1.850 s di subdued accompaniment to the chorus of contention. 

Prenon „ 97601 + n “ cad ш iii с Reverting from the mundane to the germane, it may be ны = 

А ý electrical issues are steadily firm, without especial feature. The 

Are pisa .. | Nov. 19 e = 0 p E = чн i ен printing presses pour out more and ever more prospectuses of new 

Barnsley ej v = 749 — 6:87 | .. rubber companies. 2 

Barrow .. «| 19] 40|— 9|» | 10749 — БИ ; followed reports thai the 

Cavebill .. . „ 19] 118 — В| | 8,998 |— 100|.. |... A severe slump in copper shares has follow rep 

FCC 45945 [— 825 1135 »» suggested United States combine of copper companies may fail to 

Gateshead " n 19 | 1,964 |+ , 8| 65 Eg . ls has helped ina slight 

3 ejn 15 1 5 х 2 " 305 + 1466 | 7°25 | °° come to cohesion. A recovery in Consols ер 

nocK.. U , , А ое 2 3 

Hartlepool e у TT a = а чот arp ирне strong for afew days, 

1 » ES „ | 820 |* 157/ |.» ndergroun І : 

Merthyr. «el is 1 B9 — si „ | 9718 | 1|. $9/-« ^ but the firmness did not last. Metropolitan Consolidated and 

Madian n e ge 19 M a i 15.0 + 855| .. District Ordinary, however, have retained part of their improve 

es == ' 1 oe 

Mid. Joint Cem. ie m 19| 14,317 f 815 | v 200967 — 1178 fs .. ments. The opening of the Brighton Company's newly electrified 

area UN aa * 34 E M 59 „ 5.601 — 430 6.81 77 section for traffic this week has helped the Deferred stock to a rather 

Potteries .. . m 19 | MOD 1 „ 9.772 * 133 2 better level. Great Northern and City Preferred fell into further 

5 е Ы 19 400 — 8 n 18.860 — 496 |817| -. disgrace, and went back to 15s. The Debentare stocks of the Tube 

Tynemouth |» 19 008 t 80 | n nu : жы “+ Railways of London issues show no alteration. — 

der n sd an: dar ЫШ е ge rds 12955 — J% |6775 | London United Tramways Debenture stock continue 
ibam COLON 175 |— 9|, | 4593 — 193 | .. ing knocked off the price this week; the stock 

Wrexbam e|, 19 „42.650 8360 17 further 2 points being knocke pr І ' 

н cil EE ү u | 9697 |+ 75 |.. | °°. Љав changed hands as low as 634. British Electric Traction second 
Burnley . : 27 2211 |+ 184 .. T ss oe | os Debenture rose 1, and the shares have held ои 5 is 
а e SEINE companys иона for farthing ueris at al erent nora! ТЫ 

огу .. es jon , › 1 sues are * x 

: e | ogg 90| 8,964 — 19 31 | 75452 |+ 1,0 | .. |. foreign tramway | 

Carlisle ы „ 27 255 — 5 Пп Re ra 1 14.980 show a gain of j, and Auckland 5 per cent. Debenture bas ae 
Cores ee | Ф| "me {= 1 47 | avan |> “en 080: to 1044. British Columbia Electric Railway stocks are slight 
{Croydon — * * — 50 is 55 85 69,452 ы y аи hs easier. Rios declined a shade to 944. Kaministiquia Power 5 per 
ee x „ 19 39) 5|83 | 8405 4 195 4% — cent. gold bonds are better. | ; 

porum aec н Колу Кет gant a 19.174 + 1,664 54.35 Е Continued improvement in Smithfield Markets Electric Supply 
F н 24 2.110 — 75 203 | 82,976 — 80 1% Ordinary shares is the feature in their own department, the сои: 
3j 35 irene f ав at pany having secured an extension of their concession to 1971 
Glasgow a. oe ^ 27 | 30,943 гаи A вив — 1401 4 и The price has put on 10s, and stands now at ое коч 
tHuädersteid : „ 0 | 15+ 105193 | sede +755 . `5 more than doubled in less than a fortnight. "City Lights" ат 
Bun ee CE. 2 ren Е “| ч o М 9246 sd ма à down, bringing their lower price Just aude par. The Sant 
ipewicn |n | 57 — 285 14,343 | + iia e|: Metropolitan has opened an “‘electric house" in its district, 
Lanesahies United и 2i 2,259 = 118 d 61:009 — Tl. | deaigned to illustrate the manifold uses to which electric р 
Leeds о. + а 20 | 10,836 |+ 476 88 | 291,026 |+ 6170|.. |. may de applied ш 5 8 85 ade T 

icester .. . ” ` * 'Q | e of exten 

ith.. © |», 20 1,037 |+ 84] 27 | 16,901 |+ 2.09999 be excellent, and capa à; 
Liverpool " N| m 13 75.685 (16,48 |. 1.206.867 T5240 |... |‘ Hove shares have slipped back again to 7, while Newcastle-on 
1. C. C. .. | „ 20 9.814 — t38 |.. 286,818 28,943. Tyne Preference at 44 are 53. better. 

London United T , 9 1446 — 10 88 ӯ : hei tion more pst 
LOESO es ои а ШӨ = d 85 | 52,897 |— 7,666 | .. |; Investors are having pressed upon their atten 
iNewcasle se . om 20) 0 — 187 . | isas — 1, 39/155 ticularly three classes of shares at the present time—rubber, 

` ee ee [T] , — 312 " her 7 7 
Oldham. it non з 3/083 = 655 35 65,810 — 4,564 12876 rinkeries and electric theatres of different kinds. The елер най 
Pontypridd .. .., 27 758 * 16 s 2 007 | 2251 T for the million, and on a small capital, a well-managed concern 
E dori d os 2i 1.205 = 95 Es » i ie oe populous district can do extremely well. It is very реа 
Rotherham. +. | 3 85 S qud B; 188070 — има | |; however, that capitalists should make searching examination of the 
Balford | ods Hs 10856 * 200 35 199,690 |+ Lie ME por prospectuses of such concerns, which must, in the nature idi 
Foam rip олега заз 34 19.55 * 1520 2e li. be highly speculative, depending as they do upon the whim 
South Bhioda :. „ | 1.00 f 16 849 | 1948 — 20 |; passing fancy of the multitude, for whose benefit some competitive 
Bwiondon .. j| - 7 25 | ài „24 % 829 | .. |. inment is bound to be provided sooner or later. 
Walmer ss c5 2 bats mta faa | mesi e deme dealings in Baboock 4 Wilonz Ordinary have ld 
Walthamstow  ..| „ 27| 1,048 + 19 | Bb 28.573 $ 4.751 15:25| 48 1 terat4§. Beyond this, the manufacturing list и 
West Ham . „ 18 4,806 1+ 195 88 | 78, 1 [14:96 1-75 tbe shares 78 bet y ix 
Mel ee did в ало а “ quiet, and there are no шн деш = 5 
Baker 88.-Warerioo ., 6,910 |+ 21 | 65770 | + 1,685 | 4-25 | .. shares keep very steady, and the resul сілай 
бев, London mp| » n pr H 920 il 118.330 7410 115 n^ OE. past week has been to advance prices in the majority of 
Оһег, b. Een. Rip |” oa | блв 616 1 | 65856 2,60 % |. dase. And still the new companies come ! MM 
Dalita Lucan RB. |" 2 selz 102 | son f 151 8.5 | .. Telegraph stocks and shares are somewhat irregular. 

GN. Py Aà beme, | n 27 12565 | 71,5 | 21 a eos Veg las Ordinary, with a gain of 2j, shows the largest movement, eg 
L'poolOverh'd Rly. | „ 25| 2,547 — 84 6a | 11212 f 2196 | .. |, at 12. Great Northerns are good, 
Llandudno Col. Bay „ 77 4.10 F оң | 21 | 40966 f 1,62| 45|;; Extensions remaining : f 20s, has bee 
Mersey Railwa oe „ 27 4149 4 284 838. 400 А 8.049 24°65! ao Western Telegraphs are i up. The dividend 0 8. 
ee, аа ‚156 | + 10,058 | 24 P Becond Preference, which 
Mot, District Rly... | 41 | 21,699 |+2,114 | 3l | 206,756 | + 10,058. „ deducted from West India and Panama 

Teuer anae sr | "8 iasa 14 | ad | 149458 [113607 288) 199 — renoct it in their price of 8j. The First Preference at 9 amo 7 
Bombay (BE.P. . | Got. ce | gaet [> ‘naa | aa | 1031278 [+ БТ}. | 6s. dividend. Anglo-Americans moved down a trifle. Telep 
f Brit.Columbla Rly. | " A NE eed descriptions are inactive. Telephone of Egypt 4i үн 8 
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ct | hone Ospita 
5 наро V „ rise in most Egyptian industrials, and American Telep | 
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SHARE LIST OF ELEOTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Closing | Closing Rise 4| Present 
НАМЕ, | Bhare — for the last " Quotations Quotations зов poc or Yield 
аге. yum. Nov. 28rd. Nov. 80th. 1909, ' Fall — per cent, 
| | 1908, Highest|Lowest. & s.d. 
Amason Telegraph fe s shares, Nos. 1 to 95,000 | 10 Nil | Nil | Nil | Nil Bi— 4 8b— 4 717/6 | "0j. . Nil, 
Do, do. Debs., os, 1 to 1,260 Red, 100 5 » 6 & 6 $ 5 д 99 —102 99 — 102 .. .. .. 4 18 0 
American M AMAA. Tele ‚ Сар. Stock .. | $100 | 71% | 8 - - 146 —148 145 —147 1474 1463 = 6 810 
Do, Collat, Trust, 4% 2 e С g1000 | 4% 1 49% 4 4 | 96 — 98 96 — 98 t PETS 
Anglo-American Telegraph — ..  ..  ..  ..| Btock | 84% | 85% | 84% |2848.) 60 — 63 60 — 62 ., T —à| 584 
Do, до, o. 6% Pret, „„ we || Stock |6 9 6 645,16 % 101 —102 109 —101 101 100 —1 5 18 10 
do. Deferred Btock % 1 1% | 8/- | 214— 22% "ц 22 214 .. 116 2 
Angio. Portuguese Tel., б * Mort. Deb. Btock Red. 100 5 5 5 % |5% | 101 —108 101 —108 1024 ee А 6217 i 
Chili Telephone, Nos. 1 to 44,000 6 8% 8 8% 8 % 71 — di — 8 25 " es 418 6 
Commercial Cable, Sting. 500 year 4% Deb. Bk, Red, | Stock | 4% | 4 4% | 4 874 — 89 87 — 89 88 87 — $ | 4:90) 
Ouba Telegraph ee .. .. .. .* LI 10 5 5 Б 6 ^ 6 <i 9$ #— 9% " аге е 6 9 9 
. 10 t. ee .. [Il .. 10 10 * 10 10 7b 10 "s — 18 — ү . .. * : L : 
Direct Spanish Telegraph, Ord, .. .. .. b] 4 X 4 4 X 4 = * * .* .. 4 
Do, do. 10 Cum, Pret. LE b 10 * 10 10 * 10 8 8 8 * ә ee ee 6 5 0 
Do, do 0. 44 Debs. .* * 50 4 * * 1004 —102 1003 —1 ee ee 9 2 8 11 
Direct United States Cable 20 % * 13 — 18 — 133 ve 40 ae 647 
Direct W. India Cable, 44 Reg. Deb., 1 t0 1,200, R. 100 + % | 4 100 —102 100 —102 on zd od 4 8 8 
Eastern Telegraph, Ord. ee ee „Stock | 7% |7 792517 5 1264 —1294 129 —131 131 129 + 24 561 
Do. — Sick de .,.| 100 84% | 84 849% | 84 B4 — B44 — 863 85; 85 + 4 4 011 
Do. 4% Mort. Deb. Stock. Red. | Stock | 495 4 49% |4 % | 102 —104 102 —104 102 102 ҚР 8 16 11 
Eastern Extension, Australasia, and China Tele 10 1% 7 19,79% | 11—124 114— 12} 12 11$ 5 14 8 
Do. 4 b. Stock ee ..|Btock | 495 | 4 4% 4% | 102 —104 — А re B 16 11 
East. & B, Afric, Tel., 4 95 Mt lea 95 4% 149% 4 | 495 | 100 —102 100 —102 - Е „ | 818 6 
Globe Telegraph and Trust эк. ба 10 54 8 б 103— 10g 1643— 108 108 T oe 5 8 8 
Do. do. 6 Pret... .. * * 10 6 6 6 6 1 14 1 TE 14 134 22 ө 4 5 9 
Great Northern зорь 0 ^ el agen. cnt 10 2496 |90 20 % |18 % — 29} 294— 80% 80 2913 | — ё 5 18 10 
Halifax and Bermudas Cable, » ist M ai CE: 
U Debs., within Nos, 1 to 1,900, Red Rad. 100 | 44% | 49% | 44% | 44% | 100 —102 100 —102 š T À 488 
do-European Telegraph ee ee oe oe 95 |18 18 18 18 % | 51 — 53 51 — 53 - е 7 1 2 
Mackay Ооа -—-—— ПОП Cie 7 % 4 4 | 96 — 9 98 — 95 Edad MEA 
Do. о. 4% Cum. Pret, * * * * * * 100 4 4 4 4 % 77 = 79 77 9 79 ee ee se 5 1 8 
Marconi's Wireless Telegraph .. АС 057 ее 1 N N Nil | Nil #— - - ea F NI 
* Video Telephone Co. Lad. € ee ee 1 б 6 |6 6 % j- - 16/- e ie 6 8 
do. 5 96 Pret, ss 1 6 595165 5 96 — 8 1— T 3 Ps 5 6 8 
Neuen Telephone, Piet. Block әс ат % MB [б 6925,16 6 107 —108$ 107 - 108 107 Ja 510 7 
Do. 0, Det. Stock 90 - s» | oo 5 5% | 6 6 120 —122 1205—1224 1214 1204 +4 5.19 ^] 
Do, do, 8 Cum. 1st. Pret. ГТ "T 10 6 6 * 8 6 101— 11 1 11 ee ° 6 9 1 
Do, йо, 6 Cum, 2nd Pref, .. 10 6 b * 6 6 1 ma 103 10 — 104 .. * 5 10 4 
Do, do, 6 % Non-cum, 8rd P., 1 to to 960,000 6 5 595165 556 50 — 58 big— 58 M i. ) 4 81l 
Do, do. 84% Deb. Stock Red. Stock | 84% | 84% | 84% | 84% — 100 98 —100 — |... . | 810 0 
Do. do. 4 % Deb. Stock Red. ee 100 4 4%/4 4 % | 100 —102 100 —102 1003 100$ 818 б 
Oriental тир "tele Yat ny з= pue - 1 1 1% 8 B % lg— 14 11— 14 T be * 5 5 9 
Do. do. do. а os 1 6 6% 6 6 ly lfa la&— 1% ~ Y 414 9 
Do. do. do, Red. "Deb. Btock . 100 4 4 * 4 4 h чын 89 К v 88 „* .. ГҮ 4 9 ll 
Pacific & European Teine% uar, Debr,, 1 to 1,000 10 4 4% 4 4 100 —102 100 —102 «e vá d. B18 6 
ee d RP t Egypt, 44 % Deb. Red d 1% 4 us T ma 100—1 101 —108 | Г x 17 0 
eiep one 0 L ' * LE 1 4 К ex 2 ы * 4 10 Ы 
Bubmarine Cables Trust . ee es ec .. | Cort, | 6 6 6 6 $ 129 —182 129 —184 * 2 2. 117 5 
United River Plate Telephone b 8 8 88 % 6H— Th 613— Teh Th ^ 510 1 
W. Const of Ameria? $ Оа Bret. Moo: Lio 40 006 9 | Nil | 9495 | 2465 270 | 18— 1 1— 1 * н 316 4 
Do. 4% Debs., 1 to quee by Braz. 1 Tel. 100 4 4 4% 4% | 100 —102 100 —102 > Ба Р 8 18 5 
Western кэр, Ка 1 to 207,980 ee 10 т%т% 17 7 114 — 13 133 — 134 1811 134 +з 5 0 11 
% Deb. Stock Red. 100 | 4% |4% 4% | 4% | 103 —105 108 —105 1034 y Р 816 9 
West India and Panama таре Bx 8 Xs 10 Nil | N Nil | Nil th— 13 H- R Sa de АР Nil 
Do, до. 6% Cum. Ist Pret. vec ca) ae 6 % 6 % 6% | 9— 9% 81 — 94 — 1 6 9 9 
Do. do, 6% Cum. 2nd Pref. " её 10 Ni £26 15 96 9 — 10 8 — 9 T —1 16 13 4 
Do, do, 5 & Debs, Nos. 1 to 1,800 100 * |5% 5% 102 —104 | 109 —104 9 | | i^ | 416 2 
E v = i LI 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
640,000 [o Trams, 5 95 Cum. Ist Pref., 1 t, Lto) | 5 48— 433 44-4 91/8 80/44 - 534 
500,000 Do. 5 % 2nd Pref., 800,001 to 100000. 5 a гә is 2 41— 4 43— 44 ds "n e Bit 1 
978,920 Do. 4 % Deb. Btock ә T ee os i» 4 % | 90 — 914 901 —92 912 901 au 47 8 
889,887 | Auckland E. Trams, 5 % lst Mort, Deb, Stock ..| 100 5 5 6 6 % | 102 —105 108 —1C6 * +11414 4 
880,000 | Babcock & Wilcox, 1 to 580,000..  ..  .. .. 1 90 4 |40 % 20 % |20 & 4y.— 4h 4- 5 93/9 | 92/6 | +% |4 8 9 
100,000 do. 6 % Cum. Pret., 1 to 100,000 as 1 6 6 6 6 ly 1% 1; 1% fa е ps 819 2 
60,000 British Aluminium, Ord., 1 to 40,000 .. oe oe 6 7 7 7 7 — 1 — ] 19/9 . mi 87 6 8 
60,000 Do. do, 796 Cum. Pret. ec ee b 1 1 1 7 1— 2 1 2 НЕ ; uis 15 1 4 
40,100 д йо, "А "6 % Cum. Pref, .. ec 6 6 6% | 6 6 ? 8 ee ҸЕ và 7 10 11 
19,897 Do, do, 496 Funding Certs. .. =e b H 4 4 4 24— ЗА 2 8 e we Si 5 14 8 
124,400 Do. do. 96 Loch Leven Debs, 6. | 100 oo | & 54 БА 96 — 96 — 99 N * s 514 7 Я 
600,000 | British Columbia E. Def. Ord. Stock ..  ..| 100 |6%/6%/8%/8 144 —149 143 —148 146 | 144 —1 |681 
400,000 | Ро, Pref. Ord. Btock — .. oe „ 5 5 $ 6 121 —125 121 —125 123) | 121 » 4160 ^ 
400,000 | Do. 5 % Cum. Perp. Pref, Stock .. ..| 100 5 5 Б 5 107 —110 106 —109 1084 100] ms 411 9 
288,000 Do, 4 Ist Mort. Debs., 1 to 6,250 . 40 4 de 4 102 —104 102 —104 гл $a .. 4 61 
212,600 Do. Vancouver Power Debsi, 1 to 9 ‚300 100 4 44% | 44% | 102 —105 1024 -1044 1034 * . 462 
188,801 | British Electric Traction e» > Ж 10 |8 i} | Nil | Nil B— 1 ġ— 1 " РН 2 Nil 
161,487 Do, do. 6% Cum, Pret. .. 10 6 6 8 14% 2— 23 24— 2% 55/74 | 51/8 Le 568 
1,478,658 Do, do, 5 % Perp. Deb. Stock .. | Btock | 6 5 5 5 | 4 — 87 84 — 87 £44 . 6 14 11 
Do. do. 44 % 9nd Deb. Stock Red. 100 | 44% | 44% | 44% | 44% 58 — 62 o 65 6.4 594 4294 | 710 0 
100,000 | British Insulated and Helsby Cables T ec 5 8 10 10 96 |10 % 7 — 73 7 — 73 T 82 a 618 4 
100,000 Do. do, 6 % Cum. Pref. 5 6 6 6% 6% — 64 Gk- 64 43 411 8 
600,000. Do. do. 44 % 1st Mort. Deb, Red. T 100 4 ag 44% | 103 —106 103 — 106 NM 4 411 
804,94(1| British Thomson-Houston 4 % 1m — bata z: $^ 100 44% | 4 % | 44% | 89 — 94 89 — 94 = И 415 9 
400,000 British Westinghouse 6 95 Pre 495,00 ge Дуг 5 Nil | Nil | Nil | Nil E g— 3 M нп 
1,016,858 Do, do. ү. Mort, Deb. Stock | 100 | 4 4% 4% 4% 48 — 52 48 — 59 :: n 7 18 10 
$0,000 |! "D$ i Lindley & Co., Ord, .. Ws ae 1 Nil | Nil | Nil | Nil 1585 t H ^ 8 Nil 
50,000 do. 6% Cum. Pret. . * 1 Nil | Nil! Nil! Nil! 14/6 to 15/6 | 14/6 to 16/ : 25 T Ni 
ne Brush Electrical Engineering, Ord., 1 5 105, "m үз 9 24 Nil | Nil | Nil 0— # 0— 8 is ЗЕ Nil 
200,000 Do, do, Non-cum, 6 % Pr es. | 9 6 Nil | Nil | Nil 0 — 0— 8 F $ vs NL 
195,000: Do. do, 44 96 Perp. Deb. Stock Stock 3 4 44% | 44% | 4l — 46 41 — 46 s 915 8" 
12,0001 Do. do. 96 Perp. 2nd Deb. Stock.. Stock 4 44% | 44% | 27 — 81 27 — 81 As 14 10 2 
187,610 | Calcutta Trams, 1 to 187,610 .. 6 8 8 6 96 | 44% ^ bm 5 44— 5 o 410 0 
45,804 Do. 5 % Cum. Pref., Nos. 1 to 29,880. . 5 5 6%|5%|Б% | 4j— 5 4i— 5 4 is 500 
860,000 Do. 44% lst Deb. Btock.. — .. — .. | 100 | 4% | 44% | 44% | 44% | 101 —104 101 —104 1014 e 461 
85,000 | Callender's Cable Construction shares ёо 5 15 15 15 9% /15 % | 10 — 103 10 — 103 2 «| А 6 19 4 
40,000 | Ро. do. 6 % Cum. Pref, | 6 |6%]6%|5% 5 | 6ł— 5 61— tà | 4 8 11 
800,000 Do, do. 44% lst Mort, Deb. Btock Red. Stock K 4496 | 44% | 44% 105 —107 105 —107 T e 4 4 1 
491,299 | Саре Е. Trams., 1 to 491,299 ,. кы, oe ü | Nil| Nil | Nil | £&— jy Y ү" 5/9 A j Ni) 
450,000 Desiner- Kellner Alkali, 1 to 450,000 .. 1 6 % | 8 % (12% |124% | 24— 25 2à— 21 44/9 43/. 512 8 
910,158 Do. do. 4 % lst Mort. Deb. Btock | 100 | 4496 | 44% | 44% | 4 % | 106 —109 166 —109 ic =f : S13 5 
1,890 690 | Central London Railway, Ord. Stock 2% „Stock | 4 4 B 96 % | 61 — 63 61 — 63 * ў 6 3 2 
554,655 Do, do. 4 96 Pret, Stock ee „„ | Btock | 4 à i e 49?5| 81 — 86 B4 — 85 ae i 418 0 
554,655 Do. do. Det. do. Stock 4 | 4 2 | 9495 | 44 — 46 44 — 46 va а 6 8 8 
1,480,000 | City and Bouth London Railway i» - .. | Btock | ii X A% | 14% | 29à— 303 294— 10} 203 И 4 15 8 
85,000 e D ЫТ 8 | 5 V 5 / 16 96 &— 1 i- 1 а 16 1 8 
st Mort. Reg. Debs., 
100,000; 1 900 of £100, and 901 to 11,000 of 450 Red, + 16% | 2% 6% |5% 90 — 98 90 — 98 e| o — [561768 
t 4 peri d of nine months, From Mancneseer Share List, 


ы Oniess otherwise нама, "is shares are fully рма. 


= | Continues on next pade. 
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SHARE LIST OF ELEOTRICAL COMPANIES,—(Oontinued,) - 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oontinued) 


| | Business done | Mise «| Present 
Present BOCE Dividende for the Closing — 


| 
| АМЕ | tations week ended | or Yield 
Issue, | в ' ы | last four years. 8 Taa BOth. | Nov. 30th, 1909. | Fall — por cer t. 
CCC... r p |Highest Lowest. | Е E zA 
| а | 1 — 12 A - .* | .. Е: 
360,000 | Dick, Kerr & Oo., 1 to 960,000 . ej 1 (10% 10 10 % |10 % | 1 — là 2 +: Steg £r e s 
806.000 | Do, do. 695 Cum.Pret,110805000 .. M | 6 & | ^ i бф | ud = тз Et. S X: E -44- 
371,080 | | Do. 1.80: mid % Deb, Btock _.. | | 3 64 6% 6% 1044—13; | 123— 133 es T | 418 
60,000 | Dublin United Trams. (1896), 6 % Pret., 1 $060,000 | 10 | aviue| „ X ү = = | St Б 
99,61 | Edison ё Swan Utd., ^ A^ shs., £8 pd. 1 to 99,961 | Б | 44% | 44% | 24% | 1 $| I- d | f= 8) S 8 68 
17,189 | Do. vA" shares 01—017,189 ".. | 6 |43% 4 1 1 oon e a | b 1 
897,895 | Do. 4 96 Deb, Stock Red. 100 | 4 | 5 | б 2 M E. 8l — £4 81 — B4 в: 4- | 519 1 
61,720 Do, 6% 8nd Deb. Btock Prov. Certs, all pd. 100 5 wi | NÉ | nit E = AA | Nil 
112,100 | Electrio Construction, 1 to 119,100 | 9 | Ni Er 1 7% Es d | ieu 93/9 10 1 0 
81,890 | Ро. do. 79% Cum, Pref., 1 to 81,800... 8 |1 È 18182 E s 8— as | 17 8 
16,000 | General Electric Co, (1900), 6 % Cum. Pret, Р teal eats & | a3 — 87 8 — 87 | 412 0 
13,000 | Ро. do 4 4, Mort Deb. о IET NEM. qu | 618 4 
39 | Ga, N а City Rain Pref, Ord. © A" 4%, 140 78,000) 10 4 3 E ca hie 12 1 10 | | 610 8 
96,000 | Greenwood & Batley, 7 95 Cum. Pref. e „ 0 Т 24 |6 & 55 | 109—108 102 —109i | | 4 16 10 
59 | He Po mec e ort, | lud ше te ш kom 12 — 12] | 517 8 
—— Henley's (W. T.), 3 * Ord, .. өө 2s b 4 2 Ч | 4 5 | 44%, ee 5 | 6À— 85 533 А | 4 110 
' ' 0. | ? La: | - : | 2 | 4 4 ll 
150,000 | Do. do. 4 % Mort. Deb. Stock | Stock de k- 1055 3 - 6) "Иис МА ibn ібн. 31 
50,000 India - Rubber, Gutta-percha elegraph Works.. 10 105 Nie NÉ — 19) i- 4 * | Nil 
87,500 Liverpool Overhead Railway, Ord. . „| 10 | NO : E 1 A ae E М Р >? | 10 0 0 
10,000 |! Do. do. Pret., fully раја ..| 10 f 6 84 | Nil =@ Ш 3 * ' Nil 
609,070 | London United Trams. (1901), 1 to 50,007 . 10 |8 14 1 — 14 t | Nil 
B99,980 Do. do. ,008 to 100,000 Ar. |8 5 & | 5 & 37% 2— 27 2 24 50. 10 0-10 
125,000 Do, do. b % Cum. Pref., 1 to 125,000 10 5 | 44 | 40 | a8 — 69 68 — 66 635 g 613 
1,881,000 Do. do. 4 % 1st Mort, Deb. * oo | МӘ | 6 14 | 2 2| 867 — 957 503 — 97 97 8g 1 110 
6,189,062 | Metropolitan Consolidated — .. .. «| 100 eA 112 of 64.— 66 64 о 65 6l. 4 3 4 
3,640,914 Do.  Burplus Lands .. .. .. . | 10 | 94% | BS | 98% | 22% ey 16 ie 104 1 Nu 
8,285,000 Do, District ee .. ** 1 | | 44% 49 — th в tà "T" - 6 10 ll 
891,887 | Metropolitan Electric Trams., Ord, * ee | 1 T Nil | мй Ni un | ae M Be | Nu 
n Do. do. Beli T ee - | u^ | b % |5 o% Б Ma ү Hh- f 15] ч 6 — 1 
А | " о, ee | | | 47 |. | à — 96 05 E ( 
595,600 | Do. do. 43 Deb. Stock Red, | 100 | "mi | 48% | 44% | 44 138 — 98 195 -2 : 943 | 4 * 
10,828,200 | Mexico Trams Co., Common Stock е 5% Ir um " 91 xi 0g 91 2 98 919 913 6 7 6 
$9,000,000 Do. ist Mort. 60-year 5% Gld. Bds, were are | 5 | — “a * ; e] 
245,500 | Potteries Electric Tra: tion Б ө» | 1 | 4 & B % | - 4 | га | = =r 3 4 8 1711 
945,500 | 5 €, Cum, Pref. АЁ ча - | * | ag | a ac 4% m ет M - m | 86) 5 8:6 
945,000 Do. 44 95 Deb. Stock .. T 0 | 15 t ? БФ | 344— 86 843 — 86 310 5 0*0 
87,860 | Telegraph Construction and Maintenance . | 14 15 & Е 2 118% I7 | м | 101^ —101 M 818 1 
140,000! Do. 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 4 | 165 | 4 96 | 100 —101 100 —101 E 419 9 
1,000,000 | Underground Electric ani 5% Prior Lien .. | — заа s» true DU 26 | -v — 2B uA — ай 8572 v Ре 52:4 
2,800,000 | Do. do. 44% Bonds . ЫЕ ве | жг .. 44% | 3l — 81 — 83 32° ES 2 ood 
4,900,000 | Do, do. 6% Income Bonds oc | oe 2 z Nil ; к s > 4 70 : e) 
66,666 | Willans & Eme үс Bo ono 01 to Ml dt | : En Nil а 4 i 4 А — +: of 98 4 
64,686 | Do, 6% C.P., 80,001 to z e. к сел ы 651 3. 
245,495 | Do. 9 Ist Mort. Deb. Stock 25 ‚| [496/4964 05 |4 05 | "I4 — 9 72 W E 
ELECTRICITY SUPPLY COMPANIES. 
TT — (à 4a— 42 is ae “a 531 
15,000 (Kent) E.L, а P., 1 to 16,000 50 ti- 91 — 04 = 2 " 4 
10,000 do. 4 9 1st. deb. stock... | 100 t 4 nc 9 64— 1 А ; У 618 1 
"up Brompton à Kens, Hieo, m au dX Qum. Prol : 74 7 63— Т) — % x { РЫ 413 4 
e е 5 5 = К x —1 4 010 
8 3,936 aom ise eei, 4 r e| 100. |44 : 1 aho m os T .. 613 
80'000 or ity Ba p M. H ag 4? 4L - 4 44— 4 Е . iH | 
U id Ы . 81— 4 ee . 
80,000 Do. 4 о ака" 96 Cum. Ри, 5 Sk 4 - ił 93 —101 | үр 819 4 
4. TAA Do. do. 4% Deb. Stock Red. | ш ji% í 77 — 3 90 — 53 T). | 68/1 616 3 
198 000 Ma | % Deb. Biock Bed, .. | Btook | 4% | 414 P| dà 100 ls 100 —108 10 N | i E 
$0,596 ону of London Elec, Ligh «Ога. $0,002 — 110,08 10 6 Y 6 X о 112— 121 uc 117 Е 44 
60,000 ро. 6 Cum. Pref., 1 to 40 ee 0 C б 5 121 —194 191 —124 is 2 AE 4 08 
400,0001 Do. 4 Db. Bik., Bortp, (iss, at 116) all på, 18 A % | 6 % 44% 100 —108 100 —103 si — [ато 
800,000 0 e ы Ы ; "éd - — ee eo ee 0 9 
60,000 us Ar mar 8 и 6 [45 |44 ER E 21 — 3 а * : 153 
60,000 Pref. МЫ 6 6 6 6 Q34 — 95% 934 — vi @e ee ee 6 4 Ы 
860,000 Do. do. 3 120 51 tg. Deb. Stock ее ee 5 1.— 134 — 8 7: Я " 6 6 0 
40,000 | County of London Шоно 4 Lighting, Ord.1—40,000 | l0 | 5 33325 100— 113 108 — 114 10:2} . | 6 71 
55,000 . Pref., 40,001 а ee he 43% | 106 —108 105 —1С8 e Ж 481 
“(04,000 Do. dnd, Deb. Bock Воск .. Stock dj 4 93 —101 98 —101 1003 | 100 от 
80,000 Bamunison's ng F 14 к Е a Nil 
60,000 Cum „ өө oo nm — EN 3 s 10 0 
490,600 Do. 4 96 1st Mort, Deb. Stk. | 100 at 44% " el a in | iu: in . К ee ; 6 5 
65,150,000 | Electrical Dev. Oe gt Onur, e. Gold Bads. 6500 | .. | .. | .. ^ n нс 4 di i Uo amas 
10,000 | Folkestone, 1 to 10,000 3 шир. В u% 8 5 tj- 21 4— d i i "o | 4e 
10,000 09: Cum. Pret, 10 to 19,008 m. өө ш 6 97 —100 97 —100 25 2 410 0 
60,000 lst Deb, GE. e б l9 9 d d 7— 4 62— 1} В ^ B13 4 
$1,8 6,000 Kaministquia Power Oo., б Gold Bnds. ee eo өө ee 10 o 10 9 8 7 2 1} 7 74 7% oe ла 6 4 1 
a Kensington and іа Power Oo, B9% Gold Bol, 2. 6 [0 o % 0% |8 db od ob — 98 н ES © |418 
11% | London Electric Supply wee ECCL s bet laeiee e 41— 5 — b к » 517 1 
i -" — +5 92 : —1 4 15 
682,865 ро. do. 4% lst Mort, Deb. Btk, Red, | Stock | 4 t ‘ se ph ya i T | 517 8 
000 Metropole Supply, 1-to e. o : 10 i 4 yy 6 4i— 5 ү | 5 4 10 0 
жю 59 үлү Deben bk . 8 dE ecu) ы |1 f 
248,000! Do. Mort. Sla Mig Gold Bads | Stock ВФ 0 Bi 80 me 00. б big | big | [ваз 
,000,000 | Mexican Electric $ Co.. 6% 1st Mtg. Gold Buds = 6 ue, J т 713— TH i e» 413 4 
,000 Do. Light and Power Co., wd Common $100 5 o . 7 | 102 —106 101 —106 1039 | 10 Š 613 1 
dines ро, PI TS EHE (и-и EE ена 
60,00 | Midland Kleotrio Oo: oration @ ai Мол, Deb. | 100 a» d ы c di к=н a з . | s151 
180,491 Newosstle-on-Tyne, } os 5 |8 8 - 4— 4 4l- i К "s 510 3 
кие North Me tropolitan dO имә. PPE : d K : 99 —101 98 — 100 1 
e ectric Pow „ m ч == = "T "E oe 
— | 5% Мо M вет ^ Nos. fo 1.6 100 . 121— 134 123— 1 is Şi — | 660 
10,853 Notting Hill ting.. ee ee 10 тё $ 7% — 64 — 644 ee ee 6 1 8 
0:000 Oxford f б and 4m i am mom Zia 141 4% | 95 — 98 95 — 08 » » ; TE 
е ee ee ee ee рах — е ee 4 1 
119,804 | River Plate Eloty. Co. Ord. Nos. 1 so 120507 10 1 ( | MH 8H | 8 „ү ig DP | 9. [ge 
be. do. 64 Deb. Bik. Red, 00000) шю [ed ed [ed ed 10 104 10 106 bon — n [4H 1 
900,000 О, e e ee ee ee E 5; M А А 6 1 
4,000 | St. James’ and Pall Mall Eleotrio Light Ord... | Б пФ (10 10 & 0% = 10 c ms tg Se Ваа 
19,000 e do. 1 чо 9 a ing 1 1 & 84 — 83 84 — 88 | vs wa oa 8 19 1 
150,00 1 Do. do. De 0 Stock 9€ ee i 3% i- ц 11 — lj e e $e + 4 ии 
Smithfield Markets El оуріу, Ота... .. 6 j4 5 #— 8 ji— 8 is . | 618 4 
06,000 | South London Electric Bupply, Ord...  ..  .. 14 : - & tn ta - “з : 4 в 
ere Booth Met. Elec, Lt. 4 Power, on Bui eo е 1 a A a то ‘= 14 my if i Es | М 1 i 
s e «ee a 4 
394 520 Ро. do, 4 % lss Deb, Bk. | 100 A c das. P. | “ Бов 
60000 | Ortan Electric Supply, Ord... o y = | 8 [5S [5S 52 % i- EE um E. ИЕК 
60,000 Do. о. 5% Cum. Pref. 6 |56% 55 5 eer 780 ad - 7 ih .. 63 
96,000 Do. do. 44% lst Mort, Db. Stk. Red. | 100 4% | 4% | 44% ГТУ 568 
pe боюча р а со, ret oo 1 to 800,000 .. : EI ERI 15 А 3 Le i 97. T : 3 s 
' estminster eg ae i es 1 
81,279 Do. do. оа, Pré, Re. | 6 6 4% ae % ie 5 65 51% 05 жаат 


duced from 6% tice alat Deo. 1905) 


* Unless otherwise stated, all shares are fully paid. t Quotations on Giverpoo! Stock Exchange, Interim Dividend. 
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- Eleetrie Steel in Canada.—Negotiatione have been 
completed for the erection at Welland, Oatario, of a big electric 
steel plant by a concern incorporated in Canada under the name of 
the Electric Steel Co. of Canada, with head office at Toronto. Work 
on the initial building will begin shortly. The daily output is 
expected to be 1,000 tons, and asite of 50 acres has been secured. 
The plant will be ready before the opening of navigation. This will 
be the fiest electric smelter in Canada for commercial purposes. 
The electric smelter which was operated at Sault Ste. Marie two 
years ago was run by the Government for experimental purposes, 
under the direction of Dr. Haanell. — ; 


ON THE ACTION OF AERIALS IN DIRECTED 


RADIOTELEGRAPHY. 


Ву R. E. NEALE, B.8c. (Lon.), A C. G.. 


Accornpmea to Mr. J. Zenneck, in the Physikalische Zeitschrift, if 
one considers the bent aerial of Marconi (fig. 1), it is impossible to 
explain its directive properties if one admits that the earth is a 
conductor. In fact, in this case the image of the antenna may be 
regarded as constituted by a second aerial of the same radiating 
power situated as in fig. 9. At long distances one would imagine 
that the actions of the two horizontal portions would neutralise 


each other, so that only the action of the vertical part remains to be 
considered ; this is clearly the same in every direction. Hence one 
cannot thus explain the maximum radiation in the direction A c. 
By taking account of the imperfect conduction of the earth, how- 
ever, the explanation of the phenomenon becomes símple. 

It is known that in such а case as this the waves n (fig. 3) are not 
propagated perpendicularly to the earth, but are inclined at an angle 
a in the direction of motion. It follows from this that Poynting'é 
vector >, representing the flow of energy, will be inclined rela- 
tively to the earth as indicated, fig. 3. 

On the other haud, since this energy emanates from the frans- 
mitting aerial, one would expect it to follow the path indicated in 


Fic. 3. Fia. 4. 


fig. 4, and that, near the sending aerial A, i£ would have direction 
А X also inclined at an angle, more or less acute, with regard to tbe 
surface of the earth. 

Next considering a bent antenna А сн (fig. 5):—According to 


the above reasoning, which is quite general, the energy emissions 


in directions ac, A в are represented by the vectors A x. ay, and in 
order to determine whether the bent aerial bas any directive 
properties, it is suffi:ient to compare the two energy fluxes so 
determined. 


It is at once evident that for points р, о sufficiently distant along | 


directions 4 x, 4 v respectively the effects of conductors aa and 
G н are additive as regards P, but differential as regards о (Seen 
from P the currents in (he two portions ac, ан of the aerial have 


МА r 
Q * 2 -Tp 


the same sense, whereas, seen from о, they appear of opposite 
signs.) Now the energy available at P and o, provided A P and 4 Q 
are sufficiently great, is proportional to the square of the field 
strength (electrostatic and magnetic alternately), due to 4G, G H at 
these points. i 


The energy available at P is, therefore, considerably greater tban 


at о (owing to the above additive effect), and hence the, range of 
operation is greatest in direction 4 с, а rsalt of theory which is 
perfectly confirmed by practice. Во fat no account has been taken 
of earth currents; these currents may be divided as at 11, 7, (fig. 5) 
for the purposes of the present consideration. The action of 1, is 
clearly to reduce that of the conductor na, while 1з aids the effect 
of the latter. 

Since 11 is always > T., the action of earth currents is in general 
to impair the directive properties of the antenna, and by placing 
in the earth a conductor, connected to the aerial, and pointing in 
direction a c, one would expect an increase in the directive power 
of the system (owing to the relative increase of 12). This beneficial 
effect bas been experimentally confirmed. 

According to the author it is possible to explain the directive 
properties of systems, other than Marconi's bent aerial, in precisely 
similar manner. A complete mathematical treatment of the 
problem is hardly possible on account of the complex conditions 
obtaining. 
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THE JUNIOR INSTITUTION OF ENGINEERS. 


BUMMER MBETMG IN THE MIDLANDS. 


ham. In recognition of the success of their 
efforts the Council determined that tbe week's summer meeting 
of 1909 should be held in the Midlands, with Birmingham as & 
central rendesvous, although Leamington was chosen for head- 


quarters. 

Oa the morning of August 14th the official reception by the 
Mayor of Leamington took place in the Corporation’s Royal Pump 
Room; a tour of ion was made of the various baths and 


plant was shown. The high-tension D'Arsonval Gaiffe apparatus 
naturally attracted great attention. Current for it is supplied by a 
18-Kw. dynamo, which is also used for electric lighting, and power 
throughout the buildings. The afternoon was spent in a visit 
to Warwick Castle. A close examination of the celebrated War- 
wick Vase, which is denied to the ordinary visitor, was much 


reciated. 
“FT he strictly technical part of tbe me ed in Birming- 
ham on tbe following Monday асе сае division p pi 
Messrs. Gillott & Sons’ steel pen manufactory at Hockley, while 
another visited Messrs. Muntz's Metal Works, French Walls, under 
the guidance of Sir Gerard Миша. At the pen works all the pro- 
cesses of manufacture were explained. The slitting is accomplished 
by meansof shearing machines, so delicate in their operation that 
it is possible with them to place six distinct slits in the width of 
an ordinary point. : 

The variety of purposes for which Muntz metal is employed, as 
exemplified by the numerous articles forming the ontput of the 
French Walls works, was most striking. The works cover about 
11 acres of land. The original works were a part of the Soho 
Foundry, where James Watt developed and perfected his first 
steam "pe An aluminium foundry now forms an important 
part of the works, castings for motor-cars being produced. As 
early as 1892 the ipie ni determined to concentrate all their 
power plant in one cen electric and hydraulic power station, 
and clear away all the small separate units. This conversion 
occupied four years and was based on the most modern practice. 

Mr. George Tangye showed bis interest in the visit of the 
Institution to Birmingbam by kindly arranging for the members to 
be shown over the James Watt Museum adjoining Messrs. Tangye's 
works, and Watt's attic workshop at Heathfield Hall, now the 
residence of Mr. Tangye. Needless to say the young engineers felt 
honoured at these opportunities of doing homage to the memory of 
their great master. e original letter books of the firm of Boulton 
and Watt were seen, dated 1775, also original drawings by James 
Watt illustrating different types of early condensing engines, and 
there = numerous patent specifications, and quaintly worded 
repos 

The programme for the following morning took the form of an 
invitation from the Birmingham Local Section to visit works at 
Redditch and to a complimentary luncheon in the Masonic Hall. 
The party motored from Leamington, through delightful scenery, 
aud on arrival at Redditch inspected Messrs. Shrimpton & Sons’ 
needle manufactory and Mesers. J. Warner & Sons’ fish hook, fishing 
rod, and fishing tackle works. At the luncheon the chairman of the 
local section, Mr. F. S. Pilling, M.I.Mech.E., presided. One or 
two appropriate toaste followed, during which the gratification felt 
by the membere of the local Section in taking part in the welcome 
of the Institution to the Midlands was expressed, and the acknow- 
ledgments of the guests were conveyed by Mr. F. R. Durham, the 
chairman. The afternoon was occupied iu honouring the various 
objects of Shskesperian interest at, and in the neighbourhood of, 
Btratford-on-A von. 

On Wednesday the programme comprised a visit to the new 
buildings of Birmingham University, the works of the Austin 
Motor Co. and those of the Birmingham Small Arms Со. A fleet 
of motor-cars, kindly provided by the Austin Co., met the party on 
their arrival at Birmingham, for their conveyance to the University 
and use throughout the day, a compliment which was much appre- 
ciated. Prof. F. W. Barstall, M.A., head of the Mecbanical 
Engineering Department of the University, received the members 
in the Great Hall, and, aided by Mr. Kipps, of the Electrical 
Engineering Department, showed them round, pointing out the 
very mavy features of engineering interest to be observed in the 
equipment of the extensive buildings. The colossal horizontal 
300-ton testing machine, made by Меваге. W. & T. Avery, Ltd., 
naturally attracted considerable attention. Some idea of ite 
magnitude may be gathered from the statement that the maximum 
length for tension specimen is 28 ft.; for compression, 30 ft.; and 
span for bending, 20 ft., and that the overall dimensions of the 
macbine are: length, 68 ft. ; heigbt, 13 ft. ; its width varying from 
7 to 12 ft. The wedge grips cau take specimens 3? in. diameter, 
or 6 im. by 24 in. fat. The electrical engineering department is 
equipped with machines and apparatus of different types, giving 
both direct and alternating current of various voltages, &c. The 
power etation supplies electricity, gas, and steam to the main 
buildings, and is also equipped asa heat laboratory. 

The section of the party visiting the Austin motor-car works 
found the inspection of great interest. These eplendidly equipped 
works are capable of dealing with all the operations necessary 
in the production of the car througbout, not only of the chassis, but 
of the body and fittings complete. The demand for the vehicles 


inspection 
5 &c., which are available, and all the machinery and 


aud dynamos, the power house constituting 


has been such that during the past two years the area of the work? 
has had to be more than doubled. 

At the works of the Birmingham Small Arms Oo., at Small Heath, 
the members had shown to them the ingenious machinery used in 
the manufacture of rifles and cycle components. The wo 
contain over 5,000 machines, the bulk of which are self-feeding and 
semi-automatic, whilst both cycle and gun departments have their 
own sets of automatic machines for screw making and small com- 


Thursday was devoted to Coventry, Messrs. Herbert's tool works 
and the Triumph Cycle Co.'s Works being visited in the morning, 
and Messrs. Rotherham’s watch factory and the Corporation gas 
works in the afternoon. The well-known tool works were founded 
by Mr. Alfred Herbert in 1889. The development of the firm has 
been continuous and rapid, and at tbe present time 1,500 men are 
employed. The various machines turned out are manufactured in 
Ding bat no special tools other than those required on the plant 

t. + : 

At the Triumph Cycle Works the members found no difficolty in 
fully oooupying the two hours allotted to the visit; indeed, the 
contents of the various shops proved so in that some reluc- 
tance to leave was shown at the conclusion. 

The two divisions which had been formed for these visits united 
afterwards at the Masonic Hall as tbe guests of the Triumph Cyele 
Oo., with Mr. A. Friedlander in the chair. After luncheon, several 
complimentary speeches were made, and, dividing again, one party 

roceeded to Foleshill to inspect, under the guidance of Mr. F. W. 

tevenson, M.Inst.C.E., the engineer tothe gas department, who 
d ed them, the gas works of the Coventry Corporation, whilst 
another group were shown over Messrs. Rotherbam & Sons’ watch 
factory and motor accessories works. The part that electricity is 
playing in connection with the manafacture of gas was well 
exemplified at Foleshill. In the retort house, containing 256 
retorts of the horizontal type, were seen two Fiddes-Aldridge 
simultaneous etoking machines, driven by electric motors. The 
electric generating plant consiste of two sets of 75-н.р. gas engines 
uite a prominent 
dates back to the 


ponente. 


feature in the works. The watch factory visi 
year 1750, and possesses a high reputation amongst the Coventry 
works. A fine factory bas been equipped for production of 
English lever watches of the finest quality and finish. It was 
pointed out that there are some 1,400 distinct operations in making 
a Rotherham watch, and some 73 assembling processes. 
addition to watches, & large quantity of motor fltments are also 
turned out. 

Messrs. Oadbury Bros.’ celebrated cocoa and chocolate mane 
factory at Bournville was visited on the following morning, Friday. 
The engineer welcomed the members on arrival, and arranged for 
the features of engineering interest, of which there are many, to be 
shown, the power house and ref plant receiving particalsr 
attention. It appears that the Institution is the first body 
that has been so privileged, a compliment duly acknowledged by 
the chairman in speaking at the luncheon to which the member 
were subsequently entertained by the firm. For the afternoon 
there were visits to Messrs. Elkington's electro-plating works, and 
the crystal glass works of Messrs. F. and C. Osler. It may be added 
that the electro-plating and electro-depositing d {в are 
е to be the largest and most completely furnished in tbe 
worl 

On Friday evening the Institution's summer dinner was held at 
the Great Western Restaurant, and was well attended, a number 
of local members being included in the gathering. The chairman 
presided, and amongst the guests were Mr. W. Deakin, President 
of the Birmingham Association of Engineers; Mr. Kippe, of the 
University ; Mr. R. Kirton, Mr. Thos. Berridge, Mr. F. J. Bywater, 
and Mr. F. S. Pilling. 

On the following morning the electrical signalling apparatus, 
installed by Messrs. Siemens Brothers at Snow Hill Station fot 
the Great Western Railway Co., was seen, Mr. L. M. Ferreira 
explaining its construction and operation; and afterwards the 
Summer Lane generatiog station of the Birmingham OCorporation's 
Electricity Department was visited under the guidance of the 
resident engineer, Mr. Kemp. 

With this electrical visit the programme for the week closed, 
leaving impressions of time very agreeably spent, and recollections 
of many courtesies extended by those through whose ready assist- 
ance the arrangements for it had been made. May the Junior 
Engineers experience many another such summer assembly. 


PROCEEDINGS OF INSTITUTIONS. 


The Present Aspect of Electric Lighting. 
Ву Н. W. Нлмососк and A. Н. Drxxs, Members. 


(Abstract of paper read before the ImsrrrUTIOM or ELECTRICAL 
EmNGINEEBS, London, November 25th, 1909) 


Bince we wrote our paper on “ Electricity Supply aad Metallic 
Filament Lamps," two years bave ela Extraordinary 

has been made by the lamp makers in the interval. Ia an 

tion of 653 lamps, one of the first to be fitted with transformers sod 
25-volt lamps, in April, 1908, the original 100-volt carbon: filament 
lamps were replaced by 10-c P. 25-volt tungeten lamps. 

note has been kept of the number of lamps renewed since theo, 
from which it appears that, including ages, the average life 
has been/1;280-hours, although they are frequently overrun. 
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In another case, 105-volt lamps of 25 and 32 с.р. were substituted 
for the carbon lamps. At the end of 1,083 hours of actual 
use, out of 980 lamps by various leading makers installed, 70 per 
cent. were still burning. Individual lamps under test, conditions 
‘have shown far better results, but the above fizures are a fairly 
ae indication of what may be expected under ordinary 

ons. 

The price of wire lamps has also been reduced, and the 100-volt 
25-C.P. ap which two years ago cost 4s. is now listed at 3s. Having 
regard to the longer life of the new lampe, they are thus but little 
more expensive than carbon lamps. At least one well-known maker 
has now succeeded in producing a 16-с.р. 24-watt lamp for 200 volta, 
which, we are informed, will be on the market very shortly at the 
price of 5s. We have had some of these lamps in actual use for 
some months with very satisfactory resulta, and we have seen 
in operation a 10-0.P. 200-volt lamp taking only 15 watts. 

In our 1908 paper we ventured to suggest that the effect on those 
stations ralying on a purely lighting load would be disastrous 
unless some steps were taken to alter the method of charging. 

The results of the past two years have only served to streogthen 
us in our belief that the flat-rate system fails to meet the conditions 
that now obtain, and that only by the adoption of some system 
which secures to the undertaking a definite minimum return from 
each consamer based on the rate at which he contracts to take energy 
can purely lighting stations be profitably run. 

In one station of this kind serving a London suburb, s large 
proportion of the consumers were "free wired." The price of 
current was 54, per unit for this class of consumer, and a deficiency 
chante was made in addition of 14. per unit for every unit by 
w the consumption was less than 18 units per lamp per 
annum. 


Last year it was decided to allow such consumers to have trans- 
formers and metallic-filameat lamps, it being stipulated that no 
lamps of less than 16 c.P. would be supplied. At the same time 
the terms were altered to a fixed wiring charge of 2s. per annum 
per lamp installed and 5d. per unit for energy consumed. 

The results are instructive. In the case of those consumers who 
have taken advantage of the new arrangement, it is found that 
formerly their lamps averaged 12 с.р. and their consumption per 
lamp iostalled was 15:6 units per annum. i 


is gave a revenue per lamp connected (averaging 12 с.р.) of:— ` 


8. d. 

. 15'6 unite, at 5d. (as for privately wired consamers) 6 6 
Meter rent ies ads ee iu PA wo 0 44 
Wiring rental (deficiency charge + 4d. per unit) .. 0 104 
7 9 


Some of them have not been changed over for a complete year 
yet, bat assuming that the uncompleted quarter of the year will 
bear the same ratio to the earlier part as iu previous years, the 
results due to the change will be— 


Average candle-power per lamp, 16. 


в. d. 
Average consumption, including transformer losses, 

98 units eee ees ees eee eee see 4 1 
Meter rent са ген 995 is $i о 3 
Wiring rental ... 205 5 ET " 2 0 

6 4 


In spite, therefore, of the wiring rental being increased, ia spite 
of an increase in fhe illumination of 33 per cent., the inclusive 
receipts per lamp have fallen from 7s. 9d. to 63. 4d. M 

The reduction in consumption is obviously greater iu tha case of 
privately wired consumers, on whom no restrictions can be placed 
as to the minimum candle-power of the lamps they use, and it may 
be taken as certain that in future the consumption per lamp 
installed amongst this class will be of the order of 6 to 7 units, 
whilst in many cases it will fall to as low as3 or 4. 

Even at 8d. per unit & 10-light consumer having a total consump- 
tion of 30 units per annum cannot be remunerative. | 

In the district from -which the above instances are taken the 
price of gas is 2s. 61. per 1,000 cb. ft., and it was found that in 
small premises the cost for lighting only, exclusive of cooking, but 
including the meter rent, averaged 12s, 2d. per gas burner per 
annum, whilst many were as high as £1. 

Sarely there is something wrong when, in the same district, elec- 
tricity yields only 4s. 4d. per lamp and gas 128. 2d. 

In most cases а 25 c. p. 30-watt metallic-filament lamp will 
satisfactorily replace an ordinary gas baraer such as is normally in 
use. For domestic purposes the 25-c p. electric lamp is a satisfactory 
unit of illumination, and if it is more economical than the so-called 
60-c P. gas light, the consumer will take it. Given a proper method 
of charging, пи can be done in such a way as to prove very remunera- 
tive to the electric light undertaking. 

With the flat-rate system of charging the long-bour consumer at 
present uses Oae reason for this is that, owing to the loss 
made by.the electric light undertaking on the short-hour consumer, 
it is necessary to keep up the price all round, and the competitive 
illuminant benefits. 

Let such a consumer use gas or candles, and let us concentrate 
our efforts on the long-hour man, who gives us a greater number of 
working hours over which to earn interest on our capital. At the 
moment it is generally the other way round, and electricity is given 
the uaremunerative short-hour lamps because the present tariffs make 
the cost of long hour lamps too high. 

In the case of the suburban station meationed above, the stand- 
ing charges per kilowatt of consumers’ demand amount to £17, and 


the ranning coste to 0'4d. per unit. Assuming that, under a system 
devised to attract a different class of consumer, as many as 80 per 
cent. of the lamps installed come on the peak (the average in the 
district at present is 30 per cent.), the standing charges per 30-watt 
lamp would be— | Р 

6. " 


£17 x 20 x 30 x 08 ＋ 1,000 = 8 2 
If the lamps were used for 400 hours, the running 
charges would be 400 x 30 x 04 ＋ 1,000 = 0 5 


Total... 2. 8 7 


If they were used for 2,000 hours, the running charges 


would be— 
2,000 x 30 x 0'4 ＋ 1,000 = 24, 


or a total of 10s. 2d. Whether the lamps be used for 400 or for 
2,000 hours, therefore, only makes a difference of 15. 74. . 

The difference in oost is so little, and the business advantages, from 
the point of view both of the atation aud of the consumer, of a fixed 
charge are so great that we consider it preferable to make a fixed 
charge per lamp per annum, irrespective of the number of hours 
daring which the lamps are used. | " 

It obviously does not pay to go to the expense of putting in a 
meter, provi a staff to read it and keep it in repair, and a staff 
of clerks to make out the accounts, in order to check such small 
variations in revenue, more particularly if the relative importance 
of the standing charges be still further increased by the station 
supplying the interior wiring. 

t may be objected that if there be no meter and no restrictions, 
the consumer will waste tbe commodity. If the objection were 
valid, the present system of water supply in London would be an 
impossibility. It must not be forgotten, further, that the longer the 
lamps are used the greater the cost to the consumer of lamp 
renewals, which thus acts to a certain extent automatically as a 
check. 

As the station is charging per lamp, it must obviously also have 
some check on the.consumer in order that he may not, for instance, 
substitute а 100-c.». lamp for the 25-c.». lamp allowed for. We 
prefer to do this by using special lamp-holders such that only 
lamps which are sold by the station or its agents can be used. The 
consumer who comes back too often for lamp renewals will thus be 
detected and dealt with accordingly, if it be found that he is wasting. 
current. | 

Taking the average life of the lamps at 1,200 hours, they would 
use in that time, say, 36 units per 25-0. . lamp. This at O'4d. per 
unit represents 18. 24d., and where the station sells the lamps, the 
profit on their sale would to a great extent automatically compen- 
sate for the wastefulness of any of its consumers. 

It is obvioas, therefore, that even with & wasteful consumer the 
station could not lose much, and a meter can, if desired, be put in to 
check in special cases any consumer suspected of wilful waste. For 
the reasons above set forth, we believe that all stations having nor- 
mally low ranniog costs could, with great advantage to themselves, 
supply the long-hour coneumer, who at present generally uses gas, 
at a fixed charge per lamp per annum, which would be well below 
what he is at present paying. A fair average price, inclusive of 
wiring rental, appears to us to be 128. per 30-watt lamp per annum 
for а continuous supply, and 10s. per annum for a “ dusk to dawn” 


supply. 


This system we call the contract system, to distinguish it from 
the “ contract demand ” system. 

The proposal is, of course, by no means new, but it was practi- 
cally an impossible one as long as we were restricted to the carbon- 
filament lamps. The introduction of the wire Iamp and the great 
reduction in the running costs during the past few years have, as 
we endeavour to show, entirely altered the position. Credit must 
ba given to Mr. Wilkinson, of Harrogate, for being one of the first 
to appreciate the altered position of affairs, he haviog introduced 
into his district the principle of charging small consumers a 
fixed sum of 11s. per lamp per annum. ; | 

A few months ago, in a suburban district where at the moment 
there were no electric light mains, a small house and a small shop 
were free wired” at our suggestion. Tae living rooms had a 
single 25-c.P. wire lamp fixed close to the ceiling, which we find 
wives a very pleasant light in all parts of the room. The smaller 
bedrooms had a 10 or 16 с.р. light. 

A can vasser was sent round the neighbourhood asking the inhabi- - 


tants to inspect the installation, and on calling they were informed: 


that the electric light company would wire their houses free of 


initial expense in a similar manner to that before them, and make 


an inclusive charge of 108. per lamp per annum to cover the wiring 
rental and the right to use the lamps as required from dusk to dawn, 
and during periods of unusual darkness. | 

The canvasser was only employed for a short period, but he 
secured signed applications for some 2 0.0 lamps. 

We ate of opinion that in the future purely lighting stations will, 
in order to secare the necessary large number of new consumers, be 
absolutely forced to undertake the wiriog of houses and to supply 
lamps—in fact, to sell ight, and not electrical energy. By this 
means any improvement in the efficiency of the lamp will be of 
benefit to the stations and not, as at present, a loss to them. It 
is all-important that the cost of wiring should be reduced, and 
that the cost of services be brought down also. On a.c. systems 
some form of concentric wiring with earthed outer is not only the 
cheapest, per se, but enables considerable economies to be effected 
in other directions. Only single-pole switches and fuses are 
required, and the insulation of the one pole can be abolished or 
reduced to a very small amount. Since the advent of tbe wire 
lamp a large number of concentric wiring installations with earthed 
oater have been put in, using a double-wound transformer, so that 


— 
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the supply maios are absolutely distinct and separate from the 
interior wiring. 

The cost of a double-wound transformer is now so low that the 
saving on the first cott of the lamps is sufficient in most cases to 
cover it, whilst the saving in renewal of lamps, coupled with the 
efficiency of the lower voltage lamps, amply suffices to meet the 
cost of the magnetisation unite. Hence the difference in coat of 
wiring due to the use of one wire instead of two is pure gain. 

"There is nothing to prevent the whole terrsce of houses from 
being wired from a single transformer fixed on the outside wall of 
the building, thus making one service supply a large number of 


The wiring can, by adopting one or other of the new systems, be 
brought down to 10e. to 12s. per light, or, say, 16. 3d. per annum 
for upkeep, interest and sinking fund. 

We have seen above that even where the standing charges amount 
fo £17 per xw. of consumers’ maximum demand, a figure which is 
not likely to be exceeded by many statione, and allowing for 80 per 
cent of the lights installed being on at once, a 30-watt lamp can be 
supplied for from 8s. 7d. to 108. 2d., or, including the free wiring, 
for 93, 10d. to 11s. 5d. per annum. It is not likely that the average 
burning hours will be as high as 2,000, so that it is evident that an 
ordinary long-hour consumer can be supplied under these conditions 
for a sum not exceeding 10s. to 12r. per 30-watt lamp. As it is not 
proposed to put 30-watt lamps in the smaller rooms, a 10s. inclusive 
charge would in many cases be amply justified. 

Particularly with a small alternating-current station, great 
economies can be effected if a supply be only given from dusk 
to dawn, the station being shut down during the daytime, and pro- 
visions are made under the Board of Trade Regulations whereby 
consent to this may be obtained. By using internal combustion 
engines, current can be quickly turned on in the case of fog or 
unusual darkness, under which conditions a supply is given. 

In three districts for which provisional orders have been recently 
obtained, it is proposed to work on this plan, and the necessary 
consents have in each case been given by the local authority. 

Whilst in most districts it will pay a man with only a few lights 
to use electricity at the above price, the man with 50 lamps would 
find the charge too high. 

To meet this dificul ‚ we put in a limit indicator, ask the con- 
sumer to switch on the maximum number of lamps he wishes to 
use at once, and charge him, say, 12s. per 3)-watt lamp, calculated 
on the number to which the limit indicator is set, and 23. per lamp 
on the remainder to cover the wiring charges. He thus settles his 
own diversity factor and is charged accordingly. 

This enables him to put in lamps where he naturally would not 
use them if he had to pay full price on all lamps, and at the same 
time obviates the absurdity one so often sees, viz., a station pro- 
viding capital for free-wired lamps which do not even pay the 
annual wiring cbarges. 

We venture to think that the future of electric lighting lies 
more especially amongst those consumers whom gas has hitherto 
claimed entirely as its own. | 

Comparing the present proposals with the conditions obtaining 
only three years ago, what do we find? The standing cbarges of 
the station and mains per unit of candle-power capacity have, by 
means of the wire lamp, been reduced by nearly two-thirds; by 
using double-wound transformers, interior winding becomes ringle 
wire instead of double; & main lead consisting of a single No. 18 
wire can, at 100 volts, supply all installations of 20 16-c.P. lamps 
or uader; the old double-pole distribution fuseboard is replaced 
by a single 5-ampere fuse; the meter becomes a memory of the 
past; a single service supplies a terrace of houses, and electric 
light commends itself to all long-hour consumers on the soore of 
price independently of other considerations. 

Appendixes: are added giving typical gas consumers’ accounts, 
and estimates for the capital cost, and working results of small 
electricity works run on the lines sugges'ed. 


Мв. Сковов Wirkrnsox (Harrogate), who opened the discussion, 
gaid be had been struck by the idea that the authors nad written the 
paper from а compeny’s or profit point of view, rather than from 
the municipal standpoiot. Ia many cases it was true that the new 
lamp had reduced the station output, but at Harrogate, where they 
had replaced half their carbon lamps by metal-filament ones, the 
past seven months’ station output was only 2 per cent. down, as 
compared with the same period in the previoue years. During 
October he had added 622 new lamps, and he, personally, did not 
fear as to the future. The demand indicator system was too com- 
plicated for the small consumer, and the authors had come to the 
same conclusion as himself, that it was necessary to have a fixed 
price per lamp. At Harrogate, where this system had been tried, 
tbe demand indicator consumer paid on the average 7s. 7d. per 
lamp per annum, and the flat-rate consumer average 7s. 6d., the 
fixed-charge consumer was charged 116. per lamp per annum, based 
on eight hours per day burning. He thought the wisdom of this 
charge was proved by the authors’ figures. The consumer paid in 
advance, this being necessary with small houses, and he had only 
three simple conditions to conform to, viz, that he uses the light 
only in the evening or when it is dull; that he uses the supply for 
lighting only; and that the apartments shall not require artificial 
lighting during the daytime. In connection with his stheme he 
bad had some difficulty in finding a suitable current limiter for 
from two to six lamps: he was able to get houses wired at 8з. Gd. 
to 9s. per point, and the tenant paid 53. 6d. per point for lamp, 
shade, & 2. The house services were now costing from 508. to 608. 
each, including the cost of the limiter, and the rental of the houses 
supplied was approximately 74. 6d. per week 


right to sell "light," but it ap 


* Mr. R. Ртевсю (Cambridge) said he found it difficult to reduce 
the cost of wiring, including the lamp, below £1 per point, As the 
total revenue per lamp in many cases was only 3s. (and his compan 
worked at a profit), it seemed that in the case of good consumers, 
would be easy to reduce the charges below that stated. The metal 
lamp certainly brought in new consumers; he had connected 6,000 
30-watt lamps recently, due to the chea of the light, and 
considered that the new lamp would be advantageous in the end. 

Mn. W. R. CooPEB suggested that screw sockets might be used in 
connection with the authors’ proposals, with a view to ensuring that 
lamps were not changed. There was a great drawback in using 
only 25 volts on house circuits, in that there was no chance of 
adding heating appliances, &c. He was sure that metal lamp 
prices would continue to fall, and it seemed that if it were possible 
to use 100-volt circuits and overhead transmission in certain dis 
tricts, it would much facilitate cheap supply. It was a common 
mistake to uee metal-filament lamps with clear globes, as the high 
intrinsic brilliancy of the filament rendered some protection to the 
eye necessary. И 

Mn. C. Н. Мовріканам said that nothing had been added to Dr. 
Jobn Hopkinson's paper on charging, which showed that a sliding 
scale was the only equitable system of charging. He entirely dis 
agreed with the authors' contract demand system, as he considered 
it wrong to charge a fixed price per lamp. From experience, he 
knew that there were many difficulties in the working of a con- 
tract system, and Mr. Wilkinson's agreement seemed to place too 
much confidence in human nature. As it was illegal to prescribe 
any particular burner, be thought this portion of the scheme would 
have to be reconsidered. Не had installed in his own honte 
25-volt metal lamps, and these had been in use for two years, the 
first one burning out only last week; it paid well to use transformers 
and low-pressure lamps. He couldn't agree with the proposal for 
restricting the supply to certain hours of the day, as it appeared to 
him a primary consideration to have continuity of supply, as in the 
case of gas and water. 

Mr. A. Н. SzaBRooK said that it was true that various 
systems were derived from the Hopkineon system of charging, 
but many engineers had fallen from grace and adopted the fist 
rate; he quite agreed with the authors’ system. He had found 
that it was im ble to get the shopkeeper, fcr instance, to light 
his window till midnight with the flat rate system of charging, 
but it was quite possible on a contract demand system. The 
authors“ proposals were, however, not sufficiently far reaching, м 
they neglected the important auxiliary uses of electricity. It was 
not sufficient to rely on the meter reader or similar employé ass 
medium for furthering the use of the supply one must senda 
responsible man round. In tbe case of Marylebone, which has a 
properly organised sales department, the new business in the way 
of adding to and modernising installations amounted to £250 a 
week, despite the very recent introduction of the scheme. 

Мв J. S. Dow said he unde ratoo i that the low с.р lamp was not 
being favoured by people who had u:ed high o p. lampe. It ww 
to him that the consumer 
required some guarantee that he got what he bargained for, and it 
was necessary to provide means of showing that the lighting was 
what it was represented to be. He understood that in a certain 
German town they were using mall transformers in tbe lamp 
holders, and this would safeguard against changing lamps. 

Ма. К. A. Bcorr-MononiEFP said he had no fear of the ultimate 
effect of the metal lamp, and he believed inadsy load. He thought 
there was a necessity for a contract demand system for day-load 
lighting in small towns, while in the evening a metered supply 
could be given. Regarding the authors’ estimate for a 10,000- 
light plant, he would not саге to deal with 240. xw. by three 100-8 v. 
gas engine sets; he also suggested a prefetence for four-wire three- 
phase distribution as against single-phase. The psper took him 
back 20 years with its references to alternating current, house 
traneformers and contract demand. 

Мв. F. Rison said the old idea was to cheapen the supply, bot 
now that they bad economical lamps there appeared to be an outcry 
against the small consomer, although the latter could demand both 
a supply and a meter if he so desired. He thougbt there was not 
much in paying more for a supply just because one knew what one 
was going to pay (a remark which he subsequently discounted by 
saying that the gas people had done very well out of slot meters). 
He considered that the smsl! consumer would be wanted in a few 
years when heating apparatus became efficient, and it was not right 
to penaliee bim now. . 

Мв. Ново Husr said there was no reason for panic on the 
score of reduced output; the big candle-power lamps were very 
popular and had proved excellent competitors of gas. He thought 
there must have been a big saving at the stations owing to reduced 
peak loads. 

Mn. Нлнрооск, in replying, pointed out that it was not proposed 
that the contract system should be used exclusively, but he thought 
that the metal lamp had brought along new conditions which coald 
be met by some such system of charging as suggested. It was not 
a question of turning over existing consumers, but of оць) 
new ones; by small and big consumer were intended sbort 4 
long-hour consumer respectively, and the latter were sufficiently 
profitable to enable one to dispense with meters, In considering 
the possibility of carrying out in practice a contract system, it 
must be remembered that the E.L. Acts enabled one to enter 
into an agreement with the consumer, providing he was given the 
right to a supply on the flat rate system at the price mentioned in 
the provisional order (frequently 7d. or 8d. per unit). This also 
applied to the lamp he must use; it also appeared that having 
signed the agreement determining the lamps to be used, а сос: 
sumer using a larger lamp would be stealing energy and thus com: 
miting a felony. 
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The Paxstprnt (Dr. Kapp) said that a similar system to the authors’ 
was in use at a smell place in Italy, where he had lived, but there 
was no limiting device, only a meter, which registered if the con- 
tract demand was exceeded. This system proved very satisfactory 
in use, and he hoped the authors’ system would be equally so. He 
unders‘ood that they were putting іп 10,000 lamps on their system. 


Telephones. 
Ву L. E. Wirson.. 


(Abstract of paper read before the INSTITUTION OF ELEOTBICAL 
EmnciNEBBS, Manchester, November 16th, 1909.) 


TwENTY-ONB years ago there were 1,400 subscribers here and about 
5,000 subscribers in the metropolis. Now the 103,287 exchange 
stations on the Nationel Telephone Oo.’s system in London ss at 
January let this year originate 590,000. calls per day, and in Man- 
chester the number of exchange stations has increased to 20,000, 
giving 138,000 calls per day. 

" Speed is essentially the telephone engineer's maxim, and a 
few seconds saved on each call approaches gigantic proportions in 
the aggregate; consequently even the expressions employed by the 
operators are regulated, and co-operation, or team-work as it is 
called, is now used extensively, and reacts favourably on the 
service. 

Ia spite of the strides made, full advantage is not yet taken by 
the public of all the facilities a telephone serrice offers, and this is 
not due to any technical difficalties. The telephone service is the 
most rapid, cheapest, and moet direct channel for information, aud 
this channel should bs open both ways, and the intelligent study 
of the best method of handling telephone calls is of wide import- 
ance; asa rule the subscriber is only alive to thé delay Ле actually 
experiences, and is not interested in any irregularity occasioned by 
his own methods. 

The engaged number question is open to great misunderstand- 
ing, and a glance at a characteristic curve showiog the number of 
calis which have to be dealt with during the various hours of the 
day will, in a measure, convey the reason. 

The rise and fall in calis, as shown by this curve, indicates a 
tendency to crowd the day's work into about two hours in the 

‘morning and about two in the afternoon, and this tendency is 
more pronounced in exchanges serving strictly business localities. 
This characteristic explains many engaged numbers, but eng 
calls are chiefly caused by an insufficient number of lines. The 
subscriber is usually only interested in outgoing calle, and for this 
reason it is difficult to get the inward traffic recognised, although 
-it is net at all in bis interests t» neglect his inward traffic. The 
“engaged number provides ineffective work at the exchange on 
some 23 per cent. of the total number of calls; to the sabsoriber it 
means lost time and lost or delayed business. 

At one tims it was customary toallot 50 or 60 subscribers to each 
operator; a system manifestly far from ideal. To-day the method 
is to apportion equally the amount of work, relying upon mutual 
assistance or teamwork to provide for unequal capabilities of the 
operators, and to prevent an accumulation of calls at individual 
operators’ positions. The work is apportioned on the basis of calle, 
not lines. То obtain this result, records of calle are taken psriodi- 
cally, and the lines on the switchboard distributed as required. The 
mo3t important branch of the telephone service is not electrical in 
cha-acter, and the engineer who has persistently devoted his life to 
the higher side of the art, finds it necesswy to acquire also consider- 
able commercial knowledge. The traffic side provides a vast field 
for intelligent investigation, and the function of the telephone 
engineer which, a short time ago, was to install lines and boild 
switchboarde, is now associated with business and commercial 
questions controllirg the position and sizs of the exchange, the 
possible growth, the lay-out of the outside plant and size of the 
switchboard, distribution of the work, the rate of calling, the 
character and destination of the calls, and other similar matters 
which involve the expenditure of huge sums of money. 

Tne introduction of 24 volts pressure on telephone lines brought 
prominently to the front the question of insulation, and taking 
1,000 linee under old conditions, on a wet day 40 per cent. tested 
under 100,000 ohms; the use of the Sinclair-Aitkin leading-in 

` insulator, which introduces a dry section between the leading-in 
cable and the outside wire, raised the insulation considerably, and 
under the same atmospheric conditione, only 23 per cent. proved to 
be under 200,000 obms. An investigation of low insulation and 
the cause sub-divided the responsibility, as follows: 


Outside lines incladiag the leading- in wire 37 per cent. 
Window terminals ТЕ us а és, dd 5 
Office wiring ... iss T T газ . 19 " 
Instrumente ... "T - i m: ae. 7 i 


. After receiving individual attention, no line tested under 7 megobhma. 
It does not necessarily follow that speech transmission was inferior 
under the old conditions, although with the transference from open 
to underground wires insulation difficulties almost disappear. 

Manchester possessed one of the first paper cable systems ; ia the 
first installation there were 153 pairs of wires in a 23 in. cable, and 
"ow cables containing 800 pairs of wire in the same diameter are 
used. 

The introduction of common battery working places all com- 
plication at the exchange, where a skilled staff is available, leaving a 
minimum amount of work for the subscriber to accomplish, with 
simplified equipment. The less the subscriber has to do, the better 
for the service, for he is atrikingly incompetent as an operator. 


they would be able (as the system was a ''trunking 


The subscriber's instrument has also made real progress, aud the 
ge eral excellence of the design and workmanship makes it difficult 
Uo Sisi may further improvements. The same progress is not so 
g y noticeable in the domestic or private telephone; the 
retention of the obsolete types of instrament is unfortunste, and 
whether this is dne to inexperience or the borrowing of ideas, the 
same errors are резе, and the consequent diffi убу of main- 
tenance brings the industry into dierepute. | 

When attention is once aroused, no doubt the ingenuity and 
enterprise of the manufacturers wil] speedily find methods to 
increase the efficiency of this class of telephone. | à 

A glance at the common battery standard instrument will show 
the great improvements and modifications in favour of low main- 
tenance costa, and there is apparently no reason why these features 
should not be introduced in other types. For smal! instaltations it 
is not always advisable to install a common-battery equipment, bet 
the time has now arrived when the advantages of a common- 
— system should be universally appreciated; but unless 
manufacturers take in hand the necessary educational work, 
opportunities will, for the time being, be lost and obsolete systems 
installed. i ` 

The advantages a common-battery 
divided under the headings of line, instrament and switchboard :— 

(a) The common-battery instrament dispenses with the local 
battery and generator. The simplified instrument consisting of 
bell, receiver, induction coil and transmitter, with the addition of 
a condenser, supplies all requirements, and the act of taking off 
and replacing the receiver gives a definite call” and “clear” by 


making and breaking the circuit for direct current from the . 


exchange battery. | | 

(b) Line.—The line is practically under permanent test, and faults 
are automatically recorded. 

(c) Switchboard, ' | " 

1. Responsibility is concentrated to quite 80 per cent. efficiency. 

2. Antomatio calliog is provided. | 

9. Automatic supervisory signals are provided for both the 
calling aud called sabscriber, showing the operator the state of: the 
connections, % 

4. Uaiformity of speech is provided by eliminating the local 
battery’s variation in voltage. 5 

5. Baving in space on the switchboard is ої great importance. 

In а common-battery system accumulators are usually employed, 
but there is no reason why suitable primary cells of low resistanoe 
should not be used for small plants. 

Generaly speaking, the telephone has yet to be properly 
developed in connection with floor-to-floor messages, and there is 
still preference for needlessly wearing out the staircase, call 
heads of departments away from their work, banging doors, an 


general disturbances; all these objections can be eliminated and an 


immense saving effected by makiog it a rule to telephone. The 
cost of installing a private telephone apparatus may amount to any- 
thing from £1 to £8 per station, dependiog upon the type of 
installation and the quality of the apparatus, bat the cost of main- 
tenance should amount to a small item, provided the apparatus is 
carefully selected and installed. | 

It is not unusual for the average number of calis per station to 
exceed 10 calls per day, aud if we consider a typical equipment 
where 50 instruments are installed this mesna 500 calls and con- 
versations daily. Reckoning the value of the conversations at the 
very low rate of jd. each, it follows that the actual value of the 
teaffic in the installation amounts to no less than £312 10s. per 
annum, the actnal cost of the installation being slightly over £200, 
and the cost of maintenance about £15 annually. i 

When we consider, in addition, the great faving in time and 
improved discipline, it is easy to see how the telephone cill may 
be made a most valuable money saver, but the equipment must be 
suitable for its work, efficiently installed and efficiently 
maintained. 


Мв. W. Аттким, referriog tothe status of the telephone engineer, 
said that it was beginning to be recognised that the peg a 
engineer's work was very serious, very scientiflo aud full of detail. 
On a 10,000-line exchange, there would be practically one million 
spring jacks, which had to be wired up so that there were no 
faults. The work had to be done in a very perfect way, because 
faults were so difficult to get at. Mr. Wilson blamed manafac- 
tarers for designing 1,000-ohm bell coils and generators with 
500 ohms resistance to put in connection with an internal installa- 
tion with a line resistance of a few ohms. The manufacturers 
would be very pleased to design apparatus that would be suitable 
for internal installations, but, unfortanately, the consulting 
engineers frequently specified certain things which bad, of course, 
to be supplied. Тһе manaually-operated multiple switchboard 
was bsginning to be found too cumbersome, and there was a 
leaning towards automatic systems. With an automatic system 
" OF cross-con- 
necting system) to divide the subscribers’ lines into smaller unite, 
and an accident to one unit would then only affect a comparatively 
small number. With regard to arresters, serrated srresters should 
never be used ; the carbon arrester should be adopted. One of the 
most interesting features of common-battery equipments was the 
small exchanges. It was the practice for some little time to draw 
current over the direct line, and feed extensions from the sa 
circuit ; current was now supplied over feeder wires. vs 

Мв. Моввнклр referred to the annoyance of ineffective calls, 
and spoke of the possibility of a system of storing calls on similar 
lines to the signalling arrangements employed on the London 
Underground Railways, whereby trains were dealt with in consecutive 
order. 


system offers may be sub- 
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Mn. T. PLUMMEB said, with regard to the education of subscribers, 
he tbought it would be of considerable advantage to subscribers if 
they pat a responsible person in charge of the telephone instead of 
the office boy. The period between 10 and 12 was also the Ta 
of the load in connection with trunk calls. At the Manchester 
trunk ezchange, which was the largest in the world, the truak calls 
between 10 and 12 a.m. daily amounted to 10,000. Of these 4,000 

ted in Manchester, and 6,000 were for Manchester—originatin 
at outside places. Between 11 and 12 this fell off to 8,000, of whi 
the outgoing calls were 3,000 and the incoming, 5,000. The great 
improvement in the manufacture of paper-core cables was partly 
brought sbout by the agreement made in 1905 between the Post 
Office and National Telephone Co., under which certain standards 
were laid down—for example, that the combined efficiency of the 
subscriber’s line and junction should not exceed во many miles of 
standard cable, having a conductor resistance of 88w per mile of 
loop and wire-to-wire өр of 0`054 microfarad per mile, with 
insulation of not less 200 megobms between each wire of a 
peir. Thís had enabled the company to reduce the weight of con- 
ductor in subscribers’ cables within a short distance of the exchange 
to 63 lb. per mile, which represented the minimum aise from а 
mechanical point of view, apart altogether from its electrical 
efficiency. In London he believed the National Telephone Oo. had 
at one time a janction exchange, but experience showed that this 
was not satisfactory, and the arrangement was abandoned, direct 
janctions being put through from the different exchanges in the 
metropolis In the new “City” exchange recently opened by the 
Post Office in London, there was no multiple on the subscribers’ 
board at all. It was found that the number of junction calls in 
London formed such a very high percentage —he thought over 80— 
that the subscribers’ multiple was abandoned altogether on the local 
board. All calls which came into the City exchange had to be 
transferred on outgoing junctions, or, for subscribers on the same 
ex they went across the room toan incoming janction board, 
and in that way got onto the subscribers’ multiple. There wasa fortune 
awaiting any man who was able to bring outa decent telephone cord. 
There was no reference in the paper to the very important question 
of increasing the efficiency of сероз cables by means of induct- 
ance coils, as suggested by Papin.. The Liverpool-Manchester 
100-1b. conductor сере cable had been under experi- 
mental treatment by the Poet Office for some six years past. The 
cable was 38:5 miles in length, and the first seta of coils, 
at mile intervals, although ан the efficiency of the cable, 
gave rise to trouble through loss of insulation at the leading-in 
points. About two years ago, however, further experiments were 
made and improved types of coils were fitted, one with an induct- 
ance of 100 millihenrys and the other 133 millihenrys, at 3-mile 
intervals. The unloaded cable had an efficiency represented by 
17 miles of standard cable, whilst the loading at 3 miles intervals 
had reduced it to about 9 miles with terminal losses, or about 
5 miles when the cable wires were extended so as to overcome these 
losses. The results had been so satisfactory that the new 208-wire 
telephone cable just laid between Liverpool and Manchester con- 
tained conductors of 701b. per mile only, and these would be 
loaded at intervals of about 2j miles. 

Mn. F. D. LATIMBB said that the diameter of 2:65 in. for a cable 
baving 800 pairs would be quite correct for 10 1b. conductors, not 
64 1b. as quoted; an о ран cable with 64-1. copper, constructed 
to comply with the National Telephone Oo.’s specification would 
have a diameter of approximately 2:3 in. The number of 
pairs with 6j-1b. copper which could be enclosed ín а lead sheathing 
of 2$-in. external diameter and with a maximum mutual capacity 
not exceeding 08 mfd. per mile would be 1,200. In the City of 
Liverpool the firs$ cable installed accommodated only 41 pairs of 
20-lb. oo ; it was the first length of dry-core air space cable 
laid in Europe, and was run through the Mersey Tunnel in 1891 by 
the National Telephone Co. for the purpose of connecting Liverpool 
and Birkenhead. It was still in position and working. 

Ма. A. WHALLEY said that up to five or six years ago practically 
the whole of the equipment of the common battery exchanges was 
made sbroad, but there were two or three firme in this country, in- 
cluding the owners of foreign patents, which had laid down plant, 
and everything could now b» made in this country. The Post Office 
was to 


between 3,000 and 4,000, and to keep them properly occupied 
orders should average about £10,000 per week, or at the rate of 
£500,000 per year. He was afraid that not much more than one- 
third or one-quarter of that amount might be ordered next year 
according to present signa. The standards adopted had set a high 
mark of quality and efficiency, and every important manufacturer 
in this country could now supply to these standards. While in 
America they had an output of telephonic apparatus many times 
greater than ours, no universally accepted standard had so far been 
adopted there. The delays in using the exchange telephones were, 
perbaps, more than anything due to the office boy controlling the 
instrument. In the States it appeared the custom for every man 
in a responsible position in any business to have a telephone on 
his desk, and anyone could get through to him direct at once. Ав 
regarded the use of private telephones in works, &c., the annual 
cost should be below £2 sterling per instrument per annum. If 
the saving of time to each employé provided with a telephone was 
only 5 per cent.—and it would be much more—this meant that a 
wise business maxim was that in every large office or works, each 


. and probably develop as a feeder to large 
to calis tored 


being made for nigbt service ; and other Continental countries were 
just as backward. Without doubt many lives and much property 
had bsen saved by the existence of а, өл ron 

Ма. 8. J. WaTSON (chairman) said that if users would Py 
greater attention to the loss of time which must occur through 
own methods, all subscribers would benefit by the improved 
service, 


Mn. Won, in reply, said that the inter-communicatian tele- 
phone of above 10 lines was not a complete success. In his miad, 
there was no doubt that the automatic switchboard would come, 


always piv 
always connections to this central exchange, so if the direct 
junctions were engaged this channel was available. He thought 
that an air-space cable was in use before 1891. It seemed parti- 
cularly unfortunate that the telephone industry should suffer 
because of the artificial conditions brought about through the 
Post Office arranging to buy а rapidly-growing business several 
years ahead, 


THINKING IT OUT. 


By J. H. W. 


ENGINEERS are for ever contending against innamerable 
small difficulties—commercial, mechanical, electrical o 
chemical—and some big ones. Very often these difficulties 
are tackled in a rather haphazard fashion, or else shelved 
until some member of the staff happens to a way oni 
of them, and the writer ventures to. think that few people 
have а systematised method of mentally attacking them. А 
certain fitting is costing too much to make, or a particular 
machine is frequently coming in for repair. Have you & 
mental process ready to deal with the matter m J 
and logically ? If not, the present article ia an attempt to 
supply one, or, at any rate, the outlines, which can be filled 
in to suit individual requirements. ` 

The first step in tackling any problem systematically is to 
ascertain evactly what is wanted, and to wrie i down. 
This sounds very obvious and very easy, but it is by no 
means во easy to get all the requirements into a few 
sentences, and this writing down will be found of immense 
value in crystallising one's ideas and getting at essentials. 

The commercial requirements should be considered first. 
These always involve cost of manufacture, efficiency and 
durability, and may also include questions of appearance, 
compliance with Home Office or other regulations, and 
80 OD. 

Next come the mechanical necessities ; strength, weight, 
direction, range and speed of moving parts; questions ol 
friction and lubrication ; accessibility and means of take-up 
or renewal of wearing parts; any special qualities such м 
water-tightness or resistance to corrosion, and so ор. lis 
impossible here to do more than hint at the most likely 
points. Each problem will suggest its own requirement, 
but make aure that while nothing essential is omitted, the bst 
contains no unnecessary condition. Prof. Unwin used to 
employ a neat phrase in specifying the requirements of # 
design. Не would say that to obtain such and such а reult 
it was “necessary and sufficient to do so and во. 
is the thing to aim at, in a nutshell. г. 

Next may be considered the electrical conditions to be 
complied with, if it be an electrical problem; condactivity 
and current-carrying capacity, insulation, magnetic flux, 

Bo on. Finally, any chemical or special necessities of the 
case must be taken into account. Now, having pre 
specification, so to speak, to which you must work, the next 


Vol. 65. No. 1,671, Овсвмвав 3, 1909.) "НЕ ELECTRICAL BEVIEW. 


917 


step is to find a solution of the problem satisfying all the 
conditions or as many as possible. Here is where originality 
and experience come in. The latter is a question of time 
sud opportunity : the former, tbough possessed in very 
varying degree by different people, can undoubtedly be 
cultivated and increased by use. Still, sometimes that 
idea we are searching for is very elusive, and little can 
be done to hasten its approach beyond а steady concentration 
of thought on the problem. А close study of 
the methods by which other people have attacked 
the same difficulty is often useful, if only ав 
showing what to avoid; and sometimes the best points of 
several faulty designs, ekilfully combined, will give the 
desired solution. On the other hand, there is a great danger 
of repeating the mistakes of others, of following in the rut ; 
and this is, above all things, to be avoided. As an example 
of this, one may recall the early types of motor-cars, which 
were utterly spoiled because their designers alavishly followed 
the lines of horse-drawn vehicles. Always apply first prin- 
ciples to a problem, and let the design stand on its own 
merita without reference to past work, though this by no 
means implies that past experience should not be utilised to 
the utmost. The fact, however, that the difficulty under 
consideration has crópped up shows that past experience in 
that particular direction has been fonnd wanting, and there- 
fore a new line must be struck out. It is often very helpful 
to consider a similar sort of problem in quite another depart- 
ment. For instance, in considering the method of delivering 
current to a travelling crane, the methods used in electric 
railway and tramway work for delivering current to the 
motors by trolleys, ploughs, and so on, would be worth 
studying. 

No doubt a number of solutions to the problem will pre- 
sent themselves, only to be quickly rejected as not satisfying 
some condition or other. However, let us assume that 
finally a scheme reveals itself which seems hopeful. It 
mast be compared with the list of conditions to be satisfied, 
to see if it fulfils them all as far as possible, and if it 
passes this test it must be closely examined to see if it 
contains anything superfluous, or whether it can be simpli- 
fied in any way. The essence of good design is simplicity, 
aud if your scheme takes a complicated and roundabout 
way to achieve ita end, you may be sure there is a better 
one lurking round the corner. In this connection it is a 
very useful habit to get into the way of seeing things men- 
tally. Sketches will help, but you must have the thing 
fairly clear in your mind before you can make them, and 
the more vividly you can visualise the thing and see it 
working, the easier it will be to simplify and perfect it. 
And not only must one visualice the finished article, but 
also every step in its manufacture and assembly. Here 
again, if the processes involved are at all complicated, it is 
a very good plan to write down a list of the operations in 
order. This will often suggest a few modifications which 
will save some machinery or otherwise cheapen prodaction. 

The suggestions centained in this article may seem to deal 
chiefly with questions of design, and mainly to concern 
draughtemen, buc they are applicable, mutatis mutandis, to 
any sort of engineering problem, from tbe lay-out of a 
power transmission plant to the method of allocating to each 
job the time and material used; from the handling of a 
50-ton electric steel furnace to the disposition of the lamps 
inaroom. The big jobs can look after themselves. They 
are always carefully gone into—there is too mnch money 
involved for 16 to be otherwise; but the small things, that 
undue voltage drop here, that inefficient drive there, that 


second setting on the machine when, perhaps, one could be. 


made to do, that item in the stores account which has been 
rising slowly for months past, for no obvious reason, or that 
squad of labourers who do not seem to be getting through 
the work they should—these are the things that often make 
the difference between loss and paying prices, and, there- 
fore, need to be tackled systematically. | 

These remarks are not addressed to experienced engineers 
who may be taken to know and practise already the methods 
advocated, but to junior engineers, foremen, and all the 
rank and file of the trade. You are the people who come 
against the difficulties most intimately, and can best study 
their causes. Get into the way of thinking out problems 
Bjatemstically for yourselves ; it pays. There are very few 


firms nowadays who do not encourage and advance those 
who show originality in overcoming difficulties and effecting 
small economies. 

Finally, a few more words as to the trial and failure of new 
ideas. There is almost always a certain amount of 
prejudice and doubt to be overcome when any new thing is 
introduced. We all kaow the old foreman who has been 
20 years with the firm, and strongly resents changes of any 
sort. Apart from this, a new method or a new tool 
requires use and practice before it will yield resulta fairly 
comparable with the old way. See that your new scheme 
gets fair trial over a reasonably long period, and do not be 
disheartened if all does not go smoothly at first. Probably 
all that is needed is a little humouring, or, perhaps, a few 
trifling alterations. Should the scheme, however, after 
patient trial, prove a failure, the sooner it ів admitted the 
better; but even so, it will not be without value if the 
reasons for the failure are carefully studied. Tackle the 
problem afresh in the light of the new knowledge you have 
thus acquired. 


POSSIBILITIES OF THE 
STEAM TURBINE. 


THE 


[COMMUNICATED. ] 


Ix view of the great developments in steam turbine 
construction during recent years, it is very surprising tbat 
the possibilities and limitations of the steam turbine should 
still be so vaguely understood by a large proportion cf 
engineers. 

A few years ago many new designs were produced, for 
each of which was claimed some particular constructional 
or other advantage, with a steam consumption at least 
equal to that obtained by the Hon. C. A. Parsons in his 
well-known design, which was the first successful commercial 
machine, and which still maintains the lead in steam 
consumption under similar conditions of steam and vacuum. 

Out of all these there are only two main designs hft at 
the moment which offer any serious competition with the 
standard Parsons design, namely, the compound impulse 
type, with only one row of moving blades per stage, 
introduced by Prof. Rateau, and the Curtis compound 
impulse design, with more than one row of moving blades 
per stage. 

The attractive features of these two designs are due to 
their possessing fewer possibilities of operating troubles, by 
reason of the greater clearances permissible over the blade tips. 

The most important alteration the Rateau design has 
undergone is the increase in blade speed, which reduces the 
number of stages required, and enables them all to be got 
into one oylinder instead of requiring two cylinders, as iu 
the original design. This point, in conjunction with the 
improvement in detail construction, has enabled it to attain 
a steam conaumption closely approaching that of the 
Parsons type. | 

The Curtis design has had the four rows of moving 
blades per stage reduced to two per stage, and the number 
of stages increased from two to four or five. It has been 
stated that an improvement of 30 per cent. in the steam 
consumption is obtained with the latest design over that 
obtained with the machines built to the early designs. 

The only objection raised to the Parsons design comes 
from the operating standpoint, and is due to the fear 
inspired by the small clearances required over blade tips and 


on dummy strips to maintain a low steam consumption. 


Experience has now proved this fear to be somewhat unneces- 
sary, for many machines have been in long and continuous 
commercial service without any such troubles. The attractive 
features of large clearancee, however, continue to induce 
great efforts to be made to bring the steam consumptions of 
the impulse types down to those . obtainable with the 
Parsons design. With the view of combining the advantage 
of large clearances at the high-pressure, and consequently 
high-temperature end, and the better steam consumption of 
the Parsons, combination designs of Curtis at H.P. and 
Parsons at L.P. end have been introduced. Combinations 
of Curtis and Rateau or Zoelly bave also been tricd to 
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improve the consumption, but as the best results of any 
pure impulse design have hardly reached that of the 
Parsons, it was only to be expected that the combination 
types would not be successful, although they may possess some 
mechanical advantages over the Parsons. As the steam 
consumption is of the first importance, howevér, the small 
clearances of the Parsons design will continue to be accepted 
ав long ав it maintains the lead in that respect. 

Devices have been tried to improve the steam consumption 
of impulse turbines, which involve running with emall 
clearances at various points. The introduction of small 
clearances at any point, however, nullifie& the advantages 
possessed by the large blade tip clearance, and creates the 
eame fear of possible trouble as with the Parsons, and, in 
addition, the likelihood of even worse resulte. 

Should the standard Parsons design come into contact 
from any cause, it clears itself in the majority of cares with 
only a slight increase in steam consumption as the result, 
or, at the woret, with the loss of a few rows of blades, while 
even then the machine will continue to operate. Should an 
impulse turbine have the shaft seize up where it passes 
through the diaphragms, it is immediately placed out of 
service, while if packing devices are used, which will rub 
away without seizing, then the improved steam consumption 
due to them is lost, even if no other damage is done by the 
vibration set up. ° 

The sole feature which has enabled the turbine so 
largely to supplant the reciprocating engine for driving 
electrical generators is due to the great increase in the tize 
of the units now adopted. For 500 to 1, 000-Kw. sets 
the double-acting quick-revolution engine still remains a 
strong competitor, as regards both cost and steam consump- 
tion, while below 500 Kw. the engine continues to hold its 
own. Above 1,000 to 1,500 Kw. capacity the turbine holds 
the field. It is only when large capacities are required, and 
consequently large quantities of steam are being consumed, 
that the turbine gains the lead. 

A high rate of k. P. M. is also imperative to the successful 
application of tbe turbine, and no design has so far been 
produced which has increased the field of application by 
reason of its lower speed. Special designs of air compressors, 
fans and centrifogal pumps have been produced for direct 
connection to turbines, but for the speeds and powers 
required for the direct driving of factories and the otber 
manifold uses of a prime mover the turbine is hopelessly 
handicapped. The advantages gained in driving large 
generators, however, will prove of great service to the 
electrical industry, because the reduction in the cost of 
generating current, made possible by its use, will help 
materially to increase the number of motor-driven plante 
installed in place of the small steam or gas engine. 

In marine work the turbine is limited to those vessels 
which require large powers to prope! them at a high rate of 
speed, and in which a compromite can be made with the 
propeller R. p. u. 

All these types of turbines bave now had considerable and 
lengthy tests in commercial service, and there is no imme- 
diate proepect of any great strides forward being made. 

Improvements in blading proportions and manufacture 
may slightly improve the steam consumption, but there is 
absolutely notbing in sight to substantiate the dreams and 
anticipations of the many people who, a few years ago, 


talked of the reciprocating steam-engine being shortly found, 


only in a muteum. 


NOTES ON TRADE ABROAD. 


IN our issue of October Stb, under 

Constantinople the sub-title ** Good Thing for Some- 
Telephones : body," we emphasised the importance 

A Noteworthy Success. of the“ very substantial and valuable 
concession " that was in the market 

in Constantinople for the provision and working of telephonic 
service. It is gratifying now to learn from dispatches to 
the daily Pres that the concession has been awarded, by 
the Commission specially appointed to consider proposala, to 
Mr. Herbert Laws Webb, of London, whose name needs no 


introduction to our readers, and who is above all things 


known for his zeal in the interesta of the progress of 
telephony—subject to the confirmation of the Turkish 
Ministry of Finance. It is stated that Mr. Webb was 
representing a very strong combination, composed of 
inflaential gentlemen connected with the National Telephone 
Co., the Western Electric Co., of Chicago, the British 
Insulated and Helsby Cables, Ltd., and the French Thomson- 
Houston Co. We congratulate Mr. Webb and the British- 
American-French group upon this success, and hope that 
information of the final approval will soon be received. We 
are encouraged to hope that the other electrical concessions 
which are shortly to be given out for Constantinople will 
also be as discreetly sought after, ensuring that, at any 
rate, a fair proportion of the resultant business will 
come to Eoglish factocies. Constantinople, a city of 
nearly a million inhabitants, has neither electric lighting 
nor electric tramways, and both may be regarded as 
inevitabilities of the early future. Indeed, the position 
of the electric lighting concession is such as to demaod 
the immediate attention of those who desire to bid 
for it. In a report recently sent home to the States by a 
Consul, it was stated, ** The prospectus of an electric light 
plant. . . will soon be prepared. The present antiquated 


 horse-car system of the city has a franchise which will be 


in effect for a long time, but the company is willing to sell 
it, and a compauy which will change the system to an 
electric one will make money. The city being budly 
eplit up into several sections, Galata, Pera, and 
Stamboul being the three important divisions, a good 
tramway system would be popular. Every day there 
pass across the bridge between Galata and Stamboul at least 
10,000 people. The length of the bridge is about one-third 
of a mile. Between Galata and Pera there is also a heavy daily 
passenger movement." Reference to earlier issues of the 
REVIEW will sbow that some months ago Sit Clifton Robinson 
and others were interesting themselves in the tramway matter. 

From what we have said it will be observed that the 
Turkish Government, in awarding the telephone concession, 
are carrying out the wise policy recommended by Djavid 
Bey, the Minister of Finance, of entrusting to concessionaires 
the development of such enterprises, recognising that, with 
concessionaires of wide experience and high financial stand- 
log, the investment of the necessary capital and the applica- 
tion of the best engineering kill can be relied upou for the 
development of important services. We hope that the tele- 
phone success will give our manufacturers a great thirst, 
which will know no denial, for these lighting and traction 
concessions. Would not a combination of firms concerned 
with different sections of the electrical manufacturing 
industry, engineered probably on somewhat similar lines, be 
feasible in these cases also? 

One of our Indian correspondents writes 
as follows: — - 

* Melal-Ftlament Lamps.—These bave 
now become popular on the Indian market, and a rapidly 
increasing business is being done. Native users are not slow 
to realise the undoubted economy resulting from their use, 
and this triumph of economic lighting can be seen in the 
emalles& bazaar shops of Bombay, Calcutta and Madras, 
where it almost completely eclipses its older rival. Makers 
of metal-filament lamps have scarcely as yet, in spite of their 
persistent assurances to the contrary, produced a high-voltage 
lamp which is entirely reliable. Large consignments of 220. 
volt lamps have been imported, but the percentage of 
breakages during transit and very soon after being put on 
circuit is beyond all reason, and consequently many importers 
are shy of touching them, and users, too, are very sceptical. 
The less fragile 110-volt lamp, of various makers— Englieb, 
German апа American—i8 making great headway, and it is 
difficult to say at present which pattern is most popular. A 
belief holds ground that the last word has not been eaid jet 
in metal lamps, and that they will become not only cheaper, 
but more solid, reliable and sturdy and be able (о stand the 
rough handling both in transit and of local native workm:n. 

„»The comparatively high rates for energy, consequent on 
heavy establishment charges and other expenses of supply 
companies, has up to now militated against the general we 
of electric light and power by the middle-clars and poorer 
native, who keenly discusses his probable monthly expenses 
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before installing electricity. In one city, where the maxi- 
mum-demand system of metering obtains, it was discovered, 
in some instances, that consumers, who had occasion to use 
all their lights and some temporary additions on festive 
occasions, simply piled crushed ice all round their maximum 
demand indicators to keep their registered demand normal. 

Han galore.— This very go-ahead city of modern ideas ів 
(says our contributor) an excellent example of what good 
street lighting can do towards improvement. Many miles 
of principal streets, both in the cantonmerts and in the 
native city, are lighted on the G.E. Co.’s (America) system 
of series low-voltage constant current metal lamps, energy 
being obtained from the Cauvery Falls power station many 
miles away. Most of the public buildings, hotels and private 
residences are electrically lighted, and every encouragement 
is held out to local manufacturers and machine users to 
adopt electric drive. 

„It is not improbable that within a reasonable time the 
narrow-gauge railway connecting Mysore and Bangalore 
cities, a distance of 78 miles, will be converted to electric 
traction, as there is still a vast amount of water-power avail- 
able at the Cauvery Falls. As the lion's share of the My- 
sore State electric equipment work has, up to the present, 
gone almost exclusively to America, it is to be hoped that if 
the above railway traction proposal becomes an accomplished 
fact, the work will be done by an English firm. 

“ Nepal.—An_ electrical engineer has been specially 
appointed from home on a three years’ engagement to super- 
intend the erection of the new hydro-electric scheme to 
light the capital, Khatmandu. This contract was arranged 
personally by H.H. the Maharajah through the India Office, 
when he was in England in 1908.” 


In our Consular Notes" to-day, 
there appear some interesting facta 
sent home by British Consul at, Sucre, 
regarding affairs in Bolivia. An electric lighting plant was 
set going at Sucre a year ago, which was a year later than 
the municipality required under the contract, but the story 
of the difficulties that led to the delay, and the waiving of 
the penalties, is interesting reading to those who have 
dealings with some of these undeveloped parts of the earth. 
The same report contains much valuable information con- 
cerning the general trade conditions. Our Consul says that 
no new openings can be expected for British trade, until 
British exporters send out more travellers, or establish a 
B'itish firm on the spot :— 


Bolivian Conditions. 


The men who carry the samples get the orders, and the German 
travellers are so over-whelmingly superior in numbers to the 
British that they get orders even for articles of exclusively British 
manufacture. If they can substitute German articles for them 
they do so, with British labels and imitation British trade marks, 
and only when this is impossible do they import from the United 
Kingdom. As regards the establishment of British commercial 
houses, it may be contended that the business is too small to 
warrant sach procedure, but the Germans and others do it, and are 
said to make clear profits of from 10 to 20 per cent. The business 
can be started on the basis of an exclusive privilege of some staple 
article. Such houses generally have branches in Potosi, which is on 
the same line of transport, and where the business can be combined 
with tbe buying and exporting of minerals, This in itself ie 
a profitable business, besides beiog of importance in connection 
with imports in that it tends to relieve the importer of the trouble 
result from a fiactuating exchange. Besides the competition of the 
German element in the district who, of course, favour German 
goods, British traders should be well prepared beforehand to cope 
with the serious competition of United States firms. The language 
spoken in the country is Spanish. In the banks, commercial 
houses and other places, English or French may, more often than 
not, be understood, but if an answer ia required it will be given in 
Ninety per cent. of all catalogues, price lists, &c, not 
written in Spanish are, for all intents and purposes, practically use- 
less in the district. Packages and bales should be made with a 
maximum weight of 150 lb., for mule traffic, so that one package 


may be placed on either side of the mule, making a total load of 


300 lb. Machinery and other goods which do not admit of being 
restricted to this weight, have to be transported on carts and should 
be timed to arrive at the ports of landing not later than the middle 
of November or not earlier than May, as the rains make the roads 
impracticable for carts during the intervening period. As regards 
the packing of goods, especially in the matter of breakable or 
damageable articles, for the interior of South America, auch of the 
British packers as have experience in the matter know their 
business too well to need any hint, and exporters would be well 
advised to employ none but those packers. Neglect in this respect 
is the cause of many goods arriving in a useless state, the cases being 
reduced to matchwood and the contents lost. It must be borne in 
mind that on an inland journey, which may last several weeks, 


— 


cases are exposed to a fierce tropical sun, heavy rains and numerous 
shocks by being dropped from the mule's back on unloading or by 
crashing against protruding rocks in the narrow passes. 


It is true that the volume of electrical trade in Bolivia is 
not great, but it is a land which is very rich indeed, and as 
transportation facilities increase it will abound in oppor- 
tunities, as we showed in one of our articles on © Neutral 
Markets of the World " (see ELEcTRricaL Review, June 8th, 
1906, Bolivia). 


— 


RAPID CABLE TELEGRAPHY. 


WE were recently privileged to enjoy a private view of the 
rapid system of handling telegrams which has been evolved 
by the Anglo-American Telegraph Co. in connection with 
their Stock Exchange traffic. The necessity for this will be 
understood when we explain that, owing to the difference in 
time between New York and London (five hours), the 
American exchange opens at 3 o’clock by London time, and 
the London exchange closes at 4 o'clock. There ie, there- 
fore, but one hoar during which business is in progress in 
both exchanges simultaneously, and it is of the first import- 
ance that intercommunication between the two centres shall 
be as rapid, reliable and unfettered as it can possibly be made, 
in order that the transaction of business may be facilitated 
to the. utmost. | | 

Accommodation iu the neighbourhood of the Stock Exchang 
is necessarily scarce and costly, and therefore the Anglo 
Со. formerly occupied a small office in a neighbouring 
bailding. Recently, however, the manager, Mr. J. H. Carson, 
succeeded in obtaining from the Stock Exchange authorities 
accommodation within the Exchange itself, and developed the 
system to which we have referred to the highest pitch 
attainable. 

The space at the disposal of the company has been divided 
into в decoding room and an operating room. The former 
is occupied by the decoding clerks of the firms utilising the 
Special service—necessarily a small number, on account of 
the limited space available. From this room pneumatic 
tubes convey the messages direct to the floor of the Stock 
Exchange or to Shorter's Court. 

In the operating room the receiving and transmitting 
apparatus is arranged for duplex working, with Morse 
recorders, and communicates through repeating stations with 
Valentia, Ireland, whence the cables run to Newfoundland 
and on to New York. In the ordinary course one set of 
apparatus is in use, the other being held in reserve, with 
operators at all four instruments. 

The procedure is very simple. The telegrams are short, 
being prices as they fluctuate on the New York Exchange; 
all free matter in the preamble is cat down to the lowest 
limit, and the address in most cases consists of a single 
letter. As each message is received and written down by 
ear (the recorder being in circuit only for the purpose of 
providing a permanent record) it is ins/anfly handed to an 
attendant and passed rapidly through to the decoding room, 
whence it proceeds within a few seconds to ite final destina- 
tion. Two receiving operators are necessary at each instru- 
ment, as the loss of time in changing the carbon with which 
a duplicate is made would introduce delay—the instant that 
one message is through, the second operator commences 
taking down the next message, and this goes on con- 
tinuously. In ten minutes we saw 200 messages come into 
the office—a splendid record of 20 per minute—and there 
seemed to be no prospect of the slightest relaxation of this 
high speed, which, we take it, is by far the quickest табе of 
receiving ever recorded. At the same time, of course, 
messages were being transmitted to Valentia on the same 
wire, and at the same speed. 

To attain to this high-water mark of efficiency hag 
naturally involved a great deal of organisation and experi- 
ment that does not appear on the surface, and Mr. Carson is 
to be congratulated on this unique demonstration of the 
capabilities of the trans-Atlantic cable system. It is 
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intereating to note that no extra charge is made for the 
messages transmitted on this system. 

In the course of our visit we were also taken round the 
main operating room of the Anglo-American Co., in their 
new building at 63, Old Broad Street. From this 


office special wires radiate to all parta of the country, and to 


the Continent ; the main lines are worked with the W heatatone 
apparatus. Rapidity of communication is the watchword of 
the company, and to this end every possible means is 
utilised. High-speed automatic punchers, for example, are 
installed at certain points of the system, and though fault 

at first, have now attained a degree of efficiency whic 

enables Mr. Carson to speak highly of their performance. 
Manual punching, however, at the terminal stations is 
preferred to the keyboard instruments now on the market, 
though the company will not fail to take advantage of 
these when they have reached a eatisfactory stage towards 
perfection. Every message is carefully checked to ensure 
accuracy. 

Comparing the splendid work done by the cables with 
the fitful performances of the wireless trans-Atlantic system, 
one cannot but feel that the epoch when the latter will dis- 
place the former—if ever—must be far in the future. 
Wireless in its own sphere is unexcelled ; but in long-distance 
working it is not yet in the running with cables. 


РА 


NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLIBHED.) 


Compiled a gra for this journal by Mxssns. W. P. Тномряом & Co., Elec- 
trical Patent Agents, 285, High Holborn, London, W.C., and at Liverpocl 
and Bradford, to whom all inquiries should be addressed. 


26,400. "Improvements in and connected with eleotrically- driven centri- 
(оба! drying mechines.“ W. A. Macrartang. November 15th, 


26,422. “Improvements in electrical switches." Н. W. Cox. November 
h 


90,461. “ Improvements in and relating to telephone mouthpieces.” C. W. 
Crovan. November 15th. (Complete.) 

2,465. “Improvements in electric signalling apparatus," Sirmens& HALSKE 
Axr.-Gxs. (Date applied for under Sec. 91 of the Act, December 7th, 1906, 
being date of application in Germany.) November 16th. (Complete.) 

96,4606. % Improvements in rectiflers for high-tension alternating electric 
current " Siemens Bros. & Co., LT». (Siemens & Halske A.G. Germany.) 
November 15th. (Complete.) 

96,470. “Improvements in and connected with electrical storage batteries.” 
V. pg KaBAVODINE, November 15th. 

96.446. ''Improvements in method of and apparatus for controlling auto- 
matic e'ectrically-operated lifts, hoists and the like.“ R. F. BAERLOCHER. 
November 15th. 

26,492. "Improvements in the wiring of electric circuits." H. LEITNER and 
W. H. Ехікт, November 15th. 

28,510. „ Improvements in the generation of electrical power for trans- 
mi«81on. and speed regu'ation for electrically-propelled ships, railway and road 
locomotives, trains or similar vehicles and the like." W. P. DvRTNALL. 
November 15th. 

26.530. “Improvements in or connected with casings for electrical 
appliances.“ Mavok & Coursox, LTD., and 8. M. Mavon. November 16th. 

26553. “Improved attachment for telephone receivers." L. S1EGENBERBO, 
Jun. November 16th. 

26.554. Improvements relating to safety devices for use with fuse boxes and 
switch boxes.” W. WRITE. November l6th. 

96 570. ‘Improvements relating to electric tumbler switches.“ C. W. Denny. 
November 16th. 

26.577. "Improvements relating to electric telegraph systems and apparatus." 
W. Jupp, B. Davies and A. R. HAnbik. November 16tb. f 

26.608. “Improvements relating to electrical machines.” W. A. Price 
November 16th. 

2631. “Improvements in and relating to electrical convectors or heating 
apparatus.” 8. Н. Ркхмімо. November 17th. 

23,649. Improved electrolyte for use in electric batteries.“ NEW IGNITION 
Syxvicare, Lro., and W. J. L. Влмоу. November 17th. 

96.053, "Improvements in galvanic batteries.“ J. E. Pazston. November 
th. | А 
26.687. Improved method and means for actuating electro- mechanical fog 
signals for railways.“ G. LowtHian. (Application for Patent of Addition to 
No. 2,973 of 1907.) November 17th. (Complete.) 

26,7106. “ Improvements in or relating to electric arc lamps." Kortixc and 
Matuirsen Ax T-Grzs,. (Date applied for under Bec. 91 of tbe Act, November 
23rd, 1908, being date of application in Germany.) November 17th. (Complete.) 

26,732, "Improvements in attaching metallic filaments to the conducting 
wires of electric lamps." H. LEITNER. November 17th. 

26.158, Device for cleaning incandescent electric globes or lamps." G. 
Ganty and P. M. Н, PorTrR. November 18th. 

26 TTY. improvement in and connected with telephone transmitters.” 
K. O. LION and C. C. Lxwis. November 18th. 

26 НЛ. Improvement in current collectors for vehicles propelled electric- 
ally from an overhead conductor and travelling without a track.” W. KOHLER. 
(Date applied for under Bec. 91 of the Act, May 3rd, 1902, being date of 
application in Germany.) November 15th. (Complete.) 

46 406. “Improvements relating to vehicles electrically propelled from an 
overhead conductor and travelling without a track." W. KOBLER, (Date 
applied for under Вес. 91 of the Act, May 4th, 1909, being date of applica- 
tion in Germany.) November listh. (Complete.) 

96.451, * Improvements in sanitary telephone transmitters.” M. Y. Carc utr 
and E. J. Brown, November 1800, 

26,514. ‘~ Improvements in electric furnaces.” A. HrrrgusraiN, November 
Inth. (Complete.) 


2646. ‘Improvements in clectric furnaces," A. Har»rNsTEIN, November 
190). Complete.) 
2.873. ‘Improvements in boxes for containing mantles used in incandescent 


van lighting, incandescent electric lamps, and other fragile articles," A, H, 
hravenson, November loch. 


26,890, ‘* Improvements in the distribution of electric energy." A. E. Такива 
pod N CASE MON. (Data applied foc pen Као ey Sth, 1909. Aa 
nvention comprised in Application No. 27, o April 1909. 
November 19th. (Complete) n 

26,899. ‘* Four-way and off electric light switch.” E. Bocawe. November 190. 

26,907. ''Improved current collector for electrically-propelled vebicles.” 
W. KoHLER. (Date applied for under Bec. 91 of the Act, ber dth, 1909, 
being date of application in Germany. Application for Patent of Addiuon to 
No. 36,847, 1909.) November 19th. (Complete.) 

96.999. '' Improvements in or relating to eleotrio resistances.” H. Korser. 
(Date applied for under Sec. 91 of the Act, November 30th, 1908, being date 
of application in Germany.) November 19th. (Complete.) 

26,941. New and improved rail for either electrically-driven or horse-drawn 
tramway lines." H. О. Gin ix. November 19th. 

26,948. “Improvements relating to commutator bars in connection with 
the armatures used io dynamos and motors.“ J. Heya. November 20th. 

28.984. Improvements relating to the regulation of eleotrie circuits sach as 
the feld windings of dynamo-electric machines and the like." W. gran 
FIELD and J.J. Hatr. November 20th. 

27.026. Improvements in or relating to apparatus for electrically-con- 
trolling machine tools." A. J. Вот. (Felten & Guilleaume Lahmeyerwerke 
Act.-Ges., Germany.) November 20th. (Complete.) 

27,083. ‘* Improvements in apparatus aad relatingto apparatus and metbod 
for generating alternating currents." J. L. Mitton. (Date applied for ander 
Sec. 91 of the Act, January Both, 1909, being date of app ication in United 
States.) November 20th. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Мавера. W. P. Тномрвон & Co., 283, High Holborn, W.C., and at Liver 
роо! and Bradford; price, post free, 9d. (in stamps). 


1908. 


WinwLEess ELxcraic Sionattine, R. A. Fessenden. £0,005, September #10. 
HANGER ron ELEOTBRIC TROLLEY Wires. H. Schutte. 2, 631. October 2th. 
PRIMARY Ececrrio Crocxs. T. J. Murday. 22,819. October 27th. 

TROLLEY WHEELS OR CoLLECTORS FOR Exxcruicity. E. M. Schollenberger. 
22,951. October 28th. (Date applied for under Internationa) Convention, 
October 28th, 1907.) 

Exvecrric Switch ARRANGEMENTS, M. B. Field and Ferranti, Ltd. 8,516. 
Noveinber 8rd. 

ирне ExcHANGE TmLEkPHOXE Systems. F. Hildebrand. 28,888. November 

th. 

DgraAcHABLE Lock ror Влтоккт-Слтсн ELkcTRIC Соз Lamp Horb. 
C. F. H. Bayly. 26,205. December 4th. 

CEILING Roses AND THR LIKE FOR Use iN BuükcTRIC Cinorirs. F. C. Basell and 
R. B. Verney. 27,729. December 2'st. 

Consrruction oF RrauLATING Evectric BwiTcH. Veritys, Ltd., and W. G. 
Pipkin, 28,0923. December 2ith. 

Gatvanic BATTERIES. N. Benko. 28,597. December th. 

3 rog ELXCTraIO Мотовч. R. E. Baerlocher. 28,951. December 

th. 

ELxcTAOLYTIic Devices BUITARLE FOR UBR AR, OR IN THR CoNSTRhUOCTION or, 
Swirchka, RROORDERA, METERS AND OTHER APPARATUS, W. B. Thorpe. 
28,661. December 81st. 

Device FOR AUTOMATICALLY SWITCHING-IN AN AUXILIARY Source or ELA 
CURRENT ON FAILURE OF THE Main BvPPLY, Chloride Electrical Storage 
Со. and A. Imbery. 16,985. July 21st. 

APPARATUS FOR Propucixe HicH-Fraequency ELECTRIO OsCILLATIONS, MOBE 
PARTICULARLY APPLICABLE TO WiRKLkss SIGNALLING. R. A. Fessenden. 
18,480. September 2nd. (Date applied for under International Convenuon, 
Beptember 16th, 1907.) 

WireLrss SianaLuino. R. A. Fessenden. 20,16. September 28th. (Date 
applied for under International Convention, October 10th, 1907.) 

MetHop or AND Means For ELECTRICAL. Winia. А. E. Lamkin and T. Р. 
Nunwick. 93,418. November 8rd. 

ELEcTRICALLY-OPERATED TRAMWAY OR LIKE Points. О. H. Butterworth and 
E. Veevers. 23, 546. November 4th. 

MAGNETIC Power Transmission GEAR. R. Lecoche. 28,996. November 40. 
(App ication for Pateut of Addition to No. 15,780, 1906.) 

ELECTRIC CURRENT lwrERRUPTER, T. McClelland. 23,870. November 7th. 

ConstTRUCTION oF ELkcTRIc CincuIT BREAKER. Veritys, Ltd., and W. В. Pipkin. 
25,883. November 26th. 

Нохкв FOR JUNCTIONS, TEXTING, INSPECTION OR FUSE PURPOSES AND THE LIKE, 
FOR USE IN CONNECTION WITH ELECTRICAL CABLES AMD TUE LIKE. H. R. 
Mansfield. 258,397. December 30th. 


1908. 


FITTINGS For ELECTRIC INcANDESCENT Lamps. Е. W. Suter, 480. January "th. 

CONTROL OF ELRCTRICALLY-OPERATED CLUTCHES. F. M. Green and Deimler 
Motor Co. (1901). 695. January llth. 

TTEKLKQRAPHY AND TELEPHONY by MEANS OF HERTZIAN WAVES, F. J. Chambers. 
2,330. February Ist. 

ELECTRIC Time Switches. W. E Richter. 2,605. February 3rd. 

Machines FOR SHkaTHING Exkcrric Cables with МЕТА, SHRATNEINO. 
Witzenmann. 3,257. 

Seconpary ELECTRIC CLocxs. J. Neale and E. Powell. 8,487. February lith. 

CONSTRUCTION oF TELKPHONE AND SwitcapoaRD LamP-Jacks. M. В. Conner. 
4,630. February 25th. i 

Ecectric Inpicators. А. Whalley, 0,040. March 2nd. 

RECKIVING INSTRUMENTS FOR ELECTRIC TELEGRAPHY, T. Clark. 6,525, March 
18th. 

CONTROL OF ELRCTRICALLY-O RRATED ELECTRIC SwiTCHES. А. 8. Cubitt. 7,118 
March 24th, 

APPARATUS FOR PERIODICAL INTERRUPTION OF ALTERNATING ELECTRIC CURREST- 
L. J. B. Drault. 98,504. April 2lst. (Date applied for under International 
Convention, April 23rd, 1908.) 

ELzgcTR!C OSCILLATION Detectors. G. W. Pickard. 10,772. Mas 6th. (Dete 
applied for under International Convention, March 25th, 1909.) 

CONTROLLERS FOR POLYPHASE ALTERNATING-CURRENT Inptction Moros 
B. G. Lamine, 14,679. June 22nd. | 

TROLLEY WHEELS оң COLLECTORS FOR ELECTRICITY. О. Krebs & Gustav Krebs 
and Co., Ges, 15,895. July 11. 

ELECTRIC CONTACT BREAKERS FOR Use IN IGNITION APPABATUS FOR Ir 
COMBUSTION ENGINES AND THE LIAE PURPOSES, J. А. Schneider. 17. 
July 27th. j 

SArrry APPARATUS TO НЕ USED WHENEVER HoLks ARR BORED FOR В 
OPERATIONS. AND WHEN FIRED нү DETONATION TMROCOM ди ELK 
CCRRKNT.. К. Harris, 245. January oth, 
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SOCIALISM. 


WHEN Lord Rosebery entered upon the preparation of his 
fascinating work, “ Napoleon : The Last Phase,” he did so 
with the avowed object of laying a literary ghoat. All of 
us are haunted by mental phantoms which we wonld fain 
set at rest ; in the minds of many at this present juncture 
the spectre of Socialism occupies a prominent place. 


Whither will it lead us? What effect will it have upon 
trade and industry? Is it ‘catching on” with the Labour 
Party and the Trade Unions? What can we do to pre- 


vent its further advance ? These are qnestions which every 


man who has time to think, and anything to lose, is con- 
Btantly repeating to himself. 

Some admirable words which fell from Mr. Inglis in the 
course of his presidential address to the Institution of Civil 
Engineers fully justify a reference to Socialism. He 
pointed out that “labour is the beginning and end of engi- 
neering, and any interference with the application of labour 
to engimeering undertakings at once affects the profession, 
and periods of stagnation are liable to result therefrom." 
„Nature's laws,” he went on, are definite in the physical 
world, and, so far as they are known, there is every reason 
to believe that they are equally exact in the economic or 
political world. But the treatment which many of our 
labour problems are now receiving at the hands of so-called. 
leaders cannot be reconciled with any nature treatment. 

. Legislation which protects labour interests to the 
point of partiality, and which does not at the каше time 
pay due regard to the interests of those who have to 
initiate enterprise and dispose of the products of labour, is 
proceeding in an illogical and impossible course, which can 
have but one ending." ~ | 

Let us single out from among theavowed objects of Socialism, 
as advocated by its more extreme adherents, a few of those 
which must immediately affect the electrical world. Take 
the official Programme of the Social Democratic Federation. 
In the so-called Utopia" which would be established were 
this body to have its way, there would be no indirect tax- 
ation. Instead, there would be a cumulative tax on all 
incomes and inheritances exceeding £300. Labour would 
be organised under public ownership and control on 
co-operative principles. Railways and electric light under- 
takings would be handed over to public ownership. No 
man would be allowed to work at any industry for more 
than eight hours a day, or 48 hours per week. There would 
be a minimum wage of 30s. a week for all workers; there 
would be public provision of useful work at not less than 
Trade Union rates of wages for the unemployed. There 
would be free State insurance against sickness and accident, 
and free and adequate State pensions or provision for aged 
and disabled workers. Upon public bodies would devolve 
the duty of providing healthy dwellings for the people. 
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A glance at the ideals which other Socialist organisations 
have set before them reveals “ the same dog with a different 
piece of string." They are all based upon the assumption 
that the poor can be made richer by making the rich poorer ; 
that individual effort shall be stamped out ; that there shall 
be generally a levelling-down instead of a universal 
levelling-up. 

It may be said, of course, that a programme so wild and 
extravagant can never become part of any scheme of 
practical politics; that the common sense of the nation 
would revolt against it, and so on. Bat look at it again! 
Some of the dreams of the Socialist have become realities. 

The municipalities have to a large extent assumed control 
of the means of transit. The eight-hours day has become 
a reality in certain industries. Something very like a 
minimum wage has been established by the efforts of Trade 
Unions. The principle of supplying work for the un- 
employed has been recognised. 

How, then, are the forces of the Socialist to be satis- 
factorily met ? To be opposed to the doctrines which he 
inculcates is one thing, but to have the power of persuading 
the working man that he is grasping at a shadow when he 
allies himself with Socialism is another! The argu- 
ments advanced by the Socialist are captivating to the 
uninstructed. | 

The theory of at least one prominent Socialist writer is 
that within the capitalist system, and in the meaeure that the 
wealth of capitalists increases, the labouring classes must 
become continually poorer, more dependent, more ignorant, 
more degraded in intellect and character. But what 
are the facts? Within this very system, knowledge, 
and the desire for knowledge, have reached the 
lowest strata of society; crime has decreased, wages 
have risen, and material comfort has become much 
more common. The doctrine that the accumulation of 
capital necessarily tends to the disadvantage, slavery and 


misery of the operative classes, is clearly inconsistent with 
history, and is decidedly contradicted by present-day 
experience. 

The indebtedness of labour to capital is enormous; its 
indebtedness to science and invention is also enormous, and 
it is wrong for labour to ignore this as it is for capital, science 
and invention toignore their enormous indebtedness to labour. 

In the electrical world, as in every other department of 
industry, there must, be leaders of men. 
have pluck and ability, and a sufficient command of capital 
to enable them to prosecute great enterprises. The outlay of 
capital may be unproductive for a considerable time ; yet 
outlay of capital nearly always means employment of numerous 
workmen. 

Of enterprises which are started a vast number are un- 
successful, yet the workmen connected with them get the 
ordinary wages current in the trade at the time. Many 
industrial companies pay in the course of а year neither 
interest nor dividend ; but they all pay wages. These facts 
are often overlooked by the proletariat. The orator at the 
street corner has imbued him with the notion that the capitalist 
is battening on the labour of his workmen. 

Socialists aim at freeing labour from what they regard as 
the tyranny of capital. ‘ Plunder the rich” is the eternal 
cry. It may well be that some of the rich who make a bad 


use of their wealth are not entitled to much consideration; but, 


as Prof. Flint has written, By all means let us condemn 
the ‘wicked rich,’ but let us be sure that it ia the wicked 
rich,’ and only the * wicked rich,’ that we condemn." 

But the workman who would plunder the capitalist is but 
feathering a shaft which would penetrate deep into his own 
heart. 

The Socialist spends much of his energy in discrediting 
capital. Не charges it with doing nothing for production, 
and represents it as being idle, inefficacious. He suya that, 
consequently, labour deserves to have all, and that capital is 
not entitled to receive anything. 


The leaders must 


A little thought would seem to be sufficient to dispel these 
illusions. Take a simple illustration. Capital is spent on 
machinery. By the aid of machinery the people of Great 
Britain can do more work than all the inhabitants of the 
earth can do through the mere exertion of their unaided 
muscles. Who will deny that some of the credit of bringing 


about these happy results is due to capital? 


The bulk of British wealth has had its source within the 
capitalist system itself, and is not—directly, at least— 
inherited plunder. 

It is impossible to shut our eyes to the fact that the 
present tendency of the Trade Unions is to be led astray by 
the Socialist. And what will be the inevitable result ? 

The Socialist is unable or unwilling to learn the lesson 
inculcated by what has happened during the last few years 
as a result of the growing power and influence of the 
Trade Unions. 

The masters have been taught to combine. Unable to 
resist the forces marshalled against them by the Unions, 
individual employers have sought the protection of their 
fellows by agreeing together on в course of action. A war 
upon capital only Dus the effect of making capital stronger 
and more united than before. The cry of the more extreme 
among the Socialists is for Communism and universal 
brotherhood! But these things cannot come about, save 
by revolution. In the meantime, so long as law and order 
prevail, the capitalist, and the groups of capitalists, are 
masters of the situation. Capital is not fixed and immov- 
able, It can take unto itself wings and fly away. If the 
Trade Union, urged on by the Socialist, becomes more and 
more autocratic in its demands, the employer can seek un- 
fettered labour in other landa, and no power as yet known 
to English law can stop him. 


As we mentioned last week, Messrs. 
5 Handcock and Dykes's paper was read in 
abstract only at the London meeting of 
the I. E. E. We note with interest in the official announce- 
ment of the meeting to be held at Manchester on Tuesday 
next, to discuss a paper on German electrical methods, tbat 
the authors ** will read an abstract only of their paper.“ and 
we congratulate the local Committee on this forward step, 
which, we are certain, will be welcomed by the great majority 
of the members. The next reform, we hope, will be the 
dispatch of advance proofs to all the members of the Local 
Section, not only, as offered, to those who apply for them. 
The postage would not cost a penny more, for the announce- 
ment of the meeting could be sent out with the paper for a 
halfpenny ; bnt even if additional outlay were necessary, we 
feel sure that it would bear good fruit. 


Оск friends of the Gus World fall foul 
of the Catford “ Electra House,” whicb 
they describe as a monstrosity, that has 
no place in the practical workaday world." They go on 
to вау: We are told that the estate is being covered with 
houses that will let at rents ranging from £52 to £008 
year, and we are expected to draw the inference that each of 
these houses will become a duplicate of Electric Honse.’ 
What nonsense this is !" 

We venture to italicise the comment, which so admirably 
characterises the remark which it follows. It was never for 
one moment suggested by anyone—except the Gus World— 
that any person would think of fitting up his house like 
“Electra louse,” which, as our contemporary innocently 
adds, is purely“ а show place, where all cooking, heating. 
and lighting is done by electricity, regardless of cost." 

An amusing feature of the matter is that the gas com- 
pany's own “Gas House” is situated a couple of 
doors away. We have not suggested, however, that 
anyone would dream-of living in such a place—that would 


** What 
Nonsense ! ?” 
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indeed be a nightmare. It is an interesting, though pathetic, 
sight to see the various gas-burners in the South Metro- 
pohtun Gas Company's -big show- window in a main 
road not far away being laboriously lighted, one by 
one, when dusk approaches. Where are those vaunted 
switches with which, we have heard, gas-burners can be 
lighted from a distance, just like electric lampe? We 
knew of one house where they were installed, but there the 
lamps are now lighted in the old-fashioned way. The 
imitation was hardly fluttering—for it proved a failure. 


— a a 


Tun combination of producing, refining 
and selling companies, which has occupied 
the financial papers so much recently, appears now to be in a 
fair way towards accomplishment. According tothe Financial 
News, the Cole Ryan Syndicate will superviee mining 
operations and delivery of the ore to the smelters; the 
smelting aud refining of the ores will be done by the 
Guggenheims ; and the disposal of the metal will be in 
charge of the Lewisohn irterests, through the medium of 
the United Metals Selling Co. Messrs, Rothschilds, as 
representatives of the Rio Tinto, will be approached with 
an agreement. The Lake mines, however, will not join the 
confederation. 

The proportion of purely American names in the above 


Copper. 


arrangement affords an assurance that the financial section of - 


the business will be ably managed, and that the enterprise 
holds out prospects of commercial success. The result, 
according to the Financier (November 29th), is an increasing 
bull account in New York. The slight downward ten- 
dency of prices here does not coincide with this view of the 
case, unless the “ nerves " which must ultimately affect the 
market have.already set in. 

Those who anticipate a revival of trade in England in 
the early part of next year, will, on general indications, be 
on the look-out for renewing stock at the present prices. 
As, however, the commercial world does not generally hold 
large stocks, but quotes on the price of metal at the time of 
order, it will probably prefer to continue watching the price 
in anticipation of the dips which will probably occur when 
the speculators for the rise take their profits. The Financier 
article says, with justice, respecting the aspect of affairs 
from this end, * The enormous stocks of copper, visible and 
invisible, will inevitably exercise a steadying effect on any 
upward movement.” 

These stocke, as shown by Messrs. Merton’s circular, have 
assumed formidable proportions. Visible supplies for the 
end of November stand at 105,743 tons, and supplies 
generally are well ahead of deliveries ; 50 tons have been 
reshipped to the States. 

The increase in visible supplies is principally in stocks at 
English ports. "The exports from the States for November 
are estimated (Daily Telegraph, November 24th) at 25,000 
tons, against 23,660 for October. Comparing this with the 
visible supply figures, it will be seen that the market haa 
still a considerable holding on the side of placidity. 


WITH a steadiness worthy of its physical 
characteristics, lead has for some time 
maintained its price curve in а close approximation to the 
straight line. It appears to be honestly affected by brisk 
trade only, and out of reach of speculative troubles. Some 
interesting figures respecting this metal are given in an 
article published by the Financial Times in their issue of 
November 26th. We find that October’s imports amounted 
to 15,236 tons, as against 15,236 tons in September, 
and 16,553 tons in August. The total for the ten months 
ending October, 1909, is 170,730 tons, as against 198,617 
tons for 1908, and 167,075 tons for1907. A trade combination, 
the International Lead Convention, certainly exists, but it 


Lead. . 


controls little more than 25 per cent. of the world’s total 
output. 

The article referred to mentions that hopes of trade 
revival and consequent increase in price are entertained by 
producers. 


WE were recently present in Court 
when a well-known engineer was giving 
evidence. He was the manager of a large 
works, and had gone to that position by request of the firm, 
liaving given up bis private practiceto do so. This fact was. 
fastened upon by counsel as a basia for the insinuation that 
the gentleman in question had failed as a consultant, and was, 
let us presume, therefore not worthy of credence. Now, in 
the first place, a man of exceptional ability may fail completely 
as a consultant simply from lack of work, for, contrary to 
popular belief, work does not pour in upon a man when he 
hangs out his shingle. And again, a good position with a 
manufacturing firm may be a quite sufficient excuse for 
dropping even a fairly remunerative consulting practice. 

But be these things as they may, how long are engineers to 
submit to the coarse rudeness of legal men in respect of 
ordinary business moves and transactions, which are travestied 
and twisted to imply that something disgraceful or scandalous : 
has been the moving cause? The same counsel was full 
of flouts and gibes and jeers in respect of a special 
appliance devised by another engineer, though the 
device had accomplished its intended purpose. Dy his 
long-winded prolixity, and the emphasising of points freely 
conceded by the other side, he must have involved in extra 
expenses alone more than the amount at issue between the 
contending parties. And only thus, apparently, can trade and 
commercial disputes be settled. Anything more ridiculous to 
the technical man than many of the questions of certain counsel 
it is impossible to conceive. Absolute non-acquaintance 
with the subject in hand, childish inability to comprehend 
the simplest explanation, and the wasting of time on unes- 
sentials that these produce, are all in the day's doings. But 
the worst feature is that the gentlemen of the wig and gown 
appear to regard it all as rather a good joke; that all in 
Court who may speak otherwise than when asked a question, 
are just those who know nothing of the matter in, hand. 
Aud it is no unusual spectacle for these gentlemen to 
wrangle over three different parts of machinery, thinking all 
the time they are talking of the same part. It wculd be 
funny were not industry paying for it all. At this day, 
unless the sum in dispute is very large, neither side can hope 
to get back anything by going to law about it. The winner 
loses, and the loser loses doubly. The points which counsel 
emphasise are almost invariably of no real consequence; 

ints which to an engineer are everything are passed by. 
if the bench were occupied by an engineer, and he were to 
examine the witnesses on both sides after they had each 
told their tale, he would in the course of half a day or a 
day deliver a judgment that would require many 
days of the ordinary legal procedure to arrive at, 
and the engineer's judgment would be better and fairer. 
It cannot be contended that the present system of 
taking expert evidence is sound. Experte are exposed to 
all manner of silly questions with the view of catching 
them tripping. The questions cannot be answered by yes or 
no, yet unless such a false answer is given the witness is 
insulted by counsel, who demands answers pat to the most 
ridiculous questions. 

It is really time that this subject was taken into 
consideration by Chambers of Commerce with a view 
to the amendment of the whole procedure. It is 
indefensible that a judicial procedure that has grown out 
of criminal law procedure should be employed in 
industrial disputes. Prior to the industrial system of modern 
times we may suppose that Courts of Law dealt with little 
else than the vulgar crimes of robbery, murder and treason. 
But such Courts and their traditional Old Bailey bullying 
are not suited to modern conditions, and the abuse-has grown 
to such a pitch that it has become а crying injustice. 


Licensed 
Abuse. 
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TEMPORARY ELECTRIC SUPPLIES FOR 700 to do. de wood from the pg itd is 1 here 
to-day to see that 1 25·- horse motor on can't spare 
ELECTIONEERING PURPOSES. you the power house turbine. You have got to get 100 Kw. 


By L. B. HOGARTH A. M. I. E. E. 


As the fate of the Budget has been sealed, we shall shortly 
be in the midst of a General Election. The attention of 
central station engineers may be drawn to the important part 
that electricity can take in the election campaign. 

The ease with which metallic-filament lamps, flame arcs, 
electric lanterns, &c., can be applied should afford valuable 
means for improving the output of some of our smaller elec- 
tric supply undertakings, especially in districts where there 
are vacant shops having the electric supply already installed. 
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During a recent by-election in a London borough, elec- 


tricity was brought prominently into use, and although the 


campaiga only lasted 10 days, the output of the generating 
station during that period was considerably increased, as is 
shown from the diagram. 

Amongst the temporary connections to the mains were 
the following :— 

Bioecope consuming 495 unite, 

Electric sign consuming 167 unite, 

Bioscope consuming 237 units, 

Two poster display shops consuming 64 units, «с. 

The services laid for the bioscopes were paid for by the 
consumers, whilst the sign and the poster shops were services 
already laid. All were charged at a flat rate of 34d. per 
unit. The safety and cleanliness of electricity render it 
specially suitable as a cheap and efficient illuminant for 
electioneering purposes. 


TROUBLE WITH A SLIPPING BELT. 
By DOUGLAS 8, MARTIN. 


Prerrysoy knocked the ash out of his pipe. Yes,” he 
said, “ there is a lot of humour in testing which the outside 
world wots nut of. The suburban clerk on the Tooting 
tram hears the buzz of the motors, but he knows nothing of 
the funny things which Parker said when he was running 
those motors round in the shop, and burnt out his 
ammeter.” He gazed meditatively at the ceiling. 

“And though one might not think it," I observed, 
* there is a humorous side toa spanner really . . . . if you 
get it across the armature terminals in the right 


way.... 

Wilkine took his feet off the mantelpiece, and leaned 
forward in his chair. 

Do you remember old Nobby Wimpole's, 100 KW.?“ 
he asked, with a chuckle. 

None of us did, во Wilkins gave us the yarn, which I set 
down here, very nearly in his own words. 


One morning, about four years ago, the boss called Nobby 
Wimpole into bis office. One glance at the boes’s face 
told Nobby that an affair of importance was in the wind. 

* Wimpole,” the boss began, there is something I want 


out of the E.T.M.* !” 

Nobby bowed his head. “І will try, Sir,” be said. 

* You will experience some difficulty. Your motor will 
be overloaded, and your belt will slip—but you must get 
your load. 100 Kw. will about do it. You must get 
them !” 

“I will get them. Sir," said Nobby simply. Не lifted 
his head and squared his shoulders as if adjusting a burden 
to his back. 

* It will be a difficult job, but you may rely upon me.“ 

Cowcraft didn’t care much for melodrama in his office, so 
he added rather curtly, ** And lose no time, Wimpole." 

* [ go," said Nobby. And he went. 

So Nobby collared a great tin of sticky maggie, shut down 
the E.T.M. set, put on his slops, and set to work. I reckon 
he about emptied that tin. He smothered it over the 
pulleys, and ladled it on to the belt. Then he picked his 
men, got the Admiralty motor out, wired it up, put in his 
meters, and started on his load. 

A few of the curions ones had gathered round to see bow 
high he would get. Nobby reached three-quarters without 
a sign of tronble, glanced round at the set to see how the belt 
was standing it, waved Bramble up on the tubs, and touched 
the hundred. Just kept it on for a few seconds to see if he 
was really there, and then pulled it down again. 

A little buzz of cheering came from the assembled testers. 
Nobby had got 100 kw. out of the E.T.M.! Good old 
Nobby! And Nobby, who always reckoned he could do 
anything a bit better than anyone else, smiled his apprecia- 
tion. The news was all over the place in five minutes. 
Engineers, hurrying through the worke, wondered what the 
row was about. Navvies, pushing spiders along the shop. 
paueed for a moment to glance at the youth who 
succeeded in cajoling no fewer than one hundred large-sisd 
kilowatts from their fastnesses inside the E. T. M. Nobby 
meanwhile stood there with ће “ alone-I-did it ” look on his 
face. | 

Then he sent one chap up to Pullman, the engineer, to 


. tell him that the Admiralty motor was on load, and he could 


bring the official down when he liked; and then he sent 
another chap to tell the boss ; and the boss came up and told 
Nobby that he had done a smart thing; and Nobby said not 
at all, and all that sort of thing; and Bramble—aha, 
Bramble ! 

Bramble meantime was watching all this, and saw that 
the chance of his life-time had come. He had а grudge 
against Nobby Wimpole. A month before, on night-sbift, 
Bramble had gone into work one evening in excellent 
apirits. Found he couldn’t get any juice. Hunted for 
open circuits high and low. After two hours’ hard 
swearing found someone had shoved a black wooden brush 
in his exciter, with the pig-tail stuck on and everything. 
Next day found out it was Wimpole. Bramble didn’t love 
Wimpole much after that. | 

So while the chap was telling Pullman and the official to 
come down, Bramble went along to the traction boerd, 
collared a bucket of railway grease. Soft, juicy gresse. 
With a deft hand he applied it to the belt of Nobby's eet. 
Smothered it over the pulleys, and ladled it on to the belt. 
Left it with about as much grip as Balaam on а donkey. 

Pullman arrived with the official, and introduced him to 
the boss. The official ‘said what a nice shop it was, and 
the boss said what a rotten summer we'd been having, and 
then they looked at the induction motor. They told Nobby 
to run it round. Nobby ran it round. | | 

The official, flicking the dust from his coat, as if the 
whole thing bored him inexpressibly, asked if they would 
give him some load. He suggested 125 horse. Nobby 
looked delighted, and offered him a couple of hundred. No? 
Very good. | 

Nobby moved round behind the table, glanced at his 
cycles, placed one hand on his ammeter switch, and plugged 
load on. Brought up the field of his load generator a bit, 
and then suddenly, when he was taking only about 30 KV. 


——— —Á 
— — 


* A Dc. motor fed from the works supply, and driving a 70· EW. 
alternator, which supplies current for testing induction motors. 
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from his machine, heard his belt squeaking. Couldn't under- 
stand it. Waved Bramble up on the tubs. Got about 
half load when the bally belt started flapping like a flamingo. 
Pullman & Co. all looked round, wondering what was up, 
and Nobby started getting feverish. He ran his fingers 
h his hair—oconidn't make out what had йс 

Saw that, anyway temporarily, he was done, so pulled off his 
load, and out to Bramble to see if the E.T.M. belt was 
О.К. Bramble had а look, and informed Nobby that the 
belt was quite as firm as a couple of rocks, also observing 
that he (Nobby) had in the first case probably read his 
meters wrong, and fancied he had got his load when he 
hadn't. Nobby, looking hot, flushed and very sick, told 
Bramble to go to the devil. Oowcraft bit his lip, and the 
official looked shocked. | 

Wimpole, with blank despair in his heart and in his face, 
called out, ** Are yon right ? " and banged on his load again. 
Bramble, with a horrible smile in his sleeve, jerked up the 
load. Nobby heard the dreadful flapping, and saw his 
ammeter needle floundering about between nothing and a 
quarter load. Through misty eyes saw the official fuming 
with impatience, and Oowcraft snorting with disgust. Fairly 
lost his head. Waved Brambleup blindly. Bramble, more 
, than equal to the occasion, jammed the blessed plate right 

in. Deafening row from the belt, flapping and squeaking 
like mad . . . . and then suddenly a fearful crash ... . 

On the motor end the belt had worked ita way right over 
the bearing ; on the far end it slithered gradually to the 
outside edge, and came right away with the force of a 
thunderbolt . . . . fetched down a great shelf containing 
meters, portable testing sete, pliers, spanners, oil-cans . . . . 
Dirt, grease and bite of iron flying all over the place—the 
official with a couple of pints of best lubricant in his eye. 
Nobby Wimpole, blabbering and babbling like a lunatio 
Chinaman, made a wild rush for the breaker; tripped up 
over a stool, sprawled full length, caught his foot in a 
rheostat lead, and fetched off his blessed motor field . . . . 

Gentlemen, it has been my misfortune to assist in more 
than one general mess-up, but I've never heard the shop 
breaker come out with a lovelier crack than on that glorious 
day. And in the moment of Nobby’s greatest mortification, 
Bramble came and knelt beside him, and with an arm 
around his neck, whispered lovingly : 

„What's the price of wooden Morganite brushes now? 


WAGES ANALYSIS-CABLE-LAYING GANG. 


By “INTERESTED.” 


- 


THE proper wages analysis of casual labour is an important 
item in connection with any undertaking, and one worthy of 
serious attention on the part of those in charge of this par- 
ticular work. The total cost alone of any job is not sufficient 
Information for an up-to-date company or works. Details 
are required of.each part or section of the work, such as 
trenching, laying pipes or ducts, cable, &c., in order to 
enable more accurate estimates to be obtained in future cases. 
-The more details available (within reason) when estimating 
the better chance one has to arrive at a close figure. 

_ Following is a description of a method for allocating the 
time worked on each job to the proper headings, and one 
retained in use after a practical trial, which may prove useful 
to some readers. The case in mind deals with a “mains 
gang" employed in the streets, opening ground and laying 
therein pipes, conduit, cables, &c., for the purpose of distri- 
buting electricity, but the same idea could be applied in 
connection with other work where casual labourers are 
employed. Each job, or section of a job, is given a number 
80 a8 to save a deal of unnecessary writing. Only two books 
are in use—or rather one book anda set of cards. They 
are the foreman’s time book and the wages analysis cards. 
In order to make clear the written explanation below, the 


ing of a page of the book and one of the cards is given 
herewith :— 
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Foreman's Time Book.—In this book the foreman entera 
the time every man commences and leaves off work, and 
throws out the number of hours worked by each man in one 
of the columns bearing at the top the number representing 
the particular work upon which the man has been engaged. 
T wo of these books are in use at one time, yesterday's records 
being left in the office to-day in exchange for those 
which were inside yesterday. This ement allows the 
office staff time to extract therefrom particulars for the wages 
book and analysis cards. Should, however, the daily changing 
of the books prove to be impracticable, an arrangement 
could be come to whereby they were changed only once a week 
instead of daily. The drawback to the weekly change is 
that it means a busy day for the office staff at the week-end 
making up the wages of the men. The foreman obtains the 
job order numbers for proposed jobs from the office, or from 
the engineer in charge of the department, as the case may 
be, the procedure not calling for description here. 

Wages Analysis Cards.—These cards are made up from 
the information given in the time books; the total 
number of hours spent on each section is worked out at the 
various rates and the amounts are extended to the proper 
columns, and the whole total balanced with the wages book 
weekly. The illustration given above will explain matters 
more fally than words. These section totals are in their 
turn transferred to the cost cards, whereon all the time and 
material used is collected together, so as to give the finished 
cost of the work—but that is another subject. 


EXTENSIONS. 


[COMMUNICATED. | 


EVENTS move apace, and now the financial stability of some 
few municipal electricity works seems to be seriously 
threatened ; the somewhat peculiar position in which 
they are placed, owing to the necessity for replacements of 
plant, demands very careful attention on the part of the 
management. In a number of works a stage has been reached 
when some of the original installation must necessarily be 
scrapped or sold, in order to make room for more modern 
plant in larger units than the original ones. Where floor 
space is limited, the small plant installed at the commence- 
ment must “go” in order to allow for extensions, which 
can only be carried out by putting in plant considerably more 
powerful on the space originally occupied by the small 
unite. The trouble is how to provide the cash to pay for 
the new goods. The annual repayments have proved to be 
insufficient, and, for various reasons, the rate of depreciation 
has been far greater than estimated. ` 

In several instances, the loans obtained for the 
purchase of the installation in the first case were arranged 
to be paid off in annual instalments covering a period of 
42 years. Now, although the plant has become of little prac- 
tical value as an economical means of generating electricity, 
only about one-third of the loan has been redeemed to date, 
and the question arises as to which is the better way of 
obtaining money to pay for the new extensions. Should the 
whole of the remaining portion of the original loans be 
repaid and fresh capital taken up, or would it be preferable 
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to pay for the new alterations and additions combined out of 
revenue account, and goon slowly paying off the old capital ? 
The lending authority will not grant a new loan unless the 
remaining portions of the old one are redeemed. The 
position 1i aliar, because there is not much in the 
way of precedent which can be used for guidance. Careful 
consideration of the possibilities in the future is required 
before a definite decision can be arrived at, and an intimate 
knowledge of the useful life of the machinery, &c., in use 
and that proposed to be put down is wanted. For this 
reason I think the question is one for the engineer or 
manager of the department to tackle, and not the borough 
accountant. 

Whichever course is pursued, a heavy sum will have to be 
taken from the accumulated profits or reserve and depre- 
ciation accounts. Is the money in hand, or has most of the 
surplus in previous years gone to relief of the rates? 
Here is an instance which at once shows whether the under- 
taking has been deprived of money—now so vitally neces- 
sary—or whether the wiser policy has been adopted of 
putting by sufficient to provide for such contingencies as this. 

In the event of the former course being followed, & 
smaller sum is required to pay off the remaining, say, two- 
thirds of the loans yet outetanding than if the latter course 
is taken, because the new plant about to be installed will 
necessarily possess a greater output, space for space, than 
the plant being ousted, and, of course, higher value. 
This appears to leave a balance in favour of the former 
method, but one must not lote eight of the fact that 
if another loan is taken up for the proposed extensions or 
replacements, the customary length of time allowed to-day 
for repayment is not nearly so long as was the case 10 to 
15 years back, and, money being much dearer now than 
then, the interest charges will correspondingly be increased, 
and will prove in the end to be heavier than the remaining 

interest charges on the original loans, should they be 
retained. Looking only to the present, the first method is 
preferable, but the latter course seems to work out ches per 
in the long run. 

I am not going to offer a word in favour of either way, 
but intend to leave the matter for those more interested to 
argue over, as circumstances alter cases, and few stations 
are similar in this particular respect. The question is a 
ticklish one to answer, and one in connection with which 
councillors will do well to look after the future, and not 
allow the future to look after itself. 

If this stage of things is reached after only 10 to 15 years’ 
working, then in another 10 years the probability is that a 
much larger portion of the plant will want ousting in order 
to make space for other more modern and larger plant, 
because surely old plant standing idle whilst the cost is 
slowly being repaid cannot be profitable, no matter how the 
figures are twisted about. The conclusion drawn from the 
present state of the enterprise is that all profits must be 
retained until a good, sound, sensible reserve or depreciation 
fund is formed, and not even a sum representing 1 per cent. 
of the capital outlay (as arranged in the gas clauses of the 
Salford Corporation Bill by the House of Lords’ Committee) 
should be taken from the department until more than 
sufficient is in hand to meet all possible emergencies. 


THE RATIONALE OF PICTORIAL 
ADVERTISEMENT. 


By T. W. COLE. 


SUPPLY companies, electrical contractors and such like have 
recently been favoured with certain lamp-advertisement 
cards, sent to them for show purposes. The cards in question 
have been apparently designed with a view to catching the 
popular fancy. One may, in fact, imagine the gradual 
development of the idea in the lamp manufacturers' minds, 
from the time when it was first, determined to appeal to the 
public, to the time when the good Mr. Hassall received 
approval of his designs. The line of reasoning that led to 


. refinement of 


this series of pictorial displays was evidently something like 
this: Here is a general public, who know nothing about the 
technicalities of lamps. We want to interest, them, to catch 
their eye, even in spite of themselves—we want, in fact, 
something * popular," ergo, we want something funny. 
Who can draw funny pictures? Who but Mr. Наша! 
And forthwith Mr. Hassall receives a commission for designs, 
which presently mature into the cards now familiar to the 
trade. 

Now, in speaking thus, we must not be thought to be 
disparaging Mr. Hassall's abilities for poster work. Quite 
the contrary. We do, however, criticise the faulty T 
of the situation on the part of the lamp manufacturers whi 
led them to contemplate using pictures of this type. 
There is, we think, at the root of it, a fundamental 
misconception. The lamp manufacturers have not realised 
the true end of advertisement. That end is not 
attained merely when а is о. The indis- 
pensable is still to come—the creating of an impression 
which al link favourable associations with the article 
advertised. For instance, take a soap advertisement poster. 
Here we have, perhaps, a young ‘lady of undeniable personal 
attractions, caught ibly at some advantageous moment 
of an unfinished toilet. The artist has seized the oppor- 
tunity to emphasise the soft roundness of perfect health, 
the sense of skin, velvet to the touch. The eye is arrested 
by the picture, and takes in the name of the soap at the 
same time. The name henceforward takes to itself in the 
memory certain subtle associations with clean, wholesome 
healthiness, shell-pink complexion and such like. Suppote, 
on the contrary, the picture had been of the sellow-com- 
plexioned, anzemic, pointed-elbow variety of damsel, where 
is the good lady that would have risked using the soap ‘ 
Coming to the case in hand, we have an advertisement card 
showing a family at dinner under the illuminating rays of 
the lamp advertised. The family are (to invert a phrase) 
honest but poor ”—роог in looks, poor in manners, the 
good wife holds her knife in her left hand, the little git 
points (which well-behaved children are taught never to 
do), and the pater-familias site in his shirt-sleeves. It is 

all very homely and comfortable, buat——and here we come 
to the crux of the question. Electric light is undeniably 
something of a social hall-mark. It is a thing that began 
in the houses of the “ carriage and pair” people. Thence 
it descended to the leas-favoured but proportionstely 
ambitious neighbours. Thence to suburbia with it 
characteristic genteel emulations. A good lady of the latter 
class,on her walks abroad, catches sight, perhaps, of the 
lamp-advertisement in question. The poor lamp becomes 


immediately associated with all that is repugnant. Her 


whole ambition in life is towards gentility, the very 
antithesis of the scene which this lamp so fondly illuminates. 
But anyhow, even outside this one point of view, seeing 
that the strong plea for the electric light is on the side of 
its æsthetic capabilities, on the grounds of its help towards 
3 would it not have been more to 

point to have so designed the advertisement, as to have 
insensibly conveyed an impression in which such qualities 
were associated ? | 

Or to pass to another of these advertisementa, what could 
be more foreign to such impresaions than the one wherein» 
good man of most inelegant figure is carrying on a cryptic 


conversation with his ill-mannered ill-proportioned gardener, 


who does not even trouble to affix a “sir” to his answer. 
One can hardly think that the lamps so advertised will 
benefit from the physical and intellectual vulgarity thus s 
ingenuously associated with them. 

One might suggest that a book on psychology might bes 
useful adjunct to the publicity department of tbe lamp 
manufacturers in question, and that a marker be kept in the 
chapter about the transference of impressions, and the laws 
which govern association. A due regard to such principle 
would, we think, prevent the advertisemente being drafted, 
which are by their nature 80 obviously self-defeating. 


Nitrogen from the Air.—The construction of the 
first Swedish nitrogen wo) ks is about to be commenced, and 
be completed by the spring. 
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NEW ELECTRICAL PROPOSALS FOR 
PARLIAMENT TO CONSIDER. 


THERE is little of à sensational kind in the list of applications 
that have been filed at Westminster for the eration of 
the Board of Trade and Parliamentary Committees in the 
next Session. They are indicated briefly as usual in the 
following :— 


(a) Electric Light and Power. 


Bath.—The Oorporation is applying for the extension of its area of 
electric supply, within the rural district of Bath. 

Bishop’s Stortford, Harlow and Epping (ias and Electricity. 
— Amalgamation of gas companies ; powers to supply electricity ; 

agreements with local authorities as to supply. 

Brixham.— Application by R. A. Lister & Co., Ltd, for an order 
to supply electricity in the urban districts of Brixham and 
the distriot of Totnes. 

Brumby and Frodingham.—U.D.C. applying for prov. order to 
supply electricity. 

Chesham.— Application by Chesham Electric Light and Power Oo., 
Ltd., for extension of area of supply to include borough and 
part ‘of raral district of Hemel Hempstead. 

Chipping Norton Gas and Electricity.—New Company ; Purchase 
of undertakings of Mid-Oxfordshire Gas Ligbt and Ooke Oo., 
Ltd., and the Chipping Norton and District Electric Light and 
Power Co., Ltd. 

Chareh.—U.D.C. is applying for prov. order for supply of 

ty. 


electrici 

Cleveland. —U. D.C. is applying for electric supply in ite district, 
and part of the parish of Walton-in-Gordano 

Dawlish.—Power to U.D.O. to transfer its 1903 E.L. Order to the 
пена E.L. and Power Co, Ltd. Extension of time for 
wor 

Derby.—The Corporation is applying for extension of its area, so 
as 0 supply electricity іп the urban district of Alvaston and 

Boulton, and in a number of parishes. 

Farnham.—The Farnham Gas Co., Ltd., is ap plying for the disso- 
lution of the company, the incorporation of a new company to 
take over und and to supply gas and electricity. Bulk 
supply of both gas and electricity; repeal of 1905 E.L. order. 

Frimley.—Application by the U.D.O. for a prov. order. 

Gorselnom.—Application by Gorseinon Electric Light Co., Ltd., 
for power to supply electricity within the parishes of Gowerton, 
Llandilo-Talybont, Loughor (Borough) and Penderry. 

Hastings.—Corporation. Compulsory purchase of site of existing 
electric generating station. Power to sell, let, or hire electric 

fittings, &c., and other powers incidental to the electricity 
undertaking. 

Havant Gas and Electricity. —Dissolution of Havant Gas Oo., 
Ltd.; transfer to new company; lands for electric generating 
station ; free wiring ; supply in bulk. 

London Electric Supply.—Application by L.C.C. to be consti- 
tuted the purchasing authority forthe undertakings of certain 
electrical companies. 

Middlesbrough.—Further powers to Corporation regarding elec- 
tricity supply, including powers to supply and meters, 
cookers and fittings. 

Middleton.—Corporation. Farther provisions concerning gas and 
electricity undertakings ; free wiring; supply in bulk ; supply 

А to premises outside borough. 
Ormskirk.—Corporation asks for alteration of 1900 provisional 


order; extension of time for laying mains in compulsory area; 


transfer to Ormskirk Electric Supply Co., Ltd. 

Radcliffe.— Application for a provisional ‘order b y the Lan- 
cashire Electric Power Co. 

Reading Electric Supply Co., Ltd., is seeking powers for ex- 
tension of area of supply ; ; supply in bulk within and beyond 
area; wiring consumers’ premises, &c. 

Runcorn.—Application for & provisional order for supply of elec- 
tricity in Urban and Rural Districts of Runcorn is being made 
by G. H. Cox and H. J. Falk, of Colonial House, Water Street, 


verpool. 

Runcorn and Weston.—Application for a provisional order by 
the Castner- Kellner Alkali Co., Ltd., Weston Point, Runcorn. 

зеен. Corporation d is applying for power to supply electricity 

in parish of Tinsley. 

Smethwick.—The Birmingham and Midland Tramways Co., Ltd., 
applies for power to repeal or amend the 1898 E.L. Order ; : 
to transfer the 1898 order to the Shropshire, Worcestershire 
and Staffordshire Electric Power Oo. 

Warrington.—Further powers to Corporation relating to gas and 
electricity undertakings ; free wiring ; supply in bulk. 

Widnes.— Application by Corporation for alteration and amend- 
ment of 1901 and 1904 orders. New compulsory area. Transfer 
to Salt Union Co., Ltd., or other company. 

Widnes.—A pplication by G. Н. Cox and Н. J. Falk (Colonial 
House, Water Street, Liverpool) for provisional electric supply 


Yorkshire Electric Power Co.—Alteration and regulation of 
capital and borrowing powers of the company. 


(5) Electric Tramways and Railways. 


Baker Street and Waterloo Railway.—Subway at Oxford 
Circus. Agreements with other railway companies as to use 
of stations, ёс. Various other powers. | 


Bradford Corporation.— Very numerous powers are applied for, 
from the extension of powers to carry goods on tramways, to 
run trackless trolleys, and to supply electricity in bulk outside 
the city, to the suppression of indecent literature. 

Charing Cross, Easton and Hampstead Railway.—New short 
lengths of railway at Obaring Cross and Victoria Embank- 
ment, 55 with other underground companies. 
Powers as to ари 

Devonport and strict Tramways.—Repeal or amendment of 
Acts. Powerto British Electrical Federation, Ltd., fo manage 
the undertaking as sole director or otherwise, &c. 

Great Northern amd City Railway.—Extension of time for 
completion of railway and subway authorised in 1902. 

Halesowen DENT Raliways.—Application to Light Railways 
Commissioners b 7 company, for ertensions to railways. 

дайт. CPP ication by U.D.O. for further powers in 
respect of electrical undertakings, including several new 
tram ways. 

Leeds Corporation, — Provision and ru of trackless trolley 
omnibuses in Leeds, Armley and ey, and powers inci- 
dental thereto. 

London County Council.— Construction of new and recon- 
struction of existing tramways. Extension of time for powers 
under 1903 Act. 

комен. же a Railway Amalgamation.—Transfer and 

; having and amalgamation of Baker Street and 
Waterloo; : Obs Oross, Euston and Hampstead; Great 
Northern, Pi y and Brompton Railway Co. Dissolution 
of transferred sare taret termination or alteration of 
tee of interest by the Underground Electric Railways 

. of London, Ltd. 

London. United Tramways.— Extension of sine for completion 
of tramway in Richmond, and incidental po 

тегет Rallway.— Extensions of periods fort payment of interest 

certain debenture stocks; various other provisions, in- 
cluding allowances for depreciation and renewals of electric 
plant, rolling stock, &o. 

Metropolitan District Rallway.—Capitalising arrears of divi- 
dends, and various powers. 

Metropolitan Railway.— Extension of time for authorised work; 
construction of subways ; various powers. 

Milnrow.—Application by U.D. C. for power to construct and work 
tramways. 


Morecambe “Tramways Co.— Reconstruction of tramway ; use of 


eee power; provisions as to capital; dissolution of 


North and South Shields Electric Rallway.— Extension of 

е completion of railway and works, Additional 
capi с. 

Nerth-East London Rallway.—Extension of time for subscrip- 
tion of capital, commencement of works and construction of 
railway. Agreements with Metropolitan Railway. Amend- 
ments of Acts. 

Nottingham Corporation.—Extension of time for construction of 
tramways authorised in 1905; powers to construct further 
tram ways. 

Rawtens Corporation.—Construction of further tramways. 

Rhondda  U.D.C.—OConstruction and working of tramways; 
mechanical power. 

Sonthamptom.—Oorporation is ap pplying for further tramway 

. powers; also for powers to provide and fix electrical fittings. 

Wimbledon and Sutton Дайар Мак die og Agreements 
with the Underground Electric Rail of London, or 
3 authorities, as to supply of electricity for working 

way, 


Peat as Fuel.—The central station on the moors in East 
Friesland, to which reference was made in this journal several 
months ago, was opened for public supply on November 15th. 
Peat is used as fuel, and it is calculated that the quantity avail- 
able is sufficient to raise steam for a period of 100 years, The cost 
of establishment has amounted to £150,000, the plant is capable 
of dealing with a demand for 5,000,000 xw.-hours per annum, and 
the distributing network extends over 150 miles. Various contracts 
for supply to local authorities have been concluded, but the dock- 
yard at Wilhelmshaven is not connected with the mains, as the 
erection of two plants for dock and lock works was projected 
before the station was built, and has already been carried partly 
into effect. On the other hand, the station aftords а supply to the 
harbour works at Emden. It is expected that the contemplated 
tramways at Wilhelmshaven and Rustringen will be operated from 
the moorland station. 


Carbide of Calcium — Reports of a 
contradictory character are in circulation in Germany regarding 
the question of the constitution of a syndicate of зане of 
carbide of calcium in various countries. We quoted last week the 
reported establishment of a syndicate for the regulation of pro- 
duction and prices. On the other hand, a Frankfort newspaper 
learns from well-informed ciroles, that doubts exist as to the actual 
constitution of a syndicate. Surprise is also expressed that 
important producers, such as the German, Swiss and Tyrol interesta, 
know nothing of such negotiations, whereas an understanding with- 
out the inclusion of these works is scarcely conceivable, having 


pc ai to the large proportion which they possess in the aggregate 
output 
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NOTES ON TRADE ABROAD. 


WE commend to the serious 

The Future of Canada. attention of all our readers who take 
an interest in the future of Canada, 

and especially those who desire to gain from its industrial 
development, the important question of British and American 
investments in Canadian undertakings. There is a vast 
difference between the American and British manner of 


investing there. The American when he puts his money 
into the country goes along with it and establishes a business 


—perhups a branch of a similar works in the States—and he 
stays there either altogether or sufficiently long to set the new 
concern on its legs, so that an efficient American or Canadian 
staff can run it for him. British investors put their money 
by the million into Government bonds, municipal bonds, rail- 
way stocks, and so forth, yielding, say, 4 per cent., and remain 
at home, leaving someone else to get a bi benefit by 
their direct effort; thus we too often withhold that 
important British influence which our active presence and 
enterprise would exert upon the conduct of affairs. Of 
course, Many of our investors are merely wanting a safe 
investment for their money, have little or no knowledge of, 
or interest in, industrial affairs, and have no personal necessity 
to worry themselves, so long as they can gain a sure and 
steady 4 per cent. We are not going to suggest that these 
should refrain from so investing, for Canada needs all the 
money it can get for the enormous development works of a 
public kind that are in progress and in contemplation. But 
if Send those who know something about British industry and 
British manufacturing were to commence active operations 
over there, we have little doubt that they could inflaence a 
good deal of capital to flow into their purposes. It is good 
as far as it goes to have British money developing the 
country, bat it needs also British capital accompanied by 
British effort in indnstrial and manufacturing work if a 
reasonable proportion of British-leavening spirit is to be 
maintained in the future. 

We hope that the electrica! manutacturers of this country, 
as the result of their increased attention to the market, 
and the opening of offices and the appointment of 
agents in the chief centres of the Dominion, will be 
able to do a far better business than they have been 
doing, in goods made in our own factories here. But it may 
be that in some cases where manufactures are known to be 
suited to the Canadian requirements, some of our manu- 
facturers may find it good policy to consider, the eatablishing 
of branch factories in Canada. To compete with the wide- 
spread American influence in electrical affairs in Canada— 
partly consequent apon the investment of American elec- 
trical capital in setting up factories which made available 
- certain lines of manufactures whose ready presence in such a 
country had a good deal to do with the creation of a demand 
and subsequent preference for them, about which we have 
heard something—our firms will need to carry large stocks. 
When that has been done and has succeeded, it will be 
possible to see whether the prices obtainable leave a larger 
profit than would ensue if works, operating with higher 
pricad labour, were established there. American electrical 
factories went over the border, because of the tariff on their 
exports from United States works, because they by their 
closeness to the country more speedily recognised the great- 
neas of the electrical opportunity, and we believe also 
because of the railway gi en Exports from this country 
get in more ear t do others, because of the 
preferential tariff, but they have a sea journey, and perhape 
a long river or overland journey, as compared to the States 
railway journey. Manufacturing coste here are lower— 
labour being cheaper, and the workman’s output ворегіог— 
than in either the States or Canada, if we turn things out in 
sufficient quantities. On the other hand, we suffer in the 
matter of time of delivery under the disadvantage of 
distance, whereas the States factory may be not far off, and 
can thus give a quicker delivery. The presence of the 
American manufacturer in Canada is an accentuation of our 
difficulty where time is of any consequence, but in lines that we 
cau carry in stock, or where time is only a secondary matter, 
we ought to be favourably placed. All these and other pros 
and cone have to be considered, and we shall not be surprised 


if some of our electrical and engineering manufacturers think 
it better and more profitable policy to manufacture in Canada 
than to export from England, after they have succeeded as 
the result of their present more aggressive policy in estab- 
lishing extensive business с nnections there. 

We have been led to write the foregoing by an article, 
entitled A Word to British Investors,” appearing in our 
always entertaining contemporary Canada. . Herein figures 
are quoted, showing that approximately £46,000,000 of 
American money is invested in Canadian industrials—mills, 
timber, mines, lamber, packing plants, implement distribut- 
ing houses, &c. The Monetary Times is quoted thus: “In 
certain industrial lines the United States have gathered 
their own industrial fruits. Britain has left the gathering 
to someone else, and has had to pay the middleman. It is 
& question as to whether 4 per cent. and no worry is better 
than 8 or 10 per cent. and the comparatively trifling worry 
as to the future of a country such as Canada.” 

The British investor does a good deal of this sort of thing 
in other parts of the world as well as Canada. New York 
has only got to ask the London financial world for dollars by 
the million, and it geta them, at a fair rate of interest, bat 
its people run over the Canadian border with many millions 
more to lay out in industrial operations, and secure a far 
bigger yield. Our investors will find the necessary capital to 
enable German manufacturers to carry out the electric power 
supply to the Rand, but our banks will not furnish the 
money on reasonable terms for strengthening the hands of 
the British manufacturer so that he can make the profit on 
the making of the plant, &c., giving work to our people while 
still leaving the investor the opportunity of investing in the 
undertaking itself. The writer in Canada concludes: “ It 
is all important that British sentiment should predominate. 
If more British capital with British control found its way 
into Canada, not only would trade between Great Britain 
and Canada be inoreased, but British sentiment in the 
Dominion would necessarily be fostered.” 

It may be thought desirable that our great engineering 
firms should wait before taking so important a step as we 
have suggested until a greater degree of actual development, 
creating an immediate and continuous need for them, has 
been reached. In the meantime the American financial 
hold and industrial control is getting a firmer grip. It is 
easy to wait too long, allowing others to become masters of 
the situation while we await the arrival of more favourable 
conditions. However, there is an immediate need for 
adopting an aggressive policy of appointing local agents and 
opening up branch offices, whatever else may have to follow 
in the course of time. 

One of our Indian correspondents 

The British Position writes as follows regarding our recent 

in India. survey of the electrical market in 
India :— 

* Your extremely interesting article in the current number 
(October 29th) of the ELECTRICAL REVIEW will be read 
with interest by electrical importers in India. The writer 
of *Notes on Trade Abroad' has hit the mark when he 
says that Consul-Genera! Michael's reference to electrical 
* machinery made in the United States a& being considered 
by Indian electrical engineers to be the best in the world' 
is a trifle American ia its mode of expression. Your 
statistics quoted from Government Blue-Books prove that 
the value of American electrical goods imported here is 
small, as compared with British made, and no unbiased 
person will claim that Americans make the ‘best in the 
world.’ That their electrical gear is good no one can gainsay, 
but for some reason—it may be the loyalty of the native to 
the Union Jack—the Americans have up to now failed to 
get a grip of the Indian electrical market. That they are 
gradually insinuating their way is a proposition that British 
manufacturers cannot afford te ignore. In Mysore, Kashmir, 
and to a small extent in Nepal,a lot of American work is 
being done ; and as one successful contract leads to another 
it behoves our home manufacturers to keep a keen look out 
ahead for orders to come. In r«garl to Afghanistan, it is 
tradition of this kingdom to rema n aloof and isolated and 
keep its affairs secret: but the recent visit of the Amir to 
India has put him in touch with modern ideas and with 
fruitful results aa regards thing electric. One of the large 
Indian electric firms has secured a handsome order for all 
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sorts of electrical equipment—palace lighting, motors, 
5 turbines and a long-distance transmission line. 

o thoroughly investigate the possibilities of a local coal 
supply, the Amir bas employed a coal mining expert to make 
ex ive reports on the condition of existing coal mines in 
his kingdom. 

Bengal coal fielis.—Two years ago, during a period 
of abnormal activity iu the ооа! mines of Bengal, á 
central power transmission scheme was keenly discussed and 
would probably have taken effect by now, but for the bad 
seasons which followed. For the past 18 months most of 
the mines have been curtailing their supply purposely because 
of the small demand, and a few of the ү. importent mines 
have ceased work altogether. Now there are certain signs of 
a better demand and more prosperous seasons in consequence. 
Cheaper and more up-to-date methods of hauling and coal- 
cutting are sure to be sought for, and English manufacturers 
who make a speciality of electrical machinery for mines 
‘should leave no stone unturned to push their material. 
Certain German firms are already actively convassing both 
by representatives ou the spot and by means of cleverly- 
worded articles in Indian papers in which their specialities 


are made prominent. Verb. sap.” 
CORRESPONDENCE. 
Letters recotued by us after 5 Р.м. on ToBsDAY cannot appear until 
the following week. should forward their communt- 


cations at the carliest possible moment. No letter cam be published 
unless we Aave the writer's name and address in our р escesion. 


The First Telephone Switchboard. 


Referring to W. E. B.'s question as to When and 
Where the first Telephone Switchboard was erected in 
England ? ”—It is well known that for lack of opportunity 
of sifting evidence, several gentlemen claim “ the honour of 
bringing the first pur of speaking telephones to this country," 
and it is probable that for similar reasons there may be 
several first switchboards.”’ N 

As a contribution to the discussion, I quote the following 
from a paper which I read at the Institution in 1895 on 


“The Origin and Development of the Telephone Switch- . 


board ” :— It will be remembered that telephone exchange 
business was started almost simultaneously in London by two 
different, organisations—the Bell and the Edison Companies. 
The Edison Co. had an experimental exchange at 6, Lombard 
Street. It was publicly opened on September 4th, 1879, 
with 10 subscribers connected. The switchboard then used 
formed the subject of the first specification for a telephone 
switchboard in the English Patent Office (No. 3,794, 
September- 20th, 1879). The elevation drawing attached 
to that specification is here reprodaced. The switchboard 
used by the Bell Co. in their first exchange at 86, Coleman 
Street, was of a different character. The sketch shown is 
made from a photograph in my possession." (Journal of 
the Proceedings of the Institution of Electrical Engineers, 
Vol. XXIV). 

In the discussion following my paper, Mr. J. G. Lorrain 
stated that the Manchester Exchange, started by him in 
July, 1879, was about a week ог а fortnight earlier than 
that in Coleman Street. 

The switchboard at Lombard Street was in operation 
before the public opening, but the exact date of its setting 
‚ Up I was unable to remember, and, like that at Coleman 

Street, have been unable to ascertain. It was a neck and 
neck race between the two companies, and there cannot have 
been much difference in time, if any. The date of install- 
ation of the board at Manchester I do not know, but Mr. 
Lorrain indicates July. 

There must of necessity be difficulty in determining the 
exact date of the erection of the various boards. Bat if 
obtained, it does not determine much. To place a switch- 
board in an office and illustrate its operation by instrumenta 
in the same building was not a difficult matter, even in those 
days. To connect ap a number of distant places and inter- 
connect them on the exchange system was a different matter. 
If “Үү. E. B." will alter his question to When and where 
was the first public operating exchange ?” the inquiry may 
be more fruitful, | 


Your issue of September 15th, 1879, mentions not only 
Coleman Street, but also Lombard Street in the same article, 
whilst a note intimates that an attempt is being made 
to establish a telephonic exchange in Manchester on the 
American Ы 

Your issue of September 1st, 1879, has а note stating that 
„The Telephone Co. are about to introduce Bell's telephone 
into London on the exchange system." 

The evidence of the public opening of the Edison 
Exchange will be found in an article in the Times of 
September 6th, 1879, which mentioned the localities of the 
offices connected. The Telephone in Principle and 
Practice : Its Origin and Development,” by J. E. K. (David 
Bogue, 1882), gives the names of the 10 subscribers, of 
which the Times itself was one and the undersigned 
another. | 

If Mr. Poole and Mr. Lorrain will submit similar evid- 
ence for Manchester, and Mr. Fletcher can be prevailed 
upon to investigate the claims of Coleman Street, perhaps 
some conclusion may be reached. 

J. E. Kingsbury. 


London, W.C., December 6th, 1909. 


Electric Ignition. 


I was rather rised to see the paper on Magnetos 
read before the Institution of Electrica] Engineers. 
When perusing different parts of it one has to ask if this 
ki intended for gas, motor, or boat engineers, motorists, or 
what ! 

A description of machinery, as printed in catalogues, 
Deither satisfies the engineer nor delivers anything novel to 
the layman. Jumping from gas engine ignition to petrol 
firing, high and low tension, coil, magneto, &c., 
and without any reference to conditions, demands, 
machinery and so forth, confuses more, and acts only harm- 
fally on this already very poorly understood subject: How- 
ever, one good thing has been gained, viz., a little more 
knowledge of the foreign firm whose courtesy has put their 
catalogues in the hands of Mr. Wilson. 

Subjects such as cycle pattern magnetos of the high and low- 
tension variety, single twin, V type, two-cylinder machines, 
stationary and revolying armatures, self-starting devices, 
advance and retarding mechanism, gearless multi-oylinder 


- magnetos, distributors, lagging, insulation, &c, were really 


required, and not the primitive and “actually known by 
every engineer machines " described. 
H. Armature. 


Heston and Isleworth Pupilships. 


On opening my ELECTRICAL Review this morning, I was 
astonished to find an extraordinary reference to ourselves in 
your leader columns, and, with many instances in my mind of 
your fairness, general accuracy and good taste, I can only 
assume that you have printed the paragraph sent in probably 
by some local correspondent, without fully appreciating its 
contente. 

Such phrases as whose electric lighting venture has not 
hitherto been a conspicuous success, the station will in 


future be run principally by unpaid labour,” and ** we shall 


watch with interest the future financial results which it is to 
be hoped will show to better advantage than those hitherto 
returned," seemed more suited to the requirements of a local 
and unfriendly * rag" than to the columns of our premier 
professional paper. 

The question exercising your paragraphist’s mind was 
evidently the Council’s scheme of offering pupilships in our 
various departments to sons of residents, and as the general 
conditions of this scheme are very plainly set out in a 
pamphlet issued by the Council, which can be obtained gratis 


. on application, your correspondent’s distortion of the facts 


would appear to be deliberate. 

Briefly, the Council have thrown open to competition by 
public examination one pupilship in each of the four depart- 
ments of the Council, viz.: clerk's, surveyor's, medical 
officer's and my own. А second vacancy will arise in 1911, 
and a third, and final, in 1918. | | 

The positions are limited to sons of residente—they are 
certainly not limited to “lada attending the secondary 
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schools —and it is difficult to see any logical reason why 

upils appointed in this manner should be in any way 

erior to those appointed by influence or for a monetary 
consideration. 

Your correspondent “ presumes that it will be the daty of 
the chief engineer to father these lads,” and he also “ does 
not know if it is proposed to increase the remuneration of 
the chief engineer for the additional dnties involved.” 
Instead of “ presuming” and “ not knowing,” our literary 
friend might have made a few civil inquiries from me to 
satisfy his curiosity. Не would, at all events, have received 


а courteous reply. On one point, however, he is emphatic, . 


and commits himself to the definite statement that the 
station will in future be run principally by unpaid labour." 
Oh, happy station! Bat, unhappy reporter, he has not sent 
you allthe news. Has he not heard that we are getting our 
ооа! given us and are running a baz ur to pay for the E.R.S. 
and repairs ? 

Bat, seriously, Mr. Editor, how came the proof reader to 
pass such a ridiculous statement as that ? 

Your correspondent's facta are bad, but it is a great con- 
solation to us to know that he has a good heart —he means 
well. Alas, that ғо many people should be so eager to keep 
the well-known road in such good repair. He will * watch 
with interest, and he hopes that our financial results 
will show to better advantage than those hitherto returned. 
Well, I hope so, too—they cannot be too good as far as I am 
concerned, but when, after only four years, we show a gross 
profit of £3,652 on a revenue of £6,699, and a capital of 
£56,771, added to which, on an output of only jast over 
half-a-million unite, our works costs are only 89d., and our 
total coste 1:314. per unit, with all due modesty, we uo not 
consider that we are taking such a very poor place in the 
records of electricity supply authorities. | 

I must apologise for emerging from my natural obscurity, 
but an attack by insinuation is so foreign to your columns, 
that I feel sure you will desire to be placed in possession of 
the truth as soon as possible. ö 

Percy E. Rycroft, 
Engineer and Manager. 
December 8rd, 1909. 


[We have to thank Mr. Rycroft, the engineer and manager 
of the Heston and Isleworth U.D.C. Electricity Works, for 
a copy of the conditions of pupilships and apprenticeships 
which the Council are offering to the sons of residents. He 
takes us to task, and justly so, for basing our remarks of 
last, week on the incomplete information of a local corres- 
pondent, and we regret that before commenting on the scheme, 
as we understood it, we did not communicate with him. 

As to the financial success of the undertaking, this is no 
doubt largely а question of point of view, and Mr. Rycroft 
points out that his department showed a gross profit last 
year, the fourth year of operation, of £3,652 on a capital of 
£56,771. We find, on looking up the records, that after 
paying interest, and allocating to sinking fand an amount 
equal to 2:58 per cent. on the capital, there was a net balance 
on the right side of £80, and we were guilty of character- 
ising this as not а conspicnous success.” 

We apologise asto the pupilships ; the pamphlet sent to us 
puts the matter in a very different light to that in which it 
appeared from the notes previously received. The scheme 
embraces three pupilships in each of the following depart- 
ments, viz.:—The Clerical, Health, Engineering and 
Surveying, and Electrical Departments. Each pupilship 
will be tenable for tive years, and an appointment will be 
made in each department in each alternate year. The 
qualification of candidates are that they shall be not less than 
14} nor more than 164 years of age, and must have been 
resident with their parents or guardians within the Urban 
District of Heston and Isleworth for three years prior to 
sitting for the extrance examination. The examination will 


be held at the Council House, the subjecta including - 


arithmetic, geography, pré:is-writing, short essay, English 
history, and general knowledge (oral). 

The pupilships will in all cases be awarded оп the recom- 
mendations of the examiners, and such recommendations 
shall be according to merit. 

The articles of pupilehip may be cancelled at the expira- 
tion of six months if the head of the department should 
report that the pupil has not made satisfactory progress, or 


is not suitable for the office in which such pupilship is 
held. 

No salary will be paid during the first three years, but in 
the fourth and fifth years the pupil receives a salary at the 
rate of £26 and £39 respectively. 

The pupil will be required to pursue the course of study 
necessary to making him an efficient officer of the depart- 
ment to which he is attached. In the electrical department 
the subjecta of study specified are ** Machine Construction, 
Applied Mechanics, and Electricity and Magnetism.” 

The Council accept no responsibility in regard to any 
pupil, nor do they undertake to give him employment at the 
termination of his articles. 

As the pupil is required to enter into articles of pupilship 
with the head of the department, we take it that Mr. 
Rycroft’s pupils will at the end of their time be entitled to 
style themselves electrical engineers.” It will be observed 
that no technical qualifications are required before entering 
into- articles, nor is the study of technical electricity a 
requirement during pupilhood. We should scarcely have 
thought that Electricity and Magnetism” would provide 
the necessary mental equipment, and were under the im- 
pression that workshop practice was considered essential to 
the proper training of the electrical engineer.— Eps. E. R.] 


The Steady Job. 
The philosophy of the ordi man. 
With’ acknowledgments to 4. P. О." 

Some wise man once said that the man of genius is as a 
rule only about 1 or 2 per cent. genius and the rest ordinary 
man. Similarly it may be said that the enterprising man is, 
as a rule, enterprising only in a few directions, moet of his 
ideas going according to custom. Equally true is it that, of 
the people who at any time make up a nation, only a small 
proportion are highly enterprising, according to the age they 
ive i while the vast bulk are just ordinary, humdrum 

ple. | 

Consequently, however desirable we may think it to make 
the world a place suitable for the few who exhibit great 
enterprise, we shall not succeed in doing so without taking 
the mass of ordinary people into account. After all, the 


problem of living is not for the talented alone, but also for 


the commonplace, and as these are by far the larger number, 
it is practically certain that any attempt on the part of the 
talented to set up & social system suitable to themselves, 
without consideration of the ordinary person, will result in 
the mass of ordinary men swamping the few talented. 

Your most enterprising person likes to have an under- 
lying basis of security even in his wildest speculations, aud 
(unless he is a lunatic) some tolerable prospect of reward, 
while it is commonly to be observed that the most enter- 
prising will be found among those who have acquired 
tolerable security, insecurity being unfavourable to enter- 
prise except in the merest handful of cases. If a man does 
not gain personally by any deed of his own, he will not take 
the trouble to do it." That is, it is just the fairly secure 
prospect of an adequate reward that calls out diligence 
in the ordinary man, and it is because hitherto the ordinary 
person has had fair security of reward for his enterprise in 
the U.S.A., and because every man has felt that earnest 
and enterprising endeavour would certainly bring ite reward, 
that that nation has gained the title of enterprising, not in 
the least because of any suppositious insecurity. There is 
every whit as much insecurity here as in America. 

Anyhow, everyone can’t be Lord Mayor of London, no 
matter what effort they make; by far the most jobs are 
ordinary routine jobs requiring simply the faithful and 
puuctual performance of definite duties, and with such as 
these most people will have to content themselves. 

As for “not counting in the evolution of things,” it is 
just the ordinary man who does count, helping or retarding 
according as he favours or rejects the ideas men of enter- 
prise put before him. 

Above all, one may dispute the wisdom of enthusing over 
the idea of the enterprising supermen “ trampling down 
their weaker brethren—or even killing them out. The fact 
is that your enterprising person is largely dependent upon 
ordinary persons for the very opportunity to develop sad 
exhibit his quality’ Who builds. his house, weaves bis 
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clothes, grows his food ? Who cleans his house and prepares 
food to sustain him in the intervals of his exhibitions of 
enterprise? The ordinary person. If the enterprising 
person жаша to embody the fruits of his enterprise, say 
a patent machine, in a form useful to man, who does most 
„of the work—the casting and working up of the metal, the 

advertising and putting it on the market. 
Ordinary men do moat of it. But this is not the limit of 
his and their matual inter-dependenoe. Modern medical 
science is arriving at the conviction that the chief pre- 
disposing factor in disease is unhygienio surroundings or 
mode of life. These supply a soil favourable to the pro- 
pagation of disease germs. Now the ordi person, when 
thoroughly trampled on, habitually gets into such con- 
ditions as these, and then by reflection, во to speak, returns 
any infection he may get in no amall measure to the enter- 
prising parties now on top. In other words, the process of 
trampling injures the trampler only less than the trampled ; 
so that any attempt to evolve a race of enterprising super- 
men at the expense of the ordinary man recoils on the head 
of the former, and only evolves a race of super-savages 
brutally fighting in the jangle of bricks and mortar that 
constitutes a modern city. 

John Smith, ordinary man. 


The article by * A. P. C," in your issue of November 
18th, suggests that there may be other points of view than 
that taken by the writer of that article, and it may be worth 
while considering some of these. 

If the’ competition for permanent jobs is as keen as is 
admitted, it must mean that some at least of the supermen 
of this generation are desirous of obtaining them and 
recognise their advantages, and if the illogical idea of a 
race of supermen could be realised, we should have these 
supermen fighting with superhuman energy for the super- 
permanent jobs, and the state of affairs would relatively bs 
the same as at present. 

It must be obvious that the idea of a race of supermen is 
illogical, because, if all men reached that stage, they would 
not be supermen, but merely men in a more developed stage 
than at present; and Max Nordau, iu his book, 
“ Degeneration,” states—and, indeed, the mere statement is 
safficient—that it is not the supermen of a race that are 
perpetuated, but the average of the race; and natural 
evolution is the gradual improvement of the average, and not 
the tuation of the freaks. 

There is also a well-founded belief that the mental capacity 
of the individual has not appreciably—if at all—increased 
during the period since Homer wrote, and the ancient 
Chaldean astronomers made their observations and deduc- 
tions; but the knowledge possessed by the individual has 
greatly increased, and the first men in the now abolished 
Cambridge Tripos Examination may be safely considered 
to have a greater knowledge of mathematics than Isaac 
Newton, though their mental capacity may be less, 
and similarly, the knowledge of medicine of the newly 
qualified student may be many times greater than that ever 
reached by Harvey. From these considerations it is safe to 
assume that the suggested race of supermen would only be 
the superiors of the present race in knowledge, and not in 
mental capacity or energy. | 

The impossibility of breeding a race of supermen ie 
emphasised by the well-established fact that men of genius 
have smaller families, if any at all, than the average man, 
and it is rare for any of the children of supermen to be 
themselves supermen, and still rarer for any of the third 
generation to be above the average in mental capacity. 

The exception taken to the existence of the mediocre men 
is untenable, as there is a vastly wider field for the mediocre 
in the world than for the supermen, apart from the fact 
that the supermen would require to be clothed and fed, and 
carried from place to place, by factories, farms, locomotives, 
ships, and if you will, airships, which could, and would, be 
run by the mediocre amongst the supermen. 

Again, a vast amount of work is done—and well done— 
by the average or mediocre man without any great advantage 
of education, and, indeed, in the engineering world we are 
familiar with the vast array of good engineers, draughtsmen 
and others who, in relation to the superman, can only be 


classed amongst the mediocre, and yet they have added 
their quota of little improvements which go to make up the 
perfection of modern machinery, civil engineering appli- 
ances, &c. | . 

There is, further, the fact that some of the supermen in 
some walks of life at least, such as commerce, finance, &c., 


- are not always the most cultivated and pleasant companions, 


and, indeed, sometimes their position as supermen is entirely 
due to the employment of their energy and capacity to cir- 
cumvent and outdo their fellow men, and in such cases it 
cannot but be admitted that their nature has suffered some 
loss, some narrowing, due to their concentration on the one 
object which they deem worthy of pursuit, and such men 
would be no advantage to the suggested “ Utopia.” It is a 
very true though unpleasant thought that all gain implies 
some loes, and exceptional success in any one direction is but 
rarely unaccompanied by a narrowing in others; and in the 
rush of life, ав lived in the more highly organised nations— 
such ав this country, the United States, Germany, &c.—the 
supermen who attain eminence are generally those who 
devote the whole of their thoughts and working hours to the 
furthering of their aims. 

It is to an extent true that the average responsibility in 
a permanent job—‘.e.,a Government, municipal or similar 
appointment— is less than in а commercial position of similar 
standing ; but this is, to & considerable extent, due to the 
fact that the permanent jobs are filled by men who have 
been longer in their position than the average time 
in commercial life, and the jobs themselves are 
the development of many years; and as a. result, 
the shares of responsibility have been more completely 
apportioned ont, so that the routine work is done by the 
juniors and the seniors are left more free to attend to 
matters out of the routine; and it should not be forgotten 
that some—and in these days of examination a good many 
—of the positions, junior and senior, are held by men who 
at least when they were young were supermen in the fall 
sense of the word. Perhaps the principal difference is that 
in а commercial firm each department is generally run by 
one responsible man with a number of cheap juniors, while 
in the permanent post we may get men of any age, some of 
whom, if in commercial life, as they got older, would have 
to move out as heads of other departments, or be moved oat, 
because for the work which they were doing, cheaper and 
younger men would suffice. In the only comparable case, 
i., Where the commercial houses are sufficiently large, 
something of the system ав adopted in public offices is fol- 
lowed, and the various departments have separate heads, 
responsible to the general manager, and through him to the 
proprietor or directors. 

Farther, the existence of the supermen who devoted their 
energies to the development of the modern standard of sani- 
tation, ventilation, education, hospital treatment, &c., has 
had the direct result of keeping alive immense numbers of 
the weakest and most incapable of the human race, and is 
directly hostile to the development of a race of supermen, 
and a very striking case is that of our asylums where the 
mentally and morally deficient are kept alive and so far 
* recovered " that they are discharged to return to their 
families, only to be readmitted after a short period, some- 
times only a matter of months. d 


Daimler Engineering Scholarships.—THE DAIMLER 
Motor Oo. (1904), Lro., have decided to continue their offer of 
Works Scholarships for 1910. These congist of one Major and four 
Minor Scholarships. Full particulars of the conditions for gaining 
these scholarships may be obtained on application to Prof. W. 
Morgan, B S», Manager, Pupils Department, Daimler Works, 
Coventry. 


Two Remarkable Records.— We learn that an engineer 
of one of the largest public institutions in the country has in- 
formed the makers that a Sunbeam carbon lamp of 230 volts, 5 c.» , 
has burnt continuously for over 18,500 hours, and only then failed 
through.receiving a severe knock, which damaged the filament. 
We are informed algo that two Sunbeam metal lamps have burnt 
for 5,700 and 4,000 hours respectively on a street lighting circuit, 
and are still burning satisfactorily and with but slight diminution 
in their candle-power. | 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Extra-High-Tension Cable. 


Mrssas. W. T. Hunter's Тигвсварн Works Оо, Lro. of 
Blomfield Street, E.C., have recently manufactured for Messrs. 
Marconi’s Wireless Telegraph Oo., Ltd., a remarkable cable for use 
at their Olifden and Glace Bıy Stations. The cable is 0:09 sq. in. 
cross-section circular twin, insulated with impregnated manila paper, 
lead-sheathed and wire armoured, as shown (full візе) in fig. 1; it 
will be used to convey current at 40,000 volts pressure from the 

house to the transmitting house, the current being generated 
Thury dynamos, connected in series, for charging accumulators. 


Fic. 1.—Extra-HiGH-Tension CABLE. 


A large factor of safety was required, and the purchasers specified 
that the cable was to be tested before delivery with a pressure of 
56,000 в.м в. volts between core and core, and between cores and lead; 
Messrs. Henley's, not content with this, farther subjected the cable 
toa re of 130,000 в x.s. volts for 10 minutes, a drastic test 
which the cable successfully withstood. This very high pressure 
was reached by gradual stages without any interval of rest for 
recovery between the tests, as follows :— 


75,000 volta for 5 minutes. 
90,000 5 


100000 „ 20 „ 
115,000 n. 90 „ 
190000 „ 10 „ 


During the testa the cable was bent in two places to a radius of 
17 өг These results are claimed by the makers to constitute а 
record. 


B.T.-H. Ampere-Hour Meter, Type MS. 


The Batrise THoxsow Houston Co., Ілтр., of Rugby, have 
brought out a new p.c. ampere-hour meter of the mercury type for 
switchboard use, generally similar їп construction to their house 


Fia. 2.— B. T.H. АмРаве-Носа METER, Tyee MS. 


service meter. As shown in the acoompanying illustration, the 
instrament is furnished with a glass and metal cover and is self- 
contained, so that it can be mounted directly on the switchboard 
without a sub-base, An external current shunt is provided, The 


motor consists of a copper cup immersed in mercury in a strong 
magnetic field produced by permanent magnets. The pressure on 
the jewelled bearing is extremely light, and the mechanical loses 
have been reduced to a very low figure. The mercury chamber can 
be completely sealed and the spindle securely clamped for trans- 
portation. All parts are standard and interchangeable, and саз 
therefore be replaced from stock, if damaged. 


Large Motor-driven Exhaust Valves. 


The advent of the steam turbine, and the added importance which 
this has given to condensing plant and ite accessories, bas been 
responsible for many improvements in the latter. As an instance, 
exhaust valves, particularly, have increased in dimensions until 
their operation by power has become a necessity, and for this reason 
Мизивв. ALLEY & MaoLwuLLAN, LTD. of Glasgow, have to some 
extent specialised in motor-driven valves. 


Fic. 38.—Moron-Daivan ExHavust VALVE. 


Our illustration shows one of the firm's standard fall-way wedge 
gate valves, arranged for operating direct through worm-gearing by 
a 5-BHP. three-phase squirrel cage 50-cycle motor ranniag st 
610 B.P.M. 

Automatic starting and cut-off switches are provided, and sn 
autematio stop is fitted to the bottom of the valve body to prevent 
over- running, should the cut-off switches by any means fail. 

Sach valves are made in sizes up to 76 in. bore, the larger siss 
being fitted with patent anti-friction rollers and machined guides. 


Platinum.—Some time ago representations were made 
to the Russian Government with the object of creating a kind of 
State monopoly in platinum, particularly in regard to the mines in 
Nishny-Tapil, which produce about three-fourths of the output of 
this rare metal in that country, but the proposal was not enter- 
tained at the time. It is now reported that the negotiations with 
the Government have so far proceeded on the part of the platinum 
ore producers that a scheme has been prepared by the Russian State 
for making advances on the ore, and that it will be mb 
mitted to tbe Ministerial Council for decision. This leads 
to the conclusion that the. Government has hitherto not taken any 
measures to counteract the speculation, but rather that the delay in 
arriving at a conclusion will make the suppliers of the metal become 
still more reserved, and cause а opm e a further forcing up of 
the price. It is, however, certain t the conditions of tbe 
market have become extraordinarily strained. A from isolsted 
exceptions, it is stated that the consumption o рес in the 
past two decades has been subject to no large fluctuations, and 
that as a consequence the market stands solely under the infleeace 
of speculative operations, It is believed that the stocks of crode 
ore held by the Compagnie Industrielle du Platine, of Paris, now 
amount to 6 tons, a quantity which exceeds the production of one 
year, 
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THE JAPAN-BRITISH EXHIBITION. Machinery Hall, indicating the respective positions which 
| have been allocated to electrical and other engineering 


| Р - exhibits. We give this for the interest of firms in our 
FoLLOWING up our reference to this Exhibition in our last industry, whom, it is hoped, will be adequately and efficiently 
issue, we are now enabled to give below a plan of the represented on this very important foreign trade occasion. 
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PARLIAMENTARY. with regatd to the roads leading out of London. The branch per 


forms many of the duties that would have been assigned to th 
Traffic Board, recommended by the Royal Commission, and to this 
| extent it may be regarded as a substitate for it, at all events, for 

Traffic Board.—Mc. Peel asked the President of the Board of the present. Should an independent statutory board be constituted 
Trade whether the Government had taken апу steps to give effect by a future Act of Parliament, it would find its work materially 
to the views Tue forward by the deputation from the London simplified and facilitated by the work now being carried out by 
County Council to the Prime Minister on November 24th, 1908, the London Traffic Branch. 
with regard to the establishment of а Traffic Board for London; р 
іп this connection if he would state what duties were performed by Fair Wages in Contracts.—Mr. Hadson, on December 18, 
the London Traffic Branch of the Board of Trade, and whether it asked the First Lord of the Admiralty whether he would state 
was the intention of the Government that that branch should be in what action had been taken by the Admiralty to investigate the 
substitution for the Traffic Board suggested in Part III of the truth or otherwise of the allegation that Messrs. Armstrong, Whit- 
Report of the Royal Commission on London Traffic. — Мг, Churchill. worth & Co., of Elswick, were not observing the fair wages clause 
replied as follows :—Since the deputation referred to waited upon in the payment of certain electrical wiremen in their employ ; 
the Prime Minister, steps have been taken to strengthen the London whether he was aware that the matter had been in negotiation 
Traffic Branch of the Board of Trade. The principal duties of this. eince July, 1908; and whether he would take steps to have it 
branch, are to study the problem of London traffic continuously in. thoroughly investigated and promptly settled.—Dr. Macnamara 

all its branches, to keep the statistics up-to-date, to report upon all replied that full inquiries were made of the firm upon the state- 
schemes affecting London traffic seeking statutory authority, and ments originally made, and the conclusion was reached that the 
to make an annual report on the whole subject for submission to. Fair Wages Clause was not being intringed. It Mr. Hudson was 
Parliament. The increase lately sanctioned in the staff of this. in a tion to submit any detailed particulars applicable to the 
branch will enable it to undertake certain special inquiries recom- present time which would suggest the contrary, he would carefully 
mended by the Royal Commission on London Traffic, particularly. consider them. ROS | 
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ELECTRICITY IN MINES: THE MINERS' 
POINT OF VIEW. 


Tus Right Hon. Thomas Burt, M.P., secretary of the North- 
umberland Miners’ Association, in bis monthly circular for 
November, publishes the following :— 

“ A short time ago I called attention to the dangers arising from 
the use of electrical appliances in mines, and I offered some sug- 
gestions for the mitigation of such dangers by stricter supervision 
and better inspection, by the appointment of properly-trained men. 
Arising out of my comments on that occasion, I have received 
letters from correspondents on the subject, including some 
interesting communications from a consulting and inspecting 
engineer and colliery expert, who is in active practice in these 
northern counties. Bearing upon practical points, I append a few 
sentences from his letters. My correspondent criticises the 
manner in which ‘installations’ have been carried out in some of 
the mines. 

With reference to the general question on Electricity in Mines, 
as Isaid in conversation to-day, I should be pleased to bave a 
further talk with you when you have more leisure, se it is a ques- 
tion which I have carefully studied during the past 10 or 15 
years, and I have had considerable experience in the application of 
electricity in mines. I feel strongly on the question of having 
certificates given to the mechanical engineers of collieries who are 
in charge of the electrical plant, and who are more or less respon- 
sible to the colliery manager and to the owners. Unfortunately, 
however, the colli manager is the man responsible to law, and 
as а rule it is he who takes up the purchase of the installation with 
the contractors, and many contracts have been let. at ridiculous 
prices to electrical companies, who were anxious to get in touch 
with mining work, but who had no experience of the operation 
of colliery electrical machinery, and who, to save making a bad 
' bargain put in the cheapest kind of machinery and plant to do the 
work. Tue colliery manager and the colliery engineer, in many 
cases, had little or no knowledge of electricity, and consequently 
were qaite unable to supervise the work, and even now, although 
many colliery engineers have a good knowledge of electricity, there 
are many collieries indeed where the electrician has only a very in- 
adequate knowledge of electricity, and is certainly not competent 
to design or superintend the installation of electrical plant of any 
consequence. In some cases, consulting engineers have been em- 
ployed ; but, again, the man appointed has usually been an elec- 
trical expert pure and simple, and he has had to gain his mining 
experience at the expense of the owners, and sometimes at the 
expense of the workmen. 

With regard to Inspectors, I would like to point out that it is 
useless to appoint Electrical Inspectors who are purely electrical 
engineers. He may have every qualification as an electrical 
engineer, but unless he has had a very considerable experience in 
actual colliery work he cannot carry out the duties efficiently. . . . 

The only other point which I should like to mention is the 
suggestion I made to you re the Miners’ Association appointing 
their own electrical expert. The point raised is this: So far, the 
owners of collieries have installed through their colliery managers 


electrical plant, of which the latter has very little, if any, know- . 


ledge, and so far as the men themselves are concerned, their in- 
terests were not sufficiently considered; but in going through the 
whole of the accidents that have occurred due to “ Electricity in 
Mines,” it is the men who have been the sufferers, and they have 
suffered in the majority of cases simply because the installation 
had not been fitted as it ougkt to have been by the electrical 
contractors. 

*The Home Office have drawn up special rules, but these rules 
were drawn up by men who had no kaowledge of the conditions of 
mining, and the result is that many of these rules are bad ; in fact, 
one especially, that one relating to armoured cables is even 
dangerous. They have recently also appointed a new Electrical 
Inspector of Mines. 

The suggestion I have to make is this: That the miners tbem- 
selves appoint their engineer to attend inquests, and make 
& report on every fatal accident, and to make suggestions 
for their prevention, and such a record would not only be 
valuable to the miners themselves, but would be of material 
assistance to the owners when installing electrical plant, and 
would thus do very much to remove the present feeling azainst the 
use of electricity in mines, which can do much to improve the con- 
ditions of the men underground if properly installed and used.“ 


Russia.—A Moscow Consul recently reported: Electrical 
engineers have chances to exploit their ability in the Baku district, 
as electrical power is being instituted in the immense oil fields of 
that district. Oil-well supplies, such as casing, drilling tools, rig 
and engineering machinery, and irrigation outfits are in demand." 

The Nijai-Novgorod city authorities have been advertising for 
tenders for an extension of the horse tramway concession. 

ln a report on the projected development of means of land and 
water communication in Russia, the Minister of Public Works 
states that during the next few years there will be built many steam 
aud electric railways, canals, and roads for connecting up all tne 
important places and opening up the interior. 


* 


LEGAL. 


Hancock v. Ввімтан WzsTINGHOUSE Oo. 
AT the Salford County Court on Monday morning, before bis 


Honour Judge Wille, application for an award under the 


Workmen's Compensation Act, was made on behalf of Jabes 
Hancock, a labourer, of Warde Street, Hulme, against the British 
Westinghouse Electric and Manufacturing Co., for whom Mr. Cross 
appeared. The applicant claimed that as the result of lifting a 
heavy iron box, in company with some fellow workmen, he was 
seriously injured at the respondents’ works, and thereby 
incapacitated from following his employment under them at 
Trafford Park. 

Мв. Oppennem said the respondents had raised every 
possible issce. They claimed that there had been no accident, 
and if there had been, it had not caused incapacity. 

Мв. Cross said that legal notice of the accident was not given until 
eleven weeks after it was said to have happened, and the respondents 
were accordingly prejudiced, because it was impossible for them 
to investigate whether there was or was not such an accident on 
th day mentioned. Secondly, the applicant worked for eleven 
weeks after he caid the accident had occurred, and he had admitted 
that this was because he wanted to go on earning full wages. It 
he had had treatment at once he might have been cured in a week 
or two. In the third place, it was impossible at so late a date for 
the defence to get au expert medical opinion as to whether the 
man's condition resulted from the accident or not. In the result, 
his Honour awarded Hancock compensation at the rate of Эз. per 
week from October 2nd last, with costs on the B scale. 


RawonrB's Traction Patents, Lap. 


In the Chancery Division on Tuesday, December 7th, Mr. Justice 
Swinfen Eady heard the petition of this company for confirmation 
by the Coart of a resolution to reduce the capital of the company. 
The company, whose registered address was given as 22, Cooper 
Street, Manchester, was formed to acquire and exploit a patent 


electric regenerative control for use -on electric tram systems and 


underground railways. 

. Mr. WALKER, for the company, said that its capital was 
£30,000, divied into 15,000 preference shares of £1 each and an equal 
number of deferred ordinary shares, also of £1 each. It waspro- 
posed to reduce that amount to £20,625, and thus wipe off 
£8,839 15s., which had been lost or was unrepresented by available 
assets. The evidence showed that the company’s goodwill and 
assets did not exceed £18,000, and no dividends had been paid 
except in respect of the first year’s working. 

His LonpsniP granted the petition. 


Мозавалув & Sons, LTD., v. PgApFoRD CORPORATION. 


In the Court of Appeal last Friday, before the Master of the Rolls 
and Lord Justices Moulton and Farwell, the hearing of plaintiffs’ 
appeal from a judgment of Mr. Justice Darling in the King's 
Bench Division, was concluded. 

Mr. Walter, K.C., and Mr. Disturnal appeared for the appellants, 
and Sir Alfred Oripps, K.C, and Mr, Hutchinson for the 
respondents. 

Mr. WALTEB, in opening the case, said that the judgment of 
the learned judge appealed from was delivered in three separate 
parts, viz., on June 17th, 18th and 19th last. The plaintiffs brought 
the action to recover a sum of about £1,200, the balance of £7,870, 
the price of a 2,000-H. P. low-speed steam engine supplied by the 
plaintiffs to the defendants. To the action the following defences 
were raised: First, the defendants said that it was a condition 
precedent to the plaintiffe’ right to recover that they had the 
certificate of the engineer of the Corporation, and that, the 
plaintiffs had not got. Secondly, the defendants said that the 
shaft of the engine was too weak, which rendered the engine un- 
safe to work, and caused certain bolts on the flange of the fly-wheel 
to break. The defendants counter-claimed for £1,996 upon the 
ground that they had taken out the shaft aud replaced it with 
another shaft, and they claimed the price of the altera- 
tion, The plaintiffaà reply to that was that it was a lamp 
eum contract, and that there was no clause in the 
contract which made the certificate of the engineer a condition 
precedent to the plaintiffs’ right to recover. Further, the plaintiffs 
said that there was an arbitration clause in the contract which 
took away the certificate of the engineer as a condition precedect. 
The plaintiffs further said that the certificate wae wrongfully with- 
held by reason of collusion between the engineer and the Corpora- 
tion. As regarded the counterclaim, the plaintiffe' defence was 
that the shaft was not defective, and that the breaking of the bolts 
was not due to any act on their part, bat to the fact that the flange 
іп the armature of the Wes:inghouse generator was not true with the 
face in the flange on the fly-wheel. Mr. Justice Darling found thatthe 
engineer's certificate was a condition precedent, and that the shaft 
was not defective. He next found that there was no collusicn 
between the engineer and Corporation, and he further found tbat 
the flange not being true was the cause of the bolts breaking. The 
learned Judge thereupon foand that because the plaintiffs bad not 
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bolted the flanges in question together they had been guilty of 
some breach of contract, and he entered judgment for the defen- 
dants on the claim, upon the ground that the engineer’s certificate 
was a condition precedent, and he gave judgment for the defen- 
dante on the coanterclaim, but as the amount was not large, he 
thought the parties ought to agree on the amount, and the amount 
was agread at £10. Counsel contended that the plaintiffs were 
entitled to jadgment both on the claim and the counterclaim. He 
said it was clear that the flange which the plaintiffs pat on the 
fly-wheel was absolutely trae, and that it was equally clear that 
the flange of the armature, which was pat on the shaft by the 
Westinghouse Co., was the one oat of truth. ans 

Ia reply to the MasteR or THE Бога, Мв. Water said he 
did not now contend that there had been collasion between the 
Corporation and the engineer, as Mr. Justice Darling had found 
against the plaintiffs on the point. 

Ма. WaLTER then contended that under the terms of the con- 
tract, the certificate of the defendants’ engineer was not a condition 
precedent to the plaintiffs’ right to recover. 

Lorp Justica MouLTON said it was clear, in his opinion, that it 
was the plaintiffs’ ccupling which failed. 

Mn. WALTEB said that the plaintiffs were not responsible for 
that under the contract. It was clear from the evidence that 
every part of the plaintiffs’ work was dead true.“ It was owing 


to the fault of the Westinghouse Co. that a strain was put on the. 


bolts, and that cauied the sag. It was due to toe fact that there 
was a defect in the fl inge of the armature, which caused a strain upon 
the bolta and forced their heads off. It was the plaintiffs’ case that, 
because the Westinghouse Co. did not do their work properiy, the 
bolts broke. 

Говр Justice FABWELL expressed the opinion that the plaintiffs 
thould have discovered tne defect. 

Mn. WALTER said that the defect was not found out until long 
afterwards. The defendants said that the plaintiffs should {have 
insisted upon the armatare being taken off and repaired, but that 
he (counsel) contended, was unreasonable. It took days to do that. 
No amount of bolting or screwing would make a thing parallel 
woich was not parallel. 

Me Disrugna followed on the same side. 

Without calling upon counsel for the respondente, Lorn Јовтіси 
Mod ron, in deliveriog the jadgment of the Court, after stating the 
facts, said he was of the opinion that the decision of Mr. Justice 


Darling that the getting the engineer's certificate was a condition 


precedent to the plaintiffs’ rignt to sue was correct, and that as 
the plaintiffs had not got that certificate when the writ was iesued, 
their claim could not be maintained. Upon the counterclaim— 
upon this point of the case it was really an appeal as to costs—Mr. 
Justice Darling had found that the defendants’ engineer was wrong 
in saying that the shaft of the engine was too weak, and that being 
в he thought the engineer would probably now issue his certificate. 
His Lordship was of opinion that the judgment of the learned 
judge must be affirmed, and the appeal dismissed with costs. 

Taz MasTrER or тнк Rotts and Lorp Justice FABRWELL 
concurred, 


ELECTRICAL APPARATUS IN Fire MRS. 


Tan prosecution of officials of the Fife Coal Co. was resumed before 
Bheriff Shennan at Dunfermline on'Monday. The respondents are 
Charles A, Carlow and Henry Rowan, described as managers or 
agents of the Fife Coal Co., and William E. Richardson, certificated 
manager of the Foulford Colliery. They with charged with having, 
between April 1st and August 7th, permitted the use at the com- 
pany’s Foulford Pit, Cowdenbeath, of electrical plant and apparatus 
which did not conform with the special electrical rales, and that 
despite the fact that on April 80tb, Mr. Robert MoLaren, H.M. 
Inspector of Mines, had addressed a letter to the company directing 
that the plant and apparatus should be made to conform with the 
rules. Mr. R. S. Horne, advocate, Edinburgh, instructed by Messrs. 
Rose & Oonnel, and Mr. G. R. Stevenson, Dunfermline, acted for 
the respondents, At the last hearing the whole of the evidence for 
the prosecution was taken, and one witness, an electrical expert 
from London, was examined for the defence. 

Mn. W. E. RicHARDSON stated on Monday, when evidence for the 
defence was resumed, that he had been eleven years in the employ- 
ment of the Fife Coal Co., and for ten years had been acting as 
manager. There was a sufficient and competent staff for the 
management of the three pits of which he was in charge. Mr. 

rson, H.M. Inspector, visited Foulford Colliery on April let, 

bat prior to that date he had had no criticism on the part of the 
Government Inspectors in regard to the electrical apparatus. On 
April 1st Mr. Masterson only made a compl»sint regarding the gabe- 
end box, and made certain suggestions. Witness had never been 
trained in electricity, and had had no examinations to pass. 
What he knew he had obtained from experience, and he 
relied upon Mr. Runciman, who had charge of the electrical 
apparatus, He thought the gate-end box was quite satisfactory, 
but as the Inspector had recommended a change, he had ordered 
it to be done. He made it more or less a rule to conform to the 
Wishes of the Government Inspectors whether he considered that 
they were reasonable or not. He had had no other communication 
tween April 1st and July 15th from the Government Inspectors, 
until Mr. Nelson, the Home Office electrical expert, visited the 
colliery. Mr. Nelson went into the switch room, but said nothing 
to him regarding it. Оп the main road, Mr. Nelson found a cut in 
the cable. It was a very small cut, and if a man had laid the 
broad of his hand on the cable, he would not have touched the 
wire. He would have required to use the tips of his 


fingers before he could have reached the wire. The cut must have 
been caused by a sudden fall from the roof. This sort of thing 
occurred from time to time, and there was not a mine in the world 
thst was not subject to falls. He gave orders to have the cut 
repaired. At another part of the pit Mr. Nelson considered that 
the cable was too near the passing tubs which he suggested had 
been rubbing the cable. The cables were put in during the month 
of April. Witness asked Mr. Nelson what he thought of the elec- 
trical installution, and he said he could improve it, but he had 
seen worse. Witness had never at any time been refused material 
or equipment for the pit. It had always been made available for 
him. Mr. Rowan was his agent, and he never had any dealing with 
Mr. C. A. Carlow. 

Examined by Mn. J. 8. SouTAB, the prosecutor, W1TNESS said 
none of the oversmen of the three pite were appointed under- 
managers, and it was his duty to exercise daily supervision over 
the pits. He had no view of his own regarding earthing. Mr. 


Masterson visited the colliery on April 30th, but said nothing 


about the gate-end boxes. In answer to respondents’ counsel, 
witness said the visit of Mr. Masterson on April 30th was regarding 
an accident, and he went to the place where it had occurred. He 
never went near the gate-end boxes. 

Davip BTORBOCE, pit bottomer, said he had never heard of any- 
one getting an injury by working the lighting switch. He had 
worked it freqnently bimself, and had felt no sensation. 

ANDBEW Bruck MUIBHBAD, senior engineer of Selby, Bigge and 
Oo., electrical engineers at Newcastle and Glasgow, next gave 
evidence. He stated he gave his opinion regarding the matter 
from an entirely outside point of view. Oa October 22nd he 
visited the Foulford Colliery. He found that the switchroom was 
a completely insulated chamber, and he considered it was an 
apartment specially arranged for the purpose. The switch used 
was the one that was most in use in collieries. He had never seen 
such a switch as that recommended by Mr. Nelson. He saw no 
necessity for changing the kind of switch which had been in use. 
The fuses he also considered complied with the rules. 

ALEX. ANDERSON, of Anderson, Boyes & Co., electrical engineers, 
Motherwell, stated that in a well-regulated pit the gate-end box 
was shifted every day. From the point of safety there was no 
reason why this should not be done. He had never heard of a 
single accident from the type of gate-end boxes in the Foulford 
pit, and his firm supplied hundredsof them. He knew of only one 
place in Sootland where a gate-end box was fixed, and he knew of 
only three cases where they were earthed. Because of the difficulty 
in anderstanding them, he considered the rules to be a source of 
annoyance. There were a great many questions opened up when 
they talked about earthing gate-end boxes. 

Ноан Gorpon FBASEB, electrical engineer in charge of the 
electrical plant in the Fife Coal Co.’s pits, stated that copies of the 
rules had been issued to his assistants. He had always obtained all 
the material he required, "There was no fear of any man getting 
a shock whilestandíng upon the concrete floor of the switch room. 

By Мв. Soutar: Practically the same switch was put in the pit 
with the exception that it wasin an iron box. It was put in to 
please Mr. Nelson, not because the change was thought necessary. 

James FRASBR InvINE, representative of Edison & Swan United 
Electric Light Oo., Dandee, said he had heard of only one accident 
resulting fromthe kind of switch in use. 
` By Мв. Востав: WrrBESS admitted that the switch was an 
article provided for low pressure, but it would do for any pressure. 

Go. RussEgLL, electrician, Aitken Pit, explained that Mr. Nelson 
had approved of porcelain switches in use at the Aitken Pit about 
five months ago. He admitted that lie showed the switch to Mr. 
Nelson when above ground. 

OBARLES CaRLOw, managing director of the Fife Coal Co., gave 
further evidence, and tbis closed the evidence. 

COUNSEL having addressed his Lordship, the SnzgRIFF intimated 
that he would give a written judgment. 


ELECTRICAL. CO., Ітр., v. О. H. THomas, Box & Co. 
Me. E. J. PoLLOOK, as Official Referee, sat at the Swansea Guildhall on 


Tuesday, to hear an action brought by the plaintiffs against the. 


defendants, who are proprietora of the Glynvi Valley Colliery, 
near Maesteg, for the recovery of £3,100 for electrical plant for the 
colliery and goods sold and delivered. There was a counterclaim 
for the sum of £30,100. i 

Mr. Abel Thomas, K. O., M.P., Mr. John Bankey, K.O., and Mr. 
Bowen Davies (instructed by Messers. Michael, Abrahams, Long and 
Co., London) were for plaintiffs, and Messrs. B. Francis Williams, 
K. C., - and D. Villiers Meager (instructed by Messrs. Collins and 
Wood, Swansea) defended. - 

Мв. ABEL THOMAS, in opening the case, stated that plaintiffs con- 
tracted to supply pumps of a certain capacity for the colliery, and 
of the counterclaim £24,000 was damages claimed by the defendants 
for alleged delay, which caused them to decline certain contracts. 
Plaintiffs were very large makers of electrical plant, and as re- 
garded the alleged delay in installing at defendants’ colliery, 
counsel pointed out that Messrs. Thomas & Co. were not ready 
when they received machinery to set the same to work. The 
machinery was delivered within a reasonable time with the excep- 
tion of one pump, and in that case no damage whatever was 
sustained. As regarded payment, 60 per cent. was to be paid 
on delivery, 30 per cent. on starting, and 10 per cent. in three 
months. It was alleged that the pumping was defective, but 
counsel pointed out that the work, after erection, was satisfactory, 
thet the defendants were then not only sinking a drift, but working 
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the coal required. He further contended that the plant was satis- 
factory in all and that any breakdowns were due to lack 
of knowledge by the defendants of electrical working. Oounsel 
characterised the counterclaim as ridiculous, The greater 
part of the day was taken up in the reading of voluminous 
correspondence between the parties, and the hearing, which is 
expected to last a fortnight, was adjourned to London. 


REVIEWS. 


Auto- Transformer Design : A practical handbook for manu- 
facturers, contractors and wiremen. By ALFRED H. 
Avery. London: E. and Е. N. Spon. Price 3s. 6d. 
net. 


It is difficult to see how any of the three classes for whom 
Mr. Avery professes to cater, could benefit by reading this 
book. The first two would certainly not be impressed, while 
the average wireman would lay it down with his mind in a 
muddled state, and with some very erroneous ideas as to the 
principle and design of transformers. E 

'T he first sentence in the preface is typical of the contente 
of the book—one part makes a statement, and the second 
implies its contradiction. The descriptive matter i$ very 
mixed, and one cannot help thinking that the author is not at 
home with his subject. | 

For the purpose of explaining why а balancing auto-trans- 
former is carrying little current on a balanced full load, the 
author cites the example of two 100-volt dynamos supplying 
a three-wire system, and states : * Should all the lamps be 
switched off one side of the system, either A or B, current 
will flow at 100 volts pressure along that circuit only from 
outer to inner, a8 shown by the curved arrows, the others 
remaining idle." This is an incorrect statement, and at the 
best could only mislead a novice. 

Chapter II goes into questions of illumination, and contains 
some curious statements. It concludes with the remark that 
& transformer renders a consumer independent of the supply 
pressure and enables him to “juggle with it as he pleases.” 
Most consumers would rather not jaggle with the pressure. 

Chapter III leads off with a weird explanation of the 
generation of an k. M. Fr., and in explaining the fundamental 
equation, the author states: The factor 4:44 times the 
frequency / represents the * root-mean-square ' value of the 
alternating wave form, or the quadratic mean value of the 
alternating flux, varyiog four times per cycle.” 

The root-mean-square value is totally different to tbe 
quadratic mean value, and neither of these has anything 
to do with the flux. и B curves of Stalloy and Lohys brand 
Bheet-iron are given, but there is no explanation of what these 
gymbols mean. | 

Densities of 50,000 to 60,000 lines per sq. in. for Stalloy 
brand sheet are given as good practice, apparently for all 
periodicities, as cores designed for this flux density will 
work perfectly cool for any length of time." Later on in 
the book Mr. Avery explains that he selected these densities 
principally for arithmetical reasons. What could be more 
gimple ? 

We are told that the resistance of a transformer coil is 
practically of a constant value. Would 16 жеге во. It varies 
sufficiently to upset some of the author's calculations by a 
matter of some 19 per cent. . 

Chapter IV is given up to calculations of core densities, 
number of turns, &c. A table of dimensions for eight 
different core type carcases is given, but there is no 
mention of the output for which they are intended, and the 
proportions might easily be improved upon. 

It is intended to have windings on only one of the limbs. 
T he cores are of perfectly square section, and round coils are 
recommended on the score of improved ventilation. It is 
practically useless to provide ventilating ducta in such very 
small transformers, especially when they are intended to be 
enclosed in iron cases, more or less air-tight. 

Coils should be shaped to suit the core, and they should 
be placed as close to the iron as possible if good regulation 


ia to be secured. Cores with longer limbs, shorter yokes, and 
coils placed one on either side would be more economical and 
give better resulta. 

There is no mention of the necessity of insulating the 
laminations from one another, and the iron weights and 
losses are incorrect, as they are calculated on a unity space 
factor. With plates *02 in. thick, 10 to 14 per cent. of the 
gross area would be taken up with insulation or air space. 

Chapter V deals with efficiency calculations, but as the 
author makes the mistake of calculating the coils at a tem- 
perature of 60? F., an error in the neighbourhood of 20 per 
cent. is introduced, while the error in the iron circuit has 
already been commented on. 

Mr. Avery is not happy in his explanation of power 
factor." He states that a wattless current is of no value, as 
it is delivered at zero pressure, and then produces a diagram 
which proves that his own statement is incorrect ; he should 
know that the wattless component of the no-load current 
serves a decidedly useful purpose, at least while in the 
transformer. | 

A power factor diagram is given, in which the words 
“apparent current" are used. This is needlessly confusing, 


as all currents are real whether they are wattless or not. 


Chapter VI is given up to oonstructional details. Two 
methods of building up the core are discussed, the better one 
being rejected for the absurd reason that the magnetic йш 
would have to cross the grain of the iron. 

Four joints in the magnetic circuit are advocated in 
preference to two. Mr. Avery should know that this will 
result in increased magnetising current and poor regulation. 

Enough has been said to indicate the nature of this work. 
Mr. Avery has taken a certain amount of trouble in the 
writing of the book, but it is a pity that some technical 
friend was not given an opportunity of going through the MS. 
before it was submitted to the printer. The reviewer й 
afraid tbere will not be much room for it until it has been 
thoroughly revised.—F. B. O'H. . 


Steam Power Plant and Piping Systems. By W. I. 
Morris. New York: McGraw-Hill Book Co. 1909. 
Price 218. net. 


The author of this volume is very strong on system, thongh 
in his eyes the system of a power generating station consists 
not in engines and pumps and boilers, but in pipe arrange- 
ments. He regards everything through pipes as through s 
telescope. Now, there are men who have laid out power 
stations and have put their engines and boilers where 
they could, and have proceeded to join them up by 
pipes—pipes on walls, pipes on piers, pipes in troughs 
and sumps and trenches. Hasa pipe to go throngh a wall 
a hole must be cut, for it would be presumptuous for a mere 
pipe to expect a wall to be built with a hole in it on pu 
pose for an expected pipe. Indeed, what right has a pipe 
to be expected? Pipes are very properly mere accessories, 
for do we not read about pipes and other accessories’ When 
all the work has been done the engineer very properly takes 
a holiday while the pipe fitter just pute up a few pipes. No 
во the author. Pipes are all to bim. Engines and boiler 
are mere accessories put down for the purpose of maintaining 
a flow of steam through the pipe system which is the rau" 
d'étre of the station. 

No doubt this is a proper spirit in which to approach 8 
special subject, though a pipe enthusiast is, perhaps, somew 
prone to do too much by way of putting in plant so thst ? 
pipe system may be installed. An excellent idea of bis 
book may be got from the chapter headings in the content 
index, for there are 81 chapters dealing with the many p! 
systems in a station, the feed piping being a system, 
artesian well piping a system, the oil pipes to lubrioators & 
bearings a system; and to each system there is its 800000 
in other chapters which treat of its details, such м in the 
live steam system, the branches to auxiliary engines, pumps 
fans, whistles, oil cleaners, superheaters, and so on. 

In short, the author makes his subject colossal, for pips 
dominate, and dwarf all elae. 
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The engineering of a power station is pipework only. No 
engineer nowadays dreams that his duty to his employer is to 
design him his engines and boilers. These he has got to buy 
like so much putty, from recognised makers. But, says the 
author, it is his duty to lay out the piping systems properly 
and with care aforethought. What he advises is that an 
engineer should develop the system and give diameters, but 
he should leave to the contractors’ specialist to determine the 
location of pipes and branches, for pipe-fitting firms now 
employ men who have the ability and the special experience 
to do this. The author begins with diagrams not to scale, 
showing the systems to be employed and their various con- 
nections. It is from these that actual connections are to be 
designed together with details. 

ln regard to continuous operation of plant as secured by 
the piping systems, a distinction is made between absolutely 
necessary plant, and plant that may be temporarily dispensed 
with. Thus, a condenser, a heater, or an economiser, are 
none of them essential to running, though they are all 
valuable accessories, and should be awarded reasonable safe- 
guards, but, not the same refinement as is given to absolute 
essentials. Thus a condenser may be made to attempt a duty 
beyond ita rating, giving 15 in. of vacuum, which is better 
than none. 2 

Aud 80 the drawings given to the contractor are to show 
the resulta to be secured. He is to make the plans to suit 
his own ideas, and his own materials and patterns, and the 
engineer is to approve. It seems to us that this is already 
done in the majority of oases, not only for the pipes, but 


even for the whole station, for we seem to have heard of an 


engineer getting out the whole of а station in under a fort- 
night all by himself, so to speak, ready for tender. Well ! 
these things do happen. The author would regularise them 
so that there would no longer be any of the present sham 
and pretence. 

The book is fall of illustrations of genera] diagrams and 
of details, which show, for example, the arrangement of the 
controlling feed pump, open heater and jet condenser, and 
the-same for the surface condenser. The author approves of 
the method of removing air from the top of a counter-current 
condenser, into which the exhaust enters at the bottom, and 
the coldest tubes are at the top ; this notwithstanding that air 
is heavier than water vapour. He claims that practical records 
show that there is no error in the method, and his argumenta 
in its favour are well enough. Is it not often the case 
that practice negatives our stock theories, and pointe the 
way to vision of some overlooked factor, as it appears to do 
in this case ? 

On pages 68 apd 69 an excellent boiler blow-out and wash- 
out system is outlined, and one of ita safety resulta is pointed 
out. T | 

But this book is not merely a book of piping ; it is a 
long series of little briefs on the method of working the 
multiplicity of station accessories —such as lubricators and 
lubrication systems, the method of applying oil, and the 
wastage of oil in a circulatory system ; on air pressure oil 
supplying, and so on; at every detail there is a wealth 
of information, and perhaps, also, of controversial matter, 
for probably many will differ from the author in 
numerous matters. But an engineer will 
reading the book from cover to cover, laborious as the job 
might be. 


The author puts in a word for the all-steel and steel-plate | 


‘fitting as more reliable than cast-iron, which is unfortunately 
so much used for pipe-fitting pieces. 

The author is an American, and his practice is, of course, 
largely American, and some of it would be regarded here as 
obsolete. For artesian or bore-hole purposes, for example, 
the cup-leather bucket is stated to be universal. Now, this 
practice is only that of very general pump-makers’ gear. 
The best practice is to use a plain solid bucket of considerable 
length with numerous close pitched square grooves cut in it. 
And how is it that an 8-in. casing only admits a 53 pump 
barrel? -It ought to be easily possible to use a 6} barrel in 
an 8-in. casing. 

However, we may forgive the author this, for he throws 
doubt on the use of the pump barrel just locked into the 
casing pipe, a method only fit for emergency. | 

The author's explanation of the action of an air lift pump 
will not be at all generally accepted. Still, bis conclusions 


profit by 


- 


i eth and everyone oan find some blemishes in any 


This one ought to become the classic on piping systems. 
It is written by а man who is an engineer and can see 
things. 


BUSINESS NOTES. 


Canada.—By an order of Council issued last month, the 
following appears among a number of additions to the Free List of 
the Canadian tariff: ‘ Metallic elements and tungstic acid when 
imported by manufacturers for use only in their own factories in 
the manufacture of metal filaments for electric lamps." 


Bennis Stokers.—In a list of recent contracta received 
by Mzssas. E. Benns & Oo., Lrp., of Little Halton, we observe 
the following :— 

Long Eaton U.D.O. Electricity Works.— Two high-duty smoke- 
less and gritless coking stokers and compressed air furnaces for a 
Lancashire boiler, Repeat order. 

The Richmond (Surrey) Electric Light and Power Co., Ltd.— 
Four pars and compressed air furnaces for Davey-Paxman boilers. 

t order. 
incoln Oorporation Ilectricity Works.—Four stokers and com- 
postes air furnaces for dry back type boilers. Repest order. 
iel Adamson & Co., Dukinfleld (for shipment to India for 
the Bengal-Nagpur Railway).—Four high-duty coking stokers and 
compreseed air furnaces for hire boilers. 

There are in the list of orders numerous other works including 
paper and flour mills, breweries, spinning mills, хоер тона, &o., 
for whioh Mesers. have supplied eqaipments. The firm ask 
us to state that they will be pleased to show their coking stokers 
пове in the boiler houses of well-known firms, to апу of our 

ers. 


Dublin Electrical Contractors Busy.—We learn 
from a correspondent who ought to know, that electrical contractors 
have more than they can do in Dublin just now, and there are a 
good many big things still to be done witnin the next few months, 


Consular Notes.—Dutch East Indies.—The Belgian 
Consal in the Dutch East Indies reports that the official statistics 
published by the Government do not throw any light on the 
extent of the imports of electrical goods, electrical machinery 
being included under the heading Steam and industrial 
machinery,” lamps and accessories under “ furniture,” and electrical 
wiré under “ copper.” Persons competent to judge, however, state 
that, though the total importe may not be very considerable, they 
are increasing from year to year. The articles in this branch of 
trade which are most in demand are telegraphic and telephonic 
instruments and their accessories, such ae galvanised steel wire, 
insalators, posts, &c. After these come installation work for the 
distribution of electrical energy in the towns, &c., and material 
neo for electric tramways at Batavia, Most of the companies 
which exploit electrical enterprises in the country purchase their 
materials through the parent company abroad, but a German firm 
has obtained a considerable footing in the market, and not only sells 
its goods but also interests itself financially in the establishment of 
companies for the production of electrical energy. Its special 
line is the supply of steam engines for dynamos, and amongst 
the lighting installations it has recently made are those 
of Lewaog, Soerabaja, and various tea and sugar works. At the 

t-moment the firm in question is making an installation 
of 1,700 н.р. to supply electrical en to Boerabaja, and it 
pro to extend the distribution in this town by utilising 
the water-power which is available at a short distance. Another 
important German firm with an agency in the country has 
decided on the installation of electric power plant in the 
petroleum mines at Balikpapan (Borneo) The largest lighting 
company in the colony is the Nederlandsch Indische Gas 
Maatschappij, of Batavia. Its electrical installation, which 
includes boilers heated. by means of petroleum residaes, was 
made by a German company. The sale of energy in 1908 amounted 
to 480,000 kw.-hours at a price of 40 cents for light and 20 cents 
for power. The number of lamps used during the year was 2,920 of 
5 0. P., 90,000 of 8 с.р. (many Osram lamps), 431 of 16 o.P., 820 of 
25 0. P., 4,233 of 32 с.р. (most with metallic-filament), 640 of 50 c P., 
and 178 arc lamps of from 10 to 18 amperes. The current is single- 
phase alternating, of 110 volts and 50 periods. The company 
arranged to lend out electric motors for motive power from 
January lst, 1909, but as the industry is still relatively small and 
the cost of current rather bigh, this method of exploitation has not 
given very good results. The lamps, wires, meters, &c., are pur- 
chased at the headquarters of the company at Rotterdam, and have 
been supplied up to the present by Dutch and German houses 
exolusively. Two methods for securing a trade in electrical goods 
iu the country are recommended. The first is for a syndicate of 
producers to establish an agency at Samarang and Soerabaja, not 
only to sell the machines and apparatus, but also to interest itself 
in new enterprises and even to encourage their establishment. The 
second is to make offers to the parent companies or buying houses 
in Borope of the firms mentioned below, and especially to MM. van 
der Linden et Téves (dynamos) and the Nederlandsch Indische 
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Gas MEAE (lighting apparatus) It should bs added that 
in order to achieve success, the apparatus offered must be of 
irreproachable quality, and shoüld cow pete as regards price with 
German products. The following is a list of the importers of elec- 
trical machines and apparatus in the Datch East Indies:— 


Companies which chiefly exploit Electric Lighting. 


Bandoensche Electriciteit Maatachsppij, of Badoneng. . 

Nederlandsch Indieche Gas Mastachappij, of 71, Bounpjes, 
Rotterdam. 

В losche Electriciteit Maatschappij, of Batavia. 

Electriciteit Maatschappij Medan, of’ 164, Heerengracht, Am- 
sterdam. 

De Algemeene Nederlandsch Indische Electricifeit Maatechappij, 
which was established on April 8th, 1909, to supply electricity to 
the Dotch East Indies. It possesses the following concessions:— 
(1) Sapply of electric lighting to Soerabaja, Malang, Sidoardja, 
Sisir and Batoe, Kasri and Prigen, Bangil, Lawang, Pasoeroean, 
Singosari, Grisee, Porrong, and Samarang ; (2) use of power from 
various waterfalls; (3) establishment of aerial systems at Soerabaja, 
Samarang and their suburbs; (4) establishment of electric tramways 
at Boerabajs and Samarang. 1 


Telephone Services. 


The Dat ah East Indies Government, besides exploiting the tele- 
graph systems, also works the following telephone systems:— Batavia, 
Samarang, Soerabsja, Praenger-Regentschappen, Buitenzorg, Djom- 
bang, Pasoeroean, Probolinggo, Madioen Soerakarta and Dj Еја- 

arta. 

Intercommunale Telefoon Maatschappij, of Batavia. 

Telefoon Maatschappij Iasulinde, of 61, Hugo de Grodstrast, the 
Hague which exploits the services of Malang, Loemadjang and 
Bangil. > | 

Pekalongansche Telefoon Maatschappij, of Pekalongan (Java). 

Algemeene Teletoon Maatechappij, of Samarang, which exploits 
the service at Padang (Samatra). 

Blitar Telefoon Maatechappij, of Boerabaja. 

Tegalsche Telefoon Maatechappij, of Tegal (Java). 

Cheribonsche Telefoon Maatechappij, of Cheribon. 

Kediri Telefoon Maatechappij, of Kediri (Јата). 

Telefoon Maatschappij Japara, of Samarang. 


Tramway Companies. 


Batavia Electrische Tram Maatschappij, of 259, Heerengracht, 
Amsterdam ; capital 1,600,000 florins, length of line 14 kilometres, 
power plant 3 units of 200 н.р. each, rolling stock 22 motor- car 
and 22 tenders. 


Suppliers of Machines and Apparatus. 


Allgemeine Electricitiita Gesellschaft, of Berlin, represented at 
Batavia, Samarang aud Soerabsja by M. Maintz & Co. 

Siemens-Schuckertwerke, of Berlin, agency at Soerabaja. 

Maatschappij tot Woortzetting der Zsken van der Linden et 
Tres, Samarang and Soerabaja; buying house, 157, Stadthouder- 
akade, Amsterdam. | i 

De Nederlandsch Iadische Industrie, Boerabajs, and 119, B gin- 
denbout, The Hague. 

Carl Schlieper, of Ramscheid, Germauy, Batavia end Soerabaja. 

Handelmaatechappij Het Centrum, Batavia; buyiog house, 204, 
Singel, Amsterdam. 

Constructiewinkel De Bromo, Pasoeroean (Java). 

Maschinehandel voorheer Becker & Co., Soerabaja. 

Maatschappij tot Voortzetting der Zken Rahaak & Co., Boer- 
abaja. 
De Rooy & Co., Soerabaja. 


Russia.—The Austrian Consul] at Odessa reports that the elec- 
trical materials used in that district are chiefly supplied by 
Ru*eian houses, the heavy dynamo machines, cables, wires, and 
accumulators from St. Petersburg, and the porcelain goods from 
Riga. Smaller and lighter dvnamos, measuring apparatus, carbons, 
incandescent lampe, installation materials, &c., come from abroad 
and chiefly from Germany. Glassware for lighting parposes is 
chiefly of Bohemian origin, Hungary supplies some incandescent 
lamps, and Eagland certain kinds of incandescent lamps for 
vessels. 


Holladd.—The Austrian Consul at Amsterdam reports that at 
the beginning of 1908 there were in Holland 4,946 factories with 
7,226 steam boilere. The use of electric motors in small industrial 
undertakings has considerably increased in recent years. On 
January let, 1904, when the municipal central station was first set 
working, there were in Amsterdam 438 gas engines of 2,553 H P.; 
on January lst, 1998, there were only 216 gas engines of 1,429 EB. p. 
On the other hand, at the end of 1907, there were 1,672 electric 
motors of 6,753 H.., and by the end of 1908 this fizure had 
increased to 2,000, or more than 8,300 RP. There is a considerable 
opening for electric motors in Holland, the sizes most in demand 
being those of 2-5 н.р. for small industrial undertakings. There is 
a certaia home production, but as yet this is of no great importance. 
There are two electrical works at Amsterdam. The Electra 
supplies two-phase current of 72 or 110 volts, whilst the municipal 
works supply tbree-phase current of 220 volts. 


A Simplex Competition.—In the Christmas number of 
Installation News to be issued next week, Messrs. SIMPLEX OON- 
DUITS, LTD , introduce a “ picture" competition with the object of 
popularising their new catalogue, to which we recently referred, 
and making its contents better known. The competitor has to give 
а name to the fittings, of which only a portion will be illustrated. 
Of course he can only do this by making a close search through the 
catalogue. 


For Sale.— Offers are invited for plant, &, of the 
Sorrom ELTOrRIcAIL Оо., Lro., metallic-fllament lamp makers, 
Nottingham, of which some particulars are given in an advertise- 
ment to-day. - 

Messrs. Fsrranti, Lrp., are offering а 300-xw. Ferranti- 
Schuckert steam dynamo, а Ball & Wood engine, and "C. & C.“ 
dynamo (120 xw.), sleo condensiog plant, for sale. See our adver- 
tisement pages to-day. ` | 


Catalogues and Lists —MEssRS. L. ANDREW & Co, 
9, Carr Street, Blackfriars, Mauchester.— Leaflet relating to 
“Palmetto” self-lubricating packiag. 

Masses. BAxENDALE & Oo., Miller Street, Manchester. — Forty- 
eight page catalogue contsiving particulars of a variety of Christmas 
presents ranging from a batton hook to a sewing machine, with a 
variety of dolle’ houses, boys’ bicycles, and other such things which 
1 Н dear at Christmas time —yet somehow we do not seem to 
mind ! - 

Mnssrs. Geo. W. GREEN & Co., Crown Works, Feltham, 
Middlesex.—Illastrated list describing their trolley standard 
earthing device as used on a number of tramway systems; alsoa 
leaflet drawing attention to a number of their other manufactures, 
including anchor ears, suspensions, rail cleaners, and other traction 
aud transmission supplies. 

Мв G. Ввлоілк, 8, Lambeth Hill, London, Е C.—Descriptive 
price list of the Eclipse” flame arc lamp, illustrating the lamp 
and a number of accessories for same. 

Srzmens Bros. Dynamo Works Co, LD., Tyssen Street, Dalston. 
—In their series of Tantalum lamp Satisfled Consumer” show- 
cards, this firm have now included one specially designed to appeal 
in the French market. Eight-page list showing and stating reduced 
prices of a number of new patterns of Holophaue glassware spheres, 
hemispheres, concentrating reflector bowls, distributing reflectors, 
&c., for tantalum lamps. Electrical dealers and contractors who 10 
desire can have a supply of the lists with their own name and 
address printed thereon for bringing Holophane glassware before 
electric light cónsumers, if they send their trade card to the firm. 

Messrs. BERRY, SER & Co., 78, Upper Thames Street, E. O. 
Illustrated and priced leaflet relating to their new Berry's 
patent mics insulated auto-locked D.P. ironclad switch. In out- 
ward appearance this switch is exactly similar to the firm's well- 
known combined switch-fuec, and we understand that their object 
in putting it on the market is to enable contractors to make a 
uniform job, where in some cases switches only are required and 
in others switch-fuses on the ssme installation. The features 
claimed for the gear are:—Mica insulation, great mechanical 
strength, freedom from springs likely to get out of order, rapid 
make and break. The switch is known as the Micaloc,” signi- 
fying that it is mica-insulated and aato-locked. ` 

THe Аркт Ёт®ств1с Co., Lro., Artillery Lane, London, E.C.— 
Two new lists, No. 126 E (12 pages) describes and illustrates, and 
tabulates data and prices of, a line of «mall direct-current motors 
for industrial purposes, which have been designed by the company’s 
principals he Bergmann Electrical Works. The motors are made 
in all sizes from P., H.P. to 6 Н.Р. The standard machines are of 
the open type, but they can aleo be supplied ventilated enclosed 
and totally enclosed. They can also be supplied as dynamos for 
either direct lighting or battery-charging apparatus, and for fizing 
either on a horizontal or vertical surface, or for ceiling suspension. The 
list also gives particulars of starters and regalators, and prices of 


. motor-generators, flexible couplings, spare parts, &c. A large stock of 


machines for the usual voltages and standard speeds is held at the 
above address. Copies of the list will be sent to those interested 
on application. The other list (No. T 65) deals fully with the 
" Adnil” electric booter for mines, tunnels, ships and outdoor use, 
and with electric horns for motor-cars, fire-alarm and signalling 
purposes. 

Mzssns LaIp- RRB, RiTOHIE & Co., Lrp., Longsight, Manchester. 
— Several small leaflets, one drawing attention to Findor” and 
the "Fludor" soldering lamp. Another particularises and prices 
the Meteor” metallic-flament lamp; yet another is devoted to 
their electric hoist block. 

Messrs. ALLEY & MacLUELLaAN, LTD., Sentinel Works, Polmadie, 
Glasgow.— New catalogue (No. 11), containing 48 рз of 
excellently illustrated matter regarding their Sentinel air 
compressors. A number of pages contain a long list of users of these 
compressors. B-lt-driven, motor-driven, gas engine-driven and 
portable compreswrs are all shown and detailed. A number of 
hall tone views show the latest extensions made to the firm’ 
works. 

Messrs, IsgSTHAL & Co., 85, Mortimer Street, Cavendish Square, 
W. New list supplementary to No. 16, illustrating and giving 
tabulated particulars and prices of their Rahstrat rheostata. 

Тнв Ввітізн Егвствіс PLANT Co, Lro, Alloa—Two finely 
produced publications. No. 169 (green cover) contains ia 34 
pages illustrations and tabulated figures of outputs and speeds of 
their patent self-balancing centrifugal pumps for high and low lifts; 
also giving some hints on the installation of electrically-driven 
turbine pumps, and a table of friction loss in water pipes. No. 143 
(red cover) is a second edition of the company’s 36-page publication 
dealing with Industrial Applications of Electric Motors"; its 
purpose is to indicate generally the large and varied field of 
service in which the B. E. P. manufactures find employment. lt" 
capitally illustrated with half-tones, and contains a number of 
diagrams. 

SCHIERSTEINER METALLWERE, Bchwerinstr. 3, Berlin w. 57.— 
Leaflets Nos. 34-37, relating respectively to their automatic switch 
for lighting alternately two groups of sign lamps; the Lucifer 
automatic time-switch, for stairs, corridors, &c., which extinguishes 
the lampe connected with it after а period of j to 3 minntes 
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according to the setting ; реді limiters, time switches, &c.; and 
a turnstile. 


The American Westinghouse.—The East Pittsburg 
shops of the WrsetTinGHouse ErEOTBIC AND MANUFACTURING Co. 
have just begun work ороп the heavy order fer motors and equipment 
forthe Long Island Railroad Co. This order calls for 130 car equip- 
ments, of two 200-8 р. motors each, together with controls, wiring, 
conduits and air brakes. The total amount of the contract amounts 
to almost $1,000 000. The apparatus will be delivered early in 
1910, in time for the installation of! electrical operation on the 
Long Island system, in connection with the completion of the 
Pennsylvania tunnels.— Elccirical World, 


Book Notices.— Vue der Hochspannungsanlagen. By 
Hermann Zipp. Hanover: Dr. Max Jiinecke. Price 3M. This is 
another useful sddition to Jiinecke’s "Bibliothek der Gessmten 
Technik,” ae it deals with a subject of great importance at the 
present time. The problem of the protection of electrical systems 
against voltage rises, whether due to atmospheric effects or to 
internal causes, has not yet received the attention it deserves, and 
a book like the present one, which gives a concise and yet fairly 
comprehensive account of the whole matter in simple language, and 
from a non-mathematical point of view, will meet the needs of a 
large number of readers and may encourage a more systematic and 
general investigation of the subject. To begin with, the various 
causes to which voltage rises may be due are diecussed, including 
lightning discharges, etationaty or slowly moving static charges, 
resonance voltage rises, and voltage rises due to switching operations 
or to accidental short circuits. Some particulars are given of the 
replies received to a circular on the subject, issued by the 
" Elektrotechnischer Vereio,” but the absence of more information 
as to actual breakdowns which have occurred, and the recurrence of 
which has been stopped by the adoption of one plan or another, is 
to be regretted, especially as а good deal of this sort of information 
already lies scattered through the pages of the technical journals. 
The second part of the book deals with the question of safety 
devices to combat the ill-effects of these voltage rises. Under this 
heading come the question of the earthing of the system, the use of 
condensers for distipating high-frequency discharges, spark gaps of 
thejhorn type and of the multiple roller type, electrolytic arresters, 
and one or two other devices. Finally, some particulars of the 
actual construction of the choking coils, condensers, resistances, &c., 
used with these devices are given. It will be seen that by keeping 
strictly to the one subject and assuming that the reader has a 
general knowledge of the underlying principles, the book, in spite 
of its small size, covers the ground fairly completely. One or two 
minor errors may be pointed out for correction in a future edition. On 
page 28, with a view to emphasising the resonance effect, an 
impossible and somewhat misleading value of the inductance of an 
alternator atraature bas been chosen. On page 39 the explanation 
given for the voltage rise in a transformer on suddenly switching 
off the load is uneatisfactory, the action being chiefly due to the 
leakage flux and not to the main flux. In the numerical example 
worked on page 55 ordinary logarithms have been used in place 
of Naperian ones, and on page 140 the suggestion for the use of 
two protective choking coils in series with overhead lines—one of 
low inductance to deal with high-frequency discharges, and one of 
high imductance for low-frequency discharges—is impracticable and 
unnecessary, as, in any case, the inductance used is limited by the 
permissible drop in it with the working currente, and a single coil 
having this inductance gives all the nrotection available. 

Kapazität und Induktivitat. By Dr. Ernst Orlich. Brunswick. 
Fried Vieweg & Son. Price 14 M. (“ Elektrotechnik in Einzel- 
Darstellungen," Vol. 14).— It might at first sight appear doubtful 
whether a separate volume dealing solely with the question of 
capacity and inductance is justified, but an inspection of this book 
shows that its 294 pages are none too many for the detailed dis- 
cussion of the subject from both the theoretical and practical 
points of view. Prof. Orlich has been able to draw upon tbe 
unrivalled experience of the Reichsanstalt, and the result is a book 
which contains not only a sound theoretical investigation, but also 
a mass of practical experimental data which can be fully appre- 
ciated even by those not able to profit by the theory. The theory, 
moreover, is never allowed to stray far from practice, aud the 
author is always careful to explsin the physical meaning of the 
formuls arrived at and to illustrate the results by applications to 
important practical problems. The theoretical part occupies 
about half the book, and deals with such subjects as the effects of a 
Btatic-electric field as explained by Maxwell's theory, the calcula- 
tion of capacities, the electric current and the magnetic field it sets 
up, the Biot Savart law, the definition and calculation of induction 
coefficients in connection with steady and fluctuating currents, 
periodic quantities treated by the symbolic method, the effects of 
capacities and inductances in alternating circuits treated first 
approximately and then exactly, voltage and current resonance, 
formation of potential waves in long lines, the influence of skin 
effect on the coefficient of self-induction. &c. The practical part 
of the book starts with descriptions of the various available sources 
of low and high frequency, alternating voltages for test purposes, 

including stretched wire interrupters, microphone interrupters, 
high-frequency generators and Duddell arcs. Next, the various 
instroments suitable for use with fluctuating currents are discussed. 
These include ballistic galvanometers, electrometers, telephones, 
and vibration galvanometers. The relative suitability and sensi- 
tiveness of these is fully dealt with. The standard capacities, 
inductarces and resistances used for exact tests are then described, 
and, finally, a large number of selected methods of carrying out 
absolute and relative capacity and inductance meaturements are 
described in detail, together with tkeir chief sources of error. It 
is to be regretted, however, that these numerous methods are not 


В. В. Richardson aud 8. G. Starling. 
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more thorouzhly compared in a critical spirit, so as to bring out 
their good and bad points more clearly. As it is, the reader is left 
in some doubt as to the best method to employ under any given 
circumstances. 

“J ournal of the Association of Teachers in Technical Insti- 
tutions.” Vol. II, No. 4. London: St. Bride's Press, Ltd. Price 
1s.— Tais number contains the report of Council and Committees, 
aud various interesting short articles, including Electrical Notes by 
There is also a list of 
members. | 

“ Electricity aud Magnetism." 
Porter. Third edition. London: Longmans, Green & Co. 
Price 10s 61. net. 

Tug Gross Cop Co., Lrp., of 18, Eldon Street. E. C., bave 
sent us circulars relating to their Globe Standard Code,” price 
three guineas, and the Globe Code Condenser,” price one guinea, 
as well as other publications of the same nature. 

‘Electric Waves,” by W. 8. Franklin. New York: The 
Macmillan Co. London: Macmillan & Co., Ltd. 1909. Price 
32 net. 

* Journal of the American Society of Mechanical Engineers.“ 
December, 1909. Vol. 31, No.19. Baltimore: The Society. 


China.—The following items of news regarding electrical 
matters in China recently appeared in the London and China 


By G. С. Foster and A. W. 
1909. 


-Telegraph :— 


The merchants of Kiangse, China, bave subscribed $30,000 gold 
to establish a telephone service throughout the province, and 
request the permission of the Governor to do 80. 

The Chinese Board of Posts and Communications intends to 
follow the foreign fashion by establishing postal and telegraph 
offices at all the principal railway stations for the convenience of 
travellers. 

The merchants and gentry of Bwatow, China, say that as the 
business of the port is increasing thev do not want to be behind 
the times, and so have subscribed $200, 000 to establish electric 
trams in the city. 


3 Proceedings. — Eras GoopMAN (trading 
Goodmsn & Co.), electrical engineer, 30, Hertford Btreet, 
Coventry This debtor attended at the County Hall, Coventry, on 
Monday last for his public examination before Mr. Registrar Kirby. 
Replying to the Official Receiver, debtor said he added and Oo." 
to his name just to give a bigger appearance. He had lost a third 
of the amount of his contracts, competition being so very keen he 
had to cut things as fine as possible. He had no one to keep but 
himself. He drew £4 & week out of the business, which, after 
meeting bis expenses, left him 30s. per week for himself. He spent 
this on clothing expenses and in getting work. Asked if he did 
not think he had been rather extravagant in his expenses, debtor 
replied he did not think so. The causes of his failure were bad 
trade, keen competition. and losses on contracts. He first became 
aware of hio position six weeks before filiog his petition; he had 
not said that he knew six months before. What he said was that 
he knew six months before that he could not pay his debts in full. 
He borrowed £144 from his home, and spent that in paying his 
debts, hoping tbat it would put things right, but it did not do so. 
The examination was concluded. 

Harry GRAHAM, electrician, Albion Street, Huddersfield.—The 
public examination of this debtor was to hava been held last 
Monday at the County Court House, Queen Street, Huddersfield, 
before Mr. Registrar Freeman, but the Official Receiver stated that 
the trustees (Messers. Netherwood and G. W. Smith) desired to 
make further investigations into debtor's affairs, and he (the 
Official Receiver) asked that the case be adjourned. The appli- 
cation was granted. 

Rost. HERBERT ScorTER, civil engineer, late of Southend-on-Sea, 
but wbose present address tbe petitioning creditor is unable to 
ascertain. Public examination is announced in the Grete to take 
place at Carey Street on January 11th. 


Dissolutions and Liquidations.—Braprorp Eukc- 
TRICAL ENGINEERING Co., Lro., 56, Manningham Lane, Bradford. 
—The solicitor for the liquidators, Mr. W. I. Crabtree, has called a 
meeting of the creditors of the company for 15th inst., at the 
(Jueen’s Hotel, Boar Lane, Leeds. 

ROSSENDALE VALLEY TBAMWAYS Co., Lro. —A meeting is to be 
beld at 61, Gracechurch Street, E. C., on January 4tb, to hear an 
account cf the winding up. 

Moxo-Rarn OonssTBRucTION Co., Lrp.—This company is winding 
up voluntarily, with Mr. W. F. Scott Armstrong, 34, Old Broad 
Street, E. O., as liquidator. A meeting of creditors is to be held on 
December 20th. | 

SANTONI ARC LAMP~AND ENGINEERING CO., Ltp.—The accounts 
just circulated by the joint liquidators show total amounts 
realised £293 (£118 trading receipts, 433 bcok debts, and £142 
goodwill and stock). The disbursements were: Trading payments 
£134, legal, liquidation and other charges £75, preferential creditors 
£27, leaving a dividend of 1s. 104d. per £ on creditors’ claims 
(£619) £57 = £293. 


Glover's Almanac. 
Almanac is inviting contributions for next year's editions. 
advertisement pages to-day. 


Co-operative Societies and Electrictty.—A pews 
correspondent learns that various co-operative societies in Man- 
chester and Bolton districts are about to bave extensive electrical 
installations put down in central and branch premises. The con- 
tracts will probably be placed early in the new year. 


1910-11.—The editor of this 
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Trade Annouucements.—THE ELECTRICAL APPARATUS 
Co., Ltp., have appointed Messrs. Tetley & Co., of Salford, to be 
their Manchester and district repre«entatives for E.A.O. motor 
control gear. The agency does not cover electricity meters. 

Messrs. Ёкгр Bros & Co., Lro, of London, have appointed Mr. 
Geo. W. Bunting, consulting electrical engineer, 49, Park Avenue, 
Whitley Bay, as their sole representative for Newcastle, Middles- 
brough and district. 

THe FreRAPIN LAMP AND ELECTRICAL AOCESSORIES, LTD., have 
recently commenced business at 118, Queen Victoria Street, E C., 
for the supply of electrical plant and all kinds of accessories for 
lighting, bell, telephone and traction installations. In their show- 
rooms they are exhibiting the latest designs of fittings, radiators 
(glow lamp and convector patterns), and cooking apparatus and 
large stocks of bell and lighting material are held. The firm's 
specialities include the Ferabin lamp and dry batteries in various 
patterns for use in stores, warehouses, &c., for inspectioh purposes, 
and by cycliste, motorists, &c., the Imer" lamp (metallic-filament) 
for indirect lightiog, motors and dynamos, hand-drilling apparatus, 
&c. Lists are now in the Press. - 

Мевѕвв. T. Н. BROOKER & Co., electrical and mechanical engineers, 
of Gray's Inn Passage, have increased their staff and opened an office 
at 44, Bedford Row, W.O. 

Tae ELECTRIC Coysrravorion Co., LTD., have appointed Messrs. 
Fyfe, Wilson & Co.. 145, Bath Btreet, Glasgow, to represent them 
in Scotland, with tne exception of collieries. For colliery work 
they will be represented, as heretofore, by Messrs. Hunter & Jack, 
101, Bt. Vincent Btreet, Glasgow. 


Exhibit.—At the Cattle Show which closes to-day, 
Mxssns. W. Н. Wircox & Co., LTD. have a stand at which they 
show a variety of their engineers' stores. 


LIGHTING and POWER NOTES. 


— 


Acton. — The Electricity Committee has instructed the 
engineer to prepare a schedule of pe for the wiring of con- 
sumers’ premises, the proposal being that local electricians who 
are willing to carry out the work on this scale, be allowed to do so. 
The present method is to give the contract for free wiring to one 
firm. i | 


Aberdare.—The District Council's application for вапс- 
tion to borrow £17,000, in order to Jay dowa an electric generating 
plant, has been granted by the L.G.B., and it is expected that 
the work of erecting the new station will be commenced early in 
the year. 


Australia.— BovrpER (W.AÀ.).— The T.C. is reported to 
have resolved to raise a loan of £8,000 for additional plant at the 
generating station, ` 

According to Commercial Intelligence, 20 suburban municipalities 
in the neighbourhood of Melbourne are promoting a scheme for the 
erection of municipal electric lighting works. Ап oxpert із to be 
employed in giving a detailed report on the cost of carrying out 
tke work. 

Several of the suburban municipalities are negotiating with the 
Sydney Council with a view to the extension of electricity supply 
into their areas. When the Sydney Council obtained control 
of the supply in its municipal atea, it was anticipated that it 
would also supply the surrounding areas, but this has not so far 
been the case. As a matter of fact, the neighbouring Balmain 
Manicipal Council has handed over to a private company its con- 
cessi n to supply its own citizens and the citizens in surrounding 
boroughs, and consequently the Balmain E.L and Power Supply 
Corporation is now competing with the City Council for the custom 
of the surrounding Councils. 

Tbe Bydney Council's engineer has reported on the necessity of 
holding a stock of metal-filament lamps for street lighting, and 
recommends that some 3,400 of these lamps be obtained, at an 
estimated cost of £1,100. 


Bextey.—The Council has adopted a revised set of tariffs 


for electric light and power consumers, 


Birkenhead.—The T.C. bas decided to light the covered 


and opea markets by means of 30 arc lamps at a cost of £250. 


Brazi}.—The various concessions granted to the Rio de 
Janeiro Tramway, Light and Power Co. are understood to have 
recently been extended as regards electric lighting and gas on 
satisfactory terms. The company now porsesees a virtual monopoly 
in tbe Federal District of the tramways, power, electric and gas 
supplies; it aleo holds all the share capital of the Rio Telephone Co, 

Oae of our correspondents in Brazil writes: —“ It has been 
reported in several Brazilian papers (dated November 11th and 
lzth) that the Light aud Power Co., of Rio de Janeiro, have 
intimated to the /’refettura of that city that they intend to 
raise ап ac’ion fur damages against the authorities for the 
violation of their concession by the granting of a contract to 
Messrs. Guinlé & Co. for the supply of electrical energy in Rio. 
The sum mentioued as indemnity is 10,000 contos of reis, equal to 
about £600,000. Toe sum claimed seems enormous, but it is the 
figure mentioned in three different papers. Whether an extra 
nought has accidentally slipped in I cannot say.” 


Camberley.—The Council bas decided, by 8 voter to 4, 
о apply for a prov. order for electric lighting. 


Canada.—The Ontario Government's power policy is 
meeting with a good deal of opposition. Only last week a deputa- 
tion of prominent citiz»ns from Hamilton, Galt, London, &c., 
waited on Sir Wilfred Laurier and other members of the Govern- 
ment to urge the disullowance of the hydro-electric power legis- 
lation of the Oatsrio- Government. They contended that the 
legislation was arbitrary, illegal and not in the best interests of the 
public as 2 whole. They argued that it was having an injurious 
effect on the investment of capital from abroad, and that par- 
ticularly in the case of Galt, which has been compelled to join in 
the municipal power stheme against its will, it was most unjust. 
They declared that if the people of Ontario were really aware of 
the situation the vast majority would demand a repeal of the Act.— 
Bir Wilfred Laurier, in replying, said there was much force in the 
arguments presented, and the question of disallowance was now 
before the Government, which wonld consider it both from the 
standpoint of its constitutionality, and with dae regard to the ex- 
pediency of disallowing any provincial Act affecting principally 
the people of that province. It is extremely doubtful whether 
Bir Wilfred and his Government will disallow the Act. 

A brochure issued by the Department of Mines shows that in 
the Ottawa and Gatineau valleys there is much undeveloped water - 
power, and that electrical energy can be produced for $7 per 
Н.Р. The water. power at Chat's Falle 20 miles above Ottawa, 
can be developed at a cost of $150 per н.р. per year, and within a 
radius of 25 miles from Ottawa 522,325 н.р cen be developed. The 
report is exceedingly valuable, as these water-powers are destined 
to exercise a great influence in the development of the country. 


Cheltenham.—The T.C. on Monday decided to apply 
for a loan of £4,000—£2,000 for mains extensions, £1,000 for house 
services, and £1,000 for meters. | 


Darwen.—The local Gas and Electricity Committee has 
decided to supply lighting for outside illuminations in connection 
with Darwen Кор week, at half the usual cost. The Committee 
has also decided to decorate a tramcar. 


Dover.—The T.C. has received from the L. G. B. sanction to 
the following loans: — E300 for transformers; £630 for a booster; 
£600 for chain grate etokers ; £3,958 for mains; £1,941 for services; 
and £990 for excess expenditure on wiring conaumers’ premises. 


Eccles.—The T.C. has decided to apply to the L.G.B. for 
a loan of £3,234 to cover the amount expended on mains, &c, 
from March 31st, 1908, to date, and the capital charges in respect of 
an additional traction set. : 


Edinburgh.—In the report by Sir A. Kennedy, to the 
Electric Lighting Committee of the TO., he estimates that tbe 
additional capital expenditure on the Dewar Place and M Donald 
Road power stations would amount to £45,000. The new plant 
would comprise exhaust turbines, condensers, cooling towers, pipe- 
work, and would supply at least 3} million units, generated at a cost 
of £6,575, or, say, 0`454. per urit, At present Dewar Place ie 
completely filled with plant, the whole of it being of the non- 
condensing t; pe, and he considered it impossible to obtain farther 
output without cooling towere. Steel towers cost much les 
than brick towers, and from prices he had obtained, brick towers 
would cost for the output suggested about £18,000, while steel 
towers would cost only about £12,000. 


Ellaud.— The U.D.C. has decided to extend the mains to 


Hullen Edge providing all the ownera of houses agree to take в 
supply of electricity. 


Epsom.—Mr. T. F. Squarey has given his award on the 
question of payment of fees for services rendered by Mr. Vaux- 
Grabam, the consulting electrical engineer. The amount claimed 
was £385,and the award is that Mr. Vaux-Graham is entitled to 
the whole of this amount, the fees being reasonable and proper. 
The arbitrator's fees to be paid by the Council, 


Inverkeithing (Fife).—The Т.С. is considering a pro- 
posal to install an electricity plant for public supply. 


Kingsbury.—The chairman of the U. D.C. (Mr. Jose 
Dias, J.P.) has been given full power to act on behalf of the 
Council in regard to the negotiations which are proceeding with 
the North Metropolitan Electric Power Co., in respect to the 
electric lighting of the district. In the Kingsbury section of the 
Edgware Road there are 23 street lamps now lighted by incan- 
aescsnt gas, and these it is proposed shall be converted to 
electricity. 


Leyton.—In regard to the trial public arc lighting, which 
has been going on for some months in Leytonstone Road, the 
engineer places the lamps in use in the following order of 
suitability: (1) Johnson & Phillips, (2) Jandus, (3) Oliver, (4) 
Crompton. He accordingly recommends the adoption of the first- 
named lamp, of which 48 will be required, at a net cost of £10 174 
each. The Council adopted the recommendation of the engineer, 
subject to inspection and approval of the lamps by the E.L. sub- 
committee. : 


London.—llAwPSTEAD.—AÀ new sub-station is to be 
built in Redington Road to cope with the increase in consumption 
in the West Heath district. Series gears are to be fixed in five sub- 
sub-stations to increase the transformer capacity, and 95 street gas 
lamps are to be converted to incandescent electric lampe in the 
boundary roads between Hampstead and Marylebone and adjacent 
thoroughfares. It is estimated that 4s. 6d. per lamp per annum will 
be saved by the conversion. 
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55 to the growth of the loads on the Spa 
Road, Grange Road and Tower Bridge Road feeders, it has been 
decided to lay additional cables to supplement those at present in 
use, 

BHoBEDiTCH.— The Lighting Committee has decided to reduce 
the price fof aro lighting ostside shops, theatres, churches, &c., and 
for outside signs, to 24d. per unit, provided the supply is taken 
коп a seperate meter, for which a charge of 1s. per quarter will 
be made. 

WOooLWICH.—At the last meeting of the Council, it was reported 
that mains are to be extended to supply a factory in the West 
Woolwich area. Numerous power users there have been for some 
considerable time past prepared to favourably consider the adoption 
of electricity for power purposes. The Woolwich Guardians have 
accepted the borough engineer's estimate for the installation of 
electric light at the receiving house and dispensary in Parkdale 
„ necessary extension to the distributing mains will cost 
about £5/. 


Hilarew.—The U.D.C. is applying to the B. of T. for 


& prov. order to enable it to construct two lines of tramways in the 
town, which will join an intended route from Rochdale, 


North Walsham.—The U. D.C. bas decided not to. 
apply for a prov. order for E.L. 


Port Glasgow.—The T.C. has applied to Greenock 
ion for a supply of electricity, aud the Greenock authori 
ів to confer with the neighbouring Council regarding the proposal. 
Leading shipbuilding firms and manufacturers in Port Glasgow 
favour the project. 

Reigate.—The T.C. bas decided to have the mains 
extended to Cromwell Road Schools at a cost of £42 10s The 
Education Committee guarantees a minimum payment of £15 per 
annum for five years. 


Salford.—The T.C. has decided not to raise any objec- 


tion to the application of the Lancs. Electric Power Co. fora. 


prov. order for E.L. in the urban district ot Radcliffe. 


South Africa.—The Victoria Falls Power Co., which 
took over from the Rand Central Electric Oo., ite station at Brakpan 
and at Germiston, has had put up alongside the old power station 
at Brakpan, a new building, constructed of steel and corrogated 
iron, measuring approximately 114ft. x 110 ft., and plant has 
been installed consisting of eight Babcock & Wilcox marine type 
boilers, in four units, fitted with chain grate stokers, and supplying 
steam, at 200 lb. pressure, supeaheated to 575° F., to two 3,000-kw. 
AEG. turbo-alternators which generate three-phase current at 
10,600 volte and 50 periods. Condensing water is taken from the 
Brakpan reservoir alongside the station, and is circulated by means 
cf motor-driven centrifugal pumps, smaller pamps of the same 
type being als» provided for the supply of cooling water through 
tbe generator stators and the turbine bearings. Another station 
recently completed and put into operation at Simmerpan contains 
similar plant to that installed at Br«kpan. The generating 
capacity, however, is much greater, aad there are 16 boilers in two 
houses and four 3,000-kw. three-phase turbo-alternators. Pro- 
vision is now being made for the addition of 6,000 Kw. of plant. 
In order to obtain water for condensing purposes for tne Bimmer- 
pen plant, a canal of about 200 ft. long, 10 ft. wide, and 29 ft. deep 
from the water level, has been excavated through the rock.— African 
World. ; 


Nouthgate. — An agreement has been entered into 
betweea the North Metropolitan Electric Power Supply Co., Ltd., 
and the U. D. C., enabling the latter, on giving 12 calendar months’ 
notice, termiusting at the expiration of a period of 14 years, or 
any subsequent period of seven years, to acquire all plant, &c., 
used by the company upon paying to the company the amount of 
capital expended by them, and ia addition (a) if the purchase is 
at the expiration of а period of 14 years a sum equal to 30 per 
cent. of the capital expenditure; (^) a period of 21 years, 224 per 
своб. ; (с) a period of 28 years, a sum equal to 15 per cent.; (2) a 
period of 35 years, a sum equal 73 per cent. 


Stevenage.—Mr. W. R. Walton, of Manchester, who has 
been negotiatiog with Messrs. Crompton & Co. for the transfer of 
the E.L. order, has informed the U.D.C. tbat Messrs. Crompton 
require the payment of £340 in cash or shares, for out-of-pocket 
expenses, the purchase through them of the necessary plant on a 
15 per cent. profit basis, and the payment by Mr. Walton of all the 
transfer expenses. The Council considers the terms exoessive, 
and has decided to assist Mr. Walton in trying to obtain modified 
terms. 

Torquay.—1n connection with the electricity works it is 
reported tbat, notwithstanding the large number of lamps con- 
nected for private lighting, the demand on the generating atation 
is practically identical with that at the corresponding period of 
last year, due to the changes made from carbon to metal-filament 
lamps. The position of the works to deal with the ligbting demand 
is & much better one than last year, a8 the whole of the alternat- 
iog-current plant is now available for lighting purposes, whereas 


last year it was liable to be cslled upon at any time to supply power 


for traction. A scheme to extend the main to Chelston, at an 
estimated cost of £1,312, has been referred to «sub Committee, and 
a similar reference was made with regard to the proposed extension 
of the mains to the higher part of St. Marychurch Road. 


Tarton.—The U.D.C. has decided to seek expert advice 
as to the question of putting the new E.L. order into force. 


Walsall.—An inquiry was held last week at the Town 
Hell by Mr. H. R. Hooper, L. d. B., respecting an application by 
the T.O. for sanction to borrow £35,000 for the purposes of the 

tion's electricity undertaking. The borough engineer (Mr. 
Barnard) said he was anxious to get the three-phase system along- 
side the present works, so as to deal with large applications for 
power. The Inspector pointed out that there was au outetanding 
debt on the undertaking of £90,000, and they were seeking to 
secure a further £35,000. He regarded it as a serious thing, that 
for some years the capital charges had gone up steadily. With 
their increased output, the capital charges ought to have been 
reduced. They were faced with а very serious financial difficulty, 
and should cut their coat according to their cloth. The town clerk 
pointed out that the £90,000 hed been spent in paying their way, 
and that the ratepayers had not been called upon to pay a single 
penny. The Inspector next pointed out that last year there was a 
on the undertaking of nearly £900, there was very little reserve 
fand, and altogether the position was very weak. It was 
unfortunate for Waleall that it had an obsolete system, but they had 
no funds whatever to deal with desirable improvements. With 
regard to the Bloxwich section of the scheme, the Inspector 
questioned whether the possible increase in consamers would be 
sufficient to warrant the additional outlay. He suggested that the 
application might be reduced from £35,000 to £22,000 by leavin 
out Bloxwich and erecting no new buildings. Mr. Morse (eolicttor) 
opposed the application on behalf of the South Staffordshire Tram- 
way Lessee Co., and submitted that the company for whom he 
appeared had offered to sapply the Corporation more economically 
than under the proposed scheme, and contended that it would be- 
in the interests of the ratepayers and the Corporation if the offer 
were accepted. The Inspector will report upon the application in 
due course. 

Wealdstone.—The Board of Trade has revoked the 1906 
E.L. order as from December Ist. 

York.—The T.C. has applied to the L.G.B. for a loan of 
£2,475 for electricity purposes, £1,100 being for mains, £800 for 
motors, and £575 for meters. 


TRAMWAY and RAILWAY NOTES. 


: { 

. Accrington.—The borough treasurer has prepared a 
revenue account of the Corporation tramways for the last half-year. 
This shows а gross.income of £12,708 and а gross expenditure of 
£11,904, leaving a sueplus revenue of £804. This is after making 
provision for the service and redemption of debt and for the fixed 


‘contribution to the depreciation and renewal fand. 


Airdrie and Coatbridge.—The local authorities in the 
towns affected by the operations of the Airdrie and Ooatbridge 
Tram ways Oo. have received notice of the company’s intention to 
introduce the fair fare” system at an early date. This system of 
charging was referred to in our last issue. 

Bacup.— Terms have been provisionally agreed upon 
between Bacup and Rochdale Corporations with regard to the 
running of cars between the two towns, and in the event of a pro- 
cedure under the Light Railways Act, 1896, being adopted, an 
allowance of £126 per annum towards a renewals fund is to be 
made by the Rochdale Oorporation. It has for the present been 
decided to leave open the question of a supply of electricity, 
Bacup Corporation undertaking to obtain powers in its provisional 
order for the Rochdale Corporation to supply electricity in the 
borough. 

Beifast.—At the weekly meeting of the Tramways and 
Electrical Committee, the manager submitted the revenue accounts 


for the past eight months up to the 30th ult., from which it 


appeared that the net income was £14,630. The tender of Messrs. 
Dempster, Moore and W. H. Wilcox, Ltd., for certain supplies, was 
accepted. At the monthly meeting of the Corporation, on the 
2nd inst., it was decided to abolish the centre poles of the tramway 
system in a certain number of streets. | 


British Columbia.— The latest extension of the British 
Columbia Electric Railway will be 64 miles in length. The power 
to operate the road, comes over H.T. lines at fall voltage, and will 
be reduced to operating voltage by five sub-stations, The machines 
therein will be 300 to 600. Kw. sets. The trains will operate 
on the multiple uait system. For freight transportation the 


‘company has purchased three 50-ton electric locomotives, one of 


which is in use at present, and has been described in our pages. 


Baraley.—The Corporation is going into the question 
of the revision of the renta of the tramways in Nelson, Brierfield 
and Reedley Hallows and also the question of the supply of elec- 
trical energy in Nelson and Brierfieid. 


Canada.—The Toronto City Council is considering a 
plan for a municipal tube system to furnish rapid transit between 
the heart of the city and the suburbs. Tne proposal is to build a 
subway from the Union Station and the St. Lawrence Market up 
Yonge Street to St. Clair Avenue, with surface lines reaching out: 
to those newly annexed portions of the city, formerly known as 
Toronto Junction and East Toronto. The tuve and surface lines 
can be built and equipped for less than $5,000,000 (£1,027,397). A 
referendum on the project will be taken probably in January.— 
Standard, г 
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Continental Notes.—Avstrra —It is considered that 
the conversion to electris traction of the Vienna City Railway, to 
which reference was made in this journal a few montns ago, cannot 
be indefinitely postponed, as the working of this steam line already 
results in an annual deficit, which amounted to £66,000 in 1908, 
whilst the interest on the capital reaches £291,000 per annum. It 
is calculated that the work of transformation would involve an 
expenditure of £2,500,000, and the attention of German firms is 
being directed to the scheme, as the principal electrical firma in 
Austria are sabsidiaries of the former. The State is financially 
interested in the railwav to the extent of 86 per cent. of the 
capital; the province of Lower Austria holds 5 per cent. and the 
municipality of Vienna 9 percent. It is sought to find a solution 
of the problem without having to consult Parliament, as Parlia- 
mentary conditions are such that a speedy settlement in this way 
would be ont of the question. The idea has, therefore, been con- 
ceived that the workiag of the railway should be entrasted to the 
municipality, which would have to raise the money for the con- 
version and equipment. Negotiations on the subject are on the 

int of being undertaken between the Railway Minister and the 

inieter of Finance, and these will be followed by deliberations 
of the Traffic Commiesion, which at present controls the working of 
the railway. On their conclusion it will be possible to work out a 
scheme, and it is possible that the execution of the enterprise will 
be commenced at the end of 1910. | 

Norway.—The electrification of the Tinpas railway has been 
decided’on, and work in connection with the electrification will be 
started at once. It is intended to have it completed in the course 
of next summer, and tenders have been invited for the supply of 
the materials required, The Rjukan railway is also to be electrified 
as soon as the work of harnessing the Rjukan waterfalls has been 
completed. | 

GaRMANY.—Plans are being prepared in respect of a projected 
electric tramway between Alzenau, Horstein and Weiskirchen, in 
Bavaria. 

Probably as the result of experience gained in Cologne, the 
German postal authorities have recently placed contracts for the 
construction of 25 electric motor mail vans for the rapid conveyance 
of letters between the various post offices in Berlin. In order to 
save time, a sorter is to be carried on the vans in addition to the 
driver, so that the letters may be sorted en route. 

FBANCE.—The new electric tramway along the recently-completed 
boulevard between Lille, Roubaix and Tourcoing was opened for 
traffic on the 4th inst. 


Glasgow.—A lengthy report has been prepared by Mr. 
Dalrymple, the general manager, on non-paying car routes on the 
system. It has been decided, in consequence, to stop two of the 
routes, and in connection with the other lines, that the service be so 


arranged that, while giving a reasonable service, the present loss on 


working will be minimised as far as possible. 

Ia view of the present severe weather, additional covered carsare 
being hurriedly prepared at the Corporation tramway workshops. 
It was reported this week that the work of building 100 new double- 
deckers and putting top covers on another 110 cars was going on. 
The latter work was nearing completion, but only 50 new cars have 
80 far been built. Instead of proceeding with the construction of 
other 50 new cars, top covers will be placed on an equal number of 
single cars. 

For the past fortnight Glasgow has seldom been free from fogs, 
and both the tramway and the electricity departments have been 
affected. On the former the effect has been most detrimental, the 
daily drawing droppiog by hundreds of pounds, and on Monday of 
the present week the decrease recorded on fare takings was no less 
tham £400 on the normal. The electricity department has through- 
out the pressure been able to meet all demands for light and power, 
reaching a record output of 240,000 units on one day, the normal 
being 124,000 units. 


Halesowen.—At a meeting of the U.D.C. last week, 
it was stated that Mr. Balfour, the promoter of the light railway 
scheme, had consented to pay £650 towards the cost of obtaining 
Hk provisional order, and that & cheque had been already received 

or £325, 


Inverness.—The T.C. is considering a scheme of tram- 
way haulage in connection with the cleansing department. The 


cost of ground to be purchased and the necessary equipment is 
estimated at £6 549 


London.—The Highways Committee of the L.C.C. has 
recommended an agreement with the Leyton Council, by which the 
L.O.C. takes over the working of the Lea Bridge Road tramway, 
some 3 miles in length. The L. C. O. is to construct a junction in 
Upper Clapton Road, and the local Council is to receive the 
average receipts for cars on through roads for all mileage outside 
the boundary, less the L.C.C.'8 working expenses, 14. per car-mile 
on mileage outside the boundary, and a proportion of capital 
charges on the Council's car-sheds, &c. 

The tramway between North Finchley and Cricklewood Broad- 
way is practically ready for tratho, and will link up the Great 
North Road and Edgware Road systems, making it possible to 
travel by car from Barnet to Acton. 


New Brunswick.—It is reported that owing to adverse 
weather conditions, the 12-mile standard gauge electric railway, 
between Bt. John and Aroostook Juncticn, connecting with the 
C.P. Railway, has been delayed in completion, the bridge building 
being particularly affected. 


Newcastle-on-Tyne.—4At a meeting of the City Council 
on the Ist inst., Mr. J. H. Rodgers, the chairman of the Tramway : 


Committee, in submitting the monthlv returns of the tramways 
said that this year, from April 1st to November 27th—241 days— 
they had carried 29,408,497 passengers, and they had taken in 
receipts £184,972. Last year, in the same period, they bad carried 
20,323,577 passengers, and had taken £135,396, ot £424 more than 
in 1909, and in the latter year they had carried 84,920 more 
passengers, He pointed out that in the race week of last year and 
in the week following, when the Royal Agricultural Bhow was at 
Newcastle-on-Tyne. they took no less than £11,509, while in the 
corresponding week of this year they only tock £9,598, a decrease 
of £1,911. Yet that lessening of their income they had reduced to 
£424, which he thought was most satisfactory. Mr. J. Stephenson 
moved a resolution from the Newcastle Ratepayere’ Association, 
recommending that a special investigation committee be appointed 


to go into the question of the management of the tramways, The 


motion was not seconded, and fell to the ground. 


South Lancashire.— Local reports state that tramway 
traffis in this area was completely disorganised by the heavy mow- 
storm on December 6th. 5 


Sunderland.—The Corporation Tramways Committee has 
acceded to the request of the Urban, Rural and Parish Councils in 
the area served by the Sunderland District Electric Tramways, 
Ltd., to grant powers to the latter company, so that their cars may 
run into Sunderland as far as the gas office in Fawcett Street. 


U.S.A.—According to the Electrical World, a syndicate 
proposes to build a moving platform system of rapid transit under 
Broadway, and has had its plane approved by the engineer of the 
Publio Service Commission. Exits would be made at every street 
crossing, and the estimated cost of construction under Broadway 
from Tenth Street to Forty-Second Street is 11 million dollars, 
which will be furnished privately, although the ownership of the 
line will be vested inthe city. The mechanism of this platform 
will be similar to those at the Chicago World’s Fair and the 
Paris Exposition. 


TELEGRAPH and TELEPHONE NOTES. 


Cables Interrupted and Repaired.—Nagara-Karial 
cable interrupted December 2nd ; restored December 2nd. Nagara- 
Kartal cable again interrupted December 6th. Cayenne-Salinas 
and Paramaribo-Cayenne cables restored November 28th. Turk“ 
Island-Jamaica cable restored November 29tb. Paramaribo- 
Cayenne interrupted December 7th. 


New Works.—The United Wireless Telegraph Co. of 
America һауе decided to put down extensive works in the neigh- 
bourhood of Liverpool. This decision has been forced upon the 
company by the new Patent Act, compelling them to manufacture 
their patented goods in this country. 


St. Vincent.—The revenue of the Telephone Department 


of the Government of St. Vincent, West Indies, for the last year 


was £482. The expenditure was £355. 


Subflavial Telephone Cable.—The Postmaster-General 
has under consideration a proposal to lay a telephone cable under the 
Tay at Dandee from Stannergate Point to Tayport. 


Telegraph Breakdowns.—A violent gale swept over 
the British Isles on Thursday and Friday last week, causing 
numerous interruptions to telegraphic communication in many 
parts of the country. 


Telegraph Memorial.—The international competition 
for designs for a monument to commemorate the formation of the 
Telegraph Union will be open up to August 14th, 1910. Particalars 
can be obtained from the Swiss Post and Telegraph Department, 
Berne. 


Wireless Telegraphy.—At the conclusion of Prof. H. 
Btroud's address to the Newcastle Local Section of the I. E. E. on 
November 22nd, through the co-operation of Mr. A. Sorensen ê 
demonstration was given showing how the Poulsen waves, being 
made intermittent at the transmitting station at Cullercoata, 
ап ordinary spark receiver. This demonstration was of interest М 
showing how stations equipped with the Poulsen arc sender oaly 
can communicate not only with Poulsen stations, but also with ships 
and other stations equipped with the ordinary spark receiver. 


— — 


CONTRACTS OPEN and CLOSED. 


OPEN. : 


Austria.— The municipal authorities of Grottau, Bohemia. 
are about to invite tenders for the establishment of a central 
tric lighting station in the town. 


` 
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- Austratia.— MELBOURNE. — December 18th. 50,750 
incandescent lamps for the City Council. See “ Official Notices " 


November 26th. 
MELPBOUBNE.—Jan 5th. One feed-water oil eliminator for 
the City Council. See “ Official Notices" November 19th. 


MarBouRNE.— February 20d. Electrically-driven pump for the 
Oity Council. See “Official Notices” to-day. 

MELBOURNE.—February 2404, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydney, and on Fremantle сова 
Western Australia, capable of communicating with ships up to 
1,000 milee. 

CANTESRBURY.— March 16th, 1910. A branching multiple magneto 
switchboard for the P.M G., for Canterbary, Victoria. Common- 
wealth Offices in London, 72, Victoria Street, 8.W. 

Sypxmv.—Jannary 11th. A power generating station equipment 
for the Lithgow Small Arms Factory, New South Wales, for the 
Commonwealth. 8e Official Notices " to-day. 


Belfast.—. January 10th. One 1,500-Kw. continuous 


corrent turbo-generator and condensing plant for the Corporation: 
Bee “ Official Notices " to-day. 


Bridlington.—January Jet. 300- KW. steam dynamo for 
the Corporation. See Official Notices " to-day. 


Cape Town.—January 5th. The Corporation кше 
tenders for the supply of motors for tbe year 1910. These 
motors are in connection with the Hd bg iria system commenced 
by the Corporation two years ago. Tenders to City Hall, Oape 
Town. 


Carlisle.—December 24th. 8,000 yards of wire, and 
poles for overhead transmission line for the Corporation. Bee 
" Official Notices " to-day. 


Duudee.—The Water Commisioners invite tenders for the 


supply of 70 creosoted telephone poles and 2) cwt. copper wire 
same as used by National Telephone Oo. Geo. Baxter, engineer. 


Darham.— December 13th. Stores, including electric 
fittings, for the Trimdon Grange Oolliery Оо. (Walter Scott, Ltd.), 
Darham. 


Glasrow.—Electric hoist for northern police office; City 
Eogineer, Municipal Buildings. 

Gevan.—December 13th. Turbo-alternator, rotary con- 
verters, and high-tension switchboard, for the Electricity Committee. 
See Official Notices” December 3rd. 


Italy.—January 26th. The Italian State Railway 
authoritiee in Rome are inviting tenders for the supply of 50,000 
metallic-filament electric lamps. 


London.—^ovTHWARK.— 88-instrument central-battery 
telephone iastallation at East Dulwich Grove Infirmary for the 
Guardians. See "Official Notices" December Srd. 

L. O. CO. December 14th and 15tb. Overhead electrical equipment 
for the comstruction on the four-wire system of electric traction 
from Woolwich to Eltham. Electric light and bell wiring and 
fitting for the Poplar Divisonal offices for the L.0.C. See Official 
Notices” December 3rd. 


Mamchester.—December 13th. Wiring and complete 
E.L. installation (about 700 lights), at Harpurhey Baths; City 
Architect, Town Hall, Manchester, (Returnable deposit, £2 2s.) 


Spain.—December 15th. Tenders are being invited by 
the municipal authorities of Ginzo de Lima (Provinoe of Orense) 
for the concession for the electric lighting of the town during a 
period of 25 years. Tenders to El Secretario del Ayuntamiento de 
Ginz> de Lima (Orense), whence particulars can be obtained. 

The municipal authorities of San Vicente dels Horts (Province of 
Barcelona) ate inviting tenders for the concession for the electric 
lighting of the town. Particulars can be obtained from, and tenders 
are to be sent to, EI Secretario del Ayuntamiento de San Vicente 
dels Horts (Barcelona). 


Wishaw.—December 13th. 25,000 or 50,000 візе of 
carbons for the Electricity Department. See “Official Notices 
to-day. 


OLOSED. 


Canterbury.— The T.C. has accepted the tender. of 
Messrs. E. J. Philpot & Son, for electrical work for six months, 


Dablin.—The Corporation has approved the Lighting 
Committee's acceptance of the tender of the General Electric Co., 
for 750 meters. Y 


Eastbourne.—The T.C. has accepted the tender of the 
Aron Electricity Meter Co. for 100 meters. 


Glasgow.—The T.C. Committee has recommended the 
acceptance of the following tenders :— . 

Trolley poles.—Estler Bros. 

Bingle-core lead-covered cable.—British Insulated and Helsby Cables, Ltd. 

Polished brass tubes.—P. & W. MacLellan. 

Bteel gongs.— Charles M'Neil. 


London.—L.C.C.—The Stores Committee has recom- 
mended the acceptance of tenders from the following : — 


Electric carbons. —W m. Geipel & Co. Е 

Electric fittings.—Elliott Bros.; Falk, Stadelmann & Co., Ltd.; Wm. 
McGeoch & Co., Ltd., and A. Round. 

Electrio insulating inaterials.— British Insulated and Helsby Cables, Ltd. ; 
British Wesunghouse Electric Co., Ltd. ; Edison & Swan United Elec- 
trie Light Co., Ltd. ; General Electric Co., Ltd.; Jas. North Hardy and 
Son; India- Rubber Gutta- Percha and Telegraph Works Co., Ltd.; J. G. 
Ingram & Bon: D. Jaroslaw; Micanite and Insulators Co., Ltd. ; 'Rube- 
roid Co., Ltd.; G. Schultz & Co.; Whitely Bros.: F. Wi grins & ‘Sons. 3l 

Electric cables and wires. —Hooper's Telegraph and India-Rubber Works; ; 
Yorkshire Cable Co., Ltd. 


The Highwsys Committee received the following tenders for the 
covering with asbestos tape of various high and low-tension cables 


used in connection with the Council's tramways :— 


Johnsen & Phillips. Ltd. s "M . (accepted) £1,242 .—— 132 
Western Flectric Co T . wt са ss 1,521 E 
Siemens Bros, & Co., Ltd. vs ie 
Callender's Cable & Construction Co., Ltd. ee i 1,978 


Vauxhall Engineering Co. oc, of 
British Insulated and Helsby Cables, "Ltd.. € oe 2,465 
R. W. Blackwell & Co., Ltd. > "m 2,510 


W. Т. Henley's Telegraph Works Co., Lt. 2,7137 


SouTHWABRE.— The B.C. has acoepted the tender of the Aron 
Electricity Meter Co., Ltd., for two 400-ampere meteri and two 25- 
ampere meters. 


Minehead.— A contract has been placed with Messrs. 
E. 8. Hindley & Sons by the Minehead Electric Supply Co., Ltd. for 
one of their vertical multi-cylinder gas engines to be directly 
coupled to a 184 Kw. dynamo. 


Reading.—The T. C. has provisionally accepted the tender 
of Mesers. W. Cory & Bons, Ltd., for 160 tons of steam coal, at 98. 3d. 
per ton for the tramway depót.- 


Rassia.—The city of St. Petersburg having reoently 
transformed its tramway network for electric working, has placed 
with Messrs. Brown, Boveri & Oo., of Baden (Switzerland), the 
order for a 5,000-kw. turbo-alternator with a surface-condenser. 
The new machine is capable of supplying the whole system. 


Sheffield.—The T.C. has accepted the tender of the 
British Eleotric Transformer Co. for eight sets of transformers aud 
switchgear (each set consisting of one 200-K Ww. main transformer, 
one 20-kw. auxiliary transformer and one set of two-wire series 
control gear), £222 each; also two 200-x W. transformers, £151 each. 


Sheerness.—The U.D.C. has accepted the tender of the 
Sheerness Electrical Power Co., for electrically-driven pumping 
machinery at the Bewage Works, at £397, 


Woolwich.—The B.C. has accepted the following tenders 
in connection with a supply to a aaa in the West Woolwich 
area :— 

Siemens Bros. & Co., Т.К. Cable, £2, 984 М 

Albion Clay Со. —Ducts, £765, i 


FORTHOOMING EVENTS. 


Northampton Polyteohnic instituto, St. John Street, Clerkenwell. — Friday 
December luth and Saturday, December llth. From 6.30 to 11 p.m 
Distribution of prizes, &c., by Sir John Wolfe Barry, and students' 
5 


Inesre-In-Charge.—Raturdav, December lith. At 1.80 p.m. 
. isit to vs Woolwich works of Messrs. Siemens Bros. & Co., Ltd. 


Nerth of England say ves of Mining and Mechanical Engineers. — Saturday, 
December )1th. At 2 p.m. At the Wood Memorial Hall, Newcastle-on- Tyne. 
Paper on Electric Bhot-Firing," by Mr..J. Douglas, and other papers. 


гетен « mechanical Engineers (Graduates’ Association). Monday, December 
8p.m. Paper on Planning and Equipment of Turbo-Generating 
Stations by Mr. T. Walmsley. 


ematitation of Electrical Engineers (Neweastie Seotion).—Monday, December 13th. 

t 8p.n. At tbe Armstrong College, Newcastle. Paper on The ue of 

te Flicker Photometgr for Differently Coloured Lights," by Mr. H. M. 
Airey. 


Wednesday, December 15th. Annual dinner. 


. Tuesday, December 14th. From 8 to 6, and 7 to 10 p.m. 
Annual exhibition. 


Institution ef Civi! Engineers. —Tuesdny, Deeember 14th. At 8 p.m. Paper on 
Railway Signalling in India," by Mr. C. W. Hodson. 


institution of Electrical Engineers (Glasgow Seotion).—Tuesday, December 14th. 
Meeting at 8 p.m. At 207, Bath Street, Glasgow. 


n of Electrical Engineers (Manchester Sectios).— Tuesday, December 14th. 

t 7.30 p. m. At the University, Manchester. Paper on Notes on Methods 

a Practice in the German Electrical Industry," by Messrs. L. J. Lepine 
and A. R. Stelling. 


institution of пей! Engineers (Leeds Section), — Wednesday, December 16th. 
At 7.15 p.m. the University, Leeds. Paper on ** Metallic-Fitament 
Lamps: Their Possible Beneticial Effects on Supply Undertakings,” by 
Messrs. G. Wilkinson and R. McCourt. 


institution of Electrical et. (Students? Sectien).-— Wednesday, December 
loth. At 7.46 p.m. t 92, Victoria Street, S. W. Paper on ‘ Electricity 
Supply on Tap," by Messrs. C. B. Nadaud and W. B. Thompson, 


шпион of Electrical Engineers (London). — Thursday, December l€th. At 
8p.m. At the Institution of Civil Engineers. Papers on“ Some Quantitative 
Measurements in connection with Radiotelegraphy,’ ' by Dr. J. 8. Fleming; 
and Ejticiency of Short Spark Methods of Generating Electrical Oscilla- 
tions,“ by Dr, W. H. Eccles and Mr. A. J. Makower, | 
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THE ELECTRICAL ENGINEERS 
LONDON DIVISION). 


Tux following orders are issued :— 


Commanding Officer—Cor. В. E. B. Crompron, О.В. 
Monday, December 13th.—* A " Company. "Technical drill, 7 to 9.80 p.m. 
Tuesday, December 14th.—'! B” Company. Technical drill, 7 to 9.90 p.m. 
Wednesday, December 15th.—Gymnasium, 6.80 to 9.80 p.m. 
Thursday, December 16ћ.—“ О" Company. Technical drill, 7 to 9.80 p.m. 
Friday, December 17th.—"'D*’ Company. Technical drill, 7 to 9.80 p.m. 


Saturday, December 18th.— Corps Dinner held at the Monico, Piccadilly 


Circus, at 7.30 for 8 p.m. 
(Signed) P. H. CaMPBELL Capt. R.E. and Adjutant. 


For О.С. E E., L.D. 


NOTES. 


Advertising the Supply.—It is, or should be, a 
maxim of the present-day central station engineer that his wares, 
in the form of light and power, shall not go a-begging merely because 
possible consumers have not had their attention sufficiently drawn 
to them. Although it may be argued that the electric light or 
motor is an advertisement iu itself, and that it cannot be beaten, 
yet there are undoubtedly a numbér of people to whom a striking 
sign or ,poster appeals far better. The poster idea has, we believe 
proved very successful on more than one occasion, and the sign, 


** 


S HOURS 
FOR [2 


t 


which is of a more permanent nature, is being taken up by several 
electric supply uodertakings. Through the courtesy of Mr. W. A. 
Vigaoles, boroughelectrical engineer of Grimsby, we are enabled to 
reproduce a couple of enamelled iron signs for lighting and power 
respectively, which he has recently designed and is introducing in 
Grimsby. The power sign would be fixed to works where motors 
were in use, and the liybting sign to lamp-posts—the latter sign 
being swung froma bracket and backed by a design for power 
similar to the one used for fixing to works, bat with the wording 
slightly altered to suit. We congratulate Mr. Vignoles on his 
enterprise, and would suggest thet other engineers may find it 
worth while to take up this matter of street signs. 


Siemens Bros.’ Dinner.—The dinner of the Apparatus 
Department of Messrs. Siemens Bros. Co. was held on Saturday, 
December 4th, at the Assembly Rooms, Old Charlton. This 
department of the works may be ssid to be a lineal descendant of 
the early telegraphic and cable work in which the firm of Siemens 
Bros. were pioneers. The cheir was taken at 6.30 p m. by Mr. F. 
Hird, the manager of the department, who was supported by Mr. 
Grimeton, Mr. Perry, De. Wright, Mr. Forrest, Mr Rieber, and 
others, and there were several guests from the Royal Arsenal 
and the Admiralty. The foremen and staff present numbered 
about 180. After the customary loyal toasts, the programme of 
the evening resolved iteelf into an entertainment of music and 
song, in which Messrs. Brown and Brenton distinguished them- 
selves in their patter song and dance; and Miss Smith, Miss Turner, 
Miss Quilter and Miss Gladys Peters were evident favourites. 

The firm has long been distinguished as one in whioh the 
relations of all fram the top to the latest office-boy have been 
consistently peaceful, and there was a reasonable sprinkling of 
grey beards or white heade, to demonstrate the appreciation 
by the firm of the steadying effect of years, and of the fact 
that dividends need not be accompanied by inbumanity—that, in 
fact, the conditions and management of the business are such 
that it is not necessary to '' астар " older and experienced men in 


go away dissatisfied, 
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order to live up to the firm's rule of never allowing a customer to 
To a strict adherence to this rule the 
success of the firm has very grettly to be attributed, as 
well as to the realisation of what responsibility means 
on the part of each workman; for, needless to say, in 
these days of mechanical exactitude every man must constitute 
himeelf a part of a human system of limit gauges, and act within 
the proper limits. Here, as well remarked by one speaker, comes 
the value of a foreman who knows the limits of his men, and, 


, avoidi 


ding slackness on the one hand and fussiness on the other, geta 
out of each man his best. 


Electrical Driving of Textile Factories.—After our 
* Correspondence” columns were closed, the following came to hand: 
— Referring to the letter on the above subject which appeared in 
your issue of the 3rd inst., the Council of the Bradford Eagineering 
Society, after full inquiry, desires to confirm the report аз а true 
and accurate record of the proceedings of the Committee. 
° “Phe complete report was typed and issued to every member of 
the Committee several weeks before the meeting at which it was 
finally adopted, and no portion was, therefore, published withoat the 
knowledge of every member, and without full opportunity for 
discussion. оз 

" The Committee decided from the outset not to enter into any 
discussion undertaken for the purpose of personal or trade advertise- 
ment, and it would obviously be useless to take notice of any 
further communication from gentlemen who во lightly repudiate the 
‘statements for which they themselves are responsible. 


" GEORGE CARTER, 
“ Secretary, Bradford Engineering Society. 
Bradford, December 7th 1909." 


Electricity and Publicity in London.—The Asso- 
ciated Municipal Electrical Engineers of London have now placed 
before the various borough coancils own electricity under- 
takings the full details of their scheme with regard to publicity 
matters. Their subject," they say, is one which is largely non- 


. controversial, and the best results can only be obtained on system. 


atic and co-operative lines and jn pursuance of this view, a 
committee of municipal aud company undertakings have met 
together, and have fully considered the matter, and particularly 
its financial aspects, and tbey are of opinion that the establishment 
of such an organisation would result in material benefits to all con- 
cerned, with a maximum of efficiency and a minimum of expendi- 
ture. It is proposed thatthe municipal and company undert .kings 
should appoint a joint committee for the purpose of joint action in 
this matter, consisting of 14 members, seven being selected from 
the chief officials of the municipal undertakings, and seven from 
the chief officials of the London companies, and it is suggested 
that the title of the committee be ‘The Electric Supply Publicity 
Committee of London and District.’ The committee would hold 
regular meetings for discussiog and arranging the duties to be 
undertaken, which may be briefly sammarised under the following 
heads: —(a) Organisation and administration of publicity matters 
generally ; (5) the preparation, printing and publication of publicity 
productions of common interest; (c) control of any fands coming 
into the hands of the committee; (d) submiesion of annual 
report апа audited statement of accounts to the subscribers. For 
the present it is intended that the work of the committee should 
be mainly directed to the preparation and printing of 
pamphlets and circulars to be supplied to members of the 
organisation. It would not, however, be of any advantage to set up 
such an orgavisation unless the Committee were assured of having 
a certain amount of support. It is, therefore, proposed that fer 
the first year orders for publishing work to the valae of abou: 
£1.000 should be guarenteed by the various undertakings, and in 
order that the Committee may have funds to commence operations, 
it is suggested that each company joining the organisation shall, 
in the firet instance, subscribe on the following basis: Gross 
revenue of undertakings from private supply. Not exceeding 
£10,000, minimum annual contribution to the organisation, £10; 
exceeding £10,000, and not exceeding £20,000, £20; exceeding 
£20,000, and not exceeding £30,000, £30; exceeding £30,000, and 
not exceeding £40 000, £40; exceeding £40,000, and not exceeding 
£75,000, £50; exceeding £75,000, £60. Esch local authority 
oining the organisation shall guarantee minimum orders for pub- 
icity literature on the same basis. Аз а general indication of the 
work of the Committee, and of the methods of ensuring effective 
publicity, which would, of course, be varied from time to time ss 
circumstances may require, the methods of publicity will consist 
of: (1) Publicity of leaflets, cards, posters, &o.; (2) Regular issue 
of short leaflets; (3) Preparation of pampres on power, ligbt, 
new methods of electric lighting, residential lighting, shop ligbting, 
heating and cooking, types of heaters, cooking apparatus, economy 
in use, &с Is ia fully expected, says the Association, that the 
production of pamphiets on a large scale will so reduce the cost, 
that undertakings will thus obtain very much more advertising 
matter than is possible by any other means. If any prodactioa be 
found to be particul«rly effective by any undertaking, that under- 
taking will be able to obtain such quantity as it may desire, even 
if the minimum stim be thereby exceeded." 


Electric Turpentine.—In an American Consular report, 
it is stated that & company in British Columbia is working an 
electric process for the distillation of turpentine from mill refuse, 
tree stumps, &c. Six or eight gallons are obtained f:om a cord of 
wood, and the product is said to be chemically pure. The cost of 
erecting a mill is estimated at $1,500 '' per cord to be treated." Tbe 
by-products find a ready sale. 
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Institation and Lecture Notes.—FaRabAY SOCIETY. 
—At the annual general meeting on November 90th, the following 
оВ еге and Oouncil were elected to serve for the Session 
1909-10 : — 

President —J. Swinburne, F. R. S. 

Vice. Presidents.—Q. T. Beilby, F.R8.; Bir R. A. Hadfield, 
F. R. S.; Prof. A. K. Huntington; Dr. Ludwig Mond, F. R. S.; Lord 
Rayleigh, O. M., F. R. B.; Prof. A. Schuster, F. R. S.; Ernest 
Solvay. x 

13 F. Mollwo Perkin. 

Council.— H. J. Bevan, Bertram Blount, A. C. Claudet, W. В. 
Oooper, B. Z. de Ferranti, F. W. Harbord, W. Murray Morrison, 
H. K. Picard, J. L. F. Vogel, and N. T. M. Willsmore. 

JuxioR Ілвтітотон oF EmGINEERs.—ID the course of his 
iraugural address on November 16th, the president (Engineer 
Vioe-Admiral H. J. Oram, Engineer-in-Chief of the Fleet) referred 
to the various proposals to utilise electricity in the propulsion of 

He questioned whether the economical results obtained on 
shore could be achieved on board ship, and argued that, in the case 
of certain cruisers, there would be no appreciable gain in fuel 
consumption at full power—though there would be a gain at low 
powers, and increased power for going astern. The efficiency of 
the high-speed propeller could probably be increased, and the use 
of larger slow-running propellers would in some cases be imposeible 
owing to the design of the hull. The engine- room weights, he 
thought, would be increased by 15 to 20 per cent. Admiral Oram 
‘also objected to the high voltage required, and pointed out that 
the three electrical speeds provided for were not sufficient to enable 
ships to keep station. While thus adversely criticising the various 
schemes put forward, he said that future developments would 
receive careful consideration, and that the good work done by elec- 
trical engíneers on board warships was too well known to need 
any comment. 

A party of members of this Institution recently paid a visit 
of inspection, under the guidance of the resident engineer, Mr. 
I. H. Tabor, M.Ioet.0.E., to the Embankment Wall Works for 
the New County Hail, Belvedere Road. 

Roya, lxsrrrUTION.— The following are among the lecture 
arrangements at this Institution, before Easter: Mr. W. Daddell, a 
Christmas course of six illustrated lectures on Modern Elec- 
tricity,” adapted to a juvenile auditory: (1) First Principles ; (2) 
Electrical Instrumente; (3) Rontgen Rays; (4) The Generation of 
Electricity; (5) Electric Oscillations ; (6) Electric Lightirz. Prof. 

P. Thompson, three lectures on "Illumination, Natural and 
Artificial." Prof. Sir J. J. Thomson, Professor of Natural Philo- 
sophy, R.I., six lectures on “Electric Waves and the Electro- 
magnetic Tneory of Light.” The Friday evening mectings will 
commence on January 21st, when Prof. Sir James Dewar will 
deliver a discourse on “ Light Reactions at Low Temperatures.” 
8 ing discourses will probably be given by Mr. О. Е.В. 
Phillips, Lord Rayleigh, Dr. Charles Ohree, Prof. Sir J. J. Thomson, 
and other gentlemen. 

ImsrrTUTIOM OF ELECTRICAL EmwciNEBRS (DoBLIM SzECTION).— 
The Section was to meet yesterday to hear a paper on "The 
Tierney-Malone Electric Point Shifter,” by Mr. J. P. Tierney, 
member. 


The Catford Electric Home.—With reference to the 
Model Electric Home, of which we gave particulars last week, we 
learn from the South Metropolitan Electric Light and Power Co., 
Ltd., that the interest shown by the public bas altogether exceeded 
expectations. The fact that this demonstration of what can be 
accomplished by the aid of electricity is not on the old lines of a 
“Model Show House," but is a Home in full swing,” seemed to 
have great weight with the handreds of people who, during the 
short time which has elapsed since its opening, have paid visits 
from far and near. The example of the company is one that we 
hope will be copied in many parts of London and the provinces. 


Westminster Electric Swimming Club.—The fourth 
Annual Dinner of the above Club was held at Victoria Mansions 
Restaurant, Victoria Street, 8.W., on Monday, December 6th, 
about 80 members being present. Mr. Hordern (manager) was in 
the chair, and Mr. F. Iago (secretary) in the vice-chair, supported 
by the chiefs of the various departments. The dinner was voted a 
great success, and was followed by a concert which proved most en- 
joyable. The vice-chairman, in proposing the toast of “The Club," 
referred to the excellent progress made during the current season, 
which had been a record one in every way. He was very glad to 
see the successes which had been gained in the life-saving classes. 
Mr. A. Collingwood (hon. secretary) replied briefly. The prises 
were presented by Mr. Hordern. Later in the evening Mr. 
Bennett, in proposing the health of the chairman, referred to the 
excellent feeling which existed between the management of the 
company and the employés. Tne toast was received with musical 

onours, 


“ At Home."—Aberdeen Corporation electricity depart- 
ment held its annual At Home" on Thursday last week, under 
the auspices of the Sports and Works Club. Mr. Bell, as honorary 
president of the Club, presided. 


A Disastrous Gasometer Explosion.—One of the most 
deplorable accidents of its kind occurred on December 7th at the 
Ham borg Gasworks, when a newly-built 7,000,000 cb. ft. ga«ometer 
in somme way developed a huge leakage which was ignited by some 
neighabo retorts. The resulting flames involved a second 
рене of 200,000 cb. ft. capacity. Both gasometers and the 

nildings near by were destroyed, and unfortunately 20 persons 
were killed and 25 injured. 


Institution of Electrical Engineers" Dinner.—The 
annual dinner of the Institution took place on Wednesday evening 
at the Hotel Cecil; Dr. Kapp presided, and there were about 290 
present—the smallest number for some years. After the loyal 
toasts, Bir W. H. White proposed “The Institution of Electrical 
Engineers," remarking that the Institution, while one of the 
youngest, was one of the most remarkable and useful of its kind, 
and was exceeded in numbers only by the Civi] Engineers. 
Engineering was like a noble tree, rooted in science, and with con- 
stantly ramifying branches 3 good fruit; collaboration 
between all the branches was essential to progress. The I. E. E. had 
found a home worthy of itself, and no society more cordially 
rejoiced in its progress tban the Institution of Civil Engineers. 
Dr. Kapp responded, expressing sincere appreciation of the - 
will of the Institution of Civil Engineers as personified in Sir W. H. 
White. Electrical engineering, he said, was a willing servant to 
other professions, and brought them prosperity. There were few 
English industries that lacked prosperity. We were passing through 
& temporary phase of depression—but England used to be 
at the top, and would be there again. In former times electrical 
engineers had little use for science; foreign firms had found it 
necessary to cultivate science in order to compete with us, and even 
went too far in that direction. Electricity with them was a 
bounteous lady— with us she was but a homely body. Bat some 
of our leaders of industry had recognised the virtues of electricity. 
Oxford, like Oambridge, had instituted a Chair of Engineering, and 
he welcomed this recognition of engineering as a noble profession. 
The old universities would thus teach the future leaders of industry 
the importance of applied science, and the newer technical 
universities would supply tbe trained lieutenants. His predecessor 
had pointed out that we sold more energy, at lower rates, than the 
Germans, but, it was said, this was generated in foreign machines. 


. However, the amount of foreign plant installed was only 8 per 


cent.! There was no monopoly, and we had a fair share of the 
honours. Direct driving and the proper use of storage were originated 
in England. The first electric railway was built in Ireland, 
by an English firm. Multipolar dynamos and three-phase machiaery 
came from abroad ; they were now best made by us. The Continent 
led the way in three-phase and single-pbase railway working. The 
turbo-generator was developed by tbe Hon. C. A. Parsons, and our 


rivals had not caught us up yet. In power transmission we were a 


little ahead. At Kinlochleven, for instance, 30,000 н.р. was utilised, 
the plant being of British make throughout. Waste gases were 
utilised at the Bilston works for driving the works and 
rolling mills, the plant, of British make, being absolutely 
equal to anything on the Continent. Mr. Merz had led the 
way in the North-east, and the consumer paid less for, 
energy here than anywhere else in the world. stly, electri- 
city could help agriculture; Bir O. Lodge's researches had enabled 
this to be done. About 12 farms were equipped, the result being 
an average increase of 30 per cent. in the crops produced. | 

Prof. B. P. Thompson (in lieu of Lord Justice Fletcher Moulton) 
proposed ‘‘Science and Industries,”  eulogising Sir Joseph 
Larmor, who had done so much to elucidate thé nature 
of ether and matter, and Mr. J. A. F. Aspinall, who 
had laid down the first heavy electric railway in 
England. Sir Joseph Larmor, in responding, said that Fara- 
day was one of the greatest mathematicians that ever lived, though 
neither he nor his contemporaries were aware of it. It was the 
function of scienoe to lead the way to the Promised Land, and of 
engineering to take possessior of it. He expressed the indebted- 
ness of the scientific world to the Institution for the publication of 
Science Abstracts —the acknowledged standard compendium of 
physical science. Mr. Aspinall, also responding, praised the work 
of the technical colleges, declaring that our youths were as well 
trained to-day as those of any other country. We ought to train 
more commercist'engineers, properly equipped for work in foreign 
countries and oar Uolonies, The countries which we had opened 
up were markets for British goods, but we were losing the trade 
for lack of trained commercial men. Liverpool University had 
done the right thing in starting a Faculty of Commerce. The 
mechanical engineer of the future would not be considered of any 
great value unless he had a fair knowledge of electricity. 

Sir J. Gavey proposed “Our Guests,” offering them a hearty 
welcome, and Col. Sir Charles B. Euan-Smith responded in a 
humorous speech. 

The company then adjourned to the Victoria Hall, where con- 
versation continued to a late hour. A programme of music was 
performed by the Imperial Orchestra, and the arrangements were, 


as usual, irreproachable. 


Greater London Electrical Engineers.—A special 
meeting of the representatives of the Associated Municipal Elec- 
trical Engineers (Greater London), and the London Companies 
Officials’ Association, was held at the Hammersmith electricity 
works on December 2nd, when papers were read by Mr. A. H. 
Seabrook on “The Telephone System of Charging”; and by Mr. 
Bell on “Electric Heating," with special application to the Therol 
heater. 'The meeting was largely attended by both the municipal 
and the company representatives, and an interesting discussion took 
place. It is hoped that future meetings of a similar nature will be 
arranged. 

Inquiries.—We are asked for the name of a firm who 
contract for vulcanite sheeting moulded in situ on electrical 
machinery. A borough electrical engineer wishes to know where 
combined plant for lighting and traction has been installed, con- 


` sisting of two dynamos coupled to one engine. (Blackpool, Porta- 


mouth and Bexley occur to us in this connection.) The 
of agents in England of makers of the Girod, Giffre or Keller 
electric furnaces are asked for. 
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L.C.C. Appointment.—A year ago an assistant was 
temporarily engaged for electrical work in the chief engineers’ 
department of the L.C.C. in connection with the education service. 
It is proposed to continue the appointment until D:ce nber 3rd, 
1910, at 52s. 6d. 


Appointments Vacant.—Assitant teacher in engin- 
eering drawing, for Faraday House (£120); assistant engineer for 
Dudley electricity works; senior general clerk (£130), also a 
correspoadence clerk (£90), for Hackaey Electricity Department. 
See our advertisement pages. 


Wiring System.—Shares Offered.—We have received 
a orospectus of the М.Р. Electrical Co., Ltd., from Mr. Barsfield 
W. Martyn, of 11, Pratt Street, N.W.; 10,000 preference shares 
(10 per cent.) of £1 each are being offered. Тав objects of the 
company are to sell, and deal in, all kinds of electrical 


apparatue, but more particularly in a new system of wiring 


invented by Mr. Martyn, and to be known as the M.P. 
wiring system. The total nominal capital is £31,000. Only 
the preference shares sre now offered for subscription. The 
iaventor iB to take £250 cash, 15,000 £1 ordinary shares, and 
20,000 deferred shares of 2s. eas. The remaining 5,000 ordinary 
shares it is intended to issue later. After the ordinary and 
preference have received 10 per cent. dividend, the deferred share 
the balance equally with the ordinary. Any of our readers who 
may be interested in the matter, should refer to our editorial 
opinion of the system as expressed on page 216 of the ELECTRICAL 
Review, August Gch, 1909, and to the prospectus itself, a copy of 
which can be obtained from Mr. Martyn. 


Physical Society's Annual Exhibition. — This 


exhibition, which is to be held on Tuesday, the 14th inst, will 


differ from that of previous years in that it will be open both in 
the afternoon (from 3 to 6 p.m.) and in the evening (from 7 to 
10pm.) Short discourses will be delivered at 4 and 8 p.m. by 
Prof. C. V. Boys, F.R.S., on Soap Bubbles,“ and at 9 p.m. by 
Prof. 8. P. Thompson, F.R S., on “Combinations of Mica and 
Seleni:e Crystals.“ 


Smelting Iron Ore.—The Swedish Ironworks Society,. 


says -rdrsváriden, hag approved an agreement with the Elektro- 
metal Co., Ltd., for the use of patent rights, and has authorised 
the expenditure of 250,000 kr. on the construction of an electric 
furnace at Trollbittan. A company is also being formed at 
Hardanger, in Norway, by the Norsk Elektrometal Co., Ltd., with 
a capital of one million kr., to construct furnaces employing 
4,400 нр. е 


Lectures.—At King’s College (University of London) 
& special course of lectures, with demonstrations, by. Prof. E. 
Wilson and Mr. F. Lydall, on Single-Phase Electrical Traction," 
will be delivered on Mondays, commencing January 17. 


— n —À—— æv—— 


OUR PERSONAL COLUMN. 


fhe Editors invite electrical engineers, whether connected. with tM 
technical or the commercial side of the profession and industry, 
also electric tramway and ratlway officials, to keep readers of the 
HLmorBicAL Rmvimw posted as to their movements, 


Central Station Officials.—The West Bromwich T.C 


has adopted the recommendation, mentioned in the ELECTRICAL 
Review last week, to increase the salary of Mr. W. A. JACKSON, 
electrical engineer, from £300 to £350 a year. 

At the Derby T.C. meeting on Wednesday, last week, after & 
long discussion, it was resolved to increase the salary of Мв. E. G. 
BoissikB, mains superintendent, from £156 to £170 per annum, 
with further increases of £15 per annum to £200 per annum. 

The staff of the Urban Electric Supply Co. at Carne Brea has 
presented a dressing case to Mm. Woorcock, who is leaving for 
Bouth America. 

Sheffield T.C. has been recommended to increase the salary of 
Ma. H. E. YEn (0r, the chief electrica] engineer of the tramways, 
from 4450 to 4500 per annum. 


General.— Mn. D. R. Mayuew bas resigned his position 
as branch manager to Mesers. Willans & Robir son, Itd., in order to 
take up the position of gene.al manager to Messrs. Michael Pal and 
Co., engineers, Westminster, 


Ohituary.—The numerous friends in this country of 
Мв. T. CommERFORD Martin, of New York, will learn with very 
deep regret that Mrs. Martin died on November 28th. Mra, Martin, 
nec Eiizabeth G .uld, was ы native of Gravesend, Keat. Mr. Martin, 
it will be remembered, retired from the editorship of the Electrical 
World a ehort time ago in order to throw his entire eneryi: в into 
the work of tae National Electric Light Association, of New York, 
as its secretary. The editors of tue ELECTRICAL REVIEW desire to 
tender their sincere sympathies to their friend in his hour of 
bereavement, aud they are sure that many others in the electrical 
world on this aide will wish to do likewise. 


NEW COMPANIES REGISTERED. 


New Motive Power, Ltd. (106,124). —Тһів company was 
registered on November 25th, with a capital of £30,000 in £1 shares, to construct, 
manage or control ia England, railways, tramways, trolley ways, mills, factories, 
pumping or other works, to be manufacturers of and dealers іа cycles, flying 
machines and other vehicles, electricians, electrical and general engineers, &c. 
The subscribers (with one share each) are:—W. L. Smith, 11, Tothill Street, 
Westminster, 8.W., engineer; H. Gilbert, 49, Finsbury Square, B.C., architect 
and surveyor. Private company. The number of directors 1s not to be less than 
five: the first are 8. Constanduros, W. G. Coxen, F. G. Rice, J. V. Sherrin and 
W. L. Smith. Holders of shares Nos. 1 to 10,000 may nominate another director, 
and auch holders shall be entitled to one vote for each share held by them; 
remuneration according to profite. Company's borrowing powers unrestricted. 
Registered by H. W. Clarkson, 85, Gresham Street, E.C. 


F. Barks & Co, Ltd. (106,099).—Tbis company was 

on November 34th, with a capital of £10,000 in £1 ahares, to acquire the business 
carried on at 37, Port Street, Manchester, and elsewhere, by F. Burks & Co., 
and to carry on the business of electricians, electrical engineers, manufacturers 
of electrical instrumente, machines, telephones and other apparatus and 
devices, &c. The subscribers (with one share each) аге :—F. Burks, Capstone, 
Mellor, 8 ort, electrical engineer; F. С. Poulton, 7, Highfield Drive, 
Monton, Manchester, electrical engineer. Private company. The number of 
directors is not to be less than three or more than five; the first are F. Burks 
and F. C. Poulton, managing directors, and V. Bramall, C. Stephenson and 
T. L. Miller; qualification, 260 shares; remuneration of managing directors, 
£5 each per week and 1 per cent. per annum of the net profits; of ordinary 
directors, £150 per annum, divisible. Registered by Jordan & Sons, Lid., 116- 
111, Chancery Lane, W.C. 


Thomas Foreign Patents, Ltd. (106,196).— This company 
was registered on November 80th, with a capital of £500 in £1 shares, 10 
acquire from J. G. P. Thomas the benefit of certain patents relating to an 
invention 1n connection with an electro-mechanical power transmission system, 
to develop and turn to account the same, and to carry on the business of mana- 
facturers of and dealers in motor cara, cabs and other vehicles, carriages, elec. 
trical machines, accumulators, internal combustion engines, electrical, 
mechanica! and general engineers, &c. The subscribers (with one share each) 
are:—K. J. Thomas, 21, Ennismore Avenue, Chiswick, W., engineer; J. G. P. 
Thomas, Holywell Vicarage, North Wales, engineer. Private company. The 
number of directors is not to be less than three or more than seven; the бги 
are H. J. Thomson, J. G. P. Thomas and K. J. Thomson. Registered by Jordan 
and Bons, Ltd., 116-117, Chancery Lane, W.C. 


Peninsula Engineering Co. Ltd., (106,206).—This company 
was registered on December lat, with a capital of 45,000 in £10 shares (380 
preference), to take over the business of electrical and general engineers, con- 
tractors and agents, carried on in Spain and Portugal by Hastings, Roberta and 
Co. The subscribers (with five shares each) are:—P. W. MoDougall, 30, 
Norbury Crescent, Melfort Road, Norbury, electrical engineer ; A. M. Bitungtos, 
Buffolk House, Laurence Pountney Hill, E.C., civil and electrical engineer. 
Pnvatecompany. The first directors are A. M. Billington, P. W. McDougall 
and H. Hastings; the two last named are mansgiog directors; qualification, 
2100. Registered office, Suffolk House, Laurence Pountney Hill, R. C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


British Tungsten Lamp Co., Ltd. (100,468). — А memorandum 
of satisfaction to the extent of £200 on September 16th, 1909, of debentures 
dated May 15th, 1909, securing £4,000, ha» been filed, 


Romapac Tramway Construction Co., Ltd. (75 242).— Par- 
ticulars of £1,6(0 debentures created October 18th, 1909, fi'ed pursuant to 
Bec. 98 (8) of the Companies’ (Consolidation) Act, 1908, the whole amount being 
now issued. Property charged: The company's undertaking and property, 
including uncalled capital, No trustees. 


Nairobi Electric Power and Lighting Co., Ltd. (87,728). 
Particulars of £5,000 third debentures created November 26th, 1908, filed pursu- 
ant to Sev. 93 (3) of the Companies’ (Consolidation) Act, 1908, the ainount of the 
present issue being £1,00) (ranking part pastu with two former series securing 
£6,000 and £4,000 respectively), Property charged: The company's underteking 
and property, present and future, including uncalled capital; but excluding 
£1,500 deposited or to be deposited in the joint names of the Crown Agents for 
the Colonies and National Bank of Indie, Ltd., uncalled capital on 10,000 prefer- 
ence and 6,000 ordinary shares and contract dated July 26th, 1906. No trustees. 


Consolidated Signal Co., Ltd. (71.141). (Formerly Pneumatic, 
Electric & General Engincering Co., Ltd.)—Thiscompany’s annual return was 
tiled on November 17th, when 214,195 preference and 160,548 ordinary shares h 
been taken up ont of a nominal capital of £4.5,000 in 220,000 preference and 
905,000 ordinary shares of KI each. £1 per share bas been called up on 27.840 
ordinary and 24,999 preference, and £52,839 has been paid. £811,924 is con- 
sidered as paid on 189,196 preference and 122,708 ordinary. Mortgages aad 
charges: Nal, 


СІТҮ NOTES. 


Adelaide Electric Supply Co., Ltd. 


Mr. J. B. Baarruwatrs, chairman, presided on Monday at the 
offices, Finsbury Pavement House, E. O., over the fifth annual 
general meeting of the above company. 

The CHAIBRMAN, in moving the adoption of the report (see 
Бгкствіслі, Review, December 3rd, page 907), said the board had 
again to congratulate the shareholders on the extremely satisfactory 
year's progress. Last year пе pointed ont the satisfactory progress 
which had been made, but this year he was happy to say tbe 

rogress was fully as satisfactory, and perhaps а little more 9. 

he charges in the balance-sheet simpiy showed the issue of tbe 
additional capital which had been found necessary for the carrying 
on of the business. The whole of the £150,000 preference stock 
now been issued, and the whole of it had been taken up in the 
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Colony itself, which was a very satisfactory feature. Since the 
close of the financial year on August 31st, he might aleo say they 
had placed the whole of the balance of the ordinary stock in 
Adelaide at par. Including this last issue, there was now about 
£130,000 capital of the company held locally, which was very 
satisfactory for two reasons. Firstly, it showed the confidence of 
local investors in the company; and secondly, it was always an 
advantage to have shareholders on the spot. On the credit side 
ol the balance-sheet, the expenditure on the undertaking showed 
an increase of approximately £40,000, and that represented their 
capital expenditure during the year. The cash at the bankers and 
in hand was £4,645. The debtors showed an increase, which 
was due to the larger business they were doing, and were 
£6,407, as against £3,404. Last year they reduced the 
suspense account to £2,500. and they proposed to write 
it off entirely in this year's accounts out of profits. Their 
main interest would, of course, be in regard to the revenue account, 
and there they would be distinctly gratified. In the figures he 
proposed to deal with he would take no account of the supply of 
current to the Municipal Tramways Trust, because that was only 
a temporary thing, and was not an element of a permanent 
character. If he were to include these figures it would give an 
entirely misleading idea of the actual, position. Their receipts 
from private consumers had increased from £19,150 to £24,091, an 
increase of £4941, which was fally as great an increase as took 
place in the previous year. The receipts for power were £8,618 
compared with £6,814, an increase of £1,804. Therefore, from 
these two sources they had nearly £7,000 increase in earnings. 
What bad it cost to earn this additional money? The generation 
of electricity cost £10,126, against £8,571; distribution cost £2,346, 
against £1,903; and repairs and renewals cost £2,878, against 
£2,132. The result was that the £7,000 additional revenue had 
deen earned at aa increased expenditure of something under 
£3,000, bat they had also to bear in mind that in this increased 
expenditure they had also supplied all the units for the Municipal 
Tramways Trust, so that their technical staff had to be heartily con- 
gtatulated on the increased efficiency they had brought about at 
the generating station. In the general charges there had been an 
increase of £281, and the total result was that they had to carry 
£25,226 to the profit and loss account, which was an increase 
of £11,563 on the previous year. They had carefally con- 
sidered what they should do with the balance, and it 
was a little difficult to decide, in view of the tem- 
porary character of the supply to the Tramways Trust. That 
supply was due to cease in Beptember, 1910, and then there must 
necessarily be a certain iaterval whilst they were loading up the 
lant, which would then be set free, with their own customers, 
ey had carefully considered what rate of dividend they could 
rightly declare which they could see their way to maintain, and 
had decided after the payment of the preference dividend 
to recommend the declaration of a dividend of 6 per cent. on the 
ordinary shares for the year, which would compare with 3} percent. 
last year; to extinguish the suspense ac:ount; to place £1,009 to 
reserve, bringing that account up to £4,000; and to set £5,000 
to an equalisation of dividend account, This £5,000 could be used 
for the equalisation of dividend if necessary, althouzh he did not 
think it would be necessary. Having made these allocations, 
they would carry £1,009 forward. He thought they would agree 
that this was a prudent and business-like course to adopt. With 
regard to the growth of the business, and again excluding the units 
sold to the Municipal Tramways Trust, the figures showed that they 
had 91,338 8-0.P. lamps for lighting against 71,135, or an increase 
of 20,200. The motors totalled 2,369 HP., against 1,837 H.P., 
an increase of 532 up. The total connections, lighting and 
power combined, expressed in 8-c.P. lamps were 167,146, against 
129,922, an increase cf 37,244; and the units sold were 2,073,550, 
against 1,666974, an increase of 406576; which was almost 
exactly 20 percent. Tney had added in (бе year 13 miles of mains, 
and had 2,314 consumers, which was an increase of 37 per cent. 
onthe year. Daring the year they bad authorised an extension 
of their mains to Glenelg, which was the Brighton of Adelaide, and 
no doubt they would pick up a certain amount of lighting on the 
way. The supply was now available along 93 miles of streets. 

Mr. В. P. BELLON seconded the motion, and the report was 
adopted without discussion. 

Mr. BD«aithwaite having been re-elected to the board, and the 
auditors having been re-appointed, 

The Снлтвмак proposed that the best thavks of the shareholders 
be accorded to the local board and also the technical officers, 
Mesere. F. W. Clements, Weeden aod Inglis, and their subordinates, 
for their successful efforts in carrying out the company’s under- 
taking. 

This was seconded by MR. A. F. FanBisH, and carried unani- 
mously. | 


—— —— 


India-Rubber. Gutta-Percha and Telegraph Works 


. €o., Ltd. 


Tix directors’ report for the year ending September 30th, 1909, to 
be presented at the mecting to ba beld on Tuesday next, states 
that after provision for doubtful debts there is a net profit of 
£57,927. Adding £51,980 brought forward, and deducting £12,500, 
the dividend on the ordinary shares paid in Jun», and £3,333, the 
dividend on the preference shares paid in July, there remains a 
disposable balance of 49, 074, which, after providing for the 
balance of the dividends for the year, will leave £55,012 to be 
carried forward. The directors recommend that the payment of 
the half-y early dividend of 5s, per share, or at the rate of 5 per 


cent. per annum, be made to the preference shareholders on 
January let, and they further recommend the distribution of a 
dividend to the holders of ordinary shares of 15s. per share, free 
of income-tax, amounting to £37,500, making, with the interim 
dividend paid in June, a total payment of 10 per cent. for the 
year. The general business of the company shows an increase 
compared with the turnover of last year, which is, however, partly 
due to the higher scale of prices at which some of the company’s 
goods have been sold. Taken asa whole, the company's foreign 
agencies have not done so well as the board had reason to expect, 
but the sales of their home agencies have been fairly satisfactory. 
The prices of some raw materials have attained a very high level, 
but the advances the company has been able to make in the selling 
prices of its goods have sufficiently met the case; some provision, 
furthermore, has been made to cover a possible fall in selling price 
of stocks in hand. The board ie making a considerable capital 
expenditure at the French works to meet the expanding motor and 
bicycle tire trade on the Continent, and farther capital expenditure 


will, doubtless, be necessary at home. These latter extensions are- 


having the serious consideration of the directors, as a growing 
business must have facilities provided. The electrical industry 
continues dull. A certain amount of cable work has fallen to the 
company's share, and its steamers Dacia and Buccaneer have had 
occasional employment. The works at Silvertown and Persan have 
been maintained in the usual state of efficiency. The board 
appointed Mr. Matthew Hamilton Gray, Mr. Christian Hamilton 
Giay and Mr. William Ernest Gray extraordinary directors, as 
they have been closely identified with the management of the 
business for several years, and have largely contributed to ita 
success. Mr. Matthew Gray expressed his regret that he was 
unable to give the close attention he would like, but hoped the 
board would accept his service in a consulting capacity, and to this 
the board agreed. 


Ballers, Ltd.—The report for the year ended July 31st, 
1909, as quoted in the financial Press, states that the depression in 
trade, mentioned in the last annual report, has continued with even 
greater severity, and sales have been largely reduced, both in 
volume and profit. The accounts, after paying directors’ fees and 
managing directors’ salaries, show a profit of £3,932, which, with 
£906 brought forward, makesa total of £4,839. .The sum of £5,000 
has been transferred from reserve account, making a total of 
£9,839. Interest on the preference shares, £7,500, and a dividend 
of 1i per cent. on the ordinary shares, £1,875, have been paid, 
leaving a balance of £464, which the directors propose to carry 
forward. | 


Eastern Extension, Australasia аза China Tele- 
graph Co., Ltd.—The directors have declared an interim dividend 
for the quarter to September 30th of 2s. 6d. per share, free of 
income-tax. 


Globe Telegraph and Trust Co., Ltd.—The 
directors have declared an interim quarterly dividend of 3s. per 
share on the preference stock and 2s. per share on the ordinary 
shares. 


Prospectuses.— Molesworth Bros.’ Rubber Estates, Ltd. 
—There have been offered for subscription this week 580,000 shares 
of 2s. each at par. The company acquires the Molesworth Bros.’ 
Estates, sitaated in Trincomali, Ceylon, 2,800 acres, 

London Sumatra Rubber and Produce Estates, Ltd.—An issue at par 
of 50,000 shares of £1 each has been offered. Tbe company acquires 
the Serapoh, Tanah-Abane and Permatang-Djiring Estates, Sumatra 
(7,533 acres, of which 1,538 acres are under cultivation). 

Sedenak Rubber Estates, Lid. 30,000 shares of £1 each have been 
offered for subscription at par. The company acquires the Sedenak 
Estate from the Malaya General Co., Ltd., and will develop and 
extend same. 


T. Sugden, Ltd.—We are informed that the directors 
have declared a dividend of 15 per cent. perannum on the ordinary 
shares, payable on December 7th, 1909. 


Electromobile Co., Ltd.—The directors’ report states 
that the accounts for the year to August 31st show that the debit to 
profit and loss of. £2,714 brought forward, has been increased to 
£6,511. 


New York Edison Co.—According to the report for 
the year 1908 filed with the Public Service Commission, which has 
just been made public, the New York Edison Co. had a corporate 
surplus on December 31st of $14,435,546. Assets on the balance- 
sheet showed a grand total of $131,764,516. The total funded debt 
is $44,062,395. Figures bearing on operation show that during the 
year the company delivered 252,416,153 xw.-hours of energy, for 
which it received $15,228,716. The company at the end of the 
year had 73,522 consumers, an increase during the year of 8,284, of 
which increase 7,163 were in Manhattan and 1,121 were in the 
Bronx. The company bad 90,283 metera in service, and a con- 
nected load at a 16 с.р. equivalent of 6,729,926. There were 41,822 
arc lamps and 3,429,266 incandescent lamps in service. The т. port 
of the Long Acre Electric Ligut апа Power Co. for the same period 
showed assets of 5354, 955, of which $566,313 was the estimated 
value of the franchise. The gr 8s operating r. venue was $3,804, 
and the total operating deficit was $20,586. The company had 
10 consumers and 11 meters in Manhattan.—Zlectrical World 
and Engineer. 


Bank Rate.—The Bank Rate was yesterday reduced to 
41 per cent. | 


—— — 
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MARKET QUOTATIONS. 


Wednesday, December 8th. 


CHEMICALS, ас. illl 
а Acid, Hydrochlorio “ „ рег сиё. Ф 5/- we 
a " Nitric oe ee ee oe [1] 29/- oe 
а +» Oxalio .. ee ee ee " 28/- ec 
а „ Sulphurio .. ae vs ў 6/6 ae 
а Ammoniac, Sal S н 42/- vs 
a Ammonia, Muriate (crystal) per ton rd es 
a " m ee ee 70 ee 
а Bleaching powder .. - vs " £5 10 ET 
а Bisulpbide of Carbon .. "S н £18 - 
а Borax.. i ea А es Ра £16 ys 
а Ferro-Silicon (50 96) ae ee E £10 £1 dec 
a Copper Sulphate .. i EP 10 £18 1 we 
а Lead, Nitrate s Es a A £27 10 £1 inc. 
а » White Sugar ee eo ” £23 10 “+ 
а „ Peroxide. is T " £82 
а Methylated Spirit .. э» vs r gal. 2/6 
a Potassium, Bichromate, in caske per Ib. 2e 
а Potash, Caustic (75/80 95) .. рег ton & 
а n orate .. $5 .. per lb 
8 » Perchlorate °з ае TRE d. 
а Potassium, Cyanide EE s 775 d. 
а Shellac ae T per cwt, 15/ 
a Sulphate of Magnesia .. рег ton £4 10 
а Sulphur, Sublimed Flowers. ag £6 10 
a 1 Recovered ae ae " £5 10 
а eee Lump ee ee oe Г] #5 
а Soda, Caustic (white 70 ) % £11 
8 ^» lorate  .. ©з per lb. К 
а ^» к алы \ ё ae per ton 5 
a Sodium Bichromate, casks — .. per Ib. А 
а „ Cyanide (basis 100 ) MM 1d. 
METALS, ас. 

b Aluminium Ingots, in ton lots .. per ton £75 © 

Ж Wire, in ton lots. ü £112 us 


b уз Bheet, in ton lots .. T 
р Babbitt's metal ingots 


c Brass (rolled metal T to 12" basis) per lb 7 da 
c » Tube (brazed) ee ee T! D oe 
c „ ‚ (solid drawn) is de üd. dec, 
c [IJ Wire, basis oe we »9 d. 0 0 
c Copper Tubes (brazed) . " 9d. EM 
C „ » (solid drawn i 9d МУ 
g .» Bars (best selected) per ton £72 £2 dec 
к » Sheet aå А в £72 £2 dec 
g „ Rod.. s "T РА ME £72 £2 dec 
ө „ (Electrolytic) Bars V s £61 £1 15 dec 
e " ” Sheets ee „ 477 £25 dec 
e [1] н ee » 265 10 £2 5 dec. 
e » H.C. Wire per lb. 2 i4. dec. 
f Ebonite Rod 0 ee ee ry) ee 
f [I] Sheet . е ae @e LL] B/ 
n German Bilver Wire ee ee " 1/6 
h Gutta-percha, fine.. oe a » 5/6 to 6/6 > 
В India-rubber, Para fine T н 7/5 94d. dec, 
Iron Pig (Cleveland warrants) .. per ton 50/6 54d. dec. 
„ Wire, galv. No. 8, P.O. qual. А £1 А 
g Lead, English Ingot es ace i. £18 5 dec. 
m Manganin Wire No. per 1. 6/6 s 
Mercury ге A m .. рет bot. 29 16 1/6 dec. 
. d Mica (in original cases) small .. per ib. 6d. to 1s. s 
4 ve " » medium ” 2/6 to 4/ өө 
ve " L large е ,» 4/6 to 8/6 
p Phosphor Bronze, plain castings » КЕ 
p m » rolled bars & rods d i» e 
p үз „ rolledstrip & sheet й m <i 
o Platinum E Я per oz 120/- variable, 
e Silicium Bronze Wire per lb od. vx 
r Steel Magnet, in bars per ton £55 ae 
g Tin, Block (English) as T m £142 10 to £148 10 £5 inc. 
n „ Wire, Nos.1t016 .. „ per lb 1/10 Id. inc. 
p White Anti-friction Metals: 
" White Ant? brand .. „ рег ton 2 , us 
k Zino, Sh't (Vieille Montagne bnd.) р 221 e 


Quotations supplied by— 


b Edward Till & Co, 

/ Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Lid. 
m W.T., 1 Co., Lid. 


a G. Boor & Co. 

b The British Aluminium Ùo., Ltd. 
с Thos. Bolton & Bons, Ltd, 

d F. Wiggins & Bons. 

e Frederick Smith & Co 


f Indis-Rubber, Outis- Percha and m P. Ormiston & Bons. 
Tel orks Oo., Ltd. e Johnson, Matthey & Co., Ltd. 
g James & Я r W. F. Dennis & Oo, 


Stock Exchange Notice.—Application has been made 
to the Committee to allow the following securities to be quoted in 
the Official List 


Charing Cross, West End and City Electricity Supply Co.— Further issue of 
£132,570 44 per cent. debenture stock, 


Western Telegraph Co., Ltd.— The directors have 
declared the first quarterly interim dividend of 3». per share, free 
of income-tax, for the year ending Jane 30:h, 1910, being at the 
rate of 6 per cent. per annum, The transfer books will be closed 
from December 13th to 18th. 


North Metropolitan Electric Power Supply Co.— 
Atan extraordinary general meeting held at Kingsway on December 
3rd, Mr. Garcke presiding, the directors were authorised to issue 
debentures not exceeding 4 25,000. 


Electrical Securities, Ltd.—A financial daily says that, 
after providing for debenture interest, the accounts for the year ended 
November 14th show a loss of £6,442, increasing the debit balance 
brought down to £10,486, ö 


STOCKS AND SHARES. 


Tuesday Afternoon, 


Morg hopes of a reduction in the Bank Rate led up to substantial 
improvement in Consols and kindred securities, Although this 
hope, and the price of Console, became damped, the Home 
Railway market for once in a way responded to the earlier lead, 
and a truly remarkable set of rises in this department is the 
feature of the week. 

Precisely why the revival in Home Raila should have come at 
this particular time it would be very difficult to explain. Certainly 
the traffics of the chief companies are showing improvement, and 
equally certainly the Home Railway market has gone for a long 
time without so much as a spasm of strength. A retail demand 
for stock has found the market ill-supplied, and it needed bata 
small amount of buying to energise prices into a miniature boom. 

Of the Undergrounds, Metropolitan Consolidated has the most 
gain to its credit, but Metropolitan District stock is 13 up, and 
City and South London Ordinary rosea point. So far the Central 
London issues have not moved. One of the steam stocks to 
appreciate most has been Brighton Deferred, although the first 
week of the working of the newly-electrified portion was by some 
pessimists considered unsatisfactory. 

Ta the advance a fair number of prior-charge issaes have also 
shared, so that altogether it may be said that the Home Railway 
market presents an appearance of general strength as welcome as 
it is unwonted. 

While the railway companies’ stocks have been going ahead like 
this, the tramway and omnibus division Һау been anything but 
happy. London United Tramways Preference shares are 3 lower, 
and the Debanture stock a point. The London General Omnibus 
Company, with which, of course, the Road Car and the Vanguard 
are now amalgamated, has pablished accounts, for the first period 
under the triple working arrangement, which can only be described 
as deplorable. British Electric Traction Preference are } better, 
on the proposal to establish farthing fares. 

Amongst the colonial and foreign traction descriptions, British 
Columbia Deferred and Preferred are lower, the former by 
24 points, bat the 5 per cent. Preference stock has improved. 
Rio Trams drooped to 934. San Paulos are steady at 153}, and 
Mexico Trams are 1 lower. Mexican Light and Power Common 
and Preference stocks have declined rather sharply. 

Smithfield Markets.Ordinary again make the bast showing in 
the supply list, the price having shot up about 11s. 3d. to 2,';, which 
is nearly four times the price at which they stood less than a month 
ago. The rise is still associated with the extension of the oom- 
pany’s lease ; the matter was mentioned here last week. Brompton 
Ordinary and Preference have improved. Charing Cross Ordinary 
and City of London Ordinary are better, from which it might almost 
be fair to assume that the advent of radiators is already benefitizg 
the companies. 

The Drapers’ Company is adding a new storey to one of the 
houses which it owns in Throgmorton Street, and, in consequence 
of necessary chimney-work, all the offices in the building will bave 
to cease firing for a time. In its place, temporary electric radiators 
are being installed, and some, no doubt, will remain as permanent 
institutions. 

Telegraph stocks and shares are unassumingly quiet. Th: 
Anglo-American Deferred speculative counter is jamping about to 
some extent, although on balance the net change is small. Amazon 
shares are i lower; West India and Panama have lost half thet 
fraction. Commercial Oable Debenture stock continues to shrink. 
Eastern Telegraph Ordinary, on the other hand, displays another 
advance, and Globe Telegraph and Trust Ordinary are j better. 
Great Northerns bave moved up again. 

National Telephone Preferred declined slightly, and American 
Telephone Capital stock went back 14 points. United River Piste 
Telephone shares have firmed up, and Mackay Companies Commoo 
shares regained their decline of last week. 

Castner-Kellner shares have rallied again, but otherwise tbe 
changes in miscellaneous shares are hardly worth notice. Rabber 
shares suffered a sharp check last week on a fall in the price of the 
raw material at the auction sales, There was, however, a sob- 
sequent recovery which wiped out a good deal of the previous fall. 


Sao Paulo Tramway, Light and Power Co., Ltd.— 
A quarterly dividend of 24 per cent. is payable on January let. 


France.—The balance-sheet of the Com ie Generale 
d'Electricitó, of Paris, shows a net profit of £95,965, out of which 
a dividend of 6 per cent. is being declared. 
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BHARE LIST OF ELEOTRIOAL COMPANIES 


TELEGRAPH AND TELEPHONE CONPAN TES. 


88058 Business done 
. Closing | “weak ended Een: 
юа? Nov. 80th. Dec. 7th. | gi а Fall —|por ovat, 
Telegragh Oo, T *. 4 1 6 кй, ' 
'" Иов. 1 to = y os ° 
Do. åo. 5 % Debs., ов, 1 to 1 p^ 108 99 — 102 100 108 T 417 1 
» Cap. $108 145 —147 148, —146 145 8 v 7 
олго |} 00 Collat, Trust, 4% 40 38,000 and $1008 4% 14% 96 — 9 96 — 98 s 418 
858,460 7 oo v. аа ое | BROCK 42 48. 60 — 62 60 — 8 8 4 
8,280,770 | Do. do. 6 & Pref. ee .. | Stock 100 —101 100 —101 101 6 18 10 
8,280,770 ёо. ёо. А .. | оек 21j— 224 214 - 214 116 2 
41,795 kic YET T p 100 & * |-101 —105 101 —108 417 1 
8,621,860 Cable, Sting. 608 year 4% Deb. Si. Red. oek "x - 88 88 410 5 
1 12,000 Oaba Telegraph ee ee өе se ee ee T ai 
t 6.888 ро. 19 96 Pref. se ee ee ee 19 19 — 18 17 — Ш 611 1 
| 19,981 | Direct Telegraph, Ord. bsc. se -oa Г 8— 8 — b 14 ш 
| 6,208 ро. do. 10% Oum. Pref, .. 5 8 — 8 — 8 . 6 6 0 
he 98,000 Do. do. Bee. 9 1004 —1 1004 —102 = 3 81 
08,710(| Direct United Btates Cable 920 18 — 194 18 — 18 647 
48,000 | Direct W. India Cable, 6 Beg. Deb, 100 1,908, À. 108 100 —109 100 —109 = 48 8 
| 4,000,000 | Eastern Telegraph, Seed. .e „„ | Block 129 —132 181 - 181 1832 b 4 6 
1. Do. Pref. e ео ое | 108 844 — 864 5 — 864 4 011 
E X Do. s Mort. — А „ 0 M^ 112— tA ма gr H T u 
эюлоо| { Pest. & 8. Afric, "Tel, 4 % мз Do, Mauros) 95 100 —102 100 —102 s 818 6 
181,197 | Globe Telegraph and ee о» 10 104 101 — 107 10 5 7 0 
181,197 Do. do, 69% Pref... .. .. 10 |6 6 184— 14 18$— 14 18: 4 59 
198,008 | Great Northern Telegraph, 6 | 19 294— 804 80 — 31 516 2. 
10,000 Halifax and Bermudas Cable, 4% let Mon.) 100 49% 100 —103 100 —102 " 488 
Debs., within Nos. 1 to 1,908, Red. 
13,008 se eo oe eo 85 18 61 — 68 51 — 58 61 7183 
— Mackay оо оо оо ев 8266 3 98 — 95 96 — 98 ee 418 
Do. 0. eee [IJ өө ee 100 4 Ti — 79 7 — 7 e. b 1 8 
894,190 | Marconi's Wireless m n DS vel ac 7568 1 N — i- аа Nil 
е в ee * A mr а 
9.225.000 | Nationa) Tel » Pref. Stock ee ee . | 108 69,16 4 107 . 108 1064 —108 107 611 1 
8,726,000) o. Det. Btock T ee .. | 200 . { : 1203 —122 190, —1324 131 5 2 1 
: 15,608 Do. А Oum. Ist. Pref. .. ee 10 . * — il 104 — 11 6 9 1 
— | Do. do. 6 А Pele | 's 280 1 a 5 481 
е . on- um. е to Р * рыд ee 
2,008,080 do. ' „ Deb. Stock Rel. | Bock | 8% | 84 98 —100 98 — 100 810 0 
1,988,508 . do. 4% Deb. Btock Red. .. РА 100 | 4% |4 $ 100 —102 100 —102 1012 818 6 
i 199,818 Oriental Telep, and Elec. 1 to 191,604, fully paid .. 1 |1%|1% H- 1 i- 1 659 
60,000 Do. do. 22 Cum. Pre ee i 69164 81 — 1 1 1 s 4 14 9 
99,100 Do. do. egi ry „ Beook .. 100 4 “Ж 4 Ж — o à- 89 ев 4 9 11 
Hic ees Paolo А Baropean Tel, % uar. Debe., 1 to 1,008 т { X ; * шы sie ac Per „т ; 
280 ee ee y: * — 
45 Telephone Oo. of t 44 % Deb. Red 85 eo | 100 * ; 101 —108 10t —103 102 4 110 
8, Sabmeri ne Оо, of Egypt oe эе ee se Cert. 6 * 6 Ж 29 —Lsy 129 =. 82 181 4 7 5 
United River Piate Tele hone .. ase ee as b 8 % | 8 % GH- 7A 7 — г} 774 5 10 4 
Do. 69, Cum. Pret, Nos. 10040000 | 6 |6 4/64 $5 SH Бр 6 4 611 
| W. о 1 Americe, 1 to 80,000 & to $$ N ; 1— 18 lj 1 82/6 818 4 
Western eng „Leid., Nos. 190 307,980.. .. | 10 |1 1% 183 - 13j 18} - 157 177 5 2 11 
1% Deb. юс Rea. . 00 |44|44 108 —105 108 —106 " 816 2 
Wen India and Panama Tel h oe ee ee 10 N 81 — à = Nil 
Do. do. 6 Cum. In t. oe ee |- 18 6 8 =. 9 R э 9 6 9 9 
‚809 Do. do. : Cum. 2nd Pret. е 10 &— у — t m 16 18 4 
8 Do. do, Debe, Nos. 1 to 1,000 .. | 100 | 5% 102 —N4 | 102 —104 x | 416 2 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
640,000 | [4neto- -Argentine Trams, 5 % Cum. 1st F gd 5 | Ур | 1. | е E 4H sA а 91/104 90 T 531 
500,000 | Do. 5 95 9nd Pref., 800,001 to 1,800,000 5 | $ E sos | ә | 4i— 44 4i— 4 | 87/6 511 1 
978,230 LO 4 $ Deb. Btock à sin cuui asd se 7 7, 901—929 904 – 99 | 913 912 : 475 
889,387 Auckland E. Trams, 5 % 1st Mort, Deb, Btock 100 5 |595|695|/5 | 103 —106 108 —106 ; x 414 4 
wu, 000 | Babcock & Wilcox, 1 to 580,000. x 1 20 20 4 |20 % |20 % th- 43 4p— 43 | 93/9 92/6 js 489 
100,000 | Do. do. 6 % Cum. Pret., 1 to 100,000 dá 1 6 16% 169% 6% | Iya 1% I-— 1, " 819 2 
60,000 British Aluminium, Ord., 1 to 40,000 T 5 |1 1775177 75 1— 11 — 11 ae 87 6 8 
60,000 | Do. do. 7% Cum. Prei. 6 |1 12112112 H— 24 1 8 | ра 15 1 4 
40,100 Do. do, "À"696 Cum. Pref, Б 8 6 „ 6 6 95 33— 34 35— BÉ | "n 7 10 11 
12,897 Do, do, 4% Funding Certs. .. 85 6 4 | 4 96 41% 1% 24— 34 24— ЗА - 614 8 
194,400 | Do. do, bà % Loch Leven Debs, ..| 100 „ | 58% 549 | 54% | 96 — 99 96 — 99 is 5 14 7 
' 600,000 | British Columbia E. Rail Def, Ord, Btock .. .. | 100 6 | 6 % | 8 8 | 143 —145 | 14: —145 T af -23 8 10 4 
400,000 Do. Pref. Ord. Stock 3- 4 «| 10 5 e 6 65 5 6 e | 121 —195 120 —124 . -1 416 9 
400,000 Do. Б % Cum, Perp. Pref. Stock os 96% 108 5 & 15% 15% 5 106 —109 107 —110 | 1084 50 y 411 9 
288,000 | Do, 44 % 1st Mort, Debs., 1 to 6,950 . 40 |4 4396 | d» | 5 | 102 —104 102 —104 ^d i^ PU. 4 6 7 
212,600 Do. 44 % Vancouver Power Debs. oy 1 to 3, 900 | 100 | 44 d | 49% | 48% | 102) -1044 | 102 —106 1043 m T 463 
188,801 | British Electric Traction өө | 10 | B 96 | il | Nil | Nil | z— 1 | 2— 1 16/8 13/9 - Nil 
161,487 Do, do. 6% Cum. Pref, .. “4 10 6%|6% |8 % | 14% | 24— 23 | 2%- 8 | 58/3 | 54/6 + ё 5 0 0 
1,478,658 | Do, do, 5 % Perp. Deb. Stock .. Stock | 696 15% | 595 | b | 84 87 | B4 os B | 864 к 61411 
698,936 Do. do. 44 % 2nd Deb. Stock Red. | 100 44 44% | 42% | 44% | 0 65 60 — 65 | 644 621 А 710 0 
100, 000 | British ima and rx Cables я е b 8 e 10 10 % |10 % 7— 1% 7— 73 | 75 а To 613 4 
100,000 | Ро. um, Pref, 5 Ф 69% 169% 6 6k- 6% 8-4] d$] 4 . 1411 8 
500,000 Ро. do! 45 1st Mort. Deb. Red. 100 4% | 49% | 45 | 44% 103 106 103 —106 | 10, | : 4 411 
904,9401| British Thomson-Houston 44 % lst Mort. Debs. .. 100 d de | 44% | 44% | 83 — 94 89 — 94 TED ка " 416 9 
Britisb Westinghouse 6 96 Pref., 1 to 200,000 and ) | : а à avs] | 3 
400,000 375,001 tà 99785 5 | Nil| Nu Nil | Nil 8 = 4 s 5 ү» нп 
1,016,858 | Do. do. 4% Mort, Deb. Stock oe | 100 49% 4% 1 495, | 48 — 52 | 48 — 52 . 7 19 10 
60,000 |! Browett, Lindley & Co., Ота, .. ЄР T 1 Nil | Nil} Ni | Ni | we + | fe MT маз * E. NI 
50,000 Do. do. 6 96 Cum. Pret, 5 $6 1 Nil Nil Nil Nil 14/6 to 15/6 14/6 to 15/6 $a * . Nil 
140,976 | Brush Electrica] Engineering, Ord., 1 to 105,781 .. 2 34% | Nil Nil Nil 0— è | 0— d . Nil 
200,000 Do. do. Non- eum. 6% Prei. 9 |6%/ Nil| Nil| Ni| O- $ | 0— à Pi РМ й NI 
125,0001, Ро. do, 44 96 Perp. Deb. Stock Stock do 44% | 44% d» | 41 — 46 4t — 46 e X dug 915 8 
125,000! Do. do, 44 % Perp. 2nd Deb. Stoch. Stock | 44% | 44% | 44% | 44% | 27 — 3l | 27 — 81 44 . 14 10 2 
187,610 | Calcutta Trams, 1 to 187,610 5 88 86 | 44% tj- 5 44— 5 97/6 99/6 | .. 4 10 0 
45,804 Do. Б % Cum. Pref. , Nos. 1 to 20,880. . 6 [665 5 5 95 41— 5 41— 5 ү: Ži is 5 0 0 
860,000 | Do. 44 % let Deb. Stock. „| 100 | 449 | 44% | 44% | 44% | 101 —104 | 101 —104 Ө: Je ез 467 
86,000 | Callender's Cable Construction shares T ee Б 15 15 % 15% 115 95 10 — 10$ 10 — 103 10 E 619 4 
40,000 Do, do, 6% Cum. Pref, х 5 5 5 5 5 0 oy — FR 53— M К 4 811 
800,000 Do. do. 4495 lst Mort. Deb. Stock Red. | Stock 4 % | 44% | 44% | 44% | 5 —107 105 107 T 141 
491,999 | Cape Е. Trams., 1 to 491,229 .. | 1 ü | Ni| Nil | Nil $— 1 fa— + 4/6 "A + Nu 
150,000 | Castner-Kellner Alkali, 1 to 450,000 .. 1 6 % | 8 9% 12 % |124% 2à— 22 2%— 2% 45/6 44/- + &| 612 8 
210,158 | Do. do. 44 % lst Mort. Deb, Stock | 100 | 44% | 4% | 44% | 4 % | 106 —109 106 - 109 1073 B. 818 5 
1,890 690 | Central London Railway, Ord. Btock. А Btock | 496 4 8 % | 8% | 61 — 63 61 — 63 614 E. 5 3 2 
554,655 | Do, do. 49% Pret, Btook ..  .. Stock | 4 % 4 & 4 & 4 9% | 84 — Ff Вр 28: | V L 418 0 
554,656 Do. do. Det. B o ee Stock 4 4 2 24% | 44 — 46 44 — 46 22 T бА 5 8 8 
1 480,000 | City and Bouth London Railway „а M .. Stock | 14% "t | 949 | 149% 294 — 103 305 813 ul 80 +1 416 3 
85,000 | Crompton & Оо,, Nos. 1 10 86,000 e. B 9496 | 696/5696 5 4- 1 | 4 L P . 15 18 
100.0001 { Do. 5 96 1st Mort, Reg. Debs, at 10 А |6 | 5 | 93 | 90 | 
i 900 of 4109, and 901 to 11,020 of £59 Red. - кый T Bp ЪЁ. M xe MELLE NX. C E 7 616 
* Unies otherwise stated, all «nares are fully pais, р A or riod of nine months, From Manooester Share List, 
— 2 — — м — — A NEE — а 1 y 


Gentimucd en next pado. 
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SHARE LIST OF ELECTRICAL OOMPANIES.—iContinusd,) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oontinued) 
Present Stock | Dividends for the c" Closing | Business done | Rise +) Present 


— — -— 
— — —— M M —— € — MÀ 


Bank rate of Discount 5 per cent., October 22nd, 1909 


1 otetions week ed Yield 
NAME, 8 last four years. аана bon 7th. Dec. "th, 1909. | Fall — | per cent. 
— * 1906. 1906 1907. 1908. : М : я Highest Lowest. dec 
960,000 | Dick, Kerr & Oo., “1 0 960,000 - 1 10% 1095 10 E m ye "e к ur 5 6 8 
806000 | Ро, do. 6 Cum. Pret. 1 to 806,000 .. wi 2 % a | moco | 109 as is : 2 
60,000 | Dublin United ‘Trams. (1898), 8 % Pret., 110 60,000 | 1 | 24 | 13 s tay 1 — |8118 0 
99,961 | Edison & Swan Ом, “A” shs., £8 på., 1 to 99,961 г HE AEHIB fo ot mf l9. e | 868 
17,189 Do. “A” shares, 0 — 617,189 0 | ee 1 % вт 66 — 71 У: e e | 6G 
BOT, 895 Do. Deb. Stock Red. шю 13 woe | aoe eC] olor MR 
61,790 Do. 5% nd Ded. Btock Prov. Certs. all på. а ce” di^ abo жыр" гаар 7% 69 | — „ мй. 
112,100 | Electric A em 1 to 112,100 : | 1 - 1% 12 1} IE d сем et — |1040 
10/000 зна io Co (1900), J Сат. Pre Deb. . Steen 843 4% вз — 87 B3 — 87 4 x = [ime 
18,000 | Gt. N. & City Rail, Pref. Ord. i * T' mol) 10 |4 : E Nil : -i — Wi 2 "х du .4 
86,000 | Greenwood & rapa 7% Cum. Pref, Ай E. d б Ц 1 109^ —103 y, " ry 4 16 10 
40,000 E ^ (W. T. ia N Works, ‘Ord, 20 * 5 4 4 55 — 5 БА — .* . ** 4 1 10 
40,000 do. Pret... 8 4 d 44 | 104 —106 104 —106 ў . 4411 
150,000 do. Mort. Deb. Btock - 10 10 10 153 — 1 153 — 1 1644 : * 618. 
60,000 Indie Rubber, Gutta-percha elegraph Works.. 10 1 Nil. à Nil — — 6} .. .. "I Nil E 
£7,600 Liverpool o— ilway, Ord, 10 N 5 А 5 y 8 iE 8 NE ы 2.4 10 0 9 
10,000 t Do. Pref., fully paid . 10 5 B 8 wit la— H ee .. .. Nil d 
600,070 | London United we C. [52/0252 | NI i= : S Э SIS LAE, 
195,000 Do. i X, Cum. Pref., 1 to 125,000 10 |5 4 6 51 aa Ps 65 63 62 ү 631 
1,881,000 | Ро, do. — 44 let Mort Deb. Stock.. | 100 | 4% | 4 2" 2 st | wo 
6,782,062 | Metropolitan Consolidated .. — 64 — 66 65 — 67 1 E +1 431 
— EN — Lands. — | 22 171— 17 in 3 iu ; ка! 
а Motels m чна Bet. | ый | Nù | ni | RP] A— | * . 4 . Ес _ 
814,01 о x: 6 — — ee .. .. 8 1 
"000 Do do, 5 % Cum. Pret. .. 1 |56 5 5 2 s 
665 Do. do. 44 % Deb. Stock Red. 100 | ut 4% ut 40 15 a E ae (3 " 5 4 * 9 
10,828,200 | Mexico Trams Co., Common Stock - * ec . 8˙ 9) — 98 91 — 98 92 91 — 576 
$9,000,000 Ist Mort. 50-year BY, Glà. Ваз, өө РУ es Ní x = 05 os А m 
945,500 | Potteries Electric Traction .. 3 1 4 б B : ET Е E ў x: ; €: eiu 
945,500 Do. 6 % Cum, Pref, .* ee .* 1 5 m 6 43 94 у 87 B4 2 87 2 * — 5 g 6 
945,000 Do. $$ % Deb. Brock .. .. e| MO |a% E t A B43 — 86 84)— 86 85 344 ФЕ УС 
87,850 — * and Maintenance . 12 5 | 4 H 2 4 1012.103 101 —108 ye z = 818 1 
Yt Vae Re ыл Railway, 6% Ё ior Lien << ee ee | ee өө a M B. x 972 » - 223 
4,900,000 Do. a 6% Income Bonds oe ЕТ [AEG 81 = 83 po» "d ^ " <= од 
66,686 | pe. 64 рше и Hoc ara 1 | N 84 , 
666 | Do. А v e — à 
945 496 Do. K int Mor. Deb. Stock i su 496,695 4 4 72 TERS mcm А 
ELECTRICITY SUPPLY COMPANIES. 
c — ee ee + 6 15 9 
15,000 Bromley (Kent) E.L EL & P. 15,000 ex U| Mo ү е m - É > hee ie 
8431 pion а Kens Eico, Là. ч N 1 to Ba H 1471 6 74 7— 1 da ME S 418 4 
. Pref, ( ы - i P xs 4 010 
8 38,876 Central Electrio apply 4 % Guar. Deb. Stock аё 100 “2 - — 97 —100 - О 
80,000 ро do ү У Prel. 6 42 4i— 4 4 4 s — 1 
" . ` . Аў — à P» * 
rr E „ | out | |S |e ыы 
49,486 | Chelsea Electricity Supply, Ord. .. — .. 5 | d N et. x eT. di СЯ H 415 
116,000! Do. do 96 Deb. Btock Red. .. PEN 800 O 6 1 105 — 1 103 10% | +3 511 8 
10,596 | City of London Elec. Ligh 1 64 6 6 - id 11 — iat ia R e. 413 4 
00001 de. б Bep. (saat öh epd. 10 54 |54|55 191—140 14 — D me (ов 
800,000 Do. 449% 2nd. Db. Stk., Prov. Crte., all pd. | 100 каз | 4% wo ue ме — 108 е оаа А ЕУР 5 
50,000 County of Durham wer, Ord...  .. 6 car. b % 1 — af — Bà .. " . 78 2 
60,000 D do. 5 hig b. Ts 5 6 % 6 934— оф Ти, 959 oe .. es 6498 
40,000 County ot London ilectrio Lighting, Ord, L40000 | 10 59,|592,|5 1— 8 Km 8 + " [EE 
Bo ree 8.9 Pref, 40,001 80,000 | 19 4 $2 % 10 зов. 100 —108" - a S Ea 
Do. do. De ei t : 98 —101 93 —101 190 ei + 49 1 
Do. do, 2nd. Deb. Btock .. | Btock j ЕЁ s A Nil 
80,000 Edmundson's Eleotrio ration, Ord. ee 6 8 NU Nil dii as TRA * Nil 
80,000 Do, do. Cum. Pref, oe H * 2 44% 44 57 — 60 57 — 00 а С io 710 0 
480,500 Do. „ 4 54 | 91 — 91 91 — 94 © » ic ees 
$8,150,000 Electrical Dev.Co.of Ontario, st Mig. Gold Bad. $500 T ee 4 i- d a f 4 612 10 
10,000 Folkestone, : to 10,000 ee ee 6 5 ы Б - bà c» E 59 мем bs 4 13 0 
90,000 Do. «b un — 61 ; "n. was 4 ч 97 —100 97 100 à; м - | 410 0 
ee ee ee E = "i es $ " 6 
15,000 Hove, | 1 to 15 ee 6 , 1 1 0 ба i | £m 31 
$1,876,000 | Kaministiquia Power Co., 5 95 Gold Buds, "|o E TS ge р 
31,000 and Knightsbridge Electric Ord. — .. : 2 ^ 95 — 98 — 98 s ж: a 418 
90,000 Do. do. do. 4% Deben. Btk, | Stock : Раф. la в és H s aan 
111,000 | London poe on,Limited,Ord. | — 8 23182 5 d- 63 is А 617 1 
900,000 UE зи Electrio BUppiy, 1 to 100000 .. r 6 * 9. e: 
76,191 ef. 1—71, oe 106 —109 106 —109 w7 | 106 o4. 4 
985,000 Ist Mort. Deben. Btock ee ee а B64 834 — 863 854 мА P 4 011 
948,0001 Do: Mort. Deven, Btock Redem. | Stock ^ 5 X — 823 BL — 88 82 i + 6 0 6 
000,000 | Mexican Electric E bt Co. 5% 1st Mtg. Gold Buds m ай 151% a T 
12.885.000 Do. Light an Power Co. Ltd., солов .. | $100 eb Dow No 10 10) —106 d к "€ 613 4 
* ,000 Do. n dd шї Mon. doin. 1:4 ee ee ee 98 —100 98 —100 эй x С 4 10 0 
130.51 Emme qt yn pri "S ү: ү: y: 9 1 4 1— 4 T А 915 1 
187,600 Do. ol dum Io on 6 6 3K 6 5 4 — 4 2 > e pem 
North apa ler c Power Bupply : < 98 — 100 == .. 
126,500 6% Mora (Red. ), Nos. їе 1,265 100 ET Jis S 193 — 191— 133 Рр" А Б 6 0 
10,862 | N Hill Electric Lighting.. — ..  .. «| 10 И T 1% 9 e 1% n ve ve 4 i- 
60,000 | ро de Mea E oce iw: IM ITE 4 95 — 08 96 — 98 % il eee eG ie 
119,604 | River Plate Elcty. Co. Ord. Nos. 1 to 120 1 8 % | 8 15 — 1 | и m^ — аве 
worms | Bo Se, E e R Есш" e |" | E 
200, ee 
40,000 Bt. James’ and Pali Mali Electric L ght, Ord. 6 |12% 10 10 [0% 7 A — ^ m сто 
150,000; — io Deb. Brook Hed. of de 7 ч B | 84% ви — se B4 — 88. * а „ |383 
19,000 | Smithfield Markets Electr Su upply, Ord...  ..| Б |4 lent aoe | aoe нь ee te el LM. 
66,000 | South London Electric Supply, ee ee 4 4 8 % - 96 % ^ к s è a 2H 
199.009 | Gonth Met. Шоо, Lt, & Power, Ord... e sd 1 UN noinen»! И з 1ў H zun 
334,520 Do. . 4} % lst Deb, Bk, | 100 |4 а ui 100 —108 2 "gala eee 
Зе чы 159 % Ош. pet, : „ 1 1333077 УЕ 1- 1 es & u IM 
—— Do. o. 44918 Mort, Db. Bik, Red. | 100 «4*4 ae 1-7 А 1 we | 7 8 3- 
808,000 Meret Falls Power 1 rel. oa ее ёё : 1 1 & 2 M x А т E ч a, a TT 
estminsser eotric uppi ee 
Do, do, 38 „ Pret, Re- | 6 ш 0994: 5 — 64 b— 5 4119 
duced from 6% lime NA 818% Dec., 1906) 
* Unless otherwise stated, all shares are fully paid. t Quotations on Liverpool Stock Exobange. Interim Dividend, 
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ELECTRIC TRAMWAY COSTING AND 
STATISTICS. 


[COMMUNICATED.] 


Tramway Costing may be said to belong to that category or 
erk of accounts whose technical appellation is Operating 

osta. Costing is a generic term, and is usually preceded by 
a qualification according to the description of шайынып to 
which it is applied. Systems of Operating Costs are simple 
in construction, whilst the collation of the necessary 
material, ita classification, and the mode of its presentation, 
are in роге free from difficulty. 

All Operating Costa possess a standard or unit of measure 
into which they are converted. The recognised unit of cost 


in an electrio tramway undertaking is the car-mile, in terms 


of which all revenue income and expenditure for uniform 


periods are calculated and expressed. 
Schedule 1. 
Втовве Rromvnp Воок. 
= 
Т 5 | 82 ; 5 Е 
35 p Supplier. ^ Description. | 3 E | В 3 
: | 8 | аў K нуе 
ЕИ p 4 
| і | | 
| | | 
Schedule 9. 
І STonss IssuBD Book 
NE à. " om 
4| © 3 8 " „с 4 : Allocations. 
1 „„ %% Н 
= ы © 5 © 
TU EU EIS еа е | 
| | | 
1 КЕ i rc DG | B i Е E 
| | | * 
| | 
Schedule 3. 
Bronms LEDGER. 
e e .... (Description of stores.) 
Received. Issued. 
CCC 
$$ d 8 С) 3 33 3 3 zs 
ie ge Fea gs 48 2 ggi 
2% 3 à ge А G HEN E Bie 
$m Z | L 88 | Zio | 
© | Е ССр IN | E 
| oe TE | | | | | | [ 
i ! 
po dod. | 
Schedule 4. 
Stores REQUISITION. 
N. : 
. ee ee. Department... . .. Date. 
T» the Storekeeper. 
Please supply the following materials. 
. (Signature.) 
m i | mE | Colum for use of S 
А No or Allo- | No. 011 of 
Description. — weight. cation. | weight Price. | Amount. 99 
| | | supplied. { | Book. 


Schedule 5. 
STATEMENT OF 00005 TAKEN INTO STOBES. 
For the ending ..... ...........19 


Date. Supplier. Particulars. 


Amount, Total. Remarks. 


—— 


i : : D 
| 


Schedule 6. 
STORES BTATEMENT. 


For the 


— —M— — — — 


Stores received. | Stores issued. ` 


| Operation 
| WM COME WE 
А Ф ` 
s ` ШЕ; EFE 2 a 
2 5 2 BE i^ TE 
© 2 8 8 © — "3 E 
А | E в 8 sS Bo A! & 
~ | S4 1 a 


forward from imme- . 
díately preceding . 
period. 


Stores taken Into stock | 
during the period, | 


as per statement 
attached. 


Stock on hand brought | | 


| Stock on | 
| hand. , i | 
22 ЖЕ ЖИЕ ОО ( 
ALLOCATION OF Втовиз (continued). 
Generation. 
2 Б Repairs and maintenance cf 
T ah 58 es] og | 
= = 8 2 0 2 5 
5 ЗЕЕ | ФЕ 2 5 ШТ Я 
e E E28 | бш 3 5.5 Б 8 8 
ge” $33 22 E 838 88 Ex 
8 8 = Do Hi « 2 
ES e ja Ag E Е 
ce | | mM | 
MES UNE 
ALLOCATION OF STORES (continued). 
Distribution. | Buildings. Permanent way. 
Repairs and main- Repairs and 
tenance of— maintenance. 
8 pom qu ‚ Repairs and main- | Б RENÉ d 
$' | 2 8 | Е 5 | 2 tenance of offices, 2 9 a | 
E 35 | $ SE, 5 сагећейв, stores and $ "E alo 
4 $28 14 н other buildings, B S23 bk 3 
M 2 EE 8 е2 excluding power | & 32 8 E 
Len] { ' on 2 
o 8 7 5 2 Е house buildings. 5% 3 
mM SM MEM | 
TOT TT 
| 
ALLOCATION oF Втовев (continued). 
Cars and са equipments. | 
er u 
Repairs and maintenance. | E — $ 
8 3 зв | 2 . * | 63 — 233 & 
F 5 23 а. 23 82 85 3 83 b 
3 3 25 99 85 2 5 m" - — о о aS do 
2 33 33 | 831s? Зр Н 4 | < 
333 R E22 33 E 
8 8 н ® Ё é 8 


MEN 


Lori. 


— 
— — 
— — 


Schedule 7. 


Wages» Pay Bill and allocation for the week ended... .. 19 
DIT | Tas Cape | mE Allocation. 
| - Operation. | 
93 3 8 3 8 | Е Ba с D. 
3 БЕШКЕ 22 GB 
JEN E 29 2 | p3 | Вори 2 
24 | ES 28 |8абь * 
БЕ ES | £8 5225 
| 58 £ ES |& g25 
o 


| 


ET 
И 
| 


— 


— á——À À€— 


| 
КЕБИНЕ, 
| 


ALLOCATION (continued). 


Generation. 


| 
|| 


A Distribution. 
Repairs and 


Repairs and maintenance of | ^ А 
maintenance of 


| 

Е | 

: Eg РЯ E 5 
9 g i 35 8 8 8 S8 | HIA Am 
А . E P pm i з | ‚| ~ 
f z ö „ „ „ ajz 2 
8 ЕНГЕ TER T- 2 B E 2: ag = 28. E 

= 55 ЕВ 3 35 | 2 5 БЕВ fv 

© BEJE 435 ог © | 8 S 2 Bae) 

28. (gl ag 8% 4 i Ф 3 R" 
| 85 82 | | | о! ME, 
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ALLOCATION (continued). Schedule 9. 
Buildings. Perm. way. | RERUM . А Cost Btatement and Statistics for m ended ...............19 
| JJ ĩ А Рег car-mile. 
i Repairs and Repairs and main- be 2 $ 
$ 13 X3 аре бе, нее | * $ = p IH | 4 | 
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из чес Stores, Wages and Indirect Charges may be eaid to embrace 
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the total of the balances of the various stores accounts 
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, the 
6. The 


columns on the right-hand side —that is, goods issued — may 
be obtained readily from the Stores Received and Stores 
Issued books. The balance of the statement, when the 
receipts exceed the issues, represents the book value of the 
stores in hand. 

The wages sheet is prepared weekly, of course, from the 
d е and other sources, and may be іп the form of 

ule 7. 


Schedule 9. 


Per car-inile. 


— 
| 
+ 


This Last 
year. year. 


Description. 


Amount. ` 
Total. 
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Trucks and gear 
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11, 5 per passenger 
13. Units generated and/or purchased 
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16. „ sent out to cars das 
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-— — — 
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Fourth week ... is is ж 
тте me ̃ ͤ—— x...... pp es ИРОНИ 


No. of passengers carried at each fare. This year. Last year. 


Schedule 8 is re tative of the salaries, and is compiled 
monthly, whilst the petty oash expenditure is subject to 
analysis on similar lines. For the reception of the expendi- 
ture as shown by the periodical wages, salaries, stores, and 
petty cash allocations, appropriate accounts are raised in the 
ledger, to which the expenditure is by journal entries 
debiting the varions accounts to which the different classes 
of expenditure refer, and crediting wages, salaries, or stores 
account, as the case may be. The element of estimating is 
ever prominent in varying degrees in costing, and, if we are 
to impose reasonable limitations upon it, some attention 
must be devoted to undae, and in some cases absolutely 
useless, disintegration or segregation of itemised cost. 

The cost statement, which may be designed as per form 9, 
is compiled from the wages, salaries, stores and petty cash 
revenue allocations, and is therefore merely the product of 
the tabulation and incorporation of the revenue informa- 
tion contained in these sheets for a uniform period, with . 
the addition of the head office, general and administrative 
charges, which, in the case of an undertaking which is 
entirely running, can be readily and accurately estimated. 

(To be continued.) 


Е 
THE LOADING OF TELEPHONE CABLE 
CIRCUITS. 


By A. W. MARTIN. 


A paper read before the Institution of Post Office Electrical 
Engineers on January llth and February 8th, 1909. 


INTRODUCTION. 


In any telephone circuit there are at least four factors 
which exert a marked influence upon the transmission of the 
electric impulses, waves or rapidly alternating currents, which 
are convertible into speech by means of a telephone receiver. 
These factors are :— : 

(a) Resistance. 

(b) Inductance. 

(c) Electrostatic capacity. 

(d) Leakance (reciprocal of insulation resistance). 

There is no definite relationship between these quantities 
in the sense that if three be known the fourth can be deter- ` 
mined ; consequently, the investigation of their joint influ- 
ence upon the transmission of speech is a matter of some 
complexity. It is not, however, so complex but that anyone 
acquainted with the ordinary laws connecting the well-known 
electrical quantities may follow the consideration if a little 
mathematical knowledge be po:sessed. 

Four quantitiee have been named above; but there are 

others not so obviously included. When any current of 
varying strength - particularly one of high frequency such 
as a telephonic current—flows through a circuit, eddy 
currente are produced in any mass of conducting material 
near the main conductor, and such currente react upon those 
producing them 80 as to retard tbe rise and fall in strength. 
Again, if there be iron near the main conductor, the iron 
will be reversely maguetised with each alternation of the 
current, and for every cycle through which the magnetisation 
is carcied there will be a definite hysteresis loss in the iron. . 
. So far as the main, or telephone, circuit is concerned, there 
is a certain loss of energy due to eddy currents and the 
hysteresis in the iron. It should be noted that these losses 
are absolute and not comparable with inductance and capacity 
effecta in which energy is stored, not lost. The energy lost in any 
circuit is proportional to c?R, where c is the current strength 
and R the resistance. If eddy currents and hysteresis losses 
produce the same effect as a resistance in limiting the 
current strength, they may be represented by a resist- 
ance, and, clearly, such a so-called resistance is an 
addition to the ordinary resistance of the circuit as measured 
under steady current conditions. The term effective resistance 
is used to denote ohmic resistance (or that offered to steady 
currents) plus that due to the effect of eddy currente and 
hysteresis. 
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In any ordinary telephone circuit consisting of overhead, 
underground or submarine wires revolved, without special 
treatment, the effective resistance is not very much greater 
than the ohmic resistance ; indeed, the difference is so small 
as to be practically negligible. Do not, however, imagine 
that this is the case where inductance or loading coils are 
placed т a circul, or where inductance is increased by coating 
the conductor with magnetic material, such as а layer (or 
layers) of tron wire. As will be mentioned later, the effective 
resistance in these cases is vastly different from the ohmic ; 
either owing to the presence of the mass of iron used in the 
loading coils and the copper of which the coils are formed, or 
to the mass of iron distributed uniformly over the conductor 
as the case may be. | | 

The subject of effective resistance has been emphasised early, 
because it is a matter of the utmost importance, and is 
unfortunately overlooked by many observers. Methods of 
increasing the inductance of a circuit are not difficult to 
find ; the real difficalty is to devise a method of introducing 
inductance without largely increasing the effective 
resistance. 

In circuite free from iron, the inductance may be regarded 
as constant for all currents and frequencies ; but if iron be 
present, as in the case of circuits loaded with iron core coils, 
this is not absolutely true. By properly selecting the 
quality and arranging the quantity of iron or other magnetic 
material used, a very close approximation to uniformity of 
inductance values for all important telephonic frequencies 
may, however, be obtained. In what follows, it will be 
understood that the inductance considered is that measured 
at the frequency assumed in the particular cases ; but it may 
at once be stated that for all frequencies between 500 and 
2,000 per second, the loading coils (with or without iron) 
used in practice are constant in inductance for telephonic 
currents. ` 


Part I. 


Any treatise on algebra dealing with exponential and 
logarithmic series will show that, if— 


1 1 
poss I Шаш 
3 3 
then merz = u (1 b 4 + 7 + 574... 80), 
U (з. 


where м ів а constant. ; 
If this expression be differentiated with respect to z, then 


3 4 „3 
IAD а (о catre te^ - +. ko), 
dx |2 [ 5 | 
$, $. 
u (1 4 4 % % „ . be), 
22 l 


M ae, 


Pat y = ме ar, and the following relation is obtained 


- 


— = ay. 


From this it is argued that when the rate of increase of 
any quantity, y, with respect to another, z, is proportional to 
itself, it obeys the relation— : 

y= Me™, 


If a further step be taken and the expression for м % be 
differentiated twice, then— 


n, Mae 
РЫ l = amar?) = Мае", 
dr? -dz 
or, since у = Ме“, 
4 
Е y = ay. 
1 


This is all very straightforward when one meets with 
y = Me, but when one begins with an equation such as— 


Lu 


it does not follow that— 


у = М 6°? simply, 


Let y = М еї NEY, 
| d. 
then p = Ма 60 — Nae *, 
d” 
and n = М а? е + хае ar, 


=a (M % + хеч), 
| = а? у. 
By trial, therefore, it is seen that— 
y = M er + Меат v 
is a solution of the equation— 
d'y А 
i dz? = ay. 

(See Boole’s “ Differential Equations,” Secend Edition, 
Chapter IX, page 194.) 

As a matter of fact, one may put y equal to as many terms 
in eas one pleases, во long as the powers to which ¢ is raised 
аге kept equal to az and —ax respectively. In the above 
expression M stands for the algebraic sum of all the coefficients 
of terms in «^? and м represents that of all the coefficients of 


terms in e r. 


Proceeding now to the consideration of a telephone cir- 
cuit, let it first be understood that every sound used in 
normal speech is composed of a number of superposed sound 
waves. Suppose three of these waves to be as shown by 
a, b andc in fig. 1, the resulting wave would be of the form 


Еа. 1. 


shown by d. It is unnecessary here to enter into detail as 
to the mauner of converting sound waves in air into currents 
of electricity, of varying strength, in an electric circuit, bat 
it is essential to bear in mind that if perfect telephonic trans- 
mission is to be obtained, the circuit must be capable of 
transmitting currente, the variation in the strengths of 
which, if plotted, would show the same resultant wave form 
as. the speech wave iteelf—such as d, fig. 1. The variation of 
telephonic voltages and current strengths clearly may be 
assumed to obey the general laws for periodic Е.М F. 8 and 
currents of high frequency. | 

The following symbols will be пвей hereafter, others being 
employed and defined as required :— 


R = effective resistance in ohms per mile of loop. 
L — effective inductance in henrys per mile of loop. 
K = electrostatic capacity in farads per mile wire to wire. 
5 = leakance in mhos per mile wire to wire. (OF 
reciprocal of the insulation resistence in 
ohms per mile wire to wire.) 
p == 2 x times the periodicity per second. 


In fig. 2, let А в bea looped circuit ; at A let there bes 
means of impressing an alternating EMF. Take any 
extremely small length of the loop—say, at p—and call 
it А 2. Suppose that, at the instant considered, the upper 
wire as viewed in the figure, is at а positive, and the lowes 
at a negative potential ; and, that the dotted lines rep a 
the way in which the potentials change along the wires 
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the loop in the neighbourhood of P. Next, for the sake of 
convenience, imagiue the short length A z to be re-drawn on 
a very enlarged scale as in figs. 3 and 4. Consider, first, 
fig. 3. If o be the instantaneous current strength in the 
length of loop Az, then the fall of potential difference 


between the wires in the direction A to B (see fig. 2), or the rise 


from B to A, due to the joint effects of the resistance R A zand 
the inductance L Az, will be C RAT + Ат SET 80 


that, if v be the difference of potential at the right end, 
that at the left will be v + ( ex à pe. ) Ат. Ав 
А г is extremely small, no grave error will arise if it be 
assumed that the instantaneous difference of potential 
between the upper and lower wires of the short length is v, 


Fia. 8. 


and that Av represents the small change of potential 
difference between the ends of Az. In which case, and con- 
sidering B to A— 


Av = (ов +1 40.) s, 


Av adc 
С oR TL nearly, 
and if A z be made less than any assignable magnitude then, 
absolutely— 
d v dc 
o; ORO $c. Ws d ‚ (1) 


Now, consider fig. 1 ; where the length A z is the same as 
in the preceding case. The leakance between the 
two wires will be sAz, and the electrostatic capacity 
K A. v. If the instantaneous difference of potential 
between the wires of the short length of loop be v, then 


#-------77 t 


Fia. 4. 


the current leaking across the dielectric from wire to 
wire will be v s Az. In addition there will be required 
quantity of electricity to satisfy the electrostatic capacity 
of the length Az, and this quantity, expressed as a 


‘current strength, is equal to K Az 2А If c be the current 
at the right end of the short length of loop, then that at the 
left end will be c + (s V +K %a The decrease of 


dt 
current strength from д towards в (see fig. 2), or the increase from 


B to А due to the combined effects of leakage and capacity, will 
therefore be (s vV +K ^ir) Az. Again,as Az isextremely 
small, no grave error will arise if it be assumed that the 
instantaneous current strength in the wires of the short 
length of loop is c, and that A c represents the small change 
in current strength between the ends of 4 z. In which case 
and considering B to A— 


acc (sv ) да, 

dt 

Ас dv 
Sv K : rl 

У 2 T dt ere? 


and if, as before, à « be made less than any assignable 
magnitude, then, absolutely— 


Qi s dv 

uo URN EON es с ое (9) 
It is from the equations (1) and (2) that the whole theory 
of telephonic transmission, so far as lines, at least, are con- 
cerned, is built up. 

(To be continued.) 


PROCEEDINGS OF INSTITUTIONS. 


Experiments on Single and Stranded Low-Tension Fuses. 
By W. T. Maccari, A. M. I. E. E. 


(Abstract of paper read before the cia Eade or ELROTRIOAL 
EmGiWEEBS at Leeds, November 17th, 1909.) 


Fon a single-wire fase the usual formula is that due to Sir 
William Preece, vis. :— 
c=k, р‘ 
where— 
С = fusing current in amperes ; 
D = diameter of wire in inches; 
k = constant for any particular metal or alloy, 


od e being about 10,244 for copper, 1,642 for tin, and 1,379 for 


These constants are proportional to VT к/р, 


where— 
T = rise of temperature to fuse the wire ; 
P = resistivity at temperature of fusion ; 
B = emissivity | н 

The emissivity of wires varies with the diameter, а fact apparently 
not recognised by the suppliers of fuse wire, who generally give 
Preece's table, which neglects this variation. When fuses are 
stranded, the constant is further modified by the mutual influence 
of the wires. Experiments wers undertaken to determine the 
variations in Preece's constant with change of diameter, the effect 
on fusing corrent of house-service fuse-holders, and the ratio of the 
fusing currents of single and stranded fuses in the open, and in 
holders. . 

Tbe current was slowly increased by small increments, with a 
pause of one minute at each step. Some experiments were made 
with the fuses horizontal, but it was found preferable to have them 
vertical, as in practice. For the experimenta in air, large terminals, 
$ in. in diameter, with centres 3 in. apart, were used; the porcelain 


37 


— — 3 —— 


» 
L| 
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fuse-holder employed had copper end-pieces with nuts and washers, 
as in fig. 1. The experiments were confined to tin fuses, the wire 
containing 99 6 per cent. of tin. | 
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10 0) results for single wires were aa follows (air temperature 
= Втмегв WIRES. 


| ! | | 
soter. | . w. o. In air of fuse- | . v. o. 10 xx k + 10°, 
Mils. Г older. | Amperes. | 
153 28 : Air 3:58 2:60 1:89 
219 24 » 5:26 2:42 1'66 
28:6 23 : 7°63 177 1°56 
153 | 98 Holder | 458 4:27 2:49 
219 24 ji 628 ' 944 1094 
28:6 | 32 | ji | 817 | 208 1:69 
{ 


The value for 28 s.w.G. in air is with fuse horisontal, all others 
with fuse vertical. 

It will be seen that the values of = and of X decrease with 
increasing diameter, especially for fuses in holders; in the latter 
case the nN r. 0. (normal fusing current) instead of varying as di, 
does not vary even as rapidly as the diameter, but about as its 0:92 


wer. 

In all cases a wire carries more current before fusing in a holder 
than the same wire in the air, but the increase is most marked for 
the smaller wires. 

Passing on to two-stranded fuses, the question arises as to the 
effect of more or less twist of the wires. To avoid complication 
from this source, the amount of twist was kept moderate and 


approximately proportional to the diameters of the wires. 
Two-STnaAnD F'vsms. 
In air or 
Diameter. | awa, cb. fase: pee, oum 
153 28 32 Air 6:37 1:47 1:42 
21'9 24 m 8'85 1:37 1:37 
28:6 22 2 ii 190 132 1'94 
15:3 28 94 | Holder | 6°37 2°06 1:68 
219 24 21. - 9:38 1°63 . 1:44 
986 22 2} s 134 1:52 1:39 


— 


The same general results are seen here as for the single fuses, 
except that * varies less, ly in air. 
Oomparing the two seta of results we obtained the following :— 


Ratio or N. F. O.“ ғов maln лир Douss Fosms. 


In air or м F.C. for two-strand. 
ГАР fuse - holder. N. F. o, for single, 

28 Air 1:50 

24 " 1°68 

22 » 1°78 

28 Holder 1:39 

24 " 1°49 

22 ái 1:64 
The first is affected by the position of fuse being horisontal, 
зо that у the ratio is fairly constant in air. The increasing 
values with diameter for wires in the holder are due to 


the diminishing effect of the holder, so that these values gradually 
approximate to those for fuses in air. 


Discussion. 


Ма. A. J. Овтров said that further experiments were necessary, 
especially with regard to different numbers of strands and the 
amount of twisting. He had known men who, not having the gauge 
of fuse wire required, bad taken a piece of wire of larger gauge, and 
reduced its cross-section by stretching. This was a most inaccurate 
way of trying to arrive at the required result. 

Ма. H. E. Үвввову said these experiments were valuable, though 
if one must allow euch a large margin or factor of safety in all 
fuses used for domestic and industrial purposes, the difference in 
fusing point with different types of holders and in air would be 
ignored by practical men. 

Mr. E. J. Mansy asked what result would be obtained with two 
similar fuses in series, one in air and the other enclosed in a 
holder. Would the fuse in air blow first on a short-circuit ? 
Experiments with cartridge fases would be of considerable 
interest. 

Ma. T. W. Sameson said the effect of the holder on the fuse 
seemed contrary to what one would expect to find. Ragarding the 
twisting effect, there was not twice the amount of radiating surface 
when the wires were twisted as when they were straight. Therefore 
they had a longer length and less radiating sarface, which would 
have the effect of reducing the fasing current. 

Мв. W.H. L James (Bradford), in a communication, said that 
Mr. Maocall's experiments on single wires confirmed the results 
given by Prof. Bchwartz and bimself, as to the considerable and 
variable departures from Preece's law which occurred in practice. 
Mr. Maccall had been rather unfortunate in his choice of fuse- 
holder. In the type used, even if the wire was quite tight when 
put in, it would expand slightly before fusion, and the degree of 
contact between the cooling porcelain surface and the fuse-holder 
would be of a variable and uncertain nature. The statement that 


in all cases a wire VV & holder 
than the same wire in air, though true for the holder made 

use cf, was not true for every of fuse-holder. If a tabular 

fuse-holder were used with the wire going down the centre (out of 

contact with the porcelain), the x.F.c. might be lower in the holder 

than in the open air. 

Ма. W. M. Воскввон said he found that aluminium asa fuse, 
gave far better results in the case of heavy currents, than tin or 
copper. Copper fused practically the whole length, wheress with 
aluminiam a small portion only was affected. In Halifax they had 
adopted alaminium altogther for fases, with excellent results. 

Mn. W. T. MACCALL, in reply, said he thought that for wires of 
small diameter, e.g., 28 8.w.G., which was often used, having a 
fusing current of 3 or 4 amperes, and even for 24 s.w.o., the 
difference produced by placing the wire in the holder was sufficiently 
important to matter, especially as it was an increase in the fusing 
current. He had not done any experiments on short circuits, bat 
he thought that the difference in fusing current would be sufficient 
to make the one in air fase first. He had noticed that it made 
quite a considerable change in the fasing current if the wire were 
put in the holder loosely instead of tightly. He thought that in 
the actual experiments the effect was nct very creat. Three strands 
carried a little more than twice as much as one, and a double strand 
carried 1:5 times as much as a single. 


Recent Developments in the Transmission of Electrical 
Energy. 


By Pror. E. W. MancBanmr, D.8c., Member, and E. A. 
Watson, M. So., Student. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGInzEers al Manchester, November 30th, 1909) 


INTRODUCTION. 


THE transmission of electrical energy over long distances has 
received far greater attention in America than on the Continent of 
Europe. At Niagara there are five power stations for the supply 
of electrical energy, giving a maximum output of 320,000 xr. 
Taese supply power over a distance of 150 miles; very shortly this 
distance will be extended to 250 miles. The effect of this vast 
source of power on the industrial development of the district in 
which it is placed has been enormous. At the present time it is 
estimated that a population of 40 million people resides within 
the area which represents the field of distribution for Niagara Falls 
and in future years, as the eleotrification of the railways progresse, 
it is certain that the Niagara district will become an unrivalled 
centre for manufacturing industries. In no other single place in the 
world (except possibly at the Victoria Falls of the Zambesi) is 
there located so vast a supply of power. 

On the Pacific Coast the problem has been of an entirely different 
character. Large towns have sprung into existence chietly as the 
result of mining and agricultural enterprise, and as fuel is 
expensive, the supply of electrical energy for lighting and tramways 
from water-power has led to the development of many oom- 
paratively small powers, the energy from which is distributed some- 
times for as great a distance as 250 miles. 

For the supply of electric power to the City of San Francisco, 
which is under the management of the Pacific Gas and Electric Oo., 
no less than 11 water-powers are connected to the system, the 
power for which is obtained from water used for irrigation purposes ; 
these are coupled in parallel on a single network, covering in all an 
area of 30,000 square miles, extending nearly 250 miles along the 
Pacific Coast. The total length of 60,000-volt overhead line on 
this network is over 1,000 miles. 

A great factor in making these systems a commercial saccess is 
undoubtedly the low а а of land and the cheap rate at which way- 
leaves can be obtain 

The longest distance over which water is carried is at the Electra 
station, where the distance from the source of supply to the 
reservoir is 30 miles. There are, however, many other cases is 
which water is carried several miles before it can be used for power 
purposes. 

A study of these stations makes it evident that many water 
powers in this country which have hardly been considered as of 
practical utility, may ultimately be developed to the great benefit 
of the surrounding district, provided that the necessary wayleaves 
for the transmission lines can be obtained at a reasonable rate. In 
this connection too great emphasis can hardly be laid on the 
advantage which a new country тнр in having land whioh can be 
used for purposes of this kind without payment of heavy dues 
though it may be hoped that even in this country, when the 
great economic and industrial advantages of a cheap supply of 
electrical energy are thoroughly understood, it may be possible to 
use transmission lines over distanoes much greater than bave 
hitherto been attempted. 

The standard pres:ure at present in use is 60,000 volte, three- 
phase. This pressure is used in nearly all transmissions o£ 50 miles 
and over, and appears to give rise to no practical difficulties ia 
operation. In several cases stations have been designed for 
pressures up to 110,000 volte; in many of these, lower pressures 
are being used until the load on the station is sufficiently large to 
necessitate the higher pressure being employed. The station st 
Island Bar commenced operation at 110,090 volts on October Ш, 
1909, along its transmission line of 153 miles, while that of the 
Central Colorado Power Co. at Shoshone has been in operation at à 
pressure of 90,000 volts since May, 1909. The of trane- 
mission over these distances is usually figured at 90 per cent., and 
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it can be maintained nearly constant as the load on the station 
increases, by raising the working pressure. 

Higher voltages are undoubtedly possible at the higher altitudes 
of Colorado and the Nevada's than oould be used on similar 
installations ín our great manufacturing districts; but, allowing 
for all effecte of climate and atmosphere, there is no doubt that 
there is no great technical difficulty involved in the use of much 
higher voltages than have hitherto been attempted in this 
country. 2 

At tbe present time, the possible voltage is only limited by the 

production of a corona or brush discharge from the line it:elf. 
' Thie corona is due to the electric stress produced in the neigh- 
bourhood of the wire, by the electrostatic charge which it carries 
being greater than the air can stand. Disruption of the sone of 
air next the wire takes place, accompanied by light, sound and 
chemical effects, and a serious loss of energy. A corona on а high- 
tension line mutt never be allowed, as the power loes which accom- 
panies it will amount to a very considerable figure. 

The stress which will be produced in the air at the surface of a 
transmission line depends on the potential difference between 
lines, the diameter of the wire and the distance apart of the: 
. wires. 

The value of the electric stress which can be allowed in the 
neighbourhood of a transmission line depends on a good many 
factors. It has been demonstrated beyond any doubt that it 
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Fia. 1.— RELATION BETWEEN R (Ковствас STRESS) AND 
THE DIAMETER OF THE WIRB. 


depends to some extent upon the size of the conductor, rising as 
the conductor size decreases, according to the curve shown in fig. 1. 
Secondly, the electric strength of the air is known to become less 
as the atmospheric pressure is decreased, so that at high altitudes a 
corona is more easily formed than at low ones, the relation between 
electric strength and sir pressure being given approximately by the 


expression— 
B = R, (0°2 + 0'8 p/760), 


where p is the preesure in millimetres of mercury. 

A similar lessening of the electric strength is also produced by 
an increase of temperature, the law being linear in this case also. 

The voltage of discharge from a perfectly clean wire seems to be 
little affected by the presence of water vapour in the atmosphere; 
but if the wire be dirty, not only does the discharge in any case 
occur at a lower voltage, but the voltage is lowered still further if 
water vapour is present. For this reason there has been consider- 
able discrepancy between the results obtained by various workers 
on the aubject. | 

For the present it is suggested that the figures given in fig. 1 
should be used, combined with a factor of safety which should have, 
approximately, the following values :— 


Large towns or industrial districts especially near sea- 
level, e g., Lancashire, &. is: M i 

Ordinary open English country ... T she 

Mountainous or other districts far from any source 
of contamination of the air ; vs 


The systems which use a working voltage approaching the 
possible maximum are as yet but few in number. The ordinary 
60,C00-volt plant, of which there are numerous examples throughout 
America, does not approach the limit, except it be on an occasional 
short feeder of small diameter. The main transmission line of a 
60,000-volt scheme, even if of copper, is rarely less than 000 B. and 
B., or ‘47 in. diameter, and very often an aluminium conductor of 
considerably larger size is employed. 

The lines which are at present being worked at voltages 
approaching the limit, the stresses existing on these lines, and the 
factor of safety which bas been allowed, are given below :— 
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Plant. Voltage. 8 Spacing. Altitude. Stress. . phe ea 
| | E | Fi. lever. for altitud 
m. kv. em. for altitude. 
Great Western] 110,000) 000 300 | 800 ` 242) 152 
43 Я ` " 
Island Bar { 150,000 E i — 330|) 111 
Central Colo- оа | | 
rado Power | 1009 Tatrand | 300 | 6,000 232 19 
Ss | hemp соге J | | 
Grand Rapids ... 100,000 0000 | 800 | 1,000 | 19°6 1:87 


With the exception of the few comparatively small plants 
installed in France and Bwitzerland, all the modern transmission 
schemes employ three-phace alternating current. Undoubtedly, for 
a very long transmission from a remote source of power, such as a 
waterfall to a large city or industrial area, the Thury system of 
direct-current trangmission has many advantages. 

In the first place, the working voltage with a direct-current line 
may be much higher than that which is possible with an alternating 
current one, as the effects which limit the alternating voltage avail- 
able, such as the corona, depend not upon the R.M.8., but upon the 
maximum value of the voltage used. . 

The charging current of the line in an alternating current 
transmission is a factor needing serious consideration, especially 
when a frequency of 60 (frequently used in the States) is adopted. 

The possibility of resonance (not really very serious) and the 
danger of interference with telephone and telephone circuits, also 
militate against the use of alternating currents. 

Oa the other hand, the elasticity of the alterna‘ing-current system, 
with its parallel method of working, renders it very suitable for the 
large networks of power lines which are springing up all over the 
American Continent. 

The question of frequency is settled more by the question of 
standardisation than by any other consideration. 

The standard frequencies on the American Continent are 25 and 60 
cycles, the latter being used almost universally for lighting purposes. 
It ie, however, distinctly too high for & really sound long-distance 
transmission, There seems to be a great aversion to using 25-cycle 
current for lighting, althosgh in one or two towns this is done. 
The large plants on the Pacific Ooast all use 60 cycles and have 
very large charging currents. One plaut in particular, which will 
ultimately operate а line 153 miles long at 110,C00 volts, will have 
a charging current corresponding to an output of nearly 
15,000 K v4. In at least one case, the question of the charging 
current due to the high frequency bas limited the value of the 
transmission voltage employed. 

It teems unfortunate that the excessive standardisation prevailing 
among the manufacturers of electrical machinery should cause the 
adoption of such an admittedly unsatisfactory frequency as 60 cycles 
per second. 

The operation of a number of widely distributed central stations 
on a common distributing network has presented few difficulties in 
actual practice. The methods adopted for synchronising the 
machines are similar to those employed in this country, rotary 
synchronisers being most commonly used. In many cases water- 
power plants are running in parallel with steam turbines through 
100 miles of line, and no difficulty from hunting has been met 
with. | 

The lateat practice to facilitate good synchronising is the use 
of pneumatically controlled switches. These are much quicker in 
operation than any other form of switch yet put into service, and 
the new switch has the advantage of being independent of the 
judgment of the operator. 

Asa matter of fact, synchronising through a long transmission 
lice is a much easier matter than synchronising in a central station. 

The practice of switching-in machines without synchronising ів 
not common in hydro-electric stations, though in the General 


Electric Co.’s works at Schenectady, synchronous motors and con- 
. verters are put into circuit in this way, the motors being fitted 


with copper damping rings to give the necesssry starting torque 
aud bring them up to speed. 

The protection of the overhead line against lightning stroke and 
atmospheric discharges is a matter of great importance. American 
engineers state that this problem is one of the most serious that 
they have to face, and the opinion is very generally held that no 
so-called lightning arrester is effective in protecting a transmission 
line against the effect of lightning stroke. In nearly every station 
that was visited the old arresters are being displaced by those of 
the electrolytic type. These arresters are kept charged by being 
connected every other day direct to the overhead line, but normally 
they are arranged with a spark-gap between them and the line. 
Even on a long line arresters are fitted only at the central station 
and at the sub-stations, the extra safety gained by fitting them at 
intermediate poiots being discounted by the increased risk of 
breskdown due to their use. 

The most eifective protection against lightning is undoubtedly 
the earthed wire. Daring a recent very severe lightning storm 
near San Francisco, the only transmission line that was not put out 
of service was one having an earthed wire arranged above the line. 
Not only does the earthed wire act as a screen against the electro- 
static effect by charged clouds moving in the upper regions of the 
atmosphere, but it also provides a path to earth more direct than 
that of the line wire over the whole length of the transmiesion 
line, and thus prevents a lightning stroke from striking the trans- 
mission line. In most cases where the earthed wire is fitted, 
however, the best practice is to connect a lightning arrester of the 
ordinary type to the line as an additional safeguard, 

Troubles from lightning are much less likely to occur on a high- 
voltage transmission line than on those working at 20 or 30 kilo- 
volte, on account of the more effective insulation of the line. 

In no stations are there water-jet dischargers installed in which 
an electrostatic charge is conveyed to earth through a water jet 
playing against the Jine. With the high voltage used, it ia obvious 
that the resistance of the water, if there is to be no considerable 
leakage current, would have to be so high that it would not be 
sufficiently conducting to get rid of an electrostatic charge with 
any great rapidity. 

It has been suggested at various times that asynchronous gene- 
rators consisting of ordinary induction motors run above syn- 


" chronous speed could, with advantage, be employed in many 


transmission systems. This is especially the case in large networks 
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fed from a number of stations. On some of these networks where 
there are many small water-powers the use of such a small gene- 
rator has many advantages. Itis extremely robust and mechanical 
in construction, and quite simple in operation; it nseds no exciter 
and has no rubbing contacts. It can be thrown straight on to the 
line without synchronising, and it can be short-circuited with 
impunity. It requires, of oourse, that the current at the station 
shall lead on the voltage in order to supply the necessary 
magnetising component. This is not generally a disadvantage, as 
on all high-tension long-distance transmission lines the heavy 
charging current will look after this. An asynchronous generator 
connected to a line of sufficient capacity will excite itself and 
furnish power without the use of any synchronous machine to set 
the step, and on this account care should be taken that the magnetic 


circuit of such a machine is not worked at too low а density. If. 


an asynchronous machine be taken whose voltage magnetising- 
current characteristic is given by a straight line— i.c, if the iron is 
unsaturated, there will always be found a critical value of connected 
capacity at which the machine just excites. Any increase of the 
capacity will cause the voltage to rise until the magnetic circuit 
becomes saturated, aod if this occurs much above the normal work- 
ing voltage, serious damage may result. 

Asynchronous stations feeding into networks generally have their 
governors arranged so that they work steadily at full load all the 
time. The variable portion of the load is taken care of by ordinary 
synchronous generators. 

An interesting example of the use of asynchronous machines is 
given by the exciter sets in many of the generating stations of the 
Pacific Gas and Electric Co. Iu these sets a water-turbine or Pelton 
wheel, a direct-current generator, and an induction motor are all 
coupled together. In case of a heavy load on the generator, the 
induction motor helps the water-wheel, while, if the load is light, 
power is returned to the line by the induction motor running as 
a generator. No governors are provided, the epeed being controlled 
entirely by the induction motor. Synchronous machines had been 
tried, but had given trouble by breaking step. 

An efficient system of telephones is 4 matter of fundamental 
importance in the operation of a large network, and the question 
of telephone interference is, therefore, one which requires most 
careful consideration. In the case of a transmission line at 100,000 
volts and over, no attempt appears to have been made to run the 
telephone lines on the poles used for the transmission line. With 
60,000-volt schemes the usual pra-tice is to arrange the telephone 
line about 10 ft. below the transmission line, and to support it on 
insulators on the same poles. In order to avoid mutual induction 
effecta, the telephone lines are transposed at frequent intervals. 
Transposition of the telephone line is, however, not sufflcient to 
prevent induction, as the inductive effecta from the three main 
lines are sufficiently different in magnitude on the two telephone 
lines to give large currents along the whole length of line. Electro- 
magnetic induction may bs» almost completety avoided by trans- 
posing both the trausmission line and the telephone line. The 
transposition of the transmission line is effected by using special 
pairs of towers at intervale of about 3, miles; in most cases the 
lines are transposed by the third of a revolution at each trans- 
position point, With these precautions the telephone issufficiently 
satisfactory, even over a line of 150 miles in length. 

If the nentral point of the three-phase system is earthed, this 
arrangement serves as an efficient safeguard against electrostatic 
effecta, but where A-connected transformers are used, and there is 
no definite earthpoint provided, these effects may be very large. 
In order to obviate them as far as possible at the telephone, the 
wires are connected by a split choking-coil at the enda of the line, 
and the centre point of thie coil is connected to earth. 

Ia most of the large installations the telephones are brought to a 
controlling station, from which all instructions as to the operation 
of the various plants are issued by a load dispatcher.” The ''load 
dispatcher” gives instructions to each plant as to the number of 
units whicb are required to be in operation at the station ; all 
breakdowns of the line are reported to him, so that he knows 
exactly what sources of power are available for the supply that is 
required. 

The arrangement of the transformer on the high-tension network 
is one in which considerable discrepancy of practice appears to 
exist. At the present time there seems to be a decided preference 
in favour of A connection. Briefly stated, the relative advantages 
of the two methods of connection are as follows :— 

Advantages of л : (1) If опе of the phases breaks down, the other 
two will supply power to the extent of two-thirds of the capacity of 
the transformer; (2) if an earth occurs on one leg of the trans- 
mission line it does not affect the running of tbe system provided 
the insulators on the other two wires are sufficiently large to stand 
the concatenated pressure of the system. 

Advantages of star: (1) The size of insulator used need only be 
large enough to withstand the star pressure of the system ; (2) the 
neutral point can be earthed and the pressure between each line 
and earth definitely equalised. This point is of great importance 
in connection with telephones (as mentioned above). 

As a matter of fact, the advantages of the 3 system in enabling 
the transformer to run with two phases only, if one of the lines 
break down, is not practically important, as it is found with 60,000- 
volt working that the insulators installed are rarely large enough 
to withstand the full-line pressure, and if one of the phases breaks 
down, the line is put out of service until repairs are effected. The 
same thing holds good with regard tothe transformers. In spite of 
this, however, à connection is much more common than star, and 
at the Great Western Power Co.'s station, where the change from 
60,000 to 110,000 was made on October Ist, 1909, the connection 
was altered at the same time from star to д. 

It is remarkable that star working is not more frequently used, as 


it would appear to be a much more sati arrangem 
almost every point of view on extra high-tension systems. 


(To be concluded.) 


ent from 


Róntgen Soelety. 


AT the meeting of the Rontgen Bociety which took place on 
December 2nd, Pror. А W. Porrss, B.Sc., gave a demonstration 
on the subject of electrical discharges on photographic plates. 
His technique is the usual one followed by previous investigators, 
such as Mr, J. Brown, of Belfast, and the late Lord Armstrong— 
namely, а spark from an induction coil producing an electrical dis 
charge over a photographic plate, at the back of which isone 
terminal in the shape of a copper plate, while the other terminal is a 
wire brought into contact with the sensitive emulsion. The point 
at which his experiments part company with those of other 
observers is in the creation of a partial vacuum around the plate. 
The negative discharge at atmospheric pressure produces a 
characteristic and well-known figure, but if the pressure be lowered 
some remarkable features make theirappearance. With a pressure 
of about 55 centimetres of mercury Prof. Porter found a general 
tendency for the familar fan-shaped figures to spread out rather 
more widely and to become more fully developed. At 45 
centimetres’ pressure à new phenomenon was noted in the shape 
of a detached triangular figure, sharply pointed, which looked ss if it 
represented the re-aggregation of the discharge after it bad been 
spread out. This bright pointer became much more pronounoed st 
balf atmospheric pressure. 

He then carried out some experiments by changing the gas sur 
rounding the plate, and found that nitrogen, oxygen, carbon dioxide 
and ammonia each gave distinct figures, and that it was almost 
possible to determine the gas through which the discharge had 
passed by the character of the figure obtained. He suggested the 
side-splash theory to explain why it was that the discharge in air, 
starting from the terminal and shooting across the plate, would 
suddenly send out a branch at right angles to ite main 
line of direction. Each of the finer lines in the figure 
obtained with the negative spark on a plate probably represented 
the actual path of one or a group of the small ions into which the 
composite ion was broken up. 

Prof. Porter proceeded to demonstrate the effects obtained by 
sending a blast of air across the plate and by placing the plste 
between the poles of an electromagnet while the discharge was 
being passed. Such a procedure modified that part of the dischatge 
which went right across the plate tothe other side. He thought that 
this part of the discharge consisted of heated air which was made 
into a conductor, and the effect of the blast of air or of the 
magnetic field was to blow this heated air on one side. The 
appearance was as though the plate had been the region ofa 
cyclone. He made a further series of experiments in which the 
electrode on the sensitive side of the plate consisted of a wire 
brought down into contact with a small triangle of copper or 
other metal. In the case of a positive discharge, i.e., one in which 
the triangle was made the positive terminal, there was a tendency 
for the streamers to come off from the corners of the plate, while in 
the case of a negative discharge they came off almost at right 
angles to the sides of the plate. The fact that the negative dis- 
charge came off at right angles seemed to indicate that it was 
governed much more by the statical conditions than the discharge 
ofthe positive. He had been unable to trace any effect due to tbe 
plate. Whatever the speed or sensitiveness of the photographic 
plate, the luminous picture was exactly the same. 


THE FERY ELECTRICAL PENDULUM. 


By DR. ALFRED GRADENWITZ. 


In order to eliminate the slight deviations from perfect accuracy 
that still impair the working of mechanically operated pendulums, 
due to the influence of mechanical friction, even when they are 
fully compensated for temperature and pressure variations, electric 
propulsion has been adopted, with a considerable measure of 
success. ‚ 

Certain drawbacks are, however, experienced also in connection 
with electrical pendulums. The oscillating part usually operates 
the contact used to drive it, and auch contacts are apt to interfere 
with the working of the pendulum. The isochronism of the latter 
is further disturbed by the effect exerted by the winding-up of the 
weizht or spring, so as to make the pendulum sensitive to the 
slightest alterations in the amplitude of osci!laticn. 

As a pendulum mainly serves to regulate the working of a clock, 
it should be touched as little as possible, and should have to perform 
the minimum of work, in order to be kept at as regular a working 
rate as possible. In order to comply with these requirement, Prot. 
Ch. Féry, of Paris, has constructed an electrical pendulum based on 
а novel principle, which has been under observation for two year 
in his laboratory. 

The св remarkable feature of this pendulum ie its ccmplete 
freedom from contact with solid bodies throughout ite oecillations. 
The regulating device of the pendulum presents some analccy with 
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the synchronising attachment suggested by Cornu, which has been 
used by Féry in its original shape in connection with some other 
pendulum mechanisms. This consists of a fixed coil traversed by 
the synchronising current, which acts on a bar magnet rigidly oor- 
nected to the pendulum. 

The improvement suggested by Féry ie the substitution of a 
horse-shoe magnet for the bar. Magnets of this kind are far more 
astatic with regard to magnetic disturbances, and of a considerably 
more constant magnetic intensity. 

The most interesting feature of the novel device, however, is 
that the other pole of the magnet freely oscillates inside a brass 
ring O (fig. 1), which constitutes the bob of a small auxiliary 
pendulum of exactly the same oscillation period as the main 


Fic. 1.—Ёйву ELSOTRIOAL PENDULUM. 


pendulum. Between the oscillations of the two pendulums there is 
produced alag of one-quarter period, the auxiliary pendulum being 
operated by the reaction due to the currents induced in the 
ring o. 

e function of this auxiliary pendulum is to operate the two 
contacts RR, the former of which closes the current of a constant 
battery P connected to the operating coil s, while the other main- 
tains or synchronises the working of the secondary clocks HH by 
means of the battery r’. 

If this pendulum be properly regulated, it will have the impor- 
tant property of starting of its own accord as soon as its terminals 
are connected to & battery. It can therefore be installed even in 
an inaccessible place (e. 9., in a constant temperature cellar) inside 
a casing in which the air pressure is maintained constant. 

As the consumption of electricity is said to be only about 
1 watt-hour per annum, any kind of standard cell can be used for 
the operation of the pendulum. 

The instrument was shown for the first time at the recent annual 
exhibition of the French Physical Society. 


a 


NICKEL WIRE RESISTANCE FURNACES.“ 


By Da. M. LEBLANC. 


15 connection with some experiments which the author has been 
carrying ont on the nitrification of calcium carbide, he has found it 
necessary to employ temperatures up to 1,300° C. for long periods, 
and the satisfactory results which he and his collaborator obtained 
by using a nickel wire resistance. farnace led him to determine 
whether nickel wire could be used also in the construction of 
small crucible furnaces capable of being connected direct to a 
110-volt network. 

The first point was to ascertain the correct thickness of wire to 
employ. After some preliminary experiments it was found that the 
most suitable thickness was 1 mm. This wire was wound in triple 
layers round a Pullak cylinder 14 cm. long, 45 cm. internal 
diameter and 1:5 mm. thickness of wall. The distance apart of the 
individual turns was in the first layer 0:5 mm., in the second 0'8, 
and in the third 1 mm. ; the windings extended along the cylinder 
for a distance of 12 to 124 cm., 1 cm. being left free above and 0:5 
to 1 em. below. After winding, the first layer was smeared with a 
magnesia paste, and a piece of asbestos paper 2 mm. thick was laid 
upon this to insulate it, the second layer being afterwards wound, 
and so on. The total length of wire employed was 38:5 m. After 
being wound the clay cylinder was inserted in an iron (or, better 
still, aluminium) housing 11cm. diameter and 22 cm. long, closed 
at the top bya lid having a suitable opening left, and at the bottom 
by & clay slab. The outer edge of the cylinder was flush with the 
lid. The housing was filled in with magnesia for retaining the 
heat. The ends of the windings conveying the current were covered 
with nickel wire 1:5 mm. thick, and passed through two terminals 
fixed in the lower clay slab. The latter was 63 cm. from the ground, 


*Abbreviated translation from Zeitschrift für Elektrochemie,“ 
Vol. 15, September 18th, 1909. 


the lower part of the housing being so cut away as to form three 
legs on which to support it. 

After completion, the furnace was connected to a 10-volt 2-ampere 
circuit to dry it out, being subsequently put on the 110-volt 3-ampere 
circuit to finish this operation. After being allowed бо cool, 
it was then connected direct to the 110.volt municipal supply 
(which occasionally showed fluctuations of 10 per cent.), and the 
following results were obtained :— 

Time 


Current. Temperature. Time Current. Temperature 


(minutes). Amperes. Degrees C. (minutes). Amperes. Degrees C. 
0 22 20 | 30 4b 1,090 
5 6:0 520 50 44 1,110 
10 5:25 790 60 4'4 1,135 
15 5'0 930 163 4'0 1,125 
20 4°75 1,000 355 3'6 1,065 


With a view to ascertaining the behaviour of the furnace with a 
longer duration of heating, and also to determine its life, two 
series of experiments were carried out on two furnaces which 
differed from that described only in that the clay cylinder had a 
thickness of wall of 3 mm. In the first series the furnaces were in 
circuit continuously, and in the second the furnace was disson- 
nected from the supply 23 times, and reconnected after cooling. 
The first series gave the following results :— 


Period of Period of 
burning Current. Temperature.) burning Current. Temperature, 
hours. Amperes. ees C. hours, Amperes. rees C, 
2 43 1,130 223 277 910 
43 3:25 990 256 2:65 880 
72 3:0 970 390 2:55 850 
127 3:0 940 418 2'5 820 
151 29 920 437 2'5 800 


е furnace was then switched off, and it fell to pieces while 
cooling. 

The second series of tests showed a similar drop in temperature 
and current. After burning for 351 hours (excluding time taken to 
cool), the furnace gave, just before burning out, a temperature of 
790° with 2:2 amperes. 

For many experimental purposes, temperatures up to 300° C. 
are sufficient, and in these cases the ess of wire employed can 
be reduced. Oare should be taken when winding to see that there 
is not a kink inthe wire. 

From the data given, it seems possible without much trouble to 
construct other types of furnaces employing nickel wire as the 
beating unit. 

Oertain objections have been raised by Carpenter to the use of 
nickel wire for this purpose, owing to the structural changes which 
he states take place in it when submitted to high temperatures, 
but the author holds that nevertheless there are considerable 
advantages to be derived from the substitution of nickel for plati- 
num, one of the chief being that a laboratory can construct and 
repair the furnaces in its own workshop. The cost of constructing 
the nickel-wire furnace is about 10s., as against the price of £4 108. 
for a 110-volt Heraeus platinum furnace of smaller dimensions; the 
cost of renewing the nickel wire is about 3s. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


ITALY.—In order to secure entry under the lower scale of duties 

which has been fixed for goods, the produce of countries 
receiving most-favoured-nation treatment in Italy, of which 
the United Kingdom is one, British goods should be accom- 
panied by a certificate of origin issued by Italian Oonsular 
officers, Italian Chambers of Commerce in foreign countries, 
municipal authorities, Chambers of Oommerce, foreign 
Customs authorities or other authorities specially designated 
by the Ministry of Finance, showing that the country of 
origin of the goods is a country entitled to most-favoured- 
nation treatment. By country of origin is understood the 
country wherein the goods were produced or received their 
ultimate industrial transformation, whatever, in the case of 
manufactured goods, be the origin of the raw materials used 
in their production. When goods proceeding from countries 
enjoying most-favoured-nation treatment have been supplied 
to trade, or have entered public or Customs warehouses in a 
country which does not enjoy such treatment, they cannot 
claim the benefit of the lower tariff. Certificates of origin 
must bear the autograph signature of the authority issuing 
them and the following details:—Name and residence of 
the consignor of the goods, name and residence of the con- 
signee, quantity marks and numbers of the packages, the 
quality of the goods according to their commercial denomina- 
tion, the gross weight of the packages, or such other inform- 
ation sufficient to determine the quantity of the goods, the 
means of conveyance used for the shipment, and the date on 
which the certificate was issued. 


Lire = 9,4d., or 25 lire = £1. Kilog. = 2:204 lb. 


The following duties are payable, the rates given being those of 
the lower scale referred to above: 


' | | | R : 
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поо" 

Iron and steel wite:— Having a diameter of 5 mm., or : 
less, but exceeding 14 mm. voi jos . 11 
Having a diameter of 14 mm. or lese s se 13 
Iron and steel rails for railways T у 6 
Copper, brass or bronss: In bars, sheets ‘and plates. 14 
In wire of a diameter of more than 4 mm. 805 .. 20 
„ $ mm. or les. 40 


Hammered, in coarse articles oe hee .. 18 
In ornamental articles not gilt or silvered — ... ee 75 
Gilt or eilvered: In bars, sheets or wire . s *. 100 
Wound in threads of textile materials Sas .. 100 
Other ae - T bes .. 120 
Articles not specially mentioned .. or sis * 90 
Multitubular boilers ... S s M "m . 14 
Other саз 12 


Steam engines: Fixed (without boiler) or semi-fixed 
(with boilers), gas and petroleum motors, including 
rotary motors  ... ке 12 

Hydraulic machinery and water or wind motors including 
turbines, hydraulic wheels, pulsometers, pumps and 
elevators, presses, ners lifts, hydraulic 


jacks, &c. ... jus ге R кы .. 10 
Locomotives without tenders - a ni bu S14 
Locomobiles and marine engines ... 12 
Dynamo-electric machines: Weighing more than 1, ,000 kg. 16 

Weighing 1,000 kg. or less... .. 25 
Electric accumulators and metallic parts thereof 48 
Electric transformers, with or without oil ЕР 8 2 


(To be continued.) 


NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. TRoMPsoN & Co., Elec- 
trical Patent Agents, 285, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all i inquiries should be addressed. 


27,101, ‘Improvements in telegraph transmitters." G. M. GODDARD, A. C. 
Grover and G. C. ThRALL. November 22nd. (Complete.) 


37,103. "Improvements relating to carbon holders in magneto-ignition 
apparatus, current distributors or the like." Firm of R. Boscu. (Date 
applied for under Sec. 91 of the Act, July 27th, 1009, being date of 
application in Germany.) November 9204. (Complete.) 


27,125. “ Improvements in electric switches." L. Losas. November 23nd. 


27,154. Clockwork mechanism provided with an electric winding device.“ 
J. BrEi; ER and J. Besabcon, November 22nd. (Complete.) 


27,172. ‘‘Improvements in or connected with electrically-operated frame 
apparatus." A. H. Gin IN GG. November 23rd. 


27.175. Improvements in electric actions for organs and the like." C. 
BAMBERGER. November 23rd, 


27,183. ** Model electric aeroplane.” H. W. Horne. November 23rd. 


27,2221. "Improvements in and relating to clectric storage battery plates." 
ACCUMULATOREN-FaurRik AKT. Ges. (Date applied for under Bec. 91 of the 
Act, February lith, 1909, being date of application in Germany.) November 
28гд. (Complete.) 


27,945. ‘* Improvements in or relating to regulating devices for direct-current 
dynamos.“ F. Knorr Akt. GES. (Date applied for under Sec. 91 of the Act, 
March 18th, 1902, being date of application in Germany.) November 23rd. 
(Complete.) 


27,252. "Improvements in or relating to rotating magnet wheels for turbo- 
generntors,"' . T. Buaruy. November 23rd, (Complete.) 


27,270. "Improvements relating to electrical machines.” 
November 23rd. 


27,295. ''Improved method of and apparatus for heating air or gas by clec- 
tricity.” T. MCCLELLAND, JUN, November 94th. 


27,335. ''Improvements in electrical standard resistances," 
11KLD, November 21th. 


27,355. " Improvements in electric clock-winding devices.“ 
November 24th. (Complete.) 


27,305. ''Improvements in and relating to the transmission of messages by 
wireless telegraphy or telephony," BuritisH Rapiu-TELEGRAPH AND TELE} HONE 
Co., LTD., and J. G. BALSILLI T. November 24th. 


27,110. ''Improved method of locking incandescent electric lamps in their 
bclders." G. W. BoxERviLLE and J. BUTLER. November “oth. 


27,158. ‘Improvements in automatic telephone exchanges, Bixur N BRO». 
AND Co., Lip. (Sıemens & Halske Akt.-Ges.) November th. (Complete). 


27,474. "Improvement in means for holding globos or shades on the 
galleries of electric light, gas and other fittings." FALK, STADELMANN & Co., 
LtD., and W. J. CHARLES. November 25th. (Complete.) 


27.4783. Improvements relating to power plants embodying alternating- 
current generators and motors.“ H. A. Махов and Mavon & CowLSON, Lib. 
November 25th, 


27. 191. © Improvements relating to the wireless transmission and reception 
of electrical energy." B. Dick, November 25th. 


27. 1% % . Motor-car or carriage lamp (electric) to turn іп any position without 
taking lamp from its bracket." H. A. Gort. November 20th. 

27.40. “Electromagnetic igniting device for arc lamps." 
November 20th. (Complete.) 

71,004. '' Bystem for the production and supply of electricity at given tensions 
by means of a variable speeded (axle driven) dynamo in conjunction with a 
storage battery for railway carriages and other suitable applications.” A A. 
Cras :orp, November 2th. Complete.) 


27,621, ‘Improvements in and rela:ing to the collecting devices of overhead 
electric tramways and rail wave.“ W. H. TcRNER. November th. 

37,11. Improvement 10 the method of and connections of rotor and stator 
bars of e'ectrical machinery.“ BrResu EUTCTRICAL ENcixEEUuINO Co., LTD, 


W. A. PRUE. 


W. R. Bous - 
М. Елік, 


D. Timar. 


November 27th, (Complete.) 

2.0640. ‘Improvoments relating to electric lamps.“ L. Foutzn. November 
27th, 

27,048. '* Improvements in commutators of dynamo-electric machines.“ 


Bir irs: Bros. DS AMO Works, LID, 


(Siemens Schuckertwerke G.m.b.H.,, 
Germany.) November 47, 


97,663. ‘Improved method of controlling electrical quantities by means of 
sound waves and apparatus therefor.” F.J.CmHauBERS. November 27th. 


27,6614. Improvement in method of charging electric resistanoe furnaces.” A. 
PETERSON. (Date applied for under Bec. 91 of the Act, January 7th, 1900, being 
date of application in Sweden.) November 27th. (Complete.) 


97,689, ''Improved detector of thermal and electrical energy." AMALGAMATED 
Seu TrzLEGRaAPH Co. (O. Von Bronk, Germany.) November 27th. (Com. 
piete. 


№ 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Mrsses, W. P. Тномрвои & Co., 285, High Holborn, W. O., and at Liver- 
pool and Bradford; price, post free, od. (in stamps). 


1908. 


Boosters FOR Train-LIGHTING SYSTEMS AND THE LIKE. 
J. J. Hall. 16,478. August 5th. 


Driving BHArrs ErnkcTRICALLY AT Hion SpeEvs. R. Fessenden. 21,481. 
October 10th. (Date applied for under International Convention, October 

. Bist, 1907.) 

MEANE oF ELECTRICALLY HXTmO Liquips. J. A. Abbott. 94,088. November 
10th. 


INcaNDkscENT Exvxcrric Laus. Soc. Française d'Incandesceace par le Gaz 
(Systeme Auer). 24,212. November 18th. (Date applied for under Intet- 
national Convention, November 12th, 1907.) (Application for Patent of 
Addition to No. 11,149 of 1909.) 

ATTACHMENT FOR THE SPARKING PLUOS or INTERNAL-ComuusTIOR ExoGINES. 
A. Feaviour. 94,525. November 14th. 

Process ғов PropvcinG TRANSPARENT, FLEXIBLE, INFUSIGLE, INSULATING 
Меріл. K. Winkler. 24,597. November 16th. (Date applied for under 
International Convention, November 18th, 1907.) 

ALTERNATING-CURRENT DyNAMO-ELECTRIC Macnings. British Thomson-Houston 
Co. (General Electric Co.) 25,465. November 95th. 

ELTCTRIO BwirCH. Cardwell, Boorman, Ford-Lloyd, Ltd., and C. Stirling. 
25,819. November 30th. ° 

MANUFACTURE OF THE JUNCTION AND OTHER FITTINGS oF METALLIC CoNDUITS 
коң ELECTRIC CoNDUCTORS, Charles Н, Pugh, Ltd., and G. F. Bull. 26,232. 

. December 4th. 

CHEMICAL ELxkcTROLYTiC Process For CLEANING METAL OBJECTS TO HE 
GALVANIBED OR NICKELLED. H. Vollert. 27,084. December 12th. 

MOUTHPIECES OF SPEAKING Tunes AND TELEPHONES. H. James. 
December 16th. 


CONTROLLERS For ELECTRIC Motors. British Thomson-Houston Co. (General 
Electric Co.) 2, 188. December 24th. 


W. Stansfield and 


71,383. 


1909. 


ELECTRICALLY-OPERATED Visual SIGNALS FoR Raitways, W. C. S. Coan. . 
January 5th. (Post-dated May 19th, 1909.) 

Contact BREAKERS FOR USE WITH MaGNETO-ÉLECTRIC MacHiNES. F. R. Simms 
and Bims Manufacturing Co. 1,641. January 

IONITION Devices POR InpeRNaL-ComBustion Exaines, T. B. Smith. 3463. 
February 12th. 

MEANS FOR AOTUATING THE CONTACT ARMS OB LEVERS OF ELECTRIC SWITCRE?. 
A. H. Curtis, A. Н. Mackley and Adams Manufg. Co. 4,111. February lith. 

RECEIVERS FOR WIRELESS TELEGRAPHY. Marconi and Marconi's Wirelces 
Telegraph Co. 4,125. February 19th. 

EL! CTRIC LioHTiNG SYSTEMS IN WHICH LAMPS ARE ARRANGED IN SERIES. C. Н. 
Stearn and C. E. Tophain, 4,694. February 25th. 

ELECTRIC GENERATORS GIVING CONSTANT PRESSURE UNDER VABYING SrEE Us. 
R. Derain. 4,8397. February 27th. (Request under sec. 19 not granted.) 
ConstaNT-TENSION WINDING AND PayING-oUT APPARATUS ESPECIALLY ADAPTED 
FoR MARINE CABLEWAYS FoR LIFE-SAVING AND OTHER l'URPOSES. T. Miller. 

5,903. March llth. 

Time-Limit DEVICES FOR USE IN CONNECTION WITH ELKOTRO-MAGNETIC CIRCUIT 
Breakers. Electric & Ordnance Accessories Co. and N. Collins. 7.276. 
March 26th. 

ELECTRIC Fusk Boxes. 

ELECTRICAL SWITCHES. 
11,605. May 17th. 

MANUFACTURE. OF ELECTRICAL CONDENSERS. 
und Halske Akt.-Ges.) 13,135. June ith. 

MrraL Boxks FoR SwitcneEs AND WALL Prvos. 
June loth, 

Non-INTERCHANQRAELR SAFRTY Fuses FoR ELECTRICAL Circuits. Siemens 
Behuckerwerke Ges. 14,622. June 22nd, (Date applied for under inter 
national Convention, June 23rd, 1909.) 

TELEkrnowic Recrivens. W. R. Webb. 16,657. July 5th. 

ELTCTRIC HEATERS FOR Кра on Lecis. Ponzini. 15,786, July 7th. 

ELECTRIC SIGNALLING BYSTEMS FOR RAILWAYS AND THE LIKE. J. D. Taylor. 
15,978. July 8th. (Date applied for under International Convention, 
January 80th, 1908.) 

CONTROL or PoOLYPRASE Мотокв AND THE LIKE, Allgemeine Elcktricitat. Gow, 
17,754. July 30th. (Date applied for under International Convention, 
Jul» 31st, 1908.) 

ELI CTIC INSOLES FOR Бнокв, BOOTS AND THE LIKE. 
August lOth. 

COOLING Dynamo-Evectric MacHtnes. siemens Bros. Dynamo Works. 
(Siemens Schuckerwerke Ges.) 22,789. October 6th, 

Devices FOR THK Locking oF Exvrctric Lawes 1% ruft HOLDERS. T. 
McClelland. 299. January 6th, 

METAL-FILAMENT F.vectnic Lamps. J. Meszaros. 667. January lith. 


ELECTRICAL BLOCK SIGNALLING APPARATUS FOR RAILWAYS ARD THE Like. F. W. 
Smith. 2,150. Juuuary 29th. 

ELECTRODES FOR ELECTRIC F'URNACES.. M. Ruthenburg. 4,175. February 9С, 

ELrcrROMAGNKTIC COUNTERS, M. S. Conner. 4,271. February 22nd. 

ArraRATUS FOR PLOTTING Magnetic LINER oy FORCE AND FOR LIER PURPOSES, 
T. Parkes, 6.258. Mareh ith. 

ProtkeTive CovERINGS FOR SHIPS’ PROPELLER SHAFTS AND OTHER MACAIYVE 
PARTIM, satb COVERING BEING ALSO ADAPTED TO SERVE FOR ANSLOUL TS 
PURPOSES, SUCH AS THE LININGS OF CELLS FOR ELECTRIC ACCUMULATORS AND 
or Rooms FOR CONTAINING ELECTRIC ACCUMULATORS, H. D. Traun. 11,114. 
Muay lith. 

Юүхлмов ок ELECTRICAL Morors. J. Н. Garty. 14,391. June 19th. 

Rotous or DyWNAMO- ELECTRIC MACHINES FOR REnvciNG Noise. Siemens Bros, 
Dynamo Works. (Siemens Behuckertwerke Ges.) 19,012. Ang -* Isth. 
Dyaxo-ELkcfTuic Ма‹нїхЕЧ. B. G. Lamme, 19.502.) August 33rd. Dage 

applied for under International Convention, October 7th, 13808.) 

MEANS FOR CooLINo THE Коток WINDINGS IN DyNAMo-ÉLECTRICAL MACHINABY. 
Siemens Bros, Dynamo Works. (Siemens Schuckeitwerke Ges. 1.02. 
August 26th. 


R. Sheehy. 10,796. Muy 6th. 
A. P. Lundberg, G. R. Lundberg and P. А. Lundbere. 
Siemens Bros. & Co. (Siemens 


C. A. Backman. 16013. 


O. Rampelbergh. 17.409. 
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No. 1,678. 


THE TYRANNY OF THE POSTMASTER- 
GENERAL. | 


No охе who has constructed or maintained an overhead 
electric tramway can have escaped the rod of the Postmaster- 
General, laid on by the hands of his satellites. The Board of 
Trade made regulations requiring tramway owners to erect, 
at their own cost, an expensive and dangerous system of 
guard wires for the purpose of saving the public from con- 
tact with telegraph wires which might break and fall over 
the live trolley wires. In other words, the tramway owners 
have to protect the public (as well as they can under the 
added risks thrust upon them), not only from the breakage 
of their own wires, but from any wires which happen to be 
near enough to the trolley wires to fall on them if they 
Should break. No matter if the tramway is the first comer: 
if telegraph wires are erected afterwards, guard wires must 
be put up at the cost of the tramway undertaking. And 
the Post Office officials worry the heart out of the respon- 
sible man on the tramway, making him comply not only with 
the plain Regulations of the Board of Trade, which are bad 
enough in all conscience, but with all manner of supple- 
mentary Regulations newly hatched by, or for, the Post- 
master-General himself. 5o long as precautions are necessary 
to prevent the tramway during normal or abnormal working 
from injuriously affecting telegraph wires, however distant 
they ba, it is reasonable enough to require the tramway—the 
obvious offender in such case — to adopt or pay for the 
adoption of suitable means for preventing future dis- 
turbances of the same nature. Under this head would fall 
disturbances or faults due to induction or leakage. Bat, 
when the unoffending tramway owner is saddled under com- 
pulsion with the cost of taking care of wires which are 
entirely foreign to his system, and are supposed to be con- 
stracted of suitable materials, and maintained in proper 
order by & Government Department, over whose actions the 
tramway owner has no tittle of control, then it is high time 
to cry aloud for justice. | 

The cry went up, years ago, and was heard by the Tyrant, 
who hardened his heart against the suppliants, and, when 
they became importunate, bade his menials scourge them 
with scorpions in place of the whips used aforetime. In 
less symbolic terms, the Post Office declared that guard wires, 
hooks, diversions, cablings and all other then known instru- 
ments of torture were insufficient to protect his Majesty’s 
telegraphs, and that thenceforth the cost of inserting fates 
and heat coils in every telegraph circuit which approached a 
trolley wire should be borne by the tramway undertaking. 

No matter that the Postmaster-General deems it expedient 
for the safety of his lines to provide fases and heat coils at 
his own expense wherever there is no overhead tramway 
system, he will declare, and will maintain even before an 
arbitrator, that the existence of the tramway in any 
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particular place kas put him in drcad of his wires being too 
weak to stand the strain, therefore he must adopt the extra- 
ordinary precaution of using fuses and heat coils at bis 
instruments in case his wires should fall on to the trolley 
wire, in spite of the entanglements below, which his ingenuity 
has provided free of cost to himself. 

This fresh piece of tyranny has been resent«d most strongly 
by all tramway owners, and strenuous efforts have been 
made to repudiate the persistent claims of the Post Office 
for payment of its charges for doing routine work in its 
own buildings. The matter was brought to a head by the 
recent arbitration proceedings between the Postmaster- 
General and the Tramways and Light Railways Association. 
For this purpose a test case was made out of a claim upon 
the Wemyss Tramway Co, but it was agreed that the 
decision of the. arbitrator should apply generally to some 
60 or 70 tramways in the kingdom. Та reality, therefore, 
this was a momentous and final arbit:ation upon а question 
of principle. 

As reported already in our columns, the award was entirely 
favourable to the Postmaster-General, but we must confess 
that Sir Robert Hunter's case seemed slight beside that 
presented by Mr. Sidney Morse for the Association, although 
it goes without saying that the handling of the case for the 
Post Office could not have been more brilliant. 

If anyone is in‘erested enough to.read, and digest if he 
can, the legal arguments which ave alleged to have led to 
this decision, he will find a verbatim report in the September 
issue of the Tramways and Light Railways Association 
Official Circular. 

It is not considered sportsmanlike for a batsman to revile 
the umpire for giving him “out l. b. w., and, on the same 
grounds, we will refrain from criticising the arbitrator's 
award. But it is necessary to point out that all owners of 


overhead trolley systems are liable now without question to 


be mulcted in any sum for any work which the Postmaster- 
General likes to вау is a reasonable protection against the 
trolley wires. That is how the effect of the award presents 
itself to us, and it is, therefore, an award which makes the 
tyranny of the Postmaster-General a more relentless instru- 
ment of oppression than ever. 


THE favourable results obtained by the 


E b rig leading German manufacturing firms 
шешт. during the year 1908— 9 have not, as сап 


easily be imagined, been achieved solely 
from the trade in the domestic market. Indeed, the inland 
sales would not have sufficed to guarantee the works that 
amount of employment which was necessary to yield a satis- 
factory return on the large capital invested- in the under- 
takings, and the deciding point is declared to have been the 
circumstance that the companies succeeded in conquering the 
markets of the world in an increasing measure. Most of the 
countries in Europe no longer form a specially favourable 
market for the German firms, as the high Protectionist move- 
ment has closed a number of countries to them, whilst others 
which are still good customers, such as Scandinavia, Belgium, 
&c., will shortly, it is thought, be gradually lost in consequence 
of the erection of new Customs barriers, On the other hand,the 
new United States Customs tariff has not had any material 
effect on the German electrical industry, as the former does 


not come into con-ideration for the latter, owing to the hi;h 
development of the American electrical industry. Bat the 


‚ recent improvement in business in the United States has 


reacted favourably upon the course of trade of the German 
works, in во far that the Americans are finding enough work 
at home, and are no longer so dependent upon competing in 
the markets of the world. The low prices of raw materials, 
such as copper, zinc, &c., ia recent years, have also been of 
advantage, and the cheaper supplies of fuel are likewise 
benefiting the industry. As to the question of railway 
working by electricity, the work in connection with main 
lines does not seem to make the desired progres, 
and the hopes entertained in this respect from the 
Federal States have again been dissipated. The 
branches which are expected to offer the largest scope for 
the employment of electricity in the near future are con- 
sidered to be electrochemistry and  electrometallurgy. 
In particular it is thought that where suitable ores and 
water-powers are available, the electrical prodaction of iron 
will gradually supersede the use of blast furnaces, whilst the 
progress made in the lamp industry is calculated to lead to 
the expulsion of gas as an illuminant. within a moderate 


period, aud to its employment as a producer of heat to a far 


greater extent than at present. Apart from these consider- 
ations the German electrical firme, especially the A.E.G., are 
preparing to render themselves more than ever independent 
of making any purchases in the market other than those of 
raw materiale, and the A. E. G. is negotiating for a larger tite 
in the snburbs of Berlin for the establishment of large 
works for the production of various articles, including glas 
and porcelain ware. З 


THE various railway workshops «e 

Indian Railway being gradually converted to electric motor 
5 drive, and the undoubted economy and 
flexibility of this method of machine 

driving so commends itself to the authorities that all-round 
extensions are in contemplation. The most important 
railway—the E.I. Rail way— has its central shope at Jamalpur. 
and uuder the able guidance of Mr. Tyson Wolff, the elec- 
trical engineer, a very complete system has been developed. 
The shops, yards and neighbouring cantonment are brilliant 


. lighted, and the workshops themselves are quite up-to-date 


in their modern electric-motor equipment. Between 
Howrah, the Calcutta E.I. Railway terminus, and Lilloab. 
the location of the carriage works, there is a three-phase 
high-tension transmission transformed down at either end 
for lighting and power. 

The О R. Railway has its central workshops at Lucknow, 
and here, too, are some very modern examples of motor work. 
Various sized motors are geared down to direct drive on to 
slow-spe-d shaft lines, doing away with the old cumbersome. 
noisy, and inefficient belt drive from engines fixed at the end of 
each line of. shafting. For the carriage works there и * 
high-tension three-phase transmission, the voltage at the 
far end being stepped down for use on small motors for 
various purposes. The O.R. Railway is wholly a Govern- 
ment Railway, and no electric extensions have been carried 
out during the current year. It is said chat the recently 
appointed loco. superintendent is hatching a large scheme for 
electric expansion, which will probably be put into effect in tbe 
next financial year if the Budget and the higher authorities are 
both favourable. 

The North-Western Railway has its headquarters 1. 
Lahore, where a new workshop is being built. Under the 
ekilfal direction of the elect'ical engineer, Mr. С. M right, 
the electrical equipment of the old workshops leaves nothing 
to be desired. The special feature here is the kiff“ 
motor drive, each machine—lathes, planers, rolls, and drills— 
being entirely self-contained, with its motor and ewitcbge! 
under the immediate and easy control of the workman. 


The central power station is modern in every the 


. latest addition being several seta of chain-grate mechanical 


stokera for the water-tube boilers. It is anticipated thet » 
electric installation of the new workshops will be è pedo 
piece in its way. Being a Government railway, all machin! 
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is indented through the India Office, Whitehall, and Indian 
contractors get, the go-by, except in cases of emergency, and 
for casual accessories. This is an old grievance in India, 
and will probably remain a grievanoe—but that is by the 


Bengal-Nagpur railway workshop: at Khargpur, about 
. 70 miles from Calcutta, leave little to be desired in the way 
of up-to-dateness. Тһе electrical engineer, Mr. Franklin, 
who ig at present home on leave, is a keen enthusiast at his 
work, as is shown by a cursory glanc: over and around the 
shops. As the workiogs of this line are not so completely 
overahadowed by Government officialdom as those of the 
other lines, possibly the results are due to grea‘er freedom of 
design and more ec pe for originality. 

The foregoing by no means exhaust the number of 
important railway lines with large and modern electric equip- 


ments. The Great Indian Peninsular Railway, the Bengal. 


North-Western, the Madras Railway, the South Indian, all 
can boast of having important electric power p'ante, but the 
few superficial notes given will help to indicate that railways 
in India are not far behind their elder brethren at home in 
their utilisation of modern electric ideas and prac:ice. 


DEALERS in electrical fistings are often 
anxious to appropriate for their own use 
and benefit some special word or phrase, 
and register it as а trade mark. It is 
almost a natural tendency for anyone who is selecting a trade 
mark to endeavour to acquire some title which sha'l be 
laudatory of their goods, or attach them to a particular 
locality. But this the law does not allow. 

In giving judgment in three trade mark cases heard in the 
Court of Appeal, the Master of the Rolls laid down certain 


What Can be 
Registered us a 
Trade Mark ? 


principles of general importance in relation to what is, and 


what is not, a valid trade mark. The real importance of his 
observations lies in the fact that this is the firat time that the 
Court of Appeal has had to consider the meaning of Sec. 9 
of the Trade- Marks Act, 1905, which amended the law 
affecting trade marks. By that section, a trade mark must 
contain, or consist of, at least one of the certain essential 
particulare, inclading the name of a company or form repre- 
eented in a special or particular manner, a signature, or an 
invented word or invented words. It may also (by 
Jub-sec. (4)) consist of “а word or words having no 
direct reference to the character o: quality of the goods 
and not being according to its ordinary signification a 
geographical name or surname." N» other name, signature, 
or word can be deemed a distinctive mark, except by order 
of the Board of Trade or the Court. The object of Sub- 
вес, (4) is clear. It is meant in the first place to prevent 
traders seizing hold of laudato-y adjectives and monopolising 

em. For instance, “ Elegant electric fittings” could not 
be registered. In the second place it is intended to prevent 
the name of a town or district being attached to one article 
to the exclusion of others. Thus, “ Birmingham boosters ” 
could not be registered. As the Master of the Rolls said : 
“ Wealthy traders are habitually eager to enclose part of the 
great common of the English language, and to exclude the 
general public of the present day and of the future from 
access to the enclosure." Не also said: “It is apparent 
that no word can be registered under this Sub-sec. unless it 
is ' destructive, that ів to say, ‘is adapted’ to distinguish 
. the goods of the proprietor from the goods of other persons. 

Some words such as good, best, &c., cannot be adapted. 
There are other words which are capable of being adapted, 
and as to such words the tribunal may be guided by evidence 
ав to the ex‘ent to which use has rendered the word dis- 


tinctive, . . - . . It is not unimportant to observe that a 
landatory epithet if allowed to be registered cannot be 
removed after seven years. Again, there ig this dis- 


tinction between word marks and other marks. 
appeal: to the eye as well as to the ear. It seems to follow 
that a word not being an invented word ought not to be 
pat on the register if the spelling is phonetic and 


A word . 


resembles in sound a word which, in its proper 
spelling, could not be put on the register." In the light of 
these observations the Court declined to allow the registration 
of the Crosfield's Perfection Soap " with the word Per- 
fection " upon it. They also granted an application to 
remove fron the register the word Orlwoola as applied to, 
woollen goods. "They refused, however, to prevent an appli- 


cation being made for the registration of Californian 
Syrup of Figs,“ because it has here for many years been а 


widely-kaown proprietary medicine, and the name has been 
ised in litigation as a trade mark. It is material, 
however, to observe that when the application for the regis- 
tration of these words is made it will be competent for other 
persons to come in and object. : 
We sometimes wonder whether people really underatan 
the distinction between a trade name and a trade mark. A 
trade name can be acquired by long usage, and if the goods 
of the particular trader have come to be known by it, it can 
be protected. Thus, suppose Certain goods had come to be 
known in the electrical world as ©“ Morell’s Matchless 
Motors,” no one else could describe his motors as Morel's 
Matchless Motors,” making a colourable alteration in the 
spelling of the name for the purpose of deceiving the public. 
A sain, if the firm of Brown & R.binson sold Brown and 
Robinson’s Lamps, Robinson, who carried on a rival 
business, could not take a man named Brown into partner- 
ship for the express purpose of enabting him to call his 
lamps Brown & Robinson's." He conld not, of course, 


be actually-prevented from taking Brown into partnership, 


but the Court would restrain him from selling his lamps 
under such titles as would be calculated to lead the public 
to think that they were the goods of another and an older 
firm. | 


Law is said to be the incarnation -of 
common sense! That is the theory; but 
a casual perusal of many of the decisions 


Tramways and 
Stray Dogs. 


of the Courts is not always calculated to convince the non- 


legal mind. Ав a general rule where there is a dispute 
between a tramway company and a passenger, the company 
comes off second best. This is nearly always the case where 


the issues of fact are left to a jury. When the trial is before 


a jadge alone, the element of prejadice is eliminated, and 
the dictates of common sense appear to mould the decision. 
In this connection reference may be made to the case of 
Todd v. Paisley District Tramways -Co., decided in Scotland 
on December 7th. 

The claim was for £20 damages in res 
a dog, said to have been killed throug 
servant of the defenders. I: was alleged that on August 
10.b, 1909, while acting as driver of a car, notwithstanding 
the fact that a valuable schipperke dog which belonged to 
the pursuer was then underneath it, and that his (the 


t of the loss of 


- 


the fault of a. 


driver's) attention was duly called to the fact, he started the 


car, with the result that the dog was killed. The defender's 
witnesses stated that the car was in motion when the driver's 
attention was called to the fact of the dog being under the 
car, and that immediately be was informed of the fact he 
stopped his car as quickly as it was possible for him to do во. 


Sheriff Lyell, in deciding the case in favour of the | 


defenders, stated that it was unnecessary for him to deal 
with the evidence of either the witnesses for the pursuer or 
the witnesses for the defenders, as to whether the car driver 
stopped his car after his attention had been directed to the 
dog being under same, as the pursuer himself had во 
materially contributed towards the accident by permitting 
what he contended was a very valuable schipprrke dog, to 
be at large and unattended in a public thoroughfare, where 


there was an obvious danger of its coming to grief, and he 


accordingly found for the defenders, with costs. 

We should be glad to see the principle of contributory 
negligence more often applied to accident cases on this side 
of the border. For instance, if those who are in charge of 
children allow them to run at large in streets and other 
places where they are in constant danger, why should. the 


owner of the vehicle which runs over the child be always 


held responsible? | 
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ELECTRICITY IN THE WEAVING SHED. 


1х view of the extremely unconvincing report on electrical 
driving of textile factories which was recently issued by the 
Bradford Engineering Society, it is somewhat of a relief to 
turn to a carefal investigation carried out in connec- 
tion with a small German jute weaving shed, which po:sibly 
did not offer the best of opportunities for electrical driving 
to prove its worth. 


Fig. 1.—SrmwxENs-ScHucKRRT GENERATORS SUPPLYING PowER то WravinG SHED. 


The weaving shed in question is- situated in the town of 
Vetachau, and the owners were confronted with the ques- 
tion whether they should choose mechanical driving direct 
from the engine or individoal electrical drive, using the 
same engine for generating electricity. | 
3; With a view to arriving at a decision, tests were made of 
steam and coal consumption with the existing installation, 
which showed that the 30 looms in use averaged 52 Н.Р. 
per loom, with reed widths of 36 in. to 72 in. and speeds of 
180 to 112 picks per min. This power consumption was 
av from several indicator diagrams, giving 15:7 1.H.P. 
for the 30 looms, but as it was recognised that loom 
stoppages affected the figure, and that а single loom under 
normal running conditions required more than :52 H.P., 
further tests with three motor-driven looms of different віл s 
were arranged by the Siemens-Schuckertwerke, which con- 
firmed the experience in other jute mills that the power con- 
sumption could be reduced and the output increased, and inci- 
dentally led the firm to adopt the individuaal electrical drive 
without reference to a possible increase in power consumption. 

It was found that the annual coal bill with the existing 
drive amounted to £28 74, and the firm agreed that it 
would pay to install the individual electric drive even if 
the coal bill increased to £33 178. 

The actual plant installed consisted of an 85 күл. three- 
phase alternator giving 230 volts pressure at 750 R. P. u, and a 
dynamo for lighting purposes giving 210 amperes at 110 
volts and 1,280 R P. u., both being belt-driven from one 
countershaft, as shown in fig. 1. 

T he loom drives, which are shown in figs. ? and 3, necessi- 
tated the re-erection of those machines, and include 
reduction geara and slipping clutches. 

The working of the clatch is as follows :—A brake disk 
в is keyed on the loomshaft a, fig. 2. 
c, having the brake lever D fixed upon it, surrounds the 
disk в. By means of the lever D the brake-band E, which is 
laid round the brake-disk в, can be drawn as tightly as 
desired. The tension is obtained from the spring r, which 
can be regulated by the nut c. 


The large spur wheel 


The spring F is thus tightened until the power necessary 
to drive the loom smoothly is transmitted from the lage 
враг wheel c to the brake disk B, and thus to the loomsbaft a. 
If now an impulse ія given in excess of the torque snitable for 
the normal running of the loom, the brake band E is enabled 
to slip slightly on the brake disk в. AE. 

Undue strain is thus avoided on the teeth of the large 
gpur wheel c and of the pinion H on the motor spindle. 

In -addition to the occasional overloads mentioned, the 
elipping clutch comes into action every time tbe sudden 
stoppage of the loom takes place in ordinary 
working. The loom motors are totally enclosed 
as a protcc:ion against dust and mechanics) 
injury. | 
` The interest of the case, however, lies in 

the results obtained with the new drive, which 
was tested by several independent investigators 
on behalf of the firm. " | 
In the first. place it was found that the 
‘speed of the looms averaged 9°15 per cent. 
higher than with mechanical driving, and that 
due to the regolar drive yarn breakages were 
no more frequent and the cloth had a more 
uniform appearance. 

Under the new conditions the average 
power consumption works out as follows, the 
results being summarised :— 

By the terms of the agreement the original 
power consumption (15:7 H.P.) could be 
increased in the ratio 599 17 

; £287 

Allowing for increased speed (9°15 per 
cent.) this becomes 20:5 H.P. 

Allowing for the “ standstill ” time, which 
was with steam drive 40 per cent., and under 
the new conditions 26:4 per cent., the con- 
sumption may be further increased to— 

20 5 x (100 —264) L 25˙2 Uf. 
100 — 40 
It had thus to be proved tbat the 30 
looma, with individual electric drive did not require more 
25:2 H.P. on the average, assuming a fally-loaded generator 
with an efficiency of 87 per cent. and an engine with an 
efficiency on full load of 85 per cent. 

Tests were taken with the 30 looms running only, and 
nine steam 0 рт showed an average of 42 7 1. H. p. 

Degucting the friction load of the engine (106 H. r.). 


„giving 18˙8 ЕР. 


— 
D 


Fic. 2.— ELECTRICAL Loom Daive BY тив 
BIEMENS-SCHUCKERTWERER. 
and allowing an engine efficiency of 85 per cent., the power 
consumed amounted to — 
00 


(42-7 — 166) х 109 = 307 irr. 
85 


Making an allowance for the generator working at only 
68 per cent. efficiency owing to the small load, the figure is 
again reduced to 24 H.P., or 4'6 per cent. less than the 
guaranteed figure. 

The most important result, however, is that the same 
looms ав were mechanically driven are now able to give an 
increased output of 16 to 20 per cent., and that with (as 
the result of further tests) a decreased coal consumption of 
2 lb. of coal per loom per day. 

As we have previously mentioned, this particular case— 
for the details of which we are indebted to Mesars. Siemens 


Bros. Dynamo Works, Ltd.—is not one which favours the 


€ 
Fia. 3.— ELECTRICALLY Daiven Loom, SrgxENS-SCHUCEBRT SYSTEM. 


individual electrical drive, but the resulta show that it is well 
worth recording. 

We only regret that the German investigators did not 
carry. their testa a little further and provide us with some 
actual figures as to the net value of the increased output of 
the looms, and the terms under which the Siemens-Schuc- 
kertwerke carried out the installation, as it is an unfor- 
tunate fact that the British manufacturer is, generally 
speaking, unable to grasp the advantage of a change unless 
it be stated in value of yarn or cloth, and is, moreover, not 
во favourably placed, financially, as his German contem- 
porary in regard to the carrying out of such a scheme as 
that referred to above. 


IN REPLY ТО "A.P.C."—A BROADER 
PHILOSOPHY. 


The strong shall wait for the weary, the hale shall halt for the 
weak. ...... With hammer and chisel and pen, We will work 
"n for ever and ever. Amen.— Kipling. 


THE arguments recently advanced in these columns under 
the heading, The Fetish of the Steady Job" (November 
19th, 1909, pages 838, 839), can hardly be allowed to pass 
unchallenged. Already, at least one correspondent has 
pointed out some of the inaccuracies of reasoning, but there 
are many still uncorrected. The article referred to cannot 
be called unbiased, or even reasonable. Its tone is bitter, 
80 bitter, indeed, as to suggest a disappointed desire on the 
t of its author to secure one of the “ steady jobs " which 

e so much decries. He accuses Government officials of 
ignorance concerning the conditions of commerce and trade: 
the accusation is, in the vast majority of cases, unfounded, 
such men having, and generally utilising, exceptional facili- 
ties for studying this subject. The author ventuies to 
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express an opinion that A. P. C.'s" knowledge of Govern- 
ment officiale, their work and merits is highly superficial. 
The philosophy he advances is shallow and none too whole- 
some. It is, however, one which is too frequently urged in 
extenuation by those who participate in a “ wild and un- 
dignified rush after their own advantage. 

The sentiment of “ Sufficient unto the day, &c., is 
greatly and widely distorted and abused, while, on the other 
hand, that of Kipling's * Imperial Rescript ” is equally con- 
travened. It is difficult to discuss such a topic as the 
present one without encroaching on the borders of religion 
and sentiment, bnt the author thinks that the following 
remarks wil be endorsed by most broad- 
minded persons, and such as are not too hope- 
leealy prostrated by the gold fever. 

„A. P. C." assumes that all men йге, by 
nature, inherently “ slackers ” (a cynical and 
rather significant assumption). Withont 
going so far as to inspect “ the whole world's 
history,” or to study “the rise and fall of 
nations," it may be safely asserted that the 
above conclusion is erroneous. A capable 
man of the type which A. P. C." assumes 
would succeed so brilliantly if only subjected 
to insecurity of tenure, would rather rise to 
yet greater heights in consequence of the . 
very knowledge that he worked towards a 
steady end. His employment would. not 
change with the days and there would be real 
inducement to concentration. 

Rich men, who have, from the present 
point of view, a maximum ‘security of 
tenure, frequently abuse the same and lead 
édle wasted lives, but it must be admitted 
that an increasing number follow a brilliant 
and useful career —and this is especially во in 
the scientific world. Security of prospects 
has again and again enabled progress which 
would have been impossible had £ s. d. alone 
been the end in view. Life is given to us 
that we may live, and on “ A. P. C.'s" own 
showing, the steady-job man leads a steady, 
clean and useful life—one from which revolutionary methods 
and aims are no doubt excluded, bat one which the author 
ventures to affirm is of more real merit and leads to greater 
national stability than the strenuous life which “ А. P. С.” 
advooates. There is a strenuous life which is meritorious, 
but it is not that which the condemnation of the “ fetish ” 
upholds. 

The existence which “ A. P. C.” apparently regards as 
ideal is one of purely selfish motives, and therein lies the real 
core of the whole discussion. The perfect submersion of 
self is vaguely advocated, but is totally at variance with 
the general sentiment of the article. Moreover, the author 
fails to see how, self being eliminated, anyone could derive 
the least, pleasure or use from life. The whole community is 
supposed then to be feverishly working each man for his 
advancement, yet self is presumed submerged, and the net 
result anticipated is a race of snpermen—the argument is not 
convincing. 

„That specialisation is valueless is, surely, the grossest 
and most absolutely unjustifiable statement in the whole of 
the article or philosophy criticised. Again, America is stated 
to be the first country to appreciate the futility of specialisa- 
tion, yet America is to-day the most striking example of ultra- 
specialisation which the world has yet seen. 

Confining our attention to engineering (“ A. P. C.'s" 
sweeping denunciation of “every trade and profession " 
having no subsequent support in his indictment), American 
engineering is brilliant, bat can scarcely be termed reliable. 
Refer bat to the appalling death roll of colliery and railway 
accidents, to the continual failure of engineering structures 
of every kind in the New World, and it will be seen that the 
fruits of strenuous insecurity may be bitter. 

Insecurity in one part of a social scheme must result in 
insecurity in every other section thereof, particularly where 
the fundamental insecurity lies in the tenure of position on 
which depends the livelihood of the community. In America, 
insecurity of life, property and finance, and even of integrity 
and honour is only too well known. 


ua 
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The author has heard it repeatedly asserted by travellers 
and residents in America that the average American, with 
all his hustle, fuss and commotion, does not get any for- 
гагдег "than his more phlegmatic fellows across the seas. 


- Time devoted to the direction of energy expenditure, to a 


true course for the end iu view, is not wasted. 

Possibly quite a number of persons will hear with surprise 
that France is a decadent country—among them is the 
author. Personally, from a considerable study of the motor 
and aeronantic industries and from a tolerable acquaintance 
with ‘recent developments in science, he was under the 
impression that France was far from losing her high position 
among nations. The only decadence which France has 
really to lament is that of her birth rate. This is truly 
alarming, and would hardly be remedied by the adoption of 
the principle that ** marriage and settling-down are hut 
minor considerations.” 

The choice of Germany as an example of the benefita of 
uncertainty of prospecte is not at all convincing, seeing 
that German stolidity, constancy of purpose, and tremendous 
apecialisation and attention to detail, are leading national 
characteristics. | 

“ Greatness in the financial world can, of course, hardly 
come to one in a Government or municipal position, but 
abstinence from the reckless and ruthless gambling, which 
unfortunately characterises so many millionaires, is hardly 
regrettable. It has been wisely said that no man can 
honestly acquire many millions of pounds in a life-time, and 
seldom even one million, The success of that one man is 
purchased with the happiness, honour and, too often, the 
lives of his rivals or victims. 

Turning, however, from commerce to science, it cannot be 
denied that the sense of security, engendered by the know- 
ledge that one can always obtain a livelihood fot himself aud 
those dependent upon him, is far more condacive to earnest 
endeavour and uninterrupted progress with scientific matters 
than would be the so-called ** strenuous” life. A “ great ” 
man is not likely to be repressed by holding a Government 
position or other “ steady job.” Surely the knowledge that 
he has a steady competence on which to rely will embolden 
him to pursue original lines of study, research and working 
which he would hardly dare to follow under other circum- 
stances. 

„The whole world's history goes to prove that the man 
with the steady job has never done anything to aid progress, 
&c.," is again a grave misstatement, though it is difficult to 
repress & smile at the confident naivete of the wording. 
Many of our greatest men living at all periods of our history 
and following many different ** trades and professions " have 
held State or other steady jobs.“ The world’s great men 
have ever been characterised by the zeal with which they 


pursued their avocation for its own sake and their disregard . 


of their own fame and prosperity. 

In the Government position, so far as concerns the work 
directly connected therewith, the individuality of a man is 
no doubt largely obliterated, but conscientious fulfilment of 
duty and thoroughness in detail are encouraged. To say, 
however, that a Government official has no personal 
responsibility is ridiculous. Every such official—excepting 
those in the lowest positions, held by men who would other- 
wise be door porters or hold other poste of similar insecurity 
of tenure but doubtfa) national importance—is under a heavy 
personal bond. He is fully responsible for any error on his 
part whether in the collection of duties, the sale of stamps or 
licences, in accountancy or in more abstract inspection duties. 
Moreover, these bonds are rigorously enforced. 

As to whether a rapidly varying occupation is really more 
interesting than the thorough study of one or a few branches 
of knowledge there can, of course, be two opinions, but an 
expert in any subject and it is the experts who nowadays 
count —will affirm that the more advanced his studies the 
more interesting have they become to him. "The author is 
still of the opinion that a subject which is made an able man's 
life work is likely to yield better results than would a medley 
of matters under the same conductor. On the other hand, 
an incapable is more likely to approach useful efficiency and 
reliability by adbering to one avocation than by repeatedly 
changing his employment. Such men must come into the 
world, and we are scarcely justified in urging their extermi- 
nation. As to whether a man has a “right of existence," it is 


not for a fellow mortal to determine. The licence of life is 
granted equally to us all: to discuss whether such equality 
is justified approaches dangerously to arrogance. 

Oar lives are surely given to us for some better end than 
mere money-grubbing and killing off our less efficient 
neighbours. There is & certain genus of beings who prate 
of the benefits accruing to mankind from the strenuous life 
as advocated by them. In reality these beings, wittingly or 
unwittingly, care for notbing but their own advancement :- 
their morals are hopelessly warped by the spell of greed, and 
to engender a nation of such creatures would be hardly less 
disastrous than reversion to Anarchy and Socialism. 

Safety, reliability and thoroughness are essential in 
engineering, iu individuals and in nations. Transient effects, 
however brilliant, can have no permanent value, and the 
long thin trail on the record of time, however faint, will be 
longer seen, respected and remembered thau the misplaced 
cavities caused by the explosive, ill-directed energy of the 
modern strenuous man. P 

Pampered luxury will lead to the downfall of any nation, 
as surely as it precipitated the Empire of Rome, but the 
philosophy which sets every man against his neighbour in a 
mortal fight for that from which, when attained, all pleasure 
in possession has flown, is no less disastrous in its results. 

Such philosophy is shallow and false: it is selfish in ita 
aims aud narrow in its conceptions of humanity. Even in 
the twentieth century we must leave a small space for senti- 
ment, and must allow that the universe was created for 
another motive than that every mau should waste and shorten 
his life in a feverish attempt to beat his fellows. 

Lest any should condemn these notes as idealistic—they 
are surely far more materialistic and representative of the 
bulk of human nature than a doctrine which has as its goal 
the “abolition of mediocrity,” the creation of “ a race of 
supermen,” and the “trampling” and “starving out of 
existence of inefficients and all those below the average 
superman standard—hardly a pretty side of human patare 
and ambitions. " 

Hard work, and plenty of it, is an excellent, an essential 


thing, but it is not enough alone: it is neither necessary 


nor desirable to live simply and solely to work. 

The author is not a Socialist—Socialism spells invidions 
ruin—he does not believe that the abler man should not rise 
above his fellows; but, on the other hand, he does not 
believe in the venomous, extremist principles advanced by 
„A. P. C.“ In this he trusts and believes the majority of 
his readers to be with him.—R.E.N. 


THE ELECTRIC LIGHTING ACT, 1909.—A 
LEGAL VIEW OF ITS EFFECT. 


THIN measure, which is now upon the statute book, comes 
into force on April Ist, 1910. It makes very important 
changes in the law relating to the supply of electricity. 

It is not possible, in the space of a short article, to deal 
fully with all the various changes which are made by this 
Act. It is necessary, however, for the benefit of supply 
companies and consumers who will be affected, to make brief 
reference to its more salient features. Sec. 1 makes an 
important change in the law as to the acquirement of land 
for the purposes of a generating station. Hitherto it has 
not been competent for an electric lighting company to 
acquire land otherwise than by an agreement. Now, however, 
the Board of Trade may, by a provisional order, authorise any 
undertakers who are already working under statutory powere, 
to acquire land for a generating station esther within or with- 
oul (heir area of supply. The price payable is to be fixed in 
accordance with the Lands Clauses Acts, pursuant to which, 
of course, 10 per cent. must be paid by way of compensation 
for compulsory purchase. 

The only thing to be said about this clause is that it comes 
rather late in the day. It would be interesting to know how 
many supply authorities there now are in the country who 
are likely to avail themselves of the power here conferred. 


i 
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The beneficial effect of Nec. 1 is largely taken away by 
Sec. 2, which provides that no undertakers may erect a 
adque on land acquired after March 31st, 1909, 

leas with the consent of the Board of Trade. given by 
provisional order. Such consent can only be given after 
notioe to owners and lessees of land in the neighbourhood. 
Tbe section does not apply to transforming stations. 

Difficulties have arisen in the past owing to the fact that 
undertekers have not always been able to break up roads, 
railways and tramways outside the supply area for the pur- 
pose of laying mains. In future, however (by order of 
Sec. 3), the Board of Trade may authorise undertakers to 
do this, subject, in the case of roads, to the consent of the 
highway authority affected. If such consent is unreasonably 
withheld, the Board may dispense with it. 

Supply in bulk has never until now formed the subject of 
legislation in a public Act. Again, even in the private Acts 
authorising bulk supply, no authority has been conferred to 
supply outside the area. Sec. 4 of the measure before us 
provides that the Board of Trade may authorise supply in 
bulk by provisional order, unless they think the scheme so 
large as to merit a private Act. The Board may permit 
undertakers to supply electricity in balk to any other under- 
takers upon such terms and subject to euch conditions as 
may be specified if the supply ran be given without breaking 
up any streets егсері such as (he undertakers giving or the 
undertakers receiving the supply are authorised to break up. 
“ Persons affected " by the order may appear and object 
thereto. 

To “ supply electricity in bulk " means to supply it (a) to 
any local authority, company or person authorised to dis- 
tribute electricity to be used for the p 8 of distri- 
bution ; or (5) to any local authority anthorised by any 
general or special Act to undertake or contract for the 
lighting of streeta, bridges or public places, to be used for 
the purposes of lighting streeta, &c. 

With regard to supply outside the area, the fact that no 
supply can at present be furnished outside the area has long 
been a source of trouble and annoyance. Even where 
premises are on a boundary line, the owners cannot legally 
get all their supply from one source. By Sec. 5 of the new 
Act, provision ia made for supply to railways, canals and 
tramways partly outside the area of supply. Such a supply 
may be furnished (with the consent of the Board of Trade) 
for the purpose of baulage or traction. Such congent must 
not be given until persons affected have been given an 
opportunity of appearing and stating their objections. A 
provisional order muat, however, be obtained for the supply 
of electricity to any such railway for purposes incidental to 
the working or lighting of the railway, &c. 

Sec. 6 makes provision for supply to other classes of 
consumers outside the area. If tbe Board are satisfied that 
a consumer outside a supply area wants a supply, and the 
local authority and the undertakers consent, the Board may 
order a supply to be given upon such terms as they think 
fit. If consent is unreasonably withheld, the Board may 
proceed as if it had been given. 

With regard to compulsory purchase, useful provision is 
made, by Sec. 7, to meet the difficulties which must arise in 
the case of the undertaking of a company which is within 
the district of more than one local authority. Thus a local 
authority may, with the consent of the company, and 
subject to conditions approved by the Board of Trade, 
transfer their right of purchase to any other local authority. 
In the case of an undertaking authorised after the com- 
mencement of the Act, the consent of the company will not 
be n ; 
Ав to joint exercise of powers by two local authorities, 
Sec. 8 provides that: the Board of Trade may, with the 
consent of the Local Government Board, authorise two or 
more local authorities to exercise the powers conferred on 
them by the Electric Lighting Acts or any provisional 
order. 

With regard to revision of prices (Sec. 9 provides that) 
the period in future is to be five years instead of seven 
years, 

The transfer of powers by undertakers is also put under 
control. Thus (by Sec. 14) undertakers may not divest 
themselves of the powers, rights or obligations conferred upon 
them by the Electric Lighting Acts or a provisional order 


. rised by Act of Parliament or provisional order." 


otherwise than under, and їп accordance with, а provision 
contained in a licence, order or special Act. 

One of the most important provisions is that relating to 
supply to premises having a separate supply. A person 
having such a supply must (by virtue of Sec. 15) agree with 
the undertakers to pay them such minimum annual sum as 
will give them a reasonable return on the capital expenditure, 
and will cover other standing charges incurred by them in 
order to meet the possible maximum demand for those premises. 
The sum to be paid is to be determined, in default of agree- 
ment, by arbitration. | 

Another provision affecting consumers is contained in 


Sec. 17, which provides that 24 hours’ notice must be given 


to undertakers before quitting any premises supplied with 


electrical energy by the undertakers. In default of such 


notice, the consumer renders himself liable to pay the amount 
registered by the meter at the next reading. Again, if 
payment is in arrear in respect of one set of premises, the 
undertakers may refuse a supply to other premises of the 
same consumer (Sec. 18). | 
To overcome a difficulty which was brought out іп a 
recent case in the courte, agreements for the supply of elec- 
tricity are in future to be exempt from stamp duty (Sec. 19). 
Amongst the remaining provisions contained in the body 
of the Act, by far the most important is that which relates 
to private supply companies. It introduces the monopoly 
principle. We ave often pointed out in these columns 
that, under existing law, statutory undertakers have no 
monopoly in their district. Anyone may supply electricity 
to his neighbour if he is 80 minded. Sec. 23 of the Act, 
however, provides that it shall not be lawful for any other 
local authority, company, or person /o commence to supply 
or distribute electricity within the same area (i e., the area of 
the undertakers) unless such supply or distribution is aa 
e 
section, however, does not prevent any company or person 
from affording a supply of electrical energy to any other 
company or pereon where the business of the company or 
person affording the supply is not primarily that of the 
supply of electrical energy to consumers." It is further pro- 
vided that the section shall not prevent any company who 
at the passing of the Act are empowered by their memorandum 
of association to generate electrical energy from affording a 


supply to a railway company for purposes incidental to that / 


any ag E undertaking other than the conveyance of public 
traffic. 

This section must inevitably be fraught with important 
consequences to many persons who are supplying electricity 
all over the country. Times and again we have in these 
columns pointed out that such a business is legal; and when 
this Act comes into force there will be many oompanies and 
firms in existence who are deriving a decent revenue from 
this sourca. The words “to commence,” however, which 
are underlined, seem to show that the section will not apply 
to companies and persons whose business is in existence ab 
that date. Anyone who is about to give or receive a supply 
should take care to complete his arrangements before April 
lst, 1910. 

A nice question will arise as to what will be the result of 
a breach of this enactment. No penalty is specified. 


Other offences against the Electric Lighting Acts are the 


subject of penalties or may be the cause of revocation of a 
provisional order. Presumably the local authority or other 
undertaker affected could apply for and obtain an injanction. 
The provisions of the schedule to the Electric Lighting 
Clauses Act which relate to meters and their certification 
are modified in certain material respects. Meters must not 
only be certified but must be fixed and connected with the 
service lines in some manner approved by the Board of 
Trade. А meter will not be consid 
it is accurate within such limits of error as may be allowed 
by the Board of Trade. An electrical inspector is at present 
only bound to examine the meter itself. In future he may 
be required to examine the connections. At present a 
meter must not be disconnected by a consumer without notice 
to the supply authority. In future the supply authority 
must give notice to the consumer before disconnecting the 
meter. 
We hope to deal much more fully with this Act before it 
comes into operation. 


ered duly certified unless 


| 
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CORRESPONDENCE. 
Letters received by us after 5 Р.м. on TonsDATY cannot appear until 
the fe week, Ovrrespondente their 


cations at earliest possible moment. No letter can be published 
unless we have the writer's name and address in our p id, ,,. 


The First Telephone Switchboard. 


With reference to the correspondence upon the subject of 
the first telephone switchboard, I beg to bring to your notice 
one which I'believe to be the first, it being prior to either 
of those mentioned in the correspondence. 

A telephone exchange on а small scale was established at 
6, Lomberd Street, E.C., in September, 1878. The firms 
connected were :—The Equitable Insurance Co., of New 


York, in Princes Street ; Arthur Anderson, stockbroker, 30, 
Throgmorton Street ; Azienda; an American firm in Lom- 
bard Street ; Renshaw & Renshaw, of 2, Suffolk Lane ; the 
London Banking Association. Enclosed is a photo of the 
shutter indicator and bell used upon this system ; upon the 
fall of a shutter the horizontal rods completed the bell 
circuit. A common battery was used, and the interruption 
of the line circuit caused the bell to ring. 


| F. Higgins. 
London, E.C., December 18th, 1909. 


Protection of Tramway Trolley Standards. 


Referring to the letters that have appeared in your 
columns with reg to the earthing of trolley standards, 
it appears to be commonly held—amongst rolling stock 
superintendents, at any rate—that the insertion of а lamp or 
other resistance to check the current in the event of the 
кегин becoming “ alive," is a preventive against electric 

ock. 

The writer is prompted to call attention to this dangerous 
delusion by a recent experience. Hap 
casnally to a car superintendent that the idea above referred 
to was & delusion, he was considerably surprised to hear it 
strongly maintained. The supporting argument is worth 
recounting, if only to show how dangerous it may be. 

On the writer mentioning that the presence of a lamp 
between trolley standard and earth gave no protection to the 
passengers, he was met with the statement that “ when the 
lamp lighted up it discharged the trolley standard, so that a 
shock could not be obtained from it.” 

Of course, it did not take long to dispel that fallacy, but 
it is the subeequent query on the part of the superintendent 
that indicates the real danger ; he said, * Then why do the 
Board of Trade sanction lamps with audible signals ? ” 

Of course, I was reduced to silence, because I do not 


ing to remark - 


know why the Board of Trade do so, considering that their 
function is to safeguard the public in every way. 
Perhaps you, Sir, can explain why they allow the travelling 
public to run such unnecessary risks. : 
emo. 


[There is only one efficient safeguard that we know of ; 
and that is to earth the trolley standard with a substantial 
cable. Why this is not made compulsory we cannot say— 
it would be easy enough to put an indicator in circuit with 
the earthing cable, to show which car had earthed the 
system.— Eps. E. R.] 


In connection with the discussion going on in your 


‘columns at present on the above subject, I wonld like to 


draw your attention to a simple method of protection for 
trolley standards. 

A few years ago when trolley retrievers were much dis- 
cussed, I sketched ont an arrangement of trolley catcher 
which would act as a live trolley indicator. 

The method was to provide a spring winch on which the 
slack trolley rope could be wound. The spring would be 
normally locked by means of a magnet connected between 
the overhead line and earth. On the trolley leaving the 
wire, the magnet would release the spring, permitting the 
winch to haul down the trolley clear of the overhead work. 

If the earth connection of this magnet be made to the 
trolley standard, then on the standard becoming live, the 
magnet is shunted by the fault and the spring winch is 
released, hauling down the trolley. The arrangement would 
thus constitute a very efficient protection and a very definite 
indicator. | 

If it were necessary to get the car home without clearing 
the earth, means might be provided whereby the spring drum 
could be mechanically locked ; the same movement putting 
in action any warning devices that might be thought 
desirable. | 

Robert Chalmers Black. 


Glasgow, December 6th, 1909. 


Cost of Living in the Federated Malay States. 


I do not agree that the statement mentioned in the 
Editors’ reply in the ELEC?RICAL Review for October 15th 
“cuts both ways,” because invariably when a man is 
en at home he is taken on at a sterling salary, hence 
if he has the idea that the dollar is worth only about 2s. he 
gets a nasty shock, shortly after his arrival, when he learns 
that instead of receiving, say, $200 per month, he receives 
actually only $171.40. I can assure anyone intending to 
come out to the Straits that the difference of $28.60 per 
month would prove a very considerable amount. 

Having met so many young fellows who, soon after their 
arrival here, have for the first time discovered exactly what 
their sterling salaries will represent in dollars, I do not 
think that the point is laboured at all. 

It is trae that I took exception to the one point only, bat 
I thought that this would make it clear that the writer of 
the article must have left the Straits some few years ago, 
and it is generally well known that in a comparatively 
young and rising colony such as this, great alterations 
(usually including smaller profits in business and in 
cost of living) take place, and it seems to me to be always 
necessary to get this kind of information direct from one 
on the spot. Taking one or two items mentioned in the 
article, the cost at the present time in Singapore would be 
as follows, according to my own experience :— 

Dhobi.—This costs usually $5 per month, although they 
can be obtained at $4, as against $1.50 mentioned in the 
article. 

Cotton Suits.—It is necessary, on arrival, to purchase si 
least 15 suite, as the dhobi comes only once a week. He 
never comes regularly ; this is the usual] number to start 
with : one per day and a spare one = eight, and seven more 
in the dhobi’s hands. 

The usual price for these is $45.00 per dozen. 

'Rikisha Hire.—In Singapore a European generally uses 
a first-class (rubber-tired) 'rikisha, the hire for which is 
10 centa per mile; 6 cents, mentioned in the article, is the 
hire for a second-class 'rik (iron tired). I believe, however, 
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that in many places in the Native States there are no firat- 
class riks. 


In the table given of cost of living, no mention is made of 
‘nk hire, which should be included, as the usual way of 
getting about, is by ‘rik, or by the more expensive gharry, of 
which there are first, second and third class, although, at the 

t moment, there are, I think, no first-class gharries 
in Singapore, these having all been labelled second class, 
and the original second class are now third class. 

The very lowest amount spent monthly on 'rik hire is, 
вау, $10.00, aud it is generally much more, 320.00 being a 
safer amount to allow. 

There are also other necessary expenses, such as clubs 
and the drinks thereat ; in Singapore, a European must join 
one club, and he would probably be a member of at least 
two ; most people are. These are the S.C.C. (the Singapore 
Cricket Club) and the Swimming Club. There are also 


others. 
Precision. 


Domestic Electrification. 


As the manager of an electric supply company, the writer 
is deeply interested in cheaper house wiring consistent with 
good work that will not give trouble, so does not favour 
flexible wires on walls, but has used flexibles on ceilings— 
where they are out of reach—with advantage. This is 
usually done in bedrooms by placing the ceiling rose on the 
wall, close to the ceiling, and suspending the lamp from it 
in any position desired by an insulated hook fixed in the 
ceiling. A ceiling-switch alongside operated by two cords 
is also an advantage. A single fitting consisting of a com- 
bination of a ceiling-switch and ceiling rose would make a 
better, cheaper and neater job. Is there such a fitting on 
the market ? 

In the discussion on the recent papers at the I.E.E., Mr. 
Price (Cambridge) stated: * . . . The revenue with 
a house wired throughout was only about 38. per lamp." 
Cau you give the revenue for a three-pint electric kettle 
and а 4-10. flat-iron used in an ordinary household? 

We all know what the consumption of current is, but have 
only a remote idea of the number of unit: such apparatus 
will enable us to sell, year in and year ont. I admit that 
the unite are liable to vary between wide limite, but what is 
required is statistics of a large number of such apparatus. 
Such are now available where separate meters are used for 
heating and cooking. 

When we receive inquiries for electric light we can easily 
estimate within 10 per cent. the revenue such light will 
yield. With small undertakings in poor towns it is 
absolutely necessary to know this. 

On the other hand, as to the number of units that one 
can safely calculate on selling for each electric kettle, flat- 
iron, &c., only very vague ideas prevail or are obtainable. 


A. B. C. 


Auto- Transformer Design. 


May I revise the title of the above work slightly, and 
commend it to your notice as A Practical Handbook for 
Manufacturers, Contractors, Wiremen and Reviewers?” 
Your reviewer may be pardoned if the subject is a new one 
to him, but what he does not know about the practical and 
manufacturing side of auto-transformers would fill a consider- 
ably larger volume than the above-mentioned, and surely it is 
a pity to waste nearly a whole page of the ELECTRICAL 
REVIEW in making this so obvious ! 

The criticisms are nearly all too puerile to call for any 
serious reply, and I must decline to Бе “ drawn to the extent 
of a verbal sparring match, such as the recent example in these 
same columns. 

Two years’ experience in the design and manufacture of 
auto-transformers under the severest competitive conditions, 
and a fairly intimate acquaintance with other designs 
and designers’ work, are likely to carry more weight 
than the hair-splitting and incomplete phrase-extracting your 
reviewer indulges in. 

The proof of the pudding is in the eating ; may a better 
digestion await him in the coming festive season than was 
evidently present when he penned his critique. 


-mark in the world, scarcely exist. 


To save misunderstanding, let me say also that I bave no 
intention of continuing this correspondence, and your 
reviewer is very welcome to the last word on the matter. 


A. H. Avery. 
Tunbridge Wells, 
December 11th, 1909. 


The Fetish of the Steady Job: A Rejoinder. 


The article under the above heading, which appeared in 
the ELECTRICAL Review of November 19th, has aroused 
considerable criticism, which though not particularly 
favourable, is very gratifying, since it is proof that some 
thought has been given to asubject which had not тау 
exercised the minds of the contributors to the discussion. 
The practically unanimous condemnation of some of tbe 
principles expressed in'the original article will give food for 
thought to those who have found the remarkable truths 
underlying all of Ibsen’s writings, and will recall to mind 
his most famous dictum, that the minority is always 
right. | 

The letter of “ A. C. Circuit“ is so childish in its con- 
struction and so petty in its argument, that readers might 
safely be left to form their own conclusions; but for its own 
benefit and for that of any who may be equally misguided, 
it will be as well to point out some of the more striking 
and elementary of the fallacies expressed. 

The remark that there must be equality of opportunity 
before the best of us can rise, implies that ** A.C. Circuit " 
bas never heard of men making their own opportunity, 
whereas it is absolutely undeniable that nearly all who are 
succeasful have done so, and that men who are so handi- 
capped that it is nearly impossible for them to make their 
t. In any case, making the 
opportunity is part of, and the first step towards, success, 
and is in fact the beginning of the rise and cannot be dissoci- 
ated from it. 

“ A.C. Circuit " attempts to disprove the statement that 
men work for their own benefit, by reference to the great 
inventors, and writers, apparently oblivious of the fact that 
he is descending from the rule to the exception, and is 
simply proving the argument that he wishes to defeat. 
Does he not see that those who work solely for the benefit 
of mankind (and they are very few, and certainly do not 
comprise all the great inventors, many of them work for 


fame) have already reached the state of supermanhood, 
which is just what it is desired that all men should 
attain ? 


The two paragraphs concerning the Americans are self- 
contradictory and scarcely need oomment. We read that 
United States is a country gifted with natural resources," 
and the majority of its inhabitants seem to be semi- 
engineer-travellers who . . . end by getting themselves and 
their firms into a mess," Such a combination does not 
often produce greatness, and it will scarcely be admitted 
that natural resources are of much use without-the aid of 
capable men to develop them. 

“А, C. Cirenit's" knowledge of the world and people 
seem to be peculiar and unfortunate, afd one can only be 
amused at his interpolation of “men with hair-brained 
Schemes dashing about . . ." which has obviously no refer- 
ence to the matter. It would be thought that only hare- 
brained men do anything во foolish, but A. C. Circuit” 
apparently has the idea that this is the method of the 
successful man. 

In the course of an inspiring peroration we are told that 
“men with a preponderance of brain power . . . shriek 
and scramble . . . in their efforts to pile up profit for 
someone else. This is somewhat original; in the experience 
of most people, clever men do not shriek and scramble, nor 
do they usually work for the gain of others. 

The keynote of the whole letter is given by the trite 
remark that the world is **for the use and enjoyment of all 
its inhabitants, which, though verygenerally accepted, is about 
as degenerate a philosophy as it is possible to imagine, and 
those with no higher conception of the objects of life are 
much to be pitied ; but fortunately there is always time to 
learn cven when one is middle-aged . . . and has the 
privilege of forming and moulding the minds of his 


children." 
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It is rather unfortunate that Mr. Prentice has introduced 
the personal element, which should be entirely lacking if 
one wishes to arrive at any useful conclusions, and it need 
scarcely be said that the writer had not the least intention 
of advocating a system to suit his particular case. А 
Prentice is clearly under а misapprehension in implying that 
the writer desired to bring “all men up to the same 
standard,“ and it certainly was not stated that there should 
be “ опе hard and fast rule for all alike." The argument 
was that, as Mr. Prentice himself admits, there is good in 
most people, but that good is not put to its utmost use by 
the possessors of the steady job, simply because it would not 
benefit them to do so. The fact of causing all men to exert 
themselves to their fullest capacity, by making it impossible 
to live otherwise, would not bring them all up to one 
standard, but would bring each man up to his highest 
standard, which admittedly does not occur without incentive. 
On no grounds whatsoever could this be deemed anything 
bat an improvement on the present lax state of existence. 
The example mentioned of the “ wonderful mathematician 

. . of а nervous temperament" cau hardly be considered 
as destructive criticism of the main point at issue, and it is 
highly probable that the only effect of a more strenuous life 
upon such a man, would be to render his ideals more 

ractical, and thus enhance his actual value to the world at 
arge—in other words, he would benefit the many at the 
expense of the few. Mr. Prentice has also quite failed to 
realise that nervousness like slackness would soon die a 
natural death. 

The point raised tding selfishness makes it apparent 
that no differentiation been made between worthy and 
worthless selfishness. The latter, which is one of the 
predominant features of modern life, and particularly that 
portion of it represented by the holders of the permanent 
positions, consists in living entirely for self, and adding 
nothing to the advancement of the world—usually, in fact, 
detracting from it. In the former, as was clearly pointed 
ogt in the original article, the aim may be personal, but the 
result is universal advancement, and surely the selfish man 
who moves the world, is on an infinitely higher plane than 
the unselfish one who is а cause of retrogreasion, by retarding 
the efforts of others. 

The short letter of “J. P. F.” is full of mistakes. His 
“object in life” is, to say the least of it, feeble and one- 


sided ; his idea of the steady job is contrary to that of most 


ple. No inventors are specialists, and versatile men are 
not “ jacks-of-all-trades.” | 

There is an underlying fallacy in the whole of the 
philosophy of the ordinary man of John Smith which 
is somewhat similar to that of the previous contributors. 
Of course, it is the ordinary man who counts, if the holding 
back of those who are naturally supermen can be called 
“counting,” which was obviously not the interpretation 
intended. To say that the writer desired to set up a social 
system, suited only to the talented and not to the common- 
place, is very misleading, since it is just the ordinary men 
who would be raised in the struggle for existence, and all 
their latent talente now fettered by the security of the steady 
job would be forced out antomatically. | 

The concluding paragraph indicates that John Smith“ 
has not grasped the real meaning of the article. The 
difference in the calibre of men will always exist, and the 
classes will remain much as hitherto, but in each class, 
whether it comprise those who build houses or those with 
the highest mental endowments, there will be more rapid 
advancement when the necessity of advance is ferced upon it. 
This will have the farther effect, which must not be lost 
sight of, that the advance will not only be material but to a 
probebly even larger extent spiritual, since the putting forth 
of all one's energies will lead to a contempt for the minor 
phases of life and an altogether higher aim, which is the 
ultimate result to be attained. 

The very involved logic from which it is deduced that 
those who are trampled on, cause injury to the higher men, 
is inapplicable to the matter, since it in no more the fault of 
the men who have risen, that the degenerates are forced out 
of existence, than it is the fault of a horse who knocks down 
a man standing deliberately in front. Just as the one has 
the muscular power to move, so bas the other the vital power 
to exist. 


The thoughtful criticism of S" offers no reflection on 
the cardinal points. The main contention is that а race of 
supermen i8 impossible, and this need not be denied since it 
does not affect the question. It must be remembered that 
“ race” does not mean generation, and that when all 
are supermen in the highest sense of the word, the race 
ceases, which, of course, fully explains Nordau's rather 
elementary statement. This being во, it is evident that the 
very extraordinary state of affairs of supermen fighting with 
superhuman energy for the super-permanent jobs need not be 
seriously considered — except perhaps in a future novel of 
H. G. Wells, who no doubt could do full justice to such a 
stirring episode. The point missed by “S” is that men 
will not become supermen at the same time. 

There is certainly a very wide field for the mediocre men, 
and that is precisely why they should be roused to a sense 
of their possibilities ; but in order that they may have any 
SUCCESS they шош cease to be mediocre in the present-da 
meaning of the term, and one can hardly talk about vide 
fields in connection with a man who spends the 
part of his life in the same daily vocation and whose ultimate 
worth to humanity is insignificant. The cases cited, of 
engineers without education who have added to the perfection 
of machinery, are but instances of embryo supermen, and it 
will be found that these little improvements have been carried 
out by.the fighting men and not by those who have no 
inoentive to move onwards. 

The statement that in permanent jobs there are better 
systems of routine, in most instances implies that the number 
of men employed is greater than necessary, and it is 
undeniable that quite a large proportion of those in such 
positions are unproductive ; that is, the actual value of the 
work they do is leas than the amount they are paid. 

The principle of the detrimental inflaence of the steady 
jobs is entirely corroborated by the remark that they are 
frequently held by “ men who were supermen when they 
were young ;" in other words, the effect of the steady job 
is to convert а possible superman into a degenerate. 

The argament that supermen are devoting their energies 
to retaining the lives of lunatics and the physically unfit, 
has no bearing on the case, since it is not the object 
of the work of these supermen, but the result of a deficient 
social system over which they have no control. "en 


The“ Contract Demand?" System. 


With reference to your comment on my letter re the 
* Contract Demand system in the current number of the 
Review, let me hasten to assure you that the conditions 
here are not quite so Utopian as you might otherwise 
imagine. The price I quoted is our maximum tariff figure, 
and it does not follow that we always get this! Then, 
again, we give considerable reductions on a sliding scale, so 
that for large consumers the price works out at 9d. per 30- 
watt lamp per month for all-night burning. 

These prices include the Government tax of 4d. per 1 T. r. 
Steam coal costs us nearly 40s. per ton, while the income- 
tax is actually 28. 4d. in the E (nominally it is 4s. 2d. ). 

On the other hand, thanks to an overhead system and the 
total absence of any Board of Trade Regulations, our services 
cost us on an average about 8e. 

With regard to the vexed question of metallic-filament 
lamps (which, owing to the courtesy of the makers, we had 
in use here before they were on the market), I consider their 
advent an unmitigated blessing, it having raised the 
standard of illumination to such an extent that the diminu- 
tion in consumption has been negligible, although, in 
addition to the **à /orfait " system, we are supplying 800 
consumers on the flat-rate system, for which our price varies 
per k. T. U. according to conditions. We have not, however, 
introduced the 25-volt system, as we consider that it tends 
to reduce the standard of illumination. 

We undertake free wiring on the **« for/ui/ " system. or 
by meter if with an annual minimum guarantee. 

I have read with much interest your abstract of Messrs. 
Handcock & Dykes's paper ; but on one point | must disagree 
with the authors, viz., the feasibility of a dusk-to-dawn 
supply. We started here by supplying from dusk to 2 a.m., 
but this we soon' had to extend to dawn, and after about 
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three years, found ourselves obliged to give a continuous 
supply. There are dark corridors and basements to be con- 
sidered, even in the sunny south! A common practice ont 
here is to run a separate line, which can be switohed off 
during the day, and this, with an overhead system, is quite 
simple. 

In our agreements for the contract system, we fix a mini- 
mum fine in case of frand, ав it ia otherwise difficuit to prove 
more than nominal damages, and it is not, as a rule, wise to 
sue for theft under the penal code. 

It may, perhaps, interest Mr. Wilkinson to know that our 
smallest limiter has a minimum capacity of 0:07 ampere, 
and will cat out with an increase of 0°03 ampere. I hope 
soon to forward a description of the instrument. 


W. A. Brodie. 
San Remo, December 6th, 1909. 


The Secialistic Begey. 


By the tone of your leader in the current issue, one is 
led to believe that the “ Socialistic Bogey has at last 
filtered through to the Editorial sanctuary. You ask, 
Whither will it lead us? Why, where the people will. 
What effect will it have upon trade and industry? Stimu- 
lation, by increasing the purchasing power of the people 
through a more scientific distribution of wealth, which is 
created by the combined efforts of Capital and Labour. 

Is it “catching оп”? ‘You should have seen Snowden 
addressing crowded meetings of workmen at Tunstall on 
Sunday, and you would have received an eye-opener.. What 
can we do to prevent ite advance ? Nothing! May as well 
take a broom and try to stem the rising tide; and this 
state of things has been produced by the brutal unor- 


ganised competitive system, which is wearing us out by a 


slow process of attrition ; as I write, there, laying before me, 
is the inevitable :—Dear Sir, Owing to improved methods 
we are now offering 10-H.P. motors at £25. The improved 
methods, no doubt, means a few more hands displaced, and 
the ranks of the unemployed with a few more recruit. 


There are no Wicked Rich“; what is proposed is to tax 


the ultra rich up to to 20a. in the £ on all inoomes above 
£5,000, if necessary, for there cannot be ultra rich unless 
there are abject poor. The “flitting” of ‘capital from 
our shores is really too good to answer ; but that the masters 
have been taught to combine is the best example of Social- 
ism I know. They economise, co-operate, and once or 
twice & year reckon up and “ divide the profits.” 


Stoke-on-Trent. 


Electric Driving of Textile Factories. 


Your issue of the 10th inst. contains a letter from the 
Council of the Bradford Engineering Society, the extra- 
ordinary contents of which require immediate correction. 
The words full inquiry" and “very carefully con- 
Bidering " which appear respectively in this letter and in 
the document described as the Report of Special Com- 
mittee " on ** Electric Driving of Textile Factories," seem 
to the gentlemen responsible for these publications.to have a 
different meaning from that ordinarily connected therewith. 
We can only reiterate that this document has been published 
without our knowledge or approval, and does not represent 
the views of the Committee. The actual facts regarding ite 
origin are aa follows :— 

The substance of the clauses on pages 5, 6 and 7 waa, 
with certain reservations, adopted by the Committee merely 
as а basis for a discussion at a future meeting of the socicty. 
The matter on pages 3 and 4 (to parts of which we take 
strong exception) was issued after the last meeting of the 
Committee, and there is no justification or authority for 
including this as part of the Committce’s report. 

The Council now state that a meeting took place subse- 
quently, in which this report was finally adopted. This 
statement is exceedingly surprising, as the undersigned 
members of the Committee cannot trace having received any 
notice of such a meeting. In fact, we have since learned 
from the secretary that the last meeting of the Committee 
took place on July 30th, whereas the typewritten copy as 


reproduced on pages 8 to 7 of the printed report was not 
issued until the 81st, and was not previously seen by the 
Committee. This disposes of the Council's statements and 
of their claim to have since made a full inquiry. | 
. Whilst waiting for the meeting of the Society. we found 
ourselves suddenly confronted with the broadcast Prese pub- 
lieation of the * Report" which had not, and would not, 
have received our signatures. In addition, it is headed by 
an “Introduction” of an entirely biased character, which 
has never even been submitted to the Committee. We, 
therefore, reluctantly adopted the only course open to us— 
г.в. to dissociate ourselves publicly from this document. 

The letter from the Council of the Bradford Engineering 
Society concludes with personal remarks and the inginuation 
of trade advertisement, the taste of which.is quite in keeping 
with the methods adopted in the publication of the 
„Report.“ In this connection it is significant that the, 
meeting of the Council which decided on the issue of this 
letter consisted of eight mechanical engineers, and that 
the only electrical engineer on the Council did not receive 
any notice of the meeting. 

H. Ellis, 


H. A. Jones, 

R. Pohl, 

T. Roles, 

C. W. Salt, 

W. B. Woodhouse. 


¢ 


Bradford, December 10th, 1909. 


LEGAL. 


WaLsBAOH Oase BERTTLED.—BUoMMONSES WITHDRAWN, 


AT the Clerkenwell Police Court on Saturday, after a protracted 
hearing and several adjournments, the summonses against the 
Welsbach Incandescent Gas Light Oo., of Gray’s Inn Road, W. O., 
charging them, under the Merchandise Marks Act, with applying a 
false trade description to their electric lamps, were withdrawn by 

ement. The proceedings were initiated by the Wolfram 
(Tungsten) Filaments, Ltd., and the General Electric Co., and the 
prosecution arose out of an advertisement issued by the defen- 
dants. It was alleged that this advertisement and the use of the 
words Welsbach and “ Aur" on the electric lamps sold by the 
defendants, were calculated to lead Lae n to believe that they were 
invented or manufactured by Baron Welsbach or the Auer Co., of 

lin 


Berlin. 

Mr. Rufus Isaacs, K.O., Mr. Colefax and Mr. Lunge appeared to 
prosecate. The defendants were represented by Mr. A. Walter, 
K.C., and Mr. Bodkin. 

Мв. Rurus Isaacs said he had bad an opportunity of discussing 
the matter with Mr. Walter, and be proposed to teke a course 
which he hoped would meet with his worship's approval, and which 
he hoped he would think was proper in the circumstances, having 
re to the investigation that had already taken place. They had 
realised that it must necessarily be, and had already been a long, 
protraoted and expensive inquiry, and that between firms such as 
he represented, and the firm represented by Mr. Walter, there 
ought to be some means of arriving at a settlement of a dispute of 
that character, so that they might avoid the necessity of continuing 
the proceedings. He was glad to say they had been able to arrive 
at a point at which it became useless to continue the investigation 
there, or to ask for any judgment from his worship. His friend, 
Mr. Walter, would state that Dr. Auer von Welsbach was not the 
inventor of the electric lamps sold by the Welsbach Co., and that 
the electric lamps advertised by the company were not the lamps 
manufactured by the German Co.—the Auer Co. He accepted 
without reserve the statement that Mr. Walter had made to 
him to thé effect that the defendant company had no inten- 
tion of misleading any persons by the advertisement which 
they issued, and that they did not intend to lead the 
readers of that advertisement to believe either that Dr. Auer von 
Welsbach was the inventor of the lamp, or that it was manufactured 
by the Auer Co. His friend had also stated that the defendant 
company would not issue the advertisement in that form again, 
nor would they issue any advertisement containing words calcu- 
lated to lead persons to believe that Dr. Auer von Welsbach was the 
inventor, or the Auer Co. the manufacturer, of the electric lamps 
that the Welsbach Co. was selling. Accepting those statements, it 
appeared to him that the procecdings might end by the withdrawal 
of the summonses. 

Ms. WALTEB said he agreed with the remarks Mr. Rufus Isaacs 
had made, and he desired, on behalf of the Welsbach Co., to state 
that they had not the smallest intention, in issuing that advertise- 
ment, to lead persons to believe that the lamp was the invention of 
Dr. Welsbach, or that it was manufactured by the Auer Co. They 
certainly did not intend to repeat that advertisement, or anything 
that would lead the public to.believe that, Of course, they would 
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continue to mark their goods with the name '' Welsbach," and their 
trade-mark “ Aur" would be continued on their lamps. 

Ma. Bros, the magistrate, said he thought the parties were very 
wise. These inquiries must naturally be very expensive. Scientific 
witnesses and professional men had to be brought there at great 
expense, and then it was merely a preliminary inquiry to anotber 
which would have been as expensive, and perhaps more so. The 
time had not been wasted, if it had had the result of the parties 
coming to an agreement in open court, He had great satisfaction 
in knowing the case was now going to be withdrawn. 

Mr. Ruros Isaacs: All the summonses will be withdrawn, and 
also the summonses that were pending against Mr. Fletcher. I 
accept his statement as to his having no intention to mislead. 

The summonses were accordingly withdrawn. 


ELECTBICAL APPABATUS IN Firn Minrs. 


бнввіғғ Sinan issued his decision at Danfermline on Friday 
last, in the prosecution at the instanoe of the Home Office against 
officials of the Fife Coal Oo., in connection with the electrical 
apparatus in certain pits owned by the company. The case was 
followed with keen interest by colliery proprietors aud officials 
throughout the country. Two days were oocupied in hearing 
evidence. His Lordship dismissed the complaint against O. A. 
Oarlow, and found H. Rowan and W. E. Richardson not guilty. 

The charge, it may be recalled, was to the effect that Charles 
Augustus Carlow and'Henry Rowan, “ ts” or managers, for 
the Fife Coal Oo., and William Edwards Richardson, colliery 
manager, Foulford, had permitted to be used at the Foulford 
colliery electrical apparatus snd plant which were defective, 
despite a letter addressed to the company on January 30th by 
Mr. Robert McLaren, H.M. Iospeotor of Mines, directing that the 
electrical plant or apparatus installed prior to the ial electrical 
rules coming into force on April 4th, 1905, should be made to con- 
form to all the sections and rales applicabie to the installation. 

Ia the course of a lengthy judgment, Suuairr BHENNAN said 
that it appeared, and he thought the prosecution were not aware of 
this fact when they charged Mr. О. A. Carlow, that on July 13th, 
1900, the Fife Coal Oo. duly informed H M. Inspector of Mines 
that Me. Henry Rowan had been appointed mines agent for the 
whole of their collieries in the Cowdenbeath and Kelty districte, 
including Foulford Pit. The appoiotment was explicitly given to 
Mr. Rowan, and therefore there was no room for the suggestion 
that Mr. O. A. Carlow occupied by implication the position of 
agent with respect to the Foulford Pit. It was fair to say that the 
system of division of responsibility, as described, seemed fair 
enough. For solarge a company it was in the interests of efficiency 
tbat the supervision of the practical mining work should be com- 
mitted to skilled agents such as Mr. Rowan was universally known 
to be. Whilethe commercial side was attended to by the manager, 
he found nothing to show that Mr. Carlow's appointment as manager 
implicitly revoked Mr. Bowan's appointment as agent. Accord- 
ingly the case against Mr. C. A. Oarlow must be dismissed. 

Through a misconception as to the scope of Rule 55 of the 
Special Electricity Rules, His Majesty's Inspector issued no direc- 
tions before the present year regarding the installation in Foulford 
Pit. But, following on a decision in that Court as to the effect of 
this rule, His Majesty's Inspector issued notices in general terms to 
37 owners on January 30th, 1909. He assumed for tbe moment 
that this notioe was effective as against the owners, the Fife Coal 
Co., but neither the notice nor a copy of it was sent to Mr. Rowan 
as agent, or Mr. Richardson as manager, and neither of these gentle- 
men was, ia fact, aware of it. How, then, could Mr. Rowan or 
Mr. Richardson kaow that it was part of their duty to see that 
these special electricity rales must be obeyed? It appeared to 
bim tbat the case for the presecation must break down at the out- 
set. It might have been the owner's duty to apprise the agent 
or "manager" regarding the application of the rules to the 
Foulford Pit, but they conld not punish these officials for the 
owner's neglect. If,as he had already suggested, His Majesty's 
inspector had communicated direct with the agent, this difficulty 
would never bave arisen. Accordingly, he must find Mr. Rowan 
and Mr. Richardson not guilty, on the ground that the prosecution 
bad failed to prove the existence of a duty which they were said 
to have neglected. 

Reviewing the case further, the SHERIFF said he had serious 
doubts whether H.M. Inspector's letter of January 30th, 1909, was 
a proper direction under Rule 55, Sec. 11 (1). The tepms were too 
general. What meaning were the Fite Coal Co.'s officials to take 
from the words instalied at your colliery " when they had 41 
shafts, some with electrical installations before 1905, some with 
new installations, and some without any electrical appliances? As 
to H.M. Inspector's letter of May 3rd, the Sheriff holds there was 
no presumption that the letter reached Mr. Richardson. The import- 
ance of the letter lay in this, that it naturally led to the prosecution 
owing to the belief that its terms were being ignored. 

A circular to 37 owners, telling them to bring their installations 
into conformity with the rules from this date seemed an extra- 
ordinary direction in terms of Rule 55, and one of doubtful 
validity. He made the observatious in fairness to the company, 
and this was not а case where there was any evidence of attempts 
to thwart H.M. Inspector. Several of the matters complained of 
were just such things a8 would have been attended to out of 
deference to the opinion of H.M. Inspector. 

Dealing with the alleged various defects, the Bheriff held that 
the charge, in view of the evideace as to the switches and fuses, was 
not relevant. It was matter for observation that no opportunity 
was given the company to remedy any defects, since the switches 


were never complained of till the case was brought. If 
the authorities regarded the question of switches and fuses as 
urgent, they must frame special rules, fixing the that was to 
be permitted, or at least the type that was forbidden. In regard 
to the fixed terminal boxes, he thought it would be hard to convict 
a manager of negligence who innocently misinterpreted a rule on 
the point. He agreed with the interpretation of the respondents 
that a fixed terminal box was a box containing fixed terminals, and 
not a fixed box containing terminals. As кыс the cables, he 
could not hold the charge of negligence established. At the eame 
time, he had no doubt that Mr. Nelson, the Home Office electrical 
expert, was right in impressing on agents and owners the urgent 
necessity of paying strict attention to the condition of cables. In 
the course of the proof there was an illustration of the ignorance of 
men unekilled in electricity, as to the possible risk from defects in 
the cables. There should be no reason for slipshod work in the 
electrical installation, and care should be taken to have every- 
thjng kept in the best possible condition in order to protect the 
unskilled. Electrical experts knew how to protect themselves 
but others would never realise the dangers that were involved. 


HALL v. MaRCONI's WIBELESS TELEGRAPH Co., Lrp. 


On Tuesday the Master of the Rolls and Lords Justices Fletcher 
Moulton and Farwell heard an appeal by the plaintiff in tbis action 
from a judgment of Mr. Justice Ridley, dismissing his action 
brought to recover damages for alleged breach of agreement on the 
part of the company to use their best endeavours to procure а 
quotation on the London Stock Exchange of 10,000 £1 shares in 
the company that had been allotted to him. 

The appellant appeared in person, and the defendants were 
represented by Mr. Montague Lush, K.O., and Mr. Wallace. 

ne plaintiff, Henny Сотнвювт HarL, formerly a managing 

director of the company, claimed that he could have realised the 
shares at 12s. 3d. per share but for delay on the part of the com- 
pany, whereas he only succeeded in obtaining an average price of 
78. 1d., and he claimed in respect of the difference. 

Without calliog upon counsel for the respondents, their Lordships 
dismissed the appeal with costa. 


į 
РнОвВврРнов BRoxzm Oo., LTD. 


Tax petition by E. Austin & Son aud Others, for the compulsory 
winding-up of tbe Phosphoe Bronze Co., was again before Mre. 
Justice Swinfeu Eady on Tuesday last. 

Ma. бове- Ввожне, K. O., in support of the petition, stated that 
it was presented by a number of creditors whose aggregate claims 
amounted to between £3,000 aud £4,000. 

Mr. Овоуив, for the company, asked for a further adjournment. 
Negotiations, he said, had been going on between his clients and 
the petitioners, with a view to а reconstruction. 

His LoBpsHIP poioted oat that there had already been a montb's 
adjournment, and asked whether there was any evidence as to what 
had been done in the meantime. 

Мв. Groves eaid there was not, but Mr. Gore-Browne's clients 
were aware of the steps that were being taken. 

Mn. Gonz-BBowNE said he had no objection to a further 
adjournment so long asthe petition was disposed of this sittings. 

His LonpsHIP said that that was the last company day that 
sittings. 

Ma. GoBE-BmRowNE said then he must press for an order. He 
had no objection whatever to a reconstruction, but thought that 
perhaps a compulsory order would be the best means of bringing 
that abont. 

His LoBpsHiP accordingly made the usual order. 


Tam ELEcTBICAL Co, Lr», v. Mussrs. OrLivzR H. THOMAS 
i Son & Co., Lro. 


THIS action was continued before the learned Official Referee, 
Mr. Pollock, in tbe High Oourt of Justice on Monday, 
December 13th. 

The Electrical Co., Ltd., of Charing Cross Road, London, are 
suing Messrs. Oliver H. Tnomas, Son & Co., Ltd., of Neath, Wales, 
colliery proprietors, for the sum of £2,976 in respect of an electrical 
pumping plant which plaintiffs supplied to the Llyner Valley 
Coluery, belonging to the defendants at Llangonoid. 

Plaintiffs allege that the contract was made between the parties 
by letters dated November 17th and 20tb, 1905, and the contract 
price was to be paid as to 60 per cent. on delivery, 30 per cent. oa 
starting the pumping work and 10 per cent. three months later. 
No payment had been made. 

Defendants, on the other hand, denied that the contract was 
contained in the letters referred to. They admitted plaintiff 
claim to the amount of £1,035, and also £51 1s. 4d. for goode sold 
and delivered. Further, however, they declared that the plast 
plaintiffa supplied became defective and wholly inefficient for the 
work required of it at the colliery. They ordered the machinery 
from plaintiffs with a view of its replacing the existing steam 
pumping system, for unwatering the mine and enabling them to 
develop and work the colliery. Defendants ordered the electrical 
plant from plaintitts, relying om the latter's skill and judgment to 
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supply suitable machinery, but this they had failed to do. Further- 
more, defendants contended that the machinery was not delivered 
within a reasonable period, and respecting these things they bad 
suffered great loss and damage by reason of the flooding of the 
mine. They counterclaimed the sum of £31,200 10s. 1d. 

PraixTIPFS repudiated the claim, declaring that any loss defend- 
ants had suffered was due to the bad conditions under which the plant 
. had to work, and tbe unskilled labour used by them to work it. 

Mr. Abel Thomas, K.C., with Mr. Sankey, K.O., and Mr. Bowen 
Evans were counsel for the plaintiffs (instructed by Messrs. Michael 
Abrahams, Son & Co., of Tokenhouse Yard), and „Mr. Williams, 
K.O., with Mr. Meager, appeared for the defence (instructed by 
Messrs. Collins & Wood, of Swansea). 

Мн. Sankey, K.O., in opening the case for the plaintiffs, dealt 
with a mass of correspondence with a view to showing that much 
of the delay complained of was due to defendants failing to have 
the site ready when plaintiffs desired to come and fix the 
machinery. When the plant was handed over to the 
defendants breakdowns occurred. On such occasions defend- 
ants would simply wait until plaintiffs sent a man to inquire 
into the matter. It was then invariably found that the stop- 
page was caused by defendants’ neglect to oil and clean the 
machinery.  Plaintiffs wrote to the defendant company com- 
plaining of the negligence of the men employed to look after the 
plant and repudiating the suggestion that the machinery was 
unsnitable. On June 17th, of 1907, the pumping machinery failed, 
and the mine became flooded, due, the plaintiffs alleged, to defen- 
dants’ improper handling of the plant, and the bad conditions under 
which it wae working. A fresh agreement was then made whereby 

. plaintiffs’ were to unwater the mine, and defendants to supply 
unskilled labour and certain materials. When plaintiffs proceeded 
to overhaul the machinery they found it in a very neglected 
condition, and the trouble, which continued after the new 
agreement hed been entered into, was due to the unsatisfactory 
nature of the material defendants supplied and the labour they 
employed. In November a third agreement was made, defendants 
declaring that matters were in a serious state. Nothing satis- 
factory resulted, and the present action was commenced. 

Hearing adjourned. 


F. Surer & Co., т. DRAKE & СОВНАМ, LTD. 


In the Divisional Court, King's Bench Division, on Thursday, Decem- 
ber 9th, this action was before Mr. Justice Darling and Mr. Justice 
Phillimore. The matter came before their Lordsbips on plaintiffe’ 
appeal from a decision of his Honour, Judge Woodfall, in the West- 
minster County Court, when the question at issue was the liability 
of a company for goods received after the intervention of debenture- 
holders, to have that liability set off against a previous debt. 

Мв. JOLLY, who appeared for tbe appellants, said his clients 
were a company under the Joint Stock Companies’ Act, and some 
time ago issued debentures in the usual form. Before these 
debentures became due and enforcible, the company, which was 
carrying on business in the ordinary way, incurred a debt for some- 
thing like £100 to the defendants. In March the debentures 
became due, and a receiver was appointed to carry on the business. 
Counsel contended that the Conveyancing Act of 1831, for certain 
purposes made the Receiver the agent of the company in sach a 
manner as to exclude him from all liability attaching to the persons 
who appointed him. The Receiver was entitled to use the name of 
the company for the purpose of enforcing claims, but after his 
appointment, although the business was carried on in the name of 
the company, it was being carried on by the Receiver solely for 
the benefit of the debenture-holders. The action was brought for 
the price of the goods supplied after the intervention of the deben- 
ture-holders, and the question was whether as against that debt 
the defendants could set off a debt which became due from the com- 
pany long before the debenturs-holders’ action. 

Without calling on counsel for the respondent (Mr. Hogg), the 
Court held that the Receiver for the debenture-holders was not 
entitled to credit all the receipts to them, but only enough to 
extinguish their debt, and that the defendants were entitled to set 
off a debt due to them against the Receiver. 

The appeal was accordingly dismissed with costs. 


Hurrow v. LEEDI COBPOBRATION. 


On Monday Mr. Justice Bucknill had before him at the Leeds 
Assizes an action in which Harold Hufton, formerly head boots at 
the Albion Hotel, sought to recover damages from the Leeds Oor- 
poration for personal injuries received. Me. J. A. Compston was 
for the plaintiff, and Mr. E. Tindal Atkinson, K.C., and Mr. J. A. 
Greene for the defendant Corporation. 

Мв. CouPsTON said the plaintiff's position was a rather re- 
munerative one, for whereas his wages were only 10s. per week and 
board, his earnings with tips amounted to between £3 and £3 108. 
per week. Late on the night of Saturday, March 6th, he got on a 
tramcar in Boar Lane to travel home to Wortley. As he got on 
the conductor was inside collecting fares, and he called out to 
him that he could not go upstairs because it was full. Plaintiff 
replied that there was nobody sitting in front, and the conductor 
rang the bell. A drunken man was standing on the top of the 
steps, and when the car started in consequence of the conductor 
ringing the bell, the man fell down the stepa on to Hufton, who was 
ascending, but had only reached the third step. Had the con- 
ductor not stopped Hufton by saying there was not room on the 
top, he would, said counsel, have got safely past the drunken man 
before the car started. Hufton was thrown back on to the plat- 
form, his head and neck being jammed against a rail, and he was 
very seriously hurt. Не had to remain in bed for about two 
months, and during his illness he was so violent at times 


that he had to be held down by four or five persons. 
In June, when able to resume work, he found that his employer 
had filled his position, and it was not till July 5th that he found 
he would get employment at Huddersfield. Asa result, said Mr. 
Compston, the plaintiff had lost 14 weeks’ wages, which, reckoned 
at £3 10s. a week, amounted to £49, and in addition serious 
expense bad been incurred for medical advice, nursing. &c. 

For the defence, it was suggested that the plaintiff should have 
got off the cat when told it was full, and that the accident was not 
due to negligence on the part of the Oorporation’s servants. A 
point in the case was as to whether tbe man who fell down the 
steps was drunk. x 

Мв. Jusrice BuckNILL had a word of sympathy for the lot of 
the tram conductor. On wet nights, when there was a rush for the 
shelter of the cars, he was & man to be pitied. ! 

The jury found for the plaintiff for £100, and judgment was 
given accordingly. 


Оосгр v. LezuHwEss. 


Last week the case of Gould v. Lehwess was opened before the 
Court of Appeal, composed of Lords Justices Vaughan Williams, 
Buckley and Kennedy, upon the defendant's appeal from a decision 
of Mr. Jastioe Phillimore in the King’s Bench Division. 

Mr. Gore-Browne, K.C.,and Mr. R. J. Willis appeared for the 
appellant, and Mr. J. R. Atkia, K.C., and Mr. D. C. Bartley for the 
respondent upon the appeal (the plaintiff). | 

Mr. GonE-BRowNE, in opening the case for the appellant, 
ssid it was an appeal by the defendant from a judgment 
for the plaintiff for £2,528. The judgment was in respect 
of an agreement dated April 28th, 1908, whereby the defendant 
promised to secure that the Electrobus Co., Ltd., or some 
other company, would purchase some electrical storage batteries, 
the property of the plaintiff, and if the Electrobus Co. or some other 
compauy did not pay for them the defendant would, subject to the 
batteries passing a satisfactory test. The story was a very com- 
plicated one. The plaintiff, Commodore Charles Gould, was an 
American, and was President of an American company called the 
Gould Storage Battery Co. Defendant was Dr. Lehwess, a doctor of 


‘science, a German, who had been naturalised in this country 


for a good many years. Defendant was the principal proprietor of 
another company which supplied the vehicles to the Electrobus Oo. 
Ia November, 1906, defendant went to America on the authority 
of the company to negotiate a contract for getting any battery that 
might be better than those they were then using, and in that way 
defendant got into commanication with the plaintiff. It 
appeared from the statement of the learned counsel that on Novem- 
ber 1st, 1906, the defendant and the plaintiff agreed to form a 
company in England to be called the Gould Storage Battery Oo., 
and plaintiff's case was that the company should have a cash capital 
of £25,000, the plaintiff to have 55 per cent. of the shares fully paid 
up. That company was registered on November 20th, 1906, 
with a nominal capital of £26,000. On November 30th, 1906, the 
plaintiff sent the defendant a cable аз follows :—‘' Do I understand 
£25,000 in cash has been paid in ?" to which the defendant replied 
on the same day, All shares issued cash, about 4,000 reserved.” 
Plaintiff alleged that defendant meant to convey that the company 
was possessed of £21,000 as cash capital. Plaintiff alleged that in 
consequence of this representation he delivered to the company 15 
sets of batteries aud accessories, whereas the fact was that the com- 
pany had not any cash capital, as none of its shares were issued for 
cash. Plaintiff accordingly claimed that as the company had not 
paid €or the batteries, &c., the defendant by virtue of an agreement 
made on April 28th, 1908, was liable to pay for them. 

In reply to Logo Justice VAUGHAN WILLIAMS, Мв. ATEINS said 
the plaintiff's case was that in consequence of the misrepresenta- 
tions of the defendant, he hai parted with the batteries to the 
Gould Storage Battery Co., and had, therefore, lost the value of 
them. Plaintiff's other cause of action was against the defendant 
on the contract of April 28th, 1908, and upon that the plaintiff was 
entitled to damages.  Piaintiff further said that the defendant 


. had himself prevented the tests of the batteries being carried out 


within the specified time. 

At the conclusion of the arguments on Wednesday last week 
their Lordships gave judgment. 

Lorn JusSTICB VAUGHAN WÍLLIAMS said the Court was of opinion 
that there ought to be a new trial. Il was not usual when a new 
trial was ordered for the Court to go into matters that had been 
discussed before them on appeal, because if they went into them it 
was almost impossible to avoid making observations which might 
be calculated to prejadice the new trial. He would state broadly 
whyihe believed a new trial should be orlered. He was clearly of 
opinion himself tbat the damages should have been assessed other- 
wise than they had been. Apart from any measure of damages 
applicable in the case, he thought that there was not sufficient 
ground for leaving out of consideration certain portions of the 
evidence that had been given. Farther than that he hesitated to 
make any observations as to the conclusions he had come to upon 
a great many matters which ought to have been dealt with on the 
best evidence. The best evidence was not given. He would 
direct a new trial upon the usual terras that the costs would 
abide the result. | 

Lord Justice BucELEY agreed. He said he was extremely 
sorry that there should be a new trial, sind he came to that con- 
clusion with great reluctance, but he was not satisfied that the 
damages had been properly ascertained. 

LORD JUSTICE KENNEDY concurred. 

The judgment in the Court below was accordingly set aside, and 
a new trial was ordered, the costs to abide the result. 

An application for a stay with regard to costs in the event of an 
appeal to the House of Lords was refused, 


i | PE 


974 | THE ELECTRICAL REVIEW. [Vol 65. No. 1,673, D n 17, 1909. 


SOME POINTS IN RELATION TO ARC 
LAMPS. 


[COMMUNICATED. ] 


THE arc lamp, although it was one of the earliest forms of 
electric lighting, has throughout the years of the electrical 
industry been subjected to an almost endless succession of 
changes, and it may be partly due to the fact that this 
change has been going on, and also to the variation in the 
systems of supply, that even at the present day there are 
points about the use of arc lamps on central station supply 
systems which have yet to be overcome. If this were not 
so, the task of the superintendent of the arc lamp depart- 
ment would be rendered & very nominal one, so from the 
point of view of the maintenance engineer it is, perhaps, as 
well that there are one or two difficulties still left. 

One of the systems upon which public arc lamps are 
supplied ig the series circuit, with provision for compensat- 
ing the voltage should one or more of the arc lamps in series 
fail to operate properly. (ne of these systems which was 
very much to the front a few years ago, and is atill in use, ig 
the rectified current system, by means of which a series of arc 
lamps are supplied direct from an alternating-current station, 


with a constant current, fluctuating but unidirectional, and, 


therefore, as the periodicity is usually pretty high, suitable 
for use with a continuous-current lamp. When everything is 
working properly this system is a very simple one, bat it has 
troables which now and again render the life of the engineer 
not altogether devoid of excitement. For example, one case 
occurred .where direct-current street arc lamps were ran in 
groups of lamps in series on a high voltage, and the 
alternating current was rectified at the generating station 
in the usual way. Unfortunately, however, a trimmer in 
cleaning one of the arc lamps managed to leave out a wire 
from one of the lamp resistances. In this way the circuit 
was broken in spite of the fact that automatic short-circuit 
devices were attached to each lamp. The result of this 
slight omission was that when the rectifiers were switched 
in at night the open circuit on one group of lamps managed 
to find a weak place in the insulation of one of the coils, and 
proceeded to burn it ont, with conaequent disaster to that 
group of lamps. 

Another defect which a series system of street lighting has 
is that although the voltage available on the terminals of 
any lamp will not exceed 50 volte, it is qnite possible to get 
& pressure to earth on certain parte of the circuit exceeding 
this value many times over, and it is therefore evident that 
the insulation of the whole circuit must be of a first-class 
nature. Moreover, it is highly necessary from the point of 
view of public safety to see thet any iron work in connec- 
tion with the lamps is thoroughly well earthed, as otherwise 
a paszer-by might get a violent shock. This is not an 
altogether visionary idea, as in one such instance, where an 
earth occurred оп a lanip-post which was fairly near the 
high-tension end of a se ies supply, quite perceptible shocks 
were obtained from the arc lamp column by a person stand- 
ing upon the pavement. It would appear almost impos- 
sible for the potential difference between the lamp-post 
fixed in the ground ard the pavement itself to be great 
enough to administer a shock, but this actually was the 
case, and the advisability of connecting arc-lamp columns 
on such systems to etlic ient earth plates in damp ground was 
amply demonstrated. 

A very usual system of supply both for street and private 
arc-lamp lighting at th » present day is either by means of 
direct current on a 8 ries of lamps at 200 or 400 volts, or 
by means of small tra nsformers fed from the hivh-tension 
mains, tlie low-tengior. side of which is connected to each 
individual lamp or to и small group of lamps. In a good 
шапу cases small inclividual transformers are used, and 
where these ure adopt d they are often turned out rather 
cheaply, so perhu ps опе or ght not to grumble at their little 
imperfections. It is, l owever, possible in a good many cases 
to obtain slight shock в from the corners of these trans- 
formers, and upon и vestigation it ig sometimes found 
that the wires leading from the coils to the terminals are 
insulated, or supposed to be insulated, by stringing black 


glass beads upon the bare flexible conductor. In many cases 
these beads touch the cover or some other portion of the 
transformer. A little reflection will show that if any damp 
happens to be about, the formation of the surface of the 
beads and the fact that a short path to the potential-charged 
conductor is offered through the crevices left between 
adjacent beads, tends to collect the moisture and to put the 
conductor into almost direct connection with the earthed 
portions of the transformer. In spite of the fact that 
short circuits and shocks can easily be obtained from 
this cause, the method of insulation has so much to recom- 
mend it on the score of cheapness that it is very far from 
being abolished, although, in the interests of a supply 
system, it is hardly to be recommended. 

A feature which is bringing considerable anxiety to 
the engineer in charge of an arc-lamp system, is the 
heavy strain which is being put upon the earning 
capacity of arc lamps as current-consaming devices. 
This factor is a very important one in connection with the 
revenue productiou of an electricity supply system, and it may 
be urged that some of the offers which are being made toprivate 
consumers for the purpose of inducing them to adopt arc lampe, 
say, for shop-window lighting, are verging upon the farthest 
limit of safety with regard to profit and loss. Let us try to 
investigate a typical instance, which is not by any means an 
exaggeration of terms which are being offered publicly to 
consumers in supply areas. Suppose that an electricity 
supply authority in running an are lamp rental system offers 
a flame arc lamp with, in the case of an alternating- current 
distribution, the necessary transformer, together with 
carbons, maintenance, repairs and energy for a maximum 
of, say, 800 hours’ burning per annum, at a price varying 
between £8 and £9 per year. It will occur to many readers 
that this is a low figure, but it is believed that similar, if 
not exactly the same, rates could be found upon inquiry 
among the supply authorities operating at present. It must 
be remembered that the arc lamps are put upon the mains 
at precisely the same time that the ordinary peak load is 
present—that is to say, between the hours of 5 and 11 in 
the winter, and about 8 and 11 in the summer. It is, 
therefore, proper to rate the value of the energy at the 
ordinary lighting tariff, and a figure which may be fixed for 
the purpose is of the order of 34d. per unit. As such flame 
arc lamps suitable for burning outside shop windows take 
about 3 amperes, the energy alone for 800 hours at this 
rate totals a charge of about £7, and it is to be supposed 
that most of the consumers who adopt this system will run 
their lamps at about the maximum number of hours. On 
the top of this is the fact that the lamp iteelf, if it is of any 
good make, will cost something like £6 ; while a transformer, 
if this has to be supplied, will work out at about £2 to £2 108. 
It can hardly be assumed that the life of euch rental lamps 
and transformers can be more than three years, so that 
there is a pretty heavy interest on capital and depreciation 
to pay out of the balance. Moreover, in the winter, the tame 
of a man sufficient to call every mofning to re-carbon the 
lamps and to effect any necessary running repairs has to be taken 
into account, while in the summer it is probable that the 
man will have to call about three times a week. It does not 
appear that on such terms arc-lamp rentals are a paying pro- 
position, and it is, therefore, a matter of surprise that 80 
many supply authorities appear to be considering similar 
propositions. The way in which this affects the arc lamp 
maintenance engineer is that he is inevitably called upon, in 
view of the fine limits on which the supply ia being run, to 
cut down the costs of his work to the very finest limit; it 
will readily be seen that this is unjust, and a very onerous 
task is placed upon the practical man who is called upon 
eliminate by close attention to duty any trouble the financial 
effect of which has not been allowed for in an original esti- 
mate of cost. 


Italy.—La Societe Electro-Métallurgique | Picmontaise 
is the title of a new company which bas just been formed in 
Brussels, with a capital of £100,000, to acquire the rights in the 
Froment process for the electro-metallurgical recovery of gold from 
auriferous ores, and to take over the demonstrating plant st 
Domodossola, Italy. 
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THE RIGHT TO CUT OFF THE SUPPLY. 


[BY А LEGAL CONTRIBUTOR. | 


Охк of the most important privileges conferred upon the 
* undertakers " who supply electricity to the public is that 
which enables them to discontinue the supply, in a case 
where the consumer refuses to pay rent or otherwise mis- 
conducts himself. This right muy be exercised in a variety 
of circumstances. Thus it is provided by Sec. 21 of the 
Electric Lighting Act, 1882, that if any local authority, 
company, or person neglect to pay any charge for electricity, 
or any othec sum due from them to the undertakers in 
respect of the supply of electricity to such local authority, 
&oc., the undertakers may cat off such supply, and for that 
purpose may cat or disconnect any electric line or other work 
through which electricity may be supplied, and may, until 
such charge or other sum, together with any expenses 


incarred by the undertakers in catting off such supply of - 


electricity as aforesaid, is fully paid, but no longer, discontinue 
the supply of electricity to such local authority, &c. 

The period when the meter rent is to become due and 
payable is usually settled by the contract between the parties. 
Thus the andertakers may require payment of their accounts 
quarterly, monthly or weekly. 

The Electric Lighting (Clauses) Act, 1899, also makes 
provision for the cutting-off of supply in certain events. By 
Clause 27 (8) of the schedule to that Act, which is incorpo- 
rated with nearly every provisional order, the undertakers 
may, after they have been giving a supply of energy in respect 
of any premises, by notice in writing, require the owner or 
occupier of those premises, within seven days after the 
serving of the notice, to give to them security for the 
payment of all moneys which may become due to them in 
respect of the supply, in case the owner or occupier has not 
already given that Security, or in case any security given 
has become invalid or insufficient; and in case any ‘such 
owner or occupier faila to comply with the terms of the 
notice, the undertakera may, if they think fit, discontinue 
to supply energy for the premises, 80 long as the failure 
continues. | | 

There is one other event in which the undertakers may 
cat off the supply, and to atate the circumstances is to state 
the justice of the case. | 

Clause 27 (4) of the schedule to the Electric Lighting 
(Clauses) Act provides that if the owner or occupier of any 
premises uses any form of lamp or burner, or uses any energy 
supplied to him by undertakers for any purposes, or deals 
with it in any manner, so as to interfere unduly or 
improperly with the efficient supply of energy to any 
other body or person by the undertakers, the undertakers 
may, if they think fit, discontinue to supply energy to 
those premises so long as the lamp or burner is so used, 
or the energy is so used or dealt with ; the Act also provides 
that the undertakers are not to be compelled to give a supply 
of energy to any premises unless they are reasonably 
satisfied that the lines, fittings and apparatus therein are in 
good order and condition, and not calculated to affect 
injuriously the use of energy by the undertakers or by other 
persons. 

Any expenses incurred in catting off the supply of 
electricity may be recovered summarily as a civil debt; 
and, of course, it is competent for the undertakers, instead 
of bringing pressure to bear upon a defaulting consumer by 
cutting off,or by threatening to cut off, his supply, to 
recover the amount due by summary process in a police 
court. : | 

The right to cut off, and the threat to exercise this right, 
are, however, most effective remedies in the hands of the 
company, and so long as the consumer is not arbitrarily 
treated, there is no hardship upon him. The proper way to 
test the matter is to consider what would happen if the 
company were bound to go on giving a supply whether their 
lawful charges were paid or no. In that case it might be 
incumbent upon the undertakers to continue a supply until 
every little claim which they might have againet the con- 
sumer were tested and enforced in a court of law. Unless, 
however, they exercise the power judiciously, they lay them- 
selves open to unfavourable comments from the Bench ; for 


they must go to Coutt if they wish to enforce payment. In 
а case in 1903, which was heard by his Honour Judge Emden, 
it appeared that in the latter part of 1901 an installation of 
14 16.0.P. lamps was put in a consumer's house. Of these 
six belonged to the supply company. The agreement stated 
that 23. per quarter should be the rent of the meter if 20 
8-c.P. lamps, or their equivalent, were used, to be 
increased to 3s. per quarter if over 20 8-c.P. lampr, 
or their equivalent, were used. It appeared that 
the consumer, after some time, and without the con- 
sent of, or notice to, the company, changed his in- 
atallation to three 16-c.P. lamps and 12 8-C. P. lampe. 
Upon doing this he refused for six quarters to pay more than 
28. per quarter meter rent, and eventually, on May 19th, his 
supply was cut off. In giving judgment for the consumer 
when he was sued by the company, his Honour Judge 
Emden thought proper to make the following observations : 


‹ I cannot allow this case to pass without saying that it is | 


impossible for a public Corporation to carry on business if 
they abuse their powers in this way. Here we have a re- 
sponsible gentleman, an officer who has been in her late 
Majesty's army, who has always paid his way; not a word 
can be said against him, and on a trivial claim for 68. he is 
put to the disgrace of having his light cut off. The Cor- 
poration has a monopoly ; it is entrusted with great powers, 
but if it exercises them in such a way, it is unfitted to be 
entrusted with such powers.” We confess that we do not 
altogether share the view expressed by his Honour ; but, at 
the same time, the case may act as a warning to supply 
companies not to exercise their powers in an arbitrary 
manner. | 


NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Patent Flexible Cast-Iron Pole.' 
We recently mentioned that a pew type of pole had been 
invented by Ma. J. H. Skin nn, of Imperial Buildings, Gardiner 
Street, Durban; we are now enabled to illustrate the pole, which 


Fie. 1.—DzTAIL ABD Exsvation oF Oast-Inom POLE. 


van be made of cast or wrought-iron, or steel. The figures suffi- 
ciently show the construction of the device; the number of sections 
employed depends upon the length required, each section being 
about 5 or 6 ft. long. Tests have been carried out before the Post- 
master-General of Natal, the Corporation of Durban, and the 
Acting Ohief Engineer of Johannesburg, and a trial order has been 
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placed with the inventor by the Government of Natal It is 
claimed that the poles are cheaper than the tubular type, very 
flexible, portable, adaptable, and, when of cast-iron, exceedingly 
durable. А 

In the Durban tests, two poles were erected with four telephone 
wires between them, and the poles were guyed back until there was 
a stress of 320 lb. on each of them; in order to give the poles a 
violent jar, the guy wire was then cut, and the overhead’ wires 
pulled the poles about one foot out of the pegpendicular. A single 
guy was then attached to a pole, and it was pulled over two feet 
out of the perpendicular, to which it returned when teleased. The 
pole was finally broken, in three places simultaneously, with a pull 
of 500 lb.—four times the normal. The length of the pole was 
20 ft. (161 ft. above ground), and the weight about 179 lb. 


The Rotasphere. 

The KIR ETI Co, Ітр., of Kinetic Works, Lincoln, have 
devised a novel method of applying electric power to organ blow- 
ing. As illustrated, the electric motor is fitted with a hemisphere 
of polished aluminium, which drives by friction a bicycle wheel 
with an ordinary pneumatic tire. The latter affords an ideal 
member for a frictional drive, and we believe this is the first 
example of ite use for this purpose. The motor is mounted on a 
swive carriage, revolving about an axis tangent to the tire, so 
that in every position the hemisphere is in contact with the latter, 
the gear ratio varying from zero in the position shown to a 


Fig. 2.— TH» ROTASPHERE FOR ORGAN-BLOWING. 


maximum when the motor is turned through a right angle, with 
perfectly smooth gradations ; the carriage is rotated by a cord con- 
nected with the bellows, so that the speed is highest when the 
bellows is nearly empty. The motor is shunt-wound, and therefore 
runs at practically constant speed, while the speed of the wheel is 
reduced by means of sprocket wheels and chains, the last wheel 
actuating the bellows handle through a crank and connecting rod. 
The device, it will be seen, is extremely simple, and in running it is 
almost inaudible. There is but little wear on the tire, which therefore 
lasts a long time. The efficiency is very high, a 4-B.H.P. motor 


being capable of providing an ample supply of wind for an organ : 


of ordinary size. Ball bearings are ueed throughout, and the 
are all standard cycle fittings. The floor space required is 
45 x 16 in., and the height 33 in. ` 
New Tantalums.— Messrs. Sremens Bros. DYNAMO 
Works, Lrp., are now putting on the market, and they hold stocks 
at their works at Tyssen Street, Dalston, an entirely new grade of 
tantalum lamps as follows, at a reduced price :— 


50 volts to 120 volts ‚2 
140 volts to 160 volta - . . Wer 
20 volts to €0 volts 


They are also introducing a range of tantalum battery lamps. 
D л I 


BUSINESS NOTES. 


Book Notices.—Hazell’s Annual, 1910. Twenty-fifth 


year of issue.— Edited by Hammond Hall. London: Hasell, . 


Watson & Viney, Ltd.—We need write little at this date regarding 
the serviceableness of this book. We bave perused a number of 
the sections in which we take a more particular interest, and find 
them profitable reading as reminders of events that have happened, 
and tendencies that have been observed, during the past year, and 
if, as we believe they are, other sections are equally correct, then 
we shall frequently be helped in hunting up references to matters 
with wbich we may not be so directly familiar and upon which we 
may require light occasionally during 1910. The section on “ Elec- 
tricity Supply " is brief, but it will suftice to give the uninitiated 
reader a correct impression of what is proceeding in that depart- 
ment, and there are similar brief sections regarding telephones, 
wireless teleyraphy and the cables of the world. In a section 
entitled “The March of Science," Sir Oliver Lodge discusses 
Physics in the New Century.” The Evolution of the Flying 
Machine" ishandled by none other than Sit Hiram Maxim, anda great 
deal of other and very interesting material regarding aerial naviga- 
tion in 1909 appears, together with instractive illustrations. But 
these are only a fleabite of the matters covered in this cyclopædio 
record of men and affairs” revised to November 30th. There is a 
very full index, and its whercabouts is plainly indicated by a blue 


edging. We congratulate the editor and publishers on another 
useful edition of this widely-used book. 

The Annual Report of the Glasgow and West of Scotland 
Technical College for the past year contains views of the magnifi- 
cent buildings of the college, the third section of which has been 
finished and occupied. The fourth section will be ready for oocu- 
pation in September next year. An expenditure of £362,083 has 
been incurred, of which some £40,000 remains to be raised. 
During 1908-9 there were in attendance 487 day students and 4,623 
evening studente, as well as 714 pupils of Allan Glen's School. In 
electrical engineering there were 940 students —122 day and 818 
evening. Prof. M. Maclean is the head of the department, with 
Mr. F. H. Downie, B.Sc., as chief assistant. A sandwich system is 
in force in the engineering department, whereunder the day 
studente enter works from April to Beptember. Ina report to the 
Education Department Prof. Perry speaks in the most eulogistic 
terms of the equipment and personnel of the departments of 
mathematics, mechanics and engineering. 

" Proceedings of the Physical Bociety of London." Vol. XXI, 
Part V ; October, 1909. London: Taylor & Francis. : 

" Rcience Abstracts.” Sections A and B, Vol. 12, Part 11; 
November 25th, 1909. London: E. & F. N. Spon. Price 1s. 6d. 
each part. А 

" Who's Who, 1910.“ London: A. & C. Black. Price 10s. net. 

„Who's Who Year-book, 1910." London: A. & O. Black. Price 
1s. net. 

“ Writers’ and Artists’ Year-book, 1910.” London: A. & O. 
Black. Price 18. net. 

" Englishwoman's Year-book, 1910." London: A. & C. Black. 
Price 2s. 6d. net. 

“The Bhot-firer's Guide,” by W. Maurice, President of the 
Institation of Mining Electrical Engineers, is being issued by the 
Electrician Printing and Pablishing Co., Ltd., London, price 3s. 6d. 
net. As ite title implies, it is a book of instruction for colliery 
Officials regarding the use of explosives, and contains much informa- 
tion on the electrical methods and apparatus employed. 


Russian Exhibition,—The Russian Exhibition in 
London is being vigorously pushed. Mr. Crisp, one of the founders 
of the Anglo-Russian Trust, according to a 8t. Petersburg paper, 
and Mr. Hartley, manager of the Earl's Court gro have 
arrived in St. Petersburg on business connected with the Exhibition 
in question, It ie stated to be the intention of the organisers of 
the Russian Floating Exhibition, that is about to leave Odessa and 
visit the Near East ports with specimens of Russian goods, to take 
advantage of the Russian Exhibition in London next year, and at 
its close to make around of the English porte as a continuance of 
the Exhibition.—7" Financier. 


Christmas Holidays.—Mxssgs. Bruce PEEBLES & Co., 
Ltd., announce that their works at East Pilton will be closed from 
December 24th to January 4th for tbe holidays. No goods will be 
received or despstched, and only urgent correspondence will be 
dealt with. 


Catalogues and Calendars,—DxwuvnsT's Ехог- 
NEERING Со, LTD., Sheffield.—Three most acceptable wall 
calendars have been received from this firm. Those electrical men 
who receive any of these will find the subject extremely 
interesting—to say the least—and those who receive them all will 
for a while be in a dilemma as to which is the best to grace their 
office walls, Some, according to predisposition and tempera- 
ment perhaps, may affect to favour " Lily of Killarney”; to others 
“The Old Breakwater” will more particularly appeal; but that 
fascinating picture of A Village Scene in France,” from a painting 
by Albert Wallet, makes one, as one contemplates it, feel that it is 
indeed good to be alive. We congratulate the company on their 
excellent selections. 

Mxssns. Sirmens Bros. & Co, Lrp., Caxton House, West- 
minster.—Oatalogue No. 6519, Telephone Switchboards,” 
describing types suitable for private telephone installations of all 
sizes, from four lines to 250, including private branch exchanges 
allowing a proportion of the stations to communicate with the 
local or trunk exchange. The larger sizes are suitable for small 
towns, and both magneto and battery calling systems are 
provided for, the latter including the common-battery system, 
which is generally used in installations for 100 users and upwards. 
Accessories and epare parts are also listed, and illustrations and 
pricesare given. The catalogue isin the form of single sheets, held 
by fasteners, so that other sheets can bs added as they are issued. 
Oatalogue No. 517, Section II—“ Kalkos conduite This 
is a companion to Section I, which dealt with ''Metacase" 
conductors. A very wide range of fittings and accessories is illus- 
trated, the system being very flexible and adaptable to a variety of 
requirements ; special attention is drawn to the advantages gained 
by combining the Kalkos and Stannos systems, where the wiring 
has to be watertight throughout, and adapters are provided to 
facilitate the combination. Where concentric wiring is permissible, 
either system or both combined can be employed, the Kalkos tube 
having ample carrying capacity. 

Тик WaABDLE ENGINBEBING Co., 196, Deansgate, Manchester.— 
New lists of Streetlite specialities for metal-filament lamps, 
including fittings for station platform lighting, shop window reflector 
lighting, watertight fittings, brackete and globes; also of the 
" Carlite " electric side and tail lamps. 

Cuicaco Preumatio Тоог Co., CRHICAGO.— Leaflet describing 
the Franklin high-speed air compressor. . 

Messrs. Востнам & Woop, LTD, 162, Oxford Street, W.— 
Pamphlet illustrating the "Zephyr" self-contained electaic 
fountains and cascades for decorative and adv 
They are supplied in marble, bronse, silver, terra cotta or stone. 
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Tom ELECTRICAL AND ENGINEERING SUPPLIES Co., Lrp., 36 and 
37, Upper Thames Street, E.C.—Two recently issued price leaflets 
showiog their electric flashing signs for shop windows, counters, 
&c., also their decorative outfits for interior decorations (Christmas 
tree and shop-window) with miniature electric lamps. 

Тнк Davis ErLEcTBICAL Co., LTD. 17, Moor Street, Charing 
Cross Road, W.0.—Thirty-two page illustrated catalogue and price 
list of electrical steel conduite and accessories; also lists of 
" Attracta” electric signs, Chamberlain's anti-vibrator, and the 
^ Elloo" invisible lamp look. 

Тнв PREMIBR AcCUMULATOB Co., Lro., Cattle Market Road, 
Northampton. — New catalogue (for 1910) wherein in the course of 
24 pages are contained particulars rendered destriptively and in 
tabular form of the Premier accumulators of the central station type, 
also thoee for country house lighting, shipand yacht lighting, traction 
cells, train lighting, ignition and portable lighting batteries. 
Dimensional drawings appear of cells and wood stands, also prices 
of renewals and accessories, testing instruments, acid, &c. 

Mr. J. Conway Paice, of 151, Fleet Street, E. O., who is known 
in the electrical trades as a technical advertising specialist, has 
sent us a folding leaflet relating to his work as a designer of 
advertisements and giving a list of electrical firms who are using 
his designs. Copies can be obtained on application by any 
advertiser. 

Тав Key ENcGtwEEBING Co, Lro., Trafford Park, Manchester.— 
Twelve-page red covered pamphlet describing and giving illus- 
ка of their system of “solid” protection for underground 
cables. 

Mxzssms. Donovan & Co., Barwick Street, Birmingham.—Illus- 
trated price leaflets relating to cast-iron and watertight fittings, 
Barwick motor-starters and motor-starting panels, and iron-clad 
fuseboards. 

Mn. d. Baavuix, 8, Lambeth Hill, E.0.—Leaflet showing the 
" Eclipse" flame arc lamp with an ornamental case in green 
relieved by bronze, and hexagonal type globe. Mr. Braulik is now 
representing in the United Kingdom aud in English possessions 
abroad, Messrs. B. Paege & Оо. [оѓ Berlin, manufacturers of elec- 
trical insulating varnishes, cabling compounds, &c., and he will keep 
& stock of these in London, both in bulk and in small tins. 
A catalogue and number of leaflets relating to these pro- 
ducta has been received, and copies can be obtained on 
application. . 

Mxssns. HwISL NTV, \үп,р & Co., Lrp., Brightside Boiler and 
Engine Works, Sheffield. —T wo new publications; one a leaflet con- 
taining a brief general description of the ''Suckling" water-tube 
boiler; the other a 20-page catalogue giving a fuller and much more 
detailed description of fhe same boiler, with some fine examples of 
half-tone printing. Types of tube cleaners, and a report of a test on 
the boiler by Messrs. Burstall & Monkhouse, aleo appear. 

Mussas. Baucs РЕЕвгЕВ & Co, LTD., Edinburgh.—Booklet 
No. 706 (28 pages) in the company's standard form in two sections. 
The first half is occupied with a description, with many half-tone 
illustrations, of the works at Edinburgh; the other half contains 
illustrations, with brief letterpress, of dynamos and motors, turbo- 
alternators, motor converters, and other manufactures made therein. 

GzNEBRAL Evectaic Co, Lro, 71, Queen Victoria Street, E.C.— 
Pocket booklet of 12 pages, giving illustrations and prices of a 
number of patteras of electric radiators and elevators made under 
the '' Archer " system. 

Cowren-Cores EmcoiNEEBING Co, Lrp., 82, Victoria Street, 
London, B.W.—4A number of illustrated lists in binding cover, 
giving descriptions of the following manufactures:—Centrifugal 
pumps for acids, acid valves (corrosion proof), filter economisers, 
atomising plante, aluminium welding process, acid injectors, and a 
patent motor headlight. 


Accumulators for Central Stations. — Тнк D.P. 
Barrery Oo., Lro., inform us that during the past 12 months they 
have installed, or have now on order, batteries for 20 central 
stations, including a large battery of over 2,500 ampere-hours 
capacity at 550 volts for the Corporation of Dudley, as well as 
others for the East Indian Railway at Howrah, of 862 KwW.-hour 
capacity, for the Colonial Government at the Bahamas, the Liver- 
pool and District Co., Manchester Corporation, and nine installa- 
tions for Australia. 


Admiralty Work.—Maxwe tts, LTD., Dundee, have 
been placed on the Admiralty list for work, and since the arrival 
of the submarines several repair jobs have been sent to their 
establishment. i 


Conversazione.—The directors of MEessks. RAWLINGS 
Beros., Lro., of Gloucester Road, South Kensington and Belgravia, 
gave а conversazione on Saturday evening last to their employés 
and their wives and friends. These, to the number of some 400, 
met at the Cabins Restaurant, Caxton House, Westminster, where 
a musical entertainment, largely contributed to by the employés 
themselves, had been arranged. An excellent programme of 
music and song was thoroughly enjoyed. During an interval, 
light refreshments were handed round, and conversation and 
laughter were indulged in without restraint, the occasion being 
one for real social intercourse, 


The New Exhibition Building for Manchester.— 
We have received from Mr. W. Davenport, of Ridler Place, 
Holland Street, Blackfriars, S.E., particulars of the scheme to 
ereot a large Exhibition Building for Manchester, It is stated that 
the work of erection will be commenced next month. A well. 

ced site hag been secured in Old Hall Lane, and a handsome 

uilding, with a floor surface of 100,000 sq. ft., for which the plane 
have Piready been passed by tha Corporation, will be erected, 


s 


The proprietors of this building have already secured con- 
tracts for four important undertakings, and the scheme has so 
far commended itself to those business men who have been 
approached inthe matter that it has been unnecessary to ask the 
public for a single penny of the capital involved. The scheme of 
erecting such a building had ite genesis in the successful Elec- 
trical Exhibition that was held in October last year, and the archi- 
tects of the present building have based their plans largely upon 
the requirements there shown to be necessary. Manchester, the 
second city of the Empire and the centre of the great manufac- 
tares of the North, will soon, therefore, have an Exhibition build- 
ing suitable to its importance as a centre of commerce. The 
contract for the building has been placed with Messrs. Davenport, 
Bons & Co., of Birmingham. The contracts already entered into 
are for the Manchester Industrial Exhibition, May 12th to June 
25th, 1910, which is being organised by the International Trade 
Exhibitions, Ltd.; the Great Textile Exhibition, October 8th to 
29th, 1910, promoted by Mr. H. Greville Montgomery, M. P.; from 
November 16th, 1910, to April 30th, 1911, à skating rink ; and in 
May and June, 1911, a General Engineering and Allied Trades 
Exhibition organised by International Trade Exhibitions, Ltd. 
The building will be 600 ft. long x 180 ft. wide, lighted by 
electricity and fitted in án up-to-date style in all departments. 


Trade Announcements.—Messrs. H. Jaccar & Co., 
electrical engineers, of Halifax Road, Dewsbary, have opened new 
business premises in Henrietta Street, Commercial Street, Batley. 

THE ADNIL ELzcTRiC Co, Lro., have appointed Mr. James 
Tarnbull, ot 3, New Street, Birmingham, their agent for the whole 
of the Birmingham district, including the counties of Warwickshire, 
Worcestershire, Shropshire ‘and Staffordshire. 


Dissolutions and Liquidations.— Mackey’s ELECTRIC 
Laur Co, Lrp.—This company is winding up voluntarily, with 
Mr. W. Bean, of 174-175, Aldersgate Street, E.C., as liquidator. 
A meeting of creditors will be held at Manchester Hotel, Alders- 
gate Street, on December 24th, . 

THE ELECTRICAL Ове FimprNG Co., Lrp.—A meeting is to be 
held at Buffolk House, Laurence Pountney Hill, E.C., on January 
17th, to hear an account of the winding up from Mr. J. D. A. Norris, 
the liquidator. | 

Messes. W. TULLY & HOwaRD BSTBAEER have dissolved part- 
nership. Debts, &c., will be attended to by Mr. Howard Straker 
at the office of Mr. W. Tully, 16, Water Lane, Great Tower Street, 
London, E.C. Mr. William Tully continues in business as a mica 
importer and dealer on his own account as Wm. Tully & Co., at the 
above address. 

UXBBIDGÐ AND District Exvgotric SuPPLY Co., Lrp.—By an 
order of the Court, Messrs, J. O. Callender (Callender's Cable Co.), 
and W. A. Bird and J. C. Saunders (Metropolitan Electric Supply 
Co., Ltd). were appointed a committee of inspection to act with 
the liquidator. 

Morais-HawkIns ELECTRICAL Co., Ltp.—A meeting will be 
held at 58, Coleman Street, E.C., on January 12th, to hear an 
account of the winding up from Mr. E. I. Husey, the liquidator. 

F. Burks & Co., manufacturers of electrical machines, appa- 
ratus and devices, 37, Port Street, Manchester.—Messrs, F. Burks, 
F. C. Poulton and V. Bramwall have dissolved partnership. 
Debts will be attended to by F. Burks & Co., Ltd., of the same 
addrese. : 


LIGHTING and POWER NOTES. 


Amble.—At a meeting of the U.D.C. on the 9th inst., 
Mr. Wanless moved that the Council was prepared to proceed with 
the erection and equipment of an electrical installation for lighting. 


and power purposes within the urban area. The motion was 


carried. 


Australia.—The Perth (W.A.) City Council has given 
notice of its intention to obtain Parliamentary powers to take over 
the gas company’s undertaking (which includes both gas and 
electricity supply). The gas company’s estimate of value for its 
property ranges from £137,QC0 to £236,000. 

As a result of street lighting experiments in Sydney, the 
electrical engineer advises that arc lamps should be retained in 
the main thoroughfares, but that flame arcs be substituted for 
open type. The cost of metal lamps for such situations would 
be excessive, but these lamps ishould be adopted in side streets 
which may be lighted in future. The cost of altering the 
arc lamps is placed at £3,000.—Australasian Hardware and 
Machinery. 


Ayr.—The proposal of the T.C. to extend the use of 
electric lighting in the streets of the burgh was opposed at the 
last meeting by Mr. Wm. Smith, who pointed out that in 1895, 
before tbe electricity works were started, the cost of lighting the 
burgh was £1,500, whereas it was now £4,837. He admitted that 
the town was better lighted, but beld that it could be lighted with 
incandescent gas burners at half the cost. Mr. Smith did not get 
a supporter, and the proposal was carried. 


Brighton.—The Lighting Committee has recommended 
the T.C. to enlarge the plant at the Southwick Works by the 
addition of a 3,000-Kw. set, &c., ut an estimated совё of £14,500 
and to provide additional plant for the North Road sub-station at 
B cost of £3,500, tn l 


978 


THE ELECTRICAL REVIEW. (Vol. 65. No. 1,678, Овснмвав 17, 1909. 


— —————————————ÀÀ——Á—— зза 


Burnley.—On Saturday last the extensions carried out 
by the Oorporation Electricity Committee during the last two 
years were opened by the Mayor, who has been chairman of the 
Electricity Committee for seven years, and Mrs, Hargreaves, wife of 
Councillor T. W. Hargreaves, vice-chairman of the committee, started 
the new 750-Kw. generating set. The supply of electricity was com- 
menced in August, 1893. Extensions became necessary in 1895, and 
in 1899 it was found that the capacity of the plant would very soon 
be overtaxed. A change was, therefore, made, and the distribution 
converted from a three-wire system with 220 volta, to one with 440 
volte. Burnley was one of the towns which paid а royalty for using 
the three-wire system. Ia 1901 electric tramcars were running, and 
by 1903 all the old steam-driven tramways had been converted, and 
some new branch lines opened. 
increased to warrant another extension, and a 500-xw. Belliss- 
Dick, Kerr generator and an additional boiler were installed. 


The last new set consists of a Belliss engine coupled to a Dick, 


Kerr multipolar generator. The condenser, of the Westinghouse- 
Leblanc type, is one of the largest of its kind installed in the 
country. The boiler-house extension includes provision for 
six Lancashire boilers, pump room for two feed pumps, economieer, 
ооа! and ash handling plant, &c. ү 


Caerphilly.—The B. of T. has informed the U.D.C. 
that it has received objections to the proposed transfer of the E.L. 


order tothe South Wales Electric Power Distribution Co. The 


Council bas replied that the Council is in favour of the scheme, 
but the three members of the Town Ward were not. The latter 
have asked the B. of T. to hold an inquiry into the matter. 


Canada.—After a long fight in the City Council, lasting 


all night, the City of Hamilton has decided unanimously to 
enter into a contract with the Ontario Hydro-Electric Power Com- 
mission for 1,000 H.P., on terms outlined by the Commission. This 
was one of the cities which recently sent a delegation to the 
peel Government to have the Hydro-Electric Power Bill 
vetoe 

The Ottawa Electric Oo, has obtained a 10-year contract to light 
the town of Eastview at the same rates as cnarged in Ottawa. 


Carmarthen.—The Carmarthen Electric Light Co. haa 
been formed with & capital of £10,000 to supply the borough with 
electric light and power, and the company has acquired an existing 
prov. order. At present tbe town is lighted by gas, but the com- 
pany has entered into an agreement with the T.C. for the lighting 
of the street lamps by electricity, and the Council has consented to 
the use of overhead mains throughout the borough. The contract 
price for the electric installation is £7,205. Mr. S. G. Leech, 
M.I.E E., of Westminster, is the engineer. 


Carnarvon.—At a meeting of the T.C. last week, a 
letter was read from the National Electric Construction Co., with 
whom the Corporation has an agreement giving it the option of 
acquirlog the electric light works at the expiration of the stated 
civ sraative periode, reporting favourably upon the progress of the 
works, in spite of the trade depression. It thie progress was to 
be ensured, representations must be made for the necessary borrow- 
ing powers for extending the worke. It was also suggested that the 
electricity be utilised for street lighting, tbe estimated cost of 
installing eight arc lamps being £400, and tbe annual cost of 
lighting E150. The matter isto be further considered. 


Chadderton.— With regard to the application of Oldham 
T.C. to supply consumers in Obadderton, the B. of T. has informed 
the Council that it bas no power to grant a prov. order, as Chadder- 
ton Council has refused its consent. The Board added tbat it was 
prepared to consider the question of making an order in respect of 
any application from would-be consumers. 


Chippenham.— The B. of T. has informed the T.C. 
that as there did not appear to beany early prospect of the Council 
exercising the powers of the E.L. order, it i» proposed to revoke ir. 


Cookstown, Co. Tyrone.—At the meeting of the 
Urban Council on the 6th, a motion to take the necessary steps to 
supply electricity for public use was defeated by 6 votes to 5. It is 
understood that the coming elections will be fought on the elec- 
tric lighting question, a large number of the ratepayers being in 
favour of the latter. 


Edinburgh.—After considering Sir Alexander Kennedy’s 
report as to the future working of the Dewar Place and M'Donald 
Road stations, with special reference to the cooling towers, the 
Electric Lighting Committee has decided that in view of the new 
principles involved, the Council before committing itaclf to any 
decision should send a deputation to London and Birmingham, 
where the new type of plant mentioned by Bir Alexander in his 
report is in operation. 


Glasgow.—Owing to the impossibility of securing proper 
hall accommodation, the Т.О. has postponed the proposed 
exhibition of electric and gas lighting, beating, and cocking 
appliances till autumn of next year. 


Grimsby.—The Public Lighting Committee has decided 
in favour of borrowing £2,000, so that the street lighting may be 
carried out by metaliic-filament lamps in all streeta where electric 
mains are laid, and that the existiog arc lighting be brought up to 
date by the introduction of flame arcs. Various reductions to 
private consumers, the maximum reduction being id. per unit, are 
proposed. 


In 1904 the station load had 


Govan.—It is reported that the T.C. has agreed to 
extend its electricity plant at a cost of over £9,000. 


Huddersfield.—The T.C. has decided to apply for a 
prov. order for electric lighting in the South Crosland district. 


Kendal.—The  L.G.B. has forwarded to the T.C. 
sanction to a loan of £1,976 for electricity purposes. 


Leyton.—Without appeal, the U. D. C. has secured а 


reduction in the assessment of the electricity works from £3,302 to 
£3,150. 


London.—HamMMERSMITH.—The Council has agreed to 
increase the accepted contract price (£660) for the coal-bandling 
and storing plant by £90 for various alterations and additions, and 
also for the contractors (Mesers. Fraser & Chalmers) to undertake 
the erection of the plant. The charge for the 400-0.р. metallio- 
filament lamps now fixed in the Grove is to be reduced from £20 per 
lamp per annum to £17. The Electricity Department bas saved, 
by converting the system from the ordinary aro lamps to metallic- 
filament lamps, £40 per annum, which is equivalent to £2 16s. per 
lamp perannum. Thecharge for public lighting in side streets bas 
been fixed at £2 14s. per lamp per annum for current, maintenance, 
&c. The question of granting special tesms to consumers taking a 
large amount of energy per annum for lighting purposes has been 
considered, and it has been decided to give the following discounts 
off 3d. per unit, the general rate charged:—When the amount 
exceeds 20,000 units and does not exceed 30,000 units per annum, 
23 per cent; 30,000 and not exceeding 40,000, 5 per cent.; exceed- 
ing 40,000, 10 per cent. 

Sr. Panosas —The L. C. C. has drawn the attention of the B.C. to 
the fact that tne whole of the surplus on the electricity undertaking 
in 1908-9 was transferred to the relief of the rates. The B.C. is 
asked, when considering the disposition of any further surplus from 
the electricity account, to bear in mind the large amount of loans 
which have been borrowed, mostly for 42 years—a period much in 
excess of the life of mains, machinery and nouse services—and that 
72 per cent. of the loans are on the annuity system of repayment, 
whereby the burden of repayment is heavier in the later years of 
the loan period than in the case of the instalment system. 

STxaPNEY.—The Electricity Committee has presented a report by 
the borough electrical engineer relative to necessary extensions of 
the generating plant, owing to the rapidly growing electricity 
supply in the area. The engineer points out that the units generated 
during the year 1908-9 exceeded the estimates for 1909-10 (vis., 
7,500,000 units). The Council has also pledged itself to give a 
stand-by supply to the Poplar B.C. at Christmas, 1910, of 600 xw., and 
including this the estimated. maximum load will then be 4,900 Kw. 
Under the circumstances, tbe engineer estimates that the following 
expenditure will be necessary :— 


Віүтн'в WHarr— 


Boilers and accessories... > T T .. 29. 
Chimneys, fan draught, economisers and flues ME 8,99 
Steam and other pipework vis 8 а Es 2,700 
Generating plant às E ; 10,280 
— £26,594 
Оввовн StREET— 
Converting plant $3 2d Js ox а 8,600 
Switchgear, cables, ko. vs s = v 1,075 
——OÀ 4,675 
Warpno Sun-STATIoW — 
Converting plant $3 ks vs es $4 8,600 
fwitchgear, cables, &c.  .. мее oa s - 1,850 
Travelling crane ee 200 
| 5,500 
Total, exclusive of land and buildings fo 
Wapping sub-station  .. ys vs m 86,819 
Contingencies and engineering charges .. s 3,681 
Grand total £40,500 


This estimate does not include the cost of the land, buildings or 
cables for the Wapping suo-statiop, the site of which has not been 
fixed. The new plant should be available by September 30th, 1910; 
it includes three extra marine type boilers, chimneys, fans, 
economisers, &c., switchgear, and a 2,000-k W. turbo-alternator and 
condensing plant, which will utilise all the space provided in the 
existing Blyth's Wharf building ; also a third converter and switcb- 
gear at Osborn Street anda sub-station at Wapping for the river- 
side load. Asa result of the additional financial charges, а small 
deficit is expected in 1910-11. 


Loughborough.—The accounts of the Gas and Elec- 
tricity Committee of the T.C. for the last half-year show an 


increased profit of £339, as compared with the corresponding half- 
year. 


Merthyr.—The Merthyr County Council has accepted 
the terder of the Merthyr Electric Traction Co., as against that 
of the Dowlais Gas Oo., for the public lighting of Dowlais. 


Oldham.—The Lancashire Electric Power Co. has 
informed the T.C. tbat it is prepared to give permission for the 
Council to supply electricity in the urban districts of Crompton, 
Royton, Chaddercon, and Lees, and in the rural district of Lime- 
hurst in all cases where it does not exceed 50 HP. In cases where 
applications for power exceed that amount, special permission 
suould be applied for. The T.C. regards the offer as a very 
generous one. 


Portsmouth.—Application ів to be made to the L. G. B. 
for sanction to borrow £24,000, the estimated cost of new mains 
and public lighting works during the next three years. 
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Oldbury.—The Shropshire, Worcestershire and Staffs. 
Electric Power Oo. has applied to the B. of T. for consent to the 
use of overhead 5,500 and 400-volt three-phase transmission lines 
for the supply of energy tothe Brades Steel Works, Oldbury, Griffin 
Foundry, and the Pump Houses at the U.D.O.'s Sewage Works. 


Ravensthorpe.—The Lighting Committee has recom- 
mended the U.D.O. to give the Yorkshire Electric Power Co. 
notice to discontinue supplying electricity to customers for lighting 
purposes in the Oouncil's area. 


Royton.—The U.D.C. has consented to energy being 
supplied to consumers in the township by Oldbam T.C., provided 
that the same price is charged as to consumers at Oldham. | 


8Saltburn.—The U.D.C. has asked the Cleveland Power 
Co. to quote terms for the supply of electricity in bulk for public 
and private lighting. 


Singapore.—The Straits Settlement Government, in 
connection with its harbour improvement scheme at Singapore, has 
equipped an electric power station and installed 1,700 B. H.. of 
piant for driving workshops, pumps, cranes, coal-handling, light- 
ing, dc. The work bas been carried opt under the supervision of 
Mr. F. R. Marsh, the Harbour Board's chief electrical engineer. 


Stretford.—Mr. T. L. Miller has been re-appointed con- 
sulting engineer to the electricity undertaking for one year at a 
fce of 25 guineas, 8 


Walkden.— Following upon the adoption of electrical 
driving by Mesers. E. Lane & Sons and Messrs. J. Booth & Co., of 
the Hope and Bridgewater Mills, Walkden, a correspondent 
states that two other prominent manufacturing firms here are also 
arranging to have extensive electrical installations put down. 


Walsall.— The electrical engineer reports that by the 
regulations issued by the Home Offioe considerable alterations will 
be required at the high-tension switchboard in the generating 
station, as well as several minor precautions for guarding the 
exposed portions ofthe H.T. system. The matter is to stand over 
untat the decision of the L.G.B. is receivea to the application for 
. the loan of £35,000, as it is possible that the alteration, if now 

made, will afterwards be founa to be useless. 


West Ham.—In October last the Council wrote to the 
Woolwich Borough Councii asking for facilities to supply energy in 
bulk to the Port of Lonuon authority. Woolwich Council has now 
repiied to the effect that it hopes to be in a position to give a 
supply to the North Woolwich area in the near future, and fur this 
reason it is not prepared at present to favourably consider 
West Ham's request tor consent to the sepply of currens for use in 
an area controlled by the Woolwich Uouncil The town clerk of 
Weet Ham is to apply to the Board of Trade under these circum- 
stances for consent vo give the supply in question to the Port 
of London authority under the provisions of the Electric Lighting 
Acts (Amendment) Act, 1909. 


Weymouth.—The T.C. has applied to the L.G.B. for a 
loan of £500 for mechanical stokers, and £1,500 for mains extensions 
for three years. 


Worksop.—At Monday's meeting of the U.D.C. the 


Lighting Committee presented a report from the electrical engineer 
respecting an application from the Worksop Oo-operative Society 
for the electric supply to be extended to the site of the Co-operative 
Gardening Society, and recommended the Council to accede to 
such application. Tne recommendation was adopted, and іс was 
resolved to make application for sanction to acquire an additional 
loan of £1,500 for parchasing cables, meters, &c. ` 


TRAMWAY and RAILWAY NOTES. 


Accrington.—Last week the chairman of the Electricity 
Committee stated that the revenue from the electric cars last half 
year had been sufficient, for the first time, to meet the charges; the 
Committee had decided to set apart for the depreciation and 
renewals fund, in addition to makiug the provision required for the 
current needs of the service and tne redemption of the debt. The 
gross income was £12,708, and the gross expenditure £11,904. 
‘There was a net profit of £804 for the six months, or something 
more thao a peany rate. For the financial year ended last Marcu 
the deficiency was £1,216. 


Aston.—A special meeting of the T.C. was held last 
week for the purpose of affixing the seal of the Council to an 
agreement between the U. D. C. of Handsworth, the City of Bir- 
mingham Tramways Co., Ltd., the Aston Council and others, in 
relation to through ruuning powers over the Birchfield Road and 
Villa Road lines. The town clerk pointed out that another body 
concerned in the matter was the South Statfordshire Tramways Cu. 
He refer:ed to the award made by Mr. Graham Harris in relation 
to the purchase of the cable tramways on Soho Hill, ana on in the 
direction of Birmingham by Handsworth ; an award which bus 
been already dealt with inthe Review, Continuing, Mr. Ansell 
said Handsworth had promoted a bili 1n this session of Parliament 
under which it would continue a line of tramways, commencing 


at Trinity Church, and forming a physical connection with the 
existing line there. Tne line would join the cable route at Soho 
Hill. It had agreed to link up the Villa Road line with the cable 
route, ao that the Black Country traffic might be brought along this 
portion of the line, and so to the east and north-east ends of the 
city, and to Gravelly Hill, Erdington, &c. Handsworth was bound 
to carry out this part of the agreement by December, 1911, under 
the penalty of having to pay £2,000 liquidated damages to tha 
Aston Corporation. Alderman M. Evaas moved the resolation 
adopting the agreement, and Alderman Smith seconded. The 
motion was agreed to. 


Australia.—A commencement has been made with the 
Prahran-Malvern (Vic.) electric tramway which will connect two 
suburbs of Melbourne. | 


Belfast.—The proposed line from Belfast to the top of 
the Oavehill—the very prominent mountain which oversbadowe the 
city— would measure 3 miles 1 furlong, and the estimated cost 
is as follows:—Construction, £56400; equipment, £20,000: 


, machinery, £5,150; road-making, £29,700; total, £111,550. It 


may be of interest to add that the first railway ever made in 
Ireland —now derelict—runs along part of the proposed route. It 
was used for conveying the stone, used at the building of the 
barbonr, from the quarries at the base of the mountain, and was 
worked by an endless chain and barrel engine. 


Black Coantry.—Tbe question of fair fares" ів 
causing considerable commotion in the district, and the matter 
was referred to at the meeting of the Dudley Т.С. last week. 
Councillor H. W. Hughes stated that the farthing stages had been 
discussed by the Tramway Committee, and it was not at all clear 
to the members whether the system would be applied to Dudley, 
or if it would be a benefit supposing it were applied. Councillor 
Tanfield said the system would increase the cost of travelling 
50 per cent. The town, he went on, were to receive £1,000 in 
rental from the B. E. T. Co., and. under the new proposal tne people 
would pay three times that amount. Mr. Tanfield also complained 
of the completion of a lease of the lines to the company, which 
had not been explained to the general body of the Council. 
Dudley, it may be added, isa most important vramway centre, as 
lines running to Cradley, Stourbridge, Wolverhampton, Tipton, 
West. Bromwich, and Birmingham, via Oldbury, converge there. 


Bradford.—A deputation of the members of the Tram- 
ways Committee has returned home after a 3,000 miles trip on the 
Continent, the object of the journey being to study tramway 
systems abroad. The tour embraced Berlin, Vienna, Manich, 
Sean тт» Lake Como, Basle, Strasburg, Cologne ana 

russe , | 


Continental Notes.—FRANCE.—The Compagnie des 
Chemins de Fer de l'Ouest having presented a scheme for the 
electrification of the lines running to Saint Germain and Argenteuil 
at a cost of 61 million francs, including tbe generating station, the 
Btate Railways Administration has adopted it with two modifi- 
cations set out in M. Chaigne's report on the State railways. The 
first modification refers to the underground station at Saint Lazare, 
estimated alone to cost 18 million francs, which is held to be 
unnecessary, the existing station being considered of a capacity 
sufficient for a much greater amount of traffic than is at present 
offering, and than would be offering were all the lines on the right 
bank of the Seine electrified. With regard to the second modifi- 
cation, while the Western Reilways scheme only contemplated the 
electrification of the line to Argenteuil and Saint dermain, the new 
one involves the electrification of all the lines on the right bank. 
The total cost is put at 67 million fr. for the electrification proper, 
including the generating stations, and seven millions for road 
worke. The expenditare will be spread overthe years 1910 to 1914. 
A beginning of the works will be made next year, for which 4 
credit of two million francs will have to be provided. 

AUSTRIA.—Banction has been accorded by the Austrian Ministry 
of Rauways for the preliminary surveys for the following electric 
lines :—To the Council ot Teschen, for a narrow gauge electric rail- 
way in the township of the same name; to Herr Anton Modler for 
a narrow gauge electric railway from Ober Leutensdorp to 
Rauschengrund; to the Oderberg T.C., for a narrow gauge steam or 
electric railway, for the carriage of passenger and parcels only, 
from Oderberg station to Deutschleuten; to the Salzburg Rail and 
Tramway Co., fora normai gauge electric railway from Salzburg by 
Maxglan, to the frontier opposite Gross-Gmain ; and, la«tly, to the 
Commune of Stenico, for а projected "Judikarien" railway con- 
necting Bagni di Comano, Campo Maggiore, Stenico, Ragoli, Preore 
and Tioni. | 

BosxIA.— The firm of Langen & Co. has made application for 
water rights on the Zeljeznica River with a view to generating 
carreot for a projected electric tramway, to ran from Sarajevo to 
Ilidze. 

NOBRwAv. -A concession- has been granted by the Bergen 
municipal authorities for an electric cable railway for passenger 
traffic from the town to a spot on the mountain side overlooking 
the harbour. The work is to be completed by September let, 
1910. The name of the concessionaire may be obtained at the Com- 
mercial Intelligence Branch of the Board of Trade. 

SwITZERLAND.—An electrical funicular railway of metre gauge is 
projected from Coire to Mittenberg. 

lraLy.—The director of Sicilian tramways has submitted a pro- 
posal tur the temporary reopening of the Messina tramways; a 
new company is to be formed to electrify the Giampreleri-Messina- 
Faro line and to construct additional lites. 
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Argentina.—It is reported by telegraph from Buenos 
Ayres that Congress has just approved the concessions for the con- 
struction of two underground electric railways in that city. As far 
as one scheme is concerned, it is stated that a group has been 
formed to finance it. consisting of the Crédit Mobilier Francais, of 
Paris, the Banque de Reports de Fonds Publics et de Depóts, of 
Antwerp, the Comptoir de la Bourse, of Brussels, and the firm of 
Th. Bracht & Oo., of Antwerp and Buenos Ayres. The group 
recently commissioned tbe latter firm to take the necessary steps 
to further the project, which bas been proposed by the municipal 
Council, and the concession for which is sought by the firm in 
question, on the one hand, and by the Anglo-Argentine Tramways 
Co. on behalf of the Compagnie Générale des Tramways de Buenos 
Ayres, on the other. 
Railway Co., whose terminus is situated at the Plaza de Setiembre 
lltb, and which bas resolved to continue its railway underground 
to the harbour as an electric line. "This particular echeme was 
approved by the Chamber on the condition that it should solely be 
an extension of the existing railway, and should not prejudice the 
projected municipal undertaking, and both of these proposals have 
now apparently been sanctioned by the Upper House. 


Dudley.—Prior to the prorogation Parliament passed an 
Act enabling the Corporation to purchase the whole of the tram- 
way lines within the borough, and to lease them to the B.E.T. Co. 
for a term of 30 years. Originally the agreement with the com- 
pany, known as the Dadley Agreement,” should have come into 
operation in 1904, but, unfortunately, it has been the subject from 
time to time of serious litigation, a question with respect to the 
Netherton line haviog to be carried to the House of Lords for 
settlement. The Corporation, it is now stated, requires a loan of 
£93,000 to carry out the purchase and to pay the incidental costs. 
The rent which the company is to pay will. it is anticipated, meet 
sinking fund and interest and leave a profit to the ratepayers of 
£1,000 per annum. | 


Dunfermline.—]t was reported at the District Com- 
mittee meeting that the road survefor had had a conference with 
Mr. Balfour, of the Dunfermline and District Tramway Co., and 
that the latter had agreed to pay the Committee £400 in respect of 
extraordinary traffic and damage to the roads. The Committee 
resolved to opposed the prov. order for the running of tramways to 
Rosyth along the Grange Road. 


Edinburgh.—The burgh engineer reporte regarding the 
extension of the tramways from the terminus at Gorgie to Slate- 
ford Road, that Messrs. Dick, Kerr & Co. are of opinion tbat, 
gubject to the bridge-work proceeding ss rapidly as was expected, 
there was nothing they could foresee likely to cause delay in the 
opening of the new length of tramways for traffic by May 1st next. 
The Tramways Committee gave instructions to push on the work 
as speedily as possible. 


Glasgow.—The general manager (Mr. Dalrymple) has 
submitted to the T.C. a list of 11 non-paying routes on the Cor- 
poration’s tramway system. The average revenue per car-mile on 
each route for the year ending May 31st, 1909, ranged from 7:840d. 
to9849d. The T.C. decided that the service on those routes be so 
arranged that, while giving & reasonable service, the present loss in 
working would be minimised as far as possible. 


Isle of Wight.—According to the Times, a conference 
of public authorities has spproved proposals for the improvement 
of the local railway system by electrical working, but the rail ways 
have not yet mentioned their terms. 


Japan.—According to German Consular information the 
Kobe-Akaehi Electric Railway Co., with a nominal capital of about 
£210,000, intends to build an electric railway from Kobe viá Suma 
to Akashi, a distance of 114 miles. The first section of 54 miles is 
to have a double track, the rest cf the line a single track. 

The Minomo-Arima Electric Railway Co. proposes to build an 
electric railway, 154 miles in length, from Osaka vid Ikeda to 
Takaradzaka, with a branch 23 miles long to Minomo. The coat of 
the work is estimated at about £300,000.— Board of Trade Journal. 


New Zealand.—The Invercargill and suburban rate- 
payers bave decided to install an electric tramway system for the 


town aud suburbs, energy being obtained from a water-power 20 . 


miles distant. The estimated cost is £75,000. 
Leyton.—The assessment of the tramways undertaking 


has been reduced from £4,150 to £3,500 without resorting to 
appeal. 


Portsmouth.—The Hayling (Hants.) Light Railway 
Co. is applying for a further order to revive and extend the period 
limited by the Portsmouth and Hayling Light Railway Order, 1905, 
for the exercise of its powera under that order, includiug an 
extension of the periods limited by the order of 1905, for the com- 
pletion of the works thereby authorised. 


Sunderland (Correction).—In connection with our 
last week's note on the meeting of the T.C. on the Sth inst., when 
the Tramways Committee submitted a memorial received from the 
Urban District, Rural District, and the Parish Councils within the 
area served by the Sunderland District Electric Tramways, Ltd, in 
favour of ranning powers being granted to that company over the 
portion of the Corporation's system from Grangetown to Fawcett 
Street, Bunderland, the Committee reported that it did not ace 
Ий way to recommend the Council to accede to toe renuest. 


The second project concerns the Eastern ' 


West Africa.—It is proposed to construct tramways from 
Yonni to Kholifa and Rowalla to act as feeders to the Sierra Leone 
Railway. The lengths of these tramways will be abont 30 and 50 


miles respectively.— African Engincering. 


West Ham.—The tramways manager reports that the 
net cost of the construction and erection of the 12 top deck covers 
recently completed amounted to £64 18s. 9d. each. As on previous 
occasions, 10 per cent. has to be added to this amount to cover 
establishment charges, which will make the cost of the covers 
£78 88. 1d. each. The contractor's price was £97 18., so that there 
was a saving of £223 14s. 7d. on the 12 covers. 


U.8.A.—The New York Public Service Commission has 
issued regulations by which all closed street cars must be equipped 
with suitable electric heating apparatus to give a temperature inside 
со x and 65* F., whenever the outside temperature is lower 

an 40* F. 


The Detroit Journal has recently commented on a report by the 
Detroit Committee of Fifty dealing with the Municipal Ownership 
of Tramways in Great Britain. Ten cities, including Birming- 
ham, Edinburgh, Manchester, Liverpool, Sheffield and London, 
were “studied,” and, according to the above-mentioned paper, 
'" Congestion of population, high fares to sanitary districts, half- 
rate wages and colossal debts are the analysed results of municipal 
socialism in Great Britain. In return they have a low fare for a 
little ride, and lots of short rides bringing down the average." It 
ie interesting sometimes to see ourselves as others see us, even if 
the others come from Detroit. 

Eleven American interurban railways have now adopted the 
1,200-volt р.о. system, the latest being the Shore Line Electric 
Railway of New Haven, Conn., some 52 miles long. Power is 
generated by Curtis turbo-generators as three-phase current at 
11,000 volts and 25 cycles, and transformed by 600/1,200-volt 
rotaries for use on the line. The cars are equipped with 600/1,200- 
volt motors, and the equipment is arranged to operate at both 
pressures.— Electric Traction Weekly. 


TELEGRAPH and TELEPHONE NOTES. 


A.C. Traction and Telegraphs.—Experiments made 
on the Valtellina three-phase railway, described in /'Zndustri 
Electriquc, showed the general result that the effect of stray currents 
from the railway on the adjoining telegraph lines was quite 
negligible ; electrostatic induction was also of small moment, but 
the electromagnetic perturbations were very serious. It was found 
necessary, when the line commenced electrical working, to provide 
metallic circuits for the telegraphs in the neighbourhood of the 
railway, with translators at the terminal points, but this was both 
inconvenient and expensive, and required skilled attendance to 
keep the translators in good working order. Nevertheless, there 
seemed to be no better way out of tbe difficulty, short of com- 
pelling the railways to use continuous current. 


American Combine.—The Western Union Telegraph 
Co. gives the following reason for the disposal of stock to the 
Mackay Companies Associate, wbich has formed the subject of 
much speculation in London: —“ A development since the close of 
the fiscal year is the sale of the company's holding with the New 
York Telephone Co.’s stock. The plan of that company for 
acquiring other telephone properties involved the raising of a large 
amount of additional capital by the sale to stockholders of an issue 
of $35,000,000 of new stock. It was thought inadvisable for the 
telegraph company to undertake to raise the large sum required for 
its proportion of the new issue, and advantage was taken of a 
favourable opportunity to dispose of the minority interest in the 
Telephone Co. to the American Telephone and Telegraph Co. In con- 
nection with this sale, arrangements have been made for retiring on 
May 186, 1912, the 810, 000, 000 4 per cent. convertible bonds of the 
company, which are redeemable at the pleasure of the company on 
and after that date." 


Brazil.—The provisional concession lately obtained by s 
Mr. Reidy for a cable joining Para with Fernando Noronha, thence 
to Alagoas, Rio de Janeiro and Sao Paulo, and ending at Chuy, has 
resulted in the lodging of a protest with the Brasilian Government 
by the Western Telegraph Oo., declaring it to be an infringement 
of their rights. 


Cables Interrupted and Repaired.— Paramaribo- 
Cayenne interrupted December 7th; Nagara-Kartal repaired 
December 5th; Bathurst-Bissao interrupted December th; Paerto 
Plata-Martinique repaired December 11th, 1909. 


Cipher Codes.—.A\n American Consular report states 
that the Turkish Government has decided to authorise the use of 
cipher codes for telegrapbic correspondence exchanged between 
ditferent parts of the Empire as well as with foreign countries. 


Jamaica.—The annual Colonial Report for Jamaica for 
the year 3908-9 gives the receipts from post office and telegraphs м 
£40,095, as against £41,099 for the previous year, while tke 
expenditrra was £37,155, compared with £36,985 for 1907-=. The 
pevenue from telegraphs was £0,221, ap increase of 2 per cen! 
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"The length of telegraph lines in operation was 715 miles, including 
railway telegraphs used for general purposes Maintenance 
absorbed £935. . 


Turkish Telephone Concession.—The Financial News 
reports that the Austrian Telegraph Co, which sent in tenders for 
the telephone concession in Constantinople, has lodged a protest 
with tbe Ottoman Government against the grant of the concession 
to an Anglo-Franco-American syndicate. 


Wireless Telegraphy.—The advantages of wireless tele- 
graphy are to be rendered available to South Amerioan ships, which 
in croesing the ocean are cat off from communication with the 
world for over a fortnight. The work is p d to be accom- 
plished by a French company, which, on the one hand, contemplates 
the erection of a wireless station of great range at Dakar on the 
Cape Verde, and on the other, of a second station on the Island of 
Fernando Noronha, which is situated about 372 miles distant from 
the harbour of Pernambuco. Tne distance between the two 
stations is about 1,550 miles. A small station is to be erected 
at Pernambuco for connection with Fernando Noronha. As 
Pernambuco is the starting point for telegraph cables to all 
importaat places in South America, and as Dakar is in connection 
with the St. Louis cable station, a favourable means of communica- 
tion in all directions is assured. 

According to the Xchange Telegraph, direct wireless communica- 
tion between Germany and Great Britain was established on 
Tuesday last, the Lepel system being used, with stations af 
Brunswick апа London. 

The Zines says that the Marconi telegraph stations erected in the 
Italian Colonies are giving good results. Two different systems 
have now been completed in Somaliland, one connecting the posts 
at Mogadisb, Itala, Merka, and Lugh, and the other connecting 
Brava Giumbo and. Bardera. The Merka and Mogadish line is iu 
active use for commercial as well as official messages, both Arab 
and Somali traders having discovered the benetit of being able to 
communicate quickly by its means. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Austria.—Tenders are about to be invited by the municipal 
authorities of Neupaka, Bohemia, for the establishment of a large 
electric generating station in the town for lighting and power 


purposes. 


Australia.— MELBOURNE. — January „th. One feed. 
water oil eliminator for the City Council. See Official Notices“ 
November 19th. 

MeLBouRNE.—February 2nd. Electrically-driven pump for the 
City Council. See Official Notices” December 10th. 

Mupveousnge.—February 22nd, 1910. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydney, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 

CanTERBURY.—March 16th, 1910. А branching multiple magneto 
switchboard for the P.M.G., for Canterbury, Victoria. Common- 
wealth Offices in London, 72, Victoria Street, S. W. 

SvDNEY.—January llth. A power generating station equipment 
for the Lithgow Small Arms Factory, New South Wales, for the 
Oommonwealth. See Official Notices December 10th. 


Belfast.— January 10th. One 1,500-Kw. continuous 
current turbo-generator and condensing plant for the Corporation. 
See “ Official Notices" December 10th. 


Bridlington.—.January let. 300-K w. steam dynamo for 
the Corporation, See “Official Notices" December 10th. 


Chatham.—December 23rd. Osram electric lamps for a 
year, for the T.C. ; Borough Surveyor, Town Hall. 


Cape Town.—January 5th. The Corporation requires 
' tenders for the supply of motors for the year 1910. These 
motors are in connection with the hire-purchase system commenced 
by the Corporation two years ago. "Tenders to City Hall, Cape 
Town. 


Carlisle.—December 24th. 
poles for overhead transmission line for the Corporation. 
„Official Notices December 10tb. 


8,000 yards of wire, and 
See 


France.— December 22nd. The municipal authorities of 
Fontainebleau are inviting tenders for the contract for an installa- 
tion of electric lighting in the Town Hall, 


Italy.—January 26th. The Italian State Railway 
authorities in Home are inviting tendara for the supply of 20,000 
Metallic-flament electric lamps, | 


‘ 


London,—SovTHwakK.— 38-instrument central-battery 
telephone installation at East Dulwich Grove Infirmary for the 
Guardians. See “Official Notices" December 3rd. 

I.E.E.—January 10th. The Council of the Institution of Elec- 
trical Engineers is inviting tenders for the interior wiring and 
fittings for lighting and power at its new premises. Bee “Official 
Notices” to-day. 


Oldham.—Main service cable at the Workhouse for the 
B.G.; Taylor and Bimister, architects, 29, Queen Street, Oldham. 


Spain.—Tenders have just been invited by the municipal 
authorities of Cumbres Mayores (Province of Huelva) for the con- 
cession for the electric lighting of the town during a period of 
10 years. А 


Switzerland.—The Swiss Budget for 1910 includes, for 
the Department of Telegraphs and Telephones, an expenditure on 
new apparatus and supplies (£50,000).— Board of Trade Journal. 


" OLOBED. 


Bristol.—The City Conncil has accepted the tender of 
the Bristol Electrical Co., at £130, for the electric lighting of 
Alexandra Bchool. ; 


Canada.—Cable contracts have been awarded by the 
Ontario Hydro-Electric Commission to Siemens Bros. Dynamo 
Works, of Great Britain, to supply a 12,000-volt cable for $21,149, 
es be submarine cable for $1,943:12, and an underground cable for 

‚556. 


Chertsey.—The U.D.C. has accepted the tender of the 
Woking Urben E.L. Co. for the installation of the E.L. at the 
compressor station. 2E 


Epsom.—The U. D. C. has ordered from the Foster Arc 


Lamp and Engineering Co., Ltd., a number of their new “Q” 
type flame src lamps, in which a number of carbons moulded 
together side by side are employed, so that the lamp is never 
extinguished when changing over from one pair to another. 


London.—The L.C.C. Stores Committee has accepted the 
tender of Messrs. H. G. Mayer & Co., for electric carbone. Also 
tenders of the following for electric lamps :—Cryseleo, Ltd., Edison 
and Swan United Electric Light Co., Ltd., Maxim Lamp Works, 
г Electric Lamp Co., Ltd., Siemens Bros, Dynamo Works Со., 

In connection with the electrification of the Lea Bridge Road the 
Highways Committee has recommended tbat for certain other work 
beyond that already provided for, the existing contracts with the 
following firms be extended :— 

Dick, Kerr & Co., Ltd.—Overhead equipment. 

Reid Bros.— Duct laying. 

Johnson & Phillips, Ltd.—Switchgear. 

British- Insulated and Helsby Cables, Ltd.—Low-tension cables. 


L.O.C. — A 2-owt. electrically-driven power hammer is to be 
provided at a cost of £250 in order to carry oat certain repair work 
8t the Greenwich generating station. 

Arc lamp raising and lowering gear is to be fitted to the lamps in 
the tramway car-sheds at a cost of £200. | | | 


\ 


Luton.—The T.C. has accepted the tender of Messrs. 


: Macintosh & Co., Ltd., of London, for a year's sapply of insulated 


cables. 


Portsmouth.— The 
tenders :— 

Section rails and fish-plates.— Dick, Kerr & Co., Ltd. 

Tie-bars.— C. Richards & Sons. 

Twin cable. -Henley's Telegraph Works Co. 

Arc lamp carbons.— Oliver Arc Lamp, Ltd. 


T.C. has accepted the following 


Plymouth,—The T.C. is to enter into a fresh contract 
with the Tudor Accumulator Co., Ltd., at £280 per annum for 10 
years for the maintenance of the batteries at the Prince Rock 
station and at the Armada Street sub-station. The agreement may 
be terminated in five years in the event of the Council desiring to 
dispense with the batteries at Prince Rock. The combined sums 
now paid for maintenance amount to £319 per annum. 


South Australia,—A pELAIDE.—According to Austra- 
lasian  llardicare and Machinery, Messrs, Wm. Adams & Co., Ltd., 
have secured the contract for the supply of the electric generating 
plant and high-tension switchboard to the Municipal Tramway 
Trust, Adelaide. The electric plant will be manufactured by 
Messrs, C. A. Parsons & Co., and the switchboard by Messrs. 
Reyrolle, The plant will consist of three units of 1,500 KW., each 
capable of giving 2,250 Kw. as a maximum, and at 11,000 volta, 
Condensers will also be supplied by Messrs. Parsone. Pais ja one 
of the largest electriq contracta во far let in Australia." 
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Stretford.—The U.D.C. has accepted the tender of 
Ashley & Damville for the annual supply of slack for the generating 
station, at 7e. 7d. per ton. It has farther accepted offers of 
the British Westinghouse Co. and the Oliver Co. each to supply on 
approval а set of 10 arc lamps for six months. 


Walsall.— For the T.C. Tramways Department the 


following tenders have been accepted for annual supplies of 
stores :— 

British Thomson-Houston Co., Ltd.—Armature coils, mica cones and 

collars, end commutator segment. 

Siemens Bros. & Co., Ltd.—Linen frame tape and linen tape. 

Henley s Telegraph Works Co., Ltd.—B. & P. tape and Blackley tape. 

British Insulated and Heisby Cables, Ltd.—Mechbanical ears. 

Edison & Swan United Electric Co., Lid. - Lamps. 

Nauonal Rail and Tramway Appliaaces Co., Ltd.—Brake blocks. 


Wolverhampten.—The Corporation has accepted the 
tender of Messrs. Hadfield’s Stee] Foundry Oo. for the renewal of 
points in Queen Square, at £279 10e. ; and of the Electric Apparatus 
Co. for electric meters (less allowance for old meters) amounting to 
£114. 


FORTHOOMING EVENTS. 


North-East Coast Institution of Engineers and Shipbultders.—Friday, December 17th. 
At 7.30 p. m. At the Lit. and Phil. Society, Newcastle. Resumption of dis- 
caesion on Mr. D. Myies's paper on Some Notes on Marine Boiler Design." 

Kleostre-Harmoule .— Friday, December 17th. At 8 p.m. At the Holborn 
Restaurant. Smoking Concert. 


Northampton institute Engineering Seslety.— Friday, December 17. At 5.45 p.m’ 
Debate ou Ejectric Traction v. Steam Traction." 


et (Maseheeter Students’ Section). — Tuesday. 
December 91st. At the Municipal School of Technology, Manchester. 
Debate on p. c. r. д.с. for Railway Traction." Mr. J. 8. Peck in the chaie. 


institution of Civil Engineers.—Tuerday, December 21st. At 8 p.m. Further 
discussion on Mr. C. W. Hodson's paper on Railway Sianalling in India,” 
and a paper on The Design of Rolling Stock for 8mooth-rail Working on 
Heavy Gradients,’ by Mr. F. W. Bach. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


Tux following orders are issued :— 


Commanding Officer—Cor. R. E. B. Свомртои, С.В, 
Monday, December 90th.—'' A ” Company. Technical drill, 7 to 9.80 p.m. 
Tuesday, December 21s8$.—'* B Company. Technical drill, 7 to 9.80 p.m. 
Wednesday, December 22nd.—Gymnasium, 6.80 to 9.80 p.m. 
Headquarters will be closed from December 23га, 1909 to January 2nd, 1910, 


inclusive. 
(Signed) P. Н. CAMPBELL Capt. В.Е. and Adjutant. 
For О.С. K. E., L. D. 


* 


NOTES. 


The Constantinople Telephone Concession.—A 
Constantinople correspondent of a German newspaper draws 
attention to what he terms the peculiar methods of tbe Turkieh 
Government in regard to the allocation of the telephone concession 
for tbe Turkish capital, for which 10 offers were submitted. A 
commission composed of bigh technical and various Government 
officials was appointed by the Ministerial Council to examine the 
tenders, and they selected five out of the 16 as representing com- 
petitors wao alone could come into consideration as being worthy 
of confidence in the carrying out of such an undertaking. Ona 
close examination of the tenders tbe commission adopted the 
system of giving a mark to each group of competitors for every 
compliance with the conditions contained in the specification. One 
of the conditions provided that the competitors must submit proot of 
having already constructed large telephone installationsof theextent 
contemplated in Constantinople. It was found that the most marks 
for the fulfilment of this condition were possessed by the Anglo- 
French-American group as represented by the Western Electric 
Uo., of Chicago, the National Telephone Co., of London, the British 
Insulated & Helsby, Ltd., of London, and the Société Francaise 
Thomson-Houston, of Paris, and the Commission, therecore, 
expressed themselves in favour of the concession beiog granted to 
this group. As the group contains one of the oldest contractors for 
telephone installations, it was not surprising that the firm was 
sole to maintain the record for the number of undertakings carried 
out. But in the opinion of the correspondent, this circumstance 
does not exclude the possibility that a more youthful company 
could execute the work better and under more favourable condi- 
tions than an old firm; and he remarks that such a case 
exists in this instance. Among the competitors the Commis- 
sion placed in the second position the Ost Europaische Telegraphen 
Gesellschaft, which is a German undertaking. The technical 
members of the Commission even put the German company first on 
the ground that the offer waa technically the best, and the corres- 
pondent learns that in another respect the company made a more 
favourable offer to the (iovernwent than the Anglo-French- 


` had proposed in connection with the ultimate right of 


American group. For instance, the company had recognised with- 
out further ceremony all the conditions in the specification, and 
repurchase 
by the Government that a joint commission of members of the 
Government and the compauy should estimate the value of the 
installations, and thas fix tne purchase price. Оа the other hand, 
the Anglo-French-American group changed the regalation in the 
sense that the purchase price should be represented by the valwe 
at which the installations stood in the company's books 
at the time of the repurchase. If, notwithstanding the 
more favourable offer of the German compauy, the Commission 
have awarded the concession to the triple group, the correspondent 
observes that other influences, political or otherwise, have been at 
work in the matter; and the German company has lodged a protest 
with the Turkish Government. But the question seems to be taking 
& much more unpleasant turn, asthe Minister of Finance proposed to 
havea fresh specification prepared on tne basis of the fi veclosetenders, 
and to offer this solely to the Anglo-French-American group for 
acceptance or refusal. In the latter event, it is stated in conclusion, 
the new specification will then be offered to the other com- 
petitors in succession—a process which the correspondent severely 
condemns, 


The Aluminium Situation.— According to a commn- 
nication published from trade circles in the Frankfurter Zeitung, 
the hopes of an understanding among the French producers of 
aluminium, after months of preparatory work, bad to oe aban- 
doned at the beginning of October. The inland understanding 
between the French firms, who produce as much as all other works 
combined, would naturally have formed the basis for a far-reaching 
combiastion. But from the beginning the allotment question or 
the regulation of the output of the individual works seems to have 
been incapable of soletion. It is quite obvious that the powerful 
undertakings which during the period of high prosperity carried 
out what were doubtless exaggerated extensions, now object to 
renounce their comprebensive schemes in relation to prodnction. 
Nevertbeless, they will find themselves, if they also wish to improve 
the price of the metal, in the situation which they tbemselves 
created through the excessive straining of the (late) syndicate 
prices. The price of aluminium improved from the time of tbe 
appeurance of the first syndicate rumour in Jane, 1908, but since 
the definite abandonment of this community of interests in October, 
consumers have manifested a natural reserve. This circumstance is 
aggravated by the accumulating offers of intermediaries who seem, 
owing to the continued circulation of syndicate rumours, to have 
supplied themselves with large quantities at the lower prices pre- 
vailing until recently. But as their speculative purchases were not 
so quickly realised as they had hoped for, they are inundating the 
market with cheap prices which again appear at about 1s. 3d. per 
kilogramme and lower for crude aluminium. Apart from this, con- 
sumers are deriving advantage from the situation. There is no 
doubt that the consumption of the metal is increasing, and must in 
all probability continue to progress if the price is kept within 
normal limits. These may be regarded as from 1s. 5d. to 1». 7jd. 
per kilogramme for crude ingots or plates, with an extra of from 
5d. to 54d. for the rolling-out of sheets. On the basis of this charge 
for sheets, the manufacture of aluminium vessels and various 
articles is remunerative, but the overstepping of this meximum 
would reduce the consumption. In conolusion, it is stated that the 
present average price of 1s. 3d. per kilogramme for crude aluminium 
only represents a small profit, but it no longer directly results in 
& loss. 


What is Annual Horse-power ? "—The Ni 
Falls Park Commission recently sued the Cavadian Niagara Power 
Co. for some £3,000 rental for excess power generated at the 
compsny's power house during the years 1905-8; the judge held 
that the actual power"—by which is clearly meant the energy 
used, for it was defined as rate multiplied by time—was to govern 
tbe rental, and not merely; the rate alone. The Commission, 
according to the Electrical World, has now applied for a rehearing 
of the case, contending that in the case of electricity a rate can 
be sold—the rate of doing work. The question is, in fact, whether 
tbe maximum demand shall control the rental, or the total energy 
supplied. In the case of a water-power plant, of course, the 
former may be a vastly more important matter than the latter. 
The dispute has probably arisen from the too common tendency to 
speak of power or current when one really means electrical energy ; 
an ayreement properly drawn up by а man who had a clear ander 
standing of the fandamental distinction between the two could not 
lead to this confusion. The case is probably being heard this week, 
and may ultimately reach the Privy Council. 


Note this Statement.—A Canadian correspondent, 
writing under this heading, says: “ Within a radius of 8 miles of 
Ottawa are 200,000 electric H.P., and within a radius of 55 miles 
the amount is estimated at 917,403 HP. Of this amount only 
58,400 нр. is in use, leaving 859.003 н.р. available. What as 
industrial centre Ottawa should be!” 


Football.— L С.С. Suvn-sTATIONS. FOOTBALL CLUB.— On 
Wednesday last a football match took place at Herne Hill, between 
the Southern and Northern Sub-stations of the L.C.C. Tramways. 
Tne president of the Southern Section Olub, Mr. E. L. Pope, kicked 
off at 3 p.m. before a large and enthusiastic audience, and after an 


exciting and well-fought game the result was a win for the Southern 
Bection by 4 goals to 1. 


Flectric Time Service.—Portamouth T.C. will take 


£300 from the reserve fund for the purpose of installing an electric 
time service 
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Electric Shock Fatalities.—A miner, engaged as a 
% brusher in the Dechmont Colliery, No. 1, Cambuslang, accident- 
ally came in contact with an ele.tric lamp, and expired almost 
immediately. A joiner was killed in the Rolled Steel Forge Co.'s 
works, Wishaw. Along with otpers he was engaged in lifting а steel 
plate on to an iron table. A chain sling was dxed round a wooden 
beam, along which ran the electric wire which is nsed for lighting 
the workehop, and which carried carrent at about. 230 volts. The 
sling came in contact with the live wire, which charged the sling 
that was being held by the unfortunate man, who was thus killed. 


Appointments .Vacaut.—The L. C. C. is going to 
appoint a switchboard attendant to be employed in the chief 
eugineer’s department at Huogerford House, at 35s. per week for 
six montns. Associate Head of the Department of Electrical 
Kagineering and Applied Physics at Northampton Polytechnic 
Institute (£400). Tae IItord U. D.C. is wanting a tramway manager 
at £300 per annum. See our Official Notices to-day. 


Architects and Specialised Branches.— In the course 
of a discussion at the Royal Institute of British Architects on 
Monday night, on “Architectural Education in America,” Mr. 
T. J. Jackson, R.A., said that when he had problems of heating 
and ventilating and electric lighting to carry out in connection 
with & building he called in an expert, and he thought the archi- 
tect was a wise man who did this, for it was impossible for one 
man to know everything. Mr. H. H. Btathem agreed with Mr. 
Jackson that it was well to get the assistance of specialists in such 
matters, but thought architects ought to know the general prin- 
ciples underlying all matters conuected with the erection and 
equipment of a house. 


Metropolitan Association of Electric Tramway 
Managers.—Tne members of this Association held a meeting on 
Friday, the 10th inst., at the Municipal and County Club, White- 
hall, S. W., those in attendance being Sir Clifton Robinson (London 
United Tramways), Messrs Blain (West Ham), Howard (Barking), 
Ooveney (Eritn) Mittelbausen (Bexley), Ulimann (East Ham), 
Schofield (Leyton), Hammond (Metropolitan Electric), Mason 
(South Metropolitan), and Goodyer (Croydon), hon. secretary. 
Apologies for absence were received from Messrs. Brace (L. C. C.), 
Balfour (Dartford), and Murray (Walthamstow). Sir Clifton 
Robinson was unanimously elected chauwman of the Association 
aad Mr. Goodyer was re-elected hon. secretary. Various matters 
relating to Metropolitan tramway interests were discussed. 


Canadian Electric Steel.—Referring to the Electric 
Bteel Co.’s experimental plant, previously mentioned, the Electrical 
World says that it is expected that by 1912 about $15,000,000 will 
bave been invested in the company's plant and works. It 18 
reported that there are a dozen very wealthy persons interested iu 
the enterprise. 


Electro-Harmonie Society.—A smoking concert is to 


be held in the King’s Hall, Holborn Restaurant, to-night at 8 
o'clock. The artistes include the following :—Mesers. Harold Wilde 
and William Forington; Mr. Joe Morley (Banjo 801os); Mr. 
Nelson Hardy (ventriloquial sketches); Mr. Will Edwards 
(humorous songs); Mr. Harold Montague (humorous sketches) ; 
and Mr. Robert Ganthony (humorous sketches). 


* Copper.—The present hardening of the Copper Market 
is evidence of cheerfulness on the part of the “ bulls” and incre- 
dulity as to the imperfections in the completeness of the copper 
combine, whicn have occasionally been surmised. The Financial 
News, in an article of Decemoer 7th, calls attention to another 
‘Important factor in the situation—viz, the decision of the U.B. 
Courts as to tne legality of the Standard Oil Trust. “The signi- 
ficance," says the writer, of the decision, should it be finally 
confirmed by the Supreme Oourt, to which it will be promptly 
referred, is that it will bring in question the large number of other 
industrial corporations that are already operating on much the 
same lines... . not to mention the new companies that are in 
preparation.” It is pointed out, however, that in a previous case 
the Bapreme Court refused to confirm a decision of a District Court 
against the Standard Oil Co., and that this may possibly happen 
again. Naturally, if the decision should be adverse to the Trusts, 
the effect on the market, at any rate for the time being, will be 
considerable. Curiously enougb, the Financial News article notes, 
the Budget is also extending its intluence over the situation. It 
18 surmised in American financial circles that a failure to com- 
promise must result in extensive borrowiug, which will sweep up 
the investable money available. 


Northampton Polytechnic Institute.— The annual 
distribution of prizes took place at this Institute in Clerkenwell 
on Friday evening last, the conversazione of the members and 
students being held on the following evening as usual. On Friday 
the distribution was performed by Sir Jobn Wolfe Barry, who 
delivered an interesting address, in which he alluded, among 
other things, to the educational and social influence of such institu- 
tions as the Northamptou. In the course of his report to the 
assembly, the popular principal, Dr. R. Mullineux Walmsley, 
referred to the important decision of the L.C.C. to make a special 
grant of £5,600 for tbe establishment of an electric light and 
power generating station. This would afford excellent oppor- 
vanities for the senior students. Aeronautical engineering is also 
how among the subjects taught at this Institute. 


< 


International Conference on Electrical Units and 
Standards, 1908.—A Blue Book has been issued containing an 
Appendix to the Report of the Conference, consisting of notes on 
the metnods adopted in various standardising laboratories, to 
realise the international ohm and ampere, and to prepare the 
Weston Normal cell. While the methods described fall witbin 
the general international specifications, the details of the pro- 
cedure differ; the various methods, however, give very nearly 
identical results. The bulk of the matter relates to the procedure 
followed at the official laboratories of the United States, France, 
Germany and Great Britain, in the preparation of the Weston 
Normal cell. \ i 


National Industrial Education League.—A pro- 
posal is on foot to establish a League with the foregoing title, for 
the purpose of giving boys, before they leave school, & sound 
elementary industria! training. Mr. R. Applegarth, of 23, Parch- 
more Road, Thornton Heath, is the organiser, and has already 
obtained a very large and influental body of supporters, including 
57 Trades Councils. The central offices are at Craig's Court House, 
Charing Crose, S. W. : 


Institution and Lecture Notes.—IXSTrrurrox OF 
ELECTRIOAL ENGINEERS —At the meeting held in London last 
week tnere was a discuseion on the state of the electrical industry, 
in which Mesers. Garcke, W. Rutherford, 8. P. Thompson, J. 8. 
Raworth, A. A. Campbell Swinton, W. M. Mordey and Tneodore 
Rich took part. Oar report will appear next week, togetner with 
tne concluding part of the paper. 

INSTITUTION OF ELEcTRICAL ENGINEEBS (Giascow).—Members 
of the Glasgow Local Section, I. E. E., held their eighth annual 
dinner in the Grosvenor Restaurant, Glasgow, on the evening of 
December lst. Mr. E. George Tidd, chairman of the Section, 
presided over an attendance of 248, and Messrs. W. W. Lackie, 
W. M'Whirter, and H. A. Mavor were croupiers. Tbe Lord Justice 
Clerk proposed The Corporation of Glasgow.” Bailie Archibald 
Oampbell, who responded, said the electricity department was one 
ofthe most prosperous they bad. They owed the success of the 
electricity department to the fact that they bad been fortunate in 
the men at the head of it—Mr. Ohamen, who was their chief 
engineer for a number of years, and his successor, Mr. Lackie. 
ст had now some 65,000 н.р. at their electricity worka, and the 
results of their operations from the financial point of view had been 
most satisfactory. Prof. Archibald Bart proposed " The Institution 
of Electrical Engineers.” Dr. Kapp replied, and said that while 
electrical engineers had conferred many benefite on mankind, they 
must be on their guard against trying to do too much with elec- 
tricity. If anybody, for instance, tried to smelt iron ore by 
electricity, he would tind his pig-iron very dear, and like many 
who benefited others, tne electrical engineer did not get much good 
himself from the benefits he conferred. Electricity was the servant 
and helpmate of all other industries, more especially of the younger 
industries, They heard a great deal about tne foreign advances in 
electricity, but in other countries there were a greater number of 
young industries. The progress of electrical science was controlled 
by what might be called intellectual tides. To-day it was a race 
for progress between us and America, acd meantime we were 
leading. This ory about our being backward mostly emanated from 
the Cassandras who controlled the electrical Press. 16 was a case 
of continual advancement, now in this country, now in that. He 
had recently visited the steel works of Hickman, Ltd. ; the rolling 
mills there were driven by a set of continuous-current motors with 
the usual polyphase dynamos, and that installation was as perfect as 
anything that could be made. All toat stuff was made in England 
by the Electric Construction Co., and no doubt many other firms 
could do equally good work. The Lord Bishop of Glasgow proposed 
“The Glasgow Local Section of the I. E. E.,“ which during the last 
10 years had doubled its numbers. The chairman, in reply, said 
that during the fog which had recently been over the city, the 
electrical pressure had been maintained up to the standard. A vocal 
and musical programme was given throughout the evening. 

NORTHAMPTON Імєтгтоти ENGINEERING Soocrmry.—Io the pro- 
gramme of this Bociety the following papers and visite are 
announced :— 


December 17th.—Discussion on Electric Traction v. Steam.“ 

January 21Sst.—“ CHOKE о Prime Movers for Power Stations,“ by B. T. 
river. 

February SE WET RO Manufacture of Eleotrio Glow Lamps," by 
. Wallis. 

February 18th.— Hydraulic Presses,“ by H. Webb. 

March 4th.—" D.C. Liquid Starters." 

March 18th.—** өм hy позване Nitrogen in the Electric Arc," by 
r. 8. Field. | 


VISITS. 


January 21st.—Board of Trade Laboratory, Whitehall. 
February 12th.--Lot's Road Power Station. 

February 25th.—Western Electric Co. 

March 5th.—Robertson’s Lamp Works. 

March 19th.—National Physics Laboratory. 


IssrrrUTION or CIVIL ExGrNEEBs (Stupents).—At the meeting 
on December 3ra, Mr. George Ingram, Stud. Inst. C E., read a paper 
on “The Design of Generating Stations,” descriving a suggested 
arrangement of plant for a shipyard, and for a large high-tension 
alternating current station suitable for a bulk supply scheme. 


Iron AND STBEL INsTITUTE.—AÀ scholarship entitled the 
" Andrew Carnegie Research Scholarship,” will be awarded 
annually to a selected candidate, or candidates, for the purpose of 
conducting researches in the metallurgy of iron and steel and allied 
subjects. Application should be made to the secretary before the 
end of February. 
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KinG's Согткав (University or Lonpon).—Special courses of 
lectures will be delivered on “Irrigation Works" (commencing 
January 13th), Reinforced Concrete (January 19th), and “ Single- 

hase Electrical Traction " (January 17th), the last-named by Prof. 
rnest Wilson and Mr. Francis Lydall. | 

PRxSICAL SoorgTY or Lonpon.—The fifth annual exhibition of 
electrical, optical and physical apparatus —mainly electrical— was 
held at the Imperial College of Science on Tuesday last. There 
was a very interesting collection on view, though there were, 
perhaps, not quite so many novel features as last year. It isa pity 
that tbe duration of the exhibition is so short if is impossible to 
do justice to, the apparatus shown in the time available; but 
doubtless the Sbjections to extending the time are very great. We 
-— illustrate and describe a number of the exhibits in later 

nes. 


Ordnance Athletic Club, — A smoking concert was 
held on December 14th at the King Edward VII, New Oorporation 
Btreet, Birmingham, in connection with the Football Section 
(Second Division) Works Lesgue of this club, between 300 aud 400 
of the staff and workpeople being present. The chairman, Mr. J. R. 
Garner (works manager), read a letter of apology from the 
superintendent of works and president of the Ordnance A.O., 
Mr. F. E. Hinton, who regretted his inability to preside, but 
wished the club every success, he being strongly in favour of sports. 
He considered they were most essential to workers shut up in a 
factory all day long, and he trusted during the forthcoming season 
that the cup put up for competition by Messrs. Vickers, Sons and 
Maxim, Ltd., Sheffield, the parent company, would again come 
back to Birmingham. This cup was won the first year of com- 
petition, 1908, by the Ordnance Athletic Club, against teams from 
the works of Vickers, Sons & Maxim, at Barrow, Sheffield ana 
Erith, and the Wolseley Motor-Car Works, Birmingham. The 
chairman heartily confirmed the president's sentimente, and stated 
that a firm who had a first-class athletic club, were invariably a 
successful business concern, a good player was usually a good 
worker. Mr. Morrison, the secretary and commercial manager of 
the company, was in the vice-chair. Mr. Williams, assistant works 
manager, proposed a vote of thanks to the chairman, which was 
seconded by Mr. Partridge, secretary of the Entertainments Com- 
mittee. А toast was proposed by Mr. Alexander, who coupled the 
Works Football Association, together with the artistes. Mr. E. M. 
Mitton, the chairman of the Football Association, Birmingham 
works, responded. A very enjoyable programme was given. 


Marvels of Electricity —The Daily Май has lately 
been greatly excited over a report that Herr Rubmer has suc- 
ceeded in transmitting the likencss of inanimate objects by tele- 
graph—"'' Seeing by Wire.“ That this feat is conceivable has long 
been well-known; the enormous cost of the feat is also well-known. 
If any millionaire cares to devote a quarter of a million sterling to 
its achievement, we have no doubt tnat success will be attained— 
though we doubt whether any useful purpose will be served 
thereby. Our contemporary, however, finds q ite a lot to say 
about what may happen—in the future. 

Wireless telephony from Paris to New York has formed another 
subje:t for the Daily Mail's imagination to work upon. We are 
assured that in a few weeks it may be possible to speak across the 
Atlantic—over 3,500 miles. Nay, in а leading article we are 
informed that it is on the eve of fulfilment!" We have no wish 
to be a wet blanket, but we think it would be well to talk effi- 
ciently over, say, 600 miles before asserting so confidently that seven 
times that distance will shortly be covered. The transmission 
of power through space, as the solution of the serial navigation 
problem, forms a fitting wind-up to the leader referred to. 


Damages for Personal Ipjary.—In the King's Bench 
Division on Wednesday, at a trial before Mr. Justice Ridley and a 
special jury, Mr. T. A. Kerr was awarded £150 damages against 
Messrs. T. Tilling, Ltd., for personal injuries. The plaintiff was 
alighting from an electric tramcar in Camberwell when he was 
knocked down by one of the defendants' omnibuses passing on the 
near side. 'l'he judge having left the building when the verdict was 
announced, judginent was not entered. 


German Patent Cancelled.—We are informed by the 
Regina Arc Lamp Works, Cologne, that in consequence of pro- 
ceedings taken by the German Beck Arc Lamp Co. for infringe- 
ment in respect of the former company's Conta lamp (described 
in our issue of November 5th, p. 751), the Regina Arc Lamp Co. has 
sought and obtained the cancellation of the Beck Co.'s German 
patent relating to the support of the negative carbon in flame arc 
lamps. 


Plant for Sale.—The Brighouse Corporation is offering 
for tale a couple of Crossley gas engines and dynamos, а booster, 
switchboard, &c. Particulars will be found among our advertise- 
ments to-day. 


Efficiency of Turbines —Too late for our © Corres- 
pondence" columns, the A.E.G. Electric Со, Ltd., write us 
with reference to their letrer of the Ist ult., published in our 
issue of November 5th (page 722) pointing out that an error appears 
to have crept iato diagram fig. 1, in which the Witkowitz A. E. G. 
turbine is given да опо of 3,00) KW., while the letterpress gives the 
output as 2,000 Kis. In poiat of fact, this ma:bine was of 2,000 
KW. output, aud the features that they wished to briny out in the 
diagram were 1) that the 2,000.Kw. A. E. G. turbina had tho same 
etti'iency as tne J,U00-K v. A. E. G. machine; and (2) that both the 
2.000-Kw. and 3,000- Ew. А Е.а. turbines showed a better off ienoy 
with a 917 per сесі, vacvum than the 2,000-K «, Willans- Parsons 
turbine, 


OUR PERSONAL COLUMN, 


ELmsorBICAL Hmvimw posted as to their 
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Central Station Officials —The Luton T.C. has 
increased the salary of Мв. Н. A. KELL, chief assistant at the 
Electricity Works, from £117 to £140 per annum. 

The Fareham U. D. C. has appointed Мв. Божтглир STANLEY JULL 
as assistant engineer at the new electricity works. 

A staff presentation was made to Мв. W. D. Мовалм, late 
mavaging engineer of the Coatbridge and Airdrie Electric Supply 
Oo., Ltd.—atasmok:ng concert beld in the Eagle Hotel, Coatbridge, 
on Friday last. Bailie Neileon, the local chairman of the company, 
presided, and the presentation was made by Cap Arthur, one 
of the directors. 

Мв. F. J. LAUNCHBUBY has been appointed Resident Engineer 
to the Coatbridge and Airdrie Electric Supply Co., Ltd. 


General.—NonsEL PRIZES.— The Nobel Prize for Physics 
this year has been divided between Mr. G. Marconi, for his work 
in wireless telegraphy, and Prof. Karl Braun, whose scientific 
discoveries also include research in wireless telegraphy. The 
Chemistry prize has been awarded to Prof. W. Ostwaid, one of the 
leading investigators in the field of electro-physics. Each of the 
Nobel prizes this year is worth £7,734. 

Ms. A.J. E. Олтто, formerly in the, service of the British Westing- 
house Electrical and Manufacturing Co., Ltd., and lately trading 
in partnership as John Price & Co., Handsworth, Birmingham, has 
arranged to go to Moutreal, per Corsican, on 17th inst., to enter the 
employ of Messrs. Allis-Chalmers, Bullock, Ltd., of that city. 

Mr. EpwaBD G. О. BARTON has resigned his position as managing 
director of the City Electric Light Co., Ltd., Brisbane, Queensland. 
aud has been appointed consulting engineer, thus maintaining his 
connection with the company while securing liberty to engage in 
private consulting practice. According to an Australian exchange 
he has taken an office in the New Zealand Insurance Co.'s building 
in Queen Street, Brisbane. 


Obituary.— Dr. Lupwia Monp.—This world-renowned 
chemist passed away at his London residence on Saturday morning 
last. Born in Germany in 1839 he came to England in 1862, aod 
etraightway turned bis trainiog as a chemist to good account. He 
settled definitely in this country in 1867, and in 1873, in oon- 
junction with Mr. (now Sir) John Brunner, he established the great 
firm of Brunner, Mond & Co., of Northwich, whose alkali manv- 
factory is now the largest in the world, dnd whose commercial 
success is the envy of all. His brain was most fertile in producin; 
inventions zin various branches of applied chemistry. In the 
course of aa appreciative review of his life in the Morning Pv, 
a writer s&ys:—'' From an early period in his career he directed 
his attention to the great problems of the economical consumption 
of coal, and of the recovery of ammonia from nitrogenous products 
of coal distillation.  Subeequent to 1533 he took oat a number of 
datente for appliances, which combine those two problems by 
utilising the coal in the form of gas, and recovering at the sams 
time the nitrogen contained іо it in the form of ammonia. The 
outcome of his work in that direction formed the subject in 1859 of 
his presidential address to the Society of Chemical Industry. Dr. 
Mond afterwards gave particular attention to the use of the gas 
produced by his methods for the direct production of power 
by means of gas engines, and to the utilisation of the large 
amount of heat that had hitherto been lost in hot exhaust gases 
from such engines. With the view of utilising the gas obtained by 
him from coal for the direct production of electricity, Dr. Mond 
worked out in conjuuction with his assistant, Dr. Carl Langer,a 
new form of gas battery, which he described to the Royal Bociety 
in 1889. What is known as Mond gas is now extensively em- 
ployed in industry." Some 13 years ago Dr. Mond founded and 
endowed tne Davy-Faraday Research Laboratory at the Royal 
Institution. He was most generous in his support of scientific 
research and scientitic institutions, and to the latter he, of courte, 
made very many important contributions in the form of papers. 

MR. Epwarp TANcGvE. — The death is recorded, in his 78th 
year, of Mr. Edward Tangye, one of five brothers who bailt up 
the well-known Birmingham engineering business of Tangye's Ltd. 
Mr. Tangye was no figure-head director; he took, in his early 
years, a very active interest in the mechanical engineering depart- 
ment, and in his later years, when ill-health kept him away from 
the works, his practical efforts in the business did not flag, for he 
continued to devote a real interest to the design and construction 
of automatic machinery. To our mind, Englisn engineering owes 
much of its past and present greatness and success to the fact tost 
such men—men who know their business well—have with their 
own hands and heads built up big undertakiogs from ema)! things. 
Infinitely better thus than to have boards of directors and figure- 
head chairmen who, well as they may know finance or the mancer 
of the board-room, not being practically experienced, have not 
heart and soul in the concern over whose destinjes they preside in 
tbe interests of sharobuldera. 

Mr. H. V. COWELL, tratlic superintendent of the New St. Helens 
and District Tramwaya Co., died at his residence, St. Helens. oq 
Raturday, after a few days’ illness, ayed 33 years, 
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TRADE STATISTICS OF HOLLAND. 


Tux following figures, showing the imports of various goods into 
Holland in 1908, are taken from the recently issued annual trade 
statistics ; the figures for 1907 are added for purposes of compariton, 
and notes of any increases or decreases are given :— 


1907. 


Gulden. 


Machinery, steam, industrial 
and agricultural.— 


From Belgium 


» Hamburg .. * 160,000 
„ Germany ,. . . 13, 139.000 
» United States 3,276,000 
„ Other countries... 241, 000 
| Total ... 25,413,000 
Grulta-percha, тат. — | 
From France s ees 1,422,000 
» Great Britain 38,000 
„ Dutch Guiana 451,000 
„ Java au ve 9,085,000 
„ Other countries 184, 000 
Total 5,180,000 
Gutta-percha manufactures.— 
From Belgium 549,000 
» Great Britain 297,000 
» Germany .. 250,000 
» Other countries 36,000 
Total 1,132,000 
Iron wire. 
From Belgium В 709,000 
n Great Britain К 37,000 
» Germany .. . . 217,466 000 
» United States геа 1,000 


Great Britain... 


Sweden 


eo 2,364,000 
6,243,000 


T P5 277,000 


Total ... 18,430,000 


Instruments, physical, chemical, &c.— 
From Belgium 


» Great Britain 380,000 
» Hamburg 190,000 . 
» Germany , . 9,724,000 
» Other countries... 141,000 
Total ... 4,997,000 
Copper wire.— 
From Belgium. 146,000 
» Great Britain ps 77,000 
„ Hamburg S 272,000 
„ Germany ... 2,709,000 
» Other countries 5.000 
Total 3,209,000 


Steel wire,.— 


T РАЯ 562,000 


From Belgium .. 4,040,000 
» Great Britain 591,000 
» Germany, 8,300,000 
» Other countries 31,000 

Total 12,962,000 

India-rubber manufactures.— | 

From Belgium 277,000 
» Great Britain 1,212,000 
» Germany ... 1,029,000 
» United States 6,000 
» Other countries 30,000 

Total 2,554,000 

Glass manu/actures.— 

From Belgium. igs 266,000 
77 Great Britain 0 120,000 
„ Germany .. 1,539,000 
„ Other countries 13,000 

Total .. 1, 938,000 

Porcelain.— 

From Belgium e 175,000 
» Great Britain ч 57,000 

» Germany : 1,059, 000 

» Other countries 68,000 
Total ^. 1,359,000 


1908. 
Gulden. 


2,208,000 
6,626,000 
141,000 


14,178,000 


3,934,000 
273,000 


27,360,000 


758,000 
21,000 
573,000 
1,328,000 
132,000 


2,812,000 


499,000 
366,000 


282,000 


6.000 
1,153,060 


1,584,000 
20,000 


£0,912,000 


44,000 
216,000 


22,776,000 


534,000 
306,000 
76,000 
3,825,000 
96,000 


4,837,000 


271,000 
$3,000 
26,000 

3.067,000 
8.000 


3,455,000 


1,718,000 
495,000 
4,865,000 
8,000 


7,086,000 
309,000 


1,455,000 
964,000 


11,000 ` 


17,0C0 
2,756,000 


254,000 
89,000 
1,467,000 
7,000 


1,817,000 
145,000 
51,000 
947,000 
51,000 


1,194,000 


N.B.—Gulden = 1s, 8d, 


+ +++] +] 


+ +++ + Peed рж! 


[+I] | 


+ ++] ++ 


MEM | Till P page | 


Increese or 


decrease. 
Gulden. 


156,000 
393,000 
19,000 
1,039,000 
658,000 
32,000 


1,947,000 


664,000 
17,000 
122,000 
1,757,000 
52.000 


2,368,000 


50,000 
69,000 
32,000 
30,000 


21,000 


875,000 
17,000 
3,506,000 
43,000 
61,000 


4,346,000 


28,000 
74,000 
114,00 
101,000 
45,000 


— ee 


160,060 


195,000 
6,000 
246,000 
358,000 
3,000 


246,000 


2,322,000 
96,000 
3,435,000 
23,000 


5,876,000 


32,000 
243 000 
65,C00 
5,000 
13,000 


202,000 


12,000 
31,000 
72,000 

6,000 


121,000 


30,000 
6,000 
112,000 
17,000 


155,000 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


W. Sisson & Co., Ltd. (82,295).—This company’s annual return 
was tiled on November 12th, when 3,225 preference, Ii, fol ordinary and 7,000 
deferred shares had been taken up out of a nominal capital of £25,000 in 5,000 
preference, 13.000 ordinary and 7,000 deferred shares of £1 each, 29,876 paid. 
412.450 considered as paid. Mortgages and charges: Bank overdraft—iimit 
£5,000, actual amount £4,590 95. Bd. 


Electro-Mechanical Brake Co., Ltd. (08,276).—A memorandum 
of satiefaction in full on November 20th of charges dated May 4th and June 9th, 
1909, securing £490, has been tiled. 


Monte Video Telephone Co., Ltd. (27,208).—This company's 


annual return was filed on November 17th, when 86,492 preference and 72,680 


ordinary shares had been taken up out of a nominal capital of £160,000 in £1 
shares (87,000 preferred aod 73,000 ordinary). 4159,172 is considered as paid. 
Mortgages ana charges: Nil. 

Pacific and European Telegraph Co., Ltd. (36,683).— This 


company's Annual return, made up to November 9th, has been filed. The 
entire capital of £100,000 in £10 shares has been taken up. £4 per share has 
been called up. £40,000 has been paid. Mortgages and charges: £99,400. 


———— 


OITY NOTES. 


West Kootenay Power and Light Co., Ltd. 


THE annual report for the year ending August 31st, 1909, states 
that, having regard to the conditions that have existed in the 
copper and other mining industries during the year, the result to 
the company is considered highly satisfactory. The gross revenue 
from all sources amounted to $300,954, from which must be deducted 
the operating expenses, maintenance and keep-up of every nature 
$36,773, leaving a net revenue of $204,181. The interest on the 
outstanding bonds and the bonds redeemed by the sinking fund as 
provided in the mortgage absorbed $104,405, leaving a surplus for 
the year available for dividends of $99,776. Dividends have been 
paid during the year amounting to $59,500, leaving a balance to be 
added to profit and loss account of $40,276. The amount to the 
credit of profit and loss account at the beginning of the year was 
$409,732, to which has been added the balance as above—$40,276— 
making a total of $450,008. 

In view of having available this Jarge balance at the credit of profit and loss 
account, the directors have thought it advisable to write off at once, instead of 
over à period of years, the whole of the cost, expenses and discount in connec- 
tion with the issue of «1,500,000 of bonds, the entire interest charge during 
constriction of the new installation, instead of adding it to the cost of con- 
struction, & substantial and fully adequate amount for depreciation in addition 
to the sinking fund, and to make provision for all doubtful debts, absorbing in 
this way the sum of $325,000. 

This still allows the sum of 3125, 007.86 to be carried forward to the credit of 
profit and loss account, M А 

During the year, the president, in company with the general manager, has 
visited the plant, both at Bonnington and Cascade, as well as the sub-stations 
at Rossland, Grand Forks, Greenwood and Ph«onix, and reports the plant in 
most excellent condition and in a high state of efficiency, reflecting great 


` credit on the general manager and his staff. 


The completion of transactions between this company and the Cascade Co., 


by which this company has taken over the property and rights of the Cascade 


Co., bas been delayed by many difficulties, but all questions have now 
practically been settied. 

In regard to the future, it may be stated that the present low price of metals 
makes it advisable not to expect any very large increase during the immediate 
ensuing year, but the directors have great confidence in the future development 
of the country and the prosperity of the company, 


Prospectuses.— 77е Rosario Electric Co., Ltd.—The 
subscription list opened on Tuesday and was to close yesterday in 
an issue of 20,000 ordinary shares of £5 each at par. The purposes 
for which the money is required were described by the chairman 
at the recent meeting of the company (see ELECTRICAL REVIEW, 
November 5th, 1909). 

Sempah Rubber Estates, Ltd.—An issue of 60,000 shares of £1 
in this company has been offered for subscription at par. The 
company is to acquire and develop the Sempah and Sungei Jawee 
Estates, in the district of Nebong Tebal, Straits Settlements. 
There are 100,000 trees planted, some of them having been put 
down in 1905, but nearly one-half in 1909. 

Bujong Rubber Estate, Ltd.—'Tnis company has been issuing 
26,000 shares of £1 each at par. It is to acquire the Bujong Rubber 
Estate, Mukin of Sungei Buloh, Selangor, F.M.8. (1,000 acres, of 
which 356-have been planted and 129 are now being opened). 


Isle of Thanet Electric Tramways and Lighting 
Co., Ltd.—The directors’ report for the year ended September 
30th last shows а balance of £15,053, compared with £13,391 for 
the previous year. The undivided revenue for disposal is £7,851. 
After placing £3,000 to reserve, it is proposed to pay a dividend 
of 1] per cent. on the preference shares, absorbing £1,875, and 


leaving £2,976. £1,500 is to be appropriated towards future main- — 


tenance of permanent way, and £1,476 is to be carried forward. 
Capital expenditure incurred during the year amounted to £4,962, 
for additional power plant and machinery, and to £1,809 for ex- 
tensions of lighting mains. The sale of electricity increased by 
£398, compared with the previous year, or nearly 10 per cent., and, 
with the additional plant now at their disposal, it is hoped 
to further increase the income of the company from this source. 


R. Waygood & Co., Ltd.—4A dividend of 6d. per 


share on the ordinary shares is announced. 
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India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd. 


Mazor LmsomARD Da Bw presided on Tuesday at the annual 
general meeting held at 106, Cannon Street, Е О. In moving the 
adoption of the report (see ErLEOTRICAL Revisw, December 10th, 
page 947), he said that the shareholders might be congratulated on 
the showing they were able to make on this occasion. The year 
had been an anxious one for them all, as the ever-increasing cost 
of raw material had been a constant menace. The advances had 
been, however, so marked and of so steady a character, that par- 
chasers of their goods had been able to appreciate the absolute 
justice of the increases in selling prices which they had made 
during the year. Although their tarnover had been higher than 
last year, and by turnover they meant the cash obtained for their 
goods, yet this tarnover did not necessarily mean that the bulk of 
their business had been greater. An iucrease in the selling price 
of goods always tended to & decrease in the bulk of any business, 
but when the selling prices fell, it did not follow that the bulk 
would immediately increase sufficiently to prevent a diminution in 
cash  receipte, which might, therefore, become less. He 
did not wish to labour this poiat, but he thought 
it well to refer to it for the benefit of seme of the 
shareholders who had not an intimate knowledge of 
manufactured goods. Some of their foreign agencies had not done 
во well as they bad reason to expect. To а certain extent this was 
due to their markets, which were situated at a distance, not 
responding se quickly to the changing conditions as their home 
agencies were able to do. They had been obliged to give up 
their warehouse and premises in Paris, where they had been for 
many years. This was due to their landlord requiring them for 
bis own occupation. In selecting their new headquarters in France 
they had encountered considerable difficulty in getting exactly what 
they required at a reasonable rent in acoommodation and in 
situation which they thought best suited their trade. Although 
the accommodation they had arranged for was quite sufficient for 
their purposes, yet they were not completely satisfied with the 
ition. Their desire was to be efficient without extravagance. 

n the extension of their business they were making a new venture 
by opening a branch at Christchurch, New Zealand, and tbe agent 
who would have cbarge of it had just arrived at his destination and 
bad secured the necessary premises. Their French works, which 
they had been slowly extending to meet the growth of trade, had 
in the last few years had a considerable amount of money spent 
on them, and they were now making a large expenditure in build- 
ings and machinery to be prepared to supply the increased demand 
wbich they bad expected for Palmer cord motor tires. In some 
lines of business at Silvertown they were suffering from a congestion 


which would doubtless require to' be dealt with and would entail. 


further expenditure. This question was having the most serious 
consideration of the board, but he did not now propose to lay 
before them any details on this subject, as their ideas for the present 
were quite immature. The raw rubber market, after touching a 
price of 9s, 2d. per lb. for the fine hard Para grade, 
bad fallen away to 7s. 2d. per Ib., but he did not 
care to venture a prediction of what was likely to be 
the position three months hence. In the report the 
board had made some provision for a possible fall in the selling 
prices of such of their stocks as might have been manufactured at a 
time when the standard price of the raw material was higher than 
at the date of realising their manufactured goods. The chairman 
then formally moved the udoption of the report and the distri- 
bution of a dividend of 5s. per share, or at the rate of 5 per cent. 
per annum, payable on the 1st prox. on the preference shares, and 
of a dividend of 15s. per share free of income-tax, payable on 
16th inst., to the holders of ordinary shares. 

Мв. R. Kays Garay seconded the motion. 

A SHAREHOLDER said there was some talk in the daily Preas some 
months ago about their intending to open a new factory. Was this 
still in contemplation ? 

The CHAIBMAN : That is really the point to which I alluded in my 
remarke—that further expenditure may become necessary at any 
moment to meet our growing trade. But at present we have come 
to no definite decision. The matter is, as I say, being most care- 
fally considered by the board, and directly we come to any definite 
conclusion we shall let the shareholders know on the first available 
opportunity ; but there is nothing at present decided. Oar trade— 
especially, I think I may say, in bicycle tires—has been growing 
very rapidly, and it may be absolutely necessary, in the interests of 
the shareholders, to extend our premises; but at present we have 
made no final decision. 

The motion was carried unanimously. 

Major Darwin wasre-elected as a director. 

In responcing to a vote of thanke to the board and staff, the 
CBAIBXAN reminded them that they had strengthened the board by 
adding two extraordinary directors, the two brothers Gray, and he 
might say that there was no one who knew the details of the work- 
iog at the works better than those two gentlemen. Their addition 
to the board as extraordinary directors added strength to tbeir 
deliberations. 


Western Telegraph Co., Ltd.—The directors have 
declared a first quarterly interim dividend of 3a. per share, free of 
income-tax, for the year ending June 30th, 1910, being at the rate 
of ù per cent. per annum, 


Manx Electrical Railway Co., Ltd.—The directors 


bave declared a dividend of 54 per cent, on the preference shares. 


Melbourne Electric Supply Co., Ltd. 


Tue directors report that during the year ended August 31%, 
1909, capital expenditure in Australis on additional land, buildings, 
plant and mains, &c., has been incurred as follows:—On the 
Melbourne undertaking, £22,807 ; on the Geelong undertaking, 
£1,745 = £24,552. The profit and loss account shows that the 
gross profit derived daring the year from the Melbourne aad 
Geelong undertakings was £23,013. Adding the dividend received 
on the company's holding of ordinary shares in the Adelaide 
Electric Supply Co., Ltd., together with discounts, transfer 
fees, &c., the total gross profit for the year amounted to £29,733, 
which compares with £22,030 for the previous year. Management 
and капага] expenses at the London head office absorbed £2,045, 
and interest on debenture stock and sundry loans amounted to 
£14,218. After payment of these charges, there remaios a balance 
to the credit of profit and loss of E13, 470, to which must ba added 
the amount of £1,772 brought forward from the previous year, 
making a total credit balance of £15,242. Of this sum the directors 
have applied amounts of £979, £504 and £1,037 in writing off the 
special cbarges, expenses, and losses, as shown in detail in the 
profit and lose account, leaving an available balance of £12,722, 
which the directors recommend should be applied as follows:— 
Dividend on 20,000 7 per cent. first preference shares to Augus 
31st, 1999, paid on September 1st, 1909, £1,821; transfer to depre- 
ciation and general reserve account, £5,124 ; writing down saspense 
account, £2,039; writing down head office furniture, £43 ; leaving а 
balance to carry forward of 23,694 = £12,722. In order to pay of 
loans from the company’s bankers and others, and to make pro- 
vision for future necessary expenditure, the capital account of the 
company has been readjasted during the past year. With th 
consent of the debenture stock and sbare holders, an iseue ofa 
further £100,000 5 рег cent. first mortgage debenture stock, and cf 
£100,000 7 per cent. first camulative preference shares of £5 each, 
ranking in priority to the existing £150,000 6 per cent. cumulative 
preference stock, was made in May last. Out of the proceeds of 
this iesue all outstanding loans have been paid off. Simultaneous) 
the 30,000 6 per cent. cumulative preference shares of £5 each 
were converted into £150,000 6 per cent. cumulative stock. Tbe 
board have under consideration proposals for dealing with tbe 
arrears of dividend on this stock, amounting at August 316, 1000, 
to £71,950. Tbe following table shows the progress made by the 
Melbourne and Geeloog undertakings : — 


— — 


— = RE — — — n: == — — — — — ̃ — 


Total i 


А 
Lighting 
in 


' equivalent 
Motors . conoections | Total Grou 
Date. , 30-watt | in expressed ita poni 
| lamps. ` rated н.р. | in 30-watt sold. 
22 „ ЧИ 
MELBOURNE. | | | | 
Anguss Bist, 1907 .. | 76.978 1.583 нр. | 125,978 | 1,820,879 £UX 
August 3186, 1908 .. 90,088 | 2,150 H.P. 157.4]9  , 5,828,307 41600 
August let. 1909 .. | 104,900 2.484 м.р. 1 172,788 4.716.174 220. 
GTL ONO. | ! | | 
August 81st, 1907 .. 92,150 | ol nr. 44582 814,801. 210 
August 8'st, 1908 .. 26,912 818 17. 651.8344 ^| Я14,6Л1 14182 
August 81st, 1909 .. 28,396 893 H.P. 56,920 861,710 42 6 


Further illustration of the growth of the Melbourne undertaking 
is afforded by the cutves given in the report. It will be seen from 
the foregoing that there is good ground for satisfaction with the 
growth of the company's business during the past year, the results 
comparing favourably with those of similar undertakings in Australis 
and elsewhere. The Adelaide Electric Sapply Oo., Ltd., bas con- 
tinued to make satisfactory progress during the year ; and a dividend 
at the rate of 6 per cent. on the ordinary shares was declared and 
paid on the 6th inst., for the year ended August 31st, 1909, credit 
for which haa been taken in this company's profit and loss account. 
Mr. David Finlayson has joined the board of the company 12 
London. and a local board has been formed in Melbourne, consisting 
of the Hon. W. L. Baillieu, M. L. O., the Hon. Agar Wynne, М.Н К, 
and the company's engineer and manager, Mr. F. W. Clement. 


Allgemeine Elektricitiits Gesellschaft. — At the 
annual meeting of the A.E.G. on December 9th, it was mentioned 
that a large new site had been acquired near the Hennigsdorf 
suburban railway station, with a frontage of 5,000 ft. to the Ship 
Canal between Berlin and Stettin. The land was intended for the 
erection of new and the amplification of existing departments 
Questions as to whether porcelain ware, aeroplane and airship work 
were projected on the site failed to elicit any information. It was 
stated that a number of schemes were in preparation ia connection 
with the projected utilisation of foreign water-powers, bat Do 
details were given. As far as the prospects of the company for the 
current year are concerned, it was intimated that the order! 
coming to hand in the new financial year had experienced 1 
increase, and if the progress continued the stock of orders wood 
Boon overtake those in the previous year. The tarnover and orden 
on hand on October 31st amounted to £12,650,000, as compared with 
£12,850,000 on the corresponding date in 1908. It was explained 
that the slight reduction was due to the end of the remainder ol 
the orders resulting from the late period of general prosperity. МЫ 
well as of orders from the Berlia Electricity Works, which were 
restricting extensions. If unforeseen events did not occor, the 
A. E. G., which was fully employed, could look forward with cot 
fidence to the working results for 1909-10. 


Eastern Telegraph Co., Ltd.— The directors hare 
declared a third quarterly interim dividend of 1j per cent. on the 
ordinary stock, free of income-tax. 
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British Columbia Electrie Railway Co. 


Тив annual genesal meeting of this company was held on Thursday 
of last week at the Great Eastern Hotel, Liverpool Street, Mr. 
B. M. Horne-Payne presiding. | 
Ма. Brown, solicitor to the company, read the chairman's 
which stated that the traffic increases for the past few 
months had been enormous. A considerable part of this increase 
had been due to the thousands of visitors who had come to 
Vancouver and Victoria, after visiting the great World’s Fair at the 
neighbouring City of Seattle in the United States, and they had also 
heen benefiting abnormally from the very large salmon run this year. 
The company served a greet many of the largest salmon canneries, 
and it was a pecaliarity of this trade that every fourth year a very 
large catch was secured, whereas in the following year the catch 


was correspondingly small. When, therefore, they came to the 


summer of next year, it was not to be expected that they would 
show increases over the traffics of the present year, and he wanted 
to forewarn shareholders of this, so that they might not be alarmed. 
They had had increases in traffic, week by week and month by montb, 
for so long that, unless forewarned, a decrease or two might possibly 
have an unsettling effect on the shareholders, and be magnified 
into almost a disaster, and he would therefore point out that they 
could afford to lose a considerable amount of the exceptional earn- 
ings of the last few months withont their dividends being in the 
least endangered. Behind, and in addition to, this exceptional 
increase in business, there was a steady and regular progress in the 
normal development of the cities and territory which they served, 
which was indicated in many unmistakable ways, sach as the in- 
crease in building in the cities and the increase in land settlement in 
the rural districts, and the enormous increase in the number of electric 
lights and the amount of electric power which the company supplied. 
During the year the City bad greatly expanded, and settlement in 
the surrounding oountry had enormously increased. Many large 
aud costly mercantile buildings, banks, offices, warehouses and 
shops had been erected, and the whole of the residential sections 
of the Oity were now entirely built up, with the result that 
building operations had been very largely extended to the outlying 
districts served by the company, and it had become necessary to 
extend their services to these newly settled districts. They had 
done this under agreements with the various municipalities which 
amply protected them, and afforded guarantees that they would in 
years to come reap the reward of tbeir energy and enterprise, but 
as new lines of railway through newly settled country could not be 
to pay their way from the outset, they must expect that their 
working expenses would bear for the next few years a higher 
proportion to profits than they had hitherto done. The board had 
gone into this policy of extension with the utmost oaution, and 
were absolutely satisfied of its wisdom, and again this year one of 
the directors had given bis entire time for months to visiting British 
Columbia, and studying conditions on the spot with their invaluable 
local board and the management. It was satisfactory to know that 
the increased receipts had been obtained in spite of the reductions 
in railway charges, and in spite of & reduction of no less than 
17 per cent. in their electric lighting tariff—reductions which 
placed the company’s charges on as low a basis as those prevailing 
in any city in Canada or the United States with but one solitary 
exception. Those reductions were made spontaneously by the 
company without waiting for any outside pressure, in pursuance of 
their definite policy of giving the best and the chespest service that 
they could afford to, and they were only rendered porsible by the 
economical administration of the past, by the firm basis on which 
their old friend and former general manager, Mr. Buntzen, built up 
the enterprise, and by tbe skil and the devoted service to the 
company of the present officers, staff and men. The total invest- 
ment bad been increased during the year by $2,500,000, and 
they now had over 813, 500, 000 of cash invested in British 
Columbia, on which they were this year paying an 
average of 5°29 per cent. in interest and dividends. Last year 
the average return paid on their investment was 5'66 per cent., and 
the reduction was accounted for by the fact that they had raised 
during the year and invested ¥2,500,000 by the sale of debenture 
stock, yielding a little over 4} per cent. The shareholders would 
have heard a great deal during the year of threatened opposition 
and competition. The directors viewed this forthcoming competi- 
tion with great complacency, and he might say with satisfaction. 
They were absolutely confident that no other enterprise could 
supply as good and as cheap services as they did, and they 
welcomed the advent of a competitor, as it would demonstrate to the 
public more clearly than anything else could, that there was 
nothing in the cry which was sometimeg raised by various cantank- 
erous and ignorant individuals, apainst their having a monopoly of 
the electrical business. They stood entrenched sgainst competition 
behind very low rates, good services, and a constant study of the 
rights of the public. 
Мв. G. P. NogTON seconded the motion for the adoption of the 


report. 

Replying to questions by shareholders as to whether the 
directors could account for a recent article which appeared in the 
financial papers, Mn. Brown said that it was a reckless and an 
unfounded rumour that the company had realised its investments 
and that the directora had been getting rid of their holdings. Of 
the three directors mentioned, Mr. R. K. Spurgeon was deceased, 
and his shares bad passed to bis executors; the Hon. M. R. Gitford 
had actually increased his holding, and Mr. R. M. Horne-Payne 
held 16,500 deferred shares of the market value of £20,000, and the 
Misses Horne-Payne and their trustees held close on 10,000 shares. 
A more wild and reckless statement had never been mzde in the 
British Press, and the directors emphatically repudiated the right 
of any newspaper or shareholders to probe into their private affairs. 


If such was to be the case, it would mean that every director would 
be compelled to absolutely limit his interest in a company to the 
requirements of the articles of the association. The directors had a 
fairly shrewd idea as to the quarter in which the article really 
originated, but under the circumsthnces they thought it would be 
better to keep their mouths closed. 

Answering a question asto the threatened competition, Мв. BRowN 
said it was the development of a water power. They had had an 
offer for it, but had declined it. Their company already had a 
water-power supply which was more economical to them. 

The report was then adopted. 

A resolution was passed authorising the directors to increase the 
capital of the company to £2,500,000 by the creation of 700,000 new 
shares of £1 each. 

Sabsequently, at a special meeting, the articles of the association 
were altered so as to give the company power to “ acquire, con- 
struct and own gas plants, systems, works and apparatus, and to 
supply gas and to carry on the business of a gas making and gas 
supply company in all its branches, and to deal in, and dispose of, 
all residual and other products arising in the course of carrying on 
such business,” and, further, “to purchase, take on lease or in 
exchange, hire or otherwise acquire, own, utilise, turn to account 
and develop and sell, or otherwise deal in, land and immovable 
property and rights of every description relating thereto, and in 
particular to turn any such property and rights to account by 
prospecting for winning and working coal, iron, ironstone and any 
other metallic or mineral substances, and generally any constituents 
of the soil, and by cultivating and dealing in and with timber and 
lumber and any other products or fruits of the soil.” 


Provincial Tramways Co. 


Тнв fifty; second ordinary general meeting of this company was 
held last Friday, at the offices, Moorgate Station Ohambers, Moor- 
fields, Mr. Andrew Beattie presiding. 

The CBAIRMAN,in moving the adoption of the report, said he was 
pleased to say that the result of the year’s working had been just 
about the same as in the previous 12 months. They did, how- 
ever, at one time anticipate that there would have been an 
improvement, but owing to the wet summer and autumn that 
anticipation had not been realised. However, they had been able 
to hold their own, and the receipts and the profits were equally as 

as in the past. The directors had been comparing their 
accounts with those of other similar companies, and they found that 
their company snowed the lowest working expenses—that was to 
say, they were the most economically managed. Outof every £100 
they received there was a gross expenditure of £55, or 55 per cent. 
on the net earnings. He would like to draw their attention to the 
articles of association, which were more than 37 years old, and 
had now become almost obsolete. It was the directors’ intention 
to bring their articles up to date and in conformity with modern 
usages. The shareholders would remember that some time ago the 
question of altering the value of the shares was considered. The 


company's shares were of a face value of £10, but for many years | 


they hed never stood on the market at higher than £6 
or £7, and at the present time they were down to 
£4 10s. or so. They had nearly a quarter of a million ordinary 
shares, and about three years ago a proposal was made 
that every shareholder, in exchange for his £10 share, should 
receive one of £5 value. The majority of the shareholders at that 
time were in favour of that proposal. The scheme, however, was 
never proceeded with, but the directors had been considering 
another proposal, which was, that every £18 share should be 
exchanged for five £1 shares. They proposed to submit that 
scheme to the shareholders shortly, and he thought everyone would 
agree that £1 shares would be more advantageous than the £10 
shares. Their reserve fund now stood at £47,560, and that account 
was used for renewals and depreciation, and was altogether apart 
from the ordinary maintenance of the lines. As to the future, they 
believed that if the weather was at all fine the accounts would 
show an improvement. 
. Mr. S. Hun seconded the motion, and after a short discussion 
the report was adopted. 

Prior to the above meeting, the annual meetings of the respec- 
tive local companies were held, under the presidency of Mr. A. 
Beattie, at which the reports and accounts were adopted.  ' 


Russian Electrical Companies.—IJt is reported from 
St. Petersburg that all the electrical companies in that city in 
which German capital is interested are satisfied with the working 
results in so far as the present year is concerned. These under- 
takings are the United Cable Works Oo., which has a oapital of 
£430,000, and in which the Berlin A.E.G. and the Siemens and 
Haleke Oo. are large holders; the Russian Siemens & Halske Oo., 
with a share capital of £560,000; the Electric Lighting Co. of 
1886, with a capital of £2,400,000; the Russian Schuckert Jo., 
with £200,000; and the Russian General Electricity Co., with 
£700,000. Itis estimated that the Electric Lighting Oo. of 1886 
will be able to pay a higher dividend for 1909 than for 1908, that 
the rate of distribution of the United Cable Works Co. will be 
8 per cent. as compared with 7 per cent. in 1908, and that the 
Schuckert Оо. and the Siemens & Halske Oo. will again pay 3 and 
4 per cent. respectively. 


Winnipeg Electric Railway  Co.—The British 
Empire Trust Co. announces that this company has declared a 
dividend of 24 per cent. for the quarter ending 31st inst, 
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ELEOTRIO TRAMWAY AND RAILWAY STOCKS AND SHARES. 
TRAFFIO RETURNS. 


Met. strict Bly... [II 1l 1 21.558 49,152 
Anglo-Argentine .. | ,, 9 £6,680 49,741 |. 
Auckland. ee а 8 14,516 41,202. 48 
Bombay (B. E. T.) .. Nov. 11 | 6,644 + &0 | 45 


КаК .. Preference are 4; better. Telegraph Constructions eased off. Rubber 


164.769 | 4 Bs 238| 1:33 shares are mostly quiet, the market being subdued in view of the 
118,525 |+ 6, ede 


A T c. | ы 16,110 |+ 1,066 di кы ыр а latest auction prices for the product. 
O шша vs "A ae d ee oe «ө 

Alcatte ee ee Deo, 11 6,213 t 211 es se ee ee ee 2 
Cape bleetric T. Ld. ee ve | e ee ee 

Kalgoorlie, W.A... NOs, 8,309 ! * 41.472 ee 


+ 320 
+ 01|.. 


.. | 205 
VF HHH Shawinigan Water and Power Co.—The directors 
егар (W. A.) .. Dec. 10 | 9,934 68,790 |+ 873 | 28 | 24 have decided to offer $500,000 common stock to shareholders on the 
| register on December 9th on the basis of one new share E 
* Compared with the corresponding period of 1908, + One week only, 13 old shares held. The new shares will not participate in 


1 Includes borse, steam and other receipts. { One month, dend payable in January. 


= Tuesday Afternoon. 
Fort | Receipts for | No. Route Tag very unexpected reduction in the Bank Rate last Thursday 
Locali Total . il B E А 
ч = ed. fortnight, wks. nee open. led to a general hardening up of prices which, just before, had been 
o r 7 2 ing, disposed to sag. Ite effect, however, was short-lived, for Consols 
Aberdeen . | Пес, 8| 2408 | 6 | 26 | 89,004 |— $09 | |7 turned downward, and other investment securities followed their 
Ayt ee ee ee oe li 844 |— 21 , FO 9,957 — и ! ee lead 
oo æ o| n 11 2,78 22 49 37,645 |+ ,331 .. | oe . 
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Peer orp. |+ ч 13958 + 856 86 235/116 + 6.735 | Рх Home Railway boomlet. Reared on а slender foundation, the base 
o 9 Meee „ 17 19.924 [- 4 11 „oi the rise gave signs of shaking after the market had enjoyed 
Bleckpool-Flestw'd 5:4 2250 % 28 32,216 + 1,367 5 about four days of something like activity. People took their 
TC | кы а и * profits, business became normally quiet, and once more the attitude 
Bradford  .. bs »" 1 : 1422 + T d цан H 150 p М» has fallen into mere expectation, x 
Bos n CD 10 10404 l4 | | _ Market authorities profess to be fully satisfied with the results 
Bristol .. „ 10, 10,08 864 : + ж e arket authorities profe y t 
achieved by the London, Brighton and South Coast Railway from 
вае icis 5 | Dec. 3| 122 — 18 48 10.590 — 190 | 366] .. its electrified portion. The price of the Deferred stock ranged 
Батко Mp es d prs н | is 1450 ES H 6 |“: between 814 and 864 last week, and now stands about 851, carrying 
Cavehill .. +) n 2 101 = M. " Ee E in к^ а full year's dividend payable in February next. ras 
а же 3 | 1945 HEX Ps 47.859 — 832 1126 Central London Ordinary stock has improved, and there is 3 rise 
77 epee В ч 8 2 Rude on um oe in City and South London Ordinary. On®the other hand, Metro- 
Hartlepool "з! 45|* 3)» | ins |- 5 6/0.  politan Consolidated shed { of its recent swift spurt, although the 
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Merthyr .. «| „% 3|, 94 |— 60 „ | 10083 |— 182; $9|.. good, and Underground Electric Railway securities have risen. 
eee 78. ОТИ (e SHUT ar; | 209,109 Mie . The prior-charge stocks maintain their strength, being mostly full 
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Mix Joint Gom tep n | pie * ne " о = 3:106 $38| " of dividend, and with & further reduction in the Bank Hate to 
erties 2: „ 3 190 — 1 „ | 6695|— 43|581 °° anticipate as an early occurrence in the New Year. 
БЫС: ЧЕТ ТЕРШДЕ CUL ED coe me 
Bouthport.. .. | „ 8 411 — 21 „ | 18,772 |— 17 xc e—usuaily so ready iscoun 
ee 4 В | 1335 я dos "en P 18 18 °° affect its markets —is not speculating upon the chances of a Pro- 
8 | OPE DE e M ч КЫ БУ tectionist victory at the forthcoming General Election, in spite of 
{Worcester „„ V 4 „ 13,412 — 189 |5615| °° the difference which such an event would exercise upon the 
ү, туа, Wool рш!” 8 1.777 " Шан 4 25 жй ў |7 fortunes of numberless tndustrial undertakings. And this is con- 
Miscellaneous .. „ | ‘363/+ 8 ^ | 10000 | 33|.. | °° sidered all the more surprising in view of the fact that the House, 
Burnley " „ 12.257 |, 186... .. ЗЕ "T a8 & whole, is ardently anti-Budget. 
Burton-on-Trent .. „ 12 ront ee | 27, | 9,818 |— 2 s Be The British Empire Trust has issned a pamphlet containing 
cud. X um s 1 1052 f 114 | sé 719.805 T 1. . useful details of the companies comprised in its group, but the 
Carlisle n and Di. 7 9 фат 1 4 | QUIS f 1.857 pgs] "7 Publication has not gone so far as to influence quotations. British 
Cern. a) Сам! 8| | imos — “sis | 959 :: Columbia Electric Railway Deferred has recovered part of the 
Cork = 8 D "HIT f - 
8 . ре 11 | es + 2 81 5 = 488 z 47 dividend deducted on December 10th, and the Preferred is a point 
ng 2 20 85 3.890 [-- 105 4· 56 in bei land Trams 5 per cent. 
{Darwen E. 2 | ар n 1 | т i — 406 46 higher, the same gain being secured by Aucklan per ES 
Dublin : | „ 10, 9,862 i+ 122|.. | 199,036 |+ 1,985 54.26 Debenture stock.  Anglo-Argentine shares and Debenture s : 
ee “| e „ 2195 F 96 | 298 8,1% — (969 155 | i lost a small fraction, an 
E | ere 10 | 1514 н a 37 12445 H 81 p п Rio in BE pati s nud Power is a trifling 
Glecow |O N] 11 1.7 1.60 463141 |— 9,081 | 944 | "B h 
astings Н I 9 1838 — 149 к das amount to the good. T 
Huddersfield — .. | , 11! % je 81] | eisi |+ 9,48 34. "16 British Electric Tractions, Brush shares and London Uni 
Du ue ue KR ES E: \ ee 4 %% 36 | 94,754 = 28 di i Trams are without quotable change. It is worth noticing that 
Ilkeston . » 8 117 3 1 | 35 4,928 
Трес к бз | 955 М is | 2 14,972 rox n London General Omnibus stock has risen within a week from 17 to 
i „ nud 9 „ m Q9 oe . А 2 2 
3 United , 8 | 22:9 + 80149 B E. 789 .. |... 25, whence it fell again to 23, the view being taken that the com- 
Leicester : . Par. 2 4o | quio. | AMS |* GAS >s | pany has seen the worst of its black days. 
Leith. Dec. 11 | 5857 M 76,30 | 18,418 |+ ro 9 із Amongst electricity supply issues, Smithfield Markets are 
Ad a . i Nóv. a1 | TO [reg | s. етот | . i. nominally jy lower, but the widening of the official price cannes 
ndon United .. bee. 11 10,113 + 78 ' . | 995949 — 28.866. ; iable. 
London United: «pec n an, f T i | S599 TOME | gg] s+ that quotation to become so much the less d gan us or =: 
Manchester e. | „ 123.374 f 13, 36. | 569,701 |— 7,627 | oe MM the London Companies’ shares have hardened, on the assumption, 
JJC | ege ва d "HER mentioned here last week, that the little advertising campaign in 
Oldham dà н ! Dec. 12 | 8.211 = x | а 1555 - ез эп 5 favour of radiators ів already bearing useful fruit. City Lights are 
ee oe ” " : UI * ve . 2 
T е —— 
Preston e 55 i ; + аа КЕ m ia ER the shee ve 3. 
; 12 E — 1,037 | 
Salford EON E | н ра n | 80 1830915 — 4.471 T Debenture € in аз T little in the market, and the price 
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utham |. 8, 1.884 e3 86 39.01 |— 822 | : 
&5uthend-on-Bea „ В| C5. 85/36 | 19,979 |+ 2,615 Н In the telegraph department there isa general.quietude. Eastern 
TREER к oro nai sait Ordinary stock and Western Telegraph shares are better. Anglo- 
Tyneside .. ejn М T6 — 11123 9,99] |+ 818 | .. |], American Telegraph 6 percent. Preferred hardened to 100{, and м 
Wallasey 11 1,597 | 8 | 267 | 84074 |+ 692 2 Sraph 9 p 
Walthamstow . s 11) 1.15 f 117 87 | Флп |+ cil 9 l.. a speculative stock it cannot be thought extravagantly valued, even 
West Ham .. | „ 2| 4,847 f 327.) 85 | 82.920 |+ 401911525 48 at that. The Deferred is rather easier. Marconi sharee fell 23. 6d. 
Wolverbampvon +- | „ Ву nece 11155 | 4 175 0 113. 34. middle. Globe Ordinary, cx 24. dividend, are quotably 
Beker Bt. Waterloo | „ 11 | 7,206 |+ 687 | 23 | 72,475 |+ 2,265 |425|.. ^ unchanged, but the Preference marked the deduction of the $& 
: Rly... | „ 11 11.778 |+ 135,23 | 191,947 |-42.939 | 6°82] 66 , à : 
Char, +, Bus. Hamp " n тоо M 635 > ү: 295 T 392 125 e. dividend by a 5s. fall. National Telephones are good. Ашепоы 
P rd Peary Ri). á 10 159 d те 23 79.851 + 10 7. Telephone capital stock rose 13. Mackay issues, allowing for the 
2. . and Oity Bly. | „ 11] 3016 f. оз 23 | 81.090 f 24 3. dividends, are pract ically without alteration. 
омогт dE Eve |*1408 3 > 1 Manufacturing and miscellaneous shares are a trifle irregular. 
L'poolOverb'd Bly. | „ 12 2,628 54 | 23 83,332 6 4'8 
М "ey RAINAT pd T. 11 | 8953 Ž 14405 . British Aluminiums have receded. Henley Preference lost 24. 6% 
тры Hten B у... | s 12 95472 «1,84 аз 974.572 — 2105. | 9664 77 Castner-Kellner shares at 2,5, show а small rise, and Dick, Ker 
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TELEGRAPH AED TELEPHONE COMPANIES. 
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12,981 Spanish Telegraph, Ord, ? [10 8 — 8 — e 6 50 
6,000 Do. 40. à 4 Dame. 1004 —102 1003 —1 > oe 1 811 
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200,000 | Do. ёо. 5% Non-cum. Bed P., 1 to 380,008 З М 3 к. 5 он сеи 
188.508 Do. do. Do. Brock Red. 4 € 4 | 4% | 100 —102 100 —102 100) 818 б 
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ELECTRICAL RAILWAY, MANUFACTUBING AND INDUSTRIAL COMPANIES. 
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* Unless otherwise stated, all shares are fully paid. . From Manchester Share List. 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oonténued) 
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Stock Dividends tor the Quotations | week ended 
7 arne 
1 10 ) I2 A 236 223 | + 
+ 1 to 960 T ERE eo | 1— 1 1, 1j, i 
' 911,090 | Do. tock | 6 = 3 де бу . N 
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87,600 Liverpool r way, 10 5 6 6 6 96 g- 5 б 5 P 72 A Nil 
10,000 |+ Do. tally раја .. "гло 184 35 8 | м! g- 3 ц 1 » e — 
600,070 | London United Trams, пай, fg w 3 ва ш H- т d- ? | une 
. o. — : 

125.560 Do. do. 6 Cum. Pref., 1 to 125,000 10 5 : 5 a R 68 69° — 65 634 is LA 6 8 l 
1,881,000 Do, do. 1st Mort, Deb. Btock oy a 1 o | 88ў— 393 88)— 39 — 71 1 0 um 
5,782, Metropolitan Consolidated os — ** |. 100 aby 65 — 67 ай 18 178 | +14 Ni 
9,640,914 o. таа Landi .. s о è 100 il | Nil} 17-17 17 ss A у 6101 
8,285,000 B o .. [ES .. .. .. "X * 44% o к= .. +. ^ Ni 

891, Metropolitan Electric Trams., Ord. .. . - қа | Na | Nil il * — > ай ўы 681 

814,018 до. ред... Bae, 1 |59 5 5925,15 2 0 = ый 93 | .. | «19 

500,000 Do. do. EA 100 má "a ma 4 -— Gg 124 — 3 .. 

595, Do. do. 44% Deb. Stock Red. | oo | oe | 194 —126 129} —1353 {+ | og; mno 

10,828,200 | Mexico Trams Co., Common Stock i = T - eè * ва 91 98 91 — 93 924} Р * 
$ 3,000,000 Do. ot ia 60-year 5% ei s * Lae | 493, 4% | Nil E = | 106 | 103 | .. | eim 

245,500 | Potteries Electric Traction e 1 8384833818345 | | : 5 8 6 

p — oog e and feng ..| 19 159 15 & ais rtAE Vue 101 —103 | 4 8 
1,000,000 Underground Electric Railway, 6% Prior Li Lien = ёе ee | is x 44%. 86 bie às s 5 89 " ii Er ? 
2,800,000 Do. oh aee | А ни se. | LL Pas i +4 ъз 
4,900,000 Do. rp 8 Income Bonds - Nu Nn 10 5% e 1— } à ee 1384 

" 66, binson, 1 to 80,000 & 80,001 to 116,668 6 12 2 11— 2 ы А 

86,666 3 TC P. 90,001 to 80,800 4 125 pot to мі 5% 1 45 43 | : $ : e 72 — т 7» — т рети | ү 

245,495 | Do. 2 1st Mort. Deb, Stock А й | | | 

ELECTRICITY SUPPLY COMPANIES. | 

515 9 

ii— 43 ‘ 44 — 4i oe ee .. 
15000 | Bromley (Kent) E.L. & P., 1 to 15,000 g ah | ott o п — 6 "m — 481 
vn iui Rios SA у 1 to 90,000 10 po 1 i-o TE as o4 € d 
Ev Brompton & — Lt. Bup., Ord. o 1 2 е2 ki — а "ie 43 318 8 
м 78 

* EI ctric Bu Guar. Deb. Btock ee T 4 uz — 4 ee ee 5 i 

280.00 ierat s 53: Supply ^ à "M i 5- i a Е eu 2 

А L] U — 4 ^ жы .. s. 

сү ро, 88 Une 96 Cum. Prf. 4 9s - 101 98 —101 oe .. PA i yg - 

446,786 Do. ЗА лаа p 4% | 100-108" ш-ш 10% | 4 4 

n ) k Red, . e a zd 106 ibo, +a | БИ 8 

145,0001 Do. 96 Deb. n B ó 6 10&— 1 10}— 14 413 4 

10,596 City of London Elec. Ligh , Ord. 40 —110,596 D 6 / > 6 11#— 1 114 — 1 TES "T ^ 4 0 8 

40,000 Do. 6 um. Pref., 1 to 40 .* ee е Б v 6 1 PERS 121 —121 .. .. . 4 B 5 

ИЧЕР laglag | ioio EE | | — 22 

50,000 | Ooun of Durham Electrica! Bower, Ord UTE ae - , А 5 3, - at а is i , 1 в - 

60,000 do. do. 6 t. ee k : - 6 939 — 95$ 934 — ees ee ee 6 6 0 

66,000 е до. 6 % Pref. 40,001—80,000] 10 |6% |6 О | 106—108 105 —108 105% à ase 

Do. do. 4 Deb. B ee е? 4 4 93 — 101 98 —101 .. . . Nil 

“108,000 Do, . 2nd. Deb. Btock ee v 4 ] = e= 107 .. Ф 4 Nil 

80,000 CR 1 | 6 |6 8 Nil 29 67 — 60 87 во i э i 710 0 

‚ою De жоу We un D. sd. | 1 4% | 44% | 57 — 0 ee СЕТЕ 

$ 3,160,000 Electrical Dev. Co.ot Ontario, 596 Ist Mtg. Gold Bnds. ы á ee [t 58° 64 4 4i 4 44 ee ee . 4 13 0 

10,000 ä ee LE ee se ee 5 5 b 5 6 4 — bg 4 — bg ee se ee 4 10 0 

10,000 Do. b Cum. Pref. 1 to 10,008 ee ee 100 4 97 —100 97 —100 .. . LET 6 13 4 

90,000 1st VEN Block ee ee ee b 9 9 af af 64- 74 62— * 1023 ` А a7 1 

15,000 | Hove, 1 to 16, r 2 |6 $ 101 —103 101 —1 . zu 

$1,876,000 Kaministiquia t Power Co., 5% Gold Bnds. .. -. '& hex hoa 8 7— ^À — 7 R T T * 

n [ome сср [ii 

MEO | London eee ern "OX c. 45 % i= e фт 

22.65 Do. do. 4% Ist Mort, Deb. Bik. Red, вюск |4 | 4 - N- и | ые «4 |а | әу. | «4 TE 

200,000 xus a cx c , 1 to 100 оо ее : 4 4 b 4g— 6 ү «4 T 4 84 

„121 . . 1 106 .. ee | 4 106 —109 106 —109 es . . 4 0 11 
285,000 Do. org iq еа ee dea 96 834 — 863 834 — a2 .. . 606 
948,000! Do. Mort. Depen. Stock v — | Btock 5 5 5 % 81 — 83 81 — t3 70 Я i * 

& 5,000,000 | Mexican Electric Light Co.. 6% 1st Mig. Go $100 „ | 88% | 69 — 71 E 103 | 1013 6 13 4 

8,585,000 Do. Light and Power Co., оса Ko h- ee ч» Mu E 10) —105 101 —105 : as z 8 14 11 

$ 1,400,000 s do. T d . | ип 

$ 12,000,000 Do. 5% 1st Mig. Gold Ends. * T T á 98 — 100 98 — 100 8 ] | 410 1 

$60,000 Midland Electric ration, 4 % 1st Mort, Deb, | 100 44% | 44% | & 2 d i a 6с 40 1 : 215 1 

180,491 n to 137,500 .. 6 - б b 4, | 6 96 6 — 44 4 — 44 & А 

137,500 Do. Pret., 1 to 137.500 .. ee т 98 — 100 і М 

North Metropolitan lectric Power Bupply Co ;] 100 Ж 3x hi "EE DL bw 

126,500 5 %, Mortgages (Red.), Nos. 1 to 1,265 | 1 1% 191— 13 123— С: & és » 123 

10,852 Hill Electric Lighting. ee ee ee ee n 1 Ni @ эь 64 6 — ee ee ee 418 

Em очер col co. Т % TT 

r Plate . Co. Ord. Nos. 1 to 120 1 -- 134% 16% |8 % 17 1 ч ^ : 619 v 

00:00 | Do. 0 bene таб RED to 100,000 es ТЕВЕ | eel wae” | M" =106"" Ф б рана 

Y do. b H L ee — 9 .. ! ee . 

20,000 Bt. James’ and Pall Mall Electric Light, 6 " 7 ч * "à 1— т TE NET . ~ T : 

150,000. Do. do. % De . Btock Red, ee 5 4 K и» 3% 112— 93 18 — 2b j- А А 13 4 

19,000 | Smithfield Markets Вар ‚э e И И ГТЗ EX 4— 8 9y— 8 » ANE AT 

85,000 | Bouth London Electric Bupply, бы, de ae 4 ДР ue — — th * : a n 

130,000 | South Met, Eleo, L4. & Power, Ord. .— m 1 ; - 7 9110 1X 18— 14 | | i iud 

142,968 Do, do. Bü. | 100 43 44% | 44% | 100 —103 100 —108 a5 6 8 

80,000 Urban Electric v t ee 5 6 Б b 5 1ł— M 14+— 14 | 88 8 u à 

216,000 Do. do. X 1st Mort, Db. Bik, Red. ° > |u% КЕ i-a | | 568 

808,000 Victoria Falls Power Co., t. Nos, 1 to & 8,000 .. Б 18 9 19 9 10 10 PE hi Ba — Se 6 . 4 1 J 

110,000 Westminsser Buy ——̃ ee ug 44 B = 65 5 — 54 by А .. 

81,279 Do, do. 96 . Pref, Re- 6 |6 

duced from 5% since lst Dec., 1906) 


ЕЕЕ ЄЕС 


* Unless otherwise stated, АП shares are fully paid. 


t Quotations on Liverpool Stock Exobang e, 


Bank rate of Disoount 44 per cent., December 9th. 1909 
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ELEOTRIC TRAMWAY COSTING AND 
STATISTICS. 


[COMMUNICATED. ] 


(Concluded from page 953.) 


THE introductory page deals with the revenue receipts and 
expenditure, the second page with the revenue expenditure 
in detail, both for the same period, and the final page with 
statistics. The receipts are abstracted daily from the way 
bills into the Traffic Summary book, which is in the usual 
form, and from which a daily return (Schedale 10) is 


Schedule 10. 
Daily Return of Receipts for.................19 . 
Below are реа of receipte for the döva date. I have 


to-day paid нн e Bank to * oredit of the 
Company E.. à 
State of 5 iuga 
State of weather corresponding day ot previous уеат............ 
mm vocc 2% . ACG, c. 2 es oe Manager. 
| 32 A d = є zE 
Route. | $3 Ba Р Ё E Z, 8 Remarks. 
| 8 $3 мо * СЕ 
с о og 
a н = 


| 
| 
| 
і 
| 
| 
| 


— — 


| 
! 
i 
| 
| 


Trarric Receiprs, 


Bunpry RECEIPTS. 
DC 
Total oo | | 


Corresponding day | оо d 
of previous year 


ET of the receipts taken and the amount paid into the 
ank, for the information of the head office. The payments 
into the bank of traffic receipts are debited in the cash book 
from this return, the entries being posted to the credit of а 
traffic receipts account. All receipts are banked, and any 
difference that there may be at any time between 'the sum 
banked and the sum received, is accountable for by the traffic 
manager. A weekly return of receipts may be prepared in 
the form of Schedule 11. 


Schedule 11. 
Statement of Receipts for the week ended............ 19 
“д For ЕИ А Е Е 
period of week ended | Increase. Decrease. 
FF | 
T J a a anes ш 
поте ‘gis 9 & 2 5 gles 9 5 dlog £z 88 2 
| SS 8257 с SE ЗЕ S SISESE SEE SE 5 2 2 8 
BEEE EFE ARE * S ра; алай 
| Ef 61 as] 5i 8 Rp 8 gr ЕРЕ B 
| | = BD = 
TRAFFIC | i | | | | 
Recripts | | | 
: | 
ae К | | 
UNDRY ШИ | 
| Rxcrirrs ar | | 
CELL E GG 
| і l ' ' | | 
Total — | | | | | | | | | И 
С HN aM DII X | 
State of weather—This year..................... 
Last yea . 


It will be seen that & column is provided in each of the 
statemente—viz., stores, wages and salaries—for allocations 
to capital. Petty cash is similarly treated. Details of the 
capital expenditure included in the schedules are furnished 
in the form given in Schedule 12. 


In the case of an undertaking which generates it& 
own current, a statement of power-station statistics and 
generation costs may be prepared in accordance with 


Schedule 12, 
Details and appropriations of Stores шыш ан to Capital 
for the ended............... 19 
Date. Deteils of issues and work done, | Capital Account 


to be charged. 


SUMMARY OF CAPITAL ÉXPEBDITUBE. 
(Accounts to be debited.) 


Power house buildings ds ses we > 
Other buildings T € i ö 
Permanent way és ns iss xe 

Cars and car equipments -— e 02 
Engines and boilers .. 2 ote з 


Dynamos, exciters, &c. 

Other хаворо. instromenta, в. 
Accumulators.. iv 
Èc., &c. iei 805 aes 25 sel 


Total as per details above 


Similar statements are provided in respect of Wages, Salaries, 
and Petty Cash. 


Schedule 13, the method of preparation being similar to 
that already described. In the case of & combined under- 


taking— i.e., tramways and lighting—the accounts of the 


tramway and lighting sections must be kept distinctly. 
Where there is no public or private lighting the cost of 
generation is practically the cost of the current supply to the 


Schedule 18. 
PowkB- STATION STATISTICS AND GENERATION COSTS. 


For the ended лы eterne 
(1) Power- STATION STALISTICS. 
1. Plant installed e) RW. 
2. Condensing, partially condensing, or non-condensing 
3. Maximum demand on power station  ... n. KW. 
_Unita generated x 100 
4. Station load Capacity ot power statiou lu Kw. „$ 
factor X 24 X number of days repre- 


sented by the return 
5. Running plant Unita generated x 100 
load factor Capacity of plant run in KW. % 
X hours ran 
6. Price of coal or other fuel delivered . | 
7. rr of pounds of fuel per unit generated 
8. Un ts: INE 


I. Generated ... 
II. Used in station 
III. Sent out . 


ee — — — — — — 


Schedule 13. 
(2) GzSEBATION Costs. 
s Per unit | Per unit 3° 
8 a generated. sent out. 24 
2 2 + PETTEN d 
. Description. 8 E FREFTSFTXE g 
2 323 35 |а 2 
52 330834 4 e 


Coal or other fuel 
Oil, waste, water and engine room 
stores 


| | 
| | | 
Wages ee ee ee ec ee | | | 
Salaries. 5% | | | 
Repairs and maintenance— | | | 
Power station Wages .. | | | 
buildings materials | | 
Engines and boilers wages .. | | 
materials | | | 
Dynamos, exciters, wages | 
c. materials | | | 
Other machinery, wages | i | | | 
instruments materials ' | | | 
Accumulators, &c. wages .. , | | 
materials | | | 
Sundries @ю Exe Ae жу | | | 
| | 
t 
Total .. oe | | | | | T | 
i i Н 


undertaking. It will be seen that the cost statement is of. à 
continuous nature, and that subject to any necessary adjust- 
ments it should agree fairly closely with the actual profit and 
loss of the undertaking for the financial year: There may be 


| 
i 
i 
| 
L 


992 


THE ELECTRICAL REVIEW. (vol. 65. No. 1,673, D 17, 1909. 


of course an odd number of days or weeks at the end of the 
ied for which a return will be neceesary. In the event, 
owever, of an undertaking combining the simultaneous 
obaracteristics of promotion, construction and running or 
operation, as it often does, there is frequently much expendi- 
ture, the allocation of which is not determined, and much 
that is not ascertainable until after the termination of the 
year, and to that extent, at any rate, the profit and loss 
account in such cases will differ from the Cost Returns. 
Expenditure and Income may be plotted in the form of a 
graph, and though it may be nice, it is only of theoretical 
importance and hardly worth the labour which its prepara- 
tion involves. | | 

Such costing and statistics are frequently of assistance, 
directly, or indirectly, in the consideration of ‘proposals sub- 
mitted from time to time, which have for their object the 
establishment of electric tramway systems, and it may be 
interesting to notice briefly some of the investigation 
and promotion considerations which precede the creation 
and consequent inauguration of electric tramway under- 
takings. That there is but little new tramway ground 
to prospect in this country is readily admitted, with 
the result that some promoters of tramways have turned 
their attention abroad in search of pastures new for the 
purpose of exploiting the prima facie objecta of the under- 
takings with which they claim association, whilst others 
have in view possibly not so much tramway enterprise aa 
the neoessity for creating promotion profits, with a view to 


the restoration and display of attractive credit belances on 


revenue acoount. 


POPULATION AND PASSENGER TRAFFIC. 


One of the primary factors which may be considered 
under this sub-title is the number of passengers that are 
likely to be carried on the lines proposed. Premising that 
the population of our hypothetical scene of operation 
numbers 100,000 inhabitante, we may obtain some guidance 
from the experience of existing undertakings, and with a 
view to adopting such experience, select a number of 
instances containing as nearly as possible the elementa of 
similarity of population to be served, as well as of general 
conditions, or we may take a larger number of instances of 
@ promiscuous nature, with varying, and in some particulars 
little, semblance of similarity, and reduce them to a com- 
parative denominator, which obviously, however, will not 
enable us to arrive at a result as reliable as the former, 
though it may be sufficiently accurate for all practical pur- 
poees. We may proceed thus :— 


No. of passengers 
carried in each year = 
Populatioun 
and if we feel inclined to compute the mean of, say, half-a- 
dozen instances, letting each instance be denoted by a, а, 
and во on, we may до во by— 


“(аа ха... 


No. carried per 
capite of population, 


X 2%). 


To arrive at a still more reliable estimate we may of course 
take the mean of each selected instance over & corresponding 
number of years, and the final mean of the ascertained 
results. 

This figure representing per capita of population having 
been carefully extracted, let it be 50, and the town being 
one of 100,000 inbabitants, we should be reasonable in 
asserting that the probable number of passengers per annum 
would be 5,000,000, viz. (100,000 x 50). 


Cak-MILES. 


The next convenient matter is that of car-miles. and here, 
inler alia, some of the governing incidental considerations 
are: (a) location and distribution of population : (5) service 
to be rendered; (r) mileage of routes; (d) speed of cars; 
(e) daily working hours. let us assign to (^), (с), () and 
(e) the following data, viz., 10 minutes, 12 route miles, 10 
miles an hour and 16 hours respectively. 

A speed of 10 miles an hour means that the outward and 
return journeys of 24 miles would occupy 2:10 hours or 
160 minutes, and a 10-minute service would require the 
daily use of, sav, 16 cars (160 — 10). With the aid of 
these figures of 16 care, 12 route-miles and 16 daily 
operating hours, we obtain the number of car-miles per 


diem, which is 38,072 (16 x 12 x 16), and multiplying 
this number by 365, we are in ion of 1,121,280 
car-miles per annum. On the other hand, we may extract, 
in the manner described in the previous section, from our 
Selected instances the number of car-miles run per capita of 
population, and adopt the mean of the two methods. That 
is to say— j 


* Car- miles obtained Car-miles obtained by number 
per capita of x of cars in daily use x route 
population. mileage x number of daily 


operating hours x number 
of days per annum. 


ANNUAL EARNINGS. 


The annual révenue may be estimated by (a) taking from 
each selected instance the average fare per passenger carried 
in each year over 8 specific number of years, then the mean 
of the years, of each instance, and finally the mean of all 
the instances chosen, viz. : Supposing three instances over а 
period of three years, a, b and c. Now, the mean in 
instance a is— 

Passenger earnings _ Average earnings 
ducal Nu. of passengers carried passenger carried. 

Let the average earnings per passenger carried be repre- 
sented by r, then we have as the mean of instance a for a 
period of three years— | 


V rf Xr X f. 
And, finally, let the mean of each instance over a period of 


three years be denoted by s, we have as the mean of all the 
instances— 


We thus arrive at the estimated reoeipts per passenger and 
multiplying the figure which we may assume for the purpose 
of our illustration as 1:15d. by the estimated number of 
passengers, we arrive at our calculated annual revenue from 
the conveyance of passengera, viz.: £23,958 68. 8d., say, 
£24,000. 

(5) Ina similar manner we may exercise a check upon 
thie result by dividing into the passenger earnings the nnmber 
of car-miles which will afford us the earnings per car-mile, 
which, multiplied by the estimated number of car-miles, 
provides the probable yearly revenue from passenger transport 
only, i. ., exclusive of receipts from potential parcels traffic 
and other sources. 


ANNUAL REVENUE EXPENDITURE. 


We can base, of course, our estimate upon the experience 
of similar undertakings, or we may enter into detail and 
compute the local salaries, wages of conductors and motormen, 
inspectors, storekeepere, power station staff, repairs and 
maintenance, and other inevitable items of expenditure of 
tramway undertakings, not omitting such head office charges 
as directors’ fees, rents, salaries, &c., and any periodical sums 
which may be payable to the (Government or the municipality 
under the contemplated concession, and last, bnt not least, 
in many cases the exchanges. For all practical purposes. 
however, we shall find that а percentage of tramway receipts 
will be sufficiently accurate, and this ratio we may take for 
the purpose of our illustration as, say, 60 per cent. 


CAPITAL OR CONSTRUCTION EXPENDITURE. 


This is a matter entirely for the engineer, who will be 
required to take into consideration physical conditions, cost 
of materials and labour, Customs duties, and many otber 
pointe which will arise in the course of preparing the data 
for his estimate. With the view of completing our illus- 
tration, however, we shall assume that our hypotbetical 
system of 12 route miles is partly of single and partly of 
double track, snd that the eetimated coat, including power 
station, car-sheds, cars, &c., is, say, £11,000 per route-mile, 
which will make the initial cost of construction and equip- 
ment £132,000. Adding to this eum, say, £5,000 for pre- 
liminary expenses, our capital expenditure may be expressed 
as £137,000. 

Assembling the results at which we have arrived, we 
have— 


' 
E „ 
6 — . c i Ce с сыы : : ` 
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o Estimated annual income, say  .. ns .. £24,000 
b) Estimated annual expenditure, 60 per cent. of (a) 14,400 
£9,000 
Depreciation, і і. per car-mile on 1,121,280 
car-miles ... sus Mu 243i .. £2,336 
5 per cent. on capital 6,850 
Carry forward n 414 
£9,600 


The depreciation allowance is, of course, insufficient, 
whilst the 5 per cent. return is but a miserable yield if the 
capital takes the form of the ordinary or preference descrip- 
tion, and consequently the carry forward is paltry. 

There are at least two points to bear in mind as between 
the lessor and lessees, the description of which should be 
free from ambiguity in the concession. They are (1) 
adequate provision for depreciation on the part of the lessees 
in addition to ordinary repairs and maintenance, and (2) if 
the undertaking may be taken over as a going concern, it 
should be expressly stipulated in the concession that the 
liabilities will be borne by the lessors, inasmuch as they are 
included in the assets whose value will be paid for in the 
valuation. If such a stipulation be omitted, the probability 
is that the autbority will have to pay the liabilities as well 
as the agreed amount for the asseta. 

Where no reasonably comparative instances are available 
the estimate naturally will be much more approximate in ite 
results; buat on the lines indicated it can, with such other 
considerations as a local study of each proposition suggests 
to the experienced investigator or prospector, be framed with 
such an approach to safety as will be sufficient to enable at 
any rate a fairly accurate opinion to be expressed upon it. 

The average earnings per passenger or per car-mile of 
foreign undertakings are productive of much variety. For 
the year 1907 the earnings of that ably managed under- 
taking, the Lisbon Electric Tramways, Ltd., consisting of 
traffic and sundry receipte, but excluding revenue derived 
from investments, transfer fees, &c., exceeded 1,472 contos 
of reis, which at par gives, roughly, an average of 1°77 
per passenger carried. A slight reduction, however, is 
necessary in making allowance for the exchange at the rate 
of valuation adopted for the conversion of the currency 
credit balance of the local profit and loss acconnt. After 


deducting Lisbon working expenses, amount payable to the © 


Camara de Lisboa, and expenditure under the lease from 
the Companhia Carros de Ferro de Lisboa, from whom the 
present company leases the undertaking, which includes 
interest and amortisation due on the debentures of that 
company, there is a crédit balance on the local profit and 
loss account of 552,560°993 rs., which at par gives approxi- 
mately a little over 7d. as the average receita por trem 
kilometro. 

With regard to the undertaking of the Companhia Carros 
de Ferro do Porto (Sociedade Anonyma de Responsabilidade 
Limitada), which is owned locally, the receitas de exploracao 
—that is, tramway receipts proper—excluding dividendo de 
accoes em carteira and materiaes vendidos, amounted to 
449 :182%444 for the same year, which, with the income 
from the two sources named, make a total of 452: 6438524. 
Os resultados da exploracao na Antiga rede e na Linha de 
Gaya give about 172 rs. as the recita por trem kilometro. In 
analysing the expenses and other details of this undertaking, 
however, the Ganhos e Perdas requires some adjustment. For 
instance, the receita liquida em 1907 must be omitted, which 
is merely the difference between the receitas de exploracao 
and despezas de  exploracao, and substitute therefor 
449 : 1825444 as already indicated, whilst on the deve side 
to the individual despezas shown must be added the despezas 
de exploracao, &c. 

A statistic that is sometimes useful for check and com- 
parative purposes is the average receipt рег oar per day. It 
is sometimes calculated by dividing into the average receipts 
per day for the period the result of car-hours divided by 
operating hours. 


Bishop's Stortford Electric Lighting.—The U. D.C. 
is applying for powers to purchase the Bishop's Stortford and Dis- 
trict Gas Co.'s undertaking ; also for an extension of time for 
laying electric light mains under 1905 order. 


THE LOADING OF TELEPHONE CABLE 
CIRCUITS.* 


By A. W. MARTIN. 


(Continued from page 955.) 


Ir is well known that in any circuit where the impressed 
voltage is periodic, and a simple harmonio, if v represent the 
instantaneous value of the voltage after time /, and if v, 
еч the maximum value to which the voltage rises, 
en— 
V = V, sin pl, 
d v 


and di 5 P Vin Cos pt, 

but p Үт 008 pt = p Vm sin (90 + pf), 
= ip Vm Ein pl, 
= ip V, | | 


where i represents  — 1 and indicates the rotation of the 


quantity to which it is attached throngh 90°. So that— 
UN. = i vv 
5 
Similarly it may be shown that — 
d C д 
| u^ 1 рс. ч 
Inserting these values in the equations (1) and (2) for 
d v d c з 
ps and us respectively — 
„„ ipLe, 
de 
ES Е VS TIy RK, 
de | 
dv : 
or, ae = Gtipyoe.... (8) 
20 = (в+ рк) v. . (4) 
U 


The quantity R + i p L is an impedance, and if, as stated 
above, 7 indicates the rotation of magnitude through 90°, 
then the expresion may be represented by a right-angled 
triangle as shown in fig. 5, where 1 denotes impedance ; so 
that— 

Е. ISR pL, 
or I= y в? + р? 5. 

The quantity 8 + ? p K is the reciprocal of an impedance, 
and is called the admittance. It also may be represented b) 


VD A Я 
R Ё ‚8 
Fic. 5. i 


a right-angled triangle, as shown to the right in fig. 5, where 
it is indicated by a. In this case— 


A z B + iE, 


or | А = Js? + 77K. 
Patting I=R + ipl, 
and A zz 8 + 17K 


in the equations (8) and (4)— 


and IAV. e (6) 


* A paper read before the Institution of Post Office Electrical 
Engineers on January 11th and February 8th, 1909 
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These equations, (5) and (6), show, for any element of the 
loop, how the difference of potential between the wires 
varies, and how the current strength changes. To determine 
how the voltage and current strength vary with tbe distance 
from one end of the circuit, it is necessary to differentiate 
again with respect to distance. It will be convenient to 
take any distance, 2, from the receiving end of the circuit 
say, that shown in fig. 2—because, as this distance increases, 
both voltage and current strength increase, and the use of 
negative signs is avoided. Thus— 


d? v ас 
dr o dr? 
an af 25 А d : - 
dr? d wt 
Inserting the values for y» and ^ Č shown in equations 
a.v 
(5) and (6)— 
| d! v 
di zz IA V, 
2 
€ = IAC 


Letra = a, 
d! v А 
then du F а? v, 


and d С а? с. 
di 


Both of these equations are of the form— 


and from earlier considerations it is concluded that the £olu- 
tions are— : 
ү = MU — Ne “т, 


2 M e ах — Хе ar. 


As both v and c vary in the same way, it is only necessary 
to consider one of them.. Let it be v. 

Taking a particular point in the circuit, it will be seen 
that the nearer it ів to the sending end, or the greater :г 
becomes, the greater will be the term M «^*, and the less will 
be Ne . The latter term, in fact, representa the reflected 
waveor-impulse from the receiving end. 


alternative, that there is no reflection ; in which case— 


V = Mev, 


All the followiug results will, therefore, be understood to 
apply only to the case where the whole energy received at the 
end of the circuit is absorbed. In Part II will be found the 
description of a means of practically determining what is lost 
by terminal reflections, &c. | 


The distance « has been taken as that between the element | 


under consideration and the receiving end of the circuit. To 
express the resulta, already obtained, in terms of the distance 


from the sending end, it is only necessary to put .~ = m —d- 


where— 
m == total length of circuit in miles, 
d = distance of the point from sending end, in miles. 
Taking V=Me", 
then ү = М ето 
= ME" e ad, 


Now, at the sending end itself, / = 0, so that v then 
equals M %. In other words, M “is the voltage at the 
sending end. Let this be represented by vo: then— 


. (0) 
It has been stated that a? = гал, во, therefore, a = VIA. 


But any quantity such as a? may be written equal to the 
sum of two other equares ; thus— 


a= р + а? = т^, 
and since a is at right angles to B, 
а= B + iu. 


It will be assumed 
that . is во great that Ne ar becomes negligible or, in the 


Inserting this value for a in equation (7) — 
Y = ү, (8 + а) 


чыя 


. (8) 
The factor e 6 4 represents a decaying quantity, and 
indicates the way in which the difference of potential between 
the wires of the loop decreases with the distance “ from the 
sending end; but — 4 


is of & different nature. By 
De Moivre’s theorem — | 


gee = С08 a d i sin a d, 


во that v = vg e7 P "(cos a d — iin a dd). 


It is known that any quantity multiplied by cos a d + 
i sin a / is advanced by an angle a / in a positive direction, 
and that one multiplied by сов a — isin a is retarded 
or turned through an angle а / in a negative direction. The 
meaning of v = vo e^ P7 (сова d — i sin a d) is, there- 
fore, that the difference of potential, v, between the wires of 
the loop at distance « from the sending end is v, e^ 8“ 
where v, is the difference of potential at the sending end ; 
and v lags behind v, by an angle a d. 

It is scarcely necessary to emphasise the fact that the 
greater the distance d, the greater will be the lag. It will 
also be clear that, as the distance from the sending end is 
increased, a point will be ed at which the voltage 
between the wires is one complete cycle or period behind 
that impressed at the sending end. Now, from the fact 
that the phase changes uniformly with the distance, it follows 
that the waves are travelling along the circuit with a constant 
velocity, and if at distance d the phase has been delayed 


buy one period, then 


ad 2 x, 

and ; da 
Suppose that / complete periods have been passed through 
by the E M.F. at the sending end, then / — 1 periods will 
have been passed through by the difference of potential at 
the distance 4 where the phase is one cycle in arrear. Ob- 
viously, the time taken for a wave to reach the point at 
distance d is the same as that occupied by one period. The 


velocity, „, of the waves is, therefore, shown by— 


Qe 
(0 а 
7 — == 
i 2 


where / is the time of one period. If there be f periods per 


second, then / = r2 ; 


2 ud - 
So that . 
: m a 
n 
also wave length = X eo — 
periodicity 

92-f 
с 22 

A= „ 


From the immediately preceding consideration, it will be 
gathered that a is a constant which determines the velocity 
with which the waves travel along the circuit, and from 
equation (8) it will be seen that B is a constant determining 
the attenuation of the waves at any distance d from the 
sending end. 

a i8 therefore called the velocity constant. 

p н 5 attenuation _,, 


It has been stated that— 

а? = В? ＋ а? =1А, 

IJ ＋ %, 

мв? + р? RI, 

d. PL) OF FR...) 


where I 


and A 


therefore 3° + a? 


| — 
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Also а ж D inc Via, 
а? ж fj — а? + 210 3 = 1А, 
where Iz RT Ip, 


aud Az 8 + Ulk, 
therefore, 3? — a? + 2 ѓа B = (в + i p L) (8 + $ p k), 
m= RE — LK + ip(KR+ BL). 


Та an equation like this, the real and nureal quantities on 
the one side are “ora to the real and unreal on the other, 
respectively ; 80 that — 


p — a n S — „* LI KKK... 
By subtracting equation (10) from (9)— 


(10) 


Qa? = V (R? + р? 11) (52 + jp! к?) — (R8 — % LK), 
a =V $ [V (k+ Lt) (В р?к?) -( 7% J. k)], (11) 


which is the expression for the velocity constent. 
‘By adding togetber equations (9) and (10)— 
28 y (в + 15) (8° + рк) + (RS — LK) 


B = VAL GL) (Б KE) + (в ву, к), (12) 
which is the expression for the attenuation constant. 
"These expreesions for the velocity and attenuation con- 


stants were given by Mr. Oliver Heaviside; see page 400, 
Vol. IT, “ Electrical Papers," Macmillan, 182. 


(To be continued.) 


PROOEEDINGS OF INSTITUTIONS. 


Recent Developments in the Transmission of Electrical 
Energy. 


By Peor. E. W. MangcHaNT, D.Bc., Member, and E. A. 
Watson, M. Sc., Student. 


(Abstract of paper read before the InsTITUTION OF ELECTRICAL 
Encinwens al Manchester, November 30th, 1909.) 


(Concluded from page 958.) 


Ecomoxic Ілмітв oF TRANSMISSION, 


The capital charges in connection with hydro-electric schemes are 
by far the most important in determining the cost of generating 
energy. The running charges are invariably low. In the Ontario 
Power Co.’s station at Niagara the whole plant of 50,000 zw. was in 
charge of three men and two switchboard operators. At Niagara, 
although the problem of conveying the water to the station only 
involves the boring of ashort tunnel, and the plant capacity is 
large, the cost was given at from £20 to £30 per KW., including 
the transmission line; it was a good deal higher for the older 
stations where an expensive type of machine with a shaft 130 ft. 
long between turbine and generator had been installed. The lowest 
figure for capital expenditure, including transmission line, was 
£15 per kw. The charge for the transmission line is usually a 
very serious matter. The Ontario Electric Development Co., for 
example, sell their energy at Niagara for less than half of what 
they cbarge for it at Toronto. 

One of the most interesting points about the transmission line is 
the determination of the most economical voltage at which it 
should be worked. Kelvin's law is based on the condition that the 
total charge for transmitting energy along the line sball be a 
minimum, but a sounder condition to apply to a transmission line 
is tbat the ratio of the total cost of transmitting energy to the 
revenue earned shall be a minimum, and if this condition is applied 
we find that the cost of wasted energy must be equal to the whole 
charge for interest and depreciation on the transmission line. If 
we assume a cost for the station of £30 per Kw., a load factor of 
50 per cent., and interest and depreciation charges 124 per cent., 
the cost per B. r. U. will be 0:261. On а 20,000-Kw. transmission, 
allowing 10 per cent. copper drop, the cost of waste energy will 
correspond with a capital charge of £120,000, if 15 per cent. is 
allowed for interest and depreciation on the line, or a capital 
charge of £800 per mile. The cost of poles and insulators on an 
8,000-volt line will be about £200 per mile, and the balance will 
pay for a three-wire line, each conductor of which is 0:30 sq. in. in 
area. This corresponds fairly closely with the actual section neces- 
вату to give a 10 per cent. drop—i e., 0°35 in. of copper. The calcu- 
lation ghows that the use of these voltages is economically sound, 
and that for a transmission of 200 miles and over, a pressure of the 
order of 100,0C0 volts must be employed. 


The second factor which determines the size of the conductor is 
the working . With the high pressures used (as is shown 
above) the possibility of the formation of a corona and the loss of 
considerable energy by a brush discharge is one that requires 
careful consideration, and it would be impossible to reduce the . 
section of the conductor used for the transmission below that for 
which such effects are prodused. The cost of insulators is a com- 
paratively small item in the total cost of a pole-line, and the work- 
ing voltage is settled by the economic considerations detailed 
above. The common practice is to work the line to give a known 
percentage drop, and to increase the voltage on the line as the load 
on it increases, until at the full load the pressure on the line is the 
maximum for which it was designed at a predetermined drop. The 
usual efficiency of transmission on most of the schemes seems to be 
about 90 per cent., the copper drop being of the order of 10 per 
cent., and the total drop due to resistance and indactance about 
15 per cent. 


Морави PRAOTIOB (HYDRO-ELEOTRIO PLANTS ONLY). 


The design of a hydro-electric power station is affested by local 
conditions to a much greater extent than if any other form of 
motive power were employed. In some favoured cases an actaal 
waterfall has been found ready to hand, but in many cases long 
lengths of flame, pipe, or tunnel have been necessary, especially 
in the western and central districts of America. 

In some cases the river follows such a winding course that a short 
tunnel driven through a mountain will tap the stream many miles 
further along its course. 

The flames are generally built of wood, although the use of 
reinforced concrete is now being considered, as the life of a wooden 
one only averages about five years, and the flume requires constant 
watching and patrolling. 

The choice of prime mover adopted depends very much upon the 
head of water available. Pelton or Doble wheels are generally used 
on high heads of 500 ft. and over, and reaction turbines on the 
lower ones. Pelton or Doble wheels are invariably installed with: 
horizontal shafts, but turbines are used with either vertical or 
horizontal ones, although the vertical-shaft type is the most favoured 
at the present time. 

Great care must be taken to protect the pipe-line from the 
effecta of water hammer or stress due to the load being suddenly 
thrown off. There have been cases of stations having their pipe- 
lines completely wrecked by the sudden closing of a valve at the 
lower end. The chief function of the governor in a hydraulic 
station as generally installed in the western and central States is to 
prevent the machines from running away if the whole load is sud- 
denly thrown off. During normal operation it is common practice 
to keep the machines running at fall load and look after the varia- 
tions by means of a steam plant installed at some other point on the 
system. 

11 governing is done by checking the flow of water, it is necessary 
to have some form of relief valve or surge pipe installed. 

With high-head plants using Pelton or Doble wheels, governing 
is almost invariably obtained by swinging the nossles so ан to 
partially clear the buckets. 

So difficult is the problem of satisfactory governing that on some 
of the older plants arrangements are installed for putting on artificial 
load in order to keep the total draught on the station steady. In 
the case of Pelton wheels driving exciters and fed off the main 
pipe-line, spear-rod governing is employed, as the quantity of water 
used is only small. In a small (300-kw.) station at Cornell 
University, the water was allowed to compress a column of air in а 
steel cylinder, wbich thus acted as a buffer. 

General practice in the most recent stations appears to favour 
generation at about 11,000 volte, with oil-insulated water-cooled 
transformers of large capacity raising the pressure to that of the 
line. Taps are frequently provided for working at less than the 
full voltage, if desired, and this is often done during the early 
stages of the plant, before it gets its full load. In some cases the 
transformer is considered as forming one unit with its generating 
plant. In one case the transformers were treated as forming part 
of the line, a bank of three single-phase transformers being con- 
nected thereto without any high-tension switchgear at all; this, 


. however, is not usually the case. 


In only one case were direct-coupled exciters found. Separate 
machines driven by small turbines or Pelton wheels are practically 
universal. 

Considerable diversity exists in the design of the switchgear, 
both cell type and open-pattern arrangement being found. 

If the Niagara plants are left out, the majority of the stations 
visited had their high-tension gear and bus-bars quite exposed, 
although neighbouring parts were generally separated by brick 
partitions. Copper or aluminium rods supported on large pin-type 
insulators were used in all the plants except that of the Central 
Colorado Co., where the rods were hung from above by means of 
suspension insulators such as were employed on the line. Just 
outside the station are placed the lightning arresters. Inside the 
station the line goes to a choking coil, usually a plain copper spiral 
hung in the air. Ia all cases but one the line was fed through oil 
and disconnecting switches from the high-tension “bue.” The 
disconnecting switches are usually plain kcife switches, opened by 
band by means of a wooden rod about 8 ft. long. The insulation of 
tbis rod is quite sufficient to allow the user to touch live parts with 
perfect safety. | 

Instrument transformers are frequently employed on the high- 
tension side of the station, although they tend to assume rather 
formidable proportions. Small electrostatic potential indicators 
are used on the high-tension conductors to indicate to the operators 
whether these are alive or not. They consist simply of a pivoted 
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aluminium vane moving in front of a fixed sector, and acting on a 
similar principle to an ordinary electroscope. 

The generators employed in modern stations are all revolving- 
pole machines of fairly high speed, а 10,000 кү. machine generally 
running at about 300 в р.м. Salient-pole rotors and natural venti- 
lation seem to be universal Both three-phase transformers and 
banks of single-phase units are employed, and practice does not 
seem to be decided as to which of these is the best. | 

Air-cooled and insulated transformers are used in some of the 
older stations hair > 40,000 volts and under, but not in any of 
the newer or very high-voltage plants. The fire risk from oil insu- 
lation does not appear to be great, although it is usual to place 
each transformer in a separate brick chamber with a steel door that 
can be closed if required. 

The insulation of the high-tension leads where they paes through 
the case of the transformer is a most difficult problem. A terminal 
for 100,000 volts is quite a large thing, even if condenser type 
insulation be adopted. The object of the so-called condenser-type 
insulation is to obtain a terminal over the surface of the insulation 
of which the potential gradient shall be as nearly as possible uniform. 
This is done by embedding in the insulating material, metal lamine 
whose dimensions are so chosen that the capacity between any two 


lamine is the same, this giving a number of equal increments of 


potential from the case of the transformer to the live conductor. 

With the exception of a 33,000-volt line feeding Schenectady, all 
plants in the State working at less than 65,000 volts appear to use 
pin insulators, while above this the suspension type is employed. 

Brown porcelain is very general, but a slate-coloured glaze is 
now being introduced, which is said to give a very inconspicuous 
insulator. Glass insulators are not used on the highest voltage 
lines. Lack of mechanical strength and liability to cracking by the 
action of frost seem to be their chief disadvantages. 

8 ion insulators and steel towers are the latest develop- 
ment in line construction, and are always used for the very high 
voltages—i.c., 100,000 voltsorso. There are two types of suspension 


insalators in common use, viz., the Locke and the General Electric. 


patterns (fige. 2 and 3). These are generally used either four or five 


Malleable cast-iron cap Holes for supporting links 


Fic. 2.—Looxz PATTERN 
BusPENXSIOM IRSULATOB. 


Fia. 3.—GzxmWzBAL ELscrric 
SUSPENSION INBSULATOR. 


in series on a 100,000-volt line, which gives ample insulation even if 
one insulator sbould break down. They ate hung from the cross- 
arms, Generally if only one line is installed, the three conductors 
are placed in one horisontal plane. When two lines are run, three 
conductors can be placed on each aide of the tower and suspended 
from three cross-arms. 

The towers are generally galvanised steel, shipped in sections 
which are bolted together at the site. Each section is galvanised 
completely after construction, so that the risk of corrosion is very 
slight. It is usual to test insulators to at least 50 per cent. above 
their working pressure before leaving the works. 

Salt sea fogs and dust storms deposit salt on tbe insulators, and 
cause short circuits. Heavy rains do little harm, and keep the 
insulators clean. Snow and sleet occasionally cause trouble. In- 
stances occur every winter of eastern districts being shut down 
for periods which would be thought excessive in England. Wooden 
pins are being steadily displaced by iron pins, which are now 
universally employed in new installations. 

With a wooden pole-line the length of span is usually from 120 
to 160 ft, but with a steel tower construction it is no unusual 
thing to have as long & span as 1,200 ft. for the normal line. 
Where a canyon or strait has to be crossed spans as long as 3,000 ft. 
are installed, but in this case steel wire is used instead of aluminium 
or copper. The wires oscillate very little when they are deflected 
by the wind, and swing in unison. The normal clearance on a 
60,000-volt line ів 6 ft., on а 100,000-volt line 10 ft. The sag 
allowed may be very large, as much as 30 or 40 ft., at the highest 
temperatures. 

Where the transmission line crosses a railroad or road, the usual 
practice ie to arrange two towers as near together as possible on 
each side, во that a wire breaking will not be able to reach the 
ground. A cage such as is common in England is rarely, if ever, 
seen, and in some parts no special precaution is taken against risk 
from falling wires. 

The two metals chiefly used for an overhead line are aluminium 
and copper. Tbe tendency in the newer stations on the Pacitic 
Coast is to use copper. The conductor used is, in nearly every 
саве, a stranded one. Even when stranded with seven or 19 wires 
the cable is often too stiff for convenient handling, and a hemp 
core is inserted; by having the conductors regularly arranged 
around a central core the stress ie more uniformly distributed, and 
the cable has greater strength for a given cross-section of material 
than if it were built up in the ordinary way. 

Steel, in spite of its relatively high resistance, is used on all very 
long spans of 3,000 ft. or over. 


Scop-BTATIONS. 


Direct-current distribution is unknown except ia one or two of 
the largest towns, and then only in the central districts. The 
universal system of distribution is by means of overhead wires 
strung on wooden poles and working at 2,300 volts; these are 
carried along all the streets. At intervals a small transformer is 
bolted on the pole, and steps the pressure down to 110 volts for 
service to the neighbouring houses. In consequence of this there 
is a large number of sub-stations which simply pontain static 
transformers for reducing the pressure to the 2,300 volte required 
for distribution, and induction regulators for regulating the voltage 
on the outgoing side. In some of the sub-stations of the Pacific Gas 
and Electric Co., regulation was obtained by the use of tapping 
pointa on the transformers. 

In some towns the 60,000-volt current is stepped down to 12,000 
volts or so before entering tbe city. - 

Underground oables are used occasionally in the busier districts 
of the large cities, but are, generally speaking, very uncommon. 

Bub-stations converting from alternating to direct current are 
chiefly used for railway work, but also for city supply and series- 
arc lighting. The machinery installed presents no special interest. 
Rotary converters are used on 60 cycles up to quite large sizes. 

Vertical shaft machines are found in some stations, an interesting 
example being some rotary converters now being built in which the 
shaft is stationary and the armature spins on it as a pivot. 

Stations supplying current for series-arc lighting are pecnliar to 
the American Continent, quite high voltages (up to 10,000 volts) 
being employed. Rotating machinery is sometimes employed to 
effect the conversion, bat extensive use is also made of mercury 
vapour rectifiers combined with constant-current transformers. 
These rectifiers appear to be successful, having a life of 
3,000-4,000 hours and being built up toa capacity of 10,000 volta 
and 30 amperes. | | 

Batteries do not appear to be much used except in some of the 
larger towns. i 

It is very rarely that separate generating plants are provided for 
traction and lighting service. One company usually operates the 
whole, from one system, and this, combined with the large use of 
power for heating, power and elevator service, probably tends to the 
realisation of a better load factor than obtains on the average 
English station. 

When low-frequency current has to be distributed for lighting 
purposes it is the usual practice to install frequency changing plant. 
It is remarkable that very little lighting has been attempted at 
the lower frequencies. With incandescent lamps, either of the 
carbon or Nernst pattern, the flicker when the lamps are supplied 
with current at 25 oycles is s shad erit and even with metal- 
filament lamps this effect is ly noticeable. The only lamps 
with which such a low frequency becomes a matter of importance 
are arcs; but as, on an alternating current, all arc lamps are notably 
inefficient as compared with direct-current ones, it y seems 
worth while changing frequency in order to make alternating 
lamps effective. In some places sub-stations containing i 
of 35,000-40,000 Kw. have been installed to change the frequency of 
supply from 30 to 60, and to an impartial observer if would seem a 
far better plan to have spent the money so in in improving 
the distributing system. 


Discussion. 


Мв. Т. L. Mik nn said that, where it was possible to use the 
deflecting type of nozzle for water turbine governing, that was 
probably the safest method. In a number of cases it was arranged 
for the governor to open & by-pass on the load being thrown off, 
allowing the surplus water to get away. Relief valves should be 
fitted on the main pipeline, as, in the event of the governor 
sticking, serious trouble was sure to occur to the pipe line. The 
surge pipe only protected the tunnel and not the lower length of 
pipe. Regarding poles, the latest practice was to use concrete poles ; 
they were lighter than iron, and were not subject to the same amount 
of depreciation as wood or iron poles. They were also of consider- 
able value where insects attacked wooden poles. On a job in India, 
he had obtained prices for towers for the following spans :— 

Length of span, in feet 330 400 900 
Price ... a Ж .. £14 ба. £47 108. £109 100. 

Mr. J. 8. Peck said that one reason that had developed long- 
distance transmission in America was that it was easy to obtain 
way leaves, and there were no Board of Trade regulations. He did 
not see that the pneumatic switch should be any more rapid in 
action than the electromagnetic switch. Transposing the circuite 
should eliminate troubles on telephone lines, if they were trane- 
posed at the proper points, so thet the voltage generated at one part 
of the line was neutralised at another. At Niagara they had 
experienced a great amount of trouble with ice and snow. He had 
seen about 100 men engaged at one time pulling up the ice, blasting 
with dynamite, and doing everything possible to keep the ice clear. 
Many different devices were employed, and there was very little 
trouble now. 

Мв. S. L. Pearce said that the capital costs of these water-power 
schemes should not be lost sight of. In connection with the 
station at Niagara, the cost was given at from £20 to £30 per Kw., 
including the transmission line; comparing these with a modern 
steam turbine station, and including £10 per Kw. for distribution, 
it appeared that the steam station would still have some sub- 
stantial advantage, remembering what an important bearing the 
question of capital costa had on the supply rates. As far as he 
knew, the average rates for power supply in the States were in 
excess of those in this country. Tne question of way-leaves wae 
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anim t one. Some two or three years ago, he considered the 
advisability of supplying some of the outlying districts of Man- 
chester by meaus of an overhead transmission line, and found that 
at the best something like 20 per cent. only could be saved as 
compared with an underground system. Moreover, otrtaia 
restrictions were laid down, certain roads would not be allowed to 
be crossed overbead, and by the time all these difficulties had been 
met there was practically no saving to be effected. He believed 
25 periods was being used for lighting sucorsefully ia this country 
at the present time. The advantages lay with delta connections 
for work; the main poiot was one of the reliability of 

y. If the consumer wanted lighting as well there was an 
arrangement (which he thought was due to Mr. Peck) vis, the 


introduction of interconnected star balancing coils giving the. 


neutral point for lighting purposes. 

Pnc . BonwaBTz said he had made some experiments, and 
found that if steam was discharged through a pipe on to a wire 
carrying a pressure of 100,C00 volts, the steam was deflected very 
strongly away from the wire. He bad made experimenta on 
specimen test pieces of vitreous Н T. porcelain, azd found that in 
tension the strength of a rectangular test piece ranged from 
3,186 Ib. per ва. in. with a secticn of 0:2 rq. in. down to 2,000 lb. 
per oq. in, with a cross-sectional area of about O6 sq. in. The 
reason that the tensile strergth diminished with the larger sise 
test piece appeared to be the fact that in firing the poroelain the 
action of the heat had not been so great at the centre of the 
cylinder as it was cn the outside, and convequently with tbe large 
test piece, the porcelain was not so vitreoue throughout as in the 
case of the smaller test pieces. He found the same effect with 
cylinders tested in compression. With cylinders 2 in. long and 
2 in. diameter, the breaking load was about 10,0CO lb., for 1 in. it 
rcse to 40,000 Ib., and for ү, in. diameter it rose to 52,000 Ib. 
8 that such a great diffrence existed between the 
strengths of porcelain in tension and compression, they ought to 
design insulators so that the porcelain was in compression at the 
point of su Fig. 2 stowed the Locke pattern suspension 
insulator with the porcelain in tension, whereas fig. 3 gave the 
G.E. suspension insulator with the porcelain in compression. In 
the latter type of insulater the support was formed by two wire 
cables interlinked with one another, with the porcelain between 
them in compression. 

Mn. MiLzs WaLxeEs said he was sure that within the next ten 
years overhead transmission would come. Oonsidering the question 
of transmission to London from the coalfields 100 miles north of 
Londop, ifa large aluminium wire were used, say lin. diameter, 
at a pressure of 100,000 volts and a triple line consisting of 9 wires 
1 in. diameter by 100 miles long, the total weight of aluminium 
worked ont at about 2,000 tons. Supposing the cost to be £300 
per mile, they would have a total cost of £440,000. "Taking interest 
and depreciation at 10 per cent, they got £44,000. Oonsidering 
the cost of transmission of electricity as compared with that of the 
transmission of coal from the coalfields of Eogland by land or 
water, the efüciency of transmission was a great deal less than 
50 per cent. The cost of coal in London per xw.-hour generated 

never been reduced below 0:2d.; with e steam turbines the 
cost of coal could be got down to 01d. Taking it at O1d. at the 
pit mouth and 02d. in London, they had 014. to play with, and with 
10,000 xw. [ ? 100,000.—Ens.], taking the load factor at 03, 
кн worked out to a total of £120,000 per year as the saving in 
coal. 

Ма. OHAMEN said that overhead lines at 10,000 or 20,000 volts 
worked very satisfactorily, and һе thought that no mains men who 
bad worked both overhead and underground systems would dis- 

with him when he said it was not the overhead system which 
gave them the greatest trouble or that cost them the most money in 
maintenance. An overhead line was very easily repaired if trouble 
occurred. He had known 10,000-volt lines, without any protection 
whatever except spark gaps aud carbon rod protection devices, to 
live through the worst thanderstorms which he had experienced in 
this country, and which did damage in the vicinity of the lines. 
He felt assured that in adding lightning arresters, one was only 
asking for trouble. As regarded the earth wire being run over the 
top of the н.т. lines, this was the very reverse of a lightning 
arrester, but even in the use of this it appeared to him that troable 
was more or less asked for as lightaing would use this path, and 
even if it found this path of saffi:ient capacity, might still induce 
a high potential to earth on the line itse:f in so doing. 

Мв. A. B. Matcinson said one of the weakest points of an over. 
head transmission line, as at present installed in this country, was 
due to the guard nets required when crossing the public roads, &:. 
He gatbered that in American practice, they rarely, if ever, used 
them. If the line was well designed and carefully erected, there 
was little or no reason why breakages should occur, but the addition 
of & numbsr of guard nets must sooner or later cause interruptions 
of supply from short circuits caused by broken wires. 

MR A. P. M. FrgMING said with reference to the choice between 
star and delta connections, a point bad been raised in the discussion 
in regard to the use of an interconnected star balancer on delta 
lighting systems, where it was desirable to obtain a neutral point 
for lighting voltages. He pointed out a further use of this apparatus 
and its influence on the choice of star or delta connections for step- 
down transformers supplying mixed power and lighting loads. A 
three-phase transformer combination was cheapest and most 
efficient when connected in star on both н.т. and L T. sides, but for 
balanced lighting on the low-tension between outers and neutral, it 
was necessary to bring the neutral bick from the lighting distribu- 
tion to the star point of the transformer, and also to connect the 
neutral point of the нт. side to that at the generator end, in order 
to avoid unbalanced ampere-turne on the different phases of the 
- transformer and consequent unbalancing of voltage. When the 


= 


interconnected star balancer was used, tbe reutral connection on 
the н.т. side was unnecessary, and it could also be dispensed with 
on the L. r. side between the main transformer and the balancer. 
A similar economy as regarded cost and vfüciercy of main trans- 
former was obtained when the latter was connected in star on (he 
HT. ard delta on the L.T. side, and in this case the balancer . 
vided the neutral point for the lighting voltage. With regard to 
fine construction, the voltages employed in this country bad not 
been high enough to demand eerious consideration of the relative 
merits of the pin-supported and the suspension types of insulator. 
The authors stated that the prevailing practice in America was the 
use of the pin-supported insulator for volteges up to about 62,090, 
and he would like to bave their opinion as to whetber the suspension 
type could not bs economically «шше for much lower volíages. 
From an electrical point of view, the maximum voltage for which 
the pin type of insulator was suitable was limited by the intensity 
of stress in the compara'ively small thickness of porcelain between 
line and ground, ic, pin head, since for voltages of the order of 
60,000 a metal pin was necessary. The thickness of material above 
the pin head could be made aw ple for low voltages, but could not be 
safely increased in proportion to the voltage, as the stability of the 
support was weakened and difficulties were met with in the 
manufacture of the porcelain. This steep potential gradient between 
line and pin head, in addition to streseing the material at its thinnest 
section, tended to produce a discharge over the outer rurfaoe of the 
insulator, which might cause a flash-over from line to pin and also 
tended to produce heating around the pinhead, unless the fit in the 
porcelain was very good. The contour of the petticoats of the 
insulator could be so designed as to reduce the tendency to flash 
over to а minimum, but the insulator became a complicated affair, 
and required to be built up in several parts cemented together, 
and a material having a very doubtful insulation value at high 
voltsges at the point where the stresi was greatest, was intro- 
duced. Ia the case of the suspension type of insulator, the entire 
stress bstween line and ground was more or less equally divided 
over a number of rate units, ample surface insulation could be 
provided withcut undue increase in weight or complexity of design, 
and if one unit was mechanically 1 the insulation value of 
the entire insulator was not destroyed, also a great factor of safety 
could be obtained without much increase in cost. 

Da. E. Rosensenc said the advantages of the asynchronous type 
of generator was very often over-ostimated. It was assumed that 
the induction generator could be thrown straight on to the line 
withont synohronising. This might be right for very small 
machines, but with machines of any appreciable output, great pre- 
cautions must be taken in order to avoid the dangerous rushes of 
current which otherwise would occur. This was true of induetion 
generators of a few hundred horse-power. Readers who would 
refer to Mr. Rider's paper on the L. O. O. tramway system would 
find that in the case of 500-x w. motor- generators, the machines were 
brought up to synchronous speed from the p.c. side, and a strobo- 


- scopic device was used to ascertain the exact synchronous speed 


before switching the induction motor on to the line. Even then a 
rush of current occurred, just the same as when connecting a trans- 
former sudienly to full voltage, and in order to reduce heavy 
rushes, choking coils were temporarily inserted. 

The chairmen, Ma. B. J. Watson, said that in Lancashire towns 
the power consumption іп individual centres run from about 3 to 
1 Н.Р. per inhabitant, and in Manchester alone there was half a 
million toa million horse-power in use. He did not think that 
power to this amount was going to be produced in the colliery dis- 
trict, as the capital cost of transmitting it was so great. 

Mn. F. V. T. Len (Pacific Gas and Electric Co., San Francisco) 
in a communication to Dr. E. W. Marchant, said that they had a 
large number of asynchronous generators on their system, and used 
them in all their large power houses; they were not used for their 
value as energy producers, but merely for the purpose of taking 
advantage of their characteristics for the purpose of governing the 
exsiter water-wheels. The history of the introduction of these 
units bad never been definitely published. About 1895 or 1899, in 
the installstion of hydro-electric plants, a great deal of difficalty 
was experienced in obtaining a satisfactory water-wheel governor 
for the purpose of obtaining regulation to admit of parallel opera- 
tion. The exciter sets were then, as now, almost entirely water- 
wheel driven, being the successors .to the belted exciter with its 
inherent difficulties: With the water-wheel driven exciter the cost 
of a good governor seemed probibifive, and the ordinary indaction 
motor-driven exciter, due to poor speed regulation of the induction 
motors then commercially obtainable, was almost, if not quite, as 
bad as the belted unit. Another diffi :uity that was experienced, 
in the high-head plants particalarly, was that owing to the small- 
ness of the nczzle on the eiter wheel it was very readily choked 
up by twigs and other small articles, with the result that it was 
not infrequent that the plants shut dowa from that cause, Ia 
the East, at Niagara, the difficulty of tion was 
taken care of by placing an artificial load in the form of a 
resistance in shunt with the generator fields. The exciter wheel 
then was run at constant load, which was divided between the 
resistance aad the generator fields, as conditions required. A 
constant load, however, was kept on the water-wheel at all times. 
The late Mr. Theodora E. Thebara!h and the writer, in order to do 
awsy with the induction motor, developed a scheme using a syn- 
chronous motor, water-wheel and exciter coupled together on the 
one shaft, and operating the other water-wheel at full load at all 
times. The difficulty with this, however, was that if for any 
reason there was trouble with the water-wheel, the synchronous 
motor fell out of step, and it would be difficult to start it again. 
About this time Steinmetz’s paper on the induction generator was 
published, and Theberath immediately recognised that this machine 
had the characteristics that they were lo:king for. 4 set was 
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insta led, and the results obtained were so good that they had been 


used ever since on fhis system, and, in fact, the Taeberath exciter ^ 


set would be fodod in use on most systems in the West. Anybody 
who would consider the matter would appreciate that they were 
ideal and gave a guarantee of operation that could not be obtained 
otherwise. Tbe writer had expanded this idea in connection with 
turbine stations, and proposed in their steam turbine station, when 
16 was extended, to put іп a small steam turbinë direct connected 
to an exciter, with an indu-tion-motor on the same shaft.” This 
would then operate exactly as did the water-wheel sets, and would 
eliminate the governor troubles that had been apparent with 
steam torbines ia small sizes due to the smallness and de‘icacy of 
the parta involved. 

Mersses MABRCHANT and Watson, ia reply (communicated), said 
the spigot and socket pipe joint was the most common. Very 
little trouble appear d to have occurred from leaking pipes. At 
Island Bir the pipe was protected by relief valves, and the surge 
pipe served to prevent inertia effects due to the large mass of 
mo ring water in the tunnel. The air compressor for protecting the 
pipe line was not at all common; with proper precautions for main- 
taining air in the cylinder, it would appear to be an excellent 
protective device. No reinforced concrete poles were seen; the 
prices given by Mr. Miller for the 900-ft. span tower were much 
higher than those quoted for these towers where they were-used in 
large quantities. Electrolytic arresters were almost aniversal, and 
the common practice was to charge them every other day. Delta 
connection was more common than star, and was stated to be the 
moet satisfactory. II spite of this, the star would s:em to be the best 
arrangement on general grounds. В eakdowns were usually caused 
by ice and snow on the transmission line rather than at the power 
stations. The induction regulators were usually automatically 
operated by direct-current motors. Trausformer tapping regulatora 
were hand operated. Prof Schwarts's remarks tended to confirm 
the belief that the diele:tric strength of air in bulk was very 
much lower than 33 kilovolts per centimetre. Tho flzares for R 
given in the paper were derived from experiments made at the 
U.iversity of Liverpool on the brush discharze from a wire in a 
concentric tube. They were also confirmed by experiments made by 
Prof. H.J. Ryan at Cornell Uaiv.rsity. Pro’. Sshwarts's experiments 
on the b.: ha vic ur of steam blown against a high-tension wire appeared 
to give a strikiag illu:tration of the way in which the ions were shot 
away from the charged wire. These ions would presumably act as 
nuclei on which the steam would condense, and would thus be 
rendered visible. Dr. Rosenberg stated that with large asyn- 


chronous generatora, it was not only necessary to bring them up to 


speed before switching in, but also to have them in phase. This 
surely was inoorrect, for a squirrel-cage machine could not be said 
to have ‘any “in-phase” position at all. The surge caused by 
throwing such a machine unexcited on to the circuit 
would probably not be any greater than if a transformer 
of the same sis; were suddenly switched on. They did 
not actually see any asynchronous machines 
generators pure and simple, but saw quite a number of the 

asynchronous exciter sets mentioned in Mr. L-e’s contribution. 

Tney also understood that the In‘erborough Rapid Transit Co., of 

New York, bad installed a 5,000.kw. machine of this type. In 

considering the relative capital costs, the expenditure on hydraulic 

works, pipe line, ёс, must be set against the cost of boilers. Ia 

a' most every case the hydraulic work was much more expensive, 

t ough, with particularly favourable conditions and large powers, 

tie hydraulic station might be the cheaper of the two. The cost 

per Kw. of tte new Winnipeg station would, it was estimated, be 

very little in excess of the cost of the most modern steam turbine 

station. For the case quoted in the paper, the length of trans- 

mission line was about 50 milee. The сог of electrical energy per 

вт. was usually higber in America than in England, though the 

charge for power purposes at Niagara was only £2 per H P.-year. 

The climate of San Francisco was very foggy, and some trouble 

had been cau:ed by damp on the insula’ors, but the difficulties had 

not been at all serious. The question of long-distance distribution 

was largely a matter of wayleaves. The overhead earthed wire not 

only tendei to protect the line from direct lightning stroke, but 

also screened it from tte effects due to electrostatic induc- 

tion Lightning seemed to cause much less trouble at 

100,000 volts than on transmission liies working at 20,000 or 

39,000 volts. There wa! considerable la k of confidence among 

station engineers in any form of lightning arrester as a protective 

against direct lightning etroke. Ths water-jet arresters, unless the 

water was not very clean, appeared to give quite ineffective pro- 

tection azain-t lightning, although in the case of a system running 

entirely insulated from earth without any grounded point, they 

might serve to prevent the accumulation of any static charge on 

the liae or apparatus. It was quite l:kely that it might be found 

wood p'a-tice to have suspension type insulators for lower voltages 

aan that for which they had hitherto b:en employed. Guard nets 

ia America were only employed where a line crossed a very busy 

road, and were the exception rather than the rule. The require- 

ment of guard nets in this country wherea transmission line crossed 

4 little-used fo): path in a remote mountaia district seemed possibly 

a little overdons. There were very few cases where the trans- 

formers were tied straight through. MHightensioa switching 

was the rule, aud was absolutely necessary where dup'icate lines 

were installed. The 110,000-volt plant of the Ontario Power Co. 

was not yet installed, althouzh the plans bad been prepared The 

cost of land for the transmission line was not merely the cost of 

the patch of land on which tbe pole stood, but of all tne land under 

the line for such a width as was considered to ensure sufficient 

protection a&;ainst falliag wires Ths chief fuel used oa the 
Paciti: Coast, both on the railways and in the power stations, was 

California. oil. 
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Notes on Methode and Practice ia the German Electrical 
Iadustry. 


Ву L. J. Leeme and A. R. SrzrriNG, Dipl.Ing., Studente. 


(Abstract of ptper read before the Institution OF ELECTRICAL 
ENGINEERS, London, December 9th, 1909.) 


Ix. (h's paper it is proposed to enumerate the salient factors in the 
cheap methods of production which render the Germans such 
serious competitors in the world’s markets. . 

Prior to 1899 the industry in Germany was divided up among a 
great miny firms. Even at this early date G rman financiers seem 
to have realised the advantages which would 4: rue from associa- 
tion of interests, and they commenced a policy of ama'gamation. 
With each of the more financially powerful firms was associated a 
trading or investment company ; the majority of the shares in the 
latter were held by the minafactaring company. With the capital 
at their disposal the investment companies were enabled to finance 
supply undertakings, the electrification of tramways, &., and so - 
obtain marketa for the parent manufacturing firm. Tne remainder 
of the shares in the investment compauy were, as a rule, held by 
syndicates of financiers or by banks. Banks in Germany are of а 
different constitution to Eaglish banks. Ia the first piace. their 
capital is usually much larger tan is customary in England, and a 
large portion of this capital is always at the disposal of the 
directors for investment in industrial concerns. Tnere are other 
so-called banks which are purely trading syndicates, and whose 
capital, or rather financial power derived from their capital, is 
solely used for the purpose of financial indastrial undertakings. 

As regards the electrical industry, the principa] sphere of action 
of both wholly industrial banks and deposit banks having an 
industrial development department was in connection with supply 
companies and electri? tramways or railways — Wnen su:h a 
company was floated, the bank or investment syndicate took up 
or underwrote a certain number of shares. The necessary capital 
was obtained by the issue of vonds on the share capital of the bank 
and on the shares already held in other companies. The maaa- 
facturing company also took up a number of shares, sùares already 
held being mortgaged for the purpose of obtaining the ready m ney. 
Where advarces were made to companies for extensions, these 
were redeemed later by mortgages on the new plant or by a new 
iesue of capital. 

This system, ^s will be observed, readily lends itself to reckless 
speculation. During 1899 and 19:0 а boom in electrical engineering 
led. to much specalative promotion of electrical schemes. and 
exaggerated extensions of existing ones; the result was an 
inevitable reaction.  D.positors became alarmed at the invest- 
mente made by their banks, and two banks, the Dresden and 
L ipz'g Credit Banks, hed to gv into liquidation. It should be 
noted that both these institutions were deposit banks, The feeling 
of insecurity which succeeded caused a set-back in all branches of 


electric il engineering, and we may describe the period from 1901 


to the end of 1903 as one of reconstruction and amalgamation. Ia 
the first place, severa! firme bai to undergo eztire recoostruction, 
but the investment companies and private fiiancial syndicates 
enabled other firms to succes;fally weather the depression. Мапу 
of the smaller firms which suffered were absorbed by the larger and 
more influential onee, and there are emerged frum this period the 
three great German combiastions of Allgemeine Eicktricitits 
Gesellschaft, the S:emeas-Schuckert group, and Folten-Guilleaume- 
Lshmeyer. Tne amalgamated firms proceeded to strengthen their 
position and prevent % “/rious competition by completing certain 
working agreements. At the same time they left certain branches 
open to competition among themselves, especially those in which 
they found r.vals in the smaller firms, мі ове interests were purely 
local. 

During the years that followed, the trade in Germany as a whole 
slowly recovered. The direct result of the amalgamation and 
working agreements was that these powerful combioations and 
their associated syndicates were able to control the market, cause a 
stesdying of prices and an ultimate recovery of confidence. 

The heavy electrical machinery trade in Germany is now almost 
entirely in the hands of four large companies—the three already 
mentioned and the Bergmann Co.; the latter to a certain extent 
are а party to these working agreements. Tae capital of these 
firms stands at the following figures:— 


A. E G.. £4,230,C00 share. Е. & 9 -Гаһ- 
£1,930,000 bond. meyer .. 42,750,000 share. 
Siement- £1,250,000 bond. 
Schuckert 4,500,000 share. B:'gmann... £1,05),000 share. 
£990,500 bond. £200,000 bond. 


The best proof of th ir success is to be found in the divilends 
paid by these firms. We give the dividends for the last two 


years: — 
1908, 1907. 
AE. GG. 6 те .. 12 percent. 12 per cent. 
Biemens S:huckert ... we 40 „ 10 „ 
F. & G-Labmeyer  .. 5А 8 5 10 „ 
Bergmann sive ie w IS E 18 „ 


О зе great advantage of their large capital is their ability to meet 
sudden de nands caused by the advancement of engineering science, 
such as the erection of special plant for the constru tion of turbo- 
generators. 

As another example may be cited tbe participation of German 
firms in the Victoria Falle power scheme. Not only have they 
contributed a large portion-of the necessary capital, but they are 
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also erecting specia’ 
plant, $e, 20.000 kw. 

Turning to the investment companies, many of these beeame 
entirely mer;ed in manufacturing conoerne, and were thus enabled 
to subetaptially reduce their capital ; others improved their financial 
position by disposing of their shares in unrenunerative obncerns 
and o g up new fields. ^ 

A glance at the latest report of one of these investment co ies 
shows that no supply company in which tbey are interested pays 
less that 6 per cent dividend; the investment company themselv 

pay 10 per cent. dividend on a share capital of £1,600,000. | 

In the improvement of the trade the material assistance afforded 
by financial syndicates has been of such value that during 1908 a 
further step in electrical fisance was taken. This wae the estab- 

of two electro-trustee banks (Elektrotrenhandbanken) under 
the control of the large German electrical companies. 

The principal o: j et of these “trustee " banks is to advance to 
large consumers in the electrical industry the money they may 
require for beginning and carrying out costly works, The capital 

needed for the loans is to be obtained by mortgage bonds, secured 
in the firat place by the stocks held by the bank, and in the eecond 
place by the share capital of the latter which is to be invested in 
trustee stocks. As the shares, however, will most probably be 
retained by the electric works concerned, the entire business 
resolves itself into a transaction enabling these companies to raise 
the funds they need in orderto assist and open larger credits to 
their customers, the formation of separate banks evidently haviog 

‘been decided upon as the most likely method of facilit.ting the 
placing of bonds. These facilities for obtsiniog cash advacces are 
to be extended principally to monicipalities and other public bodies, 
so that the bonds will be to all intents perfectly secure, while at 
the eame time these authorities will he encouraged to proceed with 
any plans for the erection of new or the extension of old. electrical 
plant which they may have under consideration, without the 
necessity of issuing new loans for that purpose. 

The present cita.tion is one which in spite of the genera! trade 
depression must be described as satisfactory ; electrical undert:k- 
ings are readily able to find working capital independent of the 
state of the money market and of the manufacturing industry in 
general. Looking ahead, developments of a less pleasing nature 
appear to threaten. The various financial institutions, by provid- 
ing the manufacturers with working capital and credit, enable 
them to compete „ ín all marke's and render each firm 

dent of the others where capital is required; but should the 
activity of the banks be reduced from any cause, or should foreign 
and local competition become so keen as to cause repeated price- 
cutting, then the great disadvantages of over-capitalisatioh will 
make themselves felt, and the large firms will be driven to the 
formation of a huge trust with their associated banks as a nucleus, 


no for the construction of the generating 


their existing intimate relationship rendering the accomplishment ` 


of this all the more easy. 
INTERNAL ORGANISATION. 


In the offices of the firms in question a bureaucra‘ic rule obtains. 
The keynote of the whole system is that each man’s work is 
specialis. d. | 

Each branch of manufacture ie an organisation ín it-elf, having 
its own drawing office, designing, costing and clerical staff. 
Alternating-current induction motors, alteraating current gen r- 
ators and aynchronous motors, direct-current small] aud large 
machines, and turbo-generators are tr: ated in separate depar: ments, 
as are alio alternating-current and direct-current instruments, 
wattmeters and switchzear. There are separate drawing offices for 
estimating purposes for transmissio2 schemes, lighting schemes and 
cental station designs. 

A publicity department run by University graduates in literature 
is responsible for the catalogue and journalistic work. Thie 
department is officially termed the literary or propaganda 
department.’ 

ides this department and the estimating offices for the home 
trade, each firm has а foreign department which deals exclusively 
with inquiries from abroad, and which is in correspon ence with the 
branch offi »es (outside Germany) and the subsidiary companies. The 
value of this department cannot be too highly estimated. All these 
various departments are subject to the “ Verwaltung ” or central 
authority, which also deals directly with the employés. RS 

The average technical employ; é is more highly theoretically trained 
than in England. All members ef the technical staff go through 
one of the drawing offices; in fact, it is ia these departments where 
all German engineere start on a level footing, the chances of pro- 

motion depending chi. fly on the quality of their trsiniog. Technical 
emplo; és are usually bound under a contract which is all in favour 
ofthe employer. Ir this contract the employé agrees to publish no 
technical matter without the consent of his firm, to give no private 
tuition on technical subjects, nor to divulge any methods of the 
firm by whom he is employed. Further, all designs which may be 
patented are the property of his employer, The draughtsman is 
usually forbicden to enter the shops. 

Balaries are kept low; after leaving college the engineer com- 
mencing work at about 24 years of sge receives £3 53. a month. 
This increases with macbine-like regularity until it reaches the 
maximum wage for the department. Holidays of more than three 
days either from head office or from a branch office must be granted 
by the central authority. 


EXTEBNAL ORGANISATION, 

Each firm's trade in Germany is attended to by the head « fice 
and branch offices, while to subsidiary companies with their own 
branch offices ie entrusted the control of their trade with other 
countries. 


' fittings required by 
basis. 


In dealing with their home trade the German method of working 
up connections is thorough. Besides obtaining b-siness by the 
ordinary meth. ds which are employed in Eogland, they spend con- 
siderable sums of money in educating the masacs. For instance, the 
followiog procedure is employed in dístrieta where electricity is an 
unknown quantity. | 

Invitations are sent out to the principal householders to attend a 
lantern-slide lecture on the b.nefits to b; derived from the applira- 
tion of electricity in the home or factory, and the interest of the 
population is thus aroused. The engineer then approaches the 
local mayor and cther officials and. persuades them to apply (either 
alone or in cor junction with other villages, as the case may be). for 
the necessary grant and powers to finance and erect the plart 
required. In this way many overland central stations have been 


- erected in which the manufacturers have a реш interest. Not 


only do they then supply the poa er plant, but also the whole of the 


€ consumers, and this on a very profitable 


With 
means of subsidiary companies having share capitals varying from 
£100,000 to £600,000, according to the country. These companies 
are all provided with branch offices, which are controlled by the 
subsidiary company financially, bat which deal directly with the 
factory in technical matters. 

Again, complete staffs are maintained in the countries outside 
Europe where many competitive English firms are content. to 
employ agente; often enough the latter have bat the faintest ideas 
on the subject of electricity and ite application. It will be seen 
from this and the foregoing raph that German firms are 
always in a position to treat inquiries from all countries with 
the utmost consideration, and to farnish very complete tenders 
which are sure to meet customers’ requirements. ` They make a 
point of accurately 
figuratively, it a screw is required, they are not content with 
veing told the size; they want to see the plaze into which it is 
to fit.“ | a 

As the English firms rarely trouble to send experts to investi- 
gate propoied schemes, but are content to let brauch managers or 
agents muddle through as best they oan, it is not to be wondered 
at that German firms obtain so many profitable orders in open 
competition. | 

The following figures, taken from Board of Trade returns, will 
perhaps be of interest; they are given for the last few months: 


Electr!cal Eleotrical 
imports to ex porta to 
Great Britaln Germany ſrom 
from Germany. Great Britain. 


May .. aig Se ^ £72,843 £3,933 
June js dee vis ... 89 779 4,494 
July ... jus aus ie 92.708 2.137 
August ix ias 73,321 881 
September... - 82,313 1,841 
These figures show a pretty good average of the trade done 


iem Eagland and Germany, as is evident from the following 
table :— | io 


ELECTRICAL EXPORTS oF GBÉMANY AWD GREAT BRITAIN. 


— —— —¼ ee ————— — 


а. 


— -- 


| From Germany.—- -- From Great Brhaln.— 
— | To Great To other To To other 
Britain. countries. | Germany. countries. 
197. | £553,882 27,673 116 £45532 | £3,419 5°3 
1908 .... 712,251 8,394,755 
| , 


46,873 3,210,249 


= Е E dumis. cud med AA Eae du zl айыз. (Moses А 
The sums included in the figures under "Exports to Great 
Britain " for electrical machinery are, for 1907, £227,991, and 1908, 
£250,402, these being the largest figures in any one section. 
Lamps also account for large amounts, viz, ‘£129,244 and 
£240,989 respectively, these large figures being accounted:for by the 
advent and popularity of the tantalum lamps. 


(To be continued.) | | 
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OUR LEGAL QUERY COLUMN. 
[Questions addressed to this column should be written on one side 
of the paper only.] "E NU | 


„ ELECTRICAL ENGINBER” writes: — Uader the Electric 
Lighting Act, 1882, & local.authority may make by-laws or witing 
rules, but such by-laws cannot be enforced unless they havt 
been confirmed by the Board of Trade. a 

" What power, therefore, has a council to insist that ‘certain 
wiring rules, say, the Institution of Electrical Engineers, shall be 
observed? It is true that under the Model Order, supply may be 
refused under Sec 22, which states that the undertskere shall not 
be compelled to give а supply of energy unless the line», &c., are 
in good order and condition, and not calculated to affect injuriously 
the use of energy supplied by the undertakers by other persone. 

“There is a great diffcrence between our right of refusal under 
this Clause, and our right to refuse supply because the consumer 
has not observed a reasonable wiring rule. (The actual offence 


regard to European trade, this is developed chiefly. by 


ascertaining these requirements; to put it 
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is that he has carried ont extension wiring work himself, without 
notice or application or testing, has coanected up same to existing 
installation, and his method of wiring is in defiance of ours and 
I. . E. rales.) But if we have no sach right, how are we to keep 
up a good standard of work ? 

“So far as my рии goes, I have not found it to be the 
practice to submit the local wicing rules and regulations for the 
Board of Teade’s approval Is it asking too much of you to deal 
with this in vour ' Legal Query Column,’ without any names being 
mentioned ? " 

„ The above query appears to be met by Sec. 6 of the Electric 

w 


ry Try Act, 1881, provides that a local authority may, in 
addition to the lations which may b» made under tbe preced- 
ing provisions of section for securing the safety of the public, 


from time to time make, rescind, alter or repeal by-laws for further 
securing such safety; and there may be annexed to any breach of 
such by-laws such penalties to be recovered in a summary manner 
as they may think necessary; provided always that no such by- 
laws shall have any foroe or effect unless and until they have been 
confirmed by the Board of Trade, and published in such manner as 
the Board of Trade may direct. No by-laws under this clause had 
(ap to 1903) been submitted to or approved by the Board of Trade 
—and the by-laws ef, local authorities have seldom been approved. 
There appears to be no reason, however, why a local authority could 
not adopt the I.E E. rales and impose penalties for their infringe- 
ment, bat no penalties could Le enforced unless the rules were 
approved by the Board. 


^ W. G. T” writes :—" I shall be much obliged if you can inform 
me at an early date thrcugh your Legal Column, what liability an 
electric lighting company, working with a provisional order, is 
under to supply electrical energy in theevent of a failure of supply 
through a prolonged coal strike.” 

*," The point has not been definitely decided. Undertakers are 
liable for failure to supply unless it is due to force majeure or 
inevitable accident (Electric Lighting (Olauses) Act, 1599, Bec. 30). 
A strike is a thing to be provided against by laying in a supply of 
coal, and іб а failure arises owing to lack of coal, it is certainly not 
force majeure (which means ап act of God or the King’s enemies), 
nor is it due to inevitable accident. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


ITALY.—(Continued from page 9.9) 


1100 ff. 
Machinery of various kinds actuated by motors and 
ар Belen y entity with them (provided that the 
motor not predominate in weight in the entire 
article): Weig up to 1,000 g m aa 19 
Weighing more than 1,000 Rg. ii 13 


Regulators, switches, resistances, interrupters, ocmmuta- 
tors, controllers, speed regulators, cut-offs, &c.: 
WeigLiog up to 100 kg. "^ bes Я . 30 


Weighing more than 100 kg. Ys Ses sis e. 25 
Detached parts of dynamo electric macbines and of 
transformers: Of iron or steel and weighing more 

than 1,000 kg. each 8 ies 8 m .. 16 

Other ... А $us . 25 


Cords or cables formed of one or more metallic conductors 
covered with textile material and varnish, with or 
without india-rabber or gutta-percha... ve .. 50 

‘Cables formed of one or more metallic conductors covere 
with insulating materials, sheathed or protected with 


iron or apy other metal, inc:uding submarine cables... 28 


Arc lamps з 928 T 885 ee — 6) 
Incandescent electric lamps ... 5 per 100 
Earthenware, common Ti m ee Sie ie 6 

T fine ix ma Pus ve A да. M 
Porcelain, white ve : 16 


India - rubber and gutta-percha, in tubes or sheets com- 


bined with wire or metallic рас ... Sis ... 40 
Otter articles including those of hardened india-rubber 
(e»onite) ... iis doe ats si Е .. 50 
Graphite wares... = ies - gi i»: TN 7 
Celluloid in plates, sheets, rode, & , manufactured sx. с 
lum inium and itsalloys with copper in wire: More than 
) mm. in diameter X d 9 е e. 50 
4 mm. cr less in diameter. a "e . 75 
Nerast electric lamps and parts thereof m .. 60 
Burners or radiators for Nernst electric lamps 5 per 10€ 
Carbons for electric lamps, with a metallic thread in the 
interior destined to facilitate the combustion of the 
carbon «d vds iss yes " ХРА „ X0 
Mercury vapour electric lamps is da 385 us 60 
Reg ulaters for electric атс lamps T m S. 60 


(To be continued.) 


NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mzsszs. W. P. Tnourson & Co., Elec 
trical Patent Agents, 285, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed, 


97,706. “Dental applicator for use with any electric massege vibrator." 
C. Brice. November x9ih. 

21,716. “Improved method: of wireless signalling applicable to telegraphic 
and telephonic purposes." W. E. Hrrcu. November — 

N. 755. Improvements in electric aro lamps.“ F. M. Lewis. November 


N. 757. Improvement in or relating to supports or insulators for cerryir 
electric conduc.ors or cables." B. G. NavaRRo, November 29th. ' 


27,759. '' Eleotrio fire alarm.“ J. Canrza. November 29th. 


27,796. ‘‘Improved process for insulating contacting electrical conductors 
from one another." D. Tımar, November 20th. (Complete.) 


97,816. “Im ements in or connected with electric irons and other 
similarly-hea devices." J. Вміти, Н. L. MircggLL, W. Н. Авкнїм and 
H. Hay. November th. 


97.827. *' Improvements relating to automatic regulators for dynamo-electric 
machines.” штан  THoxsox-Housrow Co., LTD, and A. P. Yocwo. 
November 29th. 

27,901. ‘Improvements ia ap tas to control the heat of electrically- 
heated chambers, ovens and the uke.” J. A. ABBOTT. November 80th. 

27,009. ‘Improvements in provisions for ¢jeotrically-beating apparatus tot 
incubating, propagating. and cultivating micro-organisms and aterilising." 
C. E. Hearson. November 80th. (Complete.) 
aoe „% Automatic switch for electric batteries." A. G. Ваоту, Novembet 


97 022. ''Improvements in and relating to electric resistances.’ CLARES, 
CHAPMAN & Co., LID., and R. C. Harris. November 30th. 

27.925. ' Device for ventilating, heating and purifying and creating radio- 
activity in its operation." C. Зсимірт. (Date appl for under Bec. fl of 
the Act, Decsmber 1st, 1908, being date of application in Germany.) November 
83th. (Complete.) | 

21.997. .'* Improvements in controlling appliances for the electric lighting cf 
vehicles." H. Gros. (Date applied for under Seo. 91 of the Aot, January 
9nd, 1908, being date of application in armady: An invention comprised 
in application No. 28,120, dated December „ 1908.) November 900. 
(Complete.) 

27,973. "Improvements relating to electric furnaces.” J. A. Day. (Date 
applied for under Sec. 91 of the Act, June; 19th, 1909, being date of applics- 

on in United States.) November 80th. (Complete.) 

28,022. ''Appliance to attach to motor-cars, electrically-propelled vehic 
and the like, to give audible indication of excessive . H. 6. W. 
BansL a. December ist, 

23,031. Improvements in and relating to overhead electric traction con: 
ductors for electric railways.” Віхмеємз Bros. Dynamo Wonxs, то. (Siemens 
Bchuckertwerke G. m b.H., Germany.) Deoember 1s (Complete.) 

28.105. Improvements in and connected with switches for electric circuits.” 
H. W.Haxpcock and A. H. Dikgs. December 2nd. 

98,148. “Improvements relating to the insulating of electrical conductors.” 
Sizuexs Bros. & Co., LTD., and C. R. Brssr. December 204. (Complete.) 

28,058. * Improved device for controlling an auxiliary electric circuis requiring 
a voltage which is lower than thhs of the source of electrical supply." H. W. 
HiLL and W. G. Harpinc. December 186. 

98,169. “Improvements in electrio telegraphic s gnalling 
Sizmens & HaLskm Axt-Gzs. (Date applied for under Вес. 91 of the Act 
December ard, 1908, being date of application in Germany.) December 384. 
(Complete.) 

28,184. “Improvements in and relating to electrio switches."  BTERLISO 
TRLEPHONE AND ELECTRIC Co., LTD. (Telephon Fabrik Aktes. vorm J. 
Berliner, Germany.) December 2nd. (Complete.) 

28,910. * Electric variator for advertising purposss." A. W. Lsoxakp. 
December 8rd. 

98,389. ‘Improvements in electric ceiling fans." W. Hoxr (P. 8. 8wan, 
Indie). December 4th. 

98,840. ‘Improved commutator grinder for dynamos and motors,” L. 
Newrtt. December 4th. 


PUBLISHED SPECIFICATIONS. 


ies of any of the Specifications in the following list may be obtained 
SP УРУ W. P. Tuompson & Co., 85, High Holborn, W.O., and м Liver- 
pool and Bradford ; price, post free, 9d. (in stampa). 


1908. 

MEANS For ELECTRICALLY OPERATING POINTS, BWITOBES, дир THE LIEB оя ELEC- 
TRIC Tramways. R. Hacking and H. W. Hil. 12,614. August 150. (Post 
dated August 15th, 1908.) 

CONTROL OF ALTERNATING ELECTRIC CURRENT MOTORS OF тик CoMMUTATOR Tyr. 
British Thomson-Houston Co. (General Electric Co) 19,999. September 
lith. 

APPARATUS FOR ELECTRIC SIGNALLIKO IN CONNECTION этти Мгик HAULAGE AND 
WINDING OR OPERATIONS OF A BIMILAR NATURE. R. Rutherford. 21.693, 
October lith. б К 

ELECTRICAL W IRING FOR HOUSES AND THE LIKE. J. B. Highfield. 94,583. Novem- 
ber 14th. (Cognate application 27,145 of 1908). 

MzaNs rog REGULATING PotLypPHAsE ELECTRIO CoMMUTATOR MaCRINES. Allmanna 
Svenska Elektriska Aktiebolaget & La Ccur. 94,581. November 140. 
(Date applied for under International Convention, November 1th, 1907). 

DvsaAxo-EtLkKcTRIO MACHINES. British Thomson-Houston Co. and F. P. 
Whitaker. 24,4554. November 18th. 

Con nix ED TELEPHONE AND ELECTRIO LIGHT OR OTHER EQUIPMENT FOR C85" 
Connection wits Divine APPARATUS, R. H. Davis, E. A. Graham and A. 
W. Cox. 26,837. December 10th. . | 

Ешксттс Ioxition Devices ron IxrzmxAL Сомвовтіои Енотккв, C. Cecil and 
H. P. Drondson. 27,212. December 16th. А 

MEANS FOR ATTACHING SHADES AND REFLECTORS TO Í[xcANDESCEXT ELECTRIC 
Lames, C. W. Dawson. 27,659, December 19th. 


1909. 


Астоматіс RLerLarix, Devices РОВ Srsrk»s or ErxcrmicAL Dirac rte. 
British Thomson-Houston Co. (General Eleotric Co.) 345. January бш. 

Evectric Нахр ПАМРВ. H. J. Fuller. 903. January 13th. 

RAIL-SANDING APPARATUS TO ВЕ FIXED TO ELECTRIC OR OTBER TRAMCARS 552 
IHE LIKE. R. Carrick and C. Procter. 1,30. January 19th. 
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No. 1,674. 1,674. 


THE INDUSTRY AND THE 
INSTITUTION. 


WE complete in this issue the publication of our abstract of 
Messrs. Lepine and Stelling’s paper read at the Institution 
on the 9th inst., and of the discussion thereon. The 
paper is entitled ** Notes on Methods and Practice in the 
German Electrical Industry," and gives some most useful 
information within the limits of its title. Covering as it 
does important features in factory, office, and business 
methods, it offered a wide soope for profitable discussion, 
bat its concluding paragraph expressed the opinion that “ if 
the English financiers and commercial leaders of the elec- . 
trical industry were as enterprising and as successful as their 
German rivals, English manufacturers, supported as they are 
by the superiority of their productions, would not have to 
fear German competition in the open market.” In conse- 
quence of this expression of opinion, the majority of the 
speakers regarded the occasion as affording an excellent 
opportunity for calling attention to grievances against the 
Institution, its Presidents, the Legislature, and the fiscal 
system of the country, and only a minority dealt with the 
practical features of the paper. Mr. Garcke took exception 
to the paragraph which we have quoted above, and then 
proceeded to find fault with the President and the past- 
president for the opinions they had expressed upon 
the condition of the electrical industry, and with 
the Institution itself for its reliance “оп the 
efficacy of scientific discussion,” and its omission “to 
undertake those active duties which are necessary in order 
to secure beneficent legislation and vigorous and healthy 
development." The demonstration of the wisdom of the 
Council in placing reasonable limits to the Institution’s 
functions is to be found in Mr. Garcke’s speech. He raised 
questions of economics and politics which we do not question 
the ability or the readiness of members of the Institution to 
discuss, but such discussions should take place elsewhere, 
and the aloofness of the Institution from political questions 
is justified on the grounds of its own welfare, and its ability 
to confer the maximum benefit upon its members. 

It has been said of Burke that he was too apt to defend 
bad causes with a scream of passion, and that a politician 
who screams makes but little impression upon a legislative 
assembly. It is often otherwise elsewhere, and the applause 
given to a speaker who is in earnest should not be grudged 
him. But when great interests are involved, the invective 
needs to be ignored, and the arguments require to be 
carefully considered. Mr. Garcke and his associates (who 
contrived to get in political speeches in spite of the 
President’s ruling) would have us believe that any depression 
which may exist in electrical manufactures is the result of 
restrictive legislation, or municipal enterprise ; * that chaos 
of prejudices known as public opinion"; the need of 
financial facilities such as are afforded in Germany, for 
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instance, by industrial banks or kindred institutions ; and, 
finally, the absence of that protection for the home market 
which our international competitors enjoy. 

For some years past the same line of argument has been 
indastriously pursned with the object of leading to the 
formation of some organisation which shall represent the 
whole of the industry and promote its welfare by ameliorating 
* many of the difficulties under which it labours.” Such an 
organisation has not been formed, and, from the nature of 
things, cannot be formed. And now on the first oppor- 
tunity that presente itself the Institution is appealed to to 
* abandon the erroneous belief that the scientific interests of 
the electrical industry can be beet advanced by an attitude 
of apathy towards the commercial aspects.” We doubt if 
the Conncil of the Institution have any such belief as is here 
presented. The relationship of the scientific and commercial 
sides the one to the other is far too obvious to escape the 
attention of those concerned. What is not so obvious is 
the most suitable method of promoting those interests. 

What are Mr. Garcke’s methods? First, to make our 
flesh creep by а demonstration of the deplorable condition of 
the electrical industry ; secondly, to demonstrate that 
non-success of any enterprises is not to be attri- 
buted to any lack of foresight, prudence, or careful 
management, but to the  overmastering conditions 
with which the responsible persons are powerless to contend. 
And what are the underlying principles of the remedies ? 
Jast exactly what might be expected from the diagnosis of 
the alleged disease. The tendency of the remedies is to lead 
the mind from internal causes and to seek amelioration from 
external aid. Capital, it is said, does not flow into the 
business. Capital does go into paying sections, but if 
there is no flood of capital for new, though promising, 
enterprisea, how much of the cause may be attributable to 
that campaign for amelioration of disabilities of which the 
first article is a recital that electrical enterprises do not pay, 
the second that they cannot pay unless conditions are 
changed, and the third that the changes alleged to 
be required go to the root of the principles of English busi- 
ness? Capital is sensitive, and its pos:essors are liable to 
form impressions from the prevailing talk of the market- 
place. When those interested in electrical enterprises not 
only talk about their disabilities, but positively shont them 
and persistently continue to do so, some at least of the 
available sources of capital must be dried up. The order 
placed in Germany for the electrical material required for 
what is, or was, called the Victoria Falls Power Scheme, 
was mentioned during the discussion. Regarding this plant 
a correspondent of the Daily Telegraph “believed that 
every effort was made by the British South Africa Co. 
to secure that the contract for the Victoria Falls electrical 
materials should be placed with a British company, and that 
the failare was entirely due to the lack of the necessary 
financial support to the contracting English firm.” The 
result of our own inquiries is that whatever efforts were 
made in this direction must have been of & somewhat per- 
functory character, since firms perfectly able to manufacture 
the plant had no such opportunity as was afforded their 
German competitors. The incident is purely financial, and 
is in no sense indicative of manufacturing“ disabilities ” or 
the need of any revolutions in methods, unless it be in the 
direction of financial conduits, such as are referred to as 
Industrial Banks. The City editor of the Daily Telegraph 
summed up the matter in the words, The British public 
did not respond to the Victoria Falls Co.'s invitation to 
provide some £900,000 for the installation of a big electric 
plant for the mines on the Rand. The Germans willingly 
agreed to provide the amount, but on the express condition 
that the necessary plant, which involves an expenditure of 
nearly & million sterling. should be obtained from German 
manufacturers.” The English financial market, to whom 
the scheme was openly offered, regarded it coldly. Would 
they have received it any the more warmly if approached 
from the side of manufacturing interests instead of as 
presented? We put the question. The answer must be 
left, and it will probably vary with the varying views of 
our readers. There is, however, no reason 1105 English 
electrical interests should be lectured or any electrical 
financier put on the cap and wear it any more than 


Rothschild or the more modest investor. Anyone with 
available cash had his chance and refused it, either on the 
merits of the investment itself or by reason of the auspices 
under which it was presented. The manufacturing work 
has gone, but the earning stage has not yet begun, and we 
should wait awhile before congratulating our German 
friends upon their enterprise or condemning our English 
friends for their excess of prudence. Meantime it may be 
hoped that financial interests which rejected the opportunity 
of investing directly will not too greedily swallow the 
investment when presented indirectly, in which case the 
Industrial Bank concerned, or other German financiers, will 
have considerable funds locked up and will perhaps be 
willing to let others have a chance of financing any similar 
enterprise which may offer. 

It is well to remember that the mere fact of securing 
orders on speculative terms does not justify the injunctions 
to follow all the methods of our German friends which we are 
implored to do. Weare told that the firms are large end 
have become large by a series of amalgamations. This iss 
free country, and there is nothing to prevent the amalgama- 
tion of any firms who find it to their advantage. Enormons 
engineering works are not such a novelty in England as to 
justify any sentiment of awe at the extent of electrical 
factories in Germany or elsewhere. So long as we are 
equipped for the manufacture of any machinery in demand, 
it is immaterial whether our factories are few and large or 
numerous and comparatively small. It is early yet to 
determine that the large is necessarily the moet economical, 
since the principal examples have developed rather as the 
result of fiscal conditions than from purely economic 
causes. There may, nevertheless, be room for connecting 
links of a semi-financial character. 

The advocates of German methods are, of course, expecting 
to reap all the advantages without any of the drawbacks. Our 
Chancellor of the Exchequer has not yet placed a tax on 
incandescent lamps, such as exists in Germany. Our students 
who look wistful to the time when they may embark on 
practical work, and plenty of it, as they are persuaded to 
expect, may ask themselves whether employment on the 
terms indicated by Messrs. Lepine and Stelling entirely 
satisfies their aspirations for the future. Those concerned in 
electrical manufactures may wonder whether, after all, the 
industrial banks landed by Mr. Raworth are just the insti- 
tutions by which it is desirable that electrical finance should 
be controlled. It would appear, from Mr. Raworth’s remarks, 
that these institutions are engaged not only in developing 
some enterprises, but also in deterring the development of 


‘others. There is reason to still further inquire wh 


these methods can be profitably transferred to this country. 
An absence of freedom of action and freedom of choice runs 
through them all, until we reach conditions which fetter 
not only those within, but also those without. | 

No surprise neéd be felt that those who seek advent 
tious aid for business enterprises should look to Tarif 
Reform for help, but as we have remarked, it is to be 
regretted that a meeting such as the one addressed should 
have guch subjecta fo upon it. We have expressed our 
views on this question before, and have no intention of 
intruding them now. It is only necessary to meet the 
arguments advanced by remarking that the electrical 
industry is dependent upon the general prosperity of the 
country, and any direct benefit it might appear to receive 
from Tariff Reform would be as nothing compared with the 
loss which might accrue from a change in our fiscal policy. 
The subject needs to be approached very broadly, which 
can hardly be claimed for it in the discussion to which 
reference is made. 

We hope, but are hardly jastified in expecting, that elec- 
trical interests may be allowed a respite from the efforts of 
its anxious friends such as we have dealt with above. We 
do not deny that there have been some essential drawbacks, 
but they have been lived down. We do not вау that there 
are no legislative restrictions which are not capable of 
improvement, but they should be defined and amendment 
sought in a direct way from the proper quarters and not by 
the attempt to create a fictitious public opinion. We sre 
far from suggesting that there are no weak members, bat we 
assert that there is no occasion to mix them up in a 
way and thereby besmirch a whole industry. Some wes 
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branches have died off; a little pruning will save some 

others. “ Vigorous and healthy growth" comes from the 

rigorous and drastic application of sound business principles 
and not from seeking props or dwelling on drawbacks. 


* CHRISTMAS CHEER.” 


In wishing our readers who are within 24 hours’ postal 
reach of these offices * А Merry Christmas,” we remember 
that large number of our friends farther off, who will not 
see these pages until Christmas-tide has been all but for- 
gotten. To these, therefore—and, indeed, to all—let ns 
employ the more comprehensive expression * The Compli- 
ments of the Season." Though the year is not yet quite 
dead, in the words of the politician ita “sands are running 
out," and for foreign reasons, if for no other, in this last 
issue but one for 1909 the ELEcTRICAL Review heartily 


wishes to all of its supporters everywhere A Bright and 


Prosperous New Year in 1910." 
“A passing compliment from editor to supporter 


a courtesy and nothing more — some cynic may 


remark in these empty unbelieving days. We will let our 
cynic say his say, and proceed, for we are content 
to believe that there is still some genuineness, some cordial 
heartiness, some hope and confidence left even among those 
who endeavour to watch over the interests of our electrical 
affairs. We are not all of us so caught in the trammels 
of self-interest as to be entirely oblivious of,the interests 
of others. Not allof us suspect allof our fellows of say- 
ing one thing and meaning another, whatever we may 
suspect of some. We have no difficulty in believing that 
the improvement in the state of British electrical engineering 
and industry which began in 1909 is going to continne in 
1910. We also hope that the signs of general improvement 
which are now so apparent both in the Trade Returns and in 
the increase of employment, will put heart into some who have 
allowed their hopes to droop, and will disturb or silence 
those whose constant complainings have excited anxiety in 
the minds of men whose own concerns bear no actual 
evidence of depression. 

A few years ago prophets of decadence took our tin-plate 
trade in hand and wrapped it in a shroud ready for burial— 
one almost heard the words Dust to Dust." But a 
temporary disability had been mistaken for dying gasps, 
and the poor corpse was no corpse at all. A corpse 
indeed—mark its vitality, its energy, in the closing months 
of 1909! Well may the affectionate embalmers now flee 
in fright. Never did any industry stand up more erect, 
more ready for the fray—and why ?—the superiority of 
Welsh tin-plates for export meat-packing is bringing such 
important orders from America that 45 sheet and tin-plate 
mills are in course of erection or projected. Two out of 
eight new mills were started only last week and the others 
will be ready directly. In what more emphatic manner 
could an industry denounce its detractors? — 

We do not propose to produce here for Christmas reading 
and digestion an examination of the factors that have been 
present making for good and evil in our industry during 
the year. All we desire just at this point is to say 
that whatever the past may have been, we arrive at 


Christmas-tide with figures which indicate that the tide has 
turned, that the trade of the country is growing again, that 
more of our people are finding work, that the depression in 
the curve is past. Various departments of the electrical trade 
are directly dependent upon improvement in other and more 
general branches, and some of them have already told us that 
they are feeling the benefit of that awakening. It is 
reasonable therefore to expect better things for the British 
electrical trade in 1910 than it experienced in 1909. 

The trade returns for the month of November showed an 
increase of £11,700,745 (23:4 per cent.) in imports, of 
£4,174,000 (14:3 per cent.) in exporte, and of £69,697 
(1 per cent ) in re-exporte, as compared with the corresponding 
month of 1908. Taking the 11 months of the year there have 
been increases of 5:1 per cent. and 14:8 per cent. in the importa 
and re-ex respectively. The exporte are still a shade 
below those of 1908, namely, 0 9 per cent., but if we add 
that the month of November showed large increases in 
manufactured goods, and a reduced price per ton for 
export coal, the export position is better than it 
appears from a mere percentage figure. Incidentally, it 
may be added that the 0°9 per cent. is not accounted for by 
any fall in electrical exports, for these have increased con- 
siderably during the current year, as we have repeatedly 

own. 

The statistics issued by the Labour Department of the 
Board of Trade for November, show that employment was 
better than in October, the improvement being observed in 
the. pig-iron, tin-plate, engineering and shipbuilding 
industries ; indeed, all the chief industries of the country, 
except cotton spinning, reflected improvement as compared 
with the corresponding month of 1908. The Trade Unions 
returned their unemployed members at 6°5 per cent., as 
compared with 7:1 per cent. in the preceding month, and 
with 8°7 per cent. in the month of November, 1908. This 
is exceedingly satisfactory. The pauperism figures issued a 
few weeks ago for the metropolitan district also reflect an 
altogether happier state of things. 

We print the foregoing figures at this moment in the 
belief that their appearance in our pages on the eve of 
Christmas may go far to give those of our readers who wish 
it * A Merry Christmas," and to encourage a more hopeful 
outlook, based upon actual statistical evidence, for the year 
that is coming. 


N 


ABOUT a year ago we discussed the 
Lab scheme of co-partnery proposed by Sir 
our 

Co-partnery. Christopher Furness, and gave it our 

support. We pointed out that, in agreeing 
to give the system a trial, the men were ahead of their 
leaders, who look with suspicion on all schemes of profit- 
sharing proposed by the masters; and we expressed our 
opinion that the trial could be productive of nothing but good, 
because, in the first place, it meant steady and continuous 
employment for the men, who wonld thus be assured of a 
full year’s wages ; continuous occupation of the yard, thus 
tending to economy in production; and finally, because the 
facts learned by experience would serve to dispel many of 
the fictions born of prejudice. Such practical experiments 
as that which has completed almost a year’s successful run at 
the Hartlepool shipyard should do a great deal to dispel 
many erroneous ideas from the minds of thinking workmen 
as to the relationship between labour and capital. The period 
for which it was agreed that the co-partnership should be 
tried is now drawing to a close, and the secretary of the 
company has addressed a letter to the employé shareholders 
setting forth the results so far achieved. 

In this letter it is shown that all departments have been 
well employed, and that in the shipbuilding department 
there have been no cases of delay in delivery, as was, unfor- 
tunately, often the case before. On the contrary, not only 


Capital and 


has every ship built and repaired since the-commencement 
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of the co-partnership scheme been completed and delivered 
within the contract time, but in one important contract in 
which the company undertook to lengthen a steamer within 
six weeks, во that it might resume its position by a fixed 
date on the line in which it was engaged, the work was com- 
pleted in six days less than the stipulated time. This is 
most gratifying evidence as to the value of the scheme, and of 
the loyalty of the men. 

Turning to the financial side, the results are no leas satis- 
factory. The success, or otherwise, of schemes of co- 
partnership or profit-sharing depends very largely upon the 
part which the cost of labour plays in the total costa of pro- 
duction, and depends still more on the nature of the labour. 
In the making of standardised plant and machinery, such as 
engines, boilers, or electric generators, the costs of labour 
can be very closely and accurately estimated, but, in ship- 
building and repairing, where so much manual labour is 
employed, and where the supervision cannot be 8o close as in 
a workshop, the cost of labour can, by the deliberate act of 
the men, be made much more than it ought to be. It is 
clear then that for work of this character any scheme 
which gives the men a direct interest in the profits, 
not only makes them moze contented, but must inevitably 
tend to reduce the cost of Jabour to a minimum 
for each job. It is the recognition of this fact which 
preventa the Trade Union leaders from lending their 
support to such schemes, It is supposed that if the costs of 
labour be reduced, there will be less labour employed. 
Whilst this may be trne of any particular job, it is not true 
as applied to the whole works, or as applied to the industry 
generally. It is to be sincerely hoped that the results at the 
Hartlepool yard wil do something to promote a more 
liberal attitnde towards profit-sharing schemes of working. 

According to the terms of the agreement, the employé 
shareholders in the Furnees co-partnership scheme were 
guaranteed 4 per cent. on their holding, and, after the 
ordinary shareholders had received 5 per cent., any surplus 
was to be divided equally between the employé and the 
ordinary shareholders. As a result of the nine months’ 
work there will be a bonus all round at the rate of 5 per 
cent. per annum, so that the workmen receive 9 per cent. 
and the ordinary shareholders 10 per cent. per annum for the 
nine months ending December 31st, 1909, which, for con- 
venience, has been made the end of the financial year. 

This state of things is in marked contrast to that which 
existed prior to the co-partnership experiment. Before, 
owing to sectional strikes and disagreements, in which 
the employers had no part or lot, the company found 
it impossible to give any definite guarantee as to time 
of delivery of a vessel. In several cases considerable 
penalties had been incurred by reason of the contract time 
being greatly exceeded. Specific instances are referred to in 
the secretary's letter to the employ: shareholders, viz., the 
steamer Vic/oria and the three Hamburg-America steamers 
which were respectively 152 days, 273 days, 304 days and 
273 days late. 

Under these circuumstances the directors are desirous now 
of knowing at au early date whether it is the desire of the 
employé shareholders to continue working under the 
co-partnership system. It is pointed out that suflicient time 
has now elapsed to enable the men of practical thought to 
form a sound judgment, and it is imperative in view of the 
necessity of looking forward to the securing of future con- 
tracts, that the directors should know whether or not they 
may count upon the co-operation of the men, without which 
it will be impossible to guarantee delivery within a specified 
time, and thus valuable work will be lost to the yard. 

We do not overlook the fact that a good start was given 
to the co-partnership working by the orders given for vessels 
by the chairman, Sir Christopher Furness. But this 
is not the only work accomplished since the scheme 
was put in hand. During the period of co-operative 
working nine steamers have been launched and six others are 
in various stages of construction. At the Middleton ship- 
yard 119 steamers have been docked and repaired, at the 
harbour dockyard 157, and at the public docks 8, making a 
satisfactory total of 284 steamers for the period. In addition 
E this a considerable amount of salvage work has been 

one. 

We ahall be interested in hearing the men's side of the 


was not saddled with the blame. 


story, and, if they are as satisfied with the resulta as are the 
directors and ordinary shareholders, there is-no doubt that 


the co-partnery method of working will be continued. In this 


event there ig every likelihood that other yards will inaugurate 


‘similar systems, and it will be very gratifying if proposals 


for such should emanate from the men. Bearing in mind, 
however, that the Trade Unions are very strong in the ship- 
building and engineering trades, it is doubtfal if the men 
will be encouraged by their official leaders to take the 
initiative. 


WHATEVER may have been the cause of 

Fia gos rd. the fire at the premises of Messrs. Arding 

and Hobbs, Clapham Junction, we tender 
to the firm and the bereaved and to all who have suffered 
in any way in consequence of this sad calamity, our heart- 
felt sympathy. 

As to the cause of the fire, we know no more than is to be 
gleaned from the daily Press. We have become so accus- 
tomed to read the nnconsidered remark, the fire was caused 
by the fusion of an electric wire," that we should be 
surprised to hear of any fire for which electricity 
In the lamentable 
case referred to, an explanation has been given 
which, at any rate, is a possible one. One version 
is that an assistant dropped an umbrella on to an 
electric lamp, causing a fusion of the wires, whilst another 
account says the fire started in a window of the fancy linen 
goods department by the fusion of an electric wire, the out- 
side of which was decorated with cotton wool.” Now, 
without offering any opinion as to the origin of the fire, we 
take this occasion to repeat what we have so often said 
before—viz., that it is high time that the use of flexible 
cord in shop windows-containing inflammable articles such 
as every draper's shop contains, to say nothing of celluloid 
goods, should be absolutely prohibited. Shop window 
lighting is, perhaps, the cheapest possible kind of electrical 
work, and is also, as generally carried out, the most 
dangerous. The surprising thing is that the accidents and 
fires arising from it have been so few. Electrical con- 
tractors are not altogether free from blame in the matter, 
but unless they absolutely decline to carry out work at the 
prices which are current for thie class of lighting, it is 
difficult to see how the standard is to be raised, except, 
indeed, by drastic action on the part of the insurance 
companies. 

Speaking quite generally, it is an amazing thing that 
whilst a man will spare no expense on his building and 
furnishings, willingly paying an architect's fee to ensure 
structural safety, he will place his electric light contract with 
any Tom, Dick or Harry at the lowest price tendered, 
begradging the nominal fee which any responsible consulting 
engineer would charge him for drawing up a specification 
and supervising the work. He is quite prepared to accept 
the contractor's assurance that the work will be in accordance 
with insurance requirements, and having paid his insurance 
premium, he feels sutistied that both his risk and his responsi- 
bility are covered. 

And what of the insurance companies ? With one or two 
exceptions, they profess to insist on the rules of the Institution 
of Electrical Engineers being complied with, but how many 


of them will refuse а risk because the work is not in strict 


compliance therewith? If any difficulty is raised, 1t i5 
generally enough for the insurer to say, Very well; if you 
won't insure me, someone else will," in order to bring the 
insurance company to heel. Insurance is no guarantee 
security, and it requires to be emphasised that the insuring 
of any premises, whilst it covers financial risk, does no 
insure against moral responsibility. 


IN our Notes will be found a 
reference to the forthcoming inquiry inte 
the use of electricity in mines, which we 
commend to the notice of those interested in this subject. 


Electricity in 
Mines. 
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THE RAWTENSTALL ELECTRIC LIGHTING 
AND TRAMWAYS UNDERTAKING. 


Tux history of the electric lighting undertaking of the 
Borough of Rawtenstall dates back to the year 1899, when 
the Corporation obtained a provisional order. No steps were 


taken, however, until 1904, when negotiations commenced 
between the Corporation and the Lancashire Electric Power 
In 1905 the Corporation applied 


Co. for a supply in bulk. 


Fic. 1.—ViEW IN THE TOWN, SHOWING THE TRAMWAYS. 


for, and obtained, the Local Government Board’s sanction to 
а loan for the purchase of sub- station machinery and distri- 
buting mains. Early in 1906 the Corporation had under 
consideration the purchase of that portion of the Rossendale 
Valley tramway system lying within their borough, and after 
considering a report by their engineers, Messrs. Lacey, Sillar 
and Leigh, decided to introduce a Tramways Bill in Parlia- 
ment authorising the reconstruction and extension of the 
old tramways syftem and its conversion to electric work- 
ing. At the same time, the original scheme for a bulk 
supply from the Lancashire Electric Power Со. was 


Fig. 2.—TsE Boiter House. 


abandoned, and in August, 1907, a fresh application for 
borrowing powers in connection with the electric lighting 
scheme was made, sanction to the loan being obtained 
subsequently. The Act authorising the reconstruction and 
extension of the tramways was obtained in 1907. 

In the meantime the engineers prepared the plans and 
specifications for a generating station for the supply of elec- 
tricity to the tramways, and for general lighting and power 
purposes. Tenders were received by the Corporation and 
the various contracts let during the early part of 1908. In 


July of that year an agreement was come to between the 
Corporation and the Rossendale Valley Tramways Co., as to 
the purchase price for the lines, car depót and rolling stock, 
and the work of reconstruction was commenced in August. 
At this period negotiations were also in progress between the 
Rawtenstall Corporation and the Corporation of the adjacent 


Borough of Haslipgden for a supply in bulk, and for the 


working of their tramway system, but the negotiations fell 
through. 

Similar negotiations were entered into between Rawtenstall 
and the Corporation of Bacup, and in 
September, 1908, an agreement was 
arrived at between the two Corporations 
as to the reconstraction and working of 
the tramways in Bacap. 

The firat portion of the reconstructed 
tramways were inspected by the Board 
of Trade on December 10th, 1908, and 
the final portion in Bacap was inspected 
on July 20th, 1909. 

The completion of these lines allows 
of through communication by tram- 
way between Blackburn, Accrington, 
Haslingden, Rawtenstall and  Baoup, 
all of which are importadt manufac- 

~ turing towns. There is also a tramway 
running in a northerly direction from 
the centre of Rawtenstall to a point 
‘about two miles from the present ter- 
mination of the Burnley Corporation's 

` tramway system. 

The lines are all single track, with turn- 
outs, and comprise the following: Réoon- 
structed lines in Rawtenstall, 5 miles 

2:2 chain; new lines in Rawtenstall, 1 mile 4'4 chains ; 
reconstructed lines in Bacup, 2 miles 3:1 chains; total, 
8 miles 7-7 chains. 

There are numerous steep gradients and many curves, the 
steepest gradient being 1 in 15; the curves have, for the most 
part, a fairly large radius. 

The track is laid to agauge of 4 ft., with British standard 
rails weighing 100 lb. per yard. So far as possible, the rails 
are in 60 ft. lengths, each levgth fitted with three anchors 
secured to the rail flanges by Warner’s patent anchor clips. 

The rails are of high silicon steel, made to Sandberg’s 


Fics. 9 AND 4.— LAYING THE MAINS. 


specification, the chemical constituents including : Carbon, 
53; silicon, “292; sulphur, 055; phosphorus, 051; and 
manganese, *83. . 

The joints between rails are all welded by the Thermit 
process. | 

The points and crossings are of Hadfield’s manganese steel, 
and the inner railson the sharpest carves are fitted with 
Balfin’s patent renewable lip. 

The joints, where welded, have no bonds, but at junctions 
between rails and points and ‘crossings two solid copper pin 

D 
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type bonds are employed on each rail, with supplementary 
long bonds over the points and crossings. Cross bonds are 
provided between rails at intervals of 20 yards, and between 
tracks at intervals of 70 yards. 

On some portions of the route it was found that the old 
concrete bed was quite sound, and in these cases the old bed 
was re-used, elsewhere а new bed has been put down; the 
old granite setts have also been used where possible. 


Fic. 5.— VIX Ww IN THE ENGINE Room. 


The contractors for the permanent way work were Messrs. 
Underwood & Brother, Dukinfield. 

The overhead equipment is on the span-wire system, 
supported on tubular steel poles made in one piece, 31 ft. 
long, the overhead conductor being erected so that it is 
never more than 48 in. from the centre of the track. 

The trolley-wire is of No. 000 grooved section, with 
D.I. & H. non-fouling ears. The whole of the overhead 
equipment was carried out by the British Insulated and 
Helsby Co. 

The cable work for both lighting and tramway systems 
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Fic. 6.—Tax SwitcH GALLERY. 


was carried out by Messrs. W. T. Glover & Co. The 
cables are paper insulated and lead covered, the feeders being 
drawn into stoneware conduite and the distributing cables 
laid solid in bitumen in wood troughing. The two high- 
tension feeders are three-core armoured cables laid direct in 
the ground. 

Return feeders are used for the tramway system in con- 
Junction with track boosters at the power station. 


The feeder pillars were also supplied by Messrs. Glover: 
each section box is fitted with the usual switches for dividing 
the overhead line into half-mile sections and with a telephone 
by which communication can be held with the generating 
station. Telephones are also provided on each terminal pole 
on the different routes aud at the car depót. 

The rolling stock comprises 16 care, by the United 
Electric Car Co., each car being fitted with two Westinghouse 
| motors, and arranged for the Raworth 
regenerative control. The cars are of 
the double-deck four-wheel type with 
canopy covers and have seating capacity 
for 51 passengers. 

The hand brakes are fitted with the 
Peacock patent brake spindle, and 
mechanical track brakes of Spencer 3 
latest pattern are also fitted ; the regene- 
rative control provides for electric 
braking. 

"The trolley poles are of the Brecknell, 
Munro & Rogers’s swivelling type with 
specially low bases. The results in 
actual working with the regenerative 
control have been very satisfactory, 
the current consumption, as metered 
at the station, being only 1°1 unite per 
car-mile. , 

The power station is a handsome 
brick building on the bank of the River 
Irwell at Hareholme, about a mile from 
the centre of Rawtenstall. 

It comprises engine, boiler and 
switchrooms. Adjoining the switchroom 
is a block containing the offices and 
stores, with a basement beneath forming 
a battery room. 

The station is designed and equipped 
for the supply of current for lighting and power purposes 
at 460 and 230 volts on the direct-cnrrent three-wire 
system and at 400 volts and 230 volts alternating current 
to the outlying parts of the borough, also at 500 volta for 


the tramways. 


In the engine room are installed tliree three-crank 
Browett-Lindley enclosed type triple-expansion engines, each 
coupled to an E.C.C. generator. The engines have a normal 
full-load rating of 440 r.H.P., and are capable of working up 
to 530 rH.P., the speed being 400 R.P.M. and the steam 
pressure 175 lb. per sq. in. 


Fic. 7.—T BE н.т, SwITCHBOABD, 


The generators are six-pole compound-wound machines 
with interpoles, and have an output of 277 Kw. at normal 
load. The pressure can be regulated between 475 and 560 
volts, and the machines are used componnd on the lighting 
and traction systems. 

Each engine is fitted with a Korting ejector condenser 
with motor-driven circulating pumps of the Rees Roturbo 
type. 
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Steam is supplied by three Yates & Thom Lancashire 
boilers, 30 ft. long x 8 ft. diameter, fitted with McPhail 


Fic, 8.—8m0TI0W THROUGH Юноши AND BOILEB Houses, RAWTENSTALL GBNBRATING Station. 


and Simpson superheaters and Bennis automatic stokers 
with compressed air furnaces. There are also installed a 
Green economiser with 192 tubes, two of Hall’s compound 
feed pumps, each having а capacity of 8,000 gallons per 
hour, and an injector for 2,000 gallons per hour. The 
steam pipes, valves and other accessories in connection 
therewith were also supplied by Messrs. Yates & Thom. 
The suxiliary machinery comprises an inverted rotary 
converter set by the British Westinghouse Co., of 
100 Kw. output. This machine consists of two 
100-kw. rotary converters mounted on опе bed-plate, 
and arranged so that they can be coupled together 
by a clutch. The machine runs normally with the 
clutch in gear, one half being used as a direct- 
current motor on the traction system, and the other 
half as а double-current generator supplying direct 
current for the three-wire lighting system and three- 
phase alternating current, which is stepped up by 
static transformers to 3,000 volts for transmission 
to the outlying parts of the borough where three- 
phase transformers are installed for reducing the pres- 
sure to that required for the alterna- 
is Prae distribution system. The 
middle wire of the direct-current system 
is connected to the neutral point of 
the step-up transformers, thus die- 
pensing with the usual rotary balanc- 
ing set. 

After the tramway system is shut 
down only one-half of the machine is 
run, this acting as an inverted rotary 
taking current from the battery (which 
is then connected to the lighting 
system) and generating three - phase 
current for the a.c. supply. 

In addition to the above, there is 
installed an automatic reversible booster 
by the Lancashire Dynamo Co., 
used in conjunction with the bat- 
tery, two track boosters by Cromp- 
ton & Co. for the tramway return 
feeders, and an ordinary E.C.C. three- 
wire balancing set. 

The battery was supplied by the 
D.P. Battery Co., and comprises 240 
cells with a discharge capacity of 56 
amperes for 10 hours. This is used 
normally in conjunction with the booster on the traction 
system, but is transferred to the lighting system for the 
night load. 


The L.T. switchboards were supplied by Messrs. Whipp and 
Bourne, of Castleton, and the H. T. switchgear by the B.T.-H.Oo. 
| Ап overhead 

travelling crane 

with a capacity of 

15 tons spans the 

engine room, and 
was supplied by 

Messrs. Thos. 

Larmuth & Son, of 

Salford. 

The  reoonstruc- 
tion and extensions 
of the permanent 

` way, the electrical 
equipment, power 
house and all 
other work was 
carried out to the 
plans and speci- 
fications of Messrs. 


Lacey, Sillar and 
Leigh, of West- 
minster and Man- 
chester. 

The laying of 
the permanent 


way Was super- 
vised by Mr. James 

Johnson, the borough 
engineer, and the electrical work by Mr. C. L. E. Stewart, 
the engineer and manager. | 


THE ELECTRIC LIGHTING ACTS, 1882 


TO 1909. 


? 


By A CENTRAL STATION ENGINEER. 


TWENTY-SEVEN years is no trifling span of time to those who 
have seen it pass from their working lives, but short, indeed, 
to have covered the creation and development of an art and 
industry whose ultimate influence on the life of civilised 
communities promises to be more far-reaching than that of 
any previous adaption of the forces of nature to the service 
of man. 

In observing the growth of the electric supply industry 
in its relation to public opinion, it must be remembered 
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Fic. 9.— WESTINGHOUSE INVERTED ROTARY CONVERTER FOR 4.C.-D.c. SUPPLY. 


that in spite of the novelty of the medium and methods, the 
general application of electrical energy to the production of 
light and power only cc stituted a new means of obtaining 
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conveniences already in general use, and this immediately 
surrounded the new industry with an atmosphere of com- 
petition and no little opposition. Then, as even now to some 
extent, it suffered from friends who hoped too much for it, 
and from enemies who saw in ite rivalry dangers 
which have hardly been realised and whose feelings have been 
reflected in the legal enactments which control the industry. 
Few in number and comparatively small in scope as these are 
in comparison with the present magnitude of the intereste 
involved, their tendency has been restrictive, and for many 
years supply undertakings have urgently felt the need for 
wider powers and more complete legal support in their dealings 
with competitors and the electricity conanming public. After 
many delays a considerable measure of relief has been 
obtained by the passing of the Amendments Act of 1909, 
which from April of the coming year will modify existing 
electrical law in many directions, particularly in regard 
to the needs of public supply authorities ; the consumer, actual 
or prospective, is favoured rather by the spirit than the 
letter of the Act, which in its provisions suggests a full if 
somewhat tardy recognition by Parliament of the importance 
of electricity supply as a utility which no section of the 
public should be avoidably deprived of. 

Of the 27 sections of the Act, 12 are devoted to the 
larger issuea of the industry, facilitating the establishment of 
works and bulk supplies, and making provision generally for 
removing any obstructions to the natural growth of the busi- 
ness; six sections deal with accountancy and finance and 
purely formal requirements of the measure, whilst the 
remaining nine are devoted to strengthening the position of 
the authority in relation to its consumers. Some of the 
latter items suggest the reflection that whilst electricity is 
subject to such active competition from other sources of light 
and power, ita new rights should be asserted only with care 
and jadgment, too much harm having already been done by 
approaching consumers in the spirit of the tax collector. 

The establishment of generating stations is dealt with by 
Secs. 1, > and 3, which provide for the acquisition of sites 
within or without the area of supply, compulsorily if need 
be, by permission of the Board of Trade, and after due 
notice and advertisement ; similarly the right may be 
obtained to break up roads, railways or tramways for the 
purpose of lay ing mains between the area of supply and outside 
generating stations without the consent of the authority 
controlling such roads if it can be shown that such consent 
is unreasonably withheld, these powers being qualified by 
Clauses 22 and 24, which respectively provide protection 
against nuisance and damege to public buildings and parks 
under control of the Commissionera of Works, and secure 
water and gas undertakings against compulsory deprivation 
of land required by them for the purposes of their under- 
taking. "The vision conjured up by the latter clauge, wherein 
the Board is solemnly restrained from allowing an electricity 
undertaking to acquire the gas company's property for the 
erection of a works, comes as a welcome relief after 10 tedious 

ев. 

The important question of bulk supplies is dealt with in 
(Чаовев 4 and 5, which make it possible to obtain powers 
and carry out the necessary road work in the face of local 
opposition if the Board, can be satisfied that such supply is 
needful and desirable. A liberal interpretation of these 
provisions should greatly assist electrical development in 
Villages and the residential communities often found just 
beyond the boundaries of cities, and hitherto isolated electric- 
ally by the lack of power to supply and ron mains rather 
than by distance. 

By the use, where permissible, of overhead transmission, 
many new markets can be opened up, and some further 
impetus given to the healthful tendency, which already exists, 
for residential property of the better class to spread outward 
into the country. 

Clause 5 —allowing supply to be given to a railway, tram- 
way or canal situated partly within and partly without the 
area—opens up interesting possibilities; presumably the 
supply company of a mining village in Wales might offer to 
the L. & N.W. Railway to run its system by electricity! 
Certainly, cases must ariee where the prospects and value 
of an undertaking ж: Бе much enhanced by this provision. 
Of immediate interest to many station engineers is the 
permission contained in Sec. 6 to supply premises out- 


side their area, subject to the consent of the local 
authority and any undertaker in whose territory 
such premises may be situated. It must be noted 
that such extensions will become part of the supplier's 
system for the purposes of the Electric Lighting 
Acta, and snch supplies will be subject to the usual 
responsibilities. : 

On the fringe of most urban districte there are houses, 
and frequently factories, which are at present deprived of 
the advantages of electricity, although within a short dis- 
tance of mains. Incidentally, the extensions which may be 
made under this clause will offer an inducement to manu- 
facturers, of light goods at least, to seek positions beyond 
the boundaries of the town to which they are confined by 
the need of & convenient fuel supply ; presumably when the 
electricity works are under municipal management it will be 
necessary for the engineer to so adjust his charges to Out- 
lander ” consumers that too strong an inducement is not 
offered to pass beyond his rateable area. 

Where a supply area adjoins, or is surrounded by the 
territory of power companies, the latter will not view with 
favour any attempt to connect up outside premises which 
may in the future development of their systems become 
desirable consumers ; in such cases it should be possible to 
find some equitable arrangement whereby such consumers 
could be handed over after a term of years, or a royalty paid 
upon them by the supplier to the undertaking in whose 
area they are situated. Quite a considerable amount of 
business has been lost to suppliers and electrical maunu- 


facturers, owing to the inability of power companies to reach 
the limits of their areas within a reasonable time, and their 


not unnatural disinclination to allow the mains of other 
undertakings to enter their territory. 

A case in point was recorded in the ELECTRICAL REVIEW 
of December 17th, where the Lancs. Power Co. gave per- 
mission to the Oldham Corporation to supply a npmber of 
townships in the company’s ares. 

In these leading clauses of the Act there is a satis- 
factory admission of the universal utility of a public elec- 
tricity supply and an intention to make it equally available 
to all, irrespective of geographical situation, and further 
the tendency for generating centres to become reduced in 
number and increased in size whilst gravitating to positions 
physically suited for their operation will be strengthened by 
the provisions of this measure. 

Problems of management receive attention, and some 
new and useful powers are given. 

The maximum price, hitherto open to revision at intervals 
of seven years, can now be the subject of appeal by a repre- 
sentative body of consumers every five years (Clause 10). 
In (11) dealing with certification of meters, the 
"unfixing or disconnecting” of a certified meter по 
longer renders it uncertified as under the Clanses Act 
of 1899, the amendment merely providing that the 
meter shall cease to be a certified meter where any alters- 
tion has been made in it. The duties of the electrical 
inspector in respect of a disputed meter are now restricted to 
certifying it if correct, and also certifying the manner in 
which it is connected up—a not unimportant detail, in view 
of the confusion which is sometimes wrought by ignorant 
attempts to insert metallic lamp transformers in existing 
supply connections. l'revious to this amendment, it devolved 
upon the inspector to determine the value of the supply given 
through disputed meters. This is preanmably now left to 
supplier and consamer, and recent cases show the Courta to 
be undecided as to the justice of forcing a claim for payment 
on the evidence of a meter where such is widely-different 
to previous or anticipated registrations. Forty-eight hours’ 
notice now becomes compulsory before a meter may be 
connected or disconnected, and it is of importance to note 
this in connection with changing meters for various reasons. 

The stand-by supply difficulty is now provided for, and 
consumers may be called upon to pay a minimum sum per 
annum suflicient to cover standing and up-keep charges in 
proportion to the extent of their possible demand; this 
protection, which now becomes general, bas been secured in 
special cases by clauses in local Acts. 

Apparatus and wiring installations on hire or being paid 
for by instalments are fully protected against seizure by 
creditors of the birer, provided that they are clearly marked 
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with the name of the authority to which they belong. In 
view of the fact that such apparatus may be removed by 
the owners, it would appear desirable to secure a landlord’s 
sanction before fitting up any installation which involves 
structural alterations or much cutting and fixing to the 
fabric of a building, as presumably the owners when re- 
moving it would be obliged to make good any damage to 
property. 

Clause 17 makes it incumbent upon consumers to give 
24 hours' notice before removing, failing which they become 
liable for energy registered up to the next usual meter 
reading period, or at least until the next occupier takes up 
the EU. the effect of this provision is to be daly inti- 
mated to consumers upon all demand notes. It hardly need 
be pointed out that, in practice, such notice is often indirectly 
given by the consumer calling for a supply at a new address 
in the same area; in such cases the organisation of the 
undertaking should be sufficient to realise that the premises 
have been vacated and the necessary steps can be taken to 
avoid giving annoyauce to the consumer by putting into 
oe powers which are only intended to protect the under- 

ng. 

In Clause 18 TE is given to cut off or refuse to supply 
any person at all 
for any of them, eave in the case of bona fide disputes ; 
presumably this can, in any case, be done where the several 
premises are served by agreement, under the same name or 
trading title, bat too much insistence upon the principle of 
electrically combining distinct premises under common 
ownership is apt to lead the consumer to expect his com- 
bined demand and consumption to be taken into account 
when fixing rates, a principle which may often be contrary 
to the interests of the supplier, and one which engineers often 
have to refute. 

Clause 19 removes the necessity for stamping consumers’ 
agreements, by rating electricity as goods or merchan- 
dise, contracts for the sale of which are exempt by the pro- 
visions of the Stamp Act of 1891. Some undertakings 
already neglect to stamp ordinary agreements in view of the 
rarity of any occasion to take them before the Courts; it 
seems, however, possible that they thereby render themselves 
liable to action by the Inland Revenue anthorities for this 
neglect, and, even under the new Act, where the agreement 
provides for a minimum charge, or for fixed sums to be paid 
at intervals, as in a rental per Kw. system of charging, it 
is not clear that an a valorem stamp can be legally dis- 
pensed with. 

The treatment of electrical energy as goods or mer- 
chendise" in the clause iu question suggeste that certain 
other facilities might be logically claimed on the same basis, 
for example, the right to lay cables across private lands 
where a recognised public right of way already existe ; inas- 
much as it is permitted to convey ordinary goods over such 
lands, it should not be unreasonable to demand the right to 
lay or erect lines for the conveyance of electricity, which 
is becoming 88 indispensable as the commodities generally 
transported by road. . 

The necessity for stamping ** hiring or deferred payment 
agreements for apparatus and wiring remains unchanged by 
this amendment. 

Clause 23 protects the undertaker against future attempts 
of competitors, but allows companies or persons to supply 
electricity, providing that such supply does not constitute 
their principal business. Framed, possibly, to protect those 
who already supply their neighbours from their own private 
planta, it has the disadvantage that it remains competent for 
the owner of generating machinery to dump his surplus unite 
at any price he deems it worth while to accept. Most 
engineers are familiar with this class of competition, arising, 
as it often does, from some business established in a large 
block of buildings, and causing a considerable loss to the 
supply authority by providing light and power to the various 
occupiers at prices which are only remunerative because the 
vendors are disposing of what is, to some extent, a by-product 
of their main business. 

Similarly, it would appear possible for a gas or hydraulic 
power company to provide and work an electric plant by 
arrangement with any consumer who wished for electricity. 
One instance, at least, has already arisen where a gas com- 
pany has provided and maintained a plant for lighting a 


of his premises, if payment is in arreer . 


ublic building by means of electricity, the prime mover 
being. naturally, the gas which the consumer prefers to see 
burnt in the cylinder of an engine rather than in hig, 


mises. 3 ae 
Generally,.the provisions of the Act are of real value to 


. the industry, and those engineers who are not already 


familiar with it by virtue of having assisted in its produc» 
tion, may ita clauses with advantage and reflect upon 
the expenditure of effort and patience which has slowly 
crystallised ont into its formal pages. | 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. om TOBESDAY cannot appear until 
the fol week, Correspondents should forward their communi: 


cations af earliest possible moment. No letter can be 
с ee eae a E 


The Socialistic Bogey. 


For yonr views on all engineering questions I have the 
utmost respect. I have diffidence in criticising anything 
carrying the authority which attaches to a leader in the 
ELECTRICAL REVIEW. 

Bat your recent incursions into the realms of party politics, 
and even of religion, call for a respectful protest, more 
particularly as your reference to Socialism was certainly 
calculated to give offence to that considerable section of 
your readers who are Socialists. 

Of necessity, the treatment which can be accorded to such 
a subject by an engineering journal as such, is so cursory as 
to be totally unproductive and even misleading, and the 
only result which can accrue is that all parties are distressed 
by the inadequate presentation of their case. 

To attempt in the space of a letter to refute the conten- 
tions of your leader would be almost as futile as your attempt 
to erect and demolish a dummy Socialism in a couple of 
columns; bat if yon are willing that the other side shall 
not remain unheard, and are pre to accord space, it will 
be a pleasure to me to make a short contribution in support 
of my economic convictions. 

As, however, my complaint is directed against your intro- 
duction of such topics rather than against your attitude on 
this particular subject, I do not press this offer upon уоп. 


Le Caporal. 


[We are sorry that we have given annoyance to. our 
correspondent, whose courtesy disarms rejoinder. We fear 
that to open our columns to the discussion suggested would 
result in the absorption of a vast amount of space—without 
convincing either party.— EDS. E. R.] 


Auto- Transformer Design. 


When a technical reviewer has to write an unfavourable 
critique and comment on glaring errors, he does go with 
the consciousness that his remarks will not meet with the 
approval of the author. Having finished his work, it 
remains for the Editor to decide whether or not his 
critique is a just and competent one before publishing it, 
and it is to be presumed that the Editors of the ELECTRICAL | 
REVIEW discharged their duties in dealing with Mr. Avery's 
book, “ Auto-Transformer Design.” | 

The writer freely concedes that what he does not know 
would fill a larger book than the one under discussion, but it 
is without any vanity that he points out that what he does 
know enabled him to see the defects in it. 

The reviewer does not wish to defend his critique, as the 
points raised in it must be very well known to many who 
have considerably less technical experience than he has 
(15 years) of the various phases of transformer work. 

Now Mr. Avery can have had no knowledge whatever of the 
reviewer other than what may have been supplied him by a 
certain interested third party, and the writer having carefully 
read through Mr. Avery’s book (he might say he has read 
two of his works) unhesitatingly acquita him of the charge 
of real authorship of the letter appearing in last week's 
ELECTRICAL REVIEW. 
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Such remarks as Mr. Avery is made to indulge in cannot 
in the least contribute to an understanding of the rights or 
wrongs of transformer design. There are plenty of 
indifferent transformers in every-day use, but the industry 
would not have advanced go far if anyone had not thought 
fit to point out how certain features might be improved 
upon. 

The reviewer has much pleasure in returning Mr. Avery's 
good wishes for the coming festive season. 


The Writer of the Review. 


Cable-Fault Localisation. 


With reference to Mr. Raymond-Barker’s articles in your 
paper on his Calculator Board, in which he describes a 
method of locating defects in submarine cables re-devised 
some years ago by myself, I should like to point out the 
following facts which, I think, will be of interest, and per- 
haps helpful, to those who use the test and are unable to 
account for occasional inaccuracies such aa Mr. Raymond- 
Barker cites in his article in your issue of November 19th, 
1909. 

In that article he mentions a test that he took by the 
method under consideration, which gave a result 19 ohms 
higher than the correct resistance up to the defect. Mr. 
Raymond-Barker’s explanation of the cause of this error 
cannot, I think, be correct. He supposes the extra resist- 
ance to be located between the copper exposure and the iron 
wire acting as earth connection to the artificial fault. The 
extra resistance cannot be here, as in that case the apparent 
resistance up to the fault given by this test would be too 
small rather than too large. 

A possible explanation of the error is that there was a 
constant resistance situated at the actual exposure, due to а 
deposit of CuCl, or otherwise, between the conductor and 
cable sheathing, which did not vary in the same relation as 
the artificial exposure. This, however, is an unlikely ex- 
planation, as the Kennelly and other tests show that the 
fault was behaving in a normal manner. 

The writer is of the opinion that the error was due to an 
earth current assisting the testing current, which thus did 
not allow the conditions of other things being equal" to 
be fulfilled. 

It can easily be shown that with the earth current assisting 
the testing current, and a battery of negligible resistance, 
the current passing through the balancing arm of the bridge 
will never be greater than that indicated by the applied 
E. M. F. flowing through it in a direct circuit. To take Mr. 
Raymond-Barker's results of Test 5, tabulated on page 755 
of your issue, it will be noticed that the two currents for 20 
and five cells are in the ratio of 18/4:1 = 3:2, whereas with 
no E.C. as in Test No. 2, with other conditions apparently 
identical, we bave ratios of 11:6/2:8 = 4:1. We may, 
therefore, take 11:6 and 2*8 М.А. as the maximum values of 
the currents passing throngh the Art. Exp. in Test 5, 


whereas 13:1 and 4'1 M. A., respectively, pass through the 


actual exposure. It is evident from the above figures, in 
fact, it is always the case, that the lower the applied E. M. r. 
the greater the effect of the к.с. in altering the value of the 
current passing through the cable. Taking these figures as 
representative of the proportional amount of current through 
the actual and artificial exposures respectively, we note 
that with the higher current the resistance of the cable 
exposure will be less than 16 вот be by a certain amount 
proportional approximately to v 13/11:6 = 1:03 ; and that 
with the lower current, the deficit in resistance will be pro- 
portional to У 41/28 = 1:23. This means that the deficit 
in the inserted resistance on the artificial exposure side will 
be considerably less with the lower current than with the 
higher. Thia makes it probable that, under the conditions 
as above stated, an artificial exposure, actually much larger 
than the cable exposure, will appear to balance the latter and 
thus give erroneous results. 

This theory seems to be borne out in Tests 4 and 5 
above referred to ; for it seems probable that an erroneous 
result would have been obtained in both cases, even when 
the exposures were apparently correctly balanced. It will 
be noticed in Test 5 that with | in. exposure а balancing 
resistance ol 1,215 ohms was obtained with indications that 


the exposure was too small. It is known that the test with 
the highest current gives the nearest correct resistance up 
to the fault ; and if tbe artificial exposure is altered in the 
direction indicated, it follows that the resistance inserted to 
balance it will be greater than this amount. Ав the true 
resistance was 1,240 ohms, it is thus probable that there 
would be a considerable error in this case. It seems likely 
that a similar error in the reverse direction would be the 
final result of Test 4. 

As to the remedy—a simple way would be to equalize the 
potentials in both circuits by applying an k. M. F. to the 
galvanometer circuit, in some such way as indicated by Mr. 
Winkfield and mentioned by Mr. Raymond-Barker. `A 
second way would be to use reversed currents and take the 
mean of the resulta; this might not be applicable to small 
exposures. The simplest way of all would, perhaps, be to 
reverse the positions of the galvanometer and battery so that 
the current passes in series through the actual and artificial 
exposures; care, of course, being taken that the 
current passes through the actual and artificial expo- 
sures in the same direction. The only other thing to 
guard against with these connections would be to be careful 
that too large a current did not flow through the galvano- 


meter circuit; and for this reason it would be advisable to 


reduce the current flowing through the galvanometer to 
within scale limite, by the insertion of resistance in series 
with the galvanometer rather than by a shunt upon it. 

A rough determination as to whether this error is likely 
to be present can be made when a milliammeter is available: 
for if the current (with batteries of low internal resistance) 
passing into the cable is proportional to the applied E. M. r., 
then the k. M. F. due to earth currents must be negligible. 

I should like to mention that I was not aware that this test 
had been previously suggested until my attention was called 
to:Mr. Raymond-Barker's article. 

It is hoped that the above suggestions may make the 
test uniformly reliable through a very large range of 
conditions: 

E. 8. Heurtley. 

Montreal, December 11th, 1909. 


[Mr. Raymond-Barker is, we believe, at sea on a cable- 
repairing expedition, and will, therefore, be unable to reply 
for some time.—Eps, E. R. 


The Present Aspect of Electric Lighting. 


The paper by Messrs. H. W. Handcock and A. H. Dykes 
opened up many new and interesting pointe, but the one which 
I found a difficulty in appreciating was the information given 
in Appendix A (“ Typical Gas Consumers’ Accounts ), for 
at first sight I came to the conclusion that consumers did 
not pay as much for gas.as for electricity, and that the 
examples could not represent an average. In order to obtain 
some information on this point, I issued forms containing a 
series of questions to 200 of my firm's employée, and as they 
consist of mechanics and labourers, the results should repre- 
sent в fair average for the artisan class. I was a little dis- 
appointed, for out of the 200 forms only 51 were returned ; 
the majority could not ascertain how much they spent, while 
the others were using © penny-in-tbe-slot meters, and did 
not know the total amount which passed the opening. 

Of the 51 who supplied information, they represented an 
average over the whole of the metropolitan area, and some 
extended to Ealing, Wimbledon and Enfield, &c. I give 
herewith the tabulated results for the quarter ending Christ- 
mas, 1908 :— 

Houses or consumers .. 51 


No. of rooms, not couating bath room and scullery 190 
„ gas jets 5 ik as bee — 225 
» electric lamps... Е dus аб T 31 
„ Kas cookers... he vus (s T" 29 
„ oil lamps T ius 265 ies 8 rooms 
Total amount paid for quarter ending Christmas, 1909 :— 
Gas lighting and cooking . £33 9 10 
Electric light... к 3 4 5 
Oil... oa ге 1 4 4 


One consumer used oil for lighting and gas for cooking, 
aud his bill per quarter for gas amounts to 5s. 11d., which 
sum is, &o far as | cau ascertain, a fair one, but rather under 
the average. 
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Taking as a basis that 6s. per quarter is a fair rate for 
gas cookers, the foregoing works out as follows ; — 

Gas light per quarter ... .. 28. 8d. per burner. 
Electric lighting ies . 2a. 1d. per lamp. 
Oil for eight rooms . 3s. per room. 

In order to ascertain if 68. was a fair average fora gas 
stove, I separated the 28 gas-stove consumers from the 
others, and still deducting the 6s. from each, the lighting 
average works out at 38. 1d., so that a mean average would 
be somewhere between 2s. 88. and 3s. 1d. (say, 28. 10d.) per 
quarter per burner for gas lighting, & sum which far 
exoeeded my anticipation, while with electric light the 
average as before given is only 2a. 1d. per lamp per quarter. 

Those who are keenly interested in tariffs may find these 
resulta useful, and this is my apology for taking up 80 mach 
of your space. 


W. R. Rawlings. 
London, 8.W. 


Accumulators for Central Stations. 


Our attention has been called to a note headed “ Battery 
Contracts in Business Notes of your last issue, in 
which, among many others, one for Manchester Corporation 
is mentioned. As it is possible that your readers may con- 
fuse this with the large battery which, as is well known, is 

ing put down by the Manchester Corporation electricity 
department, we wish to state that the battery referred to in 
the note is for Manchester Corporation water-works depart- 
ment, and has only a capacity of about 60 Kw. for 1 hour. 
The electricity works battery, which is the largest single 
battery in this country, will be a Tudor battery, and will 
have a capacity of about 3,200 Kw. for 1 hour. 


Tuder Accumulator Co., Ltd. 
London, S.W., December 20th, 1909. 


The Fetish ef the Steady Job. 


I am loth to prolong the discussion on this matter, and 
probably it would serve no useful purpose to do во; indeed, 
I feel it to be almost unnecessary, as I can scarcely imagine 
that any of your readers will have had the patience to read 
re ee the tiresome tirade of your contributor, 

I hardly think that he is justified in seemingly dedicating 
his shallow and ill-considered principles to myself, since, as 
far as I can follow it, his rambling and disconnected article 
has no real: bearing whatsoever on the main points which I 
raised in my contribution to the ELECTRICAL REVIEW on 
November 19th. 


London, E.C., December 20th, 1909. 


A. P. C. 


Protection of Tramway Trolley Standards. 


Your correspondent * Nemo" raises an important point 
when he draws attention to the fact that the red lamp does 
not in any way prevent a passenger from receiving a shock. 
There are, in fact, several serious drawbacks connected with 
ita use :— 


1. The filaments are liable to break, and such breakage 


cannot be detected by a casual inspection. 

2. The lighting-up of the lamps may remain for some 
time unnoticed by the driver, who already has quite as 
much as he can do in other directions. 

3. Perhaps the most serious objection of all is that a high 
resistance fault may allow the trolley standard to be raised 
to a potential of 300, or even 400, volta above the earth 
without the lamps lighting sufficiently to be noticed. 
4s to the query Then why do the Board of Trade 
sanction lamps with an audible signal ? " The answer seems 
to be that the addition of such an audible signal largely 
removes objections (1) and (2), though not objection 
(3), and further, that, contrary to the commonly accepted 
idea, the Board of Trade are anxious to avoid running 
tramway undertakings into greater expense as regards 
altering existing equipments than is absolutely necessary. 
They, however, fully recognise the disadvantages of the 
arrangement, and although for these reasons it is at present 
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sanctioned, what they recommend is that the standard should 
be normally connected to earth through a low resistance. 

It was for this reason that Mr. A. H. Pott introduced 
the device which is now extensively used on his system (the 
Metropolitan Tramways), which arrangement overcomes all 
three of the disadvantages enumerated above :— = > 

1. In place of the fragile lamp filament, there is a con- 
tinuous wire resistance and “buzzer.” Moreover, а test key 
is provided, by means of which it can be at once ascertained 
whether the whole is in working order. 

2. A distinctive audible signal is given, which cannot 

ibly be overlooked or mistaken. 

8. It is impossible. for the standard to rise above earth's . 
potential without the signal being given. 

This system is, we believe, the only one possessing these 
features. 

With reference to your editorial note, the solution there 
proposed—i.e., to connect the trolley standard permanently 
to earth through an indicator—has been extensively tried, 
bat it has in practice proved itself to be too draatic a 
remedy, and several serious shut-downs have been occasioned 
by it. | 
4 Everett, Edgcumbe & Co., Ltd. 


Hendon, December 20th, 1909. 


[We are aware that our proposed remedy is drastic ; but. 

the first consideration must always be the safety of 

re, shut-down or no shut-down. If an attendant 

in the power station were in danger of losing his life, would 

anyone hesitate to shut down the whole system ?— 
Eps. Е.К.) | 


Some Points in Relation to Arc Lamps. 

With regard to the above-named article appearing in 
your last week's issue, the writer communicating it must 
have had very little practical experience concerning hire-of- 
arc-lamp schemes, for the veriest trimmer employed on such 
a scheme would know that the figures he quotes are 
ridiculous. | 

1. According to the figures given, each lamp is assumed 
to take 600 watts. The actual wattage of the average 
« Flame " arc lamp hired to consumers is 400 watte or less. 

9. The assumed figure of £6 per lamp is more than 60 per 
cent. higher than the average market figure, as also are the 

given for the transformer. 

3. The assumed life of arc lamps on hire is given as three 
years. Two years is none too long a period to allow. 

4, No mention is made of the carbon cost, which is a 
most important item in a “ Flame” arc lamp hire scheme. 

I could point the writer of the said article to a “ Flame " 
arc lamp scheme, the charges for which are £8 4s. per year 
per lamp, including current, carbons, trimming, mainten- 
ance, and the hire of the lamp itself, for a maximum period 
of 800 hours per year, which pays its way on a basis of 3d. 
per unit for current consumed. : 

It seems a great pity that your valuable paper should be 
the publishing medium for an article quoting such mislead- 
ing and inaccurate information to the discouragement of 
progressive supply undertakings. 

/ H. H. Holmes, 
Sales Manager. 


Borough of St. Marylebone Electric Supply. 
| December 20th, 1909. | 


With reference to the communicated article in last week's 
issue of the ELECTRICAL REVIEW, as manufacturers of flame 
lamps we entirely disagree with most of the writer’s state- 
ments and conclusions. 

He states that the cost of a first-class flame lamp and trans- 
former is £8 to £8 10s., but this is certainly not the net trade 


price for even a lamp of such handeome appearance and 


high reputation as our “ Beacon” flame lamp, let alone the 
fact that there are many cheaper and cheaper-looking flame 
lamps on the market. 

With reference to preferential rates, which he states are 
allowed by numerous supply companies, we think he entirely 
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ovetlooks the value of arc lighting, when well done, from 
the point of view of advertising the use of electricity, as, 
despite all the claims of the gas industry, there is no form 
of lighting which can compare in brilliance or effective 
illumination with that given by flame arc lamps. 

The third point to which we must take exception is the 
cost of the current, which is apparently based on a 600-watt 
lamp. This is a totally unnecessary consumption, and a 
brilliant flame effect can be obtained with a consumption of 
350 watts or less with suitable lamps and carbons. 

The writer also states that it is necessary to call every 
morning to trim the lamps, whereas in the case of a lamp 
burning 12 to 13 hours this would, of course, be quite 
unnecessary. 

We think, therefore, that your readers will agree that all 
the disadvantages raised by your contributor are practically 
non-existent, and that there is every reason to think that 
the installation of, flame lamps by the supply companies is 
bound to stimulate their demand and increase the output of 
electricity. 

The Gilbert Arc Lamp Co., Ltd. 
J. Нвонт, Director. 


Chingford, December 21sí, 1909. 


[We understood our contributor to criticise the rates 
offered to consumers, on purely financial grounds ; his con- 
clusions are, of course, open to criticism, but we do not 
think his article was intended to be hoatile to the use of arc 
lamps.— Eps. E. R.] | 


THE INSTITUTION AND THE ELECTRICAL 
INDUSTRY. 


We have received from Mr. E. Garcke copies of the following 
letters that bave passed between himself and the secretary of the 
Institution of Electrical Engineers, regarding a recent discussion 
at the Institution: 


December 10th, 1909. 
P. F. Rowell, Esq., Secretary, 
Institution of Electrical Engineers, 
92, Victoria Street, S.W. 


Drar Srg,—I am sorry that at the Institution meeting last night 
the President disparaged the statement I made by describing it as 
" politics,” and that he warned other speakers not to discuss the 
paper before the meeting on the same lines. I maintain that it 
was impossible to express disagreement with the conclusions of the 
paper without touching on matters which might be called politics. 
His ruling was equivalent to saying that disagreement must not 
be expressed with the conclusions suggested by the paper. 

Some statements were made by Mr. Mordey, Past-President, which, 
in the general interests of the industry, should, I think, be further 
explained. I understood him to say that it was not the province 
of the Institution to undertake the protection of the industry in 
legislative aud commercial matters. At the same time, in reply 
to my statement that the Institution had neglected to deal pro- 
perly with the Electric Lighting Bill of this year, he said that a 
special Committee had been appointed which had made represen- 
tations to the Board of Trade on the subject, but that it was the 
duty of the Institution to look at tbese matters not from the point 
of view of the industry alone, or of any particular section of it, 
but also from the point of view of the consumers and the general 
interests of the community. 

If this is the accepted view of the province of the Institution in 
regard to these matters, then I can readily understand that the 
special Committee would allow the draft audit clause and the draft 
clauses dealing with competition between local authorities and 
companies in the Bill to pass, for inactivity would, in that case, be 
the best policy for the Institution. 

But as representing very important and considerable interests 
in the industry, and I am aware that there are other and no doubt 
equally representative members who agree with me, I say unhesi- 
tatingly that, in my opinion, this view of the province of the 
Institution ought not to prevail with the Institution. Such 
exalted functions pertain to Legislative and Government 
Departments. : 

As matters stand at present, a large proportion of electrical men 
are under the impression that the Institution recognises and under- 
takes tbe responsibility ot safeguarding the interests of the elec- 
trical industry in the battle of life. 

We ought not to be left in any doubt upon the subject, and in 
my view the province of the Institution in legislative and indus- 
trial matters should be settled and definitely stated. 

Bo long as there is any doubt about the matter it is impossible 
to make other arrangements for the performance of these neces. 
sary duties. The position of the electrical industry in ita legisla. 


4 
tive and industrial aspects is so unsatisfactory, and the attitude of 
the Institution in regard to these questions so uncertain, that with 
due regard to the large interests involved, such uncertainty ought 
not to continue, and I trust, as I atated last night, that the Presi- 
dent and the Council will give the [matter their early and serious 


consideration. 
I am, dear Sir, yours faithfully, 
(Signed) E. GARCxx. 


P.8.—The reporter of the Institution asked me to send a copy of 
the statement I made—this was sent you yesterday. 


The Institution of Electrical Engineers, 
92, Victoria Street, London, 8.W. 
December 17th, 1909. 
E. Garcke, Esq., | 
Electrical Federation Offices, 
Kingsway, W.C. | 

Dear Sir,—I am instructed to inform you that your letter of 
December 10th was read to the Council at the meeting held 
yesterday, and that it will receive consideration. 

I am, yours faithfally, | 


(Signed) Р. Е. Коте, Secretary. 


THE PHYSICAL SOCIETY'S EXHIBITION. 


Im the following notes we give some particulars of interesting 
apparatus shown at the recent exhibition of the Physical Bociety of 
London, at the Imperial College of Science, South Kensington. 


Harry W. Cox & Co., Ltd. 


Amongst the apparatus shown by this firm was s new form of the 
Cox mercury-jet interrupter, which we illustrate; it includes 
several important improvements, of which the chief are :— (a) Any 
current up to 30 amperes may be passed without injury to the 
break, while the regulation is so complete that the current passing 
through the coil can be varied from practically sero to the maxi- 
mum, with no other control ; (b) By an ingenious mechanism, a large 
resistance, approximstely 200 ohms, is put into circuit at the 


Fic. 1.—Evevation OF 1910 "Awrr-INvERSE" INTEBBUPTBB. 


moment the current is "made," and ів gradually taken out, го 


that when the current is broken the resistance in circuit is 
practically nil; consequently a minimum amount of inverse current 
is induced in the induction coil. This is a most important factor 
in X-ray work. The inverse current usually produced by mercury- 
jet breaks blackens and destroys the focus tube, and also causes 
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Еа. 2.— PLAN or INTERRUPTEB. 


blurring of the image on the plate. In the preseht case the desired 
effect is obtained by the simple device explained in the accom: 
panying diagrams, figs. 1 and 2. | 

A quick screw thread, the end of which is shown at 4, fig. 1, is 
cut internally upon the barrel B, which, bsing driven by an electric 
motor, pumps up mercury from the reservoir and discharges it from 
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two nossles c. The mercury stream during part of its revolntion 
strikes against the curved blade, making contact at the point p and 
breakiag at m. By swinging the blade the aro of contact is 
increased or decreased, and the time allowed the current to grow in 
the primary circait of the coil is varied at will. The nossie is 
shaped in such a manner that shortly after leaving it the meroury 
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Еа. 3.—Cox 1910 Jat IxT BBU TIR, COMPLRTB. 


stream begins to split up and to form nc des or constricted portior s 
having a high resistance; consequently, at D or D! the resis- 
tance in circait is very considerable, and this resistance is gradually 
removed until at the break at m the only resistance is that of à in. 
of solid mercury jet, which is practically nil. Fig. 2 is a horizontal 
section of the apparatus, and fig. 3 shows the device complete. 

One of these new interrupters was shown workiog a 14-in. 
" Tastantaneous” coil (fig. 4), giving a flame spark at fall contact. 
Another was shown interrupting the current to a metal · filament 
lamp, instead of to the primary of an induction coil. It is 
interesting to note that this isa much more delicate test for the 
evenness and regularity of an interrupter than the lighting-up of 
an X-ray tube. Every interrupter made by the firm is tested by 
this method before being sent out. The slightest irregularity of 
contact would be shown by a flickering of the lamp, especially 
when it was run at a dull red. The steadiness of the light showed 
the regularity of contact, due to the fact that each particle of mer- 
cury strikes the blade approximately at right angles at all points. 

The induction coile exhibited were of an improved design 
adopted by the firm in consequence of their experience of two 
years with coils giving a very heavy discharge, which have begun 
to be designed since the introduction of instantaneous radiography. 
The firm build all types of induction coils, and the two essential 
types were shown, namely, '"multisection" coils, and "'two- 
section." The latter have long been a speciality of the firm, who 
have brought the art of winding it to a high state of perfection. 
They claim that though it requires more careful winding and 
insulating, and, therefore, is rather more expensive to make than 
the '"multi:ection" type, yet the increased output for the same 


Fig. 4.—14-1N. VABIABLE PRIMARY “ INSTANTANEOUS” Ооп... 


primary current makes this type most suitable for X-ray and 
vacuum-tube work. Their endurance is shown by the fact that 
their makers can guarantee all their coils for five years. The 
“ multisection type is used when large condensers have to be 
charged, . 9., for wireless кы work. A two-section coil was 
shown which could take a iogram of the chest in half a 
second, pass 150 milliamperes through the spark, and take a primary 
current of 90 amperes. The firm make a speciality of portable 
coils, and coils for hot climates, and a 12-in. portable coil was shown 
for work on the Indian plains, which is tested after being kept for 
10 hours in a damp atmosphere of 130° F. Е 
Ап improved form of medical high-frequency machine was shown. 
This machine is usually worked from the same induction coil that 
lights the X-ray tube, and it has been found that the high-tension 
oscillating current from the primary circuit of the high-frequency 
transformer travels back to the secondary circuit of the induction 
coil; ase the maximum pressure of the oscillatory current is 
considerably greater than that of the uni-directional coil current, it 
tends to destroy th» insalation and break down the secondary 


circuit of the coil, and many breakdowns have been traced to this 
cause. To remedy this, the oscillating currents should be prevented 
from reaching the coil, and a new device for effecting this was 
shown, consisting of a pair of “high-frequency protection 
coils.” These are simply large inductance coils wound in sections, 
aod very carefally insulated, which are clipped in the high- 

uency terminals. The effect of the large inductance is to 
absorb the high-frequency oscillations, while allowing the direct 
current from the ooil to pass unimpeded. There was also shown a 
Tesla coil, and a neatly designed wireless telegraph receiving 


de fn 

firm have recently established a glass- blowing department, 
and examples of their work were on the stand, including an X-ray 
tube w had been fitted with a new glass bulb and re-exhausted. 


Fig. 5.— WinmLEES TELEGRAPH Ооп, with Cox PaATBNT BREAK. 


A considerable amount of expense is thus ssved to X-ray workers, 
who can bave their old tubes, hitherto useless, reblown and made 
equal to new. All the apparatus exhibited, with the exception 
of three X-ray tubes, was of English design, make and materials. 
Owing to the illness of Mr. Cox, the business is being carried on 
by Mr. H. E. Donnithorne, A. M. I. E. E., and Mr. V. H. Donnithorne, 
who were responsible for the design of all the apparatus sbown. 


Everett, Edgeumbe & Co., Ltd. 


A large exhibit was prepared by Messre. Everett, Edgcumbe & Co. 
including several novel features. The Univeraal " pattern Trotter 
photometer was shown arianged for the measurement of daylight 
illumination, the attachment for this purpose consisting of a tube 
10 in. h'gb, with a side tube for inspection as shown (fig. 6). The 
illamination measured, therefore, is that of the sky at the senith. 
Graduated stops are provided, marked with the ratio of their area 
to that of a hemisphere of 10 in. radius. After taking a reading out 


Fra. 6.—DAYLIGHT ILLUMINATION PHOTOMETER. 


of doors with a suitable stop, the attachment is removed, and the 
daylight illumination inaide a building can be measured in the 
ordinary way, the ratio between the results being independent of 
all the variable factors concerned, such as the sesson, the weather, 
the condition of the lamp or battery, &. For example, the daylight 
illumination in the House of Commons is 0:0009, and in the British 
Museum reading room 0 007, of what it would be if the roof and 
all other obstructions to light were removed. 

А 10-ft. photometer bench for laboratory and central-station use 
was exhibited, with an adjustable screen photometer head capable of 
use as a flicker or a comparison photometer (fig. 7). A special feature 
of the head is the fact that the adjustment of illumination can bs 
made by altering the angle of incidence of light on one of the two 
screens, The advantage of this is that instead of its being necessary 
to move a heavy carriage with a standard lamp, &c., both lights 
can be fized and the entire adjustment made on the pbotometer 
head itself. This is particularly useful when desling with flame 
standards; it is also much easier to obtain a balance by this means 
than with tbe comparatively slowly moving lamp catriage. A 
further advantage possessed by this ement is that it affords a 
ready meane of reducing the illumination from one of the lampe, so 
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that it is easy to test high-candle-power lamps, such as arcs and so 
forth, in a comparatively small photometer room. For comparing 
а number of almost similar lamps, where it іє merely wished to 
know by what percentage they are above or below a given value, it 
also affords an extremely rapid means. 

A portable direct-reading lamp photometer was shown, con- 
sisting of a wooden case measuring 114 x 183 X 4} in., and 
weighing only 12 lb. It has been designed for the rapid testing of 


ab 
Fic. 7.—BSECTION OF ADJUSTABLE-SCREEN PHOTOMETER HEAD. 


metal-filament and other high-efficiency lamps. The scale is direct 
reading, and is almost evenly divided; it has a very extended 
range, and can be used for taking measurements up to 100-0. P., or 
for testing arc and other lamps which can be placed in the photo- 
meter itself. The photometer can be checked on an ordinary 
photometer bench against either an electric or & flame standard. 
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Fic. 8.— RoragT BvNCHRBONISEB. 


Dynamometer ammeters and voltmeters were exhibited, which 
were equally accurate on А.С. or р.с., а great convenience in 
calibration, and oould be made aetatic. 

We illustrate in fig. 8 a new rotary synchroniser, of reduced size 
compared with previous patterns, and greater sensitiveness, in spite 
of the smaller diameter of dial, since one complete cycle difference in 
frequency corresponds to one revolution instead of to half a revolu- 
tion, as was formerly the case. There are in this instrument no 


Fia. 9.—PowEB AN D SEED RECOBDER, AND GENERATOR. 


slip-ringà or other rubbing contacts, all the windings being fixed, 
and only the pivoted iron armature rotating; and the power con- 
sumption has been very greatly reduced. 

A speed indicator was shown for use in cases where the indica- 
tion of speed must be made at some distance from the machine 
itself. For this purpose a small magneto-gencrator is driven by 
belt or direct coupling from the shaft whose speed is to be 


measured, and is connected by two small wires to the indicator, 
which can be fixed іп any convenient position. The scale of the 
latter is evenly divided, and can take any required form. The 
indicator is dead beat, and the speed is instantaneouly indicated. 

Several indicators can be fitted at different points, a water-tight 
one being installed on the bridge of a ship. 

When it is wished to record the speed on a paper chart, a 
recorder of the ordinary pattern with either 24-hour or weekly 
charts is provided. The acoompanying illustration, fig. 9, shows such 
an instrument, arranged to record simultaneously power and speed. 

Our last illustration shows the Trotter accelerometer, a simple 
little combined gradient and acceleration meter, devised by Mr. 
A. P. Trotter in 1904. It consists of a specially-shaped glass tube 


Fia. 10.—TBorTEB ACCELEROMETER. 


sealed at each end, and completely filled with water, except fot a 
small air bubble, A double scale is fixed along the tube, and when 
the tube is at rest or in steady movement, the bubble indicates the 
gradient, or when held horizontally the instrument indicate 
any acceleration to which it may be subjected. It is usually 
graduated in gradients of so much per oent., and in acceleration: 
expressed аз feet/sec’. Among other uses to which this instr 
ment can be put, are the measurement of power losses it 
trains, tram-cars, and motor-care, when running at various speeds, 
draw-bar pull, and the brake-horse-power given out by battery 
motors as used on cars. 


The Lithanode Co. 


This firm showed a collection of accumulators fitted with 
Lithanode plates, and adapted for use with hand-lamps, medical 
apparatus, &c. The firm's patent Unspillable " arrangement ooa- 
sists of a small chamber at the side of the celluloid container, coa- 
nected with the internal space and the exterior of the box by tubes 
in such a way that it is impossible for any of the electzolyte to 
escape, no matter how the cell is handled, though the gases can 
escape freely. The constraction of the plates gives lightners and 
rigidity combined with low resistance and freedom from bockliog, 
and а special terminal insulator is used to prevent corrosion. Sets 
of cells for laboratory use, hand-lamps equipped with removable 
cells, a battery for medical use fitted with a rheostat for cautery 
and lighting, and small switches, &c., of Gallalith, were als 
shown. 


The London Eleetric Firm. 


This firm showed the ingenious arc-lamp lowering gear, witbost 
ratchet or gear wheels, associated with its name, which achieves 
remarkable results, considering its compactness and simplicity. 


(To be continued.) 


LEGAL. 


Tum ELECTRICAL Co., Lro., v OLivzR H. Tomas, Bow 
AND Co., LTD. 


(Continued from page 973.) 


Мв. SANKEY concluded his opening, and read a mass of correspond 
ence, in the course of which he referred to a letter in which tbe 
machinery stipulated for was a Roby vertical engine, capable of 
developing 120 н.р. with 80 lb. steam at the stop valve, with s 
generator capable of an output of 90 xw., 50 periods, 500 volts s! 
720 B.P.M., also two centrifugal pumpe with an output of 2 
gallons per minute. 

Мв. Jacos Srorrunn, of Hendon, was called, and stated ths 
he was formerly general manager for the plaintiff company, bot 
had since resigned, his resignation taking effect in March of ls 
year. Witness was general manager to the plaintiffs during tbe 
time of the contract in question, he went down to the colliery 
in June, 1907, for the first time, and took the matter into 
his own hands. When he arrived he inspected the plant, which be 
found standing idle, and it seemed to be in good conditios ве 
chanically, but was in a neglected state. They got steam ap and 
found everything was all right with the exception of the ezciter. 
the commutator of which was dirty and the surface slightly orr 
dised. Plaintiffs’ mechanician, Johnson, who also came down, took 
the macbine to pieces and cleaned it throughout. 

Mn. ABEL THOMAS: What is the commutator?—The vital рал 
of a direct-current machine, and if it were not kept scru d 
clean, especially on small machines like tbe one in questics, dif- 
culty would be encountered in getting the machine to excite. 
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What was the state of the brushes ? — They were аз dirty as the 
machine. The plant had been standing for a long time. 

Farther examined, Witness ssid that when he examined the 
machine in question, there was absolutely nothing wrong with 
the exciter, and it defendants had employed a competent driver it 
would bave given no trouble. At thetime he went down, the pumps 
and motors were on tbe surface, but the latter appeared as if they 
had beea under water, because there was some slime which had 
dried upon them and a deposit from the water. The effect of 
these two things was, of course, very detrimental to the insulation 
of the machines. . 

The OrricinL Киғавив: Water is a good conductor of elec- 
tricity, is it not?—Pure water is not but dirty water is, and in 
the dirty water which was upon this particular motor there was 
a very dangerous element, 

Has your firm supplied many motors for pomping in mines? 
— WrrEAESS replied that they had, and that they a reputation to 
maintain. 

Further examined, Witness said that on one occasion he saw Mr. 
Thomas and suggested that they should come to an amicable 
settlement in the matter; a“ the same time he endeavoured to 
convince that gentleman that the plaintiffs’ machinery was not in 
any way defective, and offered to supply defendants with a skill ad 
electrician to unwater the mine if defeadants would supply the 
necessary labour, £2. This Mr. Thomas agrecd to, and an arrange- 
ment to that effect was entered into. | 

OounseL: What was the reason, іа your opinion, for the drown- 
ing out of the mine ?—After tbe occurrence it was impossible to 
examine the starting arrangements of the pumpe, because they 
were in the flooded part of the mine, but his opinion was that it 
was caused by the bad condition in which the starter was in, and 
that it was making bad contact. Later on, when they were able to 
get the starter up out of the mine, he found that he was right in 
his opinion. The starter was in a bad condition, and only made 
contact in two phases, instead of three. The contact fingers were 
very badly burnt.. 

Ia answer to CounseL, WirNESS said that these contact fingers 
frequently wanted replacing. 

Coons: What do you say about using a starter for close upon 


12 months, without doing anything to it?— That was a very long 


time. The contact fiogers were usually replaced every three 
months, but, of course, it depended greatly on how often the 
machine was started. 

Wrrurss was then questioned at very great length as to the 
working of the pumps, the state of the delivery pipes, the train 
rails, Ko. The latter, he said, which were supplied by the 
defendants, were very defective in condition, and caused consider- 
able delay in carrying out the contract. 

Mr. ER, in the course of further examination, said that 
one occasion the driving belt came off. It was the duty of the 
engine driver in charge to see that the belt was properly fixed, and 
оп a previous occasion Witness had warned defendants’ man with 
regard to the matter. He had noticed that a lot of fat was 
being used to make the belt stick to the pulleys, and that was 
a very bad thing to do. Wurness had told defendants’ men not to 
put any more on, hecause if too much fat was used the belt 
woald slip o1 the pulley surface, with the result that the friction 
caused heat which warmed the fat, and then the belt slipped 
right and left. 


Cross-examined by Мв. WILIA us, K.O., WirNESS said the plant 
was to consist of two centrifugal pumps, complete with motors and 


switch gear, capsble of raising 250 gallons minute against a 
24 ft. head. Wutness believed Me Thomas elected to have an 
electrical plant, acting on tne advice of Prof. Galloway. 

The hearing was continued during the week, when Мв. Srorrann, 
was further cross-examined by Mr. WiLLraM8, K.C., for the 
defence. 

Questioned as to the trouble which arose with regard to the 
centrifugal pump, Witness said that with clear water the pump 
might have worked ever so long without corroding on the inside. 

Ма. WILLIAMS: Do you expect to find when a mine is flooded 
that the water you have to pump will be entirely clean water?— 
The corrosion of the pump depended largely upon the chemical 
composition of the water. 

M Is it a fact that there was a very small profit on the contract ?— 
es. 

Did you cut down the price as low as possible ? —We were cut 
down by Mr. Thomas, 

Bat you would not have been cut down without your consent ?— 
Of course, we agreed to it. We agreed to take the order on 8 very 
small profit. i 

In order to secure the contract ?—Qaite so. $ 

And you bought cheaply ?—Of course, we tried to buy as cheaply 
as possible. 

And cheapness involves nastinese?— WiTNESS denied that this 
was the case. Referring to the visits of plaintiffs’ representatives 
to the mine, Witness said that Mr. Thomas liked to see as many 


of plaintiffs’ representatives there as possible while the work was 


in progress. It was business diplomacy and created a good impres- 
sion. About this time plaintiffs’ firm had various contracts for the 
erection of electrical mining installations in South Wales, but he 
denied that they did not send enough men to look after and do the 
work at defendants’ colliery. 

CounsEr then proceeded to cross-examine WitNEss with regard 
to the complaints as to the working of the exciter, and read a 
report from a Mr. Blake, one of plaintiffs’ own engineers, in which 
he expressed the opinion that the field coils of the exciter were 
wrougly connected. 

Wrrnass denied tae accuracy of the report, but admitted that if 
such had been the case, the fault would be in plaintiffs’ works. 
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CoUNsEL: I suppose your firm, being a big company, would. not 
employ men on work of this kind unless it was satiafled as to 
d ekill?—Quite so; we don't employ them unless they are 

lled. EM . 
Coons. asked if a wrong connection of the field coils was а 
mistake a skilled man would be likely to make, and Witness 
replied that he did not know enough abont fleld-ooil work to 
express an opinion. He should say, however, that if they Һай been 
wrongly connected the machinę would not work at all. It was 
quite true plaintiffs took no steps to inquire into Mr. Blake’s 
suggestion, because they were certain tbat there was nothing in it. 
They had the test sheets of every machine, and it would be 
impossible for such a mistake to arise. | | 

CouxsEL: Would running the engine about 10 per cent. below 
its normal speed account for trouble with exeiter? 

WITNESS admitted that ї might do so, because the exciter would 


. be running at a lower speed, and would thus make the excitation 


a difficult matter. Small machines sometimes excited very 
slowly. When he was at the mine, however, he had no trouble 
whatever with the machine, and the fact that it excited once 
satisfactorily showed that the machine was in order. 

Counset: And therefore it ought always to excite ?— Quite so. 

Wirtsgss admitted he could not understand Mr. Blake's sugges- . 
tion; the machine was quite all right, and if it had been praperly 
attended to there would have been no difficulty with the excita- 
tion. Ata later date, when the machine was taken to pieces and 


examined, the only suggestion which could be made with pe proi 
oF 


to any difficulty in starting was that the residual magnetism 
machine was low. 

The hearing was continued on Tuesday, December 21st, when 
Mr. Stottner was cross-examined for the seventh day in succession. 
At the close of the day the matter was adjourned until after the 
Xmas e Our report of Tuesday's evidence will appear 
next wee | 
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Reeves v. MANCHESTER CORPORATION. 


AT the Manchester Assizes on the 17th inst., Arthur Henry Reeves, 
Rasholme Grove, Rusholme, a coachman and chauffeur, sued the 
Manchester Corporation for damages for the loss of his left arm. 
His case was that about eleven o'clock p.m. on May 15th he and a 
friend were about to get on to a Oorporation car which was 
stationary at the junction of Stockport Road and Dickenson Road. 
It was а single-deck car with à platform at each end. Plaintiff 
mounted the footboard leading to the platform at the front of the 
car, and was holding the rail when the guard said to him, “ The 
car is fall,” put his hand on the plaintiff's shoulder and pushed 
him. The car started and the plaintiff fell on the road on his back. 
The wheels of the car passed over his outstretched left arm, which 
was to mutilated that it was amputated at the Royal Intrmary. 
The defence was that the plaintiff got on the wrong car, and, 
finding his mistake, stepped backwards from the platform and fell. 
It was denied by the plaintiff that he left the car voluntarily, and 
he called witnesses who said they saw the guard push him. The 
guard and others denied that he pushed the plaintiff. 

Ma. Justicz Bray pointed ont that it was for the plaintiff to 
prove his case and to satisfy the jury that the accident happened 
owing to some negligence or wrongful act on the part of the 
defendants’ servants. In this case no contributory negligence was 
alleged, and the jury had to decide between the conflict of 
evidence. . | . 

The jury found for the plaintiff and awarded him £275. 
Judgment for that amount was entered with costa. 


е 


Ессгиз CORPORATION v. SoutTH LamcAsHIBB TRAMWAYS 
Co, LTD. 


Mn. Justice Evm, in the Chancery Division on the 16th inst., 
heard ao action by the Corporation of Eccles (Lancs.) мазе 
the South Lancashire Tramways Oo., by which they sought to 
restrain the tramway company from trespassing upon a section of 
about 500 yards of their electric tramway system. The Salford 
Corporation were also added as defendants, owing to an arrange- 
ment which they bad made with the Eccles Corporation to work 
the line, and a licence which they had granted, without the 
permission of the Eccles Corporation, to the tramway company, 
enabling them to tun over the seotion in question. DUM 

The defendants pleaded that they were acting within the powers 
conferred npon them by the working arrangement in permitting 
the defendant company to use the line as they were doing. 

Mr. P. Ogden Lawrence, K.C., appeared for the plaintiffs, Mr. 
Jessel, K.O., for the South Lancashire Tramway Co., and Mr. 
Clayton, K.O., for the Salford Oorporation. - vs 

Mr. P. О. LAwRENCZ, in the course of his opening, said that the 
tramway company were running their tramcars over a portion of 
the Eccles system without any licence or authority from the 
Corporation, but they claimed a right to do eo as they held a 
licence from the Salford Corporation, with whom there was an 
arrangement for running powers. The case, he said, depended 
mainly upon certain clauses in the Acts of Parliament and the 
agreement between the two Corporations, and he contended that 
the plaintiffs were prejudiced by the position taken up by the 
tramway.company. ; | 

Evidence was ealled for the plaintiffs to show the relationship 
which existed between them and the Salford Corporation in regard 
to the tramlines, and some of the witnesses stated that damage 
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was occasioned by the vibration of the company’s cars, some of 
which were light and unsteady. The Eccles Corporation, it was 
stated, not only did not give the Salford Corporation authority to 
enter into an agreement, but objected to their doing so, although 
they would not have objected themselves to have granted powers 
to the company to use the section in question. 

For the defence it was argued that the arrangement was for 
the public convenience, as by it was accomplished the desired 
е of getting continuity of service from Liverpool through 

ford and Worsley to Manchester. 

Mn. OLAYTON, for the Salford Corporation, contended that the 
rights of the Ecoles Me esp conferred by their Tramways Act, 
had been pase on to the Salford Corporation, without interfering 
with the Eocles rights or position. The licence granted to the 
tramway company by Salford was only a revocable licence, and 
therefore could not interfere with the rights of Eccles, and by 
granting it Salford had not committed any breach of their agree- 
ment with Eccles. Salford Corporation were acting within their 
rights when they granted the licence to the company, and if any 
extra burden were thrown upon Eccles by running the cars over the 


section in question, the liability would be upon Salford, no doubt. 


Mn. Jussmr, for the South Lancashire Tramways Oo., said that 
his clients were in the unhappy position of being between the 
anvil and the hammer, and were the victims of the jealousy which 
existed between the two corporations. They had Parliamentary 
powers to work the tramway with the consent of anybody who had 
power to grant it, and he contended that Salford had such power. 

Ma. LAWRENCE contended that Salford, as lessees, had no power 
to grant a licence to a third party. Such a licence could only be 
granted through the Board of Trade. The Eccles Oorporation had 
no power to give the Salford Oorporation authority to grant such a 
licence, even if they so desired. 

His Lonpem reserved judgment, stating that if possible he 
would give his decision before the vacation; but if he was unable 
to do so, two or three weeks’ delay could not do harm to any one. 


ABTHUB v. HENDERSON. 


Ix the King's Bench Divisional Court on Wednesday, December 15tb, 
Mr. Justice Darling and Mr. Justice Pickford heard an appeal from 
the decision of the learned Official Referee, Mr. Pollock, in this 
action. It appeared that in 1904 the parties entered into negotia- 
tions for a lease of the Falham Theatre. Whilst these negotiations 
were in progress, Mr. Arthur made inquiries as to the condition of 
the electric lighting installation at the theatre, with the resolt that 


on November 25th, 1905, a letter was written and signed by Mr. 


Henderson, in which he undertook, if the electric light was not in 
order, to execute the necessary repairs at his own expense. That 


Fic. 1.!.—Тнв “ AGILE” BRUSH-HOLDER. 


was before the lease was executed. Under the terms of the latter, 
however, Mr. Arthur was pledged to keep everything in repair, and 
the learned Referee refused to consider the letter, as being incon- 
sistent with the terms of the lease. When the electric light was 
tested, it was found to be in need of repair to the amount of about 
£900. Appellant claimed that the letter should have been admitted 
as evidence. 

Their allowed the appeal, and ordered the matter to 
be referred back to the Offcial Referee. 


Byatt v. Кагойв ELEOTRIC CARBLGE SyNDICATE, LTD. 


Ox Friday last Mr. Justice Grantham and a special jury concluded 
the hearing of this action, Miss Ivy Byatt and her father, Mr. 
Henry Byatt, the novelist, being awarded damages in respect of 
personal injuries sustained by the former. 

According to the evidence, it appeared that while cycling along 
Queen's Gate on Jupe 30th last, Miss Byatt was knocked off her 
machine by one of the defendant company’s broughams, with the 


result that she was completely paralysed below her shoulders, and, 
usb, K. C.), nobody could pre- 


said her CousxszL (Mr. Montague 


dict anything more for her than a lingering death. The plaintiffs 
case was that Miss Byatt was overtaken by the brougham, and oa 
hearing a warning sound she swerved to the left, notwithstanding 
which the brougham ran into her. 

For the defence, it was alleged that just before the brougham 
reached her, Mies Byatt swerved to the right,'and the accident was 
unavoidable. 

The jury found for the plaintiffs, and assessed damages at £1,340. 

Judgment was entered accordingly, but it was stated that an 
arrangement had been come to by which, on the defendants paying 
E500, the plaintiffs would not impede their appeal. 


Tus PHOSPHOR BRONZE COMPANY. 


Tus petition upon which on Tuesday last Mr. Justioe Swinfen 
Eady directed the compulsory winding-up of the Phosphor Bronse 
Oo., Ltd., was mentioned again. 

Mn. OLausoN, representing the petitioners, stated that the 
company bad now made arrangements by which they could pay the 
whole of the petitioners’ debt and costs, and they were prepared to 
do so within two or three days. They had communicated with the 
petitioners, and he now asked his Lordship to stay the drawing up 
of the order for seven days, in order to see whether the debt was 
discharged. 

His Logpbe HI said that he could not make an order in that 
form. If the petitioners were willing he would dismiss the 
petition, otherwise the order must stand. 

Мв. Grover, for the company, asked his Lordship to allow the 
order to wait for a few days. 

Hie LoBpsHrP said he could not. If the parties agreed out of 
Court, however, he would dismiss the petition. 

" Мв. Сгловох said he was not instructed to ask his Lordship to 
o that. 


NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


New Patent Brush-holder. 


Мкзввв. H. T. Воотнвоур, Lrp., of Bootle, Liverpool, аге 
bringing out an extremely simple brush-holder. made entirely of 
wire, the invention of their general manager (Mr. J. Н. Woollis 
croft). The device, which is known as“ The Agile," is shown in the 
accompanying figure (fig. 1). It will be seen that the carbon is guided 
by a wire frame, to which it is electrically connected by a flexible 
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tail; the upper end of the carbon brush is provided with a notes, 


in which lies the pivoted wire presser, preventing the brush from 
tilting. The pressure is adjusted by sliding the small spring along 
the presser, and the holder is clamped in position on the carrier by 


and dotted at the right 


tness of 


give. 


Reinforcing Decayed Poles. 


A simple method of reinforcing poles which have suffered decay 
at the ground level is shown in the accompanying section (fig. 2). Tae 
le is supported with a tripod, while a trench is dug round the 
utt, descending as far as the healthy part of the ; a cage of 
steel rods is then formed round the base, the rods, j in. ? 
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diameter and 3 ft. to 5 ft. long, being pointed atiboth ends and 
driven into the wood as shown. The rotten wood having been 
removed from the butt, concrete is rammed round and inside the 
cage, forming a massive socket or pedestal. If the whole of the 
batt below ground is rotten, a substantial false butt of concrete is 
formed in its place, to receive the ends of the steel rods, the upper 
part being finished as before. It ie stated that by adopting this 
method, which was devised by MR. Osn, of the Allegheny County 
Light Oo., U S. A., a great saving is effected —tbe cost of strengthen- 
ing a 30-ft. pole being 14s., compared with £5 for renewing it. 
The chief item of expense in renewing poles is not the cost of a 
new pole, but that of changing over the insulators and wires, which 
is avoided by the method described. 


LEAD. 


THE formation of a combination of lead interests, though 
apparently it has done little to affect the price of the metal, 
has the effect of drawing attention to the possibility of a 
central control in a second of the producta affecting electrical 
machinery. Lead affects the industry particularly through 
the manufacture of accumulator plates, and its use 
as а protective sheathing for cables, a covering, too, 
for which it would be difficult to find a substitute. Ite 
use in fuse wire, though extensive, can hardly be 
considered important. In the two former branches the 
electrical industry would be as unpleasantly placed as 
the building trade and others (water supply, drainage, &c.) 
to whom lead is indispensable, should a considerable increase 
of price be possible. The continued steadiness of the metal 
is reassuring in this respect. Lead, the use of which, of 
course, dates back to pre-financial times, has, since a record 
of prices has been kept, never reached what may be called the 
starvation limit ; it rises naturally on the discovery of a new 
source of demand, but recovers its own level again by the 
cheapening of means of prodaction, or the opening of, fresh 
or abandoned mines, the supply of it being plentiful, and 
it being also a by-product to silver mining. 

The largest producers are the United States, Spain and 
Germany. Mexico and Australia come next in importance, 
England, at one time the leading country for lead-mining, 
being now very low on the list, with 21,000 tons for 1908, 
out of a total 1,052,500. The outlook for the home pro- 
ducer is not without encouragement, however, as two 
mines were reopened in Cardiganshire early in 1909. In 
fact, the total “obtainable” in this country for 1908 
(39,700 tons, including imported ore) bears a curiously 
small relation to the total consumption of Great Britain, as 
given by the German Metallurgical Associations in their 
annual comparative statistics." Неге we find that, for 
1908, the consumption of Great Britain was 228,800 metric 
tons, that of the United States 321,000 tons, Germany 
211,300 tons, and France 103,000 tons. This leaves less 
than 200,000 tons for the rest of the world, supposing the 
output figures to be accurate. | 

Of recent years the pric. nas certainly declined, it being 
now some £6 lower than in 1:01. 


BUSINESS NOTES. 


Calendars and Catalogues.— BRITISH INSULATED AND 
HELSBY CABLES, LTD , Prescot. —New pamphlet (56 pages) (No. P. 
104, Supplement No. 2) very finely produced and fully illustrated, 
relating to the Prescot overhead materialfor electric tramways. 
Trolley wire, ears, hangers, pull-offs, splicing tubes, line insulators, 
mechanical frogs, crossings, section insulators, trolley heads, 
and trolley line tools, are all shown and priced. The 
last few pages contain a long list of tramway and railway contracta 
that have been carried out, and of the firm's numerous branches and 
eub-agencies in all parts of the globe. 

Messrs. THERMIT, LTD., are wishing their friends the Season’s 
Compliments by the medium of another of their handy pocket 
memoranda books. There are a number of pages describing the 
Thermit welding system and the progress it is making, and two 
pages contain calendars for 1910 and 1911; the remainder is all 
plain for note-making. There is a pucket inside the front cover 
and a pencil at back edge. 

Tsu ELECTRIC Construction Co., Lro., have a happy knack of 
doing things nicely at souvenir time, Last year they sent to their 


candle - power tantalum lamps, to which allusion was 


friends a ' match-box as though to suggest lighting the pipe of 
peace, and, we believe, a bulky piece of rubber for erasing any 
unpleasant recollections. This year they have just favoured us 
with one of the neatest little vest-pocket diaries that we have 
ever seen, with card and stamp pocketa& The name of the company 
does not intrude itself—it appears inside the case in small gilt 
lettering, but nobody receiving it will forget from whom it came, 
as it is so different from others. With it there has come a handy 
penknife with which we shall hope to cut out many a newspaper 
paragraph regarding contracts booked by the company in the 
coming year. 

To the ELECTRICAL Power STroBíAGE Co., LTD., of 4, Great 
Winchester Street, E.C., we are once more indebted for a very 
serviceable desk blotting pad and diary, with its so familiar top 
monthly date edging. May our, first ph to be blotted 
thereon be one of good wishes to the company, hoping that they 
will have excellent business to fill, and a capital report to issue, 
during 1910. 

Mryssnas. FALE, STADBLMANN & Co., Lro., 83/87, Farringdon Road, 
E.C.—In order to keep the Bfesca lamp in mind, the firm have 
issued a small vest-pocket folding card with calendar for the year 
1910. There is a turned up corner in the shape of a lamp, behind 
which you may keep stamps for a time. Firms selling Efesca" 
lamps can have quantities of the calendars with their own name 
printed thereon. A copy of list P. 659 has also been received. It 
gives prices of, and some other information regarding. high candle- 
power “ Efesca” lamps, which they can supply in 100, 200, 300, 
400, 600 and 1,000-o.P. sizes, for 100 to 260 volts for shop front, 
street, railway station, and other lighting. 

TRI A. E. G. ErzcrBicAL Оо, oy SourH Aratca, Ip., Caxton- 
House, Westminster, 8.W.—12-page illustrated brochure (in English) 
devoted to '' Electricity Appiled to Printing." Beveral electrically- 
operated German presses are illustrated. A collection of other 
literature in the firm's standard form deals with the following 
subjects :—Switchboard measuring instruments (electromagnetic), 
also continuous current moving-coil instruments, electric ceiling 
fans, automatic starters for three-phase motors, continuous current 
interpole railway motors, and lead-covered cable accessories (branch 
joint-boxes). 

Messss. G. M. Boppy & Co., 15, Gray's Inn Road, W.C.—Leaflet 
giving latest prices of Metallik " lamps. 

THs Do wand Rapuxt Heart Oo., LTD., 24, Badge Row, E. O. 
—List of luminous electric radiators for the 1909 season. Many 
designs are shown and prices are stated. 5 

Messrs. L. E. Wirsos & Oo., 20, Cross Street, Manchester.— 
Price leafiet of the Thomson police lamp. 

Taz O.W. Hunt Co., New York.—Catalogue (No. 096), giving 
illustrated notes regarding their dumping tubs and grab buckets. 

Тнк ELECTRICAL Apparatus Oo., Lro., Milford Works, Queen's 
Road, Battersea, G. W.—Oomplete catalogue consisting of a collec- 
tion of lists brought together ina neat binding cover, containing 
a description with clear illustrations of ampere-hour meters, pre- 
payment meters, motor starters, shunt field regulators, starter 
regulators, D.O. motor panels, one-minute motor starters, and 
“ Klectrcstan " fuse wire. RS 

Merssgs. Bizwmwss Bros. Dymamo Works, LTD., Tyssen Street, 
Daleton, N.E.—Two new publications. One shows and briefly 
describes numerous designs of snop window reflectors for use with 
tantalam lamps; the other gives prices of the new types of low 
e on 
page 976 of our last issue, and particularises the alterations that 

ve been made in style of bulb. The lamps are now made in 
voltages ranging from 20 to 240 volte for ordinary use. Oopies of 
this leaflet can be supplied to contractors, dealers, or ironmongers, 
with their own name printed on if they so desire. 

THe GENERAL ELECTRIC Oo., Lrp., 71, Queen Victoria Street, 
E.0.—A further batch of publicity literature has been received 
from tbis company. The principal item is a finely-illustrated 
catalogue of electric heating and cooking apparatus, and it 
includes a number of new designs of radiators (luminous, convector, 
and conduction types), stoves, chafing dishes, water heaters, ovens, 
irons, kettles, &c. The second is section O (No. C 1,371) giving 
prices of “ Geekoduct" insulated conduit (especially suited for 
tropical climates) and accessories. A third relates to А.С. trans- 
formers for Osram lamps and other purposes; while a fourth 
details the Angold” enclosed aro lamps (short ehuntless type) of 
which it is stated there are over 100,000 in use. In all the lists 
prices are very clearly indicated. The transformer and Angold 
lists contain reduced prices, Some loose blotters for desk use give a 
calendar for the months of January and February in out-lined 
lamps, and an inch measure at foot, and they remind the user of the 
current-saving qualities of Osrams. We have also received the 
“ G.E.C.” Daily Reminder for 1910—a set of calendar slips slotted 
to fit the wooden stands distributed last year, each slip bearing a 
reference to some feature of the company's activities—and a hand- 
some writing pad, provided with pockets for stationery and an 
ample store of blotting paper. A similar souvenir was sent us in 
1907, and we cannot better express our appreciation of ite admir- 
able qualities than by recording the fact that we have used it con- 
tinually for the past two years,and have found it a most handy, 
convenient and durable deak companion, which we should be sorry 
to part with. | 

Мв. G. Ввлшлк, 8, Lambeth Hill, E.C.—Leaflet drawing atten- 
tion to the '' Dusseldorf” counter-current circulation economiser, 
for which he is agent. | 

ME&3RS. SANDERS, REHDEB& & Co., LTD., 108, Fenchurch Street, 
E,C,—Leaflet describing à new form ot Sarco” patent feed- 
Water weigher, i B i AP AE 
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Тнв Ввгпен ALUMINIUM Co. Lrp., 109, Queen Victoria Street, 
E.0.— List tabulating particulars of hard-drawn aluminium cables 
for electri-al transmission lines, with copper equivalents. 

Тнк ELECTRIC CONTROL AND Repucer Co., 15, Oxford Street, 
W.—Leafiet describing the Martin patent regulator, with directions 
for fixing and use. 

We are indebted to Messrs. Bremens BOS. & Co., LTD , and 
Втвмвив Bros. Dynamo Works, Lro., for copies of their self- 
opening pocket diaries for 1910. The 48 pages that precede the 
diary section are occupied with a variety of useful tabulated matter 
of a general and engineering character, and particulars of the 
Siemens companies, their contracts and branches, with illustrations 
of tbeir manufactures. A serviceable memoranda section appears 
at the end. 

Messes. Sr«prsx Сонооттв, Lro., 116, Charing Cross Road, 
W.C., have favoured as again this year with one of their very 
useful and neat breast pocket diaries (black and gilt cover and gilt 
edging) with ample memoranda space (squared paper). Some 16 
pages (quite unobtrasive) of matter relating to Simplex specialities 
precede the diary pages, and the latter are followed by 32 pages of 
useful tabular and other information for contractors and electrical 
engineers generally. 

Тнв EBLROTRIOAL Co., Lrp., 121-125, Chariog Cross Road, W.0.— 
Twelve-page illustrated list with prices of electric heating and 
cooking apparatus, including kettles, water heaters, urns, heating 
plates, hair curler heating and hair drying apparatus, &c. 

Mersses. Sreuans Bros. & Oo., Lrp., Caxton House, West- 
minster.—New catalogue, No. 512, containing complete illustrated 
descriptions of their frequency indicators and vibration tacho- 
metera, both of whieh instruments are designed on the vibratory 
reed principle. The vibration tachometer is designed to indicate 
the speed of any type of machine. ` : 

Har? ACOUMULATOR Co., Lrp., Marshgate Lane, Stratford, E. 
—Once again this company has favoured us with one of its desk 
blotting pads, with convenient top pocket. 

Massas. HauvwARD-TYLBER & Oo., Lrrp., 99, Queen Victoria Street, 
E. O.— Pocket diary for 1910, with a small space for every day ia 
the year. A good number of are devoted to illustrations of 
the firm's pumping engines and to tabular data of interest in con- 
nection with their manufactures. | 

Tum WrsrkeBW Exvsecrnric Co, Norfolk House, Victoris Embank, 
ment, W.C.— Very neat hanging wall or desk calendar for 1910, with 
a complete calendar for the year unobtrusively printed half on either 
side of a collection of monthly tear-off slips. 

MzssBs. НАмплон BBos, Glasgow.—Henging calendar with 
monthly slips, drawing attention to the WH“ ironclad electric 
control. 

Тик District ЕЁгә®ствїс Co., LTD., 35, Queen Street, Wolver- 
hampton.— Wall calendar for 1910, with monthly slips placed below 
a print, The Rising Moon." 

М 6588. Маг рав Bros & ТномрРв2м, LTD., 34, Queen Street, 
E.C.—Convenient hanging calendar for 1910, with monthly tear-off 
slips, in the firm's usual style, with clear figuring for dates. 


Baukruptcy Proceedings. — Epwarp WILLIAM 
Banron-Waiacat, electro-therapsutic specialist, and lately manag- 
ing director of the Bartiten Light Cure Iastitute, Ltd., 1, Albe- 
marle Street, Piccadilly, W.—'The first meeting of creditors was 
held at the London Bankruptcy Court on Monday before Mr. E. 
Leadam НоовЪ, Senior Official Receiver. The company was pro- 
moted by the debtor in March, 1906, with а nominal capital of 
£10,000, subsequently increased to £22 500, to take over and 
develop, as a going concern, the busiaess of the Bartitsu L'ght Care 
and Electro-Tnerapeutic Institute, which he had previously carried 
on. The chairman reported that it appeared from the debtor's 
statements when before the Examiner that h« acted as mansging 
director of the company until last January, when it went into 
compulsory liquidation. The bisiness was sold in April last, and 
the debtor had since acted as manager for the purchaser. He dis- 
puted the claim of the petitioning creditor, and did not admit 
insolvency, although the only assete disclosed were certificates for 
6,000 shares in the Bartiteu Light Cure Iastitute, Ltd., to which no 
present value was attached. The meetiag was adjourned for three 
weeks to enable the debtor to submit an offer. 

Вовввт E. WALKER, electrical engineer and cycle agent, 
Hereford.— A receiving order has been made on a creditor's 
petition. 


Book Notices.—iVA^o's Who, 1910, and Who's Who 
Year Book London: A. & C. Black. 10s. net. and Is net.—We cannot 
remember the number of times that we have to refer to our 
Who's Who in the course of the year, but they are very many. It 
nearly always tells us what we want to know, and we are quite sure 
that it isone of the books that it is least easy to dispense with from 
the reference shelves of any study. Every man or woman who has 
to do with matters of public or social interest frequently desires or 
requires to know something about others who are concerned there- 
with, and perbaps some who have nothing to do with them at all. 
la this book their case is well met. The } car Book is a supple- 
mentary companion, in which further matter is arranged in easily 
accessible tabular form. As the publisbers say, the lesser book is 
a key to the larger one." 

The Englishwoman's Year Book, 1910, 23. 6d. net, and Thr Writers’ 
and Artists’ Year Book, 1910. 18. net.— These are two reference works 
ot a somewhat similar class to the abova, and they are issued by the 
same publishers. Toe former is an interesting book which should 
be increasingly in demaud in these days, when women are seeking to 
tarn their days and nights to more profitable account. Our wives 
and daughters loom somewhat largely on the horizon io the future 
of political matters, and those whose ambitions lie that way will 
find something to aid them in their pursuit; bat for that greater 


company who are contented with the domestic, social, religious and 
charitable occupations or avocations, the book is of most value. 
Matters educational, professional callings, employment in medical 
and many other capacities, such as art, music, literatare, nursing, 
and so forth, are handled fully, while sporte, pastimes, travels and 
“animale” are not overlooked. We can imagine many a wore 
Christmas gift than these four reference books. 

“ Mechanical World” Electrical Pocket-Book for 1910. Manchester: 
Emmott & Co. Price 6d. net.—The new issue of this book has 
beea printed on thinner paper, effecting a decided improvement. 
The contents have been revised and rearranged, and many new 
sections bave been introduced, the subjects including the Condait 
System, Oheap House Wiring, Meters, Carrying Capacity of Cables, 
and so on. The book contaias a great variety of information in 
tabloid form, covering a wide range of electrica! applications, aad 
is remarkably cheap at the price. | 

"On Some Causes for our Declining Steel Trade and theit 
Remedy." By Benjamin Talbot, managing director of the Cargo 
Fleet Iron Co., Ltd., Middlesbrough. 20 page pamphlet. 


Closed for the Holidays.—Messes. Brook, Hirst 
AND Oo., LTD., of Chester, announce that their works aud offices will 
be closed from to-night, 24th inst., until Wednesday, 29th inst. 

Messrs. Watson, LarpnaAw & Co., Lro., of Glasgow, announce 
that theie works and drawing Office will be closed on December 316 
and re-opened on January 7th. The counting-house will re-open 
on Jauuary 4th. 2 


Electrical Enterprise in China.— Reporting on the 
foreign trade of China, Mr. W. P. Ker, Commercial Attaché to His 
Majesty's Legation at Pekin, states that the value of machinery 
imported in 1908, though less than in 1907, was again much greater 
than in previous years, and is likely to increase as Chinese mills 
and factories of all kinds are constantly being started. It is 
impossible to asgertain the origin of the machinery, but there is 
every reason to sappose that British manufactures take a leadin 
share. The trade is one which demands close attention an 
vigorous nursing by expert technical representatives in China, and 
there are welcome indications that British firms are determined not 
to be left behind. In Shanghai one or two British firms have opened 
showrooms for machinery, in charge of qualified engineers, where 
Chinese buyers can see the machines actually working. For cotton 
mills and oil mills British machinery is almost exclusively used, 
but orders for flour mill machinery have mostly gone фо Ameri a. 
The chief feature of the year in connection with the machinery 
trade wasthe number of orders placed for electric light installations. 
One of the largest installatiqns, that at Haokow, was contracted 
for by a British firm. Amongst others, electric light was installed 
at Antung, the plant being of British manufacture imported from 
Japan; the British Concession at Chinkiang was supplied with 
light by the native electric light company already lighting the 
Chinese city ; an electric light company was formed with a small 
capital to light a new street at Chengto, the capital of Ssechuan, 
and it contracted for an installation which may be extended 
if successful; electric lighting was stuted on 2 small scale at 
Chungking in June, 1908, with plent purchased from the United 
Kingdom through a British firm at Shanghii, and this year tenders 
from various firms were being considered for a large plant to light 
the whole city; the electric light company at Swatow was recon- 
structed with a capital of $140,000, and new engines were ordered 
from Europe for relighting the town in July, 1909; a Chinese electric 
light company, formed two or three years ago at Wuhu, commenced 
operations in April, 1909, with 3,000 lamps, but with plant sufficient 
for 6,000 16-candle lamps—machinery mostly of British manu'ac- 
ture. The electric light company and the waterworks company at 
Haukow imported over £460,000 (? dollars, E is) worth of fittings 
direct from the United Kiogdom ia 1908 ; and the extensi te electric 
lighting systems already at work at Shanghai, Canton, Tientaia and 
Pekin continued to extend their operations. Electric lightiag at 
Ne wchwang begins this year, and a project for lighting Amoy was 
mooted in 1908, but failed for want of capital. Tientsin led tbe 
way in electric tramways some years ago, and io 1908 about nine 
miles were open to traffic, nearly all double tracka, workei by the 
Compagnie de Tramways et d'E Лаігасе Electriqaes de Tientein. а 
Belgian concern. The spring of 1908 witnessed the inauguration 
of two electric tramway services ia Shanghai, one in the Iater- 


national Settlement covering 26 miles, and one in the French 


Settlement covering 15 kiloms. The former has 65 cars, and carries 
nearly 30,000 passangeré per day; the latter has 20 cars ia service 
carrying a daily average of 7,450 passengers. 


Trade Aunouncements.— Mus ms. BABCOCK & WILCOX, 
Lrp., are to-day removing their Manchester office from 14, Deans 
gate, to more commodious premises at 30, Oross Street, Man- 
chester. The telephone number will remain as before—No. 3,112 
City, and the telegraphic address Bab:ock, Man^hester." 

Тнк Sono ScientiFio INSTRUMENT Co. report that their new 
building, containing offices and showrooms, is now complete, and 
they request that all communications be addressed to 175, Wardour 
S:reet, W. The works were closed from Deoember 6th to December 
20th dur.ng removal to Wimbledon, S. W., where additional new 
plant nas been installed. 

MEs3H8 NREvILLE, WILLIAMS & Co., are removing from to-day 
date to larger and more convenient premises at 80a, Southwark 
Street, S. E. 

The registered offices of the NaTIONAU TRBLEwRITER Co. have been 
removed to 20, B icklerebury, E. O. 

We learn that, after offi:ial iaspection of Imperial eater-tabe 
boilers under construction in the works of Epwim Danxs & Oo. 
(OLpBURY), Ltp., the Admiralty have placed the company apos 
their list of manufacturers of water · tube boilers. The Water-tabe 
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Boiler and Engineering Co., of 11, Queen Victoria Street, E. O., 
m furnish any further information desired concerning these 
ers. 


Dissolutions and Liquidations. — Тнк BRADFORD 
Егвстаісли Enainesama Co, Lrp., carrying on business as 
electricians, at 65, Manningham Lane, Bradford.—A meeting of the 
creditors in connection with this liquidation was held on 
Wednesday, December 15th, at the Queen's Hotel, Leeds, the chair 
being ied by Mr. Houston (representing Mr. G. E. Corfield, of 
London, joint liquidator), and there were also present Mr. Walker, 
on behalt of Messrs. Poppleton, Appleby and Turner, representing 
J. H. Tucker & Oo. Simplex Conduits, Ltd., Messrs. Davis, 
Smith & Co., and the Electric and Ordnance Co., Ltd.; Mr. Wallis, 
representing the Electrical Contractors’ Assóciation ; Mr. Scaife; 
representatives of the General Electric Co. ; Siemens Bros. Dynamo 


Co, Ltd.; Wilson & Co.; Mr. Barclay, representing the Tudor: 


Accumulator Co.; Mr. G. H. Lougee, representing the Bradford 
and District Bank; Mr. Douthwaite, represen Mr. C. A. Muller, 
of Bradford ; and Mr. J. H. Haley, joint liquidator. Mr. J. H. 
Haley said that Bec. 188 of the Act enabled creditors to determine 
the necessity or otherwise of making an application to the Court 
for the appointment of fresh liquidators, other than the ones which 
had been a ted at the meeting in November, or to appoint a 
committee of inspection. If the creditors decided on either of 
these two courses it would involve oonsiderable expense, and in 
order to obviate this they could, if they wished, appoint an 
advisory committee to act with the liquidators. At the meeting 
in November, the larger creditors had been called together to 
consult with the directors as to what steps should be taken in 
regard to the affaira of the company, tbe two managing directors 


having, on the wish of the directors, resigned their positions on 
November 18th last. A [proposed scheme for establishing the 


business on a r basis was laid before the meeting, whereby 
the creditors would have.received 20s. in the £, and the business 
would have been continued. Unfortunately, certain creditors 
thought it advisable to wind up the business, and therefore the 
proposed scheme fell through. It was also decided that Mr. 
Corfield should act along with him (Mr. Haley) as joint liquidator 
in the winding up, and a meeting of shareholders was held on 
November 29th, at which it was decided to wind up voluntarily. 
The company was incorporated on October 30th, 1907, with а 
nominal capital of £3,000 divided into 3,000 shares of £1 each, of 
which 1,182 were issued, 732 being issued against cash and 
outside shareholders, and 450 to the vendors against the 
purchase amount as part consideration. The vendors were Mr. 
О. J. Oaseé and Mr. H. Н. Caseé, and the contract was 
based on a balance-sheet showing the following position on 
Jane 306, 1907:—4Assets, £278; stock, fittings, &., £420; 
due by bank, £90-; total assets, £788; deduct from this creditors 
for E222; asseta shown over liabilities, £566. А trading account 
prepared at the same time by a firm of Bradford accountants 
showed a trade profit for three years of £770, oran average annual 
profit of £259. This balance-sheet was put forward as having 
been prepared and investigated for the purpose of forming the 
business into a limited liability company. Unfortunately for the 
shareholders, when he came to audit the statement of December 
31st, 1907 —two months after the company's incorporation—he found 
the accounts named to be inoorrect. It appeared that there was 
an amount owing by the vendors under their contract with the 
com , which sum they were unable to make good. A prospectus 
AS lined for private circulation, which stated that the vendors 
had agreed to accept £1,200 for the assets of the business, includ- 
ing £700 for goodwill. This prospectus, together with the 
acoountant's balance-sheet, was submitted to him by the present 
chairman of the company, and he (Mr. Haley) told the chairman 
that in his opinion any payment for goodwill was not justified, 
and he advised that the amount of the goodwill should be taken 
out, and then, perhaps, the business could go on. This was agreed 
to. When, however, the accounta to December were taken, they 
showed a deficiency of £340 against the vendors, which they could 
not pay, and the shareholders were thereupon consulted, and it 
was agreed that the £340 should be dealt with as 4 loan. The 
amount owing bad since been reduced to just short of £300. Ever 
since the company was formed the trading had not been profitable, 
and on September 30th last there was a deficiency of £303. 
The directors, having been for some time diesatistied with the 
managers, determined to make a change. Subsequently he was 
consulted, and stated that he was not satisfied with the stock- 
taking. He was, nevertheless, of the opinion that the stock should 
be independently valued, and he instructed a valuer to go over it, 
and it was valued at £316 on October 31st, as against £600 on 
September 30th. The shareholders’ capital having vanished, the 
directors, after consultation with the shareholders, decided that 
they would endeavour to pull the affair round, and they, therefore, 
decided on the meeting previously referred to in November. The 
statement of affairs to November 29th, 1909, now presented to the 
meeting was as follows :—Liabilities to unsecured creditors, £1,238 ; 
debenture-holders (deducted in contra), £100; contingent liabilities, 
£71, estimated to rank, £71; preferential creditors (deducted in 
contra)—rates, £13 9s. 5d., rent, £21— £37, total liabilities, £1,309 ; 
assets : book debts (£820) estimated to produced £650; furniture, 
fixtures, plant, &c., as valued by Mr. C. F. Scott, £56; stock-in-trade 
as valued by Mr. C. F. Scott, £317 ; work ia progress, £25; cash at 
bank, £14; total, £1,062; deduct debenture -holders’ £100, and 
preferential claims, £37 (per contra), £137; total assets, £924; 
leaving a deficiency of £385. 

In answer to creditors, Mr. Haley eaid the echeme which was 
laid before tbe directors, and to which he kad referred, could not 
possibly be revived now, and he did not think the creditors would 


get anything like 20s. in the £. The scheme had not been adopted, 
and he considered that it was a foolish step that had been taken. 
The stock had been valued asa going concern and not at stock 


rice. 
: The Chairman stated that there was some slight hope of selling 
the business as a going concern. 

Mr. Haley said the affair had been valued at what would be 
considered a fair price as a going concern. = 

A creditor asked if any explanation had been given by the 
previous managers as to the over-valuation of the stock, and Mr. 
Haley replied in the negative. The managers had left rather 
abruptly, and he had got as much information as he could out of 
them, but, of course, he could not get much. 

After some discussion it was unanimously agreed that the 
appoiatments made at the November meeting should be confirmed, 
and on the motion of Mr. Lougee, seconded by Mr. Walker, an 
Advisory Committee, including Mr. Douthwaite and Mr. Barclay, 
was appointed to act in conjunction with the liquidators. 

The following were the creditors over £10 :— 


Aland & Co... T et .. 4l Haley, J. Herbert.. Se 4. £M 
Atkinson ve id es 82 Johnson & Phillips, Ltd. . 41 
Braulik, G. .. 25 МЕ 5% 28 Krupka & Jacoby .. ae os 1 
Brit. West. Elec. Mig. Со, .. 87 Muller, C. A. "à jd is 2 
Barwell, J., & Bons za 2s 16 Northern Electric Wire Co. 1 
Bradford Corporation .. 26 18 National Telephone Oo... 1 
Bradford District Bank .. .. 176 Premier Accumulator Co. 2 
Connolly Bros., Ltd. m sí BR Reavell & Co. s ss 5 
Crabtree, W. I. bs `$ 90 Beattergood & Johnson 4 
Eureka Conduits & Fittings Co. 22 Bun Electrical Co. 12 8 
E. M. F. Manufacturing Co. 26 Strauss, G., & Co... y 1 
Electrical Co., Ltd. ok - 84 Standard Cable Mfg. Co. 1 
Electric and Ordnance Acces. Tudor Accumulator Co... 8 
sories, Ltd. ix 25 10 Tucker, J. H., & Со. 2 
Frankenberg, I., & Sons 2g 43 Union Cable Co. 4 
General Electric CO. T 43 Veritys, Ltd. và «s sá 2 
Hunt, J. A. L.. ts > 10 Wilson, G., & Co. .. ia 18 


С. H. B. NATLOR & Oo., electrical engineers, 49, Ducie Street, 
Manchester.—Messrs. С. H. 8. Naylor апа H. Broadhead have 
dissolved partnership. Mr. Naylor will attend to debts, and con- 
tinue the business under the old title. 

With reference to a note appearing under this heading last week, 
regarding the Mosnw-Hawkiss EnrxcTBIOAL Oo., LTD., and its 
liquidation, we have pleasure in stating, in crder to prevent any of 
our readers holding a wrong impression, that the Morris-Hawkins 
Electrical Co. bas no connection whatever with Morris-Hawkins, 
Ltd., whose works are at Dagenham, in Essex, the head office being 
at 30, St. Mary Axe, E. O. : 

THE Егество-Рват Coat Co., Lrp.— This company ів winding- 
up voluntarily, with Mr. Lacey Downes, 11, Ironmonger Lane, KE. C., 
as liquidator. A meeting of creditors is called for January 5th. 


LIGHTING and POWER NOTES. 


Argentina.—A concession has been granted by the 
Mendoza Government to the Cia. de Luz y Guerza de Mendoza, 
Sociedad Anonima, giving the company right to use the water of 
the Rio Mendoza adjacent to the Transandine Railway, in a hydro- 
electric plant for the supply of energy for industrial purposes. The 
concession carries with it the right to construct electric railways, 
and the first (15 km. long) is to be inaugurated at the same time as 
the hydro-electric station. The concession is for 50 years, after- 
wards becoming the property of the province. 


Ashton-in-Makerfield.—The U.D.C. has agreed to 
energy being supplied to the Co-operative Society for lighting and 
to a biograph exhibition by the South Lancs. Tramway Co., but 
only “ through the U.D.O.” 


Barnsley.—The T.C. has received from the L.G.B. 
sanction to a loan of £2,955 for E L. purposes. 


Bath.—With reference to the scheme for extending the 
area of supply into the R.D.C.’s area, the T.C. has decided to pay 
the R. D. C. £100 and certain costs, on condition that that body will 
support the application of the Corporation for powers, and that the 
E.L. Order ot the R.D.C. shall be dropped or revoked as to the area 
covered by the application. 


Beckenham.—The Council has agreed to extend the 
cables in Slurtt Way and Hayes Way in the Garden City of Park 
Langley, to supply 100 houses by March next; the Council has 
also agreed to join in the publicity scheme promoted by the 
Associated Municipal Electrical Engineers of London. | 


Belfast.—At the weekly meeting of the Tramway and 
Electrical Committee, the question of arc lamps for street lighting 
was postponed pending the abolition of the central poles already 
decided upon. A deputation appeared before the Committee to 
urge upon it the immediate extension of the tramway system in the 
Old Lodge Road. The deputation was informed that this extension 
would be included in the schedule. 


Bishop's Stortford.—The post brings to hand a report 
by Messrs. May & Hawes, of Westminster, in the matter of elec- 
tricity supply in the Councils area, which is to be discussed in 
January. The report is a straightforward document, and it shows 
that, without being too sanguine, there is a reasonable possibility 
of an electricity supply on the lines ruggested for this small town- 
ship of 8,000 people, being commercially successful in the courte of 
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a year or two. The engineers rightly favcur a simple crude oil 
engine plaut and battery for carrying the light loads; distribution 
is to be on the three-wire system at 480 and 210 volts, and 111 metal- 
filament stre:t lamps are included for ал estimated capital outlay 
of £12,750. The estimated revenue at 52d. per unit (gas being 
about 4s. per thousand), with a low average consumption, allows of 
an 8 per cent. gross profit and small surplus (£110) in the second 
orthird year. The report is well worth the consideration, not only 
of the B.sho,’s Stortford authorities, but also of others similarly 
placed, we only regret that it omits all reference to overhead 
distribution. : 


Brighton.—The T.C. on December 16th adopted the 
recommendation mentioned in the ELO ROL REviBw last week 
to provide extra plant at Southwick power station and North Road 
sub-station, at a cost of £20,000. 


Hauley.—The T.C. has decided to supply energy to the 
North Staffe. Railway Co. for new sidings and workshops at Cliffe 
Vale. The company will guarantee a minimum payment of £80 a 
year for a minimum of 19,200 units, and pay id. per unit for all 
above that amount. 

Messers. Wedgwood, Ltd., of Etruria, have informed the Council 
that ч will ehortly proceed with an electrical scheme at their 
wor 


Canada.—An application will be made to Parliament 


next session foran Act incorporating a company, under the name 


of the St. Lawrence Power Transmission Oo., Ltd., with a capital 


of $250,000 (about £50,000). The head office of the company is to 
be at Cornwall, Ontario. 

According to Canadian Machinery for December, the Dominion 
Iron and Bteel Co. is contemplating the erection of a number of 
new mills. A new power plant is to bs erected capable of 
generating 4,000 kw. The pumping station at Sydney River is 
being equipped for electrical power. It is expected that these 
extensions will be followed by further additions of furnaces, ovens 
and mills.— Board of Trade Journal. 


Cardiff.—The L. G. B. has sanctioned the borrowing by 
the City Oouncil of £2,000 for the purposes of developing the 
electricity undertaking. 


Continental Notes. — GERMANY. — The negotiations 
with the Raenisch-Westfülischen Elektricitáts Werke for the 
electric lighting of the important mining town of Remscheid 
haviog fallen through, owing to difficulties as to the length of the 
concession, and the erection of a large and costly municipal station 
having been deprecated, the authorities have decided to join forces 
with the neighbouring mining centre of Barmen, which already 

ossesses ап electrical iostallation. A contract has been entered 
into whereby current is supplied by the latter to the extent of 
600,000 x w.-hours per year, at а cost of 6 pfennige per kw.-hour, 
and above that quantity at the rate of 4'6 pfennige. The high- 
tension current will be forwarded by undergro ind cables, the cost 
of which will be borne in the proportion of two-thirds by the town 
of Barmen and one-third by Remscheid. This arrangement is 
considered by local experts to augur well for the eventual 
linking up of all the electric stations between Solingen, Lennep, 
Ronsdorf and Barmen. 


Coventry.—At the meeting of the City Council on 
Tuesday, the Electric Light Committee minutes were confirmed, 
stating that the manager had reported as to the increase of the 
demand upon the works, and that he had been instructed to 
prepare а scheme of extensions for the consideration ‘of the 
Oommittee. 


Croydon.—It is proposed to spend £1,150 out of the 
revenue of the electricity uudertaking for sinking a well to provide 
water for the generating station. It is estimated that the probable 
saving will be £325 a year. Gas lamps in Bt. James’ Road and 
Sydenham Road are to be converted to incandescent electric 
lam ps. 


Devonport Dock yard.—The authorities at the Dockyard 
express some fear that the main switches which are placed in each 
building for controlling the lights, may inadvertently be left in the 
*" on" position at the close of the day, though the various lights may 
have been switched “off.” To ensure, therefore, that at the close 
of each working day the electric current shall bs s ut off in-all 
buildings not in use, electrica! tell.tales are being titted to all 
buildings having s:parate controlling switches. These tell-tales 
consist of two electric lamps enclosed in red shades placed against 
the outside of the buildings over the main entrance. They are so 
connected up that should the switch be left on" contrary to the 
regulations, the lamps will continue to burn, and thus warn the 
police on duty. When the switch is turned ќо off" the tell-tale 
lamps go out. 


Doncaster.—The K.D.C. bas approved sewage disposal 


schemes for the parishes of Adwick-le-Street, Oston. and Bkellow ;- 


the schemes have been desipaed by Messrs. D. Balfour & Son, 
Newcastle-on-Tyne, and in both cases pumping stations, with elec- 
trically-driven automa'ically-controlled centrifugal pumps, will 
be employed. 


Pundee.—In accordance with the Provisional Order, the 
Electricity Committee of the T.C. has given permission for the 
laying of the cable for the electric light supply in Downfield. Tae 
cos? will be £3,000 and the work ie to be done gradually. 

The Electricity Committee has also decided to carry out and 
spend money on a scheme of stair and close lighting at an inclusive 
гатуе of As. per lamp per annum. The lampe are to be switched 


on and off from the electric station, thus doing away with the vexed 
question of tenants’ obligations. | 


Eastleigh and Bishopstoke.—In consequence of a 
letter from the B. of T. as to whether there was any probability of 
the U.D.O. putting the Electric Lighting Order into operation 
within the next 12 months, if the Board extended it for that 
period, the surveyor and Councillor Shepherd are to visit Basing- 
stoke, Fareham, and New Barnet, to inspect the schemes adopted 
there, and report on the same. 


Evesham.—The T.C. has been petitioned by 37 rate- 
8 in favour of an E. L. scheme for the borough, and the 
tratford-on-Avon Electricity Oo., Ltd., has put before the 
Council a proposal. The Corporation has decided, however, not to 
take any action in the matter at present. 


Greystones.—At the meeting of the Rathdown (No. 2) 
R. D. O., Mr. В. S. Fry, secretary to the Greystones Electric Light- 
ing and Power Co., wrote, stating that his company was prepared to 
supply electric current for the purpose of public lighting on the 
roads along which the company’s mains were laid, provided the 
Oouncil supplied the necessary standarda and paid the company 
for light according to schedule. Mr. Hewson said he understood 
that the company was going to lay cables where it liked, and be 
suggested that the Council's secretary should be directed to com- 
municate with Mr. Fry with a view to a*certaining if a B. of T. 
licence for lighting had been granted to his company. This was 
agreed to. 


Hastings.—The T.C. has decided to apply for powers to 
supply electrical fittings, bu‘, on the request of the local con- 
tractors, the powers will only be exercised through a contractor. 


Heston and Isleworth.—The U.D.C. has agreed to 
the proposal of its electricity department to hold an exhibition of 
electrical plant and appliances in February, on condition thit hi 
the profits go to the Bath:, in which it will take place. After some 
deliberation th» U.D.C. has decided to extead its mains to a new 
building estate, but conditionally on the builders wiring th houses 
for electric lighting purpose. Only six candidates sat for the U.D.C.'s 
first free pupilships at the electricity departmeat and other de- 
partments, and of these only three satisfied the examiners. 


Hollingbourne (Kent).—The К.Р С. has consented to 
electricity being supplied from Maidstone to a new house being 
built at Boxley by Mr. F. B. Howlett. 


Kiveton Park.—The U.D.C. has decided to apply 
to the L.G.B. for a loan of £3,316 for the provision of a refose 
destructor with electric light plant. 


Llandudno.—The U.D C. has decided to have plans 
prepared for а permanent extension of the electricity works, so as 
to provide for additions during the next 10 years. 


Lianidloes,—At a recent meeting of the ratepayers, a 
resolution was carried unanimously in favour of lighting the town 
with electricity. 


London.—ManvLEBoNr.—The general manager of the 
electricity undertaking reports that there is a large field for freezing 
and ice-making plant in the borough, as it is now cheaper to make 
ice by electricity, for even & medium-sized bouse or ehop, than to 
buy it. Upon his recommendation the Committee has decided tbat 
as ice making and freesing are mainly reqaired in the summer, 
current for these purposes will be charged at 1d. per unit witboutany 
Kw. charge. The present tariff for power is 2d. per unit for the 
first 125 hours per quarter of maximum demand and 1d. per subse- 
quent unit. An equivalent tariff is 40s. per Н.Р annum, plus 
1d. per unit for all units used, the annual oharge to be added to 
the quarterly hire of motors charge. Subject to a separate meter 

fixed for recording power units supplied, the alternative 
form of tariff above is to be adopted, as it appears more acceptable 
to consumers. Mr. Seabrook has prepared a statement showing 
the position of the undertaking to September 30th. The chief 
figures are as follows, the figures in parentheses being those for the 
corresponding period of 1908:—Unite sold to private copsamery, 
3,463,304 (2,869,493); units sold for public lighting, 117.510 
(57,220); average price per unit, private consumers, 3:00d. (3:354), 
revenue from sale of current to private consumers, £43,120 
(£40,078) ; revenue from meter rentals, £2,873 (£2,742) ; revenue 
from public street lighting, £1,267 (£661); total revenue from all 
sourcen, £48,356 (£44,104); expenditure on revenue accourt, 
£20,7'3 (£20,895). Mr. Seabrook goes on to say that although 
the September quarter is a lower revenue-earning period 
than the June quarter, the increase in the balance arsil- 
able on September 30th for capital and special charges hed 
advanced from £1,909 to £4,434. As the estimates for the current 


. year were based on the sssumption of an increase in available 


balance of £6,786 for the year, and the six months to date, represent 
about 34 per cent. on the annual output, they might look forward 
with confidence to a marked betterment on the year's estimate, 
even after meeting the whole cost of sundry expenditure of а 
capital nature. 

BATTERSEA —Application is to be made to the L. C. C. fot 
sanction to the borrowing of £41 500 for mains and services. 

The E.L. Committee has withdrawn its application for a loen of 
£5 302, for mains, &c., for public and private lighting on tte 
Battersea Nise llouse Estate. 

In a statement of the work carried out by direct labour during 
the six months ended March 3let, 1909, sabmitted by the тамош 
Committees of the L. C. C., some 50 jtems of an electrical ца 
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appear, mainly in connection with the maintenance or installation 
electric light or telephones. 


Mexico.—According to the Mexican Herald, the Chapala 
Hydro £lectric and Irrigation Co., headed by Messrs. Fernando 
Pimental & Fagoaga, of Mexico City, will shortly carry out a scheme 
for the transmission of electrical power to the Aguascalientes 
district from the Bantiago River. The company will probably 
instal] a large power plant at Las Juntas, and construct a canal 
from the Juanacatlan Falle to that place, a distance of 26 km. 
(about 16 miles). At Las Jantas ths head of water would be sufficient 
for the generation of 90,000 H. P. 


Nesten,—The U.D.C. has approved of a licence applied 
for by Bir Alfred Jones and Mr. O. H. Williams for an electricity 
scheme for the district. 


Peumaenmawr.— The District Council proposes to 
light the Promenade with electricity, and the work will probahly 
be taken in hand in ths early spring. 


St. Anne’s.— Instructions have been given that all meter 


readers and other workmen who have occasion to enter electricity 


consumers' premises must wear a distinctive badge. 


Saltcoats.—The application of Mr. George Balfour to 
the Board of Trade for a prov. order to supply electricity for 
lighting purposes within an area of supply including the burgh 
of Baltcoats, has received the consent of tbe Town Council. 
The district which the order covers is Ardrossan, Saltcoats and 
Etevenston. ; 


Surbiton.—The L G.B. has sanctioned the raising of a 
loan of £2,191 for additional machinery at the generating station. 


Swindon.—The T.C. has adopted a supplemental 
assisted wiring scheme for the wiring of consumers’ own premises, 
where the cost of the installation will not exceed £10. "The con- 
sumer will repay by an extra charge for energy. 


Stockton Heath.—The Council has decided to 
approach Warriagton T.C. with reference to a supply of electricity. 
The parish is scheduled in the application of the Salt Union for a 
prov. order for E.L., but the Oouncil prefers to havea supply from 
Warrington. 


Taunton.—At a meeting of the T.C. recently a dis- 
cussion took place on what Coancillor Alms described as the 
indictment made by the Chamber of Commerce as to the manner 
in which the accounts of the electricity department were kept. The 
town clerk replied that the accounts were kept in accordance with 
the req zirements of ће L.G B., and the Council had invited the 
Chamber of Commerce either to inspect the accounts for themselves, 
or to ask the L.G.B. to bold an inquiry. A communication has 
been sent to the Board as to an inquiry by the Chamber of 
Commerce. 


Torquay.—The electrical engineer reporta that in spite 
of the increased use of metallic-filament lamps, the output for 
lighting purposes has been maintained. The position of the works 
to deal with the lighting demand is much better now than last 
year, as the whole of th: alternating-current plant is available for 
lighting purposes, whereas last year it was liable to be calied upon 
at any time to supply power for traction. 


Whitchurch.—The U.D.C. has decided to ascertain if 
any company will undertake an installation for electrical street 
lighting. : 

Widnes —The T.C. has decided to transfer the E.L. 
Order to the Salt Union, Ltd. 


TRAMWAY and RAILWAY NOTES. 


Ardrossan and Saltcoats.—The Saltcoats T.C. has 
received and considered a communication from Mr. A. W. 
Tait, one of the promoters of the Ardrossan and Saltcoats 
Tramways Order, stating that he has secured the co-operation of 
Mr. Balfour, who was applying for the lighting orders in the 
district, and that as soon as these orders were obtained, the 
construction of the tramways would be proceeded with. While it 
was not proposed to begin the construction of the first section until 
after the New Year, arrangements will be made to have the lines 
in Saltcoate and Ardrossan burghs in operation within the period 
mentioned in the order. 


Argentina.—It is expected that the first section of the 
La Plata tramways will be in service in the New Year, and the 
remaining five sections at three months’ intervals. 


Canada.— Application has been made for the incorpora- 
tion of a company to build an electric railway from Port Hope to 
Toronto, with branches and lines south to Lake Ontario, The new 
company is to have $1,000,000 capital, mostly raised locally. 

A large deputation of representative men from New Brunswick 
and Quebec waited on the Government Railway Commission 
recently to discuis the proposal that the Grand Trunk Pacitie Rail- 
way, now near completion, shouid operate its trains through the 
New Brunswick forest region by electricity generated st Grand 


Falls on the 8t. John River. This matter was discussed in the New 
Brunswick ture last year, the plan being suggested as a 
means of protecting the valuable lumber areas from fire. 


The Montreal Street Railway Co. ia about to commence the erec- 


tion of new shops in the northern part of the city, costing 
$1,000,000. 

It is announced that the British Colambia Electric Railway is 
to erect a 20, 000-H. . steam auxiliary plant in Vancouver. 


Cardiff.—The city treasurer has issned a report dealing 
with the question of tramways depreciation. He states that the 
capital expenditure on March 31st, 1909, reached £768,088, which 
is equivalent to £24,138 per mile of single track, or about double 
what is usually found. The report refers particularly to the track, 
for which the loan period is 30 years, but which, in the opinion of 
the city engineer, will not average more than 15 years life, or up to 
1917. The tramways department possesses a nucleus depreciation 
fund of £28,957, which will go towards meeting the estimated sum 
of £89,320 required by the city engineer for track renewals by 
1917. Under these circumstances, the city treasurer considers it 


imperative that the sum of £6,604 shall be set aside annually until 


the year mentioned. The city engineer's estimates, however, con- 
template farther renewals in 1920 (£14,000), 1922 (£19,320), 
1928 (£36,320), and 1932 (£58,720), and neglecting the latter sum, 
which could be re borrowed owing to the expiration of the original 
loan, the treasurer estimates that an annual sum of £6,946 would 
be required for depreciation upto March, 1926. It remains for the 
Oommittee to decide whether the present system of renewing cars, 
overhead work, cables, and other plant is sufficient to ensure a 
life long enough to dispsnse with depreciation in those sections. 


Colwyn Bay.— By order of the Light Railway Com- 
missioners, an inquiry was held on Saturday, December 18th, rela- 
tive to the proposed extension of the electric railway from the 
present authorised terminus at Gross Bridge, to the Qaeen's Hotel, 
Old Oolwyn. The promoters, the Llandudno and Colwyn Bay 
Electric Railway Oo., were represented by Mr. Sellon (chairman 
of the board). Col. Boughey, R.E., presided. It seems that after 
the hearing on November 6th, 19)7, the Oommissioners decided 
that the Abergele Road, along which it was proposed to lay the 
railway, should be widened at various places, but the further 


proceedings were adjourned ín order to see if reasonable arrange- 


ments could be made for the widening. In the meantime the 
parties had been unable to come to terms. г 

For the District Council, it was stated by Mr. Amphlett, that 
every effort had been made to come to terms with the company, 
but they had failed, for the reason that the promoters endeavoured 
to put upon the Council the onus of acquiring the land needed for 
widening purposes. The Council had already spent £600 on 
account of widening between the present terminus and Gross 
Bridge, and it had been paid £383 on account, but the company, 
through Mr. Sellon, now threatened not to construct another yard 
of the line, and so deprive the Council of the £3,000 due under an 
agreement with the company. 

Mr. Bellon said the case was that the company preferred to con- 
struct the railway right through to Old Colwyn at one op- ration. 
The line had been stopped by the Board of Trade at Gross Bridge. 
The company was quite willing and ready to make a contribution 
towards the cost of land, such as it could afford, but it wae no 
part of his duty to agree to construct a line which meant bankruptcy 
as far as that scheme was concerned. It was а monstrous proposal 
that they should make a 30-ft. wide roadway and provide a 9-ft. 
wide footpath in addition. 

The Chairman said that as unfortunately the parties had not 
agreed, the Commiss:oners had to decide what conditions should 
be imposed before the line could be sanctioned. They were satisfied 
tbat the extension would not bear anything on account of general 
public improvements, and they had therefore decided to grant an 
order in which a condition would be inserted that where any land 
could be obtained at a reasonable cost the company should be 
required to acquire such an amount as would widen the road to 
24 ft., plus replacing the footpath where any existed, and plus a 
6-ft. footpath where none existed before. The company was not 
to be compelled to buy any houses. Narrow places would have to 
be passed under the donble-line system, subject to any B. of T. 
restrictions as to speed, &c. The Commissioners hoped that the 
conditions now laid down would enable the parties to come toa 
friendly agreement with the Council. 


Continental Notes.—GeERMANY.—The T.C. of Bonn 
is considering a scheme for the conversion to electric working of 
the existing steam tramway running between Bonn, Godesberg and 
Mehlem. The cost is estimated at 1,750,000 M., to be. borne 
in equal amounts by the T.C.’s of Bonn and Godesberg. 

The good results, technical and economic, obtained by the State 
Railway Administration from the working of accumulator loco- 
motives, are likely to lead to their increased adoption. Of the 87 
on order, the greater number have been delivered, and the balance 
is being completed as rapidly as the works will allow. The first 
100 estimated to be required by the pressing traffic requirements 
will shortly be in service. 

SwEDEN.—The Swedish engineer, Quitsgaard, has drafted an 
important scheme for the construction of an electric railway under 
the Baltic Sound. The new line will unite Malmo with Copen- 
hagen, and be of a length of 230 kilometres, of which 16 will be 
formed by a tunnel excavated under the Sound which separates 
Sweden from Denmark. A Special Commission has been nominated 
by the Swedish Government to examine the scheme, and as soon 
as its decision is announced, which it is anticipated will be favour- 
able, the Danish Government will join in a convention for the con: 
struction of the line. 
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ITALY.—The Railway Administration has sanctioned the scheme 
for the construction of a central station at Vado, on the Ventimiglia- 
Bavarne line, at an estimated cost of 1,500,000 lire. 

SPAIN.—AÀn application has been presented by the Compania 
Nacional de Tranvias, of Barcelona, for & concession for an electric 
5 designed to join up Gárriga and Muntaner Streets, Baroe- 

ona. 

An application has also been submitted for a eoncession for the 
construction and working of an electric tramway from Renteria to 
the French frontier rid Irun and Behovia. 

TuRKEY.—The permanent way of the Constantinople tramways, 
which belong to the Société des Tramways de Constantinople, has 
for a long time past been allowed to remain in an unsatisfactory 
condition, but in order to comply with the terms of the concession, 
the whole of the route is now being reconstructed at an expendi- 
tare of £200,000. A further outlay of £280,000, accordicg to 
statements made in circles associated with the company, will be 
necessary to equip the lines for electric traction. Tne com- 
mercial prospecte of the undertaking are not referred to favonrably 
by a German oorrespondent, who aiso points out that the Minis- 
terial Council has jast granted a concession for the institution of a 
servioe of motor-omnibuses, wbich would prejudicially affect the 
reoeipta of thetramways. 


Devonport.—The Devonport and District Tramway Co. 
restarted on Saturday a service on the leased lines of the Devon- 
port Corporation. It will be remembered that the cars on these 
lines ceased running on January 17th last. The leased lines 
extend from Milehouse to Tor Lane, Camel's Head to St. Budeaux, 
vA ош the North Keyham Gates along 8t. Levau's Road to 

ouse. 


East Ham.—£926 is to be spent in alterations to 15 
cars, so that they may be used on the through route to Aldgate. 


Glasgow.—Rapid progress is being made with the T.C.'a 
new tramway depót at Newslandsfield. The building will be ready 
in tbe spring, and the plant, &c., transferred from the old depót 
at Pollokshaws, which the extension of the cars to the south has 
rendered inconvenient. The Committee has now approved of plans 
for the extension of the depót at Maryhill. : 

The Committee of Works and Stores has had under discussion, 
along with the general manager (Mr. Dalrymple), the question of 
providing protection for motormen on the driving platforms during 
inclement weather. Consideration has been adjourned in the 
meantime. я ü 

The general manager has reported to the Committee that the 
valuation for the year 1910-11 of the T.0.’s tramway undertaking, as 
толо by the Assessor of Railways and Canals, amounts to 

‚918, 


Leigh.—The electrical engineer is preparing а report for 
the members of the Tramways and Electricity Committee on the 
question of establishing a motor-’bus service. 


London.—The L.C.C. Highways Committee states that 
the abortive expenditure on the Aldgate-Bow tramways, due to the 
discarding of the G.B. surface-contact system, is £25,265; this is 
to be charged against the reserve fund. The cost of reconstructing 
the above route on the combined conduit and trolley system has 
amounted to £110,849; had the lines been constructed in the first 
rey on the conduit-trolley system, the cost would have been 

86,530. | 

Owing to the increasing competition of the electric tramways 
and motor-'buses, the Great Easterr Railway has decided to extend 
its policy of fare reductions over a still wider area than originally 
introduced in March, July and November of this year. 


Lowestoft.—The Т.С. has agreed to reduce the price of 
energy for traction to 12d. per unit, the reduction to date from 
October Ist last and to continue to September 30th next. The 
Tramways Committee must agree to take a minimum consumption 
of the same number of units as last year. The reduction is also 
subject to the price of coal not being increased in the 12 months. 
Should either of these factors be altered to the detriment of the 
electricity undertaking, the charge is to be reconsidered. 


Middlesbrough.—The town clerk has reported to the 
T.C. that the Act of 1904, empowering the tramway company to 
extend the tramways to South Bank, Eston and Grangetown, has 
lapsed through the default of the company to carry out the work by 
August 15th. 


Sandgate.—The (‘ouncil has decided to assent to the 
8.E. & C. Reilway Co. working the local tramway with petrol 
motor power, conditionally on its not prejadicially affecting the 
Council's rights under the Act of 1906. 


Spen Valley.—Notice has been served on the ('leck- 
heaton U.D.C. of a renewed application by the B.E T. Co. for a 
cessor of powers in reference to a projected tramway between 
Cleckheaton and Hightown Heights, Liversedge, which was included 
in & previous scheme. The U.D.C. has appointed a sub-committee 
to go into the matter, the feeling being that the line should not be 
abandoned. 


Middlesex.—At the meeting of the County Council on 
December 16th, the Tramways Committee submitted the annual 
report. The total length of lines authorised was 43 miles 1 fur- 
long 7°85 chains, of which up to March 31st last, 30 miles 
6 7 cbains had been constructed and opened for public traffic. The 
contract price for several of the tramways had been exceeded, 
die fly because extra concrete was required to secure good founda- 

ions for the track work and roadway, The Metropolitan 


Electric Tramways, Ltd, during the year ended March 
Sist last, expended £42,506 on the tramways, the chief 
items of which were: cables, #15 778; rolling stock, £15,778 ; 
overhead equipment, £5,491; and buildings, 22,730. The 
company’s total expenditure up to December 31st last 
on the tramways was £274,743. The approximate amount of the 
capital expenditure of the County Council on tramways amounted 
up to March 3186 last to £1,518,197. This figure is arrived at 
after crediting the amounts received from the sale of surplus 
properties. The amount reserved by the company in respect of 
the reconstruction and renewals fund to date, and charged in the 
revenue account, amounted to £37,066. During the year ended 
December 31st, 1908, the traffic receipts were £304,747 or 11:497d. 
per car-mile, the figures for the preceding year being £244,445 and 
11°828d. The working expenses during the 12 months under 
review were £190,601, or 7 1914. per car-mile, the for the 
preceding 12 months being £146,450 and 7:087d. The chief items 
making up the working expenses came out as follows per car-mile, 
the figures in parentheses being for the preceding year: — Running 
expenses, 27778d. (2:834d.) ; power and purchase of energy, 1:973d. 
у ; repairs and maintenance, 1:231d. (1:061d.) ; rates, `2774. 
328d.); rent of Highgate Archway tramway, “0934. (97d.) ; rent 
of Hertford Light Railways, 091d. (—); insurance third party, 
321d. (‘308d.) ; general expenses, 427d. (490d.). The car-mileage 
run was 6,361,253, as against 5,037,204 in the previous year; the 
passengers during the same periods were 57,369,307 and 48,242,404 
respectively. The route-mileage in operation was 423, as against 
402 in the previous year. 


Uruguay.—Mr. E. C. Steer has deposited a guarantee of 


$10,000 gold in relation to his proposal to build an electric railway 
from Monte Video to Colonia. 


TELEGRAPH and TELEPHONE NOTES. 


Cables Interrupted and Repaired.— Cape Hayti- 
Mole St. Nicholas repaired December 16th ; Obok-Djibouti inter- 
rupted December 20th. 


Telegraph Memorial.—The Bureau Jnternational de 
l'Union Télégraphique has issued the rules governing the tenders 
from artiste of the world for the design and erection at Berne of the 
monument to commemorate the establishment of the Union, the 
total cost of which is not to exceed 170,000 fr. Expenses of Trans- 
port Customs, and in connection with foundations, will be met by the 
Federal Council. The conditions of tender have been approved by 
the Judging Committee, and designs, &c., must be delivered at the 
Palais Fédéral, Pavillon Central, Berne, by August 15th, 1910. 


Wireless Telegraphy.—A dockyard draughtsman and 
wireless telegraph expert named Knowlden has been charged with 
stealing a wireless receiver from the Vernon wireless school at 
Portsmouth, where he was employed. The prisoner explained 
that he was taking the receiver home in order that he might 
study it. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— MELBOURNE. — January 5th. One feed- 
water oil eliminator for the City Council. See Official Notices 
November 19th. | 

MELBOURNE.—February 2nd. Electrically-driven pump for the 
City Council. See Official Notices" December 10th. 

MELBOURNE. — February 22nd. The Postmaster-General is 
calling for tenders for the erection of wireless telegraph stations on 
North and South Heads, Sydney, and on Fremantle Heights, 
Western Australia, capable of communicating with ships up to 
1,000 miles. 

CANTERBURY.—March 16th. A branching multiple magneto 
switchboard for the P.M.G., for Canterbury, Victoria. Common- 
wealth Offices in London, 72, Victoria Street, 8.W. 

Sypney.—January llth. A power generating station equipment 
forthe Lithgow Small Arms Factory, New South Wales, for the 
Commonwealth. See Official Notices December 10th. 

SvpNEv,—Two junction-line sections of common-battery switch- 
board for the P.M.G. See ‘ Official Notices” to-day. 

SourH AusTBALIA.—'"l'elegraph and telephone material for the 
P. M. G. See Official Notices ” to-day. 


Belfast —January 10th. One 1,500-Kw. continuous 
current turbo- generator and condensing plant for the Corporation. 
Bee '' Official Notices" December 10th. 


Belgium.—The municipal authorities of Grace-Berleur 
(province of Licze) are inviting tenders until the 27th inst. for the 
concession for the supply of electrical energy for the lighting of 
the municipal buildings and for private lighting purposes in the 
town, 
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Bridlington.—January 1st. 300-K w. steam dynamo for 
the Corporation, Ses Official Notices” December 10th. 


Brightom.—January 10th. One 8,000-kw. three-phase 
tarbo-alternator, with condensing plant, &с.; one 1. 00-K. p. 
8,000-volt three-phase induction koor. one 300.kw. induction 
motor-driven balancing set; high-tension switchgear, &, for the 
Oouncii’s North Road sub-station. Bee "Official Notices” to-day. 


Dublin.—Janoary 14th. Electric lighting scheme for 
the new Crooksling Sanatorium of the Dablin Joint Hospital Board. 
erri Nally, Clerk to the Board, Municipal Buildings, Cork Hill, 

b i 


Eceles.—January 15th. 150-Kw. steam engine and 
p.c. dynamo for the Corporation electricity undertaking. See 
" Official Notices to-day. 

December 31st.—Electric light installation at the Beech Street 
Council School, Winton, now erecting, for the Corporation. Вресі- 
fication from the Town Clerk (10s. returnable). 


Erith.—January 10th. High-tension three-phase alter- 
„ switchboard for the U. D. O. See Official Notices” 
to-day. 


Icaly.— January 11th. The Ministry of Marine invites 
tenders for the supply of electric lampe and lampbolders The 
upset price is put at 150,000 lire (£6,000), and 10 per cent. of this 
sum will be required as а deposit to qualify any tender. Tendere 
to the “ Ministero della M " Rome. 


` London.—IL.E.E.—January 10th. The Council of the 
Institetion of Electrical Engineers is inviting tenders for the 
interior wiring and fittings for lighting and powex at its new 
premises. See Official Notices” to-day. 


Spain.—The municipal authorities of Albesa (province 
of Lerida) have just invited tenders for the concession for the 
electric lighting of the town during a period of 25 years. 


OLOBED. 


Admiralty.— Messrs. Smith, Major & Stevens, Ltd., have 
jast been instructed by the Lords Commissioners, of the Admiralty 
to supply and erect on board the Dreadnought Battleship, H. M. S. 
Neptune, four of their electric passenger lifts, the order having been 
obtained after an exhaustive inquiry into the merits of the lifts in 
question. 


Саре Тоха, — Тһе Cape Government Railway has accepted 
the tender of Messrs. R. B. Handry & Co., of Cape Town, for five 
20-m.P. electric motors, at £61 8s. 6d. each, and three 15-H. P. elec- 
tric motors, £49 17s. 6d. each, delivered ex ship's slings, Algoa Bay. 

The tender of Messrs. E A. Shaw & Co., of Oape Town, has been 
accepted for the elsctric lighting of Messrs. Hepworth’s premises. 
The installation will comprise flame arc lampe outside, 300-c P. 
Osram lamps in the shop and 32-0 Р. Osram lamps in the windows. 


Edmonton.—In connection with the Edmonton Union 
electric light and power installation, tbe Guardians have accepted 
the tender of the Edison & Swan United Electric Light Co., at 
£575, for cables ana switchboard, this being the lowest tender for 
British manufactures. By a special resolution the Guardians decided 
to give the preference to British cables which, it is understood, 
involved an extra of about 10 per cent. over the prices for foreign 
cables. 


Government Contracts.—The following tenders have 
bsen accepted by the Government Departments named :— 
Wak OFFICE. 

Electric light fittings, lainps, &c.—Armorduet Manufacturing Co., Ltd.; 
Barton & Sons, Ltd. ; Credenda Conduits Co.: Foote & Milne, Ltd.; 
General Flectric Co , Ltd.; Nettlefold & Sons, Ltd.; Perfecta Seamless 
Steel Tube and Conduit Co., Ltd, ; Edison & Swan United Electric Light 
Co., Ltd.; Spagnoletti, Ltd. 

. GENERAL Post OFFICE, 

Bell sets. British Insulated and Heleh? Cables, Ltd. ; 

Cable, india-rubber and cotton-covd.—Callender's Cable & Construction Co., 
Lid.; Henley's Telegraph Works Co., Ltd. 

Cable, paper-covd.—British Insulated and Helsby Cables, Ltd.; Western 
Electrie Co. 

Insulators. — Doulton & Co., Ltd. 


Giaszow.—The Tramways Committee has recommended 


that the T.C. accept the following :— 


Special track work, Newlandsfleld Depot.— Hadfleld's Steel Foundry Co., Ltd, 

Gear cases. —British Westinghouse Electrical and Manufacturing Co., Ltd. 

Trolley wheel bushes.— Fleming, Birkby, & Goodall, Ltd. 

Heating, Newlandsfield Depót. — Jas. Cormack & Son, Ltd. 

Portable crane.— Butters Bros. & Co. 

Car brake chains.— Weldless Chains, Ltd.; D. Watson & Co, 

Armature coils.— British Westinghouse Electrical and Manufacturing 
Co., Ltd. 

Mica.— Geo. Schultz & Co.: Micanite and Insulators Co., Ltd. 

Vertical boiler.— Muir & Findlay. 


Hungary.— Messrs. Ganz & Co., of Budapest, have 


secured a contract for the establishment of a municipal cen 
electric lighting station in the town of Orsova. 


Hyde.—The T.C. has accepted the tender of Messrs. 
Rassell & Sons for the E.L. and motive power installation at the 
Town Yard. 


Italy.—The Italian Post and Telegraph authorities in 
Rome have just placed a contract with Messrs. Richard Johnson 
and Nephew, of Manchester, for the supply of 110 tons of galvanised 
iron wire. 


Hindhead (Surrey).— The following is an analysis of 
tenders received for cáoles, feeder pillars, and all acoessories for 
the high-teasion extension of the Hindhead Electric Light Oo. 
aati Handcock & Dykes, of Westminster, are the consulting 

neers :— 5 


Amount of 
Amount Extra if tender with 
of oil-break oil-break 
tender. switches. switches. 
Callender’s Cable and Construction f 
Co., ; 2 ue ne 8 24,8286 £74 24,959 
British Insulated and Helsby Cables, 
Ltd. ёа ^ ИУ "s 4,776 29 4,806 
Henley's Telegraph Works Co., Ltd. 4,158 55 4,808 
Siemens Bros. & Co., Ltd. — (accepted) 4,609 64 4,783 


For the Diesel engine, alternator, and all fittings and attach- 
ments, aad motor-alternators, switchgear, cables and connections 


| | B.P.M 
a ro | 
Ferranti, Ltd. Mirrlees | Not stated £2,922 214 
Diesel Engine Co.  .. T 11 E. O. C. | 3,445 814 
— — & Sey D" "E NE D 2415 200 
Brit. Thomson-Houston (o.. B. F. H. 92,4501 900 
Brush Elecl. Eng. Со. ..^ S Brush | 9,590 900 
Brit. Thomeon-Houston Co. » B.T.-H. 9,681 200 
Mirrlees, Biokerton & Day .. | " Brueh 9,532 . 200 
Меч, Bickerton & Day " ' GEC. | 4,548 900 
iemens & Со, .. т ^ Biemens : 563 200 
Mirrlees, Bickerton & Day.. ' ХА B. T.-H. 2.757 200 
British Westinghonse Oo. .. | — . B. West. 4,588 200 
Electric Construction Со. ..' Sulzer E. C. C. 2.587 914 
Hime Pickerton & Day.. Sui В аера i и 0 05 iu 
iesel Engine Co. .. | Bulzer ‚С.С. . or 
Brit. Thomson-Houston Co. „ B.T.H. | 9,699 214 
Brit. Thomson-Houston Co. , à Р 2,656 214 
Siemens Bros. zi OO. Qu s " Бешеде | 0M 214 
lese ngine • ee ee | T] L. v К rj ed 
Dick, Kerr & Co. К .. ` Mirrlees Dick, Kerr 9,744! 200 
Dick, Kerr & Co. 214 


Sulzer i | 2,877t 


* Accepted. 


t Incomplete, excludes 10-xw. motor-alternator. 
Lendon.— WaNDSwoRTH.— The Guardians some time 
ago appointed Mr. E. R. Dolby, M.LO.E , M.I.Mech.E. (Dolby aud 
Williamson), of Westminster, as consulting engineer for the instal- 
lation of the heating and hot water service and boiler house plant 
in their new Infirmary. The L.G.B. approved the engineering 
scheme, and from among the tenders obtained from seven firms of 


contractors, the lowest tender, that of Messrs. Moorwood, Sons and 
Oo., Ltd., of Sheffield and London, was accepted. 


L.0.0.—The following tenders were received for roadwork and 
platelaying, exclusive of ‘supply of rails and special trackwork, in 
connection with the reconstruction, on the underground conduit 
system, of the tramways from Riinton Road to Chapel Street, 


Woolwich, and Farringdon Road :— 
| Tramway Retaining walls, &c., 
works. for street widenings. Total. 
Dick, Kerr & Co. (accepted) £40,210 4589 240,793 
John Mowlem & Co. ns 40,449 698. 41,047 
W. Manders ee ео 48,620 646 44,266 
R. C. Brebaer & Со. .. 44,278 675 44,948 
G. Percy Trentham x 46,067 600- 46,657 


Mesers. Dick, Kerr will sublet certain portions of the work as 
follows :—Yokes, Anderston Foundry Co., or Wilsons, Pease & Co.; 
insulators, Doulton & Co. or Ballers; tie-bars, bolts, &c., to Bayliss, 
Jones & Bayliss or Guest, Keen & Nettlefolds; cement, Associated 
Portland Cement Manufacturers (1910), Ltd.; plough boxes and 
drain boxes, Harrison & Oo. (Lincoln), Ltd, or Hadfisld’s Seel 
Foundry Co.; bonds, Forest City Electric Co. 

In connection with the electrification on the overhead trolley 
mn of the Woolwich to Eltham tramways, the tenders are as 
follows : — | | 


Alex. Stark & Sons (accepted) £32,528 | Kirk & Randall., 


£88,331 
Dick, Kerr & Co. ae ʻa 83,226 W. Manders... ВИ 40,040 
Robert W. Blackwell & Co... 86,608 | William Griffiths & Co. a 40,191 
John Mowlem & co. 16,725 Daniel T. Jackson. . 40,197 
R. C. Brebner & Co. .. ae 67,332 | G. Percy Trentham .. ss 42,455 


Messrs. Stark will sublet the tie-bars, bolts, &c., to Baylies, Jones 
and Bayliss; and the drain boxes to Hadfleld's Steel Foundry Co. 

For the overhead electrical equipment for the Woolwich-Eltham 
line the tenders received were :— 


British Insulated & Helsby Cables ais .. (accepted) £5,760 
8. G. Smith.. ^. ео eo ee өө we oe 5.80 
R. W. Blackwell & Co. ee so ee oe ee ee 5,901 
Dick, Kerr & Сэ, ee eo ев ee ae ee ee 5,909 
National Electric Construction Co. .. ae T oe 6,056 


The British Insulated and Helsby Cables will sublet as follows:— 
Poles, Jas. Russell & Sons; bases, collars and finials, R. A. Bradshaw 
and Sons; brackets, Naylor Bros. 

For special trackwork on the same section the tenders are :— 

Hadfield’s Stee! Foundry Ce. T .. (accepted) £114 
Edgar Allen & Co. .. 66 d "T е "T 122 

Twenty movable platforms required for the cleaning of electric 
cars at the Abbey Wood tramway ear-shed are to be supplied by 
Messrs, G. Hayward & Co. 

Messrs. Back & Hickman are to supply an electrically - dri ven 
power hammer for the Greenwich generating station, at £200. 

The Stores Committee bas recommended for acceptance tenders 
from the following firms for electric fittings;—Dorman & Smith; 
Edison & Swan United Electric Light Co.; Elco Recording Press; 


General Electric Co.; A. P. Lundberg & Son; Nettlefolds & Sons, 
: Ltd. ; Perfecta Seamless Steel Tube & Conduit Oo.; Siemens Bros. 
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and CO.; Siemens Bros. Dynamo Works, Ltd.; G. Straus & Oo.; 
Veritys, Ltd.; W. White & Co. 

The tender of George MacLellan & Oo., of Glasgow, for electric 
insulating materials is recommended ; and those of W. B. Dick and 
Oo., and Ragosine & Co., for lubricating and lighting oils. 


Lowestoft. — The T.C. has accepted the following 
tendere :— ' 


Electric Construction Co,, balancers, £105; Drake & Gorham, annual supply 
БП neva Aubert Grenier & Co., annual supply of service cables; 
Zlliott Bros. 


- op 
ELECTRICAL (?) FIRES. 


FoLLOwWINd closely upon the disastrous fire at Olapham 
Junction, to which we refer in our leading columns, come 
two others, fortunately unattended by loss of life, but 
entailing the destruction of much valuable property—and 
all, as usual, have been attributed to electricity by the daily 
Press, which appears to have a standing order to follow this 
course. Regarding the Bute Hydro we have as yet no 
reliable information; but ag we go to Press we learn, on 
good authority, that the destruction of the Pavilion could 
not possibly be due to electricity, for the maiu switch at the 
ehtrance to the pier was off. It is most unfair that, without 
a particle of evidence to go upon, the blame is always cas 
upon electricity in the first instance. | 


NOTES. 


Use of Electricity in Mines,—The Council of the 


Institution of Electrical Epgineers are considering the evidence to 


be submitted to the Home Office in connection with the inquiry on 
the use of electricity in mines. The secretary of the Institution 
will be glad to receive in writing on or before January 10th next 
any observations which members may wish to make on the Special 
Rules of the Home Office for the Installation and Use of Electricity 
(Coal Mines Regulation Act, 1887), now ín force. 


Arc Lamp Patents.—With reference to the note entitled 
“ German Patent Cancelled,” appearing on p. 984 of our last issue, 
& wrong impression is conveyed by the information given to us by 
the Regina Arc Lamp Works, of Cologne. The patent.in question 
is not a fundamental one, and it was declared invalid because one of 
the English patents was regarded as prior publication. An appeal 
hus been lodged. 


The Anglo-Japanese Exhibition.—As an illustration 
of the interest that is being shown in Japan in next year’s exbi- 
bition at Shepherd's Bush, it is stated in a Reuter dispatch from 
Tokio that the private exhibitors number 1,180, and their exhibita 
&bout 18,000. The actual transportation of exhibits was to com- 
mence on December 8th. 


The Penalty Oaght to be Greater.—At the Chatterley 
Whitfield Colliery on Thursday last week, Thos. Smith, a pit-hold 
youth, was filled with a desire to experiment with the electric 
current, and obtained & wire, which he inserted into the electric 
junction box, holding it by means of his cap. A short circuit 
resulted, the current in that district was cut off and the dip 
pump was stopped. At the Tunstall Police Court Smith was 
fined 10s. aud costs. The manager told the Court that the 
pressure amounted to 500 volte, and had it not been for the fact 
tbat the lad insulated the wire with his cap he would have received 
a serious, if nota fatal, hock. 


Dinner.— The annual dinner of the Electrical Engineers 
(London Division) was held at the Oafé Monico, on Saturday, 
December 18th. Col. R. E. Crompton, C.B, occupied the chair, 
supported by Brieadier-Gen. F. Rainsford Hannay, Major H. M. 
Leaf, and Dr. Gisbert Kapp. The hall was comfortably filled wit 
the officers, non commissioned officers and men, to the number of 
over 200, the absentees being principally men at present on 
service, and the String Band of the Royal Engineers rendered an 
excellent musical programme. The toasts were few, and the 
speeches brief. Col. Crompton proposing “Tne Imperial Forces, 
posed asa man of peace, and in that capacity called for preparedness 
for war as the surest means of securing the continuance of peace. 
Brigadier-Gen. Rainsford Hannay, in responding, notified to the 
usefulness of the Corps as Volunteers in South Afiri:a, and hoped 
that army changes would not decrease that usefulness or diminish 
the numbers of the Corps. The remaining toast, Science and 
Engineering,” was proposed briefly by Major Leaf, and responded 
to by Dr. Kapp and Major Dumbell, the late Adjutant, who has 
now gone over to the London General Omnibus Co., to which fact 
he made jocular allusion, The proceedings terminated with hearty 
cheers for Col. Crompton, whose popularity was evident, 


Institution and! Lecture Notes.—Tue Tramways 
AND Ілонт BaAILWAYS Association.—As from December 25th 
the offices of this Association will be at Caxton House, West- 
minster, 8.W. 

INSTITUTION OF ELECTRICAL ENGINEERS, NEWCASTLE-ON-TYNE.— 
The annual dinner of the Newcastle-on-Tyne Local Section was 
held on the 15th inst. at Newcastle. Dr. Н. Stroud, the chairman, 
presided.— Prof. L. Weighton, in proposing the toast The Insti- 
tation of Electrical Engineers," said he believed practical applied 
electricity had had a great effect on the older branches of engineer- 
ing, апа upon constructive engineering generally. Economy in the 
use of steam was very much due to the requirements of the elec- 
trical engineer, and the steam turbine itself owed its origin very 
largely to his needs. Its first obvious purpose was to generate the 
electrical current for which it was so clearly adapted, but since it 
had been applied to marine engineering there was a promise in the 
fature that the gross propulsive efficiency of steamships propelled 
by turbines might be considerably increased by connecting the 
high-speed turbine with the comparatively slow reciprocating 
engine.— Prof. Kapp, responding, said that electricians owed a 
great deal to the mechanical engineer. Electrical engineering was 
only mechanical engineering with a little bit of electricity grafted 
on. Bat the grafting on had been a most successful proces. They 
were fortunate in Newcastle in having electricity supplied to them 
at a lower price than anywhere else. In Italy, where he was 
lately, the price was 8d. or 9d. per unit, while in the City of New- 
castle it was only 2d. per unit. That result had been brought about 
because they had men there who knew how science should be 
applied, and the world bad been specially indebted to that city for 
the men it had brought forward. The application of electricity 
had completely changed the character of industry. There were . 
indications of an improvement in trade, and there was no doubt 
that with the great practical advantages, which had been demon. 
strated up to the hilt in that district, of electric driving ‘and 
electrical processes generally, the movement for the spread of 
electricity would advance.—The chairman also responded to the 
toast. 

HuppERSFIELD Socizty or ENGINEERRS.—Mr. А. W. Bennis 
recently gave an address to the Society on Modern Davelopments 
in Mechanical Stokers,” including an account of the new patent 
balanced double shovel arm introduced to the well-known '* Beonis " 
sprinkling stoker. One of the advantages of this new adaptation 
is that the shovel arm'can be instantly detached without the removal 
of the shaft, which has hitherto been necessary in actual operation. 
He also dealt with coking stokers, and gave а number of instances 
of their adoption resulting in improved efficiency and the abolition 
of smoke nuisance. 


Electric Time Service.—We are informed that the 
system in use at Portsmouth, referred to in our Notés” last week, 
is that of the MacNzTA Tims Co., of which a preliminary instal 
lation has been in successful operation for the past seven months. 


Appointments Vacant.— Junior assistant, to take 
shift at Haslingden tramways sub-station (15s.); assistant engineef, 
for Leek U.D.C. electricity department (£102); instructor in elec- 
trical wiring for the Walthamstow Higher Education Committee. 
Bee Official Notices” to-day. 


Electric Shock Fatalities.—According to news received 
from South Africa, it appears that Mr. Bantjes, who had been 
engaged for some time on Witbank colliery as assistant electrician 
on some electrical work underground, met bis death by coming in 
contact with a 500-volt wire. | 

While а machine-man was attending to one of the coal-catting 
machines in the Hartley seam of No. 2 pit at Millwall, Stirling, he 
came in contact with & live wire and was instantly killed. 


OUR PERSONAL OOLUMN. 


engineers, whether 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ExsorricaL Ru MW] posted as to their movements, 


Central Station Officials.—The Morecambe Corpora- 
tion have appointed Мв. LroNgL B. HocARTH, assistant engineer, 
Bermondsey Electricity Works, as resident borough electrical 
engineer. Мв. Свлса, third engineer.in-charge, has been pro- 
moted to the vacant position at Bermondsey, at £120 annua. 
Мв. Inoram, junior engineer and switchboard attendant, will 
take Mr. Cragg's place at £110, and a junior engineer-in-charge 
and switchboard attendant is to be appointed. 

Mr. W. Н. MILLER, chief assistant electrical engineer at Wake- 
field, has been appointed electrical engineer to the Fleetwood 
U.DC. Mr. Miller had been five years at Wakefield, and prior to 
that he was for nine years at Belfast. He is a native of Fleetwood. 

Мв. W. P. Hoover, who has resigned his position as abift 
engineer at the Eccles Corporation Electricity Works in order to 
take up another appointment under the Doncaster Corporation, was 
recently presented by his colleagues with a dressing case. 

Мв. TYLEc OTR, assistant electrical engineer at Llandudoo, has 
resigned. The U.D.O. bas appointed Mg. Dan Hvomss, eecood 
aagistant, to be assistant engineer, 
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Tramway Officials.—The staff of the Wakefield and 
District Light Railway Co. have presented a timepiece to Mn. C. J. 
Srzwaat, engineer at Castleford, on his marriage. 


General.—The Waterloo U. D.C. has appointed Mr. Wa. 
SBAw, of Waterloo, as electric inspector for the district under the 
Great Crosby and Waterloo E.L. Order, 1596, at a fee of бе. for 
each test, to be paid by the consumer. 

Ма. Н. T. WiLkIiNSON has resigned his position as assistant 
manager of the Chloride Electrical Storage Co., Ltd, and bas 
joined the Wardle Engineering Oo., Ltd., of Manchester, as 
managing director, conjointly with Мв. C. Н. K. Онлмен. 


Obituary.— We regret to learn of the death from 
pone on December 10th, at Loughton, Essex, of Мв. FRANK 

Rows, for many years manager of the Edwards Air Pamp 
Syndicate, Ltd. 


OITY NOTES. 


Melbourne Electric Supply Co., Ltd. 


Ma. J. B. BBaiTHwaITB (chairman) presided on Monday at the 
offices, Finsbury Pavement House, E.C., over the tenth annual 
general meeting of the above company. 

The CHAIBAAN, in proposing the adoption of the report (see ErLzc. 
Rev., December 17th), said his task was a more pleasant one than on 
any previous occasion. Tt ey had had many years of adversity, but 
this year it seemed as if tney had at last emerged into daylight. 
The balance-sheet presented some very important changes rince last 
year. Onthe debit side of the account, whilet the authorised capital 
remained the same, there wasa fresh item under issued capital which 
was owing to the issue of 20,000 7 per cent. first cumulative preference 
shares of £5 each, which brought in £99,855. The old 6 per cent. 
preference stock and the ordinary stock remained the same, but 
the 5 per cent. first moiteage debenture stock had been increased 
by £100,000. The result of the reorganisation of the capital 
account had been that they had been enabled to wipe ont the heavy 
loans which had been such an incubus ia the last few years. Last 
year they had loans against security and bills payable amounting 
to £150,804. That item had now disappeared, and in its stead 
they had cash at banker's and in band amounting to £14,966. On 
the credit side the expenditure on the Melbourne undertaking had 
gone from £298,356 to £321,163, and at Geelong from £56,216 to 
£57,903. Their Adelaide ordinary shares had been reduced in 
number because they had sold a certain number of them in order 
to create a market forthem in Adelaide. To make that market they 
had to begin selling a few shares at a discount, and the total result 
of the sale had been a loas of about £1,000, which they bad written 
off. The price of the shares was now par, and recently there 
had been a bid at a slight premium for them, so that the policy had 
been entirely successful, and the asset in the balance-sheet repre- 
sented by Adelaide ordinary shares might be taken as equivalent to 
cost. This had warranted them in transferring £11,750 out of their 
reserve account, which represented part of the profit they made in 
paper on the formation of the Adelaide Oo., to the reduction of the 
&uspense account. The snspense had been increased very largely by 
the cost of obtaining the fresh capital. They would understand 
that, in the condition in which the company was they were unable 
to obtain the same terms that a company of high credit would have 
done. They had to pay (and it was worth paying for) for having 
the capital account reorganised, and the whole cost was £19,358, in 
addition to stamp duty and a payment of £3,434 to the Debenture 
Corporation, Ltd.—a total of £22,789. They wanted to extinguish 
the item as quickly as possible, and they had transferred the sum 
of £11,500, which reduced it to £11,039, and they proposed to write 
off out of revenuea further £2,039, leaving them aneven amonnt of 
£9,000, which they proposed to extinguish in three annual payments 
of £3,000 each. Turning to the separate accounts, the result of 
their operations in Melbourne had been to earn £20,573 13s. 4d, 
instead of £16 053 last year, and that increase of profit had been 
distributed over every branch of the business. The revenue from 
lighting had risen from £19,688 to £22,878; from power, from 
£8,685 to £10,090; and from public lighting, from £3,154 to 
£3,253 ; 10 that the total revenue had advanced from £31,528 to 
£36,222. There had been acorre:ponding increase in the minor items 
of revenue, and the total income was £37,494 9з. 11d. On the otber 
side the generation of electricity had cost £8,579, against £9,129, 


0 that they had done more business at a reduced cost of between 


ГА 


£500 and £600. That was due mainly to having their new turbine 
in operation. The cost of distribution was slightly lower, but 
repairs and renewals were slightly up. The net result was that 
they had £4,523 from Melbourne, a8 compared with last year. At 
Geelong they had the tame thing on a smaller scale, and taking the 
two together, they had an increased profit of £5,339. In addition 
to this, the Adelaide undertaking had given them a greater return, 
and they had received £6,666 from that source, against £4,239 last 
year. The result wasthat after paying interest on debentures, and 
on sundry loans, directors' fees, &c., they had an available balauce 
of £13,469, against £5,288 last year. There were various iteme they 
were providing for this year, which would not recur. There were 
special charges, including legai expenses, and a fee of £210 to two 
directors for special services in connection with the raising of the 
new capital which amounted to £978; the cost of guaranteeing 
the loan which they had to raise pending the creation of the new 


capital, £503, and the loss on the shares of the Adelaide under- 
taking, £1,037. The result was that they carried to the general 
balance £12,721, as against £1,771. They proposed to pay the full 
dividend on the new 7 per cent. preference shares, amounting to 
£1,821 10s. 6d. ; to transfer to the depreciation and general reserve 
account £5,173 17е. 6d. (which would make this acoount an even 
figure of. £12,000); to write down the suspense account by £2,039 ; 
fo write down the head office furniture by £42 13s. 1d. ; and carry 
forward £3,694 98а. 3d., which approximately represented the half- 
year’s dividend on the 100,000 7 per cent. preference shares, which 
they had recently issued, and which would be due on March 1st next. 
They believed tbis disposition of their surplus to be sound and 
conservative. The Chairman proceeded to read the figures of the 
progress of the undertaking, which are set out in detail in the 
annual report, and said they had reason to feel satisfled with the 
prospects both at Melbourne and Geelong, whilst at Adelaide they 
were doing extremely well. As regarded the old preference 
shares the board was sorry that they just failed to obtain the three- 
fourths majority to carry the proposa! for finding the arrears of 
interest and putting them on a dividend-paying basis, but the 
matter was still receiving their serious consideration, and they 
hoped to put the same proposals, or slight!y amended proposals, 
before the shareholders in the new year. 

Мв. D. FiNDLAYSON seconded the motion for the adoption of the 
report. 

* SHAREHOLDER pointed out that no reference had been made 
to the item of £2,727 for carbon and lamp renewals sppearing in 
the Melbourne accounta. 

The OHAIBRMAN said they supplied carbons to their customers 
as part of their method of doing business. 

Мв. Took rr congratulated the board on the improved position, 
but asked his fellow-shareholders not to be too eager to divide 
profits before proper provision was made for depreciation and 
renewals. Whilet he was anxious to see a dividend, yet a 
premature declaration might mean losing profits in the long run. 

The OCmHaIBMAN said the board were fully conscious of this 
point, but it would be satisfactory to shareholders to remember 
that the Melbourne station was equipped with turbine machinery 
which was most economical in operation, and, so far as they kuew, 
the least liable to obsolescence. Ia addition, most of their lines 
were overhead, and were not so liable to depreciation in one sense, 
although the cost of maintenance might b3 greater. 

Мв. В. P. SELLoN said that where lines were laid underground 
experience had shown that provision must be made for depreciation, 
The electrical supply induetry was not a great age, but experience 
bad shown that india-rubber, which was thought at the beginning 
to be the right insulating material for copper, had had to be 


Almost entirely replaced by paper; so that where they bad a large 


system of underground mains provision must be made for not 
merely keeping them in order, but for obeolescence—to provide for. 
the contingency that at some future time a new insulating material 
would be found. At Melbourne a large proportion of their mains 
were overhead, and it was not necessary to make the same pro- 
vision. He might say, however, that this question of depreciation 
was receiving the very careful consideration of the board, and they 
hoped very thortly to have their managing engineer, Mr. Clemente, 
over here, and it was the intention of the bosrd to review the 
whole subject with his assistance, 

The report was then adopted. . 

On the motion of Mr. J. F. ALBRIGHT, seconded by Мв. W. 
Рлвкев, the retiring directors, Mr. D. Finlayson and Mr. R. Percy 


` Bellon, were re-elected directors. 


Мв. SELLON, in reply, said be had been associated with the com- 
pany for many years, during which period they had had great difficulty 
and anxiety. He was sure there was sound ground for hoping 
that they had now definitely turned the corner and were entering 
upon a period of steadily increasiag prosperity. 

On the motion of the CHarRMAN a hearty vote of thanks was 
passed to the engineer and manager, Mr. Clements, and the ataff 
in Australia for their loyal servises to the company. 


United River Plate Telephone Co., Ltd.—The 
directors have declared an interim dividend at the rate of 6 per 
тл рег annum (38. per share) оп the ordinary shares for the 

-year. 


Telephone Company of Egypt, Ltd.—The register 
of transfers of 4j per cent. redeemable debenture stock is closed 
from December 18th to 31st inst., both days inclusive, for the 
SET of warrants for the half-yearly interest due January 

st, А | 


Barbados Telephone Co.—At the recent half-yearly 
meeting the accounts for six months to September 30th, 1909, were 
presented. The Hon. W. K. Ohandler was in the chair, and said 
that the number of instruments in use was a record one—716. He 
had pleasure in recommending a dividend of 4 per cent. Con- 
struction account had been reduced by $821. Their poles already 
carried so many wires that it was necessary to place intermediate 
poles, and £200-£3C0 was spent in this way. Rental of instruments 
produced $9,522, while the total revenue was $9,805, and the ex- 
penditure $6,050. The dividend would absorb $3 072, and $39 was 
carried forward. The dividend and accounts were passed. 


Calcutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers during the four weeks 
ended November 26th, 1909, were 581,567, compared with 358,911 
units in the corresponding four weeks of 1908. 
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Isle ef Thanet Electric Tramways and Lighting 
Co., Ltd. | 


Тнв ordinary general meeting of the shareholders of this company 
was held on Thursday last week at Winchester House, Old Broad 
Street, E. O., Lord Arthur Butler presiding. 

The CHAIBMAM, in moving the adoption of the report, said he 
thought he might fairly congratulate the shareholders on the sub- 
stantial improvement in the position of the company which the 
accounts disclosed. The profits amounted to £15,053, being the best 
resulte yet attained, and an increase of £1,663 over the previous 
усаг. The improvement in the profite was due both to increased 
receipts and reduced expenditure. The revenue from tramway 
traffic showed an increase of £656, as compared with 1908, and he 
thought it was a most satisfactory feature that the increase was not 
due to exceptionally good weather during last season. The weather 
conditions were, in fact, exceptionally bad, especially during the 
August Bank Holidays, when they dropped £300 in their receipts 
compared to the same Bank Holidays in 1908. The revenue from 
the sale of light and power also showed an increase of £398, equiv- 
alent to 10 per cent. in one year. That they might aleo look upon 
with satisfaction, as he was informed that, owing to the growing 
use of metallic-filament lamps, most of the electric supply com- 
panies, whose chief income was derived from lighting revenue, 
showed a falling off in receipte, while few showed increases. The 
general expenses were £10,524, against £10,688, a reduction of 
£164. This saving was mainly due to the better terms they obtained 
for third-party and workman's compensation insurances, and he 
ex they would be able to effect a farther reduction under 
this head at the next renewal period, if, as he sincerely hoped, they 
continued to enjoy the immunity from seriousaccidents with which 
they had been blessed for the past four years. The power station 
expenses were £6,003, against £6,680 in the previous year, a saving 
of £677, equal to 10 per cent., and at the same time the output of the 
station had increased from 1,573,074 units to 1,654,462 units, being 
an addition of 5 per cent. This increased consumption of electric 
current was accounted for by the greater volume sold to consumere, 
and to some 1,400 extra miles run by the cars. The works cost per 
unit of electricity generated was 97d., and having regard to the 
character of the lighting load, which was at its maximum in 
August, when the traction load also reached its highest point, and 
that the railway carriage and town dues on coal &mounted to 
12». 3d. per ton, their electrical engineer and manager, Mr. Forde, 
deserved every credit for the result. The directors bad again 
waived half their fees, but if the improved condition of 
the company continued during the current year, they would 
feel justified in reconsidering the question of their fees. 
In the report submitted last year, they put before the 
shareholders the urgent need for an additional installation 
of electric plant, estimated to oost £7,500, and they had 
since installed, at a cost of £6,772, the plant and cable exten- 
sione they then contemplated. This gave them all the generating 
power they were likely to want for some time, but the expenditure 
on cables would have to be added to from time to time in order 
to extend the business and to get new customers in roads and 
digtricts not hitherto supplied, wherever profitable lighting or 
power business could be secured. Although they bad paid away 
more than £6,000 for this new plant, tbe amount of their liability 
on loan account had only increased by £1,000, as they bad had the 
balance in hand from their improved profits. The position of the 
loan accounte remained practically the same as it did last year, 
the bankers having renewed the loans on the security of the de- 
bentures It would have been more satisfactory to the directors 
to have the debentures permanently placed, though tbey could not 
procure the money on such favourable interest terms as their 
bankers charged, owing to the low Bank Rate prevailing for some 
time past. It would not, however, be in the interest of the share- 
holders that the debentures should be issued at a sacrifice, and 
they believed that the value of these securities must before long 
considerably appreciate. It would be within the recollection of 
those shareholders who were present at the meeting last year that 
the directors were subjected to some criticism on the mahagement 
of the compauy, and as to ite financial position in connection with 
the loans. А resolation was then passed asking the directors to 
invite four gentlemen named in the resolution to confer with the 
board on the general position of the company. The directors in 
accordance with that resolution lost no time in inviting tbe gentle- 
men named to а conference. After this conference they supplied 
them with every information they desired, and 4 long correspond- 
ence and some further conferences ensued. The result was a series 
of recommendations, some of which they considered impracticable 
or of doubtful advantage. Some other recommendations referred 
to matters which the directors had already considered, and would 
have been glad to carry out, but they involved the expenditure of 
money which the directors had not at their disposal. The subject 
mainly discussed at the shareholders’ meeting last year was the 
question of the indebtedness of the company, and the desirability 
of placing the loans on a permanent basis at a moderate rate of 
interest. They accepted the suggestion of the shareholders to call 
invo conference the gentlemen named in the resolution of the 
meeting, as they knew them to be connected with large financial 
affairs, and they hoped that they would be able to give them 
material aid in the tftioancial side of the business. He 
regretted to say, however, that they got no practical assist- 
ance, or offer of assistance, in this direction. The committee pressed 
very strongly on them one of their recommendations, vis., that 
the aystem of electric supply to lighting consumers should be 
changed from the direct to the alternating current system, with a 
view to the more extensive use of metallic-filament lamps. 
Though the directors were satisfied that this was not practicable, 


owing to the large capital expenditure involved, and that even if 
it was practicable, it was not they ded to the pres- 
sure of the Committee, and appointed Mr. Sparks, of the Oounty 
of London Electric Supply Co., nominated by the Committee 
themselves, to report on the subject. Mr. Sparks, who was a 
gentleman of the highest eminence in his profession, bad given 
a report which in every respect confirmed the opinions previously 
formed and expressed by the directors and their engineer and 
manager, Mr. Forde, on this subject. He had received a com- 
munication from a shareholder suggesting the adoption of 3d. 
fares. It did not appearthat the system had yet been adopted 
anywhere, and therefore it was impossible to say how it would 
work out. The directors would give the question their best atten- 
tion, and consider whether or not it was desirable to introduce the 
system on their lines. 

Мв. Н. R. Monxs eeconded the motion. 

Мв. C. Lock, one of the shareholders’ committee which conferred 
with the directors, in a long speech detailed the negotiations 
which he and his colleagues carried on with the board, and said 
that they were of opinion that a more energetic policy might be 
adopted to the advantage of all concerned. He believed the com- 
mittee had already done some good, the results of which were 
reflected in the improved accounts. He was sorry that the board 
had not seen their way to do something in the direction of placing 
the heavy loans of the company on a permanent basis. The com- 
mittee were also of opinion that the board might be strengthened 
by the addition of two experienced business men, one of whom 
should be a man of local kaewledge and influence. 

Мв. W. M. Моврнт, a director, replying to the criticisms, said 
he was quite convinced that the directors were carrying on the 
tramway in as economical and efficient a manner as possible, and 
they were not in need of any further assistance in that direction. 
As to the extension of the electric lighting, that had shown a sab- 
stantial increase last year, and metallic-filament lampe were being 
used on the system. It would not pay them to transform their 
system from the direct to the alternating current, as recommended 
by the committee. As to the debt charges, if the company was let 

oue and it continued to progress as it had done last year, be 
believed that in a very short time the debentures would be at such 
a price that they would be able to place them permanently with 
the public. 

The report was then adopted. 


Shanghai Electric Construction Co., Ltd. 


Tue report of the directore, which was presented at the third 
annual general meeting held at Basildon House, E.C., on Thursday, 
December 16th, said that a new scale of fares drawn up by tbe 
general manager was sanctioned by the Council, and came into 
operation on February Ist last. As a condition of obtainiog the 
revision of fares, it was found necessary for the company to with- 
draw its claim for compensation for delay on the part of the 
Council in supplying power and in opening the bridges for trafic. 
Apart from the cost of power, the operating expenses of the traa- 
way are low, and compare favourably with those of other systems. 
The price fixed in the concession agreement for cost of power was 
based on the estimated cost of production at the time, but the 
actual cost has been much lower, owing in great part to the com- 
bon large demand for pqwer. The Council has consequently 

able to reduce the price charged to the public, but the old 
rate is charged to the company, notwithstanding that it is tbe 
largest consumer. In the following statement of the company’s 
traffic receipts since the opening of the tramways, the figures given 
in the first column show the takings at their nominal value, those 
in the second column the actual value in Mexican currency, and 
the difference, shown in the third column, represents loss by 
ezchange:— 


— — — — A À—— — ——— — À— — 
— M —— —— — —— — —ͤʒæ — 


1908. a 1909. А 

Nominal Amount Loss by Nominal Amount Lees bj 
value. realised exchange | value. realise, exch'ge. 
Мех. 8. Mex. 8. Mex. 8. | Мех. х. Mex. 2. Mex. $. 


January. е ee oe — a == 44,680 87.123 7,608 
February ee — — — 40,136 998 1.755 
Maren (27 days in 1908) mem 84,440 Me 
pri eos el 48,461 — 84,684 8. 
May ... 115,612 101106 — 14407 47,900 87648 10354 
June 41,989 R89 9,093 
July 87,783 81,963 5,770 | 47,869 3,986 10.378 
August 87.828 81.793 6.081 | 478 3 87,419 10,896 
September 87,811 31,613 6,199 | 48 07 10,572 
tober 88,847 82,870 5.887 . 500 1.600 
November 89,042 82,817 6,195 51,000 0 000 -11,000 
December 85,264 3,958 ,006 * Telegraphed. 


—— — — — i — —— — — — — —À - — а — ar -um 


About five-sixths of the fares are collected in Chinese copper and 
small silver coins, on which the loss by exchange, when con 
into Mexican dollars, is now about 25 per cent., as agsinst 10 per 
cent. when the tramways were opened. The balance of the traffic 
revenue is from season tickets and books of coupons, which are paid 
for in Mexican dollars. It will be seen that there bas been & 
steady growth of traffic, and that notwithstanding the іп тело 
rate of loss by exchange, the receipts for the nine months, from 
March to November, show a substantial improvement in 1909 M 
compared with 1908. The heavy paymente to the Coancil for 
power, royalty and road maintenance have, however, made serious 
inroads upon the balance which would otherwise be at the disposal 
of the company. These matters have been the subject of repre- 
sentations to the Council, and in Jaly last a meeting was held 
between sub-committees of the Council and of the company's local 
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board. It was then arranged to convene а meeting of rate- 
payere to consider a resolution to be brought forward on behalf of 
the company, with a view to improving the conditions under which 
it now worke. The matter is in course of active negotiation, but 
the date of the ratepayers’ meeting bad not been fixed at the time 
of the issue of this i na Arrangements have been made with 
the French Shanghai Tramway Co. for an exchange of traffic by 
means of through services on certain roates, bat this cannot be 
carried into effect until negotiations between the Councils of the 
foreign and French settlements with regard to the strengthening or 
rebuilding of two bridges over the Yang-King-Pang Creek have 
been concluded. It is believed that the exchange of traffic will be 
beneficial to both companies. Mr. R. 8. Portheim, a director, 
offered bimself for re-election. 


At the meeting бів Агғвкр Dent, K.O.M.G., presided, In 
moving the adoption of the above report, he pointed out that there 
were no accounts to present, as it had been decided in future to 
make them up to December 31st, which would enable the annual 
meeting to be held about the end of March. The report gave the 
approximate receipts month by month from tbe opening of the 
tramway service in March, 1908, until November 31st last. They had 
suffered an enormous loss in exchange, se they had to take fares in 
depreciated Chinese silver and copper currency, which was practi- 
cally useless to them, and sold daily at the best price available in 
exchange for the standard Mexican dollar. They managed to col- 
lect season tickets and coupons, which formed a small portion of 
their income, in Mexican dollars, but the loss in exchange bad been 
steadily increasing during the last two years, until it now stood at 
over 25 per cent. on the great bulk of their receipts. The Muni- 
cipal Council recognised that depreciation and sanctioned altera- 
tions in the sections and increases on the original fares named in 
the concession, but the improvement thereby obtained had been 
largely neutralised by the continued fall.in exchange. The 
operating expenses were at the rate of 20 Mexican cents per car- 
mile. The statement of traffics was of an encouraging character so 


far as the gross receipts were concerned, and showed an average 


increase of more that $10,000 per month from July to November 
inclusive. While that meant growth of traffic and increasing 
popularity of the tramway service, it did not represent in the same 
degree an accession to the company's income, since the loss by 
exchange had increased almost without & break until the last two 
or three months, and their effective takings had not increased in 
proportion to the work they had done in carrying passengers. 
T'he expenses were lower now than they were during the first half 
of the year, and for the four months from July to October they had 
been earning about $7,000 profit a month in Shanghai, subject to 
provision for depreciation. It was satisfactory that while they had 
never had to remit any money to Shanghai they had recently received 
а remittance of £4,000 from that country, which considerably more 
than recouped all the expenditure they had made there outside the 
works contract for stores and other items which formed part of the 
working expenses. They were asking for an alteration in the con- 
cession under tne following heads: (1) reduction in the price 
charged by the Council for power; (2) relief from their present 
obligation to maintain a portion of the roads traversed by the 
trams; and (3) a substantial modification of the way in which 
the royalty was computed. Asregarded the arrangements with the 


French Co., the general manager had gone very fully into the 


question, and the agreement for mutual running powers was drawn 
in a way which it was believed would safeguard their interests and 
secure to them a due advantage in respect of the relatively denser 
traffics on their system as compared with that of the French Co. The 
payment to the Council from the start to the end of September for 
power, royalty and road repair, amounted to £20,500, and over the 
same period the companv had run 2,533,084 car-miles, and carried 
14,667,698 passengers. The average number of passengers per 
week, and the receipts per car-mile were steadily improving, whilst 
the car-mileage and consumption of power was being reduced, so 
their position was gathering strength, but they were a long way 
off any substantial surplus unless the payments to the Council were 
modified. 

Mn. EuiLE FBANCQUI seconded the motion, and the repcrt was 
adopted, 


S.P. Syndicate, Ltd. (Suchostawer Patent 3). 


AT the first ordinary general meeting, held at Winchester House 
on December 10th, the following report by the directors for the 
period ending November 15th, 1909, was adopted: Тһе directors 
are satisfied that you will consider the report exceedingly en- 
couraging in every way. The syndicate was started on & provisional 
protection, supported by the atsurances of several well-known 
tramway experts that the patent would be granted, and tbat it 
was of practical application and would prove to be the most 
efficient system of electric traction. The first step was made when 
a line was buiit at Southall, one-sixth of a mile long, which would 
be used for demonstration purposes, and on which practical im- 
provements could be worked out. This line has been in runniog 
order for about six months, and works uniformly satisfactorily. 


The line has been left standing on various occasions for weeks on ` 


end in all weathers, and has been used at very short notice, and 
inspected by some of the most experienced and critical engineers 
in the country. Even wben specially sent to make destructive 
criticism, if possible, they have been unable to do so. In fact, no 
expert has ever given an adverse opinion after inspection. In addi- 
tion, four British patents have been obtained, besides patents in the 
United States, Canada, Austria-Hungary and India, and protections in 


other countries. Various municipal authorities have thoroughly 
investigated the track, and, as the results of the careful teste by 
those from Dover, as well as by the experts sent by the owners of 
the Light Railway Order from Dover to St. Margaret's and Martin 
Mill, the directors have made a provisional contract with these 
gentlemen. Under this contract the syndicate will construct five- 
eighths of a mile in Dover, and will electrify the remaining 
4) miles. The railway is very strongly backed, and will certainly 
be brought to a good paying condition. Tne first portion of the 
line will be ran in di connection with the tramways of the 
Doyer Corporation, and will bring sailors from the jetty at which 
they are landed from the fleet, and the men employed for the East 
Cliff Works of Sir Weetman Pearson & Oo. The directors are 
negotiating other contracts in Great Britain and in other countries, 
including Holland, Mexico, France and Russia, which they hope to 
be able to obtain on advantageous terms. One of the directors, Mr. 
Drummond, was recently in Canada and the United Btates on a 
visit extending from the Atlantic to the Pacific, and during the 
course of that journey he had the opportunity of discussing the prin- 
ciples involved in the system with leading engineers and users. 
He was able to favourably impress engineering friends with the 
advantages and economy of the S.P. system, and obtained reason- 
able business assurances of support in New York, Chicago, Toronto, 
Winnipeg, the Western Provinces of British Columbia, and tbe 
various engineers at those places are awaiting the development of 
this company to take advantage of and use the B. P. system аз soon 
as this company is prepared to lay before them not only the 
detailed plans for the special conditions of each place, but the 
terms upon which these are to be fulfilled. The shareholders will 
remember that in view of the very recent date of the present 
patente the position has yet to be made strong and unassailable in 
thesecountries; and although there is time їп which to ensure the 
company's safety, yet the directors would urge upon theshareholders 
the advisability of early action, quite apart from the limit of time 
at disposal. Mr. Drummond's report to the board is available 
to any sharehoider, and a copy of the same can be seen at the 
office. These successful results have been achieved by the expendi- 
ture of only two-thirds of the working capital of the syndicate, 


and it is now necessary to make arrangements for the syndicate to 


construct the Dover line and put itself into a strong financial 

position. To further this end the directors trust that every share- 

holder will make a special effort to be present at the meeting." 
The capital issued is £5,619. | 


Stock Exchange  Notices.—The Committee have 
appointed special settling days as under: 

United River Plate Telephone Co. further issue of 30,000 ordinary shares of 
#5 each, fully and partly (£3) paid, Nos. 120,001 to 150,000 (these are also to be 
Ofticially quoted); Para Electric Rallways and Lighting Oo., £700,000 5 per 
cent. first debenture stock (rz all interest paid previous to June 15%, 1909). 

Application has been made to the Committee to appoint a 
special settling day in and to grant a quotation to— 


New York Telephone Co., Scrip, fully- paid, for 42,000,000 4% percent. first 


and general mortgage 3l-year bonds (London issue), 2 


Pros pectuses.—Aerala Rubber Co., Líd.—12.000 shares 
out of an issue of 33,000 shares of EI each have been offered to the 
public this week. | 

Premier Re-Forining Co., Ltd, Rubber Manufacturers. This com- 
pany has lately offered for subscription 100,000 shares of £1 each. 
It has been formed to acquire the British patent, provisional pro- 
tection for an improvement, and the secrets in connection with a 
process of manufacturing within the United Kingdom, rubber 
articles of every description from waste rubber, indistinguishable 
from ordinary rubber articles. 

Chota Rubber Estates, Ltd.—An issue of 270,000 shares of 28. each 
have been offered at par. | FOL. 

The Bradwall (F.M.S.) Rubber Estate, Ltd.—45,000 shares of £1 
each have been offered for subscription at par. | 


Malacca Rubber Plantations, Ltd.— An interim divi- 
dend of 10 per cent. is to be paid on January 1st for the year 1909 
on the ordinary and preference shares, It is stated that the net 
profits are estimated at 475,000. | 


Berlin Telephone Co.— According to a financial daily, 
a dividend of 11 per cent. is to be paid for the financial year just 
closed. The report states that orders from home and abroad are 


abundant. 


Continental Notes. — BELGIUM. — La Compagnie 
d'Electricité d'Ixelles et Extensions, of Ixelles, Brussels, reporta 
a profit for the last financial year of £3,948. | 

FnaNcBR.—The balance sheet of the Compagnie Générale 
d'Electricité, of Paris, for the last financial year shows a net profit 
of £95,365, as compared with only £90,914 in the preceding 12 
months. A dividend of 30 francs per share is being declared. 

SwITZERLAND.—The Oerlikon Akkumulatorfabrik Gesellschaft, 
or Zurich, is increasing its capital from £22,000 to £48,000. 

GEBMANY.—À company has just been formed at Ludwigsburg 
with a capital of £125,0C0, and the title Die Electricitütswerk 
Beihingen, Bleidelsheim Gesellschaft, to establish a large central 
electricity generating station for the supply of current for lighting 
and power purposes in the towa and district of Ludwigsburg. The 
Felten-Guilleaume-Lahmeyer Oo., of Frankfort, is interested in the 
new undertaking. i 
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MARKET QUOTATIONS. 


Wednesday, December 22nd. 


Latest Fo ht’s 
CHEMICALS, ас. Price, Ino. or 
а Acid, Hydrochloric ee ee per owt. 5 "T 
а n Nitric oe ee ee ee м 99/- $e 
а „ Oxalic ee eo ee ee ? 28/- 
B ^ Sulphuric os ee ee " [dis ee 
a Ammoniac, Bal “+ " 42/- PI 
: Ammonia, Muriate (crystal) .. рег ton 223 . И 
ee ee 306 
м Bleaching powder ee ee ee ө £5 10 
а Bisulphide ot Carbon ee ee » £18 oe 
а Borax . ee ee ” £16 ee 
a Ferro- Silicon (50 % ЯЯ is б £10 10 10/- inc. 
8 а орао Bulphate ee ee ee „ £18 10 ee 
Nitrate ee >ò eS А £28 10 £1 inc 
a " White Sugar ee ee 70 £28 10 oe 
T Peroxide oe ee ae „ £82 = 
Е Methylated Spirit . per gal. 2/6 
a Potassium, Bichromate, i in casks per lb. 
a Potash, Caustic (75/80 5 .. рег ton £ zs 
а „ Chlorate .. .. per lb. d. 
8 ^ Perchlorate sú 2% 82d. 
а Potassium, Cyanide СА v „ d. . 
а Shellac ste per cwt. 75 / А 
а Sulphate of Magnesia m .. рег ton £4 10 
a Sulphur, Sublimed poses we " £6 10 
я Ж Recovered s » £5 10 
Lump " £5 
1 Soda, Caustic (white 70 © a ө» #11 
& » Chlorate per lb. bar 
а „„ Crystals .. per ton 5 
а Sodium Bichromate, casks .. рег lb. 8d. 
a м Cyanide (basis 100 90) ee н 1а, 
METALS, &c. 
b Aluminium Ingots, in ton lots. per ton £15 ‚ 
е Wire, іп ton lots .. - £112 
55 Sheet, in ton lots. А £120 
p Babbitt’s metal ingots... Ж ee 
c P Brass (rolled metal 2" to 12° basis) per lb. а. 
€ „ Tube (brazed) ae PA » . 
C ^» „ (solid кш, са ўя Tad. 
с „ Wire, basis $ T i 64d. es 
c Copper Tubes (brazed) .. - M 9d. И 
c i „ (solid drawn i» - 9d. Ms 
а ^» Bars (best ве сташ рег ton £13 £1 inc. 
s "T Bheet oe ao [T] £78 £linc. 
Р » Rod. А Ps £13 £1 inc. 
е ^» (Electrolytic) Bers ea is £61 
e $ " Sheets ii 47 
e e? и ee 90 £65 10 
© n s H.C. Wire per lb. 14а 
f Ebonite Rod 6 $ e " 8/8 
f [1] Sheet ee ee [7] 8/ 
п German Bilver Wire... is " 1/6 
2 Gutta-percha, fine.. .. œ s 6/6 to 6/6 m 
& India-rubber, Para fine .. . » 163 134. inc, 
4 Iron Pig (Cleveland warrants) .. per ton 61/ lldd. inc. 
„ Wire, galv. No. 8, Р.О. qual. is £14 АБ 
g Lead, English Ingot i К „ #18 10 5/ inc. 
m Manganin Wire No. 28 . per lb. 6/6 2% 
Mercury .. per bot. £9 14 9/- dec. 
d Mica (in original cases) small .. per lb. 6d. to ls. эз 
d n ši „ medium i 2/6 to 4/ - va 
d „ large .. А 4/6 to 8/6 > 
р Phosphor Bronze, plain castings M à rn 
A » rolled bars & rods " ee ee 
р " » rolled strip & че ‘i T i 
o Platinum 4 per oz. 120/- variable, 
e Silicium Bronze Wire per lb 8d. oe 
r Steel Magnet, in bars per ton 


£8 10 inc. 


z Tin, сМ (English) 8% =e " 
Wire, Nos. 1 to 16. ee per lb. 

р p White Anti-friction Metals :— 
“White Ant" brand. per ton ЕР Р 
4 Zinc, Sh't (Vieille Montagne bnd. ) m 227 ae 


#55 
£151 10 to £152 
1/10 


Quotations supplied by— 


bh Edward Till & Co. 

i Bolling & Lowe. 

Е Morris Asbby, Ltd. 

1 Richard Johnson & Nephew, Lid. 


a G. Boor & Co. 

b The British Aluminium Co., Ltd. 
c Those. Bolton & Sons, Ltd. 

d F. Wiggins & Bons. 


e Frederick Smith 4 Co. m W. T. Glover & Co., Lid. 
f шаа порце ы геш and a Р Ormiston & Sons. 

(7) Ltd, ө Johnson, Matthey 4 Co., Ltda, 
e затар Worta C r W. F. Dennis & Oo, 


Companies to be Struck Off the Register.—The follow- 
ing are to be struck off the register, and accordingly dissolved, 
unless cause is shown to tbe contrary within three months :— 

Electrical Bleaching Co., Ltd. 
Electrical Regulating & Lighting Syndicate 
Electrical Supplies, Rubber & Ebonite Co., Lid. 


Electric Lamp Regenerating Co., Ltd. 
Electric Railways Co., Ltd. 


Ltd. 


Electro. Voelker Byndicate, Ltd. 

Hillgrove & Armidale Electrical Corporation, Ltd. 
McGuire e Co., Ltd. 

Meyra Electric Co., 


Canadian General Electric Co.—The directors have 
declared & dividend of 12 per cent. on the common stock for the 
three months to the 31st inst., being at the rate of 7 per cent. per 
annum. 


Oriental Telephone and Electric Co., Ltd.—The 
register of transfers of 4 per cent. redeemable debenture stock is 
closed from December 16th to 31st inst., both days inclusive, for 
the preparation of warrants for the bhaif-yearly interest due 
January lst, 1910. 


STOCKS AND SHARES. 


Tuesday Afternoon. 

NorwirHsTANDING the holiday influences that make for restraint 
of Stock Exchange business, there is a reasonable, unseasonable 
amount of activity in various sections round the House, and the 
electrical departments are by no means left out in the cold. It is 
recognised that money will become cheaper in the New Year, and, 
as usual, the Stock Exchange looks forward with gay optimism to 
a good time coming, after the turn of the twelvemonth. Invest- 
ment securities are not easy to buy at low prices, and speculation, 
erpecially in rubber shares, is tolerably active, although trade will, 
of courie, diminish each day nearer the holidays. 

The death of King Leopold lead toa slight feeling of appre- 
hension amongst certain of the Canadian-Mexican descriptions, 
which are held to a considerable extent in Belgium. It quickly 
became apparent that the Belgian proprietors were not to be forced 
into selling by the death of their ruler, and accordingly, the little 
spasm of weakness passed, away without having much effect. 

In the Home Railway market there has been a resumption of 
the better tone, after some dulness at the latter end of last week. 
Very fitfally the market begirs to attract public interest and 
public purchases. Brighton Deferred stock is strong on the success 
of the electrified “Elevated” section. Metropolitans bave 
hardened on account of dividend prospects, and the steady 
progress of the Metropolitan District encourages buying on the 
part of those who like a gamble in Home Rails. It would appear, 
however, as though there were some kind of a “tap” running in 
the case of Districte, and on balance the Ordinary stock shows no 
change. Underground Electric Railways Income bonds are 2 
points higher, and in spite of the rise they have experienced since 
their epeculative attractions were commented upon in this column, 
as a speculation they still look not too dear. 

City and South London Ordinary rose 1. Central London's 
are each a point higher. London United Tramways Preference 
at 458. show a 5s. fall. 

Dealers in the Electricity Supply market report their depart- 
ment as '' firm," but West minsters ате the only shares in the list 
to have any advance to their credit. Other London shares are 
easier where changes have occurred. Charing Oross Preference 
and the City Undertaking” shares are lower. Smithfields again 
receded after their sharp rise. Edmundson's Preference lost their 
gain of last week, and Newcastle-on-Tyne shares are easier. The 
new Rosario Electric issue went extremely well, and the price is 
15s. premium. 

Mexican Light and Power Common stock is 14 pointe down, 
thanks to the Belgian business; Mexico Trams are down 4, and the 
5 per cent. bonds are 3 to the good. Rio Trams at 92 are 1 lower. 
Bao Paulo remains at 1534. The strongest section in the tramway 
market is that for Anglo-Argentine issues, both classes of Preference 
shares and the 4 per cent. Debenture stock being again better, on 
steady buying oa behalf of investors. British Columbia Deferred 
and Preference stocks are each up a point. 

The principal movement in the telegraph market has been a fall 
of 10s. in Great Northern shares, it being stated that the Govern- 
ments of Great Britain and Norway will take over one of the 
company's cables in about a year's time. The market is somewhat 
perplexed as to what the precise effect of tbis step is likely to be, 
and motives of prudence rather than those of selling have led to 
the price being reduced. Anglo-American Telegraph Deferred has 
see-sawed a little, but on balance the change is no more than j 
up. Eastern Telegraph stocks are strong. 

American Telephone and Telegraph capital stock fell a point; 
the company has declared a quarterly dividend of 2 per cent. 
National Telephones are better. Mackay Companies’ Common and 
Preference stocks have moved in opposite directions. —Marooni's 
are unaltered at 11s. 8d. middle. 

Castner-Kellner shares again improved, and Telegraph Construc- 
tions regained their decline of a week ago. Rubber shares are the 
main objects of interest in the Industrial section. The market in 
these is strong once more, and the recent weakness caused by the 
result of the last fortnightly sales has disappeared. Holders cau 
now make quite sure that their shares will in no way disturb a 
Merry Christmas. 


Blackpool, St. Annes and Lytham Tramways Co., 
Ltd.—The annual meeting was held at the beginning of last week 
at Blackpool. Although at the beginning of September there was 6 
slight decrease on the year's receipts, the increase on the total year's 
revenue amounted to £2,299, which was largely due to tbe 
aviation meeting. Mr, Blare was re-elected a director of the 
company, 
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SHARE LIST or ELEOTRIOAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


be — раа ра 
» 08 m Us к= Ооз О QOO Oo» DOA 0 Orm 


воо —€— 
Present or Dividends tor the Jas: Quotations | ссем: | week ended arf T Fried р 
Isene, Bhare. Dec. 14. | Dec. 2st. | 54% | Hall — per cent, 
3 55 : — 
| 1997. | 1908. Pese Lom & s. d. 
25,000 18 Nu Nil | Ni &3— 9j 83- 5 bs А às 1. 
A 9100 n4 8 2 | 145 —147 144 —146 147 — | 69 
GRO 560 $1000 | 4 47% 4 „ 96 — 98 96 — 98 T 4 1 
558,400 Sock TA y. 4s. = Y 6 8 
"8,930,770 Stock | 6 X 84 1001 —101 100 —101 101 5 5 18 
8,290,770 do. De Воск | &% 14 — | 21- 21 219 — 99 213 +s | 116 
41,795 Angio- Poringuese 6 % Mort. Deb. Btook Bed. | 108 | 6 X 6 % | 5 % | 101 —108 101 —108 = . 417 
44,008 Тыс Bice. 00 64,008 .. .. .. б |69 8%/8%] n- s 7- 84 TA . 4 18 
Еа De i. mel. | monk | DER ee dx | 5-54 | э-э | 0 TI 
19,981 Direct Spanish ТЕМЫ Gas. : : : " d" : " 4 А 4 d c 15 — 16 = 3 10 
6,000 De. do. — '109 Oum, Pre,  ..| 6 [10% ? ho & [0 8 — 8 — © . | 6 б 
25,008 Do. 4 % Debs. са as 50 "y І * 1003 — 1003 —1 a oe 4 71 
22 Died W Bin nc Reg. Deb., 1 to 1,999, 2 | 440 1004 21093 100 —108 160 " i 1 
е 0 168 h "b = — . 
4,000,009 Telegraph, 245 ео гю ee - Stock 7 Ж 3 183 —135 183 —186 185 +1 6 2 
eo Do. Pret. es ве eo 100 v 4 84 644 — 883 85 — a7 + $ 4 0 
1,996, Do. 4% Mort. Deb. Stock. Вей... Btock 1 X { pom 1111— 127 ө 21 
$258,000 Do. 4% Deb. ee ee ee Bock h 4 * 4 103 —104 1 —104 108 8 16 
"e sss a гуу 5 4% | 4 % | 100 —103 100 —102 ЗА EN 818 8 
181,197 Telegraph and Truss „10 5 10 nic 104 — 103 10, gà 67170 
181,197 Do. do. 6% ref.. 10 |в 6 6 18$ — 18 1£} — 14 aj I 4718 
190,000 | Great Northern Telegraph, o SN vs; 10 94 18 80 — 81 233 — 803 — à 518 0 
19,000 || ͤð» Bermudas Cable, 4 X, 2 Rad.] we | «nx 4% | 4% | 100 —102 100 —102 А . |488 
U 
European e se „ „ 2 118 18 51 — 58 51 — 58 и 716 
S400 | Mackay nes бойоп 72 n n ijewo |a 4% |4% | 95—9 ха | 93 — 95 = — 4243 
804,190 Marconi's Wireless lograph . oe ee ee i N Ni == j- oe Nil f 
73,080 Monte Telephone Led. Ord, ee ee i 6 А 6 ^ 6 e 1- 4 ee 6 8 0 
86,408 Do. do, do. 6% Pre.  ..| 1 |Б 8545 — . | 868 
3,296,000 | National Pret. Btook T ee ee | 100 6 & 6% | 6 1064 -108 123] sd 5 11 1 
8,725,000 Do. oe ee ee 100 6 2b 6 p. 6 122 —194 +1 4 16 0 
15,800 | Do. 6% Oum. 1st. Prei. 10 | 6% 6% | 6 1 11 - 5791 
958,000 Do; do 6% "Med Pol to ing ds " I: T Н 1 0 BP, rar erg 
on- um. A x Y x 
9,805,000 | Do. do. Deb. Sock Re. | Btook | 84% 84% | 83% | 98 —100 99 H 8 9 8 
1,988,008 do. $ 96 Deb. Stock Red. .. "T 108 (4% 4% | 4 100 —102 1023 + 818 1 
199,818 | Oriental Telep. and Dee. 1 to 191,504, paid .. 1 7% 8% |8 12— 1 ЖА vs 6 6 9 
. 50,000 do. 6% Oum. Pref... .. 1 |64 6 (6 ^ 1 87 sol" . oe 414 9 
89,100 Do. do. do, 49% Red. Deb. Btock .. | 108 4% 49614 — à- as +4 4 911 
00,400 | Pacific & Buropean Tol., 4% » Deb»., 1 to 1,008 10 4 % 49 |4 100 —102 100 —102 а m 818 6 
145°966 | Telephone Oo; of Eg de Dob. Hen . 100 47 аа 101 10 | 1010108 1 71⁰ 
one [] e өө ee P. Ж — == Ы ee 
8,042 | Ва Cables - n s oo | Core, | 6 X 6 % |6 129 —1839 199 —182 " 4 1 5 
120,000 | United River Plate Te e ee А E 8 & 89518 7 — 7 — a 1% š 5 10 4 
40,000 Do. ‚ Pret. Nos. 1 to 5 6 Ж 6 y. b 96 6b— 5 ж b on . 4 6 11 
80,008 W. Coast of America, 1 to 90,000 & 58, 9) | Ni u% |a% 11— 1 11— 18 | 816 4 
150,000 | Do. 4% Debs., 1 to 1,500 quer by Bras. Sub. Tel, | 100 6 4% / 4 100 —102 100 —109 ss 818 6 
907,080 | Western „ Nos. 10 307,980.. ..| 10 | 7 1% |7 184— 14 184— 14 181 . 500 
800,000 WELL Stock Red, ..| 100 | 4 4 & | 4 4, | 108 —106 109. —106 1044 818 2 
68,831 | West India and Panama n^ oe T аа 10 N N Nil — d — Nil 
КҮ] до. 6 Cum. 1s$ Ц oe ee 10 Emi СР 6 81— 94 84— 0 6 9 9 
Do. do. 6 Cum, 2nd Pref. ee Фо 10 £2 16 8 — 9 8 — 9 6 18 4 
60,4004 | Do. do. 5% Debs., Nos. 1 to 1,388 .. | 10 |5% ый ы Le 4 102 —104 | | 416 2 
a Mog 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
640,000 8 Trams, 5 X% Cum. Ist Pref., 10 8 4— 43 tj— 4 95/- 98/14 +è 627 
600,000 Do. 5 % 2nd Pref., 800,001 to 1,800,000 5 а "m 44— 43 4a— off 90/74 | 889 | +4 | 5 8 1 
918,380 Do. 4% Deb. Btock oe ee ee Stock ee e eo 4 96 914—998 92 mn 931 924 + $ 4 б 1 
889,897 | Auckland E. 5 % Ist Mort. Deb. Stock. 100 6 6 6 5 % | 104 —107 104 —107 P 413 6 
680,000 | Babo ook & Wilcox, 1 to 000.. s 1^1 190 20 26 Ф 11— 4 12— 42 9849 92/6 s 489 
100,000 do. Cum. Pref., 1 to 100,000 ee 1 6 6 6 6 lomo 1 11 — . 8 19 2 
60,000 | British Aluminium, 40,000 "E 6 1 1 1 Nil 1 — 1 s Nil 
60,900 : do. Cum. Pref .. . | 5 1477 1483 u- 1g— 2 716 0 
40,100 do. н " 6% Саш. Pref, .. ee 6 6 6 6 6 — 8 — 83 . 7 10 11 
19,807 Do. do. 4 96 Funding в ee ee 6 4 é 4 2 24— = B 11 1 
194,400 Do. do. 5 % h Leven Debs, ee | 100 oe | 64 64 64 — 99 97 —100 +1 610 0 
600,000 | British Columbia E. Def. Ord. Воск .. . | 100 6 6 B 8 138 —149xd | 189 —148 1413 141 41 Slt 4 
400,000 Do, f. Ord. E s „„ 7 — e| 100 6 5 b 6 121 —195 130 —125 1224 Р 416 9 
400,000 Do. 6 96 Cum. Perp. Pref. Stook T 2 | 100 6 6 b 6 107 —110 108 —111 1104 +1 410 1 
919,600 | Do. Vancouver Power Debs., 1 to 9,900 | 100 102 —105 102 —105 463 
188,801 British o Traction es ees ee ee 10 8 il il — 1 — 1 Nil 
1,678,658 Do. do, 6 Кер. Deb. Stock .. | Btock | 5 6 b b ф 84 — 87 84 — 87 6 14 11 
628,906 Do. do. 96 $nd Deb. Stock Red. | 100 44 4 44 4 60 — 65 60 — 65 63 615 710 0 
100,000 | British Insulated and Helsby Cables e. se 6 8 10 0 10 7—.9 7 — 73 613 4 
100,000 | Do. do. 6% .Pref. .. E |6 6 6 6 64— € 6}— 68 i? . 410 7 
800,000 do. 44 % let Mort. Deb. Red... | 100 108 —106 108 —106 . i 4411 
04,9401 n кш Мог. bs. .. 100 89 — 94 89 — 94 ee 415 9 
400,008 | { estingbouse 6% et. 16,001 to 95,000) 5 | No} R Nu N id— а i- i . Nn 
016 Do. do. 496 Mort. Deb. Btock ee | 100 6 6 4 4 48 — 59 48 — 52 50 7 13.10 
ГУ свои, Lindley & Оо. God. T T о оо 1 Mil NI NA NA TP d I re vs 1 
60,000 it do. 6% . Pref. .. 1 Nil | Nil | Nil| Nil | 14/0 to 14/6 to ee e. "ә N 
140,976 | Brush Electrical , Ord., 1 to 106,181 .. 9 Nil| Nil} Ni, O— ф = i. DN i 
900,000 в do. Non-cum. 6 Pref, . ee 2 6 Nil Ni Nil 0 — è 0 = ee e Ni 
1,000 Do. do. Ф Perp. Deb. „« Stock 41 — 46 41 — 46 Sa 915 8 
196,001 , до. Perp. ind Deb, Stock.. Stock 4 27 — 81 — 8l ee 1410 2 
187,610 | Calcutta Trams, 1 to 187,010 ..  .. V sc ба 6 8 8 6 44% a 5 4 ы 2 410 0 
45,804 Do. 6 96 Cum. Pref., Nos. 1 to 99,890.. b 6 b b 5 44— — 6 95/7) ay 6 00 
860,000 Do. 4 X 1st Deb. Block.  .. ..| 100 43%, | 101 —104 101 —104 1022 a 46 7 
85,000 | Callender's Cable tion shareg oo ее Б [15 15 15 15 10 — 1 10 — EN 619 4 
40,000 Do. do, 6%Cum. Pref... ee oe 6 5 5 5 b 61— 6 “> 4 811 
800,000 Do. do. 44% 1st Mort. Deb, Stock Red. | Stock 4 « 4 % | 106 —107 105 —107 xs 4141 
491,238 E. Trams., 1 to 491, ee ee ee ee 1 il il il ў 15 — та ae Nil 
650,000 | Castner-Kellner Alkali, 1 to 450,000 .. .. .. i 6 8 12 % 1230 — 9 2/4 — 2 49/- 16/ + gy} 6 2 0 
910,158 ‘ do. 4 Баг. Mort. Deb, Stock | 100 | 44 4 4} 4 105 —10 —106 is 814 1 
1,990 690 | Central London Railway, Sto. Stock | 4 4 8 8} 62 — ( 63 — 65 +1 5 0 0 
664,655 Do. do. 4% Pref, Btock .. oe | Stock | é 4 é 4 84 — t 85 — 67 £6 853 +1 412 0 
554,655 Do. do. Det. do. oe Stock 6 4 2 A 44 — 46 45 — 41 i +1 6 6-5 
1,480,000 | City and South London Railway ..  .. . | Stock |1 27 | @% | 1 81 — 32 — 88 524 813 | +1 410 0 
85,000 юса а Oo., о ечи Reg i 71 tor 8 6 Я 5 Nil 2 a= 1 ee Nil 
100009 | © ego , mes. an Get to risen nt ase hea. D | o |9%|5%|5%|5%| 0- 90 — 98 ec — [5176 
* "Unless otherwise stated, all shares are fully paid. + From Manchester Share List. 
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SHARE LIST OF ELECTRICAL COMPANIES. —(Omiinuet.) | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oonténued) 


PE. kom ex! TER dlet Dec., 1906) 


- | .QOlosing | Business done | Rise +; Present 
Btock | Dividends for the Closing Olosing | | | 
| | | Q | tations | week ended or Yield 
ыле, — | Share, last four years. Deo lth, | ‘Deo. 215. | Dec. 21st, 1909. | Fall — | per cent. 
„ß 5A ⁵ AA A A A A U ПОЙ ИИ TCI | | Highest Lowest, | * 5 d. 
| | | У | e o | Ar: oo YE ees Wem 1 9 0 
960,000 | Dick, Kerr & Oo., 1 to 260,000 e| P 10% WH 10K (6%) L— là су | c Pare 
805.000 Do. do. '69 Сот. Pref., 1 to 806,000 ..| 1 |6 2 4 | a | ma | 18 E | 10 aa 475 
271,080 | Ро. йо, · 49% Deb.Btock .. "E |é AM? AM үт” oe E 
80,000 | Dublin United 'Trams. (1896), 6 96 Pref., 1 to 60,000 10 6 96 : | ag | Ni rd | Ф 75 Nil 
99,961 | Edison & Swan Utd., “A” shs., £8 på., 1 to 99,961 Am do 4 b Bey | й i? Ё 1 Ni] 
17,180 | Do. a4 shares, . 017,189 ' .. . тра 2 4 2 49 | 66 — т 66 — т 611 
807,895 | Do, Deb. Btock Red. 100 4 | ` 5 / | Б > 81 — B4 81 — 84 | 5 19 1 
67,720 | Do. 5 96 Ind De Stock Prov. Certs, all pd. 100 5 % ^ | Ni a ee m Жы Nil 
112,100 — Construction, 1 to 119,100 .. 3 | NU ; Ё il | ^1 ü- E ir T 1010 
81,890 | o. 7% Cum. Pret., 1 to 81,890.. + 183 Aa 4. Rus Bl 8 — 8 | 517 8 
25,000 General Electric Co, (1900), б % Cum. Pref. 10 5 * | do 85 2 | m Ө] 83 — 87 | 419 0 
2 0,000 Do. do Mort Deb. Stock | 4 2 $ | 5 » aM — Nil 
18,000 Gt. N. & City Rail. Pref, Ord. HAM 4, 1 о 78,000 | 10 4 h- P? Ni , 101 105 — 10 | 615 8 
86,000 | Greenwood & Batley, 7 % Cum, Pref, ve | 10 |1 38 2 | sc | 109-108 109—108 4 16 10 
80,000 | Po. „„ a) tei] 000: E A 169 15 4 | 19 — 123 19 — 193 517 8 
40,000 | Henley's (W. T. * Telegraph Works, Ord, .. nS - | = 4 v hi | ug | E 5i 5 — 51 13 3 
с | A = г pem Btock | Stock des 4 44% | 449, 104 —106 104 —106 4 41 
12.883 ро, — Mort, Deb, Вос 10 10 S 10 9 10 9, | 15j— 164 152— 163 162 6 13 
60,000 | India-Rubber, Gutta- ET, elegraph Works., 10 10% | Au ut | — 1 * A г Nil 
87,500 Liverpool Overhead Railway, Ord. as 10 | Nil - Ж М Ls al d- Б | "e E ү 10 0 0 
10,000 Do. do Pref., fully paid o5 10 |69$ i НЕ: NE M— 2 1— 3 ^ Nil 
600,070 | London United Trams. (1901), 1 to 50,007 . „| 10 |8 & 8 18 + Be 2 i af " Nil 
899,980 | Ро, до, ,008 to 100,000 ю 13338353 Ni] wu-5 | H- 2 is EL 
195,000 Do, do. 5 % Cum. Pref., 1 ao 135,000 | 10 1942 % EP ба A ioni. T | of |} 66 0 
1,649,980 | Ро. do. - 49 lst Mort, Deb, Stoch... 100 | 4 d qM ALS a ed MIS wor | ae |e 8 А 7 
6,782,062 | Metropolitan Consolidated — .. ä и 2705 А he? | <a ee m 2 675 882 det 
9,640,914 Do.  Burpins Lands .. ..  .. .. 100 |28% | 98% а | 22% | 06 — A | oed 4 11 — 
8,285,000 оф сона ж us n ‘3 бе * | Nil il | ad ЩЕ t, н i = 6 10 11 
891,837 Metropolitan Electrio Trams., Ord. .. T es | T . 905 — A jd ND 
814,016 | Do. do, Del... 22: 5 1 | Nil zu E MPE | N- n | ни k 6 3] 
500,000 Do. do. b 96 Cum. Pref. .. 1 | 5 96 4 & | : 26 ma 93. — о A 9 — gl : 41 9 
— 20 | то de WW ER | e 1234 —195à | 123 —i25 | 1% 1233 $ 
$ 10,823,200 | Mexico Trams Co., Common Stock | 65 бә еа ә * 91 OB 913 — 9% - 911 +4 5 61 
$ 3,000,000 | Do. lst Mort. 50- = 5% Gld. Вав, P аа ар 2 Аа) | i. * M ^ 
245,500 | Potteries Electric Traction à — 1 4 96 - 4 96 | Ni E d | — 1 eit. 
945,500 Do. 6% Cum, Pret, .. se 10 P. 3 % % e en . sa hi AR 
245,000 | Do, 44 % Deb. Btock .. 8 "wel 4% 15 da 1 PAS | & $4 | sacl аА 
87,860 | Telegraph Construction and Maintenance | 19 |5 2 а 2 Art EM 101 —108 ^ 7 z 818 1 
140,000: Do. 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 |4 AREA ens lici, oaa а ron 
1,000,000 | | Underground Eleotric Railway, 5% Prior Lien .. MN - „ә oe : 5 9 BO | B4 — 80 00 "s. £3 513 
1 | Eo са, M ES as ee ae T TE 4% | — 84 94 — 86 ~ я +1 ; 
4,900, o. 0 ncome Bonds я ec 23 T N ы ‘ | = t À 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 | 1 | Nil Nil 0% 5% | * of Кра t M * 
66,666 Do. 6% C.P., 80,001 to 80,000 & 125,001 to 141,666 | 6 Nil T 6 Ф 2 T3 — 7 т: 77 . 518 
945,496 Do. lst Mort. Deb. Stock + e» | 17 4% 1% 4% E 
ELECTRICITY SUPPLY COMPANIES, 
| = — 4 ds T 615 9 
15,000 | Bromley (Kent) B.L., & P., п 5 „| „5 % d A usen oH — ott » ss TI 
80.449 Brompton & Kens. Еос. „ ТА, Bap., Ord., 1 to 30,000 - 15 1 4 0 * 1 n 1 p з 413 
баш, y d Y 99 —109 93 —102 xs ee 818 6 
400,000 Central Bite y 4% Guar. Deb. Stock .. | 100 4% >| 4%) 4 = 5 839 70/1 5 $17 8 
cu,900 | Charing мы: | : . ›| Б |5 de 4 41 — 4 М ni — 41 4 
80,000 ne nde Cu ey 8 - / ag ae B1— 44 75% sia -+ | 65600 
T6. ро do! (9. Deb Stock Rea 10 |44|44|44 % 98-101 | 99 —101 | (| OU | as 
445, 786 Do. ic LL T : 44 b 4 B 3 — a 65/9 66/8 » 613 
8 n Stock 4X ) n d 100 — 108 100 —108 ee oe ee : i : 
ү on imm ы ae, Ord 0,0 ж, ю 35 5 5 92, 0-1 111 12 5 . i EIS 
33 го Pref., 1 Stock 5 € APT [Б 121 —124 121 —194 8 a К 408 
800,000 Do. aed, Db. А ee ee | фи x > | 44% | 4% | 100 —108 cd ө . . $5 8 
60,000 ө в 0. e өө > D D = — M d ~ 6 4 9 
260.000 до. do. 69% Ist Mtg. Deb. Btook i * : * 5 1 = » =. is ae. 
60000 | eee ee pat 008 6 |i 6 6 % 1—14 | 10-1 10 À 6 710 
a, — Do. do. b. Вк ‚. | Stock 44%, | 105 —108 105 —108 1 10 - | ase 
Do. . d 2nd. Deb. Stock ee сосок il 4 j 98 10i 93 —101 е x: < нп 
0:000 mls Gum. Pret 3 Nil | Nil а h Sed Nil 
0 s . ee ee MER — M эъ 0 0 
480'600 Do. 44 % 1st Mort. Deb. Stk. | 100 | 4 4% | 44 dj ш M a n = е H ee 
$ 150,000 Electrical Dev Qo. Ontario, 1st Mtg. Gold Buds. eo ee 5 4 4i 2 T: 2: 6 13 18 
10,000 | Folkestone, 1 e ej 6 а пФ |5 i 5 d- 5 ý = zn | gue 
90:000 8 E * ber 1 0 10,008 ее ee 100 4 4 97 —100 97 —100 D ve Á 4 1 0 
ee өө өө 62— 71 61 75 8 i 6 
15,000 How" 1 to 15 ee ee ee ee ое ы 9 EN — & 4 16 1 
$1,876,000 Kaministiquia Power Co., 59% Gold B naa. | 100 ex ies 8 101 maA cM 1916 È т à о | 
90,000 „ "Deben. Sd. Stock | 4 18141 96 — 98 95 — 98 к is с 418 
== == ee ee . 4 8 11 
111,000 | London leotrio Bupgly Corporation, "PE Ord. 8 ‘ 85 A т 88 A 44 — A ks | 44 
Do. * eo == = i 93 : 4 4 8 
‚865 do. 4% 1st Mort, D Deb b, Bak. Red, | Book | 4 ‘ = p^ pm p^ Hl " АРНЕ 
bcd ме = Cum, Bret. бат а b y 4 4 бк Б 4n— 6 85/- єз : 4 10 0 
ep 5 og 106 —109 106 —109 is E à 411 
386,000 teh Mort. Deben. SEE Stock Z 863 885 — Bj S . P 4 оп 
repe Do. C 8% p B — ез Bi — 83 83 | .. : 6 0 6 
$ 5,000,000 | Mexican Electrio Light Co.. Е 1st Mtg. Gold Bnds | A 694— 71) 68 — T0 69; 655 NT E. 9 0 
$ 1,400,000 Do. do. ' 1%, Cum. Pref. Btk. ! Btoc ee - © 6 85 — вт 85 — #7 662 863 n БИП 
$t 000 Do. do. 5% 1st Mtg. Gold Bnds. 100 “> T TEES 98 100 100 ii Ў 2100 
$50,000 | Midland Electric rop е мов Deb. | 100 4496 Hi 1c 4 ше d E a 2715-9 
180,491 e T b 8 8 T. : 1— 4 Hi = a zu SUE. 
North etropo lec ic’ ower Supply Le -— ыа А Е ox 
196,500 Mortgages (Red.), Nos во 1,985} 1004 | ea 
10,863 otting Hill ee ee ee өө 10 % % % 7 % 123— 1 161— 183 123 2 exe b 7 8 
80,000 Orford, L 0 and £91 io 3208 ee ә, o in 75 1 ] ix 5 Pda y e| s та 
19/894 | River Plats Eloty. Co. Ord. Nos; 1 $0 130 лу er $4 |695 8925 | là— 1 ц- ip | в | воз | .. [аме 
119,004 | River Plate Elot А ов. (e bs eS [dec qs 1.— 13 T 3 P199 
100,000 го, do: оп сш. ре Nos во 100,000 105 б 6 95 : g 103 108 4 101—106" 1n 4 
900,000 . о. оо ДЕ oe . . i * 
40,000 | &. James’ and Pall Mal) Electric Light, Ord, 6 10 % |10 $ |10 s- A - d ^ E d. . oa i 
91,000 Do. do. A Pret. 90,081 to 40,080 "EP 3E AE AE au Mu | EE p E m 
160,000 b. Btoc Red. ee ^ A Е й Ц * = 
12,000 | Gmithfield Markets Electric Бар, 0 Ord. ..  .. 6 4 " AM 151 * 2 ыст : 33/18 | 85 / і А thy i 
85,000 | South London Electric Supp, Ore oe T 4 4 8 4 Б % u 2 = E p: aa 
120,000 | South Met. Elec. Lt. & Power, Ord. . „от 34 a 3 T | i 15 um 18 E Ea e pnu 
142,968 Do. do, 1% Pre ee 1 | ae 44% 100 los | 100 —103 id m S | 4 1 b 
294,520 Do. do. $à 96 18 Deb. Bsk, | 100 4$ E ЕЕ PEF 
Боа ri alla % „ aa рн рп 
975,000 Do, do. 44% lss Mort. Db. Bik, Red. 100 | 455 | 4% | 44% | 435. nt 184 745 — 7 | 5 н à 
M. ооп Westminster еси со i Om Nos. 1 to (7,000 . : s id 15 i e s = кі" M- 9 i T ex | : 148 
100,000 s wer Electric Bu ts — à " ys 
elim |' Oo; A. Cum. Pref, Re. è T ut 43% | 44% | 5 — 55 à- 6 6ra +à | «0€ 
| 


* Unless otherwise statod, aji shares are fully paid. t Quotations on Liverpool Stock Exchange, 
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ELECTRIC HEATING AND VENTILATION. 


A SIMPLE method of heating air for the ventilation of buildings is 
being tried by the Westminster Electric Supply Corporation, Ltd. 
As shown in the accompanying illustrations, a combination of the 
Tobin tube and a convector is employed, with or without an air 
filter. Any electrical heating element may be used, and the appa- 
ratus may be made of any material and any shape. It is intended 
as a permanent fitting, and should preferably be fixed under the 
windows. The air enters from the outside, and through a 
filter, then through the heating chamber, into the top, and out through 
holes. The front is either fitted with а door, so that the heating 
elements may be got at for repairs, or can be arranged so as to allow 
them to be taken ont through the top. The heating chamber is 
lined with some non-conducting material, such as asbestos, to 
prevent the outside of the chamber getting hot. 

Apparatus such as this can be made by anyone, and being inex- 
pensive, it should appeal to housholders, architects and builders. 
In calculating the size of heater required for any room, the com- 
pany suggests that 1 watt per cubic foot be allowed. This would 
generally give more heat than required if left on, but would be 
useful for warming up the room quickly. When the room was 
sufficiently warm, one-third or two-thirds of the heat would be 
‘enough to maintain the temperatere. This apparatus should be 
especially suitable for London houses, where there is always a 
difficulty in opening the windows for ventilation on account of the 
noise and dirt. 

Ia the pattern to be fitted by the company, there will be three 
heats, as in most convectors, but this is a matter of detail. Other 
matters, which can be suited to individual tastes, ate the methods 
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ELxoraIOo HgaTina AND VENTILATION. 


of getting at the heating elements and filter, the shape of the top 
and arrangement of outlet holes, while some may wish to add a 
damper, others a baffle plate. The main object is to provide а 
system which is economical both to install and to use, and it is 
hoped this has been achieved. We are indebted for these parti- 
culars to Mr. L. H. Hordern, the manager. 


Electric Crane tor Lourenço Marques.—We under- 
stand that the firms who tendered for the contract to supply an 
electric crane to the Port of Lourenco Marques were:—Dick, Kerr 
and Co., of London; Cowans, Sheldon & Co., of Carlisle; Ransomes 
aud Rapier, of London; Fried. Krupp, of Magdeburg; and Nagel 
and Kaemp, of Hamburg. Owing to the manner in which the 
tenders were drawn up, they could not be compared, and the 
Director of Port and Railways is giving them a careful study before 
awarding the contract.— Commercial Intelligence. 


The Are Works Benefit Society.—The annual meet- 
ing of the Arc Works Voluntary Sick Banefit Society was held 
recently, at which it was shown that the total receipts were £390, 
and the total expenses £316, leaving £74 for distribution, and a 
reserve of £101 in the bank. Mr. A. J. Hodgson presided, sup- 
ported by Mr. Olaud Crompton. Messrs. Crompton & Oo., Ltd., 
generously supported the fund. Mr. W. G. Bickmore is secretary 
of the society. | 
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PROCEEDINGS OP INSTITUTIONS. 


Notes on Methods and Practice in the German Electrical 
Industry. | 


Ву L. J. Lerma and A. R. SreLLING, Dipl.Ing., Students. 


(Abstract of paper read before the Inatirution OF ELECTBICAL 
ExGcGrxmraBg, London, December 9th, 1909.) 


(Concluded from page 999.) 
— — 
Works AND THEIR Systems (METHODS IN MANUFACTUBE). 


Om is struck when passing through the works of all the four large 
firms already mentioned by the order and cleanliness which there 
obtains, though the ventilation leaves much to be desired. 

The machinery is most advantageously distributed with regard to 
light, transport, and the rotation of machinery operations. For 
instance, in the new shop for building 20,000-xw. sets the scheme 
is to move stator and rotor along ground and first floor respectively, 
entering the shop at one end in the rough, and leaving at the other 
end after testing. | 

The large macbine-erectiog shops are also made to serve for 
advertising purposes in a very effective way. On each large stator 
or magnet yoke is stencilled its destination and output, so that the 
visitor or prospective customer is duly impressed in favour of the 
particular firm as he walks through their shops and finds that his 
friends or competitors have already placed their orders. 

. Where narrow and long buildings of four 
and five storeys are in use, lighting shafts 
are arranged every 30 ft. or so. The very 
stringent factory inspection and regulations 
are responsible for the excellent protective 
devices on machine tools, these guards 
being more thorough and efficient than 
those in the average English works. 

Group driving of machines seems to be 
p by most firms, but one of the 

rgest has nothing but índependent motor 
drives. 

Each department has its own stores, and 
the departments are so arranged that a 
minimum amount of transport is necessary 
to pass each unit from one stage of manu- 
facture to the next. | 

The capital at their disposal has enabled 
these firms to lay down large numbers of 
special machines, thereby reducing the time 
taken in machining and the wages of the 
machinists. German designers work with 
a view of adapting their designs to suit 
their machine tools. 

Automatic machinery is largely used, as 
are also turret lathes, but jig-work does not 
receive the attention given to it by up-to- 
date English firms. Large machining 
plates for portable tools are jn evidence. 
The majority of the machine tools are of 
American manufacture. 

The most striking feature in the works 
system is the working day. This consists 
of 18 hours, worked in two shifts of 9 hours 
each, with }-hour intervals in the middle 
of each shift and half an hour between 
the two. Thus the shifts are from 7 a.m. to 4.15 p.m.,and from 
4.45 p.m. to 2 am. This system has many great advantages; 
quick delivery is possible without the necessity of high wages and 
establishment charges due to overtime and “night shifts," because 
the rates of pay in the two shifts vary but slightly. Overtime is 
an unknown quantity, the output per machine tool is doubled, 
capital cuarges are consequently reduced, and a larger number of 
men can be kept in constant employment. We regard this 18- 
hour day as one of the most important factors of Germany's 
competitive powers. | 

The system presents very few technical difficulties in manage- 
ment; the connection between the shifts can be maintained by 
means of detailed reports and co-operation between the foremen 
and charge hands of the respective sbifts. 

The labour problem in Germany does not present the difficulties 
that it does in this country, two factors being mainly responsible 
for this. 

The first is the political nature of most of the Trade Unions, 
these Unions not baving arisen as a result of evil conditions in the 
trades, as was the case in England. When German industries were 
established, the examples they had from the previous 30 years in 
England enabled the Government to commence a series of legis- 
lative measures for the protection of the workman ; in this way he 
was assured the many benefits for which his English brother had 
had to go through troublous times. 

The other factor is the thoughtful legislation on the part of the 
German Government; the labour question has been tackled in a 
most scientific way, and measures of great value to the workmen 
have been made law as а result of thoughtful consideration of the 
problems arising, without the misery of strikes on the part of the 
workmen. Strikes there are still, but statistics prove their 
decrease year by year. | 


4-in. pipe 


Grating 


1082 


THE ELECTRICAL REVIEW. [vol 65 Но, 1,674, Ducmremn 24, 19%. 


Another important feature in the cheap production is the low 
rate of wages paid. We have already mentioned the large amount 
of unskilled labour employed, but even the skilled labourer is paid 
at an extremely low rate. Thus we find that the average wage for 
mechanics ie 32s., and winders on high-tension stators earn all in 
all 36s. a week as a maximum. Male winders of small induction 
motor stators and rotors earn anything up to 30s. & week. Female 
labour is employed very largely, all the taping of induction motor 
stators being done by females, as well as the actual winding of small 
rotors and direct-current armatures. Small coil forming and magnet 
windings are of course done by girls. We observed girls working 
turrent lathes, tending automatic machines, testing arc lamps and 
instrumenta, and doing many other kinds of work usually done by 
men in England. We are bound ta state that females can earn 
higher wages than those employed in English works, and they 
possess especial privileges under a very thoughtful legislation. 

Piecework is the rule, with the Kollonnen system in erecting. 
This system, under which one man is given finished unita, a number 
of assistants and a fixed sum forthe erection, out of which all wages 
are to be paid, is in vogue in England in the machine-tool trade. 
As regards individual workmanship, the German electrical 
e neering firms do not compare favourably with the English; 

eep soratch and high polish," careless and untidy taping and 
stringing of coils and a lack of finish are too often noticeable in 
the work of many first-class firms. 


GENERAL FsaTURES AND DESIGN OF MACHINERY. 


Almost all German firms insist upon the acceptance of their own 
specifications, and will rarely if ever depart from these. Under tbis 
system makers stand or fall by their own designs and productions ; 
they do not suffer the annoyance of petty alterations, and the 
experiencs of their experts in each brauch enables them to supply an 
3 MES m bering fo submit о ози: individual 

. wever a specification ma workmanship will 
destroy its object. di Jis һи 

Direct current Machincs.—The designers differentiate between 

slow, high and extra-high speed machines, the latter being classed 
as ' turdo- machinery.“ The line of demarcation between slow and 
E speeds is 20 m./sec. кр speed. 
, Blow-speed machines are designed with a moderate ratio of iron 
to copper, and are often fitted with laminated poles. High-speed 
have a larger ratio of iron to copper, and are often fitted with solid 
poles, either cast in or cut from a steel billet. 

For smaller sizes of motors up to 40 and 50 B. n. r., cast-iron yokes 
seem popular. On larger sizes cast-in poles fiad very little favour, 
the most popular form being laminated poles ia a steel yoke. 

The practice in winding field coils differs somewhat from the 
English. Large field coils are wound in three or four layers, with 
ventilating spaces between the layers. Bare strip for interpole 
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winding has not yet been even experimented with, though varnished 
wire has become practically universal for small-sise interpole coils, 
Brass bridges between the main pole-tips are used wherever inter- 
poles are fitted. 

Slot insulation varies considerably, but pressspahn and micanite 
on cloth seem to be the most extensively used materials. 

Core plates are still insulated by means of thin layers of paper 
pressed on to the plates. The plates are held together in almost 
every сазе by bolts, insulated where they pass through the 
laminations. 

Taken all round, the English direct-current machine shows more 
modern priaciples of design, and except for slow-speed haulage 
motora, with which the Germans are very successful, England is in 
no way bebiod as regarde design and workmansbip. 

Fig. 1 shows a set of curves plotted for the purpose of comparison 
of English and German direct-current motors up to 100 B.H P., with 
the horse-power per 1,000 в р.м. plotted against the weights. The 
motors were ali taken on a 140-volt rating. It will be seen that 
the average German machines appear to be heavier than the 
English above 30 B H. P., but under 30 B.H P. there is not much 
difference. 

With regard to machines above 100 вир. it was rather difficult 
to make а comparison, owing to the fact that German makers favour 
slow-tpeed machinery, while the tendency in England is towards 
high speed. This variance is the result of the different engine- 


makers’ standards in the respective countries. The German high- 
speed machines are built chiefly for belt driving. 

Regarding the electrical design, German firms used to design 
their machines with very large diameters and short length of core. 
This practice led to a large ratio of iron to copper in the armatures, 
the ratio of 27 to 1 often being reached. New designs have been 
brought out in which the weights of active iron have been reduced, 
and the ratios of 1-8 to 1 and 2 to 1 are now more prevalent. The 
saturation of the teeth is carried high, 24,000 lines per sq. cm. 
being a good average maximum density. 

The following figures, based upon averages taken from about 30 
machires by various makers, may be of interest in comparison with 
Eaglish practice :— 


German MACHINES "ENGLISH Macon: 
Drsian DATA. | Desicn Data. 


Output, Kw. e. e 010 50 160 465 50 150 
Output, ку. / 1. O00 R. ru. 45 70 эю q 45 6 8% 
Amp. - conductors per om. - peri- | 
phery .. .. ..  ..99110 180950 200-280 | 130 180 20 
Current density amps./sq. mm. .. 271 2°75 2°8 48 34 81 
Air-gap induotion lines/sq. om... 7,000 7,500 8,000 6.700 6,850 7.50 
руп x l0 * in om. units. 100 60-60 40 | в B 49 
Kw. at 1,0UU кк: 
Armature iron ; F 1:6 slow |) 
Ey per LO ara kg. o 40 20 16 bieh 80 1629 13 
rmature copper | | 
ку. per 1. 000 M. P. M-. 21 l1 0°75 1:6 070% 058 
„ armature iron 9:0 slow 
— — — — . vs 1* 8 \ . n 
Ratio mature copper Б : { 23high |; 192329 25 
total active iron 
Ratio .. 
total active copper | 
High speed 2s oo 15 1520 90-80 | | 1з 18 15 
Blow speed ex .. 10 1518 18-26 | 


Note.—Active iron includes poles, pole-shoes, and armature core 
but not the magnet yoke. This is done on account of the use of 
cast-iron yokes by German firms. 

Induction Motors.—The tendency in the design of this class of 
motor appears to be towards long length of core and smaller 
diameter, possibly on account of their frequent use in driving high- 
speed centrifugal pumps, &:.; forced ventilation is becoming more 
popular. German engineers have been the first to reoognise that 
vent ducts through the cores parallel to the axis are more efficient 
than radial ducts, and have begun to adopt this principle. 

The motors are very liberally designed with regard to iron, and 
most designers give a larger ratio of iron to copper than is 
English practice. This applies to inactive as well as active iron; 
there are large spaces between stator core and stator case, and 
е seems plenty of room for the end windings inside the end 

tes. 

The stator windings of small motors are usually of the threaded- 
through type in closed insalating troughs, semi-enclosed slots 
being invariably used. Steel rods are used to fill out the troughs 
when winding. All the taping is female labour, and is very often 
slovenly. It comes аз а shock to an Euglish engineer to see the 
puse formers and methods in winding in vogue in German 
wot 

Large rotors are often wound with closed circuits as distinct 
from “squirrel-cage,” and rotors are designed with one bar per 
slot connected in 3, 5, 7, or 11 phases, acco to візе. Slip- 
rings are almost always gun-metal, held on insu ated rode, with 
copper gauze brushes as a general rule. They arearranged between 
rotor and bearing as standard practice, and are usually fitted with a 
short-circuiting and brush-lifting device. 

The terminals appear to have been very carefully designed, and 
are ar on the stator core in a hole cored out of the stator 
case; this is covered asa standard practice with perforated sinc, 
and the whole presents a very neat finish. 

Altogether we are more favourably impressed by German indac 
tion motors than by direct-current motors, though English designs 
are in no way behind those of Germany. 

In fig. 2 we give a curve of weights against outputs of German 
and English induction motores. 

Below some design data are given of Ger nan motors; the figures 
are taken from standard machines of latest design. For the purpose 
of comparison we give a table of data taken from up-to-date 
English motors, which are lighter than the average :— 


GERMAN | EncGLISH 
Drsicn Data. | DSI Dara. 
Output, H.P. .. T" m 22 .. ) 95 59 150 96 60 10 
Output, н.р. ab 1,000 R. м. a .. 25 80 200 25 0 399 
Amp.-conductors per om.-periphery 217 3990 20 225 245 7E 
Air-gap induction, lines /d. ош... .. 5,400 6,600 5,770 | 4,400 4,700 14,85 
3 n . 096 118 O98 , 084 094 0и 
Hole hen с | 
, D*l n 10 in om. units ..655 635 680 10 0 & 
H.P, per 1,000 в.р M. | 
___КЕ. — e ee Чек Ой 15 88 7 35 35 
H. P. at 1,000 R.P M. 
; M. copper eoe o. M 1% 11 | 94 15 11 
Н.р, at 1,000 M. P. 1. 
Ratio deve iron 38 88 3285 | 99 49% 


'"BoUuve copper 


‘Alternating-Curren! Generators.—Owing to the frequent use of 
long-distance transmission and “overland” central stations, there 
is a larger demand for high-tension alternators than in England, 
and manufacturers have consequently gained large experience in 
the design of this class of machine. Here again are noticed the 
long cores and small diameters, and the axial ventilating ducts 
The air-space between stator core and case is very large. 

In the design of rotating fields many variations are noticeable. 
For high-speed alternators the hub is built up of forged slabs 3 in. 
thick, into which the polesare dovetailed. In some cases the poles 
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and hub are built up of slabs, pole-shoes being dovetailed on, and 
the windinge held in place by special rings and wedge: Ia one 
interesting case, that of an 8-pole alternator 8 or9 ft. in diameter, 
the whole magnet, yoke, poles, and pole-shoes are formed of slabs cat 
from solid forgings to the required shape. Grooves 2} in. wide are 
milled along the pole-faces, that is to say, one groove in each slab. 
Ia this groove laminations are placed whose outer radius is eccentric 
to the stator bore. uu" 
The field windings are made as follows:—Copper strip is wound 
on edge on a mandrel so designed that the turns are too long in the 
axis parallel to the shaft. The turns are cut forming two U-shaped 
pieces, and are then placed on the pole (which has been packed 


with insulation to the exact shape required), alternately with - 


sheets of insulation in sush a manner that one end of each of two 
adjacent coils overlaps the other without insulation, the pressure 
being suffisient to give good contact. Thus a complete circuit is 
formed. The coils are pressed against the pole-tips by means of 
wedges, and V-shaped pieces between the poles take up tbe com- 
ponent of the centrifugal force which would tend to pull the coils 
apart. The whole forms a remarkably solid and simple job. 

The wire for the high-tension windings, and indeed tor all large 
machines, is baked thoroughly before using, and kept іп а warm 
dry storeroom until required. Mica on cloth forms the chief slot 
insulation, the layers of conductors in high-tension work being 
wound in separate tubes arranged in the mica trough. 

The practice as regards impregnating varies considerably. Wire 
impregnated before using is rare)y employed ; in most cases the 
whole stator is dipped and baked, but on large machines with 
open slots the ра is to impregnate and insulate the coils 
before placing them in the stator, and we have seen coils wound 
in position taken out to be insulated and impregnated, and then 
replaced. One firm tapes up the coils with a coarse tape which has 
been previously treated with some bituminous compound. The 
result is a particularly porous article, but one which lends iteelf to 
very thorough impregnation and varnishing. 

The taping is done by females; it has been found quite practi- 
cable to have both men and women working together on big 
machines, the men winding and the women taping. 

On the whole, we are not favourably impressed by the insulation 
of the end connections of the stator winding, but the ample space 
which desigaers allow for their windings forms their factor of 
safety. 

Forced ventilation of alternators is rapidly being adopted, and 
the axial cooling ducts already described are becoming almoet 
universal in their use. The stator plates are invariably held by 
means of bolts arranged outside the magnetic circuit. Until recently 
makers did not make a standard line of medium-speed alternators 
for large outputs, slow-speed machines for coupling to slow-speed 
steam or gas engines and high-speed machines for coupling to water 
and steam turbines being the rule. 

The exsiters are specially designed, and for direct-ooupled units 
are fitted with an abnormally large number of poles for their output. 
Compounding cf alternators is carried out by all firms, even on 
medium-sized units. 

Turbo-alternators.—No stator cases are made split on the 
horizontal centre line now, and, further, all large unite are so 
arranged that the bot sir from the stator is not delivered into the 
engiae house, but is driven outside the building. Stator plates are 
held together by bolte, and are arranged with axial ventilation 
ducts. The winding of the stator coils is done by hand by most 
makers, the only formers for winding the end connections being 
the supporting clamps themselves. 

The windiog is otherwise the same as on slow-speed alternators, 
except that we did not see female labour employed here. 

Taere are several interesting types of rotor construction; each 
firm has its own design. 

Rotor by Firm A.—The rotor is cylindrical, with a distributed 
winding. The hub or core is one solid forging with tbe shaft, to 
which the teeth are attached as follows :—Tnhe teeth are built up of 
stampings in packets of about 6 in. length, so arranged that there is 
a clear space through from top to bottom oa the middle 2 in. The 
packets are riveted together, and after being ground to size the 
rivet heads project about 4 io. outside the packet, so that when the 
packe!s are placed together on the core a vent space of about 4 in. 
is formed. 

The excitation coils are former wound, and while subjected to 
pressure each coil is enclosed in a metal casing which is soldered 

up, thus rendering the coils watertight (i e., noa-hygroscopic) and 
affording excellent mechanical protection. The coils are laid on 
the core and the teeth packets slid into position on either side of 
the coils. These teeth slide in grooves milled out along the core, 
the grooves being deep enough to permit a current of air to pass 
under the teeth to the vent spaces. The coilends are bound down 
to the core body by means of banding wire wound oa by a special 
machine under tension. Over the first banding comes a bronse 
sleeve, and another banding on top of that. Copper wedges are 
driven over the windings in the slots, and steel wedges are arranged 
in the empty slots to take up lateral pressure. These wedges when 
driven in press dcwn the coils into the core with a pressure greater 
than the maximum pull due to centrifugal force, and they also 
press the teeth packets against the grooves in the core so as to 
form good magnetic contact. The bronze sleeve short-circuite the 
copper wedges, which form amortisseurs. 
` Rotor by Firm B.—The core of this rotor is built up of steel plates 
with the siots already punched in. These slots are unequal in 
width and unequally spaced, the spacing being so arranged as to 
give the desired Пах distribution curve without having any empty 
slots, In cases of large outputs the whole rotor is forged out of the 
solid and the slots milled out. In this case the slot is very deep, 
with a shoulder half-way down on which & metal lining rests to 
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support the winding. The lower halt of the slot thus forms an air 


channel directly under the winding. The coils are wound on the 
rotor, each coil being separated from the following one by 
aluminium packing pieces. Pressspahn slot insulation is used, and 
the coil in one slot is wound in layers, the layers being kept 
separate by a special compound put on hot. Ia addition to the 
aluminium packing there are L-shaped steel plates, the lower limb 
of the L fitting in grooves turned in the rotor hub. The inter- 
atices M all filled with compound, and a bronze ring is shrank on 
over all. 

Rotor by Firm C.— This firm adopts salient. pole rotors from four- 
pole upwards. They are usually built up of steel slabs (forged) 
approximately 3 in. thick, with forged-steel pole-piece slabs dove- 
tailed into the hub. The windings are of copper strip wound on 
edge and insulated with pressspahu. Bronzs angle-pieces hold the 
ends of the winding, and V-shaped packing pieces hold the coils in 
place laterally. The ventilation is through holes drilled in the 
elabe. | Pe 

All rotors are dynamically balanced at а speed of about 50 pe 
cent, above normal, | 

Exciters are specially designed, and in almost every case their 
armatures are carried by the extension of the rotor' shaft without 
there being any additional bearings. | 

Steel slip-rings shrunk on over mica are used in conjunction with 
one carbon and two copper brushes to each ring. Standard practice 
is to arrange one ring at each end. | 

Turbo-Generators for Direct Current.—There is much less demand 
for this type of machine, and the principal variations from English 
practice which we observed are in the ventilation of the armature. 
Here again the axial ducts are used, as many as three rows being 
arranged concentrically. Field frames are usually built up of 
stampings. To avoid the use of very long commutators, these are 
now made in two halves and connected together. 


SorenTirio ExPERIMENTAL WORK IN FACTOBIES. 


Referring to the development of engineering since 1872, when 
Germany began her career as a Great Power, one finds that time 
and time again the Germans have taken up some design of an 
English engineer, and after a thorough investigation have devised 
important improvements. It is this thorough system of scientific 
investigation and experimental work that has enabled German 
firms to attain otherwise inaccessible eminence in certain branches. 

There are several stri examples of this; perhaps the best 
known is the experimental high-speed railway, near Berlin, between 
Marienfeld and Zossen. Another example is the important series 
of investigations carried out on mining motors, & series with far 
reaching results. i 

Less well known is the important test of the effect of heat and 
age on insulating materials carried out by one of the large firms. 
Samples of all kinds of insulation were kept at a constant tem- 
perature of nearly 100° O. for one year, some being kept under 
pressure. This experiment was of the utmost value to the firm 
concerned, but no results have yet been made public. . 

A considerable amount of plant has been laid down fot experi- 
mental and special testing purposes, among the most recent being a 
water brake of 8,000 н.р. for testing steamship turbines at one 
works, and a wireless telegraph station at another works. 

As an example of the application of scientific method to works 
practice may be cited the dynamic balancing of all rotors and 
armatures of high or extra-high peripheral speeds, as well as of all 
large size rotating parts while in the building-up stage. | 

Of course capital is required for these experimenta; but as the 
German engineers are so well trained theoretically,and the German 
firms willing to employ them,the capita is rarely expended withont 
some tangible profit. It is due also to these experiments that they 
are able to cope with special circumstances, and are able to train 
the experts referred to in the earlier portion of the paper. 

They have proved to the satisfaction of their financial supporters 
that money spent on careful experimenta in the hands of capable 
well-trained men is capital well invested, and we would like here 
to insert a plea for the farther recognition and better payment of 
the specialist in our own country. 

. Conclusion.— We have carefully avoided mentioning, as far as 
possible, anything relating to the other important branches of the 
ele¢trical induttry in Germany, since a separate paper could ba 


easily written on the management, manufacture and design in 


each individual branch. Tne majority of our general remarks, 
however, apply equally well to other branches, viz., switchgear, 
instruments, lamp and cable manufacture. It has been attempted 
in this paper togive a brief survey of the German industry inthe 
manufacture of dynamo-electric machinery, with the idea of 
investigating the factors of German makers’ success, both in the 
German and the open market. Summarised briefly, we have, 
first of all, their commercial enterprise, including good general 
management, close study given to any scheme or undertaking, 
and the judging of each one on its own merites; secondly, their 
large capital and the backing-up given them financially by the all- 
important banks. The large capital at their disposal assiste them 
in their own country, and obtains for them good credit in foreign 
marketa. 

Coming to the manufacturing side of the industry, we consider 
the two shift system, together with cheap labour and the 
thorough system of specialising, the most important factors in 
In design, England is in no way behind ; in 
fact, in several cases, the English designers are more far-seeing, 
and their designs more practical than those of their German 
competitors, ^ 

If the English financiers and commercial leaders of the electrical 
industry were as enterprising and as successful as their German rivals, 
Erglish manufacturers, supported as they are by the superiority of 
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their productions, would not have to fear German competition in 
the open market. 


The discussion was opened by Mn. EurLE Ganora, who said the 
importance of the subject only admitted of plain speaking. 

The authors rightly emphasised the importance of the German 
financial conditions, but they did not take cognisanoe of all the 
facte; the last paragraph in the paper could not pass without 
criticism, as the views expressed there were not justified withont 
further evidence. He (the speaker) unhesitatingly said that 
British commercial men were as enterprising as any, but they 
lacked profits and organisation. Despite low costs of production, 
they could not make sufficient profit to enable them to compete 
with protected countries. Importation would be on an even larger 
scale if it did not have the effect of redacing prices to an un- 
remunerative level. English manufacturers could not offer enter- 

rise a sufficient reward, and so could not command fresh capital. 

e had been instramental in introducing many millions of capital 
into the electrical industry, and it was quite unnecessary to 
demonstrate that the profits were too low—the were pub- 
lished. Organisation was necessary to progress, and he blamed 
the Institution for devoting so much time to scientific discussion, 
to the neglect of legislative and commercial matters. We had no 
organisation which could speak for the whole industry on legis- 
lative and financial matters, and in urging that the I.E.E. should 
devote more time to these, he appealed to the President for 
asaistance in this direction during his period of office. Scientific 
and commercial matters were closely allied, and they must be con- 
sidered together. 

The Рввзринт (Dr. Kapp) warned members not to introduce 
politics into the discussion, remarking that the Institution was a 
technical and scientific body. 

Мв. W. Rornerrogrp (Dick. Kerr & Co.) intimated that he would 
not speak, in view of Mr. Garcke having said all that he had 
intended to say, aud of the President's remarks. 

Pror. S. P. THompson thought it would require a lengthy 
experience in a foreign country to enable one to discriminate as to 
novelties; he was inclined to think that many things noticed 
could be attributed to natural development. The two-shift day 
and no overtime must make an enormous difference in favour of 
the German manufacturer, but it was probable that the industrial 
conditions were not the same all over Germany. It did not appear 
possible to state conditions en bloc, and so it was possible to draw 
incorrect conclusione from a perfectly true statement. Some years 
ago he had pointed out that manufactures were a reflex of the 
conditions under which they were produced. We had had to grow 
our electrical manufactures in the face of the opposition of com- 
mercial and industrial men, who ought to have known better. He 
regretted that there was a tendency in this country to regard the 
theoretical and scientific work of the factory as unproductive labour. 

Мв. J. 8. RawonTH said that he had read the conclusion of the 
paper first of all, and did not agree with it. In theearly days he 
had been associated with Mr. Garcke, who bad been aocused of 
making a political speech, although he (the speaker) did not know 
how it could be avoided. Speaking of the English electrical 
industry in the early eighties, he said that they went to Germany 
and installed the first electric street lighting ; they also equipped a 
cotton mill and installed 1,260 lamps at the Vienna Opera House, 
among other work, and jet they were accused of being uninter- 
prising. It looked then as if Germany would offer great oppor- 
tanities to British engineers, but the German tariff had altered all 
that. Oontrary to the authors’ statements, the German banks were 
father and mother to the works. The Germans had brains, cheap 
labour and protection, and were able to build up big businesses. 

Мв. A. A. CaMPBELL Swinton said the Institution was to be 
congratulated on its first commercial paper, which appealed to him. 
He was rather struck by the President's remark on the previous 
night that we were not behind Germany." This was scientifically 
correct, but the instance mentioned, that we supplied electricity at 
a less price, had no connection ; if we made it cheaper, there might 
be sometbiag in it. The real criterion was our ability or inability 
to mske profits. Searching for reasons for our inability to make 
fair prcfits, he suggested that the Board of Trade returns gave too 
much publicity to costs, which were not disclosed in other com- 
mercial concerns. Farther, to his mind, a most important factor 
was the iasidious form of Socialism known as municipal trading. 
The municipalities set the pace as regards coste, and they could 
borrow money very cheaply, which, although good for the con- 
sumer, was not во for the supplier. Не could not see the good of 
enterprise when there were no profits and it was, therefore, not 
possible to raise capital. Additional capital subscribed to the 
municipal electrical industry was buried under Municipal stock,“ 
wbich, as far as the investor was concerned, might be for gas or 
sewers, and he thought that if people knew of the success of elec- 
trically-invested capital they would come forward. Newcastle-on- 
Tyne, he pointed out, had always been served by companies, and ita 
success was well Known; it was an electrical centre, and capital was 
always obtainable for developments, 

MB. W. M. MonpEv expressed the view that the only safe course 
for the Institution was to confine itself to engineering and science, 
and to avoid financial questions, except in so far as they were 
engineering and not political questions. Of course, profit-making 
was & branch of engineering, but the Institution must not allow 
itself to ba made a trade protection society. He thought manufac- 
turing, in some branches, had been unprofitable, because capitalists 
had put up too many factories, and although there was a great deal 
of work, there was not enongh for all at remunerative prices. It 
wae not correct to state that the Institution had not taken action 
in connection with the recent legislation. Although it had not 
advertised the fact, it had bad a committee working at the subject. 


and had sent a deputation of the Council to the Board of Trade. 
He did not believe in the charge of lack of initiative in this country, 
and thought the difficulty of getting financial support for electrical 
enterprises was mostly felt by those whose work had been unsoo- 


Mn. T. Клон asked why it was that in the case of, say, the Victoria 
Falls scheme our engineers had had to stand aside. A matter such 
as this was decided between financiers before the technical men 
got a look in. The fact was the English engineer had no one to 
back him up, although he would succeed as well as any engineer, if 
supported. We found, however, that Chicago, Buenos Ayres and 
Yokohama were nearer to the London money market than the 
English electrical industry. The backwardness of our develop- 
ment, as compared with Germany, was largely due to British legis- 
lation, which favoured obstructive tactics and unnecessary expense. 

Мв. A. R. BrELLING, in reply, said that the English manu- 
facturer would not study local conditions, and English agents 
frequently relied on a good name, while the German went after the 
work. English firms did not maintain adequate staffs in forei 
countries; he kaew of one German firm which had a staff of 14 
China. German progress was very marked in India, where their 
trade had increased 50 per cent. in value during the past year. 
In Germeny it was illegal to issue shares of a less value than £50, 
and this, of course, tended to keep out the smaller capitalist, leav- 
ing the business in the hands of the wealthy. Daring the past 
year the Germans had all complained of the effects of restrictive 
legislature, but despite this had paid higher dividends, and he 
thought this could only point to expanding trade abroad. In no 
other country in the world was there such a collection of foreign 
manufacturing firms as in Britain, and these firms were responsible 
for the undercutting of prices. 


The Present Aspect of Electric Lighting. 

Tas paper on this subject by Messrs. Handoock and Dykes 
(ErnmorRICAL Revizw, December 3rd. p. 912), and a paper on 
“ Metallic-Filament Lamps,” by Mr. F. H. Lavender, M. Sc., were read 
at the meeting of the Birmingham Loca! Bection of the Institution 
of Electrical Engineers on December let, and were discussed 
together. An abstract of the latter paper will appear in our next 
issue. 

Dr. Всмринв seid it was not only of importance to know that a 
lamp was at its best efficiency at one particular voltage, but also 
to know how far one could go from that figure before any serious 
change in efficiency took place. So also with regard to the most 
economical life, which was given as 1,500 hours. With carbon 
lamps the efficiency fell off considerably and the smashing point 
was fairly well defined, but with metal-filament lamps the effictency 
was much more nearly constant, and, in fact, the best thing to do 
was to run them until they broke. 

Мв. MaunicB Sotomon agreed with Dr. Sampner that the 
curves showing the economical life did not give much information 
beoavse they did not bring out clearly the difference it made 
whether the economical life were exceeded or not. There was 
another disadvantage—that they arrived at s conclusion which it 
was impossible to carry out in practice. There were two netaral 
limits which determined the running limit in practice. One was 
the lamp breaking, and the other was the candle-power falling 
till it was no longer sufficient for the purpose for which 
it was required. Such considerations gave something like 
double the economical life as calculated by curves like those 
in the paper. Most of the curves in the paper represented 
the resuits obtained on a single lamp, but some of the curves 
given showed that the results obtained with lamps of the eame 
make varied very widely in practice. The curves showed that 
makers for the most part rated their lamps very closely to the point 
giving the best results. It was very desirable that a uniform 
system of plotting such curves should be adopted. To enable com- 
parison to be easily made, the percentage variation in candle-power 
should be plotted and not the actual variation. 

Ma. LiNvsAv FORSTER said that a large amount of space had 
been given to the tantalum lamp as compared to the tungsten, bat 
he thought that there were differences between the various makes of 
tungsten lamps which should have been brought out. The wire 
lamp would be a great factor in popularising the electric light. 

Мв. R. OnsETTIOH said that the small consumer who used the peany- 
in-the-slot system for his gas жоп! not be in a position to pay 15s. 
or 20s. all at once for his electric light per quarter. So long as he 
only used three or four lamps he would prefer to go on using the 
light which he could buy with his pennies, In the case of a better 
class of consamer with 10 or 15 lamps, he could not agree with the 
statement that 80 per cent of these lamps came on at the worst 
time; the figure would be nearly 35 per cent. The present price 
charged by some stations could not possibly pay. From his ex- 
perience, between 4d. and 43d. should be charged. It would be 
impossible for a consumer with 10 or 15 lamps to pay at the rate of 
128. each. At present the charge in Aston worked out at something 
like 3s. per lamp per year, without taking into account the lamp 
itself; assuming the life to be 1,500 hours the lamp would last 
three years. Another disadvantage would be that it would handi- 
cap the extension of lighting in any house. The position of 
central stations was very unfavourable at the present time. His 
view was that before canvassing the consumer who used only three 
or four lights there was plenty of scope for those who would pat 
down 10 or 15 lamps, and these consumers would not come upon the 
station up to the 80 per cent. limit at the worst moment. Не coa- 
sidered that the question of canvassing had not been properly 
tackled, and there was a very large scope for electricity in otber 
directions besides light. 
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Ma. A. G. Nuspma noticed that the candle-power of the lamps 
rose at first. The aim of the maker usually was to get as near tue 
maximum as possible before he sent the lamp out, and to do this 
most makers aged their lamps considerably. The irregularities 
shown in the curves were much more likely to be due to changes of 
measurements than to variations in candle- power. Manufacturers 
rated their lamps at the best point in order to obtain long life. 


The Онлтвман (Mr. M. Railing) remarked that his experience 
bad been that the metal-filament lamp had helped to extend and 
increase the output in certain stations. To his mind, the problem 
was not so much to get an increased price from consumers as to get 
more of them, and that was а matter in which manufacturers should 
be able to help the station engineers by supplying a small candle- 
power lamp. 

Mn. R. Мни gave some figures with regard to tbe electricity 
department’s revenue in Birmingham. The growth of revenue in 
regard to sales had been as follows: In one year they had a 5 per cent. 
increare, the next year 10 per cent., the next year about 17 per cent., 
and this year about 27 percent. They must also remember that, even 
if there was only a small increase in current, there was a much larger 
increase in candle-power. In connection with the first paper, some 
allowanoe should be made for the voltage variation on town mains. 
They found, in the centre of the town, where the consumer 
was near to the central station, that it was advisable to 
put in 240 or 235-volt lamps, while on the ontskirte 230-volt lamps 
had to be employed. Some of these new lamps were wrongly 
marked by the makers. A consumer recently complained of the 
premature failuce of his lamp, so they got a dozsn he had just pur- 
chased from the maker and tested them. They were all marked 
110 volta, but they found that if they had been correctly marked, 
the voltage should have ranged from 87 to 114. Some years ago 
he bad tried the contract system on a block of small houses, 
charging 6d. a week in summer, and 16. a week in winter. Each 
house contained five lights, and the revenue from the current supplied 
worked out at something like 13d. per unit. They had experi- 
mented in Birmingham on the lighting of small houses with pre- 
payment meters. After about eight months’ ranning, the consumers 
were quite satisfied. They charged 5d. per unit, which covered 
service charges, meter rent and œ st of current. The consumer was 


satisfied, because he got a better light than previously with а 60-c.P. - 


gas mantle, and the cost of current was lower than the cost of gas 
for the same light. The great thing with these small houses was to 
get paid in advance. If they let а man run for over two weeks, it 
meant а moonlight flit, and he usually took the lamps with him 
when he went. 


Мв. FaxBELL (Wednesbury) thought that station engineers became 
unduly alarmed if their revenue for one year showed signs of coming 
down. He thought that they ought to be prepared to experi- 
ence one or two lean years, because they were on the 
threshold of an enormous boom. He had prepared figures 
taking the output of the last Saturday in November for the 
past five years; in 1904-5 there was a considerable iocrease, 
in 1906 not a very large increase, in 1907 a considerable increase, 
1908 was lower than 1907, and in 1909 the peak was just double 
that of 1908. There was one class of long-hour consumer hitherto 
neglected who could profitably be approached, i. e., the big brewery 
companies; these were now seriously considering the adoption of elec- 
tricity for lighting throughout their houses. Daring the last week he 
had fixed up with one company for two houses and with another for 
three, and they had several other cases where they were giving supplies 
with very good results. The contract system rather departed from 
the Englishman's idea of business, as he was used to buying by 
measure. To tell people to buy at so much per year conflicted with 
their ideas of justice, and would create, especially in small towns, & 
great deal of dissatisfaction. The short-hour consumer would have 
& grievance against the long-hour consumer. They had fairly good 
meters and could buy them cheaply—really 10s. 6d. for a meter was 
not a serious matter. The complication of meters and the work 
involved would be nothing to the complication of the system of 
house-to-house visita that would be required. 


Мв. Hanpcock, in reply, pointed out that the system advocated 
in his paper had already been fully tried in connection with water 
supply, and as regarded electric light, it had been in use for some 
little time past at Harrogate, and some other places. At Harrogate 
it was so successful that its use was being rapidly extended. The 
consumers appreciated it, and the station found it paid. As 
regarded putting in higher candle-power lamps than those 
originally fitted, that was stealing electricity, which was a 
felony, and could be guarded against by the use of special sockets 
and lamps. They contended that the long-hour consumer had 
grave cause for complaint against the electric light undertakings, 
who were t: ki ig a profit from him that was absolutely unjustified. 
Station eng ne:rs ought to be honest with the long-hour consumer, 
aod as soon a; he paid anything like 128. а light or more, they 
ought to offer him a supply on a contract basis, or give him something 
in reasonable proportion to the aid he gave the station. The Board 
of Trade Returns showed that the gas profits were not made from the 
big consumers ; the average yield per gas consumer was somewhere 
ia the neighbourhood of £5. If tne gas undertaking looked to the 
small consumer for its profits, he thought that they should look in 
tbat direction also. He knew of one or two cases where the 
lighting charge was collected with the rent, an arrangement which 
had several advantages. Although some stations had maintained 
their normal output in spite of the introduction of the metal- 
filament lamp with its increased standard of illumination, there 
were very many which had suffered a slight setback. On the other 
hand, they all realised that the setback was only a temporary one. 
He would be glad if Mr. Fennell could give some information as to 
the effect of the metal-filament lamps’ load not only on the 


magnitude, but also on the shape of the peaks ; in some cases they 
had found that the had diminished, ín others they had 
increased, but the output did not increase in proportion to the 
maximum load. | 

Мв. Баяивгт, remarked that in his case the effect had been to 
flatten the curves, owing to the long-hour consumers they had-been 
able to obtain. 


THE ELECTRIC LIGHTING AOT, 1909. 


Tux terms of this Aot, which comes into force in April next, are 
as follows :— 


1.—(1) The Board of Trade may by Provisional Order authorise 
any local authority, company, or person, who is authorised by the 
same or any previous Provisional Order or by Act of Parliament to 
supply electricity in any area, to acquire compulsorily, or to use, for 
the purpose of a generating station any land specified in the Order, 
whether situated within or without the area of supply, and, in the 
Peut of a local authority, whether situated within or without their 

istrict. 

2. For the purpose of the acquisition of land authorised to be 
taken compulsorily under any such Provisional Order, the provisions 
of the Lands Clauses Acts which relate to the purchase and taking 
of lands otherwise than by agreement, and to the entry upon lands 
by the promoters of the undertaking, are, sabject to the modifica- 
tions set out in the First Schedule to this Act, incorporated with 
the Electric Lighting Acts, as well as the provisions of those Acte 
already so incorporated by the Electric Lighting Act, 1682. 

„3. Rules made by the Board of Trade under Sec. 6 of the Eleotric 
Lighting Act, 1882, shall provide for proper notice being given of 
an application for a Provisional Order, by which it is proposed to 
authorise the compulsory acquisition or use of land for the purpose 
of a generating station, to owners, lessees, and cccupiers of land, 
and also for public notice being given of the proposal by advertise- - 
ment. ) 

2. It shall not be lawful for any undertakers after the passing of 
this Act, except with the consent of the Board of Trade, to construct 
any generating station on any land acquired by them after March 
31st, 1909, unless the construction is authorised and the 
land is specified in a special Act or Provisional Order, 
and the Board of Trade shall not in any case give such 
consent until notioe has been given, by advertisement or otherwisé, 
as the Board of Trade may direct, to the local authority of the 
district in which the land is situaté, and to owners and lessees of 
land situate within three hundred yards of the land upon which 
the generating station is to be constructed, and an opportunity has 
been given to such local authority, owners, and lessees, of stating 
any objections they may have thereto. 

This section shall not apply to any station for transforming, 
converting, or distributing electrical energy. | 

3. For the purpose of enabling electricity to be brought into an 
area of supply from a generating station belonging to any under- 
takers situated outside that area, the Board of Trade may by 
Provisional Order apply to any roads, railways, or tramways 
situated ontside tbat area the provisions of the Electric Ligbting 
Acts which authorise, or enable the Board of Trade to authorise, 
the breaking up of any road, railway, or tramway, so far as thoee 
provisions do not already so apply: 

Provided that a Provisional Order authorising the breaking up 
of roads outside the area of supply shall not be granted by the 
Board of Trade except with the consent of the local authority in 
whose district the road is situate, unless the Board of Trade, in any 
case in which the consent of any such local authority is refused, are 
of opinion that, having regard to all the circumstances of the case, 
such consent ought to be dispensed witb, and ia that case they shall 
make a special report to Parliament stating the grounds on which 
they have dispensed with the consent. 

4.—(1) The Board of Trade, unless they are of opinion that, by 
reason of the character or magnitude of the proposed undertaking, 
the matter ought to be dealt with by private Bill, may by 
Provisional Order— 

(a) suthorise any local authority or company to supply electricity 

in bulk ; 

(b) proviae for any supply so authorised being compulsory; and 

(c) make such other provisions as appear to them ssary for 
adapting the Electric Lighting Acte to any case where a local 
authority or company are authorised to supply electricity in bulk, 
including the application to roads, railways, and tramways along 
the route along which lines are authorised to be laid for the 
purpose of giving the supply in bulk of the provisions of those 
Acts which authorise or enable the Board of Trade to authorise the 
breaking up of any road, railway, or tramway : 

Providéd that a Provisional Order authorising the bresking 
up of roads outside the area of supply of the local authority or 
company by whom the supply is to be given shall not be granted 
by the Board of Trade except with the consent of the local 
authority in whose district the road is situate, unless the Board of 
Trade, in any case in which the consent of any such local authority 
is refused, are of opinion that, having regard to all the circum- 
stances of the cage, such consent ought to be dispensed with, and in 
that case they shall make a special report to Parliament stating the 
ground on which they have dispensed with the consent. 

2. It the Board of Trade refuse to grant a Provisional Order 
under this section, on the ground that the matter ought to be dealt 
with by a private Bill, the notices published and served for the 
purposes of the proposed Order shall; subject to the Standing 
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Orders, be held to have been published and served for a private 
B. Il applying for similar powers: 

Provided that the applicants for the Order shall, by notice 
served in the prescribed manner and within the prescribed time, 
inform all opponents of their intention to prooeed by way of 
private Bill, and, subject to Standing Orders, the application for 
a Provisional Order shall be deemed and taken to be a petition 
for leave to bring in a private Bill, and the applicants shall 
also give such additional notioe (if any) as may be required by 
Standing Orders. 

3. The Board of Trade may, if they think fit, by order permit 
any undertakers to supply electricity in bulk to any otber under- 
takers upon such terms and subject to such conditions as may be 
specified in the order, if the supply can be given without breaking 
up soy streets except sich as tre undertakers giving, or the under- 
takers receiving, the supply are authorised to break up; but the 


Board of Trade shall not in any case make such an order until ` 


notice of the intention to make the order has been given by 

advertisement or otherwise as the Board of Trade may direct, 

and an opportunity has been given to any person who appears to 

үе 3 to be affected, of stating any objections he may have 
ereto. 

5.—(1) Any local authority, company, or person authorised 
to supply electricity in any area may, with the consent of the 
Board of Trade, supply at any point within that area electricity 
for the purposes of haulage or traction on any railway, tramway, 
or canal situate partly within and partly without that area, and 
for the purposes of lighting vehicles and vessels used on any such 
cailway, tramway, or canal; but the Board of Trade shall not in 
any case give any such oonsent until notice of the application 
for the consent has been given by advertisement or otherwise in 
such manner as the Board of Trade may direct, and an opportunity 
has been given to any person who appears to the Board to be 
affected of stating any objections he may have thereto. 

2. The Board of Trade may, by Provisional Order, authorise 
any sech local authority, company, or person so to supply 
electricity to be used for purposes incidental to the working or 
lighting of the railway, tramway, or canal, other than the purposes 
aforesaid. | . 

3. A company, loca] autbority or body receiving a supply of 
electricity under this section shall not use the electricity in 
such manner as to cause, or to ba likely to cause, any interference 
with Government observatories or laboratories, or observatories or 
laboratories now or hereafter erected, owned, or managed in 
pursuance of any present or future statutory enactment, but this 
sub-section shall not apply toany such company, local anthority, 
or body who, by any Act of Parliament or Order confirmed by 
or having the effect of an Act of Parliament containing provisions 
for the protection of such observatories or laboratories, are autho- 
rised to use electricity for the purposes for which a supply is 
authorised to be given under this section. 

6.—(1) Where it is proved to the satisfaction of the Board of 
Trade that the occupier of any premises is desirous of obtaining a 
supply of electricity from any undertakers within whose area of 
supply those premises are not situate, the Board of Trade muy 
if the local authority within whose district the premises are 
situate, and the undertakers (if any) authorised to supply elec- 
tricity to such premises, consent, by order permit the first- 
mentioned undertakers to give s supply to those premises on sach 
terms and subject to such conditions asthe Board think fit: 

Provided that, if in the opinion of the Board of Trade any 
consent required by this sub-section is unreasonably withheld, the 
Board of Trade may proceed as if such consent had been given. 

2. An order given by the Board of Trade under this section may, 
for the purpose of enabling a supply to be given thereunder, confer 
any such powers and impose any such duties on the undertakers as 
would have been conferred or imposed by the Electric Lighting 
Acts, and as might have been conferred or imposed by Provisional 
Order if the premises and the route along which lines are to be 
laid for the purpose of giving the supply were within the area 
of supply of the undertakers, anything in the special Act or 


Order relating to the undertaking to the contrary notwith- 


standing. 

3. If the undertakers on whom powers are conferred by an order 
under this section are not a local authority, the works and lines 
erected and laid under the powers so conferred sball, во long as 
the order remains in force, be deemed, for the purposes of the pro- 
visions as to purchase applicable to the undertaking, to form part 
of the und ing within the district of the local authority 
which comprises the area of supply of the undertakers, or, if 
that area is comprised within the districts of more than one 
local authority, within such of those districts as the Board of 
Trade may determine. 

4. Nothing in this section shall enable the Board of Trade, with- 
out the consent of the uadertakers within wbose area of supply the 
premises are situate, to give such permission as aforesaid to any 
uadertakers where the last-mentioned undertakers are by any Act 
of Parliament specifically prohibited from supplying electricity 
within the area of the firs:-mentioned undertakers. 

7.—(1) Where any generating station, mains, or other works of 
а company used solely for supplying electricity within the district 
of а local authority are situated outside the district of that local 
authority, the generating station, mains, and other works so used 
shall for the purposes of the provisions of the Electric Lighting 
Acts, and any Provisional Order conferring on local authorities 
power to purchase undertakings, be deemed to be situated withia 
the district of tbat local authority, and, where any generating 
station, mains, and other works are used solely for supplying 
electricity within the districts of two or more local authorities, 
but are not situated within any of those districts, the Board of 


Trade may, on the application of all or any of those authorities, by 
Provisional Order apply this provision subject to such adaptations 
as the circumstances of the case may require: 

Provided that this sub-section shall not, exoept by agreement 
between the local authority and the company concerned, apply to 
any generating station, mains, or other works authorised by a 
special Act passed before the passing of this Act. 

2. Any local authority having power under the Electric Lighting 
Acts or any Provisional Order to purchase so much of the under- 
taking of a company as is within the district of that local authority 
may, with the consent of and upon such terms and conditions as may 
be approved by the Board of Trade, and, in the case of an under- 
taking authorised before the commencement of this Act, with the 
consent of the company, transfer their rights of purchase to any 
other local authority having power to purchase so much of the same 
undertaking as is within the district of that last-mentioned local 
authority, and the deed of transfer may contain such consequential 
provisions as may be necessary for giving effect to the transfer. 

8. The Board of Trade may, with the concurrence of the Local 
Government Board, by Provisional Order make such provisions as 
appear to them necessary or expedient, by the constitation of a 
Joint committee or joint board or otherwise, for the joint exercise 
of all or any of the powers under the Electric Lighting Acta, or this 
Act, or any Provisional Order, by two or more local authorities as 
respecte any area of supply consisting of the whole or parts of the 
districte of those authorities, in any case where it appears to them 
that the joint exercise of those powers wonld be expedient, and 
any such Provisional Order may contaio sush provisions as may 
appear necessary or proper for adapting any of the provisions of the 
Electric Lighting Acts, or this Act, or any such Provisional Order, 
to the case of any committee or board so constituted. 

`9. The Board of Trade may grant a Provisional Order not 
withstanding that the notice required by section four of the 
Electric Lighting Act, 1882, to be given to a local authority on 
or before the first day of July, has 7ot been given in the case 
of any local authority which waives its right to receive such a 
notice, and no such notice need be given to the local authority of 
a district in which it is not intended to take power to distribute 
electricity. 

10.—(1) With a view t» making five years the ordinary period 
of revision of maximum price and allowing representations as to 
revision to be made by consumers, Sub-sec. (2) of Sec. 32 of the 
schedule to the Electric Lighting (Clauses) Act, 1899, shall, for the 
purpose of incorporation with any Act or Order passed or con- 
firmed after the passing of this Act, be read as if the words " five 
years” were substituted for the words “seven years,” and the 
words or such number of consumers, not less than 20, as the 
Board of Trade consider sufficient, having regard to the population 
of the area of supply,” were inserted after the words either the 
local authority or the undertakers.” 

2. Where any Act or Provisional Order passed or confirmed 
before the commencement of this Act enables the Board of Trade 
to revise or vary any maximum prices to be charged for electricity, 
that Act or Order shall be construed— 

(a) Bo as to enable the revision or variation to take place at an 


interval of five years after the commencement of the Act or Order, 


or the last revision, in cases where а longer interval is fixed by the 
Act or Order; and 

(5) so as to enable the power of revision or variation to be 
exercised on the representation of such number of consumers, not 
less than 20, as the Board of Trade consider sufficient, baving 
regard to the population of the area of supply, in cases where 
under the Act or Order such а power either cannot be exercissd on 
euch a representation, or can be exercised only on the representa- 
tion of a number of consumers greater than 20, 

11.—(1) The sections set out in the Second Schedale to this Act 
shall be substituted for Secs. 49, 50, 51 and 53 of the schedule to 
the Electric Lighting (Clauses) Act, 1899, as incorporated with any 
Act or Order passed or confirmed after the commencement of 
this Act. 

2. The provisions contained in the sections so set ont shall, 
subject to such adaptations (if any) as may be necessary, be sub- 
stituted for any corresponding provisions аз to the use, examina: 
tion and certification of meters, avd their connection and dis- 
connection with electric lines, contained in or incorporated with 
any special Act or Provisional Order relating to the supply of 
electricity passed or confirmed before the commencement of this 
Act. 

12. For the parposes of Sec.9 of the Electric Lighting Act, 
1882, the accounts of any undertak ars being a local authority shall 
be made upto March 31st in each year, and accordingly ae respects 
those accounts June 80th shall be substituted in that section for 
March 25th, and March 31st for December 31st: Provided that, if 
any such undertakers show to the Board of Trade that some other 
dates are, owing to special circumstances, more convenient in their 
case than March 31st and June 30th, the Board of Trade may sub- 
stitute such other dates for March 31st and June 30th, this 
section shall as respects those undertakers be construed with the 
substituted dates. 

13. The Board of Trade shall from time to time make a retura 
to Parliament giving such particulars as they may think proper 
with regard to the reports made by any auditors appointed by 
them to audit the accounts of any undertakers, and any action 
taken on such reports by the Board and by the undertakers. 

14.—(1) A local authority, company, or person who have 
obtained a licence, order, or special Act for the supply of elec- 
tricity shall not, by transfer or otherwise, divest themselves of any 
of the powers, rights, or obligatione conferred or imposed E 
them by the Electric Lighting Acts, or by any licence, ' 
or epecial Act, otherwise than under and in accordance with А 
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provision contained in a licence, order, or special Act authorising 
such a divestiture. 

2. Bec. 11 of the Electric Lighting Act, 1882, shall be repealed 
from bat no local authority to the end of the section. 

15. Notwithstanding anything in the Electric Lighting Acts or 
in any Act of Parliament or Provisional Order authorising an 
undertaking, a person shall not be entitled to demand or to 
continue to receive from undertakers authorised to supply elec- 
tricity in any area a supply of electricity for any premises having 
& separate supply, unless he has agreed with the undertakers 
to pay to them sach minimum annual sum as will give them a 
reasonable return on the capital expenditure, and will cover other 
standing charges incurred by them in order to meet the possible 
maximum demand for those premises; the sum to be so paid shall 
be determined in default of agreement by arbitration. 

16. All electric lines, fittings, apparatus, and appliances let by 
any undertakers on hire or belonging to any undertakers, but being 
in or upon premises of which the undertakers are not in possession, 
sball, whether they be or be not fixed or fastened to any part of any 
premises in or upon which they may be situate, or to the soil under 
any such premises, at all times continue to be the property of, and 
be removable by the undertakers, and Secs, 24 and 25 of the Electric 
Ligbting Act, 1882, shall extend and apply to all such electric lines, 
fittings, apparatus, and appliances: Provided that such electric 
lines, fittings, apparatus, orappliances have upon them respectively 
a distinguishing metal plate affixed to a conspicuous part thereof, or 
a distinguishing brand or other mark conspicuously impressed or 
made thereon, sufficiently indicating the undertakers as the actual 
owners thereof. 

For the purposes of this section, electric lines, fittings, apparatus, 
and appliances disposed of by the undertakers on terms of payment 
by instalments shall, unti] the whole of the instalments have been 
paid, be deemed to be electric lines, fittings, apparatus, and appli- 
ances let on hire by the undertakers, 

Nothing in this section shall affect the amount of the assessment 
. for rating of any premises upon which any electric lines, fittings, 
apparatus, or appliances are or shall be fixed. 

17.—(1) Twenty-four hours' notice in writing shall be given to 
the undertakers by every consumer before he quits any premises 
supplied with electrical energy by the undertakers, and, in 
default of such notice, the consumer so quitting shall be liable to 
pay to the undertakers the money accruing due in respect of such 
supply up to the next usual period for ascertaining the regieter of 
the meter on such premises, or the date from which any subsequent 
occupier of such premises may require the undertakers to supply 
electrical energy to such premises, whichever shall first occur. 

2. Notice to the effect of this section shall be endorsed upon any 
demand note for charges for electrical energy. 

18. The undertakers may refuse to supply electrical energy to 
any person whose paymenta for the supply of electrical energy are 
for the time being in arrear (not being the subject of a bond fide 
dispute), whether any such payments be due to the undertakers in 
pe of a supply to the premises in respect of which such supply 
is demanded or in respect of other premises. 

19. Electrical energy shall be deemed to be goods, wares, or 
merchandise for the purposes of Bec. 59 of the Stamp Act, 1891 
(which makes certain contracts chargeable with stamp duty as con- 
veyances on sale), and also for the purposes of the exemption 
numbered three under the heading Agreement or any memorandum 
of an agreement " contained in the First Schedule to that Act. 

2U. For removing doubts, it is hereby declared that so much of 
any Provisional Order or special Act, or of the Schedule to the 
Electric Lighting (Clauses) Act, 1899, as incorporated with any 
such Order or Act, as prohibits undertakers from associating them- 
selves with any company or person supplying energy under any 
licence, Provisional Order, or special Act unless the undertakers are 
authorised by Parliament to do so, sball not be construed as pro- 
hibiting the undertakers from taking a supply of electricity in 
bulk from any company or person authorised to give such а 
supply. 

21. Money borrowed under the Electric Lighting Acts shall not 
be reckoned as part of the total debt of & local authority for the 
purpose of any limitation on borrowing under the enactments 
relating to borrowing by the local authority. 

22.—(1) With a view to the protection of the royal palaces, 
parks, and gardens, museums, and other public buildings, and their 
contents (in this section referred to as "the protected premises”), 
the Commissioners of Works and their engineer, or other officer 
duly authorised in writing under the hand of their secretary, may 
from time to time enter upon and inspect any generating station 
of any undertakers, and, if on such inspection it should appear to 
the Commissioners that proper precautions are not being adopted 
for tbe due consumption of smoke, and for preventing as far as 
reasonably practicable the evolution of oxides of sulphur, and 
generally for the prevention of nuisance in relation to the pro- 
tected premises, they may, without prejudice to any other remedy, 
require the undertakers forthwith to carry out such works and to 
do such things as are necessary in the circumstances. 

2. The undertakers shall give all reasonable facilities for such 
inspection to the Commissioners and their engineer or other officer 
as aforesaid. 

8. Any dispute arising between the Commissioners and the 
undertakers in‘relation to any of the provisions of this section shal] 
be determined by arbitration. 

This section shall not apply to the station of the Westminster 
Electric Supply Corporation, Ltd., at Horseferry Road, in the City 
of Westminster. 

23. Where in any area a local authority, company or person is 
authorised to supply electricity under Act of Parliament or under 
licence or Provisional Order granted under the Electric Lighting 


Acta, it shall not, after the passing of this Act, be lawful for any 
other local authority, company or person to commence to supply or 
distribute electricity within the same area unless such supply or 
distribution is authorised by Act of Parliament, or by licence or 
Provisional Order granted in terms of the Electric Lighting Acts, 
provided that this section shall not prevent any company or person 
from affording a supply of electrical energy to any other company 
or person where the business of the company or person affording 
the supply is not primarily that of the supply of electrical energy 
to consumers. 

Provided also that this section shall not prevent any company 
who at the passing of this Act are empowered by their memorandum 
of association to generate electrical energy from affording a supply 
to a railway company for purposes incidental to that company's 
undertaking other than the conveyance of public traffic. 

24. Nothing in this Act shall enable the Board of Trade by 
Provisional Order to authorise the compulsory acquisition of any 
land which, at the date of the first publication of the notice for 
the Order, belongs to any gas or water undertakers, and is 
used or authorised to be used by them for the purposes of their 
undertaking. 

25. In this Act, unless the context otherwise requires— 

The expression '' Provisional Order " means a Provisional Order 
under the Electric Lighting Acta: 

The expression Electric Lighting Acta" means— 


(а) As respects England and Ireland, the Electric Lighting Acts, 


1852 and 1488 ; and 

(b) As respects Scotland, the Electric Lighting Acts, 1882 and 
1888, the Electric Lighting (Scotland) Act, 1890, and the Electric 
Lighting (Scotland) Act, 1902. 

The expression “authorised " means authorised by Act of Parlia- 
ment or Provisional Order. 

The expression “area of supply” means any area within which 
any local authority, company or person is suthorised to supply 
electricity. \ 

The expression “ undertakers” means any local authority, com- 
any or person authorised to supply electricity to whom the 
lectric Lighting Acts apply. 

The expression road includes any street as defined by the 

Electric Lighting Act, 1882. 

The expression "generating station" includes any station for 
generating, transforming, converting or distributing electricity. 

The expression '' to supply electricity in bulk" means to supply 
electricity— 

(a) To any local authority, company or person authorised to 
distribute electricity to be used for the purposes of distribution ; or 

(b) To any local authority authorised by any general or special 
Act to undertake or contract for the lighting of streets, bridges or 
public places, to be used for the purposes of lighting streets, bridges 
and public places. 

26.—(1) In the application of this Act to Scotland, the Secretary 

for Scotland shall be substituted for the Local Government Board 
as respects Provisional Orders relating to Scottish local authorities, 
and May 15th shall be substituted for March 31st, and the first day 
of August shall be substituted for June 30th. Sec. 99 of the 
Burgh Polioe (Scotland) Act, 1892, as applied by Sec. 44 of the 
Local Government (Bcotland) Act, 1894, shall be read as if the 
words "subject to the provisions of the Electric Lighting Act, 
1882, or any Act or Acts amending or superseding the same," 
were repealed. 
. 2. In the application of this Act to Ireland, the Local Govern- 
ment Board for Ireland shall be substituted for the Local 
G»vernment Board as respects Provisional Orders relating to Irish 
local authorities. / - 

27.—(1) This Act may be cited as the Electric Lighting Act, 
1909. 

(2) This Act and the Electric Lighting Acts sball be construed 
together as one Act, and may be cited as the Electric Lighting 
Acts, 1882 to 1909. 

(3) This Act shall come into operation on April 1st, 1910. 


SOHEDULBS. 
First SCHEDULE.—MODIFICATIONS OF THE LANDS CLAUSES ACTS. 


The following modifications shall have effect in the constraction 
of the provisions of the Lands Clauses Acts incorporated by this 
Act for the purposes of the Electric Lighting Acts:— 

(а) The expression special Act" means the Electric Lighting 
Acts, inclusive of any Provisional Order authorisiog the compul- 
sory acquisition of land, except that the period of three years 
mentioned in Sec. 123 Lands Clauses Consolidation Act, 1845, shall 
be calculated from the passing of the Act confirming the Pro- 
visional Order; and 

(b) The expressions “the promoters" and the undertaking " 
mean respectively the undertakers and the undertaking under the 
Electric Lighting Acts, and the expression company in the 
Railways Act (Ireland), 1851, the Railways Act (Ireland), 1860, 
and the Railways Act (Ireland), 1864, means the undertakers under 
the Electric Lighting Acts; and 

(c) The expression land“ includes easements in or relating to 
land. 


SECOND SCHEDULE.—SECTIONS TO BE SUBSTITUTED FOB BEOS. 
49, 50, 51 AND 53 oF THE BoHEDULE TO THE ELECTRIC 
LIGHTING (ÜLAUSES) Аст, 1899. 


“49. The amount of energy supplied by the undertakers to any 
ordinary consumer under the Special Order, or the electrical 
quantity contained in the supply (according to the method by 
which the undertakers clect to charge), hereinafter referred to as 
‘the value of the supply,’ shall, except as otherwise agreed between 
the consumer and the undertakers, be ascertained by means of an 
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appropriate meter duly certified under the provisions of the 
Bpecial Order, and fixed and connected with the service lines in 
some manner approved by the Board of Trade. 

“50. A meter shall be considered to be duly certified under the 
provisions of the Special Order if it be certified by an electric 
inspector appointed under the Special Order to be a meter capable 
of ascertainingithe value of the supply within such limits of error 
as may, as respecta meters of the class to which the meter belongs, 
be allowed by the Board of Trade, and to be of some construction 
and pattern approved by the Board of Trade, and every such meter 
is hereinafter referred to as a ‘certified meter’: Provided that, 
where any alteration is made in any certified meter, that meter 
shall cease to be a certified meter unless and until it is again 
a pel as a certified meter under the provisions of the Special 
Order. 

"51. An electric inspector, on being required to do во by the 
undertakers or by any consumer, and on payment of the prescribed 
fee by the Te so requiring him, shall examine any meter used 
or intended to be used for ascertaining the value of the supply, and 
shall certify it as а certified meter if he considers it entitled to be 
so certified, and the inspector shall, on the like requisition and 
payment, examine the manner in which any such meter has been 
fixed and connected with the service lines, and shall certify tbat it 
has been fixed and connected with the service lines in some manner 
approved by the Board of Trade, if he considers that it is entitled 
to be so certified. 

" 53. The undertakers shall not, nor shall any consumer, connect 
any meter used or to be used under the Special Order for ascertain- 
ing the value of the supply with any electricline through which energy 
is supplied by the undertakers, or disconnect any such meter from 
any such electric line, unless the one has given to the other not less 
than 48 hours’ notice in writing of the intention to do so, and the 
undertakers, or any consumer acting in contravention of this section, 
xa liable for each offence to a penalty not exceeding forty 
shillings.” 


THE CARE OF A COMMUTATOR. 
[COMMUNICATED. | 


JOHN Paix LvuMLEY had been designing direct-current 
machines for 23 years, and recollection of this circumstance 
never failed to awaken in his breast feelings of the liveliest 
gratification. 

Events move quickly in the electrical world, and 23 years 
is a long time, viewed from the standard of progress made. 
Lumley well knew that there could be few men in the 
country who had been designing for that length of time ; 
and he reckoned that he had succeeded in reaching the top 
rung of his ladder; that what he didn't know about his 
job wasn't fit to know. 

From a primitive shunt-wound generator he had proceeded 
by sure stages to the latter-day refinementa of the compound 
winding, the commutating pole, the ventilated spool, and 
the distributed field. Yes, he would think, as he leant back 
in his well-worn chair, he had not been idle. 

He was wont sometimes to call to mind a machine he had 
Big, ugly, 
wasteful, ineflicient ; bad in every respect! And then he 
would &mile as he thought of his latest creature of the same 
output. Small, elegant, economical, eflicient, good and 
sound all through. And all this the product of his brain. 
Then did he feel that the weary Е the restless nights, 
the crowded days, had not been spent in vain. Пе had 
evolved the finest b.c. machine which money could procure. 
Heating negligible. Commutation sparkless at heavy over- 
oade. 


Lumley, as a matter of fact, particularly prided himself 
on his knowledge of the snbject of commutation. He had 
studied the question in all its bearings. He bad published 
a work, running into three volumes, on ©“ Reactance Volta, 
and How to Smother Them." A paper entitled ** What's 
the Matter with Micanite? " stood to his credit in the 
annals of the local Society. Alternating-current men re- 
garded him with envy, testers with awe. And the daily 
consolation of his hard-worked life was that he, John Pain 
Lumley, was the commutator king. 

One day Lumley was called away to give expert advice on 
a Job in the metropolitan district. In the station were a 
couple of his rotaries. Не spent the morning clearing up 
the trouble, and was preparing to depart. Ashe was putting 
on his gloves he noticed how the marble panels gleamed ; 
how the brass rails which hemmed in the machines sparkled 


in the sunlight. But the circumstance which most engrossed 
his attention was the sparkless, perfect operation of a couple 
of steam-driven generators. He called the attention of the 
switchboard man to it. 

„They are not our machines," said Lumley, but they're 
operating wonderfully well. Full load?“ 

* Yes, Bit of overload, if anything," replied the central 
station man. They are excellent machines, but, in my 
opinion, care of the commutator while in service is even 
more important than good design." 

* Youthink во?” 

“ I do, indeed! said the switchboard man, impressively. 

Now, the fact is, this man, Paynter by name, was some- 
thing of a wag. He thought that with all his learning, 
Lumley looked a bit of a fool. There was nothing of the 
man of the world about him, and he might easily be deceived. 
Paynter resolved that he would have him on. Не would 
start gently, and then if he found Lumley was taking the 
bait, he would give him as much as he could swallow. 

* Yes,” he resumed, “ І feel it to be true that a closely- 
worked-out design may be entirely wasted and rendered 
worthless by careless running. While, on the other hand, a 
machine, theoretically poor and of doubtful operating powers, 
may be so tended and cared for, have ita way so smoothed 
for it, so to speak, that it may perform wonders in service.” 

„J think there may be a great deal of truth in what you 
say, said Lumley, much impressed with Paynter's statement 
and heavy delivery. 

„May be?” echoed Paynter, going on with increasing 
confidence, “there undoubtedly is. Look at those two 
machines. How are they operating ? ” 

* Perfectly ! " | 

* Yes, And how many commutating poles did the designer 
put in?“ 

„None! | 

* Exactly ! And do they look under-rated ? " 

* By no means.  Over-rated, if anything, to judge simply 
by the size.“. p 

„Just so. Then the question is," cried Paynter exalt- 
ingly, ** how is it done? 

„Careful attention, eh?” queried Lumley, athirat for 
information. 

Paynter nodded impressively, feeling that now he could 
tell his man any old lie he liked. 

He took Lumley by the lapel of his coat, and prodded 
him gently, the while he regarded him with an air of much 
mystery. 

* Do you know how I do it ? " 

„No!“ murmured Lumley. 

„Shall I tell yon?“ 

* Tell me!“ 

* Mutton fat! " Paynter almost hissed. 

* Mutton fat ?”’ gasped his listener. A breathless pause, 
and then, * Ob, I see! You take the fat and rub it on the 
commutator instead of an oily rag." 

* [t must be matton fat!” | 

“Why mutton’ Wouldn't beef do, or bacon, or 

pr 

* Good heavens, no! I’ve tried all the fats there are— 
vegetable and animal, and mutton is the only wear. And, 
of course, «ny mutton fat won't do, you know.” 

“ Oh, won't it!” said Lumley. 

“Not by any means; you have got to pick your sheep 
very carefully.” By this time Paynter had fairly got into 
his stride, and was wondering how far he should go 
with it. 

* You must pick a sheep which has never had ару 
illness, preferably a two-year-old, without blemish.” 

* A two-year-old without blemish!” repeated Lumley 
with the eagerness of a child. 

* Yes, and by far the most important peint is this: Cv 
the fut away near the kidney!” 

„Heavens!“ 

* One inch from the outside edge of the kidney ! " 

And Paynter drew back a few paces to watch the effect of 
his startling communication upon the face of the ingenuous 
Lumley: 

As for that worthy, the thought that he was being grossly 
deceived never once crossed his mind. True, he was a little 
surprised to find that after worrying over commutation [or 
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20 years, he should come to be instructed by a stripling like 


this young chap. But his mind was a receptive mind. Не 
was open to conviction. He seized the attendant by the 
hand. 


„A two-year-old without blemish,” he cried joyfally, 
* and out the fat one inch from the kidney." 

^ That's it,” said Paynter. “ Do that and your sparking 
troubles are over for ever." | 

Paynter moved away to put the water on the cooking 
stove ; and Lumley, with many fervent expressions of thanks, 
took his leave. 

He indulged in many fine speculations arising out of bis 
new knowledge. He decided that to the instruction card 
which the firm sent out with every motor should be added 
a clause оп “ Саге of the Commntator." He would at once 
have exhaustive testa made, and when he had found his 
ideal mutton fat he would have it prepared to his instruc- 
tions on a large scale. — He would read a paper before the 
Society, Some Notes on Sheep as Applied to Electrical 
Engineering." What a stir it would create! What a boom 
for Lumley's reputation ! 

It happened that the very next day, when һе got down 
to the office, he found a letter awaiting him from a man in 
charge of a gang on the outside staff. A 500-H.P. motor 
had been installed in a mill, and while- the heating was 
well inside the guarantee, the commutation was simply 
shocking. 

Wrote the outside man, “ We have tried all possible 
adjustment of the brushes, checked up the pitch of the studs, 
adjusted all the springs, and, in short, done everything we 
can. Shall be obliged to you if you will write me at once, 
making any suggestions which occur to you as to next steps 
to take.” 

Lumley chuckled when he read this. This was where the 
mutton fat came in. He called for the stenographer. 

„With reference to your letter of the 9th inst., and 
inquiry as to possible source of trouble in operation, I would 
advise the following procedure :—Apply to any vendor of 
British meat for some mutton fat, and note following 
particulars: The fat must be taken from a sheep at least 
two years of age, in perfectly sound condition at the time of 
slaughter, and this is most important —the fat must be cat 
away as near the kidney as possible—to be precise, one inch 
away. Raise the brushes, ron machine round by placing 
men along the belt, and apply fat to the surface of com- 
mutator. This should clear up your trouble." 

Serenely Lumley waited for the reply. It came the next 
day. The outside charge band was a hard, cynical, common- 
sense man. “I have always known you to be a bally fool, 
but was not aware before that you were actually insane. 
Kindly note that I am not a blooming butcher ! " 


PROTECTION. 
Bv R. M. M. 


ONE sees and hears all kinds of woe-begone tales of 
unemployment, bad trade, bad prices, demand for Protection, 
or argument that Free Trade must be kept going for things 
to improve. Having had the pleasure of working for private 
companies in manufacturing business, in supply stations and 
in corporation undertakings, one conclusion the writer has 
come to is that protection is wanted, badly wanted—pro- 
tection from ourselves. 

All will grant that if the electrical business were better there 
would be a proportionately less amount of unemployment. 
Better trade means higher profits, more output, and, inci- 
dentally, higher salaries. Better business for supply com- 
panies, mark you, does not mean more units output, unless 
the extra units are sold at a decent margin of profit, 
immediate or in the near future. Better business for manu- 
facturers does not mean larger output at a lower profit. 

The station engineer recognises the first postulate, and 
quotes a five-year contract rate of supply to a large works 
with a decent margin for profits, or bases his tariff to bring 
in a margin—shall we say ?—of over 15 per cent. 


The manufacturer puts a price on his goods, and asks for 
something higher to be obtained to protect the trade; but 
then some of our station friends step in and say, No, our 
consumers shall buy at your lowest price to us; we don't 
want to make any profit on the transaction." (What about 
the increased supply of juice with the margin for profit ?) 
The station pata itself on the back and thinks the load is 
coming up nicely; other manufacturers hear the price 
quoted, and begin to worry how to cut their prices to the 
same or a lower figure. Wiring contractor A writes to the 
REVIEW that some manufacturers sell to customers at a 
lower price or the same price as to himself, and the fat’s in 
the fire. 

No. 1 is selling, at practically no margin, through the 
supply station ; Nos. 2 and 8 cut to this figure, and sell to 
the consumers. No. 1 has to drop, and во, ad infinitum, 
until the balance-sheets go wrong, and the cutting has 
induced cheap labour, and а consequent increase of un- 
employment. 

There is a song which asks, “ Little stranger, there's a 
danger. How's it all going to end? (Who'said Work- 
house ?) 

The only one who as yet has not had any criticism is the 
contractor—his turn comes next. The contractor is no doubt 
well-meaning, but he aleo helps to upset things. A case has 
been heard of, where a contractor, who would ordinarily have 
his profit on wiring and a reserve on apparatus althongh the 
same was ordered direct, has actually cut the price quoted 
for the apparatus, thus giving away some of the reserve for 
nobody’s benefit. Mixed motives, my masters ! 

We cannot find a grumble for the electrical Press, but 
certainly for the contributors. Some apparently desire that 
we should saddle ourselves with the horrors of Trade Unionism 
—to elevate the profession. Ye gods! 

No, there is still a profitable lesson to be learned from 
America, which abbreviated is—Everyone electrical for 
everything electrical at all times, all working for electricity 
zs eyes open te the benefit of the / % electrical pro- 

ession. | 


FOREIGN AND COLONIAL TARIFFS ON 


ELECTRICAL GOODS. 


JAPAN.—The rates of duty given below are the lower rates which 
have been arranged by treaties with Japan. British goods 
are entitled to entry under these lower rates, but in order to 
gain this advantage they should be accompanied by a 
certificate of origin which is issued by the Japanese Consul 
in the place of origin. If no such officer existe, the certificates 

, may be issued by the Custom House or other Government or 
public office, or by the Chamber of Commerce. The following 
is the form of invoice and certificate generally used :— 


(Place and date.) 
INVOICE OF MNT 


Quantity or 
weight, 


| 
Mnrks. Numbers. | Packages. Description of goods. 


I (we) hereby declare that the above goods were produced 


ö 8 , and are to be shipped to Japan from the 
POPC ol oo prd etas per (ship's name) on or about the ......... 
dày k ,19 . | ; 
(Signature.) 
CERTIFICATE, 
(Place and date.) 
I hereby certify that ..................... , of . „ Appeared 


before me and made the above declaration, and that I believe the 
same to be correct in every particular. . 
Signed and sealed this day k 19 
(Signature.) 


It is necessary that certificates of origin should be received by 
the consignee of the goods before the date of arrival of the vessel 
carrying the goods. Certificates from a Notary Public or an 
Honorary Japanese Consul will not be accepted. Certificates of 
origin can only be signed by a member ofa firm or authorised agent, 
whose name must be registered at the Consulate, 


1040 


THE ELECTRICAL REVIEW. [Vol65. No. 1,674, Рвонмвив 24, 1909. 


Weight should be stated in kilograms to admit of conversion into 
Japanese weights; the net weight of the goods should be given on 
documents. 

The dutiable value of an article subject to ad valorem duty is the 
actual cost of the article at the place of production or purchase with 
the addition of packing charges, cost of transportation, insurance 
and all other charges incurred up to the time of its arrival at the 
port of importation; however, in case of doubt, respecting the 
actual cost and the various charges, the balance after deducting the 
import duty from the price of the article at the place of importation 
is to be taken as the dutiable value thereof. 


Yen = 28. 1d. Kin = 132277 lb. 
The following duties are payable : — 


Asbestos, asbestos fibre or powder  ... 
Mica sheets 5 ти s 885 
Cloth or paper- backed mica, sheets of 
size (about 2x 21 in.) .. 28°90 T » 

Mica, all other ... ve 08 . . 10 X ad val. 

Iron wire rod and smal! rod not exceed- 
ing 1 in. in diameter: Of iron and 
mild steel ... ei 85 i9 
Of steel, other T T ii 

en or galvanised wire: Of iro 
and mild steel sss T oes 259 " L 


Cattie = 1:32277 lb. 


10 % ad val. 
28:90 yen per 100 kin 


503 yen per 100 catties 
1:819 97 97 


Ok steel, other es T .. 5 95 ad val. 
Rails: Of iron or mild steel ... .. 7129 yen per 100 catties 
Of steel, other 85 E .. 5 % ad val. 


Fisbplates for rails du 


.. 120 yen per 100 kin 
Copper wire and round trolley wire 


11 20 T n 


Copper plates and eheets $us 9% 11 T » 
Brass and yellow metal: wire, plates, 

&c. wee T tae "m се 7:40 » " 
Babbit's metal and other anti-friction 

metala zu сез T e. 3°50 " » 
Brass bars for turbine blades, corru- 

gated boiler furnace tubes, flanged 

iron boiler plates ... ve .. 20 Y ad val. 
Bolts for rails, flat and round tie bars 

for rails ... i T . . 10% ad val. 
Dog spikes, plain A: si .. '578 yen per 100 catties 

galvanised des .. 10 X ad val. 


39 
Posts for electric wires, pointe for rail- 
ways, line materials for electric 
railways, materials for railway 
turntables, portable rails, chairs 
for rails, railway signal apparatus 25 95 ad val. 
Telegraph wire, other than telegraph 
or galvanised wire, of iron, mild 
steel, or steel ies du cee 
Other submarine and underground 
cables and other insulated electric 
wire or cables, includes lead- 
covered serial cables for tele- 
phone; lead-covered underground 
cables for telephone, for electric 
light (tbree-phase dynamo); lead- 
covered aerial cables for electrie 
light (three-phase dynamo); insu- 
lated copper wire for electric 
light ; insulated twist copper wire 
for electric light or telephone ; 
submarine telegraph cables; un- 
derground cables for transmitting 
electric power (excluding three- 
phase dynamo); insulated elec- 
tric wire cord (twisted or not) ... 
Electric radiators oui wis is 
Metal manufactures not mentioned ... 
Porcelain insulators... ans 885 
Electric locomotives... m bs. dO 4. 
Wheels and axles, tires, &c., for loco- 
motives... is MR ww UB э 


(To be continued.) 


5 % ad val. 


20 % ad val. 


How German Firms obtain Contracts.—A financial 
transaction, wbich promises to be accompanied by the prospect of a 
large &mount of work in the future, is now being brought to a con- 
clusion by the ALLGEMEINE Co, of Berlin. It relates to the 
acquisition from a holding company of shares of £375,000 in the 
Silesian Secondary Railway Co., whilst the remainder of the shares 
in the latter, amounting to one-fourth, are to be purchased from the 
ebareholders directly. The Silesian company is associated with 
two or three other light railways or tramways, and the possession 
of the whole of the capital by the A. E. G. will enable tbe latter to 
proceed with the conversion of the lines to electric traction where 
steam locomotion is still used. The three-fourths (£375,000) of the 
share capital will be exchanged for shares of £75,000 in the Berlin 
Electricity Works Co., in which the А.Е О. held shares of £315,000 
at thezend;of the financial year 1908.9. 


NEW PATENTS APPLIED FOR, 1909. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. THompson & Co., Elec- 
trical Patent Agents, 285, High Holborn, London, W.C., and at Liverpool 
and Bradford, to whom all inquiries should be addressed. 


28,429. ''Electrio switch with lever motion and instantaneous make and 
break." J.B. Wrnng. December 6th. 

28,430. "Improvements in or relating to electric current leakage indicators." 
J. P. Winn. (Application for Patent of Addition to No. 4,666 of 1908.) 
December 6th. 

28,462. “ Improvements. in inter- communication telephone instruments.” 
J. A. Romer, Beem 6th. 

28,475. "Improvements in and relating to tbe driving axles of electrically- 
propelled vehicles." D. BaLAcHowskY and P. Orare. (Date applied for 
under Sec. 91 of the Act, December 5th, 1908, being date of application in 
France.) December 6th. (Complete.) 

28,582. ‘Improvements in electric detonators for explosives.” J. Н. 
Rogrxson and Kynoca, Lro. December 7th. (Complete.) 


28.545. Commutator device for wireless telegraphic BRE stations." 
Q. ERDMANN. (Application for Patent of Addition to No. 10,156, 1908.) 
December 7th. (Complete ) 


28,555. "Electric ато lamp." L. M. МсВвірк. December Tth. (Complete.) 

98,557, ''Combined clectrio bell push and paper knife," H. Hirst and 8. D. 
WniTF. December "7th. 

28,579. “ Improvements in or connected with secon storage celis or otber 
ae containing liquids." B. L. PRICE and J. G. PATTERSON. December 


28.617. Improved process of making homogeneous mechanical junctures 
between metallic bodies.” G. HannisoN. (Electric Railway Improvement Co., 
United States.) December 7th. (Complete.) 

28,672. ''New or improved terminal for electric cables." 
December 8th. 

28,692. Improvements in the manufacture of metallic incandescent bodies 
for electric glow lamps." B. Dukes., (Ges. für Verwertungs Chemischer Pro- 
dukte m.b.H., Germany.) December 8th. (Complete.) 

28,699. ''Improvements in and connected with spark coils.” E. Wrisox and 
W. H. WiLsow, December 8th. 

28,758. “Improvements in apparatus for automatically operating the track 
points on electric tramways and railways.“ H. Dvpakow and H. Cross, 
December 9th. 

28,759. ''Improvements in dynamo or motor brushes." W. CHRISTIE. 
(Galvanische Metall-Papier Fabrik Akt.-Ges., Germany.) December 9th. 

W. 762. Improvements in the method of observing the effects of minute 
electric signals in a telegraphic system." O. C. F. Monckton. December 9th. 

28,804. ''Improvements in the electrical propulsion of ships." BikxENS 
Bros. Dynamo Works, Lrp., and E. A. HoLMEs. December 9th. 


28,818. ''Improvements in and connected with electric fürnaces." E. 
WASSMER,. December 9th. 


28.818. Improvements in and relating to electric ignition devices for 
internal combustion engines.” Н. Barr. December 9th. 

98,825. “Improvements in telephone exchanges.” frgwxkxs & Hans 
Axr.-GES. (Date applied for under Bec. 91 of the Act, December 12th, 1905, 
being date of application in Germany.) December 9th. (Complete.) 

28,849, “ Hope veniente in and relating to aro lamp casings.” R. Bnerr and 
G. Оскхке. (Date applied for under Bec. 91 of the Act, December llth, 1908, 
being date of application in France.) December 9th. (Complete.) 

W. 861. Improvements in and connected with metallic conduit systems used 
in пеше wiring." Sacnpers & TAYLOR, LTD., and J. V. Prarr. December 
10th. 

28,907. ‘Improvements in electric are lamps." E. E. PnrsrwicH. De- 
cember 10th. : 

28,941. ''Improvemerts in and relating to systems of electric motor control.” 
British THomMson-Hovston Co., LTD. (General Electric Co., United States.) 
December 10th. 

28,942. “Improvements in or relating to burglar alarms and switch devioee.'' 
B. LicuTENFELD, December 10th. (Complete.) 

28,947. Improvements in or connected with electric indicating and measuring 
instruments.“ E. R. Murray. December 10th. 

28,951. *''Improvements in and relating to internal communication telephone 
systems," G. BURNEY and STERLIN O TELEPHONE AND ELECTRIC Co., Lip. 
December 10th. 


29,004. ‘‘ Improvements іп or relating to electric control gear." CLARKE, 
CHArMAN & Co., Lro., and R. C. Harris. December Ilth. 

29,020. ''Improvements in trolley wheels for electric trams and the like.” 
W. G. T. Goopman and W. Kron. December llth. (Complete.) 

29,026. “Improvements relating to electrical ignition apparatus for internal 
combustion engines.“ H. W. Van Raven. December llth. (Con plete.) 


G. CHARLTON. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs, W. P. Тномрвом & Co., 285, High Holborn, W.C., and ast Liver. 
pool and Bradford; price, post free, 9d. (in stamps). 


1909. 


SHADE CARRIER AR APPLIED TO ELECTRIC Lame HorpEns, W. Green. 23.250. 
February 1th. 

ELECTRIC SwiTCHES, W. II. Flood. 5,805. March lth. (Cognate application, 
15,211 of 1009.) 

Evectric SNAP SwirTcHES, II. W. Luke. (Cutler Hammer Manufacturing Co.) 
6,932. March 22nd. 

STARTING AND REVERSING DEVICES SPECIALLY, THOUGH NOT EXCLUSIVELY, 
APPLICAULE To ELecTRIC PULLRY BLocks, Electric Pulley Block (o. (bese), 
9,275. April 19, 

TELEPHONE Вүвткмв, M. B. Conner. 10,255, April 86th. 

ALTERNATINO- CURRENT DyNAMO-ELECTRIC  APPARATUR, British Thomsons 
Houston Co. (Allgemeine Elektiicitats Ges). 10.497, May lath. (Applira- 
tion for Patent of Addition to No, 23,295 of 1902.) 

ARRANGEMENT FoR UNIFORM AND Rapip ELECTROPLATIXG OF ARTICI Ка oF THT 
FLAT SNERT oR Hop ТҮРЕ. Langbein l'fanhauserwerke Akt. єх. 14,6. 
June loth. (Date applied for under International Convention, June 271.4, 
1908.) 

ACTUATION OF CONTROLLERS AND THE LIKE FOR ELICTRIO Macninery. Н. Г. 
yan Daalen. 150,209. June ош, 


Evecrrio MOolon STARTING-SWITCHES, 


Siemens Bros. Dynamo Works and 
E. Schupp. 16,027. c August oth, : 
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THE RESPONSIBILITY OF COLLIERY 
MANAGERS. 


AGAIN we have to draw attention to the extremely illogical 
attitude of the Home Office towards the responsibility of 
colliery managers in regard to the use of electricity in 
mines, as evidenced by the recent prosecutions of the Fife 
Coal Co.'s officials, already reported in our columns. The 
prosecutions also showed the very unsatisfactory way in 
which the special rules regulating the use of electricity in 
mines are being administered. 

As will be remembered, Mr. Charles Augustus Carlow, 
general manager of the company; Mr. Henry Rowan, 
agent for the Western District collieries; and Mr. Henry 
Richardson, manager for three of the. pits, were charged 
„That they (1) caused or permitted to be used two 
switches and two fuses which were not sufficient in size 
and power; (2) caused or permitted to be used in the 
switch-room, without being earthed, a metallic cover pro- 
vided to prevent accidental contact with live parts; 
(3) caused or permitted to be need two gate-end or terminal 
boxes which were not in any way fixed, and of which one 
was not efficiently earthed, and the other was not earthed 
at all; (4) caused or permitted the unarmoured conductors 
or distribution cables in the main haulage road not to be 
efficiently covered and safeguarded ; (5) caused or permitted 
the unarmonred conductors or distribution cables in the main 
haulage road and in two haulage roads leading to the coal 
face from the main haulage road to be fixed within reach of 
injury from passing tubs or trains, and not to be protected 
by а suitable covering," in the Foulford pit. Two days 
were occupied in hearing the evidence, and in the end 
Sheriff Shennan dismissed the case against Mr. Carlow and 
found Mr. Rowan and Mr. Richardson not guilty. 

It may be interesting to examine the relationship of the 
above-named officials of the Fife Coal Co. to one another, as 
it was evidently the intention of the Home Office to make 
each of the defendants equally culpable. Mr. Carlow, then, 
as general manager of the company, is the head, and is almost, 
if not purely, directly responsible to the shareholders of the 
Fife Coal Co. for the commercial side of the undertaking. 
The position is open to anyone with or withont mining 
experience, the requisite qualifications being managerial tact 
and commercial experience. Mr. Rowan, as mines agent, is 
directly responsible to Mr. Carlow for the working of the 
group of mines under his charge. The position is usually 
filled by a mining engineer with a first-class certificate of 
competency, though it is to be noted here that 
this is not necessary, and the owners may appoint 
anyone as agent with or without a certificate, 
Mr. Richardson, as the certificated colliery manager, 
is directly responsible to Mr. Rowan, as agent, for 
the working of the colliery, and to the law for any breach 
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of the Coal Mines Regulation Act. The position can only - 


be filled by a mining engineer having a first-class certificate 
of competency, who must have served for at least five 
years underground. Notification of the appointment of a 
colliery manager must be given to H.M. Inspector of Mines 
for the district; this is also usual in the case of the agent, 
and it was given in this instance, In addition, however, to 
these officials, the company employ an electrical engineer, 
who is in charge of the electrical plant at all their collieries, 
but has no responsibility except that implied by virtue of 
his position. He is not in the least recognised by the 
law, and it seems to us that a splendid opportunity for 
rendering a service to everyone connected with mining 
has been missed by Sheriff Shennan in his not making a 
point of this fact. 

Turning next to the counts, it will be safe to assume that 
none of the defendants had any great electrical engineering 
experience or knowledge, and that they would be entirely 
dependent upon the advice of the electrical contractors who 
installed the plant, in which case the colliery manager would 
have to accept responsibility, or upon the firm's electrical 
engineer, who, in our opinion, ought to take fnll responsi- 
bility, and not the colliery manager. In either case, how- 
ever, we can also assume that the manager, knowing his 
responsibility, would not rest until assured that the plant was 
satisfactory, and would convince himself of this fact so far 
as his knowledge, experience, or opportunity would allow 
him. What are the facts? Two switches are alleged to be 
faulty, yet the electrical experts who ought to know—said, in 
their evidence, that they were quite satisfactory, and were in 
general use, and further that, to carry out the Home Office 
Rule(with reference to “earthing ") would be actually to 
increase the danger. (n the one hand, we have the Home 
Office electrical experts making a rule, and, on the other, 
electrical experta insisting that rigid compliance with such a 
rule will increase rather than lessen the danger. Yet the 
colliery manager is to be responsible! Surely he is between 
the devil and the deep sea! 

On the third count we again have a diversity of 
opinion on the question of earthing, one witness stating 
“that he could point to cases where the earthing of the 
gate-end box would be a positive danger. The man who 
suggested a bell wire in connection with the earthing of a 
gate-end box had not a sense of his responsibility.” With 
this we are in entire agreement. In a mine there can be 
only one way of obtaining an “absolute earth " ; and that 
is to carry а separate copper earth wire. To depend 
upon the armouring of cables for an efficient earth 
would be futile, and it can be essily shown that more 
accidents have occurred with armoured cables than with 
unarmoured. With reference to count (4), which also applies 
to count (5), what is meant by “ efficiently covered and safe- 
guarded " ? This is a rule which has never been satis- 
factorily interpreted. It would, however, be a hardship upon 
the coal mining industry if the Home Office were to insist 
upon all cables used underground being armoured. 

As already mentioned, the prosecution failed, and it is 
difficult to see how they could ever have hoped to succeed ; 
at any rate, it would have been a morally unjust con- 
viction if they had. As Sheriff Shennan stated, “If the 
authorities regarded the question of switches and fuses as 
urgent they must frame special rules, fixing the type that 
was to be permitted, or at least the type that was for- 
bidden.” If, however, rules were to be drafted prescribing a 
particular type for all colliery electrical plant, there would 
be an end to progress, and a blow would be given to 
the extended introduction of electricity in mines, from 
which it would take a long time to recover, in spite 
of the fact that it has proved so beneficial in the past. As 
it 18, these “rules ° and prosecutions are already beginning 
to have their effect upon colliery managers, who are now 
hesitating about the introduction of electricity, and in some 
cases are seriously contemplating the removal of their 
existing plant. lu the North of Eogland a number of 
electrically- driven coal-cutting machines have already been 
taken out of the pits. _. 

What, then, is the remedy for all this chaos ? We repeat 
the suggestion we have’ made over and over again, and that 
is, to appoint qualified engineers, give them a proper statue 


and make them responsible for all the machinery. This we 
venture to point out is the only logical and satisfactory solution, 


in spite of the Colliery Guardian's bogey of © dual respon- 


sibility.” There can be no dual responsibility if there is 
an agent, as the mining engineer or colliery manager 
and the mechanical engineer would each be responsible to 
the sgent for his department. And in cases where there is 
no separate agent, the owners can appoint either to act as 
agent. It will have to come in the end, and the sooner 
the better for everybody concerned, not the least being 
the working miner, who is now suffering from the fact that 
* the law is a hase." | 


LORD CHARLES BERESFORD 
AND THE ENGINEER OFFICERS OF 
THE NAVY. 


WE have oonsistently taken the view that in a highly 
technical service like that of the Navy—- where every element 
of hulls, armament and auxiliary machinery involves engineer- 
ing principles, and demands for ite proper maintenance 
knowledge ot engineering science—the engineer officer is at 
least as important as his brother officers who specialise for 
navigating, torpedo, or gunnery duties. Consistently, too, 
we have maintained that the rank and status of the engineer 
officer should be neither less nor more than that of his tech- 
nicat colleagues in the ward room, and that the profession of 
engineering is as worthy of honour in His Majesty s ships 
as is the profession of navigation or gunnery. Tradition, 
however, still regards the engineer officer as an interloper, 
and it gives the older technical branches of the service 
undue distinctions derived from the age of wind-propelled 
vessels. The public, who cannot be expécted to follow 
minutely the details affecting the matter, are generally of 
opinion that all these disabilities of engineer officers were 
got rid of when Lord Selborne accepted a scheme based 
upon “common entry” for all cadets, and supported by 
engineering studies and engineering training right up to the 


period when, as lieutenants, the young officers proceed 


to specialise either for the gunnery, torpedo, marine, 
navigation, or engineer branches. But the truth is that 
while all the new-scheme officers are indeed to merge into 
the full enjoyment of the honours and dignities of the 
* military " branch of the Navy, the old-scheme engineer 
ollicers remain in degraded exclusion from the “ military " 
branch. The explanation is that every service member of 
the Admiralty is himself of the “ military " branch, and 
consequently entirely cut of sympathy with, and blind to the 
meaning of,engineering. They thus stand in the way of 
progress, they fail to see the effect of their obstinacy upon 
discipline, they exhibit a remarkable lack of appreciation of 
what engineering has done for them and for the Navy, and 
they fail to realise the injury that results to the whole 
brotherhood of naval officera from their hesitancy. 

Lord Charles Beresford, in 1903, summed up the position 
in words that at this moment may well be brought to 
remembrance. He was reported by the Western Morning News 
to have said : * The executive officer of to-day should possess 
an intimate knowledge of all that relates to his profession. 
Up to now he has been fairly educated in the different 
branches. The most important, however—in that we 
depend entirely upon it—that relating to steam and 
machinery, has been neglected. The duties of this branch 
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have been delegated to, and well and loyally performed by, 
a body of officers existing for this special purpose, and there 
have been two results. The executive officer has remained 
ignorant of one of the most important parts of his pro- 
fession: ‘he engineer officer has never received that recognition 
to which the importance of his duties and responsibilities so 
Justly entitles him.” i 

Six years have come and gone, and those words still stand 
as a rebuke to the Admiralty and to the Empire, and as a 
menace to the welfare of the Navy. Is it because the 
engineer officers of the present régime have failed in their 
duty? Is it because they have failed to master the techni- 
calities of new vessels? Is it because they have failed to 
respond under conditions of war? Is it because in know- 
ledge they are behind their brother technical officers? The 
answer is No—all the time, No! They have brought 
success out of failure in the change from cylindrical boilers 
to water-tube boilers. They have done equal service in the 
change from reciprocating engines to turbines, coal to oil 
fuel ; Powerfuls to Dreadnoughts. At Ladysmith, Modder 
River and Pekin they fought, and they led. Who will say 
they were non-combatant? Then, as to their knowledge, the 
professional engineer officer educated throngh Keyham and 
Greenwich had the best education in the service; and in 
sports Keyham has a record that shows the staff of which 
engineer officers are made. There is no reason for main- 
taining the inequality. — None—but prejudice. It must be 
stamped out. Looking ahead, there are even more potent 
reasons for adjusting these disabilities, but as we do not 
wish in any way to hamper the progress of the new 
scheme, we refrain from enforcing argumente that would 
militate against its success. The case, moreover, is 
sufficiently strong on its own merits. Again, it would be 
unwise to use as a lever a scheme upon which the whole 
future of the Empire is balanced. 

We are at a crisis in our history—a crisis heightened by 
the fact that at a moment of political tumult, the strongest 
naval administration of modern times is simultaneously 
giving place to what, in great measure, will be a new 
administration. The Board may review with pride the 
extent of their achievements. But if they fail to provide for 
continuity in their schemes, they fail altogether. So great 
an administration can ecarcely be guilty of so great a 
blunder. It is satisfactory to observe that Engineer-Captain 
Bennington obtained from Lord Charles some answers 
that make for continuity. Lord Charles has expressed him- 
self as being “strongly in favour of the new scheme of 
training as brought forward by Lord Selborne." He allows 
that great trouble will occur" if adjustments between 
the old scheme officers and the new are not made, 
but he still hesitates to drive home these admissions 
to their logical conclusions by advocating positively 
that engineer officers should at once be given the 
* military " titles, uniforms and prerogatives, that alone 
can put an end to the discord and degradation that to-day 
is rankling, and that to-morrow may poison the service. 
We quote Lord Charles, not because we accept his state- 
ments in general as a guide to what is true concerning the 
Navy—far from it—but because he is an executive officer, 
and because he has frequently fought against the worst that 
remains of tradition. Rather would we quote Lord Nelson, 
who to Lord Howe wrote: “I had the happiness to com- 
mand a band of brothers; therefore night was lo my 
advantage.” Nelson thus recognised that unity is an ele- 
ment of strength in tactics and in strategy. It is towards 
this end that all efforts of naval officers, in all branches, 
and even at the Admiralty, should be directed—for the 
Nelson touch " was the '* touch " of brotherhood. 


A DETERMINED campaign is being 


Ed es carried out by the Tramways and Light 
ae толы Railways Association through their Special 


| Committee, to further the work already 
begun by themselves and by the Municipal Tramways 
Association, and they are employed chiefly at the present 
time in trying to settle once and for all the best material to 


use for brake-blocks. This has been the subject of oonsider- 
able controversy since tramcar braking became a really 
serious matter, and we have little doubt but that many 
pereons have made inquiries and researches into the question 
for their own satisfaction, and in some cages have come to 


‘definite conclusions, but the- majority have had to be content 


to go on in relative darkness until some authoritative person 
or body should set to work to grind out the whole problem 
upon scientific principles guided by practical experience. 

The October issue of the Official Circular contained an 
important contribution towards the solution of the problem. 
This consists of a paper by Prof. Ernest Wilson, recording. 
testa made for the Brakes Committee upon Brake-block 
Coefficients of Friction. | 

We trust that all good tramway men, whether serving 
municipalities or companies, will help themselves and their 
colleagues &o far as they can, and to this end we suggest that 
they should read Prof. Wilson's paper and gend to the secre- 


tary of the T. & L. R. A. for а copy of the memorandum of 


procedure to be adopted by those who carry out teste. Prof. 
Wilson's tests were made upon a truck turned upside down 
in a laboratory, and are valuable во far as they go, and inas- 
much as they have provided pointers for further tests of & 
more practical nature; but it is the resulta of the latter testa 
which will be used in any recommendations or report which 
may be issued iu due season by the Committee. It is 
essential, therefore, that many teste should be made in many 
places, in order to obtain the highest diversity factor of 
conditions ; and these tests would not be nearly so valuable 
if they were not carried out uniformly. Therefore, it is 
desirable that every engineer who undertakes to help the 
Brakes Committee should carry out his observations upon 
the fixed lines laid down by the Committee iteelf. 

We can do no more here than give the merest outline of 
Prof. Wilson's test, as constant references are made in the 
paper to the tables which accompany it. 

The materials tested were oak and poplar (with the grain 
horizontal); Frood's lining (two qualities) ; and soft gre 
cast-iron. The wheel tires were made of chilled steel. 
Velocities up to 22 miles per hour were dealt with, and 
specific loadings up to 120 Ib. per sq. in. were employed. 
Two distinct series of tests were made—one' under wet 
conditions, and one under dry conditions. Clean water only 
was used in the former testa. | 

The enormous superiority of cast-iron over non-metal 
linings, when water or other lubricant is present, is con- 
firmed, the ratio of superiority being of the order of 10:1. 
In every case the coefficient falls with an increase of speed, 
and, with the exception of cast-iron, rises with an increased 
specific load. i | 

When tested dry all the coefficients are brought to a 
higher level than under wet test conditions for the same 
speeds and loads, and in the case of non-metallic blocks, the 
differences are enormous, the coefficiente being raised even 
beyond those for cast-iron. On the other hand, it is 
curious to observe that the coefficients of all the materials 
tested dry diminish with a rising specific load. | 

Prof. Wilson has misgivings as to the general reliability 
of non-metallic blocks for tramway purposes on account of 
the effect of water, and if it were not for the fact that road 
material mixed with water increases the coefficient of friction, 
he would find it difficult to believe that these substances 
could be trusted in wet, weather for track-brake purposes. 

Once or twice during the tests upon non-metallic blocks 
with water lubrication, combined with low temperature, the 
motors raced with a specific load of 120 Ib. per вд. in., and 
itis possible that some of the worst runaway accidentet 


have been due. in part to this phenomenon, for it is jus, 


when a car is about to descend an incline that the wors 
possible condjtions may obtain. The blocks may be 
saturated with water, and the temperature of wheels and 
blocks may be low. The coefficient will not be sufficient at 
first to generate the heat required to evaporate the film of 
water between the blocks and wheels, with the result that 
racing may occur" (p. 1076). 

It was noticed during these tests that the driving wheel 
on each axle furthest from the spur-wheel became corru- 
gated, the number of corrugations corresponding with the 
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number of teeth on the spur-wheel.  'This effect was 
attributed to the spring of the shaft combined with im- 
perfect gearing, and may be connected with rail corru- 
gation on tramways. 


\ 


From Messrs. Merton’s report for the 

Copper. 15th of this month, it would seem that 
visible supplies have at last reached their maximum at 
107,185 tons, as the increase over the return for the end of 
last month is only 1,442 tons. The price has at present a 
tendency to harden, owing, probably, to the uneasy state of 


the market due to combination rumours. The re-shipmente - 


of standard to the States (indicating generally advance of 
consumption over local supply) are still maintained, at 50 
tons for the fortnight. Australian and Chilian shipments 
are up to average, and the supplies from Spain and Portugal 
show considerably above (for the fortnight). The supplies 
from North America, as is to be expected, are down. The 
indications are in favour of heavy consumption, or accumu- 
lation, in the States. | 


ELSEWHERE in this issue we record the 
proceedings at the inaugural meeting of 
e new “ Institution of Mining Electrical 
Engineers " at Manchester, and thia we do with the greater 
pleasure seeing that we may claim a large share in the birth of 


A New 
Institution. 


this society; for it was in our leader of December 11th, 1908, 


that the suggestion was put forward that such a body sbould 
be formed, and correspondence was invited on the subject, 
which ultimately, thanks mainly to the energy and organising 
ability of one of our correspondents, Mr. J. G. Williams, led 


to the formation of a capable committee and to the estab- 


lishment of the Institution on what we hope will prove to be 
a sound and enduring basis. The rapidity with which the 
idea was taken up and developed was remarkable ; barely 12 
months from the publication of the original suggestion the 
Institution was in existence, provided with a complete work- 
ing organisation, and already it isthe parent of several branches 
at the principal British mining centres, while the formation 
of Colonial branches bas now begun, and thus the Institution 
bids fair to become one of world-wide influence and reputa- 
tion. With the greatest cordiality and pleasure we offer 
our congratulations and good wishes to the youngest of our 
electrical engineering institutions, which, we trust, will 
thrive abundantly. We may be permitted, in the capacity 
of sponsors of the infant society, to utter a word of warning 
as to the supreme necessity for the exercise of care and dis- 
crimination iu the enrolment of new members, though we do 
not doubt that the Council already appreciates the import- 
ance of this, upon which depend the future prestige and 
stability of the Institution. Recommendation of candidates 
by men of standing from personal knowledge, and, in addi- 
tion, direct inquiry and verification of the qualifications 
alleged, should be regarded as indispensable preliminaries 
not only to first election, but also to promotion from one class 
to another. Founded thus on personal merit and technical 
ability, the Institution will be enabled to claim, and obtain, 
for its members due recognition as men who may be relied 
upon to know their work and to do their duty. 


COMPELLED by the exigencies of time 
and the postal service to go to press 
before the resumption of the inquest 
upon the victims of the Clapham Junction fire, we are 
unable to record or comment upon the findings of the jury ; 
and unfortunately such inquiries as we have been able to 
make bave brought forth no new evidence as to the cause 
of that disastrous event. One fact, however, has come to 
our knowledge, which in the interests of safety ought to be 
made public property : and that is, that it is possible for 
the hot filaments falling from a broken incandescent lamp 
to ignite cotton wool situated several inches beneath 


Electricity and 
Fire Risk. 


the lamp. This, we beljeve, will surprise many of our 
readers, as it surprised ourselves; but if they doubt the 
truth of the statement, they can easily satisfy themselves of 
its accuracy by making the experiment. 

The very fact that users of the electric light have acquired 
the habit of placing glow lamps in close proximity to 
materials of the most inflammable nature, such as cotton 
wool and celluloid, is in itself conclusive proof of the extra- 
ordinary freedom of electricity from fire risk, and of the 
confidence of the public in its safety : unfortunately their 
confidence has been carried too far. Noone would dream 
of putting cotton wool in the neighbourhood of a gas burner 
of any description—the danger is too obvious; but with 
electric lamps the cage is different. Properly installed, the 
electric light is by far the safest of all illuminants—witness 
its exclugive use in factories where explosives are manu- 
factured—but that when unwisely used it still retains an 
element of danger is undeniable. We trust that the warning 
will be laid to heart, and we should be glad to see the use of 
lamps promiscuously slung about shop windows and similar 
places on flexibles prohibited entirely. There is not merely no 
need for this mode of lighting; it is altogether contrery to 
the accepted principles of scientific illumination, one of the 
first of which is that the source of light should not be 
within the range of vision. "There are admirable and econo- 
mical methods of obtaining any desired degree of illumina- 
tion whatever, with fixed electric lamps, free from the slightest 
element of fire risk, and these are far preferable on every 
ground. 

As for the burning of the Yarmouth Pier Pavilion, to 
which we referred in a hasty note last week, our information 
to the effect that there was not the least evidence that elec- 
tricity had anything to do with the fire has been fully con- 
firmed. A great deal of harm is done to the electrical 
industry by these reckless suggestions, against which we 
cannot protest too strongly. | 


THE paper by Mr. F. H. R. Lavender, 


5 an abstract of which is published else- 
lapa. where in this issue, contains many features 


of interest; the subject is one of very 
great importance, and well worthy of minute investigation. 
So far as the author's conclusions regarding the smashing 
point" are concerned, he appears to have taken a narrow 
and unpractical view of this. We agree wich some of the 
speakers in the discussion (reported last week) that he has 
really proved that there is no period in the life of a 
metallic-filament lamp of average quality when it wonld pay 
to smash it. Asa matter of fact, the smashing-point 
question is one of purely academic interest, even in the case 
of carbon-filament lamps. Mr. Maurice Solomon put the 
case in а nutshell when he said that the smashing point was 
reached only when the light emitted was inadequate for the 
purpose for which it was required. 

On the whole, the lamps passed triumphantly through the 
ordeal, and the claims made on their behalf of long life and 
small loss of candle-power, with high efficiency, were fully 
justified. It appears also that the common practice of 
under-running them is uncalled for ; on the contrary, there 
would be some advantage in running them a few per cent. 
over normal, if a steady voltage could be depended upon, 
but on a commercial circuit it would be preferable to supply 
them at the voltage marked upon them. 

The anthor, referring to the area of bulb exposed to 
blackening, apparently overlooks the fact that the distri- 
bution of the film of deposit follows approximately the same 
law as the distribution of light; there is no advantage what- 
ever in this respect in using a large bulb, for the percentage 
loss of light is in both cases the same. True, the larger bulb 
may look cleaner to the eye, and the vacuum may be better 
maintained—but these are side issues. | 

The author's measurements of the temperature of the 
bulbs are of especial interest. It will be noticed that the 
bulb of an old tantalum lamp nearly reaches boiling point, 
and that of one old tungsten lamp 79?, so that in either case 
it would be very dangerous to place the lamp near 
inflammable material—especially oelluloid. 
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FINANCIAL EQUATIONS FOR CENTRAL 
STATIONS. 


By L. OROUCH. 


CENTRAL station practice is now so far standardised as to 
enable certain average assumptions to be made concerning 
the fixed and running charges per Kw.-hour. Basing the 
5 upon data collected during the last 10 
years, M. Jean Mathieu (in La Lumière Electrique, October 
9th, 1909) evolves certain mathematical relationships which 
enable a ready estimation to be made of the probable 
financial stability of any proposed installation. In the 
original article the coefficients of the various terms of the 
equations are chosen to suit the metric system, but con- 
verting these to enable the use of English measures, the 


x 10 © 


40 00 
` P= 1000 


Fie. 1. 


following results are obtained, the whole information being 

finally compreased to the curves of fig. 1, and one simple 
equation. 

- Assuming the case of an ordinary central station supply- 

ing energy for power and lighting within its own immediate 

окшон, (i. s., with no long-distance transmissions), 

et — 


A = share capital of such an enterprise, 
о = capital obligations of same, 
„ = capital expended to equip the installation 


completely, 

P = horse-power of machines installed, 

к = critica] number of Kw.-hourB to be sold 
annum to ensure financial stability. 


The financial equation to be deduced is that connecting 
the above quantities. The imperative condition is profitable 
working ; the revenue obtained must pay all interest charges 
and a normal dividend, redeem the establishment capital, and 
cover all maintenance, operating and general charges. Such 
an equation defines the limits of financial equilibrium of 
the concern. If the station produces a greater number of 
KW.-hours than K, there will be a balance enabling the 
formation of a substantial reserve, or possibly of a supple- 
mentary dividend. If the annual output falls below x, the 
normal dividend cannot be declared, and the general and 
working costs may hardly be covered. 

Apart from all current generation, the annual fixed 
charges of the enterprise are— 

ad+ о{+ Ca + fy, I 
where d = dividend (as fraction of capital), 
¢ = rate of interest on loan, 
a == coefficient of redemption, 
к, = general costs corresponding to the sum 
(ad+ot+4+cCa). 
The general costs may be taken to be 80 per cent. of the 


sum (a d + 0¢ + Ca), and 30 per cent. of the working 


costs, and may, therefore, be allowed for by multiplying all 
the costs, fixed and variable, by 1°3. 


Variable cosís.—These comprise the costs of coal, water, 
oil, salaries, repair of machines, &c., and may be respectively 


represented by— 


€ Te TA +8 + Е. 


Then, denoting the mean selling price per Kw.-hour by v, 
the financial equation becomes :— 


(Ad+of+0a+e+e+h+s+E)18=Kv (1) 


which can be reduced to a much more concrete form. 

Thus о and A can be expressed as a function of c, and c, Л, 
s, E as functions of P. The only costs which are, in practice, 
variable with K are c and e (coal and water) ; these can be 
expressed as. / (к). 


In general, A = с = 2 x o, 


d = 0°05, 
t = 0°04, 
a = 0'07, 


wbile M. Mathieu's analysis of central stations in opera- 
tion daring the last 10 years authorises the following 
formulæ :— 

с = 2.800 P. 

з= 32VP (supposing all. machines are used on 


), 
016 Р (P = horse-power; 0, 8, Л, Е = 
pounds sterling). 
As regards (c + ¢), the coal and water charges zx ds 
lumped together, since the water is generally obtained by 
electrically-driven pumps supplied by the station generators. 
A representative figure for the coal per Kw.-hour delivered to 
the system appears to be 8:30 lb., and adopting a mean price 
of £0°000365 per lb. (08 72d. per lb.) 
r = '000865 x 3:3 = £0'0012 per Kw.-hour. 


The mean price of sale v depends on the ratio of the 
power and lighting rates and on the Kw.-hoars sold at each 
rate. If ку and K: = Kw.-hours sold for power and 
lighting respectively, and оу, vı = corresponding prices per 
unit— 


ATE = 


— 0 Ку + UK 
then v ey EDO 
and Ky + Ki = K. 
7 = £0 008 
Now e n : б 9 6 jon the average, 
and putting Ky = m Ki 
uns £°003m + 006 
т+1 a 


substituting which values in equation (1) we have— 
(2,800 VP х ·05 + 1,400 VP x 01 + 2,800 VP х 07 
+ 0012 K + 16 P + 32 УР) 1:8 

— "008 m + :006 


„ . К, 
m+ 1 


00144 т + `00444 X. 551-9 Jr + 0208 f. 
т + 1 
In any given district the value of m is known : usually 
it lies between 1 and 3; considering, therefore, the three 
typical cases in which m = 1, 2 and 3 (i. s., power Kw.- 
hours = 1,2 or 8 x lighting Kw.-hours), 


form = I: K = 187,500 YP + 70°75 1 


whence 


m = 2 :K = 225,900 УР + 8525 Р (2) 


m = 8 : K = 251,700 VP + 9500 P 


which three equations are represented by the curves of fig. 1. 

The availability of these curves is of considerable service 
in the preliminary scheming of a central station. In par- 
ticular, they enable the solution of the following two inverse 
problems :— | 

1. What is the minimum annual Kw.-hours that a station 
of total horse-power P must sell to be financially stable ? 

9. What must be the horse-power of a station to produce 
K KW.-hours per year, and what should be the capital en- 
gaged in the scheme ? 

As illustrating these points and the use of the formule 
generally, thefollowing numerical examples may ee :— 
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. Numerical Examples — I. Assume a 70,000-H.P. 
installation : for financial stability the yearly output of such 
a station should be :— 


(a) With m = 3: 73 x 10° Kw.-hours per annum (fig. 1) 
= 203,000 Kw.-bours per diem., giving a daily return of — 
009 Я 006 x 208,000 = £761:25. 


(b) With m = 2:65 x 10? Kw.-hours per annum (fig. 1) 
= 180,500 Kw.-hours per diem, giving a daily return of 


“eee x 180,500 = £728. 


(c) With m = 1 : 55,000, 000 Kw.-hours (fig. 1), i. e., 
153,000-Kw.-hours per day, giving a daily retarn of 


-003 + 008. х 158,000 = £688°5, 


and, finally, the installation should cost — 

С = 2,800 70,000 = £711,000. 
II.—Suppose a station is required to yield 100,000 
KW.-hours per day = 36 x 109 Kw.-hours per year, the 
horse-power and capital should be as follows : 

(d) With m = 3: P = 18,800 (fig. 1), 
receipts per day = :00,375 x 100,000 = £875, 
2,800 V 15,800 = £383,900 (net), 


^ чш £191,950. 


capital A = 


and liabilities = о = 


(e) With m = 2: P = 28,000 (fig. 1), 
receipts per day = :004 x 100,000 = £400, 
capital A = 2,800 23,000 = £424,650 (net), 
end liabilities = £212,380. 

(/) With m = 1: P = 83,000 (fig 1), 
receipts per day = 0045 x 100,000 = £450, 
capital A = 2,800 88,000 = £508,650 (net), 
and liabilities = £254,330. 


OZONE: ITS ELECTRICAL PRODUCTION 
AND USE. 


By A. MABILLE. 


THE recent decision of the St. Petersburg Municipal Dama 
and City Authorities to install electrical ozonisers for 
sterilising the City drinking water supply, may serve to 
waken up our English municipal people and the electrical 
trade, to give attention to the possibilities of ozone in this 
connection. On the Continent there are a large number of 
cities having such ozone installations: for instance, Paris, 
treating 10 million gallons per day, Nice treating 5 million 
gallons, Dinard, St. Servain, Cosne Sulina, &c., while, 
strange to say, not one single Dritish city or town appears 
to have given the matter any attention whatever. This is 
the more surprising as the cost of treatment is exceedingly 
low—viz., from 0:75 to 1 unit per 1,000 gallons, while as to 
the efficiency of the process there can be no doubt, seeing 
that the Pasteur and the Koch Institutes have fully investi- 
gated the matter, and shown that ozone can be relied on to 
completely destroy any bacteria in the water. A study of 
the subject is therefore of importance, as the electrical 
engineer can work hand-in-hand with the sanitary engineer 
in this branch of science, to the benefit of both parties ; 
indeed, the study of ionisation of air and radio-activity may 
in the near future yield most important resulta. Dr. Napier 
Shaw referred to the ionisation of air in his 
evidence before the Select Committee of the House 
of Commons, but was not able to give any de. 
finite data as to ite practical application, while 
although we now know that rain water is strongly radio- 


active (while tap-water is quite inactive) we have but vague 
ideas at present as to the effect of the electrical and radio- 
active conditions of air on animal life. Ozone is strongly 
radio-active. Ozone, an allotrophic modification of oxygen, 
is produced by the passage of the silent electrical disc 

across an air space; if moisture is present, nitric acid and 
nitrous oxides are also produced, but by keeping the voltage 
low the production of nitric acid and nitrous oxides is 
reduced to a negligible quantity, so that the properly- 
designed modern ozonieer may be said to be quite free as far 
as nitric acid production is concerned. Air breaks down 
and allows a brush discharge to take place when the potential 
gradient exceeds about 18,000 volta per centimetre, ozone 
being freely produced ; nitric acid is not produced unless 
the voltage is considerably above that required to produce 
ozone, provided excessive moisture is not present. Most 
ozonisers work at from 2,500 to 5,000 volta, the two elec- 
trodes being about у in. apart, with a glass plate in 
between qi in. thick, so that the air-space is about zy in. 
across. This glass plate between the electrodes (in small 
ozonisers it usually has an aluminium foil covering pasted 


on one side to form one electrode), prevents any arcing 


across, and incidentally also raises the potential drop across 
the air-gap by reason of the higher specific inductive capacity 
of the glass. The violet brush discharge passing over the air- 
gap converts the oxygen of the air, O, into ozone, O,, provided 
the condenser plates are kept cool, the conversion ceasing if 
any considerable temperature rise takes place. In large 
apparatus the electrodes are usually water-cooled. Iu the 
case of a town supply, the air is generally sucked through 
the battery of ozonisers by means of an air pump, and then 
driven to a mixing tank or sterilising column, where the 
water entering at the top in a fine spray, meets the current 
of ozonised air, and is thoroughly commingled with the same, 
the water being thus completely sterilised, and ready to be 
delivered into the town supply reservoir. 

A small domestic apparatus is now on the market, in 
which the air is sucked through the ozoniser by means of 
an emulser fixed on the outlet of the water tap, this emulser 
serving the double purpose of an air pump and ozone mixer. 
This apparatus will treat 60 gallons of water per hour, and 
takes approximately 50 watta; the emulser has no moving 
parts, and cannot, therefore, get out of order. Using a 
small apparatus of this description, M. Neisser fonnd that 
with water at a pressure of 30 lb. per aq. in., the number 
of germs was reduced from 43,000 to 2 per cubic centi- 
metre, and that even microbes of the staphylococcus or coli 
bact. class were instantly killed. 

In the ozone apparatus, the germs are actually killed, 
whereas in the ordinary mechanical type of filter they are 
merely held back by the filtering medium, which in time 
is liable to become very foul and act as an actual breeding 
place for the microbes. Carbon filters are particularly faulty 
in this respect, it being essential frequently to sterilise the 
catbon blocks by heating them—a process that is tedious and 
is generally neglected by the ordinary householder. Hence 
these filters are a positive danger in themselves. Ozone 
possesses both taste and smell, and is thus distinct from 
oxygen, which has neither. However, the flavour · і water 
treated with ozone is not at all' impaired ; indeed, vhe added 
oxygen appears to give the water a distinctly refreshing 
taste. 


The sanitary engineer will be more concerned with the 
disinfecting properties of ozone, as likely to be of help to 
him in the prevention of **zymotic" diseases. The patho- 
genic or disease-producing bacteria consist principally of 
three groups :—Jficrororci (more or less spherical in shape), 
bacilli (of rod-like shape), and spirilla (which derive their 
name from their spiral shape), none of which appear able 
to survive the poisoning action of ozone. This is impor- 
tant, for according to Dr. Koch’s experiments, sporeless 
bacilli are only killed after five minutes’ treatment by a 
5 per cent. solution of carbolic acid, and are not even 
injured by a 1 percent. solation, while the spore-bearing 
bacilli will resist a temperature of over 212? F. 

Clearly, therefore, there should be a field for ozone for the 
flushing and disinfecting of sewers and house drains, 
especially in view of the fact that ozone destroys sulpharetted 
hydrogen, and would thus probably be far more effective in 
dealing with the gas from sewer ventilation pipes than the 
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5 method of burning the gas by the use of special gas 
amps. 

Аг ozonisers have already been extensively used for 
hospital and gick-room disinfecting, but the use of any form 
or ozoniser for sewer work has up to the present not been 
tried. While sea air contains from 3 to 5 per cent. of ozone, 
the percentage of ozone in sick-room air is, as a rule, very 
minute indeed, hence the use of air ozonisers for hospitals is 
now finding considerable favour. The Lancet, in May last, 
advocated the use of the stem drinking glass, owing to the 
liability of the fingers to touch the brim of tbe ordinary 
tumbler ; yet the same medical paper totally ignores the far 
greater risk of infections disease being spread by reason of 
the absence of any attempt to sterilise the drinking 
glasses used in public bars, restaurants, &c. A glass after 
being used by a person, possibly in the last stages of con- 
sumption, is washed in lukewarm water, frequently none too 
clean, and then used for the next castomer without any 
thought as to whether the glass is germ free or not. 

Much consumption undoubtedly is spread in this way, 
and the matter is one which the manufacturers of ozone 
apparatus might find well worthy. of с:ове attention. Once 
the general public have their attention drawn to this point, 
they will insist on the. hospital and restaurant managers 
using suitable precautions. | 

In dealing with tuberculosis the health authorities ** strain 
at a gnat and swallow a camel”; spitting notices are hung 
everywhere, but little or no attempt is taken to enforce 
their observance, as is proved by the filthy state of railway 
carriages and tramcars. A consumptive tenant may live in 
a house for yearg, bat unless he actually dies in the house, 


no steps are taken to disinfect the rooms before the house 


is re-let to a new tenant. 
The oxidising and bleaching properties of ozone should 
ensure a wide use of this agent for manufacturing purposes. 
In concentrated form its bleaching properties are superior 


to those of chlorine, vegetable colours, fats and oils being 


easily bleached by ozone. It may be noted that ozone trans- 
forms (owing to its being a powerful oxidiser), most of the 
lower oxides into peroxides, and nitrites inte nitrates, and 
that iron, zinc, lead, silver and argenic are oxidised by it; 
further, it is insoluble (or almost so) in acids and alkalis. 
In the .aanufacture of glue, grease, tallow, oil, &c.; the 
bleaching action of ozone may prove of much value; as a 
matter >f fact, it is already attracting considerable attention 
as a bleaching agent for flour, ita germ-destroying effect on 
disease grain being a valuable property in this connection. 
The fluar is passed into a revolving tambler drum, where it 
is thoroughly exposed to the action of the ozone. As the 
use of chlorine and nitrogen peroxide i8 now likely to be 
forbidden by the health and food 
authorities as being injurious, 
the use of ozone for flour bleach- 
ing will probably become very 
general. An article recently 
appeared in one of the weekly 
papers, strongly condemning this 
electrical bleaching of flour, but 
as the writer in question stated 
that the current was used to 
produoe oxides of nitrogen, it 
can only be concluded that be 
had not studied the ozone process 
at all. One objection to any 
form of bleaching, is that inferior 
flour is made to have the appear- 
ance of a much superior grade, 
maize flour being thus passed off 
as wheat flour. 

Apart from its bleaching effect, 
however, the action of ozone 
would be very beneficial on any 
portion of the flour that was | 
derived from diseased grain, as already mentioned, and 
we know, from the experience of the Italiang, how detri- 
mental to health such diseased flour may be. 

Prof. Lombroso traced the sel of the disease called the 
* pellagra," prevalent among the ntry of Northern 
Italy, to the us as & food of . 

Taking air as being composed of 21 volumes of oxygen and 
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79 volumes of inert gases—chiefly nitrogen—it follows that, 
by the conversion of the oxygen into ozone (O, into O,), 
approximately 14 per -cent. of ozone should theoretically be 
produced. In practice, 10 to 12 per cent. is the maximum 
amount obtainable. | ges 

For many bleaching purposes (oils, for instance) a larger 
percentage of ozone is sometimes required, and in such 
instances a diluted mixture of oxygen must be passed through 
the ozonisers, the air being, as a rule, first passed through a 
scrubber containing strong caustic soda solution, which 
absorbs any carbon dioxide that may be present. The oil to 
be bleached should be heated to about 150° F., and in some 
cases 200° to 220° F.—siccative oils, for instance. Most of 
the vegetable oils are readily bleached by a 10 per cent. 
ozone treatment, while tallow and fat are readily freed from 
any rancidity and musty flavour. Turpentine has the property 
of absorbing ozone without being decomposed by it. 

For bleaching textile material, wood, silk, &c., ozone has 
the great advantage of being quite as powerful as chlorine 
and not nearly so destructive to the fabric. 

There does not seem to be any very satisfactory chemical 
test for ozone, the папа] iodide of potassium (red litmus) 
test being unreliable, unless care is taken to check that the 
action is not due to ammonia. . The sense of smell is very 
delicate, most minute quantities of ozone being readily 
detected; what is wanted, however, is a simple and accurate 
method of readily determining the percentage of ozone 
present. 

From what has been said it will be seen that ozone has a 
wide field of usefulness, and the whole subject is one that 
ought to receive considerably more attention from the 
electrical trade than has been bestowed on it up to the 
present. 


NEW CANTILEVER CRANES. 


Оов illustration: gives a view of the immense glass-roofed 
shed covering two of the ship-building berths at the 
Wallsend Shipyard. The shed is 740 ft. long and about 
150 ft. high, the clear inside width of the two berths being 
100 ft. and 95 ft. respectively. These sheds are fully 
equipped with overhead travelling eleotric cranes. Our 
illustration, however, is given more particularly to show two 
cantilever cranes lately erected on the top of the sheds, so as 
to serve floating docks or ships which may be built beneath 
them. The cranes consist of a central truck with elevated 
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tower, supporting large steel cables extending to the extreme 
end of the jib and algo to the tail part which carries the 
machinery and ballast. | 

Special care was exercised in the design of the cranes 
во as to make them as light and as strong as possible. 
The front cantilever is constructed of steel tubes supported 
at intervals by steel vertical lattice columns. The length 
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of the cantilever jib is approximately 100 ft., while the tail 
part has a projection of 40 ft. 

The cranes will lift 5 tons up to 84 ft., and 13 tons up to 
100 ft. radius from the front rail. The work they will have 
to do is.to deal with eteel plates and sectional material for 
the construction of floating docks and ships. The cranes 
have three separate seta of electric motors for hoisting, racking, 
and travelling. Direct current at 240 volta is conveyed to 
the cranes by two trolley wires running the whole length of 
the berths. 

Hoisting is done by a 25-H.r. motor, series wound, with 
powerfal electrical and mechanical brakes, the rope being 
coiled on a very large drum. There is also an over-winding 
device to prevent the pulley block being lifted too far. The 
racking motion is driven by a 5-H.P. motor with electric 
brake. The travelling motion is worked by a 25-H.P. motor 
with both electrical and mechanical brakes. The hoisting 
speed for 5 tons is 60 ft. per min. ; lighter weights are lifted 
more quickly up to a maximum of 150 ft. min. The 
racking speed is 60 ft. per minute, loaded, and the travelling 
speed when the crane is loaded is 400 ft. per min. 

An ingenious device has been fitted, by means of which, as 
soon as an excessive load is applied, an automatic switch in 
the driver's cabin comes into operation, and instantly prevents 
the load from being lifted or racked outwards, although 
permitting the load being lowered or racked inwards. 
Adequate means have also been provided to prevent any 
possible derailment. 

These cranes were manufactured by Joseph Booth & Bros., 
Ltd.,of Rodley, near Leeds, and the girder track on which 
they run was designed, constructed and erected by Swan, 
Hunter & Wigham Richardson, Ltd. 


EMIGRATION. 
By ERNEST T. WILLIAMS. 


THE overcrowded state of the electrical profession has 
` caused more attention to be paid to the question of emigra- 
tion than formerly. | 

Undoubtedly emigration offers opportunities and advan- 
tages wbich are too little understood or appreciated. This 
may be due to several causes, amongst which over-caution, 
inherent dislike of leaving the native land, and doubta of 
success, take an important place. | 

Another factor is the record of those who have emigrated 
and report unsatisfactorily. The writer recently croesed 
Canada from the Atlantic to the Pacific, and took advan- 
tage of the many opportunities which offered to inquire 
into the probability of success of qualifed engineering 
immigrants. 

The result of these inquiries confirmed the opinion pre- 
viously held and published in an article in the REvIEw, 
on September 13th, 1907, entitled,“ The Electrical Engineer- 
ing Profession: On Going Abroad,” viz., that many young 
fellows would do well to emigrate. 

The principal essential of success, in the Colonies even 
more than at home, is character; given this, the man who 
goes to Canada to-day is almost bound to succeed. 

The possibilities appear to be endless, and the average man 
would have opportunities there, which he is very unlikely to 
get at home. Discussing the possibility of emigrating, a 
young engineer recently said he would require certain funds 
to keep him until he got something suitable todo. Here is 
the crux of the whole question. The right man will go and 
do something until he can get something suitable to do. 
Many cases could be cited of successful men whose start 
had been entirely different from what they intended when they 
emigrated. One man driven to an extreme took to washing 
windows, and found it moet profitable, whilst another 
chopped up firewood and hawked it round. Both are 
now owners of their own businesses, whilst the men who went 
out with them, though possibly equally worthy, returned 
home and announced emigration to Canada a failure. In 
England probably more is heard of the failures than of the 


successes, the latter being too busy developing their new 
country to make much noise. ME 

In travelling through Canada, one feels instinctively that 
the faith Canadians have in the future greatness of their 
country is not misplaced. Only by travelling through it, day 
after day, can its extent be dimly realised, and when опе con- 
siders how comparatively little has been done, and yet how 
rapidly the country is opening up, а conviction is formed 
that the right men who go there to-day are the ones who 
will reap success to-morrow. 7 

The writer was repeatedly assured that any man who was 
not afraid of work would do well there, and not only this, 
but that he would be welcomed and made at home. 

It is important to remember that work means more to 
the Canadian than to the Englishman at home. This is 
easily accounted for; in the one case wages are high and 
labour is scarce, in the other, wages are low and labour is 
abundant. It follows that in Canada work is more 
strenuous, hours are longer, and specialisation is not so 
general. | | 

Many a likely young fellow has spoiled his chances in 
Canada by obstinate adherence to methods of work which 
the Colonial condemns, and one of the first things necessary 
is to adopt the views of the Colony. | 

The importance of adaptability was insisted on in the 
previous article, and recent experience has shown that this 
can hardly be over-estimated. Owing to advertisements 
appearing in Canadian papers with the appendage that no 
Englishman need apply,” it is often considered that 
Canadians are opposed to English immigration. This is 
correct only to a small degree, and is due to their bitter 
experience of “ remittance men,” and to their deeply ingrained 
objection to the superior airs, often consciously or uncon- 
sciously, adopted when the English travel abroad. This is 
deeply to be regretted, for nothing is more likely to raise the 
Colonial ire than any indication, whether it 1s justified or 
not, that one is socially superior. 

It cannot be too clearly emphasised that the sooner and 
the more thoroughly an emigrant adapts himself to the land 
and people, the ter will be his chances of suc es, and 
the sooner he will make friends and form those cu:.ne>tions 
which go so far to make up for what he left at home. 

In Western Canada and British Columbia, which places 
are at present advancing the most rapidly, an immigrant may 
consider he is well established when he has what is called 
* made good,” and not before. This making yood is 
equivalent to saying that a man has proved himself to be 
what he claims. Before a man has * made good," he may 
have a hard time, but once this is done he can be assured of 
much sympathy and help. Bat making good indicates more 
than that a man can do what he claims as regards his trade 
or profession, it indicates that he has a certain strength of 
character that will not be upset by trifles. For example, 
the men referred to who cleaned windows and sold firewood, 
would be considered to have made good, $.e., shown grit, and 
triumphed over difficulties, whilst their leas resourcefal, and 
more despairing fellow emigrants had returned disappointed 
to England. It should be remembered that to take on any 
class of work whatever in Canada, where all men are socially 
equal, is in no sense degrading, nor is one likely to lose caate. 
In fact, men will often accept a post at a small salary in 
order to * make good” with a view to doubling, or even 
trebling, their salary in the first year. A case of this kind 
came under the writer's notice. Another point is that every 
man tries to save enough capital to start in businems for 
himself, as this is considered an important point there. 

This short article has been written mainly with a view to 
assisting those young fellows who have character, ability, 
and courage to emigrate if they think there are reasonable 
hopes of succeeding. There are others in the profession who 
may have done comparatively well, and the question arises 
as to whether emigration would be an advantage in their 
cases, There are certainly greater opportunities in Canada 
for using and investing capital than in England, and given 
that a man and family, who have become accustomed to the 
comforts of home life in England, are prepared to largely 
sacrifice these, there is no reason why they should not 
emigrate. Intelligent Canadians, with whom this question 
was discussed, considered that on the whole, if a man was 
doing well in England, the Dominion offered him personally 
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no advantages, but that, if he was willing to sacrifice his 
personal conveniences for the sake of the greater scope that 
would accrue to his offspring, he would do well to consider the 
question. 

Finally, the writer would earnestly put forward a plea for 
the greater recognition of the importance of emigration. 

The overcrowded state of the electrical profession calls for 
serious attention, and the possibilities of emigration in this 
respect have barely been realised or taken advantage of. 

Even more important than this is the increasing necessity 
of English manufacturers to extend their business abroad if 
the electrical trade of England is to hold its own. Ever 
home-trained electrical engineer who emigrates carries wit 


him a knowledge and interest in home concerns, so that he · 


becomes a factor for the good of British trade. Remember- 
ing the almost anlimited scope for electrical engineering in 
many parts of the world, aud especially those countries 
which are only now being developed, it is to the interests of 
the electrical manufacturers in particular, and of the elec- 
trical profession in general, to encourage the emigration of 
the maximum number of suitable well-trained engineers. 

So important, hopeful, and full of possibilities does the 
writer consider emigration to be, that he would strongly 
advocate the formation of a permanent sub-committee of the 
Institution of Electrical Eagineers to deal with the subject 
in all its branches. | 

Sach a committee, if formed, could count upon the 
support of the manufacturing interests, and that of all 
Colonial and many foreign Governments. 


CORRESPONDENOE. 
Letters received by us after 5 Р.м. om TOBSDAY cannot appear until 
the f week, should forward their communi- 
cations at saw Liest moment. No letter can be published 


unless we have the writer's name and address in our possession, 


Batteries as Load Equalisers. 


By a coincidence your issue of November 5th, 1909, drew 
referenoe to & circular recently issued by the Chloride Elec- 
trical Storage Co., Ltd., dealing with descriptions of their 
boosters and Chloride batteries in industrial works, while in 
another part of the same issue in an article on the design and 
operation of rolling mill motors, by Mr. Manktelow, several 
statements were made to the effect that batteries ag load 
. equalisers were very unsatisfactory. 

It is evident that the author of the article is labouring 
under a misunderstanding as to the suitability of a storage 
battery for high-rate momentary discharges. Plates that 
are carefully designed for this class of rervice could readily 
handle discharges up to twice or even three times their one 
hour rating. In fact, it is not the danger of injury to the 
battery that limits the rate of discharge, but the drop in 
voltage, and the consequent cost of the boosting apparatus. 
By permitting the voltage to drop, and thus reducing the 
capacity of the boosting apparatus, the battery may be 
utilised up to three times its one hour rating with good 
practical results. This drop in bus voltage will produce no 
greater drop in speed than that required to utilise the energy 
of the fly-wheel, and need not be resorted to until the 
discharge rate exceeds & certain amount, whereas with a 
fly-wheel the speed must fall off for every unit of energy 
delivered. 

It is not suggested that for all installations the battery 
booster would be superior to the fly-wheel, as the first cost of 
the fly-wheel is less than that of the battery, but it almost 

invariably is found that conditions arise in actual service 
which cannot be definitely predetermined, and which call for 
an output in Kw.-hours far beyond the practical limits of the 
fly-wheel echeme, and the same battery which will meet the 


momentary peak conditions will have sufficient capacity to. 


handle these exceptional loads, whereas the fly-wheel will be 
wholly inadequate. Reference to actual practice will be 
perhaps more convincing than mere general statements. 


In the Gary plant of the Indiana Steel Co., the one 2,000- 


H.P. and six 1,000-H.P. motors which have been installed 
for operating the rolling mills, are provided with very heavy 


fly- wheels, and notwithstanding this fact a storage battery 
is required to handle the flactuations in load, which would 
otherwise fall upon the generating machinery. In actual 
practice it is fonnd that the operation of the mills is very 
much impaired, and the output in tons per hour is seriously 
rednced at the Gary plant when the battery is out of service. 

Again, the resulta obtained from the operation of the first 
„Chloride battery which was installed at the Carnegie 
Steel Co.'s, at Youngstown, Ohio, were so satisfactory that 
other batteries were installed in the different mills of the 
Carnegie Steel Co., in Pittsburg, in the Illinois Steel Co., in 
Chicago, and in the Lukens Iron and Steel Co., Coates- 


' ville, Pa. 


We again repeat that we do not claim superiority of elec- 
trochemical storage over electromechanical storage /or ail 
conditions, but experience shows that electrochemical storage, 
with ita admitted high efficiency, can be applied successfully 
beyond the limitations of electromechanical storage, and 
with sufficiently satisfactory resulta to warrant the some- 
what higher initial first cost. 


The Chloride Electrical Storage Co., Ltd., 
W. 8. NAYroB, General Manager, 


Pendlebury, December 22nd, 1909. 


The Industry and the Institution. 


. 1 received last week an invitation to be present at the 
Institution meeting, where the paper of Mesars. Lepine and 
Stelling was discussed. I declined that invitation on the 
ground that I did not think I could possibly discuss such a 
paper without contravening the rules of the Institution, 
which, I believe, preclude political opinions. A perusal of 
the reports available shows me that I need have had no such 
fear, and as I do not find my point of view exactly expressed 
in the discussion as reported, I should esteem it a favour if 
you would grant me the space necessary for such expression 
in your paper. 

Messrs. Lepine and Stelling’s paper sets up a comparison 
between Germany and this country, apparently to the dis- 
advantage of this country, and offers as a reason the lack of 
enterprise of the English financiers and commercial leaders, 
saying: If they were as enterprising and as successful as 
their German rivals English manufacturers supported as they 
are by the superiority of their products would not have to 
fear German competition in the open market." That, in my 
opinion, is entirely true. The question is : “ Why are they 
not?" If it is admitted that our work technically is better 
thao the German, how is it that the English financiers and 
commercial leaders fall so far behind their technical advisers? 
That Germany is ahead of us noone who is content to 
judge by resulte can deny. A country supporting 
four or five electrical companies, to say nothing of numerous 
smaller ones, aggregating in capital some £20,000,000 
sterling and paying from 8 to 18 per cent. on such capital, 
is far ahead of us. That we are unable to even mildly 
imitate this is due to our fiscal policy, which began to act 
to our detriment at the very moment it was introduced. 

As Mr. Rich very truly remarked in the discussion, A 
financial artillery duel precedes all technical arrangements.” 
If the electrical industry is to advance in this country, the 
very first essential is that profit should be made in order 
that more money may be found. 

The reason why money is 80 very readily forthcoming for 
industrials in the leading protected countries is that they 
start off with a certain market. Another reason—the 
essential difference between Germany and this country—is 
that the vast wealth of England has been made. It is con- 
sequently in the hands of the most conservative class—the 
people who are looking for safe investments and not indus- 
trial speculations. Wealth under these conditions can go on 
increasing, and possibly does increase, as claimed by our 
Free Trade friends. In the younger countries, however, the 
wealth is in the process of making, is consequently being 
handled by those who are making it, which means the 
younger generation, which means industrial speculation. 
The term * industrial speculation " contains within it all 
the experimental work and commercial pioneer work which 
are 80 necessary to keep the engineering science and the 
engineering trade of the country in the forefront, 


1050 


THE ELECTRICAL REVIEW. [VoL 65. No. 1,675, Dun 31, 1900. 


To come back to my point, if England—a country 
importing 250 millions annuslly more than itg exports— 
were making money instead of living to a very large extent 
upon its income, income which is spent abroad, while our 
unemployed, to our lasting shame, are increasing every day, 


we should be doing all that the Germans are doing, all that: 
the Americans are doing, and in my humble, but convinced, 


opinion, & little more. All that we want is a fair chance, 
and I am satisfied that we shall maintain the position which 
we have not yet lost, although it is being rapidly under- 
mined. 

i A. B. Anderson. 


I have read the leading article in your issue of the 24th 
inst. with the interest which is always aroused by clever 
polemic writings, and with the pleasure afforded by politely- 
veiled sarcasm, even when intended for oneself. 

My object, however, is not to join in a controversy for the 
enjoyment of it, but to obtain amelioration of the conditions 
under which we are working in the electrical industry. I 
feel, in common with other performers, that we have work 
to do and duties to perform while the critics in the industry 
who have not the responsibility of performances are free to 
indulge in Schadenfrewle. 

Those who insist on regarding economic and legislative 
matters as political questions to be excluded from discussion 
of the electrical conditions, or to be discussed only super- 
ficially, do serious harm to the industry. These questions 
are at the root of our industrial problems, and their elimina- 
tion or partial treatment precludes an exhaustive inquiry into 
the conditions. Moreover, those who take up this attitude 
are apparently forced into making contradictory statemente— 
such as that the disabilities referred to are non-existent, and 
that they are due to lack of sound business principles, that 
they are due to absence of enterprise and to the greed of 
capitalists in fostering excessive competition. No good 
purpose whatever is served by general imputations of this 
kind, for althongh they may be intended to apply only to 
particular members, they amount to alternative indictments, 
incapable of proof, of entire industries and of all who are 
engaged therein. 

The position I have taken up in regard to this matter ig, I 
think, unequivocally expressed in the statement I recently 
made at the Institution, and in the letter I have written to 
the secretary of the Institution. 
and authoritative organisation for the discussion of our 
troubles with a view to an agreement being arrived at 


as to the remedial measures to be adopted. One of the 


reasons why there is no such organisation is that many 
of us entertain the belief that the Institution is there 
to promote and defend our industrial interests, although 
I affirm (without the use of any invective) that 
the Institution has not adequately safeguarded our legis- 
lative and indastrial interests in the past, and I have asked 
the Council to make a definite pronouncement on the 
question of whether these matters are within the recognised 
province of the Institution, so that we may know where we 
are. The reply of the secretary is that the question is 
receiving consideration, I, therefore, await the decision of 
the Council. For my own part I hope the Council will not 
take your view that '* the ability of the Institution to confer 
the maximum benefit upon its members," is shown by ita 
aloofness from questions which are deprecatingly called 
political, but which, as I have already shown, cause not only 
the material prosperity or adversity of the industry, but even 
the fructification or otherwise of scientific research. 


E. Garcke. 
Ditton House, Maidenhead, 
Derember 26th, 1909. 


Russian Development.—Ruesia is welcoming British 
enterprise in gold mining, railway building and other industrial 
undertakings. An interesting interview with M. Kokovtaeff, the 
Russian Minister of Finance, appeared in the Standard on Decem- 
ber 24*h, in which the general question of British capital for Russia 
was disc 16564. : 


I ask for a representative. 


RESTRICTIVE COVENANTS. 


ALL men of business who have occasion to employ clerks or. 
assistants, are well aware of the necessity of inserting a restrictive 
clause in the agreement of service. Keen competition makes it 
difficult to make and keep a connection ; and steps must be taken 
to prevent a discharged clerk or assistant drawing off the custom 
of his late master, or entering into direct competition with him. 
A case which was heard in the Obancery Division some months ago 
involved the discuesion of an interesting point in relation to what 
are termed “ covenants in restraint of trade.” The decision was as 
follows:—The defendant covenanted not to practise as an archi- 
tect or surveyor within a defined area for a certain number of 
years. It was held that he committed a breach of that covenant 
by acting as manager in a fixed area to another architect. He who 
is not a lawyer may wonder why there should be any doubt about 
a question of this kind. He may also fail to understand the 
meaning of the phrase “covenant in restraint of trade.” It is 
necessary, therefore, to point out that, as a general rule, a covenant 
which binds a man not to practise bis calling at all, is looked upon 
with suspicion. The reaton is that if a man deliberately sells the 
right which all men have in a free country to the exercise of their 
calling, he deprives the public of the benefit of bis skill and 
experience, while he abandons what may be his means of livelihood. 
A principle of law has, therefore, been evolved, having ite origin in 
the famous case of Mitchell v. Reynolds, which was decided in 
1712, that contracte in restraint of trade are void, and must 
not be enforced by the Courts. If an electrical engineer 
at the present day were to enter into a bond which 
prevented him from carrying on his business anywhere for the rest 
of his natural life, no Court of Justice would enforce its due 


performance. 


But while contracte in total restraint of trade are void, it has 
become a well settled rule that if restriction is limited as to ares, 
and there is consideration for the bargain, the goodwill of a 
business may be made the proper subject matter of a contract. And 
so the well-known ' bond" into which the vendor of a business 
enters is recognised in, and will always be enforced and respected 
by, a Oourt of Justice. Were it otherwise, the sale of a connection 
would be rendered im le, as nothing could operate to prevent 
the vendor from interfering with the practice which he himself had 
disposed of for a substantial sum of money. Similarly, unless an 
assistant or servant could be put under restriction, employment 
anywhere would be dangerous on any terms. 

Buch is the bare outline of a branch of law which is surrounded 
with many technicalities. Into these it is not our purpose to 
inquire at any length, but there are a few pointe which demand a 
further elucidation. It has been pointed out that the restriction 
must be limited as to space. It would be wholly unreasonable, for 
instance, to prevent an assistant from exercising his calling any where 
in the British Isles. Many cases have arisen in the Courts asto what is 
a reasonable limit. In Horner v. Graves (7 Bing. 735) it was held 
to be unreasonable to restrict a dentist from practising anywhere 
within 200 miles from York. On the other d, to borrow an 
instance from the legal profession, a covenant preventing a solicitor 
from practising as such anywhere in England for 20 years has been 
held to be reasonable and capable of enforcement (Whittaker v. Howe, 
3 Bras. 383). It follows, therefore, that in marking the border 
line, the Court will be influenced in a large measure by the nature 
of the business. The available means of communication are also 
important. By means of railways, telephones, &с., a practice can 
be extended over a much wider area at the present day than would 
have been possible at the close of the last century. That the 
Oourt is willing to enlarge the boundary in certain cases, even to 
the confines of the habitable globe, was clearly demonstrated in 
1896, when world-wide restriction was placed upon the manafac- 
ture of a particular class of guns and armament. Although this 
case could never have any direct application to the electrical pro- 
fession, yet it serves to show the elastic nature of rules by which 
the Court is governed in these matters. 

With regard to time, there does not appear to be any restriction. 
Nevertheless, if a man binds himself not to practise for a limited 

riod, the area of restriction may receive a slight extension. 

e rule by which the boundary should be determined was thus 
expressed in the case of Horner v. Graves, to which allusion has 
already been made:— 

* The restraint must be only such as to afford a fair protection 
to the interests of the party in favour of whom it is given, and not 
во large as to interfere with the interests of the public." 

The consideration—another essential feature of these contracts 
—is the next matter which deserves attention. And upon this 
point, so long as the Court is satisfied that there is a consideration 
which is not merely colourable, the contract will be enforced. 
The adequacy of the consideration is left entirely to the parties 
themselves. Instances could be cited without number to show what 
bas been held as a reasonable consideration. In the case of Sainter r. 
Fergusson (7 C. B. 716) the engagement of the defendant as assistant 
was held to be sufficient consideration for an undertaking on his part 
not to practise within a radius of seven miles after the termination 
of his employment. 

Having made an attempt to indicate the features which are 
essential to contracta in restraint of trale, we now propose to con- 
sider what constitutes a breach of such contract. In most contracte 
the covenant is in the following form: The vendor undertak зв that 
ће will not at any time hereafter, directly or indirectly, and either 
alone or in partnership with or as assistant to any other person or 
persons, carry on the profession ot business of, &c., within a certain 
area A further clause prohibiting practice “in open competition " 
sometimes finds its way into the deed. 
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The question naturally arises, What constitutes practising? Most 
men—or their consciences—will be able to answer this question 
without difficulty, bot doubtful points arise from time to time. 
Io the case of Palmer v. Mallett (86 Oh. D. 411) it was decided that 
а person acting only as a saleried assistant was carrying on the pro- 
fession of a surgeon, and that to do so was a breach of the covenant. 
In that case Lord Justice Cotton aid: Oarrying on a trade 
implies to, my mind, that the person ed in it is engaged in it 
диз trade—that is to say, as a trade ucing profit or loss which 
is to be shared by him ; and that is not the case if he is merely a 
salaried assistant. . . . I cannot come to the conclusion th t a 
man is less carrying on the profession of a surgeon because he is 
doing so ag assistant to someone else. ‘ Profession’ is different 
from trade, and it is much more emphatic to my mind than if 
' business ' alone were here. When, as here, the words ‘carrying on 
the business or profession of a surgeon are merely used to denote 
what is done by a man acting as a surgeon, a man, in my opinion, 
acta as surgeon none the less because he is not the principal or 
engaged in the business as a partner, but is merely carrying it on as 


UNEENENENNLON 
— 1 


X Lames e. €. 2 P, FRACTURED AT THIS POINT 
GUY THE FILAMENT WAS WELDED TOGETHER 
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assistant to somebody else." It was the very case of Palmer 
v Mallett that was followed in the case under review, where Mr. 
Justice Warrington said: “ Applying that to the present case, surely 
someone who was assisting as architect another, who was himself 
carrying on the profession of an architect, was himself carrying on 
the profession of architect as much as if he was acting as architect 
for a lay client.” 


Waste Electricity.—Tbhe Daily Mirror of December 
18th published some ridiculous statements to the effect that, 
owing to the introduction of the metallic-fllament lamp, the elec- 
tricity supply companies are producing very nearly twice as 
much current as is being used. Mu b of this surplus current must 
go to waste!" Further, an experienced electrical engineer” js 
said to have told the Mirror that the companies are turning out 
current tbat they cannot sell.” 

The appearance of arrant nonsense in the columns of the daily 
Press in connection with electrical matters is not uncommon ; but 


to make an electrical engineer responsible for such stuff is really 


going too far. 


PROCEEDINGS OF INSTITUTIONS. 


Research on Metallic-Filament Lamps. 
By F. H. Reaxes LaveSDEB, М.бо., Student. 


(Abstract of paper read before the Imstrrurion OF ELEOTBICAL 
EnainzEns at Birmingham, December 1st, 1909.) 7 


Тиз research was undertaken in order to investigate the conditions 
of working as regards voltage, and efficiency and percentage drop in 
eandle-power, giving the most economical life in the case of 
metallic-flament glow lamps, and to determine as far as possible 
the cost of illumination with this source of light. | 

It was considered desirable that the results should apply to 
metallio-filament lamps generally, and not to a special make. For 
this reason a namber of lamps were obtained from six firms which 
were considered fairly representative of that industry in this 


rs 


country. The lamps were obtained direct from the makers, of 100 
volts and 25 c.P. They bad clear bulbs, and in most cases were 
marked to barn in any tion. Six lamps of each kind were taken 
and run at six different voltages, namely, 95, 97:5, 100, 102°5, 105, 
and 107 5 volts. Thus there was one lamp of each maks at each 
voltage, making 36 lamps in all. 

For the life teste the lamps were run continuously night and day, 
week ends included. In the daytime (about seven hours) power 
was obtained from the University power station, off the 110-volt 
lighting mains. At other times the load was switched over on to 
the 220-volt battery. The lamps were run as far as possible under 
the usual commercial conditions. No special automatic DM. 
regulation was used. The drop across the battery during the night 
was very small, and easily allowed for by slightly increasing the 
potential difference at the lamp terminals at the start. In the day- 
time the voltage bad a limit of variation of 2 per cent. up and 
down for the most part. The lamps were taken out of their holders 
and into an adjoining room to be photometered twice a week. | 

For convenience а number has been assigned to each make о 
lamp, the voltage being indicated by a letter, as follows :— | 


Makes 1, 2, 3, 4, 5, 6. 
Voltage a means 95 volts Voltage р means 102˙5 volts 
„ 2B — 7 97˙5 ye ov à 3. E p» 105'0 | s 
„ e „ 100% T „ эор укты” 
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Thus lamp N ». 1 A is the one of make 1, ran at 95 volta. Those of 
Bet 1 are t«ntalum ; the other sets are tungsten. 

The candle-powers of all six lamps of a set are plotted on one sheet 
against the life in nours as abscissa The curves shown (fiz. 1) are the 
mean lines drawn through the pointe. The candle-hour curves (fig. 2) 
p the number of candle-bours obtained from the lamp for a given 

ife. From the price of the lamp the “ pence per candle-hour for 
lamp " curve is constructed. This shows the proportion of the total 
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cost which is due to the outlay on the lamp. These curves have 
been worked out on the latest list prices at the time of writing, 
which are as follows: Make No. 1, 26. 6d. ; the other makes, 3s. 60. 
On the same sheets the consumption curves corresponding to the 
lamps are plotted ; from these the watt-hour curves are obtained. 
The watt-hour corve, togetber with the candle-hour curve, gives 
the curve of wa't-hours/candle-hours. Thia gives the average 
efficiency, and therefore, with a certain price of energy, the cost 
per candle-hour for any predermined length of life. From this 
curve, together with that of lamp cost, the total pence per candle- 
hour "curves are plotted. This has been done for energy at 2d., 
4d., 6d. and 8d. per unit. It was found best to plot them at four 
different, scales, otherwise those at cheaper current would be unduly 
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flat. The scales have been marked on the sheets. When the lamp 
has been burning a sufficiently long time, the ordinates to these 
curves reach a minimam value; this gives the most economical life 
forthe lamp. It bappens in some cases that the lamp breaks before 
this point is reached. However, its absolute life may often be pro- 
longed by welding the filament together, by shaking the lamp 
until the loose end comes in contact with another part, so closing 
the circuit. This means that it will be overrun to an extent 
depending on the length of the filament cut out. This is an 
advantage, since, even if the lamp does not last very long, yet 
for that period we are obtaining light at a higher efficiency and 
without any cost for the lamp, because it 19 a scrapped one we 
Ore using. | 


For example, lamps Nos. 50, 5 and 5r fractured at 600, 800 
and 1.200 hours respectively, and after being joined agaio, burnt 
to 1,800, 1,200 and 2,900 hours respectively. other cases the 
increase in life was not so great. Naturally much greater care has 
to be taken in handling such lamps, as the joint is very liable to 
become broken again. This, however, shows that the fragility of 
metallic-filament lamps is to some, extent balanced by tbe possi- 
bility of mending broken ones. This does not apply to t«ntalum 
filaments, which, I understand, speedily fracture agaia after welding. 
Perhaps this is partly due, to the shortners of the loops and conse- 

uent greater mechanical strain on the Joint, and partly to the fact 
t their temperature is considerably lower than that of tungsten 


filaments. 
The broken-line curves give the relation between the cost of 
energy in pence per unit and the useful life. They are obtained 


from the total oost curves. In fig. 3 are curves giviog the relatioa 
between the least total cost of ligbt (for lamp and energy) and the 
voltage for four typical cases. These bave been constructed by 
teking tbe minimum points of the total-cost curves mentioned 
above. The broken lines on these sheets are drawn through the 
minimum points. 

Oonsidering the tantalum lampe, i. e., Set 1 first, all the candle- 
power curves show a distinct rising at first and then a gradual fall, 
the slope of which depends on and increases with the voltsge at 
which the lamp is run, In nearly all cases the actual life curves 
are very wavy, with alternate rising and falliag of candle-power. 

Two of the lampe, namely, 14 and 15, were still b when 
these results were collected. The usefal life of a lamp, and the 
drop in candle-power which it is advisable to allow for a given 
voltage, depend on the cost of energy and the price of the lamp. 
The cheaper the energy, of course, the longer the life, and the 
greater the admissible drop. к 

Taking energy at 5d. per unit as an average price, and the lamp 
run at rated voltage, then it pays to throw the lamp away as soon 
as the candle-power has fallen to 3 percent. below ita original value. 
This result appears startling at first, considering the large initial 
cost of thelamp. However, by the time tbis point is reached the 
lamp has been burning for 1,500 hours at the best possible efficiency 
for the given potential difference at its terminals, so that the cost of 
the lamp per candle-hour has become small. In most cases the 
“total cost" curves are very fist near their minimum value, so that 
the exact time to scrap the lamp is not very clearly marked. When 
the lamps are run at a low voltage the efficiency carve rises very 
slowly, and the smashing point is not reached until the lamp 
cost" curve has become fairly flat, which means a long economical 
life, for the candle-power is low but varies slowly. On the other 
hand, wben run st a bigber voltage the chavges in the lamp take 
place more rapidly, the efficiency curve rises quicker, and conse- 
quently the economical life is shorter. 

From the curves, fig. 3, it appears, as would be expected, that the 
dearer the energy the higher the potential difference at, lamp 
terminals, and therefore the efficiency at which it pays to 


burn it: 
Price of energy. Per cent. voltage. Hours. 
8d. 1060 700 
6d. 1050 950 
4d. 104 0 1,050 
2d. 102 5 1,300 


It appears that it would be good practice to overrun the lamps 
from 2 to 6 per cent., and for a life of 1,300 to 700 hours according 
to the price of energy. With energy at 4d. per unit the drop in 
candle-power from the initial giving the most economical life 
appears to be about 5 per cent. This is very much less thaa that 
commonly allowed in the case of carbon lamps. : 

Tungsten lamps are included in Beta 3, З, 4, 5 and 6. Many of 
the remarks made on tantalum lamps apply equally well to these. 
The initial rise in candle-power mentioned in connection with 
tantalum lamps is in most cases not apparent. Itoocursmost markedly 
in Set 6. The candle-power curves, generally speaking, show a 
continual drop from tbe start. In msny cases the drop is very 
rapid at first, and then becomes less and less s> until they become 
almost horizontal. When this is so there is found to be very little 
blackening of the bulbs. The total-cost curves reproduced in fig. 3 
all show the same characteristics as those for tantalam lamps. 

These curves in the case of Set 3 show a continual drop without 
a minimum point. This is due to а very great improvement in the 
efficiency of the lamps at higher voltages without a corresponding 
shortness of absolute life or greater steepness of the life curves. 
228 Busen lamps were still burning when these resulta were 
co :— 


Bet 1. 
А В 


Bet 2, 
АВ C D 


Bot 8. 
AOEF 


Bet 4. 
ABD 


Bet 8. 
AB 


Bet 6. 
ABCDE 


Oollecting these together we get e 


950 975 1000 1035 1050 1075 
Voltage s { A B с р B Р 
Number of lamps still 
col | 6 5 3 3 3 4 
From this it would seem that the increased potential difference 
has an effect on the absolute besides the use life, The useful 


life of tungsten lamps is much longer than that of tantalums. If 
carelessly handled the absolute life would probably be shorter 
owing to the greater fragility of the filament. It may be noted 
that the area of bulb exposed to blackeniag is greater in the case 
of all the tungaten lamps tested than in the сазе of the tentalume. 
This would help to prolong the efficient life. Practically all the 
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Hist ii takes place in a belt opposite the filament, the pip end 


K 1 
ollowing table gives & comparison of the different makes. 
Below it are given for comparison some figures for carbon lamps 
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Еа. 4.—VaABIATION OF CANDLE POWER AND EFFICIENCY 
WITH VOLTAGE. 


taken from Mr. Hirst’s paper, read before this Institution, and 
reduced to English candle- power, and 9d. per lamp. The cost of 
energy has been taken at 4d. per unit :— 


Initial 


— — — кше» ——— — 


Volts ' Useful Mean 


| 
| | 


* No. 1, 110 volt; No. 2, 200. volt, carbon lamp. 


Cost per 1,000 candle- hours. 


Tamp. candle. r life. em. Candle- . | 
К , power. Por. Hours: pe hours. а ossis Total. 
| E e 
` Bet1...; 2150 | 1050 970 | 187 22,200 | 1354. 750d. | 8'85d. 
а... | 2420 | 1050 | 1,500 | 145 32400 1304 5804. | 7104. 
3... 3000 | 1075 2,300 | 124 | 67,464 0644. 516d. | 5:804. 
4 .. 2850 | 1025 2.000 132 59,138 | 0794. 5284. | 607d. 
5 .. 3120 | 1075 | 1,900 134 47,500 ` 0881. ' 5364. | 6944. 
6 .. 26 50 | 1050 2.350 122 55770 0754. 488d. | 563d. 
| ! | | 
No.1*.. 1510 | 1000 1,000 494 14,560 06194. 19 75d. 20 3694. 
27... 1495 1000 1,000 406 14,400 | 0°628d. 16:25d. |16:878d. 


The duration of life is that giving the best economy. The actual 


life in some cases was much greater. The life curves show that 
many lamps were burning well at 3,000 hours, Unfortunately, I 
was not able to continue the tests forther, or sn even greater 
duration of life would probably have been obtained. The voltage 
is that which, according to the curve, gives the best economy. 


From these tests it appears tbat the cost of lighting with tungsten 


lamps amounts to about 6 2d. per 1,000 candle-hours. 


If tantalum 


Fia. 5.— PoLaB Cunvn o» CANDLE-POWEB. 


lamps are used the cost is about 8:8d., or 42 per cent. more. When 
carbon lamps are used, according to the figures above quoted, the 
cost is about three times as much as for tungsten. In the case of 
metallic-filament lamps 85 per cent. of the cost is paid for the 
energy consumed, and 15 per cent. for the lamp itself, while with 
carding lamps this latter item only amounts to 5 per cent. of the 
whole. 

The tantalum lamps are much tougher than the tungsten ones, 
and are sometimes preferred on account of the agreeable colour 
of their light, which is not so white as that of the tungsten lamps. 


In shop window lighting, &o., the lamps are often placed in 
close proximity to perishable goods. The outside temperature of 
the bulbs was therefore measured. The maximum temperatures, 
after 1,400 hours, were 95° O. for tantalum and 79? O.for tungsten 
(No. 4), 45° C. (No. 6). 

Some tests were made in order to determine the dependence 
of the candle-power and efficiency on the voltage. A typical set of 
curves is given in fig. 4. | 

For a 3 per cent. variation of volte above and below the normal 
the aversge variation for metallic-filament lamps works out at 22 
per cent.; the variation with carbon lamps is 50 per cent. more. 

Some tests were also carried out in order to obtain the mean 
spherical candle-power. The lamps were run at rated voltage. 
When being photometered they were fixed in a stand which 
enabled them to be turned throngh a complete circle in planes 
perpendicular to and parallel with the filament. The following 
table gives the average figures obtained :— 

A. B. 


C. D. 5 A. " D. 
о 


Mean Mean 
Mean spherical hemispherical horizontal Perpendicular 
OP, ОР, 


C.P. C.P. M 
17 6 18:6 2277 40 078 018 
The mean spherical candle-power is thus about 22 per cent. less 
than the mean horisontal candle-power, and the vertical candle- 
power is only 18 per cent. of the horisontal. 


I have reproduced a representative polar curve in fig. 5. 


Marine Propulsion by Electric Motors. 
Ву H. A. Mavon, M. Inst. C. E. 


(Abstract of paper read before the ImstTitUTION OF Суп, ENGINEERS, 
December 7th, 1909.) 


So long as reciprocating steam engines were the best attainable 
power generators, it was possible to correlate the speeds. of 
generator and propeller so as to gain the best efficiency of each ; 
but the steam turbine and the non-reversible internal-combustion 
engine introduced a new set of conditions. 

Before the introduction of electric transmission the marin 
engineer had the more complete scientific data, and consequently 
the marine engine beld the blue ribbon of economy which now 
belongs to the turbo-electric generator. Among the reasons for the 
higher efficiency of the land turbines are :—That the engineer on 
land is freer than is the marine engineer to adopt a suitable speed 
of revolution; that the land turbine runs at approximately constant 

speed for all loads, and can therefore be run on the governor, 
rendering easier the application of superheat and augmented 
vacuum ; that on land it is possible to sub-divide the power-units to 
meet the conditiors of varying load, and thus maintain at the 
emaller loads an efficiency not materially different from the 
efficiency at the full load of the system; that at sea, change of 
power is directly associated with change of speed, and the whole of 
the power unite must always be in motion while the sbip is in 
motion. The same engine has to run the sbip at 10 knots and at 
20 knots, although the power varies very widely between those 
limits. Also tbe high economy of power production on land 
associated with electric transmission is largely due to the possibility 
of exact measurement of power under all conditions of load, giving 
a complete knowledge of the effect of all changes in the apparatus 
or in the methods of working it. 

The proposition here made is to provide an electric equipment 
intermediate between the prime mover and the propeller, ex- 
tending the limits of practical economy in each by modifying the 
restrictions which the prime mover and propeller impose upon one 
another, and providing that tbe prime mover may operate at or 
near the constant speed required for the attainment of maximum 
efficiency and fall power, and that the power expended in driving 
machinery not required for work is reduced to a minimum or 
entirely eliminated. At full power all the elements of the 
generating plant are in full operation and the whole power 
resources can be concentrated on driving the ship. When fall 
power is not required the generating plant may be shut down in 
sections, 

To accomplish these ends special motors have been designed 
which give the necessary changes of speed and direction and 
permit of the advantegeous combination or elimination of the 
power generators. These motors involve no new electrical prin- 
ciple, but simply mechanical adaptation of well-known electrical 
designs. Alternating current alone is available for the purpose in 
question, and normal motors have, therefore, a fixed speed of rota- 
tion which is a simple multiple of the generator speed. 

Two methods of speed change are proposed, each associated with 
a new form of motor. 

The principle of operation of the ''spinner" motor is that an 
ordinary normal motor driving the propeller at a fixed speed, with 
the shaft and propeller directly connected, is so arranged as to be 
rotatable as a whole about the propeller-shaft axis. This rotation is 
accomplished by a second motor concentrically arranged outside the 
first, so that the main motor system may be rotated in either 
direction—again at a fixed speed which is a simple multiple of the 
generator speed—and the speed of rotation of the propeller shaft 


and of the propeller in tbe water is the algebraic sum of the rotation 


of the main motor and of the rotation impcsed ороп it by the 
auxiliary motor. a 


E 
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As both motors are reversible it will be seen that in each direction 
there are three speeds:— 

1. The speed of tbe main motor system ; the middle speed. 

2. The speed of the main motor system minus the speed of the 
auxiliary motor system ; the low speed. 

3. The speed of the main motor system plus the speed of the 
auxiliary motor system ; the full speed. 

The combination may be designed for any three-speed ratios, such 
as 1, 2, 3; 2, 3, 4, &c. Any intermediate speeds required are 
attainable by adjustment of the turbine or engine-governor, which 
can be operated economically through a range down to about 75 per 
cent. of full speed. Thesame method is applicable to non-reversible 
internal] combustion engines. ; 

The Multiple motor is an ordinary squirrel-cage induction 
motor in all respects, except that its stator is wound with two or 
more independent electric circuits, eách associated with & separate 
source of supply of energy. 

For example, the motor may be fed from two sources of supply 
at 25 and 50 periods respectively, the motor windings being for 46 
and 92 poles. At full power and speed, both windings are in 
operation under their most advantageous conditions; each of these 
windings results in & synchronous speed of 66 revolutions per 
minute. When the 25-period current is supplied to the 92-pole 
winding, the epeed is 33 revolutions per minute. 

Each of these motors permits of one or more generators being 
used together in the same mechanical system without electrical 
connections or synchronising devices. 

The autbor then goes on to discuss the application of electric 
propulsion to certain definite types of ship, and also gives diagrams 
illustrating the saving in space obtained. T'he examples worked out 
are asfollows:— 

1. In a cargo vessel of 840 shaft-H. P., the normal reciprocating 
engine equipment witha single screw would weigh 570 tons for 
engines, boiler and fuel. The electrical equipment, consisting of 
three oil engines, three motors and three propellers, would weigh 
only 270 tons, including fuel. Further, with coal at 20s. per ton, 
and oil at 40s. per ton, the saving in fuel cost ona total of £17 would 
be £5 68. per day at full power. 

2. In a similar cargo vessel gas engines might be used. Taking 
an equipment of 770 shaft-H. P., and using three gas engines and опе 
multiple motor, the respective weights of the normal and proposed 
equipments would be 446 tons and 229 tons. The consumption of 
fuel shows an equally favourable comparison. 

3. A third cargo vessel, but of 1,030 shaft -H. p., is worked out for 
the purpose of illustrating the application of steam turbines to the 
multiple motor. One plant drives the ship under normal condi- 
tions: extra power is supplied by a small turbo-generator, and is 
used to keep up the ship's speed in heavy or contrary weather. 


4. On a passenger vessel of, say, 16, 200 shaft -H. P., the electrical | 


equipment permits of a sub-division of the plant, so that at ship 
speeds lower than the maximum only part may be run, and that at 
full power. rn advantage is gained without loss in full power 
economy, and without additional complication. 


Notes on Methods and Practice in the German Electrical 
Industry. 


Ву L. J. Lx y and A. R. STILLIxd, Dipl.Ing., Students. 


(Discussion at the INSTITUTION OF ELEOTRICAL ENGINEERS, 
Manchester, December 14th, 1909.) 


Mn. J. B. Peck thought the most valuable part of the paper was 
that dealing with the financial relations between the manufacturers 
and the banks. Many opportunities had been lost by British firms 
to Germany, simply because the Germans made money to pnt into 
the company to help finances. The same arrangement existed, to 
a lesser degree, in America. He noticed in a paper a paragraph 
regarding a certain railway about to be completed: Part of the 
road has becn financed by German interests, and the equipment 
will, of course, be manufactured in Germany. The other part of 
the road was financed by a British financier, and it is hoped 
that a considerable portion of the equipment will be manufactured 
in Great Britain.” There appeared to be more co-operation in 
Germany among the manufacturers than there was in this country ; 
in fact, there was very little here, and he would like to see a little 
forced co-operation in the shape of a protective tariff. He under- 
stood that at the A.E.G. works, part of the time they had 
three eight-hour shifts per day. As regarded the statement as to 
the finish of the German machines being slovenly, he thought it 
was true in general, but he had geen some German machines that 
were beautifuliy finished. They could teach us nothing with 
regard to high-voltage windings. The special form of field-winding 
for turbo-generators with " butt“ joints had been tried elsewhere, 
but without success; in fact, it gave a great deal of trouble. 

MB. (GREGORY considered that the rule of forbidding the 
draughtsman to enter the shops was peculiar. A draughtsman 
should be acquainted with the general design of the machinery be 
was connected with, and it did not seem conducive to the firm's 
Interest to keep him away from the process of manufacture. 

Mn. T. L. MiLLER said that the methods by whi-h the German 
firms were financed and the mode of dealing with the staff in 
countries outside Europe, had a great influence on the manner in 
which Continental firms oltained large contract's outside their own 
country, and in competition with British manufacturers, Most of 
the Continental firms had good technical staffs at their branches, 
who were able to go into the whole matter on the spot, and close 
the bargain there and then. With most of the British firms it wa 


necessary to write home before anything could be done. Then, 
again, the financial system enabled the Continental firms to take 
greater risks than was possible in the case of the British manufacturer, 
It was not superior technical education and design, so much as the 
financial backing, and tbe type of agents they had abroad, by 
which success was attained. The closer the connection between 
the drawing office and the shop, the better. A draughtsman ought 
not only to be kept in tonch with the carrying-out of the work, he 
should also be allowed to get out the cost of the work, and the value 
of the material and labour upon it, and to check his estimates 
with the actual results which had been obtained in the works. The 
more the men in the drawing office know about costing, the better 
for the employers. With regard to works management, a firm of 
high-speed engine builders had four Committees dealing with the 
whole of the production, viz. :— Designs, Estimating, Works, and 
Sales Committees, and there were certain men who were on the 


_ whole of the Committees. Supposing a new design was got out, it 


was first submitted to the Designs Committee, who criticised it. 
On that Committee they had some of the foremen, and also repre- 
sentatives of the Estimates, Works, and Sales Committees, From 
there it went to the Works Committee, who oonsidered the 
question from the works point of view; from there to the 
Estimating Committee, who drew up the cost, and then the Bales 
Committee considered whether the thing would sell. An arrange- 
ment like that was to his mind one of the best methods that could 
be adopted. Where there was a large variety of different classes of 
work, it was well for the heads of various departments to collaborate 
from time to time with those in the office, and pass the designs 
before they went into the works. 

Мв. J. Fnrrg said that draughtsmen should be forbidden 
to atay in the office rather than that they should be forbidden to go 
into the shops. He would liketo know whether in the curves com- 
paring English and German machines, allowance had been made for 
the lower temperature rise and larger overload capacity of the 
English machines, also if the commutator copper was included in 
the weight of the active copper. In the p! L formula the “n” 
seemed out of place, and the 10^* seemed to indicate mm. not cm. 

Mr. Fays HassgN said he had worked in both countries, and 
agreed that the reason of the German success was not to 
be sought in better design and workmanahip, or in tariff con- 
ditions. There were quite a number of smaller firms having capitals 
of from £160,000 to £500,000, which were doing important work 
in generators and motors as well as in specialities. He thought the 
continued existence of these firms was one of the ressons why 
trusts in Germany had not been detrimental to the German elec- 
trical trade, as competition in all classes of work bad prevented 
stagnation. Regarding draughtmen not being allowed in the shops, 
it was not true of the shops he was acquainted witb, which included 
two of those mentioned in the psper. The hours in the A.E.G. 
works four years ago were six to two, and two to ten; but when busy, 
a night shift from ten to six was worked. He had noticed in this 
country that if rush jobs were going through the shops, the cost of 
labour usually came out less than normally, notwithstanding over- 
time rates, which proved that ordinarily workmen were not working 
up to their full capacity. He had not noticed the same in Germany, 
and believed that the Trade Union policy of restricting the output 
of each man was very irjurious to the industry. Wages in Ger- 
many four years ago were higher than the figures mentioned in the 
paper. Most ofthe work was done on piecework, or onj a bonus 
system, and the wages of skilled workmen were more like 50s. than 
30s. German firms were quite willing to alter their designs if an 
important order could thereby be obtained. There were very few con- 
sulting engineers in Germany, and it was, therefore, very seldom 
that firms were pressed to deviate from their standard design. The 
different wishes of consulting engineers were increasing the 
cost of English electrical machinery all through by at least 5 per 


cent., as a larger technical and correspondence staff was required for 


the same output. It would certainly give a big impetus to the 
industry if the consulting practice could be restricted to really 
eminent and broad-minded engineers. 

Мв. R. B. Suacke stated that the average price paid per head 
in Germany for skilled and unskilled labour was about 6d. per hour. 
That was about the same average price asin this country. The 
skilled erectora got about 153. per day, which was about the 
same аз English erectors got when working on the Continent. 
There was no doubt that branch offices should be more efficient 
than agents, and principals were generally more willing tokeep their 
branch offces fully posted as to progress than their agente. It was 
for this reason that it was not always the agent's fault if he was not 
as efficient as he might be. 

Ma. H. W. WILSON, when in Germany, was struck with the good 
discipline which prevailed, and also the comparatively small 
amount of work turned out per man. Men worked steadily but 
not very hard. The hours of work were more, about 60 hours per week, 
and the wages about 35s., which was practically the same price as 
paid in England. Female labour ia Germany was generally more 
highly paid than here. In the winding department the operatives 
got about 15 marks per week. In the A. E. d. works they reckoned 
to have one skilled man to every 10 workmen. The technical men 
were pa‘d very badly considering their qualifications, He came to 
the conclusion that German manufacturers could not be producing 
much more cheaply than ourselves, but owing to the increased out- 
put the establishment charges were reduced. The great advantage 
of the German industry lay in its financial backing. There was no 
doubt that if the English electrical industry could obtain similar 
financial support, the outside markets would be a very much less 
serious matter than at the present time. Electrical manufacturers 
would rever make money either with or without Tariff Reform 
unless the number of firms were reduced. If a combination of 
firms in this country were to adopt the policy of generally sending 
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out thoroughly qualified technical men who knew the conditions of 
the country, there would be a chance of obtaining some of the large 
orders. 

Da. F. H. Bowman thought the superiority in German trade 
arose from three things—vis, their sales departments abroad 
were better than our own, they had greater financial facili- 
ties, and they worked longer hours. He had been through German 
workshops, and the thing that struck him was the superior 
organisation, and that the works were kept cleaner; but a great 
deal of their work would not pass ia England. 

Мв. W. CBaMr eaid the authors pointing to the dividend " earned ” 
said that the state of the industry in Germany was satisfactory. 
From whose point of view was it satisfactory? Although it 
might be reasonable for an ordinary manufacturiog firm to pay a 
dividend upon its capital, he did not think 12 per cent. or 18 psr 
cent. was reasonable from a purchaser's point of view, unless there 
was some very special reason why such a dividend should be paid. 
It seemed to him that those dividends pointed to the existence of a 
sort of combination which we in this country should try to avoid, 
especially when, as in this case, they did not go hand in hand with 
relatively higher wages. With respect to the curves, the ratios of 
total active iron divided by total active copper, and of armature 
iron divided by armature copper, which were given for English 
and for German practice respectively, were nct such as would, in 
his opinion, lead to curves shaped as these curves were ; for if the 
above ratios were plotted against Kw., it would be fouod that the 
curves of English and German practice crossed in some cases twice. 
It was said that it was difficult for us to export to Germany on 
account of the tariff against macbinery and finished articles in 
general. Some few weeks ago he visited the Morganite Co.'s works 
in London, which made carbon brushes, and the manager told him 
that, if it had not been for the foreign demand for these brushes, 
they would have been compelled to give up making them. He 
mentioned that, of the brushes turned ont, 1 million were going to 
Germany annually, to the very firms mentioned in the paper. On 
inquiring the reason, he was told that it was because the fall 
technical data supplied for every quality of brush were much 
appreciated, and uniform results could be relied on. The English 
manufacturer was too slow to take advantage of this, and so con- 
tinued to buy his brushes abroad. He nad come across the 
* Koilonnen" system of labour in the textile trades. Although 
it looked satisfactory from the manager's point of view, it was, in 
his opinion, & most insidious and dangerous practice, which led 
very quickly to sweating. 

Мв. Тномав said the system mentioned by Mr. Cramp was 
not in use in Germany. It was only applied to machine shops, and 
not to the erection of installations. It had been stated that wages 
were slightly less than in this country, but the cost of living had 
also to be considered. It was the organisation of these works which 
put them on the good basis they were on. Tae finish of German 
machines was generally reckoned to be quite equal to any. "There 


were а great many small German firms who specialised in small 


things, such as arc lamps, switches, &c. 

Mr. Арлмзом said that one of the American Societies of 
Electrica] Engineers bad a publicity department, wbich laid 
interesting facts concerning their industry before the general public. 
He thought it would be to the advantage of electrical engineers if 
their Institution took some steps to inspire the confidence of English 
fioanciers in the particular work its members were interested in. 
It was difficult to get money from the bank, but some trades were 
more favoured in this respect than others, and he thought it was 
because bankers were better informed. There was no diffieulty in 
raising money for building Lancashire cotton mills. 

Ma. T. Н. M. SWINBURNE said that, apart from a)l questions of 
financial backing and tariff, much of the success seemed to be due 
to the fact that whenever a German firm wished to compete in 
this country, it invariably employed English engineers to exploit 
ite interests in the first instance; then, when а connection was 
established, the Englishmen were replaced by Germans, with the 
usual results. Takicg the case of other countries iu the South of 
Europe, where English and German machinery were placed on the 
same basis as regards tariff, instances had arisen іа which the pre- 
ference had been given to English machinery, even when it cost 
10 per cent. more than German, particularly in the case of textile 
work. There was no doubt as to the Germans being willing to send 
in tenders; but any departure from the standard specification 
invariably entailed additional expense, and it was quite another 
matter as to whether the requirements were actually met. If the 
tariff were reformed in this country the results would doubtless be 
very different. 

The CHAIBMAN (Mr. S. J. Watson) said the very intimate rela- 
tionship between commercial undertakings and the banks un- 
doubtedly tended to help forward the carrying out of large sohemes 
as the opportunity offered, but during times of trade depression 
trouble might occur. If & firm was paying 18 per cent., it was an 
easy matter to set aside a portion ot the profits for scientific 
investigation, but unfortunately in this country there was not 
enough profit to allow for this, 

Mr. A. E. STELLING, in reply, said he thought that the key-note of 
the whole system of trade abroad was organisation and the ques- 
tion of having proper staffs aud competent agents. Tnere was no 
doubt that combinations like tuose of the large German firms were 
more successful than the English firms, because tacy represented so 
many branches of the industry. That was particularly noticeable 
in the case of China, where one German firm had very large show- 
rooms, showing all their manufactures and had a staff of 14 
Europeans. He thought the good work which the German agents 
were doing could only be obtained on our part by & combination of 
English firms to set up a large show-room abroad, with competent 
agents to show the things they manufactured. The firms should be 


thoroughly organised and in touch with branch offices, which should 
be organised so that they would be capable of attending to 
anything that might come forward. With regard to 
impregnation, this was always done in vacuo, in some 
eases with varnish and in others with bituminous compound. 
He quite agreed that draughtsmen should be allowed to go into the 
shops, but he could not agree with Mr. Miller that so much latitude 
should be allowed the draughtsman. With regard to the organi- 
sation of works, in some firms the letters were signed by two men— 
one & technical man and the other & commercial man. The 
“active copper” was, of course, armature copper. The small letter 
“an” was in its right place, it represented the most efficient average 
speed in B. P. uu. of the respective sizes of machines given in the 
tables; D?/n/&w. was а formula used by Profs. Arnold and Kapp 
for purposes of comparison, but the authors had given it what they 
considered to be a commercial value by altering it to D? л/ку. at 
1,000 R. P. M.; kw. at 1,000 R P. 11. limited the standard size" of 
machines which would be offered. There were a good many small 
‘firms in Germany mostly manufacturing switches and instruments; 
& good many of these fora long time had not paid any dividends, 
and they were practically absorbed by the large firms. The 
standard rate of wages was lower than in England, except for 
certain classes of female labour. Erectors abroad were all paid 
the same wages, whetber they were German, American or English. 
All the reports of the large companies and of the banks stated that 
adverse legislation had caused & diminishing business in certain 
branches, but, at the same time, the four large firms mentioned in 
the paper paid a dividend 1 per cent. higher tbis year than they 
id last year. If the trade was decreasing at home, it must be 
ncreasing abroad. These German firms did insist on their speci- 
fications. If trade was so good as to warrant double shifts, he 
thought England ought to bave a look in too. As to the financing 
of small municipal undertakings, the Council could borrow money 
on the plant to be erected, and with this money and the money the 
manufacturing firm put in, the plant was set up. The great advan- 
tage of that was that the manufacturing firm would supply the 
machinery and superintend the running, and the bank would take 
‘care of the financial side and of the accounts. As time went on, 
the town had power to repay the loan from the banks. 


Institution of Mining Electrical Engineers. 


Тик inaugural meeting of the Iastitution of Mining Electrical 
Engineers was held at the Midland Hotel, Manchester, on Friday, 
the 17th inst. The list of officers elected for the coming session is 
as follows:— 

President, Mr. Wm. Maurice; Vice-Presidents, Mr. W. C. 
Mountain and Prof. W. Robinson; Hon. Treasurer and President 
of Finance Committee, Mr. A. M. C. Field, Newcastle; Hon. 
Editor of Transactions, Mr. J. H. C. Brooking ; Hon. Becretaries, 
Mesors. Saunders, Derby. Two hon. members had been elected by 
the Council, viz.:—Mr. J. Glynn Williams, Whitehaven, the 
founder of the Institution ; and Mr. Robt. Nelson, H.M. Electrical 
Inspector of Mines. The meeting elected Messrs. E. J. Dryhurst 
and Mr. J. Kirkby as auditors. Mr. Wm. Maurice then read his 
presidential address. 

He first gave a brief sccount of the origin and development of 
the new Iastitution, which took its rise in a leading article in the 
ELzcTRICAL Review on December 11th, 1908, followed by letters 
from various correspondents; in February last Mr. J. Glynn 
Williams, of Whitehaven, drew up a set of rules, aud on April 24th 


. a meeting was held at which it was decided to form a society, com- 


mencing with 50 members—a number which was quickly trebled. 
Mr. Williams was elected the first honorary member. The new 
iustitution was neither an offshoot nor & rival of any existing 
corporate body; it was new in conception, for its memorandum of 
association contained features never previously embodied in the 
design of any technical society, and new in title, for the electrical 
engineer possessed of special experience in the uses of electricity 
in mines was only just coming into existence. 

Twenty years ago there were only three or four electric power 
installations in the mines of tbis country, and only 42 mines pro- 
vided with the electric light, while to-day practically every 
colliery in the country had its own electric generating plant, and all 
classes of colliery workmen derived incalculable benefits from the 
use of electrical methods, which tended to increase fheir wages, 
while relieving them of physical labour. The exchange of manual 
for mechanical labour always increased the total volume of 
employment, and from a sociological point of view the change was 
always in the upward direction. | 

A very much higher standard of attainment was now demanded 
ofthe colliery manager by the cbaoged conditions of the times, 
and it was expected that the next Mines Act would make a clean 
sweep of the existing system of appointing managers. Attention 
was drawn to the provisions of the Coal Mines Regulation Aot, 
whereby every person found guilty of offences against the Act was 
made liable to punishment. The manager and under-manager were 
primarily responsible before the law for enforcing the regulations, 
and the engineer, electrician and other officials were responsible to 
them. Tue extended application of machinery and the adoption 
of scientific methods of working demanded technical qualifications 
for the under-manager, which a few years ago were thought good 
enough for a manager. The engineer and electrician were accounted 
of little importance when the 1887 Act was drafted, being referred 
to only under the vague title of “competent persons.” Both wer 
undoubtedly destined to become miniog electrical engineers, and 
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they should seek to understand each other at this new starting 
point. The colliery engineer must necessarily possess an intimate 
knowledge of his plant, but electrical work in many cases came too 
late ia life for him to acquire familiarity with it, and the position 
called for the exercise of tact and judgment on the part of both 
the engineer and the electrician, for there must inevitably be 
occasional slight colisions of authority, overlapping of responsi- 
bility, and so on. Generally speaking, the colliery engineer of to- 
day was not an electrician, and the colliery electrician was not an 
engineer; but the new conditions demanded that each should have 
acompetent knowledge of both mechanical and electrical enyin- 
eering. The same goal would then be open to both. Measures 
should be taken to improve the position of the engineer, and the 
colliery electrician should be made responsible for tbe constant 
maintenance of all parts of the electrical installation in such con- 
dition as would normally suffice for the prevention of accidents. 
Colliery engineers were eligible for membership, and the colliery 
maneger would be a valued member of the Institution, which also 
profited by the support of many well-known electrical experts. 
The constitution had been framed on a broad and generous basis, 
which provided that no class of official or member of a colliery staff 
should be inadmissible; but there would be a distinct 
class of diploma members, who were, or had been, actively 
engaged in the care or management of mining electrical 
installations, and had the Institation’s examination 
in that subject, and who would eventually form the premier 
class of the Institution. Thé first object of the Institution, then, 
was to establish a professional class of mining electrical engineers, 
by considering means to minimise the risk in the application of 
electricity to mining, promoting the adoption of approved methods, 
&nd extending the experience and elevating the status of the 
members, It had been arranged that the papers and proceedings 
should be published in & weekly technical journal of high standing 
and circulated to all the members, instead of publishing “ Trans- 
actions.” A technical newspaper was, in the widest sense, a living 
library, and if one had any claim whatever to be a technical man, 
one must read the principal journal or journals relating to his 
business. A purely electrical journal had not been chosen, because 
the Institution had to deal only with the mining applications of 
electricity, from the mining point of view. 

A disastrous explosion which recently occarred had been by some 
attributed to an electrical origin, aud the main business of the 
Institution daring ite first session would be to inquire into the 
causes of, and means of preventing, accidents arising from the use 
of electricity in mines. The safety with which electricity could be 
used depended primarily on character; out of 48 accidents from 
shock between 1903 and 1909, only two were unavoidable, and of 
19 ignitions of fire damp, only 1 was classed as an “accident,” 
unsuitable apparatus and neglect being in most cases responsible. 
Accidents happened solely from want of order, cleanliness and 
common care; a little elementary technical knowledge, associated 
with intelligent application, would work wonders in the prevention 
of accidente. The true function of the engineer was to prevent 
rather than to repair breakdowns, and to lessen waste due to in- 
efficiency. “The central passion of all men of true ability was to 
do their work well,” and the problem of raising the efficiency of 
themselves and their surroundings was the most important object 
of their membership. That object was explicitly indicated, for the 
first time on record, in the memorandum of association. The future 
of the Institution must inevitably depend upon the collective 
character and ability of its members; if they wished it to grow 
and flourish, they must give loyal support to their leader, and, by 
raising the Institution, elevate their own status. | 

Proposing a vote of thanks to the President, Ma. W. О. Mountain 
said that as far as the mining induetry was concerned, electrical 
machinery had suffered from inattention due to want of knowledge, 
and accidents with electrical machinery had frightened some of 
the proprietors, but in his opinion electricity was the safest thing 
to be used in mining operations, if properly looked after and given 
proper attention. 

The title of the Institution had been criticised by some people, 
and after some discussion, it was resolved to defer the question. 

A dinner was afterwards held, at which the President presided. 
After the loyal toast, Pror. THORNTON proposed “The Insti- 
tution of Mining Electrical Engineers," and said tbat in his 
opinion electricity when properly used, and properly attended to, 
was the best and safest thing that could be ased in mines. The 
object of the Institution was to go into the question of mining elec- 
trical machinery, and make the risks as light as possible. The 
PazsipENT, in reply, referred to the question of the title, and said 
that they were willing as far as possible to meet the wishes of 
other Institutions without detracting from their own position. 
There was no other society likely to injure them unless it were the 
National Association of Oolliery Managers, and he thought they 
would have the support of that Association. 

Мв. G. H. WissTANLEY proposed the toast of “The Mining 
pod d to which Мв. Rirsom and Mr. HALLIDAY replied. 

Ma. J. H. О. Ввоокімо proposed The President of the Institu- 
tion" and MR. Масвісе, in replying, said that they were not 
endeavouring to make their Institution a highly technical organisa- 
tion, but an educative one which would work for the managers and 
owners of collieries, and would be of great service to the mining 
industry generally. 


— 


Pig-Iron.— The output of pig-iron in Great Britain for 
tbe first half of 1909 was 4,715,679 tons, an increase of 61,690 over 
the previous half - year. 


LEGAL. 


THE ErnsBcTAICAL Co. LTD. v. OLives H. THomas, Box 
AND Oo., LTD. 


(Oontinued from page 1015.) 


FURTHER cross-examined, Мв. STOTTNEB said that the reason why 
plaintiffs entered into the agreement to unwater the mine after the 
flooding in June was, first, to avoid litigation, and secondly, 
because they had no desire that it should be spread about broad- 
cast that the Electrical Co. had supplied a plant which was not 
satisfactory. 

MR. WILLIAM s, K.C., for the defence: Defendants were threaten- 
ing you, were they not, and declaring that they had heavy claims 
against you ?—Yes. 

And your idea was that if you got in the first blow by issuing 
your writ, it might have the effect of stopping litigation ?— 
WrrTNxSS denied that this was so. Plaintiffs issued their writ 
simply to enforce payment for the plant. It was an automatic 
method. If a customer did not pay he was threatened from the 
counting house. If that did not bring about the desired result, 
then a writ was issued. Witness admitted that the plaintiffs sup- 
plied defendants with a plaut which did not, to a certain extent, 
do the work required of it. | 

You contracted in 1905 to supply machinery capable of 
unwatering this mine, and yet in November, 1907—two years 
afterwards—the mine was still unwatered ?—1I could not say how 
long it was. И І 

On Thursday, December 21st, Мв. Втотткев was cross-examined 
by Мв. WiLLIAMS for the defence, and, in answer to Counsel, said 
that about March, 1908, a Mr. Flood came on the scene as 
directing engineer, and he wrote several letters pointing out 
defects. WiTNEkss wrote and said that unless they received certain 
pipe columns which defendants had undertsken to supply, they 
would take no responsibility for anything which might occur. At 
that time the delivery pipes for the pumps, which were part of 
defendanta' old plant, were in a very defective condition. Wrrnzss 
admitted that one of his people had suggested that a Worthington 
pump, wbich had been used in the mine, could be passed off as 
um new if it had a coat of varnish and some repairs. WiTNESS 
added, however, that no one would %ay such a pump without first 
properly examining it. 

The OrriciaL REFEBEE: I suppose this is a sample of what yos 
would call "commercial diplomacy "?— WrrNESS explained that 
the pump was one which had been taken to the mine when the 
plaintiffs were engaged in unwatering it. 

Referring to a certain part of the work which plaintiffs were 


seeking to charge defendants with, CoursEL asked witness if he 


really thought plaintiffa-were entitled to make such a charge?— 
When the water was got out and they came to discuss terms it was 
thought that Me. Thomas would meet them. 

Examined as to certain charges, amounting to about £280, for 
work done in November for unwatering the mine, WrrNESS said 
the labour which was charged for between July and November was 
incurred in unwatering the mine. 

COUNSEL: Your letter of June 21st was to the effect that you 
would supply labour for unwatering the шіпе? Wirs Ess agreed, 
and said that the mine was unwatered several times, but unfor- 
tanately it got filled up again. 

Do you suggest that you shouid be paid for your unsuccessful 
attempts ?—I think we should be paid in accordance with the 
agreement. : 

The OrriciaL REFEREE: The agreement does not say that you 
are to be paid if you fail to unwater the mine, and you admit you 
had not done this in November ?— W rrRESS eventually admitted that 
the unwatering was not carried out, and that defendants ought not 
to have been charged for it. 

Mn. WirnLiAMS: I thought you would agree with me in time. 

Questioned as to the difficulty experienced at one time to get 
labour in the Lyuvi Valley, Wrrness declared that plaintiffe' men 
were in a frenzy to get away from the mine.” “They declared," 
said WITNESS, "that if the work did not stop soon they would ran 
away, commit suicide, or something." 

Мв. WILLIAMS: Why was that?—Because they were sick and 
tired of the whole job, and the work was very strenuous. 

The OrFICIAL REFEREE adjooraed the hearing until after the 
Christmas vacation. 


Snaw v. STOKE-ON-TRENT Рови Icm amp Corp 8товлов Co., Lap. 


At the Hanley County Court, the week before last, plaintiff, John 
Shaw. owner of a dwelling house, 3, Ashford Street, Shelton, sought 
an injunction to restrain defendants from using or working in their 
premises any electric motor or other engine or machinery in such 
a manner as to interfere, by reason of the vibration and noise, with 
the plaintiff's enjoyment of the premises, or in way to create 
& nuisance to plaintiff or injary to his premises, The oom » it 
was stated, had a 40-H.P. electric motor, driving an ammonia com- 
pressor, and there were smaller motors driving fans. 
complained of the noise, and added that the whole house was in a 
tremble. Defendants said that there was no nuisance, but that, if 
there were, it was so intermittent that it might be 

After hearing a certain amount of evidence, his Нохосв said that 
he would visit the house and the works before giving hag venire (o8 
January 12th), but be asked if it were not possible for some 
arrangement to be arrived at. 
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NEW ELECTRICAL DEVIOES, FITTINGS, 
AND PLANT. 


Automatic Tumbler Switch. 


An automatic tumbler switch, which is claimed to be the 
smallest circuit-breaker extaut, has been designed and patented 
by Ma. O. W. Denny, of 2, Pembroke Cottages, Edwardes Square, 
Kensington, W. We illustrate in the accompanying figure this 
automatic switch and wall-box combined, svitable for use on a 
condait system. | 

The object of the switch is to eliminate as far as possible the use 
of fuses for small power and lighting circuits, and, consequently, to 
get rid of the trouble and inconvenience caused in replacing blown 
fuses. The switch is admirably adapted for controlling lights, 
either from a distribution board or from separate points. In the 
former case the distribution board is fitted either with D.P. auto- 
matic tumbler switches or with ap. automatic tumbler switches and 
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Fio. 1.—" DENNY” AvuTOMATIO TUMBLER Зуттон. 
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S.P. fuses, the fuses being, of course, rated about 50 cent. above 
tbe load at which the switches are set to operate. In either case 
the size, and consequently the cost, of the distribution board is 
considerably reduced, and greater efficiency results. If the switches 
are used at different points of a building, a small distribution 
board is used, containing в P. automatic switches or fuses, as the 
case may be. If fuses are used, they are rated above the capacity 
of the switches, as mentioned above; in fact, with s.P. fuses one 
fase can be used for several switches, and it should be preferably of 
the magasine type, thereby greatly hastening the restoration of 
current to a circuit. 


Cooking Demonstrations. 


An interesting series of demonstrations of electric cooking 
recently took place at the Lz Rapiant, Lrp., 83, Mortimer Street, 
London, W., their new patent electric ovens being used; among 
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Fia. 2.— Ls Rapiant” Oven, 1910;7Mopzr, No. 2. 


those present were engineers and representatives from many elec» 
trical companies and corporations. Special watt and watt-hour 
meters were installed for tbe purpose. 

Од the 16th inet. the following were cooked :—6 lb. of beef and 
Yorkshire pudding; a large fowl; potatoes and cauliflower; e 


3-lb. apple pie; cheese cakes and wine biscuits. The tima ocou- 
pied was one hour and a quarter, and the amount of energy 
consumed prr 41 unite. 

On the 16th inst. the following menu, was cooked:—Leg af 
mutton, 7 Ib.; large fowl; apple pie; French pastries; fried sole, 
aud boiled potatoes. The time taken was one and a half hours 
and the energy consumed was 5 units. 

Tbe chefs and others present agreed that the results were 
excellent, and far superior to those obtained from either gas stoves 
д coal ranges, the dishes being very tender and of excellent 

vour. 

We described the Popular Le Radiant stove in our issue of 
July 9th, p. 75; since then the design has been improved, and we 
illustrate the 1910 model, No. 2, herewith. The total height of 
this stove is 2 ft. 3 in., and the maximum consumption 2,800 watts ; 
six regulating switches are provided. The inside measurements 
are 18x15x12 in. high. There are ten heating tabes, and in the 
top of the oven are two openings for boiling and stewing. 

odel No. 1 is a larger size, 3 ft. 6 in. high, and takes a 
maximum of 4,000 watts. 


Lamp-Holder Suspension Clip. 


This clip has been designed by Mr. O. W. Denny for the purpose 
of attaching to any ordinary lamp-holder, to suspend the lamp 
from а wall bracket or shelf, and, in fact, any place where a 
vertical cord hang is not permissible. The device is suitable for 
shop-window lighting, basaars, and other places where lamp- 
holders have to be suspended in awkward or difficult positions. 
The use of the clip prevents nails, hooks, or other metallic 


Fra. 8.—'" Denny ” LaxP-HOLDEB SUSPENSION OLIP. 


appliances coming in contact with the flexible connections, which 
are apt to become frayed and the insulation weakened when used 
as a means of support for the lamp-holder. A further advantage 
is that the weight of the lamp-holder or pendant is removed from 
the flexible connections. The clip shown in the accompanying 
illustration is made from spring steel and brase wire, and is being 

laced upon the market by the Оглввхов Ехатхвивіхо Оо., LID., 


, Oherry Tree Court, Aldersgate Street, Е.О. 
| 


ELECTRICAL FIRMS AND THE COPPER 
. COMBINATION, 


THE reported formation of & combination to restrict the 
production of copper in the United States aims at 
bringing about an increase in prices, and there seems 
reason for believing that quotations will advance in the 
near future. If consumers were to exhibit anxiety on this 
point, the question would specially affect the electrical industry 
in the manufacture of cables. In discussing this subject a 
German newspaper points out that from the profit standpoint 
the electrical firms in that country are independent of the 
price of copper prevailing at any time, eeeing that the 


. contracts contain a clause making provision for fluctuations, 


and in the case of contracte for bare or insulated cables, it is 
arranged that the prices are to remain open and be fixed 
according to the market price. If the companies have to 
bind themselves to the prices of insulated conductors, as in 
the case of public competitions, a clause somewhat as follows 


ia provided :—'* The prices for insulated conductors are 
founded upon a basis price for electrolytic copper of £ 
to £ , and are increased by :2 mark (24d.) per 1 


square millimetre cross-section and 1 kilometre long for each 
£ begun, or are reduced by the same amount for each 
complete £, by which the London quotation for electro- 
lytic copper is higher than £ or lower than £ 
on the day of the receipt of the order." A similar clause is 
usually inserted in contracta for the delivery of lead- 
covered cables. 

The result of the insertion of provisions of this character 
in contracts is that the electrical companies are not directly 
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interested in the rise or fall in the price of copper. Of course 
the orders for cables in a period of extraordinarily high 
prices for oopper are less numerous than when normal or low 
prices prevail, as it may be assumed that about one-half of 
the value of cables is represented by the cost of copper, and 
the remainder by other materials, labour, profits, &c. The 
proportion of copper used in the constrnction of electrical 
machivery is insignificent as compared with cables, 
amounting to from 6 to 10 per cent. of the total consumption 
of a large firm. It is therefore necessary for the works, 
apart from cables protected by & clause of the kind above 
mentioned, to keep stocks of copper for use in the making 
of machinery and for other purposes, as such a clause is not 
usual in these cases, but these stocks in general are not 80 
considerable as is sometimes assumed. The firms will 
naturally cover their requirements on a large scale when 
they conclude from the situation of the copper market that 
an advance is probable. The stocks in the case of the large 
German companies that are not appropriated for orders 
should not exceed 1,000 tons; stocks of several thousand 
of tons are regarded as very considerable. | 
The total copper consumption of the Allgemeine Elek- 
tricitàts Gesellschaft, the Siemens-Schuckert Works and the 
Felten & Guilleaume-Lahmeyer Works is estimated at from 
60,000 to 65,000 tons per annum, and is approximately 
divided among them uniformly. As а consequence of the 
protection clause in contracts, it follows that neither large 
profits nor large losses can result to makers in respect of the 
cable department, in which by far the greatest amount of the 
copper is used, and the prevailing price of copper therefore 
cannot have & determining inflaence upon the remunera- 
tiveness of the undertakings, although it still forms a 
factor which directly or indirectly cannot be left out of 
consideration. Suggestions have repeatedly been made 


to the large companies to render themselves free from: 


the purchase of copper in the market by the acquisi- 
tion of copper mines, or by taking a financial interest in 
them, but the proposals have not met with sympathetic 
reception, as the consumption of even the largest under- 
taking is not large enough to justify such an association 
with a single mine. The reporte of à copper trust have not 
caused the companies to depart from their usual rates of 
supply, thus showing the opinion entertained in electrical 
circlea as to the probable development of the market. 

The tone in the brass trade in Germany seems to be 
similar to that prevailing in the electrical industry. Brass 
contains from 60 to 70 per cent. of copper, and makers have 
not found any occasion for providing themselves with 
specially large stocks owing to the reports of a copper trust 
and its possible consequences. In case the trust or com- 
bination should attempt to force up prices very high, the 
brass trade would look out for various substitutes, such as 
brass-plated iron, whilst the electrica] industry would devote 
more attention to the use of aluminium wherever poesible. 
Indeed, the producers of aluminium, of which large stocks 
are believed to be held, and which is now suffering from a 
productive capacity that is considerably in excess of the 
demand, would find a favourable opportunity for stepping 
into any gap that might be caused by inflations in the price 
of copper. 


BUSINESS NOTES. 


Brussels Exposition, 1910.—At the forthcoming Ex- 
hibition at Brussels the boiler room will be an attraction. It is 
to form a part of the International Machinery Hall, and tbere are 
to be ten large water-tube boilers of Continental make, to provide 
the steam for power, light and heating purposes, and the latest 
and most approved boiler accessories of almost every description 
sre to be included. It is interesting to note that English made 
stokers have been selected for these boilers, the UNDERFEED 
STOKER Co., Ltp., having received the order for the equipment of 
the boilers with their system of mechanical stoking and mechanical 
draught. These stokera will be of the self-cleaning mechanical 
underfeed pattern, and the fans for the forced draught are to be 
direct connected to electric motors, The Underfeed Stoker Co., 
Ltd., will bave a etand in the British Sectton of the International 
Machinery Hall, where they will exbibit stokers for various classes 
of boilers, as well as their patent air heater, &c. 
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The Future of Turkey.— Reuter's Constantinople repre- 
sentative, in a dispat-h sppearing in the Financial Times, makes 
the following iuteres ing observations on tue suvject of Turkish 
concessions and the precautions that are being taken by the new 
Government. He writes as follows:— 

“Ever since the new régime came into force in Turkey, tbe 
Ministry of Public Works has been literally besieged with applica- 
tions fur ail kinds of concerts ons. S» numer us nave been theese 
d--aandsB tha: t! e Min: tr. hag been Berionely ешһагта<всл by the 
Claims on its attention, and has final.y devised a plan wiih a view 
to eliminating such as were not serious or did not enjoy proper 
It was announced that no applications would be enter- 
tained which were not supported by a certificate of financial and 
technical aptitude, and а delay of one month was granted for this 
guarantee to be furnished. This measure has been entirely suc- 
cessful. Out of nearly 400 applications which had already been 
submitted to the Minister of Public Works only four were able to 
establish their soundness and good faith; the rest, for the most 
part, were speculstive demands by concession-hunters who would 
afterwards attempt to sell their concession to the highest bidder." 

Mr. Fairbanks, late Vice-President of the United States, who is 
at present making a tour round tbe world, will arrive in Con- 
stantinople from Egypt about the middle of next month. 


Private Meetings.—Mackxv's ELECrRIC Lamp Co., 
Lro., Tulip Place, New Church Street, Bermondsey, S.E.—In 
compliance with Bec. 188 of the Companies' (Consolidation) Act, 
1908, a meeting of the creditors of the above was beld on December 
24th, at the Manchester Hotel, Aldersgate Street, Е.С. The 
liquidator (Mr. Walter Bean, of 174, Aldersgate Street, E.C C) sub- 
mitted a statement of affairs as at December 9th laat, and this 
showed liabilities amounting to £7,294. The claims of trade 
creditors were only £315 134, and there were sundry creditors for 
£1,433. The balance of £5,545 represented an amount due to Mr. 
J. A. D. Mackey, in respect of rent and money lent to the company. 
After allowing £100 10s. for preference claims, the assets were 
expected to produce £639, being made up as follows:—Cash at 
bank, £10; good book debts, £283; estimated to realise, £276; 
stock-in-trade valued at £64 ; machinery expected to produce £371; 
and fixtures and fittings, £17. In addition to the liabilities shown 
on the statement, there were debentures to the extent of £2,500, 
on which no interest had been paid by the company. The 
debenture-holder was Mr. J. A. D. Mackey. The liquidator 
reported that the company was formed some nine or ten years ago 
by Mr. Mackey, the present debenture-holder. The debentures 
had been issued for cash advanced by the vendor; and no part of 
the purchase price was paid by the company by the issue of 
debentures. Mr. Mackey’s solicitor stated that if the creditors 


- agreed to the voluntary liquidation of the company, he would make 


no claim in respect of the debentures he held, and he would also 
withdraw his claim on the company for £5,500 in respect of money 
lent. Two of the sundry creditors also informed the meeting that 
they would reduce their claims on the company by 59 per cent. 
The liqpidator said that under those circumstances there was every 
prospect of the creditors getting something near 20s. in the £, 
which Mr. Mackey desired. The creditors passed a resolution con- 
firming the appointment of Mr. Walter Bean as voluntary liquidator. 
An informal committee was also appointed, consisting of Mr. 8. R. 
Mullard, and the representatives of Messrs, Schmidt & Co., and the 
Bryant Trading Syndicate Co., Ltd. The following are 
creditors :— 


Brent Trading Syndicate Co., 
td. E T ке > 
Ceramic Co., The 5 


: is 67 
Safety Paper and Box Mnfg. Co. 19 
Biemens Bros., Ltd. ve s 23 


Mullard. 8. R. Jis . . 4111 
Smith, Norman vs .. 617 
Cash creditors: Mackey, J. A. D. 5,45 
Debenture-holder: Mackey, 


Schmidt & Co. 125 ©» тА 70 Prefcrential creditors : — 

Vactite Wire Co. .. 85 98 85 Mullard, R. (salary) ) A4 
Creditora under £10 d. - 49 Mullard, S. R. „ m 19 
Bean, Walter ae we m 18 Rent.. Me js ks n 
Mullard, R. $4 sa .. 660 


Dissolutions and Liquidations.—The following letter 
has been addressed to us regarding a report on the affairs of the 
BRADFORD Ér*cTBicaL ENGINEERING Co., LTD., which appesred 
under this heading in our last issue :— 

"In your issue of the 24th inst. you publish & report of the 
creditors’ meeting of the above company, and as the same cortaips 
false, if not libellous, statements, I must ask your permission to place 
before your readers and those concerned, the true facts of (ће; саве. 

"The business originally belonged to me, and not to me and my 
son. The balance-sheet and trading account were drawn up for me 
by a firm of chartered accountants, who had access to all books and 
documents kept by me, and were correct to the best of my belief, 
the results arrived at being similar to those drawn up hy me in my 
own way. Mr. J. Н. Haley had the same opportunity, as his account 
rendered to me shows, ‘to perusing the accounts of your firm’ 
are tne words used iu bis account, a document now ia the possession 
of my solicitors, It was on his own proposition that we adopted 
the trading account already in my possession as the basis of the 
company formed by him. If Mr. Haley had been a cate mar of 
business, he would have investigated before, and not after, the 
eveat. It was in January, 1908, that Mr. Haley discovered, aa he 
said, а deticiency of £341, but how this had arisen was always à 
mystery to me. At the subsequent sbareholders' meeting, I pressed 
those present to allow me to return the 341 shares which it was 
alleged І had got more than I ought to have, but was persuaded te 
retain eame ава loan at 5 percent, to be repaid as was able. 
Some time afterwards I was persuaded to sign a promissory note 
forthe £341, something being said as to its being given to tho bank 
if we necded an overdraft. I pointed out to the other directors at 
the time that it could ouly be a formal document, as there was no 
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possibility of my being possessed of this sum, as all that I had was the 
remuneration from the company, and that not a large amount, but 
out of which both I and my son repaid to the company as much as 
we were able. This is the ‘amount owing by the vendors under 
their contract’ mentioned in your report. Had I consulted my 
present solicitors at the outset I should not have been allowed to 
have taken these steps—signing a document which was subsequently 
used to oust me from my position. 

“Mr. Haley told the creditors that ‘ever since the company was 
formed the trading bad not been profitable.’ This is false, as the 
company paid a dividend of 74 per cent., carrying forward more 
than enough to have paid & 15 per cent. dividend, besides having 
paid the flotation expenses out of profits as the result of its first 
years trading. Two large bad debts prevented any profits being 
made in the second year, and for these bad debts, of course, the 
management was blamed. The question might be asked why Mr. 
Haley drew a salary of GO guineas a year for keeping the books 
and managing the finances, when he says that the company's 
trading was not profitable. 

" It is false tosay that the two directors ' resigned their positions 
on November Ith last.“ The facts are that early in October, 
when it was discovered that we had made a serious loss on а con- 
tract through the failure of the principal contractor, we being 
sub-contractors, the directors asked one of usto resign and seek a 
fresh post in order to save the expense of a salary. My son, Mr. 
Н. Н. Casé, bad the offer of а post, and we reported to the 
directors thie fact, and that he would resign as requested. But the 
chairman would not agree, saying to me, ' It is you who must до, 
we are not going to let him (my son) go.’ I would not agree, and 
the meeting was adjourned. At the next meeting my promissory 
note was produced, and I was told that I muet resign or meet the 
promissory note, which they knew I could not; and under threat 
of the issue of a writ, I had no alternative but to band in my 
resignation, to take place on October 30th, and my son was asked 
if he was willing to manage the business, to which he agreed. On 
October 23rd the directors brought in another man to act as 
manager, and he indignantly refused to work with him, pointing 
out that he had been appointed to manage, snd that I had retire 
to save the expenses at the directors’ wish, and not to make way 
for another. At the directors insisted on installing ‘the new 
manager,’ my son tendered his resignation, which was accepted, and 
we both left the concern on October 30th last. 

* For the bungling and blunders made after this date we own no 
responsibility —I certainly am of the opinion that the business 
could have been saved, and ought to have been saved, if all parties 
bad been agreeable, and for the shareholders’ and creditors’ sakes 
Iam sorry that it has not been saved. 

“I muet apologise for the length of my communication end for 
so much of the personal element, bat I thought it due to myself, 
and the creditors especially (by whom I have always been well 
treated), that I should give something of the other side of the 
picture. 

“О. J. Cass, Bradford.” 


SoPRRHEATEBS, Ltp.—This company is winding up voluntarily, 
with Mr. G. W. F. Dawes, 56, Ludgate Hill, E.C., a8 liquidator. 

ELpox Егвотвіс Co, Ltp.—A meeting is to be held at 46, 
Grainger Street West, Newcastle-on-Tyne, on January 31st, to hear 
an acoount of the winding up from the liquidator, Mr. A. G. 
Robson. | 

Нккг.к & Co., dealers in scientific and other apparatus, Ealing. 
tM P. Heele and G. H. Ironmonger have dissolved partner- 
ship. 

R. E. WALKER, electrical engineer and cycle agent, Eign Road, 
Hereford.— First meeting of creditors, January Sth; public examina- 
tion, January 18th—both at Hereford. 

SmiPLEY Fan Co, Well Croft Works, Sbipley (electrical and 
ventilating engineers).-- Mesers. W. Walsh and J. Whitfield have 
dissolved partnership. Mr. Walsh will attend to debts and continue 
the business under the same name. Mr. Whitfield will carry on a 
similar business, also at Shipley. 


* Metalik Lamps.— In connection with Mr. Lavender's 
research on metallic-filament lamps, of which an abstract appears 
elsewhere in this issue, we are informed that the Jamps tested in 
Set No. 3 were Messrs. G. M. Boddy & Co.'s “ Metalik” lamps. 


Franca-German Co-operation.—It is stated that the 
Felten & Guilleaume-Lahmeyer Works have concluded an agree- 
ment with the French firm of Schneider & Co.,of Creusot, for the 
working under licence of a number of electrical manufactures, As 
a first result of the arrangement the latter has received from the 
Soutbern of France Railway Co. an order for the construction of 
an electric locomotive for main line service of 1,400 H.P., whilst 
the former firm will provide the electrical equipment. The lcco- 
motive isto be of the single-phase type, and it is assumed that 
further orders will follow the completion cf the ergine. In addi- 
tion, both firms have jointly obtained an order for an electric 
rolling mill equipment for the Italian Terni Steel Works. 


Book Notices.—77/2 ©“ Practical Engineer” Pocket 
Hook, and the “Practical Engineer” Electrical Pocket Book for 
1910. London: The Technical Publishing Co. Price 18. each, 
net.— Concerning the former, such an old friend needs no more 
than kindly menticn, for ita merits are too well known to call for 
empbasis. ‘The amount of information embodied in it is 
astonishing—and it grows fatter every year. 

Its electrical younger brother has rot keen before the public so 
long, but is growing in tize and popularity, ard a variety of new 
sections has becn ineerporated with the new editicn, One of there 
(enndle, International) is indexed prgu 360, !ptttrtl of 380, and the 


new ratio should be adopted in such tables as that on page 342. 
We are interested to learn (page 343) that Osram lamps are now 
made of 16 ор. at 200-220 volta; perhaps this is an intelligent 
anticipation.” On page 403 silicon is re y spelt silicum ; 
an error such ds this, which can hardly be due to the printer, 
greatly depreciates the value of the section in which it occurs, by 
shaking the faith of the reader in the qualifications of the author. 
However, we have found but a few of these, and the matter 
generally is kept well up to date. Some of the blocks need 
renewal—for instance, on pages 102, 125, 173, &c., and historical 
matter, such as the description of the old Brush and Thomson- 
Houston lamps, is out of place in a pocket-book. The diary is 
printed on sectional paper. 

Directory of the Royal Society of Arts.—Edited by Sir H. T. 
Wood. London: George Bell & Sons. Price 2s.—This pamphlet 
contains a short sketch of ће Society's history, an account of the 
Trust and Prize Funde which it administers, a history of the 
Examinations which it has carried on for the past 50 years, the 
Charter and By-Laws, and other general information, including a 
list of the Proceedings of the past session, and a financial state- 
ment for the past year. 

“Science Examinations, 1909.“ Reports on the science exami- 
nations and summaries of the results, &c. London: Wyman and 
Bons. Price 6d. 

“ Practical Electrician's Pocket Book and Diary, 1910.” London: 
8. Rentell & Co. Price 1s. net. 


Trade Announcements.—Messrs. WATSON & WHYTE, 
of 19, Waterloo Street, Glasgow, have taken over the agency for 
Glasgow and district, for the portable electric circular saws of 
Mersrs. Feld Bros. & Co., Ltd., of London. 

The works of the ELICTRIC AND ORDNANCE ACCESSORIES Oo., 
Lrp , of Aston, will reopen on Monday morning next, after stock- 


taking. 

Mr. HARRY Moss, late manager for Mr. Chas. Pullan, of Brad- 
ford, will commence in business as an electrical engineer and oon- 
tractor, on January lst, 1910, at 116, Horton Grange Road, 
Bradford. He desires t> receive manufacturers’ price lists and 
catalogues. | 

Mxssns. J. & H. GREVENEB announce that their branch in 
Manchester having now been thoroughly organised there, Mr. H. J. 
Booker ie returning to London again to take charge of their motor 
department, 


Closed for the Holidays.—MzssRS. Hurst, NELSON 
AND Co., LTD., of Motherwell, announce that their works are closed 
for the New Year Holidays until the morning of Thursday next, 
January 6th. 


Unfair Overloading.—As showing the heavy strain to 
which electrical apparatus is often unfairly subjected, the FosTER 
Arc LAMP AND ENGINEERING Co., Lrp., inform us that some 15 
months ago they supplied a “ Foster” auto-transformer, 110/50 v., 
output 500 watts, which was installed and loaded to 1,250 watte, a 
load which it had to carry some six hours continuously day after 
day. After over a year's service it, of course, broke down. If 
proper precautions were taken to ascertain the correct sise and 
capacity of apparatus before ordering, fewer complaints would be 
lodged against manufacturers, and one would hear less about the 
uncertainty of electric light and the fire hazard attaching to it. 
The fact that the transformer stood the strain so long speaks well 
for its design and construction. 


Carbide of Caleium.—The Usines Electriques de la 
Lonzs, of Yampel, in the Swiss canton of Vallais, which are prin- 
cipally engaged in the production of carbide of calcium and iron 
alloys, report a very unfavourable period in 1908-9. The accounts 
show a loss of £18,900, which is mainly attributed to the deprecia- 
tion of securities in the company’s portfolio, this result comparing 
with a protit of £28,900 and a dividend of 5 per cent. in 1907-8 on 
a share capital of £480,000. Although the undertaking is passing 
through a critical time, which may still influence the year 1909-10, 
the report states that as the company’s products have gained a 
market better results may be expected at a later period. 


Calendars and Catalogues.— Messrs. JOHN SPENCER, 
Lro., Globe Tube and Engineering Works, Wednesbury.— Trade 
price list of wrought-iron tubes and fittings, also another of their 
aluminium date-calculating pocket disks. 

Messrs. WM. GEIPEL & Со. рахе sent out to their friends, our- 
selves among the number, one of their vest-pocket diaries for the 
new year. It differs from diaries so far received this year, for it 
contains a £1,000 ac:ident coupon. Some pages in the front of the 
book contain particulars of the firm's specialities and useful 
engineering tables. 

Messrs. W. LEONARD & Co., 4, Soho Street, Oxford Street, W.— 
Priced leaflet of electric reflector signs. 

Tue ELECTRICAL Co., LTD., 122-124, Charing Cross Road, W.C.— 
Eight-page illustrated and descriptive price list of their arc lamps 
for indirect lighting. 

Messrs. SIEMENS Bros. & Co., Lro., Caxton House, London, 
S.W.—Right-page pamphlet (Reprint No. 506B), in which are given 
reprints of two papers on Roentgen-Therapy in Gynecology " 
(with illustrations), by Prof, Dr, Athers Schonberg, from the 
Archives of the Rocntgen kay. : 

NB. JOHN WIHITELAw, electrical and mechanical engineer, 154, 
Duncan Street, Edinburgh.— Wall calendar for 1910, with monthly 
tear off slips placed beneath a capital colour print of a child-life 
picture, "The Greatest Show on Earth," by an Austrisn-American 
artist, Karl Witkowekt. 

Tas Minriers Watson Co., LTD., Scotland Street, Glergcw.— 
Pamphlet 025, in which is contained an illustrated Ceectizticn of 
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an exhaust steam turbine installation at Messrs. Nobel's Explosive 
Co.'s Ardeer Works. | | я 

Mr. G. BBavLIE, 8, Lambeth Hill E.C.—New price lists of 
"Eclipse" semi-enclosed long-burning arc lamps, and of the 
'" Eclipse " automatic transformer switch. 

Миѕѕвз. W. F. Dennis & Oo., 49, Queen Victoria Street, E C.— 
The Useful Tables and Data,” issued last year on a card have been 
revised and issued in pocket form, in a neat little leather case, 
provided with pockets for stamps, &c., making a very neat and handy 
Souvenir. The tables relate to wire gauges, iron wire, copper con- 
ductors, conversion tables, &c. 

Мв. Joun Grecory, Nelson, Lancs.—Leaflet describing the 
" Eureka" electric motor-driven surfacing machine for levelling 
down new or cleaning existing floors. 

Mussns. ALFRED HERBERT. LD., Coventry.—We have received 
this firm’s calendar for 1910. The date figuring on each 
monthly sheet is, as usual, boldly printed, making it useful 
for the office wall. Each sheet gives an excellent half-tone print 
of one or other of the firm's machine-tool manufactures. Copies of 
the calendar can be obtained on application by firms interested. 


LIGHTING and POWER NOTES. 


Barking.—The electrical engineer has been directed to 
report upon a letter from the general manager of the British 
Coalite Co., stating tbe terms upon which the company would 
supply the Council with electricity in bulk. The electrical 
engineer, together with the surveyor, are to report upon a proposal 
to sink a well for the purpose of supplying water to the generating 
station; experiments by the Barking Gas Co. ín the same direction 
have been very satisfactory. 


Bedtord.—The T.C. on Wednesday decided to rescind 
terms for differential rates for lighting current now in force, and 
to replace them with terms making it optional for any consumer 
whose annual consumption of electricity for lighting purposes 
reaches or exceeds 3,120 unite, to pay either at the existing rate of 
54d., or 64d. per unit from sunset until 8 p.m., and 44d. per unit 
during the remainder of the day, the above charges subject to a 
discount of $d. per unit, when accounts are settled within a month 
of delivery. . 


Belfast.—The scheme for the public lighting by elec- 
tricity of a large number of the streets is to be gone on with at an 
early date it is understood. The lighting will be by aro lamps. 

"The Board of Guardians has commissioned its architects, 
Messrs. Young d Mackensie, to prepare the plans and specifications 
for the electric lighting of the Abbey Sanatorium. The scheme 
will a an outlay of £4,405, and an annual upkeep of close 
on £900. 


Bexhill.—On December 21st a L.G.B. inquiry was made 
into the application of the T.C. for a loan of £3,058 for electricity 
purposes. The Inspector (Mr. H. R. Hooper) suggested that a 
further loan of £1,500 should be asked for, as the total amount 
would then meet prospective expenditure for about 21 years. 
There was no opposition. 


Bridgend.—It is reported that a gross profit of £1,116 
has been made on the electrical undertaking up to November 18th, 
since the worke were taken over by the Council; the net profit ie 
£175. 


Broadstairs.—The U.D.C. has consented to the Isle of 
Thanet Electric Tramways and Lighting Co. submitting a scheme 
for electrically lighting Dampton Park Drive. The lamps could 
be attached to the tramway poles at little сові. 


Camberley.—<A recent meeting of the ratepayers decided 
that the U.D.O. ought not to take up an electric lighting order unless 
sufficient support were assured to make the venture profitable. There 
ів a strong feeling, however, in favour of the scheme, which was 
prepared by Mesers. Medhurst & Brewer. 


Canada.—According to the Cunadian Engineer, some 
40 water wheels near Ottawa are now equipped with heating 
devices to prevent '' frazil " from clogging and stopping the wheels 
aud eate mechanism. The Ottawa and Hull Co., which supplies 
the Ottawa distribution system, has added a 100-H.P. boiler to ita 
" frazil combatting” plant, and expects to keep up ita output of 
10,060 H P. without trouble. The latest 3,000-H P. unit is provided 
with cored chutes and gate chambers with pipe connections, so that 
steam or hot water may be circulated. The power houses of the 
Ottawa Electric Railway and Ottawa Electric Co. are also equipped 
with water wheel heating systems. At all these plants the works 
have, 80 far, been kept free of ice by electric motor-driven rakes, 
and no heat has been utilised. 

The B.C. Electric Railway bas just installed a new 10,500-н.р. 
wheel and generator at. Jake Buntzen, bringing the number of 
power unita up to five, operating on four transmission lines. The 
по unit consists of a Doble wheel supplied through a 7-.ft. 
diameter pipe, and coupled to a Dick-K err generator. 


Castleford.—The U.D.C. has decided that, in view of 
the possibility of its dealing with the application of electricity for 
public lighting under the order of the Yorkshire Electric Power 
tios the present time is inopportune for extensive alterations in gas 

ghting. 


Continental Notes.—France.—The T.C. of Bourg, 
in the department of the Ain, has received proposals from the 
Lyons Gas Co. for the lighting of the town by electricity, but 
before coming to a decision, has decided to await the proposals 
which may come from any other societies. 

The T.C. of Macon has paesed a resolution advocating the under- 
taking of workion the upper Rhone in order to make it navigable 
and to facilitate the construction of a hydro-electric station at 


` Genissiat. 


For once in a way, the efforts of M. Pataud, the electrical agitator, 
to inconvenience Parisian electrical users have failed. It appears 
that Pataud had engineered a scheme to deprive the city of electric 
light on Friday or Saturday last, and lodged a sort of ultimatum 
with the Minister of the Interior at the last moment. Owing, how- 
ever, to the authorities having got wind of the affair, and to the 
linking up of the various generating stations, suitable arrangements 
could be made to frustrate any complete strike. 

. Rvssu.—The municipal authorities of Jerak, Caucasia, are con- 
sidering the question of establishing a central electric lighting 
station in the town. | 

HorLAR D. — Work is about to be commenced on the establish- 
ment of a central electric lighting station in the town of Gouda. 

GRMANT.— An electric scheme to serve Fürstenberg and 15 other 
townships in the Bernese Oberland has been launched, a company 
being formed for this purpose. It is proposed to build an electric 
station and supply energy at 10,000 volta, which will be transformed 
down to 110 and 120 volts, the price cbarged to the consumer being 
20 pfennige for power and 30 pfennige for light. The construction 


contract has been secured by the Frankfurt Lahmeyerwerke. 


SwepEN.—Aoccording to the Affärsvärlden, the first Swedish 
factory for the manufacture of calcium cyanamide is expected to 
be in working order in the winter of 1911. The Stockholm Saper- 
р 36 Co., Ltd., has bought three waterfalls in Ljungan, Norr- 

and, near Sundsvall, for the purpose, and the plant will havea 
capacity of 15,000 H.P. 


Dublin.—The South Dublin Union Guardians have 
decided to ask the L.G.B. to hold an inquiry into the relative 
merits of gafand electric lighting for the workhouse, &c., and to 
advertise for tenders for both gas and electric lighting at the con- 
clusion of the inquiry. Gas lighting now coste the Guardians 
£1,600 per annum, and a recent quotation is £1,143. The Cor- 
poration has offered to fit up and light the building by electricity 
for £1,205, £750 being for the lighting itself and an alternative 
quotation was £293. An outeide company has offered to supply 
electricity for £750 per annum on a 10 years’ contract. 


Gillingham (Kent).—As the result of the investigation 
into the working of the electricity undertaking, the T.O. has 
decided to forthwith install a Diesel engine at a cost of £3,112. A 
loan is to be applied for, and, if refused, the money will be raised 
from current revenue. 


Haslingden.—In order to retain ite powers under the 
E.L. order, which has several times been extended, Haslingden 
T.C. has by the end of February next to show the B. of T. that it is 
definitely prepared to exercise the powers. Hitherto it has 


 hesitated because of fears that the scheme might not prove com- 
ascertained tbat 


mercially successful. It has, however, just 75 per 
cent. of the tradesmen in the borough are willing to adopt elec 
tricity for lighting, and there are also fair prospects of a good 
demand for power purposes. 


Hall.—The T.C. is negotiating for the supply of elec- 
tricity to the new pier of the Hull aud Barnsley Railway Oo. 


Kingston-on-Thames.—The work of converting gas 
lamps to electric glow lamps in six roads is to be put in hand. 


Littleboro’.—At a recent meeting of the District Council 
an agreement between the Council and Messrs. Hawtayne & Zeden, 
having reference to their terms for acting as consulting engineers 
in carrying out the work in connection with the supply of electri- 
city from the Rochdale Corporation, was approved and the seal of 
the Council attached. The clerk was instructed to make applica- 
tion to the L.G.B. for the borrowing of £3,500, to be repaid in 25 
years, to carry out and complete the laying of cables, transformer 
station, &c. Theclerk was aleo instructed to obtain terms for land 
for the erection of a transformer station near Hare Hill Road corner. 


Lancaster.—The new municipal buildings which Lord 
Ashton has given to Lancaster at a cost of £155,000, are lighted by 
electricity. The installation is fed from two pointe with special 
feeder mains from the electricity statioa of the Corporation, which 
is in close proximity to the buildings. At each point the curreat 
is brought in on the three-wire system, and divided into eight cir- 
cuits, four on each side. The circuits are carried in solid drawn 
steel conduits with junction boxes, and are controlled by a triple- 
poleironclad switch. The fittings in the main apartments, which 
are very large, are all suspended with a special clutch gear, which 
is actuated by a steel wire-rope winch, this enabling the fittings to 
be lowered for cleaning and relamping. As far as practicable, the 
whole of the lignting is by metallic-fllament lamps, numbering up- 
wards of 1,000; there are 150 lamps in the public bal] with а total 
of 7,500 C.P. The electroliera are of wrought-iron and band gilded. 
The whole of the fittings, with the exception of those in the public 
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hall, which seats 2,500 people, are made in coinage bronze. The 

co at the main entrance is lighted by means of five large 
anterns, each containing four 56-с.Р. lamp’. Mr. F. Dare Olap- 
ham, F. R. I. B. A., designed the fittings, which were made by 
Measre. Veritys, of Manchester. The contractors were Messrs. 
Calvert & Heuld,of Market Street, Lancaster, whose Féprasentasse, 
Mr. A. Davies, has personslly superintended 'the work. 


Loadon.—HawxPsrrAD.—The B.C. has introduced the 
"telephone rate " system of charging where both heating or power 
and lighting are required —the charge to be £8 бв. per Kw. of 
maximum demand for lighting, and 1d. per unit for all energy 
supplied for all purposes. The system ів only applicable to private 
houses, &c., where the whole of the premises are lighted by elec- 
tricity. 


Maidsíone.—The T.C. has sent a circular letter to 
the various local authorities throughout the country owning 
electricity undertakings, asking them to contribute towards the 
promotion of a Bill in Parliament to enable local authorities to 
undertake the wiring of consamers' premises aud the eale of 


fittings. 
Oldham.— The T.C. has received from the Royton U. D. C. 


permiesion to supply electricity in the district upon the same terms 
as exist at Oldham. 


Perth.—The Corporation Gas Works Committee is 
considering a proposal to introdace an electrical stoking plant at 
the gas works. 


Rochdale.— This week the Electricity Committee had 
before it a report of Mr. O. C. Atchison, electrical engineer, on 
the proposed extensions at the electricity works to meet the great 
development of the business, and the largely increased demand for 
supply, which will have to bs met when the cars run to Whit worth, 
Bacup and Milnrow. There is also the supply in bulk to Little- 
boro' to be provided for. A battery i; to be provided at a cost of 
£7,500, whicb, however, is only part of a larger scheme which it is 
expected will ultimately involve an expenditure of £40,000, or 
thereabouts. The Committee proposes to ask for borrowing powers 
for £4,000 (in addition to the 27,50 )) for cables, and £600 to cover 
the cost of treating water taken from the river. The loan now to 
be applied for thus totals over £12,000. 


Southend-on-Sea, —The T.C. has decided, as a tentative 
measure, to charge 14d. per unit for energy for radiators until the 
end of May next. 

A loan of £3,000 for meters has been applied for. 

For all-night public lamps the following charges have been 
fixed :— One 59-c.P. Osram lamp, £4 per annum; two 32.0.P. Osram 
lamps, £5 per annu». 


Swinford (lreland).—The R. D.C. of this place has 
decided to proceed with the electric lighting scheme which was 
projected some months ago. 


Walthamstew, — The electrical engineer has been 
autborised to lay cables to supply current to a factory in Macdonald 
Read, and the street lamps along the route of this extension are 
to be converted from gas to eleotricity. After January lst the 
charge for power to consumers of 30,000 units and over per annum 
is to be reduced to 1d. per unit. 


TRAMWAY and RAILWAY NOTES. 


Aston.—Travellers on the Perry Barr tramway route 
from Birmingham, or vicc versa, have long grumbled at the necessity 
of having to change cars at the Six Ways, Aston, and have wished 
for a through service of cars to Perry Barr. This has now come 
into operation. At the time the new service started, however, one 
matter had not been adjusted. The fares in force were from 
Newtown Row to Perry Barr 14d., and the through fare was 23d. 
The Aston authorities were prepared, provided Birmingham would 
consent, to make the Six Ways at Aston the penny stage from town, 
instead of the city boandary, Newtown Row, as at present. This 
would make the through fare 2d., which the public who use the 
line—and it passes through a populous district — would naturally 
prefer. It remains to be seen whether the public will appreciate 
the change. It appears to be alight, for all that the new arrange- 
ment does is to ensure that the Birmingham cars continue their 
journey to Perry Barr. 


Continental  Notes.—FRANCE.—AÀ trial run was 
recently made over the first electric railway constructed on the 
great railway system of the Midi. The line runs from Villefranche- 
Verneh-les-Bains to Mont Louis, and is said by La Revue Pratique 
de l'Electricté to be of an exceptionally bold design, being built on 
the side of a very steep range of mountains. It has a length of 
28 km., and rises from a height of 427 metres to 1,510 metr.s by 
means of gradients, varying from 25 to 60 mm. per metre. 
A feature is the Gisclar Bridge, hung by metallic cables 80 metres 
above the bed of the Tet, and certainly noteworthy among the 
most daring constructions of the kind in Europe. The line was 
opened to tratti; on tbe “5th ult. 

Grz&RxaNY.—During the last few years the question bas often 
been raised as to the desirability of the purchase by the Berlin 


Municipality of the undertaking of the Berlin Tramways Co., 
bat without definite result. At the present time the muni- 
cipality and the company have suspended large construction 
schemes which had been decided upon. The company has had in 
contemplation the building of an underground railway system, but 
shows no sign of carrying the proposal into effect. It is said that 
both parties are ready to adopt the principle of repurchase, pro- 
vided a scheme satisfactory to both can be discovered. The most 
important point, of course, is the purchase price, concerning 
which there are varied estimates. In some quarters it is asserted 
that the price will probably work out in the neighbourhood of 
200,000,000 marks. . 

IrALY.— Work has recently been completed on the construction 
of an electric tramway, about 54 km. long, between Birano and 
8. Lucia Portorosi, Istria. 


Exeter.—The Tramway Committee has received a letter 
from the Ohamber of Commerce asking consideration of the question 
of issuing books of tramway tickets as adopted at Bournemouth 
and other towns. The Chamber has been informed that the Com- 
mittee sees no reason for altering its previous decision not to 
adopt this system in Exeter. 


Kirkealdy.—In the Provisional Order promoted by the 
Corporation, power is asked to construct and work additional 
tramways iu and adjacent to the burgh, to confirm an agreement with 
the burgh of sd hore as to the working of tramways, to extend the area 
of supply of electricity, and to conter further powers on the Oor- 
poration in relation to its electricity undertaking. 


Nottingham.—Thongh it entailed a loss of £500, the 
City Council gave all the tramway employésa holiday on Christmas 
Day, and not a single car was run. This caused a good deal of 
inconvenience to those attending the Notts and Chelsea football 
match at Trent Bridge. 


Perth.—Mr. Peter Fisher, tramway manager, Dundee, 
has visited Perth with the object of preparing a report on the 
working of the Corporation tramways and making “шешн as to 
bow the system can be improved. 


Rhomdda.—The U.D.C. has decided to seek powers to 
construct additional tramways, which are to be leased to the 
Rhondda Tramways Oo., Ltd. 


West Fife.—The portions of the Dunfermline and Dis- 
trict Tramways between the West End aud Cowdenbeath and the 
terminus at Lochgelly have been inspected by Colonel Von Donop, 
and the service has been commenced. 


York.—The tramway track is now completed from the 
terminus at Fulford to Rail way Street, and from the city boundary to 
Dringhouses, about a quarter of a mile still reqairing & small 
section of the permanent way to be laid and the widening of Queen 
Street Bridge. The committee recommends that the section between 
Falford and Nesagate be opened for traffic as soon as the necessary 
arrangements can be made for the purpose, subject to the lines 
beiag passed by the B. of T. The amount authorised to be borrowed 
in respect of the Light Railways Order ie £130,170. The amountof 
the contracts already entered into for the purchase of properties, 
construction of tramways, strengthening of Lendal Bridge, &., 
and the purchase of the old tramway uudertaking is £115,412, of 
which £42,397 had been expended up to December 21st. 


TELEGRAPH and TELEPHONE NOTES. 


Cable Co.’s Jubilee.—The Commercial Cable Co. has 
just attained its 25th anniversary, having been founded in December, 
1884, and in celebration of this event Mr. Clarence H. Mackay, 
president of the company, entertained the staff at dinner at the 
Great Eastern Hotel, London, on Monday last. The officers апа. 
employés were also invited to dine at various provincial centres, 
the centre for the North of England being the Angel Hotel, 
Liverpool, where representatives were present from Liverpool, 
Manchester, Bradford and Newcastle-on-Tyne, under the cnair- 
manship of Mr. Joseph Fuze, Liverpool superintendent of the 
company. The Scottish staff dined at the St. Enoch Station Hotel, 
Glasgow, Mr. H. J. Tracey, the Glasgow manager, presiding. 


Cables Interrupted.—Obok-Djibouti, December 20th ; 


Tourane-Amoy, December 27th. 


Wireless Telegraphy.—On the resumption of the case 
in which R. 8. Knowlden was charged with stealing a wireless 
receiver from H.M.S. Vernon torpedo school, serious additional 
charges were preferred, it being stated that at his house were 
found other instruments and over 80 drawings of wireless telegraph 
apparatas, embodying the whole of the secret improvements 
effected in wireless telegraphy for the British Navy, and including 
information of a very confidential character. Commander Manrice, 
of the Ver von, gave evidence to the effect that the prisoner had 
been warned that no copies should be made without authority, and 
that the plans and apparatus were found at his house. Other evi- 
dence was given, and the prisoner was committed for trial, bail 
being allowed, 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Austria.—January 1th. An electric generating station 
is about to be established in connection with the State Tobacco 
factory in Vienna, and tenders are being invited by the authorities 
for the supply of a dynamo, 16 electric motors, and four electric 
lifts, in connection with the same. 


Australia.—M ELBouRNE.—February 2nd. Electrically- 
driven pump for the City Council. See Official Notices” 
December 10th, 

Sypngy.—January llth. A power station generating equipment 
for the Lithgow Small Arms Factory, New South Wales, for the 
Commonwealth. See “Official Notices " December 10th. 

SvpsEy.—Two junction-line rections of common-battery switch- 
board for the P.M.G. See Official Notices" December 24th. 

SourH AUSTBALIA.— Telegraph and telephone material for the 
P.M.G. Bee "Official Notices " December 24th. 


Belgium.—February 26th. The municipal authorities 
of Bree (Province of Limburg) are inviting tenders for the establish- 
ment of a central electric lighting station in the town. 


Belfast.—January 10th. One 1,500-Kw. continuous 
current turbo-generator and condensing plant for the Corporation. 
See Official Notices December 10th. 


Bridlington.— January Ist. 300-Kw. steam dynamo for 
the Corporation. See Official Notices December 10th, 


Brighton.— January 10th. One 3,000-Kw. three-phase 
turbo-alternator, with condensing plant, &.; one 1,300-m.P. 
8,000-volt three-phase induction motor; one 300-Kw. induction 
motor-driven balancing set; high-tension switchgear, &c., for the 
Council's North Road sub-station. See Official Notices 
December 24th. 


Birmingham.—Febrnary 1st. Stores for the Tramways 
Department. See Official Notices to-day. 


Dublin.—January 14th. Electric lighting scheme for 
the new Crooksling Sanatorium of the Dublin Joint Hcspital Board. 
asm Nally, Clerk to the Board, Municipal Buildings, Cork Hill, 
Dublin. ` 


Eccles.—January 15th. 150-kw. steam engine and 


D.c. dynamo for the Corporation electricity undertaking. See 
* Official Notices December 24th. 


Erith.—January 10th. High-tension three-phase alter- 
nating-current switchboard for the U. D. C. See Official Notices” 
December 24th. 


Italy.— January 11th. The Ministry of Marine invites 
tenders for the supply of electric lamps and lampholders. The 
upset price is put at 150,000 lire (£6,000), and 10 per cent. of this 
sum will be required as & deposit to qualify any tender. Tenders 
to the Ministerio della Marina," Rome. 


London.— I. E. E.— January 10th. The Council of the 
Institution of Electrical Engineers is inviting tenders for the 
interior wiring and fittings for lighting and power at its new 
premises. Вее Official Notices” December 24th. 

Woorwicu.—The Electricity Committee is about to invite 
tenders for a year's cable supplies, based on the variations in the 
copper and lead market. 


OLOBED. 
Cleckheaton.—The U. . C. has accepted the tender of 


Messrs. Siemens Bros. & Co., Ltd., for cable. 


Kingston-on-Thames.—The (‘onncil has placed an order 
with Messrs. Haydn Harrison & Co. for 30 Croydon type fittings for 
street lighting, at £1 10s. each. 


London.—SorrHwark.—The B.C. has placed an order 
with Messrs. Sanders, Rehders & Co., Ltd., to supply a Sarco” 
combustion recorder for use at the electric light station, at £34 108. 
The tender of Messrs. Alfred Blackmore & Co., for the supply of 
6,C00 tons of Griff or Kingsbury peas, at 118. 4d. per ton delivered 
at the Electricity Works, Penrose Street, was accepted. 

Mesers. А. W. Penrose & Co., Ltd., have received the contract 
from Mesers, Wallis-Jones & Dent for the lighting installation at 
the PWolbern Hall and Bock Room, which was till recently the 
Holborn Town Hall. 


Maidstone.—'The Electricity Committee hug accepted the 
tender ef Мервге. C ry & Son, Ltd, for Scotch screened washed peas 
coal up to August Jlet, 1910, at 108. lid, per ton, 


Southend-on-Sea.—The T.O. has accepted the following 
nders :— 


The British Thomson-Houston Cò., Ltd., London.— Eight traction moters, 
with gear and gear cases, £542. 

Messrs. Sidney Stone & Co., Ltd., London.—Steel tires for tramcar wheel, 
£1 3s. each. 


Wallasey.—The U. D.C. has given an order for 10 electric 
trameara, of the patent Brush long-base truck type, to the Brush 
Electrical Engineering Co., Ltd. 


Swansea.—The T.C. has accepted the tender of Glas- 
brook Bros. for the annual supply of Garngoch coal to the elec- 
tricity works, at 93. per ton. 


€————— MJ 


FORTHCOMING EVENTS. 


Royal iastitution.— Lectures on “Modern Electricity," by Mr. W. Duddell 
Raturoay, January Ist. Röntgen Rays"; Tuesday, January 4th, " Genera. 
поп of Electricity "; Thursday, January 6th, " Electric Oscillations”; 
Saturday, January 8th, “ Electric Lighting." Lectures at 3 p.m. 


Institution of Electrica! Engineers (Birmingham Seotion).— Wednesday, January 5th. 
Meeting at 7.80 p.m. At the University, Birmingham. 


Rontgen Soclety.— Thursday, January 6th. AtB.16 p.m. At 20, Hanover Square, 
W. Paper by Dr. W. 8, Lazarus-Barlow. 


Institution of Mechanical Engineers.— Friday, January "7th. At8 p.m. Papers on 
“The Application of the Pitot Tube to the Testing of Impulse Water 
Wheels," by Mr. W. R. Eckart; and An Account of a Visit to the Power 
Plant of the Ontario Power Co. at Niagara Falls," by Mr. C. W. Jordan. 


Electro-Harmonio Sooclety.—Triday, January "th. At 8 p.m. At Holtum 
Restaurant. Binoking Concert. 


Assoolation ef Engineors-In-CRarge.— Saturday, January 8th. Social. Dance, 


NOTES. 


“А Little Nonsense."—One of our contemporaries 
either credits the trade and its readers with remarkable ignor 
ance regarding the position of electrical affairs in this country, or 
it has on its staff one of the most inexperienced greenhorns that 
ever set foot in Fleet Street. Anybody not entirely new to our 
industry knows that, compared with what was happening a few 
years ago, the number of new electrical undertakings on the Par 
liameptary papers for consideration next Session is very small 
indeed. We gave a list of them in ovr issue of December 10th, 
page 927, and a reference thereto will bave shown that they con- 
Bist chiefly of unimportant alterations in powers already granted, 
extensions of supply areas, extension of time, transfers of provisional 
orders, financial re-organisations, while only here and there new 
schemes— trackless trolley proposals, an electric railway and a few 
lighting provisional orders—are named. Really, the writer in our 
exchange must have been overwhelmed with his first glance through 
the legal phraseology of the London Gazette, for he sees big contracts 
indicated in every line. Mark what he says:— 

" Parliamentary notices have already been given of a larger 
number of IMPORTANT ELECTRICAL UBDEBTAKINGS than have ever 
before been simultaneously projected, and the general outlook is 
universally declared to be indicative of exceptional activity in all 
branches of work. 

“Competent authorities calculate that even if only a compara- 
tively small proportion of the enterprises already planned are 
carried into fruition, a sum of upwards of £50,000,000 sterling 
would be expended during the year in the electrical trade alone." 

For sheer unadulterated nonsense we think this beats anything 
we have seen in an electrical paper for a long time. Tbat the 
electrical position is improving we believe, as we have already 
said, but to represent the state of things as given above is no better 
than the method of some others who are always shedding tears 
and cannot even at Christmas time throw off their miserable attack 
of melancholia. Either attitude can only do more harm than good. 
The merest tyro in electrical matters should know that the Parlia- 
mentary applications nowadays are no indication to the probable 
business of a coming year. If they were, then next year would 
be quite different from what our greenhorn deduces. When the 
electrical industry of this country was existing chiefly on public 
electric lighting and tramway and tube railway enterprises, the appli- 
cations to Parliament. meant far more than they do now, when all 
sorts of big work is proceeding for which Parliamentary permission 
is no more necessiry than is the consent of the man in the moon— 
colliery and ironworks electrification, textile mill and other 
industrial works conversion to electrical operation, installation work 
and manufactures of all kinds for export, not forgetting plant 
and mains additions to authorised and existing electric light ard 
power undertakings at home, of which tbere are more examples 
advertised for tender lately. The centre of interest for electrical 
industry is no longer found in the House of Commons Committee 
rooms, and if we mistake not, it is unlikely to become so again 
until some other and more or less important change or advance 
takes place in a new electrical direction. Even when Parliamentary 
electrical ecbemes filled London Gazettes to burstirg their wrappers 
years вро, one, of course, had no assurance ав to the effect thereof 
cr the incoming vear. How тару of them fell through, unarle to 
surtite the preliminary «прев, how many dosent of them were 
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choked by investigation, how тапу more were finincially sei-kly, or 
wer: ofa wild cst chara ter! Even those which did go through in the 
firat six mouths of the year After til nz, could bring but small beneiit 
to the industry in tuat particular year. Aud if this was so then, 
how much more unreliable is it as a guide to-day, when the number 
of public schemes is very small, and their value a quite indefinite 
thing. To talk of 19'0 bein: a re^ord year on such evidence as 
appeared in th- (асе really is nothin? short of sheer clap-trap, and 
it wou'd b+ amuse g were it not во ut erly ridi^utous, that any 
mau preten ting to write even an advertise-nent about the electrical 
industry, could pro luce such a statement. Bat pe:hape he was 
indalying in a little bit of Christmas fooling at the expense of 
the electrical trade ? 


Turkish Concessions: А Waraing. — When dis- 


cu':sing the probable openirgs for business in Turkey, in our 
" Notes on Trade Abroad,” we dwelt upon the necessity for treading 
warily in this field. We now observe in the Times thatthe Board 
of Trade has issued a warning which is of interest to those who may 
propose to visit Constantinople with a view to transactiog business 
witb, or obtaining concessions from, the Turkish Government. “ Au 
intimation has been received through the Foreign Office from that 
Government conveying a warning agaiast unscrupulous persons who, 
under pretext of acting as intermediaries between them and the 
Government Departments, merely seek to take advantage of their 
ignorance of the country and its conditions. As these persons enjoy 
no credit with the Turkish Government, theie services are value- 
less. The Turkish Goverament accordingly advise all foreigners 
wishing to transact business with them to communicate direct with 
the competent departments, wbich are alwavs ready to supply any 
information required and to accord all necessary facilities." 


Institution and Lecture Notes.— ELECTRICAL CON- 


Tractors’ AssocraTion (Lonpon).—-On Thuredsy, December 9th, 


Mr. 8. H. Webb read a paper before the Association, on Regis- 
tration and Authorisation,” in which he pointed out the difficulty 
of obtaining thoroughly satisfactory all-round workmen, and 
advocated a return to the apprenticeship system; he laid stress on 
the importance of retaining control over the apprentice until he 
attained the age of 21, in order to secare to him the advantage 
of subjection to discipline. His own firm required apprentices to 
attend eveniog claises during their period of service, and claimed 
that the result was an efficient workman; sach men should be 
registered by the Association. Good workmen had to be made, 
and employers must be prepared to make some sacrifice to secure 
the best results. Casual employment hai disastrous effects on the 
character of a youth. Mr. Webb also urged the need of authorisa- 
tion” of employers by a recognised authority, with the sanction of 
the Board of Trade, with a view to maintaining a certain amount 
of control over them, and preventing untraioed persons from 
entering the trade. Such a system would a!eo secure to the elec- 
trical contractor freedom from illegitimate competition, and would 
ensure his obtaining the trade discouat on materials, as. in the 
case of the Authorised Plumbers." 


Lesps University ENcrNEERING SoorkgTy. — Mr. M. Sykes 
recently read a paper on Economic Setting of Steam Boilers,” in 
which he remarked up^n the small amount of attention paid to the 
matter by those who were willing to pay the highest price for 
boilers and accessories, but trusted the setting of them to any 
bricklayer. Tae correct setting of boilers contributed largely 
towards their economy and efficiency, and also to their longevity, 
and was, therefore, a matter of importance. He gave detailed 
particulars of the proper method of boiler setting. 


University COLLEGE, LoNDON.— Ап advanced course of lectures 
on Tue Theory of the Propagation of Electric Currents in Tele- 
phone Cables and in Electric Conductors” will be delivered by 
Prof. J. A. Fleming, F. R. S., on Wednesday afternoons at 5 p.m., 
beginning January 190th, 1910. 


BIBMINGHAM AND DisTBICT ELECTRICO CLUB.—At the annual 
meeting of this club the report of the committee stated that the 
memberahip was standing at a steady figure, although, owing to 
the fluctuations in the electrical trade, they were constantly losing 
useful members who migrated to other centres of industry. А good 
year's work had been done, and visits had been paid to the steel 
works of Messre. Alfred Hickman, Ltd., Bilston, and the Daimler 
Motor Co., Ltd., Motor Works, Coventry. The club was in a 
flourishing financial condition. Mr. G. V. Donovan, M. I E.E., was 
elected president, and Mr. W. G. L. Riddle and Mr. E. A. Morgan 
were re-elected hon. sec. and treasurer respectively. 


Mr. C. J. Stonier, Corporation Electricity Department, lectured 
to a large audience in Dundee on Electricity and its Uses in the 
Home." ‘The lecture is the first of a series to be delivered by 
officials of the department. 


The Constantinople Telephone Concession.—Since 
our “ Correspondence " columns were closed the following important 
letter has reached us from Mr. Herbert Laws Webb :— 

“The note in your issue of December 17th, page 952, translated 
from a German newspaper, gives a very garbled account of the 
method by which the decision with respect to the Constantinople 
telephone concession was arrived at. 

“The system followed by the Committee appointed by the 
Minister of Finance to examine the various tenders was correct 
and fair in every respect. 
each proposal in the light of each article of the original conditions 


The Committee's method was to value 


(of which there were 47), and in this way a valuation of each 
tender was obtained which represented the combined eff et of the 
various factors concerned. Had the Committee made.the com- 
petition turn upon one or two only of the 47 conditions, then a 
purely speculative proposal, witb nothing serious behind it, might 
have been accepted. 

“The critics of the Turkish Government on this matter seem to 
teke the ground that the idea of providing Constantinople with a 
telephone service was got ap wirh the object of making a business 
for some group of tankers and manufacturers, whereas the 
Turkish Government not unnaturally wish to ensure the best 
telephone equipment possible and the best telephone service 
possible for the capital. Consequently, the proposal which offered 
the greatest guarantees of efficient equipment and efficient service 
naturally appealed most forcibly to the Government and was 
bound to be rated first in any fair and equitable system of 
valuation. 

" The facts are all incorrectly stated by the correspondent of the 
German newspaper from which your note is quoted. The proposal 
of the East Earopean Telegraph Co. (a small compeny operating a 
200-mile cable between Oonstantinople and Constanza, and having 
no telephone experience at all) was not rated superior to mine in any 
respect, and in ite rating by the Committee it received more than 
double the number of bad marks allotted to the tender of the Anglo- 
Ftauco-American group. 

" After the classification of the various tenders by the technical 
Committee—a work which occupied five weeks and was most care- 
fully and systematically done—the only changes proposed by the 
Committee were modifications of my proposal, not, as suggested by 
the German correspondent, of the original conditions. These 
modifications have been discussed in the course of the preparation 
of the final agreement, which contains various new articles favour- 
able to the Turkish Government. 

"It is unfortunate that the unsuccessful bidders for the con- 
cession should have inspired the reports sent to the German Press 
from Constantinople, for the result is to mislead honest public 
opinion in Germany. But disappointment over a business failure, 
however keen, hardly justifies bringing charges of irregular methods 
against a Government department. 

" According to my experience, the methods of the Turkish 
Ministry of Finance are abote reproach, and the result of the tele- 
phone competition has been the choice of the tender which was 
the best from every point of view—technical, financial, and 


administrative. 
“ HggBEBT Laws WEBB." 


The Extinction of a Spark.— 


The strings of my mystical lyre 
Are riven with sorrow and mute: 

So I’ve thrown the old thing in the fire, 
Aud my Swan” must be mourner depute. 


’T will tell you the terrible tale 
Of Septimus W. Bragg ; 

A man, who, apparently hale, 
Was, alas, an incurable wag. 


As the reader has probably guessed, 
This gentleman lived in the States; 
Where practical joking’s the test 
Of a citisen's humorous “ traits.” 


One evening he'd supped and he'd sipped 
Not wisely and rather too well, 

And sine-waving homewards he tripped 
On the beams of an arc lamp and fell. 


An arm round the standard, he sat 
Determined no further to roam, 

Till the pavement developed a flat 
Whereon he could short-circuit “ ohm." 


A cigar was soon stuck in his “ phase,” 

But lights for it lagging,” he surged ” 
In vain; till his rotary gaze 

Synchronised with the arc lamp and urged 


Him to foolishly lower the gear 
And light his cigar at the arc. 
Which he did! . . . The verdict was clear: 
' A series lamp earthed by a Spark ! "—H. R. T. 


Foreign Markets and their Problems.—We have 
received the following communication from a writer interested in 
the commercial side of the industry. Those who have followed 
the various points that we have endeavoured to bring out in '' Notes 
on Trade Abroad," will observe that the writer confirms a good 
deal that we have already said: 

"Of late there has been much discussion, in view of increased 
foreign competition, a8 to whether the methods of the British 
manufacturer are as up to date as they might be. To electrical 
manufacturers this especially applies, since the natural trend of 
affairs is such that the foreign and colonial work should be of even 
more value to them than the home business itself. Nor is there any 
reason, we submit, why this should not be so, if the proper ways 
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and means of securing it are adopted. We are quite aware that 
there are many firms which cannot be reproached with laxity in 
this line, yet it may be well again to mention one or two of the said 
ways and means for the benefit for those which are not yet in line 
with the times. 

“Both the lay Press and the technical papers constantly bear 
testimony that we fail largely because of the other man being on 
the spot. It was stated the other day that foreign merchants abroad, 
in our Colonies, would often order British goods because of their 
superiority, and so the agents of our rivals who work those markets 
were obliged to quote for British goods. We are sure, however, that 
it would be mora easy to obtain such orders if the travellers were 
British. Co-operation might, if properly arranged, provide a solution 
to the first question—that of cost. Several firms in different lines 
of the electrical industry might put their heads together and secure 
& suitable man for a certain ground, as yet outeide the scope of their 
respective businesses. Some preliminary training in the language 
might be necessary, but that should not be insurmountable, and it is 
only reasonable to suppose that he would soon repay them for the 
outlay, and that new business would accrue. 

^ Another difficulty which often exists is the custom of demanding 
long credit, and this is in itself no small obstacle to international 
business relations. If it is considered, however, that many firms 
in the home business regularly take three or fout months to pay 
their montbly accounts, and, furtber, that in tbe oase of distant 
markets like Australia, from 43 to 6 months’ credit is inevitable, 
the chances are that it will be found better to allow the required 
term rather than forego the business altogether. A compromise 
might also be effected by stipulating part payment on diepatch 
against documents, the balance to follow at a stated date some 
months later. Where deposits are required with tenders, these are 
sometimes retained for some time, and tenders should provide for 
interest on such deposit, which often amounts to & consideration. 
In some cases the deposit is not returned in full, owing to heavy 
charges for exchange fees. 

" The home correspondence department is another item which 
should not be omitted. In the cotton trade foreiga correspondents 
are largely used, with the result that business is much facilitated. 
The general practice on the Continent, outside Germany, s*ems to 
indicate that French is most used in business circles for foreign 
correspondence. German predominates in Scandinavia, in the 
same way as Spanish does in South America. A home firm receives 
a letter from Russia, written in French. The reply is written in 
English, and the chances are ten to one that if the negotiations 
break down this is due to the fact that the other man does not 
understand English. It is just as easy to send him a 
letter in his language, and further to convert for him 
our standards of coinage, weight and measurements, as to send the 
whole thing in English, and the result is eminently more satis- 
factory to both parties. If it is poseible for the cotton people to 
find foreign correspondents, who need not necessarily be other than 
Beitishers, then electrical manufacturers can do it, but we do not 
recommend the methods now used by some firms in the cotton 
industry, who employ what are called ‘ volunteers ' as correspondents, 
Buch men will work for six or 13 months for notbing merely 


S get experience in the business prior to setting up for them- 
selves." | 


Tramway Club Meeting.—Sunderland district tram- 
waymen held a meeting in their club room on Sunday, December 
19th (Ohief Iaspector Oraggs presiding), at which recreation club 
matters were first dealt with. Tne hon. secretary (Mr. J. 
Richardson) in his annual report showed receipts amounting to 
£83 16s. and expenditure of £80 12e., leaving a balance of £3 4s. at 
bank. Mr. Richardson was again appointed secretary. 

A meeting of the sick club members then took place, at which 
Hon. Secretary C. Watson presented his report for the past year, 
showing an income of £63 17s. and sick relief pay £29 17s., leaving 
a balance of £34. It was decided to carry forward £6 15s., and to 
declare a dividend of 13s. per member. The president stated that 
all the men in the traffic department were now members of the sick 
club, and more men from other departments were joining. A 
Committee was then elected. Mr. Craggs was electe 1 president 
and Mr. Watson secretary. 


Conciliation.— According to an announcement made by 
tbe Metropolitan Railway Co.to the daily Press, as a result of 
meetings of the Sectional Conciliation Boards, formed а short 
time ago under the scheme apreed to with tbe Board of Trade, 
satisfactory settlements have been arrived at witu the whole of the 
company’s employés in the traff. department snd also in the 
permanent way department. The altered conditions of service, 
&e, come into effect this month, and the settlement covers the 
period up to the end of 1913. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and raslway oficials, to keep readers of the 
ELECTRICAL Review posted as to their movements, 


Central Station @fficials.—The marriage took үн 
оп December 25rd of Мв. J. R. Panwinson, engineer to tho New- 
castle-Emlyn aud District Kiectric Supply Co., Ltd., to Miss В. A. 
Jenkins, of Waunmarlog, Newosstie-Emlyn. 


Tramway. Officlals.— Mn. J. GRAHAM, of Brisbane, 
has been appointed, from among 21 applicants, general manager of 
the Rockhampton Corporation Tramways, Qaeenslaud. Не went 
out from Leicester in October, 1908, since when he had been in 
the service of the Brisbane Electric Light Co., and the Brisbane 
Tramway Co., and of the Toowoomba Electrical Oo., drawing up 
for the last-named a report for a Toowoomba tramway system. 
Prior to going out to Australia Mr. Graham had had 12 years’ 
experience in connection with the Sheffield and Leicester Corpora- 
tion tramways. 

Мв. Franx HINOHOLIPPZ, an inspector of the Salford Corpora- 
tion tramways, was, on the 24th inst., presented with a gold watch 
and a sum of money for the services he rendered to the Prestwich 
police in the arrest of two men. The presentation was made by 
Bupt. Keys on behalf of the members of the Manchester Division 
of the Lancs. County Constabulary. Mr. Hinchcliffe had a severe 
struggle with the prisoner on а car, and but for him, said Supt 
Keys, no arrest would have been made. 


General.—From the 25th inst. the title of the firm of 
Lacey, Billar & Leigh will be Laczy & BILLAR, the junier partner 
of the firm, Mr. F. A. C. Leigh, having accepted the appointment 
of chief electrical engineer to the London and North-Western 
Railway Oo. 


Obituary.— DR. SHELFORD BrpwELL, F.R.S.—The 
death occurred on December 18th of Dr. Shelford Bidwell, in his 
62nd year. Some 35 years ago he was called to the Bar, but his 
bent was scientific research, and he became an F. R. S. in 1886, an 
M.LE.E., and was twicé president of the Physical Bociety. In 
reviewing his career the Times writes as follows:—'' One of the 
first questions that engaged his attention was tbat of the change 
caused in the electrical resistance of selenium by light. This 
phenomenon had been noticed by Willoughby Smith in 1873 and 
had been studied by various other investigators, but Bidwell was 
the first, in 1881, to utilise this curious property of the substance 
for a purpose to which others bave subsequently applied it with 
more or less succets the electrical transmission of pictures to а 
distance. A few years later he was working at various questions 
connected with magnetic action, such as the changes produced by 
magnetisation on the dimensions of rods and rings of iron and other 
metals, and later still at problems of physiological optics." 

Mr. A. A. WHITLOCK.—We regret to learn of the death, on the 
26th inst., at 4, Rossdale Road, Putney, of Ма. A. A. Whitlock, 
who was for 11 years resident engineer at the Oouaty of London 
Electric Supply Co.’s Wandsworth station, and previously resident 
engineer of the Dover electric supply undertaking. 

Ма. W. Н. WHrTWORTH.—The death has occurred of Mr. Wa. 
Henry Whitworth, manager of the Liverpool branch of the Indis- 
Rubber, Gutta-Percha and Telegraph Works Oo., 144, of 
Silvertown. 


NEW COMPANIES REGISTERED. 


Aluminium Corporation, Ltd. (106,431).—This company was 
registered on December 1éth, with a capital of ооа 000 pa: 
sbares of ls. each and 149,760 preferred an ,000 ares of 21 each 
to acquire certain freehold lands, water rigbte and properties referred to in 
agreement with the Aluminium Corporation, Ltd. (incorporated in 1907) and R. 
Lawson and A. H. Gibson, the liquidator thereof, and to carry on the business 
of manufacturers of and dealers in aluminium, electricians, engineers, 
machinists, fitters, &c. The subscribers (with one share each) are:—A. H, 
Elliott, 6, Winterbrook Street, Herne Hill, 8.B., accountant; A. Harbert, 43, 
Belby Road, Anerley, 8.E., acoountant; G. Wilson, 914, Victoria Road, Alexandra 
Park, N., clerk; W. L. Waite, W, Wallingford Avenues, North Kensin „W., 
clerk; W. Newbert, 128, First Avenue, Manor Park, cashier; W. Moir, 60, 
Broomwood Road, Clapham, B. W., clerk; G. C. Pullman, 8. Beens. 
Hampton Wiek, articled clerk. Minimum cash subscription, seven shares. 
The number of directors is not to be less than four or more than seven; 
the first are S. G. Bibby, Dashwood House, New Broad Street, E.C.; К. M. 
Clark, Sudbourne Hall, Orford, Suffolk: E. Manville, 8t. Stephen's House, 
Victoria Embankment, 8.W.; W. C. Stennett, 116, Victoria Street, B. W.: 
and W. Willismson-Wyslie, Vulcan Works, Johnstone, N.B. No quajificstiva 
necessary for first directors ; of other directors, £500; remuneration, £100 each 
per annum (chairman, £160) and a share ia the profits. Registered office, N. 
Old Broad Street, Е.С. 


4 

Compagnie Generale Electrique de la Champagne, Lt4. 
(106,408).—'This company was registered on December 18th, with a capital of 
£60,000 in £4 shares, to install and exploit works for the distribution of eleotrie 
ower in the Valley of Guippe, Rheims, and in Aisne, Ardennes, Marne, al! in 
France: and elsewhere, to build works and lines of transport in the department 
of Marne and the bordering departments, for the production, transportation 
and distribution of electric power. The subscribers (with one share each) are 
—J. C. Bomine, 1, Broad Street Place, E.C., financial t; M. W. Prentis, 
11, Broadburst Gardens, Hampstead, N.W., gentleman; R. B. M. Wilkins. 21. 
Therapis Road, East Dulwicb, B.E., gentleman; A. O. Warren, 2, Broad 
Street Place, E.C.. gentleman; F. C. Sanders, 1, Broad Street Place, E.C., 
clerk; Н. Bowden, 1, Broad Street Place, E.C., secretary; R. Pilkington, A, 
Fetter Lane, E.C., gentleman, Minimum cash subscription seven shares. Tbe 
number of directors is not to be leas than two or more than five: the first өте 
J. Bouchet and H. Lamort (managing director), and others (if any), to ta 
appointed by the subscribers; remuneration of managing director, £240 per 
annum: of chairman, £150; of others, £100 each per annum. Registered 

office, 1, Broad Street Place, Е.С. 


Electro-Metallurgical Syndicate, Ltd. (108,503).—This com- 
pany was registered on December 17th with a capital of £1,250 in 28. ба. shares, 
to acquire certain options to work and exploit patents, to acquire land and cell 
for electrical power, to adopt an agreement with C. J. Head and W. D. Rock, 
and to carry оп either in connection with the above options or otherwise tre 
business of manufacturersof ferro.chrome or other alloys, 40. Tbe subecriters 
(with one sharo cach) are:—W. D. Rock, 62, Leadenhall Street, E.C., engineer: 
Н. В. Gain, 42, Lowth Road, Camberwell, 8.E., clerk; Н. J. Rayment, 44, 
Chaucer Rond, Herne Hill, B.E., clerk; A. E. Davi 19, Park Road, spescr? 
Road, New Wands orth, S. W., shorthand writer; W. R. Chambers, 962, Ai^sr* 
Road, Camberwell, B.E., hoster; F. H. Chamberlain, 69, Prince Georges 
Avenue, lins nes Park, S. W., accountant; Elizabeth A. M. Pratt, 19, Officer’ 
Quarters, The Avenue, Brizton Hilt, S. W., typist. Minimom oesb atip 
tion, 610. The Sret directors are not named. Registered offoe, 86, V 
Girreet, Westminster. 
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Electro-Serip Sign Co., Ltd. (106,453).—Tbis company was 
registered on December 15th, with а capital of 21,000 in 41 shares, to acquire 
the exclusive rigat to manufacture and deal with a patent luminous sign to be 
called the '' Eleotro-Bcrip ' in the United Kingdom and British Dominions. 
The subscribers (with one share each) are:—A. B. Newmark, 62, Albemarle 
Road, Beckenham, gentleman; A. Rapoport, 84, Hatton Garden, E. C., diamond 
merchant. Private company, The number of directors is not to be less than 
two or more than three; the first аге A. B. Newmark, A. Rapoport and E. 
Klaber; qualification, 460. Registered ot!1ce, 16, Holborn Viaduct, Е.С. 


Luminator Water Co., Ltd. (106,460).—This company was 
registered on December 16th, with a capital of £25,0C0 in 41 shares, to carry on 
the business of electricians, engineers, machinists, fitters, machinery manu- 
facturers, &c. The subscribers (with one share each) are: —H. L. Usborne, 
$2, Austin Friars, E.C., stockbroker; W. F. Sheridan, 22, Austin Friars, B.C., 
stock broker. Private company. The number of directors is not to be less than 
two or more five; the subscribers are to appoint the first, Registered by 
Mayo, Elder & Oo., 10, Draper's Gardens, Е.С, 


Hilo Ignition, Ltd. (106,508).—This compsny was registered 
on December 17th, with a capital of £50,000 in 41 shares, to acquire certain 
inventions relating to а system of ignition for internal combustion engines 
known as the Hilo“ ignition, and to carry on the business of 
manufacturers of, and dealers in, ignition devices, magnetos, electrical 
appliances, motors, cars, aeroplanes, accessories, &c. The subscribers (with 
one share each) аге :—C. Leachman, Caversham Lodge, Barnes, B. W., paper 
maker; A. J. Postans, Sym Park Cottage, Brentford, engineer. Private oom- 

y. The number of directors is not to be less than two or more than seven; 
the frst аге C. Leachman, J. M. Postans and W. Frost; qualification, £1; 


remuneration, £450 per annum, divisible. Registered office, 17, Fenchurch | 


Street, K. O. 


Broughton Machinery Co., Ltd. (106,48 1).— This company 
was registered on December 16th, with a capital of £1,000 in £1 shares, to 
take over the business of a dealer ia electrical and mechanical machinery 
carried on by Martha E. Mercier, at 291, Bury New Road, Broughton, as 
the Electrical and Engineering Stores. The subscribers (with one share each) 
are:—A. O. Walker, d ayo Buildings, Corporation Street, Manchester, 
electrical engineer; C. L. Turner, 49, Deansgate, Manchester, consulting 
engineer. Private company; the number of directors is not to be less than 
two or more than five; the first are C. L. Turner and 8. W. Robinson; 
qualification, £5; remuneration, £50 per annum, divisible. Table А” mainly 
applies. Directors“ borrowing powers restricted to the amount of the sub- 
котине capital. Registered by Jordan & Sons, Ltd., 116-117, Chanoery 

ane, W.C. 


Sater’s Patents, Ltd. (106,441). —Tbis company was registered 
on December 14th, with a capital of £1,000 in 41 shares (500 preferred ordinary 
and 500 ordinary), to carry on the business of electrical engineers, electricians, 
water. gas and consulting engineers, aeroplane, flying machine, engine and motor 
manufacturers, tube шаке: з, wire drawers, motor-car, cycle and carriage 
builders, workers in rul/ber and other materials, 4o. The subscribers (with one 
share each) are:—F. Buter, 16, Percy Btreet, W., electrical engineer; J. W. 
Stephens. 16, Percy Street, W., electrical engineer. Private company. The 
number of directors is not to be less than two or more than seven; the first 
аге F. Suter and J. W. Stephens; remuneration of managing director not to 
puces T 000 per annum, Registered by Н, A. Boott, 68-4, Chancery 

е, е 0 


OFFICIAL RETURNS OF ELECTRICAL 
‘COMPANIES. 


Bryant Trading Syndicate, Ltd. (67,051).—Memorandum of 
deposit of title deeds, dated November 1^th, 1909, to secure £5,000 and a bonus 
of ££00, charged on certain freehold hereditaments in State of Missouri, U.S.A., 
comprised in Cedar Gap Title Deed. Holder: — W. Juggatd, Cornhill, Bury 
St. Edmunds, and H. 5. Golding, Newmarket. 


Small Power Dynamo and Motor Co., Ltd. (103 091). —Cbarge 
dated November 22nd, 1903, to secure all moneys, not exceeding £300, for 
which the mortgagee as guarantor may become liable. Property charged: The 
company's undertaking and property, present and future. Holder: W. T 
Wood, Clarence Buildings, 2, Booth Street, Manchester. 


Church Stretton Electric Supply Co., Ltd. (80,557).— 
Charge dated December Ist, 1909, to secure £245. Property charged: Certain 
land», hereditaments and premises. Holder; E. Bond, 43, Thurloe Square, 


Fdison and Swan United Electric Tight Co., 4. 
—(18,904).--Trust deed dated November 25th, 1909 (supplemental to trust deed 
dated June 19th, 1900), to secure £100,000 ranking, part passu, with outstanding 
stock secured by principal deed, Property charged: Certain assets. Trustees: 
London Trust Co., Ltd., 37, Lombard street, Е.С. 


Hindhead and District Electric Light Co., Ltd. (75,361) — 
Particulars of debentures to secure not more than one-third of the share 
capital, created October 6th, 1900, tiled pursuant to Sec. 93 (3 of the Com- 
panies’ (Consolidation) Act, 1908, the amount of the present issue being £5,000. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital, No trustees, 

Ltd. 


Consolidated Electric Works and Appliances, 
(101,022).— Issue on December 6th of £300 debentures, part of series created 
Jaguary 12th, 190), to secure £2,500, charged on the company's undertaking 
and property, present and future, including uncalled capital, No trustees. 
Previously issued of same series: £2,200. 


Amazou Telegraph Co., Ltd. (44,532).—Particulars of £300,000 
. debentures created November 16th, and secured by trust-deed dated December 
Ith, 1903, Aled pursuant to Sec. 93 (3) of the Companies’ (Consolidation) Act, 
1903, the whole amount being now issued. Property charged: The company’s 
undertaking and property, present and future, including uncalled capital, but 
excluding an annual subvention of £17,125 from the Brazilian Government, 
except so far as the company can, under the terms of its concessions, charge 
the same. Trustees: Bir. Wm. Cuthbert Quilter, Bart, 11, Great Swan Alley, 
E.C., and Capt. C. 8. Schreiber, Marlesford Hall, Wickham Market. 


Marconi’s Wireless Telegraph Co., Ltd. (53,403).—A memo- 
randum of satisfaction to the extent of £500 on December 1st, 1909, of mortgage 
dated September 80:0, 1908, securing £1,465 15s., has been filed, 


Paignton Electric Light and Power Co , Ltd. (98,437).—Par- 
ticulars of £5,000 debentures created October 15th, 1909, filed pursuant to Sec. 98 
(8) of the Companies’ (Consolidation) Act, 1908, the amount of the present issue 
being £900. Property charged: The company's undertaking and property, 
present and future, including uncalled capital. No trustees. 


Charing Cross, West End and City Electricity Supply Co., 
Ltd. (23,122).— Trust deed dated December 9th, 1909 (supplemental to trust 
deed of March 31st, 1903), to secure £50,000 debenture stock (ranking pari passu 
with the £600,000 covered by the principal deed). Property charged: As per 
principal deed. Holders: Union of London and Smiths’ Bank. 


Hove and Worthing Electric Tramways Co., Ltd. (80,299) = 
This company's annual return was filed on November 26th, when 9 shares had 
been taken up out of a nominal capital of £100,000 in 45 shares. 445 haa been 
paid. Mortgages and charges: Nil, 


Nalder Bros. & Thompson, Ltd. (62,214).—This company’s 
annual return, rade up to November 19th, shows 8,256 preference and 11,125 
ordinary shares taken up out of a nominal capital of E22, 500 in EI shares (10,000 
preference and 19,500 ordinary). £9,881 has been paid, and £10,000 is considered 
as paid. Mortgages and charges: Nil. 


Mansfield and District Tramways, Ltd. (91,130).— This com- 
any's annual return was tiled on November 80th, when 60,000 preference and 
57.856 ordinary shares had been taken up out of a nominal capital of £:90,000 
in £1 shares (80,000 реси and 50,000 ordinary). £43,611 has been paid, and 
£44,225 is considered as paid. Mortgages and charges: £70,000. 


MeKenzle, Holland & Westinghouse Power Signal Co., 
Ltd. (94,747).—This company's annua] return was filed on November 19th, when 
the entire capital of £20,000 in EI shares had been taken up. 4s. per share has 
been called up, and £4,000 has been paid. Mortgages and charges: Nil. 


OITY NOTES. 


The Schuckert Gesellschaft. 


Тив direc'ors of the Elektrizitiits Gesellschaft vorm. Schuckert 
and Co. have decided, in connection with the acoounts for 1908-9, 
to dissolve the guarantee fund of £392,000 which was formed in 
19902 by an appropriation from the legal reserve fand for the 
parpose of obviating subsequent losses through depreciation. This 
has been accomplished by re-transferring £181,600 to the reserve 
fund by applying the balance of £210,400 to the depreciation of 
investmen's; and the former in this way, together with an alloca- 
tion of £10,780 from the past year’s trading, becomes increased to 
£250,000, or the equivalent of 10 per cent. of the share capital. 
The sndernoted table indicates the principal points in the 
accounts :— 


1908-9. 1907-8. 

Share capital. um .. £2,500,000 £2,500,000 
Bond - € idi S 1,995,000 2,65, 000 
Gross profits... ; 310,190 295,910 
Administrative expenses T" 11,915 13,238 
Depreciation (general) provision 2,102 1,173 
Depreciation on securities 16,564 — 
Net profits ‚Жз -— ре 226,790 193,320 
Dividend... т сеа ioi 150,000 125,000 

" per cent. i4 E 6 5 


The gross profits have been derived from investments, lightiag 
and tramway undertakings in the company's possession or control, 
and from secufíties. During the year the electricity works aud 
tramway at Regensburg were sold to the local authorities at a profit, 
ascompared with the book value, and the transaction will be 
brought into the accounts for the new fiaancial year. 


Siemens-Schuckertwerke. 


Tax report of the directors for 1908-9 states that the year stood 
under the ir fluences of the depression which burdened trade and 
industry. It was only due to the progressive extension in the use 
of electrical energy that the company was able to report an increase 
in the value of the orders, a circumstance which was all the more 
noteworthy seeing tbat the sale prices of the majority of the pro- 
ducts further declined. The falling off ot profits, owing to the 
depression in prices, was only in part recouped by the simultaneous 
cheapening of raw materials and the improvement in the working 
equipment. Apart from elight decreases at the beginning of the 
financial year, the employment in the individual branches of heavy 
electrical engineering was uniformly good. The accounts show the 
following fizures, those for 1907-8 being added for the purpose of 
comparison :— 


1908-9. 1907-8. 
Share capital ... - ... 44, 500, 000 44, 500, 000 
Bond capital wee “ihe 980 000 990,500 
Gross profits д d 663,970 750,900 
Administrative expenses 67,740 64,720 
Depreciation provision ; 40,780 133,140 
Net profits... 522 "T 513, 390 509,740 
Dividend 59е T js 450,000 450,000 


99 per cent. E eve 10 10 


The share capital is held to the extent of £2,252,500 by the 
Siemens & Halske Co., and £2,247,500 by the Srhuckert Co. It 
will be observed from the table that although the gross profits 
diminished, the net profits were greater. This is due to the 
reduction in the amount provided for depreciation, as the period 
has expired during which it was 5 to set aside a minimum 
of £1.0,000 per annum for this purpose, whilst at the same time the 
machine tools, machinery and heating and lighting installations, 
apart from additions during the year, had previously been written 
down to 1s. | 

The report states that the deliveries of the German and ex- 
German works in 1908-9 compri:ed 52,038 machines, motors and 
transformers of 1,201,170 xw. as compared with 51,857 and 
1,014,225 xw. respectively in 1907-8. It is prcposed to transfer 
manufacturing gradually from Charlottenburg to the Nonnen- 
damm, and the existing machine shop is being enlarged for this 
purpose, The company developed mathematical methods and 
apparatus for the protection of high-tension installations against 
excess pressures, and work was successfally carried out in the 
improvement of compensated machines for heavy and sudden over- 
loading in the case of rolling mills and ironworks, winding enginés, 
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shaft ventilators and pumps, aud fire-damp-proof motors and appa- 
ratue, together with driving for the textile, paper and crane 
industries. The large units already constructed had been sur- 
passed during the year. The out put of the automobile works found 
a ready sale. As the proposed taxation of electrisity hai been 
abandoned, the company received important orders from the 
mining and iron and steel industry, particalarly for main winding 
engines and heavy reversing rolling mill trains. The erection of 
‘overland " central stations both at home and abroad had assumed а 
noteworthy extent, and was a source of abuodant employment. 
Orders had not been lacking for the execution of new railways and 
the extension of existing lines, whilst electrical working for mine 
and similar railways was gaining more ground and afforded good 
employment. Large orders were received for the Berlin and 
Schóneberg elevated and underground railway. As the results of 
the main line Hamburg-Altona-Blankenese bad been favourable, 
the Prussian State Railway Administration bad selected as a long- 
distance railway the Magdeburg- Bitterf-ld-Leipsig-Halle line, and, 
as a beginning, intended to introduce electric traction on the 
Deseau-Bitterfeld section, a substantial portion of the orders for 
which had been placed with the company. The latter was also 
participating in the conversion of the Spiez-Frutigen line, which 
reoresented the first portion of the great Alpine line throngh the 
Li techberg tunnel that was in course of construction. The report 
remarks, in conclusion, that orders in the new financial year have 
hitherto come to hand to a satisfactory extent, although prices have 
not advanced, notwithstanding the apparent improvement in the 
economic situation. 


Siemens & Halske. 


Tus directors state in their report for 1908-9 that the general 
situation of business was not very favourable, and some of the 
departments were not unaffected by it, as they had to suffer from 
keen competition and the reserve manifested by important 
customers, especially lccal authorities. On the other hand, the 
more favourable working of other departments had the effect of 
causing the total results to be considerably better than in the pre- 
ceding year, the turnover being 15 per cent. greater. The sales of 
the glow lamp factory, which was enlarged in 1907-8, largely in- 
creased during tbe year, and were also progressing in a satisfactory 
manner in the new financial year. At the close of the year three 
automatic telephone exchanges were in course of coastruction, 
and the building of  benzine motors had been taken 
up on a large scale. The branch of ozone water in- 
stallations had experienced a fresh revival by various install- 
ations which had been partly carried out and were partly 
in progress. The Electro-Steel Installation Co. bai made a further 
advance, and the Wireless Telegraph Co. had obtained a consider- 
able success by the development of its new system of sounding 
sparks. The works for the continuation of the Elevated and 
Underground Electric Railway in Бага, from the Spittelmarkt 
via the Alexanderplatz to the Schonbauser Allee, were in prepara- 
tion, whilst the execution of this railway company's new power 
station on the Lower Spree had been commenced. It was assumed 
that as the works in connection with the Schoneberg undergoand 
railway had made considerable progress, the line would be set in 
operation about the end of 1910, before the expiration of the con- 
tract period. The construction of tbe city and suburban railways 
in Hamburg was proceeding according to the programme. The 
following items are extracted from the accounts :— 


1908.9. 1907.8. 

Bhare capital ... £3,150,000 £2,7250N0 
Bond capital 1.328.500 1.348 000 
Gros profits ы 6:9 570 553 8&0 
Aimintistrative expenses 42,250 42,870 
Depreciation provision 24 050 23,610 
Net profits " ids 571,450 484.410 
Dividend . оз T 378,000 299,759 

ii per cent nis 12 1l 


The report states further that the Austrian Siemens-Schuckert 
Works Co. had increased its dividend for the past year to 5 per 
cent., whilst the Rassian Siemens & Halske Co. and Siemens Bros. 
aud Co. had again distributed 4 per cent. It is added that a 
further expansion in orders has taken place in the new financial 
year, 


Stock Exchange Notices, — The 
appointed special settling days us under:— 
January 6:h.— New York Telephone Co.—Semp, fully paid, for £2.000,000 14 
per cent. rst and general mortgage JJ-yeur bonds (London issue), 
And ordered the above and the following to be quoted in the 
Olli ial List: — 


Charinz Cross, West End and City Electricity Supply Co.—Further issue of 
£152,570 is per cent. debenture stock. 


Direct West podia. €nbie Co., I. d —'l'he directors 
have declared. an interin dividend of 6 pr cent. p-r annum 


(19. 6d. per share) free of ancume-tax, ou the ordinary shares for tue 
past balf-year. 


Committee have 


Halifax and Bermudas Cable Co.—The directors have 
declared an interim dividend of 5 per cent. per annum (28. 6d. per 
share), free of income-tax, on the ordinary shares for the past half- 
year. 


The Paris Compressed-Air Co.— It was recently 
mentioned that a syndicate of French banks had concluded negotia- 
tions for the repurchase «f а considerable number of shares held by 
German financial institutions in the Comp gnie Parisienne de l'Air 
Comprimé ог the Popp Company, there only remaining outside the 
transaction a block of shares pos-essed mainly by the firm of Bal. 
Oppenheim & Co, of Cologne. The operation was completed at 
the beginning of November, when the shares changed hance, but 
the eatis'actioa at this apparent nationalisation of the Popp Com- 
pressed Airand Electricity Co. has been somewhat tempered by 
the knowledge that has now become public that the shares still in 
Teutonic hands number about 6,400, and are founders’ shares. As 
such the shares are entitled to 41 per cent of the net profits after a 
dividend at tue rate of 6 per cent, has been paid, and they also 
carry the right of subscription at par for one third of avy new issue 
of shares by the Paris company. The French interests now propose 
to acquire these particular shares; negotiations on the subject 
are proceeding, and are expected to be completed by the end 
of this month between the company itself, instead of the banking 
synditate, аз in the case of the ordinary shares, and the German 
holders. 


Electrical Securities Trust, Ltd.—The accounts for 
the year ended November 14th show a loss, after providing for 
debenture interest, of £5,442, increasing the debit to profit and loss 
brought forward to £10,455. Daring the year the Soath- Western 
Traction Co., of Oanada, in the first mortgage debentures of which 
this company is interested to a large extent, was placed in the 
bands of a receiver, and the property was sold ia October last. The 
amount which the company 1s entitled to in respect of its holding 
is, approximately, £50,000, and, as soon asthis money bas been 
received, says a financial daily, meetings of the debenture-holders 
and the shareholders will be called to consider its distribution and 
the future cf the company. 


Houghton-le-Spring and District E:eetric Lighting 
Co., Ltd.—Mr. A. W. Tait presided at Basildon House, E.C., on 
Wednesday last week, over the annual meeting of the above com- 
pany. In the absence of any shareholders, the following report 
was adopted, on the motion of the Onainman, seconded by 818 
Dovaras Fox:—The 1-88 on the working of the year ended 
December 3186, 1908, is £133, alter charging interest amounting to 
£394. To tbis loss has been added the cost of the investment in 
the S.M.H. Tramway Syndicate, Ltd., written off, amounting to 
£1,000, making the loss carried to the balance-sbeet £1,133. The 
sales of energy during the year show considerable increase over 
those of the previous year, and still forther progress has been made 
during the year 1909 Iu accorcance with arrangements made іа 
con junction with the Durbam Collieries Electric Power Co., Ltd., 
Mr. H. R. Hoge and Captain Osborne resigned from the board, and 
Messrs. L. D. Canliffe and Т. O Callender were appointed. Mr. 
H. vau Brienen Collet was elected as an additional director. 


Howard & Ballongh, Ltd.—An interim dividend of 
10 per cent. per annum (64. per sbare), free of income-tax, has been 
declared on the o:dinary shares for the past quarter. 


Sunderland District Electric Trsmways, Ltd.—The 
accounts for the 12 months ended October 3164, 1909, show the 
company to be in a better position than in any previous fear. 
After providing for interest on the prior lien toads and first and 
second mortgage debentares and loans, viz., £9,730, there is a lose of 
£770, bringi: g the loss to date up to £14604 Daring the year the 
гь; receipts fell off by £1,819, buc ag.-iust this a saving was 
effected in working expenses of £2,108. The decrease in traffice is 
attributable to the exceedingly unsatisf:ctory state of trade in the 
district served by the company during the past year, following on 
the long shipbuilding strike of the previous year. In addition, 
the unfortunste weather of the past summer contributed to the 
decrease. Signs of improving trade are row discernible in the 
district, and the directors are hopeful that the coming year 
will show a very considerable improvement іп the company's 
position. 


Calcutta Electric Supply Corporation. Ltd.—The 
Financial Times says that the negotiations for the placiag privately 
of £100,000 of the cumulative 5 per cent. £5 preference shares cf 
the Calcutta Electric Supply Corporation, which were reported to 
have fallen through, are still proceeding, and will, it is believed. 
prove successful. It appears that the technical legal dificulty 
which has occurred is being surmounted by mutual concessions 
between the company and цв friends, 


Electric Conversion Syndicate, Ltd.—The report 
states that during the year to September 30th the liabilities have 
been reduced by £2,815, and the annual expenditure has been 
brought down so as to be covered by tbe incomings. A scheme for 
the continuation and rehabilitation of the company has been pre- 
pared, aud will be laid before the members at an early date, as 
Boon ав the necessary guarantees now under negotiation can be 
completed. А ¢u.t-wporary adds that the directors bave before 
them several propositions by waich, if carrisd through, а satir 
fa tory amount in commissions can be earned, and that without 
requiring any serious amount of capital to finance them. 


France.—The balance-sheet of La Compagnie d Energie 
Electrique du Centre, of Paris, for the last financial year shows & 
net profit of £12,405, compared with only £8,246 in th: 
preceding 12 months, 


pA——  ÁU!DUMUMUUU aat |ppeeMAé^AIAAe-AAELIEEE-EEE-—mu—A——-—X————————————À— — — Á À—À— 


Vol. 65. No. 1,675, Domes 31, 1900.) THE ELECTRICAL REVIEW. 


1067 


cre et л н-на ааа ааа ааа ара ааа анараа раар наара раар наранын 


Manx Electric Railway Co., Ltd. 


Tum report of directors to September 30th, 1909, shows that the 
receipts amounted to £32,745, and the gross expenditure to 
£16,509, leaving £16,237, plus £1,050 brought toreard, = £17,287. 
Deduct debenture interest £9,000, interim dividend of 2} per cent. 
on preference shares paid September 30th, 1909, £3 55), leaving 
£4,707. Deduct, balance of preference share dividend due in 
respect of the year ended September 30th, 1909, £3,580, leaving a 
balance of £1,126, which the directors propose carrying forward to 
next year. During the year the capital expenditure had been 
£20. The net result of the year's working has been ir juriously 
affected by the bad weather, as is the case with all undertakings in 
` the island, and the passengers carried during the 12 months 
totalled only 618,655, at compared with 527,986 during the previous 
19 months, а decrease of 9,331. The receipts were 432,745, 
as compared with £33,735 in the previous year, whilet the working 
expenses amounted to £16,500, comparing with £16784 in the 
previous year. The ratio of working expenses to reccipta has been 
50:3 per cent. in 1909, as compared with 49'6 per cent. in 1908. 


Mr. A.G. Poscawen (chairman) presided on Tuesday, December 
21st, at the offices, 3, Finch Lane, E.O., over the seventh annual 
general meeting of the above company. 

The OHAIBMAN, in moving the adoption of the report (as above), 
pointed out that in the past it had been usual to receive the 
accounts at an extraordinary meeting, but under the new Com- 
panies’ Act they were enabled to bold that meeting there, and it 
would be unnecersary to hold a meeting in Douglas in the spring. 
It was perfectly obvious that the accounts were a disappointment 
to the board and shareholders alike. Tae receipts during the year 
showed a total decrease of £989 48. 4d. The decrease in the revenue 
from passengers was £1,293 194., but there wasan increase in goods 
and sundry receipts of £304 14s. 8d. On the other hand, the 
working expenses were £224 19s. 8d. lower. Owing to the 
decrease in the receipts there was a slight increase in the 
ratio of working expenses to receipte, viz, 503, against 
496. The mileage had considerably decreased, both as 
regarded passengers and goods. There was a decrease 
in passenger mileage о? 14,671} miles ard in goods of 9223 miles, 
which showed that the board and the officers had taken every step 
to decrease the mileage in view of the falling receipts. The 
decrease in the number of passengers carried was 9,331. They were 
showing practically the same receipts per train-mile as last year, 
although the number of passengers was considerably smaller, and 
this was due to the judicious reduction in the mileage run, or, in 
other words, to caretul and economical working. Of course, the 
principal cause for the falling off was the bad weather experienced 
in the island, for they had had 35 completely wet days during the 
season against an average of 26 in the last four years. Unfor- 
tunately for them the two wettest months were July and August, 
the two months in which they expected to make money; June was 
comparatively fine, aud in September there was a great improve- 
ment. But for this improvement things would have been 
much worse than they were. He could only say that every step 
was taken by the officers and the board to secure as much traffic 
as possible, and it was a fair comparison to make to show that 
similar undertakings in the island suffered quite as much, if not 
more than they did. The Douglas Southern Electric Tramway Co.'s 
receipts were £222 down compared with last year, notwithstanding 
an increase of mileage of 2,521 miles, whil.t the receipts of the Isle 
of Man Railway Co. were down by EI. 213. It was quite true ttat 
the returns of the Isle of Man Steam Packet Co. showed tbat there 
were more visitors to Douglas, but these returns were somewcat 
illusory, because the increase was due to day tripp-ra und week ега 
visito's, and, of courae, such visitors were not nearly во much use 
to them as those who came and resided some weeks in the islacd. 
At the наше time, they took every step to obta:n »s much advantage 
as wes possible from trippers, and in nearly every cass through 
bookings were arranged from this eide. Another cause which 
operated against them was the decreased spending capacity 
of the people who came, as compared with previous years, which was 
attribntable to the long-continued bad trade, especially in Lancashire 
and Yorkshire. The receipts from each passenger over the line 
averaged 13:5d., against 13 8d., which was a decrease of 3d. durirg 
the year. The net result during the past year enabled them to pay 
the debenture interest and the preference dividend, and to carry 
forward £1,126; but they were unable to place anything to the 
reserve fund for special renewals. Tnat account, however, stood at 
£5,316, and he wanted to assure the shareholders that during the 
year the line bad been well kept up in every respect. Bir W. Vaudrey 
and himself visited the whole line during the month of August, and 
they were convinced that everything had been done to maintain 
it and make it attractive in every way. It was well advertised, 
and the caie which bad been exercised showed that their officers 
wen e doing everything they possibly could to make a trip along the 
line atiractive. It was a great matter for regret that 
nothing further had been doze towards the electrification 
of the front, and the better lighting of the town 
of Douglas and he was bound to say that in the 
opinion of the board, one reason why the residential visitors to 
the island had not increased was b-cause Douglas and the i-land, to 
some extent, was falling behind in the competition with such places 
as Blackpool. He was convinced that tne Corporation of Douglas 
would be taking a wise step if they improved the lighting of the 
town and replaced the antiquated system of horse tramways along 
the front with electric trams. 

Мв. B, E. GREENWELL seconded the motion. 


Mn. Hotronp asked whether there was a prospect of the ordinary 
shareholders ever receiving a dividend. 

Тае CHaInMAN said he certainly thought so, and, in fact, they 
received one two years ago. 

Мв. Ногғовр: It was very small. 

The CHaIBMAN said that was true, but bad it not been for the 
two disappointing years that dividend would have been maintained 
and increased. Their first duty was to maintain tbe line in an 
efficient state, but he boped that with better trade they would do & 
good deal better next year. 

The motion was then carried, and the retiring directors and 
auditors were re-elected. 

Мв. ТїАвкз proposed a vote of thanks to the board, and Мв. 
Ногғовр, in seconding, expressed the hope that the board would 
be able to induce the Douglas Corporation to have the tramways on 
the front electrified. 

The CHAInMAR said they had been doing all they could to come 
to some arrangement with the Corporation, but their negotiations 
had broken down through no fault of the board’s. 


Darham Collieries Electric Power Co., Ltd. 


Mr. A. W. Tarr (chairman) presided at the ordinary general 
meeting of the above company at the offices, Basildon House, 
Moorgate Street, E C., on Wednesday last week, when the following 
report was submitted :—The directors submit aceounts made up to 
September 30tb, 1909, covering a period of 18 months from March 
31st, 1908, which was the date of the previous balance sheet. The 
trading account shows a profit of £5 266, but after charging head 
office expenses, rent and royalty to the Sunderland District Tram- 
ways, Ltd., and writing off a bad debt of £7,363, there is a debit 
of £5,787, to which has to be added the prior lien debenture 
interest and first mortgage debenture interest, bringing the total 
loss for the period up to £21,714. The sales of current during the 
period show considerable improvement, and, owing to contracts 
which have been made with further consumers and to the extension 
of the demand of existing consumers, further progress in this 
respect is to be expected. The arrangements suggested in the 
previous report for an issue of second mortgage debentures could 
not be carried out, and, owing to the financial position of the 
company, it was necessary to convene meetings of debenture- 
holders, which were held on December 14th, 1908, and powers were 
taken for the creation of £50,000 prior lien bonds, the proceeds of 
such issue to be applied in the improvement of and for extensions 
to the company's distribution system. Tne debenture-holders also 


agreed to waive their foreclosure rights in respect of interest on 


the first mortgage debentures for a period of five years to December 
3let, 1913, on the condition that any net profits earned by the 
company during tbat period, after meeting the prior lien interest, 
should be distributed among the debenture-holders. Arrangements 
were also made at the same time with the outstanding creditors of 
the company, under which they accepted first, mortgage debentures 
at par in satisfaction of their claims agaiast the company. An 
agreement was also entered into, with the consent of the debenture- 
holders, with the Newcastle-upon-Tyne Electric Supply Oo., Ltd., 
and the County of Durham Electric Power Supply. Co., under 
which the former company agreed to operate the company's 
generating station at Philadelphia, and to supply any current 
wbich may be required by its consumers at fixed prices, and also 
to manage the company’s distribution system on a sliding scale 
according to the output; there arrangements to last for a period of 
42 years from January lst, 1909. In respect of this agreement, the 
County of Darham Co has given certain rights and privileges to 
this company with regard to the supply of power to consumers 
within specified areas. In couuection with these arrangements, 
Messrs. J. З. Bergheim, H. R. Hogg and C. A. Osborne retired from 
the board, and Messra H van Brienen Coilet, L. D. Cunliffe an 

T. O. Callender were appointed by the debenture-holders, the 
Newcastle Oo., and the creditors respectively, to fill the vacancies. 
The appointment of these gentlemen will be submitted for 


confirmation to the meeting. Mr. A. W. Tait and Sir Douglas Fox 
offer themselves for re-election. 


STOCKS AND SHARES. 


Tucsiay Afternoon. 


To the year 1909 belongs ths honour of being better than its pre- 
decessors for half a decade, from the Stock Exchange point of view. 
The honour may be а 1 ttle equivocal, seeing how barren the rerent 
years have turned out, but nevertheless the fact remains, Amongst 
electricity stocks and shares the 12 months have produced much 
activity in foreign power, traction and lighting issues, but in 
domestic securities they have proved a period of much quietude. 
Home Rails in particular have been neglected, and how slender 
are most alterations on balance, this table shows :— 


rr 
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Stock. Dec. 31. 1908. Deo. 28, 1908. Rise or fall. 
Central London Ога. .. А 65 64 


ee — 1 
90 Pref. ee oe ee R5 86 + 1 
M Def. we dee x 61 46 — 5 
City & South London. e ВА 27 5 + 
Great Northern & City .. 855 E 4 + 
Metropolitan acs “> m 37 40 + 3 
Metropolitan District .. io - 14 184 4 ж} 
" y 6 percent. Deb. 1234* 144 + 
Baker Strect & Waterloo Deb. - 95 98 + 8 
Charing Cross and Euston Deb. ss 85“ 96 +21 
Gt. Northern, Pioc. & B. Deb. 93* 96 + 4 


Quiet as business has been in Home Railway stocks, in Elec- 
tricity Supply shares the year brought greater quietude still, and 
tbe comparative quotations of leading shares are as follows :— 


Ordinary shares. Dec. 31, 1908. Dec. 28, 1909. Rise or fall. 
Brompton and Kensington oe 8} 7 —1 
Charing Cross and Strand ЯМ 2 ig 4 — } 
Chelsea - T "m З ia 4 A: — 3 
City of London .. 2 es 2 104 104 — 
County of London a Se vs 106 104 — 
Edmundson's Pref. z% V = 2 
Kensington and Knightsbridge = 8 74 
London Electric ix А 152 113 


Metropolitan i 
Notting Hill Vs e 
St. James’ and Pall Mall 
Bmithtield "T s 


+([+4+14+ [+] | 
A pė 


Bonia landane QU 10 07 9 uh ais 
Urban Pref. e aes ра ER 143 1 
Westminster Ж " МЯ es af 


The development of metal-filament lamps has made serious 
inroads upon profits in a certain number of cases, but the falling off 
is simply a matter of recoiling in order to prepare for a bigger leap 
forward, and the new year should brirg its reward—or a first instal- 
ment of reward—to the supply companies in consequence of the 
increased demand for an electric illuminant demonstrably cheaper 
than gas. 

The telegraph market has experienced its usual amount of more 
or less harmless shocks, and the result of the year's working is, on 
the whole, satisfactory to proprietors. The heavy rise in Mackay 
Oompanies’ Common is due, of course, to operations from the other 
side of the Atlantic. 


Stock or share. Dec. 31, dee Deo. 1909. Rise or fall. 
2 


Amazon vis m is - +1 
Anglo-American Deferred is We 15 22 + 6 
Cuba, e ee ae ee ә» ee 87 + i 
Direct Spanish 825 ur + s 81 8i — 
Direct U.S. A. s ss 2 T 134 181 + à 
Eastern ws 0... |, 180 135} 4 5 
Eastern Extension zs m T 114 12 + à 
Great Northern .. i ss F 31 80 — 1 
Globe Telegraph and Trust is 104° 104 + } 
Indo-Buropean  .. 2 0 ex $5 52 — 14 
Mackay Common .. x zx ve 16 +18 
do. Pref. e - s % 724 79 + 6) 
Marconi e =e $5 ys ps va 5 = 
Western 123° 18] pi 
West Indien and Panama Ри $i ia Н + è 
do, First Pref. 5 s - 74 9 + lk 
do. Second Pref, .. EN sé 8 84 + d 


Putting a few telephone issues by themselves, the annexed 
comparisons appear :— 


Stock or share. Dec. 81, 1908. Dec. 28,1909. Rise or fall, 
45 4 


Amerioan Telegraph and Telephone.. 1504 1 + 1 
Chile. s - se sx 9 al 774 = * 
Monte video НА xs T T { 44 = 
National Preferred s 28 EM 109 1073 — 9i 
А Deferred es - is 117 124 * 
Oriental oe oe ee ee ee 1 1% + a 
United River Plate ТА +} 


The activity in tramway, traction and power descriptions has 
already been mentioned, and, for convenience sake, the accom- 
panying catalogue embraces a number of the best known issues in 
the several sections :— 


Stock or share, 


Dec. 31,1908. Dec. 28, 1909. Rise or fall. 
143 


British Columbia Electric Rly. Det... 1364 4 + 64 
АК әз 58 Pref, 118 123 + 6 
British Electrio Traction ix EN I A — } 
5 ; ii Pref. oe 3; 94 — $3 
Canadian General. г т E ER 167° 114 + 74 
Calcutta Trams ee ee 4d 43 —: 
Cape Trams.. sia © vis es 1 A + fa 
London United Pref. $22 а 25 43° 2 — 

T » Deb .. .. £s 68 DH — 6 
Mexico Trams re RE = - 1364 124 —12 
Mexican Light and Power ex £x 76 69 — 7 
Rio Trams 2 2s 841 92 + 73 
Bao Paulo is ps 159* 154 — 4 
Shawinigan Water $e 82) 104 + hi 


The final list must comprise some of the most important manu- 
facturing and “miscellaneous” companies. In their shares the 
changes during the year have been decidedly varied, as these 
statistics illustrate :— 


Btock or sbare. 


Dec. 31, 1908. Dec. 98, 1909. Rise or fall. 
Babcock 4 Wilcox.. 87 4 


* ee ee + 

British Aluminium Ordinary. x 2/8 — itt 

Do. „A Preference .. 4 8 — p 
British Insulated .. M Us s 6 А — д 
British Westinghouse Preference . ru T s 

Do. do. 4 per cent. Deb. 4 60 + el 
Brush 44 per cent. Debentures T 67 4 — 24 
Caliender's Ordinary ..  .. aie 1 + d 
Castner. Kellner ee ee ae ee 1 27 + 
Dick, Kerr oe ee ae ee oe 1 1 =, 
Edison & Awan '' A fully ee А 9 1 — 
General Electric Preference .. ee "i^ +1 
Henley's Ordinary.. si - ee 12 12 + 
India. ubber oe ee ee ee 16 » 16 — 
Telegraph Construction. 2s ws a B6 + 8 
Willana & Robinson ee ee ee — 

Do. Preference 254 2 — л 


* Er dividend. 


The Old Year might bave been worse: the New Year holds 
prospects for investment securities that are admittedly bright. It 
is in the hope that the prices for all stocks and shares which they 
may hold, or buy, may advance ín value during 1910 that the 
readers of these notes are tendered good wishes for a prosperous 
and successful New Year. 


ELECTRIC TRAMWAY AND RAILWAY 


Belfast ws 
Birkenhead. . 


Birmingham Corp. 


Blackburn .. 


Blackpool Corp. 


Blackpool-Fleetw'd 


Bolton E" 
Bournemouth 
Bradford  .. 
Brig bton eo 
Bristol os 


ә е 


Brit. Elec. Trac. Co. 


Middleton 


Mid.Joint Com'tee 


Oldham—Ashton 


Peterborough 


Potteries .. 
Bouthport. 


8. Metropolitan 5 


Bwarsea .. 
Tynemouth 


евбоп-в Маге ee 


Worcester 
Wrexham 


Yorks. Wool. Dist. 


Miscellaneous .. 


Burnley oe 


Burton-on-Trent .. 
Bur ee ee ee 
Car iff ee ee 
! Carlisle ee oe 
‘Chatham and Dist. 
Cork ee ee ee 
Croydon se . 
+Darlington.. А 
Darwen ee . 
Dover oe oe 
Dublin ee ° 
Dundee ee ee 
! East Ham ee eo 


Glasgow oe 
tHastings .. 
+Huddersfield 
Hull .. oe 
Ilkeston s 
tIpswich .. 
Kilmarnock 


Lancashire United 


Leeds ʻi 
Leicester 
Leith.. ws 
Liver ool es 
tL.C.C. 


London United 


1 Low: stoft . 
Manchester 
! Newcastle .. 
Newport ee 
Oldham Se 
tPontypridd.. 
Portsmouth 
Preston ee 
‘Rotherham 
Balford m 
{sheffield .. 
Bouthampton 


4S uthend-on-Sea.. 


Bouth Shields 
{Bwindon es 


N. 
GN. Py. rm 


erh’d Rly, 


*L'pool 


B. 


tLlandudno-Col. Bay 
+Mersey Rall way. 
Metropolitan Rly... 


istrict Rly. ee 


Anglo-Argentine .. 


Auckland .. 


ombay (B.E.T.) ы 


Brisbane 


Brit. Columbia Rly. 


Calcutta 


{Са eElectric T.Lüd. 
Kalgoorlie, W. A. 


adras T 
Lisbon ee 
erth (W. A.) 


* Compared with the corresponding period of 1908, 
| Includes horse, steam and other recelpte, 


LJ 
TRAFFIC RETURNS. 
Fort- Receipts for | No. Route 
might the of | Total to date, miles 
5 fortnight. wks. open. 
7 2 £* Ino. 
Dec. 22 2,865 — 178 29 | 41459 — 1.087 e 
э” 35 851 — 9 R2 0,303 MESA 156 8 [Y 
„ 2 2,290 — 52 51 934 — 1.5 |, 
„ 21 | 8,025 |+ 19 87 | 147,251 |+ 6,80 37 .. 
„ 108 23,806 + 665 98 ; £029 „ 
„ 22 1.702 — 199 89 | 42,628 — 1,302 1482 .. 
„ 28 622— 61 | 49.947 |+ 40 8 
id 11 | 450 — 28 316 |+ 1561 517 
„ 19 4,26 -- 18 88 388.270 + os 
„ 222.0 — 84,88 | 64.524 [+ 2832198... 
* р КЫ, an | 9ч 38, +1, ' ee 
Е 24 11,120 T 137 | ee | e*? eo | oe ee 
Dec. 17 409|— 9/50 | 10940|— 189 ғ | e 
95 17 820 = 9 [1] 8,192 — 881 ee e 
$t 17 413 = 8 oe 11,553 = 596 5°81 | ee 
[T] 17 99 <> 6 ee 4,197 >. 110 ee 
n 17 688 sie 202 68 18,363 = 4,952 8°86 | ee 
Y 17 1,967 + 9 » 49,856 E 542 bated ee 
„ 17 883|+ 28 „ | 10590 . 54 (˙5 
56 17 955 + 64 97 655 + 1,592 7-96 . ee 
н 17 422 + 25 [1] 11,766 — 60 T ee 
[1] 17 178 T 8 LI] 1962 — ee ee ee 
1 17 265 |— 41 ,, 8,792 j+ 908 !.. i, 
a dd $721,— 67 „ 10,454 — 239: 39: ., 
„ 17|11916 | 1,153 | „ | 911,796 14-94,011 | 39 E 
» 17 528 |— 55 5 16,555 — 1,032 | 8&8! .. 
„ 17 | 11,180 f. 108 | „ | 286,842 |— 624. 
„ 14 1,004 — 40 „ | 37,971 — 1,222 :9-18| .. 
„ 17 W |— 4 „ 6,885 — 435 5˙ 1 
n 17 8,670 |— 55 „ | 90408 |j. 858 |, 
шс i+ 2| ,, 9.915 |+ 118 s 
» 17 422|— 18 „ | 14,195 — 464,817... 
s» 17 1.866 7| „ | 89,7832 |- 1 5 8 
„ 17 1,877 |+ 192 „ | 48931 |+ 1.787 18 
„ 17 266 - 8 „ 11,986 + &l 945|.. 
ac 11 46|— 6 „ 7,165 |+ 863 | 8... 
„ 17 480 — „ 13,888 — 1471575 
s d 167 E. ji ee 4895 |— 218. 
н 17| 1,749 |+ 100| „ | 46157 ,4 603 7 
„ 17 377 12 „ | 1043 |— 5» di 
| 
„ 25 2.288 — 231 A | dE И" 
» 26 olg '— 629 10,385 — 214 6•˙63 „ 
» 19 1,891 = Б | 875 | 43,570 |.— : 125 ,235,.. 
18 4, i — 81 * + . ee ee 
„ 18 133 — 21 8,241 — 46% 
» 16 T24 — 88.50 | 40,981 | 4 -2,568 114/98. ` 
„ 28 895 — 75 51 | 22,24 |— 718 9˙89 |, 
„ 10] 8025|t 656,.. 57,674 |+ 6,285 (1195, 4/5 
« T | 88 1,010 mE 501 eo ee 
| 81 3.333 |-- 103 «86, |, 
58 8,078 — 410 | 4-75) .. 
|.. | 189,756 |+ 1,561 84-45 
312 87,83 |— н 15 
| Bib 87.858 . 4,561 LL п 
39 | 13,009 |+ 557 
ET 501,190 — 9,811 944 | 6 
(| esis + ўыз dis a 
3 | 43 | 100,201 + 4,0-* | 1466, 15 
| 38 5,160 i— 2 aw | oe 
ok | 15,812 4 161 105 .. 
Зі 31 4,539 — 10 435 . 
O % f „ „% 
„67 | 255,651 + 7,939 | .. 5 
at 35 19.3% „ 27235, “8 173 
£0 539.644 — 1,86 | 
|. 42,355,055 4 64. / 
„ | 305,18 |—49,834 | .. 
12 1981 „ 30 86|. 
89 578,31 |. 9,217 „ 
Bj.. | 146,617 — Late 1 
21.844 — LZ. 146^. 
30 71.8971 — 6,69) 2815, 
BTA | 15,59 + 1,0600 5˙ 85 
| 38 | 79,814 |— 2,233 165! .. 
87 | 21,952 — 1,028 | is | 4 
| 872 | 172,879 — 4.617. 
9. ОИ ш рор 
| BEG | oe | 
! + 2,662. 
| 18. 4 | 
948 | .. |. | 
639 | .. 4 
605 9 ese 
5,141 [15% «4 
290 14% 148 
8,000 "M 
1,840 | 6°89: 
9,950 | 115 | .. 
8,179 | 18 | .. 
6 1 oe 
449 | 85 | .. 
6,710 | 9:35 | .. 
163 | 66 | 43 
4 ee [2j 
+ 1,719 | 40 | .. 
49 24˙5 eo 
+ 18,480 % ' өө 
d 12 
259 ee 20 
dE e 5 
„ aoe. 


99,308 |+ 1,060) F. 


+ One week oniy. 
§ One month. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


— а  —— 


Beer OTOA Omm АО ей | 


Stock Business done 
E 1! Closi Closing Rise +| Present 
BAMB, | „Or | Dividends for the Jas: | Quotations Quotations = ee or vield 
Bhare. tour years. Dec. 21st. Dec. 98th. | 1909, ' | КАП — per cent. 
I: Я 1905, | 1908, | 1907, | 1908, Rx High “= est. Г E d. 
, Hu! Nil Nil | Nil B8 —- B 38 — 81 Р T ea Р 
a "e PX I Debe. Nos. 1 o 1,980 Hed. 100 X^ 6 $ 5 $ 6 9% 100 Zi 100 —103 .. z .. 417 1 
American Telephone 7 Telegrap ph, Oap. Block .. | &100 з 8 8 8 % | 144 —146 144 —146 * * —1 590 
Do., Collab Trust, 4 mas lot bo | $100 | 4% | 4% | 4% 4% | 96 — 98 96 — 98 e 2 418 
2. „Stock 28 46. 60 — 62 60 — 62 - 584 
ee — с СО НЫНЕ IPIE BEER | ee 
Do. do. do. Deferred in Stock 1 . 211— 24 — 2 i 
Anglo-Portuguese Tel., 5 % Mort. Deb. Stock Red, | 100 - - - - % юн, 10 Bt e : s - 
Chili — Nos. 1 to 44,000 „М : - : : % ast ваў 91 872 FA de $13 0 
Lm са, е, EN year 4% Deb. Bk. Rod. жог - - - x : $ EE of B 9 À соо 
u e egrap ** LE LES ** ЎЗИ 5 11 1 
Ро, 10 * Pret — tm up Бе 10 10 10 10 10 96 17 — 18 17 18 e - 
Direct Spanish 3 Ord. co | ‘we - S * s- & я 2 : = ^. - ға 3 я . - y 4 
Do; D ü ome. ты, | s |4 % | 44% | 1004 E 1004 —102 4 710 

00,7101! Direct United States Cable 20 Ч 4 Р dz ina at us ait өө = - + 

89,5001) Direct W. India Cable, 4à % Reg. Deb., 10 1,900, R, | 100 4 4 4 —1u4 | 22 * I i" 

4,000,000 | Eastern Tel h, Ord. tock., Btock | 7 T 7 7 183 —135 131 —137 186) 185 +1 5 2 2 

3,000,000 mes a4 Pate 1 З а 8495 | 859, | BA ug 85 — 87 65 — ВТ s га 21406 

1,896,706 Mort. Deb. Stock. Red. „Stock 4 4 4 | 4 102 —104 102 —104 въ а * 92 - y 4 
2 — natn, A terniat , | | PETS ILE TS шн ЕЕ rf 

’ e 
900,000: wem & B. Afric, Tel, 4 % Mt Db. Mauritius | 5 14% 1 49% 4% 4% | 100 —102 100 —102 3 818 5 
: 63205 | 101— 103 105 — 10 103 * 6 7 0 

Rua Oe ae ae oc 5 - y: y: y: e| i-i | 18. 189 "2 ped Ме 6 

150,000 | Great Northern Telegraph, of Copenhagen.. M. 10 34% |20 20 M % | 25-— 30} 294 — 30) = T — à 518 0 
6,000! 1 Halifax and Bermudas Cable, dà % tet Mor] 100 | 44% | «4% | 44% | 44% | 100 —102 100 —102 4 8 * 
17,000 | Indo-European Telegraph „„ se e „2 [18 % 18 % |18 % 13 % | 51 — 53 51 — 53 X 5 à 7 1 б 

ayy мыл x um co СРИ. ee Фе 8166 T: Y: : 2 : 2 " — ар E -- -= on P Т | 50 0 

, , о. um. el, * * * * * * ш / F -r — " ee ч 

894,190 | Marconi's Wireless Telegraph . өө ee 1 N Ni | Nil | Nil i— È i- d 10/74 * i» Nol 
13,000 Monte Video Telephone бо. Lid. Ord. ed ва : : & : 96 - & : & EC Д 1- 16/- : - : 

4 0. el, 5 47 - „+ 
2,295,000 Nationa) Tele ses, Pret. Broek van үз». id = - % - & : 2 : 2o T ze "s = T 1. E Б u - 
* ' b .. .. .. p EE 29 — 120 4 

13888 Do, Bs. 8%, OR 18%, Pref. .. * 10 6 $ 6 8 6 & 101 — 11 101— 11 an РР ча 59 1 

15,000 Do. do, 8 % Cum. 3nd Pref, .. 10 8 6 6 6 96 104 — 104 104 — 103 ә + à 512 1 
250,000 Do. do, 5 95 Non-cum. Brd P. 1 to 950,000 5 5% 6 5 5 | 62,— 514 bin — Б 18 7 
000,000 | Ро, do. Deb. Stock Red, ‚. | Btook | 84% | 88% | 84% | 84% | 984 - 1004 ves —100) : 4 89 8 

2,000, 84 96 

1,983,593 Do. do. 4% Deb, Stock Red. 190 4 4 4 2 4 96 1004 -1023 1004 -1023 + 8 18 : 
179,818 Oriental TG: and ас; 137 85 ‚504, е Д ‘paid . : 1 1 - $ : % DE 17 u- Y | : : 

60,000 0. о, Cum. Pre 7o i — a ча | ^ : à 

99,100 Do, do. do, 4% Red, Deb. Stock 100 4 4 4 4 9% | 874 — 89% 874 — 894 4 911 

99,400 | Pacific & корми Tol., 4 % Guar, Debe., 1 to 1, 000 y - : 2 : 2 : 2 ae ы —06 T 4 

11,8891 | Reuter's we $e — — ‹ 
145,955 | Telephone Co. of Egypt, үп % Deb, Red. sU ae 44 44 44% | 44% | 101 —198 101 3 TA : - 10 

8,042 | Submarine Cables Trust. me ee .. | Cert, |6 % | 6 6 2 6 % | 129 —13 129 —1 5 

120,000 | United River Plate Telephone - е: 8 0008 : : 2 : : 2 - 2 | > i 61— Ц 1 (à : 0 ^ 

40,000 Do. 5% Cum. Pre 08. to 4 : A — 5i j— 57 . 

80,008 | W. Coast of America, 1 to 80,000 & 58, 001 to 53, 008 24 Nil | 24% | 24% | 24% 18 — 18 19 — 18 27/6 : 3 € 
160,000 | Do, 4% Debs., 1 to 1,500 guar, by Braz. Sub. Tel. 100 4% 49% 19% % 100 —102 100 —102 1 XM | ө, do» 
Кю iar ead а Т Гем. 10 1214717 17 108 10 108 —105" A И 
890, e e .* і „2° | „2 — A * "à . es 

88,821 | West India and Panama Telegraph .. T e. 1.429 NG Nil | Nil | Nil Г 1 gU s | = 1 2 " 
84,568 do, 6% Cum. lst Pret. 3 0 |5% 6% 69 6% ^m 9} 81— 93 EN 

4,669 Do. do. 6% Cum, Фа Pre. | Jo | NOI NM |296 15%) 8— 9 | B— 9 E | 613 4 
80,0001 | Do, do, 6% Debs., Nos. 1 to 1,800 | 100 5 % | 65696,1596 5 96 | 102 —104 1202 —101 pow | | | 416 4 

ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 

640,000 . Trams, 5 % Cum. 1st EP DONO 5 m T ae " | 48— 4 . a 4i 96/- 93/14 . 5 2 

600,000 Do. 5 2nd ро. 800,001 to 1,900,000 6 se ee ee ee ^m 4 4a— oe ee ee 5 8 

978,280 „5% Dob, took ` .. | Stock soles s ге Ms = oat iM a 994 938 a і E 

e Ansk and Li rams 1 to ie 11 in Mo 000. Deb. Brock ы i 20 90 20 20 Ф | 4j— 43 18 - 92/6 2: a 4 8 

100,000 Do. do. 8 u. Peel. 1 to 100,000 ee 1 6 6 6 6 7 ' 17 — 1 1 «A th os ee 8 m 

80:000 piu) Aluminium, Gr mPa. coop E seras ax | a- » ш 3 2 © M {1% 
40,100 : do, *"Á"695 Cum. e | 6 555 6% 3 в 8j- 8 “ 2S | 7101 
19,897 L] do, 496 Funding Oerts. ee ee 6 4 4 4 2 8$ ee 6 li 

А Loch Leven Debe. e- | 100 5 97 —100 97 —100 s es К 5 10 

00:000 Bib 8 Е, Def. Ord. Віоск .. ee 100 6 8 85 5 139 —143 141 —146 14 140 +2 $ 10 

400,000 А » Btock "P oe "T ee | 100 b 6 5 6 121 —125 91 —125 123, 128 4 16 

І Do. 59% Cum. Perp. Pref. Stock 100 |54 5 J 54 5% | 108 —111 110 —113 па | 1103 | +2 | 48 

$88 000 Do. 59 12 Mort. Debs 1106,850..  ..| 40 102 —104 10? м 4 6 

212,600 Do. Vancouver Power Debs., 1 to 2,200 100 d 102 —106 102 —105 103 k И $6 

188,801 | British Elec Traction s m e T 10 B i il “С 1 1— 1 . “s i Nil 

1,478,658 Do. 2 ee Deb. Stock „Stock | 6 6 b b $ 84 — 87 84 — 87 848 NE 5141 
628,986 Do. 45 m b. 8tock Red. | 100 43 43 43 60 — 65 60 - 65 bs К 7 10 
100,000 | British ана and He by Sabine aie T b 8 10 10 t0 7 — a 7 — d А З 6 18 
89 25 ux int Mor Deb Red.. 108 | a4 4% ug | ч 10 106 100. — 106 ўа ает 
600,000 Do. do. Ors. ә tee - mS e ee oe 
104, 9401 British Thomson-Houston 44 % 1st Mort. Debs. .. | 100 d d 4 89 — 94 89 — 94 os we Va 4 16 
400,000 { British Westinghouse 6 % E to роо апа } Б NU | мо | Nil | Ni — i ded аз | th Nu 

e 
1,016,868 Do. 255. id 4 S MOIS Deb. Btock xs шо 4 We 4 Wh ‘> 1% , 48 — 53 48 — 52 503 49} m: 7 12 20 
Browett L e е oe ee ee : ee ee ee 

20,000 | Do. i do. | 6% паш; Pret. s 2% 1 Nil| Nil| Nil| Nil | 11% 60 150 » 70 fh ee "n РИ Nil 
140,976 Brush Electrical Engineering, Ord 41 to 106,781 ee a fa Nil Nil Nil 0 — à m— : ae ee ee Nil 
900,000 Do. do 0. Non- um. 69 Pref, ee ee a 6 Nil Nil Nil 0 — è 0 — se ee ee Nu 
Е УА. KR п-н „ coc il 

Do. do. 4 0 2nd Deb. ee 4 : — — oe ee ae 
Caloutta Trams, 1 to s s T b 8 8 6 44% 44— 5 44— 5 e v 410 0 

pc Do. " 6 Cum. Pref., Nos. 1 to 39,890. . b 6 5 6 6 | 6. 44— 5 96/8 25 1 0 0 
860,000 Do. % ist Deb. tock.. ее ee 100 4 4 4 101 —104 101 и ee ee 6 3 7 
86,000 | Oallender's Ganie : 5% om. Pr shares T T : a 5 ү : & 10 — 105 о p s А e it 
40,000 Do. А m. Pref. oe = { 

800,000 Do. do. ae Mort, Deb, Stock Red. Stock % . 106-107 105 —107 х - 44 8 
491,299 | Cape E. Trams., 1 2 Ар ee ee ө» 1 4 il E! i: y 12 NU 
e do ie ies Mott, Deb. Stock | 0 | AS 4 4% 4% ide 105 1% о | | 684 i 

210 68 е 0. е e = » 

1,890 600 Central London Railway, » k.. ee ee Stock 4 4 8 8} 68 — 65 64 = 66 65 61 ee 4 18 6 
554,665 Do. y 1% Pref. "ow ry) ск H 1 : 4 n — a na — ВІ 4 ‘és 1! 4 1a 0 
654 665 Do. 0. 0 s ee е took == = 4 

1,480,000 City and M рага са әү” — eo ee Btock | 1 9% "e Це ога i = 88 88 B23 4 10. 0 

85,000 | Orompton „% NOB: ' ee 6 = е А s 1 

Do. 5 96 15$ Mort. Reg. Debs., 1 to m 
100,000 | { 900 of £108, and 981 to 11,008 of 468 Red. -- [595/|59,|695| 6595 | 90 — 88 90 — 93 e pose — | 67 6 
* Unless Aber se stated, all shares are > fully paid. i From Manchester Share List. 


Comtimued on next paste. 
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ARE B. — Continued.) — 
T OF ELECTRICAL OCOMPANIES.— 
T grins RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oonténued) 


duced from 6% since dlst Doc., 1906) | 


+| Present 
Closing Closing В yy or Yielo 
Btock Dividends for = Quotations | Quotations Fall — cert. 
| or Dec. 28th. | Dec. Bth, 1909. per 
Issue, . Ug. так тәл. a n ba cH ч к А. 
Dick, Kerr & Co., 1 to 260,000 d - juo Г pe x: 1 —. 15 + ра 2 $ — 415 
BOB 000 | Do, ^ do, ‘8% Cam. Pret., 1 to 806,000 .. | 100 | 44% 48% 4 97 | 12— 13 121— 1 + 8 e p a 
80,000 | Dublin United тумо, 0860, 2 11099961 | Б K d | ac In Ё a -a "< " . [sut 
mz "i wan " "A" shares, a 189 ** т. 4 4 4 4 96 ^n F 8 t px 84 Ес s gé 5 A 1 
BOT, 896 Do. Deb. Steck Pros. Corte. al P. | 100 |5 & |5 Е A] X d йй X » .. |10 4 0 
67,720 Do. 6% Sd Deb. Stock Prov. Certs. 3 | Na | NY | Nü № 14 {- ìi А GS d PNE 
119100 F iin S 8 — BÀ 1 v s HEINE 
1.0 do. 7% Cum. Pret., 1 to ’ Eh 10 6 4 5 (4 88 — 87 83 — 87 ee „+ . Nil 
, 000 General дыру” Со. ым! A Btock : а Nil i- т ; B- а i "P $ 2 6 10 8 
"R90 | Gt. N, & City Rail. Pref. Ord. Cu 1 to 78,000 10 15/15/15 | .. 0—00 | 2 за ищ 
а e 6 — b — L * 
40,000 | Henley's (W. T.), Telegraph Works, Ord. . SON C 4 4 des 104 —106 104 —106 T 1$ 44 3 
40,000 Do 45. $ Mort. Deb, Btock eot 1% o € o 4 10 % | 15j- 16 153— 16 MA 16| e йй 
160.000 er etn qeteha s coepaph Worm. | 2. | Epis, 2 PE aus 4-8 ph "à (ea 
81,500 | Liverpool Overhead Railway, Ord. 2; Nn pai a | 0 ве 5 5 9 de i li— 2 b — ка 
10,000 |+ Do. Pret. fall 7 3 3323132 UI 10 1 3 d e 1 11.4 
800,070 | London United Trams. (1901), 189008 ЕЗ 10 |8 8 8 a 78 1 49- | .. p 650 
899,980 > do. % Cum, Pret., 146105000. 10 54 54 |5 4% 1 — 64 59 — 64 693 | wy | +e | ba 
195,000 p x Mort. Deb. Stock. | 100 4 4 894 — 40 892 — 4 — 5i 401 
1,649,030 do, Ist о У a LED 100 | 1 2 66 — 68 66 — 68 | 67 | T + 4 мі 
5,782, Me litan Consolidate E ME AE MESS WC 2 A | 173- 183 18} - 182 18$ 183 x 6101 
2,640,914 " Burplus an .. .. 4 22 100 o% 45— ij— es .. E: Nil 
8,235,000 Mh Tak. Gell. EM EFI ETE: — = 5 6 81 
891,387 Metropolitan Electric Trams., Det ig 1 Nil i |N 1 = Е 5. , 18 
600,000 ро do, a e Deb. Stock Red. 100 43 | ч» | @% 45 2 — 9. | a 1 4 | 6 On 
595, - ee .. .. ee 914— 98 — - М 
Trams Co., Common Stock а), MEC 1 e 2: » ;. 

SES nectar er ne PET MEM RII UE ir 
"945,500 Potteries Electric Traction "1 ee ee 4. 1 | Б b Б г % 84 — 87 84 — 87 2 8 ` 8 8 3 
— 0с Bed e : . l| 9 ue as a 1 7 844— 86 lt ©з | Toi 

Do. cur b 19 1 | ur 101 — i. + "1 
(27.90 | Telegrepi cas. eh end Maintenance ` 1 1 X Ч ЧО 40, 0 -in | юш | 5» | 3-| mo 
** .. | oe pis < 3 — .. | .. 
000000 Underground эч Railway, 6% Prior Li Lien * x: ә. | i3 УЕ. ag H 8 a n — 86 | |o. * bs 
200 DN 6 Income Bonds .. oe | me 5o = 4 is { "Г .. 75 2 "à 4 
4,900,000 | Ро. do to 80,000 & 80,001 to 116,68 | 1 | Nü Ni - 1 4 ц 2 EE 33 
86,008 | Do. 6 C.P. 80,001 to 80,000 & 138,001 to 141 668 В 44 3 1314/1 12 — 71 i - | 
946 495 | Do. & Ist Mort, Deb. Stock.. | 
KLECTRICITY SUPPLY COMPANIES. 
: 9 
5 54% 5 S- A * 915 ү м и 12 э 
15.000 Bromley Mant) E.L. & Р.101600 d .: 5 | E3258 db „ 0 den ia tab} 5 [emt 
10,000 — do m 1,09 11090000| Б [10 % 10 % |1 1— d 1— 4 ; ^. үз 15 
60,449 | Brompton & Kens, Elec, Lt. Вор, TX Cum. Pref. | 5 15 128 : 9) —102 98 —101 (EE re) ou 
9,551 Do. Deb.Btock ..| 100 4 2212 b 3- 4 34- 48 $ T3 417 4 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING NOVEMBER, 1909. 


Tax Nevembsr returns of electrical business were considerably 
ahead, in all three sections, of those of the previous months—the 
imports especially, their total having only once been exceeded 
during the past five years. 

The exports for the month were valaed at £309,607, this figure 
including £49,170 of telegraphic material, and being comparable 
with a total of £265,523 recorded in Ostober. 

A year ago, however, the November total reached £336,100, dus 
to an abnormal export of telegraphic plant. 

The imports total of £191,504 compares with £164,246 in October 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


© 
1 33. . 
[EE $3 
Country receiving exports and importing. 7 7 $3 8 
55 13 
E [vi 
E" £ e 
Russia, Sweden, Korma and PARAN 28-0 89 1,891 48 
Germany ... is — 297 514 24 
Netherlands and Java. T гаа бә 238 879 20 
Belgium .. 609 eet [Ix 82 483 | 33 
France and Switserland vis 22 28 194 
Portagal, Madeira and Portuguese Africa . 90 151 94 
Bpein and Canary Isles a |. 10. .. 113 
Italy and Austria-Hungary ' 92 : 13 
Greece, Bulgaria, Roumania and Turkey 401 "M 9: 
Channel Jsles, Gibraltar and Malta 40 ей. есуй 
U.S.A. and Cuba s деб isi 59 ЗЕ au 
Canada and Newfoundland ... 328 1,165 1.416 
Bahamas, British West . and British | 

Guiana x iss | 16 11 30 
Mexico, Colombia, Bolivia and каш «| " 148  .. 
Peru and ruguay .. zm - 87 6l 42 
Chile eee 006 ee өөө oe [EX | 993 341 38 
Brasil eee eee T) eee ee eee 404 237 322 
Argentine 64. a | 1,422 6,452 105 
Beypt oes ves eee T 166 12 221 
B h West Africa, Ascension and St. | 

Helena... a. 180 177 19 
Cape of Good Hope 1,222 401 974 
Natal 1440 8876. 238 
Rhodesis, O.R. C. “and Transvaal iis 1,740 9,361 63 
Zansibar, Brit. East Africa, Mauritius & Aden 184 185 52 
China and Biam ec se o; 861 608 1,458 
Japan eae eee eee ese eee TP 85 1,470 ` 330 
India .. . . 9770. 8154 2,254 
Ceylon iem d 60 87, 29 
Btraite Settlements, Fed. Malay States, 

British North Borneo and Sarawak . | 260 | 1280 87 
Hong Kong - T 220 338 58 
West Australia eee ee ee ee 271 346 6 
South Australia... aes e: " 320 926 27 
Victoria . eos T e 1.100 2,572 25 
New South Wales T T = 2,819 1.015 289 
Queensland... i ^s iii. 15 2698 
New Zealand 4 171 1,261 137 

Total, E 15,920 49,698 8,186 


and £144,168 in November. 1908, while the re- ex ports were valued 
at £16,336, or somewhat above the average. 

The improved export total can be attributed mainly to better 
business in the electrical machinery, telephone and telegraph 
sections, for it will be noted tbat the cablo exports were some 
£18,000 less than ia the previous month. , 

The individual items of the import table, with one exception, 

. Show an increase over the previous month’s figures; the exception, 
however, electric lamps, amounted to over £50,000 in value, and is 
actually the most prominent section in the returns. 

The Argeatine, Japan, India and Canada were our -best 
castomers, while Germany, as usual, was the most prominent 
importer into this country. 


2 
4 27 * 
$ d 25 2 | 
3 58 E 
2 8 * 
d 
| £ £ 
8. 161| 6,842 
41 46, 2,979 
.. | 68] 1,865 
536 118, 3,209 
x 31 | 70 | 3,990 
| 179 | 59 2028 
| 1,061 | TT , 
a 112 598 | 5457 
10 103| 1,051 
| | М | 29 | 1,692 
! im 13 4.713 6,127 
| i | . 117,991 | 24,747 
| | | | | | 
ом o. 79 | 5| 32 | 6| 293 
72. 7527 25 | 127 1.172 2696 
6 0 6007; „ | 38| .. | . | 6,383 
544 15 15951935 63, 12 88 10 5174 
, 923 62 | 6,731 | 6,147 874. ' 1,436 | 16,436 
856 | 409 . 20,517 · 352 2748 99 t6, 211 | 4,061 | 53,227 
| ME | 
16 3 9 3: 298. 536 57| 1,411 
| ° | ! 
70 49 158 12) 5 12 57 39) 1,989 
839 67 457: .. 1.067 42 73 332 4,874 
389 205 2,839, 25 277 11 321, .. | 14621 
891 2 6742, 316 266 16 130 15 ! 19,542 
98 29 232 3 ES . | 170 72 985 
| | | н 
|.) = 9,449 920 30 ET 2021 89 7,778 
102 1,991 14104; 590 2,827. ... 1,213 t 37,165 
1,524 | 1,093 11,804 3,907 5095 45 4 749 | 35,758 
2238 654 | 6 64 17 .. 308 46) 1550 
| 111 38 179 28 51 — 17 | 51 | 2,090 
305! .. 891 24 29 21 M! .. | 1,898 
| | | | | 
838' .. 656 283 27 .. 87 845| 3309 
253 19 883 7 .. 29 | 5 | i 2,469 
474 11 101, .. 166 | ... 4,864 44 | 10,297 
505 486 2,664 | 1667 275 224 190 10,184 
101! 21 88: 196 17 ee Woo x 696 
85 283 1127. 52 39) 225 
708 . 112 405 983, 2 13 29 933 | 5,194 


— «л» | a — 


12,011, 9,175 101 ‚9361 19,546 14,799 


806 8.93 5 49,170 | 309,607 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


£ £ | £ £ £ £ £ £ £ £ £ 
Norway, Bweden and Penner i: ай 20 208 26 1,478 678 ... 3.458 5,872 
Germany. і j^. s к 315 |14,465 |1, 11,958 1,800 | 29,405 206 | 1,661 11,976 19,560 122,440 
Holland...  .. .. ' aR | .. . | 2,686 10) .. 19| „ 44 i 2.757 
Belgium ... Vei i í 665 592 362 76 232 4, 335 45 283 | 373 2,769 9,732 
France... ies 0 F 473 40 1,265 | 2,539 993 25 Vs 1,500 | 2,967 3,421 13,223 
Switzerland wes , 5,911 s 29 10 98 a. 8 20 194 6,270 
Italy Е ; " 52 | 1,2280 | .. 2 . 23 e 1.606 2911 
Austria-Hüngary k | ы 734 . 541 4| 168 e. | 1477 269 3,193 
United States i s.. | 2,457 | 1,213 ' 1,148 2,791] . | 18,078 3,469 137 54 759 ‚ 25,106 
Total, £| 9,941 18 ,280 npe Fr 3,163 | 48,510 | 3,739 | 4,267 |16,911| 32,086 191,504 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
£ £ £ £ £ £ £ £ £ £ 
Various countries, mainly as above ... .. | 2,903 | 572 | we | 2,6€8 2,633 | n 262 | 854 6,444 e 


Toran Exports : £309,607. 


Tota Rms-ExronTS: £10,930. 


Toran IMPORTS: £191,504. 


Norn.— The amounts appearing under the several headings are classified according to the Customs returns, The first and 
third columns contain many amounts relating to ''goods" otherwise unclassified, the latter, doubtless, consisting of similar 


materials to those appearing in adjacent columns. 
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THE LOADING OF TELEPHONE CABLE 
CIRCUITS8.* 


By A. W. MARTIN. 
(Continued from page 995.) 


PART II. 


IN this section of the paper, it is proposed to deal with 
the application of the formule for a and [ to practical cases, 
and the simplification of the expressions where possible. It 
will be convenient to divide telephone circuits, so far as the 
lines themselves are concerned, into two classes : first, those 
in which the indnotance is merely that between the ordinary 
wires forming the loop, which circuits аге said to be unloaded, 
and, second, those in which the inductance has been 
increased by distributing iron along the whole length 
of the conductors, or in which inductance coils have been 
inserted at regular intervals. Circuits of this second class 
are said to be loaded; and coils used to increase the 
inductance are known as loading coils. 

Before proceeding further, it is necessary to emphasise 
that any sound made in normal speech is complex; inas- 
much as it may be composed of a number of superposed 
vibrations or waves, some having periodicities as low, or 
lower, than 100 per second, and others as high, or higher, 
than 2,000 per second. These vibrations or waves should 
be reproduced in their proper order or proportion in a tele- 
phone circuit if good speech transmission is to be obtained. 
Supposing all the sound waves at the sending end to have 
been properly converted into periodic currents of electricity, 
then, if all the variations of current strength reached the 
receiving end of the circuit in their proper order and pro- 
portion, the reproduction of the quality of the original 
‘speech—or articulation, as it is called would be perfect. 
An inspection of the formul: for both a and will show that 
they each become greater with the frequency, which means 
that waves of different frequencies are not transmitted with 
the same velocity, nor are they subject to the same attenua- 
tion. If, however, K R be made equal to 8 L, then the 
expression for a reduces to— 


a=pJ/KL=2af VK I. 


2 
Now the velocity, v, — dd й 
po 2 71 7 1 
~ 2af ук VEL’ 


80 that, if K and L were independent of frequency, all waves 
would travel with the same velocity. Again, on the same 
assumption, namely, that K R = S L, the equation for {3 
reduces to— | 

p = М S, 


which is apparently independent of the frequency ; and, if 
this be the case, all waves are proportionately attenuated. 
When these conditions obtain, the circuit is said to be distor- 
lionless. In the first place, no ordinary substance used as 
a dielectric, other perhape than air, is known to remain fairly 
constant in specific inductive capacity and leakance for all 
telephonic frequencies ; while, if there be any iron in the 
neighbourhood of the conductor, it is improbable—if not 
impossible—that k and L will remain constant for all 
frequencies ; во that the distortionless circuit, so far as the 
telephone engineer is concerned, is a thing at present impos- 
sible of attainmznt. Even supposing it were easy to attain, 
say, by increasing L or reducing s and taking into con- 
sideration the absolutely lowest present known values for К 
and k, in any case of practical telephony, it would be found 
that the resulting attenuation would be so great, although 
the articulation might be perfect, that the volume or loud- 
ness of speech obtained would be too small on a lengthy 
line to be of any commercial use whatever. 

As the attenuation is different for different frequencies, 
it is necessary to state in every case what periodicity has 
been assumed. It is usual to take an average frequency for 


- — —— 


* A paper read before the Institution of Post ОЋ :е Electrical 
Exqineers on January Jith and February tb, 1909. 


telephonic currents, and to regard all the elementary waves 
making up a complex wave as being attenuated in the same 
way as the average. What this mean value is, is a matter 
of some debate. Generally, in this country, it is taken as 
750 periods per second: but some place it as high as 800. 
For attenuation calculations the former will be assumed 
unless otherwise stated. Later on, it is explained why, 
when velocity is being considered, 2,000 is taken as the 
periodicity. | 

Unloaded Lines.—Although underground circuits, and 


the like, are primarily being considered, it may be mentioned 


in passing that in calculating the attenuation of an ordinary 
overhead line the full formula for 8 should be used, as none 
of the factors are negligible. In underground or submarine 
cable circuits, however, the insulation resistance between 
wire and wire is of a high order; rarely being as low as 
5 megohms per mile, and often as high as 2,000. Generally, 
then, в, the leakance, is not greater than 0:0000002 mhos ; 


во that, without producing any appreciable error in the 


resulte, 8 may be neglected. If this be done— 
а= Муре (VR + p L? + pL), 
B= Vip K (VR? + pL? — pL) 

These formule in cases where 8 is negligible are 
applicable to all unloaded subterranean and submarine 
telephone circuits possessing normal resistance, inductance 
and electrostatic capacity. A further simplification is 
possible in special cases, such as when the resistance of the 
circuit is high compared with the product pL. The 
inductance of any loop in an underground paper cable, 
unloaded, may be taken as 0:001 henry per mile; conse- 

uently, if p = 2 x 750, рі = 4°7 approximately. In 
the case of 10 or 20 lb. per mile copper condactor loops, 
where the resistance per mile of loop is 176 and- 88 ohms 
respectively, it may be taken that VR? + p? L? = R nearly, 


and that VR — pL = VR nearly, with the result 
that — 
В = VKR. 
It should, however, be understood that the result із only 
approximately correct, say, to within 5 per cent. 
Loaded Lines.—In the case of circuits in which the 
inductance per mile of loop has been greatly increased by the 
insertion of loading coils, a considerable simplification of the 
formule for а and 6 is possible. It should be noted that 
the following consideration does not apply, at present, to 
cases where the inductance is increased by winding iron 
wire over the conductors. The reasons for making this 
reservation are given in Part IIT. | 
In a properly loaded circuit the product p 1. is much 
greater than R; and in any normal underground or sub- 
marine circuit the product p k is much greater than ~. 
Take, first, the expression— 
а= vi LVG ＋ / 1% ( + pe?) — (вн — ра. K)] 
and extract from it JR? ＋ p i. 
-y R? M 
VR + pL? = ph (1 + xs) * 
and expanding this by the binomial theorem— 
R? R 
|t yg NI IET 
all terms involving higher powers than the square may be 
igaored as being too small to make any practical difference 
1а the result, so that — 
R ＋ 71 = E) 
VE + PLE = рі (1 + 2775815 nearly. 


Similarly, it may be shown that— 


VRE + DL = pu ( 


о 


в 
г) nearly. 
Мүк? + IL (s t р! kk) 


+ p L?) (8? + р К?) 
2 % 
then becomes LE (1 dues үр v K (1 3 1 
2 р 1? 2 4 


ө RÊ g2 2 2 
or ёк (1 4 + эй 


VS р = рк (1 + 


The term 


oer, sae сеи ee Ж ш 


2K? аралк 
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The last term within the bracket is so small a quantity 
as to be negligible, and by multiplying out the expression 
becomes — 


pee’ Kb 
2 p° к? 


1 
PEL Сул 


R R R? ү, 
= ркі + 2 L. + 2 K 


The complete er pression for a then becomes — 


|р. WKS 
am PAS + t+ Sore %. K]. (18) 


- 


reek шы "m С 
2 KL R“ K 8- L = R В 
VN 4L 4 * 2 
Ooh., RF, S R 8 
K RM сыш ees. LAN ee 
=p ZO 4)? к? sec) 
т, f RB. WM] 
L W нае а e 
= р Mx + (Sa rec) d 
If, as stated, pL be great compared with R, and p K be 
great compared with s, then — 
R 8 jus 
FC ] 
ZpL 2pk is negligible, 
and а = р/к, 


which result is not to be compared with the one of similar 
form given previously, because in this case it is not assumed 
that KR = 8 L. 

Take next the expression for 9, and notice that it only 
differs from that for a in that the last term under the 
principal root sign is positive. Making the same assump- 
tion as before in connection with the magnitudes of p L and 
p K, the complete expression for 8 is (from equation 18)— 


2 
RK с; RS 
4L 4K 2 
„„ cun m— x 
= мМ (1+ SE n ur) 
4 K” k? KR 


2 LC | 

This formula gives the attenuation constant for any loaded 
circuit provided p L be great compared with R, and рк be 
great with respect to 8, as is usually the case. 

Methods of determining the values of R and L at different 
frequencies are fairly well known, and for the particular 
periodicity considered, we may, therefore, insert the measured 
values in the above formula. This, however, is not the case 
with 8 and K. Very little information is available respecting 
the variation of electrostatic capacity and insulation resist- 
ance with frequency. Further experimental investigation 
appears to be necessary on the following points :— 

(a) What is the periodicity which may be taken as the 
mean of a speech wave ? 

(b) Is this mean frequency the same for all types of 
circuit, and if not, how does it vary ? 

. (c) How do electrostatic capacity and leakance vary with 
Ка ыры in paper and gutta-percha-covered conductors 
such as are commonly used in practice? : 

In this paper it is not intended to discuss these matters, 
owing to lack of information of a definite character. There 
is, however, one assumption which may be made with some 


degree of safety : namely, that at any particular frequency 
the ratio of 8 to K will be constant. | 


Let 


then 


In the present incomplete state of knowledge as to the 
variation of к with frequency and of what the mean fre- 
uency in any particular circuit is, the only thing to be 
done is to take K as being the same at all periodicities, and 
by associating a large number of practical results to бх a 
value to the constant n, which most nearly fita the observed 
results. This, as will be seen later on, has been done, with 
the results that when the loeding coils used have non- 
magnetic cores, and have no magnetic material near them, 
n = 50; and, when the loading coils have cores of magnetic 
material in the form of a closed magnetic circuit, then, 
n = 80, give results sufficiently near the truth for present 
practice in the matter of estimating what improvement will 
be effected by loading a particular circuit. It must, how- 
ever, be noted that these figures are based upon the obser- 
vations made with the coils described in Part ILI ; where it is 
mentioned that the effective resistance of so-called “ iron- 
core coils " is much lees than that of the “ аіг-соге coils” 
fora given inductance. The difference in effective resistance 
of the two types of coil for the same inductance may explain 
the reason for the different value of the constant n required 
to make the observed and calculated resulta agree. ‘These 
matters require further thought and investigation, but until 
such investigation has been made, it may be accepted with 
confidence that— 
(a) Where loadiug coils without magnetic coils are used, 
R + 50L K 
В = 2 11 ° |; 
(5) Where loading coils with magnetic cores (such as are 
mentioned hereafter) are employed, 


Anyone who studies these formule, or, indeed, who scans 
the practical results given in Part III, will at once appreciate 
the necessity for keeping the resistance в as low as possible 
for any given increase in the value of the inductance L. 

It is very lamentable that little attention appears to have 
been paid to Mr. Oliver Heaviside's repeated indications that 
inductance would be beneficial in a telephone loop. Some 
eminent scientists appear to have recognised the importance 


of the matter, amongst them being Prof. 8. P. Thompson, 


but no definite information as to the manner in which the 
inductance might be efficiently inserted appears to have been 
given until the subject was investigated mathematically and 
experimentally in America by Prof. M. I. Pupin, whose 
papers are worthy of the most serious consideration ; they 
are “ Transactions of the American Institute of Electrical 
Engineers,” (a) March 22nd, 1899 ; “ Propagation of Long 
Electrical Waves," (b) May 19th, 1900; ‘ Wave Trans- 
оаа over Non-Uniform Cables and Long-Distance Air 
ines.” 

Other valuable work has also been done by Dr. G. A. 
Campbell, see Phil. Mag., 1908, Vol. 5, page 318, “Оп 
Loaded Lines in Telephonic Transmission.” 

Lagrange in his “ Mecanique Analytique,” Sec. partie, 
Sec. VI, Lord Rayleigh in his ** Theory of Sound,” Vol. I, 
pages 238 and 234, Prof. Routh in his * Advanced Rigid 
Dynamics," page 260, and many others have investigated 
the propagation of waves along uniformly loaded strings. 
They show, in effect, that if a long, thin stretched string be 
taken and loaded by small weights at equal distances along 
its length, it will vibrate practically as though uniformly 
loaded if there be not less than x loads per wave length ; or, 
that the string will transmit waves when the length of each 
wave is such as to include x loads. Of course, the closer the 


loads, the shorter will be the wave length which the string 


will be able to transmit. 

Prof. Papin and Dr. Campbell each seem to have recog- 
nised an analogy between the behaviour of a loaded string 
under tersion, fig. 6, and that of an electric circuit, fig. 7, 
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where the inductance coils inserted at regular intervals take 
the place of the loads on the string. The papers of the able 
investigators referred to will throw all necessary light upon 
this matter. Because the inductances inserted in an electric 


Leaded string a: on Ы 
Fic. 6. | 


circuit limit the wave length which can be transmitted, in 
the same way as the loads upon a string limit the wave 
lengths which it will transmit, they are regarded as loads 
and the coils are called loading сойз. 

Working upon this analogy between the transmission of 
waves along a loaded string under tension, and a loaded 
electric circuit respectively, it will be accepted that there 
must be at least х coils per wave length in the circuit. To 
obtain sufficiently clear speech for practical purposes, it is 
essential that waves having a pericdicity of 2,000 per 


—@—@—@—@—@ф=— 


~, Loaded l 
Fic. 7. 


second shonld be transmitted ; there must, therefore, be x 
coils per wave length at this high frequency. This fact may 
be made use of in establishing a simple rule for the minimum 


distance apart for the loading coils selected to serve any 
circuit. Thus— 


Wave length = A = с 
а 


If р be the distance in miles between the coils, then— 
Xx 2 


mum 
— A-— = 


р = А 
т а 


Bat in а loaded circuit it has been shown that— 
а = pVKL=2afVKL 
where / is the periodicity per second. 


D == Е. И 
2xrzf KI 
zr 
1 T VKI. 
and R 
a? 7 K L. 


Now let к, and L, be the electrostatic capacity in micro- 
farads and the inductance in millihenrys respectively per 
mile of loop. Then— 


D? =- 10° е, 
п? 7- К, I4 
But the inductance between the actual wires of any tele- 
phone loop in practice is so small as to be negligible com- 
pared with that added in loading the citcuit ; во that L, may 
be taken as the inductance per mile due to the coils. If, 


сес оа, їз be the inductance in m'llihenrys of each coil 
used— 


and by substituting this in the above equation for p— 
9 
R- I K, L, 
9 
or D K, Lo = ^. a 
д? Ln 


Taking f = 2,000 periods per second 
D K, L; = 203. 


This result represents the worst permissible condition 
namely, that in which there are just я coils per wave at 


2,000 periodicity. It is better in practice to allow some 
margin, so that commonly я f is taken as equalling 7,000, 
which, according to the view taken, allows more than x coils 
per wave at 2,000 periods, or allows shorter waves to be 
transmitted at x coils per wave-length. If ж / = 7,000, 
then— 
DK, L, = 20°4. 

The general rule is, therefore, that the product of the dis- 

tance apart of the coils in miles, the electrostatic capacity 


per mile in microfarads, and the inductance per coil in 


millihenrys should not be greater than 25:3, and need not 
be leas than 20:4. i 


(To be continued.) 


- CONCILIATION. 


THERE has been so much friction between employers and 
employés upon municipal tramways, that we welcome any 
scheme which has for its aim the nipping in the bud of labour 
disputes. The way has been made clear by many earlier · 
workers, and the production of a mutually acceptable get of 
general principles and rules to govern procedure has been 
simplified by the existence of precedente. Nevertheless, the 
formulation of the scheme for conciliation and arbitration, 
as agreed between the Board of Trade, the L. C. O., and the 
employés of the Council in the Tramways Department, for the 
settlement of questions affecting the employés in the Tram- 
way Department," must have involved a great deal of hard 
work which, often enough, no doubt, became tedions and 
unpleasant as well. The three bodies concerned are to be 
congratulated upon the technical resulta of their labours, and 
it is to be hoped that the conciliation boards will sweeten 
continually the relations between master and man, and will 
prevent effectually the recurrence of those unseemly dis- 
putes, which, from time to time, have disturbed the public 


peace. | 

We, like all who wish earnestly to see the nation prosperous, 
have viewed with growing apprehension the creation and 
prolific growth of an army of municipal employés, whose 
„power for selfishness” increases just twice as fast as its 


numbers. To such a politically powerful body a strike is 2 


tempting weapon, апа “ pressure" would develop from the 
spasmodic to the usual. 

We do not tuppose that the erection of any number of 
Conciliation Boards will put an end to the illegitimate use of 

litical pressure for narrow domestic purposes; but these 
Boards should do something at least to suppress that type of 
man whom we may call, in imitation of some of our corres- 
pondente, the super-growler, or, in better known terms, the 
professional agitator and the rank Socialist. | 

We are especially relieved and pleased to see that 
questions relating to discipline and management are 
exempted from tbe jurisdiction of the board. Object lessons 
have been given to the country during the last few years 
sufficient to show the more than folly of buying a dog and 
doing the barking oneself, and tbe general ridicule of this 
principle when it is displayed should prevent its introdaction 
into any conciliation scheme which may be drawn up in the 
future. 

The L.C.C. scheme is so important, in that it is the first 
of its kind applied to tramways, that we have reprinted it 
below as it appeared in the Agenda of the Council on 
November 2nd, 1909. Its clauses will repay careful stady, 
and may give rise to considerable criticism, but that will not 
be surprising under the circumstances. For ourselves, we 
are not inclined to subject the scheme to any detailed 
criticism, but we cannot refrain from saying that a second 
and a third perusal have not sufficed to remove our first 
impression that the keynote of confidence which we onght to 
hear is missing. The very first clause under Procedure 
emphasises this: — Each side of a Conciliation Board to select 
its own chairman. Then in Clause 3 there is provision for 
appointing two secretaries in case the two sides of the Board 
cannot agree to any one member of either side. Clause 4 
provides that each side of a Board is to vote separately. 

These and other clauses indicate rather that the Board 
is to be formed out of two sets of irreconcilables than 


E Eb Ro DO mn Ä! co RU disci rane Co EE ODER rd Tt abends VR Cu ы уге aar УУ е 


Vol 65. No. 1,075, Dom 81,1900.) THE ELECTRICAL REVIEW. | 


1075 


from one general body of men whose sole object is to take 
evidence upon all aspects of a proposition, and to arrive at 
their decision upon a basis of moral and commercial justice 
and equity. 

It seems to ue, too, that the Board is to be put into an 
invidious position by the reference of any resolutions 
involving & reduction of wages to the general body of 
employés, and we should like to know by what logical 
prccess it was determined that a representative board could 
be trusted to make equitable decisions upon all but one 
gubject. 

Upon the whole the scheme has our heartiest approval, 
and we trust that in due course all the larger towns will 
adopt something similar. 

The L.C.C. scheme is to be given a fair trial for three 
years as a minimum, unless both sides find it unworkable 
before the end of that time, and we predict that the general 
public will feel the benefit of the arrangement indirectly 
in many ways, because the recent state of uncertainty must 
have been reflected to some extent in the work ef the whole 
staff, and of the Highways Committee. ` 


GENERAL PRINCIPLES. 


1. Oonciliation boards to be formed to deal with questions 
referred to them either by the Council or its employ és, affecting any 
class of employés to which the scheme applies, which cannot be 
be mutually settied through the usual changels. The questions that 
may be thus dealt with are :— 

(1) Differences as to rates of wages; 

(2) Differences as to hours of labour ; ` 

(3) Differences relating to general conditions of labour (not 
being questions of discipline or management). 

2. The various grades of the employés of the Council who are 
covered by the scheme, to be grouped for this purpose in a suitable 
number of sections, and the area served by tbe Council to be divided, 
if necessary, into a number of suitable districts. 

3. The employés belonging to each section so grouped, to choose 
from among themselves one or more representatives, these represen- 
tatives to form the employé: side of a sectional board to meet 
representatives of the Oouncil to deal with questions of the nature 
ае in Olause 1 affecting grades of employés within that 

on. 

4. The term of c ffloe of a conciliation board to be three years. 
Casual vacancies tbrough death, resignation, or loss of qualification 
to be filled by a special election. 

5. Blections, subsequent to the one which has been conducted 
by E Board of Trade, to be regulated by the central conciliation 

ard. 

6. Employés under 21 years of age will not be eligible as repre- 
sentatives on any board, nor entitled to nominate candidates, nor 
to vote in any election. 

7. All questions referred to the conciliation boards to be first 
submitted to the appropriate sectional board. Where a sectional 
board fails to arrive at a settlement, the question to ba referred on 
the motion of either side to the central conciliation board. 

8. The Council may appoint representatives equal in number to 
the representatives of the employés on any board, but not more 
than two representatives on any sectional board shall be officials. 

The central board shall consist of six representatives of the 
Council and six representatives of the employés. Not more than 
two of the representatives of the Council on the central board 
shall be officials of the Council. 

9. In the event of the central conciliation. board being unable to 
arrive at an agreement, the subject of difference to be referred to 
arbitration. The reference shall be to a single arbitrator appointed 
by agreement between the two sides of the board, or, in default of 
agreement, to be sppointed by the Board of Trade. The decision 
of the arbitratar shall be binding on all parties. 

10, No change involving a reduction in wages or an increase in 
hours of labour, affecting any class of employés to which this 
scheme applies, sball be brought into operation until it has been 
considered and decided upon in accordance with this scheme. 


PROCEDURE. 


1, Each side of a conciliation board to select its own chairman, 
and each side may from time to time vary such chairman. 

2. Every board to meet for business as required at the request 
of either side, and all business ripe for discuesion shall be disposed 
of at such meeting or an adjournmentthereof. A fortnight’s notice 
to be given of all meetings. Any meeting may be adjourned, but 
no board to be required to meet for new business oftener than 
once in two months, except that in the case of tke central board, 
where this would involve an interval of more than one month after 


the failure of a sectional board to agree upon any matter en>mitted ` 


thereto, the central board shall meet to deal with such business as 
soon as convenient. No meetings shall be called during the 
Easter, Whitsun, Summer or Obristmas recestes of the Ocuncil. 

3. A cecretary shall be appointed by agreement between the two 
sides of the central board. Failing agreement, each side to appoint 
a secretary from among the salaried or wages employés of the 
Council. The secretary or secretaries so appointed shall act for the 
sectional as well as for the central boards. All meetings of the 
sectional or central boards to be convened by tbe secretary por 
secretaries. Tne agenda to be circulated with the notices calling 


* 


the meetings, and no question not on the agenda to be brought up 
except with the consent of both sides. 

4. Each side of a board to vote separately by a majority of the 
members constituting the side, and all decisions to be arrived at 
by agreement between the two sides. Two-thirds of each side of a 
board to form a quorum. 

5. Before a conciliation board can entertain any proposal from 
the employés for a change regarding any question of the nature 
defined in Clause 1, affccting any class of employ és, an application 
for such change must previously have been made through tne chief 
officer of tramways to the Highways Committee in the usual 
course. | 

Where the Council proposes to make a change involving a 
reduction in wages or an increase in hours of labour affecting 
any class of employ és, not being a change for which application has 
been made by the саро és as aforesaid, reasonable notice of such 
proposed change shall be given to the employ és by circular, posted 
notices or any other usual method, through the officers of the 
department conce raed. : 

6. After any such application has been made by the employ és 
they shall be informed, as soon as practicable, and in any case 
withia two months, of the Council's decision with regard to the 
request or of its desire to refer it to a conciliation board; and 
similarly in the case of a notice by the Council of a proposed 
change, the employés shall intimate within the period aliowed 
by the notice whether they agree to the proposal or desire that it 
shall be referred to a oonciliation board. In the event of the 
decision not being accepted or of no reply being received within 
the specifled time, tbe men or the Council, as the case may be, may 
require the matter to be referred to a conciliation board, which 
shall be convened to consider the matter so referred, or a change 
propose dy the Council, if uncontested by the employés, may be 

rought into operation. For the purpose of this clause, the periods 
during which the Council is in recess shall not count. 

7. Any propoeal agreed to by a sectional board, or by the central 
board, involving increased expenditure shall be placed before the 
Highways Committee and the Council for their acceptance within 
28 days of the proposal, except during the recess periods of the 
Council, and failing its acceptanoe by the Council shall be referred 
as follows; that is to say— 


(1) A proposal agreed to by a sectional board and not accepted 
by the Council shall be referred to the central boaid; 
and ' 

(2) A proposal agreed to by the central board and not aocepted 
by the Council shall be referred to arbitration. os 


Any proposal agreed to by a sectional board, or a central board, 
involving a reduction of rates of wages shall be communicated to 
the emplojés, and if rejected by them within a month shall be 
referred as follows; that is to say — | 

(1) A proposal agreed to by a sectional board and rejected by 
the employés shall be referred to the central board; and 

(2) A proposal agreed to by the central board and rejected by 
the employés shall be referred to arbitration. : 


Except as otherwise herein provided the decision of the sectional 
board, or of the central board, shall be final and binding on the 
parties, and no decision sball be reopened within 12 months. 

8. In cases in which the central conciliation board fail to agree, 
the meeting of that board shall be sdjourned, and, if the two sides 
of the board fail to agree upon an arbitrator, either of them may 
mike application to have an arbitrator appointed in terms of 
Sec. 9 of the General Principles. After such arbitrator hss been 
appointed, he shall fix a date for the adjourned meeting, at which 
he shall preside as chairman. After hearing. the matter in d'spute 
in such manner as he may think fit, he shall within one month give 
his decision, which shall be final and bi: ding. on both parties for 
sach pericd as the arbitrator shall determine. For the purpcss of 
this clause the pericds during which the Council js in recess shall 
not count. 

9. In cases in which the central conciliation board have agreed, 
but in which their decision is not accept«d by the Council or by 
the employés, as provided in Clause 7 hereof, if the two sides of 
the central conciliation board fail to sgree upon an arbitrator, 
either of them may make application to have an arbitrator 
appointed in terms of Sec. 9 of tre General Principles. After such 
arbitrator has been appointed, he shall fix a date for a meeting, at 
which he shall preside £s chairman. After hearing the matter in 
dispute in such manner as he may think fit, he shall within one 
month give his decision, which shall be final and binding on both 
parties for such period as the arbitrator shall determine, For the 
purpose of this clause the periods during which the Council is in 
rec: ss shall not count. | 

10. Where any question is referred to au arbitrator, all procedure 
in connection with the hearing of the case shall be settled by the 
arbitrator. Each side of the central conciliation board may sélect 
such person or persons as may be considered desirable for the pur- 
pore of representing the Council or the employés, as the case may 
be, at the arbitration proceedings. Counsel or other legal persons 
shall not be entitled to &ppear tefore the arbitrator, except with 
the consent of the a:bitrator and at the joint request of both 
parties. When an arbi ration takes place, the expenses of the 
arbit: ation shall be borne by the Council and its employés in such 
proportions as the arbitrator shall decide. 

11. The question of the pay ment of wagesand travelling expenses 
of employés when engaged in the bysiness of the conciliation 
boards and the other expenses of the said boards shall be deter- 
mined by the sectional or c«ntral boards in conformity with the 
procedure under which other questions are dealt with by those 
boards, 
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DuBATION oF ScHBMB. 1907-8. 1908-9. 3 or 
ls present scheme оо а force until six d after notice Dollars. Dollars. Dollars. 
given by one side to the other to terminate it. No such А E 
notice to be given before October 318, 1912, except by mutual "Р chimneys, glass shades and globes. 
INTERPRETATION. » Austria e * pem о ES 2000 
1. If апу question should arise as to the interpretation of this н United State b 118,000 104000 — 14,000 
scheme, it shall be decided by the Board of Trade. | „ Other countries... 1,000 1,000 = 
т If any eg rg agin? as n the interpretation of an F 
arbitrator's aw. it erred for decision to the central Total ... 158,000 142 — 16000 
board, or a committee appointed by the central board, and, failing f = 6, 
agreement, to the arbitrator. А Rubber belting.— 
A. SHIRLEY BENN, Chairman. From Great Britain ds 1,000 2,000 + 1,000 
» United States $us 35,000 31,000 — 4,000 
Total 36,000 ` 33,000 — 3,000 
TRADE STATISTICS OF CANADA. Manufactures of india-rubber and gutta-percha. — 
| From Great Britain 100,000 80,000 — 20,000 
, Austria... 16,000 7,000 — 9,000 
Tum following figures showing the imports into, and exports from, а France 5,000 4,000 — 1,000 
Canada of electrical and similar materials during the year ended „ Germany 26,000 21,000 — 5,000 
March 31st, 1909, are taken fr« m the recently issued trade statis- „ United States 353,000 333,000 — 20,000 
tics; figures for the year 1907-8 are given for purpcses of com- » Other countries — 1000 4 1,000 
parison and notes of any increases or decreases have been added :— 5 
1907.8. 1908.9. D Total  ... 500,000 446,000 — 64,000 
ў 5 Dollars. Dollars. Dollars. Locomotives for railways.— 
rass ware, plain.— From Great Britain “se — 6,000 + 6,000 
From Grest Britain —.. 7,000 44000 + 37,000 „ United States.. 1,298,000 378,000 — 800,000 
ӯ 2 00 006 — А + 3 000 se —— 
» United 8 26,000 5,000 — 21,000 Total .. 1,998,000 384000 — 854,000 
Total 33,000 53,000 + 20,000 From Great Britain — 74,000 17,000 — 57,000 
Railway са » United States че 619,000 698,000 + 79,000 
= United States was 227,000 227,000 — Total T 693,000 715000 + 22,000 
From United States 3000 2100 + 1200 % e. 
бй каяш аита j From Great Britain 6 76,000 88,000 — 38,000 
Prom Great Britain : 15 00 T m 17000 „ United States iss 347,000 196,000 — 151,000 
„ Germany... 4,000 3,000 — 1,000 Total ... 423,000 284,000 — 1 
„ United States 31,000 35000 + 14000 p К ' * TAM 
„ Other countries 9,000 3,000 — 6,000 eec 
— — From Great Britain sat 187,000 31,000 — 156,000 
Total 49,000 49,000 — » United States А 510,000 123,000 — 387,000 
Coal bituminous.— E 
T tal eee 6 000 154,000 — 
From Great Britain 11,000 140,000 + 129,000 И e in 
» United States .. 14,788,000 13,011,000 — 1,777,000 All machinery not mentioned except sewing machines, tertile 
» Japan zs siis 44,000 — — 4,000 machinery, printing machinery, &c.— 
Total ... 14,843,000 13151000 — 1,692000 F sa 5 Е ire Сою ES 157000 
Cupper wire, plain, tinned or painted.— » Germany .. 138,000 37,000 — Р 101,000 
From Great Britain 1,000 1,000 — Т United Btates 7,167,000 4,925,000 TT 342,000 
„ United States 38,000 36,000 — 2.000 „ Other countries 7,000 11,000 + 4,000 
Total 39,000 37,000 — 2,000 Total 8,005,000 5,517,000 — 32,488,000 
Electric light carbons and carbon points.— Iron and steel wire, single or several, covered with cotton, linen, silk, 
From Great Britain a 2,000 3,000 + 1,000 rubber or other material, including cable so covered.— 
бш тог 4 aA NX EÁ- 
, ax soe , , + , , tates , 110, TT D 
„ United States 29,000 24,000 — 5,000 „ Otder countries 5,000 6000 + 1,000 
» Other countries 1,000 1,000 — : — À — 
Total 45,000 46000 + 1,000 Баи „ 
Я ва | : : | | | Iron and steel wire, not inentioned (except fencing wire).— 
Electric apparatus not mentioned —insulators, electric and galvanic ritain 1 
batter ies, telegraph and telephone instruments,— From den uà оо 28000 a 8 
From Great Britain 49,000 66,000 + 17,000 „ United States 194,000 93,000 — 101,000 
? даа ө 5055 Hie + 1,000 » Other countries 1,000 5,000 + 4,000 
» Germany . 6.000 5,000 — 1,000 Total ... 310,000 187000 — 173,000 
„ Sweden V I 4,000 1,000 — 3,000 . 
„ United States ... 2,236,000 1,550,000 — 686,000 Belting.— 
„ Other countries... 5,000 1,000 — 4,000 From Great Britain i 182,000 1600 — 46,000 
8 „ L.. A "m 4,000 i —,. 1,000 
Total eee 2,306,000 1,630,000 =. 676,000 — 
Incandescent lamp bulbs, &c.— Total 186,000 189,000 — 47,000 
From yore Britain 2009 оо == кее Lighting fixtures of metal, including electric light fxtures of 
" Ustria T" ’ r + Й metal.— | 
United States 40,000 42,000 + 2,000 nae 
е | ; From Great Britain 12,000 21,000 + 9,000 
n. Other countries 2.000 1,000 idi „ Austria 4,000 26,000 + 23,000 
Total 60,000 51,000 — 900 "Олы . 11900 — 10 — 
Electric motors, generators, dynamos and sockets. — | ý u s 
From Great Britain 10,000 18,000 + 8,000 Total ~... 399,000 353,000 — 46,000 
» France 1,000 4,000 + 3,000 : 
И Norway d 4000 4 4 000 Asbestos Manufactures.— 
» Sweden ЕТ — 1,000 + 1,000 From Great Britain 22,000 18,000 — 4,000 
» United Btates 578,000 294,000 — 284,000 „ ОВА. see 166,000 160,000 — 6,000 
„ Other countries 4,000 — = 4,000 „ Other countries 3,000 3,000 — 
Total 593,000 391,000 — 272,000 Total . 191,000 181,000 — 10,000 
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1907.8. 1908-9, Increase or 
Dollars. Dollars. Dollars, 
Plumbago, ground and manufactures.— 
From Great Britain 4,000 3,000 — 2,000 
U. S. A ies vis 27,000 26,000 — 1,000 
Total ies 31,000 $8,000 — 3,000 
ExPonTs 
Mica. — 
To Greet Britain 61,000 69,000 + 8,000 
[I] U. S. A eae 271,000 137,000 ss 134,000 
» Other countries 6.000 3,000 — 3,000 
Total 338,0 0 209,000 — 129,000 
Blectrical apparatus.— 
To Great Britain 3,000 4,000 + 1,000 
» Newfoundland "- 3,000 11,000 + 8 000 
„ Franoe... R. ES 2,000 8,000 + 1,000 
» U.B.A. ... s е 83,600 63,000 — 20,000 
» Other countries 5,000 2,000 — 3,000 
Total es 96,000 83,000 — 19,000 
India rubber manufactures. — 
To Great Britain 11,000 8,000 — 3,000 
» Newfoundland 3,000 3,000 — — 
„ New Zealand 6,000 5,000 — 1,000 
» U.B.A. “et 31,000 86,000 + 55,000 
„ Japan SN 15,000 — — 16,000 
» Other countries 4,000 2,000 — 2,000 
Total 70,000 104,000 + 84,000 
Machinery.— 
To Great Britain ... ‘ 69,000 40,000 — 29,000 
» Newfoundland... 29,000 29,000 — 
» New Zealand . 28,000 21,000 — 7,000 
» Argentine . 26,000 15,000 — 11,000 
» France .. 23,000 10,000 — 13, 000 
„ United States 584,000 441,000 — 143,000 
п Other countries eee 145,000 33,000 SN 112,000 
Total m 904,000 589,000 — 315,000 


N.B.—Dollars з 4s. 2d. 


THE PHYSICAL SOCIETY’S EXHIBITION. 
(Continued from page 1014.) 


R. W. Paul. 


Mr. Paul showed several novelties. One was the Sumpner 
reflecting electrodynamometer (g. 11), invented by Dr. W. E. 
Sumpner for accurately measuring a large range of small alternat- 
ing voltages, and for use in connection with various bridge methods 
for induction measurements and similar p The indications 
of the instrument are independent of wave-form and frequency, 
and are unaffected by external fleldé, these results being obtained 
by the use of an iron magnetic circuit of special form. The great 
range and high sensitivity possible with this form of dynamometer 
open up a new sphere of electrical measuremente. 


The magnetic circuit is constructed of thin laminations of iron, . 


of high resistance and low hysteresis. The instrument is designed 
во that the field flux is accurately proportional to, and in quadrature 
with, the voltage applied to the magnet coil. The moving coil has 
few turns, and therefore low self-inductance; it is freely suspended 
by a phosphor-bronse strip, which acts as a control, and is fitted 
with a vane working in a closed chamber, which gives effective 
air-damping. 

The magnet is wound with three coils, to enable high sensibility 
to be obtained for various applications of the instrament. 

To use the instrument for the measurement of small voltages, 
one of the magnet coils is connected across the voltage to be 
measured, while the moving ooil, in series with a condenser, is con- 
nected across the same or another of the magnet windings. The 
deflection is proportional to the square of the applied voltage, and 
directly proportional to the capacity used in the moving - coil 
circuit. The range of the instrament is enormous, and can be 
varied by altering the connections of the coils and also by varying 
the capacity. 

The sensibility of the instrument can be further increased by 
using it heterostatically, i.¢., exciting the magnet with a high 
voltage from the same source as the voltage to be measured. It 
then becomes possible to detect voltages smaller than one micro- 
volt. A pressure of 200 volts at 50 cycles may be applied to the 
fine-wire coils in series without injuring them. 

By applying a known alternating voltage to the magnet winding 
and also to the moving ooil in series with the condenser under test, 
fhe instrument may be used fer the measurement ef capecitige, the 


deflection being proportional to the capacity tested. The instru- 
ment can also be used for the investigation of the magnitude of 
“skin effect" in a conductor, and for the measurement of very 
small amounts of power, with the aid of a suitably-designed 
quadrature transformer. | | 
А new model of the Campbell vibration galvanometer was shown 
in action ; compared with the criginal pattern, its coil is very much 
smaller and lighter, having only 30 turns of wire and a total 
resistance, including suspensions, of about 3 ohms. Nevertheless, 
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Fic. 11.—Sumenen REFLECTING ELECTRODYNAMOMETER. 


it can be tuned to any frequency from 50 to 1,000 periods, and at 
100 periods its sensitivity is such that poth of a micro-ampere 
can be detected. The suspensions are of bronze wire, and form 
connections to the coil, thus eliminating the ping effect of the 
flexible connections previously employed. The effective length of 
the upper, or bifilar, suspension can be varied at will, and a separate 
adjustment of the tension on the suspension is provided. 

The Campbell inductance standards and bridge were shown in 
use for measuring inductances and capacities for wave telegraphy. 
Their range of usefulness has been greatly extended by the develop- 
ment of a system of anequal ratio arms, so that inductances and 
capacities of any value may now be measured by direct-reading 
methods with almost as much simplicity as the measurement of 
resistance by the Wheatstone bridge. 


Fic. 12.—MicBoPHONE HUMMRBB. 


Ав a source of small alternating current of known high frequency 
for,testing purposes, the microphone hummer (fig. 12) was exhibited. 
It consists of a bar of steel resting on n points near its 
extremities, and carrying a microphone button shunted by a con- 
denser, A transformer is connected in circuit, the secondary 
current passing through a coil on a polarised magnet under the bar. 
On striking the bar, an alternating current passes round the magnet 
and maintains the vibration. The testing current is taken from 
another secondary winding ; its frequency depends on the length of 
the bar selected, and may be 1,000, 2,000 or upwards. The instru- 
ment is self-contained, and needs only to be connected to a 6-volt 
battery to be ready foruse. A special сере receiver for use with 
the selested frequoney is supplied, the diaphragm being arranged 
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to resonate to it, thereby increasing the sensitivity and the sharp- 
ness with which a null point may be detected when testing ; this is 
also aided by the comparative freedom from higher harmonics 
of the current from the hummer, and its unvarying frequency. 

Some new models of the single-pivot moving-coil instruments 
invented a few years ago by Mr. Paul were exhibited; these have 
been simplified and fitted into teak cases, so as to render them more 
suitable for rough use and for elementary students (fig. 13). An 
interesting extension of the single-pivot principle to a.c. measure- 
ments has been made ; the circular coil with its central pivot moves 
in a spherical space between fwo fixed coils, thus forming a sensitive 
dynamometer. One of the new instruments, giving a full scale 
deflection for 8 milliamperes, was exhibited, and other forms are 
made as ammeters, voltmeters, and wattmeters with various ranges. 


As there is practically no metal used in the construction, except in | 


the coils, this dynamometer is particularly suitable for the accurate 
measurement of small powers. 

The Optiphone, an attachment by means of which the vibrations 
of a telephone diaphragm are magnified and made visible to the 
eye, with the aid of the device invented by Mr. Irwin for his 
oscillograph, was shown at work; we bope to describe this more' 


fully later. | 
А tiometer, designed by Мт. Melsom, of the National 
Phy Laboratory, was exhibited.' It has 150 coils, and is 


operated by six dials with switches, во arranged as to give direct 
reading in conjunction with a short slide wire. The balance to 
standard cells can be checked at any moment by simply pressing a 
key, without disturbing the test in hand, and compensation for the 
varying temperature of the standard cell is provided. The 
rheostat is of new design, giving great steadiness of adjustment, 
and in order to render the slide wire easily replaceable, it is 
adjusted by shunting. 

A potentiometer for extra-high pressures, fitted with Duddell- 
Mather non-inductive anti-capacity resistance gauze, was exhibited, 
forming one section of a setfor useatthe National Physical Labora- 
tory; it hada resistance of 100,000 ohms, sub-divided into four 
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Fia. 13.—" Unirrvot” Movine-Oor GALVANO METER. 


divisions of 20,000 ohms, and 10 of 2,000, connected to highly- 
insulated sockets for travelling pluge. The gauze, which had a 
length of 30 ft., and a width of 7 in. was mounted on long 
porcelain bobbins enclosed in a framework, and protected by wire- 
work panels; each division was accurately adjusted to within one 
part in 10,000. This particular section was capable of independent 
use on & 10,000-volt circuit, or of being coupled up to others for 
higher pressures. 

A number of other instruments and accessories was also 
exhibited. f ; 


Siemens Bros. & Co., Ltd. 


Messre. Siemens Bros.’ exhibits would form a lengthy list, includ- 
ing various types of ammeter and voltmeter, the Universal 
galvanometer, portable current transformer, collapsible photometer, 
and other measuring apparatus. Amongst the items of especial 
interest was the Saladin double-mirror galvanometer, which we 
mentioned last year, and now illustrate (fig. 14). This instrument is 
ingeniously arranged for the purpose of reproducing a curve on a 
stationary photographic plate. It consists of two galvanometers, 
the mirrors of which are optically connected by means of a prism. 
The horizontal movement of the beam of light from the mirror of 
the first instrument is converted by the prism into a vertical move- 
ment, and the light is then thrown on to the mirror of the second 
instrument, where its vertical movement is combined with the 
horizontal movement of the mirror of the latter. The resultant of 
the horizontal and vertical movements gives the required curve. 
The apparatus can be worked for any speed of the ray of light up to 
2°5 mm. per second, and with photographic plates of ordinary 
sensitiveness. 

A typical example of the application of the instrument is to the 
determination of the recalescence points in metals. One galvano- 
meter is connected directly to a pyrometer giving the temperature 
of a metal which is known to have no recalescence points; the 
other is connected across both this and another pyrometer, 
recording the temperature of the metal under test, so that the 
latterlgalvanometer measures the difference in temperature at any 


Fic, 14.—Satapin DOUBLE-MiRROR GALVANOMETER. 


moment between the two metals. Thus a curve between actual 
temperature and difference of temperature is described by the spot 
of light, showing clearly the recalescence points, and recording the 
curve on a photographic plate. 

Another interesting exhibit was a high-frequency generator, for 
a normal frequency of 3,500 cycles per second (fig. 15). This was 
provided with a loading generator, instead of the eddy-current 
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Fic, 15.—Hi1GH-FREQUENCY GENERATOR. 


Fic. 16.—CHANGE-OVER Swrron FOR 
400 AMPERES AT 6,000 VorTs. 


brake, as shown last year, and was driven by a motor. Оп a 220- 
volt circuit, a maximum frequency of 6,000 cycles per second could 
be attained. | 

A large change-over switch was exhibited, which was specially 


designed for measuring the power in а three-phase unbalanced 
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circuit with a single-phase wattmeter (ag. 16). The capacity of the 
switch was 400 amperes at 6,000 volts. By an ingenious arrange- 
ment the contacts are short-circuited until the es of the switch 
connected with the wattmeter are practically home, so that the main 


Fre. 17.--8Івмвиз OHM-METEBR, WITH GENBRATOR. 


circuit is never interrupted for a moment, and the change-over can 
be effected instantly. 

Other noteworthy exhibits were the Frahm speed and frequency 
indicators, of the vibrating reed type, which Messrs. Siemens Bros. 
now supply; and an ohm-meter, either with a generator, 
fig. 17 {ар to 1,000 volts), or direct from the supply mains at 220 or 
440 volta. 


Nalder Bros. & Thompson, Ltd. 


At this stand there was a variety of electrical measuring appa- 
ratus The Telethermometer, the Ohmer, portable p.c. testing sete, 
the limit indicator (described in our issue of November 26th, page 
865), and a number of switchboard instruments, were shown. A 
recording wattmeter was exhibited, suitable for use on three-phase 


Fre. 18.—LaAxP-TESTING WATTMETEB. 


unbalanced circuits, being fitted with two movemente on the same 
spindle, arranged to avoid mutual effects. We illustrate a lamp- 
testing wattmeter of the moving-coil type, designed for a very 
low power consumption, and to read accurately on both 4.0. and 
D.C. circuits, 


F. Harrison Glew. 


Mr. Glew showed an interesting application of the properties of 
radium to the collection of atmospheric electricity. A metallic 
spiral, coated with a radium salt, was suspended from an insulator 
on the topof the building, and connected with an electroscope ; 
the radium ionised the surrounding air, and allowed the aerial 
conductor to acquire the potential of the air at that point, thus 
charging the electroscope. The latter automatically discharged 
itself to earth every few seconds through a coherer, causing a bell 
-to ring. Another exhibit was an arrangement for recording the 
number of sparks passed during a short interval of time by an 
induction coil, as in instantaneous X-ray photography. For this 
purpose a steel ball was allowed to roll down inclined rails on toa 
horizontal track consisting of two graduated straight-edges, one of 
which was covered with a strip of paper. The sparks passed 
from the rolling ball to the rail through the paper, perforating 
the m and thus recording the number and frequency of the 
spar L] 


Electrical Regulators and Economisers, Ltd. 


A number of tbe Martin rheostats was exhibited at this stand 
including, besides the standard type which we have illustrated, 
patterns suitable for shunt-field regulation, elementary laboratory 
use, and a stage-lighting dimmer to carry 40 amperes, consisting of 
nine columns of 12 cells each. One of the regulators was fitted up 
in series with a wattmeter and a lamp, to show the extremely wide 
range over which the instrument was effective. 


(To be continued.) 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


JAPAN —(concluded). 
Electric, horse and other tramway 
cars, and parts, regulators and 
motors for electric cars, trolley 
wheels and poles, electric motor 
trucke, Gans's patent motor cars, 
inspection ars eas 
Instrumenta: physical, chemical, sur- 
gioal, surveying,'and other scien- 
tific instruments 2095 „ 
Amperemeters, voltmeters, galvanó- 
meters, тебеа ohmmeters, 
&с. 


20 % ad. val. 


Telegraphic and telephonic instru- 
ments and parts thereof, including 
transmitters, perforators, relays, 
citophones, logphones, field tele- 
phones, telautographs, speaking 
tubes, receivers 20% 5„ 

Boilers and arranged boiler tubes for 
water-tube boilers... E i 15% „ 

Steam engines, gas engines, petro eum | 
engines, electric motors and other 
e power machines, hydraulic 

es, water turbines, steam 
turbines, Pelton wheels, air en- 
gines, electric dynamos, pistons, 
piston rings, governors, condensers, 
armatures, carbon and copper 
brushes for electric dynamos, oil 
furnace for petroleum engines and 
parte thereof 1595 3, 

Carbon rods for electric light, ‘includ- 
ing coppered carbon rods... . 686 yen per 100 kin 

India-rubber or caoutchouc: crude ... Free 

Plates and sheets, soft, not exceed- 


ing 1 mm. thickness x '80 yen per 100 kin 


Others 5:90 is 8 
Hard -— soe D ies 37-80 i й 
Rods qus .. 10% ad val 
Other, unmanufactured шк. ОЮ 4 н 
Gutta-percha: crude ... 28 Free 
Plates and sheets... dis n p 40 yen per 100 kin 
Other, unmanufactured ^ d ad val. 
Gatta-percha manufactures .. 40 
Caoutchouc manufactures ... *. 10% 
Celluloid bars, rods, plates, &c. 25 60 yen per 100 kin 
» manufactures 40 95 ad val. 
Packings for engines ... 7'51 yen per 100 kin 
Incandescent electric lamps: | 
Not exceeding 32 C. P. 5:80 yen per hundred 
Others .. 10:20 i. ii 
Arc light lamps, ‘sockets and filaments 
for electric lamps, shades, globes, 
reflectors, detached parts of incan- 
descent electric lamp sockets 30 % ad val. 
Electric blasting fuses .. " % 2595 i 
Articles not separately mentioned in the Tariff: 
Raw or unmanufactured  ... .. 10% ad val. 
Partly manufactured 2s 2 0 20 5 
Wholly шапкын 
Coarse А - | ng У 
Fine us sd *. 40 "s 


The followiog articles are admitted free of duty: — Articles 
imported for Imperial use, samples of merchandise which are only 
fit for use as such, tools and instruments of professional necessity 
to settlers. 


Electric Smelting of Iron Ore.—Dr. Haanel, Director 
of Mines, has been advised from Norway of the early erection in 
that country of & second works for the reduction of iron ore by the 
electric furnace. Dr. Haanel has also been requested by Director 
H. Boholm, of the Copper Mine and Smelting Co., of Trondhjem, to 
recommend an electro-metallurgist capable of taking charge of the 
erection and management of the proposed works. The recurring 
erection of works in Norway and Sweden for the purpose of electric 
smelting proves the correctness of the reports issued from time to 
time by the Canadian Department of Mines upon the subject. 
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NEW PATENTS APPLIED FOR, 1909. 


(NOT YET PUBLISHED.) 
Compiled expressly for this journal Mzssns. W. P. Txomrson & Co., Eleo- 


trical Patent Agents, 385, High Holborn, London, W.O., and at Liverpool 
and Bradford, to whom all inguiries should be addressed, 


Ё 


29,064. "Improvements in electric sparking plugs for internal-combustion 
engines and the like. A. TAYLOR and F. STEBBING. December 18th. 

29,068. ‘‘ Improvements in electric are lamps.” H. Hrasr and A. E. ARGOLD. 
December 18th. е 


29.009. ''Improvements in electric arc lamps.“ 
December 18th. 


29,067. "Improvements in and relating to electric cartridge fuses.” 
Sizmens Bros. Dynamo Works, LTD. (Siemens Schuckertwerke G.m.b.H., 
Germany.) Deoember 13th. (Complete.) 

29,088. ‘Improvements in and relating to rotary converter dynamo-electric 
machines." Bremens Bros. Dynamo Works, тр. (Siemens Schuckertwerke 
G.m.b.H., Germany.) December 18th. (Complete.): 


29,000. ‘Improvements in or relating to the working of single-phase oom · 
mutator dynam )-electric machines.” Sizmens Bros. nano Works, LTD., 
(Siemens Schuckertwerke G.m.b.H., Germany.) December 18th. (Complete.) 

29,001. "Improvements in electric switches," Н. E. DORNITHORNE, 
December 18th. 

29,196. "Improvements in electromagnetic olutches for transmission of 
power, speed regulation and acoeleration." W.P.DvunmrwALL. December 18th. 

9, 00. Improvement in controllers for electric motors.“ HExuscrric Cox - 
STRUCTION Co., LTD., and F. W. CLosr. Deoember 14th. 

Decem- 


29,206. '''Totally-insulated electric lamp-holder." G. D. Арлм, 
ber 14th. 


29,214. “Improvements ih the electro-deposition of iron." В. O. CowPER- 
CoLzs. December lith. 

29,295. '' Improvements relating to eleotrio clocks and like instruments.“ H. 
Сакквк. (Application for Patent of Addition to No. 8,851/00.) December 14th. 

29,240. * Improvements in storage batteries." Н, C. HussxLL. December 
141. (Complete.) 

29,255. "Improvements in and relating to ignition systems for internal com- 
bustion engines." E. L. Wziss. (Date applied for under Вес. 91 of the Act, 
December 17th, 1908, being date of application in France.) December 14th. 
(Complete.) 

99,267. “Improvements іп and connected with electric motors.” J. D. 
Roots. December 14th. 


29,984. “Improvements in and relating to electric welding." E. B. 
Kooruax. December lith. (Complete.) 


29,312. “Improvements in dynamo electric machinery." Bruce PEEBLES AND 
Co., LTD., and P. DoKNONVILLE DE LA Coun. December 165th. 


29,829. "Improvements in the use of magnetic generators." M. A. Сорр. 
December 15ih. 


29,8399. ‘* Improvements in or relating to switches for use in electrio circuits.” 
F. BmuoAbDBENT. December 15th. 


29,850. " Improvements relating to conduits or casings for electric conductors." 
Key ENGINEERING Co., Lrp., and L. Маск. December 15th. 


29,870. ‘‘Improvements relating to dynamo.electric machines.“ М. 
WALKER. (Date applied for under Rule 18, January 11th, 1909 ; an invention 
comprised in Application No. 698, dated January llth, 1909.) December 16th. 

29,888. ‘Improvements ip automatic electrically driven pumps for domestic 
water supply." M. BRANDENBURG. December 15th. (Complete.) 

29,411. ''Improvéments in electrical heating apparatus." B. L. R. Price, 
December 16th. . 

29,437. '' Improved electrically illuminated advertising sign." C. Garxs, jun · 
December 18th. : 

29,448. ‘‘ Improvements in or relating to electrical ship-log apparatus.” T, 
Warner & Son, LTD., T. F. WalxER and T. 8. Warrer. December 16th. 

29, 481. Improvements in wireless electric signalling particularly applic- 
able to free aerial vessels." R. A. FrsskNDpxN. (Date applied for under Bec. 91 
of the Act, February llth, 1909, being date of application in United States.) 
December 16th. (Complete.) 

29,496. ‘Improvements in and relating to the prevention of over-charge or 
over-discharge or of both over-charge and over-discharge of secondary 
batteries." R. В. Dopsrz. December 16th. 

29,506. ''Improvemente in wall and like plugs for electrical connections.” 
A. Bon NELLA and G. J. BoNNELLA. December 16th. 


29,511. ''Improvements in separators of electrodes." H. F. док. De- 
cember 16th. 


29,521. "Improvements in'and relating to the distribution of electrical 
energy." J.T. Morris. December 16th. 

29,582. ‘‘ Improvements connected with plug and socket connections used 
in electrio lighting and power installations.“ А, P. LUNDBERG, G. O. Lunp- 
BERG and P. A. Lunpserv. December 17th. (Complete.) 


29,583. "Improved speed governing device for electric motors." R. A. 
Вмітн. December 17th. 


H. Hirst and A. E. AKeoLD. 


29,584. "''Improvements in tractive electro-magnets." R. A. Вмітн. 
December 17th. 

29,0293. ‘Improvements in X-ray vacuum tubes" W. М. MARTIN. 
December 15th. 

29,137. ‘Improvements in or connected with eleotric call or signalling 


Apparatus, or an instrument for calling separately by means of an electric 
bell several stations connected by a single wire," L. E. BELcovRT and 
L.8. Leuker. December 18th. 


29,671. ‘Improvements in electric furnaces,” O.VourL. December 18th, 
(Complete.) 

29,017. "Improvements in telephone installations," Sizaxne Bros. & Co. 
and H. W. F. InzIAN D. December 150. (Complete.) 


20,099. "Improvements in and relating to electric motor controllers.“ 


Hninisn Тпомвом-Носвгок Co., LTD. (General Electric Co., United States. 
December 18th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Mz*sns, W. P. Тномрвонм & Co., 255, High Holborn, W.C., and at Liver- 
pool and Bradford; price, post free, 9d. (in stamps). 


1908. 


APPARATUS FOR Рпорс‹іке RAPID ErtkcrRIC OscittrATioNs, E. Von Lepel. 


17.349. August Ith. (Date applied for under International Convention, 
August th, 1907.) 


MANUFACTURA oF Rrruacrogr En CTI Conpuctors. C. T. Fuller. 17.619. 


Vuge-t zin. (Date applied tor under International Convention, August 
24th, 1901.) 


Xe ro loxitiow, J. L. Milton. 92,271. Getober 20th. 


коок or Cowtixvovus-CunREXT Motors, P. Scharf. 94,794. Novem. 


WiRELESS BrewALLIMG. R. A. Fessenden. 25,305. November 94th. (Date 
applied for under International Convention, Deoember 28rd, 1907.) 
ELxOrnic Lamps rog Уєнісгва. E. Aron. 25,889. November 25th. 


1909. 


DrwAMO-ELxcrRIO МАСНІКЕВ. J. Taylor. 16. January Ist. 
Mrans ron Surrortine ELECTRIO Lamps. J. H. McLean. #75. January 18th. 


ELECTRIO Traction BrsTEMS. E. M. Munro and Raílless Electric Traction Co. 
1,067. January 15th, 


TROLLEY HEADS FOR ELBOTRICALLY-PROPELLED VEHICLES, Е. M. Munro and 
Railless Electric Traction Oo. 1,077. January 15th. 

ELECTRIC CONTROL or Lirts. J. G. Childs and Т.З. Hill. 1,066. January 15th. 

Exxctaic IxbIoarons. Julius Sax & Co. and H. C. Wheat. 1,965. January 27th. 

ELECTRIC Prorecrive Dmvicks OF THE ТҮРЕ SUITABLE FOR Us As LIGHTWING 


ARRESTERS,. British Thomson-Houston Co. (General Electric Co., United 
Statee.) 2,539. Fobruary and. 


TREATING Woop TO RENDER IT SUITABLE POR Use m SECONDARY ов STORAGE 
BaTrrEBIES. P. Marino. 2,641. February 8rd. 


Srcompary OR STORAGE BATTERIES, P. Marino. 9,688. February 4th. 
APPARATUS FOR PRODUCING BUT VERY SLIGHTLY DAMPED ELECTRICAL OSCILLATIONS. 
W. P. Thompson. (Ges. ftir Drahtlose Telegraphie.) 6,494. March 17th. 
Process yor Manxuracrurinag Execraic IwcAmpESCENT АМРЕ. R. Hopfelt. 
8,146. Aprll 5th. 
GaLvamic Der BATTERIES. G. L. Patterson and G. H. Hopper. 11,155. May 11th. 
ELxOTRIC Trak ALARM APPARATUS. W. Rausch. 19,196. May 24th. 
ELECTRIC Arc Lamps. Siemens Bros. Dynamo Works. (Siemens Schuckert- 
werke Ges.) 14,505. June 21st. 
SERMO LUCRO AND UmLockixe DEvicg РОВ Locks. G. Sahmer. 15,991. 
uly 8th. 
Static Inpvucrion GENERATORS OR IwFLUENCE MacHiwEs, C, Harrison. (C. E. 
Baker.) 21,599, September 21st. 
MANUFACTURE or Авс Ілонт ErEOTRODES. Geb. Siemens 4 Co. 393,71. 
ии (Date applied for under Internaticnal Convention, November 
i 2 
Стасоіт CLOSERS ron AvromatTic Ёгкстыс BuRGLAR ALARMS. Н. B. Collier. 
e October 25th. (Date applied for under Rule 18, November 26th, 


‚) 


Electricity in Swedish Industry.—Aocording to a 
lecture by Dr. Sahlin, published in the Jernkontorefs Annaler, 
electricity has now been introduced at about 50 iron mines and 
deposits for various purposes. The energy is in some cases transmitted 
over considerable distances, as, for instance, 50 km. to the well-known 
Grängesberg mine, whieh was one of the pioneers in the adoption 
of electrical energy in Swedish mines, and the first to use the 
three-phase system. 

At these mines there are now 94 motors in work with a total 
capacity of 5,280 H.., in addition to which 585 н.р, are used for 
lighting purposes, including 175 н.р. in the pite. The average 
consumption of power amounts to 4,050 H.P. 

The total number of electrical motors installed in Swedish iron 
mines is 427, having а total capacity of 10,086 R. v. 

Electricity has now been introduced at 44 iron and steel works, 
of which 18 are u motors for driving rolling mills. The fol- 
lowing table is based on the official statistics of the Electrical 
Inspection :— 

Number of motors installed - e ies .. 1,246 

Of which are used for steel-rolling purposes ... "n 61 
Total capacity of the motors Ha € sie : 
Of which are used for ateel-rolling purposes (maximum) 13,260 „ 
Electrical power for electrometallurgical purposes 


(maximum) ... js jus ае га .. 11,095 „ 
Electrical power for lightíng purposes... i ... 2,657 „ 
Total of ti present installation id kei .. 48,091 „ 


The last-named figures will be largely increased within a short 
fime, when two very large transmission undertakings bave been 
completed. 'The ental works at the Trollhattan water- 
falls for the electric smelting of iron ore are designed to have a 
capacity of 7,500 И.Р, 


The Buenos Ayres Exhibition.—We recently com- 
mented upon the en which was being displayed by 
British electrical and other engineering manufacturers in book- 
ing space for the great Buenos Ayres Exhibition of next 
year. It appears that there is not a similar enterprise 
evident on the part of the United States firms, indeed, 
owing to the apathy shown, in spite of the efforts of the Govern- 
ment administration departments, the United States applications 
for space do not reach the minimum of 5,000 square metres, 
and according to the Times New York ndent, the States 
may have no building at all at the Exhibition. Against thie, put 
the statement that both Great Britain and Germany have already 
engaged 100,000 sc are metres, and cannot then accommodate all 
their representatives, and we! see more plainly than ever that the 
fight for South American business isan Anglo-German one. By way 
of explanation of the American attitude, the Times correspondent 
adds: —“ The reason for this situation lies in the fact that nearly 
all the American firms who on business in the Southern Con- 
tinent employ foreign agents, who naturally include the exhibits of 
the American concerns which they represent in the boildings 
assigned to their own countries. 16 would seem obvious that if 
manufacturers here were really anxious to extend their business in 
South America they would send out their own agents. However, 
for various reasons it has always proved a difficuit task to get the 
right men to go there and to retain them when they have gone.” 
A few weeks ago in our Notes on Trade Abroad," we alluded to 
a remarkable series of blunders in dealing with the South American 
market for which United States firms suffered a severe Consular 
castigation. 
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